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FEDERAL  SUPPLY  CLASS 


FOREWORD 

The  Federal  Supply  Classification  Listing  is ‘a  cumulative  listing  of  documents, 
alphabetically  within  Federal  Supply  Classification.  A  ready  reference  listing 
of  all  additions  and  changes  since  the  previous  supplement  is  contained  in  Part 
II,  Section  B. 

The  Department  of  Defense  Index  of  Specifications  and  Standards  (DODISS)  is  published 
under  authority  of  the  Office  of  the  Under  Secretary  of  Defense.  Defense  Materiel 
Specifications  and  Standards  Office,  and  will  be  Issued  with  supplements  effective 
1  September,  1  November,  1  January,  1  March  and  1  May. 

"The  use  of  this  Index  is  mandatory  on  all  military  activities.  This  mandatory 
provision  requires  that  the  Federal  and  Military  specifications,  standards,  and 
related  standardization  documents  be  considered  in  identifying  items  for  procurement 
actions.  Since  specifications,  standards,  and  related  standardization  documents  are 
subject  to  change,  such  documents  should  be  reviewed  for  applicability  prior  to 
procurement  use." 

Comments  or  suggestions  pertaining  to  the  maintenance  of  this  Index  should  be 
addressed  to: 


Commanding  Officer 

U.S.  Naval  Publications  and  Forms  Center 
NPFC  106 

5801  Tabor  Avenue 
Philadelphia,  PA  19120 

NOTE 


The  DOD  Index  of  Specifications  and  Standards  (DODISS)  is  also  issued  by->monthly 
in  Microfiche  (imaged  on  105mm  film  at  a  48X  reduction  ratio) .  Each  microfiche 
edition  completely  supersedes  the  previous  Microfiche  edition. 

The  DODISS  Microfiche  contains  three  (3)  listings  identified  on  the  "eye  readable" 
of  each  flche  as  follows: 

a.  DODISS  Alphabetic  Listing  -  Reflects  all  active  documents  alphabetically 
by  nomenclature  cross  referenced  to  document  number,  document  date,  preparing 
activity  and  custodians. 

b.  DODISS  Numerical  Listing  -  Reflects  all  active  documents .  New,  revised, 
amended,  changed  and  documents  cancelled  since  previous  Edition  in  document  number 
sequence  by  document  type  are  indicated  by  the  letter  "B*'  preceding  the  document 
number . 

Cancelled  documents  in  the  Numerical  Listing  are  indicated  by  an  asterisk  (*) 
preceding  the  document  number.  The  letter  "C"  preceding  the  document  number 
reflects  cancelled  items  since  the  previous  edition.  Absence  of  superseding 
data  in  the  title  denotes  cancellation  without  replacement. 

The  Numerical  Listing  contains  all  the  documents  presently  listed  in  the  "hard 
copy"  DODISS  (parts  1,  2,  Appendix  (Pt.  2)  and  FSC) . 
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c.  DODISS  Federal  Supply  Class  Listing  reflects  all  current  documents  In 
FSC  sequence  (alphabetically  sequenced  by  nomenclature  within  each  (FSC)  cross- 
referenced  to  document  number,  document  date,  preparing  activity  and  custodians. 
The  FSC  List  also  reflects  Reviewer /User  and  Validation  information. 

Availability  of  DODISS  Microfiche: 


DOD/DLA  Activities  are  urged  to  advise  Naval  Publications  and  Forms  Center  (Code 
3064)  of  automatic  distribution  requirements,  in  accordance  with  existing  depart- 
mental  procedures  for  distribution  of  the  "hard  copy"  of  DODISS. 


Industry/Individual  may  obtain  DODISS  Microfiche  from  Navy  Publications  and 
Printing  Service  Office,  Fourth  Naval  District,  700  Robbins  Avenue,  Philadelphia, 
PA  19111,  on  a  subscription  basis  for  a  complete  and  updated  DODISS  (bi-monthly). 


NOTE 


Distinctive  Numbering  of  "Hard  Metric"  Standardization  Documents.  The  symbol 


"DOD"  replaces  the  symbol  MIL"  in  new  and  revised  specifications  and  standards 
covering  "hard  metric"  of  "hard  converted"  items,  and  other  distinctly  metric 
documents,  as  opposed  to  documents  for  "soft  converted"  items.  The  purpose  is 


to  provide  ready  Identification  of  metric  documents. 


NOTE 


Some  Military  Standards  or  Specifications  use  a  voluntary  standard  Identification 
as  part  of  the  title.  Such  Military  documents  detail  unique  modifications  to  the 
identified  voluntary  standard  for  DOD  use.  When  ordering  such  a  document  it  is 
necessary  to  also  order  the  voluntary  standard  separately.  For  DOD,  the  voluntary 
standard  is  available  from  NPFC;  for  all  others  the  voluntary  standard  should  be 
ordered  from  its  issuing  organization. 

GENERAL  PROVISIONS 

1.  This  publication  lists  the  unclassified  Federal,  Military  and  Departmental 
specifications,  standards,  and  related  standardization  documents,  and  those 
Industry  documents  which  have  been  coordinated  for  DOD  use. 

2.  Revisions  are  indicated  by  a  suffix  letter  to  the  basic  number,  except  for 
Air  Force-Navy  Aeronautical  Standards  (Sheet  Form)  and  Qualified  Products  Lists 
which  indicate  revisions  by  a  suffix  number. 

3.  Amendments  are  indicated  by  a  suffix  number  in  parenthesis  to  the  basic 
number. 

4.  The  number  of  a  Qualified  Products  List  is  the  number  of  the  specification 
to  which  it  is  related.  Specifications  for  which  Qualified  Products  Lists  are 
required  are  indicated  to  the  left  of  the  Specification  number  as  follows: 

Q  -  Qualified  Products  List  Issued. 

NQ  -  Qualified  Products  List  not  yet  Issued. 

5.  In  the  active  section  under  the  column  headed  "DATE",  the  date  listed  is  that 
of  the  latest  issue  (Revision  or  Amendment).  Notices  and  Interim  Amendments  ate 
indicated  below  the  document  number  without  a  date.  Change  Notices  are  indicated 
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with  the  date  of  the  latest  change  in  the  date  column.  In  the  active  section 
under  the  column  headed  "DATE"  the  date  listed  for  Industry  Documents  Is  the 
date  of  the  Acceptance  Notice  (date  of  DOD  Adoption) .  The  Acceptance  Notice 
Is  part  of  or  attached  to  the  Industry  Standard  adopted  and  the  notice  states 
"Date  of  Specific  Issue  Adopted".  Date  appearing  after  title  Is  the  date  of 
Specific  Issue  Adopted.  In  the  cancelled  section  under  the  column  headed  "Date" 
the  date  listed  Is  normally  the  date  of  cancellation. 

6.  "L"  to  the  left  of  the  document  number  Indicates  a  limited  coordination 
document . 

"E"  to  the  left  of  the  document  number  indicates  an  exception  applies  to 
Industry  Documents  and  a  Military  Specification/Standard  has  been  established 
citing  the  exception  data. 

7.  The  asterisk  (*)  preceding  and  FSC  number  Is  an  indication  that  other  FSC's 
apply. 

8.  The  following  control  symbols  pertain  to  Federal  Specifications,  Standards 
and  Qualified  Products  Lists  only  and  appear  immediately  preceding  the  "Preparing 
Activity"  column  In  the  parts  of  this  Index  Indicated: 

+  -  The  double  dagger  Identifies  Federal  Documents  for  which  no  official 
DOD  Interest  has  been  registered. 

*  -  The  asterisk  (*)  Identifies  Federal  Documents  for  which  DOD  has  a 
coordination  Interest. 

%  -  The  percent  symbol  (%)  Identifies  Federal  Documents  for  which  DOD 
has  waived  coordination  interest. 

/  -  The  alash  symbol  (/)  identifies  Federal  Documents  prepared  by  a  DOD 
activity. 

9.  Certain  conventions  of  punctuation  which  depart  from  the  normal  rules  of 
English  have  been  used.  These  are  as  follows: 


Normal 

Symbol 

Name 

Character 

Printed 

Example 

• 

9 

Semi-colon 

9 

0 

• 

Colon 

9 

If  II 

Quotation  marks 

9  9 

,BAR, 

f 

Apostrophe 

space 

men  s 

9A.  Distribution  Statements  on  Technical  Documents 

In  accordance  with  the  Department  of  Defense  Directive  5230.24  of  20  November 
1984,  a  Distribution  Statement  Is  required  on  all  standardization  documents. 

Documents  listed  in  this  Index  with  other  then  distribution  "A"  will  appear  as 
follows : 

Example:  MIL- 1-00000  Title:  (Submit  all  requests  via  the 

DISTRIBUTION  STATEMENT  "B"  Preparing  Activity  for  approval) 
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Documents  with  no  distribution  statement  annotated  below  document  identifier  are 
considered  as  distribution  statement  "A". 

listed  in  paragraph  11  are  assigned  to  identify  the  activities  of 
the  military  services  and  appear  in  the  columns  headed  "PREP"  indicating  preparing 
activities  and  CUST  designating  custodians  of  specifications  or  standards/ 

These  codes  will  also  identify  Reviewer  and  User  activities  as  explained  in 
paragraph  13.  Military  Coordinating  Activity  for  a  Federal  document  which  was 
prepared  outside  the  Department  of  Defense  or  an  Industry  Document  is  denoted 
by  an  asterisk  *"  preceding  the  Preparing  Activity  column. 
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CODE  OFFICE  OF  ASSISTANT  SECRETARY  OF  DEFENSE  FOR  PRODUCTION  AND  LOGISTICS 
Director 

Standardization  and  Data  Management 
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Room  2A318,  Pentagon 
Washington,  DC  20301-8000 

SO  Director 

Defense  Quality  and  Standardization  (DQSO) 

Suite  1403 

5203  Leesburg  Pike 

Falls  Church,  VA  22041-3466 

WS  Defense  Systems  and  Plans  Office 

5109  Leesburg  Pike,  Suite  306 
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c/o  Defense  Logistics  Agency 
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HP  Deputy  Director  for  Equal  Opportunity 

Policy  (Handicapped  Individuals  Program) 

ODASD(CPP),  0ASD(FM&P) 

Department  of  Defense 
Room  3A272,  Pentagon 
Washington,  DC  20301-4000 

IR  Director 

Policies  and  Standards 
OSASD(C)  IRM 
Department  of  Defense 
Room  1C535,  Pentagon 
Washington,  DC  20301-1100 
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AI  Commander 

U.S.  Army  Materiel  Command 
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3001  Elsenhower  Avenue 
Alexandria,  VA  22333-0001 

AL  Commander 

U.S.  Army  Amuunent,  Munitions  &  Chemical  Command 
Armament  Research  and  Development  Center  (ARDC) 
ATTN:  SMCAR-EST-S 
Rock  Island,  IL  61299-7300 

AM  Commander  (DEPSO) 

U.S.  Army  Materiel  Command 

ATTN:  AMCPD-SE 
3001  Elsenhower  Avenue 
Alexandria,  VA  22333-0001 

AR  Commander 

U.S.  Army  Armament,  Munitions  &  Chemical  Command 
(AMCCOM) 

U.S.  Army  Armament  Research,  Development  and 
Engineering  Center 
ATTN:  BAC-3 

Plcatlnny  Arsenal,  NJ  07806-3000 
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U.S.  Army  Tank-Automotive  Command 
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Warren,  MI  43397-3000 
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U.S.  Army  Aviation  Systems  Command 
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St.  Louis,  MO  63120-1798 

CE  HQDA  (DAEN-ECE-S) 

20  Massachusetts  Avenue  N.W. 

Washington,  DC  20314-1000 

CR  Commander 

U.S.  Army  Communication-Electronics  Command 
and  Fort  Monmouth 
ATTN:  AMSEL-ED-TO 
Fort  Monmouth,  NJ  07703-5000 
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U.S.  Army  Electronics  Materiel 
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Vint  Hill  Farms  Station 
Warrenton,  VA  22186-5141 

Commander 

U.S.  Army  Chemical  Research  Development  and 
Engineering  Center 
ATTN:  SMCCR-SPD-TS 

Aberdeen  Proving  Ground ^  MD  21010-5423 
Coumiander 

U.S.  Army  Laboratory  Command 
ATTN:  AMSLC-CT 
Adelphi,  MD  20783-1145 

Director 

U.S.  Army  Management  College, 

Associate  for  Projects  and  Plans 
ATTN:  AMXOM-AP 
Rock  Island,  IL  61299-7040 

Commander 

U.S.  Army  Natick  Research,  Development 
and  Engineering  Center 
ATTN:  STRNC-EMS 
Natick,  MA  01760-5014 

Dirsctor 

The  Institute  of  Heraldry,  U.S.  Army 
Attn:  DAPC-PDH-T 
C2uneron  Station,  Building  15 
Alexandria,  VA  22304-5050 

HQDA  (DASG-HCL) 

Washington,  DC  20310-2300 

Commander 

U.S.  Army  Belvoir  Research,  Development 
and  Engineering  Center 
aTTN:  STRBE-TSE 
Fort  Belvoir,  VA  22060-5606 

Commander 

U.S.  Army  Missile  Command 
ATTN:  AMSMJ.-RD-SE-TD-ST 
Redstone  Arsenal,  AL  35898-5270 

Director 

U.S.  Army  Laboratory  Command 
Materials  Technology  Laboratory 
ATTN:  SLCMT-MEE 
Watertown,  MA  02172-0001 
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Military  Traffic  Management  Command 
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SM  Director 
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TE  Commander 
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TM  Commander 
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Lexington,  KY  40511-5101 

TS  Commander 

U.S.  Army  Troop  Support  Agency 
ATTN:  DALO-TAF-S 
Fort  Lee,  VA  23801 
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NO  Commander 
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NU  Officer  In  Charge 
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21  Strathmore  Road 
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Naval  Data  Automotive  Command 
(NAVDAC  14) 

Washington  Navy  Yard,  Bldg  166 
Washington,  DC  20374-1662 

OS  Commanding  Officer 

Naval  Ordnance  Station 
Standardization  Branch  (Code  3730) 

Indian  Head,  HD  20640-5000 

PE  Chief  of  Chaplains/Director  of  Religious 

Ministries  (ATTN;  OP-972F) 

Washington,  DC  20350-2000 

SA  Commander 

Naval  Supply  Systems  Command 
ATTN;  SUP  522 
Washington,  DC  20376 

SH  Commander 

Naval  Sea  Systems  Command  (SEA  55Z3) 

DOD  Standardization  Program  and  Documents  Division 
Department  of  the  Navy 
Washington,  DC  20362-5101 

TD  Commanding  Officer 

Naval  Training  Systems  Center 
ATTN;  Code  4323 
12350  Research  Parkway 
Orlando,  FL  32826-3224 

YD  Commander 

Naval  Facilities  Engineering  Command 
(FAC  D502) 
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16 


AIR  FORCE  ACTIVITIES 

SAF/AQXA 
AF  DepSO 

Washington,  DC  20330-1000 

HQ,  USAF  (SCTT) 

ATTN:  IPSC 

Washington,  DC  20330-5190 
AF0MS/S6SLS 

Brooks  AFB,  TX  78235-5000 

HQ  USAF/SGPT 
Building  5681 

Bolling  AFB,  DC  20332-6188 

HQ,  USAF  (AF/LEEES) 

Building  516 
Bolling  AFB 

Washington,  DC  20332-5000 

Manufacturing  and  Quality  Assurance  Group 
SAF/AQCM 

Washington,  DC  20330-1000 

HQ,  USAF/XOXXdSO) 

Washington,  DC  20330-5058 

HQ,  AFSC/PLEQ 

Andrews  AFB,  MD  20334-5000 
ASD/ENES 

Wright-Patterson  AFB,  OH  45433-6503 
AFAL/TSTR 

Edwards  AFB,  CA  93523-5000 
HQ  ESD/PLP 

Standardization  Office 
Hanscom  AFB,  MA  01731-5000 

Ballistics  Missiles  Office,  AFSC 
BMO/AWD 

Norton  AFB,  CA  92409-6468 
AFWL/SUE 

Klrtland  AFB,  NM  87117-6008 
HQ  AFLC/MMTIB 

Wright-Patterson  AFB,  OH  45433-5001 
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17  RADC/RBE-2 

Grlffiss  AFB,  NY  13441-570Q 

18  AD/CZX 

Eglin  AFB,  FL  32542-5000 

19  SD/ALM 

P.  0.  Box  92960 
Los  Angeles  AFS 
Los  Angeles,  CA  90009-2960 

21  Deputy  For  Avionics  Control 


ASD-AFALC/AXA 
Wright-Patterson  AFB,  OH 

45433 

23 

HQ  AFLC/MMO 

Wrlght-Pattercon  AFB,  OH 

45433-5001 

24 

HQ  AFLC/MMT 

Wright-Patterson  AFB,  OH 

45433-5001 

25 

HQ  AFLC/MM^V 

Wright-Patterson  AFB,  OH 

45433-5001 

26 

HQ  AFLC/MMIPC  (ComSo) 
Wright-Patterson  AFB,  OH 

45433-5001 

28 

HQ  AFLC/HC 

Wright-Patterson  AFB,  OH 

45433-5001 

30  AGMC/MLSR 

Newark  Air  Force  Station,  OH  43057-5475 

34  HQ  AFESC/EEHM 

Tyndall  AFB,  FL  32403-6001 

43  HQ,  4FLC/DSTTP 

Wright-Patterson  AFB,  OH  45433-5999 

45  AFC&TO/MMIC 

2800  S.  20th  Street 
Philadelphia,  PA  19101-8419 

50  HQ,  AFESC/DEHS 

Tyndall  AFB,  FL  32403-6001 

68  SA-ALC/SFRM 

Kelly  AFB,  TX  78241-5000 

69  HQ,  APLC/DSTZT 
Wright-Patterson  AFB,  OH  45433-5999 

70  OO-ALC/MMEDO 

Hill  AFB,  UT  84056-5609 
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71 

OC-ALC/MMEDO 

Tinker  AFfi,  OK  73145-5990 

79 

SA-ALC/SWRC 

Kelly  AFB,  TX  78241-5000 

80 

SM-ALC/MMEAA 

McClellan  AFB,  CA  95652-5609 

82 

SA-ALC/MMEDO 

Kelly  AFB,  TX  78241-5990 

84 

WR-ALC/MMEDTB 

Robins  AFB,  GA  31098-5609 

85 

2750  ABW/ES 

Gentile  AF  Station 

Dayton,  OH  45444-4500 

89 

AFCSC/MMOLS 

San  Antonio,  TX  78243 

90 

HQ  AFCC/1842  EEG/EEMTS 

Scott  AFB,  IL  62225-6348 

99 

HQ  CASC/CBRS 

Specs  and  Stds  Office 

74  N.  Washington  Avenue 

Battle  Creek,  MI  49017-3094 
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DEFENSE  LOGISTICS  AGENCY  ACTIVITIES 


CS  Commander 

Defense  Construction  Supply  Center 

ATTN;  DCSC-SS 

Columbus,  OH  43216-3000 

CT  Commander 

Defense  Personnel  Support  Center 
Clothing  and  Textiles  Items  of  Supply 
ATTN:  DPSC-FS 
2800  S.  20th  Street 
Philadelphia,  PA  19101-8419 

DD  Administrator 

Defense  Technical  Information  Center 
ATTN:  DTIC-KDB 
Cameron  Station 
Alexandria,  VA  22304-6145 

DH  Director 

Defense  Logistics  Agency 
ATTN:  DLA-SE 
Cameron  Station 
Alexandria,  VA  22304-6100 

DM  Commander 

Defense  Personnel  Support  Center 
Medical  Items  of  Supply 
ATTN:  DPSC-RSTE 
2800  S.  20th  Street 
Philadelphia,  PA  19101-8419 

DP  Commander 

Defense  Personnel  Support  Center 
ATTN:  DPSC-RSTE 
2800  S.  20th  Street 
Philadelphia,  PA  19101-8419 

ES  Commander 

Defense  Electronics  Supply  Center 
1507  Wilmington  Pike 
Dayton,  OH  45444-5000 

GS  Commander 

Defense  General  Supply  Center 
ATTN:  DGSC-SSM 
Richmond,  VA  23297-5000 

IP  Commander 

Defense  Industrial  Plant  Equipment  Center 
ATTN:  DIPEC-SS 
Memphis,  TN  38114-5051' 
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IS  Commander 

Defense  Industrial  Supply  Center 
ATTN:  DISC-ES 
700  Robbins  Avenue 
Philadelphia,  PA  191 IJ  5096 

LS  Commander 

Defense  Logistics  Services  Center 
ATTN:  DLSC-FE 
Federal  Center 

Battle  Creek,  MI  49016-3412 

PS  Commander 

Defense  Fuel  Supply  Center 
ATTN:  DFSC-QSS 
Cameron  Station 
Alexandria,  VA  2230-6160 

SS  Commander 

Defense  Personnel  Support  Center 
ATTN:  DPSC-HS 
2800  S.  20th  Street 
Philadelphia,  PA  19101-8419 
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CODE  DOD/NASA  PARTICIPATION  (MISCELLANEOUS) 

CB  Armed  Forces  Champlains  Board 

Executive  Director 
Armed  Forces  Cliaplalns  Board 
Room  4C759,  Pentagon 
Washington,  DC  20301-4000 

DS  Commander,  Field  Command 

Defense  Nuclear  Agency 
ATTN:  FCLMC 

Klrtland  AFB,  NM  87115-5000 

DC  Director 

Defense  Communication  Agency 
ATTN:  R130 
1860  Wlehle  Avenue 
Reston,  VA  22090-5500 

JT  Joint  Tactical  Command  and 

Communications  Agency 
Washington  Office 
11440  Isaac  Newton  Square  North 
Suite  210 
ATTN:  C3A-ADW-S 
Reston,  VA  22090-5006 

MB  Staff  Director 

Defense  Medical  Standardization  Board 
Fort  Derrick 
Frederick,  MD  21701 

NA  NASA  Headquarters 

Reliability,  Maintainability,  and 
Quality  Assurance  Division  (DR) 
Washington,  DC  20546 

NS  Director 

National  Security  Agency 
ATTN:  Code  T2137 

Fort  George  G.  Meade,  MD  20755-6000 
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12.  The  absence  of  a  custodian  notation  for  any  listed  document  Indicates  that 
the  department  has  no  existing  requirement  for  the  products  or  service  covered 
by  that  document.  The  document  is  therefore  not  applicable  to  the  procurement 
of  that  department  unless  specifically  invoked  in  contracts  or  orders. 

13.  Review  and  User  information  has  been  included  in  this  publication  to  the 
extent  that  such  information  is  available  from  the  military  services.  This 
information  is  to  be  used  by  military  activities  for  controlling  distribution 
of  drafts  of  documents  as  specified  in  Standardization  Manual  4120. 3-M.  For 
this  purpose,  review  and  user  definitions  are  as  follows: 

REVIEW  ACTIVITY  -  An  interested  activity  using  or  planning  to  use  a  document 
and  having  a  justifiable  requirement  to  review  the  document  in  draft  form, 
based  on  essential  technical  interest  and  responsibility  in  the  document  not 
reasonably  susceptible  to  waiver. 

USER  ACTIVITY  -  An  interested  activity  using  or  planning  to  use  a  document 
by  not  having  a  justifiable  need  to  review  the  document  during  coordination. 

This  data  is  listed  by  department  (Army,  Navy,  Air  Force,  Defense  Supply 
Agency  and  activity  code  as  follows: 

USER  AT  SH  MC  REVIEWER  MU  AS  99  ES 

14.  A  form  for  requisitioning  standardization  documents,  DD  Form  1425,  Specifi¬ 
cations  and  Standards  Requisition,  is  available  through  the  forms  distribution 
systems  of  the  Army,  Navy  and  Air  Force.  The  use  of  DOD  Form  1425  which  includes 
a  gummed  label  for  pre-addressing  by  the  requester  will  insure  more  expeditious 
service.  However,  all  requests  will  be  honored  despite  the  requisition  form. 

All  requests  for  Specifications,  Standards,  Handbooks,  Qualified  Products  List, 
International  Standardization  Documents  and  other  DOD,  Army,  Navy  and  Air  Force 
Standardization  documents  listed  in  this  index,  except  as  noted  on  page  ix, 
should  state  the  identifying  number  and.  title  of  the  document  and  be  submitted 
to: 

Commanding  Officer 

Naval  Publications  &  Forms  Center  (NPODS) 

5801  Tabor  Avenue 
Philadelphia,  PA  19120 


Exceptions: 

a.  Military  activities  having  a  requirement  for  automatic  distribution  of 
standardization  documents  in  specific  FSC's  and  Areas  should  refer  to  Defense 
Standardization  Manual  4120. 3-M  (Chapter  III,  Section  9)  for  information. 

b.  Copies  of  cancelled  or  superseded  documents  required  for  contractual 
purposes  will  have  to  be  obtained  from  the  contracting  officer  of  the  concerned 
service. 


c.  Industry  standardization  documents  adopted  by  DOD  will  not  be  furnished 
by  the  Naval  Publications  and  Forms  Center  to  commercial  concerns.  Copies  of 
these  documents  may  be  purchased  from  the  appropriate  Industry  Association. 


d.  Security  Classified  documents  are  available  only  through  the  proper 
releasing  authorities  within  the  military  services  on  a  "need  to  know"  basis. 
Departments  of  the  Navy  and  Air  F^rce  Classified  standardization  documents  are 
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stocked  by  Naval  Publications  and  Forms  Center,  Philadelphia.  Requests  for  the 
specifications  should  be  submitted  to  NPFC  Philadelphia  via  the  preparing 
activity  of  the  document.  Not  all  Department  of  the  Army  Classified  Standardiz¬ 
ation  documents  are  stocked  by  Naval  Publications  and  Forms  Center,  Philadelphia. 
Army  activities  requiring  classified  documents  should  normally  be  made  aware  of 
the  source  upon  detennlnation  of  their  "need  to  know".  If  the  source  is  unknown, 
submit  requests  to  Commander,  U.S.  Army  Materiel  Development  and  Readiness  Command, 
ATTN:  DRCDE-E,  Alexandria,  VA  22333. 

15.  Federal  Standardization  Dociunents  are  available  for  reference  at;  General 
Service  Administration  Business  Service  Center  and  some  Federal  Goveiiunent 
Depository  Libraries.  Federal  Standardization  Documents  (single  copies,  priced 
or  otherwise)  are  available  from: 

General  Services  Administration 

Specification  and  Consumer  Information  Distribution  Section  (WFSLS) 
Washington  Navy  Yard,  Bldg.  197 
Washington,  DC  20407 

16.  Automatic  mailing  of  standardization  documents  listed  in  this  index  is 
available  to  non-governmental  activities.  Subscriptions  will  be  accepted  by  the 
Director,  U.S.  Navy  Publications  and  Printing  Service,  Eastern  Div.,  700  Robbins 
Avenue,  Philadelphia,  PA  19111  based  on  Federal  Supply  Classification  (FSC) 
reflected  in  DOD  Handbook  H2-1  and  Area  Assignments  reflected  in  para.  18  below. 
Subscription  to  an  FSC  entitles  the  subscriber  to  a  copy  of  all  new  and  revised 
documents  to  appear  in  this  index  bearing  the  applicable  FSC  except  any  document 
marked  "For  Official  Use  Only"  or  any  document  on  which  the  Military  Preparing 
Activity  has  placed  a  restriction  on  the  document  requiring  approval  of  issue  by 
the  Preparing  Activity  to  other  than  DOD  activities.  Contact  above  address  for 
current  service  charge  per  supply  class  which  will  apply  without  regard  to  the 
number  of  documents  which  may  be  Issued  within  the  class.  Certified  bank  checks 
or  Postal  Money  Orders  must  be  made  payable  to  the  Treasurer  of  the  United  States. 

NOTE:  International  Standardization  Documents  listed  in  the  Department  of  De¬ 
fense  Index  of  Specifications  and  Standards  (DODISS)  are  not  available  to  private 
Industry  on  a  subscription  basis.  These  documents  will  be  issue)  to  private 
Industry  on  an  "as  needed"  basis  from  shelf  stock.  These  documents  are  identified 
in  the  DODISS  as  ISDD,  ISDA,  ISDN  and  ISDF  under  the  FSC. 

NOTE:  To  obtain  by  subscription  the  documents  in  this  index  with  an  FSC  symbol 
of  two  numeric  characters  suffixed  with  "GP"  (ex:  16GP) ,  the  requester  should 
subscribe  to  the  first  numeric  FSC  listed  under  each  group  in  DOD  Handbook  H2-1. 

NOTE:  Subscription  to  this  Service  does  not  relieve  Contractors  of  the  respons¬ 
ibility  for  application  of  specification  of  appropriate  data  in  complying  with 
Military  contracts. 

17.  A  complete  file  of  Specifications,  standards,  and  qualified  products  lists 
Indexed  in  this  publication  will  not  be  furnished  by  the  Military  Departments 
to  any  non-military  activity. 

18.  The  following  83rmbols  are  used  in  lieu  of  Federal  Supply  Classification  where 
a  class  is  not  applicable,  (FSC) 'Codas  (numeric)  reflected  in  this  index  are 
listed  and  described  in  DOD  Handbook  H2-1. 
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PROGRAM  PLAN 


SYMBOL 

DESCRIPTION 

APPROVED  DATE 

ATTS 

Automatic  Text  Technology  Standards 

CDNC 

Computer  Aided  Design  Numerical  Control 

OMAN 

Configuration  Management 

3  MAR  78 

CMPS 

Composite  Technology 

DCPS 

Data  Communication  Protocol  Standards 

DRPR 

DOD  Standard  Drawing  Practices 

5  MAY  80 

EDRS 

DOD  Engineering  Data  Micro  Reproduction  System 

1  APR  87 

EDS 

Engineering  Data  Systems 

EMCS 

Electromagnetic  Compatibility 

11  FEB  86R1 

ENVR 

Environmental  Requirements  and  Related  Test  Methods 

25  MAY  80 

FACR 

Facilities  Engineering  and  Design  Requirements 

15  FEB  85 

FORG 

Forgings 

17  MAY  82 

GDRQ 

General  Design  Requirements 

HFAC 

Human  Factors 

21  AUG  85R4 

ILSS 

Integrated  Logistics  Support  Standards 

IPSC 

Information  Processing  Standards  for  Computers 

MCCR 

Mission  Critical  Computer  Resources 

MECA 

Metal  Castings 

22  FEB  84R1 

MFFP 

Metal  Fliilshes  &  Finishing  Processes  &  Procedures 

7  JAN  85R2 

MISC 

Miscellaneous 

NMTY 

Maintainability 

4  SEP  85R2 

NDTI 

Nondestructive  Testing  and  Inspection 

18  JAN  85R2 

NUOR 

Nuclear  Ordnance  Items 

14  NOV  83R1 

PACK 

Packing,  Packaging,  Preservation  and  Transportability 

6  FEB  85R3 

QCIC 

Quality  Control/Assurance  and  Inspection 

27  JAN  86R2 

RELI 

Reliability  Standardization  Documents 

2  JUL  84R3 

SAFT 

Safety 

SLHC 

Long  Haul  Communications 

30  MAY  84R2 

SOLD 

Soldering 

5  APR  85R2 

TCTS 

Tactical  Communications  Systems  Technical  Standards 

30  MAR  81 

*TELE 

Federal  Telecommunications  Standards 

THDS 

Screw  Threads 

20  JUL  82 

THJM 

Thermal  Joining  of  Metals 

2  AUG  85R2 

TMSS 

Technical  Manual  Specifications  and  Standards 

1  JUL  87R2 

"Copies  of  approved  program  plans  are  available  on  request  from  NPFC.  They  are 
not  Issued  on  a  subscription  basis." 


*AREA  "TELE"  is  for  indexing  purposes  only.  It  is  riot  a  DOD  AREA  Assignment. 

19.  International  Standardization  Documents  have  been  Included  in  the  DOD  Index 
of  Specifications  and  Standards.  They  are  identified  under  areas  ISDD,  ISDA, 
ISDN,  and  ISDF  (International  Standardization  Documents  sponsored  by  DOD,  Army, 
Navy  and  Air  Force  respectively) .  However,  ISDD,  ISDA,  ISDN  and  ISDF  are 
s)aQbols  identifying  the  documents  as  being  other  than  those  in  the  FSC  Classes 
and  Areas  reflected  in  the  Standardization  Directory  (SD-1) .  Questions  relating 
to  International  Standardization  Documents  should  be  referred  to  the  respective 
Departmental  Standardization  Office  (DEPSO)  reflected  in  the  SD-1. 

20.  Colloquial  item  names  may  be  related  to  the  approved  item  names  which  appear 
in  this  index  through  use  of  the  cross-references  that  appear  in  Cataloging 
Handbook  H6-1,  Alphabetic  Index  of  Names. 
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21.  "DODISS  lists  those  Industry  standardization  documents  which  have  been  adopted 
officially  by  the  Department  of  Defense.  Other  standardization  documents  developed 
by  Industry,  which  may  contain  useful  Information,  are  listed  In  "An  Index  of  U.S. 
Voluntary  Engineering  Standards"  prepared  by  the  National  Bureau  of  Standards. 

This  NBS  publication  Is  available  "Prepaid"  from  the  Superintendent  of  Documents, 
Washington,  DC  20402  or  from  local  U.S.  Department  of  Commerce  Field  Offices  (Order 
by  title  citing  SD  Catalog  No.  C13. 10:329).  Microfiche  copy  may  be  ordered 
"Prepaid"  from  the  National  Technical  Information  Service  (NTIS)  Springfield, 

VA  22151,  as  NBS  Spec.  Publ.  329." 

22.  The  Federal  Information  Standards  Publications  (FIPS  PUBS)  series  Is  the 
official  publication  media  within  the  Federal  Government  for  Information  relating 
to  standards  which  are  adopted  and  promulgated  under  the  provisions  of  (1)  Public 
Law  89-306,  "The  Brooks  Bill",  an  act  to  provide  for  the  economic  and  efficient 
purchase,  lease,  maintenance,  operations,  and  utilization  of  automatic  data 
processing  equipment  In  Federal  departments  and  agencies,  and  (2)  Bureau  of  the 
Budget  Circular  A-86  entitled  "Standardization  of  data  elements  and  codes  In 
data  systems".  FIPS  PUBS  are  available  to  commercial  concerns  from  the  National 
Technical  Information  Service  (NTIS)  Springfield,  VA  22151. 

23.  The  President.,  In  Executive  Order  n612,  has  ordered  each  Federal  department 
and  agency  to  establish  an  occupational  safety  and  health  program.  The  program, 
among  other  things,  shall  Implement  ar>d  conform  to  safety  standards  Issued  by 
the  Occupational  Safety  and  Healt  *  .-.imlnlstratlon  (OSHA)  under  the  Secretary  of 
Labor.  These  standards  are  publ‘.<')e<i  In  the  Federal  Register,  CDR  Title  29, 

Part  1910  and  are  not  In  a  form  su'>::able  for  Individual  Indexing,  printing, 
stocking  and  distribution  by  the  DCD.  Single  Stock  Point  at  the  Naval  Publications 
and  Forms  Center.  However,  the  Bureau  of  National  Affairs,  Inc.  has  published 

an  Occupational  Safety  and  Health  Reporter  Reference  File  covering  OSHA  Safety 
Standards.  Interested  activities  may  contact  Customer  Relations,  Bureau  of 
National  Affairs,  Inc.,  1231  25th  Street,  N.W. ,  Washlngtor,  DC  20037  to  arrange 
for  copies  of  the  Reference  File. 

HOW  TO  ORDER  SPECIFICATIONS  AND  STANDARDS 

A  request  can  be  sent  In  by  TELEX,  Telephone  Order  Entry  System  (TOES) ,  telephone 
for  an  emergency  air  express  shipment  or  by  mall  In  any  form. 

All  request  should  Include  the  following  information: 

1.  Your  customer  number  or  your  CAGE  number  (formerly  FSCM) .  If  this  is  your 
first  order  and  you  do  not  have  a  CAGE  number,  a  customer  number  will  be  assigned 
for  future  orders. 

2.  Indicate  your  complete  mailing  address.  Include  any  special  "mark  for" 
Information  required  to  Identify  the  order  when  received. 

3.  List  each  desired  specification  or  standard  by  document  symbol  as  recorded 

In  the  Department  of  Defense  Index  of  Specifications  and  Standards  (DODISS),  e.g., 
MIL-A,  MIL-STD,  MS,  QPL,  etc. 

4.  Indicate  quantity  desired.  The  maximum  quantity  Issued  per  Item  Is  two  (2) 
each  unless  the  customer  states  a  need  In  connection  with  a  specific  solicitation 
or  other  procurement  action.  In  which  case  up  to  ten  (10)  each  can  be  Issued. 

See  note  at  end  of  Section  3  oh  reproduction  of  specifications  and  standards. 
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5.  All  standardization  documents  in  a  Federal  Supply  Class  (FSC)  may  be  ordered 
by  submitting  your  request  to  NPFC  1062,  Special  Assistance  Desk,  a  processing 
charge  may  be  requested  according  to  the  amount  of  documents  within  the  FSC.  If 
so,  you  will  be  advised. 

Mail  to:  Naval  Publications  and  Forms  Center 
5801  Tabor  Avenue 
ATTN:  NPODS 

Philadelphia,  PA  19120-5099 

Telephone  Order  Entry  System  (TOES)  -  (215)  697-1187 
TELEX  -  834295 

Western  Union  -  (710)  670-1685 

Telephone  (recorder)  -  (215)  697-3321  (express  shipment  or  pick-up  only) 

Inquiries  (Do  not  use  for  requests)  (215)  697-2667 

Operators  are  available  Monday  thru  Friday  8:30  a.m.  to  5:00  p.ra. 

(Eastern  Time) 

Telephone  Order  Entry  System  (TOES)  -  (215)  697-1187 

To  use  TOES  you  must  first  obtain  a  customer  number.  If  you  have  already  used 
the  Navy  Print  on  Demand  System  (NPODS),  a  customer  number  was  assigned  and  was 
shown  on  the  shipping  Invoice  or  the  status  letter.  If  you  have  not  been 
assigned  a  customer  number  and  your  request  is  urgent,  you  may  obtain  one  from 
the  Special  Assistance  Desk,  (215)  697-2667. 

When  placing  an  order,  utilizing  TOES,  you  must  use  a  touch  tone  telephone. 

Since  the  telephone  does  not  have  the  letters  "Q"  or  "Z",  TOES  allows  you  to 
replace  the  letter  "Q"  with  the  number  "7"  and  the  letter  "Z"  with  the  number 
"9".  As  an  example,  to  order  MIL  Q  9858,  you  will  input  mil  79858.  With  this 
system  you  may  place  an  order  and  receive  immediate  status  or  follow-up  on  a 
previous  order. 

Three  easy  steps: 

1.  Obtain  a  customer  number. 

2.  Telephone  access  (215)  697-1187. 

3.  Available  time  8:00  a.m.  thru  8:00  p.m.,  Monday  thru  Friday, 

Eastern  Time. 

AIR  EXPRESS  SHIPMENTS  OR  PICK-UP  SERVICE  (215)  697-3321  only 

Orders  will  be  shipped  by  air  express  at  the  customer's  expense.  Place  your 
orders  thru  telephone  recording  system  available  24  hours  a  day,  seven  days  a  week. 
You  must  Include  your  account  number  with  the  company  that  provides  the  service 
for  you.  This  service  will  effect  shipping  time  only. 

INQUIRIES/FOLLOW-UP  (215)  697-2667 

Customer  service  telephones  are  available  to  assist  you  with  special  inquiries 
about  out  service  or  status  on  orders  previously  placed.  Your  orders  will  not  be 
accepted  on  these  lines. 


XXV 


HELPFUL  HINTS 


-  All  amendments  and  revisions  will  be  automatically  issued  with  the  basic 
specification. 

-  Only  the  specification  requested  will  be  issued.  Documents  referenced  within 
a  specification  must  be  requested  individually. 

-  Slash  sheets,  such  as  MIL-E-1/306B  must  be  individually  requested  by  document 
number.  Slash  sheets  will  not  be  issued  as  a  set. 

-  Industry  standards  must  be  ordered  from  the  preparing  technical  societies,  not 
NPFC  Philadelphia. 

-  NPFC  Philadelphia  stocks  only  current  specifications  and  standards  listed  in 
the  DODISS. 

-  Superseded  or  cancelled  specifications  arc  not  stocked  at  NPFC.  Tltese  specifi¬ 
cations  must  be  requested  through  the  procurement  or  contracting  officer  of  the 
military  activity  citing  the  need  for  the  document. 

-  Do  not  submit  a  request  for  a  specification  citing  a  national  stock  number  of 
an  item  covered  by  the  specification.  NPFC  has  no  method  to  cross  reference 
a  national  stock  number  to  the  applicable  specification  number. 

-  NPFC  Philadelphia  does  not  maintain  a  file  of  Invitations  For  Bid.  Requests 
For  Proposals,  contracts,  etc.,  so  each  Individual  request  must  list  the 
document  number  desired. 

-  When  submitting  multiple  requests,  place  the  mailing  address  on  each  request 
form. 

-  NPFC  issues  only  printed  documents.  We  do  not  maintain  microfiche,  etc. 

-  If  handscrlbed  requests  are  to  be  submitted,  please  use  black  or  dark  blue 
ink  only. 

-  Information  concerning  obtaining  full  sets  of  DID's  and  subscriptions  is 
contained  in  the  AMSDL,  DOD  5010. 12L,  available  from  NPFC. 
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FSC  LISTING 


DOCUMENT 


ESC 

TITLE 

NUMBER 

PREP 

DATE 

CUSTODIAN 

ATTS 

C/ATLAS  Test  Longuage  -  18  Dec  81  . . . . . . . . 

IEEE  716-82 

11 

07  May 

82 

CR  AS 

11 

ATTS 

Definitions  Of  Terms  For  Test,  Meosurement  And  Diognostic  Equipment 

MIL-STD-1309C 

EC 

18  Nov 

83 

CR  EC 

99 

USER-ME  SH  YD  OS  CG  REV-Ml  AS  11  17 

ATTS 

Energy  Monitoring  And  Control  Systems,  Foctory  Tests.... . . . 

MIL-STD-2202 

YD 

29  Moy 

87 

CE  YD 

04 

ATTS 

Energy  Mcnltorlng  And  Control  Systems,  Performance  Verification  And 

MIL-STD-2203 

YD 

29  Moy 

87 

CE  YD 

04 

Enduronce  Tests 

L 

ATTS 

Hardware  Diagnostic  Test  System  Requirements . . . . . 

DOD-STD-1701 

NS 

10  Jun 

85 

NS 

L 

ATTS 

Test  Point,  Test  Point  Selection  And  Interfoce  Requirements  For  Equipments 

MIL-STD-1326 

EC 

15  Jon 

68 

EC 

Monitored  80  Shipboord  Online  Automatic  Test  Equipment  Volidottd  Apr  61 

NOTICE  1 

USER-SH  REV-MI 

1  APR  1969 

1 

ATTS 

Test  Requirements  Document,  Preporotion  Of . . . . . . . . 

DOD-T-S6000 

NS 

15  Apr 

85 

ATTS 

Testobillty  Progrom  For  Electronic  System  &  Equipment . . . . . 

MIL-STD-2165 

SH 

26  Jon 

85 

CR  SH 

17 

L 

CDNC 

Shaft,  Elostlc  Torsionol  Stress  Anotysis  Of  Validated  Jut  68  USER>OS  REV*ME 

MIL-HDBK  776 

AR 

11  Jul 

88 

AR 

AV 

NOTICE  1 

L 

CMAN 

Army  Nomenclature  System  USER*GL  REV*EA  ME  AT  Ml., . . . 

MIL-STD-1464A 

AR 

15  May 

87 

AR 

OMAN 

Configuration  Control «  Engineering  Changes,  Deviations  &  Woivers  REV>MI  £A 

DOD-STD-480A 

AS 

29  Dec 

78 

AR  AS 

10 

AV  ER  CR  SH  CG  EC  OS  YD  11  14  DH 

NOTICE  1 

CMAN 

Configuration  Control  •  Engineering  Changes,  Deviotions  And  Woivers  (Short 

MII-STD-481A 

AS 

18  Ocl 

72 

AR  AS 

10 

Form)  VaUdcled  Sep  SS  REV-MC  Ml  AV  EA  ER  OS  SH  YD  MC  EC  DH  ES 

L 

CMAN 

Configuration  Manogement  Proctices  For  Systems,  Equipment,  Munitions,  And 

MIL-SrD-433A 

10 

04  Jun 

85 

10 

Computer  Progroms  REV-11  13  15  17  19 

CMAN 

Configuration  Status  Accounting  Data  Elements  &  Related  feoluteyVolldoted 

MIL-STD-482A 

OS 

01  Apr 

74 

AR  OS 

10 

Jan  St  REV-Ml  MD  AV  CR  AS  EC  SH  YD  TD 

L 

CMAN 

Contractor  Configuration  Monagement  Plans  USER«AT  REV*ME  AV  Ml  ER . 

MIL-STD-1456 
NOTICE  2 

30  OCT  1981 

AR 

30  Ocl 

81 

AR 

CMAN 

Mochinery  Alteration  (MACHALT)  Instructions,  Preparation  Of  (METRIC) . 

DOD-STD-2140 

SH 

30  Ocl 

82 

L 

CMAN 

Mork  And  Mod  Nomenclature-System  Validated  Jut  $S . . . . 

Mll-STD-1661 

OS 

01  Aug 

78 

OS 

L 

CMAN 

Munitions  Production  Bose  Moderhixation  Of  Focilities,  Configurdtidn 

MIL-STO-1465A 

AR 

04  Aug 

87 

Manogment  Of  REV-AL  CE 

NOTICE  1 

CMAN 

Nomenclature  oo  Identification  For  Aercnoutlcol  Systems  Including  Joint 

MIL-N-18307G  (2) 

AS 

15  S-p 

86 

AS 

Electro.i'cs  Type  Designated  Systems  oo  Associated  Support  Sys^s  REV-OS 

1 

CMAN 

Ordnance  Alteration  (Ordolt)  InsthKtions,  Preporotion  Of . . . . 

MIL-STD-1662B 

OS 

25  Aug 

86 

OS 

CMAN 

Sp«<lfical!an  Proctkes  REV-MI  AV  ER  AR  CR  EC  AS  MC  OS  SA  11  15  16  17 

85 

Specification,  Type.  And  fomi  Volidaled  Nor  74  REV-MI  AV  ER  CR  .  >  MC 

MIL-STD-490A 

10 

04  Jun 

85 

AR  AS 

10 

CMAN 

MIL-S-83490 

10 

30  Ocl 

68 

AR  OS 

10 

SHSACG  11  99  DH 

1 

CMAN 

Technical  Oota  Pockoge  REV-AR  AT  AV  CE  CR  . . . 

MII.-T-47S00 

MIL 

MIL-STD-1521B 

Ml 

24Mor 

89 

L 

CMAN 

Technical  Reviews  &  Audits  For-Systems,  Equipments,  &  Computer  Soltwore 

13 

19  Dk 

85 

13 

REV-CR  EC  10  11  80  85 

NOTICE  1 

CMPS 

Metal  Matrix  Composites  (Mmc):  Silicon  Corbide  (Discontinuous). Reinforced 

MIL-M-46196 

MR 

24  Moy 

88 

MR  AS 

11 

(Aluminum)  Request  For  Issue  Other  Thon  Ood  8i  Dod  Controctors  Refer  To 

U.s.  Army  Mali  Technology.  Ldb,  Engineering  Standordizotion  Branch,  Arsenol 

St.,  Watertown,  Mo  02172-2179  USER-SH  REV-MI  OS  SH 

CMPS 

Ton,  Corbon  (Grophite)  Fibers  •  For  Structurol  Composites,  500  (3445)  Tensile 

AMS  3S92/9A-87 

AS 

02  D-c 

88 

MR  AS 

11 

Strength,  33,000,000  (231)  Teniile  Modulus  -  1  Jul  1987 

CMPS 

Tow  Or  Yarn  (Graphite)  Fibers  >  For  Structural  Composites,  GF  325  (2240) 

AMS  3Ey2/'6-84 

AS 

02  D.C 

88 

MR  AS 

11 

Tensile  Strength,  57  (395)  tensile  Modulus  •  1  Jul  1984 

CMPS 

Tow  Or-Yorn.  ^atbon  (Grophite)  Fibers  •  For  Structural  Composites,  GF  (OX) 

AMS  3892/7-84 

AS 

02  D-c 

88 

MR  AS 

11 

-coo  (2760)  Teniile  Strength,  33  (228)  Tensile  Modulus  •  1  Jul  1984 

CMPS 

Tow  Oi  Yorn,  Carbon  (Grophile)Tibers  •  For  Structural  Composlfes/.GF  (OX) 

AMS  3892/8-84 

AS 

02  Dec 

88 

MR  AS 

11 

400  (2760)  Teniile  Strength,  40  (275)  Tensile  Modulus  -  1  Jul  1984 

CMPS 

Tow,  Carbon  (Grophite)  Fiber  >  For  Structural  Composites,  550  (3790)  Tensile 

AMS  3892/10-86 

AS 

02  Dtc 

88 

MR  AS 

11 

Strength,  36.000,<)00  (262)  Tensile  Modulus  •  1  Oct  1986 

DRPR 

Abbreviations  For  Use  On  Drawings,  Specificotions  Standards  &  In  Technicol 

MIL-STD-12D 

AR 

29  Moy 

8’ 

AR  SH 

16 

bocumenls  Validated  Jon  8)  USER-ES  REV-EA  AV  Ml  SH  14  17  DH 

DRPR 

Acoustics,  Letter  Symbols  And  Abbreviations  For  Quontities  Used  In  ->  17  May 

ASME  Y10.11-84 

AR 

10  D-c 

84 

AR  SH 

11 

1984  USER-OS  REV-AV  Ml  AS  YD 

ORPR 

Archilecturol  Symbols  Validated  Feb  85  USER-OS  REV-MI  ER  AS  . . 

MII-ST0-14A 

AR 

3  Sep 

54 

AR  YD 

16 

L 

DRPR 

Associated  Lists  For  Arradcom  Engineering  Drawings  Validated  Feb  85  . . 

MIL-STD-1174B 

AR 

10  Jul 

79 

AR 

DRPR 

Bill  Of  Moteriol,  Preporotion  Of  Validated  Jen  81  . . 

MIL-STO-295 

OS 

30  Ocl 

56 

OS 

16 

DRPR 

Coded  list  Of  Moteriols . . . . . . . . . . . . . . 

MIL-HDBK  223 
NOTICE  2 

AS 

14  D-c 

82 

AR  AS 

01 

ORPR 

Convention  &  Lettering,  Line  «  1979  Validated  Feb  83 . . . . . 

ANSI  Y14.2M-79 

AR 

04  Jan 

79 

AR  OS 

16 

DRPR 

Data,  Engineering  And  TechnicaLReproduction  Requirements  for  Validated  Jon 

MIL-D-5480E 

16 

15  Jun 

70 

AR  AS 

16 

82  REV-MI  AV  OS  EC  MC  SH  YD  11  68  99 

DRPR 

Diogroms,  Fluid  Power,  Graphic- Symbols  For  *  21  Feb  67  Validoted  Jon  86 

ANSI  Y32.10-47 

AR 

01  Aug 

79 

SH 

REV-MI  AT  SH 

DRPR 

Diagrams,  IEEE  Standord  Logic  Circuit  ■  Jun  1986  USER-AT  MC  REV-AV  Ml 

ANSI/IEEE  991-86 

AR 

05  Jun 

86 

AR  SH 

13 

AM  CR  os  AS  11  15  17 

DRPR 

Dimensioning  &  Toleroncing  •  15  Dec  82  USER-NS  DH  REV-MI  AV  AT  Al  CR 

ANSI  Y14.5M-82 

AS 

20  D-c 

82 

AR  AS 

16 

MC  SA  YD  OS  SH  11  99  12 

DRPR 

Drawing  Sheet  Size  &  Formot  --22  Dec  80  Validated  Sep  88  REV-MI  CR'AT 

ANSI  Y14.1-86 

AR 

13  Sep 

88 

AR  AS 

16 

AVME  OS  SA  MC  SH  YD  12 

NOTICE  1 

DRPR 

Drav'ing,  Engineering  And  Associated  List  USER-GL  ES  REV-AT  Ml  AV  ME  AS 

DOD-D-IOOOB  (4) 

AR 

18  Aug 

87 

AR  OS 

16  DH 

SH  MC  EC  YD  11  DH  CS  IS  NS 

L 

DRPR 

Drowing,  Sonor  Systems,  Prelfminor/  Installation  Planning  Validated  Jut  82 

MIL-D-24241 

SH 

30  Jun 

66 

SH 

REV-AR 

L 

DRPR 

Drowing,  Tube  Bend  USER-AS  REV-16 . . . . . .  ................... 

MIL-D-9898C 

82 

21  Jon 

86 

99 

L 

DRPR 

Drowings,  Inslollation  Control,  For  Shipboord  Electronic  Equmment  . . 

MIL-D-23140C 

SH 

21  Jon 

85 

SH 

1 


FSC  LISTING 


DOCUMENT 

FSC  TITLE  NUMBER  DATE  CUSTODIAN 


DRPR 

Drowings,  Undlmen$ioned«  Reproducibles,  Photographic  And  Contoct« 

MII-D-8S10B  (2) 

16 

29  Mor 

65 

AS 

16 

Preparation  Of  (Ajg)  Validated  Feb  82  REV*MI  EC  11  17  99 

ORPR 

Eiectricol  &  Eiectronics  Diograms  •  15  Moy  67  (Ansi  Y14,15A*71)  (Ansi 

ANSI  Y14.15-66R73 

AR 

15  Moy 

67 

AR 

SH 

16 

Y14.15B*73  Info  Shis)  Validated  Feb  85 

DRPR 

Electricol  &  Electronics  Ports  &  Equipments  Reference  Designatlonsfor  •  4  Sep 

IEEE  200-75 

AR 

23  Aug 

88 

AR 

SH 

16 

75  W/correclion  Sheet  Feb  76  Validated  Aug  38  USER-ME  EC  MC  REV-AV 

Ml  YD  OS  AS 

NOTICE  2 

DRPR 

Electricol  Science  &  Electricol  Engineering,  leee  Stondord  Letter  Symbols  For 

IEEE  280-85 

AR 

12  Dec 

84 

AR 

SH 

11 

Quonlitiet  Used  In  -  12  Dec  84  REV-ME  Ml  AT  OS  MC  AS  YD 

DRPR 

Electricol  Wiring  Equipment  Symbols  For  Ships  Plons  Port  2  Validated  Jul  87 

MIL-STD-15 

SH 

30  Oct 

61 

El 

SH 

16 

USER-ES  REV-AR  Ml  71 

PART  2 

DRPR 

Engineering  Drawing  Proctices  REV*AV  CE  CR  AT  ME  NS  11  99  80  . . . . 

DOD-STD-IOOC 

NOTICE  4 

AR 

15  Mar 

88 

AR 

os 

16 

DRPR 

Fluid  Power  Diogroms  •  1966  R74  Validated  Aug  88  . . 

ANSI  Y14.17.66R74 
NOTICE  2 

AR 

23  Aug 

88 

AR 

AS 

16 

DRPR 

Geor  &  Spline  Drowing  Standards  •  Port  2,  Bevel  &  Hypoid  Geers  -  1978 

ANSI  Y  14.7.2-78 

AR 

02  Feb 

78 

AR 

AS 

16 

(Reopproved  84)  Validated  Feb  35  REV-ME  AV  AT  MC  OS  SH  YD  AS  16  11 

DRPR 

Geor  Drowing  Stondords  Port  1  For  Spur,  Helicol,  Double  Helicol  &  Rock  -  2 

ANSI  Y14.7.1.71 

AR 

23  Aug 

88 

AR 

OS 

16 

Feb  7 1  Validated  Aug  88 

NOTICE  2 

DRPR 

Generol  Notes  For  Standard  Electricol  Drawings  Validated  Dec  83 . . 

MS-16662H 

SH 

13  Jun 

79 

SH 

DRPR 

Gfophic  Electricol  Wiring  Symbols  For  Arichrichtecturol  &  Electricol  loyourings  • 

ANSI  Y32.9-72 

YD 

21  Jun 

72 

AR 

YD 

16 

1972  Validated  Apr  32  USER-CG  EC  REV-YD 

DRPR 

Graphic  Symbols  For  Plumbing  Fixtures  For  Diagrams  Used  In  Architectue  & 

ANSI  Y32-4-77 

AR 

16  Sep 

77 

AR 

YD 

Building  Construction  *77  Validated  Jan  86 

DRPR 

Grophic  Symbols  For  Electrical  And  Electronic  Diagrams  (12  September  1986) 

IEEE  31SA-86 

AR 

24  Dec 

86 

AR 

SH 

16 

USER-ME  Ml  EC  MC  REV-AV  ER  CR  AS  OS  YD 

DRPR 

Grophic  Symbols  For  Logic  Functions  •  9  Moy  1984  USER*AT  MC  REV>AV  Ml 

IcEE  91-84 

AR 

10  Moy 

84 

AR 

SH 

13 

AM  CR  OS  AS  15  17  11 

DRPR 

Knurling  •  28  Nov  84  USER-ME  YD  REV-AV  AT  EA  AS  SH  MC  IS . 

ASME  894  6-84 

AR 

28  Nov 

84 

AR 

os 

16 

DRPR 

Letter  Symbols  For  Quantities  Used  In  Electricol  Science  8i  Electricol  Ertglneering 

ANSI  YIO.5-68 

AR 

15  Apr 

68 

AR 

SH 

11 

•  15  Apr  68  Validated  Jan  81  USER-MI  MC  YO  REV-AV  ME  AR  OS 

DRPR 

Mothemotical  Signs  &  Symbols  For  Use  In  Physicol  Sciences  &  Technology  >  75 

ANSI  Y10.20-75 

AR 

13  Sep 

88 

AR 

SH 

11 

Validated  Sep  88 

NOtlCE  2 

DRPR 

Mechanical  Spring  Representotlon  >  30  Oct  81  Validated  Aug  66  USER*ME  YO 

A.NSI  YI4.13M-81 

AR 

23  Aug 

88 

AR 

OS 

16 

REV-EA  AT  AV  MC  SH  AS  IS 

-NOTICE  2 

DRPR 

Mechonical  Symbols  Validated  Feb  85  USER'ES  REV^MI  16 . . . . 

MIL-STD-17B 

PART  1 

NOTICE  1 

16  SEP  1977 

AR 

16  Sep 

77 

AR 

SH 

11 

ORPR 

Mechonicol  Symbols  For  Aeronouticol  Aerospocecroft  &  Spocecroft  Use 

Mll-STD-178 

AR 

23  Feb 

65 

AR 

SH 

11 

Validated  Feb  85  USER-ES  REV-MI  16 

PART  2 

ORPR 

Multi  And  Sectlonol  View  Drowings  •>  1975  Validated  Aug  83 . 

ANSI  Y14.3-75 

NOTICE  2 

AR 

23  Aug 

88 

AR 

AS 

16 

DRPR 

Preporotion  Of  Drawing  For  Opticol  Elements  And  Opticoi  Systems,  Generol 

MIL-STD-34 

AR 

3  Nov 

60 

AR 

99 

Requirements  For  Validated  Feb  83  REV-17  11  16 

DRPR 

Product  Definition  Data,  Dictionary  Of  Terms  For  Computer  Aided  Preporotion 

ANSI  Y14.26.3-75 

AR 

Id  Aug 

75 

AS 

16 

Of  (IncI  Engineering  Drowings)  •  1975  Validated  Jan  81  REV-ME  AT  AV  Ml 

ER  SA  SH  YO  OS  99  12  11 

DRPR 

Review  And  Acceptance  Of  Engineering  Drowing  Pockoges  . . 

Mll-HDBK  288 

MC 

24  Oct 

85 

DRPR 

Screw  Thread  Representotlon  >  26  Jul  78  Validated  Feb  65 . . 

ANSI  Y14,6-78 

AR 

26  Jul 

78 

AR 

AS 

16 

DRPR 

Ship  Structural  Symbols  For  Use  On  Ship  Drawings  REV.ME  . . 

MIL-STD-25B 

SH 

10  Moy 

84 

AR 

SH 

16 

DRPR 

Spline,  Metric  M^ule  Involute  -  Aug  80  Validated  Sep  88  USER-ME  SH  OS 

ANSI  892.2M-80 

AR 

13  Sep 

88 

AR 

AS 

16 

REV-AV  AT  EA  YD  AS  DH 

NOTICE  2 

DRPR 

Spline,  Port  lii.  Metric  Module  Involute  Inspection  •  23  Mar  84 . . . . . . 

ANSI  892.2MA-84 

AR 

29  Mar 

85 

AR 

AS 

16 

DRPR 

Spring,  Mechonicol,  Drawing  Requirements  For  Validated  Apr  82  USER-ME 

MII-STD-29A 

AR 

01  Mor 

62 

OR 

OS 

11 

DRPR 

REV-AR  Ml  16 

MIL-HDBK  290 

SH 

22  Aug 

86 

SH 

NOTICE  1 

DRPR 

Surfoce  Texture  (Surfoce  Roughness,  Weviness  And  Lay)  Validated  Feb  85 ........ 

ANSI  846-1-78 

AR 

16  Mor 

78 

AR 

AS 

11 

ORPR 

Surfoc.  T.xiure  -  7  Oct  1985  REV-AT  AV  CR  GL  ME  EC  OS  SH . 

ANSI/ASME  846.1-85 

AR 

05  Dec 

85 

AR 

AS 

n 

DRPR 

Symbols,  Surfoce  Texture  -  1978  Validated  Feb  85  REV-71  82... . 

ANSI  Y14.36-78 

AR 

27  Jon 

78 

AR 

AS 

99 

DRPR 

Technicol  Doto  Pockage  For  AMC  Moteriol  Validated  Mar  77  REV-AV  Gl  ME 

MIL-T-60530A 

AR 

19  Feb 

71 

AR 

AT  CR 

DRPR 

Welded'joint  Designs,  Armored-tank  Type  Validated  Aug  83  REV-ER  .................. 

MIL-STD-21A 

NOTICE  2 

9  MAY  1979 

AT 

09  May 

79 

AT 

SH 

DRPR 

Welding  &  Nondestructive  Testing,  Symbols  For  •  31  Aug  78  Validated  Apr  82 

AWS  A2.4-79 

SH 

05  Feb 

80 

AR 

SH 

11 

REV-MI  AV  ME  AT  YO  EC  SA  OS  AS  16 

DRPR 

Wiring  Doto  And  System  Schemotic  Diogroms  Preporotion  Of  REV-AR  13  85 

DOD-STD-863B 

16 

17  Mor 

81 

AV 

16 

11  99  14 

NOTiCc  2 

17  MAR  1981 

EDRS 

Cord,  Aperture  Validated  Feb  85  USER-MC  REV-MI  AR  AG  OS  YO  EC  SS. . 

MIL-C-98778  (1) 

CR 

15  Aug 

66 

ER 

AS 

16 

EDRS 

Cord,  Copy  Validated  Feb  85  USER-AT  MC  REV-Gl  Ml  AG  11 _ 

Mll-C-9949  (3) 

CR 

03  Oct 

66 

CR 

AS 

EDRS 

Density  Step  Wedge  Validated  Feb  85 . . . . 

MS-27210 

ER 

16  Jul 

62 

ER 

AS 

16 

EDRS 

Directory  Of  Dod  Engineering  Doto  Repositories  REV-MC  . . 

MIL-HDBK  331C 
NOTICE  2  (16) 

16 

31  Aug 

84 

ER 

AS 

16  DH 

EDRS 

Film,  Curl  Of  Phologrophic,  Methods  For  Determining  -  30  Jun  71  Validated 

ANSI  PH).29-71 

16 

30  Apr 

75 

CR 

AS 

16 

Feb  81  REV-AR  Ml  AT  ME  AG  OS  MC  YD  jH  SA 

EDRS 

Film,  Photogrophic,  For  Archivol  Records,  Silver  Gelatin  Type,  On  Cellulose 

ANSI  PHl.28-81 

16 

13  Jun 

83 

ER 

AS 

16  DH 

Ester  Bose,  Specification  For  ■  24  Feb  81  USER-AR  SH  OS  REV-ME  Ml  AT 

SA  YD  MC 

NOTICE  1 

EDRS 

Film,  Photogrophy  (Film)-  Storoge  Of  Processed  Sofety,  Americon  Notionol 

ANSI  PH  1.43-83 

16 

10  Apr 

85 

ER 

AS 

16 

Slondord  For  -  3  Jon  83  USER-ME  Ml  AT  AR  MC  SH  OS  YD  SA  REV.DH 
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EDRS 

Filmic  Plotti,  &  PoperS/  Methyltnt  Slut  Mtthod  For  Meoiuring  Thlc$u«fote  & 

ANSI  PH4.8-78 

16 

13  Jun 

83 

ER 

AS 

16 

DH 

Silvtr  Otntitonv.  mc  Method  For  Meosuring  Retiduol  Chemicoli  In  •  5  Apr  78 
USER-SH  OS  REV-ME  Ml  AT  AR  oA  YD  MC 

NOTICE  1 

EDRS 

Formot  And  Coding  Of  Tobuloting  And  Aperture  Cords  For  Edms  US£h>AT 

MIL-STD-8CMB 

CR 

19  Jun 

81 

ER 

AS 

16 

REV-AR  Ml  AG  SH  EC  99  GS 

NOTICE  1 

19  JUNE  1981 

EDRS 

Gage,  Aperture  Cord  No.  201  &1  Validated  Ftb  85  USER*AR  R£V>AG . 

MS-21319 

ER 

15  Apr 

60 

ER 

AS 

16 

EDRS 

Inspection  &  Quol-ty  Control  Of  First  Generotion  Silver  Halide  Microfilm  •  1972 

NMA  MS104-72 

16 

30  Apr 

75 

ER 

AS 

16 

VolidaUd  Feb  82  KW-AG 

EDRS 

Micro*reproduct[on  Of  Engineering  Documents  Validated  Jan  82  USER'MC 

MIL-HDBK  303 

16 

15  S»p 

64 

Ml 

SH 

16 

REV-AR  ER  AG  CG  YD  OS 

NOTICE  1  (26) 

L 

EDRS 

M!cro*reproduction  System  For  Engineering  Documents  oo  Engineering  Release 

MIL-M-60557G  (2) 

AR 

10  Feb 

89 

AR 

Records 

L 

EDRS 

Micro'reproduction  S'.stem  For  Engineering  Chonge  Proposals,  Requests  For 

MIL-M-70500e 

AR 

23  Nov 

87 

AR 

Deviations,  &  Req.>esls  For  Woivers 

EDRS 

Microfiche  -  16  Dec  69  USER-MC  REV-ME  Ml  AT  AV  SH  YD  OS  SA . 

ANSI  PHS.9-75 

16 

30  Apr 

75 

CR 

AS 

16 

EDRS 

Microfiche,  For  Engineering/technicol  Dota,  Reports,  Studies  And  Reloted  Doto, 

MIL-M-36748A  (1) 

16 

20  Moy 

77 

ER 

AS 

16 

DH 

Rtquirerrents  For  Validoled  Jan  82  USER-GL  MC  REV-AR  Ml  AV  AT  OS  EC 

YD  SS 

L 

EDRS 

Microfilm  And  Tabulating  Cords  Used  For  Recording  Engineering  Drowirtgs  And 

MIL-M-38761/1A 

AS 

01  Moy 

82 

AS 

Associated  Doto  REV‘AG 

EDRS 

Microfilm  Carrier,  Thickness  Of  ftuitdup  Area  On  Unitiied,  (Aperture,  Comero, 

ANSI  PH5.12-73 

CR 

13  Feb 

86 

ER 

AS 

16 

Copy  &  Imoge  Cards),  Method  For  Meosuring  •  5  Sep  73  Volidoted  Feb  66 
REV-ME  AT  AR  Ml  AG  MC  SA  SH  YD  OS 

NOTICE  1 

EDRS 

Microfilm  Carrier,  Adhesion  Of  Protection  Sheet  To  Aperture  Adhesive  Of 

ANSI  PH5.14-73 

ER 

30  Apr 

75 

ER 

AS 

16 

Unitised,  (Aperture  Cord),  Method  For  Determining  -  5  Sep  73  Volidoted  Feb 

85  REV-MI  ME  AT  AR  AG  MC  CS  YD  SH 

1 

EDRS 

Microfilm  Of  Engineering  Documents,  3SMM,  Preporotion  Of  Roll  REV-AG  EC  .. 

MIL-M-986SB/1A 

SH 

21  Dec 

87 

SH 

EDRS 

Microfilm,  Unitited,  Carriers  (Aperture,  Camera,  Copy  &  Imoge  Cords), 

ANSI  PHS.8-72 

CR 

13  Feb 

86 

CR 

AS 

16 

Dimensions  For  •  24  Mar  71  Validated  Feb  86  REV-AR  Ml  ME  AT  AG  SH  SA 
OS  MC  YD 

EDRS 

Microfilm,  100  Foot  Reels  For  Processed  16MM  &  35MM,  Dimensions  For  •  24 

ANSI  PHS.6-68R74 

16 

30  Apr 

75 

CR 

AS 

16 

Jun  68  VoVdated  Jan  82  REV-AT  Ml  ME  AR  AG  YD  SA  MC  SH  OS 

EDRS 

Microfilming  And  Photographing  Of  Engineering/technicol  Doto  And  Reloted 

MII-M-38761A 

16 

26  Aug 

77 

ER 

AS 

16 

DH 

Documents,  Pcam  Cord  Preporotion,  Engineering  Doto  Micro-reproduction 

System,  General  Requirements  For,  Preparation  Of  Validated  J(4  62 

USER-MC  REV-MI  AV  AT  AR  AG  EC  OS  YD  SA  44 

L 

EDRS 

Microfilming  And  Photographing  Of  Engineering/technicol  Doto  And  Reloted 

Mll-M-38761/2 

SH 

13  Sep 

68 

SH 

Documents,  Pcom  Cord  Preporotion,  Engineering  Date  Micro-reproduction 

System,  Microfilm  Aperture  And  Tobuloting  Cords  For  Naval  Ship  Systems 
Validated  Apr  82 

EDRS 

Microfilming  Of  Engineering  Documents,  33MM,  Reo*  irements  For  USER-MC 

MIL-M-9866D  (2) 

16 

20  Sep 

82 

ER 

AS 

16 

REV-MI  AR  CR  CE  AM  OS  SA  MC 

EDRS 

MIcrographKi,  Glostory  Of  -  1980  USER-ME  Ml  AT  YD  SA  MC  SH  07  11  26 

AIIM  TR2-80 

16 

09  Moy 

85 

ER 

AS 

16 

70  71  ES  GS  IS  REV-ER  AG  SH  DH 

EDRS 

Quolity  Standards  For  Computer  Output  Microfilm  •  71  Validated  Feb  82 

NMA  MSl-71 

16 

30  Apr 

75 

ER 

AS 

16 

REV-ME  AR  Ml  AG  SH  YD  MC  OS  SA 

EDRS 

Sllver-gclotin,  Microfi'm  Of  OrKuments,  First  Generotion,  Proctice  For 

ANSI/AIIM  MS23-83 

16 

02  Jun 

86 

ER 

AS 

16 

Operational  Procedures/  Inspection  &  Quality  Control  Of  •  24  Jon  1983 
USER-ME  Ml  AT  AR  CR  MC  SH  OS  YD  SA  11  70  71  79  80  DH  ES  GS  IS 

EDRS 

Transmission  Density,  Diffuse  -  2  Jon  39  Validated  Feb  81  REV-MI  ME  AR  AT 

ANSI  PH2-19-59 

16 

30  Apr 

75 

CR 

AS 

16 

AG  SA  OS  SH  YD  MC 

L 

EDS 

Automoted  Engineering  Document  Preporottion  System  REV-MR  ME  AV  AT........ 

DOD-STD-3SD 
NOTICE  1 

29  JUN  1979 

Ml 

29  Jun 

79 

Ml 

L 

EDS 

Automoted  Engineering  Document  Preporation  System  Resistors,  Fixed  REV-AV 

DOD-STD-35/3E 

Ml 

26  Sep 

86 

Ml 

AT  ME  MR  ER 

NOTICE  1 

L 

EDS 

Automated  Engineering  Document  Preparation  System,  Copocitors,  Fixed 

DOD-STD-3574C 

Ml 

09  Dec 

88 

Ml 

VaUdated  Sep  88  REV-MR  AT  AV  ME  ER 

NOTICE  1 

1 

EDS 

Automoted  Engineering  Document  Preporotion  System,  Terminol  Boords 

DOD-STD-35/9C 

Ml 

14  Apr 

86 

Ml 

Validated  Apr  86  REV-MR  AT  AV  ME  ER 

L 

EDS 

Automoted  Engineering  Document  Preporotion  System,  Woshers,  Spocers,  And 

DOD-STD-35/5E 

Ml 

31  Aug 

87 

Ml 

Shims  REV-AT  ME  AV  MR 

NOTICE  1 

L 

EDS 

Automoted  Engineering  Document  Preporotion  System,  Switches,  Rotory 

DOD-STD-35/6B 

Ml 

14  Apr 

86 

Ml 

Validated  Apr  86  REV-AV  AT  ME  MR  ER 

NOTICE  1 

50  MAY  1980 

L 

EDS 

Automated  Engineering  Document  Preporation  System,  Transformers  Volidoted 

DOD-STD-3577C 

Ml 

09  Dec 

88 

Ml 

Sep  88  REV-ME  MR  AV  AT  ER 

NOTICE  1 

1 

EDS 

Automated  Engineering  Document  Preporotion  System,  Relays  REV-MR  AV  AT 

Mll-STD-3$/8B 

Ml 

21  Jun 

88 

Ml 

ME  ER 

NOTICE  2 

L 

EDS 

Automated  Engineering  Document  Preporation  System,  Fuses  REV-ME  AV  AT 

MR 

Automated  Engineering  Document  Preporotion  System  Networks  Valideted  Jan 

MII-STD-35/10C 

Ml 

27  Sep 

85 

Ml 

i 

EDS 

Mll-STD-35/35 

Ml 

21  Jon 

87 

Ml 

87  REV-AT  AV  MR  ME 

NOTICE  2 

NOTICE  3 

EDS 

Automoted  Engineering  Document  Preporotion  System  Seols,  Goshets,  And 

DOD-STD-3S/36B 

Ml 

26  Sep 

86 

Ml 

OS 

Pocking  REV-ME  AV  AT  MR 

NOTICE  1 

1 

EDS 

Automated  Engineering  Document  Preparation  System,  Inductors  Validated  Apr 

DOD-STD-35/37A 

Ml 

14  Apr 

86 

Ml 

86 

NOTICE  1 

1 

EDS 

Automoted  Engineering  Document  Preporotion  System,  Crystal  Units,  Quortz 

DOD-STD-35/38A 

Ml 

14  Apr 

86 

Ml 

Valldoled  Ap!  86  REV-MR  ME  AV  AT  ER  NOTICE  1 
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1 

EDS 

Automated  Engineering  Document  Preporotion  System  botteries  Validated  Avg 

Mll-STO-35/39 

Ml 

31  Dec  74 

Ml 

8i  REV.AT  MR  ME  AV  ER 

NOTICE  1 

31  DEC  1974 

L 

EDS 

Automated  Engineering  Document  Preporotion  System^  Retoining  Rings 

DOD-STD-3S/40A 

Ml 

21  Jun  88 

Ml 

Va!!dated  Jun  88  R£V>AV  MR  AT  ME 

NOTICE  1 

EDS 

Automated  Engineering  Document  Preporotion  System,  Filters,  Mechonicol, 

DOD-STD-35/41A 

Ml 

14  Apr  84 

Ml 

Liquid,  Gos/oir  Validated  Apr  8d  REV*MR  AT  ME  AV  ER 

EDS 

Automoted  Engineering  Document  Preporotion  System,  Woveguides  Validated 

MILSTD-3S/42 

Ml 

14  Apr  86 

Ml  OS 

Apr  86  REV-AT  AV  MR  ME  ER 

NOTICE  2 

NOTICE  3 

L 

EDS 

Automated  Engineering  Document  '^reparotion  System,  Antennos  Validated  Jon 

MIL-STD-33/43 

Ml 

21  Jon  87 

Ml 

87  REV.MR  ME  AV  AT  ER 

NOTICE  2 

NOTICE  3 

L 

EDS 

Automated  Engineering  Document  Preporotion  System  Validated  Jun  81 

MIL-STD-3S/44 

Ml 

31  Dec  74 

Ml 

REV-MR  AT  ME  AV 

NOTICE  1 

31  DEC  1974 

1 

EDS 

Automoted  Engineering  Document  Preparation  System,  Resolvers,  Electricol 

MIL-STD-35/45A 

Ml 

31  Aug  87 

Ml 

REV-ME  MR  EL  AV  AT 

1 

EDS 

Automoted  Engineering  Document  Preporotion  System,  Volves  (Powered) 

DOD-STD-3S/46B 

Ml 

26  Sep  86 

Ml 

REV'MR  ME  AT  AV 

L 

EDS 

Autonnoted  Engineering  Document  Preporotion  System,  Troisducers  Validated 

MIL-STD-35/48 

Ml 

20  Feb  75 

Ml 

Aug  81  REV.MR  AV  AT  ME 

NOTICE  1 

20  FEB  1975 

1 

EOS 

Automated  Engineering  Document  Preporotion  System-geors  REV*MR  ME  AV 

AT 

Automoted  Engineering  Document  Preporotion  S  ttem.  Pulleys  REV.MR  ME  AV 

AT 

Automated  Engineering  Document  Preparation  System,  Sprockets  Validated  Jon 

MIISTD-35/49A 

Ml 

28  Sep  84 

Ml 

EDS 

DODSTD-35A/50 

Ml 

31  Aug  87 

Ml  OS 

L 

EDS 

MIL-STD-35/S1 

Ml 

21  Jon  87 

Ml 

87  REV.AT  AV  MR  ME 

NOTICE  1 

NOTICE  2 

L 

EDS 

Automated  Engineering  Document  Preporotion  System4omps  Validated  Apr  86 

DOD-STD-35/52A 

Ml 

14  Apr  86 

Ml 

USER  AR  REV-AV  AT  ME  ER 

NOTICE  1 

L 

EDS 

Automoted  Engineering  Document  Preporotion  System,  Adapters,  Electricol 

DOD-STD.35/53A 

Ml 

14  Apr  86 

Ml 

Validated  Ajr  86  REV-ME  AT  MR  AV 

NOTICE  1 

NOTICE  2 

EOS 

Automated  Engineering  Document  Preporotion  System,  Semiconductor  Devices 

MIL-$T0-35/54A 

Ml 

09  Dec  88 

Ml 

Validated  Sep  88  REV-MR  ME  AT  AV  ER 

NOTICE  1 

1 

EOS 

Automoted  Engineering  Document  Preporotion  System,  Connectors,  Electriccrf, 

DODSTD-35/65A 

Ml 

15  Dec  78 

Ml 

Circulor  REV-ME  AT  MR  AV 

NOTICE  1 

L 

EOS 

Automated  Engineering  Document  Preporotion  System  Electricol  Connectr^s, 

DODSTD-3S/66A 

Ml 

01  Dec  78 

Ml 

Printed  Wiring  Boord,  Coox,  And  Power  REV-AT  AV  ME  MR 

NOTICE  1 

1 

>^S 

Automoted  Engineering  Document  Preporotion  System,  Cord,  Electricd 

DODSTD-35/47A 

Ml 

21  Jun  88 

Ml 

Validated  Jun  88  REV-AR  AT  ME  MR 

NOTICE  1 

1 

EDS 

Automoted  Engineering  Document  Preporotion  System,  Fuseholders  REV-MR  ME 

AT 

Automoted  Engineering  Document  Preporotion  System-electricol  ^bles.  Coox 

MIL-STD-35/I1C 

Ml 

27  Sep  85 

Ml 

EOS 

DODSTD-35/6eA 

Ml 

14  Apr  86 

Ml  OS 

And  Special  Purpose  Validated  Apr  $6  REV-AV  MR  ME  AT 

NOTICE 

L 

EOS 

Automated  Engineering  Document  Preporotion  System,  Meters  Validated  Apr  86 

DODSTD-35/12A 
NOTICE  1 

NOTECE-2 

Ml 

14  Apr  86 

Ml 

1 

EOS 

Automoted  Engineering  Document  Preporotion  System,  Connectors,  Electricrd, 

DO0STO.35/69A 

Ml 

09  Dec  88 

Ml 

Rectangular  Validated  Dee  88  REV-AT  AV  MR  ME 

NOTICE  2 

L 

EDS 

Automated  Engineering  Document  *'eporotion  System,  Switches  (Toggle) 

DOD-SrD-35/70A 

Ml 

31  Aug  87 

Ml 

REV-ME  MR  AV  AT  ER 

NOTICE  2 

1 

EOS 

Automoted  Engineering  Document  Preporotion  System,  Switches  (Thermol) 

MIL-STD-35/71A 

Ml 

09Dec  88 

Ml 

Validated  Dec  88  REV-AT  AV  ME  MR  ER 

NOTICE  1 

1 

EDS 

Automoted  Engineering  Document  Preporotion  System,  Actuotors,  Explosive 

Mll-STD-35/74 

Ml 

21  Jon  87 

Ml 

Validated  Jan  87  REV-AT  AV  MR  ME 

NOTICE  2 

NOTICE  3 

L 

EOS 

Automoted  Engineering  Document  Preporotion  System  Microwove/woveguide 

MII-STD-35/75A 

Ml 

30  Sep  88 

Ml 

Components  REV-AV  AT  ME  MR 

L 

EOS 

Automated  Engineering  Document  Preporotion  System,  Thermistors  Volideted 

DODSTD-35/74A 

Ml 

28  Aug  78 

Ml 

Jun  84  REV-AT  AV  ME  MR  ER 

1 

EDS 

Automoted  Engineering  Document  Preporotion  System,  Adhesives  REV-AV  ME 

DOD-STD-35/78A 

Ml 

21  Jan  87 

Ml 

MR  AT  ER 

NOTICE  1 

NOTICE  2 

L 

EOS 

Automoted  Engineering  Document  Preporotion  System,  Attenuotors,  Fixed  And 

DOD.STO-35/79A 

Ml 

31  Aug  87 

Ml 

Voriobie  REV-ME  AV  AT  MR  ER 

NOTICE  1 

L 

EOS 

Automoted  Engineering  Document  Preporotion  System,  Belts,  Tronsmission  And 

MIL-STD-35/eO 

Ml 

21  Jon  87 

Ml 

Conveyor  USER-AR  REV-AT  AV  ME 

NOTICE  1 

NOTICE  2 

L 

EDS 

Automoted  Engineering  Document  Preporotion  System,  Contoiners  USER-AR 

MIL-STD-35/81A 

Ml 

27  Sep  85 

Ml 

REV-MR  ME  AT  AV 

L 

EOS 

Automoted  Engineering  Document  Preporotion  System*  Converters  And  Inverters 

DODSTO-3S/e2A 

Ml 

14  Apr  86 

Ml 

Volidoted  Apr  86  USER-AR  REV-AV  AT  ME 

NOTICE 

L 

EOS 

Automoted  Engineering  Document  Preporotion  System,  Motor-gcnerolor  Sets 

MIL-5TO-3S/83 

Ml 

21  Jun  88 

Ml 

And  Dynomotors  Validated  Jun  88  REV-MR  ME  AV  AT  ER 

NOTICE  1 

L 

EDS 

Automoted  Engineering  Document  Preporotion  System,  Dummy  loods  Volideted 

OOD-STD-3S/84A 

MI 

14  Apr  86 

Ml 

Apr  86  REV-ME  AT  AV  MR 

NOTICE 

1 

E05 

Automated  Engineering  Document  Preporotion  System-  Fons  And  Impellers 

DOD.STO-35/85A 

Ml 

31  Aug  87 

Ml 

USER-AR  REV-ME  AT  AV 

NOTICE  2 

1 

EDS 

Automoted  Engineering  Document  Preporotion  Syttem-lompholdcrs  VeJideted 

MII-STO-3S/84A 

MI 

14  Apr  86 

Ml 

Apr  86  REV-AT  ME  MR  AV 

NOTICE 
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EOS 

Avtomottd  Enginttring  Oocumtnt  Prtporotion  Systtm«  Soknotdi  VaUdafd  5«p 

B8 

Automated  Engin««rir»g  Document  Prtporotion  Syittm^  Hold«r»>  And 

BrocktU  (Crystol)  Validattd  Aug  81  REV-AT  AV  MR  ME 

MIL-STD-35/13A 

Ml 

09  D« 

88 

Ml 

L 

EDS 

MIL-STD-35/87 
NOTICE  1 

11  MAR  1976 

Ml 

11  Mor 

76 

Ml 

L 

EDS 

Automottd  Enginttring  Documtnt  Prtpo.otion  Syittm,  Knobs,  Oioit,  And 

Pointtrs  USER-AR  REV-AV  AT  ME 

MIL-STD-36/88A 

Ml 

28  S.p 

84 

Ml 

L 

EDS 

Automotcd  Enginttring  Docunvtnt  Prtporotion  Systtm,  Motors,  Ac  And  Oc 
Volidattd  5tp  88  REV-MR  ME  AV  AT  ER 

MIL-STD-35/89A 

Ml 

09  D.C 

88 

Ml 

L 

EDS 

Auton)attd  Enginttring  Documtnt  Prtporotion  Systtm*point,  Vomish,  Locqutr, 

And  Enomtl  USER-AR  REV-AT  AV  ER  ME 

MII.STDJ5/90 
NOTICE  1 

Ml 

27  S«p 

8S 

Ml 

L 

EDS 

Automottd  Enginttring  Documtnt  Prtporotion  Systtm,  Conntctor  Acctstorits 
Vol!dat0d  S«p  88  REV-ME  MR  AV  AT 

DOD-STD-35/91A 
NOTICE  2 

Ml 

09  Dk 

88 

Ml 

L 

EDS 

Automottd  Enginttring  Oocumtnt  Prtporotion  Systtm,  Gogts,  Hydroulic, 

Pntumotic,  And  Vocuum  Validated  Mar  82 

MIL-STD-35/93 

Ml 

26  Jon 

76 

Ml 

L 

EJS 

Automottd  Enginttring  Oocumtnt  Prtporotion  Systtm,  Synchros  REV-AV  ME 

AT  MR 

MIL-STD-3S/14A 

Ml 

28  S.p 

84 

Ml 

1 

EDS 

Automottd  Enginttring  Documtnt  Prtporotion  Systtm,  Oscllfotors  REV-AT  AV 

MR  ME  ER 

MIL-STD-35A/94 

Ml 

26  S.p 

86 

Ml 

L 

ED5 

Automottd  Enginttring  Oocumtnt  Prtporotion  Systtm-  Pumps-hydroulic, 

Pntumotic,  And  Vocuum  Validattd  Jun  Bd  REV-MR  ME  AV  AT 

MIL.STD.35/95 
NOTICE  1 

Ml 

21  Jun 

88 

Ml 

L 

EDS 

Automottd  Enginttring  Oocumtnt  Prtporotion  Systtm,  Rtgt^ofors,  CurrMt  And 
Voltogt,  Ac  And  Dc  VaUdafd  Jun  86  REV-AT  AV  ME  MR 

MIL-STD-35/96 
NOTICE  1 

Ml 

2.1  Jun 

88 

Ml 

L 

EDS 

Automottd  Enginttring  Oocumtnt  Prtporotion  Systtm,  Microcircuit  Dtvicts, 

Digitol  VaUdafd  Sap  88  REV-AT  ME  AV  MR 

DODSTD-35/16C 
NOTICE  1 

Ml 

09  Ok 

88 

Ml 

L 

EDS 

AutofTtOttd  Enginttring  Oocumtnt  Prtporotion  Systtm,  Scrtws  VaUdafd  Apr  86 
REV  AV  ME  MR  AT 

DOD-STD-35/17A 
NOTICE  1 

NOTICE  2 

Ml 

14  Apr 

86 

Ml 

L 

EOS 

^'itomottd  Enginttring  Oocumtnt  Prtporotion  Systtm,  Pipt  And  Tubing,  Rigis 
Validated  Jan  67 

MIL-STD-35/18 
NOTICE  3 

NOTICE  4 

Ml 

21  Jon 

87 

Ml 

EDS 

Autumottd  Enginttring  Oocumtnt  Prtporotion  Systtm,  Ttrminol  tugs  And  Strips 
REV-ME  AT  MR  AV  ER 

MII-STD-3S/19A 

Ml 

15  Mor 

84 

Ml  OS 

EOS 

Automottd  Enginttring  Oocumtnt  Prtporotion  Systtm,  Fittings  And  Couplings 
REV-AT  ME  MR  AV 

DODSTD-35/20C 
NOTICE  3 

Ml 

26  Stp 

86 

Ml 

EDS 

Automottd  Enginttring  Oocumtnt  Prtporotion  Systtm  Host  And  Ttdslng, 

FItxibIt  REV-AT  MR  ME  AV 

MIL-STD05/21A 

Ml 

IS  Mor 

84 

Ml  OS 

EDS 

Automottd  Enginttring  Documtnt  Prtporotion  Systtm-  Hu\%  Vrdidafd  Apr  86 
REV-MR  ME  AV  AT 

DOOSTD-35/22A 
NOTICE  1 

NOTICE  2 

Ml 

14  Apr 

86 

Ml 

1 

EOS 

Automottd  Enginttring  Oocumtnt  Prtporotion  Systtm.  Nttworks,  Rtslitor 
VaUdatad  Sap  88 

MII-STD-35/97A 

Ml 

09  Dk 

88 

Ml 

i 

EOS 

Automottd  Enginttring  Oocumtnt  Prtporotion  Systtm,  Fcsttntrs  V^idafd  Oac 

88  REV-ME  MR  AV  AT  ER 

OOOST0.35/23A 
NOTICE  2 

Ml 

09D.C 

88 

Ml 

1 

EOS 

Automottd  Enginttring  Oocumtnt  Prtporotion  Systtm,  Copocitor#,  Voriobit 
VaUdafd  5«p  88 

MII-STO-35/98A 

Ml 

09  Dk 

88 

MI 

1 

EDS 

Automottd  Enginttring  Documtnt  Prtporotion  Systtm,  Cobit  Asstn^its 

Validatad  Apr  86  REV-ME  AV  AT  MR 

DOD-STD-35/99A 
NOTICE  1 

Ml 

14  Apr 

86 

Ml 

1 

EDS 

Automottd  Enginttring  Oocumtnt  Prtporotion  Systtm,  Rtgulotors  And 

Nonpowtrtd  Voluts  (Hydroulic,  Pntumotic,  And  Vocuum)  REV-A'*  AT  MR  ME 

ER 

Automottd  Enginttring  Oocumtnt  Prtporotion  Systtm,  Rtfoys,  Solid  Stott 
Validatad  Mar  82  REV-MR  ME  AV  AT  ER 

DOD-STD-35/10D  . 
NOTICE  1 

Ml 

28  S.p 

84 

Ml 

L 

EOS 

Mll-STO.35/101 
NOTICE  1 

19  OCT  1976 

Ml 

19  Oct 

76 

Ml 

1 

EOS 

Automottd  Enginttring  Oocumtnt  Prtporotion  Systtm-prinltd  V/iring,  FItxibIt 
Validatad  Jun  88 

MIL-STD-35/102 
NOTICE  1 

Ml 

21  Jun 

88 

Ml 

L 

EDS 

Automottd  Enginttring  Documtnt  Prtporotion  Systtm,  Univtrsol  Joints  REV-MR 

ME  AV  AT 

MIL-STD-35/104A 

Ml 

26  Stp 

86 

Ml 

L 

EOS 

Automottd  Enginttring  Documtnt  Prtporotion  Systtm,  Thtrmocot^fts  VaUdafd 
Jun  88  REV-ME 

MIL.STD-35/105 
NOTICE  1 

Ml 

21  Jun 

88 

Ml 

L 

EDS 

Automated  Enginttring  Oocumtnt  *  .oration  Systtm,  Counters,  Reciprocotlng 

And  Rototing  Validatad  Mar  62 

MIL-STD-35/106 
NOTICE  1 

3  SEP  1976 

Ml 

03  Sep 

76 

Ml 

L 

EOS 

EDS 

Automated  Engineering  Documtnt  Prtporotion  System-connectors  •  Jock,  Plug, 

And  Test  Point  Validatad  Oac  88 

Automottd  Engineering  Oocumtnt  Prtporotion  System-tronsmilttrs  •  Volfdoted 

Jun  86 

MII-STD-35/107A 
NOTICE  1 
Mll-STD-35710e 
NOTICE  2 

Ml 

Ml 

09  Dk 

21  Jun 

88 

88 

Ml 

L 

EDS 

Automottd  Enginttring  Documtnt  Prtporoilon  Systtm,  Indicotors,  Pointer 

REV-MR  me  at  AV 

MIL-STD-35/109 
NOTICE  1 

Ml 

21  Jun 

88 

Ml 

L 

EOS 

Automoteo*  Engineering  Oocumtnt  Prtporotion  System  Bonds,  Otcols,  Morktrs 

And  Plotts  REV-MR  AT  ME  EC 

MIL-STD-3S/110A 

Ml 

27  Stp 

85 

Ml 

L 

EDS 

Automottd  Enginttring  Documtn*  Prtporotion  System  Insulotion,  Electrlcol 
VaUdafd  Doc  88  REV-AT  AV  MR  ME 

DOD-STD-3S/111B 
NOTICE  1 

Ml 

09  Ok 

88 

Ml 

EDS 

Automottd  Enginttring  Oocumtnt  Prtporotion  Systtm,  Lubriconts,  Oil  And 

Grtose  Validatad  Apr  84  REV-ME  MR  AV  AT 

DOD-5TD.35/I12 

Ml 

OS  Moy  78 

Ml 

EOS 

Automottd  Enginttring  Documtnt  Prtporotion  Systtm,  Clomps,  Hordwort 
VaUdafd  Apr  86  REV-ME  MR  AV  AT 

DOD-STD.3S/114 
NOTICE  1 

Ml 

14  Apr 

86 

Ml 

L 

EOS 

Automottd  Enginttring  Oocumtnt  Prtporotion  Systtm,  Hoot  Sinks  Validatad 

Apr  86  REV-ME  MR  AT  AV 

DOD-STD-35/115 
NOTICE  1 

Ml 

14  Apr 

86 

Ml 

EDS 

Automottd  Enginttring  Oocumtnt  Prtporotion  Systtm,  Potting  Compounds 

REV-ME  MR  AV  AT 

DOO-STD-35/116 
NOTICE  1 

Ml 

27  S.p 

8S 

Ml 

1 

EOS 

Automottd  Enginttring  Oocumtnt  Prtporotion  Systtm,  Switches,  Pressure .......... 

DOD-STO-35/117 
NOTICE  I 

Ml 

31  Aug 

87 

Ml 

5 
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1 

EDS 

Aulomoted  Engineering  Document  Preparotion  System*  Beorings  REV'AT  AV  ME 

DOD-STD-35/24A 

Ml 

28  S.p 

84 

Ml 

MR 

NOTICE  7 

28  SEP  84 

L 

EDS 

Automoted  Engineering  Document  Preporotion  System*  Insulotion*  Thermo)  And 

DOD-STO-35/ne 

Ml 

23  Jun 

78 

Ml 

Acoustic  Validated  Jun  84  REV*ME  MR  AV  AT 

L 

EDS 

Automated  Engineering  Document  Preparotion  System*  Cable*  Fiber  Optic 

DOD-STD-35/119 

Ml 

14  Apr 

86 

Ml 

Validattd  Apr  86  REV-AT  AV  MR  ME 

NOTICE  1 

EDS 

Automated  Engineering  Document  Preparotion  System*  Lenses*  Filters*  And 

DOD-STD-35/120 

Ml 

17  Jul 

78 

Ml 

Mirrors  (Optical)  Validated  Jun  84  REV>ME  MR  AV  AT 

EDS 

Automated  Engineering  Document  Preparation  System*  Eyelets*  Ferrules*  And 

DOD-STD-35/121 

Ml 

02  Jun 

78 

Ml 

Grommets  Validated  Jun  84  REV*ME  MR  AV  AT 

EDS 

Automoted  Engineering  Document  Preporotion  System*  Insulotors*  Electrical 

DOD-STD-35/122 

Ml 

09  P« 

88 

Ml 

Volithted  D«c  88  REV-ME  MR  AV  AT 

NOTICE  1 

NOTICE  2 

EDS 

Automated  Engineering  Document  Preporotion  System*  Socket*  Electricol 

DOD-STD-3S/123 

Ml 

09  D.C 

88 

Ml 

Validated  Dec  88 

NOTICE  1 

EDS 

Automoted  Engineering  Document  Preporotion  System*  Disploys*  Etectro*opticol 

DOD-STD-3S/I2S 

Ml 

30  Aug 

78 

Ml 

300878  Vclidoltd  Jun  84  REV-MC  MR  AV  AT 

EDS 

Automoted  Engineering  Document  Preporotion  System*  Cylinders*  Actuoting* 

DODSTD-35/126 

Ml 

30  Jun 

78 

Ml 

liiwor  Validattd  Jun  84  REV-ME  MR  AV  AT 

EDS 

Automated  Engineering  Document  Preporotion  System*  Switches*  Tronsducer  Or 

DOD-STO-35/127 

Ml 

15  Sep 

78 

Ml 

Solid  State  Validattd  Jun  84  REV-ME  MR  AV  AT 

L 

EDS 

Automoted  Engineering  Document  Preporotion  System*  Switches*  Reed 

DOD-STD-3S/128 

Ml 

24  Sep 

78 

Ml 

Validattd  Jun  84  REV-AT  AR  AV  ME  ER 

L 

EOS 

Automated  Engineering  Document  Preporotion  System*  Switches*  Flow*  Air  And 

DOD-STD-3S/129 

Ml 

24  Jul 

78 

Ml 

Liquid  Validated  Jun  84 

EOS 

Automoted  Engineerir»g  Document  Preporotion  System*  Meters*  Flow  Validoted 

DOD-STD-3S/130 

Ml 

26  Jul 

78 

Ml 

Jun  84  REV-ME  MR  AV  AT 

EDS 

Automated  Engineering  Document  Preporotion  System*  Timers*  Intervol* 

DOD-STD-35/131 

Ml 

16  Aug 

78 

Ml 

Sequentiol*  Stdp  Validated  Jun  84  REV-ME  MR  AV  AT 

EDS 

Automoted  Engineering  Docunsent  Preporotion  System*  Shielding*  RFI*  EMI 

DOD-STD-35/133 

Ml 

22  S.p 

78 

Ml 

Validattd  Jun  84  REV-ME  MR  AV  AT 

1 

EDS 

Automoted  Engineering  Document  Preporotion  System*  Connectors*  Electricol* 

DODSTD-35/134 

Ml 

14  Apr 

86 

Ml 

Cooxiol  Validattd  Apr  86  REV-ME  MR  AV  AT 

NOTICE  1 

NOTICE  2 

L 

EDS 

Automoted  Engineering  Document  Preporotion  System*  Connectors*  Elected* 

DOD-STD-35/13S 

Ml 

14  Apr 

86 

Ml 

Powor  Validattd  Apr  86  REV-AT  AV  MR  ME 

NOTICE  1 

EDS 

Automoted  Engineering  Document  Preporotion  System*  Resistors*  Vorioble 

OOD-STD-3S/134 

Ml 

22  S.p 

78 

Validated  Jun  84 

1 

EDS 

Automoted  Engineering  Document  Preporotion  System*  Switches*  llluminoted 

DOD-STO-35/137 

Ml 

14  Apr 

86 

Ml 

Validattd  Apr  86  REV-ME  MR  AV  AT 

NOTICE  1 

L 

EDS 

Automoted  Engineering  Document  Preporotion  System*  Switches*  SensiHv 

DOD-STD-35/138 

Ml 

09  D«: 

88 

Ml 

Validattd  Dtc  88  REV-ME  MR  AV  AT 

NOTICE  3 

L 

EDS 

Automated  Engineering  Document  Preporotion  System*  Wire*  Electricol  . . 

DOO-STD-35/139 
NOTICE  1 

Ml 

26  Sep 

86 

Ml 

1 

EDS 

Automated  Engineering  Document  Preporotion  System,  Cobles,  Specid  Purpose 

DOD-STD-35/141 

Ml 

02Fri> 

79 

Ml 

Validattd  Apr  86  REV-ME  MR  AV  AT 

NOTICE  1 

L 

EDS 

Automoted  Engineering  Document  Preporotion  System  *filter*  Electronic 

DOD-STD-35/25A 

Ml 

14  Apr 

86 

Ml 

Validated  Apr  86 

NOTICE  1 

NOTICE  2 

EDS 

Automoted  Engineering  Document  Preparation  System  Springs  Validated  Jon  8/ 

DOD-STD-35/27A 
NOTICE  1 

NOTICE  2 

Ml 

21  Jon 

87 

Ml 

EDS 

Automoted  Engineering  Document  Preporotion  System-coils  Validated  Jun  84 

MIL-STD-35/28 

Ml 

18  Nov 

76 

Ml  OS 

REV-AV  MR  ME  AT 

NOTICE  2 

18  NOy  1976 

L 

EDS 

Automated  Engineering  Document  Preporotion  System  Circuit  Sreokers 

DOD-STO-35/30A 

Ml 

14  A^ 

86 

Ml 

Validattd  Apr  86  REV-MR  ME  AV  AT  ER 

NOTICE  1 

EDS 

Automoted  Engineering  Document  Preporottion  System  Bolts  And  Studs . 

DOD-STD-35/31A 
NOTICE  1 

Ml 

27  S.p 

85 

Ml  OS 

EDS 

Automoted  Engineering  Document  Preporotion  System*  Pins  And  Keys  REV-ME 

Mll-STD-35/328 

Ml 

27  S.p 

85 

Ml  OS 

AT  AV  MR 

EOS 

Automoted  Engineering  Document  Preporotion  System*  Inserts  REV-ME  AT  MR 

AV 

Dsloy  Lines*  Electronic  And  Network  Pulse  Validated  Jun  84  . . . 

MIL-STD-35/34A 

Ml 

28  Sep 

84 

Ml 

L 

EDS 

DOD-STO-?5/132 

Ml 

28  Jul 

78 

Ml 

1 

EOS 

Glossory  Of  Terms  For  Electronic  And  Weopons  Control  Interfoce  Functions 

MIL-STD-1342 

SH 

01  Jul 

69 

SH 

(Novel  Ship  Combot  Systems)  Validated  Apr  82  USER-EC  OS 

gD3 

Micfocifcuit  Oatii  R.qBif.ment!  REV-EC  SA’SK  . 

MII-STD-2096A 

AS 

20  Nov 

86 

AS 

1 

EMCS 

Absorber*  Rodio  Frequency  Rodiotlon  (Microwave  Absorbing  Moterlol)*  Generol 

MIL-A-17161D 

EC 

24  Jun 

85 

EC 

Specificotion  For  Validated  Feb  8S  REV-AS 

EMCS 

Attenuation  Meosurements  For  Enclosures*  Electromognetic  Shielding,  For 

MIL-STD-285 

CR 

25  Jun 

56 

CR  EC 

ElKIronic  Tnt  Purpatei,  M«thod  0<  Validaltd  Dte  67  USER-AR  YO  REV-TE 

Ml  AR 

EMCS 

Definition  And  System  Of  Units*  Electromognetic  Interference  Technology 

M  ..-STD-463A 

CR 

19  Sep 

88 

CR  SH 

11 

Validattd  Stp  88  USER-MI  YO  REV-AV  CR  YO  OS  MC  AS  13  19  15  17  14 

NOTICE  1 

EMCS 

Design  Guide  For  EMI  Reduction  In  Power  Supplies  USER-YO  REV-SC  SA  5H 

MII-HD8K  2418 

EC 

29  Nov 

64 

CR  EC 

99 

AS  13  99  17  89  70  NA 

NOTICE  1 

EMCS 

Effectiveness  Of  Coble*  Connector*  And  Weopon  Enclosure  Shielding  And  Filters 

MIL-STD-1377 

OS 

20  A^ 

71 

OS 

11 

In  Precluding  Hoxords  Of  Electromognetic  Rodiotion  To  Ordnonce* 

Meosurement  Of  Validated  Apr  82  USER-MC  REV-MI  EC  AS 

L 

EMCS 

Electricol  Grounding  For  Aircroft  Sofety  . . . . . 

MII-.HD8K  274 

AS 

01  Nav 

83 

AS 

6 
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L 

EMCS 

Electroexplotive  Subsyitem>,  Electricoliy  Initiated,  Design  Requirements  And  Test 

MIL-STD-1512 

18 

06  Jan 

76 

18 

Methods  Validated  Mo/  82  KEV-AV  10  IS  19  13  18 

NOTICE  1 

6  JAN  1976 

EMCS 

Electromognetle  Compotlbiiity  Monogement  Guide  For  PloHorms,  Systems  & 

MIL-HDBK  237A 

EC 

02  Feb 

81 

CR 

EC 

99 

Equipment  USER-YO  REV-AV  AR  MO  SC  AL  SH  OS  TO  AS  68  17  99  70  71 

INT  NOTICE  1 

EMCS 

Electromognetle  Compotibllity  Requirements,  Systems  Validated  Apr  8J  REV>MI 

MII-E-6051D  (1) 

11 

05  Jul 

68 

TM  AS 

11 

AV  17  68  99 

EMCS 

Electromognetle  (Rodloted)  Environment  Considerotions  For  Design  And 

MIL-HDBK  235 

EC 

05  Feb 

79 

CR 

EC 

11 

Procurement  Of  Eiectricol  And  Electronic  Equipment.  Subsystems  And  Systems 
Port  1A  -volidoted  Mor  1979  Validated  Hoy  85  USER-TE  REV-AR  Ml  AV  ER 

SH  MC  AS  17  IS  10  19  18 

PART  1A 

L 

EMCS 

Electromognetle  Compotibllity  Requirements  For  Spoce  Systems  . . . . 

MIL-STD-1S41A 

19 

30  Dec 

87 

19 

EMCS 

Electromognetle  Interference  Characteristics,  Measurement  Of  (Ini.  Notice  5  Dtd 

MIL-STD-462 

11 

15  Oct 

87 

CR 

EC 

11 

4  Aug  1986)  USER-ME  AR  REV-TE  Ml  AV  SH  AS  OS  YD  14  17  19  99 

NOTICE  3 

9  FEB  1971 

EMCS 

Electromognetle  Emission  And  Susceptibility  Requirements  For  The  Control  Of 

MIL-STD-461C 

EC 

01  Apr 

87 

CR 

EC 

11 

Electromognetle  Interference  USER-ME  REV-AT  AV  Ml  AR  MC  YD  SH  OS  AS 

19  17  99  13  IS 

NOTICE  1 

L 

EMCS 

Electromognetle  Compatibility  (Erne)  And  Grounding  Requirements  For  Spoce 

MIL-STD-1542A 

19 

01  Mor 

88 

19 

System  Foelllties 

L 

EMCS 

Electronic  Counter^countermeasures  Considerotions  In  Roc!jr  Systems  Acquisition 

MIL-HDBK  293 

EC 

05  Jun 

87 

USER-AS  OS 

L 

EMCS 

Electronic  Counter-countermeosures  Considerations  lis  Novol  Communlcotlon 

MIL-HDBK  294 

EC 

31  Dec 

86 

EC 

Systems  USER-OS 

L 

EMCS 

Groundsftg,  Bonding  And  Shleldlrtg  Design  Proctlces  Validated  Sep  B8  REV^CR  .. 

MIL-STD-1SS7 
NOTICE  1 

CR 

19  Sep 

88 

CR 

EMCS 

GuldoiKe  For  The  Design  And  Test  Of  Systems  Protected  Agolnst  The  Effects 

MIL-HDBK  253 

EC 

28  Jul 

78 

CR 

EC 

Of  Electromognetle  Energy  Validated  Apr  84 

EMCS 

Lightnlr^  Protection  Of  Aerospoce  Vehicles  &  Hordwore  (Request  For  Issue 

DOD-STD-179S 

11 

30  Moy 

86 

11 

Other  Thon  DOD  Must  Be  Sent  Via  ASD/ENES,  Wrlght*potterson  AFB  OH, 
45433-^3) 

EMCS 

Lightning  Quollflcotlon  Test  Techniques  For  Aerospoce  Vehicles  And  Hordwore 

MIL-STD-1757A 

11 

20  Jul 

83 

AV  AS 

11 

REV-ER  AV  Ml  EC  13  10  8S  19  18 

EMCS 

limits  &  Methods  Of  Meosurement  Of  Radio  Interference  Chorocteristlcs  Of 

SAE  J551E-77 

AT 

26  Feb 

81 

AT 

EC 

99 

vehicles  8i  D««ic*s  (30-1000  Mhz)  •  Jun  77  Volidoted  Oct  83  REV-CR  ES 

EMCS 

Monogement  And  Design  Guldonce  Electromognetle  Rodlotlon  Hordness  For  Air 

MIL-HDBK  335 

17 

36  Mor 

87 

17 

Launched  Ordnonce  Systems 

NOTICE  1 

EMCS 

Method  Of  InsertionToss  Measurement  Validated  Sep  88  USER*ES  REV.CR  YD.. 

MIL-STD-220A 
NOTICE  1 

NOTICE  2 

CR 

19  Sep 

88 

CR 

EC 

11 

EMCS 

Preclusion  Of  Ordnance  Hoiords  In  Electromognetle  fields,  Gcnerol 

MIL-STD-1385B 

OS 

01  Aug 

86 

AV  OS 

R«1ulrtm«nt>  far  U$ER-MC  REV-MI  AS  EC 

1 

EMCS 

Procedures  For  Conducting  A  Shlpboord  Electromognetle  Interference  (Eml) 

MIL-STD-1605 

SH 

20  Apr 

73 

SH 

Survey  (Surface  Ships)  Validated  Oct  78 

EMCS 

Rodor  Engineering  Design  Requirements,  Electromognetle  Compotibllity 

MIL-STO-469 

SH 

30  Mor 

67 

CR 

SH 

Validated  Apr  82  REV-TE  Ml  AS  OS 

NOTICE  1 

30  MAR  1967 

EMCS 

Rodlotlon,  Electromognetle,  Potentlolly  Hozordous,  At  Mlcrowove  Frequencies, 
Techniques  &  Instrumentation  For  The  Meosurement  Of  «  1973  Ved’doted  Apr 

82 

Rodio  Frequency  Spectrum  Chorocteristlcs,  Measurement  Of  Validoled  May  85 

ANSI  C95.3-73 

EC 

01  Sep 

72 

CR 

EC 

11 

EMCS 

Mtl-STD>449D 

EC 

18  Mo/ 

76 

CR 

EC 

10 

USER-OS  AS  REV-TE  Ml  SH  11  17 

NOTICE  2 

NOTICE  1 

L 

EMCS 

Shipboard  Bonding,  Grounding,  And  Other  Techniques  For  Electromognetle 

MIL-STD-1310E 

SH 

18  Aug 

87 

SH 

Compotibllity  And  Safety  REV.AS  OS  EC 

L 

ENVR 

Acoustical  And  Vibrotlonol  Sfondord  Reference  Quontities  Validated  Ap'  82 . 

MIL-STD-1621A 

SH 

27  Aug 

73 

SH 

ENVS 

Climatic  Informotion  To  Determine  Design  And  Test  Requirements  For  Mditory 

MIL-STD-210C 

13 

09  Jon 

87 

CE 

AS 

13 

Systems  And  Equipment  USER-MC  OS  EC  REV-GL  AV  Ml  AT  AR  SH  YD  11 

ENVR 

Dota  On  Tronsportatlon  Environments.  Monitoring  Cargo  Shipments  For 

MIL-D-45217A 

MT 

01  Nov 

82 

MT 

SA 

69 

Acquisition  Of 

ENVR 

Environmentol  Crlterlo  And  Guldllnes  For  Airlounched  Weopons  Validated  Ju! 

MII-STO-1670A 

AS 

30  Jul 

76 

AV  AS 

11 

82  USER-WV  EC  OS  REV-CE  AR  EA 

ENVR 

Environmentol  Test  Methods  &  Engineering  Guidelines  USER*E$  REV.AT  Gl  Ml 

MIL-STD-810D 

11 

31  Jul 

86 

TE 

AS 

11 

ME  AV  SH  YD  OS  EC  10  18  19 

NOTICE  1 

ENVR 

Glostory  Of  Environmentol  Terms  (Terrestrial)  USER*OS  CG  MC  EC  REV'MD 

MIL-STD-116S 

CE 

25  Mar 

68 

CE 

AS 

99 

MR  MS  84  71 

L 

ENVR 

Mechonicol  Vibrations  Of  Shlpboord  Equipment  (Type  1  •  Environmentol  And 

MIL-STD-I67/I 

SH 

01  Moy 

74 

SH 

Type  11  •  Inlernolly  Excited)  Validated  Jun  87  REV*EA  OS 

NOTICE  1 

L 

ENVR 

Mechonicol  Vlbrotlons  Of  ShpUd  Equip  (Recipr  Moch  &  Prop  $ys  &  Shoft) 

MIL-STD-167/2 

SH 

01  May 

74 

SH 

Types  3*4  &  S  (issue  Controlled  •  Req  By  Other  thon  Uod  Acty  Must  Be 
Submitted  Via  Prep  Acty  Of  Std)  Validated  Apr  87 

ENVR 

Nucleor  Hordrsess  &  Survlvobillty  Program  Requirements  For  ICBM  Weopon 

DOD-S1D-1766A 

14 

01  Dec 

86 

14 

Systems  REV-79 

L 

ENVR 

Shock  Tests,  HI  (High  Impoct)  S^'lpboord  Mochlnery^  Equipment  8>  Systems, 

MIL-S-901D 

SH 

17  Mor 

89 

SH 

Requirements  For  Novy  USER*ME  OS  REV-MI  MT  EA  MC 

1 

ENVR 

Testing,  Environmentol,  Airborne  Electronic  &  Assocloled  Equipment 
(MlI.T'5422f  (AS)  Is  Inoctive  For  New  Design)  Validated  Feb  80  REV-MI  AV 

MC 

Vehicles,  Morlne,  Generoi  Environmentol  Considerations  For  •  Sep  79  USER-MC 

MIL-T.5422F 

AS 

30  Nov 

71 

AS 

ENVR 

SAE  HIR1063A-79 

SH 

05  Apr 

85 

ME  SH 

FACR 

Boslc  Guidelines  For  Chemlcol  Worfore  Ho'denlng  Of  New  Milltory  Foelllties  .... 

MIL-HDBK  1040 

YD 

28  Feb 

89 

CE 

YD 

04 

FACR 

Building  Design  &  Construction,  Stondord  Proctlce  For  The  Use  Of  Metric  (Si) 

ASTM  E621-84 

YD 

27  Mor 

89 

ME  YD 

99 

Units  In  -  9  Jon  84  Validattd  Mor  89  NOTICE  1 


7 


FSC  LISTING 


DOCUMENT 


FSC 

TITIE 

NUMBER 

PREP 

DATE 

CUSTODIAN 

FACR 

Cobinet,  Kitchen  &  Vanity^  Recommended  Conitruclion  &  Performonce 

ANSI  A161.1.80 

YD 

01  Mor 

83 

ME  YD 

Stondordi  For  ■  6  Jun  1980  USER>CE 

FACR 

Concrete^  Sampling  Freshly  Mixed  •  28  May  82  Validottd  Jun  67  US£R‘SH  . . 

ASTM  C172-82 
NOTICE  1 

YD 

01  Jun 

87 

ME  YD 

FACR 

Countertops,  Fobricoted  High  Pressure  Decorotive  laminate  <  29  Mor  79 

ANSI  A161.2.7? 

YD 

01  Mor 

83 

ME  YD 

REV.es 

FACR 

Door  Assemblies,  Fire  Tests  Of  >  10  Nov  81  VolldQttd  May  67 . . . . . 

ASTM  E 152-81 A 
NOTICE  1 

YD 

21  Moy 

87 

CE  YD 

99 

FACR 

Fire  Tests  Of  Building  Construction  &  Moteri  Als  •  25  Mor  83  Validated  Mor  86 

ASTM  El  19-83 

YD 

31  Mar 

88 

YD 

REV.CE  OS  SH 

NOTICE  1 

FACR 

Foundation,  Pile,  Inspectors  Monuo!  For  •  1979  RF.V'CE . .  . . 

DFI  792 

YD 

12  Jon 

81 

ME  YD 

FACR 

Fromed  Floor  Or  Roof  Dlophrom  Constructions,  Stondord  Me...od  For  Stotic 

ASTM  E4S5-76 

YD 

01  S.p 

78 

YD 

99 

Lood  Testing  Of,  For  Building  •  2  Jul  76  (Reopproved  1984)  Volidaftd  Jon 

8S  USER-CE 

FACR 

Hommer,  A  Pile  inspector  S  Guide  To  Hammers  >  1979  REV*CE . . . . 

DFI  791 

NOTICE  1 

YD 

31  Jul 

86 

ME  YD 

L 

FACR 

Hozarc'ous  Waste  Storage  Focilities  . . . . 

MIL-HDBK  1005/13 

YD 

30  Apr 

87 

YD 

FACR 

MASTERFORMAT  -  Master  List  Of  Section  Titles  8  Numbers  •  Moy  83 . 

CSI  MP2.1.83 

YD 

10  Mar 

83 

YD 

99 

FACR 

Mosonry  Prisms,  Compressive  Strength  Of,  Stondord  Tests  Methods  For  •  12 

ASTM  E447-84 

YD 

17  Mor 

85 

ME  YD 

99 

April  1984  USER-CE 

L 

FACR 

Pest  Control  Focilities  . . . . . . 

MIL-HDBK  1028/8 

YD 

31  Oct 

84 

YD 

FACR 

Photographing  Of  Construction/orchitecturol  Drawings,  Mops  And  Reloted 

MIL-P-9879A  (1) 

AG 

06  Dm 

66 

AG  YD 

04 

Documents,  105MM,  Requirements  For  VoUdattd  Dec  84  REV*04  CS 

FACR 

Piles  Under  Static  Axiol  Compressive  Lood  <  2  Mor  81  VoZ/doMd  Dec.85............ 

ASTM  01143-81 

YD 

03  Apr 

81 

YD 

99 

L 

FACR 

Policy  &  Procedures  For  Engineering  &  Design  Criterio  Monuol  Pr^Nirotirm . 

MIL-HDBK  1006 

YD 

30  Jun 

87 

YD 

FACR 

Sheet  Material,  Solar  Energy  (Tronsmittonce  &  Reflectonce  (Ter;estrtal)  Of  •  15 

ASTM  E424-71 

YD 

14  Aug 

81 

CE  YD 

99 

Apr  71 

L 

■  FACR 

Solar  Heating  Of  Buildings  &  Domestic  Hot  Woter . . . . 

MIL-HDBK  1003/13 

YD 

09  Nov 

81 

YD 

FACR 

Steel  Reinforcing  Structural  Welding  Code  •  1  Sep  79  REV^CE  11 . 

AWS  D1.4-79 

YD 

10  Moy 

82 

AL  YD 

99 

FACR 

Test  Method  For  Povement  Subgro^,  Subbase,  And  Bose  Course  Moteriol 

MIL.STD.621A 

CE 

06  Dm 

68 

CE 

99 

ValidaUd  Oct  B1  USER-GL  MO  AR  CG 

NOTICE  2 

6  DEC  1968 

FACR 

Test  Methods  For  Bitumindus  Poving  Moteriols  VoUdattd  Ocf  USER^Gl  MD 

MIL-STD.620A 

CE 

29  Moy 

67 

CE 

99 

AR  CG  MC 

NOTICE  1 

29  MAY  1967 

1 

FACR 

Timber  Structures . . . . . . . . 

MIL-HDBK  1002 

YD 

30  Mor 

87 

YD 

FACR 

Unified  Soil  Ckissificotlon  System  For  Roods,  Airfields,  Embonkments  Ai.d 

MIL-STO-6198 

CE 

12  Jun 

68 

CE  YD 

99 

Foundoliani.  Va//<A>/«/ Mar  78  USER-CG  11  REV-CE  26 

FACR 

Uniform  Federol  Accessibility  Stondord . . . . . . . . 

FED.STD.795 

HP 

01  Apr 

88 

CE  YD 

04 

FACR 

Vopor  Borrler  Under  Concrete  Slobs  &  AS  Ground  Cover  •  13  Sep  68 

ASTM  E154.68R79 

YD 

28  Jul 

81 

YD 

99 

ValldatKl  Dtc  8S 

FACR 

Verticol  Tube  Furnoce  At  750  Degrees  C,  Behovior  Of  Moteriols  In  A  •  26  Nov 

ASTM  E 136-82 

YD 

14  Jon 

85 

ME  YD 

82  USER-CE  CS  SH 

FACR 

Welding  Code,  Structurol  •  Steel  8  Feb  85  . . . . . . . 

AWS  01.1-85 

YD 

02  May 

85 

YD 

99 

FORG 

Alloy  Forgings,  Corrosion  It  Heat  Resistant  57NI  •  19,5CR  ■  13.5CO  -  4.3MO  - 

AMS  5704C-82 

20 

01  Oct 

82 

MR  AS 

20 

3.0T(  •  1.4A1  •  0.05ZR  •  0.006B  Consumable  Electrode  Or  Vocuum  Induction 
Melted  1825  Deg  .  1900OEG.F  (9950EG  •  1040DEG  C),  Solution,  Stob. 

&prec. 

L 

FORG 

Aluminum  Alloy  Armor,  Forged  Yaffdatod  Apr  87  USER*ME  AR  REV*AT  TE  AR  .. 

MIL-A-45225E 

NOTICE  1 

MR 

30  Jon 

87 

MR 

L 

FORG 

Aluminum  Alloy  Armor,  Extruded,  Weldoble  USER*AT  REV<TE  ME  AR  . 

MIL-A-46083C 
NOTICE  1 

MR 

29  Jul 

88 

MR 

FORG 

Aluminum  Alloy  DIt  Forging.,  5.6  ZN-2.5  MG-1.6  CU-0.23  Cr  (7075-T73), 

AMS  4141C.82 

AS 

25  Apr 

88 

MR  AS 

20 

Solution  And  Precipitotlon  Heat  Treoted  •  1  Jul  82 

FORG 

Aluminum  Alloy  01.  Forging.  5.6  ZN-2.5  MG-1.6  CU-0.23  Cr  (7175-T66), 

AMS  41488-87 

AS 

25  Apr 

88 

MR  AS 

20 

Solution  And  Precipitotlon  Heat  Treated  >1  Jon  87 

FORG 

Aluminum  Alloy  Forgings,  Heot  Treated  USER*OS  REV'MI  . . . 

MIL-A-22771D 

AS 

30  Jon 

84 

MR  AS 

20 

FORG 

Aluminum  Alloy  Forgings  1.0  MG>0.60  Sl>0.28  Cu  0.20  Cr  (6061'T4),  S^Hor. 

AMS  4146C.84 

AS 

25  Apr 

88 

MR  AS 

20 

Heat  Treoted  And  Noturally  Aged  •  UUL  84 

FORG 

Aluminum  Alloy  Forgings  REV<GL  AR  AT  EA  OS  SH  99 . . . . 

QQ.A-367H  (2) 

/20 

03  Jon 

83 

MR  AS 

20 

FORG 

Aluminum  Alloy  Forgings  5,6  ZN*2.5  MG*1.6  CU>0.23  Cr  (7075'T74), 

AMS  41318-86 

AS 

25  Apr 

88 

MR  AS 

20 

50LUTION  And  Precitat  Ion  Heot  Treated  -  1  Apr  86 

FORG 

Aluminum  Alloy  Forging.,  6.3  CU.0.3  MN-O.IS  ZR-0.1  V.0.06  Ti  (2219-T6), 

AMS  41438-84 

AS 

25  Apr 

88 

MR  AS 

20 

Solution  And  .Precipitation  >  1  Jul  84 

20 

FORG 

Aluminum  Alloy  Forgings,  0.90  Sl<0.62  MG-0,25  Cr  (6151-T6),  Soluten  And 

AMS  4125G-85 

AS 

25  Apr 

88 

MR  AS 

Precipitotlon  Heat  Treoted  •  1-Jul  85 

FORG 

Aluminum  Alloy  Hond  Forgings  And  Rirgs  6.3  CU*0.3  MN*0.18  Zr  0.10  V>0.06 

AMS  4144C-S5 

AS 

25  Apr 

88 

MR  AS 

20 

Ti  (2219<T853),SOLUTION  Heat  Treated.stress  Relief  Compressed  And 
Precipitotlon  Heat  Treated  *  1  Jul  85 

20 

FORG 

Aluminum  Alloy,  Hond  Forgings  5.6ZN-2.5MG  -1.6  Cu  ■  0.24  C  (7175-T736)  •  4 

AMS  4109A-81 

AS 

14  Jul 

81 

MR  AS 

Jon  81 

FORG 

Aluminum  Alloy  Hond  Forgings  7.7  ZN-2.4  MG.1.6  CU-0.16  Cr  (7049-T7352), 

AMS  4247-87 

AS 

25  Apr 

88 

MR  AS 

20 

Solution  Heot  Treated,  Stress  Relieved  By  Compression,  And  Precipifolion 

Heot  Treated  •  1  Jon  87 

FORG 

Aluminum  Alloy  Rings,  RolM  Or  ForgW  5.6  ZN.2.5  MG-1.6  CU-0.23  Cr 

AMS  4310A-S3 

AS 

25  Apr 

88 

MR  AS 

20 

(7075*T651,  7075*T652},  Solution  Heot  Treated,  Mechon'cally  Stress  R^ieved 
And  Precipitotlon  Heot  Treated  *1  Jon  83 

FORG 

Aluminum'Olloy  Die  Forgings,  Hond  Forgings,  And  Rolled  Ring  Forgings, 

AMS  8247-86 

MR 

24  Sep 

86 

MR  YD 

Adopltd  25  Apr  86  USER-AR  AT  OS  SH 

FORG 

Bors,  Mortensitic  Stoinless  Steel,  Forgings, forging  Stock  For  Hightemperoture 

ASTM  A565.85 

SH 

06  Jul 

87 

MR  SH 

Service,  Stondord  Specificotlon  For  •  27  December  85  USER*MC  REV4S 

FORG 

Copper  &  Copper*  Alloy  Die  Forgings  (  Hot*  Pressed)  *  28  Nov  1986  USER*AT 

ASTM  8283-86 

MR 

08  Apr 

87 

MR  SH 

Gl  ME  REV-AR  EA  IS 


FSC  LISTING 


document 


FSC 

TSTIE 

NUMBER 

PREP 
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CUSTODIAN 

FORG 

Copptr>nickel  Alloy  Forgings  And  Forging  Stdcit  . . . . . . . 

MIL-C.24479 

SH 

06  Moy  88 

SH 

FORG 

Copptr*nickel  Alloy  Bor,  Rod  &  Forged  Shap«s,  High  Strength  (Metric)  REV*ME 

GL  EA  AR 

DOD-C-24i76 

SH 

07  Dtr. 

87 

MR  SH 

20 

FORG 

Oi*  Forging),  Aluminum  Alloy,  6.3ZN  •  2.2MG  -  2.3CU  •  0.I2ZR  (70S0-T736)  - 
IS  Jon  77  Vatldand  Stp  8S  REV-SH 

AMS  41o;A-77 

AS 

15  Jon 

79 

MR  AS 

20 

FORG 

Forgines  And  Forging  Stock,  Steel  Bors  And  Billets  For  Nitriding  (Metric) 

USER-MC  REV-AR  Ml  GL  AS  05  64 

DOD-F-24669/3 

SH 

07  Jul 

86 

MR  SH 

99 

FORG 

Forgines  And  Forging  Stock,  Steel  Bors,  Billets  And  Wire 
(Chromiun>*nickel‘nhosphorous  And  Chromium^nickel  Mongonese-phosphorous) 
Lowmognetic  Permeobility  (Metric)  USER'MC  REV*AR  Ml  GL  AS  05  84 

MIL-F-24669/S 

SH 

07  Jul 

86 

MR  SH 

99 

FORG 

Forging,  Aluminum  Alloy,  7.7ZN>2.5MGo1.5CU-0.16CR  (7t49*T73  Solution  & 
Precipitation  Heot  Treoted  •  1  Jul  81) 

AMS  4320-81 

AS 

06  Sep 

82 

MR  AS 

20 

FORG 

Forging,  Hond,  Aluminum  Alloy,  5.6ZN<3,5  MG>1.6  CU*0.24  Cr  (7175<T73652)  - 
1  Jul  82 

AMS  4179A-82 

AS 

06  Stp 

82 

MR  AS 

20 

FORG 

Forging,  PreoKoyed  Steel  Powder  . . . . . . . . . 

MIL-F-4S961 

NOTICE  1 

AR 

21  Mor 

86 

AR 

FORG 

Forging,  Steel,  For  Aircroft/oerospoce  Equipment  &  Speciol  Ordnonce 

Applicotlons  USER'MR  REV>05 

MIL-F-7190e  0) 

20 

29  Aug 

88 

AL  AS 

20 

FORG 

Forgings  -  Identificotion  •  1  Jul  76  . . . . . . . . . . 

AMS  280SB-76 

MR 

26  Jul 

84 

MR  AS 

20 

FORG 

Forgings  And  Forging  Stock,  Steel  Bars  And  Billets,  Corrosion  Resisting;  For 
Reforging  (Metric)  USER-MC  REV-AR  Ml  GL  AS  OS  84 

DOD-F-24649/6 

SH 

07  Jul 

86 

MR  SH 

99 

FORG 

Forgings  And  Forging  Stock,  Steel  Bars  And  Billets,  Corrosion  Resisting;  Novol 
Steam  Turbine  Ports  Use  (Metric)  USER-MC  REV-AR  Ml  GL  AS  OS  64 

DOD-F-24649/7 

SH 

07  Jul 

86 

MR  SH 

99 

FORG 

Forgings  And  Forging  Stock,  Steel  Bors  And  Billets,  Nickel  And 

Nickel-molybdenum  Modified  Hodfield;  Low  Mognetic  Permeobility  (MeH-ic) 
USER-MC  REV-AR  Ml  GL  AS  OS  84 

MIL-F-24669/4 

SH 

07  Jul 

86 

MR  SH 

99 

FORG 

Forgings  And  Forging  Stock,  Steel  Bors,  Billets  And  Blooms,  Generol 

Specification  For  (Metric)  REV-AR  Ml  GL  AS  OS  MC  64 

DOD-F-24469 

SH 

07  Jul 

86 

MR  SH 

99 

FORG 

Forgings  And  Forging  Stock,  Steel  (Carbon  And  Alloy)  Blooms,  8ors,biilets  And 
Slobs  (Metric)  REV-AR  Ml  GL  AS  OS  MC  64 

DOD-F-24469/1 

SH 

07  Jul 

86 

MR  SH 

99 

FORG 

Forgings  And  Forging  Stock,  Steel  Bars  And  Billets  -  Chromium-molybdenum 

Alloy  (Metric)  USER-MC  REV-AR  Ml  GL  AS  OS  84 

DOD-F-24669/2  (1) 

SH 

02  Ocl 

87 

MR  SH 

99 

FORG 

Forgings,  Alloy,  Corrosion  &  Heat  Resistont  S9.5NI  >  12CR  •  10CO  •  3.0MO  • 
6.0W  -  3.0TI  -  1.STA  -  4.5A1  -  0.01SB  -  0.10ZR  (0.30  -  0.35C),  Sotution, 
Stabilixed,  &  Precipitation  Heot  Treated  •  1  Oct  81  Validated  May  83 

AMS  5881A-81 

20 

01  Ocl 

82 

MR  AS 

20 

FORG 

Forgings,  Alluminum  Alloy,  1.0  MG-0.60  SI-0.26  CU-0.20  Cr  (6061-T6)  Solution 
And  Precipitation  Heat  Treated  •  1  Jon  87 

AMS  4127F-87 

AS 

25  Apr 

88 

MR  AS 

20 

FORG 

Forgings,  Aluminum  Alloy  Die,  4.4  CU-0.85  SI-0.80  Mn  (2035-T6),  Sotution  And 
PrKipitotion  Heat  Treoted  •  1  Jul  85 

AMS  4I30J-85 

AS 

25  Apr 

88 

MR  AS 

20 

FORG 

Forgings,  Aluminum  Alloy, -7.7ZN-2.5MG<1.5CU-O.16CR  (7049*T73)  Solution  K 
Precipitotion  Heot  Treated  •  1  Jul  84 

AMS  41118-84 

AS 

18  Jen 

85 

MR  AS 

20 

FORG 

Forgings,  Aluminum  Alloy  Hand  6  2ZN  •  2.3CU  -  2.2MG  •  0.12ZR 
(7050-T73652)  •  15  Jon  77  Validated  Sep  85  REV-SH 

AMS  !l08A-77 

AS 

15  Jon 

79 

MR  AS 

20 

FORG 

Forgings,  Aluminum  Alloy,  5.6  Zn-  2.5  Mg  -  1.6  Cu  •  0.23  Cr  (7175-T736) 

Solution  &  Precipitation  Heat  Treated  •  1  Oct  81  Validated  Sep  85  USER-SH 

AMS  4149A-81 

AS 

29  Mor 

82 

MR  AS 

11 

FORG 

Forgings,  Aluminum  Alloy  Die  4.0  CU-2.0  NI-0.68  Mg,  Solution  And 

Precipitotion  Heot  Treoted  •  1  Jul  85 

AMS  4140F-85 

AS 

25  Apr 

88 

MR  AS 

20 

FORG 

Forgings,  Aluminum  Alloy,  2.3  CU-1.6  MG-1.1  FE-1.('  NI-0.18  Si  0.07TI 
(2618-T61),  Solution  And  Precipitotion  Heot  Treoted  •  1  Jul  65 

AMS  4132C-85 

AS 

25  Apr 

88 

MR  AS 

20 

FORG 

Forging),  Alominum  Alloy,  S.«N  .  2.SMG  •  1.6CU  -  0.23CR  (7075-T7352)  -  15 
Apr  78  USER-SH 

AMS  4147A-78 

AS 

06  Sep 

82 

MR  AS 

20 

FORG 

Forgings,  Aluminum-alloy  Die,  Hond  Forgings, ond  Rolled  Ring  Forgings  (Metric) 

-  29  Apr  88  USER-AR  AT  OS  SH  REV-AR  SH 

A5TM  8247-88 

MR 

14  Jun 

88 

MR  YD 

FORG 

Forgings,  Aluminum-oHoy  Die,  Hand  Forgings,  &  Rolled  Ring  Forgings  (Metric)  • 

25  Apr  86  USER-AR  AT  OS  SH 

ASTM  B247M-86 

MR 

24  Sep 

86 

MR  YD 

FORG 

Forgings,  Aluminum  Alloy,  4.5  CU-0.65  SI-0.80  MN-0.5  Mg 
(2014-T6), SOLUTION  And  Precipitation  Heot  Treated  •  1  Jon  83 

AMS  4133B-83 

AS 

25  Apr 

88 

MR  aS 

20 

FORG 

Forgings,  Aluminum  Alloy  7.7  ZN-2.5  MG-1.5  CU-0.16  Cr  (7049-01),HiGH 
Temperature  Anneoled  1  Jon  87 

AMS  4321-87 

AS 

25  Apr 

88 

MR  AS 

20 

FORG 

Forgings,  Corbon  Steel,  For  Piping  Components  •  28  Aug  87  REV-SH . . 

ASTM  A105A/105M-87AYD 

28  Ocl 

88 

MR  YD 

FORG 

Forgings,  Luminum  Alloy  Die,  4.4  'cU-0.85  SI-0.80  MN-0.50  Mg  (2014-T4}, 

Solution  Heot  Treated  •  1  Jon  84 

AMS  4134C-84 

AS 

25  Apr 

88 

MR  AS 

20 

FORG 

Forging),  Mognoium  Alloy,  2.0TH  •  0.78MN  (HM21A-T5)  ■  IS  Jon  78 

Vo/i<far*(J  Aug  85  REV-SH 

AMS  4363C-78 

AS 

06  Nov 

78 

MR  AS 

20 

FORG 

Forgings,  Steel,  Stainless  &  Heat  Resisting,  Stondord  Specificotion  For  •  Aug 

1985  USER-AT  OS  REV-MI  SH 

ASTM  A473-8S 

YD 

21  Jen 

86 

MR  YD 

20 

FORG 

Forgings,  Steel,  Alloy  For  Pressure  &  High  Temperoiure  Ports  •  29  Jun  84 

REV-IS 

ASTM  A336-84 

SH 

20  Nov 

84 

MR  SH 

20 

FORG 

Forgings,  Titonium  Alloy,  6.0A1  >  2.0SN  •  4.0ZR  *  2.0M0  Solution  And 
Precipitotion  Keot  Trealcd  •  i  Jv>y  1985  RCV.OS 

AMS  4776C-85 

AS 

26  Ocl 

85 

MR  AS 

20 

FORG 

Forgings,  Vacuum-treated  Carbon  &  Alloy  Steel.  For  Turbine  Rotors  &  Shofts  > 

28  Dec  84  USER-MC  REV-AR  GS 

ASTM  A470-S4 

SH 

24  Jun 

86 

MR  SH 

20 

FORG 

Forgings,  Vo^uum-treoled  12%  Chromium  Alloy  Steel,  For  Turbine  Rotors  Bi 

Shofts  -  3  Mor  89  USER-MC  YD  REV-AR  GS 

ASTM  A768-82 

SH 

24  Jun 

86 

MR  SH 

20 

FORG 

Mognesium  Alloy  Forgings  Validated  Jul  84  USER-MI  GL  AT  YD  ........................ 

QQ-M-40B  (1) 

•AS 

13  Apr 

66 

MR  AS 

99 

FORG 

FORG 

Nickel  Alloy  Forgings  >  31  Oct  1986  REV-SH . . . 

Nickel-chromium-molybdenum-iron-cotumbium  Alloy  Bars  &  Forgings  (Issue 

Controlled  Further  Disseminotion  Only  As  Directed  Y  Navseosyscom  (Seo 

09B2} 

ASTM  B564-8iA 
MIL-N-24687 

YD 

SH 

15  Jul 
20  Ocl 

87 

87 

MR  YD 

FORG 

Ring,  Breech,  uteel  Forgings  For  Validated  Jon  86  REV-AR  IS  . . . . 

MII-R-1018SC 

MR 

24  Feb 

75 

MR 

FORG 

Rings,  Aluminum  Ailoy,rolled  Or  Forged  1.0  MG-0.6  Sf-0.28  Cu  0.20  Cr 
(60614651,  60614652),  Mechonicolly  Stress  Relieved  -  15  Jon  77 

AMS  4312-77 

AS 

25  Apr 

88 

MR  AS 

20 

9 
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FORG 

Rings,  Aluminum  Alloy.roHed  Or  Forged  6.3  CU‘0.30  MN-0.18  2R-0.IOV-0.60  7i 

AMS  4313-77 

AS 

25  Apr 

88 

MR  AS 

20 

(2219.T351,  2219-T352)  •  IS  Jon  77 

FORG 

Rings.  Aluminum  Atloy.rolled  Or  Forged  4.5  CU-0.85  51-0.80  Mn  0.50MG 

AMS  4314B-87 

AS 

25  Apr 

88 

MR  AS 

20 

(2914-T651,  2014-T652).  Solution  Heat  Treated,  Mechanically  Stress  Rriieved 

And  Precipitotion  Heot  Treated  1  Jon  87 

FORG 

Rings,  And  Forgings,  Hand,  Aluminum  Alloy,  1.0  MG-0.60  SI-0.28  Oi-0.20  Cr 

AMS  4248-87 

AS 

25  Apr 

88 

MR  AS 

20 

(6061-T652),  Solution  Heat  Treated,  Stress  Relief  Compressed,  And 

Precipitotion  Heot  Treated  •  1JAN87 

1 

FORG 

Steel  Forging  For  Steom  Turbine  Rotors . . . 

MIL-S-860S  (1) 

SH 

22  Dec 

80 

SH 

1 

FORG 

Steel  Forging,  Carbon  And  Alloy  Heat  Treated  USER-ME  CS  REV-IS  . . . . 

MIL-S-24093  (5) 

SH 

15  Oct 

84 

SH 

FORG 

Steel  Forging,  General  Requirements  -  31  July  1987  USER-OS  R£V-iS . 

ASTM  A7S8-87 

MR 

25  Mor 

88 

MR  SH 

FORG 

Steal  Forging,  General  Requirements  For  31  July  1987  USER-OS  IS  .................. 

ASTM  A788/-87 

MR 

25  Mor 

88 

MR  SH 

L 

FORG 

SI..I  Forging.  USER-ME  WV  AR  AT . i . 

MIL-S-46172A  (2) 

MR 

17  Jul 

87 

MR 

L 

FORG 

Sletl  Forging.,  Alloy,  High  Yield  Strength  (HY-80  And  HY-100)  REV-IS . 

MIL-S-23009C 

SH 

10  Dec 

87 

SH 

FORG 

Steel  Forgings,  Quenched  And  Tempered  Vocuum-heoted  Carbon  And  Alloy, 

ASTM  A508-S4 

SH 

25  Jon 

85 

MR  SH 

For  Pre..ure  Ve.Ml.  ■  29  June  84  USER-MC  OS  REV-IS 

L 

FORG 

Steel  Forgings,  Alloy,  Structurol,  High  Yield  Strength  {H>-130)  Vafidotto  Jon  81 

MIL-S-24S12 

SH 

0^'  Sep 

75 

SH 

L 

FORG 

Steel  Forgings,  Tubulor  Ports  For  Connon  USER-ME  REV-AR . . . . 

MIL-S-46119C 

MR 

26  Oct 

88 

MR 

L 

FOPG 

Steel  Forgings,  Carbon  &  Alloy  (Isse  Controlled  Further  Dissemination  Or4y  As 

MIL-S-23194G 

SH 

14  AUg 

87 

SH 

Directed  8y  Novol  Seasyscom  (Sea  0982) 

FORG 

Steel  Forgings,  Corbon&  Alloy,  For  Generol  Industrial  Use,  Standard 

ASTM  A668-85A 

YD 

27  Jin 

86 

MR  YD 

Specification  For  -27  Dec  85  REV-SH 

L 

FORG 

Steel  Forgings,  Corbon  And  Alloy,  For  Shifts,  Sleeves,  Couplings,  And  Stocks 

Ma-S-23284  (5) 

SH 

2B  Dec 

80 

SH 

(Rudders  And  Diving  Piones) 

L 

FORG 

Steel,  Forging,  For  Prolectile  Stock  VaUdottd  Apr  aa . . 

MIL-S-10520D 
NOTICE  1 

AR 

01  Apr 

88 

AR 

1 

FORG 

Steel,  Shopes,  Rolled  Or  Forged,  Bors,  Plots  And  Speciol  Sections  (For  Armor) 

MIL-S-13823B 

MR 

03  Jon 

77 

MR 

Volldattd  Jan  S6  USER-AT  REV-EA 

L 

FORG 

Titonium  Alloy  Rod;  Discs,  &  Upset  Forgirsgs  Composition  T1-6A1-6V-2SN  (Issue 

MIL-T-24585A 

SH 

19  Sep 

86 

SH 

Controlled)  Reqsts  By  Other  Than  DOD  Actys  Must  Be  Submitted  Vto  Novol 

Sea  Systems  Commond  (SEA  09B2) 

L 

FORG 

titonium  Alloy,  High  Strength,  Wrought  (For  Critical  Components)  REV-Mf . 

MIL-T-46035B 

MR 

30  Jan 

89 

MR 

FORG 

Tube,  Steel,  Sedmiess,  For  Cannons  And  Recoilless  Rifles  . . . . . 

MIL-T-1391SE 

MR 

05  Jun 

87 

MR 

99 

1 

GDRG 

Federal,  Military,  Industry  Specificotlons  &  Standards,  &  NAVAIR  Series 

MIL-BUU  544f- 

AS 

01  May  86 

AS 

Documents  Approved  By  The  Novol  Air  Systems  Command  •  Numeric  listing 
(Concelled  Documents) 

part  3 

GORQ 

Alrer(rft/.t«f»  EI«tfieol  lnt«conn«<lion  Syiltm  REV-AV . 

MII-STD-1760A 

11 

30  Jon 

87 

AS 

GDRO 

Aircr«w  Slotion.  &  Pa...ng«r  A.commadotlan.  (R.giM.t  For  l..ue  Ctiwr  Than 

MIL-.STD-1776 

11 

15  Apr 

86 

11 

DOD  Mu.t  Be  Sent  Vio  ASD/ENES,  Wr!ght-p<iner.on  AFB  OH  4S433-B503) 

NOTICE  1 

GORQ 

Avionic,  integrity  Program  (AVIP)  (Re<|ue.t  For  l..ue  Other  Thon  DOD  Mu.t  Be 

MIL-STD-1796 

11 

31  Jul 

86 

11 

Sent  Via  ASD/ENES,  Wright-potterMn  AFB  OH  45433-BS03 

GDRQ 

Avionic,  intertoce  De.ign  Standard  (Metric)  USER-MC  REV-Mt  EC  8S . 

DOD-STD-1788 

11 

15  May  85 

AV  AS 

11 

1 

GDRQ 

Avionics/electronics  Integrity  Program  Requirements  (Requests  For  Issue  Other 

MIL-A-87244A 

11 

30  Sep 

87 

11 

Thon  DOD  Must  Be  Sent  Via  ASD/EN^,  Wright-potterson  AFB,  OH 
45433-6503 

GDRQ 

Dit.imiiar  Metai.  Validalid  Mar  8S  USER-MR  ME  SH  YD  REV-AR  Ml  AV  EC 

Ma-STD-8898 

20 

04  Mor 

88 

ER  AS 

20 

OS  17  13  99  14 

NOTICE  1 

L 

GDRQ 

Elect'ic  Plant  Installation  Stondord  Methods  For  Surface  Ships  &  Submorines...... 

DOD-STO-2003 

SH 

24  Jun 

87 

L 

GDRQ 

Electric  Plant  Installation  Standard  Methods  For  Surface  Ships  &  $(.bmorines 

DOD-STD-2003/1 

SH 

24  Jun 

87 

(Coble)  Section  1  Of  5 

L 

GDRQ 

Electric  Plont  InstoHotion  Stondord  Methods  For  Surface  Ships  &  Submarines 

DOD-STD-2003/2 

SH 

24  Jun 

87 

(Equipment)  Sec  2  Of  5 

1 

GDRQ 

Electric  Plant  Instoilotion  Stondord  Methods  For  Surfoce  Ships  &  Submorines 

DOD-STD-2003/3 

SH 

24  Jun 

87 

(Penetrations)  Sec  3  Of  5 

1 

GDRQ 

Electric  Plont  Instailatallotion  Stondord  Methods  For  Surface  Ships  & 

DOD-STb-2003/4 

SH 

24  Jun 

87 

Submarines  (Cableways)  Sec  4  Of  5 

1 

GDRQ 

Electric  Plant  instoilotion  Stondord  Methods  For  Surface  Ships  &  Submorines 

DOD-STD-2003/5 

SH 

24  Jun 

87 

(Connectors)  Sec  5  Of  5 

GDRQ 

Electronic  Equipment,  Aerospoce,  Generol  Specification  For  USER-AV  REV-MI 

MIL-^S400T  (2) 

AS 

09  Moy 

86 

CR  AS 

AR  EC  99 

GDRQ 

Electronic  Equipment,  Missiles,  Boosters  And  Allied  Vehicles,  Inactive  Vtdidoted 

MII-E-8189H 

AS 

31  Ocl 

75 

AS 

11 

Mar  B3  REV-MI  EC 

NOTICE  1 

1 

GDRQ 

Electronic  Equipment,  Ground.  General  Requirements  For  REV-11  19  99  18  13 

ES 

Electronic,  interior  Communicotion  And  Novigotion  Equipment,  Novrd  Ship  And 

MII-E-41S8E  (3) 

17 

31  Dec 

86 

17 

1 

GDRQ 

MII-E-16400H 

SH 

13  Jul 

87 

SH 

Shore.  Generol  Specificotion  For  USER-MI  MC  REV-OS  EC  AS 

L 

GDRQ 

Federal,  Military,  Industry  Specifications  &  Standards  &  NAVAIR  Series 

MIL-BULL  S44E 

AS 

05  Apr 

85 

AS 

Documents  Approved  By  The  Novel  Air  Systems  Command  •  Numericol  listing 

PART  2 

GDRQ 

Federol,  Militory,  Industry  Specifications  &  Stondords  &  NAVAIR  Series 

MIL-BULL  544E 

AS 

05  Apr 

85 

AS 

0ocum«iWs  Approved  By  The  Novol  Air  Systems  Commond  •  Alphobeticoi 

Listing 

part  1 

L 

GDRQ 

Identificotion  Morking  Requirements  For  Special  Purpose  Components . 

MIL-STD-792E 

SH 

12  Aug 

86 

SH 

GDRQ 

Identification  Marking  Of  U.s-  Military  Property  USER-MC  REV-Gl  AV  Ml  EA 

MIL-STD-130F 

16 

01  May  86 

AR  AS 

16 

ER  SH  MCOS  YD  11  14  15 

NOTICE  2 

GDRQ 

List  Of  Stondardized  Military  Drowings  (Smd's)  USER-MR  OS  SH  REV-AV  EC 

MIL-BULL  103 

ES 

08  Jan 

88 

17  26  CS  IS 

GDRQ 

Mechonicol  Equipment  &  Subsystem  Integrity  Program . . . . . 

MlL-STD-1798 

11 

20  Jun 

88 

1 

GDRQ 

Port,  Materiols,  And  Processes  Used  In  Electronic  Equipment  REV-AV  Ml  ME  AT 

MIL-P-1 12681 

ER 

28  Dec 

83 

ER  EC 

CR 

INT  AMD  1 

GDRQ 

Pneumotic  Systems,  Bleed-air,  For  Surfoce-effect  &  Hydrofoil  Craft  *  Nov  84 

SAE  HIR1S59-84 

SH 

24  Jul 

85 

ME  SH 

USER-MC 

GDRQ 

Pneumatic  Systems  For  Surfoce-effect  And  Hydrofoil  Croft,  Bleed-air  •  Nov  1984 

SAE  JI559-84 

SH 

24  Jul 

85 

ME  SH 

to 
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GDRQ 

Stondard  Gtnerol  Requirem«nt$  For  Electronic  Equipment  USER*YO  R£V<AR  ME 

MIL-STD-454L 

10 

16  Feb 

89 

ER  AS  11 

Ml  AV  CR  OS  SH  EC  IS  85  17 

NOTICE  1 

GORQ 

Stondards  &  Specifications,  Order  Of  Preference  For  The  Selection  Of  USER*Al 

MIL-STD-970 

01  Oct 

87 

AR  AS  99  OH 

AT  EA  13  14  17  18  19  REV-AV  CR  EC  OS  SA  SH  YD 

L 

GDRQ 

Support  Equipment  Systems  (Request  For  Issue  Other  Thon  OOD  Must  Be  Sent 

MIL-S-87233  (1) 

11 

15  Apr 

86 

11 

Vio  ASD/ENES.  Wrighl-pottwton  AFB  OH  45433-6503) 

GDRQ 

Wiring,  Aerorpoce  Vehicle  USER-ME  AV  REV.99  19  17  11  . 

MIL-W-5088K 

INT  AMD  1 

AS 

24  Dec 

84 

CR  AS  85 

HFAC 

Acoustical  Noise  limits  In  Helicopters  REV>MI . . . . . . 

MIL-STD-1294A/A 

AV 

12  Aug 

85 

AV  AS  11 

1 

HFAC 

Airborne  And  Structurebornf  Noise  Measurements  And  Acceptance  Crlterio  Of 

MIL-STD-740B 

SH 

22  Jun 

65 

AV  SH 

Shipboord  Equipment  Validated  May  8J  USER'M'  REV>EC 

NOTICE  1 

22  JUNE  1965 

HFAC 

Aircroft  Display  Symbology  (Request  For  Issue  Other  Thon  DOD  Must  Be  Sent 

MIL-STD-1787A 

11 

31  Jul 

87 

11 

Via  ASD/ENES,  Wright-pollenon  AFB  OH  45433-6503) 

NOTICE  1 

HFAC 

Anthropometry  Of  U.s.  Militory  Personnel  (Metric)  Validated  Feb  87  USER>AR 

DOD-HDBK  743 

GL 

27  Feb 

87 

GL  AS  11 

REV-CU  MD  Ml  AT  EC  NU 

NOTICE  1 

HFAC 

Construction  &  Industrioi  Equipment,  Access  Systems  For  •  Jul  70  Validated  Oet 

83 

Human  Engineering  Design  Criteria  For  Military  Systems,  Equipment  And 

SAE  J185-70 

AT 

30  Sep 

81 

AT  99 

HFAC 

MIL-STD-1472C 

Ml 

17  Mar 

87 

Ml  AS  11 

Facilitici  REV-GL  AV  ER  AR  PE  YD  OS  SH  MS  14  19  24 

NOTICE  3 

HFAC 

Human  Engineering  Ouidelines  For  Monogement  Informotion  Systems  •IMETRIC 

DOD-HDBK  761 

Ml 

28  Jun 

85 

Ml  AS  11 

HFAC 

Humon  Engineering  Requirements  For  Militory  Systems,  Equipment  &  Fociitties 

MIL-H-468SSB  (2) 

Ml 

05  Apr 

84 

Ml  AS  11 

REV-MD  GL  MR  AV  TO  SH  PE  OS  MS  11  19  24 

HFAC 

Human  Engineering  Procedures  Guide  REV>AR  AT  AV  GL  OS  PE  SH  MS  OM 

MIL-HDBK  763 

Ml 

27  Feb 

87 

Ml  AS  11 

13  14  19  24 

HFAC 

Humon  Foctors  Engineering  Program  For  Intercontinentol  BoHistic  Missile 

MIL-STD-1794 

14 

01  Ocl 

86 

14 

Syslemi  REV-MI  02  11  24  19 

L 

HFAC 

Human  Foctors  Engineering  Design  For  Army  Materiel  REV*ME  AR  AV  AT  CR.... 

MIL-HDBK  759A 
NOTICE  2 

Ml 

01  Jul 

87 

Ml 

L 

HFAC 

Humon  Foctors  Engineering  Design  Criteria  For  Helicopter  Cochpit 

MIL-STD-1295A 

AV 

26  Jun 

84 

AV 

Electro'opticol  Dispfoy  Symbology 

HFAC 

Keyboard  ArrongemenH  Validated  May  82  REV*Gl  EC  . . 

MIL-STD-1280 
NOTICE  1 

CR 

28  Jon 

69 

CR  SH  11 

HFAC 

Legends  For  Lise  In  Aircrew  Stotions  And  On  Airborne  Equipment  USER*SC  15 

MIL-STD-783D 

11 

18  Dec 

84 

AV  AS  11 

13  REV-MI  24 

HFAC 

Machinery,  Eorthmoving,  Sound  Measurement  •  Exterior  •  Sept  1980 

SAE  J88-80R85 

ME 

18  Sep 

85 

ME  YD 

(RcaKIrmed  Mar  1985  REV-AT  Ml  MO  MC 

HFAC 

Machines,  Off  Rood,  Minimum  Service  Access  Dimensions  For  •  Oct  84 

SAE  J925-84 

ME 

16  Dec 

85 

ME  MC 

USER-YO  REV-AT  GL  Ml  MD 

HFAC 

Morine  Vehicles,  Noise  Control  In  Fluid  Power  Systems  Of  •  16  Nov  81 

SAE  HIR1622-81 

SH 

08  Mor 

85 

MESH 

USER-MC 

1 

HFAC 

Noise  Limits  For  Army  Moterlel  USER*AR  REV>AM  CE  AT  MD  45 . 

MIL-STD-1474B 
NOTICE  1 

Ml 

20  Apr 

84 

Ml 

i 

HFAC 

Stondord  General  Requirements  For  Color  And  Marking  Of  Army  Materiol 

MIL-STD-1473A 

Ml 

29  Jul 

83 

Ml 

USER-ME  REV-MR  MD  GL  AV 

NOTICE  1 

L 

HFAC 

Structureborne  Vlbroiory  Accelorotion  Meosurements  Accepronce  Criteria  Of 

MIL-STD-740/2 

SH 

30  Dec 

86 

SH 

Shipboord  Equipment 

HFAC 

Symbol  For  Army  Air  Defence  System  Disploys  (Metric)  REV*AD  AR  AV  CE  CR 

DOD-STD-1477 
NOTICE  1 

Ml 

31  Moy 

83 

Ml 

L 

HFAC 

User/computer  Interfoce  (Request  For  Issue  Other  Than  DOD  Must  Be  Sent  Vio 

MIL-STD-1801 

11 

29  Moy 

87 

11 

ASD/ENES,  Wrlght-pattenon  A&fb  OH  45433-6503) 

HFAC 

Vehicles,  Marine,  Noise  Control  In  Fluid  Power  Syster.'.*  Of  USER'MC . 

SAEHI  R1622A-86 

SH 

14  Mar 

88 

ME  SH 

ILSS 

Logistic  Support  Anolysis  Record,  DOD  Requirements  For  A  REV«ME  Ml  AV  AT 

MIL-STD-1388/2A 

TM 

14  Feb 

86 

TM  AS  95 

CR  SH  YD  OS  MC  15  11  13  16  17  DH  NS  NA  DS  DC 

NOTICE  1 

IISS 

Logistic  Support  Anoiyjij  REV-ME  AV  Ml  AT  CR  YD  OS  SH  MC  13  17  15  11 

MIL-STD-1388/1A 

TM 

11  Apr 

83 

TM  AS  95 

16  DH  NA  NS  DC 

NOTICE  1 

L 

IISS 

Plonned  Mointence  System:  Development  Of  Mointenonce  Requirement  Cords, 

MIL-P-24534A 

SH 

07  Moy 

85 

SH 

Maintenance  Index  Pages,  And  Associated  Oocumentotion  REV>OS  EC 

1 

IISS 

Reliability*centered  Maintenance  For  Aircraft,  Engines  And  Equipment  R£V«11 

MIL-STD-ie43 

24 

08  Feb 

85 

24 

13  14  15  17 

IPSC 

Addilionol  ControU  For  Uje  With  ASCII  (With  Anti  X3.64.1979)  REV-AG . 

FIPS-86-2 

02 

10  Feb 

83 

OM  02 

IPSC 

Advonced  Doto  Communication  Control  Procedures  (Adccp)  (With  ANSI 

FIPS-71-1 

02 

11  Jun 

82 

OM  02 

X3.66-1979) 

IPSC 

Aids  For  Cobol  Program  Conversion  (Fips  21  To  21*1)  Validated  Jvn  83 ............ 

FIPS-43 

02 

01  Dec 

75 

OM  02 

IPSC 

DOD'STD7935A 

SC 

31  Oct 

88 

SC  OM  99  DC 

IPSC 

Automated  Interchange  Of  Technicol  information  REV.02  10  11  90  99 . . . . 

MIL-STD-I840A 
NOTICE  1 

16 

22  Dec 

87 

16 

IPSC 

Bit  Sequencing  Of  The  Code  For  Information  Interchonge  In  Seriol  By  Bit  Doto 

FlPS.16-1 

02 

01  Dec 

76 

OM  02 

Tronimittion  (With  ANSI  X3.1S-1976)  Validaltd  Jm  S3 

IPSC 

Cords  For  Information  Processing,  bpecificotion  For  Generol  Purpose  VoUdatcd 

ANS!  X3  11-69 

02 

01  Oc! 

6? 

AD  OM  02 

JunSI 

IPSC 

Channel  Level  Power  Control  Interface... . . . . . . 

FIPS-61-1 

02 

13  Jul 

82 

OM  02 

IPSC 

Chorocter  Set  For  Handprinting  (Ansi  X3.45*1974)  Validated  Jun  81 .................. 

FIPS-33 

02 

01  Oct 

74 

AD  OM  02 

IPSC 

Chorocter  Sets  For  Optical  Chorocter  Recognition  (OCR)  (With  ANSI 

FIPS-32-1 

02 

25  Jun 

83 

AD  OM  02 

X3.2-70R76,  ANSI  X3.17-81,  &  ANSI  X3.49-73R82 

IPSC 

Chorocte.  Structure  Chorocter  Pority  Sense  For  Seriol  By  Bit  Doto 

FIPS-17-1 

02 

01  Sep 

77 

Oh  02 

Communicotion  In  The  Code  For  Informotion  Interchonge  (With  ANSI 
X3.16-1976)  Validated  Jun  83 

IPSC 

Chorocter  Structure  &  Chorocter  Parity  Sense  For  Porollr-I  By  Bit  Doto 

FIPS-18-1 

02 

01  Ocl 

71 

OM  02 

Communicotion  In  The  Code  For  Informotion  Interchonge  (With  ANSI 
X3.25-1976)  Validated  Jun  83 

IPSC 

Cobol  Coding  fatm  VaUdated  Jun  83 . . . . . . . . . 

FIPS-44 

02 

01  Sep 

76 

OM  02 

IPSC 

Cobol  Progtomming  Longuoge  For  Informotion  Systems  With  ANSI'X3*23>85  ...... 

FIPS-21/2 

02 

18  Mar 

86 

OM  02 

11 
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fSC 


IPSC 

IPSC 

IPSC 

IPSC 

IPSC 

IPSC 

IPSC 

IPSC 

IPSC 

IPSC 

IPSC 

IPSC 

IPSC 

IPSC 

IPSC 

IPSC 

IPSC 

IPSC 

IPSC 

IPSC 

IPSC 

IPSC 

IPSC 

IPSC 

IPSC 

IPSC 

IPSC 

IPSC 

IPSC 

IPSC 

IPSC 

IPSC 

IPSC 

IPSC 

IPSC 

IPSC 

IPSC 

IPSC 

IPSC 

IPSC 

IPSC 

IPSC 

IPSC 

IPSC 

IPSC 

IPSC 

IPSC 

IPSC 

IPSC 


•IPSC 

IPSC 

L  IPSC 
IPSC 


TIIIE 


Codt  Exltntlon  TtchniqutI  In  7  Or  8  Bilt  (With  ANSI  X3.41-I974)  VoMohd 
Junes 

Codt  For  Informolion  Inttrchongt  (With  ANSI  X3.4-1977) . . . 

Computer  Output  Microform  (Com)  Formott  And  Reduction  Rotiot,  16MM  And 
10SMM  Volidattd  Jan  86  REV-AG 

Computer  Security  Guideline!  For  Implementing  The  Privacy  Act  Of  1974 
Validated  Jun  81 

DES  Modes  Of  Operotion . . . . . 

Data  Encryption  Stondord  Validated  Jun  83 . . . . 

Disk  Cartridge,  Unrecorded  Single,  (Front  Loading  22(X)  BPI)  Gencrol,  Physicol 
&  Magnetic  Requirements  •  3  Feb  76  Validated  Jan  86 
Disk  Pock,  Unrecorded  Eleven,  Generol,  Physical  &  Mognellc  Requirements  ■  9 
Jun  77  Validated  Jan  86 

Federal  Stondord  Cobol  Pocket  Guide  Validated  Jun  83 . 

Flowchart  Symbols  And  Their  Usage  In  Formation  Processing  (With  Ansi 
X3.5-1970)  Validated  Jan  86 

Fortron  (With  ANSI  X3.9-1978)  Valldaled  Jan  86  . 

Fortron,  Dod  Supplement  To  American  Notlonol  Stondord  X3.9‘t97B  Validated 
Jan  86 

Fortran,  Programming  Longuoge,  American  Notionol  Stondord  •  3  Apr  78  . . 

Generol  Description  Of  The  Federal  Informolion  Processing  Slondords  Register 
Validated  Jun  83 

Glossory  For  Computer  Systems  Security  Validated  Jun  83  . 

Graphic  Representation  Of  The  Control  Choroclers  Of  Ascii  (Fips  1)  (With 
ANSIX3.33-1973)  Validated  Jun  81 

Guide  For  The  Implementation  Of  Federal  Informolion  Processing  Slondords 
(Fips)  In  The  Acquisition  &  Design  ^Of  Computer  Products  &  Services 
Guide  For  The  Use  Of  International  System  Of  Units  (SI)  In  Federal  Informolion 
Processing  Slondords  Publications  Validated  Jun  83 

Guideline  For  Automollc  Data  Processing  Risk  Analysis  Validated  Jan  86  . 

Guideline  For  Developing  &  Implementing  A  Chorge  System  For  Doto 
Processing  Services 

Guideline  for  Inspection  &  Quollty  Control  For  Alphonumeric  Computer  Output 
Microforms  REV*AG 

Guideline  For  Lifecycle  Volldolion,  Verification,  &  Testing  Of  Computer 
Software 

Guideline  For  Monoging  Multivendor  Plug  Compatible  Asdp  Systems  Validated 
Jan  86 

Guideline  For  Optica!  Character  Recognition  (OCR)  Print  Ouolily  (ANSI  X 
3.99-83 

Guideline  For  Plonning  And  Monogement  Of  Dalobose  Applicotlont . 

Guideline  For  Planning  8  Using  A  Data  Dictionary  System . 

Guideline  For  SKurity  Of  Computer  Applicotlont . 

Guideline  For  Selection  Of  Data  Entry  Equipment  Validated  Jan  86. . 

Guideline  On  Constructing  Benchmarks  For  ADP  System  Acquisitions . 

Guideline  On  Electrical  Power  For  ADP  Inttolliont  . 

Guideline  On  Evoluotion  Of  Techniques  For  Automated  Personol  Identificotlon 
Validated  Jun  83 

Guideline  On  Integrity  Assurance  &  Control  In  Dotobote  Administration  . . 

Guideline  On  User  Authentication  Techniques  For  Computer  Network  Access 
Control 

Guideline,  American  National  Dictionary  For  Information  Processing  Systems 
(With  X3/TR.1.82) 

Guidelines  For  ADP  Contingency  Planning . . . 

Guidelines  For  Automatic  Dota  Processing  Physicol  Security  And  Risk 
Management  Validated  Jan  86 

Guidelines  For  Benchmarking  Asdp  Systems  In  The  Competitive  Procurement 
Enviro  Validated  Jun  83 

Guidelines  F.>r  Describing  Information  Interchange  Formots  Validated  Jan  86 . 

Guidelines  For  Implementing  And  Using  The  NBS  Data  Encryption  Stondord  . . 

Guidelines  For  Optical  Choracter  Recognition  Forms,  1975  Validated  Jun  83,...,, 

Guidelines  For  The  Meosurement  Of  Remote  Botch  Computer  Service . 

Guidelines  For  The  Measurement  Of  Interactive  Computer  Service  Response 
Time  And  Turnoround  Time  Validated  Jan  86 
Guidelines  On  Computer  Performance  Monogement,  An  Introduction  Validated 
Jun  83 

Guidllne,  A  Framework  For  The  Evaluation  &  Comparison  Of  Softwore 
Development  Tools 

Hollerith  Punched  Cord  Code  (Anti  X3.26.I970) . 

l7o  Channel  Interfoce  . . . . . 

implementation  Of  The  Code  For  Informotion  Interchange  And  Related  Medio 
Stondords  Validated  Jun  83 

Information  Processing  Systems,  Programming  Longuoget,  Text  Interchonge  & 
Processing  •  1  Jun  83  USER-AD  Ml  OM  SH  16 
Interface  Between  Doloterminal  Equipment  (Dte)  And  Data  Circuit-terminoting 
Equipment  (Dee)  For  Operotion  Withpockett-switched  Data  Communicotlons 
Networks 

Internet  Protocol  REV-SC  AD  AS  YD  MC  ND  11  13  17  99  . 

Interpretdtion  Procedures  For  Federal  Informotion  Processing  Stondord 
Programming  Longuoges 

JOVIAL  (J73)  . 

Longuoge,  Progromming,  Pl/i  -  9  Aug  76  Validated  Jan  86 . . . 


DOCUMENT 


NUMBER 

PREP 

DATE 

FIPS.35 

02 

01  Jun 

75 

FIPS-M 

02 

16  jun 

81 

flPS.54 

02 

17  Apr 

78 

FIPS.4I 

02 

30  Moy 

75 

F1PS.81 

02 

01  Jun 

81 

NOTICE  (1)  02 

FIPS-46 

02 

Jan 

77 

ANSI  X3.52.76 

02 

07  Oct 

77 

ANSI  X3.58.77 

02 

19  0tc 

77 

FIPS.47 

02 

01  F«b 

77 

FIPS.24 

02 

30  Jun 

73 

FIPS.69 

02 

05  F«b 

80 

MIL-STD.1753 

02 

09  Nov 

78 

ANSI  X3.9-78 

02 

15  Nov 

78 

FIPS-O 

02 

01  Nov 

68 

FIPS-39 

02 

15Ftb 

76 

FIPS-36 

02 

01  Jun 

75 

FIPS-80 

02 

07  Jun 

81 

FIPS.34 

02 

01  Jon 

75 

FIPS.65 

02 

01  Aug 

79 

rlPS-96 

02 

06  Doc 

82 

FIPS.82 

02 

01  Apr 

81 

FIPS-IOI 

02 

06  Jun 

83 

FIPS-56 

02 

15Stp 

78 

FIPS-90 

02 

39  Sop 

83 

FIPS-77 

02 

01  Jon 

81 

FIPS-76 

02 

01  Doc 

81 

FIPS.73 

02 

01  Doc 

81 

FIPS67 

02 

30  Sop 

79 

FIPS.75 

02 

01  Sop 

81 

FIPS.94 

02 

21  Sop 

83 

FIPS-48 

02 

01  Apr 

77 

FIPS-SB 

02 

14  Aug 

81 

FIPS« 

02 

01  Apr 

81 

F)PS-11.2 

02 

09  Moy 

83 

FIPS.87 

02 

01  Jul 

81 

FIPS.31 

02 

01  Jun 

74 

FIPS.42-1 

02 

15  Moy  77 

FIPS-20 

02 

01  Mor 

72 

FIPS.74 

02 

02  Doc 

80 

FIPS-40 

02 

01  May  76 

FIPS-72 

02 

01  Sop 

81 

FIPS-57 

02 

01  Aug 

78 

FIPS-49 

02 

n  Mor 

77 

FIPS-99 

02 

31  Mor 

83 

FIPS.14.1 

02 

19  Doc 

80 

flPS.60-2 

02 

22  Feb 

S4 

FIPS.7 

02 

07  Mor 

69 

GCA  101-83 

02 

10  Oct 

83 

FIPS.122 

02 

28  Moy  86 

MIL-STD-1777 

DC 

12  Aug 

83 

FIPS-29-1 

02 

05  Apr 

82 

MIL-STD.1589C 

11 

06  Jul 

84 

ANSI  X3.53-53R76 

02 

14  Oct 

76 

CUSTODIAN 
OM  02 

OM  02 
OM  02 

OM  02 

OM  02 

OM 
AD  OM 

AD  OM 

OM 
OM 

OM 
AD  OM 

AD  OM 
OM 

OM 
OM 

OM 

OM 
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OM 
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OM 
OM 
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AD  OM 
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OM 

OM 
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FSC  USTING 


L 


I 


FSC  TITLE 


IFSC  longuogt,  Programming,  A»pt  -  5  Jon  77 . . . . . 

IPSC  Mognttic  Ink  Chorocttr  Rtcognition,  Print  Sptcificotions  For  •  1970  Volidottd 
Jun  81  REV-SA  YD  NM  MC 

IPSC  Mognttic  Topo  Costotttt  For  Informotion  Inttrchongo  (3.610  Mm  (0.150  In) 

Topo  At  32  6pmm  (800  6pi),  Pf(  (With  Ami  X3.48.1977  Vofhiattd  Jan  86 
IPSC  Mognttic  Topo  lobtli  &  Filo  Structurt  For  Information  IntorcKongo  (With  ANSI 
X3.2M  978) 

IPSC  Mognotic  Topo  Subiyittm,  Oporotionol  Spocificotion  For  Validated  Jon  86., . . 

IPSC  Mtitogt  Formot  For  Computor  8a»o^  Mcitogo  Sytttmt  REV.SC  EC  90  NS  DC.. 

IPSC  Microfilm  Rtodtrt  REV'AG . . . . . . . . . . . . 

IPSC  Minimol  Soilc  With  AN3  X3.60.197B  Vatidahd  Jan  86 . 

IPSC  Nobulo  Instruction  Stt  Architocturt . . . . . . 

IPSC  Objtctivts  And  RtquironMnti  Of  Tht  Foderol  Informotion  Procoiilng  SttMdords 
Program  Validaftd  Jan  86 

IPSC  Ont'inch  Ptrforottd  Popor  Top*  For  Informotion  Inttrchongo  (With  Ansi 
X3.ie0967)  VotidatadJon  86 

IPSC  Optrotionol  Sptcificotions  For  Vorioblo  Slock  Rototing  Moss  Stwog* 

Subsystoms  (W/suppI  1  404*83) 

IPSC  Optrotionol  Sptcificotions  For  Fixtd  Slock  Rototing  Moss  Storogt  Subsysttms .. 

IPSC  Optical  Chorocttr  Rtcognition  (OCR)  Inks  (With  ANSI  X3.860980) . 

IPSC  Opticol  Chorocttr  Rtcognition  (OCR)  Choroctor  Positioning . . . 

IPSC  Porolltl  Rtcordtd  Mognttic  Topt  Cortrldgt  For  informotion  (nttrchongt,  4 

Trock,  6.30MM  (1/4  In),  63  Bpmm  (1600  Bpi),  Phost  Encodtd  (With  ANSI  X 
3,  72.81) 

IPSC  Ptrforottd  Topt  Codt  For  Informotion  Inttrchongt  (Usos  X3.6.1965)  Velldotad 
Jun  83 

IPSC  Proctdurti  For  Prtporotion  Of  Progrommtd  Topts  And  Cords  REV.99  29  02  01 
IPSC  Product  Dtfinition  Doto,  Digital  Rtprtstntotlon  For  Communlcotlon  Of  •  21  Stp 
81  USER.OS  REV.MI  ME  AT  ER  AD  16 

IPSC  Rtcordtd  Mognttic  Topt  For  Information  Inttrchongo  (8(X)  Cpi,  Nnl,  With  Ansi* 
X3.22.1973)  Validaiad  Jun  83 

IPSC  Rtcordtd  Mognttic  Topt  Cortridgt  For  Information  Inttrchon^,  4  Trock, 
6.30MM  (0.25  In),  63  BPMM  (1600  8PI),  Phost  Encodtd  (With  ANSI 
X3.56.197  VoUdatad  Jan  86 

IPSC  Rtcordtd  Mognttic  Topt  For  Informotion  Inttrchongt,  6250  CpI  (246  Cpmm), 
Group  Codtd  Rtcording  Validatad  Jun  83 
IPSC  Rtcordtd  Mognttic  Topt  For  Informotlor  Inttrchongt  (1600  CpI,  Phost 
Encodtd)  (Ansi  X3.39.1973)  Validaltd  Jan  86 
IPSC  Rtclongulor  HoUt  In  Twtivt-row  Pucchtd  Cords  (Ansi  X3.21>1967}  Volidatad 
Jan  86 

IPSC  Simpit  Moil  Tronsftr  Protocol  REV-SC  CR  AD  OM  AS  SA  YD  MC  01  02  11  13 
17 

IPSC  Sixtttn*bit  Computer  Irstructlon  Stt  Architocturt  REV<4)2  99  90........ . 

IPSC  Softworo  Summory  For  Dtscribing  Computer  Progroms  And  Automottd  Doto 
Systems  Validated  Jan  86 

IPSC  Subsets  Of  Tht  Standard  Codt  For  Informotion  Inttrchongt  Volidotad  Jon  86,.., 
IPSC  Synchronous  High  Spttd  Doto  Slgnoling  Rotes  Between  Doto  Ttrminoi 

Equipment  &  Doto  Communicotions  Equipment  (With  ANSI  X3.36.1975) 
Validated  Jun  83 

IPSC  Synchronous  Signoling  Rotes  Between  Doto  Terminal  &  Doto  Communlcotlon 
Equipment  (With  ANSI  X3.1-1976)  Vafidatad  Jun  83 
IPSC  ToktHip  Reels  For  One.lnch  Ptrforottd  Tope  For  Informotion  Inttrchongt  (With 
Anti  X3.20-1967)  Validaltd  Jan  B6  ' 

IPSC  Topt  Cortrldge.  Unrecorded  Mognttic,  For  Informotion  Inttrchongt,  0.250  In. 

(6.30MM),  1600  BPI  (63  BPMM)  Phase  Encoded  .  27  Jun  77  Vofidottd  Jon 
86 

IPSC  Topt  For  Informotion  Inttrchongt,  Eleven.sixteenths  Inch  Ptrforottd  Paper  >  3 
Apr  67 

IPSC  Tope  For  Information  Interchange,  Inttrchongt  Rolls  Of  Ptrforottd  •  9  Dec  71 
VoUdafd  Jun  8}  REV-NM  SA  MC 

IPSC  Telnet  Protocol  REV-SC  CR  AO  AS  SA  YD  MC  OM  01  02  11  13  17 . 

*IPSC  Tronsmission  Control  Protocol  REV-11  13  17  99 . 

IPSC  Tronsmittoi  Form  For  DtKribIng  Computer  Mognttic  Tope  File  Validotod  Jon  86 
IPSC  Videotex/teletext  Presentation  Level  Protocol  Syntox  (North  Amtricon  PIPS) 
With  ANSI  X3.1 10-1983 

ISDA  A  Glossory  Of  Terms  Used  In  Sompling  Inspection  (Edition  No.  2}.(Rtl  To 
Other  Than  DOD  Act  Rtq  Pri  Appr  Of  CNM,  MAT  09B21,  Wosh,  D.c. 

20360) 

iSDA  A  Test  Method  For  .V.eftcd  .*cr  Mssi'j.'rnj  Aceustied  No*!*  (Rflfoje  To  Other 
Thon  Dod  Agencies  Require  Prior  Approvol  Of  Hq  .  Arcom  (Dreird) 
(ABCA.447) 

ISDA  ABCA  Armies  Fuze  Prodf  Proctices  For  Uhgulded  Tube  -lounchtd  Prolectiles 
(ABCA  626)  (Rl  To  Other  Thon  DOD  Act  Rtq  Pri  Appr  Of  CNM,  MAT 
09821,  Wosh,  D.c.  20360) 

ISDA  ABCA  Armies  Logistic  Hondbook  (ABCA) . . . . . . . . 

ISDA  ACCA  Table  Of  Medico!  Equlvolents  Of  Mtdicol  Mottriol  (Releost  To  Other 
Than  DOD  Activities  Requires  Prloropprovol  Of  HQ  DARCOM,  DRCIRD) 
(Asbeo  201)  (Edition  No.  2) 

ISDA  AFV  Rtcognition  Training  Pock  . . . . . . . . . . . . . 

ISDA  Abbreviations  For  Use  On  Drawings  (ABCA-229  W/omendments  1  And  2) . 

ISDA  Adopters  For  Gas  .Cylinder  Voivts  And  Reguloting  Equipment.............................. 


DOCUMENT 


NUMtER 

PREP 

DATE 

CUSTODIAN 

ANSI  X3.37.77 

02 

17  May 

77 

AD  02 

ANSI  X3.2.70 

02 

05  Oct 

70 

AD  OM  02 

FIPS-51 

02 

01  F.b 

78 

OM  02 

FIPS.7P 

02 

01  F.b 

81 

OM02 

FIPS-62 

02 

16  F.b 

79 

OM  02 

FIPS-98 

02 

01  Mar 

83 

AO  OM  02 

FIPS-84 

02 

01  May 

81 

OM  02 

FIPS-68 

02 

04  S.p 

80 

OM  02 

MIL-STD-1862K 

CR 

03  Jan 

83 

CR  10 

FIPS-23 

02 

15F.b 

73 

OM  02 

FIPS-26 

02 

30  Jun 

73 

OM  02 

FIPS-63-1 

02 

14  Apr 

83 

FIPS-97 

02 

04F.b 

83 

AD  OM  02 

FIPS-85 

02 

01  F.b 

81 

OM  02 

FIPS-89 

02 

04  S.p 

81 

OM  02 

FIPS-93 

02 

29  Jun 

82 

AD  OM  02 

FIPS-2 

02 

01  No. 

68 

OM  02 

MII-P-S3497A 

24 

07  Aug 

81 

24 

ANSI  Y14.26M-81 

AR 

15  Jan 

82 

AR  SH  02 

FIPS-3-1 

02 

30  Jun 

73 

OM  02 

FlPS-52 

02 

22  F.b 

78 

OM  02 

FIPS-50 

02 

31  Aug 

7/ 

OM  02 

FIPS-25 

02 

30  Jun 

73 

OM  02 

FIPS-13 

02 

01  Oct 

71 

OM  02 

Mll-STO-1781 

DC 

10  Moy 

84 

CR  OM  90 

DC 

MII-STO-1750A 

11 

26F.b 

88 

11 

FIPS-30 

02 

30  Jun 

74 

OM  02 

FIPS-15 

02 

01  Oct 

71 

OM  02 

FIPS-37 

02 

01  Jun 

75 

OM  02 

FIPS-22-1 

02 

01  S.p 

77 

OM  02 

FIPS-27 

02 

30  Jun 

73 

OM  02 

ANSI  X3.55-77 

02 

27  Oct 

77 

AD  OM  02 

ANSI  X3.19-67 

02 

03  Apr 

67 

AD  OM  02 

ANSI  X3.34-72 

02 

09  D.c 

71 

AD  OM  02 

MIL-STD-1782 

DC 

10  May 

84 

CR  OM  90 

DC 

MIL-STD-1778 

DC 

26  Oct 

83 

CR  90 

DM 

NOTICE  1 

FIPS-53 

02 

16  Dk 

77 

OM  02 

FIPS-121 

02 

06  May 

86 

AD  OM  02 

DC 

Q-STD-449 

AM 

25  F.b 

85 

Q-STD-447  (2) 

AM 

29  Oct 

80 

Q-STD-626 

AM 

21  Nov 

83 

Q-STD-5 

AM 

04  Mar 

83 

Q-STO-201 

AM 

26  Mor 

81 

Q-STO-409 

AM 

08  Nov 

76 

Q-STD-229  (3) 

AM 

14  Aug 

80 

Q-STD-398 

AM 

12  Nov 

79 

13 


FSC  LISTING 


DOCUMENT 


FSC 

TITLE 

NUMBER 

PREP 

DATE 

ISDA 

Adjuitmtnt  Of  Artillery  Fire  (Edition  4)  (Req  For  Issue  Other  Than  OOD  Must 

Be  Sent  Via  U.S.  Army  Security  Affairs  Command,  Attn:  AMSAC-MC/S, 

5001  Eisenaower  Ave,  Alexandrio  Vo  22333>0001 

NAT.STD.20n 

AM 

lOJun  87 

ISDA 

Adoption  Of  A  Standard  Cannon  Artillery  Firing  Table  Formot . . . 

NAT-STD-AllP  (2) 

AM 

26  May  80 

ISDA 

Adoption  Of  A  Stondord  Cannon  Artillery  Firing  Toble  Format  (Release  To 

Other  Than  DOD  Activities  Requires  Prior  Approve!  Of  HQ  DARCOM, 

DRCIRO)  Abco  220  (Edition  No.  2) 

Q.STD-220 

AM 

08  0tc  81 

ISDA 

Adoption  Of  A  Stondord  Artillery  Computer  Meteorological  Messoge  (Releose 

To  Other  Than  Ood  Agencies  Must  Be  Approved  By  Hq  Dorcom  (Drcird) 

Abeo  252 

Q.STD.252  (1) 

AM 

28  Apr  80 

ISDA 

Air  lounched  Weopons  Designed  For  Reddy  Use  Storage  (hll  Up  Round)  Rel  To 
Other  Than  Dod  Act  Require  Pr  Appr  Of  Cnm,  Mot  09B21«  Wosh.  D.c. 

20360) 

NAT-STD.3932  (2) 

06 

13  Oct  86 

ISDA 

Aircroft  Communicotions  Radio  Set,  AN/ARC0 14  Series . 

QSTD.399 

AM 

24Mor  76 

ISDA 

Aircroft  Communications  Rodio  Set,  AN/ARC*115 . . . . . 

Q-STD.400 

AM 

24  Mar  76 

ISDA 

Aircroft  CommunicoKons  Radio  Set,  AN/ARC*116 . . . . 

Q.STD.401 

AM 

24  Mar  76 

ISDA 

Aircroft  Generol  Purpose  Dispenser  M*130  (Ret  To  Other  Then  OOD  Act  Req 

Pr  Appr  Of  CNM,  MAT  09B21) 

Q.STD.701 

AM 

16  Mar  84 

ISDA 

Aircraft  Recognition  Training  (ABCA  699)  (Rel  To  Other  Than  DOD  Act  Req  Pri 
Appr  Of  CNM,  MAT  09B21,  WASH  D.c.  20360) 

Q.STD.699 

AM 

20  Jan  84 

ISDA 

Aircraft  Recognition  Tralni*i  (ABCA  699)  (Rel  To  Other  Thon  DOD  Act  Req  Pri 
Appr  Of  CNM,  MAT  09B2i,  Wash,  D.c.  20360 

Q.STD.469 

AM 

20  Jan  84 

iSDA 

Q-STD-665 

AM 

OSJun  81 

ISDA 

Alorm,  Chemicol  Agent,  Automotic,  Portoble,  M8  A  M6A1  With  Accessories 
(Edition  2) 

Q.STD.251 

AM 

31  May  84 

ISDA 

Allied  Explosive  Ordnance  Disposoi  Publication  AEODP*1  (Novy)  Edition  No.  1 
(Releose  To  Other  Thon  DOD  Agencies  Must  Be  Approved  By  Hq  Dorcom 
(DRCIRD) 

NAT.STD-28B4 

AM 

09  Apr  86 

ISDA 

Allied  Quolity  Assurar<e  Publications  >  Edition  No.  4 . 

NAT.STO-4108  (1) 

AM 

14  Aug  86 

ISDA 

Allied  Reliobility  &  Mointoinobility  Publications  (Edition  No.  1)  (Request  For 

Issue  Other  Thon  DOD  Must  Be  Sent  Via  U.s.  Army  Security  Affoirs  Office, 

Attni  AMSACMP/S,  5001  Eisenhower  Ave,  Alexandrio  ,  VA,  22333-0001) 

NAT.STD.4174 

AM 

23  May  86 

ISDA 

Ammunition  (Except  Ammunition  Of  A  Colibre  Below  20MM)  The  Noto  Code 

Of  Colours  For  The  Identification  Of  (Ed  4)  (Req  For  Issue  Othon  Dod  Must 

Be  Sent  Via  Hq  Dorcom)  Drcird 

NAT.STD.2321  (1) 

AM 

31  Dtc  74 

ISDA 

Ammunition  Morking  Of  (And  Its  Pockaging)  Of  A  Colibre  Below  20  Mm(req 

For  Issue  Other  loon  Dod  Must  Be  Sent  Vio  Us  Amc  Attn  Amc!p>oo>n,  5001 
Elsenhower  Ave,  Atexondrio^  Vo  2233-0001)  (Ed  3) 

NAT.STD.2316  (4) 

AM 

20  Apr  88 

ISDA 

Arto  Pradictor,  Rodlelogical  Folloul,  M$A2  (Abco  2B3)  (RtiMit  To  Othor  Than 

Do  D  Agonc!(>  Mull  Bt  Approvtd  B/  Hq  Dorcom,  Drcird) 

Q  STD.283  (4) 

AM 

31  Moy  83 

ISDA 

Arfilltry  Fir*  Control  Matrix  (Rol  To  Othtr  Thon  DOD  Act  Rtq  Pr  Appr  Of 

CNM,  MAT  09B21) 

Q.ST0.26  (1) 

AM 

30  Moy  84 

ISDA 

Artillery,  Toctleol  Tasks  &  Responsibilities  For  Control  Of  (Releose  To  Other 

Thon  DOD  Activities  Requires  Prior  Approvol  Of  HQ  OARCOM,  DRCIRD 
(ABCA  217)  (Edition  No.  2} 

Q.STD.217  (1) 

AM 

04Mor  83 

ISDA 

Atomic  Demolition  Munitions  (ADM)  Operotions  Order  (Edition  No.  2)  (Releose 

To  Other  Thon  DOD  Agencies  Must  Be  Approved  B  HQ  DARCOM  (DRCIRO) 

NAT.STD-2139 

AM 

14  Dk  B2 

ISDA 

Auxiliiory  Power  Unit  Connections  For  Start  Ng  Wheeled  Tronsport  Vehicles 
(Edition  1)(REL  To  Other  Than  DOD  Act  Req  Pn  Appr  Of  CNM,  MAT 

09B21,  Wosh,  D.c.  20360) 

NAT.STD.4074  (3) 

AM 

18  May  84 

ISDA 

Borge,  Deck  Cargo,  Nonpropelled,  Steel,  Sectionolized,  Nesting,  81-FOOT, 

Design  7001  (ABCA-47) 

Q.STD.47  (1) 

AM 

20  Dk  79 

ISDA 

Borr.1  (Tubt)  105MM  Took  Sun  1.7  A.1  (EDITION  2)  (R.I  To  Other  Than  DOD 

Act  R«)  Pri  Appr  Of  CNM.  MAT  09B21,  WASH,  D.c.  20340) 

Q.STD.86 

AM 

23  Jan  85 

ISDA 

Bosic  Militory  Hospitol  (Clinicol)  Records  (Edition  2)  (Req  Other  Thon  DOD  Ref 

To  US  AMC,  Attn:  AMCICP-AA-N,  5001  Eisenhower  Ave.,  Alexondrio,  Vo 
22333-0001) 

NAT.STD-2348  (2) 
DIST  STMT  C 

Al 

28F.b  89 

ISDA 

Bosic  Militory  Road  Traffic  Regulotions  (Release  To  Other  Thon  Dod  Agencies 

Must  Be  Approved  By  Hq  Dorcom  (DRCIRD)  (Abca  591) 

Q.STD.591 

AM 

06  Mar  81 

ISDA 

Bosic  Military  Rood  Troffie  Regulotions  (Edition  No.  4)  Release  To  Other  Than 

Dod  Agencies  Must  Be  Approved  By  Hq  Dc*  -  m  (Drcird) 

NAT.STD.2025  (7) 

AM 

31  Aug  82 

ISDA 

Bosic  Ronge  Of  Electro  Mechonicol  Pathology  Equipment  For  Use  in  The  Field 
(Releose  To  Other  Thon  DOD  Activities  Requires  Prior  Approvol  Of  HQ 
DARCOM,  DRCIRO) 

Q.STD.438 

AM 

16  Jan  81 

ISDA 

Bosic  Requirements  For  Electronic  Surveillonce  Of  Patients  In  The  Field  (Abco 

343 

Bosic  Voltoge  &  Current  Chorocteristics  Of  Electro  Medicol  Equipment  (Edition 

1) 

Bosic  Voltoge  And  Current  Chorocteristics  Of  Electro-medicol  Equipment  (Abco 
344} 

Q.ST0.343  (1) 

AM 

09  Aug  76 

ISDA 

NAT-STD-2905  (2) 

AM 

04  Jul  86 

ISDA 

Q.STD.344 

AM 

07  May  75 

ISDA 

Botteries,  Non  Rechorgeoble  . . . . . . . 

Q.STD.348  (1) 

AM 

18  Apr  84 

ISDA 

Botteries,  Non  Rechargeoble,(ithium  (Rel  To  Other  Thon  DOD  Act  Req  Pri  Appr 

Of  CNM,  MAT  09B21,  Wash  20360) 

Q.STD.481 

AM 

11  Jon  84 

ISDA 

Botteries,  Rechorgeoble,  leod  Acid,  Vented  (Release  To  Other  Thon  DOD 

Agencies  Must  Be  Approved  By  HQ  DARCOM  (DRCIRD)  (ABDA  347) 

Q.STD-347  (1) 

AM 

13  Mar  84 

ISDA 

Botteries,  Rechorgeoble,  Nickel  Codmium,  Seoled . . . . . . . . 

Q.STD.315  (3) 

AM 

l3  Mar  84 

ISDA 

Bottery  Chorgers  (Releose  To  Other  Thon  OOD  Activities  Requires  Prior 

Approvol  Of  Chief  Of  Novol  Moteriol  Dept  Of  Navy,  Mot  09B21,  Wosh, 

D.e  20360  (ABCA  684 

Q.STD.4B4  (1) 

AM 

25F*b  85 

ISDA 

Bottlefield  Illumination  (Edition  5) . . . . . . . . 

NAT.STD-306S  (1) 

AM 

25  May  83 

ISDA 

Bortlefie'd  IRuminotion  (Releose  To  Other  Thon  DOD  Activities  Requires  Prior 

Q.STD.1B2 

AM 

14  Nov  80 

Apprc  (Of  Of  HQ  OARCOM,  DRCIRO)  (ABCA  1S2)  (Edition  No.  2) 
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ISDA 

Sottlefield  Spectrum  Management  UHF  (22S-4(X)  Mhi  Bondi  (ABCA  718)  (Rel 

To  Other  Than  DOD  Act  Req  Pri  Appr  Of  CNM,  MAT  09B21,  WASH,  O.c. 
20360) 

Q.STO-718 

AM 

22  Apr 

85 

ISDA 

BoHltfitld  Sptctrum  Monagtmtnt  Tocticol  Rodio  R«loy  &  Tropotph«Hc  Scotter 
Systtmi  (Rtl  To  Othtr  Thon  DOD  Act  Rtq  Pri  Appr  Of  CNMp  MAT  09B21, 
WASH,  D  C20360) 

Q-STD719 

AM 

25  F,b 

85 

ISDA 

BotHtfitld  Sptctrum  Monogtmtrtt'rodor,  Poiition  NovigoHon,  Tocticol  Stnior 
Syittms  &  Multifunction  Informotlon  Distribution  Systtms  (Rtl  To  Othtr  Than 
DOD  Act  Rtq  Pri  Appr  Of  CNM,  MAT  09B21,  Nosh,  O.c.  20360} 

Q.STO-721 

AM 

22  Fob 

85 

ISDA 

Botfltfitld  Sptctrum  Monogtmtnt  HF  (1.5'30  MHZ  Bond)  Rtitost  To  Other 

Than  DOD  Act  Rtq  Pr  Appr  Of  CNM,  MAT  09621,  Wash,  D.c.  20360 

Q.STD.715 

AM 

15  Apr 

85 

ISDA 

Boot,  Bridgt  Ertction,  Inboord  Englnt,  Aluminum,  37  Ft.  (ABCA>141)  VoUdottd 

Dec  75 

Q-STD-141 

AM 

23  Jon 

64 

ISDA 

Bombing,  SHtlling,  Mortaring  And  locotlon  Rtports  . . 

Q.STD-503 

AM 

28  Sep 

79 

ISDA 

Bombing,  Shtlling,  Rocktting,  Mortaring  And  Location  Rtports  (Edition  6).......... 

NAT-STD-2008  (4) 

AM 

13  May 

88 

ISDA 

Bortscopts  Ml  &  M3  (Edition  No.  2)  (Rtl  To  Othtr  Thon  DOD  Act  Rtq  Pri 

Appr  Of  CNM,  MAT  09B21,  WASH,  D.c.  20360 

Q-STD-148 

AM 

18  Dec 

84 

ISDA 

Braking  Systtms  Bttwttn  Towing  And  Towed  Units  Of  Equipment  Combinotioni 

For  Militory  Ust  (Abco  310) 

Q  STO-310  (1) 

AM 

30  Oct 

74 

ISDA 

8rokif.g  Systtms  Between  Troctor,  Drew  Bor  Troiler  &  Stmi*troiltr  Equipment 
Combinotions  For  Military  Ust  (Edition  No.  3) 

NAT-ST0.2604  (1) 

AM 

27  Nov 

86 

ISDA 

Bridgt  Ctossificot'on  Markings  (Release  To  Othtr  Than  Dod  Aotneits  Must  Be 
Approved  By  Hq  Darcom  (Drcird)  (Abco  504) 

Q-GTD-504  (1) 

AM 

12  Aug 

80 

ISDA 

Cobles,  Cooxiol  And  Twin  Conductor,  For  Radio  Frequency  (ABCA*203 

Validate  Dec  75 

QSTD-203 

AM 

12  Jon 

68 

ISDA 

Calculator  Set,  Rodioc  And  Nuclear  Yield,  ABC*M28A1  (Edition  No.  2) 

(ABCA‘207)  (Release  To  Other  Ihon  Dod  Agencies  Must  Be  Approved  By  ?lq 
Darcom,  Drcird) 

Q.STD-207  (6) 

AM 

31  Moy 

83 

ISDA 

Colibralion  Of  Ultroionic  Tett  Equipment  With  Slondord  Test  Blockifrel  To 

Other  Than  DOD  Act  Req  Pri  Appr  Of  CNM,  MAT  09B21,  WASH.  D.c. 

20360) 

Q-STD-724 

AM 

12  Jul 

83 

ISDA 

Coll  For  Destruction,  Smoke,  llluminotion  And  Danger  Close  Missions  (Releose 

To  Other  Than  Dod  Agencies  Must  Be  Approved  By  Kq  Dorcom  (Drcird) 

NAT-STD-2875 

AM 

27  Nov 

81 

ISDA 

Coll  For  Fire  Procedures  (Issue  Controlled-releose  To  Other  DOD  Agencies  Must 

Be  Approved  By  Hq  Dorcom  (Drcird)  Edition  No.  1 

NAT.STD-2144  (3) 

AM 

14  Oct 

77 

ISDA 

Coll  For  Fire  Procedure  (Ed.  1 . . . . 

NAT.STD-2962 

AM 

14  Moy 

87 

ISDA 

Coll  For  Fire  Procedures  (Release  To  Other  Thon  DOD  Activities  Requires  Prior 
Approval  Of  HQ  DARCOM,  DRCIRD)  (Edition  No.  2)  (ABCA  225) 

Q  STD.225  (1) 

AM 

16  Dec 

82 

ISDA 

Comoufloge  Of  The  Geneva  Emblem  On  Medical  Focilities  On  lond  (Edition  1) 

(Rel  To  Other  Than  Dod  Act  Req  Pr  Approvol  Of  CNM,  Dtp!  Oth  Navy,  Not 
09B21,  Wosh,  O.C.  20360) 

NAT.STD-2931 

AM 

18  Oct 

84 

ISDA 

Camouflage  Requirements  For  Tents  And  Cdnvos  Shelters . . . . . . 

NAT-STO-2882 

AM 

15  Sep 

78 

ISDA 

Comoufingo  Stondordi  (Rol  To  Othor  Thon  DOD  Act  Roq  Pr  Appr  Of  CNM, 

MAT  09B21,  Woth  D.c.  20360  (ABCA  213  (Edition  No.  2 

Q-STD-213 

AM 

08  Moy 

85 

ISDA 

Carrier,  (Us),  Field  Protective  Mosk,  Abe  M13A1  (Co)  Corrier,  NBCW 

Protective  Mosk,  M14  (C1A1)  Release  To  Other  Than  Dod  Agencies  Must  Be 
Approved  By  Hq  Darcom  (Drcird) 

Q-STD-216  (4) 

AM 

21  Nov 

78 

ISDA 

Corrier,  Personnel,  Full  Trocked,  Armored,  M113A1/2  &  Corrier,  Commend 

Q4TD-151 

AM 

12  Mor 

82 

Post,  Light  Tracked,  M577A1/2  (Release  To  Other  Than  000  Activities 
Requires  Prior  Approval  Of  OARCOM,  ORCOE-1)  (Edition  No.  2)  (AtCA 
151) 


ISDA 

Certification  Of  Industriol  Ultrosonic  Testing  Personnel  (ABCA<335)  . . 

Q  STD-335  (1) 

AM 

26  Aug 

80 

ISDA 

Certificotion  Of  Magnetic  Porticle  Inspection  Personnel  (Release  To  Other  Thon 
DOD  Activities  Requiries  Prior  Approvol  Of  DARCOM,  DRC0E*U)  (Abed 

612) 

Certification  Of  Radiographic  Testing  Personnel  (Release  To  Other  Thon  Dod 
Agencies  Must  Be  Approver  By  Hq  Dorcom  (Drcird))  Abco  274 

Q.STD-612 

AM 

10F.b 

82 

ISDA 

QSTD-274 

AM 

27  Mor 

81 

ISDA 

Characteristics  Of  Demolition  Accessories  To  Determine  Their. Operotionol 
Interchongeobility  (Releose  To  Other  Than  Dod  Agencies  Must  Be  Approved 

By  Hq  Darcom  (Drcird)  Abco  301 

Q.STD.301 

AM 

05  Mor 

79 

ISDA 

Chorocteristics  Of  28V  Dc  Electrical  Systems  In  Militory  Vehicles  (A8CA'>307) .... 

Q  STD-307  (2) 

AM 

01  Dec 

82 

ISDA 

Charocltritlics  Of  Hydrog.n  Gcntrollng  Equlpm<nt  (Edition  No.  1)  (Rol  To 

Othtr  Than  DOD  Act  Rtq  Pr  Appr  Of  CNM,  MAT  09B21,  Wosh,  D.c. 

20360) 

NAT-STD-4168  (1) 

AM 

02  Sep 

85 

ISDA 

Chorocteristics  Of  Demolition  Accessories  To  Determine  Their  Operotionol 
Interchongeobility  (With  Amendment  1  And  2)  (Releose  To  Other  Thon  Dod 
Agencies  Must  Be  Approved  By  Hq  Dorcom  (Drcird) 

NAT-STD-2818  (8) 

AM 

20  Dec 

79 

ISDA 

Chorgtr  For  NATO  7.62  MM  Ammunition  (Sostd  On  NATO  STANAG  2318) 
(Edition  2)  (A8CA  125)  Rtitoit  To  Othtrthon  DOD  Agtncits  Mutt  8t 

Approvtd  8y  HO  DARCOM  (DRCIRD) 

Q  STD-125  (1) 

AM 

13  Jon 

84 

ISDA 

Chorger  For  Noto  7.62MM  Ammunition  (Edition  No.  2)... . . . . . . . 

NAT-STO-2318 

12  Feb 

70 

I.SDA 

Chemical  Environmental  Contomlnonts  Affecting  The  Design  Of  Militory  Moteriel 
(ABCA  362)  (Rel  To  Other  Than  DOD  Act  Req  Pri  Appr  Of  CNM,  MAT 

09B21,  Wosh,  O.C.  20360) 

Q-STD.362  (1) 

AM 

22  Sep 

83 

ISDA 

Classes  Of  Supply  Of  NATO  Lend  Forces  (Kel  To  Other  Thon  DOD  Act  Req  Pri 
Appr  Of  CNM,  MAT  09B21,  WASH,  O.c.  20360) 

NAT-STD-296) 

AM 

11  Dec 

84 

ISDA 

Clossificotion  &  Dssignotion  Of  Flat  Wagons  Suitoble  For  Tronsporting  Militory 
Equipment  (Ed.  3)  (Req  For  Issue  Must  Be  Sent  Via  U.S.  Army  Security 

Affoirs  Office,  Attni  AMSAC*MC,  5001  Eisenhower  Ave;  Alexondrio,  Vo. 
22333-0001 

NAT-STD-2175  (1) 

AM 

06  Nov 

86 

ISDA 

Climatic  Environmental  Conditions  Affecting  The  Design  Of  MoteHol  For  Use  By 
Noto  Pother  Thon  Dod  Agencies  Requires  Approvol  Of  Orces  Operoting  n  A 

NAT.STD-283) 

AM 

28  Apr 

77 

Ground  Role  (Releosc  To 
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ISDA 

Clitnolic  Environmtntol  Conditions  AHecting  The  Design  Of  Military  Moteriei 
(Abco  360} 

Q.STD-360 

AM 

16  Oct 

79 

ISDA 

Closed  Circuit  Refueling  (Rel  To  Other  Thon  DOD  Act  R^q  Pri  Appr  Of  CNM« 

MAT  09B2U  WASH,  D.c.  20360) 

Q.STD-461 

AM 

26  Apr 

84 

ISDA 

Codification  Of  Equipment  •  Uniform  System  Of  Supply  Classification  (Bosed 

On  NATO  STANAG  3150)  (Release  To  Other  Than  DOD  Agencies  Must  Be 
Approved  By  HQ  DARCOM  (ORCIRD)  (Abco  680) 

Q.STD.d80 

AM 

08  Jun 

81 

ISDA 

Codificotion  Of  Items  Of  Supply  •  Uniform  System  Of  Data  Acquisition  (Edition 

No.  1) 

NAT-STD-4177 

AM 

18  Feb 

86 

ISDA 

Codificotion  Of  Equipment  •  Uniform  System  Of  Item  Identification  (Based  On 
NATO  STANAG  3151)  (Release  To  Other  Thon  DOD  Agencies  Must  Be 
Approved  By  HQ  DARCOM  (DRCIRO)  (ABCA  642} 

QSTD.642 

AM 

06  Jun 

81 

ISDA 

Color  Code  &  Morkings  For  Ammunition  &  Its  Packaging  (Release  To  Other 

Thon  Ood  Activities  Must  Be  Approved  By  Hq  Dorcom  (Orclrd) 

Q.STD-4SI 

AM 

06  Mar 

81 

ISDA 

Color  Of  Indicating  Smoke  For  Proctice  Land  Mines  And  Lend  Mine  Simulators 
(ABCA-257) 

Q.STD-257  (I) 

AM 

04  Dec 

74 

ISDA 

Command  And  Control  Of  Infontry  Battolion  Antlormor  Weapons  (Releose  To 

Other  Thon  Dod  Agencies  Must  Be  Approved  By  Hq  Dorcom  (Orclrd)  (Abco 

567) 

Q.STD-i47 

AM 

24  Mar 

80 

ISDA 

Commanders  Guide  On  Nucleor  Rodlotlon  Exposure  Of  Groups  (Edition  No.  5) 

(  Req  For  Issue  Must  Be  Sent  VIo  U.s.  Army  Security  Affoirs  Office,  Attn: 
AMSAC>MP/S,  5(X31  Eisenhower  Ave.,  Alexondria,  VA  22333>0CX)1 

NAT.STD-2083 

AM 

19  Sep 

86 

ISDA 

Common  Electrical  Definitions  A  Terms  Electrlco'  Power  Supplies  (Releose  To 

Other  Than  OOD  Agencies  Must  Be  Approvec  .y  HQ  DARCOM  (DRCIRO) 

(Abco  562) 

Q.STD-582  (1) 

AM 

18  Moy 

84 

ISDA 

Communication  And  Navlgotlonol  Facilities  For  Multlnotiortol  Airmobile 

Operations  (Edition  1)  (Rel  To  Other  Thon  Ood  Act  Req  Pr  Approvot  Of 

CNM  Dept  Of  The  Novy,  Not  09B21,  Wash,  Dc  20360)  ABCA 

Q.STD.638 

AM 

os  Oct 

84 

ISDA 

Communications  Equipment  Hove  Quick  Uhf  Secure  &  Jam  Resistant  (Ed  2). . 

NAT.STD-4246  (1) 

12  Apr 

88 

ISDA 

Comporotive  Formation/unit  Designotlons  (Edition  1)  (Req  Other  Than  DOD 

Ref  To  US  AMC,  Attn:  AMClCP*AA<N,  5001  Elsenhower  Ave.,  Alexandno,  Vo 
22333-0001) 

NAT-STO-2356  (6) 
DIST  STMT  C 

At 

14  Oct 

88 

ISDA 

Computation  Of  Bridge,  Rnft  And  Vehicle  Classificotlon  (Edition  No.  3)  (With 
Amendment  1)  Releose  To  Other  Than  Dod  Agencies  Mustbe  Approved  By 

Hq  Dorcon  (Orclrd) 

NAT-STD-2021  (5) 

AM 

25  Jan 

82 

ISDA 

Concept  Of  Operations  Of  Medical  Support  In  Nuclear,  Biological  A  Chemical 
Environments  ‘omedP^fA)  (Edition  No.  2) 

NAT-STD-2873 

AM 

31  Aug 

82 

ISDA 

Conditioned  Oephose  Modulation  (AB(^  639)  (Rel  To  Other  Than  DOD  Act  Pri 
Appr  Of  CNM,  MAT  09021,  WASH,  D.c.  20360) 

Q  ST0.639  (1) 

AM 

01  Feb 

84 

ISDA 

Connectors  For  Multi-pair  Field  Telephone  Cobles  (ABCA-228)  (Edition  2).......... 

Q-STD-228 

AM 

30  Nov 

82 

ISDA 

Contaminated  Or  Dangerous  Lond  Areas,  Complete  Equipments,  Supplies  A 

Stores,  Worning  Signs  For  The  Morking  OffoBCA  Edition  2)  (Bosed  On 

NATO  Stag  2002) 

Q-STD-501 

AM 

11  May 

82 

ISDA 

Control  A  Evoluotlon  Of  Exposure  Of  Personnel  To  Rodio  Frequency  Rodlotlon 
(Release  To  Other  Thon  DOD  Agencies  Must  Hove  Prior  Approval  From  Hq 
Dorcom  (Orclrd) 

NAT-STD-2345  (6) 

AM 

25  Jun 

86 

ISDA 

Control  A  Return  Of  Stragglers  (Edition  5)  Req  For  issue  Other  Than  OOD 

Must  Be  Sent  Via  U.S.  Army  Security  Affairs  Command,  Attn: 

AMSAC'MC/S,  5(X)1  Eisenhower  Ave,  Alexandria  Va  22333-<)00l 

NAT-STD.2067 

AM 

10  Jun 

87 

ISDA 

Criterio  For  A  Noto  Combat  Helmet  (Releose  To  Other  Thon  Dod  Agencies 

Must  Be  Approved  By  Hq  Dorcom  (Drcird) 

NAT.STD-2902  (1) 

AM 

28  Apr 

81 

ISDA 

Cross  Servicing  Of  Helicopters  Engoged  In  lond  Operotlor,*  (Rel  To  Other  Thon 
DOD  Act  Req  Pri  Appr  Of  CNM,  MAT  09B21,  WASH.  L/.c.  20360) 

Q.STD.645  (1) 

AM 

24  Oct 

83 

ISDA 

Data  Information,  Principles  For  The  Automated  Transfer  Of,  Between  Tactical 
Commond  A  Control  Systems  (Releose  To  Other  Thon  OOD  Activities 

Requires  Prior  Approvol  Of  DARCOM,  ORCDE-1  (ABCA  675) 

Q-STD.67J 

AM 

10  Feb 

82 

ISDA 

Data  Transmission  Codes  (Releose  To  Other  Thon  OOD  Activities  Requires  Prior 
Approvol  Of  DARCOM)  ABCA  432 

Q  STD-432  (1) 

AM 

04  Aug 

83 

ISDA 

Decontominoting  Kit,  (Us)  Skin,  M256  (Uk)  Decontaminating  Kit,  Personol 
(Dqkp).(Ca)  Mitt,  Decontominoting,  Cn  Agent  (Release  To  Other  Thon  Dod 
Agencies  Must  Be  Approved  By  Hq  Dorcom  (Drcird) 

QST0.482 

AM 

12  Mor 

79 

ISDA 

Decontominoting  Apporotus,  Portoble,  1*1/2  Quort  With  Decontominotion 

Agents  (ABCA*235}  (Release  To  Other  Thon  Dod  Activities  Requires  Prior 
Approvol  Of  Hq  Dorcom,  Drcird) 

Q  STD.235  (1) 

AM 

z 

0 

< 

78 

ISDA 

Decontominotion  Apparatus,  Power  Driven,  Skid  Mounted,  Mufti  Purpose, 
Nonintegrol,  500  Gollon,  M12A1  (Release  To  Other  Thon  Dod  Agencies 

Requires  Prior  Approvol  Of  Hq  Dorcom,  Drcird) 

Q  STO-223  (2) 

AM 

22  Nov 

78 

ISDA 

Definition  Of  Pressures  For  Use  In  The  Design  And  Proof  Of  Guns  And 
Ammunition  (ABCA-309) 

QSTD-309 

AM 

12  Apr 

73 

ISDA 

Definition  Of  Weight  Of  A  Stondord  Monpock  Rodio  Station  (ABCA-209) . . 

Q  STD-209  (1) 

AM 

06  Oct 

81 

ISDA 

0«niol  Of  Mllitory  Equipmtnt  &  Supplies  To  An  Enemy  (Edition  i)  (Req  Other 
Thon  DOD  Ref  To  U5  AMC,  Attn:  AMCICP-AA-N,  iOOl  Eisenhower  Ave., 
Aleiondrio,  Vo  32333.<XX)I) 

NAT.STD.2n3  (2) 
DIST  STMT  C 

Al 

11  Oct 

88 

ISDA 

Describing  Physicol  Chorocleristics  Of  STANO  Equipment  (ABCA  413) . 

Q  STD.413  (2) 

AM 

01  Jun 

77 

ISDA 

Design  Criteria  For  Croshworthiness  (light  Fixed  Wing  &  Rotary  Wing  Aircroft) 
A^a  458  (Releose  To  Other  Thon  Dod  Activities  Requires  Prior  Approvol  Of 
Hq.r  Dorcom,  ORCIRD) 

Q.STD.458 

AM 

21  Dec 

79 

ISDA 

Oesignotion  Of  Armor  Thickness  And  Obliquity  (ABCA>16),  Edition  Noe  2...e...... 

Q.STD-16 

AM 

15  Dec 

75 

ISDA 

Detector  Kits,  Chemicol  Agent  (Rel  To  Other  Thon  OOD  Req  Pri  Appr  Of 

CNM,  MAT  09B21,  Wosh,  D.c.  20360) 

QSTD.d06 

AM 

03  Apr 

85 

ISDA 

Digitol  Terron  Elevolton  Dote  Exchonge  (Geogrophic  Format)  (Ed  2)  ...........e...... 

NAT.STD.3e09 

06 

07  Jul 

87 

ISDA 

Direction  Finder  Set,  AN/ARN-89. . . . . . . . . 

Q.STD-313 

AM 

05  Dec 

74 
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ISDA 

Disperstr,  Riot  Control  Agent,  Portoble,  3  Goltoii,  M33AI  And  Service  Kit, 
Portable,  Riot  Control  Agent  Disperser,  M254  (Releose  To  Other  Than  Ood 
Agencies  Requires  Prior  Approvol  Of  Hq  Dorcom,  Drcird) 

Q-STD.317  (3) 

AM 

t4F.b 

85 

ISDA 

Documentotion  Relotive  To  Medical  Evocutotion,  Treotment  And  Couse  Of 

Death  Of  Patients,  Releose  To  Other  Than  Dod  Agencies  Must  Be  Approved 

By  Hq  Dorcom  (Drcird) 

CJ-STD.470.(2) 

AM 

01  Jun 

84 

ISDA 

Documentation  Relative  To  Medical  Evacuation,  Treatment  And  Cause  Of  Deoth 

Of  Patients  (Edition  No.  2)  Release  To  Other  Thon  Dod  AgerKies  Must  Be 
Approved  By  Hq  Dorcom  (Drcird) 

NAT-STD.2132  (2) 

AM 

17  Nov 

78 

ISDA 

Drill  Rods  And  Bits  For  Hond*held  Air>driven  Rock  Drills  (ABCA-84),  With 

Amend.  No  1  Validated  Dec  75 

Q.STD.84 

AM 

16  Nov 

59 

ISDA 

Dynomic  Firing  Techniques  To  Determine  Bollostic  Data  For  Connon  Artillery 

Firing  Tobies  &  Associated  Fire  Control  Equipment  (Ed  N0.1)  (Rel  To  Other 

Thon  DOD  Act  Req  Pri  Appr  Of  CNM.  MAT  09B21,  WASH,  O.c.  20360) 

NAT-STD.4144  (1) 

AM 

18  Mar 

85 

ISDA 

Electric  Power  Conditioners.generol  Purpose  (Rel  To  Other  Thon  DOD  Act  Reg 

Pr  Appr  Of  CNM,  MAT  09B21) 

NAT-STD.683 

AM 

05  Jon 

84 

ISDA 

Electricol  Chorocteristics  Of  Rototing  Afternoting  Current  Generoting  Sets . 

NAT-STD.4135  (1) 

AM 

13  Jun 

77 

ISDA 

Electricol  Chorocteristics  Of  Rotating  28  Volt  D.c.  Generoting  Sets  For  Field 

Army  Use  (ABCA-298) 

Q.STD.298  (1) 

AM 

02  F.b 

84 

ISDA 

Electrical  Chorocteristics  Of  Digitol  Interface  Circuits  (Releose  To  Other  Thon 

Dod  Agencies  Must  Be  Approved  By  HQ  DARCOM  (DRCIRD)  (ABCA  594) 

Q.STD.594 

AM 

2S  Mar 

81 

ISDA 

Electricol  Chorocteristics  Of  Rototing  Alternating  Current  Generoting  Sets  For 

Field  Army  Use  (Release  To  Other  Thon  Dod  Agencies  Requires  Prior 

Approvol  Of  Hq  Dorcom  (Drcird)  (ABCA«299) 

Q.STD.299  (1) 

AM 

02  F.b 

84 

ISDA 

Emergency  Alarm.  0(  Hoiord  Or  Atloek  (NBC  &  Air  Atlotk  Only)  (Edition  No. 

6)  (R«l  To  Olh.r  Th...i  DOD  R.q  Pri  Appr  Of  CNM,  MAT  09B21,  WASH, 

D.C.  20360) 

NAT.ST0.2047  (1) 

AM 

09  Apr 

86 

ISDA 

Emergency  War  Burial  Procedures  (Edition  3)  (Req  Other  Thon  DOD  Ref  To  US 
AMC,  Attm  AhtCICP‘AA*N,  5001  Eisenhower  Ave.,  Alexondrio,  Vo., 

22333.0(XI1) 

NAT.STD.2070  (2) 
DIST  STMT  C 

AM 

16  Jun 

87 

ISDA 

Emergency  War  Burial  Procedures  (Release  To  Other  Than  Ood  Activities 

Requires  Prior  Approvol  Of  Hq  Dorcom,  Drcird)(obco  655) 

Q.STD-655  (1) 

AM 

02  Moy 

83 

ISDA 

Emergency  War  Surgery  (Ed.  4)  (Req  For  Issuemust  Be  Sent  Via  U.S.  Army 

Security  Affairs  Office,  Attn:  AMSAC‘MC/S,  5001  Elsenhower  Ave,, 

Axexondrio,  Va.  22333-001) 

NAT-STD.2068  (1) 

AM 

28  Oct 

86 

ISDA 

Emergency  War  Surgery  (ABCA-322) . . . 

Q.STD-322 

AM 

19  Nov 

73 

ISDA 

Emploning  And  Deploning  At  The  High  Hover  (Releose  To  Other  Thon  Dod 
Agencies  Must  Be  Approved  By  Hq  Dorcom  (Drcird)  (Abco  570) 

Q.STD-570 

AM 

24  Mor 

80 

ISDA 

Emplaning  And  Deploning  At  The  High  Hover  (Edition  No.  2)  R^eose  To  Other 
Thon  Ood  Agencies  Must  Be  Approved  By  Dorcom  (Drcird) 

NAT-STD-3630 

AM 

18  Jon 

78 

ISDA 

Employment  Of  Atomic  Demolition  Munitions  (Adm),  (Edition  No.  1),  (Issue 
Controlled'requests  By  Other  Thon  U.s.  Govt  Agencies  Must  Be  Approved  By 
Dept  Of  The  Army) 

NAT.ST6-2130  (3) 

AM 

22  Mor 

76 

ISDA 

Engine  Heolth  Monitoring  For  Army  Aircroft,  Monuol  (ABCA)  (Releose  To  Other 
Thon  DOD  Requires  Prior  Approvol  Of  HQ  DARCOM  DRCIRD 

QAP-STD-9  (1) 

AM 

31  Jon 

84 

ISDA 

Equotion  Of  Medical  Focilities  In  The  Field  (Abco  423) . . . . . . 

Q.STD.423  (4) 

AM 

01  Jun 

84 

ISDA 

Equipment  For  Receipt  And  Delivery  Of  liquid  Fuels  (ABCA*240) . . . 

Q.STD-240 

AM 

14  Dk 

73 

ISDA 

Essentiol  Chorocteristics  Of  Electro-surgicol  Apporotus  (ABCA  4^) .................... 

Q.STD-440 

AM 

20  Aug 

79 

ISDA 

Essential  Chorocteristics  Of  High  Pressure  Steam  Sterilizers  (Abco  345) . . 

Q.STD.345  0) 

AM 

20  Jun 

84 

ISDA 

Essential  Chorocteristics  Of  Field  X-roy  System . .  . . . . 

Q.STD.441 

AM 

20  Jul 

79 

ISDA 

Essential  Chorocteristics  Of  Electro  Surgicol  Apporotus  (Edition  No.  T)  (ReUTo 
Other  Thon  DOD  Act  Req  Pri  Apr  Of  CNM,  Mat  09B21,  Wash,d.c.  20360} 

NAT-STD.2979  (2) 

AM 

13  Jun 

86 

ISDA 

Essential  Chorocteristics  Of  Mobile  &  Portoble  Respirotor/ventilotors  (Releose 

To  Other  Than  DOD  Activities  Requires  Prior  Approval  Of  HQ  DARCOM, 
DRCIRD)  (ABCA  42) 

Q.STD.442  (1) 

AM 

08  Nov 

82 

ISDA 

Essentiol  Choroclerislies  Oi  M.chomcol  lung  V.ntilators  (ABCA-d,4)  (Rel  To 

Other  Than  DOD  Act  Req  Pri  Appr  Of  CNM,  MAT  09B21,  WASH,  D.c. 

20360) 

QSTD.444 

AM 

22  Apr 

85 

ISDA 

Essential  Choristicsi  !)f  Surgicol  Instruments  (Abco  622) . . . . . 

Q-STD.622 

AM 

09  Aug 

79 

ISDA 

Essentiol  Performonce  v.haracteristics  Of  Field  Surgical  Lights  (Edition  1) . . 

NAT.STD-297B  (1) 

AM 

13  Jun 

86 

ISDA 

Essential  Performonce  Characteristics  Of  Field  Surgical  Lights  (ABCA'433) . . 

Q  STD-433  (1) 

AM 

01  Jun 

84 

ISDA 

Essentiol  Physicol  Requirements  &  Performonce  Chorocteristics  Of  Field  Type 

High  Pressure  Steam  Sterilizers  (Rel  To  Other  Than  DOD  Act  Req  Pri  Apr  Of 
CNM,  MAT  09B21,  Wasn.  D.c.  20360)  (Ed.  No.  2) 

NAT.STD.2906  (2) 

AM 

29  Apr 

88 

ISDA 

Establishing  Liaison  (Edition  6)  (Req  Other  Thon  DOD  Ref  To  US,  AMC,  Attn, 
AMCICP-AA-N,  5001  Eisenhower  Ave.,  Alexondrio,  Vo  223333-0001) 

NAT-STD.2101  (1) 
DIST  STMT  C 

AM 

22  Jun 

87 

ISDA 

Evoluotion  &  Control  Of  Loser  Hazords  (Edition  N0.4) . . . . 

NAT-STDJ606 

AM 

10  Feb 

83 

ISDA 

Evaluation  &  Control  Of  loMr  Haxordi  (Botedon  NATO  Stonog  3606)  (Rel  To 
Other  Than  OOD  Act  Req  Pr!  Apr  Of  CNM,  MAT  09B2I,  WASH,  O.c. 

20360J 

Q-STD.556  (2) 

AM 

16  Moy 

84 

ISDA 

Evoluotion  Of  lond  Mops  (Rele.ise  To  Other  Than  OOD  Agengies  Must  Be 

Appr  By  HQ  DARCOM  (DRCIRD)  (Edition  4) 

NAT.STb-2215  (1) 

AM 

25  Jun 

85 

ISDA 

Evoluotioii  Of  Nbc  Defence  Copobility  (Edition  2),  Issue  Controlled^releose  To 
Other  Than  Ood  Agencies  Must  Be  Approved  By  Hq  DQrcom(drclrd} 

NAT-STD-2353  (3) 

AM 

26  Jun 

80 

ISDA 

Explosive  Ordnonce  Reconnolssonce/explosive  Ordnonce  Oisposol  (Eor/eod) 

Edition  Nc.  1  (Issue-controlled-releose  To  Other  Than  Ood  Agencies  Must  Be 
Approved  By  Hq  Dorcom)drcird( 

NAT-STD-2143  (5) 

AM 

30  May 

79 

ISDA 

Family  Of  Aerial  Vehicle!  Far  land  Farces  Up  To  The  Year  2000  (Edition  No. 

2)  (Rel  Tu  Other  Than  DOD  Act  Req  Pri  Apr  Of  CNM,  MAT  09B21.  WASH, 
D.c.  20360) 

Q.STD.276 

AM 

25  F.b 

85 

ISDA 

Fifth  Wheel  Attachments  (ABCA-2S4) . . . . . . . . . . 

O.STD.284 

AM 

24  Mor 

72 

ISDA 

Fitter  Unit,  Gas  Porticulote,  Ged  Or  Emd,  200  Cfm,  Abco  M6A1  (With 

Q-STD.296  (3) 

AM 

03  Jun 

80 

Amendments  1  And  2)  Abea  296 
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ISDA 

Filter  Unit,  Gos  Particulate^  Hospitolp  Six  Man,  12  Cim,  M7A1  Release  To 

Other  Thon  Dod  Agencies  Must  Be  Approved  By  Hq  Darcom  (Drcird) 

Q.STD.218  (2) 

AM 

22  Nov 

78 

tSDA 

Filter,  Gui  Particulate,  Cfm  S,  600,  ABCt4,  1200,  ABC-MIS,  2500,  ABC.M16, 
5C00,  ABC.M17,  600,  ABCM14A1,  1200,  ABC.M15A1,  2500,  ABC-M16AI, 

5000,  ABC.M17A1  (ABCA.2U) 

Q.STD.216  (5) 

AM 

06  Jun 

80 

ISDA 

Financial  Arrangements  In  Support  Of  Operations  (Up  To  The  Yeor  2<X)0)  (Rei 

To  Other  Then  DOD  Act  Req  Pr  Appr  Of  CNM,  Mot  09821) 

O.STD.7  (1) 

AM 

17  Sep 

84 

ISDA 

Fire  Coordinction  In  Support  Of  lend  Forces  (Edition  No.  3}  Releose  To  Other 
Thon  Dod  Agencies  Must  Be  Approved  By  Hq  Oorcom  (Drcird) 

NAT.STO-2099  (4) 

AM 

15  Jun 

78 

ISDA 

First  Aid  &  H/giene  Troining  In  NBC  Operations  (Edition  2)  (Req  Other  Thon 

DOD  Ref  To  J5  AMC,  Attn;  AMClCP-AA*N,  5001  Eisenhower  Ave., 

Aiexondrio.  Va  22333-0001) 

NAT-STD-2358  (6) 
OIST  STMT  C 

At 

03  Mor 

89 

ISDA 

First-Old  Kits  8  Emergency  Medico!  Core  Kits  (Ed:tion  5)  (Rel  To  Other  Thon 

Dod  Act  Req  Pri  Apr  Of  Cnm,  Nat  09-621,  Wash,  Dc  20360) 

NAT-STD-2126  (2) 

AM 

06  Jun 

B6 

ISDA 

Firs*~oid  Moteriol  For  Chemicol  Injuries  (Edition  1)  (Rel  To  Other  Thon  DOD 

Act  Req  Pr  Appr  Of  CNM,  .MAT  09B21,  Wash,  D.c.  20360 

NAT-STD-2871  (3) 
NATOSTANAG 

AM 

2S  Jon 

85 

ISDA 

Flouting  Footbridqe«  Atumimum  (ABCA-88) . . . . . 

O.STD.8B  (1) 

AM 

12  Aug 

80 

ISDA 

Queries,  Graphic  Symbols  To  Be  Used  On  Engineering  Drawings  And 

Documents  (Releose  To  Other  Thon  Dod  Agencies  Must  Be  Approved  By  Hq 
Do.'com,  Drcird) 

Q.STD.634 

AM 

11  Dec 

80 

ISDA 

Forecost  iViOaement  Requirements  •  Roil,  Rood  And  Inlond  Woterwoys  (Edition 

No.  3)  Releote  To  Other  Than  Ood  Agencies  Must  Be  Approved  By  Hq 

Darcom  (Drcird) 

NAT-STD-2165  (4) 

AM 

10  Mor 

86 

tSOA 

Forecast  Movement  Requirements,  Roll,  Rood  And  Inlond  Woterwoys  (Releose 

To  Other  Than  Dod  Agencies  Must  Be  Approved  By  Hq  Oorcom  (Drcird) 

Abco  592) 

QSTD.592 

AM 

21  Dec 

79 

ISDA 

Format  For  Militory  Correspondence  And  Use  Of  Abbreviations  (Edition.no.  3) 

With  Amendments  1  And  2 

NAT-STD-2066  (3) 

AM 

29  May 

75 

ISDA 

Fortification  For  Parked  Aircraft  (Releose  To  Other  Ihon  Dod  Agencies  Requires 
Prior  Approval  Of  Hq  Dorcor.i  (Drcird)  (ABCA*306) 

O.STD.306 

ASTAG  306 

AM 

14  Jun 

78 

ISDA 

Forward  Area  Refuelling  Equipment  (Edition  No.  1)  (Rel  To  Other  Thon  DOD 

Act  Req  Pri  Apr  Of  CNM,  Mot  09B21,  Wash,  D.c.  20360) 

NAT-STO-2946  (1) 

AM 

20Moy 

85 

ISDA 

Friendly  Chemical  Altock  Warnings  (Ed  1)  Request  For  Issue  To  Be  Sent  To 

Ame,  Attn  Amciep-oo-n,  5001  Eisenhower  Ave,  Alexandria,  Vo  22333-0001 

NAT-STO.2398 

AM 

11  Apr 

88 

ISDA 

Friendly  Nuclear  Strike  Worning  (Ed.  6)  (Relto  Other  Thon  DOD  Must  Be  Sent 

Vio  U.S*  Army  Security  Affairs  Cemmond,  Attn:  AMSAC*MC/Si  5001 

Eisenhower  Ave  Alexandria,  Vo  2  333-0001) 

NAT-STD.2104 

AM 

22  Moy 

87 

ISDA 

Friendly  Nucleor  Strike  Warning  (Bosed  On  NATO  Stonog  2104)  (Ed.  2)  Rel  To 
Other  Thon  DOD  Act  Req  Pr  Appr  Of  CNM.  MAT  09B21 

Q.STD-189 

AM 

26  Mor 

64 

ISDA 

Fuel  Consumption  Unit  Ed.  4  (Request-Other  Thon  Ood  Refer  To  U.s.  Army 

Security  Affoirs  Commond,  Attn:  Amsoc-mc/s,  5001  Eisenhower  Ave, 

Aiexondrio,  Vo  22333-0001) 

NAT-STD-2115  (3) 

AM 

01  Sep 

87 

ISDA 

Fuels  To  Be  Introduced  Into  &  Delivered  By  The  Centrol  Europe  Pipeline  System 

NAT-STO-2754  (3) 

AM 

28  Ocl 

86 

(CEPS)  (Ed.  8)  (Rtq  For  li)u«  Muit  Be  Sent  Via  U.S.  Army  Security  AHoin 
Office.  Attn:  AMSAC'MC/S.  5001  Ei>enhower  Ave.  Aiexondrio  Vo. 
223330001 


ISDA 

Fuels  To  Be  Introduced  Into  And  Delivered  By  The  North  Europeon  Pipeline 

System  (Ed.  3  W/omd  1)  (Rel  To  Other  Than  Dod  Req  Pr  Appr  Of  Cnm  Mot 
09621 

NAT-STD.2764  (3) 

AM 

16  Jon 

86 

ISDA 

Fungoi  Contominonts  Affecting  The  Design  Of  Military  Materiel  (Releose  To 

Other  Thon  Ood  Agencies  Must  Be  Approved  By  Hq  Oorcom  (Drcird)  (Abco 

361) 

Fuze,  Proximity,  Artillery,  M732  (Release  To  Other  Thon  DOO  Agencies 

Requires  Prior  Approve]  Of  HQ  DARCOM  (DRCIRD)  (ABCA  606) 

(J.'.TD-36) 

AM 

15  Jon 

81 

ISDA 

QSTD-606 

AM 

11  Dec 

80 

ISDA 

Gazetleeri  (Bated  On  NATO  STANAG  2213)  (ABCA  545)  (Rel  To  Other  Thon 
DOD  Act  Req  Pri  Appr  Of  CNM,  MAT  09821,  WASH,  D.c.  20360) 

QSTD-545 

AM 

29  Nov 

84 

ISDA 

Generol  Orowing  Practice  (ABCA-253) . . . . . . . 

Q-STD-253  (5) 

AM 

13  Aug 

80 

ISDA 

Generol  Purpose  Vented  Nickel  Cadmium  Botteries  (ABCA-314).. . . . . 

Q.STD-314  (3) 

AM 

13  Mor 

84 

ISDA 

Generol  Rules  Concerning  The  Tronsport  Of  loads  By  Helicopter . . . 

NAT.STD-3468  (3) 

AM 

05  Dec 

77 

ISDA 

Glossory  Of  Air  Defense  Terms  (Releose  To  Other  Than  Ood  Agencies  Must  Be 
Approved  By  Hq  Oorcom  (C  :ird)( 

Q  STD-337  (1) 

AM 

31  Dec 

81 

ISDA 

Glossary  Of  NBC  Specialist  Terminology-edition  1 . . . . . . 

.STD-2367 

AM 

04  Dec 

85 

ISDA 

Glossary  Of  Telecommunication  Terms  (Edition  2)  (Releose  To  Other  Thon  DOD 
Act  Req  Pr  Approvol  Of  CNM,  Dept  Of  The  Novy,  Not  09B21,  Wosh,  Oc 

20360)  ABCA 

QSTD-595 

AM 

05  Ocl 

84 

ISDA 

Glossory  Of  Terms  Usedin  Proof  (Rel  To  Other  Than  000  Agencies  Mutt  Be 
Approved  By  DARCOM,  DRCDE) 

QAP-STD-15 

AM 

15  Nov 

82 

ISDA 

Goggles,  Night  Vision  AN/PVS-5  (Releose  To  Other  Than  DOO  Activities 

Requires  Prior  Approvol  Of  DARCOM,  ORCDE-1  (ABCA  460) 

Q  STD-460  (1) 

AM 

28  Jun 

85 

ISDA 

Groduoted  Levels  Of  NBC  Threot  &  Minimum  Protection  (Edition  2)  . . 

NAT.STD.2984 

AM 

03- Dec 

85 

ISDA 

Gfophicoi  Symbols  For  blectricol  And  Electronic  Diagrams  (Edition  No.  2). . 

Q-STD-275 

AM 

09  Jun 

76 

ISDA 

Grophicol  Symbols  For  Use  In  Diogroms  For  Fluid  Systems  In  Army  Vehicles 
(Excluding  Aeronouftc  Or  Guided  Weopon  (Missile)systtm( 

Q-STO-326  (2) 

AM 

26  Aug 

80 

ISDA 

Grenode  Hond,  Riot,  CS,  M47  And  Grenode,  Hand,  Roit,  Red  Smoke,  M4B  ...... 

Q  STD-319  (4) 

AM 

14  Feb 

85 

ISDA 

Grenode,  Discharger,  Smoke  Screening,  L8A1  (Releose  To  Other  Thon  Dod 
Agencies  Must  Be  Approved  By  Hq  Darcom  (DRCIRD))  Abco  454 

Q-STD-4S4 

AM 

23  Apr 

81 

ISDA 

Grenode,  Hond,  Frogmentotion,  Deloy,  M67-And  Grtnodt,  Hond,  Proctlce, 

Oeloy  M69  (ABCA-456) 

Q  STO-456  (1) 

AM 

06  Moy 

80 

ISDA 

Guide  For  The  Reitorotion  Of  Facilities  On  The  Lines  Of  Communicotions,  Ports 
&  Other  Olticol  InstoKotrons  After  Hostile  Actions  -(edition  No.  1) 

NAT.STO-2368 

AM 

13  Dec 

85 

ISDA 

Guide  Pecificotions  F  Or  ABCA  Army  Fuels,  Lubrlconts  &  Associoted  Products 

Q-STD-657  (1) 

AM 

17  Jon 

84 

(Boied  On  Stonog  2845)(REL  To  Other  Thon  DOD  Act  Req  Pri  Appr  Of 
CNM,  MAT  09821,  Woih,  Oc  20350 
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ISDA 

Guide  Specification!  For  NATO  Army  Fuelt,  Lubricont!  &  Asiocioted  Products 
(Ed.  2  W/omds  1  &  2)  (Rel  To  Other  Than  DOD  Act  Reg  Pr  Appr  Of  CNM, 
MAT  09B21) 

NAT.STD.2845  (3) 

AM 

22 

Apr 

87 

ISDA 

Guidelines  For  Clossifying  Incidents  For  Reliobitity  Estimotion  Of  Tracked  & 
Wheeled  Vehicljs  (Edition  No.  1) 

NAT.ST0.4158 

AM 

04 

Nov 

82 

ISDA 

Gun,  Field  Artillery,  Self  Propelled,  175MM,  M107  With  Ammunition  And 
Associoted  Stores  (Abco  150) 

Q.STD.150  (1) 

AM 

24 

Sep 

80 

ISDA 

Gun,  Spotting,  Cot.  50,  M8C  And  M8  And  Cartridge,  Spotter  Trocer,  Col.  50, 
M48A1  (ABCA.157) 

Q.STD.157 

AM 

23 

Sep 

66 

ISDA 

Gun,  105MM  Field  LI  18  &  LI  19  With  Associated  Ammunition  4  Fire  Control 
Equipment  (Rel  To  Other  Thon  DOD  Act  Req  Pr  Appr  Of  CNM  NAT  09-821, 
Wash, 

QSTD.726 

AM 

03 

Jon 

85 

ISDA 

Handheld,  Loser  Rongefinder  AN/GVS-5  (Release  To  Other  Thon  Dod  Agencies 
Must  Be  Approved  By  HQ  DARCOM  (DRORD)  (ABCA  597) 

Q.STD.S97 

AM 

25 

Mor 

81 

ISDA 

Hondling  &  Tronsport  Shock  &  Vibrotion  Conditions  Affectim^  Design  Criteria 
(Releose  To  Other  Thon  Dod  Agencies  Must  Be  Aoproved  By  HQ  DARCOM 
(DRCIRD)  (ABCA  364) 

Q.STD.364 

AM 

25 

Mor 

81 

ISDA 

Handling  And  Reporting  Of  Captured  Enemy  Equipment  And  Documents 
(Edition  No.  4)  (Release  To  Other  Than  Dod  Agencies  Must  Be  Approved  By 

Hq  Dorcom  (Drcird) 

NAT-STD.2084 

AM 

08 

Jon 

79 

ISDA 

Heodlomp  light  Unit  For  Wheeled  Tactical  Vehicles  (ABCA  7f)6)  (Rel  To  Other 
Than  DOD  Act  Req  Pr  Appr  Of  CNM  MAT  09B21,  Wash,  20360) 

Q.STD.208 

AM 

09 

Jut 

84 

ISDA 

Helicopter  Btode  Tracking  Device  (Releose  To  Other  Than  DOD  Agencies  Must 

Be  Approved  By  HQ  DARCOM  (DRCIRD)  (ABCA  574) 

Q  STD.574  (2) 

AM 

09 

Nov 

83 

ISDA 

Helicopter  Doy  And  Night  Tocticol  Formation  Flying  (Release  To  Other  Thon 

Dod  Agencies  Must  Be  Approved  By  Dorcom- (Drcird) 

NAT-STD.3427  (6) 

AM 

27 

Mor 

79 

ISDA 

Helicopter  Infrored  Hot  Metol  4  Engine  Plume  Suppressor  (Rel  To  Other  Than 

DOD  Act  Req  Pr  Appr  Of  CNM,  MAT  09B21) 

Q.STD.702 

AM 

09 

Mor 

84 

ISDA 

Helicopter  Tocticol  Refueling  (Rel  Other  Tho.^  DOD  Act  Req  Pr  Appr  Of  CNM, 
MAT  09821) 

NAT-STD.691 

AM 

05 

Jon 

84 

'SO/ 

Helicopter  Tocticol  Refuelling  (Edition  No.  5)  (Rel  To  Other  Than  DOD  Req  Pri 
Appr  Of  Cnm,  MAT  09B21,  Wosh,  D.c.  20360) 

NAT.STD.3628 

AM 

12 

Jun 

85 

ISDA 

Helicopter  Tocticol  Or  Non  Permanent  Londing  Sites  (Edition  5)  (Rr  To  Other 
Then  DOD  Act  Req  Pri  Appr  Of  CNM,  MAT  09B21) 

NAT-STD.3597  (3) 

AM 

20 

Feb 

86 

ISDA 

Helicoptei  Tasking  Messoges  (Edition  1)  Requests  Other  Than  DOD  Refer  To 

US  Am;,  AttnioMClCP-AA-N,  5(X)1  Elsenhower  Ave,  Alexcndrio,  Vo 

2233S4X)01 

NATSTD.STD.2956 

AM 

16 

Sep 

88 

■SDA 

Heli'-jpt.r,  Corgo/lroop  Corritr,  CH'47  S.ries  (R.leoie  To  Other  Thon  COD 
Agenclei  Requiret  Prior  Approvol  Of  HQ  DARCOM,  DRCIRD)  Edition  No.  2 

Q.STD.390 

AM 

11 

Dec 

80 

ISDA 

Q.STD.2S0  (1) 
Q-STD-Sd  (1) 

AM 

02 

24 

Sep 

Sep 

fll 

ISDA 

Howitzer,  Light,  Towed,  t05MM,  M101A1  With  Ammui>ition  And  Fire  Control 
Equipment  (ABCA-56)  (Edition  No.  2) 

AM 

80 

ISDA 

Howitzer,  Medium,  Towed,  155MM,  M114A1  With  Ammunition  And  Fire 

Control  Equipment  (Edition  No.  2) 

QSTDJ7 

AM 

16 

Ocl 

79 

ISD' 

“  witjer,  Medium,  Seif  Propelled,  155MM,  M109  With  Ammunition  oo  Fire 
Control  Equipment  (Rel  To  Other  Thon  DOD  Act  Req  Pri  Appr  Of  CNM, 

MAT  09B21)  Edition  No.  2 

Q.STD.428 

AM 

26 

Mor 

84 

ISDA 

Identification  Of  Medicol  Moteriel  To  Meet  Urgent  Needs  (ABCA'248) . 

Q.STD.248  (f) 

AM 

20 

Sep 

76 

ISDA 

Identificotion  Of  Movement  Control  4  Traffic  Control  Personnel  4  Agencies 

Abed  540  (Releose  To  Other  Thon  Dod  Activities  Requires  Prior  Approvol  Of 

Hq.  Dorcom,  Drcird) 

Q.STD.540 

AM 

05 

Feb 

80 

ISDA 

Identification  Of  Military  Troins  (Edition  No.  3)  (Issue  Controlled-releose  To 

Other  Than  Dod  Agencit  $  Must  Be  Approved  By  Hq  Dorcom)drcird( 

NAT.STD.2158  (I) 

AM 

18 

Aug 

81 

ISLA 

Identification  Of  Movement  Control  And  Troffic  Control,  Personnel  And 

Agencies  (Edition  No.  4)  (Issue  Controlled-releose  To  Other  Than  Dod 

Agencies  (Edition  No.  4) 

NAT.STD-2159 

AM 

16 

Apr 

75 

ISDA 

Identificotion  Of  Medicol  Moteriol  For  Field  Medical  Instollotlons  (Ed.  No.  2) 

(Rel  To  Other  Thon  DOD  Act  Req  Pr  Appr  Of  CNM,  MAT09B21) 

NAr.STD.2060  (1) 

AM 

19 

Jun 

85 

ISDA 

[moge  Intenslfier  Tube  Assemblits  18  Millimeter  Wofer  4  25  Millimeter  Inverter 
(Release  To  Other  Than  Dod  Agencies  Must  Be  Approved  By  Hq  Dorcom, 
(Drcird))  Aheo  466 

Q.ST0.468 

AM 

27 

Mar 

81 

ISDA 

immersion  Requirement  For  Ground  Role  Service  Equipment  (Bosed  On  NATO 
STANAG  2842)  (ABCA)  Edition  2 

Q.STD-13  (1) 

AM 

01 

Moy 

85 

ISDA 

Infrared  lighting  Equipemnt  For  Militooy  Vehicles  (ABCA-212) . . . 

Q.STD.212  0) 

AM 

14 

Aug 

78 

ISDA 

Insect  4  Rodent  Control,  Chemicol  Methods  Of  (A  Med  P*3)  (Edition  2) 

(Releose  To  Other  Than  DOD  Agencies  Must  Be  Approved  By  HQ  DARCOM 
(DRCIRD)) 

NAT.STD.2048  (2) 

AM 

10 

Sep 

86 

ISDA 

Insecticide  Powder,  Personal  Appticolion,  1  Per  Cent  Molothion,  25  Pound  Poll 
(ABCA.232)  Vamttd  Nov  76 

Q.STD.232 

AM 

03 

Mar 

71 

ISDA 

Inspection  And  Quality  Control  Requirements  For  Industry  (Ref  To  Other  Thon 

DOD  Act  Req  Pr  Appr  Of  CNM,  MAT  09B2I,  Wosh,  D.c.  20340)  (ABCA 

633) 

Q.ST0.633 

AM 

03 

Jon 

85 

ISDA 

Intelligence  Reports  Ests  Other  Than  DOD  Be  Sent^Via  US  AMC,  Attns 
AMCiCP-AA-N,  5001  Eisenhower  Ave,  Alexandria,  Vo  22333-0001 

NAT.STD.2022  (1) 

AM 

22 

Apr 

87 

ISDA 

Intelligence  Reports  (Releose  To  Other  Thon  Dod  Agencies  Must  Be  Approved 

By  Hq  Dorcom  (Drcird) 

QSTD-Sll 

AM 

05 

Apr 

79 

ISDA 

Intelligence  Request  (Edition  ')  Releose  To  Other  Than  DOD  Agencies  Must  Be 
Approved  By  HO  DARCOM  (DRCIRD) 

NAT.STD.2t49  (3) 

AM 

24 

Feb 

81 

ISDA 

Interchongeobility  Of  Combat  Clothing  Sizes  (Edition  2)  (Rel  To  Other  Than 

DOD  Act  Req  Pr  Appr  Of  CNM,  MAT  09B21) 

NAT.STD.2335  (3) 
nato.stanag 

AM 

03 

Apr 

84 

ISDA 

Interchongeobility  Of  Infrored  Equipments  Mounted  On  Portoble  fnfontry 

Q.SID.145 

AM 

14 

Moy 

64 

Weopont'ihope  And  Dimensions  Of  Infrored  Filters  (ABCAOAS)  Validated 
Dec7i 
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ISDA 

Interchongeoble  Ammunition  For  105  MM  Tank  Gun:  M68,  L7A1,  t7A2,  17A3 

And  FI  For  Use  On  Peacetime  Troining  Exercises  (Edition  2) 

NAT-STD-2935 

AM 

27  Nov 

85 

iSDA 

Interfoce  Of  Medicol  Materiol  Procedures . . . . . 

C)-STD.291 

AM 

05  Jun 

74 

ISDA 

Internotionol  Routing  And  Directory  For  Tactical  Communications  Systems 
(Edition  No.  1 

NAT-STD-4214  (1) 

AM 

10  Dec 

85 

ISDA 

Internotionol  System  (SI)  Units  Used  8y  The  Armed  Forces  In  The  Nucleor  Field 
(Edition  2}  (Req  Other  Than  DOD  Ref  To  US  AMC  Attn,  AMCtCP-AA-N, 

5CX)1  Eisenhower  Ave.,  Alexandrio,  Vo  22333'0(X)1) 

NAT-STD-2957  (2) 
DIST  STMT  C 

AM 

16  Dec 

88 

ISDA 

Interoperability  Of  Tocticol  Digitol  Facsimile  Equipment  (Edition  No.  1). . . 

NAT.STD-5000  (4) 

AM 

14  Dec 

83 

ISDA 

Interoperability  Charocteristics  For  Teleprinters  Using  The  NATO  7*B1T  Code. . 

NAT-STD-5045 

AM 

23  Jon 

78 

ISDA 

Interoperobility  Of  Tocticol  Digital  Facsimile  Equipment  (Based  OnnATO 

STANAG  50CO)  (Rel  To  Other  Than  OOD  Act  Req  Pr!  Appr  Of  CNM,  MAT 
09B21,  WASH,  D.  C.  20360) 

Q.STD-480 

AM 

22  Apr 

85 

ISDA 

Interrogation  Of  Prisoners  Of  War  (Pw)  (Edition  No.  4)  (Release  To  Other 

Then  Ood  Agencies  Must  Be  Approved  By  Hq  Darcom  (Orcird) 

NAT-STD-2033  (1) 

AM 

07  Jun 

82 

ISDA 

Intravenous  Replocement  Fluids  (ABCA*288) . . . . . . . . . . 

Q.STD-2S8  (1) 

AM 

13  Aug 

80 

ISDA 

Irritor.t  Kit,  (Uk),  Smoke,  Cs  And  (Us)  Copsule,  Cs  (For  Respirotor  Testing) 

Releose  To  Other  Than  Dod  Agencies  Must  Be  Approved  By  Hq  Darcom 
(Orcird) 

Q.STD-427  (1) 

AM 

23  Feb 

85 

ISDA 

Lonce,  Field  Artillery  Missile-System  W/ommunltion  &  Fire  Control  Equipment 

Abco  572  (Release  To  Other  Than  Ood  Activities  Requires  Prior  Approvol  Of 

Hq,  Oorcom,  Orcird) 

QSTDS72 

AM 

21  Dec 

79 

ISDA 

Lend  Force  Tocticol  Doctrine  (Edition  4)  (Req  Other  Than  OOD  Ref  To  US 

AMC,  Attn;  AMCICP*AA*N.  5001  Eisenhower  Ave.,  Alexondrlo,  Vo 

22333-0001) 

NAT-STD-286S  (6) 

AM 

31  Jon 

89 

ISDA 

Lond  Forces  Ammunition  Interchangeability  Catalogue  ■  AOP-6  (A)  (Edition  No. 

2) 

Lond  Forces  Procedures  For  Allied  Supply  Tronsoctions  (Ed.  No.  4)  (Rel  To 

Other  Then  OOD  Act  Req  Prior  Appr  Of  CNM,  MAT  09B21,  Wosh,  D.c. 

20360) 

NAT-SlD-2928  (2) 

17  Oct 

86 

ISDA 

NAT-STD-2034  (4) 

AM 

14  Nov 

86 

ISDA 

Lond  Minefield  Laying,  Recording,  Reporting  And  Reporting  Procedures  (Edition 
N0.3)  Releose  To  Other  Than  Dod  Agencies  Must  Be  Approved  By  Hq 

Oorcom  (Orcird) 

NAT-STD-2036  (2) 

AM 

29  Apr 

88 

ISDA 

Language  Proficiency  Levels . . . . . 

NAT.STD-6001 

AM 

21  Oct 

76 

ISDA 

Loser  Rodiotlon  Medical  Survelllonce  And  Evoluotion  Of  Over  Exposure  (Ed  2) 

(Req  For  Issue  Other  Then  Ood  Must  Be  Sent  Vio  Us  Amc,  Attn  Amcicp'OO'O, 
5001  Eisenhower  Ave,  Alexondria,  Vo  22333-(X)01) 

NAT.SID-2900 

AM 

30  Jun 

88 

ISDA 

link  Siondord),  Th«  NATO  Mull!  Oionn«l  Tocticol  Digital  Gateway  (Edition  No. 
1)(REL  To  Other  Thon  DOD  Act  Req  Pri  Appr  0(  CNM,  NAT  09B2I,  Wosh, 

D.C.  20340) 

NAT-STD,4210  (2) 

AM 

10  Di  • 

35 

ISDA 

link.  Cartridge,  Metollic  Belt  7.62MM,  M13  (ABCA-IOO) . 

O  STD-108  (1) 

AM 

06  Dec 

77 

ISDA 

Links  For  Oislntegroting  Belts  For  Use  With  Noto  7.63MM  Cortridges . . 

NAT.STD.2329  (1) 
STANAG  2329 

AM 

29  Aug 

80 

ISDA 

Loading  Romps  (Edition  5)  (Req  Other  Thon  Ref  To  US  AMC,  AMCICP-AA-N, 

5(X)1  Eisenhower  Ave.,  Alexandrio,  Vo  22333-0001) 

NAT.STD.2)52 

DIST  STMT  C 

Al 

28  Feb 

89 

ISDA 

low  Reflective  Acrylic  locquer  For  Rotory  Wing  Aircraft  (Release  To  Other 

Than  Dod  Agencies  Must  Be  Approve  By  Hq  Oorcom  (Orcird)  (Abco  402) 

Q-STD-402 

AM 

08  Mor 

79 

ISDA 

Lubricont  Fittings  (ABCA-227)  Vall<hled  Nov  76 . . 

QSTD-227 

AM 

03  Mor 

71 

ISDA 

lunettes,  Pintles  And  Emergency  Towing  Focihties  (ABCA-264) . . 

QSTD-264 

AM 

14  Ok 

71 

ISDA 

Mochtne  Gun,  Col.  ,50..  Browning  M2  (Abco  577) . . . . 

QSTD-577 

AM 

12  Nor 

79 

ISDA 

Moncol  Fire  Direction  Equipment  Target  Classification  And  Methods  Of 
Engogement  (ABCA  224  (Edition  2)  (Re!  To  Other  Than  000  Act  Req  Pr 

Appr  Of  CNM,  MAT  09B21,  Wosh  D.c,  20360) 

O-STD-224  (3) 

AM 

29  Apr 

83 

ISDA 

Mark  Noto  Design  (Rel  To  Other  Than  Dod  Sund  To  Us  Amc,  Attn 

Amciep-oa-n,  5001  Eisenhower  Ave,  Alexono'io,  Vo  22333-0001)  (Ed  3) 

NAT.STD.2320  (4) 

AM 

20  Apr 

88 

ISDA 

Morking  Of  Contaminated  Or  Dangerous  Lond  Areas  Complete  Equipments, 
Supplies  And  Stores  (Edition  No.  6  (Releose  To  Other  Thon  Ood  Agencies 

Must  Be  Approved  By  Hq  Oorcom  Orcird) 

NAT-STD-2002  0) 

AM 

07  Nor 

78 

ISDA 

Morking  Of  Gas  Cylinders  (Excluding  Medical). . . . . 

Q-STD-357 

AM 

29  Nor 

84 

ISDA 

Morking  Of  Hozordous  Areoi  A  Routes  Through  Them  (Based  Ort  NATO 

Slonog  2889)  Rel  To  Other  Thon  DOD  Req  Pri  Apr  Of  CNM,  NAT  0982), 
Wosh.  D.  C.  20360 

Q.STD742 

AM 

20  Sep 

83 

ISDA 

Marking  Of  Hozordous  Areas  8,  Routes  Through  Them  (Edition  No.  3)  (R.)  To 
Other  Than  DOD  Act  Req  Pri  Appr  Of  CNM,  MAT  09821,  WASH  D.c. 

20360) 

NAT-STD.2889  (2) 

AM 

15  Apr 

88 

ISDA 

Morking  Of  Heodquorters  And  Dumps  Releose  To  Other  Than  Dod  Agencies 

Must  Be  Approved  By  Hq  Darcom  (Drcird) 

7 

AM 

13  Jon 

79 

ISDA 

Morking  Of  Miiitory  Vehicles  (Releose  To  Other  Than  Ood  Agencies  Must  Be 
Approved  oy  Hq  Dorcom  (Orcird) 

O  STD-512  (2) 

AM 

02  Moy-63 

ISDA 

Morking  Of  Miiitory  Veoicles  (Edition  3)  (Req  Other  Than  DOD  Ref  To  US 

AMC,  Attn;  AMClCP-AA-N,  5001  Eisenhower  Ave.,  Alexondrid,  Vo 

22333-0001) 

NAT.STD-2027  (6) 
DIST  STMT  C 

Al 

22  Nor 

88 

ISDA 

Morking  Of  Miiitory  Corgo  For  Internotionol  Movement  By  All  Internotionol 

Meons  Of  Support  (Release  To  Other  Thon  DOD  Activities  Requires  Prior 
Approvol  Of  HQ  DARCOM,  DRCIRD) 

Q.STD  S90  (1) 

AM 

02  May  83 

ISDA 

Morking  Of  Miiitory  Corgo  For  Internotionol  Movement  By  All  Internotionol 

Meon 

NAT.STD.2023  (4) 

AM 

03  Mor 

83 

ISDA 

Morking  Of  Restroint  Equipment  For  Rood  Movement  (Edition  1)  (Rel  To  Other 
Than  DOD  Act  Req  Pri  Appr  Of  CNM,  MAT  09-B21,  WASH,  D.c.  20360) 

NAT.STD-2927  (1) 

AM 

16  Feb 

87 

ISDA 

Morking  Of  Riot  Control  &  Troining  Canisters  (Edition  No  1)  (Rel  To  Other 

NAT-STD-4201  (1) 

AM 

04  Oct 

85 

Than  OOD  Act  Rtq  Pr  Appr  0<  CNM  NAT  09  821.  Woih) 
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ISDA 

Markings  For  Umpirts  And  Othtr  Personnel.  Vehicles  And  InstoUotions  During 
Combined  Exercises  (Edition  No.  4)  Releost  To  Other  Thon  Dod  Agencies 

Must  Be  Approved  By  Hq  Dorcom  (Orcird) 

NAT-STO-2100  (2) 

AM 

12  F*b 

76 

ISDA 

Morkings  For  Umpires  And  Other  Personnel.  Vehicles  And  Instollotions  During 
Combined  Exercises 

Q.STDS32 

AM 

12  Nov 

79 

ISDA 

Mosk,  Chemicol  And  Biologicol  Aircraft.  ABC*M24  And  Hood.  Aircraft. 

Chemical  And  Biological  Mask.  ABC«M7  Release  To  Other  Thon  Dod  Agencies 
Must  Be  Approved  By  Hq  Dorcom  (Drcird) 

Q-STO-234  (5) 

AM 

08  D.C 

81 

ISDA 

Mosk.  Chemicol'biologicol,  Field.  M17A1  And  Resuscitation  Tube. 
Chemicohbiologicol  Mask.  Ml  (Release  To  Other  Thon  Dod  Agencies  Must  Be 
Approved  By  Hq  Dorcom  (Drcird) 

Q.STD-425  (2) 

AM 

08  Dk 

81 

ISDA 

Moteriol  Hondting  Equipment  (Edition  2)  (Req  Other  Thon  DOD  Ref  To  US 

AMC,  Attn,  AMC1CP*AA*N,  5001  Eisenhower  Ave.,  Alexondria,  Vo 

22333-0001) 

NAT.STD-2829  (1) 
DIST  STMT  C 

AM 

16  May 

75 

ISDA 

Mpterial  Handling  Aids  (Edition  2)  (Req  Other  Thon  DOD  Ref  To  US  AMC. 

Attn;  AMCICP-AA-N.  5001  Eisenhower  Ave..  Alexandria.  Va  22333-0001) 

NAT-STD-2830  (4) 
DIST  STMT  C 

Al 

13  Dm 

88 

ISDA 

Moteriols  Handling  In  The  Field  (Edition  No.  2)  . . . . 

NAT.STD-2827  (4) 

AM 

13  Mar 

87 

ISDA 

Materials  Hondling  In  The  Field  (Release  To  Other  Than  DOD  Activities 

Requires  Prior  Approval  Of  HQ  DARCOM.  DRCIRD)  Abca  627 

Q-STO,B27  (1) 

AM 

15  Nov 

82 

ISDA 

Materiel  For  Emergency  Medical  Core  Of  Mass  Casuolties  {ABCA-293) . 

QSTD-293 

AM 

12F.b 

75 

ISDA 

Moxium  Noto  Noval  Operational  Electromognetic  Environment  Producedby 

Rodio  And  Rodor  (Edition  1)  Requests  Other  Than  DOD  Must  6e  Sent  VIA 

HQ  USAF/XOXX  (ISO)  Wash  DC  20330-5056 

.STD.1307 

AM 

15  Oct 

86 

ISDA 

Measurement  Criterio  For  Militory  Skis  &  Skipoles  (Ed.  No.  1)(REL  To  Other 

Than  DOD  Actreq  Pri  Appr  Of  CNM,  Mat  09B21) 

NAT-STD-2918 

AM 

16  Jun 

83 

ISDA 

Medicol  And  Dentol  Supply  Procedures  (Edition  No.  3)  (Req  Other  Thon  DOD 

Send  Via  Usutr.c.  Attn:  AMCICP-AAN.  5001  Eisenhower  Ave..  Alexondrot,  Vo. 
22333-0001) 

NAT-STD-2128 

AM 

15  Nov 

82 

ISDA 

Medicol  Design  Requirements  For  Military  Motor  Ambulances  (Release  To  Other 
Thon  DOD  Agencies  Must  Be  Approved  By  HQ  DARCOM  (ORCIRD)  Edition 

No,  2 

Medical  Design  Requirements  For  Military  Motor  Ambulonces  (Rel  To  Other 

Thon  DOD  Act  Req  Pri  Appr  Of  CNM.  MAT  09B21.  WASH.  D.C.  20360) 

NAT  STD-2872  (1) 

AM 

13  May 

85 

ISDA 

Q-STD,B24 

23  Aug 

84 

ISDA 

Medical  Effects  Of  lonixing  Radiation  (Edition  3)  (Req  Other  Thon  DOD  Ref  To 

US  AMC.  Attn:  AMCICP-AA-N.  S00\  Eisenhower  Ave..  Alexandria.  Vo 
22333-0001) 

NAT-STD-28M  (5) 
DIST  STMT  C 

Al 

16  Dec 

88 

ISDA 

Medicol  Employment  Of  Air  Transport  In  The  Forword  Areo  (Edition  No.  3) 

Release  To  Other  Then  Dod  Agencies  Must  Be  Approved  By  Hq  Dorcom 
(Drcird) 

NAT-STD-20e7  (3) 

AM 

29Mor 

78 

ISDA 

Medicol  Employment  Of  Air  Tronsport  In  The  Forward  Area  Abco  529  (Release 

To  Other  Than  Dod  Activities  Requires  Prior  Approval  Of  Hq.  Dorcom. 

Orcird) 

QSTD-529 

AM 

24Mor 

80 

ISDA 

M#d!.ol  Go»  Cylin<f«f$  (ABCA-23B) . 

Q  STD-236  (2) 

AM 

18  Jun 

84 

ISDA 

Medicol  Cos  Cylinders  (Ed.  2)  (Releose  To  Other  Than  Osod  Must  Be  Appr.  By 
HQ.  DARCOM  (DRCIRD) 

NAT-STD-212)  (2) 

AM 

06  Sep 

82 

ISDA 

Medicol  Materiel  Management  During  Patient  Evacuation  {4BCA-435)  Releose 

To  Other  Than  Dod  Agencies  Must  Be  Approved  By  Hq  Dorcom  (Drcird) 

Q-STD-435  (1) 

AM 

20  Jun 

84 

ISDA 

Medicol  Preventive  And  Protective  Meosures  (Release  To  Other  Than  Dod 

Agencies  Must  Be  Approved  By  Hq  Dorcam)drcird( 

NAT-STD-2219  (2) 

AM 

27  Oct 

80 

ISDA 

Medical  Requirement  For  Blood  &  Blood  Donors.... . . . 

QSTD-580 

AM 

22  Oct 

80 

ISDA 

Medical  Requirements  For  Blood.  Blood  Donors  &  Associoted  Equipn^l 

NAT-STD.2939 

AM 

01  Aug 

87 

(Edition  2)  (Req  For  ls$u«  Other  Thon  DOD  Must  Bt  Sent  Vio  U.S.  Arm/ 
Security  Affairs  Commond,  Attni  AMSAC*MC/S,  S<X}1  Eisenhower  Ave, 
Alexandria,  Vo  22333T)001 


ISDA 

Medical  Training  In  First  Aid.  Bosic  Hygiene  And  Emergency  Care  (Edition 

NO,2)  Releose  To  Other  Thon  Dod  Agencies  Must  Be  Approved  By  Hq 

Dorcom  (Drcird) 

NAT  STD-2122  (4) 

AM 

13  Jun 

86 

ISDA 

Medical  Troining  In  First  Aid.  Basic  Hygiene  And  Emergency  Core  (Abca.535).... 

Q.STD.335 

AM 

12  Nov 

79 

ISDA 

Medico!  Warning  Tog  (Ssue  Controlled-releose  To  Other  Thon  Dod  Agencies 

Must  Be  Approved  By  Hq  0orcom)drcird( 

NAT.STD-2347  (1) 

AM 

13  Apr 

77 

ISDA 

Medicol.  Surgicol  &  Dental  Instruments,  Equipment  &  Supp(ies:(edition  3)  (Req 
Other  Than  DOD  Ref  To  US  AMC.  AMCiCP-AA-N.  5(101  Eisenhower  Ave., 
Alexondria.  Va  22333-0001) 

NAT-STD-2127  (4) 
DIST  STMT  C 

Al 

28  Fob 

89 

ISDA 

Medicol.  Surgicol  And  Dentol  Instruments.  Equipment  And  Supplies  (Release  To 
Other  Thon  Dod  Agencies  Must  Be  Approved  By  Hq  Dorcom  (Orcird)  (Abco 

536) 

Medium  Girded  Bridge  Medium  Grider  Bridge  Span  Junction  Equipment  And 
Medium  Grider  Bridge  Pcrtable  Pier  Equipment  Release  To  Other  Thon  Dod 
Agencies  Must  Be  Approved  By  Hq  Dorcom  (Orcird) 

Q  STD-536  (1) 

AM 

01  Jun 

84 

ISDA 

Q  STD-418  (1) 

AM 

25  Aug- 

81 

ISDA 

Messoge  Text  Formatting  System  (Formets)  (Based  On  NATO  Stonog  5500) 
Releose  To  Other  Then  DOD  Activites  Requires  Prior  Approvol  Of  DARCOM, 
DRCDE-1)  (ABCA  674) 

QSTD-674 

AM 

30  Nov 

82 

ISDA 

Metolluricol  Terms  6  Definitions.  Listing  Of  Glossorles  Used  By  Armies  (Req 

Other  Thon  DOD  Ref  To  OARCOM.  DRCDE-1) 

QAP-STD-17 

Al 

08  D.C 

82 

ISDA 

Method  Of  Describing  Ground  locations.  Areos  And  Boundaries . . . 

Q.STDS14 

AM 

05  Mar 

79 

ISDA 

Method  Of  Describing  Ground  Locotions.  Areas  &  Boundories  (Ed.  6) ................ 

NAT.STD-2029 

AM 

16  Jun 

87 

ISDA 

Method  Of  Expressing  Novigotion  Accurocies  Nedition  No.  2).............. . 

NAT-STD-4278 

AM 

29  Apr 

86 

ISDA 

Methods  Of  Assessing  Enemy  Logisticol  Movement  And  Tronsport  Copobilities 
(Edition  No.  2)  W/omendment  1(  Releose  To  Other  Than  Dod  A^cies  Must 

Be  Approved  By  Hq  Dorcom  (Drcird) 

NAT.STD-2117  (1) 

AM 

10  Aug 

72 

ISDA 

Methods  Of  Specifying  Steels  In  Monufocturing  Doto  (ABCA-262) . . 

Q-STD-262 

AM 

29  Jon 

73 

CUSTODIAN 


AM 
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FSC  LISTING 


DOCUMENT 


fSC 

TITLE 

NUMBER 

PREP 

DATE 

ISDA 

Melhods  To  Dcltrmine  And  Clostify  The  Hozordi  Of  Ammunition  (Edition  2) 

Releose  To  Olherthon  DOD  Act  Req  Pr  Appr  Of  CNM,  MAT  09821,  Woth, 

D.c.  20360) 

NAT-STO  4123  (4) 

AM 

28  Nov 

84 

ISDA 

Metric  (ISO)  Screw  Threods  Coorse  Series  (Releose  To  Other  Than  OOD 

Agencies  Must  Be  Approved  By  HQ  DARCOM  (DRCIRO)  (ABCA  353) 

(Edition  No.  2) 

Q-STD.353 

AM 

08  Jun 

81 

ISDA 

Metric  System  For  The  Measurement  Of  Weapon  Calibres  And  Ammunition 
Agreement  (>*'.CA'18) 

Q-STD-18 

AM 

24  Aug 

73 

ISDA 

Military  Abbreviotions  (Edition  No,  2)  (ABCA  163)  Releose  To  Other  Thon 

DOD  Agencies  Must  Be  Approved  By  HQ  DARCOM  (ORCIRO) 

Q-STD-163 

AM 

23  Apr 

81 

ISDA 

Military  Chorocter,  For  Field  Tele.  Sets  (Minimum  Std.)  (Ed.  N0.2)  (Rel  To 

Other  Thon  DOO  Act  Req  Pr  Appr  Of  CNM,  MAT,  09821) 

NAT-STD-5004  (4) 

AM 

14  Dec 

83 

ISDA 

Militory  Chorocteristics  For  Ground  &  Surface  UHP  Direction  Finding  Equipment 
(Edition  No.  3)  (Rel  To  Other  Than  DOD  Act  Req  Pri  Appr  Of  CNM,  MAT 
09B21,  Wash,  D.c.  20360) 

NAT-STDS021 

AM 

18  Mor 

85 

ISDA 

Militory  Geogrophic  Documentotion  On  Roads  And  Structures  (Edition  No.  4) 

(Rel  To  Other  Than  OOD  Act  Req  Pri  Appr  Of  CNM,  MAT  09621) 

NAT.STO-2253 

AM 

30  Jon 

82 

ISDA 

Militory  Lood  Classificotion  Morkings  (Edition  5)  (Req  Other:thon  DOD  Ref  To 

US  AMC,  Attn:  AMCICP'AA'N,  5001  Eisenhower  Ave.,  Alexandria,  Vo 
22333-0001) 

NAT-STD.2010  (4) 
DIST  stmt  C 

At 

30  Nov 

88 

ISDA 

Military  Lood  Classificotion  Of  Civil  Bridges  By  ^he  Reconnaissonce  And 

Correlotion  Methods  (Releose  To  Other  Than  Dod  Agencies  Must  Be 

Approved  By  Hq  Oorcom  (Orcird)  (Edition  No.  2) 

O  STD-180  (1) 

am 

21  F.b 

80 

ISDA 

Militory  Load  Classificotion  Of  Civil  Bridges  By  The  Reconnaissance  And 

Correlation  Methods  (Releose  To  Other  Thon  Dod  Agencies  Must  Be 

Approved  By  Hq  Oorcom  (Drcird)  Abca  2 

Q-STD-2 

AM 

08  Mor 

79 

ISDA 

Militory  Operations  In  Urban  Terroln  •  Bibliography . . 

QAP.STO.22 

Al 

20  Mor 

82 

ISDA 

Militory  Operations  In  Urban  Terrain  Computer -Model  Evaluation,  Armies 
Stondordizotion  Program  (ABCA  Quadripartite  19)  (Rel  To  Other  Thon  OOD 

Req  Prior  Appr  Of  NAVMAT  09B21) 

Q.STD.19 

AM 

07  F.b 

83 

ISDA 

Militory  Pollets,  Pockages  &  Contoiners  (Edition  No.  2) . . . . . . 

NAT.STD.2828  (2) 

AM 

09  Apr 

86 

ISDA 

Military  Routes  And  Route/ROAO  Networks  (Edition  3)  Rel  To  Other  Thon  Dod 
Act  Req  Pr  Approvol  Of  CNM,  Dept  Of  The  Navy,  Nat  09621,  Wosh,  D.c. 
20360) 

NAT.STD.2174  (6) 

AM 

16  F«b 

87 

ISDA 

Military  Routes  &  Route  Rood  Networks  (Release  To  Other  Than  DOO 

Agencies  Must  Bn  Approved  By  HQ  DARCOM  (ORCIRD)  (ABCA  5(K^) 

Q.STD.507.(1) 

AM 

23  Feb 

81 

ISDA 

Military  Symbols  Release  To  Other  Than  Dod  Agencies  Must  Be  Approve  By 

Hq  Dorcom  (Orcird)  Abco  509 

Q.STD.509 

AM 

05  Mor 

79 

ISDA 

Military  Symbols  For  Land  Based  Systems  *  APP-d  (Edition  No.  3}'(  Req  For 

Issue  Must  Besent  Vio  U.s.  Army  Security.  Affairs  Office,  Attn:  AMSAC*MP/S, 
5001  Eisenhower  Ave.,  Alexondrio,  VA  22333-0001 

NAT.STD.2019 

AM 

30S.P 

86 

ISDA 

Militory  Telecommunications  •  Diagram  Symbols  (Rel  To  Other  Thon  DOD  Act 

Req  Pr  Appr  Of  CNM,  Mot  09B21) 

NAT.STD.5042  (5) 

AM 

08  Oct 

85 

ISDA 

Mine,  Antipersonnel  M16A1,  M16A2  And  Fuze  Mine  Combination  M605  (Abco 
255)  (Releose  To  Other  Than  Dod  Agencies  Must  Be  Approved  By  Hq 

Dorcom  (Orcird) 

Q.STD.255  (2) 

AM 

27  Jon 

79 

ISDA 

Minimum  Criteria  For  Lower  Echelon  (Unit)  Level  2  •  Wire  Mogneto  Field 

Telephone  Sets  (A8CA*238)  Valtdated  Nov.76 

Q.ST0.238 

AM 

08  Apr 

71 

ISDA 

Minimum  Essential  Chorocteristics  Of  Whole  Blood  Shipping  Contoiner  (Edition 

No.  2)  (Release  To  Other  Thon  Dod  Agencies  Must  Be  Approved  By  Hq 

Dorcom  (Drcird)  Abco  289 

Q.STD.289 

AM 

09  .Mor 

79 

ISDA 

Minimum  Essentlol  Medicol  ’quipment  And  Supplies  For  Motor  Ambulonces  At 

All  Levels  (Issue  Controller- releose  To  Other  Than  Dod  Agencies  Must  Be 
Approved  By  Hq  Dorcom)drcird( 

NAT.STD.2342  (1) 

AM 

22  Sep 

77 

ISDA 

Minimum  Essentiol  Medical  Supply  Items  In  Theotres  Of  Operations  (Release  To 
Other  Than  DOD  Agencies  Must  Hove  Prior  Approvol  By  Hq,  Dorcem, 

(Orcird) 

NAT.STD.2361  (3) 

AM 

16  Sep 

82 

ISDA 

Minimum  Labelling  Requirements  For  Medicol  Moteriol  (Releose  To  Other  Thon 

Dod  Agencies  Must  Be  Approved  By  Hq  Dorcom  (Orcird)  ABC-436 

Q.STD.436  (1) 

AM 

08  Oct 

80 

ISDA 

Minimum  Morkings  For  The  Identification  Of  Ammunition  (And  Its  Pockoging) 
(Edition  No.  2) 

NAT.STD.2322  (4) 

AM 

21  Apr 

88 

ISDA 

Minimum  Requirements  For  Controlled  Temperature  Storoge  Of  Medico! 

Moteriol  (ABCA-290) 

Q.STD.290  (2) 

AM 

26  Sep 

77 

ISDA 

Minimum  Requirements  For  Woter  Potability  (Short  And  Long  Term  Use), 
(ABCA-245) 

Q.ST0.24S  (1) 

AM 

28  Jon 

75 

ISDA 

Minimum  Stondords  Of  Water  Potability  (Edition  N0.2)  Releose  To  Other  Thon 
Dod  Agencies  Must  Be  Approved  By  Hq  Dorcom  (Drcird) 

NAT.STD.2136  (7) 

AM 

05  Dec 

8S 

ISDA 

Modulotio"  A  Ceding  Cher.  The!  Must  8e  Cc.mmo.':  To  Assure  Interopefobllity 

Of  2400  Bps  Wireline  Mod.  For  Use  In  Narrow-bond  Secure  Voice  Sys  (Ed. 

1)  (Req  For  Issue  Other  Than  DOD  Must  Be  Sent  Vio  Us  Army  Sec.  Affoirs 

Ofe  Attn  Amsoe  Mp/s  5001  Eihr.  Ave,  Alex., 

NAT»STD-42y  I 

AM 

21  Aug 

66 

ISDA 

Modulotion  &  Coding.Choctristics  That  Must  Be  Common  To  Assure 
(nteroperobility  Of  2400  BPS  Linear  Predictive  Encoded  Digital  Speech 
Tronsmitted  Over  HF  Rodio  Facilities  (Rel  To  Other  Thon  DOD  Act  Req  Pr 

Appr  Of  CNM,  MAT  09B21) 

NAT.STD.4197  (2) 

AM 

26  Nov 

85 

ISDA 

Morhio  Dosage  And  Cosuolty  Marking  (Releose  To  Other  Than  Dod  Agencies 

Must  Be  Approved  By  Hq  Oorcom  (Orcird) 

NAT.STD.2350  {!) 

AM 

24  Nov 

78 

ISDA 

Morphio  Dosoge  Agreement  (Edition  No  2)  (ABCA230) . . . . . . 

Q.ST0.230 

AM 

15  Jon 

73 

ISDA 

Mortor,  Medium,  Ground  Mounted  SIMM,  &  Ammunition  (Release  To  O^er 

Q.STD.226  (1) 

AM 

10  Aug 

82 

Thon  DOO  Agtncitt  Mu>l  It  Approvtd  1/  HQ  DARCOM  (ORCIRO)  (AICA 
226)(EDITION  No.  2) 
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ISDA 

Morlar,  SIMN,  M29Alp  Mount,  Mortar,  SIMM,  M23A1  With  Ammunition  And 
SIghtunit  M53A1,  Releos  To  Other  Than  Dod  Agencies  Must  Be  Approve  By 

Hq  Dorcom  (Drcird)  (Edition  No.  2) 

Q-STD.59  (1) 

AM 

24  Apr 

85 

ISDA 

Movement  &  Transport  Documents  Used  For  Movements  By  Ship  (Edition  3) 

(Req  Other  Thon  DOD  Ref  To  US  AMC,  Attn-  AMCICP-AA-N,  5001 

Eisenhower  Ave  ,  Alexondrio,  Vo  22333-0001) 

NAT-STD-2r66  (3) 
OIST  STMT  C 

Al 

25  Jun 

84 

ISDA 

Movement  Control  (Rel  To  Other  Than  DOD  Act  Req  Pr  Appr  Of  CNM,  MAT 
09B21) 

Q-STD.560 

AM 

01  Feb 

84 

ISDA 

Movements  Principles,  Policies,  And  Duties  (Edition  No.  2)  (ABCA065) . 

Q-STD-165  (I) 

AM 

16  Mar 

78 

ISDA 

Multilinguol  Phose  Book  For  Use  By  The  Noto  Medical  Services  (Edtiion  No.  3) 

Req  Other  Than  DOD  Rtf  To  USATMC,  Attn:  Amcicp-oo-n,  5001  Eisenhower 
Ave,  Alexandria,  Vo  22333-00001) 

NAT.STD-2131  (3) 

AM 

31  Aug 

88 

ISDA 

Mutual  Acceptance  Of  Government  Quality  (Ed  5)  Requests  For  Issue  Other 

Than  Dod  Must  Besent  Vioi  U.s.  Army  Security  Affoirs  Of(ice,attni 

Amsoc-mp/s,  5001  EISENHOWER  Ave.,  Alexondrio,  Va  22333-0001 

NAT-STO-4107  (1) 

AM 

01  Apr 

87 

ISDA 

M134  Machine  Gun  High  Rale  7.62MM,  Minigun,  (GAU-ZB/A) . 

Q-STD-404  (1) 

AM 

09  Jun 

76 

ISDA 

NATO  Automatic  And  Semi-outomatic  Interfoces  Between  The  Notionol 

NAT-STD-5040 

AM 

23  Oct 

85 

Switched  Telecommunlcotioni  Syitemi  Of  The  Combat  Zone  And  Between 
These  Systems  And  The  NATO  Integrated  Cammunicatians  System  (NIC)  • 
Period  From  1979  To  The  1990S  (Ed.  3) 


ISDA 

NATO  Codes  For  Grodes  Of  Militory  Personnel/code  Oton  Oet  Grades  Du 
Personnel  Milifoire  (Edition  4)  (Req  Other  Thon  DOO  Ref  To  US  AMC,  Attn: 
AMCICP-AA-N,  5001  Eisenhower  Ave.,  Alexondrio  Va  2.333-0001) 

NAT-STD-2116  (6) 
DIST  STMT  C 

Al 

07  Dec 

88 

ISDA 

NATO  Electronic  Parts  Recommendotions  (AETP-2)  And  NATO  Electronic 

Technical  Recommendotions  (AETP-3) 

NAT.STD-4120 

AM 

15  Mar 

76 

ISDA 

NATO  Glossory  Of  Engineer  Terms  &  Definitions  (Edition  No.  1)  (Request  For 
Issue  Other  Thon  DOD  Must  Be  Sent  Vio  U.s.  Army  Security  Affoirs  Office, 

Attn  AMSAC-MP/S,  5001  Eisenhower  Ave.,  Alex.,  Va  22333-0001) 

NAT-STD-2991  (1) 

AM 

12  Mar 

87 

ISDA 

NATO  Hondbook  On  The  Medical  Aspects  Of  NBC  Defensive  Operotions 
(AmedP-6)  (Edition  No.  2) 

NAT-STD-2500 

AM 

10  Sep 

B2 

ISDA 

NATO  Messoge  Text  Formotting  System  (Formets)  AOATP-3  (Ed.  3) . . . 

NAT-STO-5500  (1) 

AM 

29  Jul 

86 

ISDA 

NATO  Metrication  Policy  (Edition  No.  1 . 

NAT-STD-4183 

AM 

05  May 

83 

ISDA 

NATO  Multi  Channel  Tactical  Digital  Gateway  •  Signalling  Standards  (Edition 

No.  1)  (Rel  To  Other  Than  DOD  Act  Req  Pri  Appr  Of  CNM,  NAT  09B21, 
WASH,  D.c.  20360) 

NAT.STD-4208  (2) 

AM 

10  Dec 

85 

ISDA 

NATO  Reference  Model  For  Open  Systems  Interconnection  •  Overview  (Edition 

No.  1) 

NAT-STO-4250 

AM 

29  Apr 

86 

ISDA 

NATO  Standard  Engine  Loborotory  Test  For  Diesel  And  Gosotine  Engines  And 

Gas  Turbine  Engines  (Edition  1) 

NAT-STO-4',95 

AM 

14  Nov 

85 

ISDA 

NATO  Standords  Of  Proficiency  For  NBC  Defence  (Edition  No  3)...e.e . 

NAT-STD-2150 

AM 

26  Feb 

86 

ISDA 

NBC  Protective  Mosk  &  Filter  Conister  Screw  Threads . . . . 

NAT.STD.4155 

AM 

16  Jun 

81 

ISDA 

Notional  Distinguishing  letters  For  Use  By  NATO  Forces  (Edition  5)  (Req  Other 
Than  DOO  Ref  To  US  AMC  Attn:  AMCICP-A-A-N  5001  Eisenhower  Ave., 
Alexondrio,  Vo  22333-0001) 

NAT-STD-1059  (1) 
DIST  STMT  C 

Al 

06  Ocl 

88 

ISDA 

Nato  Combined  Militory  Police  (Edition  No.  3)  (Releose  To  Other  Thon  Dod 
Agencies  Must  Be  Approved  By  Hq  Dorcom  (Drcird) 

NAT.STD-2085  (1) 

AM 

06  Aug 

85 

ISDA 

Noto  Materiel  Configurotion  Manogement  Policy  (Edition  1)  (Rel  To  Other  Thon 
DOD  Act  Req  Pr  Appr  Of  CNM,  Mot  09821,  Wash  D.c.  20360) 

NAT.STD-4159  (1) 

AM 

03  Moy 

85 

ISDA 

Noto  Multi  Chonnel  Toctical  Digitol  Gotewoy  •  Stondords  For  Anologue  To 

Digital  Conversion  Of  Speech  Signols  (Edition  No.  1)  (Rel  To  Other  Thon 

DOD  Act  Req  Pri  Appr  Of  CNM,  NAT  09B21,  WASH,  D.c.  20360 

NAT-STD-4209  (2) 

AM 

10  Dec 

85 

ISDA 

Noto  Tobie  Of  Militcryequivolents  (Edition  5)  Request  For  Issue  Other  Thon 

DOD  Must  Be  Sent  Via:  U.  S.  Army  Security  Affairs  Office,  Attn: 
AMSAC-MC/S,  5001  EISENHOWER  Ave,  Alexandria,  VA  22333-0001 

NAT.STD-2105  (2) 

AM 

26  Nov 

86 

ISDA 

Noto  Trovel  Ordere(edition  No.  4)  Release  To  Other  Thon  Dod  Agencies  Must 

Be  Approved  By  Hq  Dorcom  (Drcird) 

NAT-STD-2026  (2) 

AM 

25  Jun 

84 

ISDA 

Novigotlono!  &  Communicotion  Copobilities  For  Helicoptersin  Multinotiono) 
lond  Operations  (Edition  5)  (Req  Other  Than  DOD  Ref  To  US  AMC,  Attn, 
AMCtCP-AA-N,  5001  Eisenhower  Ave.,  Alexondrio,  Vo  22333-0001) 

NAT.ST0.2863  (1) 
DIST  STMT  C 

AM 

16  Jun 

83 

ISDA 

Night  Vision  Sight,  Individual  Served  Weopon  AN/PVS*4  (ABCA  672)  (Rel  To 
Other  Thon  DOD  Acl  Req  Pri  Apr  Of  CNM,  NAT  09821,  WASH, 

D.C.20360) 

Q-SID-672 

AM 

16  Sep 

83 

ISDA 

Nomencloture  For  Soviet  Bloc  Army  Weapons  And  Equipment  (Edition  5)  . . 

NAT.STD-2097 

AM 

16  Dec 

85 

ISDA 

Nomencloture  In  Aircrew  Stotions  (Edition  3)(REQUESTS  For  Issue  Other'Thon 
DOD  Must  Refer  To  HQ  Usof/xoxx  (Iso),  Woshlogton,  D.C.,20330-50S8 

NAT.STD-3647  (4) 

06 

29  Mor 

83 

ISDA 

Nucleor  Biologicol  &  Cnemicol  (NBC)  Defence  Equipment  •  Operotionol 

Guidelines  (Edition  3}  (Req  Other  Than  DOD  Ref  To  US  AMC,  Attn: 
AMCICH-AA-N,  5001  Eisenhower  Ave.,  Alexondrio,  Vo  22333-0001) 

NAT.SID-2352  (4) 
DIST  STMT  C 

AM 

16  Dec 

88 

ISDA 

Nuclear  Survivobility  Criteria  For  Armed  Forces  Moteriot  &  InstoUotions. . 

NAT.STD.4145 

AM 

31  Ocl 

79 

ISDA 

NOATO  Monuol  Interfoce  Between  The  Monuol  Switched  Telecommunications 
Systems  Of  The  Combot  Zone  (Edition  1}  (Rel  To  Other  Than  DOD  Act  Req 

Pr  Appr  Of  CNM,  MAT,  09B21) 

NAT.5TO-5018  (4)  _ 

AM 

19  Sep 

84 

ISDA 

Obstocle  Folder  (Edition  2)  Rel  To  Other  Than  DOD  Act  Req  Pr  Appr  Of 

CNM,  MAT  09B21,  Wash,  D.c.  20360 

NAT.STD.2123  (3) 

AM 

25  May 

88 

ISDA 

Operotion  Orders,  Tobies  &  Grophs  For  Rood  Movement  (Ed  N0.4 . 

NAT.STO-2041  (2) 

AM 

09  Jul 

82 

ISDA 

Operation  Orders,  Worning  Orders  &  Administrotive/logislics  Orders  (Edition 

No.  5)  (Release  To  Other  Than  DOD  Agencies  Must  Be  Approved  By  HQ 
DARCOM  (DRCIRD) 

NAT-STD-2014  (3) 

AM 

30  Mar 

83 

ISDA 

Operation  Orders,  Tobies  &  Graphs  For  Rood  Movement  (Bosed  On  NATO 

Q-SIO.520 

AM 

25  Aug 

81 

STANAG  2041}  (Releose  To  Other  Than  DOD  Activities  Requires  Prior 
Approval  Of  HQ  OARCOM,  DRCIRD)  (ABCA  520) 


CUSTODIAN 


AM 


23 


FSC  LISTING 


•IOCUMSNT 


FSC 

TITLE 

DUMBER 

PREP 

DATE 

ISDA 

Operotion  Orders,  Worning  Orders  &  Administrative  *ogistks  Orders  (ftosed 

On  STANAG  2014)  (Release  To  Other  Than  OOO  Activities  Requires  Prior 
Approvol  Of  OARCOM,  DRCOE-I)  (ABCA  506) 

Q-STD-506  (2) 

AM 

26  Apr 

83 

ISDA 

Operollonol  Carriage  Of  Antmunltion  &  Fuel  By  Helicopter  (Edition  No.  1)  (Eel 

To  Other  Thon  DOD  Req  PrI  Appr  Of  CNM,  MAT  09B21,  WASH,  D.e. 

20360) 

NAT-Sl  3-2888  (4) 

AM 

20  May 

85 

ISDA 

Operational  Meteorological  Messoges  And  Forecasts  (Abco  304)  (Releose  To 

Other  Thon  Ood  Activities  Must  Be  Approved  By  Hq  Oorcom  (Drcird) 

Q-STD-304  (!) 

AM 

25  Feb 

80 

ISDA 

Operatlonol  Situotion  Reports  (Releose  To  Other  Than  Ood  Agencier  Must  Be 
Approved  By  Hq  Oorcom  (Drcird) 

Q-STO-510 

AM 

15  Jon 

79 

ISDA 

Operatlonol  Situotion  Reports  (Edition  No.  3)  (With  Amendments  t  Thru  3) 

Releose  To  Other  Thon  Dod  Agencies  Must  Be  Approved  By  Ao  Do'^om 
(Drcird) 

rMT.ETO-2020  (7) 

AM 

13  Feb 

86 

ISDA 

Order  Of  Battle  (Non  NATO  Ground  Forces)  (Releose  To  Other  Thon  DOO 
Agencies  Mu^t  Be  Approved  By  HQ  DARCOM  (ORClRD](EOITfON  No.  3) 

NAT-STD-2077  »2) 

AM 

01  Dec 

82 

ISDA 

Orders  To  The  Demolition  Ouord  Commander  &  Demolition  Firing 

Portycommonder  (Non  Nuclear)  (Edition  3) 

NAT-STO-2017  (5) 

AM 

29  Apr 

88 

ISDA 

Orders  To  The  Demolition  Ouord  Commonder  A  Demolition  Firing  Forty 

Commander  (Bosed  On  NATO  Stonag  2017)  (Release  To  Other  Than  DOD 
Activities  Requiries  Prior  Approval  Of  DARCOM,  DARCDE*)  (Edition  No.  2} 

O-STD-608 

AM 

15  Mor 

82 

ISDA 

Porometers  A  Coding  Choracteristics  Thot  Must  Be  Common  To  Assure 

Interobillty  Of  2400  BPS  Lineor  Predictive  Encoded  Digital  Speech(ed.  1)(REL 

To  Other  Thon  OOD  Act  Req  Appr  Of  CNM,  MAT  09B21,  Nash  D.c.  20360) 

NAT-STD-4198  (2) 

AM 

lODec 

85 

ISDA 

Po.am.lors  &  Procllcet  For  Tho  U»  Of  The  NATO  7-BIT  Code  (Ed.  2  W/AMD 

1-4) 

Passive  Viewer,  Driver  S  Night  Vision  (Release  To  Other  Thon  Dod  Agencies 

Must  Be  Approved  By  HQ  DARCOM  (DRCIRD)  (ABCA  679) 

NAT-STD-5036 

AM 

17  Jul 

84 

ISDA 

Q-STD-579  (1) 

AM 

19  Ocl 

81 

■  ISDA 

Patient  &  Operator  Protection  From  Foiture  Of  Electromedical  Equipment 
(ABCA  434}  (Rel  To  Other  Thon  OOD  Act  Req  Pr!  Appr  Of  CNM,  MAT 

09B2I,  WASH,  DC  20360) 

Q-STD-434 

AM 

23  Jon 

85 

ISDA 

Patrol  Reports  (Edition  6)  (Req  Other  Than  DOD  Ref  To  US  AMC,  Attm 
AMCICP'AA'N,  5001  Eisenhower  Ave.,  Alexandria,  Vo.,  22333-0001) 

NAT-STD-2003  (3) 
DIST  STMT  C 

AM 

16  Jon 

88 

ISDA 

Patrol  Reports  By  Army  Forces  {ABCA-502) . . . . . . 

Q-STD-S02 

AM 

27  Jun 

78 

ISDA 

Performonce  And  Protective  Properties  Of  Combat  Clothing  (Abco  271) . 

Q-STD-271  (1) 

AM 

28  Apr 

SO 

ISDA 

Perfoimonce  And  Protective  Properties  Of  Combat  Clothing  (Releose  To  Other 

Thon  Dod  Agencies  Must  Be  Approved  By  Hq  Dorcom  (Drcird)  (Edition  No. 

3) 

Planning  Guide  For  The  Estimotion  Of  Battle  Cosuoltiet  (Nucleor)  -  (AMEDP-B) 
(Edition  No.  2) 

NAT-STD-2333  (2) 

AM 

19  Feb 

79 

ISDA 

NAT.STO-2874 

AM 

27  No. 

81 

ISDA 

Plole,  Bose,  SIMM  Mortar,  CON,  MK1  (Edition  No.  2)  (Rel  To  Other  Thon 

DOO  Act  Req  Pri  Appr  Of  CNM,  MAT  09B21,  Wash,  D.c.  20360} 

Q-STD-)52 

AM 

16  Apr 

84 

ISDA 

Postol  Orgonizotlon  For  The  NATO  Forces  In  Wartime  (Edition  3)  (Rel  To 

Other  Thon  DOD  Act  Req  Pr  Appr  Of  CNM,  MAT  09B21) 

NAT-STD-2109  ()) 

AM 

06  Aug 

85 

ISDA 

Prevention  Of  Cold  Injury  (Edition  No.  1  (Releose  To  Other  Thon  DOO  Must  Be 
Sent  Via  AMSAC'MC/S,  5001  Eisenhower  Ave.,  Alexondria,  VA  22333-0001} 

NAT.STD-2981 

AM 

05  Jon 

87 

ISDA 

Preventive  Measures  For  An  Occupational  Health  Progromme  (Edition  No.  2) .... 

NAT-STO-2908  (3) 

AM 

17  Jon 

86 

ISDA 

Principles  &  Characteristics  Of  Interoperobility  Security  (Rel  To  Other  Thon 

DOD  Act  Req  Pr  Appr  Of  CNM,  MAT  09B21) 

Q-STD-693 

AM 

14  Feb 

84 

ISDA 

Principles  &  Methodology  For  The  Quollfication  Of  Explosive  Moteriofs  For 

Mllitory  Use  (Edition  No.  1) 

NAT-STD-4170 

AM 

22  Oct 

85 

ISDA 

Principles  And  Procedures  For  The  Employmentin  Land  Worfore  Of  Scotteroble 
Mines  With  A  Limited  Laid  life  -  ATP-50  (Request  Other  Than  OOD  Refer  To 

US  AMC,  Attni  AMCICP-AA-N,  5001  Eisen 

NATSTO-STD-:990 

AM 

15  Sep 

88 

ISDA 

Principles  And  Procedures  For  Estoblishing  Lioison  Abco  533  (Releose  To  Other 
Than  Dod  Activities  Requires  Prior  Approvol  Of  Hq,  Oorcom,  Drcird 

Q-STD-633 

AM 

24  Mor 

80 

ISDA 

Principles  Governing  The  Design  Of  The  Individual  Load  Carrying  Equipment  Of 

The  Combot  Soldier,  Release  To  Other  Than  Ood  Agencies  Must  Be 

Approved  By  Hq  Dorcom  (Drcird) 

Q-STD-57)  (1) 

AM 

07  Moy  80 

ISDA 

Principles  Governing  oohe  Design  Of  The  Individual  Load  Corring  Equipment  Of 
The  Combat  Soldier  (Edition  3)  (Rel  To  Other  Thon  OOD  Act  Req  Pri  Appr 

Of  CNM,  MAT  09B21) 

NAT-STD-2311  (1) 

AM 

02  Apr 

85 

ISDA 

Principles  Of  Improvised  Explosive  Device  Disposal  •  AEO0P*3(A)  Edition  1  ( 

Rel  To  Other  Than  DOD  Must  Be  Appr  By  US  Army  Security  Affoirs 

Commond,  ATTNI  AMSAC*MC/S,  5001  Eisenhower  Ave.,  Alexondrio,  VA 
22333-0001 

NAT.STD-2370 

AM 

06  Feb 

87 

ISDA 

Principles  Of  Medical  Policy  In  The  Monogement  Of  A  Moss  Cosuolty  Situotion 
(Ed  2)  Requests  Other  Than  DOD  Refer  To  US  AMC,  Atln:aMCICP*AA'N, 

5001  Elsenhower  Ave,  Alexondrio,  Vo  22333-0001 

NAT-STD-2879  (3) 
STANAG 

AM 

17  Jun 

86 

ISDA 

Principles  Of  Medical  Policy  Of  Moss  Cosuolty  Situation  (Releose  To  Other 

Than  Dod  Agencies  Must  Be  Approved  By  Hq  Dorcom  (DRCIRD))  (Abco 

637) 

Procedure  For  Mllitory  Trains  Crossing  Frontiers  (Edition  3)  (Req  Other  Thon 

DOD  Ref  To  US  AMC,  Attn;  AMCICP-AA-N,  5001  Eisenhower  Ave., 

Alexondrio,  Vo  22333-0001) 

Q-STD-637  (1) 

AM 

27  Jul 

81 

ISDA 

NAT-STD-2171  (3) 
OIST  STMT  C 

Al 

03  Ocl 

88 

ISDA 

Procedure  For  Providing  Restricted  Areos  FornATO  Milltory  Aircroft  While  Using 
Militory  Airfields  Of  Other  NATO  Notions  (Edition  1)  (Req  Other  Than  DOD 

Ref  To  US  AMC,  AMCiCP-AA-N,  5001  Eisenhower  Ave,,  Alexondrio,  Vo 
22333-0001) 

NAT.STD-2952  (2) 
DIST  STMT  C 

Al 

24  Nov 

88 

ISDA 

Procedure  For  Reporting  &  For  Initiol  Disposition  Of  Unsotisfoctoy  Medico) 
Material  &  Drugs  (Edition  2)  (Req  Other  Thon  DOD  Ref  To  US  AMC,  Attn: 
AMCICP-AA-N,  5001  Eisenhower  Ave.,  Alexondrio,  Vo  22333-0001 

NAT-STO-2907  (2) 
DIST  STMT  C 

Al 

24  Feb 

89 

ISDA 

Procedure,  For  Reporting  &  Initiol  Disposition  Of  Unsotisfoctory  Medico) 

Q-STD-287  (1) 

AM 

29  Jun 

84 

MoWriil  (Edition  No.  2) 


CUSTODIAN 


24 


FSC  LISTING 


DOCUMENT 


FSC 

TITLE 

NUMBER 

PREP 

DATE 

ISDA 

Procedure  For  The  Use  &  Hondling  Of  Freight  ContoTners  For  Military  Supplies 
(Edition  1)  (Req  Other  Thon  DOD  Ref  To  US  AMC,  Attn,  AMC1CP>AA*N, 

5001  Eisenhower  Avc.,  Alexandria,  Va  22333>0001) 

NAT-STD.2926  (1) 
DIST  STMT  C 

AM 

05 

D.C 

88 

ISDA 

Procedure  For  The  Stotlsticol  Comporison  Of  Externol  Bolltstic  Performonce  Of 

Shell  'edition  No.  2 

NAT-SID-4106  (1) 

AM 

08 

Dec 

86 

ISDA 

Procedure  For  The  Transfer  Of  Standard  Internal  Ballistic  Performonce  (Release 

To  Other  Thon  DOD  Activities  Requiries  Prior  Approval  Of  DARCOM, 

DRCOE-1)  (ABCA647) 

Q.STD.647 

AM 

31 

Mar 

82 

ISDA 

Procedure  For  The  Emplo/ment  Of  Helicopters  In  The  Anti  Armour  Role  (Edition 
No.  3) 

NAT-STO-2355  (2) 

AM 

05 

Aug 

85 

ISDA 

Procedures  For  DeoKng  With  Prisoners  Of  War  (Pw)  (Edition  N0.4)  Releose  To 
Other  Than  Dod  Agencies  Must  Be  Approved  By  Hq  Dorcom  (Drcird) 

NAT.STD-2044  (4) 

AM 

04 

Aug 

80 

ISDA 

Procedures  For  Disposition  Of  Allied  Patients  By  Medical  tnstollotion  (Edition  4) 
(Other  Requests  Refer  To  US  AMC,  Attn  •  AMC(CP*AA*N,  5(X>1  Eisenhower 
Avenue,  Alexondrlo,  VA22333-(XX)1) 

NAT-STD-2061  (5) 
OIST  STMT  C 

AM 

30 

Jun 

88 

ISDA 

Procedures  For  Deoling  With  Prisoners  Of  War  (Pw)  . . . . 

Q  STD-523  (1) 

AM 

02 

Jun 

82 

ISDA 

Procedures  For  Marshalling  Helicopters  In  Mu^tinotionol  Lend  Operotlons 
(Edition  No.  2)  (Rel  To  Other  Thon  DOD  Agencies  Must  Be  Approved  By 

HQ, DARCOM  (DRCIRD) 

NAT.ST0.235)  (2) 

AM 

09 

Jun 

86 

ISDA 

Procedures  For  Marshalling  Helicopters  In  Airmobile  Operotlons  (Releose  To 

Other  Thon  Dod  Agencies  Must  Be  Approved  By  HQ  DARCOM  (DRCIRD) 

(ABCA  585) 

Q-STD-SBS  (2) 

AM 

23 

Nov 

83 

ISDA 

Procedures  For  Military  Road  Movement  Across  Notionol  Frontiers  (Issued 
Controlled-releose  To  Other  Thon  Dod  Agencies  Must  Be  Approved  By  Hq 
Dorcom  (Drcird) 

NAT.STD.2176 

AM 

09 

Aug 

78 

ISDA 

Procedures  For  Requesting  Repair  &  Recovery  Of  Lond  Military  Technlcoi 

Equipment  (Edition  2)  (Rei  To  Other  Than  DOD  Act  Req  Pr  Appr  Of  CNM, 

Mot  09B21) 

QSTD-171 

AM 

01 

Jun 

83 

ISDA 

Procedures  For  The  Determinotion  Of  Propellant  Chorge  Temperoture 

Corrections  (Edition  No.  3)  (Rel  To  Other  Thon  DOD  Act  Req  Pri  Appr  Of 

CNM,  MAT  09B21,  WASH,  O.c.  20360) 

NAT-ST0.4098 

AM 

14 

May 

84 

ISDA 

Procedures  For  The  Treatment,  Acceptobllity  And  Provision  Of  Potoble  Water  In 
The  Field  (Release  To  Othe^  Thon  Dod  Agencies  Must  Be  Approved  By  Hq 
Dorcom  (Drcird) 

NAT-ST0.2885  (3) 

AM 

27 

Oct 

82 

ISDA 

Procedures  In  The  Event  Of  Downed  Helicopters  (Edition  No.  2  W/omends  1 
oo  2)  (Rel  To  Other  Than  DOD  Act  Req  Pri  Appr  Of  CNM,  MAT  09B21, 

WASH,  D.C.  20360) 

NAT.STD.2861  (3) 

AM 

04 

Aug 

85 

ISDA 

Procedures  To  Be  Employed  In  The  Event  Of  Downed  Helicopters  (Rel  To  Other 
Ihon  DOD  Act  Req  Pr  Appr  Of  CNM,  Mol  09B21)  Abco  586 

Q.STO.S86 

AM 

29 

Apr 

83 

ISDA 

Procedures  Used  In  Estoblishing  Ballistic  Stondord  Ammunition  (Releose  To 

Other  Than  Dod  Agencies  Must  Be  Approved  By.Hq  Dorcom  (Drcird)  (Abco 

646) 

Q-STD.646 

AM 

16 

Jon 

81 

ISDA 

Profdrmo  For  Artillery  Fire  Plon  (Edition  No.  5)  Releose  To  Other  Thon  OOOD 
Agencies  Must  Be  Approved  By  HQ  DARCOM  (DRCIRD) 

NAT-STD-2031  (3) 

AM 

17 

Jun 

88 

ISDA 

Proforma  For  Artillery  Fire  Plan  (Bosed  On  NATO'Stonog  2031)  (Releose  To 

Other  Thon  DOD  Act  Req  Pri  Approval  Of  CNM,  MAT  09B'2I,  Wash.  D.c, 
20390 

QSTDSIS 

AM 

05 

Oct 

84 

ISDA 

Proof -Testing  Of  Smoll  Arms  (ABCA  334)  (Rel  To  Other  Thon  DOD  Act  Req  Pri 
Appr  Of  CNM,  MAT  09B21.  Wosh,  DC,  20360) 

Q-STD.334 

AM 

21 

Nov 

83 

ISDA 

Protection  Of  Heoring  (Edition  No.  1)  . . . . . . . . 

.STD-2899  (3) 

AM 

30 

May 

84 

ISDA 

Quality  Assurance  Procedures  For  Demolition  Stores,  &  Accessories  (Releose  To 
Other  Thon  Dod  Activities  Requires  Prior  Approvol  Of  Hq,  DARCOM 
(DRCIRD)  (ABCA  583) 

Q.STD.583 

AM 

15 

Jon 

81 

ISDA 

Rddor  Signal  Detecting  Set  AN/APR-39(V)1  (Releose  To  Other  Thon  DOD 
Activities  Requires  Prior  Approval  Of  DARCOM,  DRCDE*1)  (ABCA  644) 

Q.STD.444 

AM 

08 

Mor 

82 

ISDA 

Radar.  Ground  Surveillonce,  Very  Short  Ronge  (Release  To  Other  Thon  Dod 
Activities  Requires  Prior  Approval  Of  Hq  Dorcom,  Drcird) 

Q.STD-58) 

AM 

05 

Apr 

79 

ISDA 

Radio  Receiving  Set,  AN/ARN-82  (ABCA-312) . 

QSTD.3)2 

AM 

31 

Jon 

75 

ISDA 

Rodio  Set  AN/PRC*77  (ABCA  467)  (Releose  To  Other  Thon  Dod  Agencifs 

Must  Be  Approved  By  Hq  Dorcom  (Drcird) 

Q.ST0.467 

AM 

31 

Jon 

79 

ISDA 

Rodio  Set,  AN/GRC-103  (Edition  No,  2)  (ABCA.233)  (Releose  To  Other  Thon 

Dod  Agencies  Must  Be  Approved  By  Hq  Oarcom.drcird) 

Q  STD.233  (2) 

AM 

01 

Dec 

78 

ISDA 

Rodio  SETS.AN/VRC-12  Series  (Abco  141)  W/omd»  1,  2  And  3 . . 

Q.STD-16) 

AM 

01 

Dec 

78 

ISDA 

Rodiologicol  Survey  (Edition  3)  (Rel  To  Other  Than  DOD  Act  Req  Proppr  Of 

CNM,  MAT  09B21,  Wosh,  O.c.  20360 

NAT-STD.2112  (3) 

AM 

14 

Jon 

85 

ISDA 

Rodiotelephone  Procedures  For  The  Conduct  Of  Artillery  Fire  (Edition  No.  2)  .... 

NAT-STD.2847  (4) 

AM 

12 

Moy 

84 

ISDA 

Radiotelephone  Procedures  For  The  Conduct  Of  Artillery  Fire  (Edition  No.  2) 
(Releose  To  Other  Than  DOD  Agencies  Must  Be  Approved  Byhq  Dorcom 
(DRCIRD) 

O.STD.246  (1) 

AM 

23 

Feb 

83 

ISDA 

Ronges’Of  Not©  Ultro  Violet  (Uv)  White  Colour  For  The  Comoufloge  Of 

Military  Equipment  In  Snow  Environments  (issue  Conirolled-releose  To  Other 

Thon  Dod  Agencies  Must  Be  Approved  By  Hq.Darcom)dr<ird( 

NAT-STb.2835  (1) 

AM 

16 

Jon 

78 

ISDA 

Reor  Area  Security  (Edition  4)  . . . . . . . . . 

NAT.STD.2079 

AM 

17 

Dec 

79 

ISDA 

R.cognilIon  &  Id.ntificotion  Of  Fores  On  Th.  Battl.n.Id  (Edition  Nor  A)  (R.l 

To  Oth.r  Thon  OOD  Act  R.q  Pri  Appr  Of  CNM,  MAT  09B21,  WASH,  D.c. 
20360) 

NAT.STD:2)29  (1) 

AM 

30 

Jun 

86 

ISDA 

Recognition  &  Identification  Of  Forces  On  The  Battlefield  (Releose  To  Other 

Thon  Dod  Agencies  Must  Be  Approved  By  Hq  Dorcom  (Drcird)  (Abco  538) 

Q.STD.538 

AM 

15 

Jon 

81 

ISDA 

Recognition  Trointng  (Ed  2)  Requests  For  Issue  Other  Than  Dod  Mustbe  Sent 

Vio:  U.s.ormy  Security  Affoirs  Office,  Attn:  Amsoc^mp/s,  500\  Eisenhower 

Ave.,  Alexondrio,  Vo  22333-(X)01 

NAT-SID.3732 

AM 

03 

Jun 

86 

ISDA 

Recording  Of  Dolo  For  Artillery  Survey  Control  Points  (Rel  To  Other  Than  DOD 

NAT.STD.286S  (5) 

AM 

10 

Nov 

86 

Activities  Must  Be  Approved  B/  HQ  OARCOM  (DRCIRO)  (Edition  1 


CUSTODIAN 


25 


FSC  LISTING 


DOCUMENT 


FSC 

TITLE 

NUMBER 

PREP 

DATE 

ISDA 

R«gutotlons  For  The  Lotefol  Or  End'On  loading  Unloading  Of  Wheeled  Or 
Tracked  Militory  Equipment  Transported  On  Roilway  Wogons  (Edition  1) 

(Req  Other  Thon  OOD  Ref  To  US  AMC,  Attm  AV.CICP-AA-N,  5001 

Eisenhower  Ave.,  Alexandrio,  Vo  22333>0001) 

NAT-STD-2943  (1) 
DIST  STMT  C 

Al 

11  Nov 

88 

ISDA 

Regulotions  For  Military  Motor  Vehicle  Movement  By  Road  (Releose  To  Other 

Thon  Ood  Agencies  Must  Be  Approved  By  Hq  Oorcom  (0RC1R0)) 

Q.STD.539 

AM 

02  Oct 

80 

ISDA 

Regulotions  For  Military  Motor  Vehicle  Movement  By  Rood  (Ed.  No.  4) 

(Releose  To  Other  Than  Ood  Activities  Requires  Prior  Approvotol  Hq  Oorcom 
(Drcird) 

NAT-STD-2154  (2) 

AM 

28  Sep 

79 

ISDA 

Regulations  For  The  Security  Of  Militory  Tracked  &  Whee'ed  Vehicles  On 

Roilwoy  Wogons  (Edition  3)  (Rel  To  Other  Than  OOD  Act  Req  Pri  Appr  Of 

HO  DARCOM  DRCIRD) 

NAT-STO-2173  (2) 

AM 

23  Jon 

87 

ISDA 

Regulations  For  Safety  In  The  Tronsport  Of  Ammunition  &  Explosives  By 

Military  Train  (Edition  2)  (Req  Other  Than  DOO  Ref  To  US  AMCp 
AMCiCP'AA'Np  5001  Eisenhower  Ave.»  Alexandria,  Va  22333>0(X)1) 

NAT-STD-2890 

DIST  STMT  C 

Al 

24  Sep 

87 

ISDA 

Relief  Of  Combat  Troops  (Edition  No.  5) . . . . . 

NAT.STD-2082  (3) 

12 

18  Nov 

82 

ISDA 

Removoble  Points  For  Comoufloge  (Edition  2),  (Release  To  Other  Thon  Dod 
Agencies  Must  Be  Approved  By  Hq  Oarcom)drcird( 

NAT.STO-2836  (3) 

AM 

06  Moy 

88 

ISDA 

Reporting  Engineer  Information  In  The  Field  (Edition  No.  3)  Releose  To  Other 

Thon  Dod  Agencies  Must  Be  Approved  By  Oorcom  (Drcird) 

NAT-STD-2096  (4) 

AM 

23  Apr 

79 

ISDA 

Reporting  Engineering  Information  In  The  Field  (Release  To  Other  Than  Ood 
Agencies  Must  Be  Approved  By  Hq  Oorcom  (Drcird)  (Abco  530) 

Q.STDS30 

Q  STAG  530 

AM 

21  Dec 

79 

ISDA 

Reporting  Nuclear  Detonotions,  Rodiooctive  Follout,  &  Biological  &  Chemicol 
Attocks  &  Predicting  Associated  Hazords  (Bosed  On  Nato  Stonog  2103) 

(Edition  No.  2)  (ABCA  187) 

Q.STD.187  (1) 

AM 

31  May 

83 

ISDA 

Reporting  Nucleor  Detonations,  Biological  &  Chemicol  Attocks  &  Predicting  & 

NAT.STD-2I03  (1) 

AM 

19  Jul 

83 

Warning  Of  Associated  Hazards  &  Hazard  Areas  (ATP*45}  {Edition  No.  5) 
(Rel  Toother  Than  000  Act  Req  Pri  Apr  Of  CNM  Mat  09B21.  Wosh.  D.c. 
20360) 


ISDA 

Reporting  Of  Major  Ammunition  Malfunctions  (Edition  No  2)  (Rel  To  Other 

Thon  OOO  Act  Req  Pri  Appr  Of  CNM,  MAT  09B21,  WASH,  O.c.  20360 

NAT.STD-2940  (2) 

AM 

19  Apr 

88 

ISDA 

Restrictions  For  The  Transport  Of  Military  Equipment  By  Roll  On  Europeon 
Railways  (Edition  No.  2) 

NAT-STD-2832  (1) 

AM 

31  Aug 

82 

ISDA 

Resuscitotion  Moteriel  For  Field  Use  (Rel  To  Other  Than  DOD  Act  Req  Pr  Appr 

Of  CNM,  MAT,  Wash,  O.c.  20360  (ABCA  677) 

Q-STD-677 

AM 

23  Jon 

85 

ISDA 

Rifle,  Recoilless,  106MM:  M40A2  With  Ammunition  (Edition  No.  2) . 

O  STD.46  (1) 

AM 

25  Apr 

85 

ISDA 

Riot  Control  K  Training  Agents  CS  &  CR  . . . . 

Q.STD-495  (2) 

AM 

14  Feb 

85 

ISDA 

Rood  Movement  Bid  &  Credit  (Edition  2)  (Req  Other  Than  OOD  Ref  To  US 

AMC,  AMCICP*AA»N,  5001  Eisenhower  Ave.,  Alexandria,  Vo  22333*0001) 

NAT-STO-215S  (3) 
DIST  STMT  C 

Al 

03  Feb 

89 

ISDA 

Rules  For  Achieving  Sub*systems  Interoperobility  Between'The  Automoted 

Q.STD.676 

AM 

14  Apr 

82 

Tactical  Command  i  Control  Systems  Of  ABCA  Armies  (Releose  To  Other 
Than  OOO  Act.  Requires  Prior  Approval  Of  DARCOM.  ORCDE'1)  (ABCA 
676) 


ISDA 

Softy  &  Environmental  Tests  For  lond  Mines  &  Demolition  Stores  (Abco  23) 

(Rel  To  Other  Thon  OOD  Act  Req  Pr  Appr  Of  CNM,  MAT  09B21) 

Q-STD-23 

AM 

16  Sep 

83 

ISDA 

Sampling  And  Anolyzing  Kit,  Cbr  Agents,  M19  ^\BCA*265)... . . . . 

Q  STD-265  (5) 

AM 

31  May 

83 

ISDA 

Sompling  Procedures  And  Tables  For  Inspection  By  Att.Hbules  (ABCA*105) . 

Q.STD-105  (1) 

AM 

22  Sep 

76 

ISDA 

Security  Doctrine  (Edition  No.  1)  Request  For  Issue  Other  Than  OOD  Must  Be 

Sent  Via  U.s.  Army  Security  Affoin  Office,  Attm  AMSAC*MC/S,  5001 
Eisenhower  Ave  ,  Alexandrio,  Vo  22333*0001 

NAT.STO-2363 

AM 

08  Dec 

86 

ISDA 

Shelter  System,  Collective  Protection,  Chemicol  Biologicol,  Inflotoble,  Troiier 
Tronsported,  M51  (ABCA*451) 

OSTD-451  (1) 

AM 

08  Dec 

81 

ISDA 

Significant  Oolo  8*  Telegraph  SignoHing  Conditions  (Edition  No.  1)  (Request  For 
Issue  Other  Than  DOD  Must  Be.  Sent  Vio  U.s.  Army  Security  Affoirs  Office, 

Attn:  AMSAC*MP/S,  5001  Eisenhower  Ave,  Alexondrio,  VA  22333*0001 

NAT-STD-4295 

AM 

14  Jul 

86 

ISDA 

Significont  Data  &~Talegroph  Signalling  Conditions  (Edition  No.  1) . 

NAT.STD-4295  (1) 

AM 

o 

c 

"< 

88 

ISDA 

Signing  Of  Heodquorlers  &  Instollotions  (Edition  5)  (Req  Other  Than  DOD  Rof 

To  US  AMC,  Attn:  AMClCP'AA*N,  5001  Eisenhower  Ave.,  Alexondrio,  Vo 
22333*0001) 

NAT-STD-2035  (3) 
DIST  STMT  C 

Al 

18  Ocl 

88 

ISDA 

Simulator  Projoctile  Airburst  (liquid  Chemicol  Agent)  L1A2  (SPAl) . . 

Q.5TD-446  (2) 

AM 

22  Apr 

85 

ISDA 

Single  8i  Multi  Level  Continuous  Sampling  Procedures  &  Tables  For  Inspection 

By  Attributes  (Release  To  Other^Than  000  Activities  Reqviries  Prior 

Approval  Of  DARCOM,  DRC0E<1}  (ABCA  340) 

O.STD.340  (2) 

AM 

03  Sep 

87 

ISDA 

Size  Morking  For  Operotionol  Footwear  (Ed.  1W/AM0S.  1*4)  (Rel  To  Other 

Than  DOD  Act  Req  Pr  Appr  Of  CNM,  MAT  09B21  Wash  D.c.  20360) 

NAT.STD-2339  (4) 

AM 

17  Moy 

84 

ISDA 

Sizes  &  Positions  Of  Starter  Bottery  Terminal  Posts  For  Wheeled  Toctlcol 

Vehicles  •  Port  2  W/omend  1 

NAT.STO-4015/2 

NAT 

AM 

11  Mor 

65 

ISDA 

Slinging  6  Tiedown  Provisions  For  Lifting  &  Tying  Down  Militory  Equipment 
(Releose  To  Other  Than  DOD  Activities  Requires  Prior  Approval  Of 

DARCOM,  DRCDE-1) 

QSTD-328 

AM 

24  Mor 

82 

ISDA 

Smoll  Arms  Ammunition  (7.62MM)  Release  To  Other  Than  OOD  Agencies 

Requires  Prior  Approval  Of  HQ,  DARCOM,  DRCIRD 

O-STD-123 

AM 

06  Mor 

81 

ISDA 

Smoll  Arms  Ammunition  (9  Mm  Porobellum)  (Edition  No  2}  . . . 

NAT-STD-4090  (1) 

AM 

11  Apr 

36 

ISDA 

Smoll  Arms  Ammunition  (7.62  Mm)  (Edition  No.  3)  (Release  To  Other  Then 

Ood  Agencies  Must  Be  Approved  By  Hq  Oorcom  (Drcird) 

NAT-STD-2310  (2) 

AM 

13  Apr 

82 

ISDA 

Specification  For  RDX  (Hexogene)  For  Deliveries  From  One  NATO  Notion  To 
Another  (Edition  No.  3) 

NAT.STD-4022 

AM 

06  Jun 

83 

ISDA 

Speciftcolion  For  Ammonium  Nltrote  (For  Use  In  Explosives)  For  Deliveries  From 
One  Noto  Notion  To  Another  (Edition  No.  2) 

NAT-STD-4024  (2) 

AM 

03  Moy 

76 

ISDA 

Specification  For  Picrite  (Nitrogunidi  Ne)  For  Deliveries  From  One  Note  Notion 
For  Another  (Edition  No.  2) 

NAT-STD-4026  (1) 

AM 

20  Dec 

77 

ISDA 

Specification  For  DNT  (Oinitrotoluene)  For  Propellants  W/omends  1,  3  &  4  ...... 

NAT.STD-4041 

AM 

15  Aug 

60 

CUSTODIAN 
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TITLE 

OOCUMEK' 

NUMBER 

PREP 

DATE 

CUSTODIAN 

ISDA 

Specification  For  0N7  (Oinitrotoluene)  For  Prbpeilonts  (Releose  To  Other  Than 

DOD  Activities  Requires  Prior  Approval  Of  HO  DARCOM,  DRCIRD)  (Edition 

2)  A6CA  134 

Q-STD-134 

AM 

27  Jul 

81 

ISDA 

SpecIfIcotion  for  Ce  (TETRYl)-(ABCA.l  13) . 

Q-STD-113 

AM 

2S  Sep 

73 

ISDA 

SpecHicolion  For  Picrile  {NITROGUANlDlNE)  (ABCA-lU) . 

QSTD-114 

AM 

25  Sep 

73 

ISDA 

Specificotion  For  Rdx  {HEXOGENE)>(ABCA-1 15) . . . . . 

Q-STD-115 

AM 

25  Sep 

73 

ISDA 

SpecHicolion  for  Petn  (PENIHRITE)  (ABCA.l  16)  . 

QSTD-116 

AM 

01  Nov 

73 

ISDA 

Specification  For  Ammonium  Nitrate  (For  Use  In  EXPLOSlVES)*(ASCA'l  17)  ...... 

QSTD-117 

AM 

25  Sep 

73 

ISDA 

Specificotion  For  Tnt  (Tolite)  *ABCA>118(  . . . . . . . . . 

Q-STD118 

AM 

25  Sep 

73 

ISDA 

Stobility  Test  Procedures  And  Requirements  For  Propellants  Stobillzed  With 
Oiphenylamine  Or  Ethyl  Centrolite  Or  A  Mixture  Of  Both  (Edition  No.  2) 

NAT-STD-4117  (2) 

AM 

os  Jul 

77 

ISDA 

Standord  BolKstic  Meteorological  Message(obcQ~332)........ . . . . 

Q-STD-332 

AM 

15  Dee 

75 

ISDA 

Stondord  Charocter  By  Choracter  Meteorological  Message  Format  (ABCA) 

(Releose  To  Other  Than  DOD  Activities  Requires  Prior  Approvol  Of 

DARCOM,  DRCOEO) 

Q.STD-267 

AM 

10  Feb 

82 

ISDA 

Standard  Format  Of  Request  For  Meteorological  Messoges  (Release  To  Other 

Than  Dod  Agencies  Must  Be  Approved  By  Hq  Oarcom  (Orcird)  (Abco  386) 

Q-STD-386 

AM 

18  Jon 

80 

ISDA 

Standord  List  Of  Gop  Crossing  Informotion  Requirements  When  Gothering  Doto 

By  Means  Of  Aerial  Or  Ground  Survey  (Releose  To  Other  Thon  Dod 

Agencies  Must  Be  Approred  By  Hq  Oarcom  (Orcird}( 

Q.STD-346  (1) 

AM 

23  Nov 

82 

ISDA 

Standard  Method  Of  Writing  Presaiptions  For  Spectacles  (Issued 

Controlled'release  To  Other  Thon  Dod  Agencies  Must  Be  Approved  Byhq 
Dorcom)drieird( 

NAT-STD-2346  (5) 

AM 

30  May 

86 

ISDA 

wtondord  Method  Of  Writing  Prescriptions  For  Spectacles  Abco  623 . 

Q.STD-623 

AM 

09  Aug 

79 

ISDA 

Standard  Procedure  For  Infantry/armored  Fighting  Vehicle  Torget  Indication 
(ABCA-239) 

Q.STD-239  (1) 

AM 

04  Dec 

74 

ISDA 

Standard  Procedures  Prior  To  Infantry/ormoured  Fighting  Vehicle  (Afv) 

Operations  (U)«  (ABCA-222)  VaUdaled  Nov  76 

QSTD-222 

AM 

03  Sep 

70 

ISDA 

Stondord  Target  Acquisition  Meteorologicol  Messoge  (ABCA)  (R^eose  To 

Other  Thon  OOD  Activities  Requires  Prior  Approval  Of  OARCOM,  DRCDEO) 

Q.STD.389 

AM 

10  Feb 

82 

ISDA 

Standord  To  Achieve  Interoperability  Of  ABCA  Armies  Ultra  High  Frequency 
Combot  Net  Radio  Equipments 

Q.STD-263 

PART  3 

AM 

14  Jun 

76 

ISDA 

SlanHord  Unit  Of  Vertical  Measure  To  Be  Shown  On  Land  Maps  (Bosed  On 

NATD  STANAG  2201)  (ABCA  541)  (Re!  To  Other  Than  OOD  Act  Req  Pri 

Appr  Of  CNM,  MAT  09B21,  WASH,  D.e.  20360) 

QSTO-541 

AM 

18  Jun 

84 

ISDA 

Standardization  Of  Inpoct  Tests  For  Steel  For  Guns  (Bosed  On  NATO  Stonog 
4020)  (Abco  129)  Ed.  (2  (Release  To  Other  Thon  OOD  Activities  Requireie 

Prior  Approvol  Of  DARCOM,  0RC0E«1) 

Q-STD-129  (1) 

AM 

02  Moy 

85 

ISDA 

Standardization  Of  Wrench  Opening  (Inch  Series  (Ret  To  Other  Thon  OOD  Act 

Req  Pr  Appr  Of  CNM,  Mat  O9B21)(E0ITION  No.  4) 

Q.STD-97 

AM 

12  Mar 

82 

ISDA 

Stondordizotion  Of  2  Inch  Fuze  Holes  And  Fuze  Contours  For  Artillery 

Projectiles  75MM  And  larger  In  Coliberincluding  SIMM,  4.  2  Inches  And 

107MM  Mortars  Validated  Nov  76 

Q-STDOOl 

AM 

05  Apr 

66 

ISDA 

Stondordizalion  Of  Proof  Practices  For  Pyrotechnic  Stores  (Releose  Outside 

Ood  Must  Be  Approved  By  DARCOM)DRC1RD(  (Abca  278) 

Q.STO-278  (1) 

AM 

02  Sep 

80 

ISDA 

Stondordization  Of  Combat  fdentificotion  Morkings  For  Armored  Fighti.sg 

Vehicles  (Afvs) 

Q.STD-266 

AM 

21  Mar 

73 

ISDA 

Standordizotion  Of  Wrench  Openings  (SI  Metric  Series)  (Rel  To  Other  Thon 

OOD  Act  Req  Pr  Appr  Of  CNM,  MAT  09B21) 

QSTD-653 

AM 

20  Sep 

83 

ISDA 

Sta.idordizalion  Of  Voltoge  Of  Electrical  Systems  In  Toctlcol  Vehicles  (Edition 

No.  2) 

NAT.STD-2601 

01  Aug 

79  AM 

ISDA 

Stondordizotion  Of  Proof  Philosophies  &  Practices  For  ABCA  Guns,  Mortors, 
Ammunition  &  Equipment  Utilized  At  Proof  Ranges  (Rel  To  Other  Thon  DOD 

Act  .Req  Pri  Appr  Of  CNM,  MAT  09B21,  WASH,  D.c.  20360) 

Q.STD-670 

AM 

26  Apr 

84 

ISDA 

Standardized  list  Of  ABCA  Preferred  Batteries  (Rel  To  Other  Thon  DOD  Act 

Req  Pr  Appr  Of  CNM,  Mot  09B21) 

Q-STD-431 

11  Jon 

84 

ISDA 

Stondordized  System  Of  Designating  Days  &  Hours  In  Relotion  To  An 

Operation  Or  Exercise  (Edition  No.  5)  (Rel  fo  Other  Thon  DOD  Act  Req  Pri 
Appr  Of  CNM,  MAT  09821,  WASH,  O.c.  20360) 

NAT-STD-1001  (2) 

AM 

25  Jun 

84 

ISDA 

Stondords  For  NBC  Protective  Mosic  &  Canister  Screw  Threods  (Releose  To 

Other  Than  DOD  Activities  Requires  Prior  Approvol  Of  OARCOM,  ORCOEO) 

Q-STD-496  (2) 

AM 

25  Jun 

84 

ISDA 

Stondords  For  The  Interoperobllity  Of  NATO  lend  Combot  &  Combined 
Operations  Systems  (Edition  No.  1)  (Request  For  Issue  Other  Thon  DOD 
.Must  Be  Sen!  Via  U.s.  Army  Security  Affoirs  Office,  ATTN:  AMSAC-MC/S, 

5001  ElserJiower  Ave.,  Alexandria,  Va  22333  0001) 

NAT.STD-5621  (1) 

AM 

05  Jon 

87 

ISDA 

Stondords  To  Achieve  Interoperobllity  Of  ABCA  Armies  High  Frequency  Combot 
Net  Radio  Equipments 

Q.STD-263 

PART  1 

AM 

14  Jun 

76 

ISDA 

Starter  Battery  Spoces  For  Wheeled  Tocticol  Vehicles  (Edition  No.  2)  Port  1...... 

NAT.STD.4015/1 
PART  1 

AM 

09  Mor 

65 

ISDA 

Sfulic  rivof  Of  Ddunolv**  (Rel  Tv  Other  DOD  Act  R«q  Tr  Appr  Of 

CNM,  MAT  09B21) 

G  STO  2S0 

AM 

20  Sep 

83 

ISDA 

Stotic  Proof  Of  fgniferous  Initiators  (Release  To  Other  Thon  Ood  Agencies  Musi 

Be  Approved  By  Hq  Dnrcom,  Drcird)  (Abco  386) 

Q.STD-261 

AM 

24  Mor 

80 

ISDA 

Slatic  Proof  Of  Cops  (Other  Thon  Small  Arms)  (ABCA  282)  (Rel  To  Other 

Thon  OOD  Act  Req  Pri  Apr  Of  CNM,  Dept  Of  Novy,  MAT  09B2I,  WASH, 

0.e.  20360 

Q.STD-282 

AM 

21  Sep 

83 

ISDA 

Stoticol  Clossificotfon  Of  Diseoses,  Injuries  &  Causes  Of  Deoth  (Edition  5)  (Req 
Other  Thon  OOD  Ref  To  US  AMC,  Amci€p'Oa*n,  500\  Eisenhower  Ave., 
Alexondrio  Vo  22333*0001) 

NAT-STD.2050  (2) 
DIST  STMT  C 

Al 

02  Mar 

89 

ISDA 

Stretchers,  Beoring  Brackets  &  Allochment  Supports  (Edition  No.  5)  (Releose  To 
Other  Thon  DOD  Agencies  Must  Be  Approved  By  HQ  OARCOM  (ORCIRD) 

NAT.STD.2040  (2) 

AM 

30  Moy  86 

ISDA 

Supplementary  Labels  For  Dispensed  Medicine  (Abco  471)..... . . . . . . 

Q.STD.471 

AM 

20  Jul 

79 

ISDA 

Surface  Tronsportotion  Request  And  Reply  To  Surface  Tronsporl  Request............ 

Q.ST0.562 

AM 

12  Dec 

79 

27 
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DATE 

ISDA 

Surveillance  (Including  Night  Observation)  Plon  Annex  To  An  Operotlori  Order 
(ABCA-243) 

Q-STD-243 

AM 

27  Jun 

78 

ISDA 

SurvivaI.emergency  &  Individual  Combat  Rations  >  Nutiitionol  Volues  & 

Packaging  (b'dition  2)  (Req  For  Issue  Other  Then  D&od  Must  Be  Sent  Vio 

U.S.  Army  Secutity  Affoirs  Commond  Attn:  AMSAC'MC/S,  SOOl  Eisenhower 

Ave  Alexondrlc  Vo  22333>0001 

NAT.SIO-2937 

AM 

11  Moy 

87 

ISDA 

Swllchboard  SB-22()/PT . 

Q-STD.28  (2) 

AM 

01  D.c 

78 

ISDA 

Symbol  To  Denote  The  Operotlonol  Interchonge  Ability  Of  Ammunition  & 
Demonolition  Accessories  (Short  Title,  Noto  Symbol  Of  Interchongeobillty) 
(Edition  No.  3) 

NAT-STD-2315  (3) 

AM 

20  Apr 

88 

ISDA 

Symbols  For  Use  On  Mops  Of  Troinlng  Areos  For  lond  Forces  (Editionno.  1) 

(Req  Other  Than  DOD  Ref  To  HO  USAF/XOXX-ISO,  Wash.  O.c. 

20330-5058) 

NAT-STD-3833  (2) 

04 

24  Oct 

88 

ISDA 

System  For  Field  Coble  Or  Field  Wire  Lobelling  (Edition  No.  4). . . 

NAT.STD-2028 

AM 

14  Apr 

83 

ISDA 

System  For  Field  Wire  Lobelling  Abco  513 . . . . . . 

Q.STO-513 

AM 

23  Feb 

79 

ISDA 

Systeme  Internotionol  (Si)  Unit  For  Combet  Dosimetry  (Rel  To  Other  Than  Dod 
Activites  Req  Prior  Approvol  Of  Chief  Of  Naval  Material  Dept  Of  Novy,  Mol 
09B21.  Wash  D.c.  20360 

Q.STD.764 

AM 

20  Mar 

84 

ISDA 

Tocticol  Hand  &  Arm  Signols  For  The  Control  Of  AFVS  (Releose  To  Other  Thon 
DOD  Activities  Requires  Approvol  Of  Chief  Of  Naval  Moteriol,  Dept  Of 

Novy,  MAT  09B21,  Wosh  DC  20360  (ABCA  573) 

Q-STD-573  (1) 

AM 

T5  Mar 

83 

ISDA 

Tocticol  Tasks  And  Responsibilities  For  Control  Of  Artillery  (Releose  To  Other 

Thon  Dod  Agem  .-s  Must  Be  Approved  By  Hq  Dorcom  (Drcird) 

NAT-STD-2887 

AM 

28  Oct 

78 

ISDA 

Torget  Analysis  >  Nuclear  Weapons  (Edition  No.  3)  (Releose  To  Other  Thon 

Dod  Agencies  Must  Be  Approved  By  Hq  Dorcom  (Drcird) 

NAT-STD-2in  (2) 

AM 

04  Oct 

85 

ISDA 

Target  Grid  Procedures  (Release  To  Other  Than  Dod  Agencies  Must  Be 

Approved  By  Hq  Dorcom  (Dril) 

Q.STD-505 

AM 

27  Jun 

78 

ISDA 

Target  Numbering  System  For  POST‘1970  (ABCA«22i)  Validated  Nov  76 . 

Q.STD-221 

AM 

03  Sep 

70 

ISDA 

Target  Numbering  System  (Non  Nucleor)  (Edition  4)  (Req  Other  Thon  OOD  Ref 

To  US  AMCp  AMCICP'AA'N,  5(X)1  Eisenhower  Ave,,  Alexandrio,  Vo 

22333-<X)0) 

NAT.STD-2147  (3) 
DIST  STMT  C 

Al 

02  Mor 

89 

ISDA 

Tochmeol  Criteria  For  Exiernol  Corgo  Corrying  Nets  (Edition  No.  1)  (Rel  To 

Other  Than  DOD  Act  Req  Pri  Appr  Of  CNM,  MAT  09B21,  WASH,  D.c. 

20350 

NAT.STD-2980 

AM 

20  Oct 

83 

ISDA 

Technicol  Criteria  Fora  Closed  Circuit  Refuelling  System  (Edition  No.  1)  (Re!  To 
Other  Than  DOD  Act  Req  Pri  Appr  Of  CNM,  MAT  09B21,  Wosh,  D.c. 

20360) 

NAT-STD-2947  (1) 

AM 

23  Jul 

85 

ISDA 

Technicol  Criterlo  For  Externol  Cargo  Carrying  Slings  (ED2)  Request  For  Issue 

To  Be  Sent  To  Us  Amc  Amctcp^oa  n,  5001  Eisenhower  Ave,  Alexondrio,  Vo 
22333  0001 

NAT.STD-2949 

AM 

12  Feb 

87 

ISDA 

Technical  Criteria  Far  External  Cargo  Corrying  Net.  (Edition  No.  1)  (Rel  To 

Other  Thon  DOD  Act  Req  Pri  Appr  Of  CNM,  NAT  09B21,  Wash,  O.c. 

20340) 

NAT.STO-2950  (3) 

AM 

19  Apr 

88 

ISDA 

Technicol  Data  For  Hondling  Custodiol  Nuclear  Weapons  (Edition  3) .................. 

NAT-STO-2135  (4) 

AM 

05  Dac 

84 

ISDA 

Technical  Data  For  Hondling  Custodial  Nucleor  Weapons  (Edition  No.  3  (Rel  To 
Other  Than  DOD  Agencies  Must  Be  Approved  By  CNM,  Dept  Of  The  Novy, 
MAT  09B21,  WASH,  D.c.  20360) 

NAT.STO.2225  (2) 

AM 

20  Jun 

88 

ISDA 

Technicol  Stondords  For  Single  Channel  High  Frequency  Radio  Equipment 
(Bated  On  NATO  STANAG  4203)  (Rel  To  Other  Than  DOD  Act  Req  Pri 

Appr  Of  CNM,  MAT  09B2I,  WASH,  DC  20340) 

Q.STO-733 

AM 

03  Jon 

85 

ISDA 

Technical  Stondords  For  Single  Channel  Hf  Rodio  Equipment  (Ed  2) . 

NAT-STD-4203  (4) 

AM 

19  Sep 

84 

ISDA 

Technicol  Stondords  F  "'qle  Channel  VHF  Radio  Equipment  (Edition  1 

W/omds  1*4)  (Rel  To  Otnvi  Than  Dod'Act  Req  Approval  Of  CNM,  Dept  Of 

The  Navy,  Nat  09B2t  Wash,  DC  20360) 

NAT.STD-4204  (4) 

AM 

19  Sep 

84 

ISDA 

Technicol  Standards  For  Single  Channel  Uhf  Rodio  Equipment  (Ed  2) . . 

NAT.STO-4205  (4) 

AM 

24  Nov 

85 

ISDA 

Telegraph  And  Doto  Transmission  Rotes  (Release  To  Other  Than  Dod  Agencies 
Requires  Prior  Approval  Of  Hq  Dorcom,  Drcird)  (Abco  300) 

Q.STD.300 

AM 

15  Jan 

79 

ISDA 

Telephone  Set  TA*43()/PT,  Telephone  Set  TA*312()/PT,  And  Telephone  Set 
TA.5003/U  (Abco  69) 

Q.STD.49  (2) 

AM 

01  Dec 

78 

ISDA 

Teletypewriter  Set  AN/PGC'1()  (ABCA*35) . . . . 

Q.STD-35  (1) 

AM 

24  Mar 

74 

ISDA 

Tent,  Frame  Type,  Maintenance,  Medium,  Light  Mental,  Exponoowfe  (Abco  > 

305)  150274 

Q.STP-305 

AM 

15  Feb 

/4 

ISDA 

Terroin  Description  Glossory  (Release  To  Other  Thon  DOD  Activities  Requires 

Prior  Approvol  Of  DARCOM,  DRCOE-1  (ABCA  611) 

Q.STD-41) 

AM 

10  Feb 

82 

ISDA 

Test  Methods  For  Elostometer  (Releose  To  Other  Than  Dod  Agencies  Must  Be 
Approved  By  Hq  Dorcom  (Drcird))  Abed  629 

Q.STD-429  (1) 

AM 

01  Jun 

82 

ISDA 

Test  Procedures  For  TNT  (Tollte)  (Releose  To  Other  Than  DOD  Activities 

Require  Prior  Approvol  Of  HQ  DARCOM,  lrS'’IRD)  Abca  596 

Q.STO-594 

AM 

08  Dec 

81 

ISDA 

Test  Procedures  For  Armour  Perforotion  Tests  Of  Direct  Fire  Armour  Oefeoting 
Ammonitlan  (Edition  1) 

NAT.STO-4144 

AM 

10  Dee 

85 

ISDA 

Test  Procedures  For  Potossium  Nitrote  (Releose  To  Other  Than  OOD  Activities 
Requires  Prior  Approvol  Of  HQ  DARCOM,  DRCIRD)  ABCA  499 

Q.STD-499 

AM 

27  Jul 

81 

ISDA 

Test  Procedures  For  Borlum  Nitrate  (Releose  To  Other  Thon  OOD  Activities 
Requires  Prior  Approvol  Of  HQ  DARCOM,  DRCIRD  (ABCA  339) 

Q.STO-339 

AM 

19  Aug 

81 

ISDA 

Test  Procedures  For  Dextrinoted  leod  Hzide  (Release  To  Other  Thon  Dod 

Agencies  Must  Be  Approved  By  Hq  Dorcom  (Drcird)  (Abco  356) 

Q.ST0.358 

AM 

14  Jun 

78 

ISDA 

Test  Procedures  For  Block  Power  (ABCA'359) . . . . . . 

Q.ST0.359 

AM 

14  Jun 

78 

ISDA 

Test  Procedures  For  Mognestum  Power  (Release  To  Other  Thon  DDD  Activities 
Requires  Prior  Approvol  Of  HQ  DARCOM,  DCIRD)  (ABCA  342) 

Q.5TD-342 

AM 

19  Aug 

81 

ISDA 

Test  Procedures  for  Ethyl  Centrolite  (Corbamite)  (Release  To  Other  Thon  DOD 
Agencies  Must  Be  Approved  By  HQ  DARCOM  (DRCIRD)  (ABCA  500} 

Q.STD-500 

AM 

27  Jul 

81 

ISDA 

The  Fire  Envlronmentol  Conditions  Affecting  Design  Criteria  (Abco  365)  . . 

Q.ST0.345  (2) 

AM 

19  Sep 

84 

ISDA 

The  NATO  Military  Communlcotions  Directory  System  (Edition  2)  ...................... 

NAT.STD-5044 

AM 

22  Oct 

85 

CUSTODIAN 
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DOCUMENT 


FSC 

TITLE 
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PREP 

DATE 

ISDA 

Surveillance  (Including  Night  Observation)  Plon  Annex  To  An  Operotioti  Order 
(ABCA.243) 

Q-STD-243 

AM 

27  Jun 

78 

ISDA 

Survive), emergency  &  Individual  Combat  Rations  •>  Nutiitionol  Values  & 

Packoging  (Edition  2)  (Req  For  Issue  Other  Thon  D&od  Must  Be  Sent  Via 

U.S.  Army  Secutity  Affoirs  Command  Attn:  AMSAC*MC/S,  SOO)  Eisenhower 

Ave  Alexondric  Va  22333*0001 

NAT.STD-2937 

AM 

11  Moy 

87 

ISDA 

Swllchboori)  SB-22()/PT . 

Q.STD.28  (2) 

AM 

01  Dec 

78 

ISDA 

Symbol  To  Denote  The  Operotionol  Interchonge  Ability  Of  Ammunition  & 
Demonolition  Accessories  (Short  Title,  Noto  Symbol  Of  Interchongeobility) 
(Edition  No.  3) 

NAT-STD-2315  (3) 

AM 

20  Apr 

88 

ISDA 

SymboU  For  Use  On  Mops  Of  Training  Areas  For  Land  Forces  (Edifionno.  1) 

(Req  Other  Thon  DOD  Ref  To  HQ  USAF/XOXX-ISO,  Wosh.  D.c. 

20330-S058) 

NAT.STO-3833  (2) 

06 

26  Oct 

88 

ISDA 

System  For  Field  Coble  Or  Field  Wire  Labelling  (Edition  No.  4).... . 

NAT.STO-2028 

AM 

14  Apr 

83 

ISDA 

System  For  Field  Wire  Lobelling  Abco  513 . . . . . . . . 

Q.SIO-513 

AM 

23  Feb 

79 

ISDA 

Systeme  Internotionol  (Si)  Unit  For  Combat  Dosimetry  (Rel  To  Other  Than  Dod 
Activites  Req  Prior  Approval  Of  Chief  Of  Navol  Material  Dept  Of  Navy,  Mot 
09B21,  Wash  D.c.  20360 

Q.STD764 

AM 

20  Mor 

84 

ISDA 

Tocticai  Hond  &  Arm  Signals  For  The  Control  Of  AFVS  (Reteose  To  Other  Thon 
DOD  Activities  Requires  Approvol  Of  Chief  Of  Naval  Motertol,  Dept  Of 

Novy,  MAT  09B21,  Wash  DC  20360  (ABCA  573) 

Q-STD  i73  (1) 

AM 

15Mor 

83 

ISDA 

Tocticai  Tosks  And  Responsibilities  For  Control  Of  Artillery  (Releose  To  Other 

Than  Dod  Agencies  lust  Be  Approved  By  Hq  Dorcom  (Drclrd) 

NAT-STD-28B7 

AM 

28  Oct 

78 

ISDA 

Torget  Anolysis  •  Nucleor  Weapons  (Edition  No.  3)  (Release  To  Other  Thon 

Dod  Agencies  Must  Be  Approved  By  Hq  Dorcom  (Drclrd) 

NAT-STD-2in  (2) 

AM 

04  Ocl 

85 

ISDA 

Target  Grid  Procedures  (Releose  To  Other  Than  Dod  Agencies  Must  Be 

Approved  By  Hq  Dorcom  (Drii) 

Q-STD-50J 

AM 

27  Jun 

78 

ISDA 

Torget  Numberlr)g  System  For  POST-1970  (ABCA*22i)  Validated  Nov  76.......... 

Q.STD.221 

AM 

03  Sep 

70 

ISDA 

Torget  Numbering  System  (Non  Nucleor)  (Edition  4)  (Req  Other  Than  DOO  Ref 

To  US  AMC,  AMCICP*AA*N,  5001  Elsenhower  Ave.,  Alexondrlo,  Vo 

22333*000) 

NAT.SID-2147  (3) 
OIST  STMT  C 

Al 

02  Mor 

89 

ISDA 

Technical  Criferio  For  External  Cargo  Carrying  Nets  (Edition  No.  1)  (Rel  To 

Other  Thon  DOD  Act  Req  Pri  Appr  Of  CNM,  MAT  09B2],  WASH,  D.c. 

203AO 

NAT.STD-2980 

AM 

20  Oct 

83 

ISDA 

Technicol  Criterio  Fora  Closed  Circuit  Refuelling  Systein  (Edition  No.  f)  (Rel  To 
Other  Thon  DOD  Act  Req  Pri  Appr  Of  CNM,  MAT  09B21,  Wash,  D.c, 

20360) 

NAT.STD-2947  (1) 

AM 

23  Jul 

85 

ISDA 

Technicol  Criteria  For  Externol  Cargo  Carrying  Slings  (ED2)  Request  For  Issue 

To  Be  Sent  To  Us  Amc  AmcIcp*ao*n,  5001  Eisenhower  Ave,  Alexondrlo,  Vo 
22333*0001 

NAT-STO-2949 

AM 

12  Feb 

87 

ISDA 

Technical  Criteria  For  External  Cargo  Corrying  Nets  (Edition  No.  1)  (Rel  To 

Other  Than  DOD  Acl  Req  Pri  Appr  Of  CNM,  NAT  09B21,  Wosh,  D.c. 

20360) 

NAT-STD-29S0  (3) 

AM 

19  Apr 

88 

ISDA 

Technicol  Doto  For  Hondling  Custodiol  Nucleor  Weapons  (Edition  3) . . 

NAT-STD-2135  (4) 

AM 

05  Dec 

86 

ISDA 

Technicol  Doto  For  Handling  Custodiol  Nuclear  Weapons  (Edition  No.  3  (Rel  To 
Other  Than  DOD  Agencies  Must  Be  Approved  By  CNM,  Dept  Of  The  Navy, 
MAT  09B21,  WASH,  D.c.  20360) 

NAT.STD-2225  (2) 

AM 

20  Jun 

88 

ISDA 

Technical  Standards  For  Single  Channel  High  Frequency  Radio  Equipment 
(Bosed  On  NATO  STANAG  4203)  (Rel  To  Other  Thon  DOD  Act  Req  Pri 

Appr  Of  CNM,  MAT  09B21,  WASH,  DC  20360) 

Q.STD-733 

AM 

03  Jon 

85 

ISDA 

Technicol  Standards  For  Single  Channel  Hf  Rodio  Equipment  (Ed  2) . . 

NAT-STD-4203  (4) 

AM 

19  Sep 

84 

ISDA 

Technicol  Standards  For  *  Channel  VHF  Radio  Equipment  (Edition  1 

W/omds  1*4}  (Rel  To  Other  ■•.on  Dod  Act  Req  Approvol  Of  CNM,  Dept  Of 

The  Novy,  Not  09B21  Wash,  DC  20360) 

NAT-STD-4204  (4) 

AM 

19  Sep 

84 

ISDA 

Technicol  Stondords  For  Single  Chonnel  Uhf  Radio  Equipment  (Ed  2) . . 

NAT-STO-4205  (4) 

AM 

26  Nov 

85 

ISDA 

Telegroph  And  Data  Tronsmisslon  Rates  (Release  To  Other  Than  Dod  A^^ncles 
Requires  Prior  Approvol  Of  Hq  Dorcom,  Drclrd)  (Abco  300) 

Q.STD-300 

AM 

15  Jan 

79 

ISDA 

Telephone  Set  TA.43()/PT,  Telephorte  Set  TA-312()/PT,  And  Telephone  Set 
TA.5003/U  (Abco  69) 

Q-STD-69  (2) 

AM 

01  Dec 

78 

ISDA 

T.letypewriter  Set  AN/PGC-K)  (ABCA.35) . 

O  STD-35  (1) 

AM 

24  Mor 

76 

ISDA 

Tent,  Frame  Type,  Mointenonce,  Medium,  Light  Mental,  Expondobie  \Abco  • 

305)  150274 

QSTO-305 

AM 

15  Feb 

74 

ISDA 

Terroin  Description  Glossory  (Release  To  Other  Thon  DOD  Activities  Requires 

Prior  Approvol  Of  DARCOM,  DRCDE-I  (ABCA  611) 

Q-STD'6I1 

AM 

10  Feb 

82 

ISDA 

Test  Methods  For  Elostometer  (Release  To  Other  Than  Dod  Agencies  Must  Be 
Approved  By  Hq  Dorcom  (Drclrd))  Abco  629 

Q-STO-629  (1) 

AM 

01  Jun 

82 

ISDA 

Test  Procedures  For  TNT  (Tolite)  (Releose  To  Other  Thon  DOD  Activities 

Require  Prior  Approval  Of  HQ  DARCOM,  DRLinrt)  Abco  596 

O.STD.596 

AM 

08  Dec 

81 

ISDA 

Test  Procedures  For  Armour  Perforotlon  Tests  Of  Direct  Fire  Armour  Oefeoting 
Am.mun!trc.-.  (Edltls.-:  1) 

NAT-STD-4164 

AM 

10  Dec 

85 

ISDA 

Test  Procedures  For  Potossium  Nitrote  (Release  To  Other  Thon  DOD  Activities 
Requires  Prior  Approvol  Of  HQ  DARCOM,  ORCIRO)  ABCA  499 

QSTD-499 

AM 

27  Jul 

81 

ISDA 

Test  Procedures  For  Borlum  Nitrote  (Releose  To  Other  Than  DOD  Activities 
Requires  Prior  Approval  Of  HQ  DARCOM,  DRCIRD  (ABCA  339} 

QSTD-339 

AM 

19  Aug 

81 

ISDA 

Test  Procedures  For  Dextrinoted  Leod  Hzide  (Release  To  Other  Thon  Dod 

Agencies  Must  Be  Approved  By  Hq  Dorcom  (Drclrd)  (Abco  356) 

QSTO-358 

AM 

14  Jun 

78 

ISDA 

Test  Procedures  For  Block  Power  (ABCA'359) . . . 

Q-STO-359 

AM 

14  Jun 

78 

ISDA 

Test  Procedures  For  Mognesium  Power  (Releose  To  Other  Thon  ODD  Activities 
Requires  Prior  Approvol  Of  HQ  DARCOM,  OCIRD)  (ABCA  342) 

Q-STO-342 

AM 

19  Aug 

81 

ISDA 

Test  Procedures  For  Ethyl  Centrolite  (Corbomite)  (Releose  To  Other  Thon  DOD 
Agencies  Must  Be  Approved  By  HQ  DARCOM  (DRCIRD)  (ABCA  500) 

Q-STD-SOO 

AM 

27  Jul 

81 

ISDA 

The  Fire  Environmental  Conditions  Affecting  Design  Criteria  (Abco  365)  ............ 

O-STD-365  (2) 

AM 

19  Sep 

84 

ISDA 

The  NATO  Militory  Communlcotions  Directory  System  (Edition  2)  ...................... 

NAT.STD-J046 

AM 

22  Oct 

85 

CUSTODIAN 


28 


FSC  LISTING 
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fSC  TITLE  NUMBER  PREP  DATE 


ISDA 

The  NATO  Mult!  Channel  Tocticol  Digital  Gateway  *  System  Stondords  (Eoii.on 
Nu.  1)  (Rel  To  Other  Than  DOD  Act  Req  Pri  Appr  Of  CNM<  NAT  09fi21j, 

Wdshy  O.C.  20360) 

NAT.STD-4206  (2) 

AM 

10  Dec 

85 

ISDA 

The  NATO  Multi  ChannelJocticol  Digi*ol  Goteway  •  System  Control  Stondords 
(Edition  No.  T)  (Rel  To  Other  Than  DOD  Act  Req  Pri  Appr  Of  CNM,  Dept 

Of  The  Novy,  NAT  09B21.  WASH,  D.c.  20360) 

NAT-STD-4211  (2) 

AM 

10  Dec 

85 

ISDA 

The  NATO  Mu!ti>chornel  Tactical  Digital  Goteway  Rodlo  Relay  link  Stondords 
(Edition  1)  (Releose  To  Other  ThandOD  Act  Req  Pri  Appr  Of  CNM,  MAT 
09B21,  Wash,  D.c.  20360 

NAT-STD-4212  (3) 

AM 

10  Dec 

85 

ISDA 

The  Noto 'Multi  Chonnel  Tocticol  Digital  Gatewoy  Date  Transmission  Stondords 
(Ed  1)  Request  For  Issue  To  Be  Sent  Us  Amc,  Attn  Amcicp>oo>n,  5001 

Eisenhower  Ave,  Atexandrio,  Va  22333><XX)1 

NAT-STD.4213 

AM 

05  Apr 

88 

ISDA 

The  Noto  Multi  Chonnel  Tactical  Digital  Gatewoy  •  Multiplex  Group  Framing 
Standards  (Edition  No.  1)  (Rel  To  Other  Than  DOD  Act  Req  Pri  Appr  Of 

CNM,  NAT  09B21,  Wash,  D.c.  20360) 

NAT-STD-4207  (2) 

AM 

10  Dec 

85 

ISDA 

The  Noto  Multi  Channel  Tocticol  Digital  Goteway  Data  Transmission  (Pocket 
Switching  Service)  (Ed  1)REC)UEST  For  Issue  To  Be  Sent  To  Us  Amc,  Attn 
Amciep'Oem,  5(X)1  Eisenhower  Ave,  Alexandrio,  Vo  22333*0()01 

NAT-STD-4249 

AM 

12  Apr 

88 

ISDA 

The  Operation  Of  The  Explosive  Ordnance  Disposol  Technlcol  Informotlon 

Centre  HeodtIc(,  (issue  Controlled  releose  To  Other  Than  Dod  Agencies  Must 

Be  Approved  By  Hq.Darcom)dfcIrd( 

NAT.STD-2834  (7) 

AM 

27  Apr 

88 

ISDA 

Training  Devices  (ABCIA  20)  (Rel  To  Other  Thon  DOD  Act  Req  Pri  Appr  Of 

CNM  MAT  09B21) 

Q-STD-20  (1) 

AM 

30  May 

84 

ISDA 

Tronsfer  Of  Borriers  (Edition  1)  (Rel  To  Other  Thon  DOD  Act  Req  Pr  Appr  Of 
CNM,  MAT  09B21,  Wash,  D.c.  20360 

NAT.STD.2989  (3) 

AM 

31  Moy 

88 

ISDA 

Transfusion  Equipment  For  Medical  Use  (A&CA‘406) . . . 

Q-STD-406  (2) 

AM 

26  Apr 

83 

ISDA 

Transmission  Envelope  Choracteristics  For  High  Reliobllity  Goto  Exchonge 

NAT-STD.4202  (3) 

AM 

30  Moy 

88 

Between  Lend  Tactical  Data  Processing  Equipment  Over  Single  Channel  Radio 
Links  (Rel  To  Other  Thon  OOD  Act  Req  Pr  Appr  Of  CNM,  MAT  09B21) 
(Edition  1) 


I3DA 

Transport  Of  Troops  By  Helicopter  (Edition  5)  (Rel  To  Other  Than  DOD  Req 

App'  By  HQ  OARCOM  (DRCIRD)) 

NAT.STD-3532  (5) 

AM 

06  Jun 

86 

ISDA 

Tro  v  ^rt  Request  And  Reply  To  Transport  Request  (Edition  2)  (Issue 

C  trol(ed*releos  To  Other  Than  Dod  Agertcies  Must  Be  Approved  By  Hq 
bcrcom)drcIrd( 

NAT-STD.2156  (4) 

AM 

12  Mar 

79 

ISDA 

Trilateral  Design  8>  Test  Code  For-Militory  Bridge  8*  Gap  Crossing  Equipment 
(Rel  To  Other  Than  DOD  Act  Req  Pr  Appr  Of  CNM,  MAT  09621) 

QSTD-2f 

AM 

01  Moy 

84 

ISDA 

Troop  Trial  Procedures  >  Combat  Clothing  And  Equipment  (Releose  To  Other 

Than  Dod  Agencies  Must  Be  Approved  By  Hq  Dorcom  (Or<Ird)(  (Edition  No. 

3) 

Tubes,  Uniform'Stonddrds  For  Specifying  Performance  Pofometers  Of  Imoge 
Intensifier  (ABCa)  (Release  To  Other  Thon  Dod  Agencies  Must  Be  Approved 

By  Hq  DARCOM  (DRClRO) 

NAT.STD-2138  (1) 

AM 

26  Feb 

79 

ISDA 

Q.STD-414 

AM 

02  Oct 

80 

ISDA 

Twelve  Point  Electrical  Connectors  Between  Mifitory  Vehicles  (Release  To  Other 
Thon  Dod  Activities' Requires  Prior  Approval  Of  Hq,  Dorcom,  DRCIRD) 

(Edition  No.  2)  (Abca  327) 

Q.ST0.327 

AM 

23  Apr 

81 

ISDA 

Type. Designation  And  Morking  Of  Electron  Valves  And  Tubes  VaUdattd  Apr  82 

NAT-STD-4012 

NM 

23  Sep 

63 

ISDA 

Unified  Screw  Threads  (ABCA'247} . . . . . 

Q-STD-247  (1) 

AM 

26  Aug 

80 

ISDA 

Uniform  Stondords  For  Specifying  Performance  Porameters  Of  Thennol  Imoging 
Devices  (Release  To  Other  Thon  Dod  Agencies  Must  3e  Approved  By  Hq 

Dorcom  (DRClRO)  (Abca  415) 

Q.STD.415  (1) 

AM 

22  May 

84 

ISDA 

Use'Of  Helicopters  In  land  Opero*lon$  •  ATP«49  (Edition  1)  (Req  For  Issue 

Other  Than  DOD  Must  Be  Sent  Via  U.S  Army  Security  Affoir  Command, 

Attn;  AMSaC*MC/S,  5001  Eisenhower  Ave,  Alexondrio,  Vo  22333*0001 

NAT.STD.2999 

AM 

11  Moy 

87 

ISDA 

Use  Of  Identicol  Mops  By  ABCA  Armed  Forces  Operating  On  lond  (Bosed  On 
NATO  Slonag  2205  (Rel  To  Other  Than  OOD  Act  Req  Pr  Appr  Of  CNM, 

MAT  09B21) 

Q.STD-542 

AM 

18  Jun 

84 

ISDA 

Vaccinotion  Of  Armed  Forces  (Edition  No.  2)  (Rel  To  Other  Thon  DOD  Act 

Req  Pri  Appr  Of  CNM,  MAT,  09B21,  WASH,  D.c.  20360) 

Q-STD-2W  (2) 

AM 

05  Dec 

84 

ISDA 

Voccination.Of  NATO  Forces  (Edition  6)  (Req  Other  Thon  DOD  Ref  To  US 

AMC,  Attn,  AMCICP'AA'N,  5001  Eisenhower  Ave.,  Alexondrio,  Vo., 

223330001) 

NAT-STD-2037  (1) 
DIST  STMT  C 

AM 

25  Nov 

88 

ISDA 

Vertical  Aeriol  Cortogrophic,  Photography  (Boted  On  NATO  Slonog  2216} 

(ABCA  547)  (Rel  To  Other  Thon  DOD  Act  Req  Pri  Appr  Of  CNM,  Mo> 

09B21,  Wosh,  D.c.  20360 

Q.STD-547 

AM 

18  Jun 

84 

ISDA 

Vulnerobility  Assessment  Of  Chemicol  And  Biologicol  Hozords,  Releose  To  Other 
Thon  Dod  Agencies  Must  Be  Approved  By  Hq  Dorcom  (Orcird) 

NAT-ST0.2133  (4) 

AM 

04  Dec 

84 

ISDA 

Woter  Purification  Unit  Cargo. Body  Mounted,  Electric  Motor  Driven,  Erdlotor 

Type  C'srific.',  DIctc.mita  Type  Filtc.-,  600  Gph,  Type  !r  (A9CA*237)  Vc'Vofed 
Nov  76 

QSTD-237 

AM 

08  Apr 

71 

ISDA 

Water  Purificotion  Unit-Van  Body  Mounted,  Electric  Motor*driven,  £rdlotor*type 
Clorifler,  Diotomite  Type  Filters,  1500  Gph  (ABCA012) 

Q.STD-112 

AM 

25  Sep 

73 

ISDA 

Weopon  Donger  Areas  For  Hand>held  Weapons  For  Use  By  Noto  Forces 

NATO-STD-2896 

AM 

21  Sep 

87 

Operating  In  A  Ground  Role  (Request  Other  Than  Dod  Refer  To  U.s.  Army 
Security-Affairs  Command,  Attn:  Amsac>mc/s,  S(X)1  Eisenhower  Ave, 
Alexondrio,  Vo  22333-0001)  Ed-  1 


ISDA 

Welding  Symbols  (ABCA*323)  (With  Amendment  1)... . . . . . . 

Q.STD-323  (3) 

AM 

29  Apr 

80 

ISDA 

Welding  Terms  And  Definitions  (A9CA*324)  (With  Amendment  1) . . 

Q.STD-324  (3) 

AM 

25  Aug 

80 

ISDA 

Wire  Dispenser  (MX-306  A/g)  (ABCA.62)  . 

Q.STD-62  (I) 

AM 

24  Mar 

76 

ISDA 

Wire  Strike  Protection  System  (Rel  To  Other  Thon  DOD  Act  Req  Pr  Appr  Of 
CNM,  MAT  09821) 

Q-ST0.666 

AM 

03  Moy 

84 

ISDA 

X'royFilm  Formot,  Cossettes,  Screens  Ana  Hongers  (Release  To  Other  Than 

Dod  Agencies  Must  Be  Approved  By  Hq  Dorcom  (Drcird) 

NAT.STO-2357 

AM 

ISOcI 

76 

CUSTODIAN 


AM 


29 


FSC  LISTING 


fSC 

TITLE 

DOCUMENT 

NUMBER 

PREP 

DATE 

CUSTODIAN 

ISDA 

20  Mm  X  139  Ammunition  For  Ground/air  Defence  Weapons  . . . . . 

NAT-STD-4136 

AM 

17  Au9 

76 

JSDA 

25  MM  X  137  Ammunition  . . . . . . . . . . . . 

NAT-STD-4173 

AM 

11  Apr 

86 

ISDA 

3  And  6  Hp  Air  Cooled  Gasoline  Engines  (Edition  No.  2)  (A6CA062)  .... ........ 

Q-STO-162 

AM 

22  F.b 

77 

ISDA 

5.56MM  Ammunition  (ABCA*351).. . . . . . . . .  ..... 

Q.STO-351 

AM 

13  Dec 

76 

ISDD 

A  Glossory  Of  Terms  Used  In  Proof  (Rel  To  Other  Than  DOD  Act  Req  Pri  Appr 

Of  DARCOM  DRCDE-1) 

AQAP-15 

AM 

15  Nov 

82 

ISDD 

Artillery  Fire  Control  Motrix  (Rel  To  Other  Than  DOD  Act  Req  Pr  Appr  Of 

CNM  NAT  09.B21,  Wash, 

AQAP.26  (1) 

A 

AM 

30  Moy  84 

ISDD 

Generol  Application  Guidance  On  The  Use  Of  ARMP«1 . . . 

RMP-SID-2 

SH 

01  Apr 

86 

ISDD 

Guide  For  The  Evoluotion  Of  A-Contractors  Quolity  Control  System  For 

Comptionce  With  AQAP<1  (Edition  No.  3) 

AQAP.2 

NM 

01  Moy  84 

ISDD 

Guide  For  The  Evoluot'on  Of  A  Contractors  Software  Quolity  Control  System 

For  Complionce  With  AQAP*13 

AQAP-14 

NM 

01  May  84 

ISDD 

Guide  For  The  Evoluotion  Of  A  Contractor  S  Measurem^At  And  Colibrotion 

System  For  Compliance  With  Aqop  6 

AQAP.7 

NM 

01  Oct 

78 

ISDD 

Guide  For  The  Evoluotion  Of  A  Contractors  Inspection  S>stem  For  Complionce 

With  AQAP  4  (Edition  2)  Validated  Dec  82 

AQAP.5 

NM 

01  Mor 

76 

ISDD 

internotionol  Industrie!  Stondords  Adopted  By  NATO  Nations  For  Defence 

Purposes  (Volume  1) 

ASTANP-l 

AR 

01  Apr 

86 

AR 

ISDD 

List  Of  Sampling  Schemes  Used  In  Nato  Countries  (Edition  No.  2)  Validated 

Jon  79 

ACAP-3 

NM 

01  Jon 

79 

ISDD 

Metotiurgicol  Terms  &  Definitions,  listing  Of  Glossories  Used  By  Armies 
(Releose  To  Other  Than  OOD  Activities  Requires  Prior  Approvol  Or 

DARCOA^,  DRCOE-1 

AQAP-17 

AM 

08  Dec 

82 

ISDD 

Military  Operotions  In  Urbon  Terrain  Computer  Model  Evoluotion  (Releose  To 

Other  Than  DOD  Act  Req  Prior  Approval  Of  CNM,  MAT  09B21,  Wash  D.c.) 

AQAP.19 

A 

AM 

07  Feb 

83 

ISDD 

Militory  Operations  In  Urbon  Terrain  Bibliogrophy  (Rel  To  Other  Than  DOD  Act 
Req  Pr  Appr  Of  CNM  NAT  09  B  21,  Wash) 

A  OAP22 

AM 

25  Mar 

85 

ISDD 

NATO  Guide  To  Vorionces  In  Drowing  Practice  Volume  1  (Edition  No.  2 . 

ASTANP-2 

AR 

01  Mar 

82 

AR 

ISDD 

NATO  Guideline  For  Specification  Of  Technical  Publication . . . . 

AQAP-n 

NM 

01  Jan 

79 

ISDD 

NATO  Quality  Assessment  Recommendotion  For  Eiectronic/electricol  Ports 
(Volume  Info) 

ASTANP-5 

AR 

01  Apr 

86 

AR 

ISDD 

NATO  Requirements  For  An  Indus^dol  Quolity  Control  System  (Edition  No.  3}  .. 

AQAP-l  (1) 

NM 

01  Moy  85 

ISDD 

NATO  Requirements  For  Reliability  &  Maintotnobllity . . . 

ARMP-1 

NM 

01  Dec 

84 

ISDD 

NATO  Software  Quality  Control  System  Requirements  (Edition  No.  1) . 

AQAP-13 

AM 

01  Aug 

81 

ISDD 

Nato  Basic  Inspection  Requirements  For  Industry  (Edition  No.  2)  Validated  Jon 

79 

Nato  Colibrotion  System  Requirements  For  Industry  (Edition  No.  2) . . . . 

AQAP.9 

NM 

01  Mor 

79 

ISDD 

AQAP-6 

NM 

01  Jon 

79 

ISDD 

Nato  Guide  To  The  Preparation  Of  Specificotions  For  The  Procurement  Of 

Defence  Material 

AQAP-S 

NM 

01  Sep 

78 

ISDD 

Noto  Inspection  System  Requirements  For  Industry  (Edition'No.  2)  Validated 

Dec  82 

AQAP.4 

NM 

01  Jun 

76 

ISDD 

Noto  Requirements  For  A  Government  Quolity  Assurance  Progroms . 

AQAP-IO 

NM 

01  Sep 

78 

ISDD 

Safety  And  Environmental  Tests  For  land  Mines  And  Demolition  Stores.............. 

AQAP-23 

AM 

16  Sep 

83 

ISDD 

The  Mothematicol  6ockgrour.d  Of  QSTAG  340  (Release  To  Other  Then  DOD 
Activities  Requires  Prior  Approval  Of  DARCOM,  DRCDE*1) 

A 

AQAP-16 

AM 

08  Dec 

82 

ISDD 

Training  Devices  (Rel  To  Other  Than  OOD  Act  Req  Pr  Appr  Of  CNM  09'B21, 
Wosh) 

AQAP-20 

A 

AM 

16  Sep 

83 

ISDD 

Trilateral  Design  And  Test  Code  For  Military  Bridge  And  Gap  Crossing 

Equipment  (Ed  No.  2)  (Rel  To  Other  Thon  DOD  Act  Req  Pr  Appr  Of  CNM 

NAT  09  B  21,  Wosh) 

AQAP.21 

AM 

01  Moy  84 

ISDF 

A -Technical  Basis  For  Specifying  The  Insulotion  Of  Immersion  Protective 

Clothing 

AIR-STD-41/40 

06 

11  Sep 

84 

ISDF 

ASCC  Form  Of  Baggage  Tog  (CH*!  •  6  Aug  81)  Validated  Jan  86 . 

AIR-STD-44/’43B 

06 

12  Dec 

85 

ISDF 

Abbreviotions  For  Use  On  Engineering  Drawings  &  Associated  Doto  (Req  For 

Issue  From  Other  Than  DOD  &  000  Contractors  Must  Be  Sent  Vio  HQ 
USAF/XOXX(ISO)  Wash.,  D.c.  20330-50 

AIR-STD-104/9A 

06 

21  Jon 

87 

ISDF 

Accelerometer  indfeotors . . . . . . . . . . . 

AIR-STD-10/4E 

06 

15  Oct 

80 

ISDF 

Accelerometer  Test  Procedure  For  An  Aircroft  Inertial  Navigation  System  (Ed  1) 
(Rel  To  Other  Then  Ood  Act  Req  Pri  Appr  Of  Hq  Usof/xoxx-(fso)  Wash,-Dc 
20330-5058) 

NAT.STD.42)8  (2) 
NAT 

06 

26  Jan 

89 

ISDF 

Aden  &~Defa  30  Mm  Gun  Barrel  Chombers  For  Aircraft  (Edition  7)  (Req  Other 
Than  DOD  Ref  To  HQ  USAF/XOXX-ISO  Wosh.  DC  20330-5058) 

NAT-STD-3231  (7) 

06 

05  Feb 

88 

ISDF 

Aeriol  Film  Spools  70  Mm,  5  Inch  (126  Mm)  And  9  1/2  Inch  (240  Mm)  (Edition 
No.  2)  Validated  Feb  83 

NAT-STD-3419  (1) 

06 

26  Sep 

73 

ISDF 

Aeromedicol  Aspects  Of  Aircroft  Accidents/incidenis  Investigotion  (Edition  4} 

NAT-STO-3318  (4) 

06 

23  Sep 

87 

(Req  Other  Than  OOD  Rel  To  HQ  USAF/XOXX-ISO  Woih.  DC  20330-5058) 


ISDF 

Aeromedicol  Aspects  Of  Aircroft  Accident/incident  Investigations. . . . . . 

AIR-STD-61/34 

AIR 

AIR-STD-44/36B 

06 

11  S.p 

84 

ISDF 

Aeromedicol  Evocuotion  By  Helicopter  (Rel  To  Other  Then  DOD  Act  Req  Pr 

Appr  Of  CNM,  MAT  09621,  Wosh  D.c,  20360}  (Chg  1  -  12  Feb  1986} 

06 

01  Feb 

83 

ISDF 

Aeromedicol  Evacuation  (Ed  4)  Request  Other  Than  Dod  Must  Be  Sent  Via  Hq 
Usdf/xoxx(iso),  Wosh,  Dc  20330-5058 

NAT-STD-3204  (4) 

06 

03  Sep 

87 

ISDF 

Aeromedicol  Training  Of  Flight  Personnel  (Edition  6)  Requestother  Thon  Dod 

Must  Be  Sent  VIA  HO  USAF/XOXX  ISO  Wash  DC  20330-5058 

NAT.STO-3114  (7) 

06 

04  Ocl 

83 

ISDF 

Aeronouticol  Briefing  Focillties  (Ed  4)  (Rel  To  Other  Than  Dod  Act  Req  Pri 

Appr  Of  Hq  Usaf/xoxx  (Iso)  Wosh,  Do  20330-5058} 

NAT-STD-3052  (3) 
NAT 

C6 

27  Jon 

89 

ISDF 

Aeronautical  Chott  Cotologues  Request  For  Issue  Other  Thon  Ood  Must  Be  Sent 
Via:  Hq  Usaf/xoxx  (lso)wash,dc  20330-5058 

AIR-STO-64D/29C 

06 

18  Apr 

86 

ISDF 

Air  Conditioning  Connections  (Edition  4)  Corrigendum  •  3*3>83  (Rel  To  Other 

Than  OOD  Act  Req  Pr  Appr  Of  CNM,  MAT  09B21) 

NAT-STD-3208  (4) 

06 

16  Feb 

88 

30 


FSC  LISTING 


DOCUMENT 


fSC 

TITLE 

NUMBER 

PREP 

DATE 

ISDF 

Air  Conditioning  Connections,  Ground  Half  Connectors  (Edition  2)  (Rel  To 

Other  Thon  DOD  Act  Req  Pr  Appr  Of  CNM,  MAT  09B21) 

NAT-STD-39)7 

06 

18  Jon 

84 

ISOF 

Air  Control  Terms  And  Definitions  (Request  For  Issue  Other  Than  DOD  Refer  To 
HQ  USAF/XOXX-ISO  Usohington,  DC  20330-5056 

NATSTD-STO-3993 

06 

01  Jul 

88 

ISDF 

Air  Drop  Rescue  Equipment  (Sea) . . . . . 

AIR-STD-5)/8 

AIR 

NAT-STD-3922  (1) 

06 

15  May 

85 

ISDF 

Air  Drop  Systems  For  Personnel  &  Supply/equipment  (Edition  No.  1) . . . 

06 

16  Dec 

86 

ISDF 

Air  Imagery  Interpretation  Annotollon  (Rel  To  Other  Thon  Dod  Act  Req  Pri 

Appr  Of  Usof/xoxx  (Iso)  Wash,  Dc  20330-5058)  (Ed  1) 

NAT-STD-3884  (2) 
NAT 

06 

08  Feb 

89 

ISDF 

NAT.STD-3750  (2) 
NAT-STD-3775  (1) 
NAT 

06 

11  Nov 

86 

ISDF 

Air  Movement  &  In-tronsit  Storage  Of  Cargo  Requiring  Controlled  Temperoture 
Conditions  (Req  For  Issue  Other  Thon  DOD  Must  Be  Sent  Via  HQ 
USAF/XOXX-ISO  Wash  DC  20330-5058  (Edition  3) 

06 

20  Feb 

89 

ISDF 

Air  Movements,  Dola  For  Planning  (Rel  To  Other  Than  DOD  Act  Req  Prior 

Appr  Of  CNM,  MAT  09B21) 

AIR-STD-44/10E 

06 

01  Feb 

83 

ISDF 

Air  Reconnaissance  Request/tosk  Form  (Rel  To  Other  Than  DOD  Act  Req  Pri 

Appr  Of  HQ  USAF/XOXX(ISO)  Wash,  DC  20330-5058  Validated  Ftb  83 

AIR-STD-101/3C 

06 

10  Jan 

83 

ISDF 

Air  Reconnaissance  Intelligence  Reporting  •  Nomenclolure  Of  Equipments  And 
Instollotions  (Edition  No.  2)  Validated  Nov  84 

NAT.STD-3483  (2) 

06 

09  Mor 

79 

ISDF 

Air  Reconnoissonce  Request/task  Form  (Edition  No.  6)  (Req  Other  Than  DOD 

Ref  To  HQ  USAF/XOXX-ISO  Wash  O.c.  20330-5056) 

NAT-STD-3277  (5) 

06 

01  Jut 

87 

ISDF 

Aif  Reconnaissance  Intelligence  Report  Forms  •  Chg  1  Dtd  3  Sep  86  (Rel  To 

Other  Thon  DOD  Act  Req  Pri  Appr  Of  Hq,  USAF/XOXX(ISO)  WASH.  DC 
20330-5058)  Volidaled  Dec  S3 

AIR-STD-10I/1G 

06 

10  Jul 

78 

ISDF 

Air  Reconnoissonce  Intelligence  Report  Forms  (Edition  No.  5)  (Req  Other  Thon 
DOD  Ref  To  HQ  USAF/XOXX-ISO,  Wosh.  D.c.  20330-5058) 

NAT-STD-3377  (6) 

06 

03  Sep 

88 

ISDF 

Air  Reconnoissonce  Intelligence  Reporting  Nomencloture  Validated  Feb  83 . 

A1R-STD-101/6A 
ASCC  AIRSTD 

06 

29  Dec 

75 

ISDF 

Air  Reconnoissonce  Requesting  &  Torget  Reporting  Guide  (Ed.  No.  4)  Req  For 
Other  Than  DOD  Refer  To  HQ  USAF/XOXX-ISO  Wash,  DC  20330-5058 

NAT.STD-3596  (5) 

06 

07  Oct 

88 

ISDF 

Air  Supply  &  Test  Connections  (Release  To  Other  Thon  Dod  Refer  To  Hq 
Usaf/xoxx(iso)  Wosh,  Oc  20330-5058 

AIRSTD-25/15 

06 

10  Sep 

86 

ISDF 

Air  Supply  &  Test  Connections  (Chonge  1  •  23  May  79)  Validated  Feb  83  ........ 

AIR-STD-17/33B 

06 

27  Jun 

75 

ISDF 

Air  To  Air  Refueling  Cockpit  Controls  And  Display  (With  Amendment  1) 

Validated  Dec  83 

AIR-STD-10/49 

06 

06  Oct 

71 

ISDF 

Air  Traffic  Control  Procedures  For  Arrestment  Of  Aircroft  •  Chg  1  Dto  14  Aug 

1986  (  Req  For  Issue  Other  Than  DOD  Must  Be  Sent  Vio  HQ  USAF/XOXX 
(ISO)  Wash  OC  20330-5058 

AIR-STD-65/24 

06 

02  Oct 

84 

ISDF 

Air  Tronsport  Baggage  Togs  (Ed  2)  (Rel  To  Other  Than  Dod  Act  Req  Pri  Appr 

Of  Hq  Usof/xoxx  (Iso)  Wosh,  Oc  20330-5058) 

NAT-STD-3770  (2) 
NAT 

06 

04  Nov 

88 

ISDF 

Air  Tronsport  Corgo/possenger  Hondling  Systems  >  Request  For  Informotlon 
(Request  Other  Than  Dod  Must  Reques  Via  Hq  UsofAoxx(iso),  Wash,  Dc 
20330-5058  (Ed  3) 

NAT.STD-3543  (1) 

06 

27  Feb 

87 

ISDF 

Air  Tronsportation  Of  Dangerous  Cargo  (Edition  2)  Validated  Feb  83 . . 

NAT.STD-3327  (2) 

06 

27  Feb 

75 

ISDF 

Air  Weapons  Ranges  •  Identifications  Of  Control  Instollotions  And  Spectolor 

Sites  During  Doylight  Operations  (Edition  No.  2) 

NAT.STO-3783  (4) 

06 

02  Feb 

87 

ISDF 

Airborne  Radio  Conirolunits  (Ed  1)  (Rel  To  Other  Than  Dod  Act  Req  Pri  App 

Of  Hq  Usaf/xoxx  (Iso)  Wosh,  Dc  20330-5058) 

NAT.STD-3388 

NAT 

06 

03  Mor 

89 

ISDF 

Airborne  Radio  Control  Units  (Rel  To  Other  Than  DOD  Act  Req  Pri  Appr  Of 

CNM  MAT  09B21,  WASH,  D.c.  20360) 

AIR-STD  10/70A 

06 

03  -Jun 

84 

ISDF 

Aircroft  Ant!  Hijacking  Procedures  (Chg  1  •  6  Aug  81)  Validated  Jon  86,... . 

AIR-STD-44/48 

06 

16  Sep 

80 

ISDF 

Aircroft  Arresting  Gears  Far  Airfields  -  Chg  1  Did  14  Aug  1986  (  Req  For  Issue 
Other  Than  DOD  Mult  Be  Sent  Via  HQ  USAF/XOXX  (ISO)  Wosh  OC 
20330-5058 

AIR-STD-65/23 

06 

02  Oct 

84 

ISDF 

Aircroft  Arresting  Sysems,  Information  For  Flips  Request  For  Issueother  Thon 

Dod  Must  Besent  Via;  Hq  Usaf/xoxx(iso)wosh  Dc  20330-5058 

AIR-STD-64A/36 

06 

18  Apr 

86 

ISDF 

Aircraft  Arresting  Systems  (Edition  3)  (Rel  To  Other  Thon  DOD  Act  Req  Pr 

Appr  Of  CNM,  MAT  09B21,  Wosh,  O.c,  20360) 

NAT-STD-3697  (1) 

06 

02  Feb 

87 

ISDF 

Aircroft  Cobin  Pressurizing  Test  Connectors  (Ec'ilion  7)  (Req  Other  Thon  DOD 

Ref  To  HQ  USAF/XOXX-ISO  Wash.  DC  20330-5058) 

NAT-STD-3315  (4) 

06 

27  Nov 

87 

ISDF 

Aircraft  Compressed  Air  Replenishment  Connections  (Releose  To  Other  Thon 

Dod  Refer  To  Hq  Usaf/xoxx(iso)  Wash,  Oc  20330-5058) 

AIR-STD-25/36 

06 

10  Sep 

86 

ISDF 

Aircroft  Compressed  Air  Replenishment  Connections  Vollda*zJ  reb  83 . . . 

AIR-STD-14/)5C 

06 

30  May  77 

ISDF 

Aircroft  Cr<^ss  ^e'viclng  Chg  3  10  Sep  86)  Requests  Other  Thon  Dod  Must  Be 

Sent  Via:  HQ  USAF/XOXX  (ISO)  WoshdC  20330-5058  Validated  Feb  83 

AIR-STD-11/I3G  (1) 

06 

22  Mar 

76 

ISDF 

Aircroft  Cross-servicing  Guides  Validated  Feb  C3 . . . . . . . 

AIR.STO-n/20 

06 

18  Feb 

74 

ISDF 

AIR*STD'12/10C 

06 

84 

ISDF 

Aircroft  Electrical  Support  (Release  To  Other  Than  Dod  Hq  Usaf/xoxx(iso) 

Wash,  Dc  2C330505S) 

AIR-STD-25/38 

ADV  PUS  25'36 

06 

10  Sep 

86 

ISOF 

Aircraft  ElecIricol  Circuit  Identification  (Edition  No.  4„ . . . . . 

NAT-STD-3347  (1) 

06 

12  Feb 

86 

ISDF 

Aircroft  Electrical  Systems  Chorocteristics,  Request  Other  Than  DOD  Must  Be 

Sent  Vio  Hq  USAF/XOXX(lSO)  Wash,  DC  20330-5058 

AlR-STD-25/20 

06 

10  Sep 

86 

ISDF 

Aircroft  Electricol  Sslem  Chorocterist  Ics  (Edition  No.  4)  W/corrigendum . . 

NAT.STO-3456  (4) 

06 

02  Feb 

87 

ISDF 

Aircroft  Emergency  Towing  Attachments  (Releose  To  Other  Thon  Dod  Refer  To 

Hq  Usof/xoxx(iso)  Wash,  Dc  20330-5058 

AlR.STD-25/10 

06 

10  Sep 

86 

ISDF 

Aircroft  Emergency  Towing  Attochments  Validated  Nav  64..., . . . . 

AIR-STD-17/9C 

06 

23  Moy  79 

ISDF 

Aircraft  Fitting  Far  Pressure  Replenishment  Of  Gas  Turbine  Engines  With  Oil 
(Edltlan  3)  (Req  Other  Than  DOD  Ref  Ta  HQ  USAF/XOXX-ISO  Wash.  DC 
20330-5053) 

NAT-STD-3595  (3) 

06 

03  Dec 

87 

ISDF 

Aircroft  Fuel  Cops  &  Fuel  Cop  Access  Covers  (Ed  3)  (Rel  To  Other  Thon  Dod 

Act  Req  Pri  Appr  Of  Hq  Usof/xoxx  (Iso)  Wash,  Oc  20330-5058) 

NAT.STO-3294  (3) 
NAT 

06 

26  Oct 

88 

ISDF 

Aircroft  Fuelling  (Release  To  Other  Thon  Dod  Hq  Usaf/xoxx(iso)  Wash,  Dc 

AIR-STD-25/4 

06 

10  Sep 

86 

20330-5058) 


CUSTODIAN 


06 


31 


FSC  LISTING 


DOCUMENT 

FSC  TITLE  number  ^^^E  CUSTODIAN 


tSDF 

Atrcraft  Fuelling  (Rel  To  Other  Than  DOD  Act  Req  Pf  Appr  0(  CNM,  MAT 

09B21} 

AIR-ST0-11/3F 

06 

30 

Jul 

82 

ISDf 

Aircroft  Gaseous  Oxygen  Replenishment  Connection  VaUdattd  Feb  83 . 

AIR-STD-14/13D 

06 

30 

May 

77 

ISDF 

Aircrofl  Goseous  Oxygen  Replenishment  Connections.  Request  Other  Than  DOD 
Must  Be  Sent  Via  HQ  USAF/XOXX(ISO)  Wash.  DC  20330-5058 

AIR-STD-25/3.i 

06 

10 

Sep 

86 

ISDF 

Aircraft  Goseous  Nitrogen  Replenishment  Connections.  Request  Other  Than 

DOD  Must  Be  Sent  Via  Hq  USAF/XOXX(lSO)  Wash.  DC  203305058 

AIR.STD-25/35 

06 

10 

Sep 

86 

ISDF 

Aircroft  Goseous  Nitrogen  Replenishment  Connections  (With  Amendment  2) 
Yafidoted  Feb  83 

AtR-STD-1-4/14B  (4) 

06 

29 

Aug 

74 

ISDF 

Aircraft  Gaseous  Oxygen  Replenishment  Couplings  (Edition  No.  3) . 

NAT.STD-3296  (2) 

06 

27 

Feb 

87 

ISDF 

Aircroft  Goseous  Air/nitrogen  Systems  Replenishment  Connectors  (Edition  1)  .... 

NAT-STD.3806  (4) 

06 

09 

Jul 

86 

ISDF 

Aircraft  Hydroullc  System  Servicing  (Chonge  6  •  1  Feb  79)  VoKdoted  Feb  83  .... 

AIR.STD-11/14D  (4) 

06 

09 

Apr 

76 

ISDF 

Aircroft  Hydrouiic  System  Servicing  (Releose  To  Other  Then  Dod  Hq 

Usaf/xoxx(iso)  Wosh.  Dc  20330-5058) 

AIR-STD-25/6 

06 

10 

Sep 

86 

ISDF 

Aircroft  Interior  Colour  Schemes  (W/chgs  1*3) . . . . . . . 

AIR-STD-t0/58C 

06 

25 

Nov 

85 

ISDF 

Aircroft  Interior  Colour  Schemes  (Ed  2)REQUESTS  For  Issue  Other  Then  Dod 

HO  Usof/xoxx  (Iso).  Wash..  D.c..  20330-5058 

NAT.STO-3701  (4) 

06 

09 

Nov 

87 

ISDF 

Aircroft  Jocking  (Ed  9)  (Rel-To  Other  Than  Dod  Act  Req  Pti  Appr  Of  Hq 
Usof/xoxx  (Iso)  Wash.  Dc  20330-5058) 

NAT-STD-3098  (1) 
NAT 

06 

28 

Oct 

88 

ISDF 

Aircroft  Jocking  Pods  (Ch  1  10  Sept  86)  Request  Other  Then  DOD  Must  Be 

Sent  Via  Hq  USAF/XOXX(ISO}  Wosh,  DC  20330-5058  Vatldoted  Nov  84 

AIR.STD-17/1C 

06 

23 

May 

79 

ISDF 

Aircroft  Lamps . . . . . . . . . 

AIR.STD-12/2C 

06 

06 

Mar 

84 

ISDF 

Aircroft  lockwire  (Edition  No.  2)  . . . . . . . 

NAT-STD.3625  (3) 

06 

19 

Feb 

80 

ISDF 

Aircroft  Main  Bottery  Electric  Plug  (Ed  2)  (Rei  To  Other  Thon  Dod  Req  Pri 

Appr  Of  Hq  Usof/xoxx  (Iso)  Wosh.  Dc  20330-5058) 

NAT.STD-3660  (5) 
NAT 

06 

09 

Feb 

89 

ISDF 

Aircroft  Main  Batteries  (Ed.  3)  Req  For  Issue  Other  Thon  DOD  Must  Ee  Sent 

Via  HQ  USAF/XOXX-ISO  Wosh  Dc  20330-5058 

NAT-STD.3514  (5) 

06 

22 

Sep 

88 

ISDF 

Aircroft  Morsholling  Signals  (Edition  No.  5)  . . . . . . 

NAT.STD.3117  (2) 

06 

24 

Oct 

86 

ISDF 

AIR-STD-10/64A 

06 

06 

15 

Oct 

Feb 

80 

87 

ISDF 

Aircraft  Novlgotion  And  A  ‘-collision  Lights  (Edition  No.  6) . . . 

NAT.STD.3153  (5) 

02 

ISDF 

Aircraft  Pressure  Fuelling  Con-.ectlons  (Edition  No.  3)  (Rel  To  Other  Than  DOD 

Act  Req  Prior  Appr  Of  CNM.  MAT  09B21.  WASH,D.C.20360) 

NAT-STD-3105  (8) 

06 

23 

Sep 

85 

ISDF 

Aircraft  Servlclng/hozord  Morkings  (Rel  To  Other  Than  DOD  Act  Req  Pr  Appr 

Of  CNM.  MAT  09B21) 

AIR-STD-11/1H 

06 

30 

Jul 

82 

iJOF 

Aircroft  Servlclng/hozord  Morkings  (Release  To  Other  Than  Dod  Hq 

Usof/xoxx(iso)  Wash.  Dc  20330-5058) 

AIR-STD-25/3 

06 

10 

Sep 

86 

ISDF 

Aircraft  Storage  Botterfes  (Chg  2  10  Sept  86)  Request  Other  Than  DOD  Must 

Be  Sent  Via  HQ  USAF/XOXX(ISO)  Wash,  DC  20330-5058  Volidoted  Feh  83 

AIR-STD-12/15B  (1) 

06 

16 

Jul 

74 

ISDF 

Aircraft  Storag.  Eltctric  Plug  (Ch  1  10  Sept  86)  R«qu«<l  Othtr  Thon  DOD 

Mull  8«  Sent  Vio  HQ  USAF/XOXX(ISO)  Woih,  DC  20330-5058  VoUdohd 

Feb  S3 

AIR-STD-12/18 

06 

22 

Aug 

68 

ISDF 

AIR-STD-20/22 
NAT-STD.3556  (11) 
DIST  STMT  C 

06 

06 

22 

15 

Jan 

Oct 

85 

86 

ISDF 

Aircraft  Stort  Ei.clarcariridges  (Edition  2)REQUESTS  Far  This  Da<um«nt  Otner 
Than  DOD  Mult  Be  Sent  Via:  HQ  UiAF/XOXX-ISO  Woihington,  DC 

20330-5058 

ISDF 

Aircroft  Stores  Ejector  Rocks  (Ed.  2)  (Request  For  Issue  Must  Be  Sent  Vio  HO 
USAF/XOXX-ISO  Wash  D.c.  20330-5058 

NAT.STD-3575  (5) 

06 

22 

Sep 

86 

ISDF 

Aircraft  Stares  Electrical  Interconnection  System  (Edition  2)  Request  For  issue 

Other  Than  DOD  Must  Be  Sent  ViAi  HQ  USAF/XOXX-ISO  WASH  DC 
20330-5058 

NAT.STD-3837  (1) 

06 

25 

Mar 

88 

ISDF 

Aircraft  Stares  Interface  Manual  (ASIM)  Aircraft  MANUAl-AOP-12  (Ed.  1) 

Request  Other  Thon  Dad  Refer  To  Aq  USAF/XOXX-ISO  Woihington.  Dc 
20330-5058 

NAT.STD-3898 

06 

23 

Aug 

88 

ISDF 

Aircraft  Towing  Attachments  Validated  Nov  84 . . . . . 

AIR-STD-17/7F 

06 

23 

May 

79 

ISDF 

Aircroft  Towing  Attochments  (Releose  To  Other  Than  Dod  Refer  To  Hq 
Usof/xoxx(ito}  Wosh.  Dc  20330-5056) 

AIR-STD-25/9 

06 

10 

Sep 

86 

ISDF 

Aircrew  Anthropometric  Scale  Models  For  Engineering  Design  . . . 

AIR-STD-61/36 

ADV  PUB  61/36 

06 

11 

Sep 

84 

ISDF 

Aircrew  Entry  Hearings  Stondards  (W/chg  1)  (Rel  To  Other  Thon  DOD  Act/ 

Req  Pri  Appr  Of  CNM.  MAT  09B21.  Wash,  D.c.  20360) 

AIR-STD-61/31 

06 

25 

Nov 

85 

ISDF 

Aircrew  Flying  Time  And  Rest  Periods  (Edition  1  W/omds  1  Thru  4)  Volidoted 

Feb  83 

NAT-STD-3527  (5) 

06 

17 

Jun 

74 

ISDF 

Aircrew  Nuclear  Flosh  Blindness  Protection  (Ed  1)  (Rel  To  Other  Thon  Dod  Act 

Req  Pri  Appr  Of  Hq  Usof/xoxx  (Iso)  Wash.  Dc  20330-5056) 

NAT-STD-3830  (4) 
NAT 

06 

20 

Dec 

88 

ISDF 

Aircrew  Stotion  Control  Ponels  . . . . . . 

NAT-STD.3869  (2) 

06 

10 

Sep 

86 

ISDF 

Aircrew  Station  DimensioncI  Design  Foctors  (EO-3)  Request  Other  Thon  Dod 

Must  Send  Request  Via  Hq  Usaf/xoxx(Iso).  Wash.  Dc  20330-5056 

NAT.STD-3639  (4) 

06 

03 

Dec 

87 

ISDF 

Aircrew  Station  Worning,  Coutionory  &  Advisory  Signals  (Edition  No.  4)  (Req 
Other  Thon  DOD  Ref  To  HQ  USAF/X-OXX-ISO,  Wash.  0.c.  20330-5058) 

NAT-STD-3370  (10) 

06 

25 

Jan 

88 

ISDF 

Aircrew  Station  Lighting  (Edition  5)  (Req  Other  Thon  DOD  Ref  To  HQ 
USAF/XOXX-ISO  Wash  DC  20330-5058) 

.NAT-STD.3224  (6) 

06 

20 

Jan 

86 

ISDF 

Aircrew  Station  Control  Panels  (Chg  2  •  15  Oct  85) . . . . . . . 

AIR-STD-10/62B 

06 

15 

Oct 

80 

ISDF 

Aircrew  Stotion  Dimensionol  Design  Factors  (Rel  To  Other  Thon  DOD  Act  Req 

Pri  Appr  Of  CNM,  MAT  09621,  WASH  D.c.  20360 

AlR.STD-10/550 

06 

22 

Nov 

85 

ISDF 

Aircrew  Stotion  Worning,  Coutionsry  And  Advisory  Signals  (Rel  To  Other  Than 
Dod  Act  Req  Pr  Appr  Of  CNM,  Mot  09B21,  Wash,  D.c.  20360 

AIR-STD.10/30.< 

06 

22 

Nov 

85 

ISDF 

Airdrop  Of  Door  Bundits  With  Sticks  Of  Parachutists  From  Fixed  Wing  Aircraft 
(Rel  Ta  Oth.r  Than  DOD  Act  Req  Pri  Appr  Of  CNM,  MAT  0PB2).  Wash, 

D.c.  20360) 

NAT.STD.3777  (3) 

06 

30 

Jon 

84 

ISDF 

Airdrop  Of  Door  Bundle  With  Sticks  Of  Parachutists  (Rel  To  Other  Thon  DOD 

Act  Req  Pr  Appr  Of  CNM,  Mat  09B21) 

AIR-STD-44/27D 

06 

01 

Feb 

83 

ISDF 

Airfield  Approach  Lighting  (  Req  For  Issue  Other  Than  DOD  Must  Be  Sent  Via 

HQ  USAF/XOXX  (ISO)  Wosh  DC  20330-5058) 

AIR.STD.65/4E 

06 

14 

Aug 

86 

32 
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ISDF 

Airfield  Clearance  Plan*$  (Rel  To  Other  Than  DOD  Act  Req  Pr  Appr  Of  CNM, 

MAT  09B21,  Wash,  D.c.  20360) 

AIR-STO-65/22 

06 

02  Oct 

84 

ISDF 

Airfield  lighting  For  Category  11  Operotions  •  Chg  1  Did  14  Aug  1986  (  Req 

For  Issue  Other  Than  DOD  Musi  Be  Sent  Via  HQ  USAF/XOXX  (ISO)  Wosh 

DC  20330-5058 

AIR-STD-65/12A 

06 

12  Apr 

83 

ISDF 

Airfield  Lighting  Circuitry  -  Chg.  1  Dtd  14  Aug  86  (  Req  For  Issue  Other  Then 

DOD  Must  Be  Sent  Vio  HO  USAF/XOXX  (ISO)  Wash  DC  20330-5058) 

AIR-STD-65/)5A 

06 

02  Oct 

84 

ISDF 

Airfield  lighting  (Edition  No.  7)(REQ  For  Issue  Other  Th' t  D&od  Must  Be  Sent 

Via  HQ  USAF/OXXX  Wosh  Dc  20330-5058) 

NAT-STD-3316  (1) 

06 

29  Jul 

87 

ISDF 

Airfield  Lightlrg  Control  Systems  >  Chg.  1  Dtd  14  Aug  86  (  Req  For  Issue  Other 
Thon  DOD  Must  Be  Sent  Via  HQ  USAF/XOXX  (ISO)  Wash  DC  20330-5058) 

AIR-STO-65/10A 

06 

02  Oct 

84 

ISDF 

Airfield  Marking  @  lighiing  Colour  Stondords  •  Chg.  f  Dtd  14  Aug  86  (  Req 

For  l»ue  Other  Than  DOD  Must  8e  Sent  Via  HQ  USAF/XOXX  (ISO)  Wath 

DC  20330-5058) 

AIR-STD-65/I4A 

06 

02  Oct 

84 

ISDF 

Airfield  Morking  Tone-down  (Ed  1)  Other  Thon  Dod  Refer  To  Hq 

Usof/xoxx(iso),  Wash,  Dc  20330-5058 

NAT-STO-3in 

06 

07  Nov 

86 

ISDF 

Airfield  Morking  8i  Lighiing  Colour  Standards(edition  1)  (Rel  To  Other  Than 

DOD  Act  Req  Pri  Apr  Of  CNM,  MAT  09621,  Wash,  D.C.20360 

NAT-STD-3711  (4) 

06 

15  Del 

86 

ISDF 

Airfield  Portable  Lighting  (Ed  4)  Other  Than  Dod  Refer  To  Hq  Usaf/xoxx(iso) 
Wash,  Dc  20330-5058 

NAT.STD-3534  (2) 

06 

30  Nov 

88 

ISDF 

Airfield  Portoble  Lighting  Systems . . . . . . . . . 

AIR-STD-65/8A 

06 

18  Dec 

80 

ISDF 

Airfield  Portoble  Marking  (Ed  2)  Other  Thon  Dod  Refer  To  Hq  Usof/xoxx(iso) 
Wosh,  Dc  20330-5058 

NAT-STO-3685  (3) 

06 

29  Nov 

88 

ISDF 

Airfield  Signs  (Rel  To  Other  Thon  DOD  Act  Req  Pr  Appr  Of  CNM,  MAT 

09B21,  Wash,  D.c.  20360) 

AIR-STD-65/17A 

06 

02  Oct 

84 

ISDF 

Airfield  Taxiwoy  Markings  (  Req  For  Issue  Other  Than  DOD  Must  Be  Sent  Vio 

HQ  USAF/XOXX  (ISO)  Wosh  DC  20330-5058) 

AIR -510-65/60 

06 

14  Aug 

86 

ISDF 

Airport  Rescue  &  Fire  Fighting  Services  •  Idenliticotion  Cot  Gories  (Ed.  2)  Req 

For  Issue  Other  Than  DOD  Must  Be  Senr  Via  HO  USAF/XOXX-ISO  Wash  Dc 
20330-5058 

NAT-STD-3712  (3) 

06 

01  Aug 

88 

ISDF 

Airspeed  Indicotors  (Imperial  &  Metric)  (Edition  3)  (Req  Other  Thon  DOD  Ref 

To  HQ  UAF/XOXX-ISO  Wash,  DC  20330-5058) 

NAT-STD.3636  (3) 

06 

03  Dec 

87 

ISDF 

Airspeed  Indicators . . . . . 

AIR-STD-10/41D 

06 

22  Nov 

85 

ISDF 

Allied  Material  Standards  Publication  (Ed.  No.  1) . . . . . 

NAT-STD-4165  (2) 

06 

04  Jul 

85 

ISDF 

Allied  Quality  Assurance  Publications  (Edition  No.  3)  V>  iefoted  Oec  83 . 

NAT-STD-4108  (1) 

06 

16  Jun 

83 

ISDF 

Allowable  Delcfiofatlon  Umill  For  Fuel.,  lubricants  4  Allied  Products  (Rel  To 

Other  Than  DOD  Act  Req  Appr  Of  CNM,  MAT  09821)  (Chg  1  -  4  Oct 

1985) 

AIR-STD-15/4E 

06 

12  Mar 

84 

ISDF 

Ammunition  For  Aircroft  Guns  (Ed  2)  Other  Thon  Dod  Refer  Hq  Usof/xoxxfiso), 
Wosh,  Dc  20330-5058  20MM 

NAT-STO-35e5  (5) 

06 

17  Jon 

88 

ISDF 

Anthropometric  Criterio  For  litters  Stondords  (Req  For  Issue  Must  Be  Sent  Vio 

HQ  USAF/XOXX  (ISO)  Wosh,  DC  203305058) 

AIR-STD-61/15A 

06 

30  Jul 

86 

ISDF 

Anthropometric  Limitations  For  The  SeVcI'On  Of  Aircrew  And  For  Aircroft  Crew 
Stoiions  IN  The  ASCC  Notion* 

AIR-STD-61/37 

ADV  PUB  61/37 

06 

11  Sep 

84 

ISDF 

Anti-g  Suits  (Edition  No.  4) . . . . . . . 

NAT-STD-3200 

06 

09  Sep 

80 

ISDF 

Aperture  Of  Terminol  Ring  Or  link  Of  Aircroft  Lifting  Slings  (Ed  3)  (Ret  To 

Other  Than  Dod  Act  Req  Pr!  Appr  Of  Hq  Usof/xoxx  (Iso)  Wosh,  Dc 
20330-5058) 

NAT-STD-3237  (3) 
NAT 

06 

29  Nov 

88 

ISDF 

Application  Form  For  Overflight  &  Lending  Cleorence  (Edition  No.  1)  (Req 

Other  Than  DOD  Ref  To  HQ  USAF/XOXX-ISO  Wash.  D.c.  20330-5058) 

NAT-5TD-3961  (1) 

06 

06  Apr 

88 

ISDF 

Armour  Protection  For  Aircrews . . . . . . . 

AIR-STD-10/68A 

06 

22  Nov 

85 

ISDF 

Ascc  Personnel  For  Equipment  Designi  Helmels(req  For  Issue  Other  Thon  DOD 

Must  Be  Sen!  Vioi  HO  USAF/XOXX  (ISO)  Wash  DC  20330-5058 

AIR-STD-61/43 

ADV  PUB  61/43 

06 

30  Jul 

86 

ISDF 

Asw  Dead  Reckoning  Trocker  Plotting  Chorts  (Chg  1  Did  18  Apr  86)  Request 

Other  Than  Dodmusi  Be  Sent  Vio:  Hq/usof/xoxx  (Iso)wosh  Dc  20330-5058 

AIR-STD-64/38 

06 

28  Sep 

83 

ISDF 

Attitude  Director  Indicotor  (Rel  To  Other  Thon  DOD  Act  Req  Pr  Appr  Of  CNM 
MAT  09821) 

AIR-STD-10/54E 

06 

22  Nov 

85 

ISDF 

Attitude  Director  Indicators  (Edition  3)  (Req  Other  Thon  DOD  Ref  To  HQ 
USAF/XOXX-ISO  Wosh.  DC  20330-5058) 

NAT-STD-3640  (6) 

06 

03  Dec 

87 

ISDF 

Attitude  Indicotors  (Self-contained  &  Remote  Driven)  (Edition  2)  (Req  Other 

Than  DOD  Ref  To  HQ  USAF/XO.XX-ISO  Wash.  DC  20330-5058) 

NAT-STD-3637  (8) 

06 

03  Dec 

87 

ISDF 

Attitude  Indicators  (Rel  To  Other  Than  DOD  Act  Req  Pri  Appr  Of  CNM,  MAT 
09821,  WASH,  D.c.  20360) 

AIR-STD-10/42D 

06 

03  Jun 

83 

ISDF 

Automatic  Data  Processing  (Adp)  A.oster  Fite  For  Lond  Mops  8>  Aeronautical 
Charts  (Ed  3)  Request  Other  Than  Dod  Refer  To  Hq  Usof/xoxx-iso 

Woshington,  Dc  20330-5058 

NAT.STD-372I 

06 

05  Jun 

85 

ISDF 

Aufomotic  Doto  Processing  (Aifp)  War  Reserve  Stock  Fife  For  Mops  & 

Aeronaulico!  Charts  (Ed  2)  Other  Than  Dod  Refer  To  Hq  Usof/xoxx 

Woshington,  Dc  20330-5058 

NATO-STO-3754 

06 

27  Oct 

88 

ISDF 

Automotic  Flight  Control  System  (AFCS)  In  Aircraft  •  Design  Stondords  6i 

Locotfon  Of  Controls  (Edition  6)  (Req  Other  Thon  DOD  Ref  To  Hq 
USAF/XOXX-ISO  Wash.  DC  20330-5058) 

NAT.STD-3221  (5) 

06 

30  Sep 

87 

ISDF 

Automotic  Flight  Control  Systems  (AFCS)  (Rel  To  Other  Thon  DOD  Act  Req  Pri 
Appr  Of  CNM,  MAT  09B21,  WASH,  D.c.  20360) 

AIR-STD-10/16K 

06 

22  Nov 

85 

ISDF 

Avoilobilily  Of  Cross-servicing  Support  On  Selected  Airfields  (With  Amendment 

1)  (Change  2  -  20  Jon  78)  VaV, dated  Feb  83 

AIR-STO.il/18B 

06 

24  Jon 

72 

ISDF 

Avoilobility  Of  Weight  &  Bolonce  Requirements  £»  Looding  Criterio  For  F'xcd 

Wing  Aircraft  (Ed.  No.  3}  (Req  For  Other  Than  DOD  Refer  To  Hq 
Usof/xoxx-iso,  Wosh  D.c.  20330-5058 

NAT-STO-3462  (7) 

06 

18  Oct 

88 

ISDF 

Aviotion  Fuel  Design  Porometer  For  Future  NATO  land  Bosed  Turbine  Powered 
Mililory  Aircroft  (rdition  No.  1) 

NAT.SI0.4270  (I) 

06 

05  Jul 

85 
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ISDF 

Aviotion  Gasoline  (F'lS),  Guide  Specificotion  (Minimum  Quolity  Stondords)  For 
(Edition  1)  (Not  Releasoble  To  Other  Than  DOD  Without  Prior  Approvol  Of 
HQUSAF/XOXXOSO)) 

NAT-STD-3824  (5) 

06 

06  Apr 

88 

ISDF 

Aviation  Medicine/physiologicol  Training  Of  High  Altitude  Parachutists 
(Requests  For  Issue  Other  Than  DOD  Must  Be  Sent  Vio:  HQ  USAF/XOXX 
(ISO)  Wash.  DC  20330-5058 

AIR-SID-61/45 

DIST  STMT  C 

06 

30  Jul 

86 

ISDF 

Aviation  Medicine/physioIoglcol  Training  Of  Aircrew  Validated  Jan  66 . 

AIR-STD61/16 

06 

20  Sep 

79 

ISDF 

Avionics  System  Architecture  Guidelines  (Rel  To  Other  Then  Ood  Act  Req  Pri 

Appf  Of  Hq  Usof/xoxx  (Iso)  Wash.  Dc  20330-5058) 

AIR-STD-50/6 

AIR 

06 

31  D.c 

83 

ISDF 

Boil  (Portol)  Lugs  For  The  Suspension  Of  Aircraft  Stores  For  Fixed  Wing 

Aircroft  8>  Helicopters  (Edition  No.  3)  (Rel  To  Other  Then  OOD  Act  Req  Pri 

Appr  OfcNM,  MAT  09B21.  Wosh,  D.c.  20360) 

NAT-STD-3726  (3) 

06 

13  Oct 

86 

ISDF 

Basic  Symbols  For  Aircraft  Electricol  Circuits  (Edition  No.  2) . . . . 

NAT-STD-3455  (2) 

06 

02  F.b 

87 

ISDF 

Beacons,  Personol  locotor.  Generol  Characteristics  Of . . . . 

AIR-STD-51/5C 

06 

01  D.c 

86 

ISOF 

Bibliogrohy  On  Electromagnetic  Compatibility  (Edition  1)  (Rel  To  Other  Thon 

DOD  Refer  To  HQ  USAF/XOXX-ISO  Wosh,  DC 

NAT-STD-3731 

06 

15  Apr 

88 

ISDF 

Birdstrike  Risk/warning  Procedures  (Europe)  (Ed  2)  (Rel  To  Other  Than  Dod 

Req  Pri  Appr  Of  Hq  Usaf/xoxx  (Iso)  Wosh.  Dc  20330-5058) 

NAT.STD.3879  (3) 
NAT 

06 

21  D.C 

88 

ISDF 

Bonding  And  In  Flight  lightning  Protection  For  Aircroft  (Edition  1)...... . . 

NAT-STD-3659  (6) 

06 

02  F.b 

87 

ISDF 

Breathing  Oxygen  Chorocteristics,  Supply  Pressure  And  Hoses  . . 

AIR-STD-14/9F 

06 

12  Jul 

84 

ISDF 

C/atlos  Hoi  For  Application  In  Avionics  Ground  Test  Systems  (Ed.  1)  Req  Other 
Than  Dod  Ref  To  Hq  Usaf/xoxx-ios  Wash.  Dc  20330-5058) 

NAT-STD-3957 

06 

23  Aug 

88 

ISDF 

Colibration  And  Accuracy  Of  Aircroft  Borometric  Non  Servoed  Altimeters . 

AIR-SID-10/59B 

06 

15  Ocl 

80 

ISOF 

Colibration  Certificate  For  Mopping  Comeros  Validated  Dec  83 . . . 

AtR*STD*52/13C 

06 

04  Nov 

83 

ISDF 

Comouflage  Of  Aircraft  (Edition  2) . . . . . 

NAT-STD-3687  (1) 

06 

06  Aug 

85 

ISDF 

Cargo  In  Fixed  Wing  Aircraft,  Restraint  Of  (Edition  3)  (Rel  To  Other  Thon 

DOD  Act  Req  Pr  Appr  Of  CNM  MAT  09B21) 

NAT-STD-340O  (1) 

06 

20  Dec 

85 

ISDF 

Cortridges  For  Stores  Suspension  Equipment  Validated  Jon  86 . . . . 

AIR-STD-20/12E 

06 

31  Mor 

80 

ISDF 

Centrifuge  Troining  To  Increose  High-g  Toleronce  (Rel  To  Other  Than  DOD  Act 

Req  Pri  Appr  Of  HQ  USAF/X0XX(1S0)  Wash,  DC  20330-5058 

AIR-STD61/51 

AOV  PUB  61/51 

06 

30  Jul 

86 

ISDF 

Choff  &  IR  Cartridges  For  Fixed  Wing  Aircroft  8>  Helicopters  (Edition  1) . 

NAT-STU-3821  (1) 

06 

24  Ocl 

86 

ISDF 

Characteristics  Of  Breothable  Oxygen  Supplied  By  Chemical  Solid  Generotors 
(Ed  3)  (Rel  To  Other  Than  Dod  Act  Req  Pri  Appr  Of  Hq  Usof/xoxx  (Iso) 

Wash,  Dc  20330-5058) 

NAT.ST0.368B 

NAT 

06 

29  Dec 

88 

ISDF 

Characteristics  Of  Emergency  Personnel  Parachutes . . . . . . 

AIR-STD-51/6B 

06 

01  D.C 

86 

ISDF 

Chorocteristics  Of  Supply  Equipment  For  liquid  Nitrogen,  Request  Other  Thon 

DOD  Must  Be  Sent  Vio  Hq  USAF/XOXX(ISO)  Wash,  DC  20330-5056 

AIR-STD-25/33 

06 

10  Sep 

86 

ISDF 

Chorocteristics  Of  Supply  Equipment  For  liquid  Oxygen  (Release  To  Other 

Than  Dod  Refer -To  Hq  Usaf/xoxx(iso)  Wosh,  Dc  20330-5058) 

AIR-STD-25/27 

06 

10  S.p 

86 

ISDF 

Choroclerltlies  Of  Oil*friie  Compresstd  Nitrogen,  Supply  Pretture  8  Hoses  (Ed. 

1)  Req  For  Issue  Other  Thon  DOD  Must  Be  Sent  Via  HQ  USAF/XOXX-ISO 

Wash  20330*5658 

NAT-STD-3624  (8) 

06 

21  S.p 

88 

ISDF 

Chorocteristics  Of  Supply  Equipment  For  liquid  Nitrogen......... . . 

AIR-STD-14/12C 

06 

12  Jul 

84 

ISDF 

Chorocteristics  Of  Supply  Equipment  For  liquid  Oxygen . . . . 

AIR-STD-14/3E 

06 

12  Jul 

84 

ISDF 

Chorocteristics  Of  Conditioned  Breathable  Air  Supplied  To  Aircroft  On  The 

Ground  (Edition  1)  Validated  Feb  83 

NAT.STD-3610  (1) 

06 

05  Moy 

77 

ISDF 

Characteristics  Of  Air  Transport  (Air  landed)  Pollets  For  Corrioge  Inlernolly 
(Ed.  No.  1)  Req  For  Other  Thon  DOD  Act  Refer  To  Hq  USAF/XOXX-ISO, 

Wosh  D.c.  20330-5058 

NAT-STD-3467  (7) 

06 

18  Oct 

88 

ISDF 

Characteristics  Of  Supply  Equipment  For  liquid  Oxygen  (Ed  2)  (Rel  To  Other 

Than  Dod  Act  Req  Pri  Appr  Of  Hq  Usaf/xoxx  (Iso)  Wash,  Dc  203305058) 

NAT.STD-3499  (7) 
NAT 

06 

27  Jon 

89 

ISDF 

Chorocteristics  Of  Compressed  Breathing  Air  (Edition  No.  2)  Validated  Feb  83,. 

NAT-STD-3611  (2) 

06 

28  Apr 

77 

ISDF 

Chorocteristics  Of  Breothing  Oxygen,  Supply  Pressure  And  Hoses  (Edition  No. 

4)  Validated  Feb  83 

NAT-STD-3053  (2) 

06 

05  Mor 

75 

ISDF 

Chorocteristics  Fo  Replenishment  Equipment  For  liquid  Nitrogen  Other  Thon 

Dod  Refer  To  Hq  Usaf/xoxx(iso)  Wash,  Dc  20330-5058 

NAT*$TD*3547  (2) 

06 

22  Ocl 

88 

ISDF 

Chorocteristfes  Of  Compressed  Air  For  Technical  Purposes,  Supply  Pressure  And 
Hoses  (Edition  No.  4) 

NAT-STD-3054  (4) 

06 

16  F.b 

81 

ISDF 

Chorocteristics  Of  Breathoble  Liquid  Oxygen  (Edition  No.  2) . . . . . 

NAT-STD-3545  (4) 

06 

10  S.p 

86 

ISDF 

CIr  Ular  DIol  Engin.  T.mp.ratur.  Indicotors  (Edition  No.  1)  (R.l  To  Oth.r  Thon 
DOD  &  DOD  Controelorj  Musi  Be  Sent  Vio  HQ  USAF/XOXX(ISO),  Wosh., 

D.c.  20330*5058 

NAT-STD-3742  (5) 

06 

09  Nov 

87 

ISDF 

AIR-STD-104/19 

06 

29  Ocl 

84 

ISDF 

Circulor  OIoI  *  Type  Verticol  Speed  Indicator  (Borometric)  (Rel  To  Other  Than 

OOD  Act  Req  Pr  Appr  Of  CNM,  MAT  09621) 

AIR*STD*10/8E 

06 

03  Jun 

84 

ISDF 

AIR-STD-10/60D 

06 

22  Nov 

85 

ISDF 

Circular  Diol  Borometric  Altimeters  (Imperial  &  Metric)  (Req  Other  Thon  OOD 

Ref  To  HQ  USAF/XOXX-ISO  VVosh,  DC  20330-5058) 

NAT-STD-3626  (2) 

06 

30  Sep 

87 

ISDF 

Circular  Dial  Engine  Temperature  Indicators  (Rel  To  Other  Thon  Dod  Act  Req  Pr 
Appr  Of  CNM,  Mot  09B21,  Wosh,  D.c,  20360) 

AIR-STD-10/63A 

06 

03  Jun 

83 

ISDF 

Circulor  Dial  Rate  Of-Fuel  Flow  Indicotors  (Rel  To  Other  Thon  Dod  Act  Req  Pr 
Appr  Of  CNM,  Mat  09B2),  Wash,  D.c.  20360) 

AIR*STD*10/69A 
ASEC  AIR  STD 

06 

03  Jun 

83 

ISDF 

Circular  Diol  Tochometer-fNon  Servoed)  (Rel  To  Other  Thon  DOD  Req  Pr  Appr 

Of  CNM,  MAT  09B2)) 

AIR-STD-10/36D 

06 

03  Jun 

83 

ISOF 

Circulor  Diol  Tochometers  (Non-servoed,  Compatible  W/iwo  Pole  Three  Phose 
Generotors  fEdilion  No.  2)  (Req  Other  Than  DOD  Ref  To  HQ 
USAF/XOXX-ISO,-Wosh.  D.c.  20330-5058) 

NAT-STD-3691  (3) 
DIST  STMT  C 

06 

30  Sep 

87 

ISDF 

Circular  Diol  Type  Verticol  Speed  Indicotors  (Barometric)  Edition  6  (Rel  To 

Other  Thon  OOD  Act  Req  Pri  Appr  Of  CNM  Mat  09B2I,  Wosh,  D.c.  20360) 

NAT-STD-3320  (3) 

06 

04  Jus 

86 

ISDF 

Circular  Dial  Type  Fuel  Contents  Gouges  (Ed  4)REQUEST  For  Issue  Other  Than 

NAT-STD-3339  (4) 

06 

09  Nov 

87 

OOD  Refer  Tohq  Ujof/xo*x(iso)y  Woih  D.c.  20330*5058 
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ISDF 

Clamps.  Mounting  (Imperlol  &-Metnc)  For  Aircraft  Instruments  (Edition  5 
(Release  To  Other  Than  DOD  Act  Req  Pri  Appr  Of  CNM,  MAT  09821, 

Wash,  D.c.  20360) 

NAT-STO-3492  (3) 

06 

10  Dec 

87 

ISDF 

Coostol  Areas  &  lending  Beaches  (Edition  4) . . . . . . . 

NAT.STD-2263  (4) 

06 

15  Dec 

86 

ISDF 

Coating,  Reflection  Reducing  For  Gloss  Elements  Used  In  Aircrew  Stotion 

Olsploys  (Edition  2)  Requests  Other  Than  OOD  Refer  Toi  HQ 

USAF/XOXX(lSO),  Wash.de  20330-5058 

NAT-STD-3643  (8) 

06 

09  Nov 

87 

ISDF 

Cooting,  Reflection  Reducing  For  Aircrew  Station  Displays  Validated  Feb  83 . 

AIR-ST0-10/61A 

06 

16  May 

77 

ISDF 

Code  Designation  System  For  Special  Naval  Charts  (Ed.  No.  2)  (Req  For  Other 
Thon  DOD  Refer  To  Hq  Usof/xoxx-iso  Wash,  DC 

NAT-STO-1120  (5) 
DIST  STMT  C 

06 

01  Aug 

88 

ISDF 

Codification  Of  Equipment,  Uniform  System  Of  Item  Identlflcotlon  (Edition  6).... 

NAT-STO-3151  (1) 

06 

05  Jul 

85 

ISDF 

Codificotion  Of  Equipment,  Uniform  System  Of  Supply  Clcsslficotion  (Edition  6) 

NAT.STD-3150  (1) 

06 

05  Jul 

85 

ISDF 

Collection  Of  Dota  For  Evaluation  Of  Helmets  Damaged  In  Service  Validated 

Feb  83 

AIR-STD-61/6 

06 

30  Sep 

76 

ISDF 

Colaur  &  Markings  Used  To  Denote  Operating  Ranges  Of  Aircraft  Instruments 
(Edition  No.  A)  (Req  Other  Than  DOD  Ref  To  HQ  USAF/XOXX-ISO,  Wosh. 

D.c.  20330.S0S8) 

NAT-STO-3436  (2) 

06 

25  Jon 

88 

ISDF 

Colours  And  Morkings  Used  To  Denote  Operating  Ranges  Of  Aircraft  Dlsploys 
(Rel  To  Other  Thon  Dod  Act  Req  Pr  Appr  Of  CNM  Mat  09B21,  Wash,  D.c. 
20360) 

AIR-ST0-10/43E 

06 

z 

o 

< 

85 

ISDF 

Colours  For  The  Identification  Of  Airdropped  Supplies  (Edition  No.  4) . 

NAT-STD-3427  (1) 

06 

02  Feb 

87 

ISDF 

Colours  For  The  Identification  Of  Airdropped  Supplies  Validated  Feb  83... . . 

AIR-STD-44/28A 

06 

22  Moy 

73 

ISDF 

Combat  Charts,  Amphibious  Charts  &  Combat/landing  Chorts  (£0.7)  Req  Other 
Than  Dod  Act  Ref  To  Hq  Usaf/xoxx-Iso  Wash.  Oe  20330-5058 

NAT-STD-I022  (7) 

06 

01  Aug 

88 

ISDF 

Combined  Air  Terminal  Operotions  (Rel  To  Other  Than  OOD  Act  Req  Pr  Appr 

Of  CNM,  MAT  09B21,  Wash  D.c.  20360) 

AIR-STD-44/41B 

06 

25  Sep 

84 

ISDF 

Combined  Air  Terminal  Operations  (Edition  No.  3). . . . 

NAT.STD-3739  (2) 

06 

27  Feb 

87 

ISDF 

Combined  Speed  Indicator  (Edition  No.  2)  (Req  Other  Than  OOD  Ref  To  HQ 
USAF/XOXX-ISO  Wash  D.c.  20330-5058) 

NAT-STO-3451  (2) 
DIST  STMT  C 

06 

30  Sep 

87 

ISDF 

Commander  S  Guide  On  The  Effects  Of  Penetrating  Ionizing  Rodlotion  (With 
Amendment  1) 

AIR-STD-84/2A 

06 

31  Jul 

81 

ISDF 

Comporotive  Anthropometry  Of  ASCC  Personnel  For  Personol  Protective 

Clothing  &  Design,  Flight  Gormehts  (Advisory  Publication) 

AIR-STD-61/18 

ADV  PUB  61/18 

06 

2i:Sep 

81 

ISDF 

Comparative  List  Of  ASCC  Terms  And  Definitions  For  Nucleor  Accident 

Response 

AIR.STD-94/3 

ADV  PUB 

06 

16  Jul 

85 

ISDF 

Compotibility  Of  Mcchanicol  Fuzing  Systems  it  Arming  Devices  For  Expendoble 
Aircraft  Stores  (Edition  No.  2) 

NAT-STD-3605  (1) 

06 

13  Oct 

86 

ISDF 

Compilation  Data  References  On  Speciol  Naval  Chorts  (With  Amendments  1,  2, 

3,  4)  Validated  Feb  83 

NAT-STD.1123 

06 

02  Mor 

71 

ISDF 

Compressed  Air  for  Technlcol  Purposes,  Charocteristics,  Supply  Pressure  & 

Hoses 

AIR.STD-14/7G 

06 

12  Jul 

84 

ISDF 

Compressed  Air,  Charocteristics,  Supply,  Pressure  &  Hoses  For  Technicol 

Purposees  (Release  To  Other  Thon  Dod  Refer  To  Hq  Usof/xoxx(iso)  Wosh, 

Oc  20330-5058 

AIR.STD-25/29 

06 

10  Sep 

86 

ISDF 

Compressed  Nitrogen  Characteristics,  Supply,  Pressure  &  Hoses  For  Oil  Toleront 
Use  (Release  To  Other  Than  Dod  Refer  To  Hq  Usof/xoxx(<so)  Wosh,  Dc 
20330-5058) 

AIR-STD-25/28 

06 

10  Sep 

86 

ISDF 

Connectors  For  115/200  Volt  4CX)  HZ  3-PHASE  AC-ServIcIng  Power,  Request 

Other  Thon  DOD  Must  Be  Sent  Via  HQ  USAF/XOXX(ISO)  Wosh,  DC 
20330-5058 

AIR.STD-25/19 

06 

10  Sep 

86 

ISDF 

Connectors  For  1 15/200  Volt  400  HZ  3-PHASE  AC  Servicing  Power  (Chonge  2) 

AIR.STD-12/7E 

06 

24  Mor 

83 

ISDF 

Connectors  For  115/200  Volts,  400  Hertz,  3  Phose,  AC  Servicing  Power 
(Edition  5 

NAT-STD-3317  (7) 

06 

31  Oct 

83 

ISDF 

Connectors  For  115/200  Volts,  400  Hertz,  3  Phase,  AC  Servicing  Power 
(Edition  2)  (W/omd  1  Thro  3) 

NAT.STD-3303  (4) 

AM 

31  Oct 

83 

ISDF 

Connectors  For  28  Volts  (DC). Servicing  Power  (Edition  No,  5)  (Rel  To  Other 

Thon  DOD  Act  Req  Pri  Appr  Of  CNM,  MAT  09B21,  Wosh.,  0.c.  20360) 

NAT-STD-3302  (2) 

06 

02  Feb 

87 

ISDF 

Connectors  For  28  Volt  DC  Servicing  Power  (Change  1  . . . 

AIR.STO-12/6C 

06 

05  No. 

81 

ISDF 

Connectors  For  28  VoItdC  Servicing  Power  (  Req  For  Issue  Other  Thon  DOD 

Must  Be  Sent  Via  HQ  USAF/XOXX  (Iso)  Wash  OC  20330-5058} 

AIR.STD-25/18 

06 

10  Sep 

86 

ISDF 

Container,  Marking  Of  Airborne  &  Ground  Gas  8,  Cryogenic  Fluid  (Edition  5) 

(Req  Other  Thon  DOD  Ref  To  HQ  USAF/XOXX/ISO  Wosh.  D.c. 

20330-5058) 

NAT-STO-3056  (2) 

06 

05  Apr 

88 

ISDF 

Control  Procedures  For  Pellets  And  Associoted  Restrolnt  Equipment  Used  In 
Combined  Air  Transport  Operations  (Request  Other  Thon-dod  Must  Request 

Vio  Hq  Usof/xoxx(I$o)  Wosh,  Dc  20330-5058)  (Ed  3) 

NAT-STD-3774  (1) 
DIST  STMT  C 

06 

09  Mar 

88 

ISDF 

Control  Shopes  (CHG-2  ■  15  Oct  85) . . . . . . . 

AIR-STD-10/44B 

06 

15  Oct 

80 

ISDF 

Cores  For  70  MM  Air  Film  (Rel  To  Other  Than  Dod  Act  Req  Pr  Appr  Of  CNM, 
MAT  09B21,  Wash  D.c.  20360)  Validated  Dec  83 

AIR-STD-52/15C 

06 

04  Nov 

83 

ISDF 

Counter  Air  Operotions  ATP-42  (Ed  No.  1)  . . . . . . . 

NA*  STD-3880  Q) 

06 

24  Moy 

82 

ISDF 

Criteria  For  Maximum  Elevotlon  Figure  For  Aeronoullcol  Charts  Ced  2)  Other 

Thon  Dod  Refer  To  Hq  Usof/xoxx-iso  Wosh,  Dc  20330-5058 

h  ’  .TD-3591  (12) 
DiJT  ST  MT  r 

06 

30  Nov 

18 

ISDF 

Criterio  For  Pressure  FuellIng'Of  Aircraft  (Corrigendum  Dtd  18  Nov  62) . . 

NAT-STD.3681  (6) 

06 

10  Sep 

86 

ISDF 

Criterro  For  Reporting  The  Nature  Of  Clothing  Materials  On  Assemblies 

Subjected  To  Physical  &  Operollonal  Testing  (Req  For  Issue  Must  Be  Sent  Via 
HQ  USRF/XOXX  (ISO)  Wash,  OC  20330-5058 

AIR.STD-61/8A 

06 

06  Jul 

86 

ISDF 

Criteria  For  Selection  &  Marking  For  Fixed-Wing  Aircraft  (Change  3  Dtd 

2-12-86)  (Rel  To  Other  Than  DOD  Act  Req  Pri  Appr  Of  CNM,  MAT  09821, 
Woih,  D.c.  20360) 

AIR-STD-44/37B 

06 

or  Feb 

83 

ISDF 

Criteria  For  Selection  &  Marklng  Of  Landing  Zones  For  Fixed  Wing  Transport 

NAT-STD-360I  (2) 

06 

27  Feb 

87 

AircrofI  (Edition  No.  3) 
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ISDF 

Crilerio  For  The  Preporolion  Of  Instruments  Approoch  &  Departure  Procedures- 
APATC-1  (Ed.  No.  2)  (Rel  To  Other  Thon  DOD  Act  Req  Pri  Appr  Of  CNM, 

NAT  09821,  Wosh,  D.c.  20360) 

NAT.STD-3759  (2) 

06 

24  Feb 

86 

ISDF 

Crlterlo  For  The  Design  01  Equip  Required  To  Be  Alr  Tronsported  Oroirdropped 
From  Fixed  Wing  &  Rotary  Wing  Tronsport  Aircraft  (Rel  To  Other  Than  DOD 

Act  Req  Pr  Approval  Of  CNM,  MAT  09B21  Wash  D.c.  20360)  (Chg  1  -  12 

Feb  1986)  Validated  Feb  83 

AIR.STD.44/21F 

06 

01  Feb 

83 

ISDF 

Cross  Servicing  Of  Helicopters  Engoged  In  lend  Operations  (Edition  No.  1). . 

NAT.STD.3907  (1) 

06 

27  Sep 

85 

ISDF 

Cross  Servicing  Informotion  To  Be  Corried  In  Aircraft  (Ch~3  10  Sept  86} 

Request  For  Issue  Other  Than  DOD  Must'be  Sent  Vio  HQ  USAF/XOXX  (ISO) 
Wash,  DC  20330-5058  Validated  Feb  83 

AIR.STD.il/16A 

06 

18  Feb 

74 

ISDF 

Cross-servicing  Adaptors  With  Amd  2  Chg  1  lOSEP  86  Request  For  Issue  Other 
Than  DOD  Must  Be  Gent  Via:  HQ  USAF/XOXX  (ISO)  Wash  Oe 

AIR.STD.11/9F 

06 

19  Feb 

81 

ISDF 

Cylinder  Stored  Compressed  Breathing  Air  Characterisitics  . . . . . 

AIR.STD.14/11E 

06 

12  Jul 

84 

ISDF 

Cylinder  Stored  Compressed  Air  For  Breothingpurposes,  Request  Other  Thon 

DOD  Must  Be  Sent  Via  Hq  USAF/XOXX(ISO)  Wash,  DC  20330-5058 

AIR-STD.2S/32 

06 

10  Sep 

86 

ISDF 

Date  Transmission  For  Rodor  Doppler  Systems  Validated  Feb  83 . . 

AIR.STD.S3/7A 

06 

15  Aug 

68 

ISDF 

Datum  Buoys  Markers  Morine  &  Flares  (Chg.  1  Did  1  Dec  1986).... . 

AIR.STD.51/9 

AIR 

NAT.STD-3158  (7) 

NAT 

AIR.STD.53/14 

06 

15  May 

85 

ISDF 

Doy  Marking  Of  Airfield  Runways . . . . . . . 

06 

29  Oct 

85 

ISDF 

Definition  Of  Sea  Stole  For  Use  In  Connection  With  Doppler  Navigotion 

Validated  Feb  63 

06 

15  Dec 

74 

ISDF 

Definitions  For  Use  On'Ehgineering  &  Associoted  Data  (Req  For  Issue  From 

Other  Thon  DOD  &  DOD  Contractors  Must  Be  Sent  Vio  HQ 

USAF/XOXX(ISO),  Wash.,  D.c.  20330-5058 

AIR.STD-104/5A 

06 

21  Jan 

87 

ISDF 

Defuelling  Of  Aircraft  (Edition  No.  2)  (With  Amendments  1,  2)  Validated  Feb 

83 

Delineotion  Of  Air  Defense  Identification  Zones  On  Aeronauticol  Chorts  And 

Flight  Informolioti  Publications  Request  For  issue  Other-Thbn  Dod  Must  Be 

Sent  Vio;  Hq  Usof/xoxx  (lio)wash,  Dc  20330-5056 

NAT.STD.3334  (4) 

06 

07  Dec 

76 

ISDF 

AIR.STD.64C/118 

06 

18  Apr 

86 

ISDF 

Delineotion  Of  The  Internotional  Dote  Line  On  Aeronautical  Charts  And  Flight 
Informotionpublicotions  (Chg  1  Dtd  18  Apr  86) 

AIR.STD.64/12C 

06 

27  Sep 

84 

ISDF 

Design  Criteria  For  The  10.000  Lb  (4,535  Kg)  Air  Transport  Pollet,  Releose  To 
Other  Than  DOD  Activities  Requires  Prior  Approvol  Of  (CNM)  CH*t 

AIR.STD.44/39A 

06 

01  Feb 

83 

ISDF 

Design  Criterio  To  Minimize  Generation  Of  Static  Electricity  Within  Aircroft 

Fuel  Systems  (Request  For  Issue  Other  Thon  DOD  Must  Send  Request  Vio 

HQ  USAF/XOXX-ISO  Woshington.  DC  20330-5058 

NATSTD.STD.3991 

06 

08  Dec 

87 

ISDF 

Design  Of  Aircraft  Stores  (Request  Other  Than  Dod  Must  Request  Vio  Hq 
Usaf/xoxx(i$o)  Wash  Dc  20330-5058)(E04) 

NAT.STDJ441  (1) 

DIST  STMT  C 

06 

10  Dec 

85 

ISDF 

Design  Safety  Principles  &  Oenerol  Design  Criterio-For  Airborne  Weopon 

Fuzing  Systems  For  Fixed  Wing  Aircraft  &  Helicopters  (Edition  No.  4) 

NAT-STD.352S  (1) 

06 

15  Oct 

86 

ISDF 

Design  Sofety  Principles  And  General  Design  Criteria  For  Airborne  Dispenser 
Weapons  For  Fixed  Wing  Aircroft  And  Helicopters  (Edition  2) 

NAT.STD.3786  (1) 

06 

21  Oct 

86 

ISDF 

Design  Sofety  Principles  Bi  General  Design  Criteria  For  Airborne  Dispenser 
Weapons,  Both  Coplive  &  Free  Foil 

AIR.STD.20/23 

06 

22  Jon 

85 

ISDF 

Design  Sofety  Principles  For  Aircroft  Stores  Fuzing.. . . . . . 

AIR.STD.20/9E 

06 

22  Jon 

85 

ISDF 

Oeterminolion  Of  Porticulate  Matter  In  Aerospace  Hydraulic  Fluids  Using  A 

Particle  Size  Analyser  (Edition  2) 

NATSTD-STD<3713  (5) 

06 

09  Jul 

86 

ISDF 

Oevelopmentol  Test  &  Evoluotion  Of  Aircraft  Oxygen  Delivery  Systems  (Rel  To 
Other  Thon  DOD  Act  Req  Pri  Appr  Of  CNM,  MAT  09B21) 

AIR.STD.61/10B 

06 

18  Aug 

82 

ISDF 

Oiometers  For  Aircraft  Gravity  Filling  Orifices  (Release  To-Other  Than  Dod 

Refer  To  Hq  Usaf/xoxx(iso)  Wash,  Dc 

AIR.STD.25/11 

06 

10  Sep 

86 

ISDF 

Oiometers  For  Aircraft  Gravity  Filling  Orifices  Validated  Nov  84 . . . 

AIR.STD.17/11D 

06 

23  Moy 

79 

ISDF 

Oiometers  For  Gravity  Filling  (Ed  5)  (Rel  To  Other-Than  Dod  Req  Pri  Appr  Of 

Hq  Usaf/xoxx  (Iso)  Wash,  Dc  20330-5058) 

NAT-STD-3212  (2) 

NAT 

06 

29  Nov 

88 

ISDF 

Digital  Doto  File  Transmittal  Form  For  Geogrophic  Informotion  (Edition  No.  1) 
(Req  For  Issue  From  Other  Than  DOD  &  DOD  Controctorsmust  Be  Sent  Via 

HQ  USAF/XOXX(ISO)  Wash.,  D.c.  20330-5058 

NAT.STD.3986 

06 

10  Mar 

87 

ISDF 

Digital  Time  Division  Commond/response  Multiplex  Odto  Bus  (Ed  1)  (Rel  To 

Other  Than  Dod  Act  Req  Pri  Appr  Of  Hq  Usaf/xoxx  (Iso) -Wosh,  Dc 
20330-5058) 

NAT'STD-3838  (2) 

NAT 

06 

29  Dec 

88 

ISDF 

Digital  Time  Division  Command/response  Multiplex  Doto  Bus. . . . . 

AIR.STD.50/2 

06 

04  Feb 

82 

ISDF 

Dimensional  Feotures  For  Stretcher  (Litter)  Support  &  Retention  By  The  Handles 
(CHG-1  '  Dtd  12  Feb  86 

AIR.STD-44/56 

06 

29  Oct 

84 

ISDF 

Dimensioning  &  Toleroncing  (Roq  From  Other  Than  DOD  &  DOD  Controctors 

Must  Be  Sent  Via  HQ  USAF/XOXX(ISO}  Washington  D.c.  20330-5058 

AIR.STD-104/21A 

06 

21  Jon 

87 

ISDF 

Dimensions  For  Coses  Of  Control  Boxes,  Instruments  &  Ponel  Mounted 

Equipment  (Edition  6)  (.Rcq  OtEcr  T.Ecn  DOD  Ref  To  KO  USAf.'XCXX-lSO 
Wash.  DC  20330-5058) 

NAT.STD.3319  (4) 

06 

01  Oct 

87 

ISDF 

Dimensions  For  Instrument  Coses  (Rel  To  Other  Thon  DOD  Act  Req  Pr  Appr  Of 
CNM,  MAT  09B21) 

AIR.STD.10/7H 

06 

22  Nov 

85 

ISDF 

Dimensions  Of  Elostomeric  O-rings  For  Aircraft  (Metric  Series)  . . . . . . 

NAT.STD-3699 

06 

05' Sep 

77 

ISDF 

Dimensions,  Tolerances  And  Chorocteristics  Of  70MM,  I26MM  And  240MM 

Rolled  Film  F or  Air  Photogrophy 

AIR.STO-52/14E 

06 

16  Aug 

85 

ISDF 

Dimensions,  tolerances  &  Chorocteristics  Of  16MM-&  35MM  Rolled  Film  For 
Aeriol  Cameras  (Rel  To  Other  Thon  Dod  Act  Req  Pol  Appr  Of  Hq  Uio* ' 

(Iso)  Wash,  Dc  20330-5028) 

A,R-STD-52/6F 

AIR 

06 

31  Dec 

88 

ISDF 

Directory  Of  Engineering  Doto  Repositories  (Rel  To  Other-Thon  Dod  Act  Req 

Pri  Appr  Of  Hq  Usof/xoxx  (Iso)  Wash,  Dc  20330-5058) 

AIR.STO.104/14B 

AIR 

06 

31  Dec 

88 

ISDF 

Discrete  Signol  Interfaces  (Edition  No  1)  (Rel  To  Other  Than  DOD  Act  Req  Pr 

Of  CNM  NAT  09  B21,  Wash,) 

NAT.STD.3909 

06 

01  Mor 

85 
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ISDF 

Dissemination  Of  Accident  info  On  Aircroft  &  Missiles  (Ed  7)  Other  Then  Dod 

NAT-STD-3\0)  (3) 

05 

31  Mar 

88 

Refer  To  Hq  Usaf/xoxx{iso),  Wash,  Dc  20330>5058 

ISDF 

Division  Of  Responsibility  Between  Ground  &  Air  Forces  On  Drop/extraction 

AIR-STD.4A/23A 

05 

02  Oct 

78 

Zones  In  Tacticol  Operations  Validated  Nov  84 

ISDF 

Doctrine  And  Procedures  For  Airspoce  Control  In  The  Combot  Zone  (Edition 

NAT.STD-3805 

05 

19  Feb 

SO 

No.  2) 

ISDF 

Drop  Zones  And  Extraction  Zones:  Criteria,  Markings  And  tnformotion  Chjck 

AIR.STD.44/35E 

05 

12  Dec 

85 

Lists  (Rel  To  Other  Than  DOD  Act  Req  Pr  Appr  Of  CNM,  MAT  09B21,  Wash 
D.c.  20360) 

ISDF 

Dror  Zones  &  Extroction  Zones-criteria  &  Morklngs  (Edition  No.  3} . 

NAT.STD-3570  (2) 

06 

26  Mor 

86 

ISDF 

EMC  Of  Airborne  Electro  Explosive  Sub«systems  (Edition  No.  1) . 

NAT-STD.3900  (1) 

05 

16  Dec 

86 

ISDF 

Eorthing/GROUNDING  Plug  And  Socket,  Request  Other  Thon  DOD  Must  Be 

AlR-STD-25/26 

06 

10  Sep 

86 

Sent  Via  Hq  USAF/XOXX(ISO)  Woih,  DC  20330-5058 

ISDF 

Eatthing/grounding  Plug  &  Socket . . . . 

AIR.STD-12/25A 

06 

06  Mor 

84 

ISDF 

Edge  Numbering  Of  Films  Used  For  Aeriol  Photogrophy  (Ed  1)  Other  Thon  Dod 

NAT.STD.3599  (5) 

06 

17  Jun 

88 

Refer  To  Hq  Utaf/xo>x(iso),  Woih,  Dc  20330-5058 

ISDF 

Edition  Designation  System  For  Land  Maps,  Aeronautical  Cho'ts  &  Miiitory 

NAT.STD-3571  (8) 

06 

29  Nov 

88 

Geogrophic  Documentation  Led  2)  Other  Thon  Dod  Refer  To  Hq 

Usaf/xoxx'iso  Wosh,  Dc  20330<5058 

ISDF 

Ejection  Accelerotion  Limits  (Rel  To  Other  Than  DOD  Act  Req  Pri  Appr  Of 

AIR.STD-51/)B 

05 

18  Aug 

82 

CNM,  MAT  09B21) 

ISDF 

Ejection  Seat  Initiotlng  Devices  (Rel  To  Other  Thon  DOD  Act  Req  Pr  Appr  Of 

AIR-STD-61/28 

06 

24  May 

83 

CNM,  Mot  09821) 

AIR 

ISDF 

Ejector  Rocks  For  Conventionol  Munitions . . . . . 

AIR-STD-20/10H 

05 

22  Jan 

85 

ISDF 

Electric  Cables  Validated  Nov  84  . . . . . 

AIR.STD.I2/5E 

06 

15  Mar 

79 

ISDF 

Electric  Power  (Ed  3)  Other  Than  Dod  Refer  To  Hq  Usof/xoxx(iso),  Wash, 

NAT.STD.2260  (2) 

06 

29  May 

87 

20330-5058 

ISDF 

Electricol  &  Electronic  Diagrams  (Rel  To  Other  Than  Dod  Act  Req  Pri  Appr  Of 

AlR-STD.104/20 

06 

31  Dk 

88 

Hq  Uiol/xoxx  (lio)  Woih,  Dc  20330-5058) 

AIR 

ISDF 

Electricol  Characteristics  Of  Rotating  28  Volt  Dc  Generoting  Sets  Validated  Dec 

83 

Electrical  Chorocteristics  Of  Rotating  Alternating  Current  Generating  Sets 

NAT.STD.4134  (2) 

05 

U  Nov 

77 

ISDF 

NAT-STD-413S  (3) 

06 

14  Apr 

81 

Validated  Dec  63 

ISDF 

Electricol  Connector  For  Dispensers  &  Internal  Intervolometer  Type  Rocket 

NAT.STD-3576  (5) 

06 

20  Dec 

88 

Launchers  For  Aircraft  (Ed  2)  Other  Than  Dod  Refer  To  Hq  Usaf/xoxx(iso) 

Wosh,  Dc  20330-5058 

ISDF 

Electrical  Power  Supplies  At  Hardstondings  (CHO  5  Feb  1980)  VoUdoted  Feh 

83 

Electrical  Power  Supplies  At  Hardstondings . . . . . . . 

AIR-STD-12/11B 

06 

25  Moy 

67 

ISDF 

A1R-STD-12/1E 

06 

06  Mor 

84 

ISDF 

Electrical  Sofety  Interconnections  Between  Aircraft,  Support  Equipment  &  Eorth.. 

AIR-STO-12/23B 

06 

06  Mor 

84 

ISDF 

Electrical  Safety  Connections  For  Aircraft  &  Ground  Support  Equipment  (Ed.  3) 

NAT.STD-3532  (2) 

06 

01  Aug 

88 

R.q  For  Itsv.  Other  Than  DOD  Muit  Be  Sent  Via  HQ  USAF/XOXX-ISO 

V/aih  Dt  20330-5058 

ISDF 

Electrical  Safety  Interconnections  Between  Aircraft,  Support  Equij^ent  And 

AIR-STD-25/25 

06 

10  Sep 

86 

Earth,  Request  Other  Thon  DOD  Must  Ee  Sent  Via  Hq  USAF/XOXX(ISO) 

Wosh,  DC  20330-5058 

ISDF 

Electrically  &  Optically  Generoted  Aircraft  Dlsptoy  For  Fixed  Wing  Aircroft 

AIR.STD.10/56C 

06 

15  Oct 

80 

(Chg  2  .  15  Oct  85) 

ISDF 

Electromagnetic  Compotibility  Of  Aircraft  Electro-explosive  Sub-systems . 

AIR-STD-20/16B 

06 

22  Jon 

85 

ISDF 

Electromagnetic  Compotibility  (EMC)  Of  Aircraft  Systems  (Edition  No.  2)  (Rel 

NAT.STD-3614 

06 

27  Oct 

83 

To  Other  Than  DOD  Act  Req  Pri  Appr  Of  CNM,  MAT  0962),  Wosh,  D.c, 
20360 

ISDF 

Electromognetic  Compatibility  For  Aircraft  Electrical  And  Electronic  Equipment 

NAT.S7D-3516  (4) 

06 

02  Feb 

87 

(Edition  2)  (Rel  To  Other  Thon  DOD  Act  Req  Pr  Appr  Of  CNM,  MAT  09B21, 
Wash,  D.c.  20360) 

ISDF 

Electronic  Warfare  (Ew)  In  Air  Operations  (Edition  No.  I)........................ . 

NAT.STD-3873 

11 

08  Jul 

82 

ISDF 

Eiectronicolly  And/or  Optically  Generated  Aircraft  Displays  For  Fixed  Wing 

NAT.STD.3548  (5) 

06 

03  Dec 

87 

Aircroft  (Edition  No.  2)  (Req  Other  Than  DOD  Ref  To  HQ  USAF/XOXX-ISO, 
Wach.  20330-5058) 

DIST  STMT  C 

ISDF 

Electrostatic  Safety  Connection'Procedures  For  Aviotlon  Fuel  Kondling  (Edition 

3) 

Emergency  Control  Colour  Schemes  (Ed  3)  Request  For  Issue  Other  Thon  DOD 

NAT.STD-3582 

06 

03  Jul 

85 

ISDF 

NAT.STD-334T(5) 

06 

27  Nov 

87 

Must  Refer  To  HQ  Usof/xoxx(Iso},  Wash,  D.c.  20330-5058 

ISDF 

Emergency  Control  Colour  Schemes. . . . . . . . . . . . . . 

AIR.STD-10/23E 
ASCC  10/23D 

06 

22  Nov 

85 

ISDF 

Emergency  Escope/EVACUATiON  Illumination  Validated  Nov  84 . 

AIR-STD-10/55 

06 

03  Apr 

79 

ISDF 

Emergency  Morklngs  On  Aircroft  (Edition  No.  4)  (Req  Other  Thon  DOD  Ref  To 

NAT-STD-3230  (3) 

06 

28  Jul 

87 

HQ  USAF/XOXX-ISO  Waih.  D.c.  20330-5058) 

ISDF 

Emergency  Markings  Validated  Feb~83  . . . . . . . . 

AIR-STD.51/2A 

06 

08  Jon 

68 

ISDF 

Emergency  Towing  Equipment  (Edition  No.  3).. . . . . . . 

NAT-STD-3279  (1) 

06 

28  Apr 

82 

ISDF 

Emergency  Wor  Surgery  (Edition  No,  3)  W/omend  1  And  2  (Rel  To  Other 

NAT.STD-2068  (3) 

06 

25  Jun 

84 

Than  DOD  Act  Req  Pr  Appr  Of  CNM  Dept  Of  The  Novy  MAT  09B21 

ISDF 

Emergency/escape  Evoluotlon  Lighting  (Edition  No.  ))  (Req  From  Other  Than 

NAT.STD-3870  (1) 

06 

05  Oct 

87 

DOD  &  DOD  Cantraelori  Mott  Be  Sent  Via  HQ  USAF/XOXX(ISO)  Waih., 
D.C.20330-5058 

ISDF 

Empla.^ing  And  Deplaning  At  The  High  Hover  (Rel  To  Other  Than  DOD  Act  Req 

AIR-STD-44/50A 

06 

25  Sep 

84 

Pr  Appr  Of  CNM,  MAT  09B21,  Waih  D.c.  20350) 

ISDF 

Engine  Controls  &  Switches  In  Fixed  Wing  Aircraft  (Rel  To  Other  Thon  DOD 

AIR-STO-10/13N 

06 

03  Jun 

83 

Act  Req  Pr  Appr  Of  CNM,  MAT  09B21) 

ISDF 

Engineer  Resources  (Edition  3)  Other  Thon  Dod  Refer  To  Hq  Usof/xoxx(lso), 

NAT.STD-2259  (2) 

06 

02  Jun 

88 

Woih,  Dc  20330 
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DATE 

ISDF 

Engineering  &  Associated  Data  Lists  (Req  For  Issue  From  Other  Than  DOD  & 

DOD  Contrdctors  Most  8e  Sent  Vio  HO  USAF/XOXX(ISO),  Wash.,  O.c. 
20330-5058) 

AIR-STD-104/8B 

06 

21  Jon 

87 

ISDF 

Engineering  Drowing  Formats  (Req  For  issue  From  Other  Thon  OOD  &  DOD 
Contractors  Must  Be  Sent  Via  HQ  USAF/XOXX(ISO)  Wash.,  D.c. 

20330-5058 

AIR-ST0-104/6B 

11 

21  Jon 

87 

ISDF 

Engineering  Drawing  Practices  (Req  For  Issue  From  Other  Thon  OOD  &  DOD 
Contractors  Must  Be  Sent  Vio  HQ  USAF/XOXX(lSO),  Wash.,  O.c. 

20330-5058 

AIR.STO-104/7A 

06 

21  Jon 

87 

ISDF 

Engineering  Drawing  Titues  (Req  Far  Issue  Fram  Other  Than  DOD  &  DOD 
Cantroctars  Must  8e  Sent  Via  HQ  USAF/XOXX(ISO)  Wash.,  D.c. 

20330-5058 

AIR-STD-104/10A 

06 

21  Jon 

87 

ISDF 

Enviranmental  Pailutian  Fram  Phatagraphie  Pracessing  (Edition  1)  (Req  Far  Issue 
Other  Thon  DOD  Must  Be  Sent  Vio  HO  USAF/XOXX-ISO  Woshinglon  Dc 
20330-5058 

NAT-STD-3890 

06 

23  Aug 

88 

ISDF 

Environirentol  Test  Methods  (Edition  No.  3) . . . . . 

NAT.STD-3518 

06 

26  Mar 

86 

ISDF 

Equipment  Index  Systems  For  Moster/orfginal  Engineering  Drawings  . 

AIR-STD.104/4A 

11 

23  Apr 

82 

ISDF 

Escape  Poth  Cleoronce  Validaled  Fib  33 . . 

AIR-STD-61/5 

06 

05  Sep 

75 

ISDF 

Escape  Poth  Clearance  •  Methods  And  Problems(req  For  Issue  Other  Than  DOD 
Must  Be  Sent  Vioi  HQ  USAF/XOXX  (ISO)  Wosh  DC  20330-5058 

AlR-STD-61/47 

ADV  PUB  61/47 

06 

30  Jul 

86 

ISDF 

Escope  System  Test  Methods  Validaled  Feb  63 . . 

AIR-STD-6)/3A 

06 

30  Sep 

76 

ISDF 

Essential  SAR  Location  Equipment  And  Associated  Chorocleristics 
(Airport](edilion  No  2)(REL  To  Other  Than  DOD  Refer  To  HQ 
USAF/XOXX-IXSO  Wash,  Oc  20330-5058 

NAT-STD-3650  (8) 

06 

25  Mar 

88 

ISDF 

Evaluation  Criterio  For  Nautlcol  &  Speclot  Novol  Chorts  (Edition  NO.  2) . . . 

NAT.STD-3673  (3) 

06 

24  Ocl 

88 

ISDF 

Evaluation  Guide  For  NATO  Crosh/fire/rescue  Service  (Edition  1)  (Req  For 

Issue  Other  Than  DOD  Must  Be  Sent  Via  HQ  USAF/XOXX-ISO,  Woshington 

Dc  20330-5058 

NAT-STD-3929 

06 

26  Sep 

88 

ISDF 

Evaluation  Of  Land  Maps  (Edition  No.  4) . 

NAT-STD-22)5  (3) 

06 

IS  Dec 

86 

ISDF 

Evoluotion  Procedures  For  Flight  Helmets  (Release  To  Other  Thon  OOD  Act  Req 

Pr  Appr  Of  CNM  Mat  09B21  Wash  Oc 

AIR-STD-61/33 

06 

24  Moy 

83 

ISDF 

Exchange  Of  Dota  On  Lood  Capabilities  Of  Tronsporl  Aircroft  (Ed  1)  (Rel  To 
Other  Than  Dod  Act  Req  Pri  Appr  Of  Hq  Usaf/xoxx  (Iso)  Wash,  Dc 
20330-5058) 

NAT.STO-3767  (8) 
NAT 

06 

30  Nov 

88 

ISDF 

Exchange  Of  Equipment  For  Test  Purposes  (Edition  3) . . . . . . 

NAT.STD-3254  (1) 

06 

10  Dec 

85 

ISDF 

Exchange  Of  Flight  Informotion  Publication  (Flip)  Data  (Ed  1) . . . 

NAT.STD-7005  (3) 
NAT 

06 

27  Jon 

89 

ISDF 

Exchange  Of  Imosery  (Rel  To  Other  Thon  Dod  Act  Req  Pri  Appr  Of  Hq 

Usaf/xoxx  (Iso)  Wash;  Dc  20330-5058)  (Ed  2) 

NAT.STD-3764  (3) 
NAT 

06 

09  Feb 

89 

ISDF 

Exchonge  Of  Informotion  On  A.riol  D.liv.ry  Sytl.m.  (Edition  No  4)  Request. 
Other  Thon  Dod  Must  Be  Referred  To  HQ  USAF/XOXX-ISO  Wosh,  OC 
20330-5058 

NAT.STD-3428  (7) 

06 

02  Feb 

87 

ISDF 

Exchange  Of  Information  •  Tronsport  Aircraft  Loading  Data . . . . 

AIR.STD-44/16F 

06 

12  Dec 

85 

ISDF 

Exchonge  Of  Informotion  On  Tocticol  Air  Tronsport  Operotipns  (Ed  1)  Request 
Other  Than  Dod  Must  Send  Request  Vio  Hq  Usaf/xoxx(iso)  Wosh.  Dc 
20330-5058 

NAT.STD-3572  (6) 

06 

09  Mor 

88 

ISDF 

Exchonge  Of  Information  •  Ground  Hondling  Copobiiities  For  Transport  Aircroft 
Validated  Jan  86 

AIR-STD-44/22F 

06 

12  Dec 

85 

ISDF 

Explanatory  Informotion  Required  On  Aeronouticol  Chorts  Requests  For  Issue 

Other  Than  Dod  Must  Be  Sent  Via:  Hqusof/xoxx  (Iso)  Wosh,  Oc  20330-5058 

AIR-STD-64E/19D 

06 

18  Apr 

86 

ISDF 

Externol  Vision  From  AIRCREW  Stotions  (Edition  3)  (Rel  To  Other  Thon  DOD 

Act  Req  Pr  Appr  Of  CNM,  Mol  09B21) 

NAT-STD.3622  (6) 

06 

05  Jun 

86 

ISDF 

Externol  Vision  From  Aircrew  Stations  (Rel  To  Other  Than  Dod  Act  Req  Pr 

Appr  Of  CNM,  Mot  09B21,  Wash,  O.c.  20360) 

AIR-STD-I0/53F 

06 

22  Nov 

85 

ISDF 

Extroneous  Lighting  In  Vicinity  Of  Airfields  (Rel  To  Other  Thon  DOD  Act  Req 

Pri  Appr  Of  CNM,  MAT  09B21,  Wash.,  D.c.  20360) 

AIR.STD-65/13A 

06 

02  Oct 

84 

ISDF 

Facilities  &  Equipment  For  Receipt  &  Delivery  Of  Liquid  Fuels  Led  2)  Other 

Thon  Dod  Rer 

NAT-STD-3736  (6) 

06 

13  Dec 

85 

ISDF 

Filter  Blower  Performonce  For  Aircrew  NBC  Heodgeor  -  Chg.  2  Dtd  30  July  86 
(  Req  For  Issue  Other  Than  DOD  Most  Be  Sent  Vio  HO  USAF/XOXX  (ISO) 
Wosh,  DC  20330-5058) 

AIR.STD-6)/24 

CHG  1 

06 

18  Aug 

82 

ISDF 

Fixed  Wing  Cargo  Aircraft  Tie  Down  Fittings  (Rel  To  Other  Thon  DOD  Act  Req 

Pf  Approvol  Of  CNM,  MAT  09821,  Wosh  D.c.  20360)  (Chg  )  -  12  Feb 

1986) 

AIR-STD-44/)7E 

06 

01  Feb 

83 

ISDF 

Flame  Out  Procedures  (Edition  No.  3) . . . . . . 

NAT.STD-3297  (3) 

06 

29  Jon 

87 

ISDF 

Flight  Information  Pubficotion  Termlnol  (Rel  To  Other  Than  DOD  Act  Req  Pr 

Appr  Of  CNM,  MAT  09B21,  Wosh  O.c.  20360) 

AIR-STD-64/30F 

06 

27  Sep 

84 

ISDF 

Flight  Information  Publication,  Enroute  Validaled  Dee  83  . . . 

AIR-STD-64/)5G 

06 

15  Mor 

78 

ISDF 

Plinht-Inforntotion  P»»bl5co*ion5'pla»'n'ng  Reqvfsl  For  tssve  O»h#r=Th9n-0od  Mutt 

Be  Sent  Via:  Hq  Usaf/xoxx  (Iso)wosh,  Dc  20330-5058 

AtR.STD-64H/16G 

06 

18  Apr 

86 

ISDF 

Flight  Inspection  Of  NATO  Radio  Rodor  Novigotion  &  Approoch  Aids, 

AETP>1(B)  (Edition  No.  3)  (Req  Other  Than  DOD  Ref  To  HQ 

USAF/XOXX-ISO,  Wash.  D.c.  20330-5058) 

NAT-STD-3374  (3) 

06 

01  Aug 

88 

ISDF 

Flight  Sofety  Cooperation  In  Common  Ground/oir  Spoce  (Edition  No.  3) . 

NAT.STD-3)02  (1) 

06 

10  Nov 

86 

ISDF 

Flip  Operotlonoi  Abbrevlotions  (Chg  1  Did  18APR  86)  Request  Other  Than  Dod 
Must  Be  Sent  Via:  Hq  Usaf/xoxx  (Iso)  Wash  Dc  20330-5058 

AIR-STD-64/37 

06 

25  Mar 

81 

ISDF 

Floor  Rails  &  Mating  Equipment  Attochment  Pins . . 

AIR-STD-44/59 

06 

12  Dec 

85 

ISDF 

Floor  Rolls  And  Mating  Equipment  Attochment  Pins  Validated  Feb  83  . . 

AIR-STD.17/48  ()) 

06 

19  Moy 

76 

ISDF 

Flotation  And  Seo  Survivol,  Test  Methods  And  Requirements  Validated  Feb  83  .. 

AIR-STD-61/4 

06 

05  Sep 

75 

ISDF 

Formot  Sizes  For  Air  Comeros  (Froming)  (Rel  To  Other  fhon  Dod  Act  Req  Pr 

Appr  Of  CNM,  MAT  09B21,  Wash  D.c.  20360) 

AIR.STD-52/IE 

06 

16  Aug 

85 

ISDF 

Formats  For  Requesting  &  Answering  Requests  For  Air  Tronsport  (Releose  To 

Other  Than  DOD  Activities  Requires  Prior  Approvol  Of  (CNM) 

AIR-STD-44/5I 

ADV  PUB  44/51 

06 

01  Feb 

83 

CUSTODIAN 


38 


FSC  LISTING 


DOCUMENT 

FSC  TITLE  NUMBER  ■’’'EP  DATE  CUSTODIAN 


ISDF 

Fu«i  Contents  Gauges  Validated  Nav  84 . . . . . . . . . 

AIR-STD-IO/IOC 

06 

03  Apr 

79 

ISDF 

Fuels  To  Be  Introduced  Into  And  Delivered  By  The  North  Itolion  Pipeline  System 
(NIPS) 

NAT-STD-3881  (5) 

06 

15  Dec 

86 

ISDF 

Functionol  Requirements  Of  Aircroft  Oxygen  Equipment  And  Pressure  Suits  (Ed 

3)  Request  Other  Then  Dod  Must  Be  Sent  Vio  Hq  Usof/xoxxfiso)^  Wosh,  Dc 
20330-5058 

NAT.STD-3198  (4) 

06 

05  Apr 

88 

ISDF 

Gazetteers  (Ed.  No.  3) . . . . . . . . . 

NAT-STD-2213  (3) 

06 

29  Moy 

87 

ISDF 

Generol  Chorocteristlcs  Of  Aircrew  Personal  locator  Beocont . . . 

AIR-STD-Sl/lO 

AIR 

AIR.STD-44/24A 

06 

01  Dec 

86 

ISDF 

General  Rules  Covering  The  Transport  Of  Loods  By  Helicoper  (CHG‘2  •  Dtd 
2-12-86  Validated  Jan  86 

06 

16  Sep 

80 

ISDF 

Generol  Speclficotlons  For  Projections  Required  For  Nouticol  Charts  For  Polor 
Regions  &  The  Higher  Latitudes  ted  3  W/omd  1)  Validated  Feb  83 

NAT-SID-1113 

06 

09  Mar 

73 

ISDF 

General  Specificotlons  For  Non-sub  Contoct  Charts  (Ed  1)  Request  Other  Thon 
Dod  Must  Be  Sent  Via  Hq  Usaf/xoxx(tso),  Wash,  Oc  20330-5058 

NAT.STD-3715  (7) 

06 

01  Sep 

87 

ISDF 

Geodetic  Dotums,  Spheroids,  Grids  &  Grid  Reference  (Ed.  No.  4)  Req  For 

Other  Than  DOD  Refer  To  Hq  Usof/xoxx-lso  Wash,  DC  20330-^58 

NAT.STD-2211  (5) 
DIST  STMT  C 

06 

24  Aug 

88 

ISDF 

Glass,  Aircroft  Instrument,  lighting  Wedge  And  Cover . . . . . 

AIR-STD-IO/SOB 

06 

15  Oct 

80 

ISDF 

Glossory  Of  Abbreviations  Used  In  NATO  Documents  . 

AAP-STD-15 

06 

01  Jan 

86 

ISDF 

Glossary  Of  Molecular  Sieve  Oxygen  Generation  System  (MSOGS) 

Terminology  (Req  For  Issueother  Than  D  Od  Must  Be  Sent  Via:  HQ 

USAF/XOXX  (ISO)  Wash  OC 

AIR-STD^l/46 

ADV  PUB  61/46 

06 

30  Jul 

86 

ISDF 

Glossary  Of  Terms  And  Definitions . . . . . 

AIR.STD-8S/1J 

06 

22  Jul 

85 

ISDF 

Graphicol  Symbology  For  Use  On  Engineering  Drawings  &  Associoted  Doto 

AIR.STD-104/2C 

06 

18  Jul 

85 

(Chg  2  -  21  Jan  1987)  (Req  For  Usue  From  Other  Than  DOD  8*  DOD 
Controctars  Muit  Be  Sent  Via  HO  USAF/XOXX(ISO)«  Wosh.,  D.c. 


20330S058 


ISDF 

Grease  Nipples  (Ed  2)  (Ret  To  Other  Thon  Dod  Act  Req  Pri  Appr  Of  Hq 

Usaf/xoxx  (Iso)  Wash,  Oc  20330-5058) 

NAT-STD-3766  (5) 
NAT 

06 

30  Nov 

88 

ISDF 

Ground  Air  Conditioning  Of  Aircraft  &  Aircrew  Equipment  (Chg  4  10  Sep  86) 
(Releose  To  Other  Than  Dod  Hq  Usaf/xoxx  (Iso)  Wosh,  Dc  20330-5058) 
Validated  Feb  83 

AIR-STD-)1'17D  (3) 

06 

18  Feb 

74 

ISDF 

Ground  Electricol  Power  Supplies  For  Aircraft . . . . . . . 

AIR-STD-12/12C 

06 

06  Mor 

84 

ISDF 

Ground  Electrical  Power  Supplies  For  Aircraft  (Ed  5)  (Rel  To  Other  Than  Dod 

Act  Req  Pri  Appr  Of  Hq  Usaf/xoxx  (Iso)  Wash,  Oc  20330-5058) 

NAT-STD-3457  (2) 
NAT 

06 

08  Feb 

89 

ISDF 

Ground  Electricol  Power  Supplies  For  Aircroft,  Request  Other  Thon  DOD  Must 

Be  Sent  Vio  Hq  USAF/XOXX(ISO)  Wosh,  DC  20330-5058 

AIR.STD-25/21 

06 

10  Sep 

86 

ISDF 

Ground  Fit  &  Compatibility  Criteria  For  Aircraft  Stores . . . 

AIR.STD-20/21 

06 

22  Jon 

85 

ISDF 

Ground  Fit  &  Compaiibifity  Criteria  For  Aircroft  Stores  (Ed  1)  Other  Thon  Dod 
Refer  To  Usaf/xoxx(iso}  Wash,  Dc  20330-5058 

NAT.STD-3899  (3) 

06 

30  Nov 

38 

ISDF 

Ground  Half  Air  &  Electricol  Connectors  For  low  Pressure  Air  Storting  Of 

Aircraft  Engines  (Edition  1)  (Req  For  Issue  Other  Than  DOD  Must  Be  Sent 

Via  HQ  USAF/XOXX,  Washington  Dc  20330-5058 

NAT.STD-3947  (4) 

06 

21  Sep 

88 

ISDF 

Ground  Recharging  Of  Aircraft  Main  Batteries,  Request  Other  Thon  DOD  Must 

Be  Sent  Via  HQ  USAF/XOXX(lSO)  Wosh,  OC  20330-5058 

AIR.STD.25/24 

06 

10  Sep 

86 

ISDF 

Ground  Rechorging  Of  Aircroft  Main  Batteries  (Ed  3)  (Rel  To  Other  Thon  Dod 

Act  Req  Pri  Appr  Of  Hq  Usaf/xoxx  (Iso)  Wosh,  Dc  2W30-5058) 

NAT-STO-3454  (2) 
NAT 

06 

09  Feb 

89 

ISDF 

Ground  Recharging  Of  Aircraft  Main  Batteries . . . . . 

AIR.5TD-12/20B 

06 

06  Mor 

84 

ISDF 

Ground  Resolution  Targets  For  Aerial  Photogrophy  (Edition  No.  1)  (Req  Other 
Than  DOD  Ref  To  HQ  USAF/XOXX-lSO,  Wosh.  D.c.  20330-5058) 

NAT-STD-3704  (3) 

06 

29  Apr 

88 

ISDF 

Ground  Security  Measures  Against  Aircroft  Sabotage/hljocking  (EDITION  No. 

2) 

Guid  Specifications  (Minimum  Quolity  Standards)  For  Aviation  Turbine  Fuels 
(F'34,  FG5,  F-40  &  F-44)  (Ed  3)  (Rel  To  Other  Than  Dod  Act  Req  Pri  Appr 

Of  Hq  Usaf/xoxx  (Iso)  Wosh,  Dc  20330-5058) 

NAT-STD-3771 

06 

27  May 

86 

ISDF 

NAT-STD-3747  (6) 
NAT 

06 

02  Feb 

89 

ISDF 

Guldonce  For  The  Control  Of  Heot  Stress  In  Operations  Of  High  Performonce 
Military  Aircroft  (Advisory  Publication) 

AlR.STD-61/19 

ADV  PUB  6)/lP 

06 

2rSep 

81 

ISDF 

Guide  For  Electrical  Molntence  Diagrams  For  Aircroft  Systems  (Rel  To  Other 

Thon  OOD  Act  Req  Pr  Appr  Of  CNM,  MAT  09B21,  Wash,  D.c.  20360) 

AIR-STD-104/18 

ADV  PUB 

06 

29  Oct 

84 

ISDF 

Guide  Specificotlon  (Minimum  Quality  Standards)  For  Aviation  Gosoline, 

NATO  F-18  (Chg  1  -  4  Oct  1985) 

AlR.STD-15/5 

12  Mar 

84 

ISDF 

Guide  Specificotion  (Minimum  Quality  Stondords)  For  Aviotion  Fuels,  NATO 

F-34,  F-40  &  F-44  (Chg  1  -  4  Oct  1985) 

AIR-STD-15/6 

06 

12  Mor 

84 

ISDF 

Guide  Specification  For  Petroleum  Bose  Aviotion  Hydroulic  Fluids  (H-515  & 

H.520) 

AIR-STD-)5A/7A 

06 

10  Jul 

85 

ISDF 

Guide  To  Security  Cfossificollon  Of  Air  Reconnaissonce  Imogery  (Edition  No.  2) 
(Req  Other  Than  DOD  Ref  To  HO  USAF/XOXX-lSO  Wosh  D.c.  20330-5058) 

NAT-STD-3768 

DIST  STMT  C 

06 

26  Sep 

88 

ISDF 

Handbook  For  Air  Reconnoissance  Tasking  And  Reporting  ATP-47 . . . 

NAT.STD-3920 

06 

28  Jun 

88 

ISDF 

Honditng  &  Documentation  Of  Dangerous  Corgo  For  Air  Tronsportohon  (Chg  2 
■  Dtrf  2.t2-86)  (Rel  To  Other  Than  DOD  Act  Req  Pri  Appr  Of  CNM,  MAT 
09821) 

AIR-SrD'44/93 

06 

01  Feb 

o3 

ISDF 

Height  Bonds  •  Airdrop  Validated  Nov  84 . . . . . . . . 

NAT-STD-3737  (4) 

06 

20  Nov 

78 

ISDF 

Helicopter  Hoisting  Geor,  The  Use  Of  Horse  Collor  (STROP)  Type..... . . . 

AIR-STD-5)/lD 

06 

20  Apr 

82 

ISDF 

Helicopter  In-flight  Refuelling  (Hifr)  Equipment  (Ed  1)  (Rel  To  Other  Than  Dod 

Act  Req  Pri  Appr  Of  Hq  Usof/xoxx  (Iso)  Wash,  Oc  20330-5058) 

NAT-STD-3847  (2) 
NAT 

06 

09  Dee 

88 

ISDF 

Helicopter  Toctlcol  Or  Non  Permoneni  lending  Sites  Validated  Feb  83  . . . 

A1R-STD-44/33B 

06 

17  Moy  76 

ISDF 

Helicopter,  Teehntcol  Criterio  For  The  Tronsport  0  Corgo  By  (Edition  2) 

Validated  Feb  83 

NAT-STD-3542 

06 

27  Jut 

81 

ISDF 

Hellpod  Lighting  (Umc)(ed  1}  Other  Than  Dos  Relnr  To  Hq  USAF/X0XX(lSO) 
Wosh,  Dc  20330 

NAT.STD-3652  (6) 

06 

26  Oct 

88 

ISDF 

Helipad  lighting  (IMC)  (Edition  No.  2)  (Rel  To  Other  Thon  OOD  Act  Req  Pri 

Appr  Of  CNM, MAT  09B21,  WASH,  D.c.  20360 

NAT.STD-3684 

06 

29  Nov 

33 

39 


FSC  USTING 


DOCUMENT 


FSC 

TITIE 

NUMBER 

PREP 

DATE 

ISDF 

Helipod  lighting  (VMC)  -  Chg  1  Dtd  14  Aug  1986  (  Req  For  liiue  Other  Thon 

DOD  Must  Be  Sent  Vio  HQ  USAF/XOXX  (tSO)  WojH  DC  20330-5058 

AtR-STD-45/16B 

06 

12  Apr 

83 

ISDF 

Helipod  Marking  •  Chg  1  Dtd  14  Aug  1986  (  Req  For  Isiue  Other  Than  DOD 

Must  Be  Sent  Vio  HQ  USAF/XOXX  (ISO)  Wash  DC  20330-5058 

AIR-STD-65/21A 

06 

02  Ocl 

84 

ISDF 

Helipad  Marking  (Edition  No.  2)  (Req  Other  Than  DOD  Ref  To  HQ 
USAF/XOXX-ISO,  Wash.  D.c.  20330-5058) 

NAT-STD-3619  (4) 

06 

29  Apr 

88 

ISDF 

Heliport  Marking  And  Lighting  (Editiors  No.  1) . . . . . . . . . 

NAT-SIO-3535  (3) 

06 

26  Feb 

87 

ISDF 

Heliport  Rescue  &  Fire-fighting. Servjees«  Identification  Cotegorles  (Edition  2) 

Req  For  Issue  To  Other  Thon  DOD  Must  Be  Sent  Via  HQ  USAF/XOXX*ISO 

Wash  D.C.  20330-5058 

NAT-STD-386I  (2) 

06 

01  Aug 

88 

ISDF 

High  Speed  Possive  And  Active  Restroint-(Rel  To  Other  Than  Dod  Act  Req  Pr 

Appr  Of  Cnm,  Mot  09B21,  Wosh  D.c.  20360) 

AIR.STD-61/27 

AIR 

06 

24  Moy 

83 

ISDF 

Horizontal  Situation  Inoicotori  (Edition  No>  4)  (Rel  To  Other  Thon  DOD  & 

DOD  Conlroelors  Mull  Be  Sent  Vio  HO  USAF/XOXX(ISO),  Woih„  D.c., 
20330-5058) 

NAT.SID-374)  (2) 

06 

25  Jon 

88 

ISDF 

AIR-STO-10/45E 

06 

22  Nov 

85 

ISDF 

Horse  Cotior^rescue  Strop  Type  Helicopter  Hoisting  Geor  (Edition  NO.  6)  (Req 
Other  Thon  DOD  Ref  To  HQ  USAF/XOXX-lSO  Wash  Dc  20330-5058) 

NAT.STD-3295  (3) 
DIST  STMT  C 

06 

01  Aug 

88 

ISDF 

Human  Tcleronce  To  Repeated  Shock  (Req  For  Issue  Other  Thor>  DOD  Must  Be 
Sent  Vioi  HQ  USAF/XOXX  (ISO)  Wosh.  DC  20330-5058  (Chg  1  Dtd  30  Jo! 

86) 

Human  Tolerance  To  Porachute  Opening  Shock  Including  Criterio  For  Porochute 
Opening  Injury 

AIR-STD-61/25 

06 

23  Mor 

83 

ISDF 

A'rR-STO-61/42 

ADV  PUB 

06 

16  Aug 

85 

ISDF 

Hydioulic  Fluidi,  Petroleum  (H-515  &  H.520)  (Edition  No.  2)  (Rel  To  Other 

Thon  DOD  &  DOD  Controetori  Muit  Be  Sent  Via  HO  USAF/XOXX(lSO) 

Woih.,  D.c.  20330-5058) 

NAT-SIO-374B  (2) 

06 

30  Sep 

87 

ISDF 

Identificotion  And  Control  Of  Aircroft  Poliets  And  Associated  Restoint 

Equipment  During  Combined  Airlift  Operations 

AIR-STD-44/47A 

06 

12  Dec 

85 

ISDF 

identificotion  Of  Aerodrome  6y  Nome  Request  For  Issue  Other  Thon  Dod  Must 

Be  Sent  Vio:  Hq  Usaf/xoKx  (Iso)  Washdc  20330-5058 

AIR-SID-64E/3)D 

06 

18  Apr 

86 

ISDF 

Identification  Of  Seale  On  Aeronoutlcol  Cherts  Request  For  Issue  Other  Than 

Dod  Must  Be  Sent  Viai  Hq  Usaf/xoxx(iso)  Wash  Dc  20330-5058 

AIR-STD-64D/23C 

06 

18  Apr 

86 

ISDF 

Identification  Of  Aircroft  Electrjeol  Cobles . . . . . . . . 

NAT-STD-3794  (3) 

06 

02  Feb 

87 

ISDF 

Identificotion  Of  Aircroft  &  Millie  Pipelinei  &  Electrical  Condulti  >  Ed,  6  (Req 

For  liiue  Other  Than  DOD  Mull  Be  Sent  Via  HQ  USAF/XOXX-ISO  Woih  Dc 
20330-5058 

NAT.STD-3104 

06 

21  Sep 

88 

ISDF 

llluminotion  Of  Pilots  Instrument  Ponel  And  Stotion  In  fixed  Wing  And  Rolory 

Wing  aircraft 

AIR-STD-10/19F 

06 

15  Ocl 

80 

ISDF 

lllustroted  Information  On  Fire  Hazards  &  Rescue  Feotures  For  NATO  Aircraft  > 
AEP*11  (EDITION  1)  (Req  For  Issue  Other  Than  DOD  Must  Be  Sent  Via  HO 

U  Af/xo*x-iso,  Wflshingtondc  20330-5058 

NAT.SID-3896  ()) 

06 

01  Aug 

88 

ISDF 

lluminoted  Runwoy  Oisyance  Markers  @  Illuminated  Hook  Coble  Morker  •  Chg. 

1  Dtd  14  Aug  86  (  Req  For  Issue  Other  Than  DOD  Must  Be  Sent  Vfo  HQ 
USAF(XOXX  (ISO)  Wosh  DC  20330-5058) 

AIR.STD-65/1  lA 

06 

02  Ocl 

84 

ISDF 

Imagery  Interpretobility  Roting  Scale  >  Chg  2  Doted  4-15-85  (Ref  To  Other  Thon 
DOD  Act  Req  Pri  Appr  Of  CNM.  MAT  09B21,  Nash,  0-C.  20360) 

AIR-5rO-10t/)tA 

06 

10  Jon 

83 

ISDF 

In  Flight  Visuol  Signals  (  Edition  6) . . . . . . . . 

NAT.STD-3379  (1) 

06 

03  Mor 

87 

ISDF 

In-flight  (Aerial)  Refweling  Equipment.  Dimensionol  &  Functionol  Chorocterlstics 
(With  Amenoment  1)  (Edition  2)  (Req  Other  Than  DOD  Ref  To  HQ 
USAF/XOXX-ISO,  Wosh.  D.c.  20330-5058) 

NAT.STD-3447  (5) 
OIST  STMT  C 

06 

15  Feb 

88 

ISDF 

In-flight  (Aerial)  Refuelling  (Releose^To  Other  Thon  Dod  Refer  To  Hq 
Usof/xoxx(iso)  Wash,  Oc  20330-5058 

AIR-STD-25/I3 

06 

10  Sep 

86 

ISDF 

In-flight  (Aeriol)  Refuelling  (With  Amendment  1)  Validated  Dec  83,.., . . 

AIR.5T0-17/29A 

06 

05  Jun 

72 

ISDF 

Indexes  To  Series  Of  land  Mops  &  Aeronauticol  Cherts  &  fndexes  To  Militory 

Info  &  Documentation  (Mgid)  Ed  1  Other  Than  Ood  Refer  To  Hq 

Uiof/xoxx(r$o),  Wosh.  Dc  20330 

NAT-STD-3672  (5) 

06 

04  Jun 

87 

ISDF 

Indicating  Accelerometers  (Edition  No.  3) . . . . . . . 

NAT-STD-3330  (3) 

06 

25  Jun 

82 

ISDF 

Inlond  Hydrography  (Edition  No.  4)  . . . . . . . . 

NAT-STO-2256  (6) 

06 

IS  Dec 

86 

ISDF 

Inspection  Standords  For  Fuel  Soluble  Corrosion  Inhibitors  (Edition  5)  Rel  To 

Other  Thon  OOD  Act  Req  Pr  Appr  Of  CNM.  MAT  09821.  Wosh.  D.c,  20360 

NAT-STO-3390  (8) 
NAT 

06 

27  Jon 

89 

ISDF 

Integrated  Airspeed  &  Mach  Number  Indicotors . . . . . . . 

AIR-STO-10/67 

06 

15  Ocl 

80 

ISDF 

Intelligibility  Of  Speech  In  Noise  (Req  For  Issue  Other  Thon  Ood  Must  Be  Sent 

Vio:  HQ  UsAF/XOXX  (ISO)  WaihdC  20330-5058 

AlR-STD-61/49 

ADV  PUB  61/49 

06 

30  Jul 

86 

ISDF 

Interchangeability  Chart  Of  Stondordized  Aviollon  Fuels,  lubrkonts  &  Allied 
Products 

AIR-STD-)5/)Y 

06 

10  Jul 

85 

ISDF 

fnterchongeobility  Of  Tinned  Copper  Termlnols  (lugs)...... . . . . . 

AIR-STD-I2/4F 

06 

06  Mor 

84 

ISDF 

Interchongeobiliiy  Of  Coble  Splices  (In  line  Connectors)  Tinned  Copper . . 

AIR-STO-I2/13D 

06 

06  Mor 

84 

ISDF 

Interchongeobility  Of  Aircrew  Medicol  Cotegorles  (Rel  To  Other  Thon  DOD  Act 
R^q  Pri  Appr  Of  CNM,  .MAT  09S21,  V/ASH.  D.c,  20360) 

AIR.ST0-61.'32 

06 

24  Moy  83 

ISDF 

Interchongeobility  Of  Noto  Aircrew  Medicol  Categories  (Ed  4)  Request  Other 

Than  Dod  Musi  Be  Sent  Via  Hq  Uscf/xoxx(iso),  Wash.  Dc  20330-5058 

NAT.STD-3524  (2) 

06 

03  Sep 

87 

ISDF 

Internol  Aircroft  Engine  Storting  System  (Ed  2)  (Rel  To  Other  Thon  Dod  Act 

Req  Pri  Appr  Of  Hq  Usof/xoxx  (Iso)  Wosh.  Dc  20330-5058) 

NAT-STD-3368  (5) 
NAT 

06 

24  Ocl 

88 

ISDF 

Interoperobility  Of  Aircroft  VHF  AM-And/or  FM  Multi-frequency  TronsceWer 
InstoIIotions  And  Compotible  Ground  Rodio  Equipments.  Request  Other  Thon 
DOD  Must  Be  Sent  Via  HQ  USAF/XOXX(ISO)  Wash,  DC  20330-5058 

AIR-STO-19/3 

06 

23  Feb 

87 

ISDF 

Interoperobility  Of  Aircraft  UHF  Multi-frequency  Transceiver  fnstoHotion  & 
Compotible  Ground  Tronsmilters  &  Receivers  (Req  For  Issue  Other  Thon  DOD 
Musbc  Sent  Vio  HQ  USAF/XOXX  (ISO) -Wosh  DC  20330-5058E 

AIRSTD-STD-I9/4B 

06 

23  Feb 

87 

ISDF 

Interoperobility  Of  Aircroft  UHF  Multifrequency  Tronsceiver  Instolfotion  & 
Compotible  Ground  Tronsmilters  &  Receivers  (Edition  No.  1) 

NAT-STD-5020  (5) 

06 

25  Apr 

80 

ISDF 

Investigotfon  Of  Aircroft/mfssife  Accidents/incidents  (Edition  5) .......................... 

NAT-STD-353I  (2) 

06 

02  Feb 

87 

CUSTODIAN 
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FSC 

TITIE 

number 

PREP 

DATE 

ISDF 

Jacking  Of  Aircraft  (Chg  7  10  Sep  86)  (Re!ec*.e  To  Other  Thon  Ood  Hq 
Uiaf/xoxx(!so)  Woih#  Oc  20330*5058  VaVtdaied  Feb  83 

AIR.STD-ri/7C  (3) 

06 

22  Mor 

76 

ISDF 

Joint  Siectronics  Type  Designator  Systems  . . . . . . 

A1R.S7D-19/) 

06 

29  Oct 

80 

ISDF 

loborotory  Tests  For  Stores  Suspension  Equipment  (Chonge  1)  Validated  Jan 

86 

Loshlng  For  Fixed  Wing  Aircroft  (CH-l  06  AUG  1981)  (Rel  To  Other  Then  DOD 

Act  Req  Pr  Appr  Of  CNM.  MAT  09821)  Validated  Jan  66 

AIR-STD-20/18 

06 

31  Mar 

80 

ISDF 

AIR-STD-44/3C 

06 

16  Sep 

80 

ISDF 

Layout  Of  Flight  Instruments  Validated  tJov  84.... . . . . . . . 

AIR-STD-lO/llG 

06 

03  Apr 

79 

ISDF 

layout  Of  Flight  Dote  In  Piiots  Displays  (Edition  5)  Requests  For  Issue  Other 

Thon  DOD  Must  Refer  To  HQ  USAF/XOXX{ISO).  Wash,  O.c.,  20330*5058 

NAT.STD-3216  (2) 

06 

05  Oct 

87 

ISDF 

legends  In  Aircrew  Stations  (Rel  To  Other  Than  DOD  Act  Req  Pri  Appr  Of 

CNM,  MAT  09821,  WASH.  D.c.  20360 

A1R-STD-10/47C 

06 

22  Nov 

85 

ISDF 

lighting  Of  Airfield  Obstructiens.. . . . . . . . . 

A1R-STD-65/2B 

06 

18  Dec 

80 

ISDF 

lighting  Of  Instrument  @  Non*  Instructment  Runwoys  •  Chg  1  Dtd.  14  Aug  86  ( 
Req  for  Issue  Other  Thon  DOD  Must  Be  Sent  Vio  HQ  USAF/XOXX  (ISO) 

Wosh  DC  20330*5058 

AIR-STD-65/1E 

DIST  STMT  C 

06 

12  Apr 

83 

ISDF 

lightweight  Doppler  Navigotion  Equipment  For  Helicopters  Validated  feb  83  .... 

AIR-STD-33/9C 

06 

30  Jun 

66 

ISDF 

liquid  Nitrogen  Characteristics,  Request-Other  Thon  DOD  Must  Be  Sent  Via 

H,q  USAF/XOXX(tSO)  Wash,  DC  20330-5058 

AlR-STD-25/31 

06 

10  Sep 

86 

ISDF 

liquid  Nitrogen  Characteristics . . . . . . . 

AIR-STO-14/10C 

06 

12  Jul 

84 

ISDF 

liquid  Nitrogen  Chorocterlstics  (Ed  3  W/omd  1/  Other  Thon  Dod  Refer  To  Hq 
USAP/XOXX(tS0)  Wash,  Oc  20330*5058 

NAT.STD-3546  (3) 

06 

26  Oct 

88 

ISDF 

IM*230A  Progrommobie  Automotic  Comero  Test  Set  (Ret  To  Other  Than  Dod 

Act  Req  Pri  Appr  Of  Hq  Usdf/xoxx  (Iso)  Wosh,  Oc  20330*5028) 

AIR.STD-50/23 

06 

31  Dec 

88 

ISDF 

Locolion  &  Actuatioa  Of  Airframe  Control.  In  Fixer!  Wirtjj  Airerofl  (Rel  To 

OlKer  Thon  DOD  Act  Req  Pri  Appr  Of  CNM,  MAT  09B21,  WASH,  D.c. 

20360) 

AIR-STD-10/15P 

06 

22  Nov 

85 

ISDF 

location  &  Grouping  Of  Electrical  Switches . . . . . . 

AIR.STD.10/14F 

06 

22  Nov 

85 

ISDF 

location  Aids  For  Survivors  Of  Aircraft  Accidents . . . . . 

AIR.STD-51/7B 

06 

20  Apr 

82 

ISDF 

locotion  And  ActucDonof  Thrust  Vector  Conirois  For  VSTOl  Other  Than  Rotary 
Wing  Aircraft  (Ed  1)  Request  For  Issue-Other  Thon  DOD  Must  Refer  To  HQ 
Usof/xoxx  (Iso),  Wosh,  D.c.,  20330*5058 

NAT-5TD.3692  (3) 

06 

27  Nov 

87 

ISDF 

locotion  And  Arrongement  Of  Engine  Displays  In  Aircraft  (Ed  5)  Reqvest  For 

Issue  Other  Than  Dod  Must  Refer  To  Hq  Usof/xoxx(iso),  Wash,  D.c. 

20330*5058 

NAT.STD.3359  (2) 

06 

30  Sep 

87 

ISDF 

location  And  Arrangement  Of  Engine  Instructmenls  In  Aircraft  (Chonge  1) 

Validated  Feb  83 

AIR.STD-)0/25F 

06 

20  Sep 

74 

ISDF 

loeotion  And  Grouping  Of  Electrieoi  Switcheiin  Aircraft  (Edition  3)  Requeits 

Other  Thon  DOD  Mutt  Refer  To  HQUSAf/XOXXftSO),  Wosh.d.c., 

20330-50S8 

NAT.STD.3219  (4) 

06 

30  Sep 

87 

ISDF 

locotion,  Actuoticn  And  Shape  Of  Engine  Controls  And  Switches  (Edition  No. 

NAT.STD.3218 

06 

2$  Apr 

86 

ISDF 

location.  Actuation  &  Snbpe  Of  Airfrome  Controls  For  Rotory  Wing  Aircroft 
(Rel  To  Other  Than  000  Act  Req  Pr  Appr  Of  CNM,  MAT  09B21) 

AIR.STD.)0/20J 

06 

22  No* 

85 

ISDF 

locotion.  Actuation  &  Shape  Of  Airfrome  ContioH  Fcr  Rotary  Wing  Aircroft 
(Edition  4)  (Req  Other  Thon  DOD  Ref  To  HQ  USAr/XOXX-ISO  Woth.  Dc 
20330-5058) 

NAT.STD.3225  (6) 

06 

30  Sep 

87 

ISDF 

location.  Actuation  And  Shape  Of  Airframe  Control  For  Fixed  Wing  Aircroft 
(Edition  4)  Request  For  lssue-Oiher,thdn  DOD  Must  Be  Sentvio:  HQ 
llsof/xoxx(iso),  Wosh,  0  c.  20330*5058 

NAT-STD.3220  (5) 

06 

05  Oct 

87 

ISDF 

locotions  For  Aircroft  Electrical  Control  Connections  For  Aircroft  Stores  (Ed  3) 
Other  Than  Dod  Refer  To  Hq  Usof/xoxxtiso>  Wosh,  20330*5058 

NAT.STD.3558  (2) 

06 

19  Dec 

88 

ISDF 

low  Pressure  Air  &  Associated  Electrieoi  Connections  For  Aircroft  Engine 

Storting  (Ed  5)  (Rel  To  Other  Than  Dod  Act  Req  Pri  Appr  Of-Hq  Usof/xoxx 
(Iso)  Wash,  Dc  20330*5053) 

NAT-STD-3372  (6) 
NAT 

06 

09  Dec 

88 

ISDF 

low  Pressure  Air  And  Associated  Eiectricol  Connections  For  Aero  Engine 

Storting  (Ch  1  10  Sept  86)  Request  For  Issue  Other  Thon  DOD  Must  8e  Sent 
Vio  Hq  USAF/XOXX(lSO)  Wosh  DC  20330*5058 

AIR.STD.25/2 

06 

29  Oct 

84 

ISDF 

lunette  Eye  Or  Towing  Ring  (Releose  To  Other  Than  Dod  Hq  Usaf/xoxx(iso) 
Wosh,  Dc  20330*5058 

AIR-STO.25/5 

06 

10  Sep 

86 

ISDF 

lunette  Eye  Or  Towing  R'lng-VoUdated  Feb  63 . . . . . . . 

AIR.STD.il/8B 

06 

30  Jul 

82 

ISDF 

Mochmeters  (Edition  4)  (Rel  To  Other  Than  DOO  Act  Req  Pr  Appr  Of  CNM, 

Mot  09821) 

NAT.STD.333S  (3) 

06 

14  Mor 

86 

ISDF 

Mochmeters  (Rel  To  Other  Thon  DOO  Act  Heq  Pr  Appr  Of  CNM,  MAT  09B21) 

A1R.STD.10/9D 

06 

22  Nov 

85 

ISDF 

Monpower  Polifl's  &  Procedures  (Edition  3)  Validated  Nov  64. . . . 

NAT-STDdOOS 

06 

18  Jul 

84 

ISDF 

Mop  Series  Numuerlng  (Edition  1)  . . . . . . 

NAT.STD-3716  (9) 

06 

29  Nov 

88 

ISDF 

Morginol  Informotion  On  londmops,  Aeronauticol  Chorts  &  Photomops  (Edition 

No.  2)  (Req  Other  Thon  DOS  Ref  To  HQ  Usof/xoxx-iio,  Wosh.  D.c. 

20330*505) 

NAT.STO-3776 

06 

19  Feb 

80 

ISDF 

Morgfnof  Informotioc  On  lend  Mops,  Aeronouticof  Chorts  &  Photnmops  (Edition 
No.  2)  (Req  Other  Thon  DOD  Ref  To  HO  USAF/XOXX-ISO,  Wosh,  D.c. 
20330-5058) 

NAT.STO.3676  (1) 
DIST  STMT  C 

06 

16  Dec 

87 

ISDF 

Morktng  And  lighting  Of  Airfield  Obstructions  (Ed  4)  Request  For  Issue  Other 

Than  DOD  Must  Refer  To  Hq  Usof/xoxx(iso),  Wosh,  0.c.,  20330*5053 

NAT.STD.3346  (3) 

06 

05  F(b 

88 

ISDF 

Morkmg  Of  Airfield  Obstructions  (-Req  For  ISSUE  Other  Thon  DOD  Must  Be 

Sent  Vio  HO  USAF/XOXX  (ISO)  v/esh  DC  20330*5058 

AIR.STD.65/3E 

06 

14  Aug 

86 

ISDF 

Morking  Of  Instrument  And  Non*instrument  Runwoys  (Ret  To  Other  Thon  DOD 

Act  heq  Pf  Appr  Of  CNM,  MAT  09821,  Wash  D.c.  20360) 

AIR.STD.65/5C 

06 

02  Oel 

84 

ISDF 

Morkins  Of  Portoble  Fire  Extinguishers  (Ed  1)  (Ref-Other  Thon  Ood  Req  Pri 

Appr  Hq  Usaf/xoxx  ((so)  Wosh,  Dc  20330*5058) 

NAT.ST0.3995 

06 

22  Mor 

89 

ISDF 

Morsholling  Signals  For  Fixed  Wing  &  Rotary  Wing  Airerofl  (Chg  1*6  Aug  81) 

AIR.ST0.44/42A 

06 

16  Sep 

80 

VoUdoled  Jdn  86 
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DATE 

iSDF 

Maximum  EievoHon  Figure  Criterio  For  Aeronoutical  Chorls  (CHg  )  Dtd 

4/18/86  Requests  Other  Thart  Ood  Must  Be  Sertt  Vio:  Hq  Usaf/xoxx  (Iso) 

Wojh  Dc  20330-5058 

AlR*ST0*64/350 

06 

28  Sep 

83 

ISOF 

Moximum  Permissbie  Temperatures  Of  Moterialt  For  Safe  Contoci  With  Bore 

Skin 

AIR*STD*61/39 

ADV  PUB  61  '39 

06 

11  Sep 

84 

ISDF 

Maximum  Trimmed  Paper  Size  Of  Maps  For  Use  Ir)  The  Field  (£d  2)  Other 

Than  Dod  Refer  To  Hq  Usof/xoxx(tio),  Wash^  Dc  20330-5058 

NAT-SID*3690  (I) 

06 

04  Jun 

87 

ISDF 

Meosure  Of  Sound  Attenuation  Of  Hearirtg  Protective  Equipment  (Rel  To  Other 
Thon  OOD  Act  Req  Pr  Appr  Of  CNM  09B21)  (CHO) 

AIR.5TD-61/13 

06 

18  Aug 

82 

ISDF 

Mechonical  Arming  Wireconneclions  Between  Airborne  Armoment  Stores  And 
Associoted  Suspension  Equipment  (Rel  To  Other  Than  Ood  Act  Req  Pr  Appr 

Of  CNM,  MAT  09B21,  Wash  D.c.  20360) 

AIR*STD.20/I7D 

06 

05  Aug 

83 

ISDF 

Medical  Exominallcn  Ofoircrew  Following  An  Aircrofl  Accident/incident  (Rcl  To 
Other  ThondOD  Req  Pri  Appr  OI  HQ  USAF/XOXX/ISO)  Wojh,  DC 

20330*5058) 

AIR*STD*61/56 

ADV  PUB  6)/56 

06 

30  Jul 

86 

ISOF 

Medical  First  Aid  Equipment  In  Aircraft  (Ed  1)  Request  Other  Thon  Dod  Must 

Be  Sent  Via  Hq  Usof/xoxx(iso),  Wash  Oc  20330-5058 

NAT*SID*3746  (4) 

06 

01  Sep 

87 

ISDF 

Medicol  Training  For  Seorch  And  Rescue  (Sor)  Personnel  (Ed  1)  Request  Other 

Than  Ood  Must  Send  Request  Via  Hq  Usaf/xoxx(iso)«  Wash,  Oc  20330-5058 

NAT*SID*3745  (5) 

06 

12  Aug 

87 

ISDF 

Messoges  Supplement  To  ATP*27  •  Offensive  Ar  Support  Operotions  (Edition 

1)  (Req  For  Issue  Other  Than  DOD  Must  Be  Sent  Via  HO  USAF/XOXX, 
Woshinglon  OC20330-5058 

NAT*SIO*3982  (2) 

06 

21  Sep 

88 

ISDF 

Messoges  Supplement  to  ATP  34  •  Acticol  Air  Support  For  Moritime 

Operotions  (Edition  1)  (Req  For  issue  Other  Than  000  Must  Be  Sent  Via 

HQ  USAF/XOXX.  Wash  O.C.203301.5058 

NAT.STD.3983  (2) 

06 

21  Sep 

88 

ISDF 

Methanol  Woter  &  Deminerollzed  Woler  Replenishment  (Ed  N0.4)(REl  To 

Other  Than  OOD  Act  Req  Appr  Of  CNM,  MAT  09821,  Wosh,  O.C.20360 

NAT.STO-3416  (2) 

06 

29  Jan 

87 

ISDF 

Melhod  Of  Adding  The  Mitilory  Grid  To  Nouticol  Chorli  In  The  NATO  Areo 
(Rel  To  Other  Thon  DOD  Act  Req  Pr!  Appr  OI  CNM,  MAT  09821,  Woih, 

O.e,  20360) 

NAT*SID*3678  (8) 
DIST  SIMT  C 

06 

16  Dec 

87 

ISDF 

Method  Of  Determining  The  Principal  Sensiiometric  Chorocteristics  Of  Block 

And  White  Rolled  Air  Film  (Change  1) 

AIR.STD-52/70 

06 

16  Aug 

85 

ISDF 

Method  Of'Specifying  Electrical  Power  Supplies  (Edition  No.  1)  Vatidofed  Dec 

83 

Method  Of  Warning  Own  Aircroft  Of  (Suspected(  Enemy.  Fighter  Altocks  (Ed  2 
V//omd  1)  Otherthbn  Ood  Refer  To  Hq  Usaf/xoxx(iso)  Wosh,  Oc 

20330-5058 

NAT.ST0*4133  (4) 

06 

30  Mor 

81 

ISDF 

NAr.STO*3275  (4) 

06 

24  Oct 

88 

ISDF 

Methodology  For  Assessment  Of  The  Thermal  Performance  Of  Immersion 

Protective  Gothing  (Rel  To  Other  Thoh  OOD  Act  Req  Pri  Appr  Of  HQ, 
USAF/XOXX(lSO)  Wosh.  DC  20330-5058) 

AIR.STD*61/iS 

ADV  PUB  61/55 

06 

30  Jul 

86 

ISDF 

Methodology  For  Cockpit  Thermol  Assessments  (CH«V20  Sep  79)  VoUdated  Jon 

86 

Methodology  For  Measurement  Of  Core  Temperature-Using  Rodio  Pills  (Rel  To 
Other  Than  Ood  Act  Req  Pr  ApprOf  CNM,  Mol  09B21,  Wash,  O.c.  20360) 

AIR*STD*61/I’ 

06 

01  Nov 

78 

ISDF 

AlR.5TD.61/30 

AIR 

06 

24  Moy 

83 

ISDF 

Methodology  For  Evaluation  Of  Anti  Exposure  Clothing  In  Cold  Woter  Using 

Human  Subjects  •  Chonge  1  •  20  Sep-79  Validated  Jan  66 

AIR*STD*61/12 

06 

01  Nov  78 

ISDF 

Methodology-Of  Partial  Pressure  Suit  Evoluotion  (Rel  To.Othe'  Thon  DOD  Act 

Req  Pr  Appr-Of  CNM,  MAT  09821) 

AIR.STD.61/20 

06 

18  Aug 

82 

ISDF 

Methods  &  Agents  Used  For  Cleohlng  Oxygen  Systems  (Rel  To  Other  ThondOD 
Must  Be  Sent  V  lo  HQ  USAF/XOXX  (Iso)  Wosh  OC  20330-5058) 

AIR-STD-25/39 

AIR 

06 

10  Sep 

86 

ISDF 

Methods  For  Assessing  Visual  Endpoints  For  Acceleration  Toleronce  (Rel  To 

Other  Than  OOD  Act  Req  Pri  Appr  Of  Hq,  USAF/XOXX(ISO)  Wosh,  OC 
20330-5058 

AIR*STD*61/50 

ADV  PUB  61/W 

06 

30  Jul 

86 

ISDF 

Metricbtion  fReq  From  Other  Thon  DOD  &  OOD  Contractors  Must  Be  Sent  Via 

HQ  USAF/XOXX(ISO)  Washington,  D.c.  20330-5058 

AIR.STD-104/16B 

06 

21  Jon 

87 

ISDF 

Microform  (Edition  3}  (Req  For  Issue  Other  Than  OOD  Musi  Be  Sent  Via  HQ 
USAF/XOXX-ISO,  Wosh  OC  20330-5058 

NAT-STO*3836 

06 

15  Feb 

88 

ISDF 

Microreproductioh  Of  Engineering  Drawings  &  Assdcioled  Duto  (Req  From 

Other  Than  OOD  &  DOD  Contractors  Must  Be  Sent  Via  HQ 

USAF/XOXX(lSO)  Washington.  D.c.  20330-5058 

AIR*STD*104/15B 

06 

21  Jan 

87 

ISDF 

Microwove  landing-System  (MLS)~(Edition  No.  1) . . . . . . . 

NAT.5tO.4184  (2) 

06 

22  Moy 

86 

ISDF 

Military  City  Maps-(Edilion  l)_(Req  Frorn  Other  Thon  OOD  &  DOD'Controctors 
Must  Be  Sent  Via  HQ  USAF/r.OXX(tsb)  Woshington,  O.c.  20330-5058) 

NAT.STD*3710  (6) 

06 

04 -Jun 

87 

ISOF 

Military  Geographic  Documehtotlors-  Terrain  Ed.  4  (  Req  For  Issue  Must  Be 

Sent  Via  HQ  USAF/XOXX-ISO  Wash  DC  20330  5058 

NAT*STD*2259  (8) 

06 

10  Mor 

87 

ISDF 

Minimol  ProleclIon  For  Aircrew-Exposed  To  Altitude,^  Above  50,000  Feel  (CK'2) 
(Rel  To  Other  thon  DOD  Act  Req  Pr  Appr  Of  CNM  09B21 

AIR.STD6I/78 

06 

14  Sep 

81 

ISOF 

Minimum  Opcrqtionol  Requirement  (Me)  For  Lightweight  Doppler.Systems  For 

Fixed  Wing  Afreroft  Validated  Feb  83 

AIR.SID*53/5B 

06 

30-luo 

66 

ISOF 

Minimum  Ouolifications  For  Forword'Air  Controllers  (Ed  1)  Request  Other  Than 
Dod  Must-Send  Request  Via'Hq  Usaf/xoxx(iso),  Wash,  Oc  20330-5058 

NAT-STD*3797  (2) 

06 

25  Mar 

88 

ISDF 

Minimum  Quolity  Surveilldnce-Of  Petroleum  Products  (Edition  No.  6)(REl  To 

Other  Than  DOD  Act  Req  Pri  Appr  Of  The  CNM,  MAT  09B2I,  Wosh. 

20360) 

NAT-STD*3I49  (5) 

06 

15  Jul 

86 

ISDF 

Minimum  Requirements  For  Aircrew  Protection  Against  The  Kozords-Ofloser 

Target  Designators  (Ed  1)  Request  Other  Than  Dod  Must  Be  Sent  Vio  Hq 
Usof/xoxx(iso),  Wosh,  Oc  20330-5058 

NAT-STD*3828  (5) 

06 

13  Aug 

87 

ISDF 

Minimum  Requirements  Of  Medicol  Equipment  In  Search  &  Rescue  (SAR) 

Aircroft  Edition  2  )req  For  Issue  Other -Than  OOD'Must  Be  Sent  Vio  HQ 
USAF/XOXX-ISO,  Wosh  DC  20330-5058 

NAT*STD*3744  (2) 

06 

08  Feb 

88 

ISDF 

Minimum  Resolved  Object  Sz  &  Scofes  For  Imagery  Interpretotlon  (Ed  1)  Other 

NAT*STD*3769  (4) 

06 

29  Jul 

87 

Thon  Dod  Refer  To  Hq  Uiof/xoxx(i5o),  Wa*h^  Oc  20330*5058 


CUSTODIAN 


42 


FSC  LISTING 


DOCUMENT 


FSC 

TITLE 

NUMBER 

PREP 

DATE 

ISDF 

Minimum  Resolved  Obieet  Size  For  Imagery  Interpretotion  (CHO  10  Jon  83) 
Vaiidated  Feo  83 

AIR-STD-101/8A 

06 

24  Jon 

80 

ISDF- 

Minium  Content  And-Colour  Of  Aeronaullcal  Informotion  For  Aeronouticol 

Charts  (CHGl  Did  18  Apr  86)  Request  Forissue  Other  Then  Ood  Must  Be 

Sent  Vioi  Hq  Usof/xoxx  (Iso)  Wash  Dc  20330*5058 

AIR-STD-64D/25D 

06 

18  Apr 

86 

ISDF 

Monochrome  Video  Standard  For  Aircroft  System  Applicotions  (Edition  No.  2) .. 

NAT-STD-3350  (1) 

06 

05  Moy 

87 

ISDF 

Mounting  Clomps  For  Aircroft  Instruments  (Chg  2  •  15  Oct  85) . . . . 

AIR-STD-)0/348 

06 

15  Oct 

80 

ISDF 

Movement  Area  Floodlighting  (Edition  No.  2)  (Request  For  Issue  Other  Thon 

OOD  Must  Be  Sent  Via  HQ  USAF/XOXXdSO  Wash.  O.c.  20330*5058) 

NAT.STD-3892  (2) 
NAT  ' 

06 

20  F«b 

89 

ISDF 

Movement  Areo  Floodlighting  (  Req  For  Issue  Other  Thon  DOD  Must  Be  Sent 

Via  HQ  USAF/XOXX  (ISO)  Wash  DC  20330-5058 

A1R-STD-65/18A 

06 

14  Aug 

87 

ISDF 

Movement,  Hondling  And  In  Tronslt  Storage  Of  Cargo  Requiring  Temperoture 
Controlled  Conditions 

AIR-STD-44/49A 

06 

12  D.C 

85 

ISDF 

Multi-modol  Documentotlon  Of  Corgo . . . . 

AIR-STD-44/57 

ADV  PU8  44/57 

06 

12  Dec 

85 

ISDF 

NATO  Glossary  Of  Displays  &  Associated  Equipment  Terms  &  Definitions  (Ed. 

No.  1)  (Req  From  Other  Thon  DOD  &  DOD  Controcto's  Must  Be  Sent  Via 

HO  USAF/XOXX(lSO)  Wash  O.c.  20330-5058 

NAT-STD.3871  ()) 

06 

11  Feb 

88 

ISDF 

NATO  Glossary  Of  Terms  And  DehVitions  (English  8»  French)  •  AAP-6  (Edition 

No.  4)  (  Req  For  Issue  Must  Be  Sent  Vio  HQ  USAF/XOXX*ISO  Wosh  D.c. 
20330*5058  Validated  Feb  83 

NAT.STO-3680  0) 

06 

09  Sep 

77 

ISDF 

NATO  Metrication  Policy  (Edition  No.  1). . . . . . 

NAT-SID-4183  (\) 

06 

29  Mof 

84 

ISDF 

NATO  Standard  Doto  Elements,  Date  Items  And  Codes  (Edition  No.  1)  . 

NAT-STD-5550  (2) 

06 

17  Jon 

83 

ISC'f 

NATO  Tactticol  Air  Doctrine  -  ATP-33(8)  Ed.  4  (Req  For  Issue  Other  Thon 

OOD  Must  Be  Sent  Via  HQ  USAF/XOXX-ISO  Wash  Oc  20330*505 

NAT-SID-3700 

06 

01  Aug 

88 

ISDF 

NBC  Defense  Evotuotion  Of  Atr  Base< . . . . . 

AIR.STD-84/9 

06 

18  Oct 

85 

ISDF 

Nolo  Air  Tronsport  Request  &  Answer  To  Air  Transport  Request  (Norot  & 

Transar)  (Ed  5)  (Rel  To  Other  Thon  Ood  Act  Req  Pri  Appr  Of  Hq  Usof/xoxx 
(Iso)  Wosh,  Oc  20330-5058) 

NAT.STD.3093  (4) 
NAT 

06 

29  Nov 

88 

ISDF 

Ndto  Glossary  Of  Eledromagnetic  Terms  And  Definitions  (Edition  1) . 

NAT-SID-3968 

06 

20  Dec 

85 

ISDF 

Noto  Navot  Doto  Hondiing  Equipments,  Interim  Standard  Specificotions  For 
input/output  Interfoces  In  Validated  Dec  83 

NAT-STD-4146  (2) 

06 

14  Nov 

77 

ISDF 

Noto  Standard  Conversion  Tables  For  Metric,  Americon  And  British  Units  Of 
Meosurement,  AAP*9  (Edition  2  -W/omds  1  Thru  4)  Validated  Nov  84 

NAT.STD-3328 

06 

09  Aug 

71 

ISDF 

Noto  Stondordizotion  Agreements  &  Allied  Publicotions . . . . . 

NA1-STD-4V 

06 

01  Dec 

80 

ISDF 

Novigoble  Inland  Water  Woys  (Ed.  4)  Req  For  Other  Dod  Act  Refer  To  Hq 
Usaf/xoxx*iso  Wosh,  Oc  20330*5058 

NAT.STD-2254  (6) 

06 

01  Aug 

88 

ISDF 

Nerve  Agent  Antidote  Injection  Device  (CH«1  «  31  dul  81)  Validated  Feb  83 

AIR.STO-84/4 

06 

30  Sep 

76 

ISDF 

Night  Vision  Goggles  lighting  Compotibility  Design  Criteno  (Edition  No.  1) 

(Rel  To  Other  Thn  DOD  &  DOO  Contractors  Must  Be  Sent  Vir  HQ 
USAF/XOXX{lSO)  Wosh.,  O.c.  20330-5058 

NAT.SID-38(X)  (2) 

06 

23  Np. 

87 

ISDF 

Non  Eject  Releose  Units  For  Aircroft  Stores  •  Chg  1  Dtd  10/18/81 . . 

AIR.STD.20/19 

06 

IS  Oc) 

81 

ISDF 

Ngmb«ring  Of  Engine,  i  Their  Assccloted  Controlj  &  Ohploy.  In  Aircrofl 
(Edition  No,  3)  (Req  Other  Thon  DOD  Rel  To  HQ  USAF/XOXX-ISO,  V/oih, 

D.o.  20330-5058) 

NAT.STD-3593  (8) 

06 

09  Nov 

87 

ISDF 

Numbering  Of  Engines  8  Their  Associated  Controls  8  Dispfoys  In  Airacfi  (Rel 

To  Other  Than  DOO  Act  Req  Pr  Appr  Of  CNM,  MAT  09B21) 

A1R.STD-10/39C 

06 

22  Nov 

85 

ISDF 

Numbering,  Coding  8  loentificotion  Of  Engineering  Drowings  (Req  For  issue 

From  Other  Than  DOO  8  DOO  Contractors  Must  Be  Sent  Via  HO 
USAF/XOXX(ISO)  Woshington,  D.c.  20330*5058 

AIR-STO-104/12A 

06 

21  Jon 

87 

ISDF 

Numerols  8  Letters  In  Aircrew  Stotlons  (Edition  6)  (Req  Other  Thon  DOD  Ref 

To  HQ  USAF/XOXX-ISO  Wosh.  DC  20330-5058) 

NAT.STD-3329  (2) 

06 

09  Nov 

87 

ISDF 

Numerals  And  letters  For  Aircrew  Station  Displays.. . . . . . . . . 

AIR-SID-I0/6F 

06 

22  Nov 

85 

ISDF 

Offensive  Air  Support  Operotlons  *  ATP-27(8)  Ed.  7  (Req  For  Issue  Other  Then 
DOD  Must  Be  Sent  Vio  HQ  USAF/XOXX-ISO  Wosh  Dc  203305058 

NAT-STD-3736 

06 

26  Sep 

88 

ISDF 

Oil  Free  Comp[.;ssed  Nitrogen  Chorocterislics.  Supply  Pressure  &  Hoses 
\Releose  To  Other  Than  Ood  Refer  To  Hq  Usof/xoxx(iso)  Wosh, 

DC20330-5058) 

AIR-SID-25/37 

06 

10  Sep 

86 

ISDF 

Oil  Free  Compressed  Nitrogen  Choracteristk.  Supply  Pressure  And  Hoses  .......... 

AIR-STD-14/17A 

06 

12  Jul 

84 

ISDF 

Oil  Toleront  Compressed  Nitrogen  Chorocterisfics  Supply  Pressure  And  Hoses .... 

AIR-STD-14/6G 

06 

12  Jul 

84 

ISDF 

Operation  Of  All  Controls  And  Switches  At  Aircrew  Stotlons  (Ref  To  Other 

Than  Dod  Act  Req  Pr  Appr  Of  CNM,  Mot  09B21,  Wosh,  0.c.  20360 

AIR-STD-I0/12G 
ASSC  AIR  STD 

06 

03  Jun 

83 

ISDF 

Operotion  Of  Controls  And  Switches  At  Aircrew  Stotlons  (Edition  5  Requests 
Other  Thon  D(od  Must  Refer  To  HQ  Usof/xoxx(iso),  Wosh,  D.c.,  20330*5058 

NAT-STO-3217  (4) 

06 

30  Sep 

87 

ISDF 

Operotionol  Carriage  By  Helicopter  Of  Ammunition  8  Furl  (Rel  To  Other  Thon 
DOD  Act  Req  Pr  Appr  Of  CNM,  Mot  09B21) 

a:R-STD-44/53 

06 

01  Feb 

83 

ISDF 

Operational  Usage  Criterio  (Rel  To  Other  Than  DOD  Act  Req  Pr  Appr  Of 

CNM,  MAT  09B21,  Wosh  O.c.  20360) 

AIRSTD-SID-64/39 
ADV  PUB  64/39 

06 

27  Sep 

84 

ISDF 

Porochute  bxtrociton  Systems  . . . . . . . .  .  . .  . . . . 

A‘?.-ST0-44'T5G 

06 

12-Dec 

85 

ISDF 

ParocKute  Extraction  Assemblies  8  Aircraft  Extraction  Porochute  Ejector 
Instollotions  (Ed.  No.  2)  (Req  For  Other  Thon  DOD  Refer  To  Hq 

Usof/xoxx-iso,  Wosh  O.c.  20330-5058 

NAT-STD-3469  (6) 

06 

18  Ocl 

88 

ISDF 

Performonce  Criterio  For  Honeycomb  Poper  Used  As  Energy  Oissipoling 

Moteriol  (Rel  To  Other  Thon  OOD  Act  Req  Pr  Appr  Of  CNM,  Mot  09B21) 

NAT-STD-3778  (3) 

06 

04  Mar 

87 

ISDF 

Performonce  Crite-ia  For  Honeycomb  Poper  Used  As  Energy  Dissipating 

Moteriol  (Releose  To  Other  Then  OOO’Aclivilics  Requires  Prior  Approvol-Of 
(CNM))  CH*1 

AIR-STD-44/40B 

06 

01  Feb 

83 

ISDF 

Personol  ICLCotor  Beocons  (Edition  No.  6  (Reqother  Than  DOO  Ref  To  HQ 
Ussof/XOXX-lSO  Wosh  Dc  20330-5058) 

NAT-STD-328I  (6) 

06 

01  Aug 

88 

ISDF 

Personnel  Porochutes  (Edition  No.  2).....,.... . . . . . . 

NAT.SID-3738  (4) 

06 

22  Apr 

85 

ISDF 

Petroleum  Products,  Minimum  Quolity  Surveillonce  For  (Rel  To  Otherthon  DOD 

AIR-STD-15E/3E 

06 

10  Jul 

85 

Act  Req  Pfi  Apr  Of  CNM,  MAT  09B21) 


CUSTODIAN 


FSC  LISTING 


DOCUMENT 


FSC 

TITLE 

number 

PREP 

DATE 

ISDF 

Physiologicol  Requirements  For  Aircrew  Oxygen  Masks  For  Use  At  High 

Breathing  Pressures  (Rel  To  Other  Then  OOD  Act  Req  Pr  Appr  Of  CNM, 

MAT  09B21) 

AIR-SID-61/21 

06 

18  Aug 

82 

ISDF 

Physiological  Requirements  For  Aircroft  Molecular  Sieve  Oxygen  Concentrating 
Systems  (Edition  No.  2) 

NAT-SID-3865  (1) 

06 

08  Jul 

86 

ISDF 

Physiologicol  Requirememts  For  Aircrew . . . . . . . . 

AIR-STD-61/23 

CHG  I 

06 

13  Aug 

82 

ISDF 

Piiysiotogicol  Requirements  For  Aircrew  NBC  Respirators  (Rel  To  Other  Than 

DOD  Act  Req  Pr  Appr  Of  CNM,  MAT  09B21) 

NAT-STD-3943  (I) 

06 

08  Jul 

86 

ISDF 

Picketing  Or  Tiedown  Fittings  For  Shipborne  Aircraft  (Including  Helicopters)  (Ch 

1  10  Sept  86)  Request  Other  Thon  DOD  Must  Be  Sent  Vio  Hq 

USAF/XOXX(ISO)  Wash,  DC  20330-5058 

AIR-STD-17/23C 

06 

23  Moy 

81 

ISDF 

Pilots  Operoting  Procedure  For  Engogement  Of  Airfield  Arresting  Systems  (Rel 

To  Other  Thon  DOD  Act  Req  Pr!  Appr  Of  CNM,  MAT  09821,  WASH,  0.c. 
20360) 

AIR-SID-65/26 

06 

02  Oct 

84 

ISDF 

Pipe  (Tube)  Connections  To  Aircroft  Instruments  (Imperial  &  Metric)  (Edition  5) 

(Req  Other  Thon  OOD  Ref  To  HQ  USAF/XOXX-ISO  Wash.  DC  20330-5058) 

NAI-STD-3323  (4) 

06 

30  Sep 

87 

ISDF 

place  Nome  Spelling  On  Mops  And  Charts  (Ed  2)  Request  Other  Than  Dod 

Must  Send  Request  Vio  Hq  Usof/xoxxfiso),  Wash,  Dc  20330-5058 

NAT.STD-3689  (3) 
DIST  STMT  C 

06 

26  Sep 

88 

ISDF 

Plonn|t:g  Procedures  For  Smoll  Scole  Tactical  Air  Tronsport  Operations 

Voh'dt/fed  Feh  83 

NAT-STD-3685 

06 

09  Jul 

73 

ISDF 

Plonning  Procedures  For  Tocticol  Air  Transport  Operations . . . . . . 

AIR-STD-44/58 

06 

12  Dec 

85 

ISDF 

Plonning  Procedures  For  Tocticol  Air  Tronsport  Operations  (Ed  1)  (Rel  To  Other 
Thon  Dod  Req  Pri  Appr  Of  Hq  Usof/xoxx  (Iso)  Wash,  Dc  20330-5058) 

NAT-STD-3)46  (3) 
NAT 

06 

25  Oel 

88 

ISDF 

points  Designation  Templote  For  Air  Photography  (Edition  No.  3) . 

NAT-STD-3205  (3) 

06 

11  Nov 

82 

ISDF 

Policies  &  Procedures  Governing  The  Air  Tronsportation  Of  Dongerons  Corgo 
(Edition  2)  (For  Issue  Other  OOD  Req  Must  Be  Sent  Via  HQ 

USAF/XOXX-ISO,  Wash  DC  20330-5058) 

NAT-STD-3854 

06 

15  Feb 

88 

ISDF 

Portroyol  Of  Novigation  Grid  Information  Reqvest  For  Issue  Other  Thon  Dod 

Must  Be  Sent  Via:hq  Usof/xoxx  (Iso)  Wash  Dc  20330-5058 

AIR-STO-64D/33C 

06 

18  Apr 

86 

ISDF 

Port!  (Edllion  No.  4)  (Rel  To  Olher  Than  DOD  Ref  To  HQ  USAF/XOXX-ISO 
Wo>h,  D.e.  20330-5458) 

NAT-STD-225S  (7) 

06 

25  Ocl 

88 

ISDF 

Position  Of  Pilot  Operoted  Novigation  &  Radio  Controls  (Edition  4)  (Req  Other 
Thon  OOD  Ref  To  HO  USAF/XOXX-ISO  Wash.  DC  20330-5058) 

NAT-STD-3258  (3) 

06 

30  Sep 

87 

ISDF 

Position  Of  Pilot  Operated  Navigation  And  Radio  Controls  In  Fixed  Wing 

Aircroft  (Rel  To  Other  Thon  Dod  Act  Reqpr  Appr  Of  CNM,  Mat  09B21, 

Wash,  D.C.  20360 

AIR-STD-10/21F 

06 

22  Nov 

85 

ISDF 

Position  Reference  System  For  Aeronouticol  Charts  led  2)  Other  Thon  Dod 

Refer  To  Hq  Usof/xoxx-iso  Wosh,  Oc  20330-5058 

NAT-STD-3408  (6) 

06 

30  Nov 

88 

ISDF 

Position  Reference  Systems  For  Aeronouticol  Charts  Request  For  Issue  Other 

Than  Ood  Mustbe  Sent  Vioj  Hq  Usof/xoxx  (Iso)  Wosh,  Oc  20330-5058 

AIR-STD-64D/26C 

06 

18  Apr 

86 

ISDF 

Precision,  High-meltlng-point,  Cortridge  Fuze  links  Used  On  Aircroft  (Edition  1 
W/omd  1 )  Vclidoted  Feb  83 

NAT-STO-3459  (3) 

06 

09  Apr 

75 

ISDF 

Preferred  Magnetic  Tope  Stondords  For  The  Exchonge  Of  Oigitol  Geogrophic 

Info  (Edition  No.  1) 

NAT-STO-3985  (1) 

06 

OVAug 

88 

ISDF 

Pressure  Fuelling  Replenishment  Connection  Validated  Feb  83 . . . . 

A)R-STD-17/62 

06 

25  Moy  76 

ISDF 

Pressure  Fuelling  Replenishment  Connection  (Releose  To  Other  Thon  Dod  Refer 

To  Hq  Usaf/xoxx(iio)  Wash,  Oc  20330-5058) 

AIR-STD-25/)7 

06 

ID  Sep 

86 

ISDF 

Pressure  Replenishment  Connections  For  Methonol  Woter  &  Deminerolized 

Woter  (Release  To  Other  Than  Dod  Refer  To  Hq  Usof/xoxx(iso)  Wosh,  Oc 
20330-5058 

AIR-STD-25/14 

06 

10  Sep 

86 

ISDF 

Pressure  Replenistment  Of  Aircroft  Engine  Oil  (Req  Other  Thon  DOD  Ref  To 

HO  USAF/XOXX-ISO  Wosh.  O.c.  20330-5058) 

NAT.STD-3765  (2) 

06 

30  Jun 

87 

ISDF 

Pressure  Replenishment  Connections  For  Menthonol  Woter  And  Deminerolized 
Water  Voi.dated  Dec  83 

AIR-STD-17/3IC 

06 

30  Nov 

77 

ISDF 

Pressure  Replenishment  Of  Engine  Oil  Validated  Dec  83......... . . . 

AIR-STD-n/12.H 

06 

IS  Dec 

77 

ISDF 

Pressure  Replenishment  Connections  For  Engine  lubricating  Oil... . . . . . 

AIR-STD-25/1 

06 

29  Oct 

84 

ISDF 

Principles  &  Procedures  For  The  Conduct  &  Financing  Of  Troining  Assistonce 
(Edition  No.  2) 

NAT-STD-6002 

06 

06  Dec 

84 

ISDF 

Principles  Of  Presentation  Of  Informotion  Validated  Nov  84  . . . . 

AIR-STD-10/38C 

06 

03  Apr 

79 

ISDF 

Principles  Of  Presentation  Of  Info  In  Aircrew  Stotions  (Ed  2)  Request  For  Issue 
Other  Thon  DOD  Refer  To  Hq  Usof/xoxx  (Iso),  Wash  O.c.  20330-5058 

NAT-STD-3705  (3) 

06 

09  Nov 

87 

ISDF 

Procedure  For  Protecting  Aircrew  During  Routine  Operotions  In  Coldclimote 
(Req  For  Issueother  Thon  OOD  Must  Be  Sent  Vio:  HQ  Uiof/xOXX  (ISO) 

Wosh  Oq  20330-5058 

AIR-STD-6)/44 

AOV  PUB  61/44 

06 

30  Jvl 

86 

ISDF 

Procedures  For  Aircrew  And  Airlifted  Personnel  In  Tocticol  Air  Tronsport 

Operotions  (Request  Other  Thon  Dod  Must  Request  Vio  Hq  Usof''xoxx(iso), 
Wosh  Oc  20330-5056  (Ed  3) 

NAT-STD-3464  (4) 
DIST  STMT  C 

06 

09  Mor 

88 

ISDF 

Procedures  For  Calibration  Of  In-flight  Respiratory  Ooto  Acquisition  Equipment.. 

AIR-STD-61/41 

06 

16  Aug 

85 

ISDF 

Procedures  For  Treeing  Air  Boggoge  And  M'js’rg  A'r  Cc.-go  (.Rc!  To  OJ.*5€r  Thon 
OOD  Act  Req  Pr  Appr  Of  CNM,  MAT  09B21,  Wosh  O.c.  20360) 

AJR-STO-44/45B 

06 

25  Sep 

84 

ISDF 

Procedures  For  Treeing  Air  Tronsported  Boggoge  &  Missing  Air  Tronsported 

Corgo  (Ed  2)  (Rel  To  Other  Than  Dod  Act  Req  Pn  Appr  Of  Hq  Usof/xoxx 
(Iso)  Wosh,  Dc  20330-5088) 

NAT.STD-3740  (6) 
NAT 

06 

25  Ocl 

88 

ISDF 

Profile.  Dimensions  Of  Flanges  For  V-bond  Couplings  For  Piping  &  Ducting  (Ed 

4}  (Rel  To  Other  Thon  Ood  Act  Req  Pri  Appr  Of  Kq  Usof/xoxx  Jso)  Wosh, 

Dc  20330-5058) 

NAT.STD-33I2  (4) 
NAT 

06 

29  Nov 

88 

ISDF 

Proiections  For  Aeronouticol  Charts  (EdO)(W/AMO  1)  Request  Other  Thon 

Ood  Must  Send  Reqwest  Via  Hq  Usof/xbxx(iso),  Wosh,  Oc  20330-5058 
Validated  Feb  83 

NAT-STD-3409 

06 

12  Jon 

73 

ISDF 

Protection  Of  Personnel  Agoinst  The  Effects  Of  High  levels  Of  S-vnd  Upon 
hearing  &  Operotionol  Efficiency  (Req  For  Issue  Must  Be  Sent  Vio  HQ 

AIR-STD-4)/98 

06 

30  Jul 

86 

USAF/XOXX  (ISO)  Wosh,  DC  20330-5058) 


CUSTODIAN 
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ISDF 

Provision  Of  Support  To  Visiting  Personnel*  Aircraft*  Aircraft  &  Vehicles  (Ed  5) 
Other  Thon  Dod  Refer  To  Hq  Usof/xoxx(iso)*  Wosh*  Dc  20330*5058 

NAT.STD.3113  (5) 

06 

01  Aug 

88 

ISOF 

Radar  Doppler  Systems  Doto  Tronsmission  For  (Edition  1) . . . . . . 

NAT.STD-5013  (5) 

06 

10  Aug 

84 

ISDF 

Rodto  And/or  Novigolionol  Aid  Failure  Procedures  For  Operotionol  Air  TroHic 
(OAT)  Flights  (Edilion  No  4)  (Req  Other  Than  DOD  Rel  To  HO 
USAF/XOXX-ISO  Wosh.  D.c.  20330-5058) 

NAT-STD-3530  (2) 

06 

01  Aug 

88 

ISDF 

Roil  Lounched  Missile/launcher  Interface  Far  Aircraft  (Edition  ))  (Req  For  Issue 
Other  Than  DOD  Must  Be  Sent  Via  HQ  USAF/XOXX-ISO,  Wash  D.c. 
20330-5058) 

NAT-STD.3842  (1) 

06 

12  Aug 

87 

ISDF 

Roilwoys  (Edilion  No.  3) . . . . . . . 

NAT-STO-2257  (2) 

06 

15  Dee 

86 

ISDF 

Rote  Of  Fuel  Flow  Indicators  (Ed.  1)  (Req  For  Issue  From  Other  Than  DOD  & 

DOD  Contractor  Must  Be  Sent  Via  HQ  USAF/XOXX(lSO)  V/ash.,  D.c. 
20330*5058 

NAT-STD-3872  (4) 

06 

30  Sep 

87 

ISDF 

Reody  Access  In  Tronsport  Aircraft  (With  Amendment  1)  VoUdoted  Nov 

A1R.STD-44/2PA 

06 

02  Oct 

78 

ISDF 

Recommended  Requirements  For  Training  And  Evoluation  Of  Aircrew  In  High 
Sustained  Igl  Environment  (Ed  1}  Request  Other  Thon  Dod  Must  Be  Sent  Vio 

Hq  Usof/xonx(iso)*  Wash,  Oc  20330*5058 

NAT.STD-3827  (4) 

06 

03  Sep 

87 

ISDF 

Reconnoissonce  Cross*servicing  (Edition  1)  . . . . 

NAT-STO-3781  (1) 

06 

28  Jun 

88 

ISDF 

Reconnoissonce  Interoperobility  Handbook  (Rel  To  Other  Than  DOD  Act  Req  Pr 
Aopr  Of  CNM,  MAT  09821) 

AIR.STO.52/228 

ADV  PUB  52/22 

06 

18  Mar 

86 

ISDF 

Recovery  And  Release  Of  Porachuiists  Towed  Behind  Tronsport  Aircraft  (Chg  1 
-  12  Feb  198 

AIR-STD-44/14C 

06 

01  Feh 

83 

ISDF 

Replenishment  Connection  For  Potable  (Drinking  Woter)  (Release  To  Other 

Than  Dod  Refer  To  Hq  Uiof/xoxxfiso)  Wash.  Dc  20330*5058) 

AIR-STD-25/16 

06 

10  Sep 

86 

ISDF 

Replenishment  Connection  For  Potable  (Drinking)  Woter  Validated  Dec  83  ........ 

AIR-STD.17/34C 

06 

30  Nov 

77 

ISDF 

Replenishment  Of  Engine  Thrust  Augmentotion  Systems  . . . 

AIR-STO-15/8 

06 

29  Oct 

84 

ISDF 

Reporting  Of  Doto  Used  For  Dimensionol  Analysis  Of  Imogery  (Release  To 

Other  Thon  DOD  Activities  Requires  Prior  Approvol  Of  Hq 
(DACCOM)(DRClRD) 

AIR-STD-101/12 

06 

10  Jon 

83 

iSDF 

Request  Form  For  Imagery  To  Be  Used  In  Imogery  fnterprelotion  Keys 

Production  -  Chg  1  Did  3  Sep  86  (Rel  To  Other  Then  DOD  Act  Req  Prt  Appr 

Of  HQ  USAF/XOXX(ISO)  Wosh,  DC  20330*5058 

A1R-STD-101/9A 
ASCC  AIRSTD 

06 

21  Mor 

85 

ISDF 

Responsibilities  Of  Air  Transport  Units,  And  Air  Tronsporled  (User)  Units,  For 

Air  Movement  In  Combined  Operations 

AIR-STD-44/18E 

06 

12  Dec 

85 

ISDF 

Responslbililie.  For  Aircroft  Croii-iervicing  Ground  Crew  Training  (Ed.  4) 

(Request  For  Issue  Must  Be  Sent  Via  HQ  USAF/XOXX-ISO  Wash  D.c. 
20330-5058 

NAT-STD-3812  (1) 

06 

16  Nov 

88 

ISDF 

Responsibilities  for  Aircroft  Cross-servicing  (Edition  No.  7)  (Req  for  Issue  From 
Other  Than  000  &  OOD  Cuntractors  Must  Be  Sent  Vto  HQ 

USAF/XOXX(lSO)  Washington,  D.c,  20330  -5058 

NAT-STD.3430  (1) 

06 

23  Jun 

87 

ISDF 

Responsibilities  Of  Air  Transport  Units  And  User  Units  In  The  looding  And 
Unloading  Of  Transport -Aircroft  Intoclicol  Air  Tronsport  Operotions  (Edition 

No.  2) 

NAT.STD-3466  (3) 

06 

23  Feb 

87 

ISOF 

Responsibility  For  The  Design  &  Provision  Of  Adoptors  Necessory  For  The 
Compotibilty  Of.Air  Corgo  loading.  Securing,  Unlooding  Or  Dropping  System 

In  Fixed  Wing  Aircroft  (Ed  1)  (Rel  To  Other  Than  Ood  Act  Req  Pri  Appr  Of 

Hq  Usof/xoxx  (Iso)  Wash,  Dc  20330*5058 

NAT-STD-3616  (4) 
NAT 

06 

25  0cl 

88 

ISOF 

Restoint  Foctors  For  Fixed  Wing  Aircroft  (Chg  1  •  12  Feb  1986) . . . 

AIR-STD-44/12D 

06 

01  Feb 

83 

ISDF 

Restraint  And  Parachute  Hornesses  For  Aircrew.... . . . . . . . 

AIR.ST0-61/2A 

06 

11  Sep 

84 

ISDF 

Revfilon  Of  Engineering  Drawings  (Req  For  Issue  From  Other  Thon  DOD  & 

DOD  Coniroclors  Musi  Be  Sent  Vio  HO  USAF/XOXX(ISO)  Wosh.,  D.c. 
20330-5058) 

AIR-STD-104/13B 

06 

21  Jon 

87 

ISDF 

Rocket  8i  launcher  2.75  (Releose-To  Other  Thon  OOD  Activities  Requires  Prior 
Approvol  Of  OARCOM  ORCDE-l)  (ABCA  393) 

Q-STD-393 

AM 

15  Mor 

82 

ISDF 

Rolled  Air  Film  &  Air  Framing  Comero  Slondord  Imoge  Formot  Sizes  (Edition 

No.  5)  (Rel  To  Other  Than  OOD  Act  Req  Prlor  Appr  Of  CNM,MAT  09B21, 
Wosh,  D.c.  20360) 

NAT-STO-ri78  0) 

06 

29  Apr 

88 

ISDF 

Rules  For  live  A  Weapons  Demonstrations  (Edition  No.  2)  (Req  Other  Thon 

DOD  Ref  To  HQ  USAF/XOXX-ISO,  Wosh.  D.c.  20330*5058) 

NAT-STD-3544  (5) 
DIST  STMT  C 

06 

30  Sep 

87 

ISDF 

Runwoy  Braking  Conditions  (Edition  1). . . . . . . 

NAT.STD-3634  (4) 

06 

24  Ocl 

86 

ISDF 

Runway  Friction  Standards  (Edition  1)  . . . . . . . . 

NAT-STO-3811  0) 

06 

10  Sep 

86 

ISDF 

Safely  Rules  For  Flying  &  Stolic  Disploys  (Ed.  No.  4)  Req  For  Other  Than  DOD 
Act  Refer  To  Hq  Usaf/xoxx-iso,  Wash  DC  20330*5058 

NAT-STD-3533  (3) 

06 

18  Ocl 

88 

ISDF 

Safety,  Emergency  And  Signalling  Procedures  For  Milltory  Air  Movement  Fixed 
Wing  Aircroft  (Ed  4)  Request  Other  Than  Dod  Must  Send  Request  Vto  Aq 
Usof/xoxx(iso)  Wdsh.-Dc  20330*5058 

NAT-STD-34A5  (7) 

06 

09  ,Mor 

88 

ISDF 

Scope  &  Presentotion  Of  Military  Geographic  Informotion  &  Documentation 
(MGID)  Edilion  No.  5  (Req  From  Other  Thon  DOD  &  DOD  Contractors  Must 

Be  Sent  Via  HQ  USAF/XOXX(lSO),  Woihinglon,  D.c.  20330*5058 

NAT-STO-22S1  (5) 

06 

22  Jun 

87 

ISDF 

Screwdriver  Recesses  (High  Performonce)  Edition  No.  2  (Rel  To  Other  Thn  DOD 
DOD  Contractors  Must  Be  Sent  Vic  HQ  USAF/XOXX(150)  Wash..  D.c. 
20330*5058) 

NAT-STD-3802  (3) 

06 

27  Nov 

87 

ISDF 

Seorch  &  Rescue  •  ATP>10  (C)  Edition  7  (Req  For  Issue  Other  Thon  DOD  & 

Their  Coniroclors  Must  Be  Sent  Vio  HO  USAF/X0XX*IS0  Wosh  0.c 

20330*5058 

NAT.STD-3552  (4) 

06 

21  Sep 

88 

ISDF 

Seorch  &  Rescue  Avionic  System  (SARAS)  (Edilion  1)  (Rel  To  Other  Than  DOD 
Refer  To  HQ  USAF/XOXX-ISO  Wosh,  DC  20330-5058 

NAT.STD-7007 

06 

25  Mor 

88 

ISOF 

Services  Operoble  From  Stick  Grips . . . . . 

AIR-STD.10/22J 

06 

22  Nov 

85 

ISDF 

Short  Take*off  &  lar.<ing  (STDL)  Airfield  Morking  (Edition  No.  1)...... . . 

NAT.STD-3097  (1) 

06 

07  Nov 

85 

ISOF 

Sight  Reduction  Trjles  (CH«1  '  15  Mor  79)  . . . . . . . 

AIR-STD-53/2D 

06 

25  Nov 

85 

ISOF 

Signols  For  Runwoy  Forty  When  Disengoging  An  Aircroft  After  A  Hook  Cable 
Arrestment  •  Chg  1  Dtd  14  Aug  1986  (  Req  For-lssue  Other  Than  OOD  Must 

AlR-STD-65/25 

06 

02  Ocl 

84 

Be  Sent  Vi'o  HO  USAF/XOXX  (ISO)  Waih  DC  20330-5058 
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ISDF 

SignoU  U$ed  By  Atr  Traffic  Service  Units  For  Control  Of  Pedeslriort  &  Vehkutor 
Troffic  In  The  Manoeuvring  Area  Of  Airfields  (Ed.  2)  (Request  For  Issue  Must 

Be  Sent  Via  HQ  USAF/XOXX-ISO  Wash  D.c,  20330-5058 

NAT.STD-3758  (1) 

06 

01  Oct 

87 

ISDF 

Single  Frequency  Approaches  (Edition  2)  Requests  Other  Thon  OOD  Must  Be 
Referred  To  HQUSAF/XOXX(ISO).  Wosh„  D.  0/20330-5058 

NAT-STD-3642  (4) 

06 

27  Sep 

87 

ISDF 

Single  Number  Noise  Reduction  Of  Hearing  Protectors  (Req  For  Issueother  Then 
DOD  Must  Be  Sent  Vio:  HQ  USAF/XOXX  (ISO)  Wash,  Dc  20330-5058 

AIR-STD-61/48 

DIST  STMT  C 

06 

30  Jul 

86 

ISDF 

Sixteen  Bit  Computer  Instruction  Set  Architecture  •  Chg.  1  Dtd  25  Fel  86  (  Req 

For  Issue  Other  Than  DOD  Must  Be  Sent  Vio  HQ  USAF/X/XX  (ISO)  Wosh 

DC  20330-5058 

AIR-STD-50/3A 

CHG  1 

06 

25  Nov 

85 

ISOF 

Softwore  Documentotion  Stondords  (Re!  To  Other  Than  Dod  Act  Req  PrS  Appr 

Of  Hq  Usaf/xoxx  (Iso)  Wash,  Dc  20330-5058) 

AIR-STD-50/4 

AIR 

06 

31  Dec 

88 

ISDF 

Special  Chart  Folios  For  Merchont  Ships~(Edilion  2)..... . . . . 

NAT-STD-n3S  ()) 
STANAG  1138 

06 

22  Jan 

81 

ISDF 

Specification  Format  Guide  &  Test  Procedure  For  Single-oxis  Laser  Gyros 
(Edition  \)  (Reqfor  Issue  Other  Than  DOD  Must  Be  Sent  Via  HQ 
USAF/XOXX-ISO,  Wosh  DC  20330-5058 

NAT-STD-4220 

06 

18  Feb 

88 

ISDF 

Spools  For  70  MM,  126  MM,  And  240  MM  Rolled  Air  Film  (Rel  To  Other  Than 
Dod  Act  Req  Pr  Appr  0(  CNM,  MAT  09B21,  Wash  D.e.  20360) 

AiR-STD-52/17C 

06 

04  Nov 

83 

ISDF 

Stondord  Airborne  Electronic  Dota  Tronsmlssion  System... . . . . 

AIR-STO.19/2 

06 

29  Oct 

80 

ISDF 

Stondord  Anologue  Heading  Outputs  VoHdeted  Nov  84 . . . 

AIR-STD-53/10B 

06 

15  Mor 

79 

ISDF 

Stondord  Atmosphere  Tobies  (CH*1  30  Moy  1977)  Validated  Feb  63... . . . 

AIR.STD-10/35B 

06 

06  Jon 

69 

ISDF 

stondord  D/nomic  Pressure  Collbroted  Airspeed  Tobies  For  Aircraft  Equipment 
(Rel  To  Other  Thon  DOD  Act  Req  Pr!  Appr  01  CNM,  MAT  09B21,  WASH, 

D.c.  20360) 

AIR.STD.10/46A 

06 

03  Jun 

83 

ISDF 

Stondord  For  Maintenonce  Of  Fixed  Aviotion  Fuel  Receipt,  Storoge  & 

Dispensing  Systems  (Edition  No.  2)  (Req  Other  Thon  OOD  Ref  To  HQ 
USAF/XOXX-ISO,  Wash.  D.c.  20330-5058) 

NAT-STD-3609  (/) 

06 

28  Jon 

88 

ISDF 

Stondord  Noto  Sofety  Tests  For  Airborne  Pyrotechnic  For  Fixed  Wing  Aircroft 

And  Helicopters  (Edition  1)  Validated  Feb  83 

NAT-STD.3557  (1) 

06 

27  Sep 

77 

ISDF 

Stondord  Procedures  For  The  Emergency  Printing  Of  Nauticol  Chorts  Published 

By  One  NATO  Notion  &  Reprinted  By  Another  (Edition  2) 

NAT-STD-1103  (2) 

06 

29  Jon 

87 

ISDF 

Standard  R/t  Phroseology  To  Be  Used  For  Aircroft  (Ed  3)  (Req  For  Issue  Other 
Dod  Must  8e  Sent  Via  Hq  Usof/xoxx-iso  Washington,  Oc  20330-5058 

NAT-STD-3817  (3) 

06 

30  Jun 

88 

ISDF 

Standard  Scales  For  Land  Maps  &  Aeronoutiral  Charts  (Edition  No.  2)  (Req 

From  Other  Than  DOD  &  OOD  Contractors  Musi  Be  Sent  Via  HQ 
U3AF/XOXX(ISO),  Woshington,  D.c. -20330-5058) 

NAT-STD-3677  (2) 

06 

04  Jun 

87 

ISDF 

Stondord  Scales  For  Topogrophic  Aeronauticolchorts  Request  For  Issue  Other 

Than  Dod  Mustbe  Sent  Viai  Hq  Usaf/xoxx  (Iso)  Wash,  Dc  20330-5058 

AIR.STD-64D/27C 

06 

18  Apr 

86 

ISDF 

Standard  Search  Planning  Data  Validated  Feb  83 . . . . . 

AIR.STD-51/4  (2) 

06 

29  Dec 

75 

ISDF 

Stondard  Unit  Of  Verticol  Meosure  To  Be  Shown  On  Lend  Mops  (Edition  No.  3 
W/amd  2)  (Req  From  Other  Than  DOD-8i  DOD  Controctors  Must  Be  Sent 

Via  HQ  USAF/XOXX(ISO),  Washlngtdn,  D.c.  20330-5058  Validated  Feb  83 

NAT-STD-2201 

06 

16  Jon 

75 

ISDF 

Stondord  Units  Of  Linear  Measurement  On  Aeronoutlcol  Chorts  And  Flight 
Information  Publlcotions  Request  For  Issue  Other  Thon  Dod  Must  Be  Sent  Vio: 

Hq  Usaf/xoxx  (Iso)wash,  Dc  20330-5058 

AIR.STD-64E/6D 

06 

18  Apr 

86 

ISDF 

Standard  Visuol  Aerodrome  And  Heliport  Traffic  Patterns  And  Associoted  R/t 
Phoseology  (Edition  No.  2) 

NAT-STD.3554  (6) 

06 

02  Dec 

85 

ISDF 

Stondordizolion  Of  A  Reel  Time  High  Order  Computer  Programming  languoge 

For  Avionics  Systems  Application  (Rel  To  Other  Than  Ood  Req  Pri  Appr  Of 

Hq  Usaf/xoxx  (Iso)  Wash  Dc  20330 

AIR-STD-50/5 

AIR 

06 

31  Dec 

88 

ISDF 

Stondordizolion  Of  A  Reol-time  High  Order  Computer  Progrommrng  Longvoge 

For  Avionics  Systems  Applications  (Edition  1} 

NATSTD-3912 

06 

20  Dec 

85 

ISDF 

Stondordized  Aircroft  Armoment  Terminology  (Ed  1)  Request  Other  Thon  Dod 

Must  Send  Request  Vio  Hq  Usaf/xoxx(iso),  Wash,  Oc  20330-5058 

NAT-STD-33(X)  I) 

06 

13  Oct 

86 

ISOF 

Stondordized  Avionics  Terminology  &  Abbreviations  (Ed  1)  Other  Thon  Dod 

Refer  To  Hq  Usof/xoxx-iso  Wosh,  Dc  20330-5058 

NAT-STD-3908  (2) 

06 

25  Oct 

88 

ISDF 

Stondordized  Centrifuge  G-stress  Profiles  For  Medical  Evoluolion  Of  Aircroft 
Members-(W/cbg  1)  (Rel  To  Other  Thon  DOD  Acty  Req  Pri  Appr  Of  CNM, 
MAT  09B21,  Wosh,  D.c.  20360) 

AIR.STD-61/26A 

06 

25  Nov 

85 

ISDF 

Stondordized  Dolo  List  For  Interoperobility  Studies  &  Certificotion  Of  Aircroft 
Stores 

AIR.STO-20/20 

06 

22  Jon 

85 

ISDF 

Standardized  Doto  vist  For  Inleropefobility  Studies  &  Certificotion  Of  Aircroft 
Stores  On  Fixed  Wing  Aircroft  &  Helicopters  (Edition  No.  2)  (Ret  To  Other 

Thon  OOD  Act  Req  Pri  Appr  Of  CNM,  MAT  09B21,  WASH,  0.c.  20360) 

NAT.STO-3859  (2) 

06 

13  Oct 

86 

ISDF 

Stondords  Of  Accurocy  For  Pressure  Gouges  For  Aviation  Fuel  Filters  And  Filter 
Seporotors  (Edition  No.  2) 

NAT-STD.3583  (2) 

06 

25  Jul 

84 

ISDF 

Stondords  To  Achieve  Interoperobility  Of  ~A8CA  Armies  Very  High  Frequency 
Combat  Net  Rodio  Equipments 

Q-SID-263 
"ART  2 

AM 

03  Mor 

77 

ISDF 

Stondby  Power  Supply  Requiremenit  For-Fixed  Instolloliont  Chg  1  Dtd  14  Avg 
1986  (  Req  For  liiue  Other  Than  DOD  Muit  Be  Sent  Via  HQUSAF/XOXX 
(ISO)  Wojh  DC  20330-5058 

AlR-STO-65'19 

06 

IS  Oc; 

A/V 

ISDF 

Steomers,  Worning  (Ed.  2)  (Request  For  Issue  Must  Be  Sent  Vio  HQ 
USAF/XOXX-ISO  Wosh  D.c.  20330-5058 

NAT.STD-3714  (3) 

06 

09  Oct 

86 

ISDF 

S’jppty/equipment  Airdrop  Systems  (Rel.To  Other  Thon  000  Act  Req  Pr  Appr 

Of  CNM,  Mot  09B21) 

AIR*STD-44/54 

AIR 

06 

24  May  83 

ISDF 

Suspension  lug  Wells,  Reinforced  Areos  And  Design  load  CeUeria  Far 

Droppoble  Aircraft  Stores(rel  To  Other  Thon  DOD  Act  Req  Pr  Appr  Of 

CNM,  MAT  09B21,  Wash.  D.c.  20360) 

AIR-STD-20/13C 

06 

05  Aug 

83 

ISDF 

Suspension  lugs  For  1.0C0  Lb  Cfoss  And  2,000  To  5,5(X)  lb  Goss  Stores 

AIR.STD.20715E 

06 

22  Jon 

85 

ISDF 

Suspension  Units  With  Grovity  Releose  Copobillty  For  Aircroft  Stores  (Edition 

NAT.STD-3365  (5) 

06 

21  Oct 

86 

2)  (Request  For  Issue  Ollier  ThondOD  Must  Be  Sent  Vio’hO 
USAF/XOXX-ISO  Wash,  DC  20330-SQ58 
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ISDF 

Suspension  Units  With  Gravity  Release  Capobllity  For  Aircroft  Stores  (Ed  2) 
Request  Other  Ihon  Dod  Mutt  Send  Request  Via  Hq  Usof/xoxx(lto)«  Wash, 

Dc  20330-5058  Validr*^d  Nov  84 

NAT-STD-3635  (4) 

06 

13  Mar 

79 

ISDF 

Symbol  Marking  Of  Aircraft  Servicing  And  Sofety/hozord  Point*  (Edison  5) 
Requests  For  Issue  Other  Then  DOD  Refer  To  HQ  Usof/xoxx(iso),  Wash. 

D.C.,  2a330.5058 

NAT-STD-3I09  (7) 

06 

02  Apr 

84 

ISDF 

Symbols  For  Atronaulical  Charts  (Rei  To  Other  Than  DOD  Act  Req  Pr  Appr  Of 
CNM,  MAT  09821) 

A1R.STD-64/24E 

06 

27  Sep 

84 

ISDF 

SymboU  On  land  Maps«  Aeronouticol  Charli  &  Special  Navol  Chorls  (Edition 

1) 

System  Test  Procedure  For  An  Aircraft  Inertial  Navigation  System  (Ed, 

N0.1)(REl  To  Other  Thon  DOD  Req  Pri  Appr  Of  CNM,MAT  09B21,  Wosh, 

D.e.  20340) 

NAT.STD-3475  (10) 

06 

25  Oct 

88 

ISDF 

NAT-STD-42)9  (1) 

06 

18  Mor 

65 

ISDF 

Tacan  Policy  (Edition  No.  2) . . . . . . . . 

NAT.STD-5034  (2) 

06 

03  Apr 

81 

ISDF 

AIR-STO-45/3A 

06 

21  Sep 
16  Dec 

81 

ISDF 

Tocticol  Air  Procedures  Counter  Air  Operotions  . . . 

AIR.STD-45/4B 

06 

86 

ISDF 

Tactical  Air  Procedures  Offensive  Air  Support  Operations  . . . . 

AIR-STD-45/5 

06 

21  Sep 

81 

ISDF 

Tocticol  Air  Procedures  Airspoce  Control  In  The  Combat  Zone  (Rel  To  Other 

Thon  DOD  Act  Req  Pri  Appr  Of  CNM,  MAT  09821,  Wash.  0.  C  20360 

AIR-STD-45/6B 

06 

16  Dec 

86 

ISDF 

Tactical  Air  Procedures  Air  Interdiction  Operotions . . . . . . 

AIR-STD-45/7A 

06 

16  Dec 

86 

ISDF 

rocticol  Air  Procedures,  Tactical  Air  Support  Of  Amphibious  Operotions . . . 

AIR-ST0-45/8A 

06 

16  Dec 

86 

ISDF 

Tocticol  Air  Support  For  Maritime  Operations  (TASMO)  >  ATP*34(R)  Ed.  5 
(Req  For  Issue  Other  Than  DOD  Must  Be  Sent  Via  HQ  USAF/XOXX-ISO 

Wash  Dc  20330-5058 

NAT.STD-3703 

06 

26  Sep 

88 

ISDF 

Tocticol  Formation  Flying  By  Helicopters  In  Air  Transport  Operotions . 

AIR-ST0-44/34B 

06 

12  Dec 

85 

ISDF 

Tactical  Refuelling  Of  Helicopters  In  Air  Transport  Operations  (Rel  To  Other 

Than  DOD  Act  Req  Pr  Appr  Of  CNM,  Mat  09821,  Wosh  D.c.  20360) 

AIR-STD-44/3)C 

06 

12  Dec 

85 

ISDF 

Target  Poitern  For  Determlnotion  Of  Aerial  Photogrophic  Resolution  (Rel  To 

Other  Than  Dod  Act  Req  Pr  Appr  Of  CNM,  MAT  09821,  Wash  D.c.  20360) 

AIR-STD-52/2)A 

06 

04  Nov 

83 

ISDF 

Target  Reporting  Guide  (Rel  To  Other  Thon  DOD  Act  Req  Pri  Appr  Of  Hq 
USAF/XOXX(ISO)  Wash,  DC  20330-5058 

AIR-STD-)01E/5D 

06 

03  Sep 

86 

ISDF 

Taxiway  Lighting  (Rel  To  Other  Than  DOD  Act  Mot  09621,  Wash,  D.c.  20360) 

A1R-STD-65/9B 

06 

02  Ocl 

84 

ISDF 

Technicol  Characteristics  Of  IFF  Mk  XA  &  Mk  XII  fnterrogotors  8i  Tronsponders 
•  Port  1,  General  Description  Of  The  System  (Edition  No.  1) 

NAT.STD-4193 

PART  1 

06 

30  Moy 

85 

ISDF 

Technical  Crilerio  For  The  Transport  Of  Cargo  By  Helicopter  (Rel  To  Other 

Thon  DOD  Act  Req  Pr  Appr  Of  CNM,  MAT  09B21,  Wash  D.c.  20360)  (Chg 

1  ■  12  Feb  1986) 

AIR-STD-44/32C 

06 

01  Feb 

83 

ISDF 

Technicol  Guidance  For  The  Design  &  Construction  Of  Pol  InstoHotions  On 

NATO  Airfields*  Edition  2  (Req  For  Issue  Other  Thon  OOD  Must  8e  Sent  Vio 

HQ  USAF/XOXX-ISO,  Wash  DC  20330-5058 

NAT-STD-3784  (3) 

06 

30  Jon 

87 

ISDF 

Techniques  Of  Sampling  &  Analysis  Of  Gases  &  liquified  Gases  For  AircrofI 
Servicing  (Rel  To  Other  Than  DOD  Must  Be  Sent  Vio  HQ  USAF/XCXX  (ISO) 
Wosh  DC  20330-5056) 

AIR.STD.25/40 

DIST  STMT-C 

06 

10  Sep 

86 

ISDF 

Temporary  Flying  Restrictions  Due  To  Exogenous  Foclors  Affecting  Aircrew 
Efficiency  (Ed  3)  Other  Than  Dod  Refer  To  Hq  Usaf/xoxx(iso),  Wosh,  Dc 
20330-5058 

NAT-STD-3474  (8) 

06 

12  Aug 

87 

ISDF 

Terms  &  Symbols  For  Thermol  Physiology  (Rel  To  Other  Thon  DOD  Act  Req  Pri 
Appr  Of  CNM,  MAT  09821,  WASH,  D.c.  20360) 

AlR.STD-61/2? 

AIR 

06 

24  Moy 

83 

ISDF 

Terrain  Analysis  -AGEOP*!  (Ed.  No.  1)  Req  For  Other  Thon  OOD  Refer  To  HQ 
USAF/XOXX-ISO  Wash,  D.c.  20330-5058 

NAT.STD-3992 

06 

26  Aug 

88 

ISDF 

The  AAMRL  Anthropomelric  Data  Bonk  library  •  ASCC  Holdings  (Rel  To  Other 
Thon  DOD  Act  Req  Pri  Appr  Of  HQ,  USAF/XOXXflSO)  WASH,  DC 
20330-5058) 

AIR-STD-61/52 

ADV  PUB  61/52 

06 

30  Jul 

86 

ISDF 

The  Air  Almanac  Validated  Dee  83 . . . . . 

AIR-STD-53/1D 

06 

14  Oct 

77 

ISDF 

The  Colour  &  The  Minimum  Aeronouticol  Overorint  For  Topogrophic 

Aeronouticol  Charts  (Edition  No.  3)  (Req  From  Other  Than  DOD  &  DOD 
Contractors  Must  Be  Sent  Via  HQ  USAF/XOXX(ISO),  Woshington  D.c. 
20330.5058 

NAT-STD-3412  (7) 

06 

04  Jun 

87 

ISDF 

The  Management  Of  Motion  Sickness  In  Aircr«w  (Rel  To  Other  Thon  Dod  Req 
Appr  Of  Hq  USAF/XOXX(lSO)  Wosh,  DC  20330-5058) 

AIR-STD-61/57 

ADV  PUB  61/57 

06 

03  Sep 

86 

ISDF 

The  Meosurement  Of  Protection  Provided  To  The  Respiratory  Trod  And  Eyes 
Agoinst  Nbc  Agents  'n  Porticulate,  Aerosol  And  Vapor  Form  Validated  Nov 

84 

The  Measurement  Of  Protection  Provided  To  The  Respirotory  Trod  And  Eyes  By 
Aircrew  Equipment  Assemblies  Agoinst  NBC  Agents  In  Part!culo*e,  Aerosol 

And  Vapour  Form  (Ed  1)  Request  Other  Thon  000  Must  Be  Sent  Via  Hq 
Usof/xoxx(!so),  Wash,  D.c.  20330-5058 

AIR-STD-61/14 

06 

01  Nov 

78 

ISDF 

MAT-STD-3864  (3) 
NAT 

06 

21  Dec 

88 

ISDF 

The  Minimum  Physiologlcol  Design  Requirements  For  Aircrew  Broothing  Systems 
(Chg  1)  Req  For  Issue  Must  Be  Sent  Vio  HQ  USAF/XOXX  (ISO)  Wash,  DC 

4Uo3w-,^.>o} 

AIR-STD-61/22 

06 

18  Aug 

82 

ISDF 

The  Opticol  &  Molerfol  Requirements  For  Aircrew  Plono  Sunglosses  (Rel  To 

Other  Thon  DOD  Act  Req  Pri  Appr  Of  HO  USAF/XOXXfISO)  Wosh,  DC 
20330-5058) 

AIR-STD-61/53 

ADV  PUB  61/53 

06 

30  Jul 

86 

ISDF 

The  Opticol  Transfer  Function  Of  Imaging  Systems . . . . . 

NAT-STD-4161  (1) 

06 

22  Feb 

84 

ISDF 

The  Point  Designollon  Template  For  Imogery  -chg  f  Did  3  Sep  86  (Rel  To 

Other  Thon  DOD  Act  Req  Pri  Appr  Of  HQ  USAF/XOXXfISO)  Woih,  DC 
20330-5058  Validated  Feb  S3 

AIR-STD-101/7A 

06 

10  Jon 

83 

ISDF 

The  Proper  Names  Of  68  Slors  Validated  Nov  84 . . . . . . . 

AIR-STD-53/3C 

06 

15  Mar 

79 

ISDF 

The  Provision  Of  Hydraulic  Power  For  Servicing  Aircroft  Hydroulic  Systems 
(Edition  N0.2) 

NAT-STD-3510  (7) 

06 

20  Jan 

86 

ISDF 

The  Smoothing  Of  Percentiles,  An  Empiricol  Evoluotion  Of  Severol  Methods  ...... 

AIR-STD-61/38 

ADV  PUB  61/38 

06 

11  Sep 

84 
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ISDF 

The  Specification  For  Evotuoiion  Of  The  Accuracy  Of  tnertiol  Novlgahon 

Systems  VoUdotad  Nov  84 

AIR-STD.53/11C 

06 

15  Mor 

79 

ISDF 

The  Specification  For  Evol  Of  The  Accurocy  OF  Airbne  Hybrid  Novig  Syj  (Other 
Than  Ood  Refer  To  HQ  USAF/XOXXWASH.OC  20330-5058 

NATSTD-SID-4331 

06 

06  Jul 

88 

ISDF 

The  Specificotion  And  Evoluation  Of  The  Accuracy  Of  Airborne  Doppler 

Ground  Velocity  Sensors  (Chg  1  Dtd  10  JUN86)  Request  Other  Thondod 

Musi  Be  Sent  Vie:  l  -q  Usof/xoxx  (Iso)  Wosh  Oc  20330-5058  Vijfi'dated  Jan 

86 

The  Specification  For  Evoluotion  Of  The  Accuracy  Of  Airborne  Doppler 

Novigation  Systems  Validated  Nov  84 

AIR-STD-53/12A 

06 

15  Moy 

80 

ISDF 

AIR-STD.53/13A 

06 

15  Mar 

79 

ISDF 

The  Specification  For  Evoluotion  Of  The  Accuracy  Of  Hybird  Navigotioo 

Systems  (Ret  To  Other  Than  DOD  Act  Req  Pr  Appr  Of  CMM,  MAT  09821^ 
Wosh.d.c.  20360 

AIR-STD-S3/)6 

06 

24  Oct 

84 

ISDF 

The  Transportation  &  Utilities  Compotibility  Of  Mobile  Reconnoissonce  Support 
Snelters  (Edition  2)  Req  For  Issue  To  Other  Than  OOD  Must  Be  Sent  Vio  HO 
USAF/XOXX-ISO  V/ash  D.c  20330-5058 

NAr-STD.3753  ()) 

06 

01  Aug 

88 

ISDF 

Thrust  Vector  Controls  For  VSTOl  Aircroft,  locotlon  &  Actuation  Of............. . 

AIR-STD-10/40C 

06 

22  Nov 

85 

ISDF 

Tie  Down  Fittings  On  Air  Transported  &  Air  Dropped  Equipment  &  Corgo 

Corried  InternoIIy  By  Fixed  Wing  Aircroft  (Rel  To  Other  Then  OOD  Act  Req 

Pr  Appr  Of  CNM.  Mat  09821)  (Edition  2) 

NAT-ST0.3548  (4) 

06 

27  Feb 

87 

ISDF 

Tire  Volve  Couplings  (Edition  5)  Requests  For  issue  Other  Than  DOD  Must  Be 
Reffered  To  HQ  USAF/XOXX(ISO),  WashInglon>  D.c..  20330-5058 

NAT-STD-3209  (2) 

06 

16  Feb 

89 

ISDF 

Tire  Volve  Couplings  Validated  Nov  84... . . . . . . . 

AIR-STD-17/6E 

06 

29  Moy 

79 

ISDF 

Title  For  Flight  fnformotion  Publicotions  Request  For  Issue  Other  Thon  Ood  Must 

Be  Sent  Via:  Hq  Usaf/xoxx  (Iso)wash  Oc  20330-5058 

AIR-STD.64F/18E 

06 

18  Apr 

86 

ISDF 

Titling  Of  Air  Reconnoissonce,  Air  Survey  &  Mapping  Imagery  Validated  Feb  83 

AIR-STD-101/2G 

06 

17  Dec 

81 

ISDF 

Titling  Of  Air  Reconnaissance  Air  Survey  And  Mopping  Imagery  (Edition  No.  5) 

NAT-STO-3189  (2) 

06 

06  Nov 

79 

ISDF 

Tilling  Of  Hand  Held  Film  (Ret  To  Other  Than  DOD  Act  Req  Pr  Appr  Of  CNM, 
MAT  09B21.  Wosh,  O.C.-20360) 

A1R-STD-10)/4E 

06 

21  Mar 

85 

ISDF 

Topographical  land  Maps  &  Aeronoutical  Chorts  1:250,(XX)  For  Joint 

Operations  (Ed  3) 

NAT-STD.3600  (3) 

06 

04  Jun 

87 

ISDF 

Towing  And  Steering  Devices  For  Aircraft  (Edition  2) . . . . . 

NAT-STD-3P48  (!) 

06 

09  Oct 

86 

ISDF 

Towing  Aitochnents  On  Aircraft  (Ed.  6)  (Req  For  Issue  Must  Be  Sent  Vio  HQ 
USAF/XOXX-iSO  Wosh  DC  20330-5058 

NAt.STD.3278  (1) 

06 

06  Nov 

86 

ISDF 

Transport  Of  Troops  Byhelicopter  Validated  Jan  86 . . . . . 

AIR-STD-44/25F 

06 

12  Dec 

85 

ISDF 

Tronsportotion  Of  Trodps  On  Aircraft  Tronsporting  Hozordous  Cargo  (Ref  To 

Other  Than  OOD  Act  Req  Pr  Appr  Of  CNM,  Mot  09B21) 

AIR-STO-44/52 

11 

01  Feb 

83 

ISDF 

Trig  Lists  (Lists  Of  Ceodetic  Data  (Edition  No.  3)  (With  Amendment  1) . 

NAT.STD-22)0  (5) 

06 

29  Moy 

87 

ISDF 

Troop  Type  Personnet  Parochutes  (Chg  1  -  Dtd  2*12*86  (Rel  To  Other  Thon 

OOD  Act  Req  PrI  Appr  Of  CNM,  MAT  09821) 

AIR-STO-44/55 

06 

24  Moy 

83 

ISDF 

True  Airspeed  Outputs  (Chonge  I  •  15  Moy  80  Validated  Jan  86 . . . 

AIR.STO-53/6C 

06 

15  Moy 

80 

ISDF 

Turn  &  Slip  Indicotors  (Edition  7)  (Rel  To  Other  Thon  OOD  Act  Req  Pr  Appr 

Of  CNM,  MAT  09B21) 

NAT.STO-3322  (4) 

06 

06  Apr 

88 

ISDF 

Turn  &  Slip  Indicotors  (Rel  To  Other  Than  DOD  Act  Req  Prior  Appr  Of  CNM, 

MAT  09B21,  Wash,  D.c.  20360) 

A1R-SID-10/5F 

06 

03  Jun 

83 

ISDF 

Type  8  Location  Of  Electricol  Control  Connections  For  Airborne  Armoment 

Stores  Validated  Jon  86 

AIR-STD-20/)4C 

06 

31  Mor 

80 

ISDF 

Types  Of  Engineering  Drawings  (Req  For  Issoe  From  Other  Than  OOD  &  DOD 
Controclors  Must  Be  Sent  Vio  HQ  USAF/XOXX(lSO)  Wosh.,  D.c. 

20330-5058) 

AIR-STD-104/nB 

06 

21  Jon 

87 

ISDF 

Ultra  Low  Level  Airdrop  System  Using  Parachute  Extraction  (Chg  3,  25  Sept  84) 
(Rel  To  Other  Thon  OOD  Act  Req  Pr  Appr  Of  CNM,  MAT  09B21,  Wosh  0.c. 
20360 

AIR-STO-44/26D 

06 

0)  Feb 

83 

ISDF 

Uniform  System  Of  Exchonge  Of  Moteriel  Monogement  Oota  (Edition  1)............ 

NAT-5TD-41P9  (1) 

06 

19  Mar 

84 

ISDF 

AIR*STO'10/2H 

06 

22  Nov 

85 

ISDF 

Use  Of  Identicol  Mops  &  Chorts  (Excluding  Nautical  Chorts)  Edition  4  (Req  For 
Issue  Other  Then  DOD  Must  Be  Sent  Vio  HQ  USAF/XOXX-ISO  Wosh 

DC, 20330-5058 

NAT.STD-2205 

06 

13  Oct 

88 

ISDF 

Verticol  Aeriol-Cortogrophic  Photography  (Edition  No.  3)  (W/omendmenIs  1 

And  2) 

NAT-STO-22I6  (7) 

06 

01  Aug 

88 

ISDF 

Verticol  Scole  Flight  Instruments............ . . . . 

AIR-STO-10/57A 

06 

03  Apr 

79 

ISDF 

Vibrotion  Exposure  Limits  (Rel  To  Other  Than  DOD  Act  Req  Pri  Appr  Of  CNM, 
MAT  09B21) 

AIR-STD-61/17A 

06 

16  Aug 

82 

ISDF 

Visual  Glicfe  Slope  Indicator  Systems  -  Chg.  1  Dtd  14  Aug  86  (  Req  For  Issue 
Other  Thon  DOD  Must  Be  Sent  Via  HQ  USAF/XOXX  (ISO)  Wosh  OC 
20330-5058) 

AIR.ST0.65/'  \ 

06 

02  Oct 

84 

ISDF 

Worlime  Air  Movement  Priorities  System  (Rel  To  Other  Thon  DOD  Act  Req  Pr 
Appr  Of  CNM,  MAT  09B21  Wosh  0.c.  20360) 

AIR-STD-44/38B 

06 

25  Sep 

84 

ISDF 

Wartime  Air  Movement  Priority  System  For  Nolo  Countries  (Ed  2)  (Rel  To 

Oth-'  Tha-,  D-J  Ac;  -Req  P.-r  App.-  Of  !iq  Usuf-VoA.  (iso)  Wosn,  Oc 
20330-5058) 

NAT-STD-3631  (4) 
NAT 

06 

24  Oct 

88 

ISDF 

Witness  (Breoking)  Wire  For  Aircroft  Emergency  Controls  &  Equipment  (Ed  1) 
Other  Than  Dod  Refer  To  Hq  Usaf/xoxx(iso),  Wosh,  Oc  20330-5058 

NAT-STO-3752  (5) 

06 

06  Apr 

88 

ISDF 

16  Bit  Computer  Instruction  Set  Architecture(editfon  1)  Request  For  Issue  Other 
Thon  Dodmust  Be  Sent  Vio>  Hq  UsoVxoxx-iso  Washington,  Oc  20330-5058 

.STD-3094 

06 

10  Sep 

86 

ISDF 

16  MM  Film  Cores  Editton-1  (Rel  To  Other  Thon  Dod  Act  Req  Pr  Appr  Of 

CNM,  MAT  09B21,  Wosh  D.c.  20360) 

NAT-STD.3M2  (3) 

06 

27  Nov 

86 

ISDF 

16  Mm  And  35  Mm  Roll  Film  For  Airborne  Comeros  (Edllron  No.  5)  .................. 

NAT.STD-3179  (1) 

06 

02  Dec 

80 

ISDF 

27  Mm  X  145  Ammunition  Ahd  Links  For  Aircraft  Guns  (Edition  1)  Reqwest 

Other  Thon  Ood  Refer  To  Hq  USAF/XOXX-ISO  Wcjhingfon,  Dc  20330-5058 

NAT-SIO.3820 

06 

04  Oct 

88 

ISDF 

35MM  Aperture  (Corrier  And  Associoted  Cords  (Rel  To  Other  Thon  Ood  Act 

Req  Pr  Appr  Of  CNM,  MAT  0982 1  Wosh,  D.c,  20360) 

AIR.STO.104/17B 

AIR 

06 

31  Dec 

88 
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ISDF  70  Mm  Film  Cores  (Ed  1  W/omd  1)  Other  Thon  Dod  Refer  To  Hq 
Usaf/xoxx(iso)  Wash,  Dc  20330 

ISDN  Adoption  Of  A  Stondord  Chorocter  Meteorological  Messoge  Formot  (Edition  1 
)  Validated  Apr  82 

ISON  Adoption  Of  A  Stondord  Atmosphere  (Edition  2)  Validated  Dec  . . 

ISDN  Adoption  Of  A  Stondord  Artillery  Computer  Meteorologicol  Messoge  (Edition 

1)  Validated  Apr  62 

ISDN  Adoption  Of  A  Stondord  Ballistic  Meteorologicol  Message  (Edition  3)  Validated 
Jan  79 

ISDN  Allied  Anti>submarine  Worfore  Monuot  *  ATP’28  (Ed  U) . . . . . 

ISDN  Allied  Doctrine  Of  Mine  Worfore  Policy  And  Principles  •  ATP*6(A)  Volume  \ 
(Edition  No  4) 

ISDN  Allied  Doctrine  Of  Mine  Worfore  •  Plonning  And  Evoluotion  Of  Mine  Worfore 
Principles  -  ATP-6(A)  (NQvy/oir)-Vol  2  (Edition  No.  4) 

ISDN  Allied  Guide  To  Moslers  (Edition  No.  2) . . . . . 

ISDN  Allied  Moritime  Messoges  •  APP*4  (Novy/oir)  Edition  2 . . . . . 

ISDN  Allied  Moritime  Tactical  Instructions  And  PROCEDURES*ATP-UC)  Vol  1 
(Novy*oir)  Edition  8 

ISDN  Allied  Moritime  Tactical  Signal  And  Maneuvering  Book  ATP>1(C)  Vol  ti  (Novy 
Air)  Edition  7 

ISDN  Allied  Moritlme  Voice  Reporting  Procedures  APP«1(A)  (Novy/oir)  (Edition  8)  .... 
ISDN  Allied  NqvoI  Communicotions  Exercises  -  AXP*3(8)  (NAVY/AIR)  (Edition  No. 

10) 

ISDN  Allied  Novel  Control  Of  Shipping  Monuol  ATP2  Volume  \  (Edition  13) .............. 

ISDN  Allied  NovqI  Control  Of  Shipping  Monuol  Merchont  Ship  Reporting  &  Control 

(Merco)  System  ATP  2  Volume  1  Supp  1  (Edition  2) 

ISDN  Allied  Spotting  Procedures  For  Novel  Gunfire  Support  •  ATP*4(8)  (Navy) 
(Edition  7} 

ISDN  Allied  Submarine  A  Anti  Submarine  Exercise  Monuol  (Edition  20)  (Re)  To  Other 
Than  DOD  Act  Req  Pr  Appr  Of  CNM.  MAT  09821) 

ISON  Allowable  Deterioration  Limits  For  NATO  Armed  Forces  Fuels.  Lubriconis  A 
Associoted  Products  (Edition  No.  6) 

ISDN  Amphibious  Operations  •  Ship*tO‘Shore  Movement  •  ATP<36  (Edition  No.  4) . 

ISDN  Attochments  For  Lifting  Vehicles  A  Heovy  Military  Equipment  By  land  A  Seo 

(Edition  1}  Validated  Feb  83 

ISON  Basic  Elements  Of  A  Colibrotion  Programmi  (Prepored  Under  Project  Z*52) 
Validated  Dec  79 

ISDN  Boiler  Water  Treotment  Chemicols. . . . . . 

ISON  Chorocleristics  Of  NATO  Seo  Mines  -  AMP03  Volume  II  (Edition  No.  1) . 

ISDN  Clossificotion  System  For-Vulconized  Rubber  Validated  Apr  82 . . . 

L  ISON  Comporolive  Compilotion  Of  Aluminum  Alloys  For 
lnterchongeQbitity/equivoiency-Va//cfdted  Dec  80 

L  ISDN  Comporotive  Compilotion  Of  Copper  Alloys  For  Interchongeobility/equivolency 
Validated  Ap$  82 

L  ISON  Comporison  Of  Methods  Of  Testing  Ferrous  Metolllc  Moteriols  Validated  Jon 
79 

ISON  Cooling  System  Hoses  For-Wheeled  Tronsport  Tocticol  Vehicles  (Edition  1) 
Validated  Dec  77 

ISDN  Counter  Air  Operations  ATP«42  (Edition  1).... . . . . . . . . 

ISDN  Definition  A  Determinotlon  Of  Bolllstlc  Properties  Of  Gun  Propellents  (Edition 
1)  Validated  Jan  79 

ISDN  Definition  Of  Pressures  For  Use  In  The  Design  A  Proof  Of  Guns  A  Ammunitions 
(Edition  1  )  Validated  Dec  80 

I  ISDN  Definitions  And  Basic  Requirements  For  Electric  And  Electronic  Equipment 
Enclosures  Validated  Dec  80 

ISON  Degaussing  A  Acoustic  Rdngin'g  Informotlon  Concerning  North  Atlontic  Treoty 
Minesweepers  A  Mlnehunters  (Edition  No.  3) 

ISDN  Design  Of  40/70  Ammunition  (Edition  1)  Validated  Dec  79 . . . . 

ISDN  Designotion  Of  Doys  A  Hours  In  Relotlon  To  An  Operotion  Or  Exercise,  Std 
Sys  Of  (Ed,  5) 

ISDN  Distilling  Units  Cleoning,  Feed  Treotment . . . . . . . 

ISDN  Doctrine  For  Amphibions  Operotlons  •  ATP.8  (Edition  10) . . . 

ISDN  Electricol  Connector  Between-troclors  A  Trailers  (Edition  1)  Validated  Dec  79*,„ 
ISDN  Emergency  Sonar  Pingers  To  Aid  The  Detection  A  Locolizotion  Of  Distressed 
Subs  (Ed.  1) 

ISDN  Emergency  Sonor  Beoedns  To  Aid  The  locollsation  A  Homing  On  To  Distressed 
Submarines  By  Submerged  Rescue  Croft  (Edition  No.  2) 

ISDN  Emergency  Towing  Facilities  (Edition  1  )  Validated  Dec  79 . . . . . 

•SON  CvcCoOtisr.  Of  0:T;':5-Acc'dfr'*-Pot'e"t»-(EdIiIon  1)..,...............,............... . . . 

ISDN  Fifth  Wheel  Attachments  (Edition  1)  (Pt  1  -  NATO  Kingpin) . . . . 

ISDN  Fifth  Wheel  Kingpin  (For  Semi*trailers  Of  A  Gross  Weight  From  22  To  72 

Tons)  (Edition  1)  (Pl“4  A  Amds  1-5 

ISDN  First  Aid  A  Hygiene  Troinlng  In  NBC  Operotlons  (Ed  No  1)  (Rel  To  Other  Than 
DOD  Act  Req  Pr  Appr  By  HQ  DARCOM  DRCIRD) 

ISDN  First  Aid  Kits  A  Emergency  Medico)  Core  Kits  (Edition  No.  4  (Release  To  Other 
Thon  DOD  Agencies  Must  Be  Approved  By  Hq  DARCOM  (DRCIRD) 

ISDN  Format  For  Requests  For  Meteoroglcol  Messoges  For  BolKstic  A  Speciol 
Purposes  (Edition  2)  Validated  Apr  82 

ISON  Furnoce  Lining  Moterlol  For  Marine  Boi!e<s . . . . . . 


DOCUMENT 


NUMBER 

PREP 

DATE 

NAT-STD-3418  (3) 

06 

19  Dec 

88 

NAT-STD.4131  (1) 

NM 

03  Moy  76 

NAI-STO-4044 

NM 

10  Apr 

69 

NAT-SID-4082  (1) 

NM 

12  Mor 

70 

NAT.STO-4061 

NM 

19  Moy  69 

NAT.SID-n52 

NM 

21  Moy  87 

NAT-STD-1242 

NM 

29  Mor 

85 

NAT-STD-1243 

NM 

29  Mor 

85 

NAT-STD-1318 

SH 

> 

o 

Z 

86 

NAT.STD-1258 

NM 

31  Jon 

85 

NAT-ST0-)173 

NM 

20  Dec 

85 

NAT.STO-n74 

NM 

20  Dec 

85 

NAT.STD-1175  (1) 

NM 

22  Jun 

87 

NAT-STD-1063 

NM 

29  Nov 

84 

NAT-STO-1040 

NM 

29  Nov 

as 

NAT.SID-1313 

NM 

29  No. 

85 

NAT.STD-1034 

NM 

29  Jon 

84 

NAT-STD-1032 

NM 

07  Jun 

84 

NAT-STD-lUO  (2) 

NM 

18  Ocl 

88 

NAT-SID.n80 

NM 

18  Apr 

86 

NAT-STD-4062  (1) 

NM 

27  Sep 

76 

ABC-STD-59 

SH 

24  Apr 

74 

ABCA-SID  59 
ABC.ST0-6F 

SH 

22  Sep 

83 

NAT.ST00312 

SH 

29  Moy  87 

ABC.STD-42 

SH 

24  Sep 

76 

ABCA  STD  62 
A8C-STD-44 

SH 

05  Jon 

68 

ABC.STO-51 

SH 

25  Jun 

70 

ABC-STO-32C 

SH 

23  Aug 

73 

ABCA-STO-32C 
NAT.STD-4043  (4) 

NM 

19  Sep 

67 

NAT-STD-388b  (1) 

NM 

24  Moy  82 

NAT-STD-4n5 

NM 

31  Mor 

70 

NAT-STO-4110(1) 

NM 

13  Jun 

69 

ABC-STD-21A 

SH 

09  Ocl 

74 

ABCa-ST0-2)A 
NAT.5T0.1203  (1) 

NM 

21  Mor 

86 

NAI-STO-4079 

NM 

12  Dec 

62 

NAT-STD-lOOl 

NM 

06  Jul 

82 

ABC.STD-49A 

SH 

15  Ocl 

82 

ABCA 

NAT.STD-n49  (1) 

NM 

20  Moy 

86 

NAT-STD-4007 

NM 

13  Sep 

59 

NAT.STD-1296  (1) 

NM 

02  Apr 

86 

NAT.STO-T299 

SH 

08  Aug 

86 

NAT.STD-40I9 

NM 

31  Dec 

57 

NAT-STO-1229  (4) 

NM 

25  No. 

86 

NAT-STD-4009/1  (4) 

NM 

29  Aug 

67 

PART  1 

NAT-STO-4009/4  (5) 

NM 

29  Aug 

67 

PART  4 

NAT.STO-2358  (3) 

NM 

11  Sep 

81 

NAT-ST0.2126  (J) 

NM 

11  Sep 

81 

NAT-ST0.4103  (1) 

NM 

07  Dee 

77 

ABC-STD-18B 

SH 

01  Ocl 

81 

ABCA  STD  18B 
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FSC  LISTING 


DOCUMENT 


F.iC 

TITIE 

NUMBER 

PREP 

DATE 

ISDN 

Generot  Critero  &  Common  Procedures  For  Seakeeping  Performonce  Assessment 

Ed  2  Other  Thon  Ood  Refer  To  Comnovseosyscom  Code  55W3,  Wash«  Oc 

20362  Note;  ANEP*15  Fast  Potro)  Boat  Ed  1  Sup)  1  To  Stanog  H154 

NAT.STD.4154  (1) 
DIST  STMT  D 

NM 

05  Aug 

81 

ISDN 

Generot  Principles  Of  Gouging  Validaled  Apr  82 . . . . . . 

ABC.STD.48 

SH 

29  Jan 

70 

ISDN 

Heod  light  Unit  For  Wheeled -Taclicol  Vehicles  (Edition  2)  Vatidofed  Dec 

NAT.STD.4005 

NM 

11  Nov 

77 

ISDN 

Heot  Exchanger  Tubes . . . . . . . . . 

ABC.STD.19D 

ABCA 

SH 

15  Oct 

82 

ISDN 

Helicopter  tn>flight  Refuel'ing  (HIFR)  Operoting  Requirements  (Edition  No.  2)  .... 

NAT-STD.)280  (2) 

NM 

30  Sep 

86 

ISDN 

Helicopter  Mine  Countermeosures  Monuol  -  AMP*7(B)(NAVY/AIR)  (Edition  No. 

3) 

Helicopter  Operations  From-Ships  Other  Than  Aircraft  Corriers  •  APP*2(B) 
(Novy/air)  (Edition  3  W/suppI  1) 

NAT.SID.n37  (1) 

NM 

24  Apr 

86 

ISON 

NAT.STD-n94  (2) 

NM 

10  Jun 

85 

ISDN 

Interchongeobility  Chort  Of  NATO  Standardized  Fuels,  lubricants  &  Associated 
Products  (Ed.  3}  Annex  C  Revised  15  Sept  1986  •  Request  For  Issue  Other 

Thon  DOD  Must  Be  Sent  Via  CNO-  OP-731  Wash  D.c.  20350*2000 

NAT-STD.n35  (2) 
ANNEX  C 

NM 

16  Feb 

87 

ISDN 

Interchongeability/equivolency  Of  Corbon  And  Alloy  Steels  In  Bar  Form  For 

Generot  Dockyard  Repoirs 

ABC-STD.41A 

SH 

29  Mor 

78 

ISDN 

Interim  Stondord  For  A  Porollet  Digital  Interface  Between  User  Units  &  A  Ship 
Distribution  Network  For  Voice  Communication 

NAT.STD.4186 

SH 

18  Feb 

88 

ISDN 

Knebworth  Corvus  Chaff  System  Interchangeable  Within  NATO  Novol  Forces 
(Edition  No.  1) 

NAT.STD.1350 

SH 

20  Jun 

86 

ISDN 

lomps  For  Tocticol  Vehicles  Volidoted  Dec  1979  Validated  Dec  79. . . . . 

NAT.STD.4008 

NM 

22  Aug 

58 

ISDN 

Location  And  Height  Of  Fifth-Wheel  Attachments  On  Troctors  And  Semi-trailers 
(Closs  1)  (Edition  1.  Pt  2) 

NAT.STD.4009/2  (3) 
PART  2 

NM 

25  Aug 

67 

ISDN 

location  And  Height  Of  Fifth  Wheel  Attochments  On  Troctors  And  Semi-trailers 
(Closs  2)  (Edition  1  Pt  3)  &/omds  5,  6,  7,  &  Correction  Sheets) 

NAT.STD-4009/3  (7) 
PART  3 

NM 

29  Aug 

67 

ISDN 

Mem  Diving  Breathing  Coses  8i  Interchangeability  Of  Gas  Cylinders  & 

Compression  Chambers  (Edition  3) 

NAT.STD.1079  (3) 

NM 

16  Mar 

87 

ISON 

Meosurement  Of  Projectile  Velocities  (Edition  No.  2)  Validated  f eh  83.,.. . 

NAT.ST0.4114 

NM 

04  Aug 

77 

ISDN 

Methods  For  Specifying  And  Colibrotlng  Shock  And  Vibration  Instruments 

Validated  Jan  79 

ABC.STD.38 

SH 

11  May 

67 

ISDN 

Military  Charocteristics  For  Field  Telephone  Sets  (Minimum  Stondart)  (Edition 

2) 

Mine  Worfore  Charts  &  Pilots,  Specifications  For  (Edition  5) . . 

NAT.STD.S004  (2) 

NM 

21  Aug 

79 

ISDN 

NAT.STD.ni6  (1) 

NM 

20  Apr 

83 

ISDN 

Minimum  Requirements  For  Medicol  Stores  In  Submorine  Escape  Comportments 
(Edition  No.  1) 

NAT.STD.1319 

SH 

14  Apr 

86 

ISDN 

Minimum  Requirements  For  Atmospheric  Monitoring  Equipment  locoted  In 
Submarines  With  Escape  Copoblllty  (Ed  3)  Other  Thon  Dod  Refer  To 
CNO-OP.731  Wash,.OC20350-2000 

NAT.STD.1320 

OlSt  STMT  D 

SH 

06  Feb 

89 

ISON 

Minimum  Stondord  Requirements  For  The  Morking  &  lighting  Of  Helicopter 

Deck  Lending  Areos  (Edition  No.  1) 

NAT.STD.127S  (3) 

NM 

06  Feb 

86 

ISON 

Mutual  Acceptonce  Of-Quoliflcotions  Approvols  For  Electronic  Ports  (Edition  3) 

NAT.STD.4093  (2) 

NM 

22  Dec 

82 

ISON 

NATO  Above  Woter  Worfore  Monuol  (Edition  No.  6) . . . 

NAT.STD.1167 

NM 

19  Apr 

84 

ISDN 

NATO  Common  Rescue  Seat'(£dition  No.  2 . . . . . 

NAT.STD.1297 

SH 

08  Aug 

86 

ISDN 

NATO  Crusher  Gauge  (Edition  .2  )  Validated  Apr  82 . . . . . . 

NAT.STD.4n3 

NM 

20  Aug 

76 

ISDN 

NATO  Fishing  Permit  (Edition  2)  Validated  Jvn  82 . . . . . . . . 

NAT.STD.1080 

NM 

18  Moy 

79 

ISON 

NATO  Maritime  Equipmenl-Copbbilities  &  Oota  (Edition  No.  2)  . . . . . 

NAT.STD.13n 

SH 

22  Jon 

86 

ISDN 

NATO  Mine  Delivery  Systems  -  AMP'3  (A)  Volume  1 1  (Edition  No,  2) . 

NAT.STD.1257  (1) 

NM 

11  Nov 

86 

ISDN 

NATO  Qualifications  For  Helicopter  Controllers  At  Sea  •  Edition  No.  6  (Rel  To 
Other  Than  000  Req  Approval  Of  CNO  -  OP-731,  Wash  D.c.  20350-2(X») 

NAt-STD.n54 

SH 

27  Jon 

89 

ISDN 

NBC  Defence  Of  Merchant  Ships  -  AEP-3  (Navy)  (Edition  3) . . 

NAT.STD.n33 

NM 

04  Dec 

85 

ISON 

Noto  Oceonogrophic  Data  Exchonge  Format  (Nodef  1)  (Edition  No.  1)  Req  To 
Other  Thon  Dod  Ref  To  CNO-08-731  Woshd.c.  20350*2000 

NAT.STD.1317  (1) 

NM 

27  Oct 

86 

ISON 

Naval  Boiler  Tubes  Specificotion  And  Sizes  Validated  Jan  79....... . . 

ABC.STD.25B 

ABCA.STD.25B 

SH 

14  Dec 

72 

ISDN 

Novol  Control  Of  Shipping  •  Information  On  Ports,  Authorites  &  NCS 

Publicolions  -  AAP*8  (Ed  5) 

NAT.STD.1212 

NM 

22  May 

87 

ISDN 

Nsoto  Maritime  Unit  Doto  ^  Equipment  list  (Edition  No.  4)  . . . . . . . 

NAT.STO.n63 

SH 

20  Jan 

86 

ISDN 

Nylon  Rope  (3  Strond  Hawserloid). (Prepared  Under  Project  2*16.2.1)  Validated 
Dec  80 

ABC.STD.60 

ABCA.STD.60 

SH 

09  Oct 

74 

ISDN 

Orders  To  The  Demolition  Guard  Commander  &  Demolition  Firing  Porty 
Commander  (Non  Nucleor)  (Edition  No.  3) 

NAT.ST0.2017  (2) 

NM 

14  Jul 

82 

ISDN 

Pneumatic  Types  For  Transport  Vehicles  (Edition  1)  Validated  Dec  82  . . 

NAT.STO.4004  (1) 

NM 

03  Nov 

69 

ISDN 

Polyester  Rope  (3  Strand  Hawserloid)  (Prepared  Under  Project  Z*16.2.1) 

Validated  Dec  80 

ABC.STD.61 

ABCA.STD.61 

SH 

09  Ocl 

74 

ISDN 

Preferred  Electric  Lamps  For  Signolling  Purposes  On  Novol  Vessels  Of  NATO 
Countries  (Edition  No.  4)  (Request  For  Issue  Other  Than  OOD  Must  Be  Sent 

Vio  COMNAVSEASYSCOM.Codc  56Z22) 

NAT.STD.1007  (/) 

Nl 

28  Nov 

86 

ISDN 

Preferred  Incandescent  And  Fluorescent  Electric  lamps  For  lighting  Purposes  On 
Novol  Vessels  Of  NATO  Countries  (Edition  No.  4)  (Reques  For  Issue  Other 

Then  DOD  .Most  Ca'Senl'VtA-CCMNAVScASVSCOM  Code  56Z22) 

NAT.STD.1006  (1) 

N| 

29  Moy 

87 

ISDN 

Preventive  Measures  For  An  Occupotidnol  Heolth  Progromme  (Edition  No.  2) 
(Release  To  Other  Thon  DOD  Agencies  Must  Be  Approved  By  HQ  DARCOM 
(ORCIRD) 

NAT.STD.2908  (1) 

NM 

16  Sep 

82 

ISDN 

Principles  Of  Medicol  Policy  In  The  Manogement  Of  A  Moss  Cosuolity  Situotion 
(Edition  No.  1} 

NAT.STO.2879  (3) 

NM 

09  Jul 

82 

ISDN 

Procedures  For  Logistic  Support-Between  NATO  Novies  &  Novel  Port 

Information  •  AlP-l  (0) 

NAT.SID-1200  (1) 

SH 

18  Dec 

86 

ISDN 

Procedures  With  Respect  To  Change  Adjustment  ForVelocity  For  Stondordized 
Gun  Ammunition  (Edition  1)  Validated  Dee  80 

NAT.STD.4097  (3! 

NM 

20  Sep 

67 

ISDN 

Quolity  Stondords  For  Potobfe  Woter  Validated  Feb  83 . . . . 

ABC.STD-23B 

SH 

16  Aug 

77 

ISON 

Reference  Volues  For  Use  In  Reporting  Mechonical  Vibration  levels  Validated 

ABC.STO.37B 

SH 

10  Apr 

72 

Jan  79 
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ISDN 

Replenishment  At  Sea  (Edition  No.  10) . . . . 

NAT-STD.)M5  (1) 

NM 

09  May 

85 

ISDN 

Rules  For  The  Conversion  Of  United  States  Aeronouticol  Drowings  (AIR 

FRAMES)  For  Countries  Emplo/ing  The  Metric  System  (Edition  1)  Validated 

Dec  79 

NAT-STD-4042 

NM 

07  Jul 

58 

ISDN 

Rules  For  The  Conversion  Of  United  States  Industrial  Drowings  For  Countries 
Employing  The  Metric  System  (Edition  1)  Validated  Dec  79 

NAT-STD.4003  (7) 

NM 

21  Aug 

67 

ISDN 

SEACAT  Missile  Interchangeable  Within  NATO  Novol  Forces  (Ed.  1) . 

NAT-STD-1347 

SH 

07  Aug 

86 

ISDN 

Shielded  Ignition  Cobles  For  Wheeled  Tactical  Vehicles  (Edition  7,  Pt  2)  ............ 

NAT.STD-40O6/2  (1) 
PART  2 

NM 

15  Aug 

67 

ISON 

Shielded  Sparking  Plugs  For  5-MM  Lead)  For  Wheeled  Toctlcol  Vehicles 
(Edition  1,  PI  1) 

NAT-STD.400«/1  (1) 
PART  1 

NM 

15  Aug 

67 

ISDN 

Shipboord  Houtdown  Cable  End  Fitting  For  Helicopter  Wire  Recovery  Assist 

Systems  (Edition  No.  1) 

NAT.STD-1274  (3) 

NM 

29  Sep 

86 

ISDN 

Shock  And  Vibrotion  Terminology  Validated  Dec  79 . . . . . . . 

ABC-STD-20 

SH 

22  Acg 

55 

ISON 

Silicone  Insulated  Electric  Power  And  Control  Cobles  Validated  Jan  79 . . 

ABC.STD-56 

SH 

07  Nov 

72 

ISDN 

Specification  For  DNT  (DINITROTOLUENE)  For  Propellonts  (Edition  1) 

Validated  Dec  79 

NAT-STD-4041 

NM 

15  Aug 

60 

ISDN 

Specification  For  A  Lightweight  40/70  Ammunition  Operationol  Box  (Edition  1) 
Validated  Dee  79 

l'IAT-STD-4081 

NM 

06  Nov 

62 

ISDN 

Specificotion  For  CE  (TETRYL)  For  Deliveries  From  One  NATO  I'lotlon  To 

Another  (Edition  No,  2)  Validated  Dec  79 

NAT.STD-4021 

NM 

25  Sep 

62 

ISDN 

Specification  For  RDX  (HEXOGENE)  For  Deliveries  From  One  NATO  Notion  To 
Another  (Edition  2)  Validated  Dec  79 

NAT-STD-4022 

NM 

14  Sep 

67 

ISDN 

Specification  For  PETN  (PENTHRITE  For  Deliveries  From  One  NATO  Notion  To 
Another  (Edition  2)  Validated  Dec  79 

NAT-STD-4023 

NM 

25  Sep 

62 

ISDN 

Specification  For  TNT  (TOLITE)  For  Deliveries  For  One  NATO  Notion  To 

Another  (Edition  2)  Validated  Dee  79 

NAT.STD-4025 

NM 

25  Sep 

62 

ISON 

Specificotion  For  A  40/70  Amn>unition  (Edition  2  )  Validated  Dec  79 . . 

.HAT-StD-4037 

■  NM 

23  Sep 

63 

ISDN 

Specification  For  A  40/70  Ammunition  Operotlonol  Box  (METAL)  For  Novol 

Use  (Edition  1)  Validated  Dec  79 

NAT  STD.403B  (6) 

NM 

25  Moy 

66 

ISDN 

Standard  Colours  For  Indicoting  Lights  (Edition  No.  1) . . . . 

IwAr-STD  4145 

SH 

29  Apr 

86 

ISON 

Standord  Distance  Line  Lighting  (Ed.  1) . . . . . . . . . 

NAT-STD  1328 

SH 

12  Mar 

87 

ISDN 

Standard  Method  Of  Passing  Degoussing  Information  Between  Notionol 

Authorities  (With  Amendment-2  Thru  12)  Validated  Jua  B2 

NAT-STD-1057 

Nl 

12  Dec 

62 

ISDN 

Stondard  Missile  Interchangeable  Within  NATO  Novol  Forces  (Edition  1) 

Request  For  Issue  Other  Than  DOD  &  OOD  Contractors  Must  Be  Sent  Via 
(NO-OP-731  Wosh  O.c.  20350-2000 

NAT-STD.1349 

SH 

15  Sep 

88 

ISDN 

Stondard  Reception  Station  Arrangements  Designed  To  Support  Up  To  250  Kilo 
Grommes  (550  Pounds)  Tronsfer  Lood  Edition  No.  1  W/omds  28i3  (Rel  To 

Other  Than  DOD  &  DOD  Controctors  Req  Approval  Of  CNO-OP-731, 

Wosh.,  O.C.  20350-2000 

NAT-STD-1218 

DIST  STMT  D 

DH 

21  Apr 

88 

ISON 

Stondord  Requirements  For  The  Doy  Tronsfer  Station  Morkers  (Edition  No.  1}  .. 

NAT.STD.1235  (3) 

NM 

07  Dec 

84 

ISON 

Stondard  Ship  Oesignotor  System  (Ed  4)  Other  Then  Dod  Refer  To 

CNO.OP.731  Wash,  Oc  20350 

NAT.STD.1166  (2) 
DIST  STMT  D 

Nl 

03  Feb 

89 

ISON 

Standord  Specification  For  An  Asynchronous  Seriol  Dota  Interfoce  For  Point  To 
Point  Connections  &  For  Connexion  To  Ooto  Networks  In  NATO  Systems 
(Edition  No.  1) 

NAT.STD.41S3  (3) 

NM 

28  Jun 

85 

ISDN 

Standord  Specification  For  A  Serial  Data  Interfoce  For  Synchronous 

Connections  To  A  Date  Network  (Edition  No  1) 

NAT.STD.4156  (1) 

NM 

02  Sep 

85 

ISDN 

Standord  System  Of  Visual  Markings  For  North  Atlontic  Treoty  Novol  Vessels 
(Edition  No.  5)  Validated  Dec  79 

NAT.STD.1005 

Nl 

05  Nov 

73 

ISDN 

Stondordization  Of  The  Distinctive  Colour  Of  Clothing  Worrs  By  Personnel 
Concerned  With  Operotfon,  Mointenonce  And  Servicing  Of  Aircroft  In 

Aircroft  Corriers  (With  Amendments  1  To  3)  Validated  Oct  74 

NAT.ST0.1050 

Nl 

05  Mor 

62 

ISDN 

Stondordization  Of  The  Light  Jockstoy  Outhoul  Rope  And  Associoted  Blocks 
(Edition  1) 

NAT.STD.1271  (2) 

NM 

22  Apr 

87 

ISDN 

Standardized  Wove  &  Wind  Environments  &  Shipboard  Reporting  Of  Seo 
Conditions  Ed  1  Other  Than  Dod  Refer  To  Comnovseosyscom  Code  55W3, 

Wosh,  Dc  20362  Note:  ANEP-IS,  Fost  Patr  OI  Boot,  Ed  1  Supl  1  To  Stonog 
4154  Use  With  4194 

NAT.STD-4194  (3) 
DIST  STMT  D 

nm 

27  Jun 

85 

ISDN 

Stondords  For  Rodiooctive  Contominotion  Limits  In  Woter  Validated  Dec  79 . 

ABC.ST0.55 

ABCA. 

SH 

28  Feb 

74 

ISDN 

Stondords  For  Use  When  Meosuring  &  Reporting  Radiated  Noise  Chorocterislics 

Of  Surfoce  Ships,  Submorines,  Helicopters.  ETC,  In  Relotion  To  Sonar 

Detection  And  Torpedo  Aqulsltion  Risk  (Edition  2) 

NAT.STD.1136  (1) 

NM 

04  Mor 

85 

ISON 

Steel  Ships  Ptoles  . . . . . . . . . . . . . 

ABC.STD.54A 
NAVSTAG  54A 

SH 

09  Aug 

79 

ISDN 

Supporting  Arms  In  Amphibious  Operations  (Edition  No.  5)................................ 

NAT.STD.1181 

NM 

19  Feb 

86 

ISDN 

ABC-STD'SO 

SH 

70 

ISDN 

Symbol  For  Novol  Architecture  For  Use  In  Technlcol  Writing. . . . 

ABC.STD.30C(1) 

SH 

15  Ocl 

82 

ISON 

Symbols  Oesignoiing  Function  Of  Controls  In  Tronsport  Vehicles  (Edition  1) 
Validated  Apr  82 

NAT.$ID.4050  (1) 

NM 

11  Nov 

75 

ISDN 

TocticcI  Instructions  And  Procedures  For  The  Conduct  Of  Mine  Worfore 

Operations  (Edition  No.  11 

NAT.STD-1132  (1) 

NM 

24  Sep 

85 

ISDN 

Technicol  Criterio  For  The-Tronsport  Of  Corgo  By  Helicopter  (Edition  2} ............ 

NAT.STD.3542 

NM 

27  Jul 

81 

ISON 

Tethered  Submorine  Morker  Buoys  (Edition  No.  4)  . . . . . 

NAT.STD.1083  (2) 

NM 

03  Jun 

87 

ISDN 

The  Allied  Moritime  Above  Woter  Worfore  Exercise  Manual  (Edition  No  11}  .... 

NaT.STD.1068 

NM 

30  Nov 

84 

ISDN 

The  NATO  Multi  Service  Electronic  Worfore  Support  Group  (MEWSG) 

Supplement  To  AXP'2  (Edition  1) 

NAT.STD.1336  (1) 

NM 

30  Nov 

84 

ISDN 

The  Stondord  Tocon  Signol  Validated  Jon  79 . . . . . . 

NAT-STD-5034 

NM 

07  Jul 

72 

ISON 

Tie-down  Fittings  On  Shipborne  Aircroft  (Edition  5  Did  (29  Sep  86)  Validated 

Jun  82 

NAT.STD.1095 

NM 

19  Oct 

62 

51 
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ISDN 

Towing  Aitochments  (Edition  1)  Validated  Dec  30 . . . . . . 

NAT-STD-4101  (2) 

NM 

20  Sep 

67 

ISDN 

Towing  Link  (Ed-1)  Other  Than  Dod  Refer  To  Comnavseosyseom  Code  56W24 

NATO-STO-1289  (5) 

NM 

14  Feb 

89 

Woih,  Dc  20362 

DIST  STMT  0 

ISON 

Tronsducer  Output  (Edition  No.  1) . . . . . . . . . 

NAT-STD-4286 

SH 

27  Jon 

86 

ISDN 

Tronsport  Of  Troops  8/  Helicopter  (Edition  No.  5).... . . . . 

NAT-STD-3532  (3) 

NM 

06  Jul 

82 

ISON 

Vertical  RepKnishment  (Vertrep)  Operating  Area  Morking,  Cfeoronces  And 

NAT.STO-1162  (3) 

NM 

09  Oct 

86 

Lighting  (Edi.'on  3) 

ISDN 

Vertrep  Equipment  &  Procedures  (Edition  No.  1) . . . . . 

NAT-STO-1277 

NM 

12  Aug 

85 

ISDN 

Water  Proof  Electricol  Connectors  (Edition  1)  Validated  Apr  82 . . 

NAT-STD-4040  (1) 

NM 

04  Sep 

69 

*MCCR 

ADA  Progromming  Longuoge  (Ansi/mil  Std  1815A*1983) . . . . 

MIL-ST0-1815A 

02 

22  Jon 

83 

CR  NM 

01  NS 

MCCR 

Defense  System  Software  Development.............. . . . . . 

DOD-STO-2167A 

EC 

29  Feb 

88 

AR  EC 

10 

MCCR 

Fiber  Optic  Mechanization  Of  An  Aircraft  fnternol  Time  Division 

Ma-STD-1773 

AS 

20  Moy 

88 

AV  AS 

11 

Commond/response  Multiplex  Doto  Bus 

1 

MCCR 

Guidance  For  The  Use  Of  DOD  STD  1679A  REV-AS  EC  OS  SH . 

DOD-HDBK  281 

NM 

22  Oct 

84 

NM 

L 

MCCR 

fnp'it  Output  interfaceS/.Standard  Oigitol  Doto.  Navy  Systems  USER'EC 

Mlt-STD-1397A 

SH 

07  Jon 

83 

SH 

MCCR 

REV-OM  NM 

MIL-HDBK  1553A 

11 

01  Nov 

88 

AV  AS 

11 

NOTICE  1 

L 

MCCR 

Software  Development  Integrity  Program  (SDIP) . . . . . 

Mll-STO-1803 

II 

15  Dec 

88 

11 

L 

MCCR 

Softwore  Support  Environment  REV*AV  CR . . . . 

DOD-STO-1467 

AR 

18  Jon 

85 

AR 

MECA 

Alloy  Castings.  Investment.  Corrosion  &  Heot  Resistant  59NI  •  12.6CR  •  9.0CO  - 

AMS  5404-83 

20 

o 

u 

Z 

o 

< 

88 

MR  AS 

20 

1.9MD  -  4.2W  .  4.0TI  .  4.2TA  -  3.4A1  .  0.015  «  O.IOZR  -  0,90HF  Vocuum 
Melted,  Vocuum  Cost  Solution  &  Precipitotion  Heat  Treated  >  1  Jon  83 

Validated  Nov  88 

NOTICE  1 

MECA 

Alloy  Castings,  Centrifugal,  Corrosion  &  Heat  Resistont  64NI  •  16CR  >  15MO  • 

AMS  5408-85 

20 

01  Aug 

86 

MR  AS 

20 

0,30A1  -  0.05LA  Solution  Heat  Treated  •  1  Apr  1985 

MECA 

Alloy  Castings,  Investrhent,  Corrosion  &  Heat  Resistont  50N1  >  9.5CR  •  15CO  - 

AMS  53978-85 

20 

01  Aug 

86 

MR  AS 

20 

3  OMO  ■  4.8TI  ■  5.5A1  •  0.0158  •  0.95V  .  0,06ZR  Vocuum-metted,  Vacuum 

Cast  As  Cast  -  1  Apr  1985 

MECA 

Alloy  Castings,  Investment,  Corrosion  &  Heot  Resistont  54CO  *  25.5CR  •  10.5NI 

AMS  5382G-82 

20 

04  Nov 

88 

MR  AS 

20 

■  7.5W  .  1  Jon  S7-Validoled  Nov  88 

NOTICE  1 

MECA 

Alloy  Costings,  Investmerit,  Corrosion  And  Heat  Resistant  -  1  Jan  88 . . 

AMS  5401-88 

11 

17  Mor 

89 

MR  AS 

11 

MECA 

Alloy  Costings,  Investment,  Corrosion  &  Heal  Resistant  53NI «  )8CR  •  18CO  • 

AMS  5384C-85 

20 

01  Aug 

86 

MR  AS 

20 

4,OMO  •  2.9TI  ■  2.9A1  •  0.0056  Vocuum'melted,  Vocuum«casl,  Solution  & 
Precipitotion  Heot  Treoled  <  1  Apr  1985 

MECA 

Alloy  Costings,  Investment,  Corrosion  And  Heot  Resistant  52CO  >  27CR  '-^.SNI 

AMS  5385F-86 

20 

30  Sep 

86 

MR  AS 

20 

.  5.5MO  Aj  Co»t  1  Jon  1986 

MECA 

Alloy  Castings,  investment.  Corrosion  &  Heat  Resistont  53.5NI  •  53.5NI  * 

AMS  53888-85 

20 

01  Aug 

86 

MR  AS 

20 

16.5CR  .  17MO  -  4.5W  .  5.8FE  ■  0.40V  A»  Coil  •  1  July'  1985 

MECA 

Alloy  Costings,  Investment,  Corrosion  &  Heot  Resistant  50.5CO  •  25CR  •  1.5NI  • 

AMS  S380E-86 

20 

01  Aug 

86 

MR  AS 

20 

6.0MO  A<  Cast  1  Jan  1986 

MECA 

A'loys  Zinc,  Costings  Die,  In  Ingot  Form  For  28  Jon  88 . . . . . 

ASTM  8240-87 

MR 

28  Jon 

88 

MR  AS 

99 

MECA 

Aluminum  Alloy  Die  Costings . . . . . . . . 

C)Q-A-591F 

t 

19  Jon 

81 

MECA 

Aluminum  Alloy  Permanent  And  Semi*permonent  Mold  Castings  Validated  Jan 

QQ-A-596E 

/MR 

03  Jun 

86 

MR  SH 

99 

86  REV-MI  ME  EA  OS 

NOTICE  1 

MECA 

Aluminum*  Alloy  Permanent  Mold  Castings  •  27  Feb  1987  USER-AT  ME  AR  Ml 

ASTM  8108-87 

MR 

09  Jun 

87 

MR 

20 

os  SH 

MECA 

Aluminum-olloy  Costings,  High  Strength  USER*ME  SH  11  R6V*EA  AV  AR  Ml  70 

MII-A-21180D 

AS 

05  Nov 

84 

MR  AS 

20 

71  80  82 

MECA 

Aluminum-alloy  Send  Castings  USER-AR  ME  SH  REV-MD  Ml  YD  99 . 

ASTM  B26/626M-88 

MR 

04  Jul 

88 

MR 

11 

MECA 

Aluminum-alloy  Send  Castings  «  Aug  88 . . . . . . . . 

ASTM  B26/B26M-88 
NOTICE  1 

MR 

04  Aug 

88 

MR 

11 

MECA 

Aluminum-alloy  Sand  Costings  USER-SA  OS  REV-MI  AR  ME  EA  MO  AS . 

QQ  A-601F  (1) 

/MR 

03  Moy 

84 

MR  SH 

99 

L 

MECA 

Armor,  Steel,~Cost,  Homogeneous,  Combol-vehicle  Type  (1/4  To  8  Inches, 

MIL-A-11356F 

MR 

22  Moy 

87 

MR 

Iticlusiv.)  USER-ME  REV-AT  AR  EA  IS 

MECA 

Austenitic  Groy  Iron-Costings  •  27  Jon  84  . . . 

ASTM  A436-84 

YD 

05  Jul 

84 

MR  YD 

L 

MECA 

Band,  Rotating,  Copper  Alloy,  Centrifugol  Cost  (For  Criticol  Applications..... . 

MII-B-46066B 

MR 

16  Jun 

83 

MR 

L 

MECA 

Brake,  Muzzle,  Cannon,  Steel  Castings  For  REV-WV  AR . . 

MIL-B-12253E 

MR 

03  Nov 

88 

MR 

MECA 

Brois,  Ole  Validated  Sep  85  USER-GL  ME  SH  REV-MI  AR . 

MIL-B-1S894B 

AS 

21  Dec 

66 

MR  AS 

11 

MECA 

Bronze  Or  Ounce  Metal  Castings,  Composition... . . . . . . 

ASTM  862-86 

YD 

16  Dec 

86 

ME  YD 

L 

MECA 

Bronze,  Nickel-oluminum  (UNS  No.  C95800)  Costings  For  Seowoter  Service  ...... 

Ma-B-24480A 

SH 

20  Jun 

85 

SH 

L 

MECA 

Bronze,  Volve  Costings  Validated  Apr  82  USER-ME  REV-SH  IS  . . . . . 

MII-B-16541B  (3) 

INT  AMD  4  (SH) 

OS 

10  Jun 

68 

OS 

MECA 

Costing  Aluminum  Alloy,  Premium  Grade  4,6CU-0.35MN-0.25MG-0.22TI 

AMS  4235-80 

AS 

06  Oct 

82 

MR  AS 

20 

(A206.0-T71}  Solution  &  Precipitation  Heat  Treated  •  15  Apr  80 

MECA 

Casting,  Alloy  Investment,  73Nr  13CR  4.5MO  0.75TI  6A1  2.3(CB  Plus  To) 

AMS  53918-76 

20 

25  Mot 

77 

MR  AS 

20 

O.IOZR  0.010B  Vocuum  Melted  •  15  Jon  76  Validated  May  63 

MECA 

Costing,  Alloy,  Investment,  Corrosion  And  Heat  Resistant  47.5NI  -  33  Cr  •’ 

AMS  53908-78 

20 

31  Mor 

80 

MR  AS 

20 

1.5CO  •  9MO  .  0.60W.18.5FE  -  16  Ocl  1978 

MECA 

Costing,  Aluminum  Alloy, -High  Strength  4.5CU-0.70AG-0,30MN-0,25MG-0.25TI 

AMS  42298-82 

AS 

30  Dec 

82 

MR  AS 

20 

{AZ0i.0-T7)  Solution  Heot  Treoted  &  Overaged  «  1  Jul  82 

MECA 

Costing,  Aluminum  Alloy  Die  •  30  Mor  84  USER-CR  ME  $H  REV-AR  AT  Ml  YD 

11  ES 

Costing,  Aluminum-olloy  lnvestment  •  30  Aug  85  USER-AR  ME  REV-MD  IS 

ASTM  885-84 

MR 

12  Mor 

85 

MR  AS 

20 

MECA 

ASTM  8618-85 

MR 

23  Sep 

85 

MR  AS 

MECA 

Costing,  Copper  Nickel  Alloy  •  29  Jon  82.... . . . . . . . 

ASTM  8369-82 

SH 

25  Mor 

85 

MR  SH 

20 

MECA 

Costing,  Ferritic  Ductile  Iron  Pressure-retoining,  For  Use  At  Elevated 

ASTM  A395-80 

YD 

05  Dec 

80 

MR  YD 

Temperotures  •  26  Sep  80  USER-AT  Ml  REV-AR  ME  SH  IS 

MECA 

Casting,  Ferrous,  Corrosion-resislont,  Austenitic,  Chromium-nickel  USER-ME  MC 

Mll-C-24707/3 

SH 

27  Jon 

89 

MR  SH 

20 

REV-AR  Ml  AS  YD  OS  84 

MECA 

Costing,  Groy  Iron,  For  Elevoted  Temperotures  For  Non  Pressure  Contoining 

ASTM  A319-71R80 

YD 

08  Moy  61 

MR  YO 

Potts  -  25  Oct  71  (Reopproved  80)  REV-MI  SH 

MECA 

Costing,  Magnesium  Alloy  Permonent  Mold  >  24  Feb  84  REV-ME  IS.................... 

ASTM  8199-84 

MR 

12  Mar 

85 

MR 

20 

L 

MECA 

Costing,  Nickel  Chromium  Molybdenum  Cofumbium  Alloy  ................................. 

MIL'C-246ISA 

SH 

14  Ocl 

88 

SH 

52 


FSC  LISTING 


DOCUMENT 


FSC 

TIIIE 

NUMBER 

PREP 

DATE 

CUSTODIAN 

MECA 

Coifina,  PrecUioft,  Non>ferroui  VoUdafed  May  86  REV*Aft  Ml  EA  . . 

MII-C.11866C 

NOTICE  1 

MR 

27  Moy 

86 

MR 

MECA 

Catting,  Sand,  Preporlng  Tentton  T«tt  Specimens  For  Copper  Bose  Alloys  For, 
Siondofd  Procticc  For  ■  25  Jon  82  USER-MC 

ASTM  8208-82 

SH 

30  Apr 

85 

MR  SH 

20 

MECA 

Costing,  Steel,  Mortensltlc  Stainless  &  Alloy,  For  Pressure  Contolning  Parts, 

Suitable  For  High  Temperature  Service  -  Jul  85  REV.SK 

ASTM  A217/A217M-85 

YO 

25  Sep 

85 

MR  YD 

99 

MECA 

Costing,  Steel,  Sand  0.82CR  •  1.3NI  ■  0.35M0  {0.38  -  0.46C)  Normalized  & 
Tempered  (See  4340)  -  \  Oct  82  Validat*d  Nov  68 

"•*310-82 

1 

20 

04  Nov 

88 

MR  AS 

20 

MECA 

Costing,  Steel,  Investment  Corrosion  Resistant  14  Cr  >  4.25NI  •  2.25NI  • 

2.25MO  -  0.25(CB&TA)  3.25CU  Solution  Heat  Treoled  -  1  Oct  82  Vohdated 

Nov  88 

.,408-82 
.-'lOTICE  1 

20 

04  Nov 

88 

MR  AS 

20 

MECA 

Costing,  Steel,  Investment,  Corrosion  Resistant  16CR*^4.1NI4).28(C6  Plus 

TA)‘3.2CU  Solution  &  Preeipitotlon  Heot  Treoted  130,000  Psi  (896  Mpo) 

Tensile  Strength  ■  15  Jul  77 

AMS  5342A.77 

20 

27  Feb 

81 

MR  AS 

20 

MECA 

Costing,  Steel,  Investment  Corrosion  Resistoni  17CR  •  0.55MO  (0.95  •  1.20C) 
Anneoled  •  1  Oct  82  Validated  Nov  88 

AMS  5352C-82 

NOTICE  1 

20 

04  Nov 

88 

MR  AS 

20 

MECA 

Costing,  Steel,  Investment  0.95CR  •  0.20NO  (0,35  -  0.45C)  Normolized  •  1  Oct 

82  Validated  Nov  88 

AMS  5338C-82 

NOTICE  I 

20 

04  Nov 

88 

MR  AS 

20 

MECA 

Costing,  Steel,  Investment  Corrosion  &  Moderote  Heot  Resistoni  I3CR  •  2.0NI  - 
3.0W  Hordened  &  Tempered  •  1  Oct  82  Validated  Nov  86 

AMS  53540-82 

NOTICE  1 

20 

04  Nov 

88 

MR  AS 

20 

MECa 

Castings  Steel,  Investment,  Corrosion  &  Moderote  Heot  Resistant  12.5CR  *  1 

Apr  81  Validated  Mar  88 

AMS  5350F-8I 

NOTICE  1 

11 

04  Mar 

88 

MR  AS 

11 

MECA 

Costings  Sleet,  Sand  0.80CR  •  1.8Nt  •  0.35MO  (0.28  •  0.36C)  Anneoled  (SAE 

4330  Modified  •  1  Oct  82  Validated  Nov  88 

AMS  5329C-82 

NOTICE  1 

20 

04  Nov 

88 

MR  AS 

20 

MECa 

Costings  Steel,  Investment  0.80CR  •  1.8NI  >  0.35MO  (028  •  0.36C)  Anneoled 
(SAE  4330  Modified)  <  1  Oct  87  Validated  Nov  88 

AMS  53288-82 

NOTICE  1 

20 

04  Nov 

88 

MR  AS 

20 

MECA 

Costings,  Alloy  Iron  Ductile,  Sand  Corrosion  Resistant  22NI  (2.5  •  3.0C)  •  15 

Jon  77  Validated  May  83 

AMS  S395A-77 

20 

C8  Jul 

77 

MR  AS 

20 

MECA 

Castings,  Alloy  Investment  Corrosion  And  Heot  Resistoni  61.5Nt  •  26MO  • 

5.5FE  -  0.40V  .  15  Jon  77  Validated  May  83 

AMS  5396A-77 

20 

08  Jul 

77 

MR  AS 

20 

MECA 

Costings,  Alloy  Investment,  Corrosion  &  Heot  Reslstont  64NI .  8.0CR  •  lOCO  * 
6.0M/  -  l.OTl  -  4.2TA  -  6.0A1  *0.0158 . 0.08ZR  Vocuum  Melted,  Vocumm 

Cost  As  Cost  •  1  Oct  82  Validated  Nov  88 

AMS  5405-83 

NOTICE  1 

20 

04  Nov 

88 

MR  AS 

20 

MECa 

Costings,  Alloy  Investment,  Corrosion  &~Heot  Resistoni  63NI  >  8.0CR  •  lOCO  * 
6.0MO  -  l.OTl  -  4.2TA  -  6.0A1  *0158  -  0.0328  -  1.2HF  Vocuum  Melted, 

Vacuum  Cost  As  Cost  *  1  Jon  83  Validated  Nov  68 

AMS  5406-83 

NOTICE  1 

20 

04  Nov 

88 

MR  AS 

20 

MECA 

Castings,  Alloy  Investment,  Corrosion  &  Heot  Resistoni  60NI  •  9.0CR  •  lOCO  • 
12.5W  -  l.OCB  -  2.0T(  -  5,0A1  -  0.0158  -  0.06ZR  Vocuum  Melted,  Vocuum 

Cost  As  Cost  •  1  Oct  82  Validated  Nov  88 

AMS  5407-82 

NOTICE  1 

20 

04  Nov 

88 

MR  AS 

20 

MECA 

Costings,  Alloy  Investment  Corrosion  And  Heat  Reslstont  52NI  •  19CR  •  IICO  • 
9.8MO  •  3.2TI  •  1.6A1  -  0.0068  Vacuum-Melted  Vocuum  Cost,  Solution 

Treoted  •  15  Jan  77  Validated  May  S3 

AMS  5399A-77 

20 

08  Jul 

77 

MR  AS 

20 

MECa 

Costings,  Alloy,  Investment,  Corrosion  And  Heot  Resistoni,  52.5NI  •  19CR  • 

3.0MO  -  5,1  (Cb  &  To)  -  0.9111  0.60A1  -  18  Fe  Vocuum  Melted 
Homogenizotion  And  Solution  H  ,t  Treated  •  1  Jul  88 

AMS  5383C-88 

11 

17'Mor 

89 

MR  AS 

11 

MECA 

Costings,  Alloy,  Investment,  Corrosion  And  Heot  Reslstont  60  Co  -29CR  •  4,5W 

As  Cost  •  lOCTOBER  1987 

AMS  53878-87 

11 

17  Mor 

89 

MR  AS 

11 

MECA 

Costings,  Alloy,  Investment,  Corrosion  And  Heot  Reslstont,  65.5CO  •  25CR  • 

1.8N1  -  5.0W  As  Cost  -  1  Oct  82 

AMS  537SD-82 

11 

17  Mor 

89 

MR  AS 

11 

MECA 

Costings,  Aluminum  Alloy,  Investment -7.0  Si  •  0  32  Mg  (356.0*151)  Preclpllotioo 
Heal  Treated  -  1  Jon  1984 

AMS  426)C-84 

AS 

02  Apr 

85 

MR  AS 

20 

MECA 

Costings,  Aluminum  Alloy,  Premium  Grode,  4.6CU  *  0.35MN  •  0.25MG  •  0.22TI 
(A206.0*T4)  Solution  Heot  Treoted  8.  Noiurclly  Aged  -  15  Jul  80  REV-MR 

AMS  4236-80 

AS 

03  Sep 

82 

MR  AS 

20 

MECA 

Castings,  Aluminum  •  Bronze  Sand  •  29  Jon  82 . . . . . . 

ASTM  8I48-82E1 

SH 

25  Mor 

85 

MR  SH 

20 

MECA 

Costings,  Automotive  Groy  Iron  *  29  Jul  83  REV*ME  AR  . . . . . . . . 

ASTM  A159-83 

MR 

24  Feb 

84 

MR  YD 

MECA 

Costings,  Copper  Alloysond,  For  Applicotions,  Standard  Specificotlon  For  •  26 

Feb  88  REV-SH  99 

ASTM  B584-88A 

YD 

05  Sep 

88 

MR  YD 

MECA 

Costings,  Copper*bose  Alloy  Centrifugal  -  28  August  1981 . . . . . 

ASTM  8271-81 

SH 

25  Mot 

85 

MR  SH 

20 

MECA 

Costings,  Copper  Beryllium  Alloy  Investments  2BE  -  0.4C0  •  0.32S1  *  30  Jun  60 
Validated  Apr  8 1  REV-MI 

AMS  4890A-60 

AS 

29  Jon 

71 

MR  AS 

11 

MECA 

Costings,  Ductile  Iron  •  15  Jun  84  USER-80  82  REV*AR  . . . . . . .......... 

ASTM  AS36-84 

MR 

12  Mor 

85 

MR  YD 

99 

MECA 

Costings,  Ferrous,  Austenitic  Mongonese  (Hodfleld  Mongonese),  (low  Mognetic 
Permeobllity  &/or  Wcor  Reslstont)  USER-ME  MC  REV*AR  Ml  AS  YD  05  84 

MlL-C-24707/4 

SH 

27  Jon 

89 

MR  SH 

20 

MECA 

Castings,  Ferrous  USER*ME  . . . . . . . 

Mll.C-24707 

MIL 

MIl-C-24707/6 

SH 

27  Jon 

89 

MR  SH 

20 

MECA 

Costings,  Ferrous,  Chromium  Steel,  For  Pressure*contoining  Ports  Sultoble  For 
HIgh*temperolure  Service  USER-ME  MC  REV*AR  Ml  AS  YO  OS  84 

SH 

27  Jon 

89 

MR  SH 

20 

MECA 

Castings,  Ferrous,  For  MochTnery  &~Siructurol  Applicoiion  USER«ME  .................. 

Mll-C-24707/1 

SH 

27  Jon 

89 

MR  SH 

20 

MECA 

for  Pteniite  Contolno  Ports  Sultoble  For  High  Temperlureservice 
USER-ME  MC  REV-AR  MI  AS  YO  OS  84 

Mll-C-24707/2 

SH 

27  Jon 

89 

MR  SH 

20 

MECA 

MECA 

CoHingi,  Gray  Iron  •  25  Feb  83  REV-ME  SH  99 . . 

Costings,  Investment,  Toleror.ces  For  . . 

ASTM  A4d-33 
MIL.5TD-1897 

MR 

AT 

24  Feb 
22  May 

84 

85 

MR  YD 

99 

MECA 

Costings,  Investment,  Coboll  Bose  Alloy........................ . . . . . . 

Mll.C-62624 

AT 

29  Mor 

88 

AT 

MECA 

Costings,  Investment,  Corrosion  Reslstont,  16  Cr  •  4.1Nf  -  0.28  (Cb  &  79)  •  3.2 

Cv,  Solution  Heot  Treoted  >  1  Jul  85 

AMS  5355D-85 

11 

01  Jul 

85 

MR  AS 

11 

MECA 

Costings,  Iron  Chromium  Nickel,  Corrosion  Reslstont  For  Severe  Service  •  29 

Apr  1988  USER-OS  SH 

ASTM  A744/A744M-88A  MR 

20Oef 

88 

MR  YD 

MECA 

Costings,  Iron*chromIum>nicIcel,  Corrosion  Reslstont  For  Severe  Service  '  28  Aug 
1987  USER.SH  OS 

ASTM  A744yA744M-87A-MR 

02  Dee 

87 

MR 

MECA 

Costings,  lron*chronIum,  Iron-chromium  Nickel,  Nickel-bose,  Corrosion  Reslstont, 

For  Cenerol  Applicoiion  >  27  June-1986  USER-OS  $H 

ASTM  A743/A743M-86AYD 

16  0ec 

86 

MR  YD 

MECA 

Costings,  Iron,  Ferrliic-molleoble  (Metric)-17  Oct  84  USCR-MC  CG  REV-MI  ME.. 

ASTM  A47M-84 

YO 

23  Nov 

84 

MR  YD 

99 
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FSC  USTING 


DOCUMENT 


FSC 

TITLE 

NUMBER  ^ 

PREP 

DATE 

CUSTODIAN 

MECA 

CosttngSp  iron.  Ferritic  Molleable,  Standord  Specification  For  >  \7  Oct  84 

ASTM  A47-84 

YD 

20  Nov 

84 

MR  YD 

99 

USER-MC  CG  REV-MI  ME 

MECA 

Castings^  luctitle  Iro  And  Austenitic.dutile  Iron  USER*MC  REV*AR  Ml  AS  YD  OS 

84 

Costings,  Mognes?um*o]|o/  Investment  <  24  Apr  1987  USER*AT  ME  REV‘ER  ME 

Mll-C-24707/5 

SA 

27  Jon 

89 

MR  SA 

20 

MECA 

ASTM  8403-87 

•MR 

03  Jun 

87 

MR  AS 

20 

OS  IS 

MECA 

Castings,  Mognesium>allo/  Permanent  Mold  •  24  April  87  REV>ME  IS . . 

ASTM  8199-87 

MR 

19  Jun 

87 

MR 

20 

MECA 

Castings,  Send,  0.80CR>1.8NI  -  0.35MO  (0.26  -  0,36C)  (See  4330  Modified) 

AMS  5329D-87 

11 

17  Mor 

89 

MR  AS 

11 

Anneoled  •  1  October  1987 

MECA 

Costings,  Steam  Or  Volve  Bronze  (Adopted  25  Jul  86)  . . . . . . 

ASTM  861-86 

YD 

13  Nov 

86 

MR  YD 

MECA 

Costings,-St(el  Investment  Corrosion  Resistant  13CR  >  0.25S  *  15  Jon  77 

AMS  5349A-77 

20 

08  Jul 

77 

MR  AS 

20 

Validate  v.  ay  83 

MECA 

Costings,  Steel  l.ivestment.  Corrosion  &  Heot  Resistant  17CR  •  13NI  •  1.9MO 

AMS  5360D-82 

20 

04  Nov 

88 

MR  AS 

20 

Solution  Heat  Treated  •  1  Oct  82 

NOTICE  1 

MECA 

Castings,.Steel  Investment  Corrosion  Resistoni  16CR  *  1.8NI  •  0.06N  •  15  Jon 

AMS  5353A-77 

20 

08  Jul 

77 

MR  AS 

20 

77  Validated  May  83 

MECA 

Castings,  Steel  Investment,  Corrosion  And  Moderote  Heat  RESISTANT,12.5CR 

AMS  5350G-87 

11 

17  Mor 

89 

MR  AS 

11 

(Sae  51410)  Hordened  And  Tempered  ■  1JUL  87 

MECA 

Castings,  Steel  Investment,  Corrosion  &  Heat  Resistant  25CR  •  20NI(CK20)  As 

AMS  5366C-82 

20 

04  Nov 

88 

MR  AS 

20 

Cost «  1  Oct  82  Validated  Nov  86 

NOTICE  1 

MECA 

Costings,  Steel  Investment,  Corrosion  Resistoot  15CR  •  4.0NI  •  2.3MO  *  0.09M 

AMS  5368B*82 

20 

01  S«p 

83 

MR  AS 

20 

Solution  Heot  Treated  •  1  Oct  82  Validated  May  84 

MECA 

Costings,  Steel  Investment,  Corrosion  And  Heot  Resistant  19CR  •  9.5NI  •  15  Jon 

AMS  5370A-77 

20 

08  Jul 

77 

MR  AS 

20 

77  Validated  May  83 

MECA 

Castings,  Steel,  Sand,  Corrosion  &  Heot  Resistont  24.5CR  •  20.5Nf,  Solution 

AMS  536SC-82 

20 

04  Nov 

88 

MR  AS 

20 

Heot  Treated  Validated  Nov  88 

NOTICE  1 

MECA 

Castings,  Steel,  Carbon,  For  General  Applicotion  •  27  Dec  85  USER^OS 

ASTM  A27/A27M-85 

MR 

22  Jon 

86 

MR 

99 

REV-AT  70  80  82 

MECA 

Castings,  Steel,  Sand,  Corrosion  &  Moderote  Heot  Resistont,  13CR  •  1  Apr  81 .. 

AMS  S351D-81 

20 

30  Oct 

81 

MR  AS 

20 

MECA 

Castings,  Steel,  Corbon,  Sultoble  For  Fusionwelding,  For  High  Tern  Peroture 

ASTM  A2I6/A216M-84B  YD 

15  Apr 

85 

MR  YD 

99 

Service  ■  28  Dee  198,  USER-SH  OS 

MECA 

Castings,  Steel,  High  Strength,  For  Structural  Purposes  •  28  Sep  84  USER*AT 

ASTM  A148A/I48M-84 

MR 

04  Jon 

85 

MR  SH 

YD  20  REV-AV  99 

MECA 

Castings,  Steel,  Investment,  0.80CR  •  1.8NI  •  0.35MO  (0.28  >  0.36C)  (Sae  43(X) 

AMS  5328C-87 

11 

01  Ocl 

87 

MR  AS 

11 

Modified)  Annealed  •  1  October  1987 

MECA 

Coilingi.  Sleel,  SAND, 0.28  Cr  ■  1.8NI  ■  0.35MO  (0.38  -  0.,6C)  (SAE4340) 

AMS  S331E-87 

11 

01  Ocl 

87 

MR  AS 

11 

Normalized  And  Tempered  •  1  October  1987 

MECA 

Costings,  Steel,  Investment,  Corrosion  Resistant,  15CR  •  4.6NI  •  0.22  (Cb  T  To) 

AMS  5347-78 

11 

17  Mor 

89 

MR  AS 

11 

>  2.8CU,SOLUTION  And  Precipitotion  Hert  Treated  150,000  Psi  (1034  Mpo) 
Tensile  Strength-Id 

MECA 

Costings,  Steel,  Austenitic,  For  High>temperalure  Service  •  29  APR88  REV*SH.... 

ASTM  A351/A351M-88 

YD 

05  Sep 

88 

MR  YD 

MECA 

Costings,  Stress  Rupture  Properties  Of  Volidated  Jan  86 . . . . . . 

AMS  2362A 

MR 

18  Dec 

78 

MR  AS 

20 

MECA 

Coilir  Jim  Zinc-olloy  Die  •  25  SepI  1987  REV-AT  AV  CR  ME  AR  AS  OS  80  11 

ASTM  886-87 

MR 

03  Feb 

88 

MR  AS 

99 

MECA 

Coboll  Alio/  Costings,  Wear  &  Corrosion  Resistant  R6V«MI  AR  ME  OS  AS  IS  .. 

DOD-C-24689R 

SH 

06  Nov 

87 

MR  SH 

20 

1 

MECA 

Cobolt  Alld/.Coslings,  Weor  And  Corrosion  Resistont  (Issue  Controiled*requests 

MII-C-24248B  (1) 

SH 

06  Apr 

84 

SH 

By  Other  Thon  Dod  Actys  Must  Be  Submitted  Via  The  Preporing  Act/  Of  The 
Spec) 

L 

MECA 

Cobolt'chrdmium  Alloy  Costings  (For  Borrel  Tube  liners)  REV«AR  . . . . . 

Ma-C-13358E 

MR 

04  Jon 

84 

MR 

MECA 

Copper  Alloy  Costings  (Including  Cost  Bor)  Validated  Jan  89  USER'AV  ME 

QO-C-390B 

/MR 

25  Jon 

89 

MR  SH 

99 

REV-MI  EA  AR  OS  IS 

1 

MECA 

Copper  Alloy  investment  Costings  Validated  Apr  82 . . . . 

MIL-C-22087A 

OS 

26  Ocl 

73 

OS 

L 

MECA 

Copper  Bose  Alloy  Castings  (For  Pressure  Tight  Applications)  Validated  Apr  82 

MIL-C-22229A 

OS 

08  Nov 

73 

OS 

L 

MECA 

Copper  Chromium  Alloy  Costings  Validated  Apr  82 . . . . . . . 

MIL-C-19310A 

OS 

20  Apr 

72 

OS 

1 

MECA 

Copper  Nickel  Zinc  Alloy  (Nickel  Silver),  Castings  Validated  Apr  82  iJStR’IAB  .. 

MIL-C07112A 

OS 

01  Feb 

73 

OS 

MECA 

Copper'nickef  Alloy  (70*30  A*d  908il0),  Castings  USER*AT  OS  REV-AS  . 

MIL-C-20I59C 

SH 

08  Mor 

85 

MR  SH 

MECA 

Cylinders,-Cehtr]fugally  Cost  Duol  Metol  (Gray  And  White  Cost  Iron  (Metric  • 

ASTM  A667M-84 

YD 

19  Jul 

85 

MR  YD 

12  April  1984 

MECA 

Cylinders,-Centrifugallx  Cost  Duel  Metol  (Groy  And  White  Cost  lron),stondord 

ASTM  A667M*A667M.87  YD 

28  Ocl 

88 

ME  YD 

Specificotion  Fo;  *  30  Oct  87 

MECA 

Depleted  Uronium  Costing  •  16  Oct  78  Validated  Mar  88. . . . . 

AMS  7730C-78 

NOTICE  1 

11 

15  Mar 

88 

MR  AS 

11 

MECA 

Depleted  Uronium  Costing*  1  Oct  87 . . . . . . . . 

AMS  7730D-87 

11 

17  Mor 

89 

MR  AS 

11 

MECA 

Iron  Costings,  Corrosion'resistont  High*silicon  •  31 -Jon  1986  USER*SH................ 

ASTM  A518-86 

YD 

23  May  86 

MR  YD 

L 

MECA 

Iron  Castings,  Spheroidol  Grophite  (Extra  Tough)  Validated  Aug  87  . . 

MIL-l-46182 

NOTICE  1 

MR 

31  Aug 

87 

MR 

MECA 

Iron,  Pearlitic  Mall.oble  •  14  Mur  1988  USER-MI  REV-ME  AT  AS  SH  OS _ 

ASTM  A220  88 

MR 

26  Ocl 

88 

MR  YO 

MECA 

leod  Alloy  Costings,  6.5S6  -  0.5SN  >  1  Jul  57  Validated  May  82  ...................... 

AMS  7720-57 

20 

29  Jon 

71 

MR  AS 

20 

MECA 

Mognesium  Alloy  Costings,  Heot  Treotment  Of  Validated  Apr  80  USER*AT 

MII.-M-6857C 

AS 

29  Mor 

74 

MR  AS 

20 

REV-MI  GS 

MECA 

Mognesium  Alloy  Costings,  High  Strength  Validated  Jan  8d.USER*AR  Al  OS  .... 

MI1.-M-46062C 

MR 

16  Dec 

85 

MR  AS 

20 

MECA 

Mognesium  Alloy  Oic-casiings  (AZVtA)  Votfdated  Jul  84  REV.MI  AR  AV 

QOM*38B 

/AS 

18  Sep 

69 

MR  AS 

99 

MECA 

Magnesium  Alloy,  Sand  Costings  Validated  Jul  84  USER*ME-SA  R£V*MI ............ 

QQ-M-56B  (1) 

/AS 

19  Dec 

63 

MR  AS 

99 

MECA 

Mognesium  Alloy,  Permonent  And  Semipermanent  Mold  Costings  Validated  Jul 

QQ-M-5SC 

/AS 

01  Dec 

70 

MR  AS 

99 

84  USER-ME  SH  REV-Ml  EA  IS 

L 

MECA 

Mognesium  Lithium  Alloy  Costings  (IS141A  And  LZ145A)  Validated  Feb  83 

Mtl-M-46143 

MR 

26  Jan 

71 

MR 

REV-AR 

MECA 

Mognesium-olloy  Sand  Costings  ■  24  Apr  1987  USER*AL  REV.Gl  MD  ME  99  .... 

ASTM  880-87 

♦MR 

03  Jun 

87 

MR 

L 

MECA 

Nickel  Chromium  Boron  And  Nickel  Chromium  Corbon  Alloy  Costings,  Wear 

Mll-N-24422  (3) 

SH 

25  Mar 

83 

SH 

And  Corrosion  Resistont  (Issue  Ccntrolled-requests  By  Other  Thon  Dod 

Activities  Must  Be  Submitted  Via  The  Preparing  Activity  Of  The  Spec.) 

L 

MECA 

Nicke'*chromium‘lron  Alloy  Costings  (Issue  Controlled*requesls  By  Other  Thon 

MII.-N-24271A 

SH 

10  Ocl 

74 

SH 

Ood  Aclys  Mull  Be  Submilted  Vio  Preporing  Acly  Of  The  Spec)  Validaled 
Apr  82 
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PREP 

DATE 

CUSTODIAN 

MECA 

Nickel'copper  Alloy  And  Nicl(el>copper>silicon  Alloy  Costings  VoUdat^d  Apr  82 

GlQ-N-288  (1) 

/SH 

21  Sep 

61 

MR  SH 

20 

USER-ME  REV-OS  IS 

INT  AMO  3  (SH) 

MECA 

Room  Temperoture  Tensile  Properties  Of  Casting  •  18  Dec  78  VoUdottd  Apr  88 

AMS  2360A-78R84 

MR 

18  Dec 

78 

MR  AS 

11 

MECA 

Steel  Costings  Handbook,  Tolerances,  Supplement  3  •  April  81  Validated  Avg 

SFSA  3-81 

MR 

31  Aug 

88 

MR 

SB 

NOTICE  2 

MECA 

Steel  Castings,  Investment,  Corrosion  &  Heot  Resistont  19CR  *  12NI  *  1.0 

AMS  5362G-85 

20 

01  Aug 

86 

MR  AS 

20 

(Cb&to)  Solution  Heat  Treoted  -  1  July  1965 

L 

MECA 

Steel  Costings,  Alloy,  High  Yield  Strength  (HY'SO  And  HY^IOO) ......................... 

MIL-S-23008D 

SH 

25  Jun 

88 

SH 

MECA 

Steel  Castings,  Sand  &  Centrlfugol,  Corrosion  Resistont  16CR  *  4.1N1  •  0.22 

AMS  5398C-85 

20 

01  Aug 

86 

MR  AS 

20 

(Cb&to)  •  2.8CU  Solution  Heot  Treated  -  1  Apr  1985 

MECA 

Steel  Castings,  Sond  &  Centrifugal,  Corrosion  8a  Heat  Resistont  18.5C  •  10.5NI 

AMS  S363C-78 

u 

04  Mor 

88 

MR  AS 

11 

-  0.90(CB  Pluj  To)  •  15  Apr  78  Volidaled  Mar  88 

NOTICE  1 

MECA 

Steel  Costings,  Sand  And  Centrifugal,  Corrosion  And  Heot  RES1STAMT18.5CR  • 

AMS  5363D-87 

11 

17  Mor 

89 

MR  AS 

11 

10.5NI  -  0.90(CB&TA)  Solution  Heal  Treated  •  1  Jut  87 

MECA 

Steel  Castings,  Sand,  Corrosion  &  Heat  Resistant  15CR  •  4.0M1  •  2.3MO  • 

AMS  53598-81 

20 

01  Ocl 

82 

MR  AS 

20 

0.08N,  Solution  Heot  Treated  •  1  Oct  81 

MECA 

Steel  Cotlingi,  Sona  0.80CR  ■  1.8NI  ■  0.3SMO  (0.78  •  0.36C)  Anneol)  1  Oct 

82 

Steel  Castings,  Inveitment  O.SOCR  •  0.55NI  >  0.20MO  (0.25  -  0.35C) 

AMS  5339C-82 

20 

01  Sep 

83 

MR  AS 

20 

MECA 

AMS  5334D-8S 

20 

01  Aug 

86 

MR  AS 

20 

Normalized  &  Tempered  ■  1  Jan  1985 

MECA 

Steel  Caitings,  Sand  0.55CR  -  0.75NI  •  0.20MO  (0.25  -  0.33C)  (SAE  8630 

AMS  5335C.76 

20 

27  Feb 

81 

MR  AS 

20 

Modified)  -  1  Jul  76 

MECA 

Steel  Castings,  Investment  0.95CR  •  0.20MO  (0,25  •  0.35C)  Normolized  >  1  Apr 

82 

Steel  Castings,  Investment,  Corrosion  Resistant  16CR  •  4.1Ni  •  0.28  (Co&to)  • 

AMS  5336C-82 

20 

01  Ocl 

82 

MR  AS 

20 

MECA 

AMS  53428-85 

20 

01  Aug 

86 

MR  AS 

20 

3,2CU  Homogenization,  Solution,  &  Precipitotion  Heat  Treoted  13-'^  0(X)  Psi 
(895  MPA  Tensile  Strength  •  1  Jan  1985 

MECA 

Steel  Castings,  Investment,  Corrosion  Resistont  16CR  •  4.QNI  •  0.28  (Cb&to) 

AMS  53438-85 

20 

01  Aug 

86 

MR  AS 

20 

*3.1CU  Homogenization,  Solution,  &  Precipitation  Heat  Treoted  150,000  Psi 
(1035  Mpa)  Tensile  Strength  >  1  Jon  1985 

MECA 

Steel  Costings,  Investment,  Corrosion  Resistont  16CR*  4.1NI  -  0.28  (Cb&to)  • 

AMS  53448-85 

20 

01  Aug 

86 

MR  AS 

20 

3.2CU  Solution  &  Precipitation  Heat  Treoted  180,000  Psi  (1240  Mpo)  tensile 
Strength  •  1  July  85 

L 

MECA 

Steel,  Corrosion  Resistant]  Castings  •  Issue  Controlled  (Requests  By  Other  Thon 

MII-S-23193D 

SH 

10  Apr 

87 

SH 

Dod  Activities  Must  Be  Submitted  Vfo  Navol  Sea  Systems  Com.  Code  0962) 

MECA 

Steel,  Investment  Costings,  Carbon  And  Corrosion  •  Resisting  USER*OS  REV>AV 

MII.-S-81591  (3) 

AS 

31  Jon 

83 

AR  AS 

99 

ME  Ml  MC 

MECA 

Steel,  Investment  Costings  Alloy  And  Carbon  REV<AR  EA  AS . . . . 

MIL-S-221418  (1) 

OS 

16  Apr 

84 

MR  OS 

MECA 

Strand  Cost  Steel,  Corbon  &  Alloy,  For  Projecltle  Applicotions  REV*MR  70. . 

Mll.S-70703  (2) 

AR 

18  Mor 

88 

AR 

99 

MECA 

Titonium  And  Titonium  Alloy  Costings,  INVESTMENT  Validated  Avg  8S 

MIL-T-81915 

AS 

16  Mor 

73 

MR  AS 

20 

USER-AR  REV-ME  AV  99 

MECA 

Teal  Steel,  Can  -  27  Jul  79  VoHdoltd  Jan  86  REV-AR  EA  OS . . 

ASTM  A597-79 

MR 

01  Ocl 

79 

MR 

MECA 

Volve,  Flanges,  &  Pipe  Fillings,  Groy  Iron  Castings  •  31  Aug  84  U$ER*MI  AT 

ASTM  A126  84 

YD 

20  Sep 

84 

MR  YD 

REV-AR  ME  SH  IS 

MECA 

Zinc  Alloy  Die  Costings  •  26  Feb  88  REV'AT  CR  ME  AR  Ml  AS  80  11.... . 

ASTM  886  88 

MR 

04  Aug 

88 

MR  AS 

99 

MECA 

Zinc  Bose  Alloy,  Die  Costings  Validated  Jan  86  USER-MI  AT  REV*AR  ME  AV 

OS 

Abrosive  Biosting  Validated  Apr  85  REV-AR . . . . . . . 

00-2-3638 

/MR 

15  Moy 

72 

MR  AS 

99 

L 

MFFP 

M1L-STD-1504A 

70 

23  Aug 

78 

99 

MfFP 

Alloy,  Tin-lead  (Solder  Plate)  Electrodeposited  Coolings  Of  -  29  Mor  73 . . 

ASTM  B579-73R82 

AS 

12  Apr 

86 

MR  AS 

20 

MFFP 

Alloys,  Aluminum,  To  Be  Adhesively  Bonded  In  Honeycomb  Shelter  Ponels, 

ASTM  £864-82 

GL 

03  Nov 

83 

GL 

20 

Surface  Preparation  Of  •  26  Mar  82  REV-MR 

MFFP 

Aluminum  &  Aluminum  Alloys,  Processing  &  Performonce  Requirements,  Hord 

AMS  2469D-84 

10  Dec 

84 

MR  AS 

20 

Cooting  Treotmeni  Of  >  1  Oct  84 

MFFP 

Aluminum  Cooting  •  15  Jun  76  . . . . . . . . . 

NAS  4006-76 

REV  1 

AS 

30  Jul 

82 

AV  AS 

11 

MFFP 

Aluminum  Oxide  Coolings,  lubricative.  For  Aluminum  And  Aluminum  Alloys ........ 

MIL-A-63576A 

AR 

06  Dec 

8S 

AR 

MFFP 

Aluminum,  Anodic  Oxide  Coalings  On  •  25  May  79  Validated  Feb  87  REV-AT 

ASTM  8580-79 

MR 

10  Feb 

87 

MR 

99 

AR  Ml 

NOTICE  1 

MFFP 

Anodic  Coatings  For  Zinc  And  Zinc  Alloys  Validated  Apr  83  USER-AT  ME  AV 

MIL-A-8180I 

AS 

14  Jon 

71 

MR  AS 

11 

MC  EC  OS  REV-Gl  Ml  99 

MFFP 

Anodic  Coatings,  For  Aluminum  And  Aluminum  Alloys  USER-AT  ME  REV-Ml  AR 

MII-A-8625E 

AS 

25  Apr 

88 

MR  AS 

20 

AV  SH  OS  EC 

MFFP 

Anodicolly  Coated  Aluminum,  Meosurement  Of  Weight  Of  Cooting  On  «  15~Sep 

ASTM  B137-45R9E 

YD 

07  Jon 

80 

MR  YD 

11 

45  Validated  Mor  86 

MFFP 

Articles,  Iron  Or  Steel,  Tests  For  Weight  Of  Coating  On  Zinc  Cooled 

ASTM  A90-81 

MR 

30  Mar 

88 

MR  AS 

11 

(Golvonized) «  26  Jun  81  Validated  Mar  88 

NOTICE  2 

L 

MFFP 

Brush  Electroploling  On  Marine  Machinery  . . . . . . . 

Mll.STD-2197 

SH 

28  Mor 

89 

SH 

MFFP 

Cadmium  On  Steel,  Electrodeposited  Coolings  Of  *  01  Aug  80  . . . 

ASTM  A 165-80 

YD 

21  Aug 

81 

MR  YD 

1 

MFFP 

Codmtum  PJoting,  low  EntbrittlemenI,  Electrodeposition . . 

MIL-STO-870B 

70 

30  Jul 

86 

99 

L 

MFFP 

Codmium-titonium  Pioling,  Low  Embrittlement,  Electrodeposition .......................... 

MII-STO-1500A 
NOTICE  1 

70 

24  Aug 

83 

99 

1 

MFFP 

Carburizing,  Goseous  *.  ^here  Process  Fo  R . . . . 

MlL-STD-1878 

AT 

26  Apr 

83 

AT 

MFFP 

Chemicol  Conversion  Coa'i*  On  Aluminum  Alloys  USER-ME  YD  80  REV-MI  AR 

MIL-C-5541 

AS 

14  Apr 

81 

MR  AS 

20 

ER  AV  EC  OS  SH  99  OS 

Q 

MFFP 

Chemical  Conversion  Moteriols  For  Cooting  Aluminum  And  Afuminum  Alloys 

MIL-C-81706  (4) 

AS 

10  Mor 

77 

MR  AS 

99 

USER-AT  ME  YD  REV-AR  Ml  SH  EC  OS  ))  DS 

INT  AMD  5  (AS) 

MFFP 

Chemicol  Milling  Of  Metols,  Specification  For  Validated  Avg  85  USER-MI  AT 

MlL-C-81769 

AS 

11  Dec 

72 

MR  AS 

11 

YD  REV-AR  99 

MFFP 

Chromium  Molybdenum  Plotlng  (Electrodeposited)  USER-AT  SH  REV«AV~AR-ME 

Mll-C-85455 

AS 

17  May 

82 

ME  AS 

Ml  iS 

L 

MFFP 

Chromium  Plotlng,  Electrodeposited  (Issue  Controlled-reqsts  By  Other  Thon  Dod 

MIL-C-234220 

SH 

27  Apr 

83 

SH 

Actyi  Most  Be  Submitted  Vio  The  Prepoiing  Acly  Of  The  Spec) 
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FSC  LISTING 


DOCUMENT 


FSC 

TIKE 

NUMBER 

PREP 

DATE 

CUSTODIAN 

1 

MFFP 

Chromium  Ploting,  low  Embriltlemen^  Elecirodeposilion . . . . . . . . 

MIL-ST0-1501B 

NOTICE  1 

70 

14  Dec 

84 

99 

MFFP 

Chromium  Plotirig  (Electrodeposited)  USER^GL  REV«99  82  IS . . . . 

QO-C-320B  (4) 

/AS 

10  Apr 

87 

MR  AS 

20 

L 

MFFP 

Chromium  Plating,  Black  (Electrodepoiited)  USER*MI  REV*AR  Al. . . 

MIL-C-I4S38C 

MR 

03  Aug 

83 

MR  SH 

11 

MFFP 

Chromium  Plating,  Hard  Deposit  •  15  Jul  80. . . . . . . . . 

AMS  2406F<80 

AT 

30  Jon 

84 

AT  AS 

20 

MFFP 

Chromium  Plating,  Electro^deposlted,  Porous  USER'AT  MR  REV'ME . . 

M1L.C.20218F 

SH 

13  Nov 

84 

ME  SH 

MFFP 

Cfeoning  &  Descoling  Stolnless  Steel  Ports,  Equipment  &  Syste.'ns  •  1978 

ASTM  A380-78 

MR 

31  Jon 

80 

MR  SH 

11 

VoVdated  Jon  86 

1 

MFFP 

Cleaning  &  Surfoce  Preparotion,  Vopor  Blast  Validated  Avg  8i  USER«AR  .......... 

Mll-C.47267 

NOTICE  2  (Ml) 

Ml 

09  Au9 

74 

Ml 

MFFP 

Cleaning  Methods  For  Ferrous  Surfaces  &  Pretreatments  For  Orgonic  Coolings 

TT.C-490C  (1) 

/MR 

30  Jun 

87 

MR  YD 

20 

USER-ME  MC  OS  SH  REV-AV  Ml  ER  ME  AS  99  70  80  82 

MFFP 

Coating  Alloy  -  Coboll  Bose  62CO  28CR  4.5W  •  15  Jon  76  Validated  May  84,. 

AMS  5788A-76 

20 

25  Mor 

77 

MR  AS 

20 

MFFP 

Coating  On  Long  Terne  Sheet  By  The  Triple  Spot  Test  Weight  &  Composition 

ASTM  A309-87 

MR 

01  Aug 

.-3 

MR  YD 

99 

Ot .  25  Sep  87  REV-Gl  SA  84  IS 

NOTICE  1 

MFFP 

Cooling  Thickness,  Measurement  Of,  By  The  Beta  Bockscatter  Method  >  17  Moy 

ASTM  8567-84 

MR 

20  Sep 

84 

MR  AS 

84  USER'ME  AT  SH  OS  99  REV-AR  Ml  GL 

MFFP 

Cooling  Thickness  By  Tme  Beta  Bockscolter  Method  Meosurment  Of  The  *  9 

ASTM  8567-87 

MR 

09  Aug 

88 

MR  AS 

Mor  87  USER-ME  AT  SH  OS  99  REV-AR  Ml  Gl 

NOTICE  1 

MFFP 

Coating,  Aluminum,  ION  Vopor  Deposited  Validated  Jul  87 . . 

MIL-C-83488C 

NOTICE  1 

20 

30  Jul 

87 

MR  AS 

20 

MFFP 

Cootlng,  Alummum,  Vacuum  Deposited  (Asg)  Validated  Apr  83  REV*MI . 

MIL-C-232I78  (1) 

AS 

10  Mor 

71 

MR  AS 

20 

L 

MFFP 

Coating,  Aluminum  And  Aluminum  Alloys  (Metolllc  Compound  Decomposition) 

Mll-C-81740 

AS 

15  Aug 

69 

AS 

Validated  Apr  83 

MFFP 

Cooling, -Aluminum  Oxide  Oetonotion  Despostlion  «  15  Jan  81  Validated  Mor 

AMS  24368-81 

MR 

30  Mor 

88 

MR  AS 

11 

88 

NOTICE  2 

MFFP 

Cooling,  Cadmium  (Vacuum  Deposited)  USER*AT  SH  REV>Mt  AR  ER  OS  99  IS.. 

MIL.C-8B37B  (1) 

AS 

16  Apr 

85 

MR  AS 

20 

MFFP 

Coating,  Cadmium,  Tin  Cadmium  And  Zme  (Mechonicolly  Deposited)  US£R*ME 

MIL-C-81562B 

AS 

30  Jun 

83 

MR  AS 

20 

SH  70  80  82  84  REV-MI  A^  AR  MO  OS  99 

MFFP 

Coating,  Electroless  Nicke'  Requirements  For  USER'ME  OS  REV.MI  AR  SH  68 

MtL-C-26074D 

20 

27  Feb 

89 

MR  AS 

11 

99  84 

MFFP 

Cooling,  Immersion  Zinc  Flake/chromote  Dispersion  Validated  Jul  87  REV>ER  YD 

MIL-C-87115 

NOTICE  1 

20 

30  Jul 

87 

MR 

20 

L 

MFFP 

Cooling,  Inorganically  Bonded  Aluminum  (ElectrophdrectlcoUy  Deposited) 

Mll-C-81797 

AS 

02  Oct 

70 

AS 

Validated  Apr  83 

MFFP 

Cooling,  Metolllc  Ceromic  Validated  May  78  USER*OS  YD  R6V*MI  AR  ME  ER 

SH 

Cooling,  Oxide,  Block,  For  Ferrous  Metofs  US£R*ME  AV  SH  68  REV*AR  Ml  £A 

MIL-C-8I75I8 

AS 

17  Jon 

72 

MR  AS 

20 

MFFP 

MII-C-13924C  (1) 

MR 

30  Sep 

87 

MR  OS 

20 

AS  99 

1 

MFFP 

Cooling,  Plosnio  Spray  Deposition . . . . . . 

Ma-STO-1884 

NOTICE  1 

AT 

29  Jul 

85 

AT 

MFFP 

Coolings,  Anodic,  Meosuring  Thiclness  Of,  On  Aluminum  With  Eddy>(urrenl 

ASTM  8244-79 

MR 

11  Apr 

79 

MR  AS 

11 

Instruments  •  12  Feb  79  Validated  Jan  86  REV-YD 

L 

MFFP 

Coolings,  Chromole,  For  Zinc  Alloy  Costings  And  Hot  Dip  Golvonixed  Surfoces 

MIL-C.I771I8 

OS 

14  Moy 

74 

OS 

Validoled  Apr  82  REV-MI  EA 

MFFP 

Copper  Plating  (Electrodeposited)  USER'OS  SH  REV<MI  EC  SH . 

MIL-C-145508  (3) 

MR 

20  Mor 

87 

MR  AS 

20 

MFFP 

Copper'occeleroted  Acetic  Acid*satt  Spray  (Fog)  Testing  (Cose  Test)  •  29  Mor 

ASTM  8368-85 

MR 

13  Jon 

86 

MR 

20 

85  USER-OS 

MFFP 

Corrosion  &  Corrosfo.n  Testing  Stondord  Definitions  Of  Terms  Reloting  To  *  29 

ASTM  G 15-86 

MR 

09  Aug 

88 

MR  SH 

Aug  86 

NOTICE  1 

MFFP 

Corrosion  &  Corrosion  Prevention  Metals  . . . . . . . . . 

MIt-HDBK  729 

MR 

21  Nov 

83 

MR  SH 

11 

L 

MFFP 

Corrosion  Prevention  And  Deterlorotion  Control  In  Eleclronic  Components  And 

MIL-STD-I250 

Ml 

31  Mor 

67 

Ml 

14 

Asiembliej  Vai:daled  Jan  8J  REV-IE  20  14 

MFFP 

Corrosion^resistant  Steel  Ports,  Sampling,  Inspection  And  Testing  For  Surfoce 

MIL-STO-7538 

AS 

24  May  85 

MR  AS 

20 

Posslvotlon 

L 

MFFP 

Electro'chemlcol  Stripping  Of  Inorganic  Finishes  Validated  Apr  86  REV*1 1 . . 

MIL.STO-871A 

NOTICE  1 

70 

11  Apr 

86 

99 

MFFP 

Enomel,  Porcelain,  &  Ceromic  Metol  Systems  <25  Feb  83  REV*84 . . 

ASTM  C2Bi  83 

ME 

12  Dec 

83 

ME  YD 

99 

MFFP 

Enomel,  White  Porcefom,  Reflectivity  &  Coefficient  Of  <  Jon  78  REV.84..... . 

ASTM  C347-57R78E1 

ME 

12  Dec 

83 

ME  YD 

99 

1 

MFFP 

Engineering  Chromium  Plating  (Electrodeposited  For  Repair  Of  Shofting  (Metric) 

DOD-STO-2I82 

SH 

29  Jon 

85 

SH 

MFFP 

Finish,  Chemical,  Block,  For  Copper  Alloys  USER-MC  REV-AR  EA  ME  SA  99..,,., 

MIL-F-495E 

GL 

30  Sep 

88 

Gl 

20 

1 

MFFP 

Finish.  Moteriols  &  Processes  For  Corrosion  Prevention  &  Control  In  Support 

MII-STO-808A 

20 

30  Jul 

87 

20 

Equipment  USER-ME  14  REV-MI  AS  99 

NOTICE  1 

L 

MFFP 

finishes  For  Ground  Electronic  Equipment  USER*ME  99  REV-MI  MR  EA  CR  MC 

EC 

Finishes,  Coatings,  And  Seofonts  For  The  Protection  Of  Aerospoce  Weopons 

MIL-r-14072C  (1) 

ER 

01  Jun 

86 

ER 

MFFP 

Mll-F.7l79f  (1) 

AS 

20  Moy  85 

MR  AS 

20 

Syilem  USER-ME  REV-MI  AR  AV  OS  99 

L 

MFFP 

Finishing  Of  Metol  And  Wood  Surfaces  REV-AR  ER  ME  MI  Gl . . 

MIL-STD-I7IO 

NOTICE  1 

NOTICE  3 

MR 

17  Dee 

85 

MR  SH 

20 

L 

MFFP 

Ffome  Spraying  . . . . . . . . .  ............... 

M;L-5T0-869C 

70 

20Oel 

88 

99 

MFFP 

Gold  For  Engineering  Uses,  Efectrodeposlled  Coolings  Of  •  28  Feb  86..... . ........ 

ASTM  8488  86 

MR 

01  Apr 

86 

MR  OS 

20 

MFFP 

Gold  Plotlng,  Electrode  Deposited  USER-EC  REV-Ml  AR  AS . . 

Mll-0..i52C4C  (2) 

MR 

13  Mor 

84 

MR  OS 

11 

L 

MFFP 

Grinding  Of  Chrome  Ploted  Steel  And  Steel  Ports  Heol  Treoted  To  180.000  P3I 

Mli-STO-8663 

20 

28  Jun 

78 

20 

Of  Over  Validated  May  85  REV.70  99 

L 

MFFP 

Impregnotion  Of  Metol  Casting  USER-AV  Ml  REV'EA...,.....,.,,,,,.  . . . 

MIH.138570  (1) 

MR 

17  Feb 

84 

MR  SH 

n 

1 

MFFP 

Inspection  Of  Aluminum  Alloy  Ports,  Anodizing  Process  For  REV*$M 

A1il-I-8474C 

MR 

31  Aug 

83 

MR  SH 

11 

1 

MFFP 

lead  Alloy  Coating,  Hot  Dip  (For  Iron  And  Steel  Ports).  REV-AR  EA  Al  Ml  J|IE 

M'l-t-i3762B 

MR 

31  Aug 

83 

MR  SH 

11 

L 

MFFP 

Icod  Ploting  (Electrodeposited)  Validated  Mar  88  USER-MI  ME  REV-AR  EA  OS 

Mlt-l- 138068 
is'OTlCt  1 

MR 

30  Mor 

88 

MR 

MFFP 

Leod  Tin  Alloy  Cooling  (Electrodeposited)  REV-AR  Al  AT.................................... 

Mll-l-44,064A 

MR 

31  Aug 

83 

MR  SH 

11 

MFFP 

liquid  Soil  Both  Nilrlding  •  1  Apr  83 . . . . . . . . 

AMS  wisd-h 

MR 

01  Nov 

83 

AS 

20 
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FSC  LISTING 


DOCUMENT 


fSC 

HUE 

NUMBER 

PREP 

DATE 

CUSTODIAN 

MFFP 

A\agnei!gfn  Alloy,  Anodic  Treotment  Of  Validated  Feb  87  REV-MI  MO  AR  AV 

MI1.-M-45202C 

MR 

10  Feb 

87 

MR  AS 

20 

os  99 

NOTICE  1 

MFfP 

Magnesium  Alloy,  Processes  For  Prelreotmenf  And  Prevention  Of  Corrosion  On 

MII-M.317K  (1) 

AS 

14  Mof 

74 

MR  AS 

20 

VoMattd  Apr  SO  USER-ER  ES  REV-MI  AR  AV  OS  EC  99 

1 

MFFP 

Moss  Finishing,  Process  For...... . . . .  . . . . . . . . . 

Ma.STD-1873A 

AT 

05  Jyn 

85 

AT 

t 

MFFP 

Moteriol  &  Processes  Requirements  For  Air  Force  Weopon  Systems  R£V-t4........ 

Mll'STD-1587B 
NOTICE  1 

20 

30  Jul 

87 

20 

1 

MffP 

Motenols  And  Processes  For  Corrosion  Prevention  And  Control  in  Aerospoce 

MIL-STO-1S68B 

n 

28  Feb 

89 

11 

Weopons  Systems  R£V*AV  10  14 

MFfP 

Metoi  And  Oxide  Cootmg  Th<;Knets  By  Mtcroscopicol  Exommotion  Of  A  Cross 

ASTM  8487-85 

MR 

16  Sep 

85 

MR  AS 

20 

Section,  Meosurement  Of  •  22  Feb  1985  Vo'/dated  Jan  S6  USER-GL  AT  SH 

OS  REV-IS 

MFFP 

Metol  Sproyed  Cootmg  Systems  For  Corrosion  Protection  Aboard  Novol  Ships 

OOO-STO-2138 

SH 

23  Nov 

81 

SH 

(Metric) 

t 

MFFP 

Metol  Spraying,  Process  For . . . .  . . . .  . 

MIL  1 

NO  lice  4 

AS 

06  Apr 

82 

AS 

MFFP 

Metoi,  Magnetic  Bosis  Measurement  Of  Coatmg  Thickness  By  The  Mognetic 

ASTM  8499-87 

MR 

29  Aug 

88 

MR  AS 

1! 

Method,  Nonmagnetic  Coatings  On  ■  30  Jen  87  U$ER>Gl  AT  SH  OS  REV-lS 

MFFP 

MetoIIiC  Cootings  By  The  Coutometric  Method,  Measuring  Of  Thickness  Of  26 

ASTM  8504-82 

MR 

14  Feb 

83 

MR  AS 

11 

Feb  82 

MFFP 

Molybdenum  &  Molyodenum  Atloys<pack  Cementotion  Method,  DisPiCide 

AMS  24658-83 

MR 

25  Dec 

85 

MR  /S 

20 

Diffusion  Cootmg  Of  •  1  Oct  83 

MFFP 

Nickel  Coatings,  Electrodeposited,  On  MAGNETIC  And  Nonmognetic 

ASTM  8530-85 

MR 

18  Apr 

86 

MR  AS 

20 

Substrates,  Measurement  Of  Cootmg  Thickness  By  rf>e  Mognetic  Method  -26 

July  1985  USER-GL  AT  SH  OS  REV-lS 

MFFP 

Nickel  Plating  {Electrodeposited^  Validated  Oet  84  REV-MI  AR  GL  EA  EC  OS 

QQ-N-290A 

AS 

12  Nov 

71 

MR  AS 

20 

SH  99  IS 

L 

MFFP 

Nickel  Ploiing,  Lov^  Embrittlement,  Electrodeposition. . . . . . . . 

MIL-STD-868A 
NOTICE  1 

70 

24  Mar 

86 

99 

MFFP 

Nickel  Zinc  Alloy  Ploting  -  1  Apr  82  Validated  Mcr  88 . .  . . . 

AMS  24170-82 
NOTICE  2 

MR 

30  Mor 

88 

MR  AS 

20 

MFFP 

Nicki*  A.ooting  On  Magnetic  &  Nonmognetic  Substrotes  Electrodeposited 

ASTM  8530-87 

MR 

09  Aug 

88 

MR  AS 

11 

Meosurement  Of  Cooling  Thickness  By  The  Mognetic  Method  Nov  87 

USER-GL  AT  SH  OS  R£V.|S 

NOTICE  1 

L 

MFFP 

Nitrldmg,  Goseous  At  Mosphere  Processing  F  Or . . . . . . 

MIL-STD‘1876 

AT 

29  Apr 

83 

AT 

MFFP 

Point  Procedures  And  ^  jrk'ng  For  Vehicles,  Consiruetion  Equipment  And 

MII..STO-193K 

AT 

01  Dec 

86 

AT  MC 

Moteriol  Handling  Equipment  USER-YO  REV  AR 

MFFP 

PoUcdium  Plotmg,  (Electrodeposited)  Vc''do/tfd  Feb  $7  USER-ER  REV-AR  Ml  99 

MIL-P-45209B 
NOTICE  1 

MR 

10  Feb 

87 

MR  AS 

20 

MFFP 

Possivotion  Treotments  For  Corrosion  Resisting  Steel  VeUdoted  Feb  SS  U$ER*AV 

QQ-P-35B  (1) 

•AR 

26  Feb 

75 

AR  SH 

11 

99  REV-GL  EA  ME  Ml  OS  AS  IS 

1 

MFFP 

Peen.ig  Of  Metols . . . . . .  . . . . . . 

MIL-P-81985  (1) 

AS 

05  Nav 

84 

AS 

.  'p 

Phosphate  Cootmg,  Heovy,  Mongonese  Or  Zme  Bose  (For  Ferrous  Metols) 

DOD-P.16232F 

OS 

07  N»v 

78 

MROS 

20 

USSR-ME  REV-AV  Ml  6R  AS  SH 

Phosphotiimg  And  Black  Oxide  Coating  Of  Ferrous  Metols  USER-84  12  70  82 

Mll-HDBK  205A 

MR 

15  Jul 

85 

MR  SH 

20 

REV.aT  Gl  ME  AS  OS  99 

MFFP 

Plating  •  Ni  *»'  Cadmium.  Diffused  •  1  Jul  83  . . . . 

AMS  2416F-83 

MR 

09  Aug 

84 

MR  -AS 

20 

MFFP 

Ploting  Alu.nmum  For  Sotderabilily  Zme  Immersion  Process  -  15  Jon  77 

AMS  2420B-77 

MR 

13  Moy  77 

MR  AS 

20 

Validatea  Jon  86 

MFFP 

Plotirg  lend  &  Indium  •  1  Apr  82 . .  ..  . . . . . . . 

AMS  2415E-82 
NOTICE  2 

MR 

26  Aug 

82 

MR  AS 

20 

MffP 

Ploting  Magnesium  For  Solderobliity  Zinc  Immersion  Process  -  16  Ju*  79 

AMS  2421B-79 

MR 

30  Mor 

88 

MR  AS 

20 

Validated  Ato' 

NOTICE  2 

1 

MFFP 

Plcling,-Stcck  N  (Electrodeposited)  On  Brass,  B«^nie,  Or  Steel  Validated 

MIL-P'18317 

OS 

22  Dec 

54 

OS 

Apr  82  REV.EA 

MFFP 

Ploting,  Codmium.titonlom  -  5  Oct  79  Validated  Mar  . . . 

AMS  2419A-79 
NOTICE  2 

MR 

30  Mor 

88 

MR 

20 

MFFP 

Plating.  Ccdmlum  (Electrodeposited)  USSR-AT  Ml  MS  mC  YO  REV-AR  uA  EC 

QQ-P-416E 

-AS 

18  Apr 

86 

MR  AS 

20 

SH  OS  99  70  IS 

MFFP 

piloting.  Chromium,  Hord  Deposit  -  1  Apr  85  .  . . . . . . . . 

AMS  24060-85 

AT 

17  Jul 

85 

AT  AS 

20 

tr  a 

P/otIng,  Copper  1  Apr  86 . . . . . . . . . .  . . 

AMS  24ISD-86 

MR 

23  Apr 

86 

MR 

20 

MFFP 

ploting.  Gold.  For  Thermal  Control  •  1  Oct  84  . . . . . . . 

AMS  24253-84 

MR 

08  Mor 

85 

MR  AS 

20 

MFFP 

Plating,  Gold,  'or  Thermol  Control  •  1  Oci  8J  . .  ....... ............................... 

AMS  2425C-34 

Mn 

08  Mor 

85 

MR  AS 

20 

1 

MFFP 

dieting,  Nickel  Twngslen,  Efectredeposil  On  Atgmnym  Al'oys,  By  Selective 

MIL-P-47184 

Ml 

12  Ju. 

74 

Ml 

(Brush)  Method  Vofidoted  Oee  79 

MFFP 

rioting,  Nickel,  lc«v  Siressvd  Deposit  •  1  Jon  84  .. ..  . . . . . 

AMS  2424C'84 

MR 

08  Mor 

85 

MR  AS 

20 

MFFP 

Ploting,  Silver  P*  Rhodium  •  1  Oct  84 . . .  — . . . 

AMS  2413C-84 

MR 

08  Mar 

85 

MPAS 

20 

MFFP 

Plotmg.  Silver.  Nickel  Strike,  High  6cke  •  1  Oct  84  . ...  . . . . . . 

AMS  24100-84 

MR 

OS  Mor 

85 

MR  AS 

20 

1 

MFV 

Ploting,  Soft  Nickel  (Electrodeposited,  Svlfomcte  Both  REV-11  19  85,.... ............ 

Mll-P-27418  (1) 

12 

14  Jul 

67 

12 

/•eep 

t:.  (S'eC'cdep^f'  ed  Ol  05  c>5V.aV  ao  cr  oo 

MII.P-B1728A  (1) 

AS 

V8-Mor 

80 

MR  AS 

-20 

MFFP 

Ploting,  Ttft-codmium  (Electrodeposited)  USER-MC  $H  REV-AR  OS  IS  . . . . 

MIL-P-234088 

AS 

23  Aug 

83 

MR  AS 

20 

M.CFP 

Plotmg,  Tin,  Immersion  >  1  Oct  82.....  ........  . . . 

AMS  2409E-82 

MR 

01  Nov 

83 

MR  AS 

20 

MFFP 

PoVtttt'afluo^octhy  Resin  Cootaig  Low  C-  ’ld,  370  Oeg  *  4(X)  Oeg  C  (700  Deg  - 

AMS  2515D-83 

MR 

01  Nov 

83 

MR  AS 

20 

750  Peg  F)  Fusion  «  1  Apr  83 

MFFP 

f'olytetrofluoroethylene  Res  n  "ootmg  H<gh  Build.  370  Oeg  -  400  Oeg.  C  (700 

AMS  2516C-83 

MR 

01  Nov 

83 

MR  AS 

20 

Deg  '750  Deg  F)  Fusion  «  i  Apr  83 

MR  AS 

20 

MFFP 

Polytetrofluoroethylenc  Bonding  Preporolion,  Surfoce  Treatment  Of  -  l  Oct  81 

AMS  2491C-81 

MR 

30  Mor 

88 

Validated  Mar  88 

NOTICE  2 

MFFP 

Powder,  Plosmo  Sproy  N'ckel  Aluminum  Powder,  Type  1,  Composition  C,  Closs 

MIL-P-83348  1 

AS 

25  Oei 

84 

MR  AS 

20 

2  REV-AR  AS  99  71 

INT  AMO  1 

t 

MFFP 

Powder  10  S  rcy  REV-AR  AS  99  71 . . . . 

-WL-P-833 

AS 

3C  Nov 

83 

MR  SH 

20 

MFFP 

Pi..,)OfaSo^  Cf  Aluminum  Alloys  For  Electroplating.............................................. 

M  .-STD-150JA 

70 

23  Mor 

79 

99 

57 


FSCUSTING 


DOCUMENT 


ESC 

TIUE 

NUMBER 

PREP 

DATE 

CUSTODIAN 

1 

MFfP 

Proteclivi  Finish  And  Pointing  For  Potoris  Fleet  Bolliillc  Missile  Volidottd  Apr 

MII-P-21415C 

OS 

01  F.b 

73 

os 

82  Rev.99 
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MII-R-46085B 

MR 

24  Apr 

84 

MR  AS 

20 

1 

MFFP 

Rotary  flop  Peening  Of  Metal  Parts  Vafidotsd  Sep  65  REV*OS . . . 

MIL-R-81841 

AS 

09  Feb 

72 

AS 

MFFP 

Rustproofing  For  Miiitory  Vehicles  &  Trollers  REV.MR~84  . . . . . 
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99 

Thermo)  Sproy  Operotor&  Equipment  Ouallfication,  Guide  For  •  7  NOV77 . 

AMS  2491D-89 
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Via  The  Preparing  Activity  Of  The  Spec.) 
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Sept  1962  USER-MC  REV.70  71 
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MISC  Design  Guldonce  For  Producibility.......... . . . . . . . 

MISC  Dlfferentlol  Pressures  Validated  Apr  63,.. . . . . . . . 

MISC  Documents  Applicoble  To  Aircroft  Engines  And  Propellers,  Use  Of . . 
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REV-Ml 

MISC  Drive  -  Type  Xv  Engine  Accessory  Validated  Jan  84 ............................................ 

MISC  Drive  •  Type  Xvii  Engine  Accessory  Validated  Jon  84 . . . 
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MISC  Electrical  And  Electronics,  Science  And  Technology  leee  Recommended  Proctice 
For  Preferred  Metric  Units  For  Use  In  >  25  Sep  84 

MISC  Eleciricol  Engineering  Preliminary  Olsign  Considerations  . . . . 

MISC  Electricol  System,  Aircroft,  Design  And  Instollotlon  Of,  Generol  Specificotlon 
For  Validated  Sep  88  REV-ER  CR  99 

MISC  Electronic  Equipment,  Aerospoce,  Extended  Spoce  Environment,  Generol 
Specificotlon  For 

MISC  Engine  And  Reloled  Propulsion  And  Power  Equipment,  Aircroft,  Acceptonce 
Tests  Of,  Sampling  Plon  For,  Statistical  Validated  May  82  REV-11 

MISC  Engineering  Management  REV.19  13  11  18........... . . . . . . . 

MISC  Engines,  Aircroft  Turbine  And  Jet,  Designation  Of  Validated  Apr  83  . . ...... 

MISC  Evoluotion  Crf  A  Controwtors  Quolity  Progrom  Validated  Feb  71.... . . . . 

MISC  Evoluotion  Of  A  Controct  S  Inspection  System  (HondbooV  HSl)  Validated  May 
74 

MiSC  bvotuotion  Ut  Loniroctors  Uotibrotion  bysiem... . . . . . . 

MISC  Fcbrlcotlon,  ..elding,  And  Inspection  Of  HY-130  Submarine  Hull  (Issue 

Controlled-requests  By  Other  Thon  Ood  Acty  Must  Be  Submitted  VJo  Tnc 
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MISC  Flber-resin  Composites,  Compressive  Properties  Of  Undirectlonol  Or  Crossply, 
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MISC  fibers  And  Their  Compos'fes,  Standard  Thermlnolcgy  Of  High-modulus 
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MISC  Fire  Protection  Design  HondbooV  For  U.s.  Novy  Aircroft  Powered  By  Turbine 
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MISC  Fire  Protection  Guide  On  Hozo'dous  MotCHols  (NFPA'325A-68,  325-M-69, 
49-69,  491M.68,  704M.69)  -  69 

MISC  Fitting  Out  PrecedurwS  -  Ships,.... . . . . 
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78 

AR  SH 

n 

MISC 

Indicating  Which  Of  Places  Of  Figures.Are  To  Be  Considered  Significont  tn 
Specified  limiting  Values  •  1  Nov  67  Validated  Feb  85 

ASTM  E29-67R73 

68 

16  Apr 

79 

AR  AS 

68 

1 

MISC 

Indicotor,  Engme  Synchroscope  (Inactive)  Validated  Oct  84  . . . . . . 

AN5532 

REV  3  AF  NOT  1 

AS 

07  Apr 

59 

AS 

MISC 

Information  Processing-text  And  Office  Syst«ms-stondard  Generotized  Markup 
language  (SGML)  15  Oct  86)  REV-AM  01  DH  NS  DC  NA 

ISO  8879-88 

CR 

04  Jon 

88 

CR  SA 

24  OH 

MISC 

MISC 

Installation  And-Test  Of  Electronic  Equipment  In  Alrcroft,  Generol  Specificotion 

For  Validated  Mor  82  REV-aV  99 

Instolfatlon  Of  Armament  Control  Systems  And  Associoted  Equipment  In  Novo) 
Alrcroft  Validated  Oct  84 

MII-I-870OA 

Mll-l-8677  (1) 

NOTICE  1 

AS 

AS 

01  Moy 

25  Apr 

70 

55 

ER  AS 

AV  AS 

11 

1 

MISC 

Instrument,  Bosic  Standard  Arrangement  For  Fixed  Wing  Alrcroft  Validated  Mar 

84 

Insuloting,  Thermol,  Compressed  Strength  Of  Preformed  Block  Type,  Method  Of 
Test  for  •  70  Validated  Jun  83 

Inlegroted  logistics  Support  Progroms  For  Equipment,  Subsystems,  &systems 
(MetrU) 

MS-28T12 

AS 

16  Jun 

60 

AS 

MISC 

MISC 

ASTM  C165-70 

DOD-STD-I702 

84 

NS 

08  Jun 

17  Dec 

72 

85 

ME  YO 

99 

MISC 

Interchongeobllity  And  Reploceobility  Of  Co.mponent  Ports  For  Aircrof*  Artd 

Missiles  REV-MI 

MIL-I-8500D 

80 

25  Mor 

80 

AV  AS 

99 

1 

MISC 

Interface  Stondord  For  Shipboord  Systems  Synchro  Doto  Transmission,  Section 

702  Validated  Aar  81  REV-EC  OS 

MII-STO-1399'702 

SH 

25  Mor 

71 

SH 

L 

MISC 

Interfoce  Standard  For  Shipboord  Systems,  Nomencloture,  Electronic  And 

Weapons  Control  functions.  Section  50I-USER*YO  REV.QS  EC 

MII-STO-1399/501A 

SH 

11  Jon 

88 

SH 

1 

MISC 

interface  Standard  For  Shipboord  Systems,  Electronic  Systems  Porometers, 

Section  502  Validated  Apr  8J 

MII-STO-1399/502 

SH 

28-Jyn 

74 

SH 

1 

MISC 

Interface  Standard  For  Shipboard  Systems,  Section  505,  Centroi  Time  & 

Frequency  USER-CG  REV-OS  AS  SH 

Mll-STD-13'99/505 

EC 

01  Jun 

82 

EC 

1 

MISC 

Interface  Standard  Forshipboard  Systems  Section  301A  Ship  Motion  And 

Attitude  (Metric)  Validated  Apr  81  USER-CG  REV-YO  EC  AS  OS 

DOO-STD-I399/301 

SH 

17  Feb 

72 

SH 

1 

MISC 

Interface  Standard  For  Shipboard  Systems'Sectlor.  202  Weother  Environment 
REV-AS  OS  EC 

MII-STD-1399/302A 

SH 

29  Feb 

88 

SH 

L 

MISC 

Interface  Standard  For  Sh  .aboard  Systems,  Dry  Air  Support  Of  Electronic 
Equipment,  Section  102  USER-YO  REV-AS  EC  OS 

MII-STO-1399/102A 

SH 

05  Feb 

88 

SH 

1 

MISC 

Interfoce  Stondard  For  Shipboard  Systems,  Section  105,  Sea  Woter  Service  For 
Surface  Ships  Validated  Jul  87  USER-CG  REV-EC  AS  OS 

Mll-STD-1399/105 
NOTICE  1 

SH 

06  Jul 

87 

SH 

L 

MISC 

Interfoce  Stondard  For  Shipboord  Systems  Section  106  Compressed  Air  Service 

For  Surface  Ships  USER-CG  YO  REV-OS  EC  AS 

MII-STD-I399-'106B 

SH 

05  Feb 

88 

SH 

L 

MISC 

Interfoce  Standard  For  Shipboord  Systems  Section  204A  Ambient  Air 

Conditions  In  Surfoce  Ship  Compartments  (Metric)  U5ER-CG  REV-aS  EC  OS 

MII-STO-1399A/204 

SH 

26  Aug 

87 

SH 

L 

MISC 

Interface  Stondord  For  Shipboard  Systems  Section  408  Electromagnetic 

Rediotion  Hazards  To  Personnel  And  Fuels  Validated  Apr  St  USER-AS  OS 
REV-MS  EC  YD 

M1L-STO-1399''408 

SH 

16  Jul 

73 

SH 

1 

MISC 

Interface  Stondord  For  Shipboord  Systems  Section  409  Electromagnetic 

Rodiotion  Hozords  To  Ordnance -Validated  Apr  81  REV-YD  EC  MS  AS  OS 

Mll-STO-I399-'409 

SH 

31  Aug- 

73 

SH 

1 

MISC 

InterncI  Transient  Control  For  Solid  Stote  Power  Supplies  Validated  Feb  85 

REV-TE 

Mll-STO-1281 

ER 

10  Oei 

68 

ER 

MISC 

Joint  Electronics  Type  Designotion  System  USER-MC  REV-Mt  AR  AV  A$  OS.—.. 

MII-STD-196D 

CR 

19  Jon 

85 

CR  EC 

11 

MISC 

Joint  Opticol  Range  Instrumentotion  Type  Designation  System  Validated  May 

85 

level  Of  Repair  REV-EC  AS  . . . . . . . . . . . . 

Mll-STO-787 

AS 

04  Dec 

64 

ER  AS 

11 

L 

MISC 

MII-STO-I390C 

AS 

08  Jul 

88 

AS 

E 

MISC 

MISC 

life  Cycle  Cost  Model  For  Defense  Moteriel  Systems  Dole  Collection  Workbook 
life  Cycle  Cost  In  NAVY  Acquisitions  REV-aS  OS-SH  Sa 

MII-HD8K  276  1 
-HDBK  259 

MC 

AS 

03  Feb 
01  Apr 

84 

83 

MC 

AS 

L 

MISC 

MISC 

MISC 

life  Cycle  Cost  Model  For  Defense  Moteriel  Systems  Operoting  Instructions........ 

lighting  Protection . . . . . . . . . . . . 

Mointoinobility  Design  Techniques  (Metric) . . . . . 

MII-HDBK  276/2 
MII-HD3K  1004/6 
MIL-HDBK  791 

MC 

YD 

AM 

03  Feb 
03  Moy 
17  Mor 

84 

88 

88 

MC 

AM 

1 

MISC 

Monuof,  Technicol  And  Cotologs,  Supply,  Hond  Receipt  (Do  Form  2662), 
Prepofollon  Of  REV-AT  AR  ME  CU  AV 

Ma-M-63007  (1) 

TM 

oroei 

79 

TM 

1 

MISC 

Monufacturing  Management  Progrom  USlR-14  15  13  11  01.— . . 

MII-STD-1528A 

10 

09  Sep 

86 

10 

L 

MISC 

Moritime  Metric  Proctice  Guide  Validated  iVov  84 . . . . . 

DOD-STD-1690 

SH 

30  Moy  79 

SH 

1 

MISC 

Morking  Of  Aircraft  And  Missile  Propulsion  System  Ports  Fobricoted  From 

Critical  High  Temperoture  Alloys  Validated  Dec  84 

MIL-STO-8418 

16 

01  Jul 

71 

16 

1 

MISC 

MISC 

Morking  Of  Electronic  Items  USER-ME  REV-AR  Ml  cA  AV  . . . 

Morking  Of  Volves,  Fillings,  Flanges,  Ar-d  Unions  Uses  In  Nuclear  Reactor 

MII-M-13231C 

FED-STD-186 

ER 

X 

07  Jun 
26  Nov 

83 

62 

ER 

Syite-nt 


60 


FSC  LISTING 


DOCUMENT 


fSC 

TITLE 

NUMBER 

PREP 

DATE 

CUSTODIAN 

MISC 

Morking  Of  Votves,  Fittings^  Flanges^  And  Unions  Us«d  In  Kucfeor  Reoclor 

FED-STD-00186B 

t 

01  Mar 

68 

Systems 

L 

MISC 

Mass  Properties  Technical  Requirement  For  Surface  Shios  (Metric)...................... 

DOD-STD-2137 

SH 

13  Apr 

82 

SH 

L 

MISC 

Material  Application  And  Processing  Requirements  (Issue  Controlled  Requests  By 

MII-STD-1308D 

SH 

12  Sep 

85 

SH 

Other  Than  Dod  Activities  Must  Be  Submitted  Via  The  Preparing  Activitity  Of 

The  Spec.) 

MISC 

Moteriol  Safety  Ooto  Sheets  Preporation  And  The  Submission  Of  REV>SM  MS 

FED-STD-313B 

•DH 

01  Feb 

85 

MD  SA 

07 

AS  SH  YD  43 

NOTICE  2 

MISC 

Mottress,  Bed  (Felted,  Colton) . . . . . . . . 

FED-STD-00I16 

t 

15  Moy 

57 

MISC 

Metric  Mochinery/equipment,  Generot  Requirements  For  USERdP  R£V*ME  AT 

DOO-M>24680  (1) 

SH 

16  Aug 

82 

SH 

DH 

Ml  YD  EC  AS  SA  OS  GS 

MISC 

Metric  Procfice  •  7  Sep  82  . . . . . . . . . . 

IEEE  268-82 

•MR 

02  Nov 

82 

MR 

MISC 

Metric  Proclice,  Slondord  For  -  27  Jun  1986  USER-GL  YD  AS  DC  REV-OS  IS 

CS 

Metric  System,  Applicotiors  In  New  Deiig  USER-YD  REV-AV  . 

ASTM  E380-86 

MR 

13  Apr 

88 

MR  SH 

11 

MISC 

DOD-STD-1476A 

Ml 

19  Nov 

86 

Ml  SH 

01 

L 

MISC 

Microfilming  Of  Engineering  And  Reloted  Documents,  16MM  Requirements  For 

MIL-M-46849 

AG 

15  Dec 

71 

AG 

VaKdated  Nov  84  REV-SA  16 

MISC 

Microforttr  Formolt  USER-CE  PE  MS  85  REV-AV  EA  AG  OS  EC  AS  17  11  99 

MIL-STD-399A 

07 

14  Moy 

79 

AG  SA 

07  DH 

16 

NOTICE  1 

14  MAY  1979 

MISC 

Mllllor  Stondrods,  Handbooks,  And  Bullltins,  Preparotion  Of  USER^ME  SH 

MII-STD-962B 

SD 

20  Moy 

88 

AR  SH 

10  ES 

REV-EL  CR  SA  OS  YD  TO  17  16  68  79  99  ES  IP  IS 

MISC 

Military  Specificolion  And  Associated  Documents  Preparotion  Of  REV^AT  Ml 

MIL.STD-961C 

SD 

20  May 

88 

AR  SH 

11  ES 

AV  AR  ER  SA  AS  EC  OS  YD  17  16  23  11  19  IP 

MISC 

Mobility,  Towed  Aerospace  Ground  Equipment,  Generol  Requirements  For 

MIL-M-8090F 

AS 

01  Feb 

74 

AT  AS 

VoUdatedApr  81  USER-ME  REV-AV  99 

L 

MISC 

Mock-up  Of  Main  And  Auxiliary  Shipboord  Machinery  Spacti  VoUdoted  Feb  88 

MIL-M-23530A 

NOTICE  1 

SH 

09  Feb 

88 

SH 

L 

MISC 

Mockup  Testing,  Electric  System,  Piloted  Aircroft  And  Guid.;d  Missile,'Generd 

MIL-H-25500B 

11 

26  Feb 

88 

11 

Requirements  For  Validated  Feb  88  REV.99 

NOTICE  1 

MISC 

Neisser’o  Enrichment  Media,  Dehydrated . . . . . . . . 

A-A-51383 

/MB 

19  Sep 

86 

MDMS 

03 

L 

MISC 

Nomencloture  Assignment,  Contractors  Method  For  Cbtoining  Validated  Feb  88 

MIL-N-7513F  (1) 

11 

26  Feb 

88 

11 

REV-MI  99 

NOTICE  1 

L 

MISC 

Nondestructive  Testing.  Welding,  Quality  Control,  Moteriol  Control  And 

MIL-STD-79B 

SH 

29  Feb 

88 

SH 

Identification  And  Hi-shock  Test  Requirements  For  Piping  System  Components 

For  Naval  Shipboord  Use  Validated  Feb  88 

NOTICE  1 

MISC 

Numbers,  Preferred  •  73  Validated  Jon  61 . . . . . . . 

ANSI  217.1-73 

AR 

30  Sep 

74 

AR 

MISC 

Numbers,  Serial,  Aircroft  Gos  Turbine  Engine  And  Engine  Module  Assignment 

Mll.STD.)S59A 

11 

01  Jon 

84 

AV 

99 

Of  REV-82  99 

MISC 

Oxygen,  Dissolved  In  Woler,  Stondord  Test  Method  For  •  4  Dec  1987 . 

ASTM  D888-87 

YD 

28  Oct 

88 

CE  YD 

11 

i 

MISC 

Pointing  Of  Novel  Ordnance  Equipment  Validated  Apr  82  USER*ME  REV*MI . 

MII-STD-1303B 

OS 

15  Apr 

75 

OS 

MISC 

Porli  Control  Progrom  USER-GL  REV-ME  AV  AT  ER  EC  OS  SH  SA  MC  18  17 

MII-STD-965A 

10 

13  Dec 

85 

Ml  AS 

10  DH 

13  11  26  GS  IS  ES  CS 

NOTICE  2 

1 

MISC 

Personnel  Plonning  Data  For  Novol  Systems  Validated  Apr  82 . . . 

Mll-P-28700 

NM 

01  Moy 

70 

NM 

MISC 

Petroleum  Operations  Validated  Jon  84  REV>TE  23  . . . . 

Mll-HDBK  20IB 

PS 

23  Sep 

71 

SA 

68 

MISC 

Phased  Provisioning  Validated  Dee  76  REV-mC  EC . . . . 

MII-5TD-1S17 

25 

01  Jun 

71 

Ml  SA 

24 

1 

MISC 

Policy  &  Procedures  For  Project  Drawing  &  Specificotion  Preporotion  . . 

Mll-HDBK  1006/1 

YD 

31  Jul 

87 

YD 

MISC 

Preferred  Metric  Units  For  Generol  Use  By  The  Federal  Government  .................. 

FED-STD-376A 

/SH 

05  Moy 

83 

SH 

MISC 

Preferred  Metric  Units  For  Aerospoce  «  21  Mar  78  REV'MI  SA  01 . . 

NAS  10001-78 

AS 

22  Jul 

80 

AV  AS 

11 

1 

MISC 

Preporollon  Of  Slol.menI  Of  Work  (Sow)  USER-SC  YD  REV-AT  MC  SH  AS  13 

Mll-HDBK  245B 

INT  NTE  1 

EC 

01  Jun 

83 

CR  EC 

90 

L 

MISC 

Procedure  For  Submittol  And  listing  Of  Industry  Specificotions  And  Stondords 

ANA-BUll  446 

11 

17  Jul 

63 

11 

In  Ano  Bulletin  No.  147  Validated  Apr  83 

MISC 

Procedures  For  Development  Of  Depot  Technical  Data . . 

DOD-STD-1768 

14 

14  Dee 

81 

14 

MISC 

Provisioning  Procedures,  Uniform  Dod  REV.MC  TD  DH  NS........ . . . 

MIL-STD-1S618 

25 

17  Nov 

85 

TM  SA 

25 

L 

MISC 

Provisioning,  Initiol  Support,  Generol  Requirements  For  (Int  Notice-V(£€)( 

MIL-STD.1375 

SA 

23  Nov 

70 

SA 

Volidalcd  Feb  80  REV-YD  SH  TD  AS  OS 

NOTICE  1 

29  NOV  1974 

MISC 

Quality  Control  System  Requirements  . . . . . 

FED.STD-368A 

X 

10  Dec 

79 

MISC 

Quantitative  Description  Of  Obscurotion  Factors  For  Electro-opticol  & 

DOO-HDBK  178 

ER 

25  Jul 

86 

ER 

Millimeter  Wove  Systems  (Metric) 

MISC 

Ronge  Facilities  &  Miscellaneous  Troing  Facilities,  Other  Than  Buildings .............. 

Mll-HDBK  1027/3A 

YD 

31  Jon 

89 

MISC 

Reconnoissance/mopping  Dota  Morking  Validated  Jal  86 . . . . 

MII.STD-782D 

NOTICE  1 

70 

07  Jul 

86 

CR  AS 

99 

MISC 

Reference  Chort,  Aircroft  Engine  Accessory  Drive  Validated  Jon  84  . . 

AND;0230 

REV-3 

82 

23  Nov 

54 

AS 

99 

L 

MISC 

Requirement  For  Preparotion  Of  Support  Equipment  Depot  level  Rework 

MIL-STD.2078 

AS 

14  Dec 

81 

AS 

Stondords 

V 

MISC 

Resfvroliviv  Sliipboord  e'eeffani^  Equipmenf  r,  iN  And  Cogniionce 

Mil-R*2435o 

SH 

Cl  Nov 

68 

SH 

Validated  Apr  81  REV-99 

1 

MISC 

Restorolion,  Overhoul,  And  Repoir  Of  Electronic  Equipment  Vdf/dored  ^on  86,,.. 

MIL-STD.3110 

EC 

18  Dec 

86 

MISC 

Rf  Transmission  Lines  &  Fittings  (Notice  10)  USER*OS  MC  REV-AR  Ml  ME  AS 

Mll-HDBK  216 

EC 

11  Mor 

82 

El  EC 

85 

SH  85  99  11  ES 

E 

MISC 

Rivet,  Hi'Sheor,  100  Deg.  Head  Interference  Fit,  Tilonlum  Alloy  «  Sep  57 

NAS  1906THRU1916-57 

AS 

14  Jun 

74 

AV  AS 

11 

W/DOD  Exceptions  Validated  May  82 

E 

MISC 

Rivet,  Hi-sheor,  Flat  Head,  Interference  Fit,  Titanium  Alloy  '  Sep  57  W/DOD 

NAS  1306THRU18)6.57 

AS 

14  Jon 

74 

AV  AS 

11 

Exceptions  Validated  Mar  85 

MISC 

Rubber  Products,  Definitions  And  Terms  For  Visible  Defects  Of  . . . . . 

FED-STD-00160 

: 

05  Jon 

62 

MISC 

Sofely  Wiring  And  Cotter  Pinning,  Generol  Proctices  For  USER*Y0  R£V*Ml  84  „ 

MS-33540J 

AS 

23  Jul 

86 

AR  AS 

99 

MISC 

Sompling  Procedures  . . . . . . . . . . . 

FED-STD-358 

t 

10  Jon 

75 

MISC 

Schematic  Wiring  Diogrom  (Externot  DC  Power  Connector,  Aircroft -Volrdo/ed 

MIL-STD.1671 

AS 

28  Jul 

75 

me  as 

11 

Jut  82  REV.AV  85 


61 


FSC  USTING 


DOCUMENT 


fSC 

TITIE 

NUMBER 

PREP 

DATE 

CUSTODIAN 

MISC 

Screw«  Machine,  Fillister  Heod^Coarse  Threod  REV>69 . . . . 

AN5(X) 

REV  7 

AS 

12  Nov 

80 

AS 

69 

MISC 

Screw,  Topping,  Threod  Cutting,  Round  Head,  Machine  Screw  Threod  (looctive 

AN504 

AS 

04  Mar 

82 

For  New  Design  Alter  4  Mor-82) 

REV  6 

1 

MISC 

Simulator,  launcher  And  Missile  Mork  6  Mod  2  Voli'dated  Jut  St . 

MIL-S-81127 

OS 

12  Aug 

64 

OS 

1 

MISC 

Sing’e  And  Multi  Level  Continuous  Sampling  Procedures  And  Tobies  For 

MIL-STD-123SA 

AR 

28  Jun 

74 

AR 

Inspection  By  Attributes  Functiono!  Curves  Of  The  Continuous  Sompling  Plans 

PART  1 

Va'Jdated  Jon  66 

NOTICE  1 

10  MAR  1979 

MtSC 

Software  Support  Environment  Acquisition  REV*AV  CR . . . . 

Mll-HDSK  782 

AR 

29  Feb 

88 

MISC 

Spark  Plug,  He.it  Rating  Of,-  Method  Of  Classifying . . . . . . . 

FED-STO  001438 

t 

10  Aug 

62 

1 

MISC 

Specification,  Preparation  Of  Instollotion  And  Acceptonce  Testing  Of  Electronics 

MIL-S-55556A  (1) 

AV 

01  Mar 

78 

AV 

Equipment  In  Aircraft  Voirdated  Mar  84  REV-AV 

L 

MISC 

Specification,  Types  And  Forms,  Navseo  Xws  And  W$  Series  VoHdated  Aug  65 

MIL-S-83490'1  (1) 

OS 

31  Jon 

78 

os 

L 

MISC 

Specification,  Typos  And  Forms,  Military  (Os)  Series  Validated  Aug  85 . 

MIL-S-83490/2  (1) 

OS 

31  Jon 

78 

OS 

MISC 

Specifications  &  Standards  Of  Non«government  Organizations  Releosed  For 

MIL-BULL  I47D 

AS 

10  Jun 

86 

AV  AS 

11 

Flight  Vehicle  Design  &  Construction  USER>AR  REV-ME  10 

MISC 

Stondord  For  Lobr.rotory  Atmospheric  Conditions  For  Testing. . 

FED-STD-1A 

t 

27  Apr 

72 

MISC 

Standardization  &  Control  Progrom  For  Ports,  Moterials  &  Processes  Used  In 

MIL-STD-1836 

14 

01  Jun 

88 

Intercontinental  Bvllistlc  Missile  Weapon  Systems 

L 

MISC 

Mll-HDBK  1002/3 

YD 

30  Sep 
14  Mar 

87 

YD 

MISC 

Support  Equipment,  Aeronoullcol,  Speciol,  Generol  Specificotion  For  The  Design 

MIL-5-8512D  (2) 

AV 

80 

AV  AS 

Of  USER-MI  MC 

MISC 

Support  Eqiipment  Functional  Classification  Cotegories  REV*7t  11  26 . 

MIL-STD-864B 

99 

29  Jon 

82 

AV  AS 

99 

MISC 

Survivobility,  Aircraft,  Nonnucleor,  Generol  Criterio  •  Volume  1  Validated  Sep 

MIL-HDBK  336/1 

11 

30  Sep 

88 

AV  AS 

11 

88  REV-MR  ME  MC  26 

VOLUME  1 

MISC 

Survivability,  Aircraft,  Nonnuclear,  Airframe  •  Volume  2  Validated  Sep  68 

MIL-HDBK  336/2 

11 

30  Sep 

88 

AV  AS 

11 

REV-ME  MR  MC  26 

VOLUME  2 

MISC 

Survivability,  Aircroft,  Nonnucleor,  Engine  <  Volume  3  Validated  Sep  88 

MIL-HDBK  336/3 

11 

30  Sep 

88 

AV  AS 

11 

REV-ME  MR  MC  26 

VOLUME  3 

MISC 

Switchgear  And  Relaying . . . . . . . . . . . 

MIL-HDBK  1004/3 

YD 

13  Ocl 

87 

YD 

MISC 

Syringe,  luer,  Interchongeoble  Component,  Dimensions  Of . . . 

FED-STD-149A 

t 

03  Aug 

61 

MISC 

Topes,  Sensitive,  Ouolity  Assurance  Of  Pressure  •  29  Nov  78  REV>GL  MS . 

ASTM  D3715-78 

SM 

25  Jon 

80 

SM  AS 

L 

MISC 

Technical  And  Maintenance  Overhaul  And  Repoir  Stondords,  Preporotion  Of 

MIL-STD-1604 

OS 

28  Sep 

73 

OS 

Validated  Apr  82 

NOTICE  2  (OS) 

L 

MISC 

Technicol  Electronic  Terms  And  Definitions  Validated  Apr  84  . . . . . 

MIL-STO-1381 

EC 

15  Aug 

72 

EC 

MISC 

Technicol  Information  File  Of  Support  Equipment  (Availoble  In  Microfiche  (24X) 

MIL-HDBK  300M 

99 

01  Oct 

83 

AV  AS 

99 

(Only) 

1 

MISC 

Technical  Support  Plan  For  Electronic  Equipment  Validated  Apr  8}  . . 

MIL-T.24309  (2) 

SH 

29  Dec 

67 

SH 

1 

MISC 

Terminal  •  Eye  And  Fork  Coble -Vb/Zc/aW  Aug  62 . . . 

AND10079 

AS 

16  Mor 

45 

AS 

1 

MISC 

Test  Equipment  For  Use  With  Electronic  And  Electricol  Equipment,  Generol 

MIL-T-21200L 

AS 

27  Jon 

77 

AS 

Specificotion  For  (Inoctive,  Use  MIL«T<28800}  VoHdated  Jut  63 

NOTICE  1  (AS) 

MISC 

Test  Methods  For  Construction  And  Industriol  Mochinery,  Ports  1  And  K 

MIL-STD-448A 

ME 

21  Jon 

75 

ME 

99 

Validated  May  82 

L 

MISC 

Test  Procedures,  Reproduction,  Acceptance,  And  life  For  Aircroft  Electronic 

MIL-T-18303B 

AS 

01  Sep 

66 

AS 

Equipment,  Format  For  Vbf/rfotec/  Aug  81  REV-* 

L 

MISC 

Test  Program  Sets  General  Requirements  . . . . . . 

MIL-STO-2677A 

AS 

05  Feb 

87 

AS 

MISC 

Test  Provisions  For  Electronie  Systems  Ar...  iciated  Equipment,  Design 

MIL-STD-415D 

11 

26  Feb 

83 

ER  SH 

11 

Criteria  For  VoKdaled  Feb  88  REV-TE  AV  Ml  AR  AS  EC  17  22  19  13  99 

NOTICE  1 

NOTICE  2 

L 

MISC 

lest  Requirements  Document,  Preparation  Of  Validated  Feb  88  USER-MT  . . . 

MIL-STD-)519 
NOTICE  1 

11 

26  Feb 

88 

11 

L 

MISC 

Test  Requirement  Document  Preporotion  Of  Validated  Jut  88  REV-YO  AS  MC 

MIL-STO-1345B 

EC 

08  Jul 

88 

EC 

os 

NOTICE  1 

1 

MISC 

Testing  Of  Choff  Rodor  Cross-section  Validated  Mar  83 . . . . 

MIL-SID-207) 

AS 

15  Aug 

77 

AS 

MISC 

Thermol  Performance  Evaluation,  Airborne  Electronic  Equipment  And  Systems, 

MIL-T-23103A  (2) 

AS 

11  Dec 

81 

AS 

Generol  Requirement  For  REV-AV 

MISC 

Tolerance  •  Seomless  Corrosion-resistont  Steel  Tubing  Round  Validated  Mar  85 

MS-33533 

20 

12  Jon 

53 

AS 

20 

REV-MI  99 

1 

MISC 

Tolerance,  Alloy  Steel  Sheet  And  Strip  (Inoctive,  Use  Fed  STD-48)  Validated 

AND10367 

20 

09  Sep 

69 

20 

May  82 

REV  1 

MISC 

Treotment,  Moisture  &~Fungus-Resistant,  Of  Communicotions,  Electronic  6 
Associated  Electricol  Equipment  Validated  Aug  87  REV-MR  AR  Ml  EA  AV  EC 

YD 

Tubing  •  Stondord  Dim'ensionsTor  Rouiid  Seamless  Alloy  Steel  Validated  Sep 

MIL-T-152B  (2) 
NOTICE  1 

ER 

03  Aug 

87 

ER  AS 

11 

MISC 

AND10102 

AS 

01  Jul 

65 

AS 

11 

84 

REV-3 

MISC 

Tubing,  Steel,  Corrosion  Resistant,  Round  Stondord  Dimensions  For  Validated 

ANDI0104 

20 

05  Moy  67 

AS 

20 

Jul87 

REV  4 

MISC 

Type  Desionotion.System  For-Aeronouticol  And  SuoDort  EoulDment  Validated 

MIL-SID-875A 

11 

30  Apr 

74 

AS 

11 

May  82  USER-AV  TD  REV-MI  68  99 

L 

MISC 

U.s.  Army  Reverse  Engineering  Hdbk  (Guidelines  &  Procedures)  REV-AM  Al  AT 

MIL-HDBK  115 

ME 

20  Apr 

87 

AV  CR 

L 

MISC 

Uniform  Cost  Accounting  And  Reporting  System  (UCARS)  REV-AR........ . . 

MIL-STD-1260A 

AL 

10  Mor 

86 

AL 

1 

MISC 

Uniform  Procedures  For  Type  Designation  And  Item  Idenlificotion  Validated 

MIL-STD-842 

11 

07  Jon 

65 

11 

May  82  USER-MT  15  REV-AR  67  99  CT 

L 

MISC 

Unit  Under  Test  Compotibility  With  Automotic  Test  Equipment  General 

MIL-STD-2b76 

AS 

01  Mar 

78 

AS 

Requirements  For  Validated  Oct  84 

MISC 

Urine  Sugar  Test  Toblots  USER-YD  . . . . 

A-A-0051108A 

/MB 

18  Sep 

86 

MOMS 

03 

L 

MISC 

Volidotion  Plans  For  Novol  Ordnbnce  Overhaul  And  Repoir  Activities, 

MIL-STD-1656 

OS 

18  Sep 

74 

OS 

Preporotion  Of  Validated  Apr  82 

MISC 

Volue  Engineering  Progrom  Requirements  Validated  Feb  88  REV-SH.... . . 

MIL-SID-i771 

11 

26  Feb 

88 

AR  AS 

11 

NOTICE  1 
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1 

MISC 

Value  Engineering  Program  Requirements  (Naval  Ship  Systems  Command) 

MIL.V.24474 

SH 

27  Ocl 

72 

SH 

MISC 

(noctive  For  New  Design  Validated  Apt  8i 

Water,  Dissolved  Oxygen  In  Water,  Stondord  Test  Methods  For  •  28  Feb  86  .... 

ASTM  D888-81R6E1 

YD 

10  Sep 

86 

CE  YD 

11 

MISC 

Welding  Code,  Structural  •  Sheet  Steel  •  14  Aug  81 . . . 

AW5  D1.3-ei 

YD 

21  Ocl 

85 

CE  YD 

04 

MISC 

Welding  Code,  Structuroi  >  Aluminum,  Standard  Specificotion  For  •  7  Mor  83 .... 

AWS  Dl.2-83 

YD 

14  Ocl 

85 

CE  YD 

04 

MISC 

Work  Breakdown  Structures  For  Defense  Molerial  Items . . . . . . 

MIL-STD-881A 

10 

25  Apr 

75 

Ml  SH 

10 

MISC 

Work  Mea>ui«m.nl  USER-11  17  13  18  19  REV-CE  AV  AT  AR  Al  YD  SH  EC  .... 

MII.-STD-1567A 

10 

30  Jan 

87 

Ml  AS 

10 

L 

MISC 

Work  Unit  Codes  For  Aeronouticol  Equipment,  Uniform  Numbering  System  ........ 

PDl-2 

MII.STD-780F 

AS 

18  Jul 

84 

AS 

L 

MNTY 

Command,  Control  And  Communications  (C3)  System  And  Component  Foult 

MIL-STD-001591A 

17 

08  Dec 

78 

17 

1 

MNTY 

Diognosis,  Subsystems,  Analysis/synthesis  Of 

General  Requirements  For  Mointainabilily  Of  Avionic  &  Electronic  Systems  8i 

MIL-STD-2084 

AS 

14  Jun 

83 

AS 

MNTY 

Equipment 

Mointoinability  Prediction  REV>CR  SH  OS  EC  13  14 . . . 

NOTICE  1 

Mll-HDBK  472 

AS 

12  Jan 

84 

Ml  AS 

17 

MNTY 

Maintoinobility  Progrom  Requirements  (For  Systems  And  Equipments)  REV.TE 

NOTICE  1 
MIL.STD-470A 

17 

26  Aug 

87 

Ml  AS 

17 

MNTY 

AV  AR  EC  MC  OS  YD  CG  18  15  13  11  10 

Mointainobility  Demonstration  Validated  Nov  80  REV.TE  AV  ER  CR  SH  EC  TD 

MII-STD-471A 

17 

10  Jan 

75 

CR  AS 

17 

MNTY 

19  15  11  14  13 

On  Aircraft,  Fault  Diagnosis,  Sub  Systems,  Analysis/synthesis  Of  Validated  Pec 

NOTICE  2 

8  DEC  1978 
MIL-STO-1S91 

17 

03  Jan 

77 

AV  AS 

17 

NDTI 

82REV.99  91  13  11  10 

Aircroft  Quality  Steel  Cleonllness,  Mortns  Itic  Corrosion*  Resestont  Steels, 

AMS  2303B-87 

MR 

11  Jun 

87 

MR  AS 

20 

NDTI 

Magnetic  Porticle  Inspection  Procedure  •  1  Jan  1987 

Alloy  Costings,  Radiographs  For  Copper  •  Bose  &  Nickle  •  Copper  •  26  Dec  75 

ASTM  E272-75R79 

AS 

28  Sep 

84 

MR  AS 

20 

NDTI 

Aluminum  Alloy-Wrought  Products  For  Aerospace  Applicotions,  Ultrosonic 

ASTM  8594-82 

AS 

22  Jul 

83 

MR  AS 

20 

NDTI 

Inspection  Of  •  27  Aug  82  USER-MI  REV-AV  SH  OS  71  99 

Aluminum  And  Mognesium  Costings,  Stondord  Reference  Rodiogrophs  For 

ASTM  E 165-85 

MR 

22  Nov 

85 

MR  AS 

20 

NDTI 

Inspection  Of  •  11  Jon  1985  REV.ME  AS 

Bronze  Castings,  Radiographs  For  1  in  -  26  Dec  75 . . . . 

ASTM  E310-7SR79 

AS 

28  Sep 

84 

MR  AS 

20 

NDTI 

Costing,  Closslfleatlon  &  Inspection  Of  USER*ME  YD  REV*AR  £A  Ml  SH  OS  80 

MIL-STD-2175 

AS 

12  Ocl 

84 

MR  AS 

20 

NDTI 

82  84  70  71  IS 

Castings,  Up  To  2  In.  (51  MM)  In  Thickness,  Stondord  Reference  Roiogrophs 

ASTM  E446-84 

MR 

20  Jun 

85 

MR  SH 

20 

1 

NDTI 

For  Steel  -  30  Nov  84  USER-AS  REV-GL 

Compressor  Rotor  Blod  Es,  Gos  Turbine  Tonk  Engine,  Processing,  1  Nspection,  & 

Mll.STO-1879 

AT 

02  Moy 

83 

AT 

NDTI 

Identifl  Cation  Of 

Cylindrlcol  Tonks,  Upright,  Stondord  Method  For  Meosurement  &  Colibrotlon  Of 

API  2550-80 

YD 

17  Dec 

82 

MR  YD 

99 

NDTI 

•  1980 

Eddy  Current  Testing  *votume  2  REV-AR  OS . . . . . . . . 

Mll-HDBK  728/2 

MR 

16  Dec 

85 

MR  AS 

20 

1 

NDTI 

Electrical  Conductivity  Test  For  Meosurement  Of  Heot  Treofment  Of  Aluminum 

VOLUME  2 
MII-STD-1537B 

20 

19  Jul 

88 

MR  AS 

11 

NDTI 

Alloys,  Eddy  Current  Method 

Electrcmognetic  Testing,. Stondord  Oeflmtions  Of  Terms  Relating  To  •  26  Oct  84 

ASTM  E268-84A 

MR 

22  Jon 

85 

MR  AS 

20 

NDTI 

USER-AT  GL  REV-SH 

Field  Assurance  Of  Acoustic  Emission  System  Operation  Using  Simulated 

Mll-HDBK  786 

MR 

01  Oct 

87 

MR  AS 

20 

L 

NDTI 

Acoustic  Emission  Events  REV.AT  AV 

Geor  Bevel,  Inspection  Of . . . . . . . . 

MIL-G-62454 

AT 

13  Jul 

83 

AT 

NDTI 

Gfossory  Of  Terms  And  Definitions  For  Acuustic  Emission  Testing  Procedures 

Ma-STO-1945 

MR 

24  Ocl 

84 

MR  AS 

20 

NDTI 

USER-AL  Ml  80  REV-AR  AV  AT  OS  70  71  82  99 

Glossary  Of  Terms  And  Definitions  For  Neutron  Rodlogrophlc  Testing  USER'EA 

MIL-STD-194B 

MR 

15  Moy  85 

MR  AS 

20 

L 

ND[I 

Ml  OS  REV-AR  AV  ME  SH  24  70  71  80  82 

Hydraulic  2500  Psig,  Pressure  Testing  1APR82  USER-GL  REV-AV . . 

AMS  26258-82 

AT 

04  Mo/  87 

AT 

NDTI 

Inspection  Process,  Mognetlc  Rubber . . . . . . . . . . 

MIL-I-83387A 

20 

30  Jul 

87 

MR 

20 

NDTI 

Inspeclirn  Program  Requirements,  Nondestructive  For  Aircraft  And  Missile 

NOTICE  1 

MIL-I-6870E 

11 

04  Mor 

88 

MR  AS 

11 

NDTI 

Moteriols  And  Parts  Validated  Mar  88  REV*AV  SH 

Inspectian,  Liquid  Penetrant  USER-MI  REV-AR  EA  OS  SH  68  82  9?  GS  ............ 

NOTICE  1 
MIL'STD-6866 

20 

29  Nov 

85 

MR  AS 

20 

NDTI 

inspeciton.  Magnetic  Porticle  USER-AR  AT  OS  71  REV-AV  6A  Ml  SH  99  70  80 

82 

Inipecllon,  Rodiogrophic  USER-MD  Gl  AR  OS  ES  OH  REV-MI  AV  SH  70  71  82 

89 

tntpeetion,  Ultrosonic^  Wrought  Metols-  Process  For . . . 

MIL.STD-1949 

MR 

01  Aug 

85 

MR  AS 

20 

NDTI 

M1L-STD-453C 

AS 

09  Sep 

88 

MR  AS 

11 

NDTI 

MlL-STD-2154 

AS 

30  Sep 

82 

MR  AS 

20 

L 

NDTI 

NDTI 

Joints.  Brozed,  Inspection  Of,... . . . . 

liquid  Penetront  Testing  REV-AR  OS........ . . . . . . . 

Mll-STD-1896 
Mll-HDBK  728/3 

AT 

MR 

20  Jun 
16  Dec 

85 

85 

MR  AS 

20 

NDTI 

liquid  Penetrant  Inspection,  Terms  Reloting  To  •  26  Oct  84  USER-Gl  AT  SH 

ASTM  E270'84 

MR 

22  Jen 

85 

MR  AS 

20 

NDTI 

REV-MR 

liquid  Penetront  Inspection  Method  •  15  Dec  80  (Reapproved)  Validated  Sep 

83 

Mognetic  Effect  limits  ForNon  magnetic  Equipment  Used  in  The  Proximity  Of 

ASTM  E16S-&0 

MR 

05  Jan 

81 

MR  AS 

11 

1 

NDTI 

M11-M-19595C  (1) 

OS 

07  Moy 

87 

OS 

NDTI 

Magnetic  Influence  Ordnonce  REV-CS  GS 

Mognetic  Porticle  Examination,  Stondord  Definitions  Of  Terms  Relating  To  -  26 

ASTM  E269-84A 

MR 

22  Jon 

85 

MR  AS 

20 

L 

NDTI 

Oct  84  USER-AT  GUSH 

A^ognetic  Porticle  Inspection,  Soundness  Requirements  For  Moteriols.  Ports,  And 

Mtl-M-47230 

Ml 

26  Jul 

74 

Ml 

NDTI 

V/eldments  ValidatedAug  79 

Mogn.‘»tlc  Particle  Testing~REV-AR  OS . . . . . . . 

Mll-HDBK  728/4 

MR 

16  Dec 

85 

MR  AS 

20 

1 

NDTI 

NDTI 

NDT. 

NDTI 

Mognetic  Particle  Exominiotion  Of  Steel  Forgings  >  29  Jul  83  REV*SH ................ 

Nickel-chromium-irofl  Alloy  Microsfructure  Procedure  Requirements  &  Acceptonce 
Criterio  (Issue  Controlled  Further  Disseminolion  Only  As  Directed  By 
Novseosyscom  (09B2) 

Nondestructive  Exominolion  Requirements  For  Special  Applicotions  (NOFORM 

Rel  To  Other  Thon  DOD  Act  Req  Pr  Appr  Of  Novseosyscom) 

Nondestructive  Evoluotion  Of  Butt  Welds  In  Crone  &  Roilrood  Roils.................... 

ASTM  A275-83 
MIL-STD-2192 

MII-STD-2132A 

MII.STD-1699A 

MR 

SH 

SH 

YD 

04  Jon  84 
05  Ocl  87 

15  Mor  85 

24  Moy  87 

MR  SH 

SH 

YD 

11 
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NDtl 

Nondestructive  Testing  Methods  Of  Composite  Moteriois  •  Thermogrophy 

USER.OS  REV-MI  AV  AT  SH  82 

MIL-HDBK  731 

MR 

01  Aug 

84 

MR  AS 

20 

NDTI 

Nondestructive  Testing  Personnel  Quollfication  And  Certification  (Eddy  Current, 
Liquid  Penelront,  Magnetic  Porticle,  Rodiogrophic  And  Ultrasonic)  USER*SH 
R6V.AR  10 

MIL-STD'410D 
NOTICE  2 

24  SEP  1979 

20 

24  Sep 

79 

MR  AS 

20 

NDTI 

Nondestructive  Testingmethods  Of  Composite  Moteriois  Uftrosonics  REV-MI  AV 

AT  OS  99  84 

MIL-HDBK  787 

MR 

01  Apr 

88 

MR  AS 

20 

NDTI 

Nondestructive  Testing  Methods  Of  Composite  Moteriois «  Acoustic  Emission 
USER-MI  YD  80  REV-ME  AV  AT  AR  SH  OS  70  71  82  99 

MIL-HDBK  732 

MR 

01  Oct 

84 

ME  AS 

20 

NDTI 

Nondestructive  Testing  •  Volume  1  REV-AR  OS............ . . . . . . 

MIL-HDBK  728/1 
VOLUME  1 

MR 

16  Dec 

85 

MR  AS 

20 

NDTI 

Nondestructive  Testing  Methods  Of  Composite  Moteriois  •  Rodlogrophy  REV-MI 

AV  AT  AR  AS  OS  99  84  82  80 

MIL-HDBK  733 

MR 

27  Jun 

86 

MR  AS 

20 

NDTI 

Oil  Anoiysis  In  Equipment  Design,  Provisions  For  REV-AV  ME  AT  11 . . . 

MIL-STD-1570A 

82 

04  Jun 

87 

TM 

82 

L 

NDTI 

Penetront  Inspection,  Soundness  Requirements  For  Moteriois,  Ports  And 

Weldments  Validated  Sep  79  REV-GS 

MIL-P-471S8 

Ml 

07  Jun 

74 

Ml 

NDTI 

Photogroph,  Reference.for  Magnetic  Porticle  Indications  On  Ferrouscostings  •  30 
Sep  63  (Recpproved  1980)  Validated  Apr  83  REV-MI  AT  AR  AS  99 

ASTM  E125-(S3R80 

MR 

29  Oct 

82 

MR  SH 

20 

NDTI 

NDTI 

NDTI 

NDTI 

NDTI 

NDTI 

NDTI 

NDTI 

NOT! 

Pipe  &  Tubing.  Standard  Practice  For  Ultrosonic  Exominotion  Of  longitudinol 
Welded  -  27  May  83 

Pressure  Testing,  10  PSI  Through  200  PSI . . . . 

Pressure  Testing,  Hydraulic  200  Psig  •  1  Apr  1982  USER-ME  REV-MR  AV  GL .... 

Pressure  Testing,  10  Psig  •  13  Jun  1940  (Rev.  1  Apr  1982)  . . . . 

Pressure  Testing.  25  Psig  '  1  Jon  1942  (Rev.  1  Jon  1985) . . . 

Pressure  testing  55  Psig  •  1  Jon  1985  REV-AV  GL  MR . . . . . 

Pressure  Testing,  70  Psig  -  1  Jon  1985  REV-MR  AV . . 

Praiiure  Telling,  100  Piig  -  1  Jon  198S  USER-ME  REV-MR  GL  AV . 

Pressure  Testing,  Hydraulic  1,(XX)  Psig  •  15  Oct  1940  (Rev.  1  Apr  1982) 

USER-GL  REV-AV 

ASTM  E273-83 

MIL-STD-1899 

AMS  26/68-82 

AMS  2601D-S2 

AMS  2602C-8S 

AMS  260SC-85 

AMS  2606D-B5 

AMS  2607C-8S 

AMS  26208-82 

MR 

AT 

AT 

AT 

AT 

AT 

AT 

AT 

AT 

27  Aug 

04. Jun 
12  Feb 
to  Apr 
10  Apr 
17  Feb 
17  Feb 
17  Feb 
10  Apr 

84 

87 

87 

87 

87 

87 

87 

87 

87 

MR  AS 

AT 

AT 

AT 

AT 

AT 

AT 

AT 

AT 

20 

NDTI 

Radiographic  And  Visual  Soundness  Requirements  For  Cobolt-chromiurr.  Alloy 

Liners  (For  Smoll  Arms  Borrels)  Validated  Jut  67 

MIL-STD-1257A 
NOTICE  1 

AR 

15  Jul 

87 

AR  OS 

99 

L 

NDTI 

Radiographic  Inspection,  Soundness  Requirements  For  Fusion  Welds  In  Aluminum 
And  Mognesium  Missile  Components  USER-ME 

MIL-R-45774  (2) 

Ml 

01  May 

79 

Ml 

L 

NDTI 

Rodiographic  Inspection,  Ouolification  Of  Equipment,  Operotors  And 

Procedures  Validated  May  87  USER-AT  ME  REV-MI  EA  OS 

MIL-R-11470A 
NOTICE  1 

MR 

26  Mo/ 

87 

MR 

NDTI 

Rodiogrophic  Inspection  For  Soundness  Of  Welds  In  Steel  By  Comporisoti  To 
Graded  ASTM  E  390  Reference  Rodiographs  USER-AT  TE  ME  OS  REV-MI  EA 

MIL-STD-1264B 
NOTICE  2 

MR 

18  Jon 

89 

MR  AS 

11 

L 

NDTI 

Radiographic  Inspection,  Soundness  Requirements  For  Afuminurh  And 

Magnesium  Castings  (For  Smoll  Arms  Parts)  Validated  Apr  85  USER-AT 

REV-MI 

MIL-STD-139A 

AR 

05  Jon 

65 

AR 

1. 

NDTI 

Rodiogrophic  Inspection,  Cfosstficolion  &  Soundness  Requirements  For  Steel 
Costings  REV-AR  AT  EA  ME  AV 

MIL-STD-1265A 

MR 

28  Moy 

87 

MR 

NDTI 

Rodiographic  Testing,  Controlling  Quality,  Stondord  Method  For  28  Feb  86 
USER-GL  AT  SH  OS 

ASTM  E142-86 

MR 

01  Apr 

88 

MR  AS 

11 

NDTI 

Rodiogrophic  Testing  Requirements  For  Cost  Explosives  Validated  Apr  82 

REV-ll 

MIL-STD-746A 

OS 

31  Jul 

63 

AR  OS 

99 

NDTI 

Rodiogrophic  Testing  •  Volume  5  REV-AR  OS . . . . . . . . . 

MIL-HDBK  728/5 
VOLUME  5 

MR 

16  Dec 

85 

MR  AS 

20 

NDTI 

Rodiogrophic  Testing,  Stondord  Guide  For  -26  Oct  1984  USER-MI  REV-AT  AR 

AS  SH 

ASTM  E94-84A 

MR 

19  Apr 

85 

MR  YD 

IS 

NDTI 

Reference  Photographs  For  Magnetic  Particle  Indicotions  On  Ferrouscostiiigs 
(Reopproved  R-85) 

ASTM  E125-63 
NOTICE  2 

MR 

22  Feb 

88 

MR  AS 

20 

L 

NDTI 

Reference  Stondords  oo  Rodiogrophic  Procedures  For  Portiol  Penetrotion 

Aluminum  Welds 

MIL-STD-1895A 

AT 

20Oel 

86 

AT 

NDTI 

Reference  Standards  &  Rodiogrophic  Procedures  For  Portiol  Penetration;Steel 
Welds  REV-AR 

MIL-STD-1874A 

AT 

17  Oct 

86 

AT 

20 

1 

NDTI 

Requirements  For  Nondestructive  Testing  Methods . . . . . 

MII-STD-271F 

SH 

27  Jun 

86 

SH 

NDTI 

Rubber  Property  -  Abrasion  Resistance  (PICO  ABRAOER),  Stondord  Test 

Method  For  -  25  Mor  1983  USER-AS  REV-AV  Gl  TE 

ASTM  D222B-83 

AT 

10  Apr 

87 

AT 

20 

NDTI 

Stondord  Recommended  Practice  For  Measuring  Coating  Thickness  By  Mognetic 
Field  Or  Eddy  Current  (Electromagnetic)  Test  Methods  •  17  Oct  69  USER-OS 

82  REV-AV  AR  SH  99 

ASTM  E376  69R79 

MR 

19  0cl 

84 

MR  AS 

20 

NDTI 

Steel  Aircroft  Quolity,  Cleanliness  Magneilcparticle  Inspection  procedure  •  1  Oct 

84 

Steel  Castings  For  Aerospoce  Applications,  Investment,  Stondord  Reference 
Rodiogrophs  Of  -  11  JAN85  USER-SH  REV-AR  AT  Ml 

AMS  2301G-84 

MR 

21  Dec 

84 

MR  AS 

20 

N01I 

ASTM  E192-85 

MR 

30  Apr 

85 

MR  AS 

20 

NDTI 

Steel  Castings,  Heavy-wolfed  (2  To  4  1/2‘IN.  (51  To  114-MM)),  Stondord 
Reference  Rodiogrophs  For  >  30  Nov  1964  REV-AR  AT  Ml  AS 

ASTM  El 86-84 

MR 

22  Jon 

85 

MR  SH 

20 

NDTI 

Stfifi!  Costings,  Hec-y-voUed  (-J  1/2  To  12  in.  (114  7c  305  Stcrdc-d 

Reference  Rodiogrophs  For  -  30  Nov  1984  USER-AR  AT  REV-MI  AS 

ASI-M  £280  84 

MR 

22  Jse 

85 

MR  SH 

20 

NDTI 

Steel  Fusion  Welds,  Stondord  Reference  Rodiogrophs  For  •  26  Dec  75  REV-SH 

99 

Steel,  Premium  Aircroft  Quolity,  Cleonllness-mognet!':  Particle  Inspection 

Procedure  *  1  Apr  84 

ASTM  E390-7iR79 

AS 

22  Moy 

81 

MR  AS 

11 

NDTI 

AMS  2300F-84 

MR 

23  Dec 

85 

MR  AS 

20 

NDTI 

Steels,  Mortensitic  Corrosion-resistont,  Aircroft-quolily  Steel  Cleonllness, 

Mognetic  Porticle  Inspection  Procedure,  Metric  (SI)  Measurement  *  1  Jon  87 

MAM  2303-87 

MR 

11  Jun 

87 

MR  AS 

20 

L 

NDTI 

Temper  Etch  Inspection  Validated  Apr  85  REV-AR . . . . 

MIL-STD-867A 

70 

23  Mor 

79 

99 

NDTI 

Ultrosonic  Inspection  Titanium  &  Titonium  Alloy  Bor  &  Billet-  1  Jah  1985............ 

AMS  2631A-85 

MR 

18  Ocl 

88 

MR  AS 

11 

1 

NDTI 

Ultrosonic  Inspection  Of  Leod  (Issue  Controded-prlvale  Industry  Submit  Request 

Via  Cognizont  Controctlng  Office  For  Certlficotion  Of  Need  To  Know) 

Validated  Jut  87 

MIL-STD-770 

NOTICE  1 

SH 

17  Jul 

87 

SH 

L 

NDTI 

Ultrosoni-*  Inspection,  Requirements  For . . . . . . . . 

MIL-STD-1875 

AT 

15  Apr 

83 

AT 

64 


FSC  LISTING 


DOCUMENT 


fSC 

TITLE 

NUMBER 

PREP 

DATE 

CUSTODIAN 

NDTI 

Ultrasonic  Fulse  Echo  Testing  S/stems  Without  The  Use  Of  Electronic 

ASTM  E317-79 

MR 

24  Feb 

84 

MR  AS 

Measurement  Instruments,  Evofuating  Performance  ChorocteriStlcs  Of  *  25 

Moy  79  USER-ME  Ml  AS  OS  REV-Al  AR  SH 

NDll 

Ultrasonic  Pulse  Echo  Straight  6eom  Testing, recommended  Practice  For,  By  The 

ASTM  E1U.85 

MR 

29  Moy 

87 

MR  AS 

Contact  Method  27  Dee  85  REV-AT  AV  YD  OS  SH 

NDTI 

Ultrosonic  Pulse  Echo  Testing  Systems  Without  The  Use  Of  Elec.ronic 

ASTM  E3 17-85 

MR 

29  May 

87 

MR  AS 

Meosurement  Instruments  27  Sep  85  REV«AT  AV  YD  OS  SH 

NDTI 

Ultrosonic  Testing  REV>AR  OS........... . . . . . . 

MIL-HDBK  728/6 

MR 

16  Dec 

85 

MR  AS 

20 

NDTI 

Visuol  Acceptonce  Criteria  For  Inspection  Of  Aluminum  Alloy  Welds  REV*AT ...... 

MIL-STD-370 

MR 

26  May 

88 

L 

NDTI 

Welded  Joints,  Inspection  Of  . . . . . . . . . . 

MIL-STO-1890 

AT 

17  Jon 

85 

AT 

NDTI 

Weldments,  Ultrasonic  Contoct  Exomination  Of  >  27  Mar  81  . . . 

ASTM  E164-81 

MR 

15  Apr 

82 

MR 

i 

NUOR 

Adopter,  Test  MX*6050/PSM*6  VoUdoted  Mar  86  REV-IS . . . . . 

Mtl.A.27582A  (1) 
NOTICE  1 

79 

04  Jon 

65 

79 

L 

NUOR 

Adhesive,  Polyomide  Epoxy  M753  8  Inch  Proiectile . . . . 

Mll-A-63187 

AR 

25  Jon 

82 

AR 

L 

NUOR 

Arm*safe  Device,  M120  Volt'dated  Jan  82 . . . . . 

MII-A-48S30  (1) 

AR 

10  Dec 

75 

AR 

1 

NUOR 

Battery  Thermol,  M16  Validated  Apr  87 . . . . . . 

MIL-B-48531  (1) 
NOTICE  1 

AR 

10  Apr 

87 

AR 

L 

NUOR 

Battery,  Thermol,  M17 . . . . . . . . . 

MIL-B-48304  (2) 
NOTICE  1 

AR 

30  Jon 

87 

AR 

L 

NUOR 

Bottery,  Thermal.  M8  Validated  Mar  85  . . . . . 

MII-B-50897A  (2) 

AR 

31  Moy 

73 

AR 

L 

NUOR 

Bottery,  Thermal.  M9  Validated  Mar  85  .............................................................. 

MILvB.50957  (2) 

AR 

31  Moy 

73 

AR 

1 

NUOR 

Bolt,  Tee  Validated  Feb  84  . . . . . . . . . 

MH.B-45887A  (1) 

AR 

07  Ocl 

77 

AR 

L 

NUOR 

Copsule  Assembly,  Telemetry,  ARRT'13  Validated  Jan  89.................................... 

MILC>63183 

NOTICE  1 

AR 

10  Jon 

89 

AR 

1 

NUOR 

Costing,  Sond,  Aluminum  Bose  &  Magnesium  Bose  (For  Speciol  Weopons 

MIL-C-4880e 

AR 

09  Jun 

75 

AR 

Application)  Validated  Jon  81 

L 

NUOR 

Clomp  Adopter,  Coble  To  Connector  Validated  Apr  67 . . . . . . 

MtL-C-48830 

NOTICE  1 

AR 

10  Apr 

87 

AR 

L 

NUOR 

Connector  Assembly  Validated  Mar  85  REV*ES . . . 

Mll.C-48197 

AR 

26  Sep 

72 

AR 

L 

NUOR 

Connector  Plug,  Electricol  And  Connector  Receptacle,  Electricol  Validated  Jan 

8J 

Connector,  Receptacle,  Electricol,  For  M5  Baroswitch  Validated  Jan  8J . 

MIL>C.488n 

AR 

09  Jon 

75 

AR 

t 

NUOR 

MIL-C-48845 

AR 

09  Jun 

75 

AR 

L 

NUOR 

Container  Shipping  And  Storage  XM467 . . . . . . . . 

MII.C-14762A  (1) 

AR 

28  Ocl 

80 

AR 

L 

NUOR 

Contoiner,  Metal,  Ammo,  For  Fuze,  Troining.  Xm  555  With  Test  Plug  Validated 

MU-C-4B103A 

AR 

10  Jon 

89 

AR 

Jan  89 

NOTICE  1 

L 

NUOR 

Contoiner,  Shipping,  H*542  Validated  Jon  81 . . . . . . . 

MIL-C-48538 

AR 

09  Jon 

75 

AR 

1 

NUOR 

Container,  Shipping  And  Storage,  Atomic  Proiectile,  M500  Validated  Mar  66.,., 

MIL.C.50565 

NOTICE  1 

AR 

19  Mor 

86 

AR 

1 

NUOR 

Control  Unit,  lance  AK  (M238E1)  Validated  Feb  89, . . . . 

MII-C-63177A 
NOTICE  1 

AR 

16  Feb 

89 

AR 

L 

NUOR 

Control  Unit,  lonce  Ak  Validated  Feb  89 . . . . . . . . 

MIL-C.45882 

NOTICE  1 

AR 

16  Feb 

89 

AR 

L 

NUOR 

Cushion,  AFT  M753  8  Inch  Proiectile  Validated  Apr  88 . . . . . . 

MIL-C-63168 

NOTICE  1 

AR 

18  Apr 

88 

AR 

NUOR 

Cushion,  Forword  M753  8  Inch  Pro[ectlle  Validated  Apr  88  . . . 

Mll-C-63169 

NOTICE  1 

AR 

18  Apr 

88 

AR 

L 

NUOR 

Deloy  Unit  Validated  Feb  89 . . . . . . . 

MIL-D'48522  (1) 
NOTICE  1 

AR 

16  Feb 

89 

AR 

L 

NUOR 

Destructor,  Wcrheod,  Single  Point,  Mi4  Metol  Ports  Validated  Jan  81  .............. 

MIL'D48827 

AR 

09  Jon 

75 

AR 

1 

NUOR 

Drum  Assembly  Validated  Mar  85 . . . .  . . . 

MIL-0-48193 

AR 

02  Ocl 

72 

AR 

1 

NUOR 

Fuse,  Normal,  And  Time  log  Blowing  Validated  J  81  . . 

Mll-F-48844 

AR 

09  Jun 

75 

AR 

L 

NUOR 

Fuseholder,  Extractor  Type  Validated  Jan  81  . . . 

MIL-F-48847 

AR 

09  Jun 

75 

AR 

L 

NUOR 

Generator,  Test,  For  T4133  Test  Set  Validated  Jan  81 . . 

MIL-G.45892 

AR 

04  Aug 

75 

AR 

1 

NUOR 

Igniter,  Inert,  Training  For  Projectile  Troining,  8  Inch  Validated  Apr  67.. . . 

MIt.|-48779A 
NOTICE  1 

AR 

10  Apr 

87 

AR 

L 

NUOR 

Indicator,  Humidity,  Plug  Validated  May  35  ........................................................ 

MIL-1-48191 

AR 

06  Sep 

72 

AR 

L 

NUOR 

Indicator,  Humidity,  Cord  Validated  May  85........ . . . . 

Mll.1.48195 

AR 

03  Oct 

72 

AR 

L 

NUOR 

Insert,  Nozzle  M753  8  inch  Projectile  Validated  Apr  88  ...................................... 

MIU-63167 

NOTICE  1 

AR 

18  Apr 

88 

AR 

L 

^•UOR 

Insert,  Shipping  And  Storage  Container  Validated  May  85  USER>Gl ................. 

MIH.50966 

AR 

03  Nov 

71 

AR 

L 

NUOR 

Module,  Energy  Transfer  Validated  Jon  82 . . . . . . 

a.II-M-63174 

AR 

16  Aug 

76 

AR 

L 

NUOR 

Motor  Generotor,  Ac,  For  Soroswitch  Tester,  T4016  Validated  Jon  8/..........».... 

Mll-M-45871 

AR 

09  Jun 

75 

AR 

L 

NUOR 

Mount,  Resilient,  For  M483  Container. . . . . . . . . . . 

MIL'M-63.184 

AR 

10  Oct 

80 

AR 

L 

NUOR 

Mount,  Resilient,  For  The  M5  Bcroswitch  Validated  Apr  87  . . . 

MII-M-48S37 
NOTICE  1 

AR 

10  Apr 

87 

AR 

1 

NUOR 

Movcmen*  Assemblies,  Tr*  And  Tb,  For  M75  Ak  Surfoce  To  Surfoce  Pkg 

MlL'M-45874 

AR 

10  Apr 

87 

AR 

Validated  Apr  87 

NOTICE  1 

1 

NUOR 

Nucleor  Weopons  Systems,  Sofely,  Design  And  Evoluotion  Criterio  For 

MIL-HDBK  255a 

AS, 

06  Seo 

84 

AS 

VoUdoted  Jul  E4 

NUOR 

Nucleor  Weapons  Systems,  Sofety  Design  And  Evoluotion  Criterio  For  REV.QS 

SH 

Pocking,  Preformed  Validated  Mar  85 . . . . . . 

MIL-HD8K272 

OS 

15  Aug 

84 

OS 

L 

NUOR 

Mll-P-48005 

AR 

28  Mar 

72 

AR 

O  1 

NUOR 

Porochutft  System,  Special  Weopons,  A/B28K*5,.23  Ft  Validated  Feb  87............ 

MIL.p-83255 

NOTICE  1 

79 

02  Feb 

87 

79 

Q  L 

NUOR 

Porochuie  System,  Keovy  Duty,  Generol  Specificolion  For  REV'll  15  ................ 

MIL-P-25716D 

79 

14  Nov 

88 

79 

O  1 

NUOR 

Porachule  System,  Speciol  Weapons,  A/628K*4,  17  Ff  Validated  Feb  87 

MII-P-38465  (2) 

79 

02  Feb 

87 

79 

REV-Il  17  15 

NOTICE  I 

QL 

NUOR 

Porachute  System,  Speciol  Weapons,  12.5  Ft,  A/B28X-1  Validated  Feb  87 

MII-P-38019A  (2) 

79 

02  Feb 

87 

79 

REV-II  15 

NOTICE  1 

L 

NUOR 

Pin,  M753  8  Inch  Projectile  Validated  Apr  88 . . . 

Mll-P-63165 

NOTICE  1 

AR 

18  Apr 

88 

AR 

1 

NUOR 

Piston  Motor  Assembly  Validated  Jan  82  . . . . . 

MIL.P.48528 

AR 

13  Nov 

75 

AR 

65 


FSC  LISTING 


DOCUMENT 
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TIIIE 
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CUSTODIAN 

L 

NUOR 

Power  SuppI/  PS  217  For  Fuxe,  Proxlmlly,  T361  Validated  Apr  67 . . . 

MIL.P-60956 

NOTICE  1 

AR 

10  Apr 

87 

AR 

L 

NUOR 

Printed  WJrIng  Boord  Validated  Mar  84 . . . . . . . 

Mll-P-48534  (2) 

AR 

16  Dec 

77 

AR 

L 

NUOR 

Printed  Wiring  Board  Validated  Feb  84„......,., . . . . . . 

MIL-P-63176  (2) 

AR 

16  Dec 

77 

AR 

L 

NUOR 

Pfoicctile,  Hes,  8-INCH.  M42/.A1  Metol  Ports. . . . . . . . . 

MIL.P-50560A 

AR 

28  Oct 

86 

AR 

1 

NUOR 

Projectile/  8  Inch,  M424A1  loading  Assebly  Validated  Jan  82 . . . . 

Mll-P-50562  (3) 

AR 

IS  Mor 

76 

AR 

L 

NUOR 

Relay,  Armoture,  Training,  For  M75  Adaption  Ku  Validated  Apr  87 . 

Mlt-R-4884S 

NOTICE  1 

AR 

10  Apr 

87 

AR 

L 

NUOR 

Reloy,  Armature,  For  M75  Adoption  Kit  Validated  Jan  81 . . . . . 

Ma-R-45881 

AR 

09  Jun 

75 

AR 

L 

NUOR 

Restrictor,  Fluid  Flow  Validated  Apr  85  REV-MI . . . . . 

MIL-R-48212 

AR 

12  Mar 

73 

AR 

L 

NUOR 

Ring,  External  Threoded  (Screw.  Retaining)  Validated  Mar  86  REV-MI . . 

MlL-R-48211 

AR 

10  Mor 

86 

AR 

L 

NUOR 

Screw,  Cop,  Socket  Heod  Validated  Mar  86 . . . . 

MIL-S-4SI02 

NOTICE  1 

AR 

10  Mar 

86 

AR 

L 

NUOR 

Seol,  Boll,  Monitoring  Po't  M753  8  Inch  Validated  Apr  88 . . . 

Mll-S-63171 

NOTICE  1 

AR 

18  Apt 

88 

AR 

L 

NUOR 

Setting  Mechonism  Assembly  (Training)  Validated  Apr  87 . . . . . 

MlL-S-50389 

NOTICE  1 

AR 

10  Apr 

87 

AR 

L 

NUOR 

Shipping  And  Storage  Container,  Warhead  Sectior),  MSI  1  Validated  Jon  82  .... 

Mll-S-48525 

AR 

16  Dec 

75 

AR 

L 

NUOR 

Shipping  And  Storoge  Container,  XMS42  Validated  Jan  83,.,.. . 

MIL-S-48891 

AR 

07  Jul 

77 

AR 

L 

NUOR 

Shipping  And  Storoge  Contolner,  XM543E1  Validated  Jon  8J . . . 

MIL-S-48893 

AR 

07  Jul 

77 

AR 

L 

NUOR 

Spacer,  Grain  M753  8  Inch  Projectile . . . . . . 

MIL-S-63172 

AR 

25  Jun 

82 

AR 

L 

NUOR 

Slond,  Nuclear  Projectile  H4280  . . . . . . . . 

MIL-S-63950 

AR 

25  Jun 

82 

AR 

1. 

NUOR 

Stotic  Tube  Contoiner  K-483  Validated  Apr  87 . . . 

M''.-S-48536 

NOTICE  1 

AR 

10  Apr 

87 

AR 

L 

NUOR 

Switch,  Rotory  Validated  Jon  82.... . . . . 

MIL-S-^5885 

AR 

26  Feb 

76 

AR 

L 

NUOR 

Switch,  Rotary,  M21AI  Validated  Feb  85.. . . . . . . 

MII-S-509S1  (1) 

AR 

30  Nov 

78 

AR 

L 

NUOR 

Switch,  Sensitive.  M22  Validated  Jan  82  . . . . . . 

Mll-S-45894 

AR 

25  Nov 

75 

AR 

L 

NUOR 

Synchro  Tronsmiiter,  For  MS  Boroswitch  Validated  Jan  81 . . 

MIL-S-45875 

AR 

09  Jun 

75 

AR 

L 

NUOR 

Test  Set,  Weapon  Electricol  Wiring  S|  stems  AN/AWM-13A  Validated  Jon  88 

MIL-T-38964 

79 

26  Jon 

88 

79 

REV-15 

NOTICE  1 

L 

NUOR 

Tools  For  Projectile,  M422 . . . 

MII-T-45890A 

AR 

04  Feb 

82 

AR 

1 

NUOR 

Tubing,  Electricol  Insulotlon  Extruded  Polytetrofluoroethylene  Validated  Jon  81 

MIL-T-48807 

AR 

09  Juft 

75 

AR 

L 

NUOR 

Washer  Screw,  Socket  Head  Validated  Mar  85 . . . . . . . 

MII-W-50964A 

AR 

05  Moy 

72 

AR 

i 

PACK 

Air  Tronsport,  Nontocticol,  Pocking  For  Validated  Dec  81  REV«SM  EA  MT  99,... 

MIL-A-25175C  (1) 

43 

03  Moy 

76 

69 

PACK 

Aluminum  &  Mogneslum  Products,  Pockaglng/pocklng  Of,  Stondord  Practices 

ASTM  B660-85E1 

SM 

30  Jun 

86 

AV  AS 

84  DH 

For  ■  26  Apr  85  USER-EC  MC  REV-ME  SM  AT  EA  AR  SA  SH  YD  69 

L 

PACK 

Anti  Tonk  Mine  Olspensmg  System,  Pockoglng  Of  Validated  May  83, . 

MIL-A-52759 

ME 

23  Jul 

73 

ME 

PACK 

Automated  Ooto  Processing  Equipment,  (Mojor  Components)  Pockaglng  Of 

MIL-A-8399SA 

84 

17  Feb 

89 

SM  SA 

99 

Validaled  Feb  Sf  RE’  -AT  AR  Ml  AV  CR  MC  YO  AS  SH  EC  11  13  43 

NOTICE  1 

PACK 

Automobile,  Trucks,  Truck«troctors  And  Troller  Dollies,  Preservotion  And 

MII-STD-28IA 

AT 

23  Nov 

65 

AT  YD 

99 

Pockoglng  Of  Validated  Aug  83  USER-ME  OS  REV*SM  Ml  Gl  MC 

NOTICE  1 

23  NOV  1965 

PACK 

Bor  Code  Symbology,  Stondord  Deportment  Of  Defense  REV-CR  AR  Al  ME  AT 

MII-STD-1189A 

SM 

04  Sep 

84 

SM  SA 

43  DH 

os  AS  SH  MC  YO  11  99  69  16  IS  GS 

PACK 

Bosic  Issue  Items  For  Military  Vehicles,  Corriages  And  Equipment,  Preporotion 

MII-B-1284IB  (1) 

AT 

12  Feb 

73 

AT  YD 

99 

For  Shipment  And  Storoge  Of  Validated  Aug  84  USER-SA  MC  REV.MI  SM 

GL  AR 

PACK 

Batteries,  Nonrechorgeoble,  Pockaging  Of  USER*MI  AR  OS  80  R6V-SM  AS  ...... 

MII.-B-55521C  (1) 

CR 

26  Jun 

84 

CR  SH 

99 

PACK 

Botteries,  Storoge,  fndustriol,  Automotive  And  Navy  Portable  (Except  Aircroft)j 

PPP-B-140B 

/YD 

15  Jun 

88 

ER  YD 

99 

Pockoglng  Of  USER-ME  MC  REV-Gl  SM  AT  SA 

PACK 

Battery,  Storoge,  leod  Acid,  Automotive  And  Novy  Portoble  (Except  Aircraft), 

MIL-B-208D 

YO 

06  Mor 

70 

AT  YD 

99 

Packaging  And  Pocking  Of  (Refer  To  PPP*8*140B)  USER-ME  EC  MC  REV*SM 

EL  CR  SH  SA 

PACK 

Bearings,  Antifriction,  Associoted  Ports  And  Subossemblles,  Preporotion  For 

MII-B-197F  (1) 

SH 

21  Ocl 

so 

AR  SH 

99 

Delivery  Of  USER-MC  REV-SM  AT  SA  OS  AS  YD  IS 

INT  AMD  2  (CR) 

PACK 

Blocking,- Bracing  &  Skidding  Of  Industriol  Plont  Equipment  For  Shipment  & 

MIL-HOBK  7018 

IP 

23  May 

84 

Al  SH 

99 

Storoge  USER-MC  SA  REV-SM  YD 

NOTICE  1 

PACK 

Cabinet,  Filing,  Steel(card  And  Tobulating  Mochine  Size)  Pockoglng,  Pocking 

PPP-C-(X)20B 

t 

01  Ocl 

76 

And  Marking  Of 

PACK 

Coble  Aisemblies  And  Cord  Assemblies,  Pockoglng  Of  REV«SM  OS  AS  SH  85 

MII-C-554428 

CR 

23  Moy 

85 

CR  EC 

99 

ES  GS 

PACK 

Comero,  Copying,  Lithogrophic,  Packaging  Of  USER-AS  MC  REV-SM  Gl  OS .... 

MII-C-3615C 

ME 

02  Apr 

75 

ME 

99 

PACK 

Conned  Subsistence  Items,  Packooglng  Of  Validated  Oct  84  REV-MD  SM  MC 

DP 

Corrier,  Armored,  Full  Tracked,  M901  Tow  Vehicle  (Less  Tow  Weopon)  &  M9S1 

PPP-C-29F 

/Gl 

14  Sep 

81 

Gl  SA 

50 

1 

PACK 

MIL-C-62327A 

AT 

15  Mor 

85 

AT 

FISTV,  Processing  For  Storage  &  Shipment  Of 

PACK 

Corrier,  Corgo,  Tracked,  22*TON,  Ammunition  Medium,  M992,  Processing  For 

MIL-C-62533 

AT 

07  Nov 

86 

AT 

Storoge  &  Shipment  Of 

1 

PACK 

Cargo,  F'4l-TfOffc?d,  M548y  Processina  For. Storage  &  Shipment  Of  ...... 

MII-C-62015E  (3) 

AT 

03  ^r 

84 

AT 

L 

PACK 

Corrier,  Commend  Post,  Light  Tracked,  M577  And  M577A1,  Processing  For 

MII-C-46746D  (3) 

AT 

01  Moy 

86 

AT 

Storogb^And  Shipment  Of 

L 

PACK 

Carrier,  Gu’ded  Missile  Equipment,  XM657,  Processing  For  Storoge  &  Shipment 

MIL  C-620848  (1) 

AT 

28  Jon 

83 

AT 

Of  REV-SM 

t 

PACK 

Currier,  Guided  Missile  Equipment,  M730  And  M730A1  Processing  For  Storoge 

Mll-C-620530 

AT 

15  Moy 

85 

AT 

And  Shipment  Of 

L 

PACK 

Carrier,  Personnel,  Full  Trucked,  Armored  Ml  13  And  MllSAl,  And  Mortors, 

MIL-C-45360E  (5) 

AT 

01  May 

86 

AT 

Seif  Propelled,  107MM,  M106  And  .M106A1,  And  SIMM,  M125A1, 

Processing  For  Storage  And  Shipment  Of  REV-SM 

PACK 

Cereol,  Breokfost,  Prepored  (Reody-to-eat)  And  Uncooked,  Pockoging,  Packing, 

MU.-C-1470F 

Gl 

07  Aug 

72 

Gl  SA 

50 

Lobeirng,  And  Morking  Of  Validated  Mar  83  USER*SM  REV-MD  MC 

1 

PACK 

Chassis,  Weapon,  Full  Tracked,  M741,  Processing  For  Storoge  &  Shipment  Of .. 

MIL-C-62074C 

AT 

15  Moy 

85 

AT 

1 

PACK 

Chassis,  Weopon,  FuU  -Trocked,  F122535()0  Processing  For  Storoge  And 

MIL-C-62291A 

AT 

15  Jun 

83 

AT 

Shipment  Of  REV*SM 
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FSC  LISTING 


DOCUMENT 


FSC 

TITLE 

NUMBER 

PREP 

DATE 

CUSTODIAN 

PACK 

Chemicols,  Hazordous  Industriot  Precautionary  Labeling  Of  •  2)  Sep  82 

ANSI  Z129.1-82 

SA 

23  Sep 

85 

SM  SA 

43 

REV-MR  ME  Gl  Ml  AR  OS  MC  SH  YO  AS  99 

PACK 

Chemicots,  Liquid:  Packoging  And  Packing  Of  (S/s  By  PPP*C>2020  ft£V*SM  Ml.. 

PPP-C-300A 

/EA 

28  Mor 

83 

EA  SH 

68 

PACK 

Chemicals.  Liquid.  Dry,  And  Paste.  Packaging  Of  USER*AR  OS  99  REV>ME  MD 

PPP-C-2020 

/EA 

18  Jun 

81 

EA  SH 

68 

SM  SA  AS  YO  GS 

PACK 

Clothing,  Combat  Type.  Contour  Packoging  And  Pocking  Of  Volidoted  Apr  64 

MIL-C-43424A  (1) 

GL 

03  Aug 

71 

GL  NU 

99 

USER-MC  REV-SM 

PACK 

Connectors,  Electricol  &  Fiber  Optic,  Packaging  Of  REV*SM  80  85  £S . . . 

MIL-C-SS3308 

INT  AMO  1  (CR) 

CR 

13  Jul 

88 

CR  EC 

99 

PACK 

Contoiner  Design  Retrievol  System  Procedukes  For  Use  Of . 

MIL-STD-1510A 

18 

15  Jun 

78 

SM  OS 

18 

PACK 

Contoiner,  Glass,  Polariscopic  Examinotion  Of  •  28  Jon  77  Volidated  Jon  68 

ASTM  C148-77 

AS 

25  Jan 

88 

SM  AS 

69 

USER-AR  OS  SH  REV-MR  Ml  GL  ME  SA  YD  99  84  GS 

•PACK 

Container,  Pockoging  And  Packing  For  Drugs,  Chemlcols,  And  Phormoceuticals 

PPP-C-186C 

/DM 

IS  Dec 

88 

MOMS 

03 

Validated  Dee  BB  REV-SM 

PACK 

Containers,  Shipping,  Water  Vapor  Permeability  Of  •  1  Dec  64  USER>AL  CR  EC 

ASTM  D1008-64R77 

AS 

01  Oct 

82 

SM  AS 

69 

REV-MR  ME  AR  YO  SA  OS  SH  99 

PACK 

Containers.  Shipping,  Compression  Test  For  •  24  Sep  76  Vofidoted  Jon  88 

ASTM  0642-76 

AS 

25  Jon 

88 

SM  AS 

69 

USER-AR  SH  OS  REV-MR  Ml  GL  ME  YO  SA  99 

PACK 

Containers,  Shipping,  In  Revolving  Hexagonaldrum,  Standord  Method  Of  •  27 

ASTM  D782-82R87 

SM 

08  Jun 

88 

SM  AS 

99 

Aug  82  USER-MC  RFV-AV  AT  AR  69  84 

PACK 

Copper  And  Copper*base  Alloy  Mill  Products.  Pockaging  Of  Validated  Jan  61 

MIL-C-3993C 

SH 

14  Sep 

62 

AR  SH 

99 

USER-EL  MC  REV-Gl  SM  AS  OS  IS 

!NT  AMD  1  (SH) 

PACK 

Cordoge,  Packaging  Of  Validated  Nov  84  USER-ME  REV-SM  AR  YO  SA  MC  IS 

MIL-C-3131E 

SH 

22  Ocl 

79 

Gl  SH 

99 

PACK 

Cushioning.  Anchoring.  Srocing,  Blocking.  And  Woterproofing,  With 

Appropriote  Test  Methods  USER-SH  REV-MI  SM  MT  EA  YO  EC  MC  99  IS 

GS 

DOD  Materiel  Procedures  For  Development  &  Application  Of  Pockoging 

MtL-STD-1186A 

ME 

12  Mar 

81 

ME  SA 

69 

PACK 

MIL-STD-2073/1A 

AS 

16  Jul 

84 

SM  AS 

43 

Requirements  REV-ME  GL  AT  AV  CR  YO  EC  OS  SA  SH  11  13  18  19  10  ES 

CS  PS  GS  IP 

PACK 

Design  Criteria  For  Specialized  Shipping  Contoiners  REV-AR  GL  AV  ER  SA  AS 

.MtL-STO-648A 

OS 

05  Jul 

83 

SM  OS 

69 

SH  MC  YO  99  43  10  n  13  OH  OS 

PACK 

Design  Requirements  For  Missile  Weapon  Systems.  Packaging  And  Pocking 

MIL-D-4684S8  (1) 

Ml 

10  Jun 

77 

Ml 

Validated  Mar  83  USER-MT  REV-SM 

PACK 

Electric  Mochine  Moving  Rototing  Ports,  Accessories  &  Associated  Support 

MIL-E-I6298D 

SH 

07  Mor 

89 

AV  SH 

69 

Items,  Packaging  Of  USER-AT  ME  EC  REV-SM  EA  YO 

PACK 

Electronic  And  Electrical  Equipment,  Accessories.  And  Provisioned  Items  (Repair 
Ports):  Packoging  Of  USER-AR  MC  REV-SM  ME  Ml  SA  0$  EC  AS  99  ES  CS 

OS 

Electronics  Equipment  And  Ports,  Packoging  Of  REV-SM  . . 

MIL-E-1755SH 

INT  AMD  1  (CR) 

SH 

15  No. 

84 

CR  SH 

69 

PACK 

MIL-E-55585F 

CR 

21  Sep 

88 

CR 

PACK 

Engine,  Preporotion  For  Shipment  And  Sloroge  Of  USER-AV  Ml  MC  REV-SM 

MIL-E-10062E  (3) 

AT 

06  Jon 

86 

AT  YO 

99 

Gl  ME  MC  82 

PACK 

Environments,  Pockoging  B>  Oistribulio:*,  Stondord  Terminology  •  25  Jon  2k  22 

ASTM  D996-85A 

SM 

20  Feb 

86 

SM  SA 

43 

Apr  85  USER-IP  DM  REV-AM  AG  Al  AL  AR  TO  69  CS  IS  GS 

PACK 

Fobric,  Woven.  Terr  Resistance  Of.  By  Frtling  Pendlum  (Elemendorf)  Apporotus « 

ASTM  0)424.83 

AS 

20  Jun 

88 

SM  AS 

99 

25  Feb  1983 

PACK 

^erry  Cvnversion  Set,  Rolt,  Pockoging  Of  Validated  Jot  74  REV-SM  . 

MIL-F.3315B 

ME 

30  Jon 

70 

ME 

PACK 

Fitrn.  Odor  &  Toste  Tronsfer  From  Packaging  -  30  Nov  84  USER-SH  REV-MR  Ml 

ASTM  E462.84 

AS 

15  Aug 

86 

SM  AS 

69 

Gl  ME  AR  SA  OS 

PACK 

Floodlight  Set,  Electric.  Packoging  Of  REV-SM  GS . . . . . . . . 

MIL-F.52594A 

ME 

07  Feb 

75 

■ME 

PACK 

Floodlights  And  Lonterns,  Packaging  Of  USER-MC  REV-SM . . . 

MIL.F.3222E 

ME 

26  Ocl 

78 

ME  YD 

99 

PACK 

Foam-in'place  Packaging,  Procures  For . . . . . . . . . . . . . 

MILF.452)6A 

SM 

15  Jul 

84 

SM  AS 

69  OH 

PACK 

Frozen  Fruit.  Frozen  Fruit  Juices,  &  Frozen  Vegetobles,  Pockoging  Of  REV-MD 

PPP.F.690D 

/Gl 

20  Nov 

81 

GL  SA 

50 

SM  MC  SS 

PACK 

Generol  Design  Crilerio  For  Handling  Equipment  Associoted  With  Weopons  & 

MIL-STD-)365A 

OS 

30  Sep 

88 

SM  OS 

99 

Relolei)  Hems  USER-Al  REV-MT  Ml  SM  AR  AS  EC  MC  SA  SH  69 

NOTICE  1 

PACK 

Glass  Containers,  Filled  And  Closed,  Packoging  And  Pocking  Of  . . . . 

PPP.G-460C 

NOTICE  1  (GL) 

•GL 

08  Nov 

76 

Gl  SA 

99 

PACK 

Grader,  Rood,  Packaging  Of  USER-CE  REV-SM . . . . . 

MIL.G-762D 

ME 

06  Apr 

81 

ME  YD 

99 

PACK 

Gun,  Self-propelled,  Full-trocked,  175MM.  M/07  &  Howitzer,  Self-propelled, 

MIL.G-46723C 

AT 

1 1  Aug 

87 

AT 

Full-tracked,  8-INCH,  MllO,  MllOAl,  &  M110A2,  Processing  For  Storoge  & 
Shipmentof  Validated  Avg  87  USER-MT  REV-WV  AR  MC 

NOTIC6  1 

PACK 

Kardwore  (Fasteners  And  Related  Items)  Packaging  Of  Validated  Jan  89 

PPP-H-158)A 

• 

24  Jan 

89 

AR  AS 

99 

USER-MC  SH  OS  REV-AT  AV  ME  Ml  SM  SA  YO  IS 

NOTICE  1 

PACK 

Hose,  Hose  Assemblies;  Rubber,  Plastic,  Fobric,  Or  Metol  (Including  Tubing)  And 

MIL-H.775E 

SH 

19  Oct 

87 

ME  SH 

99 

Aisocloted  Hordwore:  Packaging  Of  USER-MC  REV-SM  AR  YO  AS  82  CS 

PACK 

fndIviduot  Servings  Of  Subsistence,  Packoging  Of  REV-MD  SM  MS  MC  SS. ....... 

PPP.I.350C 

/GL 

30  Ocl 

81 

Gl  SA 

50 

PACK 

Inhibitor,  Corrosion,  Vololile,  Ulllizolion  Of  USER-SH  REV-ME  AV  AT  GL  EA 

MIL.I-8574E  (1) 

AS 

06  Apr 

84 

SM  AS 

69 

MC  SA  YO  OS  99 

PACK 

(A)  S’Z?  So'^obuoy  LAU»'126^A 

MU-L -8)7458  (I) 

AS 

09  Jon 

87 

AS 

PACK 

life  Preservers,  Packoging  Of  REV-ME  . . . . . . . . 

MIL-L-3454F 

SH 

19  Aug 

87 

SM  SH 

99 

PACK 

Looder-tronsporter.  Guided  Missile,  XM501E2  And  XM501E3,  Processing  For 

MIL-1-45779C 

AT 

11  Dec 

84 

AT 

Storage  And  Shipment  Of  REV-SM 

PACK 

Mochinery,  Meto!  &  Woodworking  Pockoging  Of  USER-OS  REV-SM  ME  YD  IP.. 

MIL-M-18058F 

AL 

21  Feb 

84 

Al  SH 

99 

PACK 

Mochmery:  Deck  And  Vehicle  Mounted  With  Associated  Equipment  And 

MIL-M.3184C 

SH 

03  Apr 

86 

SM  SH 

99 

Provisioned  (RepoTr  Porls)items:  Pockoging  Of  USER-ME  MC  REV-MI  SA 

PACK 

Morking  For  Shipment  (Civil  Agencies) . . . . . . . .  . 

FED-STD.123E 

t 

25  Feb 

86 

PACK 

Mofking  For  Shipment  And  Storage  USER-MT  IP  SS  REV-GL  AR  Al  CR  SH  MS 

MIL-ST0.129J 

SM 

25  Sep 

84 

SM  SA 

4'>  OH 

os  YO  MC  11  69  99  43  IS  ES  GS 

NOTICE  1 

PACK 

Moteriol  Tronsportotion  System  Oimensionol  And  Weight  Constroinis,  Definition 

MII-STO-1366B 

MT 

15  Moy  81 

MT  SA 

Of  REV-ME  AT  AV  GL  SM  SH  MC  EC  AS  OS  13  11  43  99  18 

PACK 

Moteriols  Hondling  Equipment,  Preporclion  For  Shipment,  Storoge,  Cyclic 

MII-STO-162E 

ME 

29  May  80 

ME  SA 

99 

Mamtenance,  Routine  Testing  And  Process  USER*EL  MC  REV>SM  YO 
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FSC  LISTING 


DOCUMcNT 


FSC 

TIKE 

NUMBER 

PREP 

DATE 

CUSTODIAN 

PACK 

Mottressei  &except  Pneumatic  Types&,  Poekoging  And  Packing  0{  Vohdafed 

MIL-M-3996C 

GL 

28  Aug 

72 

Gl  YO 

99 

Jon  S3  USER-MC  REV-SM  CT 

PACK 

Meot  Cuts  And  Sausoge  Pfoducts  (Chilled  Or  Frozen)  For  Oomeitic  And 

MIL-M-1018H 

Gl 

01  Jun 

78 

GL  SA 

50 

Oversees  Shipment,  Packoglng,  Packing,  lobeling  And  Morking  Of  Validated 

Apr  $4 

PACK 

Microcircuit,  Pockoging  01  USER-SH  REV-MI  AR  AS  MC  17  11  85  £S . 

MIL-M-5556SB  (1) 

CR 

12  Sep 

84 

CR  EC 

99  ES 

PACK 

Military  Pockoging  Engineering  Validated  Dec  88 . . . . 

MIL-HDBK  772 
NOTICE  1 

SM 

30  Dec 

88 

SM  AS 

69  DH 

L 

PACK 

Minimum  Guidelines  For  Level  C  Preservation,  Pocking  &  Morking  REVEAL  AT 

Mll-STD  1190 

SM 

12  Apr 

88 

AV  CR  ME 

PACK 

Multiple  launch  Rocket  System  (MIRS)  XM993,  Processing  For  Storage  & 

Mll.  M-62338  (3) 

AT 

03  Apr 

87 

AT 

99 

Shipment  Of 

PACK 

Nonferrous  Products  (Other  Then  Aluminum,  Mognesium,  Copper,  Or  Their 

MIL-N.3944D 

ME 

28  Dec 

81 

ME  SA 

99 

Alloys),  Pockoging  And  Pocking  01  USER-YD  Sll  REV-MR  SM  AR  AS  OS  IS 

PACK 

Pock,  Instrument,  With  Star  Design  Polyurethane  Cushioning  Insert  (For  Delicate 

MS-27757A 

82 

20  Moy 

70 

AS 

99 

Items)  Validaled  Sep  82  REV»SM 

PACK 

Packoge  Cushioning  Design  Validated  Apr  81  IJSER*ME  MC  YD  10  REV ‘AT  SM 

MIL-HDBK  304B 

69 

31  Ocl 

78 

AR  AS 

69 

GL  CR  SH  SA  1 1  99 

NOTICE  1 

PACK 

Package  Cushioning  Moteriols,  Creep  Properties  Of  •  18  iun  63  USER-AR  SH 

ASTM  D2221-68R79 

AS 

30  Sep 

81 

SM  AS 

69 

os  REV-AR  Ml  GL  ME  YD  SA  99 

PACK 

Pockages,  Water  Vapor  Permeobility  Of  •  27  Jul  79  US6R‘CR  At  EC  REV-AR 

ASTM  D89579 

AS 

12  Oct 

82 

SM  AS 

69 

MR  ME  YD  SA  SH  OS  99 

L 

PACK 

Pockoging  And  Packing  Requirements  For  Special  Purpose  Components  And 

MIL-P-23199C 

SH 

08  Feb 

84 

SH 

Repair  Ports  (lssue*controlled‘reqsts  By  Other  Than  Dod  Actys  Must  Be 

Submtd  Via  The  Preporing  Acty  Of  The  Spec)  REV-SM 

PACK 

Pockoging  And  Packing  Of  Storage  Cabinets,  Wardrobes  And  Clothing  lockers. 

PPP-P-0015D  (5) 

t 

29  Jun 

72 

Metal 

PACK 

Packaging  And  Pocking  Of  Correls,  Desk  Top,  Steel..... . . . . . . 

PPPP-001941 

t 

17  Dec 

76 

PACK 

Packaging  And  Pocking  Of  Office  Portitions,  Portable,  Fobric  Covered......... . 

PPPP-001938 

t 

15  Ocl 

76 

PACK 

Pockoging  And  Pocking  Of  Loterol  Fi'ing  Cabinets,  Steel,  Generol  Office....... . 

PPP.P.001944 

i 

09  Jun 

76 

PACK 

Packaging  And  Pocking  Of  Wood  Office  Furniture . . . . . . . 

PPP.P.1877A 

t 

14  Oct 

77 

PACK 

Packaging  And  Pocking  Of  ^teel  Credenzo  Furniture . . . 

PPP-P-001946 

t 

28  Jun 

76 

PACK 

Pockoging  Date  forms.  Instructions  For  Preparation  And  Use  Of  Validated  Oec 

Mtl-STD-834C 

43 

10  Dec 

74 

AV  AS 

43 

SI  USER-ES  REV-MI  69 

NOTICE  1 

10  DEC  1974 

PACK 

Packaging  Industrial  Standard  *  30  Oct  81  USER*80  70  71  REV-AS  MC  SH  69.. 

NAS  855-81 

43 

08  Jul 

83 

SA 

43  DH 

PACK 

Pockoging  Of  Coated  (Plastic;  Rubber)  And  Lominated  Fobrics  REV-SM  MO  AS 

PPP-P.1136D 

/GL 

30  Dec 

86 

Gl  NU 

99 

SA  82  GS  Cl 

PACK 

Pockoging  Of  Cotton  And  Cotlon>synthetic  Fiber  Blend  Fobrics  (Excluding  Duck 

PPP-P-1134D 

/GL 

28  Oct 

83 

Gl  SA 

99 

fobri<$)  USER-MC  CG  REV-SM  MO  AS  NU  82 

PACK 

Pockoging  Of  Decontominoting  Agent,  0S2  In  1-1/3  Quart  Con  And 

Mll-P-51529  (2) 

EA 

02  Sep 

88 

EA 

5-GAUON  Roil 

PACK 

Pockoging  Of  Duck  Fobrics  (Cotton;  Synthetic  Fiber;  Cotlon-synthehc  Fiber 

PPP.P.1135B 

/Gl 

28  Sep 

84 

GL  SA 

99 

eiendl)  USER-C  j  "C  45  REV-SM  AS  CT 

PACK 

Packoglng  01  l.atner  USER-SH  OS  REV-SM  82  11  99  CT . 

MILP-43432B 

Gl 

29  Jun 

87 

GL  NU 

99 

L 

PACK 

Pockoging  Of  Moin  Propulsion  Shafting  Bearings,  Bool  &  Ship  Propellers  & 

MIL-P-2845C 

SH 

15  Mor 

74 

SH 

Associated  Repair  Ports  Validated  Jan  81 

PACK 

Pockoging  Of  Petroleum  And  Reloted  Products  USER*ME  AR  REV-MR  Ml  AS 

M1L-5TD-290E 

SA 

01  Aug 

85 

SM  SA 

68 

MC  SH  YD  PS 

NOTICE  2 

PACK 

Packaging  Of  Photogrophic  Dry  And  liquid  Chemicols,  Generol  Specificotion 

PPP-P-16C  (1) 

/70 

19  Jun 

69 

99 

For  REV-SM 

PACK 

Pockoging  Of  Synihellc  Fiber  Fo'  5ER-CG  MC  REV-SM  MD  AS  NU  82 

GS 

Pockoging  Of  Texiile  Webbing  '  J  e  USER-AR  YD  MC  SH  82  REV-SM  MD 

PPP-P.n33C 

/GL 

28  Ocl 

83 

Gl  SA 

99 

PACK 

MII-P-43334C 

GL 

30  Sep 

86 

Gl  NU 

99 

PACK 

Pockoging  Of  Woolen,  Worste  Ano  Mool  Blend  (Synthetic  Fiber;  Cotton) 

PPP-P.1132C 

/GL 

31  Ocl 

83 

Gl  SA 

99 

Fobrics  USER-CG  MC  REV-SM  MD  AS  NU  82  GS 

L 

PACK 

Pockoging  Procedures  For  Submorine  Repoir  Ports  Validaled  May  84  REV-SM 

EA 

Pockoging  Requirements  Code  USER-MI  YD  SH  REV-GL  CR  AV  AT  SA  EC  69 

MII.STD-758B 

SH 

20  Aug 

79 

SH 

PACK 

MII.STD-726H 

AS 

22  Jon 

86 

AV  AS 

43 

IS  GS 

NOTICE  2 

PACK 

Packaging  Requirement  Codes  REV-MI  ME  AL  AR  CR  MC  YO  EC  SA  OS  10  99 

M1L-STD-2073/2B 

AS 

U  Mor 

86 

SM  AS 

43  DH 

69  13  11  IP  PS  ES  CS  GS 

NOTICE  1 

L 

PACK 

Pockoging  Standards,  Preparation  And  Use  Of  REV-SM  Ml  TE  ES... . 

MIL.STD-647A 

AT 

12  Moy 

86 

AT 

PACK 

Packaging,  Commercial  -  29  Jan  82  REV-EA  AR  ME  AT  CR  MC  AS  YO  10  69 

68 

Pockoging,  Hondling,  And  Tronsportobility  In  System/equipment  Acquistion 

ASTM  D3951-82 

SM 

08  Mar 

83 

SM  SA 

43 

L 

PACK 

MII-P-9024G 

n 

26  Feb 

88 

11 

Validated  Feb  38  REV-SM  MT  19  13  10  69 

NOTICE  1 

PACK 

Packaging,  Hondling,  Storoge,  And  Tronsportobility  Progrom  Requirements  (For 

MIL-STD-1367 

11 

27  Apr 

72 

Ml  OS 

43 

Syslemtand  Equipments)  REV-AT  ME  Gl  SM  AV  AS  MC  EC  SH  SA  13  15 

16  10  11 

PACK 

Packaging,  Pocking  And  Morking  Of  Textile  Fabrics  (Woolens,  Worsteds, 

PPP-B.51C 

t 

01  Jon 

67 

Cottons,  Silks  And  Synthelics)(supersvded  By  PPP-P-1132  Thru  PPP-P-1136) 

PACK 

Pocking  And  Pockoging,  Fluorescent  light  Fixtures  . . . . 

PPP-P-1656 

i 

16  Dec 

74 

PACK 

Packing,  Preformed,  Rubber,  Pockoging  Of  Validated  Jun  31  USER-EC  REV-MI 

MII-P-4861B  (4) 

82 

17  Sep 

74 

AV  AS 

99 

SM  AR  SH  OS  IS 

PACK 

Pollel  Definitions  &  Terminology  •  31  Jon  79  REV-AT  Ml  AR  ME  MT  SH  MC 

ANSI  MHl.1.2-79 

SM 

20  Dec 

85 

SM  SA 

99 

AS  84  IS  C5 

PACK 

PolI«liM<)  Unil  lood»  Volidoled  Ocl  1974  USER-EC  YD  REV-MI  AT  AR  ME  YD 

MIL-STD-147D 

SM 

10  Oec 

88 

SM  SA 

99  DH 

SH  MC  69  84  CS 

PACK 

Poper  Pockoging,  Evaluating  Odors  In  -  30  Nov  1984  USER-SH  REV-MR  Ml  Gl 

ASTM  E619-84 

AS 

15  Aug 

86 

SM  AS 

69 

ME  AR  SA  OS  99  IS 

PACK 

Port  And  Equipment,  Procedures  For  Packaging  And  Pocking  Of  USER-MI 

MIL  STD794E 

AS 

16  Jul 

82 

SM  AS 

43 

REV-AV  EA  SA  YD  MC  EC  OS  19  18  10  11  IS 


68 


FSC  USTING 


DOCUMENT 

fSC  TITLE  NUMBER  CUSTODIAN 


L 

PACK 

Porti,  Equipment  And  TooIj  For  Army  Material^  Packaging  Of  R6V*ME  SM  Ml 

EA  AR  MC 

MIL-P-14232E  (2) 
NOTICE  I 

AT 

22  Jul 

87 

AT 

PACK 

Plastic  Sheet  And  laminates,  Flexible,  For  Environmenlol  Protective  Storoge  And 
Shipping  Systems  REV*GL  AV 

MIL-P-58102  (1) 

SM 

01  Jun 

84 

SM 

69 

PACK 

Plostic,  Poclcoging/packing  •  24  Mar  80  USER'OS  REV-ME  EA  AR  AV  SM  AS 

GS 

ASTM  D3892-80 

NOTICE  1 

MR 

10  Feb 

87 

MR  SH 

99 

PACK 

Plywood  In  Compression,  Testing  -  2  Jul  76  USER^CR  AL  EC  REV*AR  MR  ME 

YD  SA  SH  OS  99 

ASTM  D3501-76(R81)E1 

AS 

01  Ocl 

82 

SM  AS 

69 

PACK 

Pl/wood,  Toughnew  01  -  2  Jul  82  USER-CR  AL  EC  REV  MR  AR  ME  YD  SA  SH 

OS  99 

ASTM  D3499-76(R81)E1 

AS 

01  Ocl 

82 

SM  AR 

69 

PACK 

Porcelain  Enomel  Products  And  Household  Appliances,  Electricol  And  Mechonicot 
•  Requirements  For  Pockoging  Of  Validated  Mar  63  REV>SM 

PP.*.P.600F 

/GL 

26  Apr 

77 

Gl  SA 

99 

PACK 

PACK 

PACK 

PACK 

PACK 

PACK 

PACK 

PACK 

Preparotion  And  Hondllng  Of  Industrial  Plant  Equipment  For  Shipment  And 

Storage  USER-SH  MC  REV-SM  EA  ER  YO 

Preparotion  For  Delivery  Requirements  For  Tobies,  Steel,  Generol  Office . . 

Preparotion  For  Delivery  Requirements  For  Desks,  Steel,  Flot  Top, 

Contcmporory  Style 

Preparation  For  Delivery  Requirements  For  Choirs,  Metal  And  Pfostic,  Office...... 

Preparotion  For  Delivery  Requirements  For  Storoge  Sections,  Overfile,  Steel . 

Preparotion  For  Delivery  Requirements  For  Partitions,  Office,  Steel . . 

Preporotion  For  Delivery  Requirements  For  Templates,  Triongfes,  Curves, 

Protractors  And  Retoted  Drofting  Aids  USER>ME 

Preporotion  For  Delivery  Requirements  For  Desks,  Generol  Office,  Steel . 

MIL-STD-IO’G 

PPPP.1899(0 

PPP.P-1937 

PPP.P.I875 

PPP-P.1998 

PPP.P.2008 

PPP-P-1882 

PPP  P-225C  (2) 

IP 

t 

t 

t 

t 

t 

t 

t 

31  Jon 

12  Jon 
30  Nov 

30  Moy 
29  Apr 
12  Feb 
26  Nov 

28  Mar 

85 

76 

76 

75 

76 

76 

74 

77 

AR  SA 

99 

PACK 

Preparation  Of  Household  Goods  &  Unaccomponied  Boggoge  For  Shipment, 
Storage,  Intro  City  &  Intro  Area  Movements  USER*MC  REV*SM  MT  SA  99 

MIL-STD-2I2D 

NOTICE  1 

MT 

01  May-83 

MT  SA 

69 

L 

PACK 

Preservation  And  Packing  Of  Rocket  And  Missile  Systems  Equipment,  For 

Shipment  Valioated  Jun  83  REV-SM 

MIL-P-45213D  (1) 

Ml 

12  Dec 

77 

Ml 

PACK 

Pfeiervolion,  Melliodi  Of  REV.MR  GL  EA  AR  Ml  SA  MC  YD  OS  SH  99  43  DH 

GS 

Pr.iervation,  Pockoging,  And  Pocking  Of  Rubber  And  Nylon  Fuel,  Oil,  And 
V/olet&oIeohol  Cellj  REV-SM  99 

MIL-P-116J 

AS 

08  Apr 

88 

SM  AS 

69 

L 

PACK 

MIL  P-25621B  (1) 

69 

20  Jun 

78 

69 

PT*; 

PACK 

Preservation,  Pockoging,  And  Packing  Of  Propellers,  Propeller  Spores,  And 

Porpeller  Accessories  Validated  Sep  85  USER*MI  REV-Et  SM  ME  CR 

Preservation,  Packaging,  And  Packing  It'teh  Validated  Apr  83  USER^MT 

REV-MI 

MIL-P-6074A  (1) 

SUPP  I 

FED-STO-102B 

AS 

* 

18  Dec 

29  Jon 

69 

63 

AV  AS 

99 

1 

PACK 

Pumps  (Including  Primemovers  &  Support  Item  S);  Pockoging  Of . 

MIL-P-16789D 

SH 

30  Ocl 

86 

SH 

PACK 

Puncture  &  Stiffness  Of  Paperboard,  A  Corrugated  A  Solid  Fiberboord  •  13  Sep 

68  REV-AR  Ml  GL  ME  MR  YO  SH  OS  SA  99  IS 

ASTM  D781^8R73 

AS 

01  Moy 

81 

SM  AS 

69 

PACK 

Rocks,  Storoge,  Loaded  Pollel  REV-AL  AR  TS  OS  99  GS . . . 

MIL-R-6IOOI 

SM 

30  Mo. 

89 

SM  SA 

69 

1 

PACK 

Rodor  Interrogator  Set  AN/TPX-19,  20,  26  A  27  Pockoging  A  Pocking  Of 
(Inactive  for  New  Design  Validated  Apr  85 

MIL-R-1 18098 

CR 

11  Aug 

72 

CR 

1 

PACK 

Recovery  Vehicle,  Full  Trocked,  Medium,  M88A1  Preporotion  For  Storoge  A 
Shipment  Of 

MIL-R-622208 

AT 

12  Dec 

83 

AT 

L 

PACK 

Recovery  Vehicle,  Full-trccked,  Light,  Armored,  M578,  Processing  For  Storage 

And  Shipment  Of 

MIL-R-46710B 

AT 

01  Aug 

84 

AT 

PACK 

Refrigeration  And  Cooling  Equipment  (Excluding  Household  Refrigerotors) 
Pockaging  Of  USER-Gl  CR  MC  SH  REV-SM  EA  CR  GS 

MIL-R-3593C 

ME 

13  Jon 

75 

me  YD 

99 

PACK 

Relative  Permittivity  (Dielectric  Constant)  A  Dissipotion  Foctor  Of  Polyethylene 

By  Liquid  Displacement  Procedure  *  30  Jon  81  USER-AR  SH  OS  REV*MR  Ml 

GL  ME  YD  SA  99 

ASTM  DI53I.8I 

AS 

22  Dec 

81 

SM  AS 

69 

L 

PACK 

Repair  Equipment,  Pneumatic  Torget,  Pockoging  Of  Validated  Apr  72  REV-SM  .. 

MIL-R-I2499C 

ME 

08  Mor 

67 

ME 

L 

PACK 

Reservoir  System,  Fobric,  Collapsible,  26,000  BBL,  Petroleum,  Po<.kaging  Of  ...... 

MIL-R-52928 

ME 

19  Ocl 

77 

ME 

PACK 

Rillc,  U.S.,  Col  ,30,  MI,  MIC,  MID,  Pockoging  01  Vordaled  Feb  aPUSER-MC 

MIL-R-4iOOI 

NOTICE  1 

AR 

24  Jon 

89 

AR  OS 

99 

PACK 

Semiconductor  Device,  Pockoging  Of  USER-CG  MC  AS  SA  REV-AR  Ml  OS  11 

17  69  85  ES 

MIL-S.1949IF  (I) 

EC 

10  Moy-88 

CR  EC 

99 

PACK 

Shielding  Of  Mognetron  Tubes  A  Mognets  For  Air  Shipment  Validated  Avg  87 
REV-MI  SM  AV  ME  AR  SH  99  ES 

MIL-S-4473F 

NOTICE  I 

69 

02  Feb 

82 

CR  EC 

69 

PACK 

Shipping  Containers  A  Systems,  Stondord  Proctice  For  Performonce  Testing  Of  - 
28  Feb  1986  REV-AT  AV  CR  ME  MI  EC  SA  MC  99  43 

ASTM  D4I69-86 

SM 

16  Jun 

86 

SM  AS 

69 

PACK 

Shrink  Film/stretch  Film  In  Mililory  Pockoging -Vb//da/e</  Jan  59  REV-AT  Gl  Al 

MT  MR  71  80  82  GS  CS 

MIL-HDBK  770A 

NOTICE  I 

SM 

18  Jon 

89 

SM  SA 

69 

PACK 

Sprayer,  Pockoging  Of  USER-MC  REV-SM  . . . . . . . 

MIL-S.12651F 

ME 

24  ,Moy  83 

ME  YD 

69 

PACK 

Steel  Mill  Products  Preporotion  For  Shipment  And  Storoge  USER*MI  REV-SM 

YD  OS  AS  SH  IS 

MIL-STD-I63C 

NOTICE  1 

ME 

07  Nov 

88 

ME  SA 

99 

L 

PACK 

Supplementary  Equipment,  Mainlence  Compony,  Pockoging  Of  REV-SM  ............ 

MIL-S-S2547A 

ME 

04  Ocl 

74 

ME 

L 

PACK 

Support  Items,  Accessories,  A  Kits,  Mechonicol,  Pockoging  Of  USER-AT  EC  MC 
REV-AR  ME  YD  70  71  84  11 

MIL-S-I96D 

SH 

15  Jul 

88 

SM  SH 

69 

PACK 

Synchro,  Resolvers,  And  Servo  Motors,  Pocking  Of  Validated  Jan  89  USER-MC 

CG  EC  REV-MI  EL  A'  $M  OS  ES 

MIL-S-12I34C  (1) 

INT  AMD  2  (CR) 

AR 

24  Jon 

89 

AR  AS 

85 

L 

PACK 

Tonk  Recovery  Vehicie,  neovy,  N5i,  Ffcporcfion  For  Storoge  A  Shipment. 
Validated  Jan  82  USER-MT  REV-SM 

MlL-f-45u56A 

Al 

14Jon 

6/ 

aT 

PACK 

Tope  Pressure  Sensitive  Unwind  Force  Of  -  26  Jul  85 . . . . 

ASTM  D38n-85 

SM 

18  Jul 

88 

AS 

69 

PACK 

Tope  hessure  Sensitive  Adherence  To  Linerboord  Of  At  low  Temperoture  •  26 

Jul  85  USER-ME  Afl  OS  SH  REV-GL  Ml  MR  SA  YD  99 

ASTM  D3889-85 

AS 

18  Jul 

88 

SM  AS 

69 

PACK 

Tope  Pressure  Sensitive  Acceleroted  Aging  Of  By  Corbon  Arc  Exposure 

Apparatus  -  26  Jul  85  USER-AR  OS  SH  REV-MR  GL  Ml  SA  YD  99 

ASTM  D3815-85 

SM 

18  Jul 

88 

SM  AS 

69 

PACK 

Tope,  Pressure  Sensitive,  Peel  Adhesion  Of,  At  180  Deg  Angle  (Metric)  -  30 

Aug  83  REV-MR  ME  Gl  Ml  AR  SH  YO  SA  OS  99 

ASTM  D3330M.83 

AS 

20  Ocl 

85 

SM  AS 

69 

PACK 

Tope,  Sensitive,  To  Fibcrbvord  At  90  Deg  Angle  A  Constont  Stress,  Adhesion 

Of  Pfcsiu-e  •  30  Aug-83  REV-MR  ME  GL  Ml  AR  SH  YD  SA  OS  99 

ASTM  D2860-83 

AS 

26  Sep 

85 

SM  AS 

69 

PACK 

Topes,  ThirJcncjs  Of  Pressure  '  Sensitive  And  Gummed  (Metric)  -  10  Aug  83 

ASTM  D3652M-83 

AS 

09  Jan 

85 

SM  AS 

69 

REV.MR  ME  GL  MI  AR  SH  SA  OS  99  IS 


69 


FSC  LISTING 


DOCUMENT 


FSC 

TITLE 

NUMBER 

PREP 

DATE 

CUSTODIAN 

PACK 

Tcjl  Pfoeedurej  For  Pockagtng  Moleriots  REV-MR  ME  GL  MI  EA  SA  OS  SH  YD 

FED-STD-IOIC 

•AS 

14  Oct 

83 

SM  AS 

69 

EC  99 

NOTICE  3 

PACK 

Telling  Pl/wood  In  Tension  •  21  Jul  76  USER-Al  CR  EC  REV-ME  MR  AR  SA 

ASTM  D3500-76RiilEl 

AS 

01  Oct 

82 

SM  AS 

69 

YD  OS  SH  99 

PACK 

Texile,  Idenlificoiionof  Fibers  In  ■  31  Jul  Y  1987  USER-OS  SH  REV-ME  Gl  SA 

YD  IS 

Textile  Fabrics,  (Osciliortory  Cylinder  &  Uniform  Abrasion  Methods),  Abrosion 

ASTM  D276  87 

AS 

20  Jun 

88 

SM  AS 

99 

PACK 

ASTM  D1 175-80 

AS 

25  Jon 

88 

SM  AS 

69 

Rejtslance  Of  -  3  Moy  80  Validated  Jan  88  USER*AR  SA  SH  OS  REV*MR  Ml 

GL  ME  YD  SA  99 

, 

PACK 

Tire>,  Pneumatic  And  Tires,  Semipneumotic,  Instolled  On  Vehicles,  Preporotion 

M!L-T-46-’55B 

AT 

30  Sep 

87 

AT 

For  Storage  Of  USER-MC  REV-SM 

PACK 

Tools  And  Tool  Accessories  For  Power  Driven,  Metol  And  Woodworking 

PPP-T-nSOB 

/Al 

28  Sep 

78 

Al  YD 

99 

Machinery,  Packaging  And  Packing  Of  USER*SH  REV-SM  ME 

PACK 

Tractor,  Full  Trocked,  Low  Speed,  Troctor  Wheeled,  Agriculturol,  And  Troctor 

MIL-T.33510 

ME 

10  Oel 

75 

ME  YO 

99 

Wheeled,  Industriol,  And  Their  Attachment?,  Pockoging  Of  REV-AT  SM  MC 

PACK 

Tronsporlobility  Criteria  Validated  Feb  86  USER-CE  GL  REV-AV  AT  At  GS........ 

MIL-HDBK  157 

MT 

15  Oct 

79 

MT  SA 

11 

1 

PACK 

Turbines  &  Geors,  Shtpboord  Propulsion  &  Auxiliory  Steam,  Pocking  Of . 

MIL.T-17286D 

SH 

07  Mar 

89 

SH 

PACK 

Valve,  Fittings,  And  Flonges  (Except  For  Systems  Indicoted  Hereitt),  Pockoging 

MIL-V.3D 

SH 

03  Jul 

85 

ME  SH 

69 

Of  USER-MC  REV-SM  Ml  SA  YD  99  CS 

PACK 

Vehicle,  Wheeled,  Preporotion  For  Shipment  And  Storoge  Of  . . 

MIL-V-62038E 

AT 

01  Mar 

88 

AT 

PACK 

Vehicles  Unit  Lood  Heights  For  Pallatized  Loads,  Americon  Notionol  Standord 

ANSI  MH10.6M-83 

SM 

02  Jul 

84 

SM  CS 

69  Olf 

For  Surfoce  -  1  Apr  83  REV-ME  AT  Ml  AS  SA  43  69  GS  CS 

PACK 

Vulconizing  Equipment,  Including  Reloted  Items,  Tire  And  Tube,  Rebuild  And 

MtL.V.45554C 

AL 

21  Feb 

84 

Al  YO 

99 

Repoir,  Preparotion  For  Delivery  Of  REV-SM  AT 

L 

PACK 

Woter  Purification  Unit,  &  Water  Purification  Equipment  Set,  6(X)  GPH, 

MIL-W.52624B 

84 

24  Aug 

88 

99 

Pockoging  Of 

PACK 

Water  Vopor  Tronsmission  Of  Moteriols  In  Sheet  Form-  20  Sep  66  USER-AR 

ASTM  E96-80 

AS 

30  Sep 

81 

SM  AS 

69 

SH  OS  REV-ME  MR  Ml  GL  SA  YO  99  GS 

PACK 

Welding  And  Soldering  Equipment,  Supplies  And  Accessories,  Pockoging  Of 

MIL-W.45562B 

Al 

21  Feb 

S4 

Al  SH 

99 

REV-SM  YO  IP 

PACK 

W.lding  Rods  &  EI«clrod«s,  Pockoging  Of  USER-MC  REV-SM  Ml  ME  YD  AS 

MIL-W.10430C  (1) 

SH 

05  Jul 

85 

AR  SH 

99 

EC  SA  GS  ES 

IN  AMD  2(SH) 

1 

PACK 

Welding  Set,  Arc,  Inert  Gos  Shielded  Pockoging  Of  REV-GS . 

MIL-W-52686B 

AL 

26  May 

83 

Al 

PACK 

Wood  Products,  Compressed,  Swelling  &  Recovery  Of,  Due  To  Moisture 

ASTM  D3503-76 

AS 

01  Oct 

82 

CM  AS 

69 

Absorption  -  2  Jul  76  USER-AL  CR  EC  REV-AR  MR  ME  SH  OS  YO  SA  99 

PACK 

Wood  Products,  Moisture  Absorption  Of  Compressed  •  2  Jul  76  USER-AV  Al 

ASTM  D3502-76 

AS 

01  Oct 

82 

SM  AS 

69 

CR  CG  MC  EC  REV-AR  MR  SH  OS  99 

QCIC 

Colibratlon  Systems  Requirements  REV-AV  AR  ME  SH  SS  ES . 

MIL-STD-45662A 

Ml 

01  Aug 

88 

Ml  OS 

05 

1 

GCIC 

Clossificotion  Of  Choracteristics  Validated  Oet  85 . . . 

DOD-STD-2101 

OS 

10  Moy 

79 

OS 

QCIC 

Corrective  Action  And  Disposition  System  For  Nonconforming  Moteriol  USER-13 

MIL-STD-1520C 

u 

10  Mor 

87 

AR  OS 

05 

IS  12  11  10  REV-AV  CR  Gl  ME  NM  DH 

NOTICE  1 

L 

QCIC 

Development  Of  Shipboord  Industriol  Test  Procedures . . . . . . . . 

DOD-STD-2106 

OS 

31  Jul 

86 

OS 

QCIC 

Directory-Of  Accredited  Laboratories  •  31  Jan  89  . . . . . 

A2LA  A-89 

so 

31  Mar 

89 

SO 

QCIC 

Directory  Of  Accredited  Laboratories  •  Jun  88 . . . . . . 

A2LA  DIRECTORY-88 

SD 

15  Jun 

88 

QCIC 

Evoluation  Of  A  Contractors  Software  Quality  Assurance  Progrom . 

MIL-HDBK  334 

AD 

15  Jul 

82 

AD  OM  10 

QCIC 

Fasteners  For  Highly  Specialized  Engineered  Applications,  Inspection  &  Quality 

ASME/ANSI  B18.18.4M-aXR 

21  Apr 

87 

AR  OS 

99 

A»uran»  For  -  16  Jon  1987  USER-MI  MC  YD  REV-AV  AT  ER  CR  SH  82  IS 

NS 

Fosleners,  General  Purpose,  Inspection  &  Quolity  Assuronce  For  •  16  Jon  1987 

QCIC 

ASME/ANSI  BI8.18.1M-BXR 

21  Apr 

87 

AR  OS 

99 

USER-MI  MC  YD  REV-AV  AT  ER  CR  SH  82  IS  NS 

QCIC 

Fasteners,  General  Purpose  Metric,  Inspection  &  Quality  Assurance  For  •  14 

ANSI  BIS.18.1M-82 

AR 

07  Mor 

83 

AR  OS 

99 

Sep  82  USER-MC  YO  REV-AV  AT  ER  CR  ME  SH  82  IS  NS 

QCIC 

Fosteners,  High  Volume  Machine  Assembly,  Inspection  A  Quality  Assuronce  For 

ASME/ANSI  B18.18,2M-8«R 

21  Apr 

87 

AR  OS 

99 

-  16  Jon  1987  USER-MI  MC  YD  REV-AV  AT  ER  CR  SH  82  IS  NS 

QCIC 

Fasteners,  Metric,  Inspection  &  Quality  Assurance  For  High  Volume  Mochine 

ANSI  B18,18.2M-82 

AR 

03  Ocl 

83 

AR  OS 

99 

Ajsembly  -  14  Sep  82  USER-MC  YO  REV-CR  ME  AV  AT  ER  SH  82  IE  NS 

QCIC 

Fasteners,  Special  Purpose,  Inspection  &  Quality -Assuronce  For  -  16  Jan  1987 

ASME/ANSI  B18.18.3M-aAR 

21  Apr 

87 

AR  OS 

99 

USER-MI  MC  YO  REV-AV  AT  ER  CR  SH  82  IS  NS 

QCIC 

Flow  Check,  Lubricoting  Oil,  Procedure  For.......... . . 

MIL-STD-342 

AT 

26  May 

88 

QOC 

Foreign  Object  Damoge  (FOD)  Prevention  In  Aerospoce  Products  Validated 

MIL-STD-980 

DH 

27  Moy  88 

AR  AS 

23 

May  68 

NOTICE  1 

L 

QCIC 

Government/industry  Dota  Exchange  Program  Controctor  Porticipotion 

MIL-STD-1556B 

os 

24  Feb 

86 

AV  OS 

10 

Req-jiremenis  REV-Al  AM  AR  AT  EA  AS  EC  SH  TO  OM  15  11  13  14  18 

QCIC 

Guide  For  Attribute  lot  Sompling  Inspection  &  MIL-$TO-105  REV.AL  AT  CR  Cl 

MIL-HDBK  53/lA 

AR 

01  Feb 

82 

AR  SH 

23  DH 

AV  OS  AS  EC  YO  99 

QCIC 

Inspection  &  Quolity  Assurance  For  Speciol  Purpose  Metric  Fasteners  •  14  Sep 

ANSI  B18.18.3M-82 

AR 

03  Oct 

83 

AR  OS 

99 

82  USER-MC  YD  REV-AV  AT  ER  CR  ME  SH  82  IS  NS 

QCIC 

Inspection  A  Quolity  Assuronce  For  Special  Purpose  Metric'  Fosteners  •  14  Sep 

ANSI  B18.18.4M-82 

AR 

03  Ocl 

83 

AR  OS 

99 

82  USER-MC  YD  REV-AV  AT  ER  CR  ME  SH  82  IS  NS 

1 

QCIC 

Inspection  Equipment,  Acquisition,  Mointenonce  And  Disposition  Of  USER-AT 

MIL-I-45607C 

AR 

31  Aug 

87 

AR 

REV-MI 

QCIC 

Inspection  System  Requirements  USER-AT  YO  SS  REV-MI  AV  CR,.„ . . 

MII-I-4520BA  (1) 

AR 

24  Jul 

81 

AR  SA 

05  OH 

1 

QCIC 

Manual,' Technical,  Quolity  Assurance  Progrom,  Requirements  For..,,.,....,....,........ 

M1L-M-85337A 

AS 

15  Nov 

84 

AS 

QCIC 

Metol,  Austenitic  Stoinless  Stecl~We!d,  Colibrcting  Magnetic  Instruments  To 

ANSI/AWS  A4.2-86 

SH 

08  Aug 

86 

MR  SH 

20 

Measure  The  Delta  Ferrite  Content  Of,  Sfondord  Procedures  For  -  17  June 

1985  RcV-AL  OS  99 

L 

QCIC 

Product  Assurance  Progrom  Requirements  For  Controctors  .................................. 

DOD-STD-2107 

OS 

08  Jul 

86 

OS 

L 

QCIC 

Prove  Out  Of  Production  Focniitcs . . . . . . 

MIL-HDBK  792 

AR 

24  Mor 

89 

AR 

QCIC 

Provisions  Far  Evoluoting  The  Quolity  Of  Spore  Porls  For  Mechonicol  A  Textile 

MIl-STD-908 

GL 

31  Jon 

85 

Gl 

End  Items  REV-AL  AV  GS  CT 

L 

QCIC 

Quolity  Assurance  For  Weopons  And  Support  Moteriol  Validated  Jon  82  . . 

MIL-Q-45970A 

AR 

01  Ocl 

75 

AR 

QCIC 

Quolity  Assuronce  Terms  And  Definitions  Validated  May  81  REV-AR  MR  Ml  AV 

MIL!STD-109B 

10 

04  Apr 

69 

El 

10 

YD  EC  AS  OS  SA  £S 
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FSC  LISTING 


DOCUMENT 


FSC 

TITIE 

NUMBER 

PREP 

DATE 

CUSTODIAN 

1 

QCIC 

Quolity  Coflhx  Of  Mttal  Wrought  Products  Excopt  Forgings  Procurtd  To 

MII-Q-22631B  (2) 

AS 

27  Moy 

66 

AS 

Nen*govtmm«nta1  Spocificotiont  Validated  Moy  84  REV*MI 

L 

QCIC 

Quolity  Control  And  RtliobHity  •  Sompling  Proctduros  And  Tobies  For  IHo  And 

Mll-HDBK  108 

OS 

29  Apr 

60 

OS 

Rollobiiity  Testing  (Sosod  On  Exponontiol  Distribution)  VoUdaftd  Aug  67 

L 

QCIC 

Quolity  Control  And  Rtliobility  •  Stotistlcol  Procedures  For  Determining  Volidity 

Mll-HDBK  109 

AR 

06  May 

f*) 

AR 

Of  Suppliers  Attributes  Inspection  Of  Validated  M  84 

QCIC 

Quolity  Program  Reguiromonts  USER-ME  MC  YD  CS  SS  REV-MI  EA  AV  CR  EC 

23 

Sampling  Proctduros  And  Tobltf  For  Inspoclion  By  Attribulot  Volidoitd  Jon  85 

MII-Q-9858A  (2) 

05 

08  Mor 

65 

AR  NM  05 

QCIC 

Mll-STD-IOSD 

AR 

30  Mor 

64 

AR  OS 

23 

USER-ME  ES  SS  REV-TE  Ml  AV  ER  EC  YD  OS  MC  ES  GS  SS 

NOTICE  2 

20  MAR  1964 

L 

QCIC 

Single  And  Multilevel  Continuous  Sompling  Procedures  And  ToUes  For 

MII-STD-1235C 

AR 

15  Mor 

88 

AR  OS 

23 

Intpoclion  By  Attribulot  USER-ME  REV-MI  EA  MC  SH  YD  AS  ES 

L 

QCIC 

Software  Quality  Assuronce  Progrom  Requirements  REV*M0  SC  Ml  ER  CR  MC 

MII-S-52779A 

AD 

01  Aug 

79 

AD  NM 

10 

OM  OS  01 

L 

QCIC 

Space  And  Launch  Vehicles . . . . 

Mll-STD-1586 

19 

19  Jun 

87 

19 

QCIC 

Stondord  Colibrotion  Toble  For  Aeronouticol  Pressure  Meosuring  Equipment 

MII-STD-859A 

82 

01  Feb 

79 

AV  AS 

11 

Volldofd  Mor  8S 

NOTICE  1 

01  FEB  1979 

L 

QCIC 

Supplier  Quolity  Assuronce  Program  Requirements  VoHdattd  Oci  74  R£V>AR  \  1 

MII-STD-1535A 

10 

01  Feb 

74 

10 

13  16  15 

L 

QCIC 

Technicol  Ooto,  Quolity  Control  System  Requirements  For  Vofidaf^d  fub  83 

Mll-T-50301 

AR 

06  Moy 

69 

AR 

REV-ME  GL  AT  AV 

QCIC 

Test  Methods,  Conducting  An  interloborotory  Test  Program  To  Det^mine  The 

ASTM  E691-79 

MR 

04  Jun 

86 

MR 

Precision  Of,  Stondord  Proctice  For  •  19  Dec  1979 

QCIC 

Test  Merttods,  Stondordproctice  For  Conducting  An  Interloborotory  Test 

ASTM  E691-79 

MR 

04  Jun 

86 

MR 

Program  To  Determine  The  Precision  Of  >  19  Dec  1979 

QCIC 

Test  Reports,  Preporotlon  Of  Validattd  Apr  62  USER'ME  MT  ES  REV^Ml  99 . 

Mll-STD-831 

Ob 

28  Aug 

63 

AV  AS 

11 

L 

QCIC 

MIL-STD'343 

AT 

36  May 
19  Jon 

68 

AT 

1 

QCIL 

Wired  Equipment,  Oossificotion  Of  Visuol  And  Mechonicol  Defects.  Vtdidotud 

MII-STD-232B 

ER 

70 

ER 

Jut  S3  REV-MI  AR  ME  AT  AV 

REll 

Definitions  Of  Effectiveness  Terms  For  Reliobility,  Mointoinol^ity,  Humon 

MII-STD-721C 

AS 

12  Jun 

81 

CR  AS 

17 

Fo<tar>,  And  Sa(.ty  Volidoltd  Jul  81  REV-AV  Gl  SH 

REU 

El«tronic  Rtliability  0«<ign  Handbook  Voluim  1  USER-AT  ME  GL  CG  REV-MI 

Mll-HDBK  33S/1A 

17 

12  Ocl 

88 

AV  SH  AS  OS  18  19  99  11  13 

VOlUME  1 

REll 

ElKtronic  Reliobility  Dosign  Handbook  Volume  2  USER-AT  ME  Gl  CG  REV-MI 

Mll-HDBK  338/2 

17 

ISOcI 

84 

AVSHASOS  18  19  99  11  13 

VOlUME  2 

RELI 

Electrostotic  Oischorge  Control  Program  For  Protection  Of  Electriccd  And 

Mll-$TD-1686A 

SH 

08  Aug 

88 

ER  SH 

17 

Electronic  Ports,  Assemblies  And  Equipment  (Excluding  Electricolly  Initioted 
Explosive  Devices)  (Metric)  REV*SM 

REll 

Electrostatic  Oischorge  Control  Hondbook  For  Protection  Of  Eiectricol  Arid 

DOD-HDBK  263 

SH 

02  Moy 

80 

ER  SH 

17 

Electronic  Parts,  Atsemblies  And  Equipment  (Excluding  Electricolly  Initioted 
Expletive  Devices)  Metric  USER-AR  SM  SA  MC  REV-MI  CR  AT  OS.EC  AS 

99  19  18  IS  11 

i 

REll 

Environmental  Stress  Screening  Process  For  Electronic  Equipment . . . . 

Mll-STD-2164 

EC 

14  Apr 

85 

L 

REll 

Foilure  Clossificotion  For  Reliobility  Testing  Volidoted  Oct  84  USER^GL  REV>$H 

Mll-STD-2074 

AS 

15  Feb 

78 

AS 

REll 

Follurn  Reporting,  Anolysis  &  Corrective  Action  System  . . . . 

Mll-STD-2155 

AS 

24  Jul 

85 

AS 

L 

REll 

Fitting*cut  Monogement  Informotion  System,  General  Requirements  Volldotud 

Mll-STD-1626 

SH 

01  Jun 

74 

SH 

Moy  81 

REll 

Procedures  For,performing  A  Foilure  Mode,  Effects  &  Crittcdity  Arsofysis 

MII-STD-1629A 

AS 

28  Nov 

84 

CR 

17 

IZV-AR  EA  SH  OS 

NOTICE  2 

REll 

Reliability  Ass'ironce  Progrom  For  Electronic  Ports  Specificotions  USER'MC  CG 

MII-STD-790D 

85 

30  Moy 

86 

ER  EC 

85 

SH  REV-AR  Ml  AT  TE  AV  AS  OS  11  19  99  ES 

NOTICE  1 

REll 

Reliobility  Growth  Monogement  REV<AS  SH . . . 

Mll-HDBK  189 

CR 

13  Feb 

8) 

CR  EC 

17 

L 

REll 

Reliability  GrowHi  Testing  Vah'datod  Apr  84  USER'GL  REV'OS  SH . . . 

Mll-STD-1635 

EC 

03F.O 

78 

EC 

REll 

R-liabilily  Modoling  8i  Ptmliclion  USER-AM  EC  NS  REV-AR  EA  AV  OS  SH . 

MII-STD-756B 
NOTICE  1 

AS 

?1  Auj( 

82 

CR  AS 

17 

REll 

Reliability  Pr^iction  Of  Electronic  Equipment  USER'ME  AT  GL  CG  65  REV*AV 

MII-HD8K  217E 

17 

27  Ocl 

86 

CR  EC 

17 

Ml  AS  SH  OS  11  13  19  99 

NOTICE  1 

RELI 

Reliability  Progrom  For  Systems  And  Equipment  Development  And  Production 

MII-STD-785B 

11 

03-Jul 

86 

CR  AS 

11 

REV-MI  AV  AR  TE  AT  SH  OS  SA  YD  10  19  17  13  18  ES  SS 

NOTICE  2 

REll 

Reliobility  Testing  For  Engineering  Development,  Quollficotton,  &  Production 

MII-STD-781D 

EC 

17  Oct 

86 

CR  EC 

11 

USER-ME  AR  REV-AV  AT  Ml  OS  SH  AS  13  01  17  19  10  ES 

REll 

Reliobility/design  Thermol  Applications  VaUdatod  Apr  84  USER-YD  MC  REV>AR 

MII-HD8K  251 

EC 

19  Jon 

78 

CR  EC 

11 

AS  SH  13  15  19  85  17 

1 

REll 

Relioblity  Progrom  Requirements  For  Spoce  And  Missile  Systems . . 

MII-STD-1543B 

19 

25  Oct 

88 

19 

L 

SAFT 

Criteria  &  Test- Procedure  For  Ordnonce  Exposed  To  An  Aircroft  Fule  Fire . . 

MII-STD-1648A 
NOTICE  1 

AS 

10  Mor 

83 

A£ 

1 

SAFT 

Electroexpiosive-Suesyfvtirv'ifvty  Require mc.-.t;  S.  Test  MeAsds  Fer  Spcc? 

MIL.STD-1576 

19 

31  Jul 

84 

19 

Systems 

1 

SAFT 

Environments,  Working,  Minimum  Stondords  For  Vbf/dbted  Mor  83  . . 

Mll-STD-1695 

AS 

13  Sep 

77 

AS 

L 

SAFT 

Fire  And  Explosion  Hoxord  Protection  Systems,  Aircroft  (Request  For  issue 

Mll-F-87168  (1) 

11 

15  Apr 

86 

11 

Other  Thon  DOD  Must  6e  Sent  Via  ASD/ENES,  Wright'potterson  AFB  OH 
45433-6503} 

SAFT 

Guidfines  For  Sofe  Design  Of  Polyphose  Electrical  Systems . . . . 

Mll-HDBK  765 
NOTICE  1 

Ml 

14  Jul 

88 

L 

SAFT 

Hozord  Assessment  Tests  For  Novy  Non  Nucleor  Ordnonce  . . . . . . . 

DOD-STD-2105 

os 

09  Sep 

82 

OS 

SAFT 

lowr,  Sof.  U»  Of  -  6  Jun  80  REV-85 . 

ANSI  Z136.1-80 

EC 

23  Oct 

81 

EC 

99 

SAFT 

Losers,  The  Sofe  Use  Of,  Americon  Notionol  Stondord  For  -  33  Moy  1986  ........ 

ANSI  Z136.I-86 

EC 

14  Aug 

87 

EC 

SAFT 

Morkiisg,  Functions  And  Hoxord  Designotiens  Of  Hose,  Pipe,  And  Tube  Lines 

MII-STD-1247B 

Ml 

20  Dec 

68 

Ml  AS 

99 

For  AircrofI  Milsilo,  And,»p<K*  Sytttmi  Validaltd  Apr  83  REV-AR  AV  OS 
MC  10  1!  19  12  14 
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F3C  LISTING 


FSC  flUE 

SAET  Signs  For  Contomlnoltd  Or  Dongtroui  Areus  Validated  Ooc  34  U$ER*GL  CE 
YD  REV-MI  MO  AR  MC 

L  SAFT  Standard  Gtntrol  Rtquirtmanti  For  Safe  Design  And  Operation  Of  Pressurised 
Missile  And  Spoce  Systems  REV-AR 

SAFT  System  Safety  Ptogrom  Requirements  REV-MI  AT  AR  SC  AV  EC  SH  OS  SA  YD 
13  n  19  26 

L  SDMP  Depot  Rework  Specification-  Air-launched  Weapons-  Armament-  Ordnon-.e- 
Missile  launchers-  &  Pecullor  Support  Equipment-  Preparation  Of 
*SLHC  Common  long  flout  And  Tocticol  Communicotlon  System  Technicol  Standordt 
USER-MC  YD  REV-, ME  CE  AS  CG  OS  13  11  01  99 

SIHC  Design  Handbook  For  Fiber  Optic  Conr.sunicolions  Systems  USER-CR  ER  SC  YD 
02  REV-CR  OM  13  TT  NS 

SIHC  Design  Handbook  For  line  Of  Sight  M-rrowave  Communicotlon  Systems 
*SIHC  Design  Stondnrds  For  Common  long  Haul  And  Tactical  Facsimile  Equipment 
USER-n  REV-MC  OM  TT  NS 

SIHC  Document  Facsimile  Tronsmissian  -  3  Apr  81  REV-SC  CR  EC  90  NS . — — 

SIHC  Document  Transmission-  Group  3  Focsimile  Apparotus  For  -  3  Apr  81  (With 
Erratum  Dated  5  May  82 

*SIHC  Electrical  Charccleristich  Of  Digital  INTERFACE  Circuits  REV-TE  Ml  AV  SC  AC 
AS  SH  CG  MC  YD  13  11  71  01  99  NA 

*SIHC  Equipment  Technical  Design  Standards  For  Common  long  Houl/tocticol  Ddto 
Modems  USER-SH  YD  REV-ME  CE  SC  CR  AS  MC  13  01  89  17  11  DC 

SIHC  Equipment  Technical  Design  Slandords  For  Voice  O'derwire  Multiplex . 


SIHC  Equipment  Technical  Design  Standards  For  Digital  End  Instruments  And  AncIRpry 
Device  Volidaied  Dte  85  REV-DC  NS 

SIHC  Focility  Design  For  Trorospheric  Scatter  (Tronshorlion  Microwave  System 
Design) 

SIHC  File  Transfer  Protocol  REV-SC  CR  AD  EC  SA  AS  YD  MC  11  01  13  17  99 . 

SIHC  Grounding-  Bonding  8,  Shielding  For  Electronic  Equipments  8,  Focilities-  Volurhe 
1  &  2 

SIHC  Grounding-  Bonding  &  Shielding  For  Common  long  Houl/tactical 

Communication  Systems  Including  Ground  Bosea  Communications  -  Electronics 
Facilities  8,  Equipments  REV-CR  YD  99  90  89  01  11 
*SIHC  Guide  For  Developers  &  Users  Of  Comm.  Sys.  Stds  In  The  Mll-STD-188  Series 
(Vol  I  &  Vol  li)  REV-CR  AS  YD  OM  MC  SD 
SIHC  Guide  For  Developers  &  Users  Of  Communications  Systems  Standards  (Vol  III) 
REV-CR  AS  YD  MC  DM 

SIHC  Interoperobility  And  P . . . 

SIHC  Interoperability  &  Performonce  Standards  For  Sotellite  Communicotions  REV-SC 
MC  DC  NS 

SIHC  Interoperability  8,  Performance  Stondords  For  Anolog-  To-  Digitol  Conversion 
Techniques  REV-CR  AS  02  17  2d  80  NS  TT  DC 
SIHC  long  Haul  Cammunicotlons  (DCS  Pawer  8,  Environmentol  Control  For  Physical 
Plant  (Volumes  1  &  2) 

SIHC  Red/Uock  Engineering  InstoHation  Guidelines  REV-CR  EC  MC  17  80 . . . 

SIHC  Site  Survey  &  Focility  Design  HcnAook  For  Satellite  Earth  Stotirms  REV-CR  YD 
89  17  13 

SIHC  Site  Survey  Handbook  For  Communication-  Focilities  REV-CR  OM  DC  NS.— — — 
SIHC  Stondords  For  lo-tg  Houl  Communicotions  Transmission  Plonning  Standards  For 
The  Defense  Communicetions  -Vslem 

SIHC  Stondords  For  long  Haul  Communications  Equipment  Technical  Design 

Standards  For  Voice  Frequency  Corrier  Teiegroph  (FSK)  USER-SH  REV-ME  CE 
CR  AS  MCYD  OS  89  01  11  99 

SIHC  Stondords  For  long  Haul  Communicotions  Switching  Manning  Stondords  For  The 
Defense  Communications  System 

SIHC  Stortdords  For  long  Haul  Communicotlons-equipment  Technicol  Design  StancfcKds 
For  Analog  End  Instruments  And  Central  OfKce  Ancillary  Devices  VaUdattd 
OttSS 

SIHC  Subsystem  Design  And  Er-gineering  Stondords  And  Erpiipment  Technicol  Design 
Stondrsrds  For  long  Haul  Communications  Tronsversing  Microwove  los  Rodio 
And  Tropospheric  Scotter  Rodo  Voflideted  Dec  78  REV-ME  CE  CR  AS  YD  MC 
CG  SH  01  13  11  99 

SIHC  Subsystem  Design/engineering  And  Equipment  Technical  Design  Standards  For 
long  Houl  line  Of  Sight  (los)  Digitol  Microwave  Rodio  Transmission  REV-CR 
YD  AS  11  01  99  89  13 

SIHC  Subsystem  Design  And  Engineering  Standards  For  Technicol  Control  Focilities 
REV-ME  CE  CR  MC  AS  CG  YD  13  11  89  99 
SIHC  Subsystem  Design  And  Engineering  Stondords  For  Common  long  hour  And 
Tocticol  Fiber  Optics  Communicotions  USER-YD  02  NS  REV-CR  OM  13  TT 
SIHC  Subsystem  Design  &  Engineering  Sto..  ^ords  For  Common  long  Houl  Tocticol 
Coble  8.  Wire  Communications  USER-YD  02  NS  REV-OM  TT 
Syrtem  &  Subsystem  Design  &  Engireering  &  Equipment  Technicol  Strnrdords 
>  >r  Closed  Circuit  Television  (CCTV)  Systems  USER-SH 
SIHC  Tuc-micol  Control  Focilities  &  Equipment  For  long  Houl  Communicotions  - 
Volume  1  Of  2  Volumes 

SIHC  Technicol  De-Ign  Standards  For  FrequerKy  Division  Multiplexers  REV-ME^CE  CR 
MC05  AS  13  11  01  99 

*SIHC  Telecofflfflunicollon  Terms,  Glossary  Of  REV-CR  EC  17  DC  TT  — — — _ _ — — — — 


DOCUMENT 

NUMBER 


MIl-STD-dSOB  ME 

MII.STD-1522A  19 

NOTICE  2 

MII-STD-S82B  1C 

NOTICE  1 

Mll.STD.2177  AS 

MII-STD.1S8/100  DC 

NOTICE  3 
17  NOV  1976 

Mll-HDBK  415  SC 

Mll-HDBK  416  90 

MII.STD-1S8/I61  DC 

NOTICE  1 

EIA  RS466-81  DC 

EIA  RS465-81  DC 

MII-STD-188/114A  CR 

Mll.STD-188/110  90 

NOTICE  I 

Mll-STD.188/340  DC 

NOTICE  1 
28  JUl  77 

Mll.STD.188/347  SC 

Mll-HOBK  417  90 

Mll-STD.1780  DC 

Mll-HOBK  419A  90 

MII-STD-188/124A  90 

Mll-HDBK  188  SC 

Mll-HDBK  188/3  EC 

VOl  III 

Mll-STO-188/145  SC 

Mll-STD-188/145  CR 

Mll-STO-188/113  SC 

Mll-HDBK  41 1A  SC 

Mll-HDBK  232A  SC 

Mll-HDBK  412  SC 

Mll-HDBK  420  SC 

Mll-STD-187/320  DC 

MII-ST0-1S8/342  DC 

Mll-STD-187/310  DC 

Mll-STb-188/346  SC 

Mll-STO-188/313  90 


Mll-STO-188/322  90 

NOTICE  1 

MII-ST0-188/310A  90 

MII-ST0-188/I11A  SC 

MIL-STD-188/112  SC 

Mll-STO-188/318  EC 

Mll-VDBK  414  90 

Mll-STD-188/311  90 

NOTICE  1 
31  DEC  1980 

FED.STO-1037A  /SC 


DATE 

CUST01IAN 

22  Oct 

68 

ME 

OS 

99 

20  Nov 

86 

19 

30  Mor 

84 

AV 

AS 

10 

07  Feb 

89 

17  Nov 

76 

CR 

EC 

90 

DC 

01  Feb 

85 

SC 

EC 

90 

DC 

15  Nov 

77 

SC 

EC 

90 

17  Mor 

89 

CR 

EC 

90 

03  Apr 

81 

CR 

EC 

90 

03  Apr 

81 

CR 

EC 

90 

30  Sep 

85 

CR 

EC 

17 

15  Nov 

83 

SC 

EC 

90 

28  Jul 

77 

SC 

EC 

90 

29  Mor 

73 

SC 

EC 

90 

25  Nov 

77 

SC 

EC 

90 

DC 

10  May 

84 

CR 

OM 

90 

29De< 

87 

SC 

EC 

90 

02  Feb 

84 

SC 

EC 

90 

21  Jon 

83 

EC 

90 

31  Jul 

85 

SC 

EC 

90 

07Moy 

87 

SC 

EC 

90 

15  Jun 

88 

CR 

EC 

90 

17  Feb 

87 

SC 

EC 

90 

08  Jul 

82 

SC 

YD 

90 

20  Mor 

87 

SC 

EC 

90 

20Moy 

81 

SC 

EC 

90 

20  Mor 

87 

SC 

EC 

90 

29  Mor 

80 

sc 

EC 

90 

29  Feb 

72 

sc 

EC 

90 

14  Oct 

76 

sc 

EC 

90 

30  Nov 

73 

sc 

EC 

90 

19  Mor 

73 

sc 

EC 

90 

02 

Ftb 

84 

SC 

EC 

90 

14 

Jon 

80 

SC 

EC 

90 

14 

Otc 

88 

sc 

EC 

90  DC 

31 

Aug 

83 

CR 

EC 

90 

14 

Jun 

85 

sc 

EC 

90 

23 

Mo'' 

81 

SC 

EC 

90 

31 

Doc 

80 

SC 

EC 

90 

26 

Jun 

86 

sc 

7Z 


FSC  LISTING 


DOCUMENT 

FSC  TIIIE  NUMBER  ’’"EP  DATE  CUSTODIAN 


SIHC 

Ttltphon*  IEEE  Standard  Ttit  Prcetdure  For  Meoturiog.Longttudial 

lalanee  Of,  Optrating  In  Tht  Volet  Bond  •  30  Stp  76 

IEEE  455-76 

oF" 

09  Mar 

79 

SC 

EC 

90 

SIHC 

Ttitphont  inttrumtnti  With  Loop  Signoling  For  Voietbond  Applicotiont  Miiut  1 
With  Errata  No.  \  REV-SC  YD  NS 

EIA  RS470-81 

DC 

12  Jan 

81 

CB 

EC 

90 

SIHC 

Ttitphont  Sytttm  (KTS)  For  Voietbond  Appileationi,  Ml'lti*ltnt  Kty  •  July  81 
REV-CR  SC  EC  90  DC  TT 

EIA  85478-81 

DC 

09  Mar 

81 

C8 

EC 

90 

SIHC 

Ttitphont  Syitt'n,  Lint  Circuit  (Cord)  For  1A2  Gtntric  Multi  Lint  Kty  •  Aug  82 
REV-CR  SC  EC  TT 

EIA  85487-82 

DC 

19  Aug 

82 

C8 

EC 

90 

SIHC 

Trontmiiilon,  Documtnt  Foesimilt,  Proetdurts  For  •  3  Apr  8) . . . . 

ASTM  8S466-S1 

DC 

03  Apr 

81 

C8 

EC 

90 

SOLD 

Circuit,  inttreonnteting  &  Pockoging  Eltctronie,  Ttrmi  &  Dtfinitiont  >  29  Mor 

8S  USER-AV  MC  CG  DH  REV-AR  CR  ER  MR  EC  OS  SH  26  U  15  17  19 

IPC  T50C-85 

AS 

29  Mot 

85 

Ml 

AS 

20 

SOLD 

Crittria  For  High  Quality/high  Rtliobllity  Soldtcing  Ttchnology  USER*AV 

REV-AR  CR  ER  MR  EC  OS  11  15  17  19  84  ES 

DOD-STD-2000/3A 

AS 

30  Apr 

87 

Ml 

AS 

10  NS 

SOLD 

Gtntro)  Purpott  Soldtring  Rtquirtmtnii  For  Ettcirieol  &  Eltctronie  Equipmtnl 
USER-AV  MC  DH  REV-ER  MR  AR  CR  EC  OS  11  15  17  84  99  ES 

DOD-STD-2000A/4 

AS 

01  Oct 

87 

MI 

AS 

10 

SOLD 

SOLD 

Port  &  Compontnt  Mounting  For  High  Quotity/high  Reliobility  Soldtrtd 

Electrical  &  Electronic  Assemblies  USER-AV  MC  DH  REV-AR  CR  ER  MR  EC 

OS  11  15  17  19  84  ES 

Process  For  Soldering  Accident  Dosimeter  To  Film  Bodge  Holder  For  Rodioc 

DOD-STD-2000/2A 

MIL-STD-1372A 

AS 

EC 

20  Nov 

12  Oct 

86 

72 

Ml 

AS 

EC 

10  NS 

Detecting  Element  Volidafed  May  6S  NOTICE  1 


18  JAN  1973 


L 

SOLD 

Soft  Soldered  Electrical  Connections  For  Sptciol  Weopons  Items  Including  Other 

MIL-S-S0S26B  (1) 

AR 

18  Apr 

77 

AR 

Related  Electronic  Devices  Volidattd  Jan  83 

L 

SOLD 

Soft  Soldered  Electricol  Cor'nections  For  Conventionol  Weopons  Items  Including 

MIL-S-50827A  (1) 

AR 

18  Apr 

77 

AR 

Other  Related  Electronic  Devices  Valldalad  Jan  83 

SOLD 

Solder  Both  Soldering  Of  Printed  Wiring  Assemblies  USER-AV  REV-MR  El  AR 

MIL-S-46644C 

Ml 

15  Ocl 

76 

Ml 

OS 

CR  OS  17 

L 

SOLO 

Solder,  Low  Melting  Point  Va/idofed  Mar  8D  USER-AT,.... . . . . 

MIL-S-627 

AR 

14  Jul 

48 

AR 

1 

SOLO 

Solde*lng  Of  Electrical  Connections  And  Printed  Wiring  Assemblies,  Procedure 

MIL-STD-1460 

AR 

01  Stp 

73 

AR 

For  Vaitdat£d--Mar-83 

NOTICE  1 

SOLD 

Soldering  Of  Metolllc  Ribbon  lead  Materiols  To  Solder  Codted  Conductors, 

MIL-S-468608 

Ml 

15  Ocl 

76 

Ml 

AS 

11 

ProccM  For  Rcllcw  USER-AV  AR  REV-MR  EL  OS  99  17 

SOLD 

Soldering  Process  General  (Non  Electrical)  (Metric) . . . . . . . 

DOD-STD-1866 

AT 

21  Aug 

81 

AT 

99 

NOTICE  1 

SOLO 

Soldering  Technology,  High  Quality/high  Reliobility  USER-AV  MC  REV-MR  ER 

DOD-STD-2000/18 

AS 

ID  Jun 

86 

Ml 

AS 

10  NS 

AR  OS  EC  17  15  99  19  20  DH  ES 

NOTICE  1 

SOLD 

Soldering,  Manual  Type,  High  Reliability,  Electrical  And  Elecromc  Equipment 

M1L-S-45743E  (1) 

Ml 

17  Stp 

79 

Ml 

AS 

11 

USER-AV  MR  REV-AR  ER  OS  99 

INT  AMD  4  (Ml) 

SOLO 

Sfondard  Requirements  For  Soldered  Electricol  &  Electronic  AssemUies  U$ER-AV 

MIL-STD-2000 

AS 

16  Jon 

89 

Ml 

AS 

20  NS 

MC  DH  REV.AR  CR  ER  MR  EC  OS  1 1  15  17  19  84  DH  ES 

I  SOLD  Teit  For  Removol  Of  Floy  Reiiduet .  MlL.T-83399  JO  30  Ji.1  87  20 

NOTICE  1 


TCTS 

r  Oigitol  Control  And  Status  Information  Interchonge  Stondord  .. 

MIL-STO-2117 

EC 

27  Ftb 

81 

EC 

TCTS 

D  »  ring  Stondords  For  Tocticol  Terminal  Subsystems  REV-CR  AV 

3HOMNC02  11  13  17  80 

MIL-STD-188/260 

SC 

01  Ftb 

85 

CR 

EC 

90 

TCTS 

Eq\.  rcal  Design  Standards  For  Common  long  Houl/tocticol  RADIO 

C  M  I*  *'  ‘  «w  Frequency  Bond  And  Lower  Frequency  Bonds 

MIL-STD-188/140 

EC 

03  Apr 

81 

CR 

EC 

90 

TCTS 

Interop  8  Stendords  For  High  Frequency  Rodio  Equipment.. 

MIL-STD-188/141 

SC 

26  Mor 

86 

SC 

EC 

90 

TCTS 

Interopeio^  -iy  a  ^u'ds  For  Tactical  Single  Channel  Very  High 

Frequency  (VHF)  ..udio  t.,  <FV-SC  EC  MC  90  NS 

MIL-STD-188/242 

CR 

20  Jun 

85 

CR 

EC 

90 

TCTS 

interoperobility  8  Performor.ee  ^.wnoords  For  Tocticol  Sing.e  Chonnel  Uhro  High 
Frequency  (Uhf)  Rodio  Communicotions  REV-CR  MC 

M;L-STD-188/243 

90 

15  Mor 

89 

SC 

EC 

TCTS 

Interoperability  And  Performance  Standards  For  Tocticol  Digitol  Information  link 
USER-MC  REV-SCAS  SH  OM  11  02  17  13 

MiL-STD-1S8/203 

1A 

EC 

08  Jon 

88 

CR 

EC 

90 

TCTS 

Interoperability  8  Performance  Stondords  For  Digital  Signolmg  8  Supervision 

Of  Tocticol  Communications  Systems  REV-SC  EC  MC  90  DC  N$ 

MIL-STD-IBB/256 

CR 

16  Aug 

85 

CR 

EC 

90 

TCTS 

Interoperobility  8  Performance  Stondords  For  Tocticol  Single  Chonnel  Very  High 
Frequency  (VHF)  Radio  Equipment  REV-SC  EC  MC  90 

MIL-STD-188/24 

PART  2 

CR 

20  Jun 

85 

CR 

EC 

90 

TCTS 

Militory  Communicotion  System  Technical  Standards  USER-MI  SH  REV-TE  AS 

13  n 

MIL-STD-188C 
NOTICE  2 

17  NOV  1976 

CR 

17  Nov 

76 

CR 

EC 

90 

TCTS 

Subsystem  Design  8  Engineering  Stondords  For  Tactical  Digitol  Informotion  Link 
(TADIL)  A  USER-MC  REV-SC  SH  AS  OM  02  11  13  17  19  DC  TT 

MIL-STD-188/203 
PART  1 

EC 

10  Sep 

82 

CR 

EC 

90 

TCTS 

Subsystem  Design  And  Engineering  Stondords  For  Tocticol  Digitol  Informotion 
link  (Todil)-B  REV-CR  Ml  SC  AS  EC  MC  NC  YD  02  90  DC  NS  TT 

MIL-STD-188/203 
PART  2 

CR 

23  Mor 

84 

CR 

EC 

90 

TCTS 

Subsystem  Design  And  Engineering  Stondords  For  Tocticol  Digitol  Informotiort 

Link  (TAOll)  C  REV-CR  AS  OM  SH 

MIL-STD-188/203 
PART  3 

EC 

05  Oct 

S3 

SC 

EC 

90 

TCTS 

System  Design  8  Engineering  Stondords  For  Tocticol  Communicotions  REV-SC 

AV  Ml  AD  TE-OM  NC  AS  SH  TT  11  13  17  71 

MIL-STO-188/200 

CR 

28  Jun 

83 

CR 

EC 

90 

TC’S 

Tocticol  Digitol  Informotion  link  (TAOIL)  Subsyste.n  Design  8  Engineering 

Stondords  For  USER-MC  89  REV-SC  AS  SH  17  13  19  DC  OM  TI 

MIL-STD-188/30 
sypp  1 

PART  3 

EC 

10  Sep 

82 

CR 

EC 

90 

TELE 

Generol-Security  Requirements  For  Equipment  Using  The  Ooto  Encryption 

Stondord  USER-SH  MC  REV-CR  AD  OM  AS  90  DH  DC 

fED-STO-1027 

•Ns 

14  Apr 

82 

SC 

EC 

02 

TELE 

Interfqce  Between  Doto  Terminol  Equipment  &  Dota  Clrcuit-termiiiotine 
FquipmentTor  Operation  With  Pocket-switched  Doto  Telecommunicotions 
Networks  REV-CR  SC  11  90  TT  OS  DC  NS 

FEO-STO-00104I 

DC 

24  Mar 

81 

CR 

OM  90  DC 

TELE 

Interfoce  Between  Doto  Terminol  Equipment  (DTE)  8  Doto  Circuit  Terminoting 
Equipment  (OCE)  For  Operotion  With  Pocket  Switched  Doto  Communicotions 
Networks  (Fcdero<  Stondord  1041)  REV-AD  OM  02 

flPS-lOC 

02 

06  Jul 

83 

SC 

EC 

90  DC 

TELE 

Interoperability  And  Security  Requirements  For  Use  Of  The  Doto  Encryption 
Stondord  In  The  Physicol  Loyer  Of  Doto  Communicotions  USER-SH  A  C 

FED-STD-1026 

NS 

03  Aug 

83 

SC 

EC 

02 

REV-AD  CR  AS  OM  90  DC  DH 


73 


FSC  LISTING 


t 


E 


E 


FSC  TITLE 

TELE  Proceg’urti  For  Oocumtnl  Focilmitt  Tranimisilon  ftEV>CR  EC  90  NS  DC  TT ........ 

TELE  Ttitcommunicotlont,  Group  2  Foetimilo  Apporotui  For  Oo<umont  Tronftmiitton  .. 
TELE  Ttlocommunicotioni,  Synchronoui  High  Speed  Data  Signaling  Rotes  between 
Doto  Terminol  Equipment  And  Oota  Communlcotlon  Equipment 
TELE  Telecommunications.  Group  3  Focsimile  For  Document  Tronsmiision  REV*^CR  SC 
EC  90 

TELE  Telecommunicotion.  Electrical  Chorocteristics  Of  Unbolonced  Voltage  Digits 
Interfoce  Circuits 

TELE  Telecommunicotion,  Digitol  Communication  Perfoimonce  Porameters . . . 

TELE  Telecommunicotions.  Coding.  Modulotion  And  Tronsmission  Requirements  For 

Single  Channel  Medium  And  H'^h  Frequency  Rodiotelegroph  Systems  Used  In 
Government  Moritin^  Mobile  Telecommunicotions 
TELE  Telecommunicotions.  Synchronous  Sit  Orientated  Data  Link  Control  Procedures 
(Advonced  Ooto  Communication  Control  Procedures)  REV*CR  EC  90 
TELE  Telecommunications.  Coding  And  Modulotion  Requirements  For  Nondiversity 
2400  Sit/second  Modems 

TELE  Telecommunication.  Coding  And  Modulation  Requirements  For  4SOO  Sit/second 
Modems 

TELE  Telecommunicotions.  Coding  And  Modulotion  Requirements  For  Duplex  9S00StT 
Secnd  Modems  REV-SC  CR  MC  EC  17  90  TT  DC 
TELE  Telecommunicotion,  Coding  &  Modulotion  Requirements  For  Duplex  600  And 
1200  Sit/second  Modems 

TELE  Telecommunicotions,  Bit  Sequencing  Of  The  American  Notionol  Stondord  Code 
For  Informotlon  Interchonge  In  Serlol  By  Bit  Cota  Tronsmission 
TELE  Telecommunicotion.  Charocter  Structure  And  Chorocter  Pority  Sense  For  S^ol 
By  Bit  Dota  Communication  In  The  Americon  Notionol  Standard  Code  For 
Informotlon  Interchange 

TELE  Telecommunications.  Chorocter  Structure  And  Character  Porty  Sense  For  Porotlel 
By  Bit-Ooto  Communicotfon  In  The  American  National  Stondord  Code  For 
Information  Interchonge 

TELE  Telecommunications.  Synchronous  Signaling  Rotes  Between  Doto  Terminol 

Equipment  And  Ooto  Circuit  Terminating  Equipment  Utilizing  4KHZ  Circuits 
TELE  Telecommunicotions:  Anolog  To  Digitol  Conversion  Of  Voice  By  2.400 
Bit/sccond  Linear  Predictive  Coding  REV*Ap  CR  AS  OM 
TELE  Telecommunicotion.  Electrical  Chorocteristics  Of  Boldnced  Voltoge  Digitcd 
Interfoce  Circuits 

TELE  Time  And  Frequency  Reference  Information  In  Telecommunication  Systems. . 

THOS  Dimensionol  Acceptobility.  Screw  Threod  Goging  Systems  For  •  21  Jun  79 
REV.71  82 

THOS  Goge  &  Goging  For  MJ  Series  Metric  Sc^ew  Threods  -  26  Sep  1985  USER'CR 
ER  SH  REV-AT  AV  ME  OS  99 

THDS  Geges  8i  Goging  For  Metric  M  Screw  Threcids  *  25  May  1984  USER>CR  ER  SH 
REV-AT  AV  ME  OS  99 

THDS  Goges  8i  Goging  For  Mlij  Series  Metric  Screw  Threods  •  26  Sept  1^5 
USER-CR  ER  SH  REV-AT  AV  ME  OS  99 

THOS  Goges  8i  Gaging  For  Unified  Inch  Screw  Threods  •  16  May  83  USER-EC 
REV-AT  AV  GL  ME 

THDS  Goges  And  Gaging  For  Unified  Inch  Screw  Threods  -  16  Moy  1983  USER-EC 
REV-AT  AV  GL  ME 

THOS  Lomp  Boses  &  Holders.  Electric.  -  Screw  •  Shell  Types  -  1  Sep  76  W/rEV  Poges 
USER-EC  OS  SH  YD  REV-CR  ME  Ml  82  GS 
THDS  MetrK  Screw  Threods  ■  MJ  Profile  -  21  Nov  78  W/dod  Exceptions  Vof/doted 
Aug  BS  USER-OS  99  REV-AV  ER  ME  Ml  AT  SH  YD  71  82 
THDS  Pipe  Threods  (Inch).  Dryseol.  Goging  For  -  17  Jul  78  •  W/dod  Exceptions 
W/erroto  Jun  80  VoVdoted  Aug  $£  REV-MI  ME  ER  AV  AT  YD  SH  OS 

THOS  Pipe  Threods,  (Inch)  Geierol  Puppose  •  4  Feb  83  REV-AT  GL  ME  Ml  YO  _ _ _ 

THDS  Screw  Threod  Stondords  For  Federol  Services.  Section  I,  NomerKloture. 

Definitions  And  Letter  Symbols  For  Screw  Threods 
THDS  Screw  Threod  Stondords  Fcr  Federol  Services.  Section  4,  Controlled  Rodius 
Root  Screw  Threods.  Unj  LV'nboI 

THDS  Screw  Threod  Stondords  For  Federol  SEVICES.  Section  5.  Unified  Minioture 
Screw  Threods  Validated  Moy  $3 

THDS  Screw  Threod  Stondords  For  Federol  Services  Vaiidatod  Mar  $3 . 

THDS  Screw  Threod  Stondords  For  Federal  Services.  Section  7.  Pipe  Tfmods.  Generol 

Purpose  Vatidofod  Doc  $4 

THDS  Screw  Threod  Stondords  For  Federol  Services  Section  16  Microscope  O^ective 
And  Noise  Piece.  0.800  -  36AMO 

THOS  Screw  Threod  Stondords  For  Federal  Services.  Section  17.  Surveying  Instrument 
Mounting  Threads 

THDS  Screw  Threod  Stondords  For  Federol  Services  Section  18  Photogrophic 
Equipment  Threods 

THOS  Screw  Threod  Slendords  For  Federol  Services.  Section  19.  Misc^loneeus 
Threods 

THOS  Screw  Threod  Stondords  For  Federol  Services  Section  8  Oryseol  P^  Threods 
VolidahdAug  $5  REV-MI  ME  ER  AV  AT  OS  YD  SH 
THDS  Screw  Threod  Stondords  For  Federol  Services.-Section  9.  Gos  Cylinder  Vofve 
OuHet  And  Inlet  Threods  Vmidofod  Jut  $3 

THOS  Screw  Threod  Stondords  For  Federol  Services  SMtion  10  Americon  Notionol 
Hose  Coupling  And  Fire  Hose  Coupling  Threods 
THDS  Screw  Threod  Stondords  Fur  Federol  Services.  Section  1 1.  Hose  Connections 
For  Welding  And  Cutting  Equipment 


DOCUMENT 

NUMBER  ^ATE  custodian 


FEO-STO-1063 

DC 

04  Apr 

82 

CR 

EC 

90 

FEO-STD-1061 

•DC 

24  Mar 

81 

CR 

EC 

90 

FED-STO-1001 

» 

15  Jun 

75 

FELI-STD-1M2 

•DC 

19  Aug 

81 

CR 

EC 

90 

FED-STO-1030A 

t 

31  Jon 

80 

FED-STD-001033 

t 

29  Aug 

79 

FED-STD-1035 

t 

29  Mar 

7/ 

FED-STD-1003A 

•DC 

19  Aug 

81 

CR 

EC 

90 

FED-STD-100S 

t 

20  Jon 

77 

FED-STD-100A 

t 

22  Dec 

77 

FEDSTD-1007 

•DC 

24  Mor 

81 

CR 

EC 

90 

FEP-STD-100S 

t 

16  Jun 

80 

FED-STD.lOlO 

t 

11  Aug 

77 

FED-STD-IOn 

t 

11  Aug 

77 

FED-STO-1012 

i 

11  Aug 

77 

FED-STD-1013 

t 

11  Aug 

77 

FEDSTD-1015 

DC 

28  Noe 

84 

SC 

EC 

90 

FED-STD-1020A 

t 

01  Jon 

80 

FED.STD-1002 

t 

22  Apr 

74 

ANSI  t1.3-79 

IS 

30  Sep 

81 

AR 

AS 

99 

ANSI/ASME  t1.22M'85 

•IS 

05  Nov 

87 

AR 

AS 

11 

ANSI/ASME  B1.16M.<4 

•IS 

05  Nov 

87 

AR 

AS 

11 

ANSI/ASME  »1.22M-tS 

•IS 

05  Nov 

87 

AR 

AS 

11 

ASME  BI.2-83 

AR 

05  Mor 

85 

AR 

AS 

11 

ASME  B1.2-<3 

IS 

05  Mor 

85 

AR 

AS 

11 

IS 

ANSI  C81. 10-76 

IS 

07  Jun 

84 

AR 

11 

IS 

ANSI  B1.21M-78 

IS 

31  Ocl 

80 

AR 

AS 

99 

ANSI  B1.20.5-78 

IS 

31  Ocl 

80 

AR 

AS 

11 

ASME  81.20.1-83 

IS 

24  Oct 

84 

AR 

AS 

11 

IS 

FED.STD.H28/1A 

/IS 

28  Aug 

85 

AR 

AS 

99 

FED.ST0.H28/4 

/is 

09  Feb 

88 

AR 

AS 

99 

NOTICE  1 
FED.STD.H28/'5 

/IS 

31  Mor 

78 

AR 

AS 

99 

CHG  NOTICE  1 
FEDSTD.H2S 

/IS 

31  Mor 

78 

AR 

AS 

99 

SUPP  1A 
FEP-3TD.H28/7A 

/IS 

25  Oct 

84 

AR 

AS 

99 

U  5TO.H2e/16 

/IS 

24  Mor 

88 

AR 

AS 

99 

NOTICE  1 
FEDSTO.H28/17A 

/IS 

25  Jon 

85 

AR 

99 

MD.ST0.H2S/18A 

/IS 

10  Moy 

85 

AR 

AS 

99 

FED-STD.H28/I9A 

/IS 

18  Feb 

88 

AR 

AS 

11 

FED.STD.H28/8A 

/IS 

29  Dec 

80 

AR 

AS 

99 

FPST0H28/9 

/IS 

31  Aug 

78 

AR 

AS 

99 

FEO.STD.H28/10 
NOTICE  1 

/IS 

24  Mor 

88 

AR 

AS 

99 

FEO.STO.H28/1; 
NOTICE  1 

/IS 

24  Mor 

88 

AR 

AS 

99 

74 


FSC  USTING 


DOCUMENT 


FSC 

TITLE 

NUM8ER 

PREP 

DATE 

CUSTODIAN 

IHDS 

Ser«w  Thrtod  Standordt  For  Ftdtro)  Strvictt  Stction  H  Acme  Threods  . . 

FED-STD-H28/12 
NOTICE  1 

/IS 

27  Jun 

88 

AR  AS 

99 

THDS 

Screw  Threod  Stondordi  For  Federol  Services,  Section  13,  Stub  Acme  Threods .. 

FED-STD-H28/13A 

/IS 

17  Ftb 

89 

AR  AS 

99 

THDS 

Screw  Threcd  Stondords  For  Federol  Services  Section  21,  Metric  Screw  Threads 

FED-STD-H28/21B 

/IS 

28  Nov 

84 

AR  AS 

99 

USER-OS  99  REV-ME  Ml  ER  AV  AT  SH  YD 

THDS 

Screw  Threod  Stondords  For  Federol  Services  Section  22  Metric  Screw  Threod 

FED-STD-H28/22 

/IS 

13  Ttl- 

©• 

AR  AS 

99 

Gofl«>  (Metric)  USER-ER  SH  REV-ME  AV  AT  OS  99 

THDS 

Screw  Threod  Stondords  For  Federol  Services,  Section  23,  Clots  5  InterJerence 

FED-STD-H28/23 

IS 

20  Jon 

89 

AR  AS 

99 

Fit  Screw  Threodi  USER-CR  ER  REV-AT  ME  EC  15 

THDS 

Screw  Threod,  Modified,  60  Deg.  Stub,  Double  Validated  Apr  83 . . . 

MIL-STD-1373 

NOTICE  2 

EC 

08  Apr 

71 

ER  EC 

THDS 

Screw  Threads  (UN  &  UNR  Thread  Form)  Unified  Inch  •  27  April  82  (W/suppI 

ANSI  81.1-82 

IS 

20  Apr 

84 

AR  AS 

11 

ANSI/ASME  B1.1A-84)  USER-MI  REV-CR  EA  ER  ME  15  99 

THDS 

Screw  Thread!  Metric  M  Orofile  -  5  Aug  S3  USER-OS  REV-AT  AV  Gl  ME  Ml 

ASME  81.13M.83 

IS 

28  Nov 

84 

AR  AS 

11 

SH  YD 

THDS 

Screw  Threods,  Buttress  Inch  •  22  Oct  73,  W/erioto  •  Feb  79  (Reopproved  31 

ANSI  B1.9-73R85 

IS 

25  Moy 

83 

AR  AS 

11 

May  85  Volidoltd  Jun  85  USER-EC  REV-AT  AV  Ml  15  80  82  99 

THDS 

Screw  Threods,  Controlled  Rodius  Root  With  Increosed  Minor  Oiometer, 

General  Specification  For  Validahd  Apr  81  USER-AR  ME  SH  REV-MI  AV  OS 

99 

Screw  Threods,  Internal  Cold  Formed,  Generolspecificotion  For  Volidottd  Apr 

MIL-S.8S79A  (1) 
NOTICE  2  (11) 

11 

15  Mar 

73 

AR  AS 

11 

1 

THDS 

MIL.S.7033S 

AR 

10  Apr 

87 

AR 

87 

NOTICE  1 

THDS 

Screw  Threods,  Nomenclature,  Definitions,  And  letter  Symbols  For  *  2  Nov 

ANSI/ASME  81.7M-84 

IS 

28  Aug 

85 

AR  AS 

99  IS 

1984  REV-AT  AV  ER  GL  ME  71  82 

THDS 

Screw  Threods,  Stondord,  Optimum  Selected  Series.  Generol  Specificotlon  For 

MIL.S.77428  0) 

11 

15  Mor 

/3 

AR  AS 

11 

ValldcltdApr  81  USER-AT  ME  OS  REV-MI  AV  EA  99 

NOTICE  2  (11) 

THDS 

Screw  Threods,  Stondord,  Optimum  Selected  Series . . . . . . 

MIL-S-307742 

11 

29  Jul 

88 

THDS 

Screw-threod  Standards  For  Federol  Services  Section  14  Buttress  Screw 

FED-STD.H28/14A 

/IS 

09  Jun 

83 

AR  AS 

99 

THREADS-7  DEG./4S  D«g.  Flunk  Angl*.  Va//dotM(  Apr  88  USER-EC  REV-AT 

AV  Ml  15  80  82  99 

NOTICE  ) 

THDS 

Screw-threod  Stondords  For  Federol  Services  Section  15  Rolled  Threods  For 

FED.STD.H28/15A 

/IS 

07  Jun 

84 

AR 

99 

Screw-shells  For  Electric  Lompholders  And  lamp  Boses  USER-EC  OS  SH  YD 
REV-CR  ME  Ml  82  GS 

THDS 

Screw-thread  Stondords  For  Federal  Services  Section  2  Unified  Inch  Screw 

FED.STD.H2S/2A 

/IS 

20  Apr 

84 

AR  AS 

99 

Threads-  Un  And  Unr  Thread  Forms 

THDS 

Screw-thread  Stondords  For  Federal  Services,  Section  20,  Ins^iion  Methods 

FED-STD.H28/20A 

/IS 

21  Stp 

87 

AR  AS 

99 

For  Acceptobility  Of  UN,  UNR,  UNJ,  M,  And  MJ  Screw-threods  REV-AT  ER 

ME  Ml  SH  YO  EC  OS  99 

THDS 

Screw-threod  Stondords  For  Federol  Services,  Section  6,  Goges  And  Goging 

FED-ST0.H28/6A 

/IS 

05  Mor 

85 

AR  AS 

99 

ForUnifitd  Sertw  ThrMdi,  -  UN  And  UNR  Tkrtad  Fotm  USER-EC  REV-AT 

AV  GL  ME 

THDS 

Spork  Plug  Threod  Forms  A  Oato  (60  Deg.  Threod  Form).(OHter  Thon  Aircroft) 

MS-35907C 

AT 

30  Mor 

79 

AT 

99 

Valldattd  Dt<  83  USER-MC  REV.99  84  IS 

THDS 

Stub  Acme  Screw  Thrends  •  11  Jon  88  REV-EC  . . . 

AMSE8  1.8-88 

IS 

17  Ftb 

82 

AR  AS 

99 

E 

THDS 

Thrtod,  Oryseol  Pipe  «  18  Nov-76  (W/dOD  Exceptions)  (Reopproved  1982) 

ANSI  81.20,3-76 

IS 

31  Oct 

80 

AR  AS 

99 

Validaltd  Ott  82  REV-MI  ME  ER  AV  AT  YD  SH  OS  71  82 

L 

THJM 

Arc  Welding  Procedures  For  Constructlonol  Steels  REV-MI  ME  AR  AT  DH . . 

MIL-ST0.1261C 

MR 

20  Jan 

88 

MR 

L 

THJM 

Broze-welding,  Oxyocetylene,  Of  Built-up  Metol  Structures  Vofidoted  Apr  80 

MIL.B-12673  ()) 

AR 

09  Jon 

61 

AR 

USER-ME  REV-MI  EA  99 

THJM 

Broxing  Of  Steels,  Copper,  Copper  Alloys,  Nickel  Alloys,  Aluminum  And 

MIL-B-7883C 

AS 

30  Jul 

86 

MR  AS 

20 

Aluminum  Allays  USER-CG  REV-AR  ME  Ml  AV  EA  OS  99 

1 

THJM 

Broxing  Of  Steels,  Copper,  Copper  Alloys,  Nickel  Alloys,  Alumtmim  A  Aluminum 

MII-8-007883C 

AS 

30  Jul 

86 

AS 

Alloy. 

L 

THJM 

Broxing  Silver,  General  Process  For . . . . . . . . 

MIL-STD.188) 

AT 

01  Jun 

83 

AT 

L 

THJM 

Broxing,  Nickel  Alloy,  Generol  Specification  For..... . . . . . . 

MIL-B-9972A  (2) 

82 

10  Mor 

86 

SH 

99 

L 

THJM 

Broxing,  Nickel,  High  Temperoture  Vocuum . . . . . . . . 

MII-ST0-1877A 

AT 

07  Jun 

85 

AT 

L 

THJM 

Broxing,  Oxyocetylene,  Of  Built-up  Metol  Structures.  VoUdattd  Apr  80  REV-MI 

MIL-B-12673  (1) 

AR 

13  Jan 

61 

AR 

AR  99 

1 

THJM 

Dip  Brazing  Of  Aluminum  Alloys  USER*ME  REV-MI  AR  ER . . 

MIL-STD-6458 

NOTICE  1 

MR 

17  Ftb 

84 

MR 

L 

THJM 

Fobricotiori  Welding  And  Inspection  Of  Hyperboric  Chombers  And'Other  Critical 

MIL-STD'1693^ 

YO 

30S,p 

88 

YD 

lond  Bosed  Structures  VaUdoftd  Stp  68 

NOTICE  1 

THJM 

Fobricetion,  Welding,  And  Inspection  Of  HY-80/100  Submarine  AppHcotions...... 

MIL-STD-)688 

NOTICE  1 

SH 

14  Mor 

83 

SH 

1 

THJM 

Fobricotion,  Welding,  A  Inspection  Of  Ships  Structure . . . .  .................. 

MiL-STD-1689 

SH 

27  Dtc 

83 

SH 

THJM 

Inerrio  Faction  Welding  Process,  Procedure  And  Performonce  Qgohficotion 

MIL-STD-1252 

AR 

30  Jun 

75 

AR  SH 

VaUdafd  Jan  81  REV-EA  AT  Ml  AR  HR 

THJM 

Joints,  Brozed,  Evoluotlng  The  Strength  Of,  Stondord  Method  For  *  22  June 

AWS  C3.2-82 

MR 

17  Jun 

86 

MR  AS 

20 

1982 

THJM 

Joints,  Croted,  In  Shear,  Stondord  Method  For  Evoluoting  The  Strength  Of  •  22 

aWS  C3.2-S2 

MR 

17  J.n 

86 

MR  AS 

20 

Jun  1982 

1 

THJM 

Moteriols  Joining . . . . . . . . . . . . . . 

MIL-HDBK  730 

MR 

31  Jon 

86 

MR 

1 

THJM 

Metol  A'c  Welding  Of  Homogeneous  Armor  USER*Al  REV-AT  AR  ME  7E . . 

MIL-STD-1941 

NOTICE  3 

MR 

13  Mor 

89 

MR 

THJM 

Ouolificotion  Of  Aicroft,  Missile  A  Atrotpoce  Fusion  Welders  USER-AV 

MIL-STD.1595A 

20 

30  Jul 

87 

MR  AS 

20 

REV-MI  AR  EA  99 

NOTICE  1 

1 

THJM 

Standard  Procedures  For  Explosion  Testing  ferrous  A  Non  Ferrous  Motolli'c 

Mll-STD-2149 

SH 

14  Nov 

83 

SH 

Moteriols  A  Weldments 

1 

THJM 

Ultrosonic  Welding  Of  Aluminum  And  Aluminum  Alloy  Moteriols. . . 

MIL-STD-1947 

MR 

15  Moy 

85 

MR 

THJM 

Weld,  Mechonicol  Testing  . . . . . . . . . . 

AWS  84.0-77 

SK 

22  Ocl 

79 

MR  SH 

11 

THJM 

Weld«(J  Joint  D.iign  USER-ME  MC  OS  REV-ER  CR  YD . 

MIL-STO-32D 

NOTICE  2 

SH 

-31  Jon 

84 

MR  SH 

11 

75 


FSC  LISTING 


DOCUMENT 


FSC 

TITLE 

NUMBER 

PREP 

DATE 

CUSTODIAN 

THDS 

Scrtw  Threod  Stondordi  For  Ftderol  Strvicti  Stction  12  Acmt  Thrtodt . . 

FED-STD-H28/12 
NOTICE  1 

/IS 

27  Jun 

88 

AR  AS 

99 

THDS 

Scrtw  Throod  Standards  For  Ftdtrol  Strvicei*  Stction  13,  Stub  Acmt  Threods .. 

FED-STD-H28/13A 

/IS 

17  Ftb 

89 

AR  AS 

99 

THDS 

Scrtw  Thrted  Stondordi  For  Ftdtrol  Strvkts  Stction  21,  Mttrk  Scrtw  Thrtods 

FED-STD-H28/2IB 

/IS 

28  Nov 

84 

AR  AS 

99 

USER-OS  99  REV-ME  Ml  ER  AV  AT  SH  YD 

THDS 

Scrtw  Thrtod  Stondards  For  Ftdtrol  Strvicti  Stction  22  Mttric  Scrtw  Thrtod 

FED-ST0-H28/22 

/IS 

13  F.1- 

Cl 

AR  AS 

99 

Gogtt  (Mtiric)  USER-ER  SH  REV-ME  AV  AT  OS  99 

THDS 

Scrtw  Thrtod  Stondords  For  Ftdtrol  Strvicti,  Stction  23,  Ciosi  5  Inttrftrtnct 

FED-STO-H28/23 

IS 

20  Jon 

89 

AR  AS 

99 

Fit  Scrtw  Thrtodt  USER-CR  ER  REV-AT  ME  EC  IS 

THDS 

Scrtw  Thrtod,  Modifitd,  60  Dtg.  Stub,  Ooubit  Volidattd  Apr  83 . 

MIL-STO-1373 

NOTICE  2 

EC 

08  Apr 

71 

ER  EC 

THDS 

Scrtw  Thrtods  (UN  &  UNR  Thrtod  Form)  Umfitd  Inch  -  27  Afsril  82  (W/suppI 

ANSI  81.1-82 

IS 

20  Apr 

84 

AR  AS 

11 

ANSI/ASME  S1.1A-84)  USER-MI  REV-CR  EA  ER  ME  IS  99 

THDS 

Scrtw  Thrtodt  MtIric  M  Prolilt  •  S  Aug  83  USER-OS  REV-AT  AV  GL  ME  Ml 

ASME  B1.13M-83 

IS 

28  Nov 

84 

AR  AS 

11 

SH  YD 

THDS 

Scrtw  Thrtods,  Buttrtss  Inch  •  22  Oct  73,  W/trroto  •  Ftb  79  (Rtopprovtd  31 

ANSI  B1.9-73R85 

IS 

2S  May 

83 

AR  AS 

11 

Moy  8S  ValidaUd  Jun  85  U3ER-EC  REV-AT  AV  Ml  IS  80  82  99 

THDS 

Scrtw  Thrtods,  Controlltd  Rodius  Root  With  Incrtostd  Minor  Diomtttr, 

Gtntrol  Sptcificotion  For  Valldatwi  Apr  8i  USER*AR  ME  SH  REV-MI  AV  OS 

99 

Scrtw  Thrtods,  Inttrnol  Cold  Formtd,  Gtntroltptcificolion  For  Validate  Apr 

MIL-S-8879A  (1) 
NOTICE  2  (11) 

11 

15  Mar 

73 

AR  AS 

11 

L 

THDS 

MIL-S-7033S 

AR 

10  Apr 

87 

AR 

87 

NOTICE  1 

THDS 

Scrtw  Thrtods,  Nomtncloturt,  Otftnitions,  And  Ittttr  Symbol  For  •  2  Nov 

ANSI/ASME  8I.7M-84 

IS 

26  Aug 

8S 

AR  AS 

99  IS 

1984  REV-AT  AV  ER  GL  ME  71  82 

THDS 

Scrtw  Thrtods,  Stondord,  Optimum  Stltcftd  Strits.  Gtntrol  Sptcificotion  For 

MIL-S-77428  (1) 

11 

15  Mor 

73 

AR  AS 

11 

Vttlidattd  Apr  81  USER-AT  ME  OS  REV-MI  AV  EA  99 

NOTICE  2  (11) 

THDS 

Scrtw  Thrtods,  Stondord,  Optimum  Stitcttd  Strits . . . . 

MIL-5-X7742 

11 

29  Jul 

88 

THDS 

Scrtw-thrtod  Stondords  For  Ftdtrol  Strvicti  Stction  14  Buttress  Screw 

FED-STD-H28/14A 

/IS 

09  Jun 

83 

AR  AS 

99 

THREAOS-7  DEG./4S  Dtg.  Flonlt  AngUs  Va/>daM</ Apr  88  USER-EC  REV-AT 

AV  Ml  IS  80  82  99 

NOTICE  1 

THDS 

Scrtw-thrtod  Stondords  For  Ftdtrol  Strvicti  Stctiort  15  RoKtd  Threads  For 

FED-STO-H28/15A 

/IS 

07  Jun 

84 

AR 

99 

Screw-shtlls  For  Eltcfric  Lompholdtrs  And  lamp  Bolts  USER-EC  OS  SH  YD 
REV-CR  ME  Ml  82  GS 

THDS 

Scrtw-thrtod  Stondards  For  Ftdtrol  Strvicti  Stction  2  Unifitd  tnch  Scrtw 

FED-STD-H28/2A 

/IS 

20  Apr 

84 

AR  AS 

99 

Thrtods-  Un  And  Unr  Thrtod  Forms 

THDS 

Scrtw-thrtod  Stondards  For  Ftdtrol  Strvicti,  Stction  20,  Insptction  Mtthods 

FED-STD-H28/20A 

/IS 

31  S*p 

87 

AR  AS 

99 

For  Acctptobility  Of  UN,  UNR,  UNJ,  M,  And  MJ  Scrtw-thrtods  REV-AT  ER 

ME  Ml  SH  YO  EC  OS  99 

THDS 

Scrtw-thrtod  Stondords  For  Ftdtrol  Strvicti,  Stction  6,  Oogts  And  Goging 

FED-ST0-H28/6A 

/IS 

05  Mor 

85 

AR  AS 

99 

For  UnilitU  S<r*w  Throods,  •  UN  And  UNR  Thrtod  Form  USER-EC  REV-AT 

AV  GL  ME 

THDS 

Spork  Plug  Thrtod  Forms  8  Ooto  (60  Otg.  Thrtod  Form)  (Othtr  Thon  Aircroft) 

MS-35907C 

AT 

30  Mor 

79 

AT 

99 

Validalad  Oh  83  USER-MC  REV-99  84  IS 

THDS 

Stub  Acmt  Scrtw  Thrtndt  -  11  Jon  88  REV-EC  . 

AMSEB  1.8-88 

IS 

17  Ftb 

82 

AR  AS 

99 

E 

THDS 

Thrtod,  Orystol  Pipt  -  18  Nov  76  (W/dOD  Exctptions)  (Rtopprovtd  1982) 

ANSI  81.20.3-76 

IS 

31  Oct 

80 

AR  AS 

99 

Valirhlad  Oel  82  REV-MI  ME  ER  AV  AT  YD  SH  OS  71  82 

L 

THJM 

Arc  Wtlding  Proctdurts  For  Constructional  Stttls  REV-MI  ME  AR~AT  DH . 

MIL-STD-1261C 

MR 

30  Jon 

88 

MR 

L 

THJM 

Brozt-wtiding,  Oxyoctfyltnt,  Of  Built-up  Mttol  Strucfurts  Volfdot^d  Apr  80 

MIL-8-13672  (1) 

AR 

09  Jon 

61 

AR 

USER-ME  REV-MI  EA  99 

THJM 

Brosing  Of  Stttls,  Copptr,  Copptr  Alloys,  Nicktl  Alloys,  Aluminum  And 

MIL-B-7883C 

AS 

30  Jul 

86 

MR  AS 

20 

Aluminum  Alloys  USER-CG  REV-AR  ME  Ml  AV  EA  OS  99 

L 

THJM 

Brozing  Of  Stttls,  Copptr,  Copptr  Alloys,  Nicktl  Alloys,  Aluminum  &  Aluminum 

MIL-B-0078a3C 

AS 

30  Jul 

86 

AS 

Altovs 

L 

THJM 

Brozing  Sifvtr,  Gtntrol  Proctss  For . . . . . 

MIL-STO-1881 

AT 

01  Jun 

83 

AT 

L 

THJM 

Brozing,  Nicktl  Alloy,  Gtntrol  Sptcificotion  For . . . . 

MIL-8-9972A  (2) 

82 

10  Mor 

86 

SH 

99 

L 

THJM 

Brozing,  Nickel,  High  Ttmptroturt  Vocuum . . . . . 

MIL-STD-1877A 

AT 

07  Jun 

85 

AT 

L 

THJM 

Brozing,  Oxyocttyltnt,  Of  Built-up  Mttol  Structures.  Vofidottd  Apr  80  REV-MI 

MIL-B-12673  (1) 

AR 

13  Jon 

61 

AR 

AR  99 

L 

THJM 

Dip  Brazing  Of  Aluminum  Alloys  USER-ME  REV-MI  AR  ER . . . . 

MIL-ST0-64SB 

NOTICE  1 

MR 

17  Ftb 

84 

MR 

L 

THJM 

Fobricotion  Welding  And  Insptction  Of  Hyperbaric  Chombtrs  And  Othtr  Criticol 

MIL-STD-1693A 

YD 

30  S.p 

88 

YD 

land  Bostd  Structures  Validattd  Sep  8C 

NOTICE  1 

THJM 

Fobricotion,  Wtlding,  And  Insptction  Of  HY-80/100  Submorint  Applicotions . 

MIL-STO-1688 

NOTICE  1 

SH 

14  Mor 

83 

SH 

L 

THJM 

Fobricotion,  Wtlding,  &  Insptction  Of  Ships  Structure . . . . 

MIL-STD-1689 

SH 

37  Dtc 

83 

SH 

THJM 

Inertia  Friction  Wtlding  Proctss,  Procedure  And  Ptrformonct  OuoUfkotion 

MIL-STD-12S2 

AR 

30  Jun 

75 

AR  SH 

Validattd  Jan  81  REV-EA  AT  MI  /R  MR 

THJM 

Joints,  Broztd,  Evoluoting  The  Strength  Of,  Stondord  Method  For  •  22  Junt 

AWS  C3,2-82 

MR 

17  Jun 

86 

MR  AS 

20 

1982 

THJM 

Joints,  Broztd,  In  Shtor,  Stondord  Method  For  Evoluoting  The  Slttogih  Of  -  22 

AW3-C3.2-S2 

MR 

17  Jy.-: 

86 

MR  AS 

20 

Jun  1982 

1 

THJM 

Mottriols  Joining . . . . . . . . . . . . 

MIL-HD8K  730 

MR 

31  Jon 

86 

MR 

1 

THJM 

Mttol  Arc  Wtlding  Of  Homogeneous  Armor  USER-Al  REV-AT  AR  ME  TE .......... 

MIL-ST0-I941 

NOTICE  3 

MR 

13  Mor 

89 

MR 

THJM 

Quoiificoiion  Of  Aircroft,  Missile  8  A^rospoct  Fusion  Welders  USER-AV 

MII-5T0-1595A 

JO 

30  Jul 

87 

MR  AS 

20 

REV-MI  AR  EA  99 

NOTICE  1 

L 

THJM 

Stondord  Proctdurts  For  Explosion  Testing  Ferrous  8  Non  Ferrous  MotoHic 

MIL-STD-2149 

SH 

14  Nov 

83 

SH 

Mottriols  8  Wtldmtris 

L 

THJM 

Ultrasonic  Welding  Of  Aluminum  And  Aluminum  Alloy  Mottriols . . . . 

MIL-STD-I947 

MR 

15  Moy 

85 

MR 

THJM 

Weld,  Mtchonicol  Testing  . . . . . . . . . 

AWS  B4.0-77 

SH 

22  Oci 

79 

MR  SH 

11 

THJM 

W.W.d  Join  D.iign  USER-ME  MC  OS  REV-ER  CR  YO _ _ 

MIL-STD-22D 

NOTICE  2 

SH 

31  Jon 

84 

MR  SH 

11 

75 


FSC  LISTING 


FSC 


TITLE 


DOCUMENT 

NUMBER  PREP  date  CUSTODIAN 


THJM  Welding  And  Braxing  Procedurt  And  Performonct  QuolificoHon  USER*M1 
REV-AV  at  os  MC  GS 

L  THJM  Wtiding  And  Costing  S.ondord . . . . . . . . . . 

THJM  Wolding  Coated  low  Corbon  SteelS/  Resittonce*  Recommended  Practices  For  • 
1970  USER-OS  REV-AT  ME 

THJM  Weldtng  Of  Aluminum  Alloy  Armor  USER-MI  ME  REV*AR  AT . . 

THJM  Welding  Of  Armor,  Metal  Arc,  Monuol,  With  Austenitic  Electrodes.  For  Aircroft 
Volidattd  ftb  84 

I  THJM  Welding  Of  Electronic  Circuitry,  Process  For  Volldottd  Jun  84 . . . . 

THJM  Welding  Of  Magnesium  Alloys,  Gos  And  Are,  Monuol  And  Mochine-r^roeesses 
For  VaUdattd  Nov  79  USER-AT  ME  REV-MI 
THJM  Welding  Repair  Of  Steel  Costings  (Other  Thon  Armor)  Metol-ore,  Monuol 
USER'AT  ME  Ml 

THJM  Welding  Terms  &  Definitions.  Stondord  •  IS  Moy  84 . . . . . 

I  THJM  Welding.  Arc  And  Oxyfuel  Gos.  Process  And  Requirements  For . . 

I  THJM  Welding,  Arc  And  Gos,  For  Fobricoting  Ground  Equipment  For  Rockets  And 

Guided  Missiles 

THJM  Welding,  Electron  Beom,  For  Fotique  Criticol  Applicotions  •  1  Apr  81  Votidottd 
Fob  86 

THJM  Welding,  Electron  Beom  >  1  Oct  62 . . . . . . . . . 

THJM  Welding,  Flosh,  Corbon  And  Alloy  Steel  Vafidattd  Jan  89  USER-AT  ME  REV>MI 
EA  GS 

L  THJM  Welding,  Flosh,  Stondord  lo\/  Carbon  Steel  VaJidafod  Mar  83 . . . 

I  THJM  Welding,  Flosh.  Stondord  low  Corbon  Steel . . . . . . 

THJM  Welding,  Fusion.  Electron  Beom.  Process  For  (See  Ams  2680  Or  Ams  2681) 
USER-SH  MC  YD  REV-AR  AT 

THJM  Welding,  Fusion,  Aluminum  Alloys.  Processing  &  Performonce  Of  USER*ME  SH 
REV.MI  EA  AV  MC  99  79 

THJM  Welding.  Gos,  Steels.  Constructionol.  Reodily  Weldoble.  For  low  Stressed 
Joints  Volidatod  Oet  83 

L  THJM  Welding,  High  Hordness  Armor  Validated  Doc  84  REV-MR . . . 

THJM  Welding,  Metol  Arc  And  Gos,  Steels.  And  Corrosion  And  Heot  Resistbnt  Alloys. 
Process  For  Validafod  Oct  70  USER-AT  ME  REV-MI  EA  OS  99 
I  THJM  Welding,  Resistance.  Spot,  Seom,  And  Pr|ection.  For  Fobricoting  Assemblies  Of 
low-corbon  Steel  Validafod  Jan  86  USER-ME  REV-MI  EA  OS 
THJM  Welding,  Resiitonce,  Spot  And  Seam  USER-YO  SH  REV-99  IP . 

I  THJM  Welding,  Resiitonce,  Spot.  Weldoble  Atum'num  Alloys  Validafod  Jon  86 
USER-MI  AT  ME  REV-AR 

THJM  Welding,  Resistonce  •  Recommended  Precticet  For  -  1966  USER*OS-$H-R£V-AR 
AT  ME 

I  THJM  Welding,  Resistance,  Spot  And  Projection  For  Fabricating  Assemblies. Of  Corbon 
Steel  Sheets  Valldatod  Jan  86  REV-ME  Ml  AR 

I  THJM  Welding,  Spot,  Hordenoble  Steels  Validafod  Jan  86  USER-ME  REV-aT  /R . 

L  THJM  Welding,  Stud,  Aluminum  Validafod  Jan  86  USER-MI  REV-EA  . . . 

THJM  Welding,  Underwater,  Specificotion  For  . . . . . . 

THJM  Weldment,  Aluminum  And  Aluminum  Alloy  USER-ME  REV-EA . . . 

L  THJM  Weldment.  Steel,  Corbon  And  low  Alloy  (Yield  Strength  30,000  -  60,000  PSl 
Validatod  Apr  82  USER-ME  REV-MC 

I  TMSS  Aircroft  And  Missile  System  Peculio^  Storage  Monuols  Validatod  Fob  81  REV-19 
11  10  01  99 

L  TMSS  Bottle  Assemblies,  Vacuum.  Aircraft  Validatod  Jon  86... . 

I  TMSS  Bulletin,  Technicol!  Warranty,  Preporation  Of  USEP-AT  REV-AV  AR  Ml  TE . . 
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Manual,  TMhnical,  Aircraft  Slructur.  Rnpoir,  Corrotion  Control,  And 

MII-M-8S383 

AS 

28  Nov 

SO 

AS 

L 

•TMSS 

Nondestructive  Inspection  (Work  Pockoge  Concept),  Preporotion  Of 

Monuol,  Ttchnicol,  Weopon  System  Volidohd  Apr  82  . . . . 

MIIM-81273/4A 

OS 

25  Apr 

66 

OS 

L 

TMSS 

Monuol,  Technical,  Conventionol  To  Microfilm  Compotible,  Conversion  Of  .......... 

MII-M -85401 

AS 

09  Oct 

86 

AS 

L 

TMSS 

Monuol,  Ttchnicol,  Fbm  Weopon  System,  Generol  Specificotion  For  Vaiidolod 

NOTlCE-1 

MI1.-M-215488 

OS 

15  Dec 

67 

OS 

L 

TMSS 

Aug  82 

Monuol,  Technical,  16MM  Silver  Holide  Microfilm,  Requirements  For  . . . 

MIL-M-81930A  (3) 

AS 

09  OtI 

86 

AS 

L 

TMSS 

Monuol,  Ttchnicol,  Requirements  For  Preporotion  Of  Modificotion  Work  Orders 

NOTICE-1 
MIL-M-83002E  (1) 

TM 

30  May  86 

TM 

L 

TMSS 

REV-EL  Ml  AR  AT 

Monuol,  Ttchnicol.  16MM  Di^licott  Microfilm,  Cartridge  looding  And  lobeling. 

MIL-M-81731  (1) 

AS 

09Ocl 

86 

AS 

L 

TMSS 

Pockoging  And  Shipping,  Requirements  For 

Monuul,  Technkol,  Moterio's  Hondling  Equipnwnt  Preporotion,  Contents  And 

NOTICE  1 
Ma-M-21861  (2) 

SA 

06  Jul 

65 

SA 

L 

TMSS 

TMSS 

Approvol  Volidatoo  fan  79  USER-ME 

Monuol,  Technical,  Con  . . . . . 

Manuol,  Ttchnicol,  Procedures  For  Destruction  Of  Equipment  To  Prevent  Enemy 

DOD-M-8d001 
Mll-M-530428  (1) 

NS 

TM 

02  Jul 
01  Jul 

86 

75 

TM 

1 

1 

TMSS 

TMSS 

VaL'dafod  Dec  83  REV-AT  AV  ME  CE  Ml 

Monuol,  Ttchnicol,  Depot  Mointenonce/demilitorizotion  Of  Airborne  Weop^s 
(Conventionol)  Requirements  For 

Monuol,  Ttchnicol,  Combat  System  Ttchnicol  Operotions,  Requirements  For 

Mlt-M-85707 

Mll-M-24570 

AS 

SH 

27  f»b 

30  Jun 

85 

78 

SH 

L 

TMSS 

Validotod  Jut  83 

Monuol,  Ttchnicol,  Generol  Style  &  Formot  Of  (Work  Pockoge  Concept)....... . 

MII-M-81927A  (1) 

AS 

16  Fri> 

83 

AS 

L 

TMSS 

Monuol,  Ttchnicol.  Missile  System  Equipment  Check  Procedures  USER-NS 

MII.-M-53043A 

Ml 

15  Moy  80 

TM 

L 

TMSS 

REV.MI  AR  SC  AM 

Monuol,  Technical,  Mointenonce  Instructions  In  Work  Pockoge  Formot  For 

Mll-M-87929 

16 

26  May  78 

16 

L 

TMSS 

Engines  (Intermediote  And  Depot)  Votidafod  Doc  $4  REV.99  10 

Monuol,  Ttchnicol  And  Checklist.  Nucleor  Munitions  Looding  Procedures, 

MII-M-27586C 

15 

10  Jul 

86 

15 

tmSs 

Strotegic  Bom^  Aircroft,  Prepor^^tion  Of  Votidotod  Jut  86  REV-79  10  01-lA 
Monuol,  Ttchnicol,  Operotion  And  Mointenonce  Instructions  For  Training 

NOTICE  I 
Mll-M-8237iA 

TO 

01  Sep 

77 

TM  TD 

16 

1 

TMSS 

Devices  Vatidatod  May  84  REV-AT  Ml  AR  AS  CG  OS  SH  MC  10  01  99 

Monuol,  Ttchnicol,  Missile  System  Equipment  Unit  Under  Test  (Out)  Procedures .. 

MI1.-M-53044A 

Ml 

15  May  80 

Ml 

1 

TMSS 

Monuol,  Ttchnicol,  Aircraft  Structurol  Integrity  Progrom  >  Force  Monogement 

MII.-M-87I38 

16 

10  Jun 

79 

16 

L 

TMSS 

Ooto  Acquisition  Mointenonce  Procedures,  Preporotion  Of  Vatidatod  Doc  84 
REV-Ol  10  11  99 

Monuol/  Ttchnicol,  Testing  Aircraft  Power  Pockoge  (Quick  Engine  Charge 

Mll-M-83498 

16 

01  Nov 

75 

16 

1 

TMSS 

Configurotion)  Vatidatod  Fob  82 

Monuol/  Ttchnicol.  ^erotor  S,  Pr^rotion  Of  REV-CU  AV  AT  AR  Al . 

MII.-M-630368 

TM 

03  Jun 

88 

TM 

L 

TMSS 

A%onuol,  Ttchnicol,  O^onizotlonol  Mointenonce  Instructions,  Condensed 

MIL-M-83496 

16 

15  Nov 

75 

16 

L 

TMSS 

Mointenonce  Guide  (Avionics  Systems)  (Inoctive)  Vatidatod  Aug  81  REV*01 

11  10  99 

Monuol,  Technicol,  Troining  Aid  Booklet  (Tob),  For  Novol  Ships  Systems ............ 

NOTICE  1  (15) 

MIL-M-24571  (1) 

SH 

16  Sep 

88 

SH 

78 


FSC  LISTING 


DOCUMENT 


FSC 

TITLE 

NUMRER 

PREP 

DATE 

CUSTODIAN 

L 

TMSS 

Monuol/  Ttdtnkol,  Or^onixotionol  Mornttnonct  Monuai  Set,  Oeneral 

Requktments  For  Preporotion  Of  (For  Aircraft  Mistiltft  And  Spoce  Vehiclei) 
USER04  13  11  REV.10  01 

MIL-M-83495  (2) 

16 

15  Sep 

81 

16 

L 

TMSS 

TMSS 

Munuol,  Technical,  Organixation  Or  Aviation  Unit,  Direct  Support  Or  Aviation 
interfflediote,  And  Generoi  Support  Maintenonce  REV>AR  AV  AT  ME  Ml 

Monuol,  Technicol,  FunctionoHy  Oriented  MointenorKe  Monuoi$.(Fomm)  For 
Equipment  And  Syttemi  Votidottd  Ftb  84  USER-OS  REV-AT  ME  CE  AV  EC 

CG  MC  10 

Mll  M-R303eR  (1) 

MIL-M-24100R  (1) 

TM 

SH 

14  Jon 

02  Feb 

81 

79 

TM 

TM  SH 

L 

TMSS 

Monuol,  Technicol,  For  Preporotion  For  Shipment  Of  Army  Aircroft  REV-MT  Ml 

MIL-M-R300SA 

AV 

31  Moy 

86 

TM 

TMSS 

Manuol,  Technical,  Dod  Stoniford  Generator  Sets  REV-ME  SC  Ml  MC  01  06..>... 

MII-M-63010A 

TM 

07  Oct 

87 

TM  NM  99 

L 

TMSS 

Monuol,  Technicol.  For  Maintenonce  Test  Flight  Of  Army  Aircroft  REV-SC  Ml  .... 

MILM-630nA 

AV 

03  Apr 

78 

TM 

L 

TMSS 

Monuol,  Technicol,  Preporotion  Of  Depot  Monuols  For  Depot  Test, 

Meosurement  &  Diognostic  Equipment  REV-MI  AV  AL  AT 

MII-M-A304S 

TM 

20  Jon 

83 

TM 

L 

TMSo 

Monuol,  Technicol.  list  Of  Applicoble  Publications  (Lo^)  Validate  Dtc  79 

REV-AV  Ml  AT  ME 

MII-M-R3049 

TM 

01  Jul 

71 

TM 

L 

TMSS 

Manuol,  Technicol,  For  Phosed  Maintenonce  Checklist  Volidottd  Jvl  67  REV-SC 

Ml 

Mll-M-63014 
nJTICE  1 

AV 

31  Jul 

87 

TM 

L 

TMSS 

Monuol,  Technical,  Conventional  And  Chemicol  Ammunition  VaVtdotpd  Dec  63 
REV-SC  AR  EA  Ml 

MII.-M-630I5  (1) 

TM 

01  Nov 

75 

TM 

L 

TMSS 

Monuol,  Technical.  Munitions  Equipment  Validated  Dec  63  REV-EA  AR  SC  Ml.... 

Mll-M-63016  (1) 

TM 

01  Nov 

75 

TM 

L 

TMSS 

Manuol,  Technicol.  Requirements  For  Munition  Equipment  And  Ammunition  Doto 
Sheets  Validated  Dec  83  REV-AR  EA  Mi 

MIL-M-63017  (1) 

TM 

01  Apr 

76 

TM 

TMSS 

Monuol,  Technicol.  Nonnucleor  Explosiveordnonce  Disposrd  Vedidoted  Dec  83 
REV-AR  AS  01  1 1  99 

MILM^IRA 

TM 

02  Ok 

76 

TM  OS 

16 

L 

TMSS 

Monuol,  Technical,  rronsportobility  Guidonce  For  Militory  Moieriel,  Preporotion 

Of  Validated  May  82  REV-CE  AT  ME  AV  Ml 

MIL-M'43023 

MT 

09  Moy 

75 

MT 

L 

TMSS 

Monuol,  Technicol,  Requirements  For  Operotor  S  Monuols  And  Checklists  For 
Aircraft  REV-SC  AV  Ml 

MIL-M'A3029B 

AV 

31  Jul 

79 

TM 

L 

TMSS 

Monuol,  Technicol,  Preventive  Mointenonce  Services  And  Preventive 

Mointenonce  Doily  REV-SC  Ml 

MIL-M-63030C  (1) 

AV 

01  Mar 

80 

TM 

1 

TMSS 

Monuol,  Technicol,  Requirements  For  Demilit  Arixotion  Of  Surplus  Militory  Items 
Validated  Dec  83  REV-MI 

MIL-M-63033 

TM 

15  Ocl 

73 

TM 

L 

TMSS 

Monuol,  Technicol,  Preporotion  Instructions  For  lubricction  Orders  REV-AR  Ml 

AT 

Monuol,  Technicol,  System  Peculor  Corrosion  Control  Preporotion  Of  REV-19  1 1 

01  10 

Monuol,  Techn'col,  Inspection  Requirements,  Lubrication  Requimments,  And 

Work  Cords  (For  Ground  Communicotion-electronic  And  Meteorologicol 
(C-e-m)  And  Related  Equipmentf  Validated  Feb  80  REV-10  01  13 

MIL-M-630041  (2) 

TM 

01  Moy 

80 

TM 

1 

TMSS 

MILM-38795R 

16 

19  Aug 

82 

16 

1 

TMSS 

MIL-M-')8777A  (1) 

16 

25  Aug 

71 

16 

L 

TMSS 

Monuol,  Technicol,  Nondestructive  Inspection  Validated  Feb  81  REV-11  10  01 

99 

Monuol,  Technicol,  Orgonixotionol,  Intermediote  Maintenonce,  And  Depot 

Overhoul  Instructions  With  Illustrated  Ports  Sreokdown  (For  Spectd  Shipping 

And  Storoge  Containers  (Empty)  For  Non-nucleor  Muritlonsf  VoMfed  Jen 

82  REV-01  10  99 

MILM-38780A  (1) 

16 

04  Apr 

73 

16 

L 

TMSS 

Mil-M'3R796A 

16 

o 

> 

77 

16 

L 

TMSS 

Manuol,  Tvchnlcol,  And  Checklists,  Nonnuclear  Munitions  Looding  Procedures 
(Strotegic  Aircroft)  Validated  Feb  81  REV-01  11  99 

Mll-M-3«7’6A  (1) 
NOTICE  1  (16) 

16 

17  Moy 

73 

16 

L 

TMSS 

Monuol,  Technicol,  Inspection  Requirements,  Work  Cords,  For  Missile  And  Spoce 
Weapon  Systems  V^idated  Dee  84  REV-10  01 

MII-M-3S701A 

16 

01  Aug 

78 

16 

L 

TMSS 

Monuol,  Technicol,  Operotion  Instructions  And  Mointenonce  Ins^uctions  (For 
Vorious  Types  Of  Equipment)  Validated  Jan  62  REV-10  01  99 

Mll.-M  3a797  (3) 

16 

15  Ocl 

76 

16 

1 

TMSS 

Monuol,  Technicol,  Operotion  Instructions,  Moinienonce  Instructions,  Circuit 
Diogroms,  Alignment  Procedures,  And  InstoKotion  Plonning  VaFdated  Feb  82 
REV-IO  01  99 

MII-M-3R798R 

16 

01  Ok 

75 

16 

1 

TMSS 

Monuol,  Technicol,  Schemotic  Slock  Diogroms  Mointenonce  Depersdency  Chorts 
(MDC)  (Inoctive  For  New  Design)  REV-IO  01  99 

MIL-M-38799 

NOTICE  1  (16) 

16 

19  Aug 

81 

16 

1 

TMSS 

Ma.nuoi,  Technicol,  Orgonixotioncd  Mointenonce  Instructions  (For  Aircroft, 

Missiles,  And  Non-munition  Accessories)  Validated  Jan  82  REV-11  10  01  99 

MIL-M-3RR00A  (1) 
NOTICE  1 

16 

15  Ocl 

76 

16 

1 

TMSS 

Monuol,  Technicol.  Methods  And  Procedures  Technicol  Orders  Preporotion  Of 
Validated  Feb  80 

MII-M-38R11 

16 

19  Nov 

73 

16 

1 

TMSS 

Monuol,  Technicd.  Mointenonce/overhoul  Instructions  And 

Mointenonce/overhosH  !<  rrwctions  With  lllustroted  Ports  Sreokdown  (For 
Automotive  Equipment)  Validated  Feb  80  REV-10  01  99 

MIL-M-3RR12 

16 

15  Apr 

74 

16 

1 

TMSS 

Monuol,  Technicol,  Aircroft  Emergency  ReKue  Informotion  (Fire  Protection 

Validated  Feb  81  REV-11  10  01  99 

MII-M-38801A 
NOTICE  1  (16) 

16 

13  F.b 

81 

16 

1 

TMSS 

Monuol,  Technicol,  Tronsportotion,  Handling,  Inspection,  Operoti^s,  Firing,  Post 
Firing  And  Dissection  Procedures  (For  Missile  Motors)  REV-01  10  99 

MII.M-38787A 

16 

21  Jon 

82 

16 

L 

TMSS 

Monuol,  Technicol,  Work  Unit  Code  (Inoctive  -  Use  MIL-M'38769C  Validated 

Feb  8)  REV'11  01  99 

MIL-M-387S8A 
NOTICE  1  (16) 

16 

15  Apr 

75 

16 

TMSS 

Monitnl  Technicol,  Overhoul  Instructions  And  Overhoul  Instructions  WiHi 
lllustroted  Ports  Breokdown  (For  Vorious  Equipment  And  Accessories) 

Validated  Feb  80  USER  CG  11  REV-MC  01  10  99 

MIL-M-3a789A  (1) 

16 

05  Jon 

73 

AS 

16 

L 

TMSS 

Monuol,  Technicol,  lllustroted  Ports  ftreokdown,  Preporotion  Of  REV-15  13  19 

11  10 

Monuol,  Technicol,  Generoi  Style  And  Formot  Requirements  REV-AV  AT  AR  ME 

EC  AS  MC  SH  SA  99  10  01  79  IS  GS  CS 

MII-M-38807A 

16 

01  Jun 

52 

16 

TMSS 

MIL-M-387846 

INT  AMD  2 

16 

16  Apr 

83 

TM  OS 

16 

L 

TMSS 

Monuol,  Technicol,  Engineering  Instollotion  Fociiity  Stondords  (For  Ground 
Communication  Electronic  And  Meteorologicol  Equipment  (C-e-m)  Validated 

Jon  82  REV-IO  01  99 

MII.M-38791A 

16 

15  Jun 

77 

16 

TMSS 

Monuol,  Technicol,  Colibrotion  Procedures,  Preporotion  Of  V^ideted  Feb  81 
USER-CG  REV-ME  Ml  AV  AT  MC  SA  AS  44  10  01  99 

MIL-M-311793 

16 

01  May  69 

TM  OS 

16 

1 

TMSS 

Monuol,  Technicol,  Colibrotion  Procedures,  Submission  Of  Validated  Apr  84 ...... 

MII.M-38793/1A 

SH 

17  Ok 

71 

SH 

79 


FSC  LISTING 


DOCUMENT 


FSC 

T'TIE 

NUMBER 

PREP 

DATE 

CUSTODIAN 

TMSS 

Monunli,  Commeiciol  OU.Iht-thelf  USER-19  15  11  13  IP  CT  REV-MI  ME  AT  AV 

MII-M-7298D 

TM 

01  F.b  88 

TM  OS 

16  CS 

CR  MC  AS  EC  TO  GS  CT 

L 

TMSS 

Monuoli«  Flight,  Suppf  Validated  Jan  82  REV*01  1 1  10  99 . . . 

MIL-M-83499  (1) 
NOTICE  1  (16) 

16 

01  Jul  77 

16 

t. 

TMSS 

Monuoli,  Notopi  Flight  Rtquirtm«nH  For  Preporotion  Of . . 

Ma-M-85025A 

AS 

08  D.C  80 

AS 

1 

TMSS 

Monuoli,  Tochonicol,  Orgonitotionol  (FIGHT  Lint)  Mointtoonco  For  Remotoly 

MIL-M-83493 

16 

15  Oct  77 

11 

Pilottd  Vtliicltt  (Rpv)  Valldaled  Dtc  84  REV-99  10  01 

L 

TMSS 

MonuoU,  Ttchnicol;  Ptriodic  Mointonanct  Requirtmontst  Prtporotion  &  Printing 

Of 

Monuoli,  Tochnicol;  Topti;  And  Cords  (Progrommod  Tost  Equipmtnt  (Inoctivo 

MIL-M-23618G 

AS 

12  Jun  87 

AS 

L 

TMSS 

MIL-M-9901A 

16 

07  Moy  84 

16 

For  New  Design}  REV-IO  01  99 

NOTICE  1 

L 

TMSS 

Monuols,  Technicot,  Work  Unit  Code  (Inactive  Use  MIL‘M*38769C)  Validated 

MIL-M-38786A 

16 

01  Mor  75 

16 

F»b$l  REV-11  01  99 

NOTICE  1  (15) 

L 

TMSS 

Monuols,  Technicol,  Aircraft  Bottle  Oomoge  Assessment  A  Repoir . . .  ... 

Ma-M-S7158A 

16 

15  Apr  88 

TM  AS 

16 

L 

TMSS 

Monuols,  Technicol,  Functionolly  Oriented  For  Troining  Devices  (Fotm)  Validated 

Mll-M-29049 

TD 

01  Nov  77 

TD 

May  84 

L 

TMSS 

Monuols,  Technical:  Operotor  Test  Procedures  Monuols  Using  Automotic  Test 

MIL-M-87153 

16 

07  May  84 

16 

Equipment  USER-11  13  14  REV-99  OV 

1 

TMSS 

Monuols,  Technicolt  Repoir  Ports  And  Speciolloots  List  USER*MD  REV*AL  AR  AT 

MIL-STO-335 

TM 

02  May  86 

TM 

CR 

NOTICE  1 

L 

TMSS 

Monuols,  Technicol,  Work  Unit  Code,  Preporotion  Of . . . . . 

MIL-M-23782C 

AS 

02  Nov  83 

AS 

TMSS 

Monuols,  Technicol,  Systems  Operator  $  Interface:  Procedures  For  Writing 

Mll-STD-2001 

MC 

14  Jon  87 

TM  MC 

USER-YO  REV-TM  AS  EC  TO  CS 

L 

TMSS 

Monuols,  Technicol,  Work  Unit  Code  (Inoctive)  (Use  MIL*M<387d9C)  Validated 

MIL-M-38717B 

16 

01  Jon  76 

16 

Ftb  82  REV-01  13  99 

NOTICE  1  (16) 

L 

TMSS 

Monuols,  Technical,  Work  Unit  Code  (Inactive  •  Use  MIL>M*38769C  Validated 

MIL-M-38805 

16 

18  S.p  73 

16 

F»b  80  REV-79  10  01  99 

NOTICE  1  (16) 

L 

TMSS 

Manuals,  Technicol,  Work  Unit  Code  (Inoctive  •  Use  MIL<M*38769C  Validated 

MII-M-387S3A 

16 

15  Apr  75 

16 

Ftb  81  KV-0\  11  10  99 

NOTICE  1  (16) 

TMSS 

MonuoU,  Technical  Work  Code  USER-13  11  84  <2  80 . 

MIL-M-38769C 

16 

22  Oct  82 

L 

TMSS 

Monuols,  Technicol:  Preporotion  Of  Depot  Mointenonce  Work  Requirements 

MII-M-63041C 

TM 

01  Oct  84 

TM 

REV-MI  ME  AV  AT  CR 

L 

TMSS 

Monuols,  Technical:  Preporotion  Of  Equipment  Publlcotions  On  Microfiche 

MIL-M-63048A  (1) 

TM 

01  S.p  74 

TM 

Valldattd  Dtc  83  REV-AT  ME  Ml  AV 

1 

TMSS 

Nonnucleor  Weopon  Delivery,  Aircroft  Preporotion  Of  REV<10  16  01  99 . . 

Ma-N-3S384B 

18 

10  Aug  86 

18 

L 

TMSS 

Operotionol  Stotions  Book  (Osb)  .... . . . . 

MIL-0-24313B 

SH 

16  Sop  87 

SH 

TMSS 

Performonce  Doto  Report  For  Stondord  Aircroft  Chorocteristics  Chorts  For 

MIL-P-22203 

AS 

21  S^>  59 

AV  AS 

Piloted  Aircroft  Validated  Jyl  81 

TMSS 

Printing  Production  Of  Technicol  Monuols,  Generol  Requirements  For  USER^CG 

MIL-P-38790A  (1) 

16 

20  Aug  88 

TM  SA 

16  CS 

’  1  13  IP  REV-CE  AT  AV.  ER  Ml  AS  EC  OS  MC  99  01  10  CT  GS  CS 

L 

TMSS 

Publicotiont,  Plonned  Mointenonce  System.  For  Troining  Devices. . . 

MIL-P-29005B 

TD 

19  Jon  89 

TO 

1 

TMSS 

PuUicotiens,  Technical,  Instruction'type.  Preporotion  Of . . . . . . . 

MIL-P-28999A 

MC 

02  Apr  86 

MC 

TMSS 

Ship  Informotion  Book,  Preporotion  Of  (Metric) . . . . . . . . 

DOD-STD-2139 
NOTICE  2 

SH 

02  Fob  88 

SH 

TMSS 

Technicol  Monuols:  Bottlefield  Oomoge  Assessment  8t  R^ir  Preporotion  Of 

MII.-T-63(X)3A 

TM 

12  Apr  88 

TM 

REV-Al  AR  AT  Ml  TE 

TMSS 

Technical  Monuol  Writing  Handbook . . . . . . . 

MIL-HDBK  63038/1A 
PART  1A 

TM 

15  May  84 

1 

TMSS 

Technicol  Monuol,  Weopon  looding  Procedures,  Air  Defense  Fighter*intercept<K 

MIL-T-270)8E  (1) 

15 

25  Mor  60 

15 

Aircroft,  Preporotion  Of  Validated  Jan  82  REV<79 

L 

TMSS 

Technicol  Monuol  And  Checklist-Assembly,  Test,  And  Storoge  Procedures, 

MIL-T-27594A  (2) 

15 

30S.P  86 

15 

Missile/worheod  Moting,  Preporotion  Of  Validated  Sep  88  REV.01  79  10 

NOTICE  1 

L 

TMSS 

Technicol  Monuol,  Aircrew,  .Speciol  Weopon,  Air-to-ground  F^issile  Delivery, 

MII-T-25848B 

15 

10  Jul  86 

15 

Strotegic  Bomber  Aircroft,  Preporotion  Of  Validated  Jul  $a  'EV<16 

NOTICE  1 

TMSS 

Technicol  Repoir  Stondords  (Strs);  Hull,  Mechonicol,  And  Electricol  (HM&E), 

DOD-$TD-2147A 

SH 

10  Jon  66 

Preporotion  Of  (Metric) 

TMSS 

Technical  Writing  Style  Guide . . . . . 

Mll-HDBK  63038/2 
PART2 

TM 

01  Moy  77 

1 

TMSS 

Time  Complionce  Technicol  Orders  (Tetos)  Preporotion  Of  REV«10  01  99.. . . 

Mll-T.388(MA  (2) 

16 

07  F.b  83 

16 

L 

10GP 

MIL-HDBK  46776 

AR 

18  Jul  88 

AR 

L 

10GP 

Cover,  Convos  (For  Novoi  Ordnonce  Equipment)  VoUdated  Jul  79 . . . . . 

Mll-C-1675)A 

os 

26  Jun  63 

os 

1 

10GP 

Cover,  Cooted,  Nylon  (For  Novoi  Ordnance  Equipmen')  Validated  Mar  84  ........ 

MIL-C-22043 

OS 

22  Apr  60 

OS 

L 

10GP 

louncher,  Weopons,  Airborne.And  Associoted  Equipment  Generol  Specifkotion 

For 

Weopons  And  Support  Moteriel  Stondord  Quolity  Assuronce  P<ovisions  For  ...... 

MII-1-22769A  (1) 

AS 

10  Nov  83 

AS 

L 

lOGP 

Mll-W-63150  (3) 

AR 

09S.P  88 

AR 

1 

1003 

Armoment  Subsystem,  Helicopter,  7,62MM  Mochine  Gun,  Romp  Mounted,  light 

Ma-A-45947 

AR 

11  May  72 

AR 

Weight,  M41  (Less  M60D  Machine  Gun)  Validated  Apr  79 

1 

1003 

Armoment  Subsystem,  Helicopter,  7.o2MM  Mochine  Gun.  Door  Mounted,  Light 

Ma-A-45940 

AR 

07  Ok  71 

AR 

Wetght,  M24  (Less  M60D  Machine  Gun)  Validated  Apr  79 

L 

1005 

Armoment  Subsystem,  Helicopter,  7.62MM  Mochine  Gun.  Door  Mounted,  light 

Ma-A-4594l 

AR 

07  Dk  71 

AR 

Weight,  M33  (Less  M60D  Mochine  Gun)  Validated  May  79 

1 

1005 

Borrel,  Mochine  Gun,  CAL  ,50/  Recoil  Amplifier,  Proctice,  M3  . . . 

Ma-B-70448 

AR 

30  Oct  87 

AR 

L 

1005 

ioyonet  &  Knives  Validated  May  87  USER-MC. . . 

MII.-B-1309E 

NOTICE  1 

AR 

28  Moy  87 

AR 

L 

1005 

MIL-B-45529B 

AR 

16  Apr  86 

AR 

NOTICE  1 

1005 

1005 

MII-B-45530A 

84 

13  Moy  88 
28  Moy  87 

AR 

99 

Brush  ,  Cleoning,  For  Bore,  Chomber,  And  Firing-pin  Hole  Of  Smoll  Arms 

Ma-B-20io(x: 

AR 

AR  OS 

99 

Valldattd  May  87  USER-MC  REV-84 

NOTICE  1 

1 

1005 

Chorger,  Bolt,  (Tol.  JO  Mochine  Gun,  MyO  Validated  May  79 . . . 

Ma-C-14613A 

AR 

15  May  72 

AR 

1 

1005 

Chorger,  Monuol,  M6  Validated  May  87,.... . . . . . . 

Ma-C'13753A 
NOTICE  1 

AR 

28  May  87 

AR 

80 


FSC  LlSTtNO 


DOCUMENT 


FSC 

TITLE 

NUM8ER 

PREP 

DATE 

CUSTODIAN 

1 

100S 

Chromium  Plotod  5.56MM,  7.62MM,  And  Coiibor  .30  Smoii  Armt  Borrol  Borti 

MIL-STD-1258 

AR 

28  Moy  87 

AR 

Validated  May  67 

NOTICE  1 

100S 

Dimtniioning  Of  ftnrrol  Chombtrt  Of  Small  Armt  Woopont  Voftdotad  Apr  86 

MIL-STD-1267 

AR 

16  Apr  86 

AR  OS 

99 

USER-MC  REV-<4 

NOTICE  1 

L 

Drivt  Attombly,  Gun  For  Aromont  Subiyttom,  Holkoplor,  20MM,  M97E1  & 

MIL-D-d3516  (1) 

AR 

23  S.p  88 

AR 

M97E2 

NOTICE  1 

1005 

Drivt,  Elfctric,  M7  V^idatad  May  87  REV*84 . 

Mll-D-455028 

AR 

28  May  87 

AR 

99 

1005 

Drivt,  Hydraulic^  T46  Validatad  May  87  REV-84 . 

MIL-D-45503A 
NOTICE  1 

AR 

28  May  87 

AR 

99 

L 

1005 

Food  Atitmbly«  Ammo  For  Aramtnt  Subtyitom,  Holkopttr,  20MM,  M97E1  & 

MIL-F-d3428 

AR 

22  Mar  88 

AR 

M97E2  VolidatHi  Mar  $8 

L 

1005 

Food,  Mochoniimi,  20MM,  Mark  7  Modi  0  8  2  (Inactivo)  Vididotad  Apr  83 . 

MIL-F.19924  (1) 
NOTICE  1 

AS 

0SFM>  58 

AS 

1005 

Foodor,  Auu  matk  Gun,  MAU‘37A/A  Yalidatad  May  87  REV-Sd . 

MIL-F-45939 

NOTICE  1 

AR 

28  Moy  87 

AR  OS 

99 

■  1005 

Foodor,  AutonfMtic  Gun.  M89  And  M89E1  Validatad  Jan  63  . 

MIL-F-45956  (1) 

AR 

17  D«  76 

AR  OS 

1005 

Foodor,  Automatic  Gun,  M2A1  Validated  May  87  USER-MC  REV-84 . 

MII-F-45S56A 

NOTICE  1 

AR 

28  Moy  87 

AR  OS 

99 

1005 

Foodor,  Automatic  Gun,  M3A1  Validated  May  87  USER'AS  MC  REV-84 . . 

MIL-F-455S78 

NOTICE  1 

AR 

28  Moy  87 

AR 

99 

1005 

Foodor,  Oolinking.  Aircraft  Machino  Gun,  MAU-Sd/A  Validatad  May  87  REV-Sd 

MIL-F-45S98  (1) 
NOTICE  1 

AR 

28  May  87 

AR 

99 

1005 

Firing  Attockmontt,  Etonk  Ammunition  Validated  Fob  8$  USER-MC  REV-84 . 

MIL-F-2930E  (1) 

AR 

14  Mar  79 

AR  OS 

99 

L 

1005 

Firing  Atlochmont,  Blank  Ammo,  M20 . . . . . . . 

MIL-F-d3378A 

AR 

22  Oct  87 

AR 

L 

1005 

Firing  Attochmont,  Elonk  .Ammunition!  M19 . . . . . . . 

Mll-F-63337  (2) 

AR 

08  Moy  87 

AR 

L 

1005 

Gun  Mochonitm,  20MM,  Mark  1 1  Mod  5  (Aiiombly)  Volidalad  May  83 . 

MIL-G-230I0A 

AS 

13Mor  64 

AS 

L 

1005 

Gun  Syttom,  23-MM,  Aircraft  A/A49E-10  . . . . . 

MIL-G-85536  (1) 

AS 

24Mor  87 

AS 

1 

1005 

Gun  Srsl.m,  25MM  (AV-St) . 

MII-G-BS103B 

AS 

05  Moy  82 

AS 

1 

1005 

Gun,  Air  Oofonto  Artillory,  20MM,  TOWED, M167A1  Vatidatad  Jon  83 . 

MIL-G-4S981  (1) 

AR 

17  F.b  77 

AR 

L 

1005 

Gun,  Air  Dofonto  Artillory  20MM,  Towod  Mt67  Valldotad  Apr  85, . 

Mll-G-45936 

AR 

22  May  73 

AR 

L 

1005 

Gun,  Aircraft,  20MM  Mork  12  MOD  O  8  Mod  3  (tnocHvo)  VoHdatad  Jun  83..., 

MIL-G-21615  (2) 
NOTICE  1 

AS 

25F.b  63 

AS 

1005 

Gun,  Automalic,  20MM,  M195  USER-MC  REV-OS  99 . 

MIL-G-45500/4  (2) 

AR 

03  Oct  88 

AR  OS 

99 

1005 

Gun,  Automatic,  20MM,  Gonorot  Spocificolion  For  Validafad  Jon  83  USER-MC 

MIL-G-45S00D  (1) 

AR 

17  Dk  76 

AR  OS 

99 

REV-84 

1005 

Gun,  Aulnmotic,  20MM,  M61  And  M61A1  USER-MC . 

MIL-G-45S00/1;(2) 

AR 

03  Oct  88 

AR  OS 

99 

1005 

Gun,  Automalic,  20MM,  XM130  USER-MC . 

MIL-G-45500/2  (2) 

AR 

03  Oct  88 

AR  OS 

1005 

Gun,  Automalic,  20MM,  Thro#  Rarrol,  High  Rato,  M197  And  M197E1  USER-MC 

MII-G-45SOO/5  (3) 

AR 

03  Oct  89 

AR  OS 

99 

REV-84 

1005 

Gun,  Automatic,  20MM,  M1d8  USER-MC  OS  REV-99 . 

MII-G-45SOO/3  (2) 

AR 

03  Oct  88 

AR  OS 

99 

1005 

Gun,  Mochino,  Browning,  Coiibor  .30,  M1919A6  (With  Sporo  Partt)  Volidofad 

MIL-G-13665 

AR 

24S.P  54 

AR 

99 

Apr  79  USER-MC  REV-84 

•1005 

Gun,  Mochino,  Colibro  .50,  Browning,  M2,  Hoovy  Barrol  Validofad  May  79 

MIL-6-1298A 

AR 

10  Oct  55 

AR  OS 

99 

USER-MC  REV-II 

1005 

Gun,  Mochino,  Coiibor  .50,  Brown,  Mr,  Hoovy  Barrol . . 

MIL-G-001298C 

AR 

17  Nov  81 

AR 

1005 

Gun,  Spotting,  Coiibor  .50,  M8C  USER-MC  REV-OS  84 . 

MII-G-45140B  (1) 

AR 

15  Mor  88 

AR  MC 

L 

1005 

Gun,  Subcallbor,  Coiibor  .30i  M9 . 

MIL-G-144518:(1) 

AR 

15  Apr  87 

AR 

1005 

Gun,  Submochino,  Coiibor,  .45,  M3A1  Validafad  Apr  86  USER-MC  REV-84 ........ 

MIL-G-n75B 

NOTICE  1 

AR 

18  Apr  86 

AR 

99 

1005 

Gun,  20MM,  Automotic,  M39A2  And  M39A3  (W/ropoir  Port*  And  W/o 

MIL-G -45185 

AR 

16  Oct  58 

AR 

99 

Equipmont  Or  Accoiiorioi)  Validafad  May  87  REV-84 

INT  AMD  4  (WC) 

1005 

Hootor,  Gun  (28VOLTS  Oc),  Typo  J-4A  . 

MIL-H-8769E  (3) 

84 

25  Oct  84 

os 

99 

1005 

Hid.r,  Floih  Volidattd  Jan  82  USER-MC  REV-84  . 

MIL-H-39878 

AR 

11  Nov  75 

AR  OS 

L 

1005 

Inttollotion  Of  Fixod  Guns  And  Aitociotod  Equipmont  In  Nov^  Aircraft 

MIL-l-84i70A 

AS 

26F.b  87 

AS 

Volidaltd  Fab  87 

NOTICE  1 

1 

1005 

Knifo,  Boyonot,  Multipurpoto,  M9  With  Scobbord . . . . . . . 

MIL-K-70606 

AR 

15S.p  88 

AR 

1005 

Lounchoi,  Gronodo,  M76  Vafidatad  Apr  80  REV-84  . . . 

MII-1-45528A 

AR 

12  Mor  65 

AR 

99 

1005 

loodor,  Oolinking,  Aircroft  Mochino  Gun,  MAU-bPAM  V^idotad  Jwt  88 

MIL-L-45963 

AR 

13  Jun  88 

AR  OS 

99 

USER-AS  REV-OS  84 

NOTICE  1 

L 

1005 

Mochino  And  Automotic  Gunt  And  Machino  Gun  Troinort  Through  30*MM 

MIL-STD-d37A 

AS 

10  Dk  62 

AS 

Validalad  Fab  82  USER-AR 

NOTICE  1 

10  DEC  62 

1005 

Machin*  Gun,  Aircraft  7.52MM.  M134  (GAU-26/A)  Validalad  Jan  83  REV-84 .. 

Mll-M-45920  (1) 

AR 

14  Dk  76 

AR  OS 

99 

1005 

Mochino  Gun,  Coiibor  .50,  Fixod,  MBS  Validatad  Jan  83  USER-MC  REV-84 . 

MII-M-45596A  (1) 
INT  AMD  2:(AR) 

AR 

17  F.b  77 

AR  OS 

99 

L 

1005 

Mochin.  G'jn,  7.62MM.  M600  USER-MC . 

MIL-M-45945  (2) 

AR 

26  Oct  84 

AR 

1005 

Machin.  Gun,  7.62MM:  M60  USER-MC  REV-84 . 

MIL-M-45013D  (2) 

AR 

26  Oct  84 

AR  OS 

99 

t 

1005 

Mochin,  Gv",  7  62MM,  MME2  (Fi>.d1  . 

MIL-M-45974  (1) 

AR 

26  Oct  84 

AR 

L 

1005 

Machin.  Gun,  7.62MM,  M240C  Validalad  Mar  88 . 

MIL-M-63356A  (1) 
NOTICE  I 

AR 

22  Mor  88 

Aft 

L 

1005 

Machin.  Gun,  7.62MMi  M240  (IH  F..d)  And  M240C  (RH  Fmd)  . 

Mll-M-63314C(1) 

AR 

27  Moy  87 

AR 

L 

1005 

Mochino  Gun,  7.62MM,  Fixod,  M219  Volldatad  May  87  . . . . 

MIL-M-45928 

NOTICE  1 

AR 

28  May  87 

AR 

L 

1005 

Mount  Attombly,  Sub-CAIIBER,  Univoriol;  M179  (Including  Monlot  Adoptor 

MIL-M-632S3A  (1) 

AR 

14  Moy  87 

AR 

At»ombly) 

NOTICE  1 

1005 

Mount,  AA,  Mochino  Gun,  Coiibor  .50,  M63  (W/>po'o  Porli)  Vofidatad  Jon  88 

MIL-M.11982A  (1) 

AR 

17  Jun  88 

AR  OS 

USER-MC 

NOTICE  1 

L 

1005 

Mount,  Gun,  Ring  Typo,  Rovolving  USER-AT  MC  . . . . 

MIL-M-13529D 

AR 

08  Nov  85 

AR 

L 

1005 

Mount,  Tripod,  Mochino  Gun,  M122 . . . . . . 

MII-M-45532B  (1' 

AR 

08  Mor  33 

AR 

1005 

Mount,  Tripod,  Mochino  Gun,  Col,  50,  M3  Vafidotad  Jan  83  USER-OS  REV-84 

MIL-M.45151C  (1) 

AR 

27  Aug  76 

AR  MC 

99 

i 

1005 

POD  (For  Gun  POO  Mork  4  MOD  0)  (Inactivo)  Vafidatad  Apr  83.... . . . 

MIL-P-23004A 

AS 

13  Mor  64 

AS 

NOTICE  1 


81 


FSC  LISTING 
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FSC 
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PREP 
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CUSTODIAN 

L 

lOOS 

Patching  Of  Wood  Stock!  For  Th«  7.62MM^  MM  And  MME2  Rifloi  Validated 

MIL-STO-1270A 

AR 

16  Apr 

86 

AR 

Apr  86 

NOTICE  1 

NOTICE  2 

100S 

Pistol  And  Rovoivtrs,  Pockoging  Of  Validated  May  79  USER‘MC  OS  REV>SM.... 

MII-P-14313D  (1) 

AR 

15  Mar 

72 

AR 

99 

1003 

Pistol,  Colibtr  .45,  Automotic,  MlPIlAl  Validaf^  Apr  86 . . . 

D-P-35SA  (1) 

/AR 

18  Apr 

86 

AR 

MC  99 

NOTICE  1 

1005 

Pistol,  Colibtr  .22  Automatic,  Control  Training  Grodt  VaUdafd  Apr  86 

MII-P-4S575 

AR 

01  Apr 

86 

AR 

OS 

99 

USEK-MC 

NOTICE  1 

L 

1005 

Pistol,  Colibtr  .22,  Automatic,  Motch  Grodt  Volirhfad  Apr  86 . . . 

MIL-P-45592 

NOTICE  1 

AR 

01  Apr 

86 

AR 

1 

1005 

Pistol,  Stmioutomotic,  9MMi  M9.... . . . . . 

MIL-P-48655 

AR 

16  Dec 

87 

AR 

L 

1005 

Ploting,  Chromium,  Eltctro>dtpotitto,  (On  Tht  Inttrior  Surfocts  Of  20  MM  MK 

MII-P-19419A 

AS 

9  No. 

60 

AS 

1 1  Gun  Borrtls)  Vofidotad  Mar  8} 

1 

1005 

Rtvoivtr,  Colibtr  ,38  Sptciol  2  And  4  Irtch  Boirtl,  Sijr  Shot  Validatad  Jut  82. . 

MII-R-9979A 

84 

30  Jul 

69 

99 

1005 

Rtvoivtr,  Colibtr  .38  Sptciol,  Doubit  Action,  5  Shot  And  6  Shot,  Commtrciol 

D-R-1187C 

/AR 

18  Apr 

86 

AR 

OS 

99 

And  Militory,  Gtntrol  Sptcificotion  For  Yolidatad  Apr  86  REV*11 

NOTICE  1 

1005 

Rtvoivtr,  Colibtr  .38  Sptciol,  Doubit  Action,  5  Shot  And  6  Shot,  Commtrciol 

D-R-1 187/1 

/AR 

18  Apr 

86 

AR  OS 

99 

Vttlldattd  Apr  86  VSBR-tAB  11 

NOTICE  2 

1005 

Rtvoivtr,  Colibtr  .38  Special,  Double  Action,  5  Shot  And  6  Shot,  Militory 

D-R-1 187/2 

/AR 

18  Apr 

86 

AR 

OS 

99 

VaHdaltd  Apr  86  USBR-W 

NOTICE  2 

L 

1005 

Rifle,  .22  Hornet  And  .22  Colibtr  Long  Rifle  Rim  Fire,  Survivol,  Type  MA&l 

MIL-R-26672A 

84 

25  Mar 

70 

99 

Validatad  Jut  82 

1005 

Rifit,  Automatic,  Browning,  Colibtr  30,  M1918A2  VaUdatad  Jun  88  USER'MC  .. 

MII-R-1167A 

NOTICE  1 

AR 

17  Jun 

88 

AR 

OS 

99 

L 

1005 

Riflt,  Automatic,  Col.  .30,  Browing  Mt91’'A2,  Packaging  Of  Validatad  May  84 

MIL-R-14330A 

AR 

28  Jun 

57 

AR 

OS 

USER-MC 

1005 

Rifle,  Colibtr  .22  Lr  Commtrciol,  For  Motch  &  Troining  USER*MC . 

MIL-R-1296E 

AR 

21  Mor 

88 

AP 

OS 

99 

1005 

RHb,  US  Calibtr  .30,  Mi  8  Mic  Validattd  Apr  80  USER-MC . 

MIL-R-32B5  (1) 

84 

19  Aug 

53 

AR 

OS 

99 

L 

1005 

RIfU,  5  MIAAO  . 

MIL-R.d3997B  (1) 
MIL-R-45587A  (1) 

AR 

10  Feb 

88 

AR 

1005 

Riflt,  5.56t6l*,  M16  And  MISAI  /ofidbMd  Jun  88  REV-OS  . 

AR 

17  Jun 

88 

AR 

MC  99 

NOTICE  1 

1005 

Riflt,  7.62MM,  MM,  Nolionol  Match . 

MIL-R-45979  (1) 

AR 

18  Aug 

86 

AR 

OS 

1005 

Riflt,  7.62MM,  MM  Vdidafd  Apr  86  USER-MC . 

MIL-R-45012E 

NOTICE  1 

AR 

17  Apr 

86 

AR 

OS 

99 

1003 

Rod,  Citoning,  For  Smdl  Arms  Volidatad  Apr  86  REV*MC  . . . . 

MIL-R-13S77C 

AR 

18  Apr 

86 

AR  OS 

99 

NOTICE  1 

1 

1005 

Rubber  Cooted  Ports  For  Mochint  Gun,  7.62MM,  M60  Votidatad  Jan  86 . 

MIL-STD-125dA 
NOTICE  1 

19  JAN  1976 

AR 

19  Jon 

76 

AR 

L 

1005 

SAW,  M249  Ammunition  Mogoiint  Assembly  And  Feedstrop . 

Mll-S-70538 

AR 

16  Dk 

84 

AR 

L 

10n5 

Sow,  M249  8lonk  Ammunition  Mogosint  Assembly  And  Feedstrop . . . 

MIL-S-70471 

AR 

27  Jon 

86 

AR 

L 

1005 

MIL'HDBK  1025/4 

YD 

30  Sop 
21  Apr 

B8 

YD 

1 

1005 

Shield,  Rod  Hoi  L/20MM  Cartridges  Holder,  Rod  Has  Shield  Validatad  Mar  82 

MIL-S-81245 

AS 

65 

AS 

1003 

Shotgun,  12  Gage,  Riot  Type  Validotad  Jan  82  USER'MC . . . 

MIL-S-3443D 

AR 

05  Nov 

73 

AR  OS 

99 

L 

1005 

Sight,  Rifle  Grenade  Launcher,  M15  Validofad  Apr  86 . . . . . . 

Mll-S-1344aA 
NOTICE  1 

AR 

18  Apr 

86 

AR 

L 

1005 

Slider  Assembly  For  Armoment  Subsystem,  Helicopter,  20MM,  M97E1  8t  M97E2 

Mll-S-63429 

AR 

22  Mor 

88 

AR 

Vaiidatad  Mar  88 

NOTICE  1 

L 

1005 

Slip  Rirtg  Assembly  . . . . . . . 

MIL-S-70685 

AR 

10  Fob 

87 

AR 

L 

1u05 

Spring,  Ring  (For  Smoll  Arms  Applkotion)  Vatidatad  Apr  86  . . . . 

Mll-S-45513 

NOTICE  1 

AR 

17  Apr 

86 

AR 

L 

1005 

Spring,  Stondord  Wire,  Helical  Compression  (For  Smoll  Arms  Applicotion) 

MIL-S-45527A 

AR 

17  Apr 

86 

AR 

99 

Vafidatad  Apr  86 

NOTICE  1 

1005 

Stock,  Gun,  Shoulder,  Assembly  W/o  Butt  Plote,  Fiberglass  Reinforced,  Pfostic 

Mll-S-45921 

AR 

16  Apr 

86 

AR 

OS 

99 

(Prtmi.)  (For  Riflt,  7,62MM,  MM)  Valkhltd  Apr  86  USER-MC 

NOTICE  1 

1 

1005 

Submochine  Gun,  5.56MM,  Port  Firing,  M231  . . . 

Mll-S-6334SA.(3) 
NOTICE  1 

AR 

24  Oct 

88 

AR 

1005 

Trigger  Winter  Assembly,  XM152  Vatidatad  Apr  86  . . . 

MIL-T-45593 

NOTICE  1 

AR 

16  Apr 

86 

AR 

99 

L 

1003 

Trigger,  Winter  (For  Small  Arms)  Validated  Apr  86  . . . . . . 

Mll-T-45539 

NOTICE  1 

AR 

17  Apr 

86 

AR 

L 

1005 

Turret  Subsystem,  Universol  (Uts)  For  Aroment  Subsystem,  Helicopter,  20MM, 

MIL-T-63531 

AR 

22  Mor 

88 

AR 

M97E 1  li  M97E2,  Universol  Boresight  Kit  For  Vatidatad  Mar  58 

NOTICE  1 

L 

1005 

Turret  Subsystem,  Universal  (UTS)  For  Armoment  Subsystem,  Helicopter,  20MM, 

Mll-T-63533 

AR 

22  Mor 

88 

AR 

M97E1  &  M97E2  Valldoltd  Mor 88 

NOTICE  1 

1 

1005 

Turret  Subsystem,  Universol  (UTS)  For  Aimoment  Subsystem,  Helicopter,  20MM, 

Mll-T-63520 

AR 

22  Mor 

88 

AR 

M97E1  And  M97E2,  Gun  Control  Assembly  For  Validatod  Mar  88 

NOTICE  1 

L 

1005 

Turret  Subsystem,  Universol  (Uts),-For  Aroment  Subsystem,  Helicopter,  20MM, 

MIL-T-63534 

AR 

22  Mor 

88 

AR 

M97E1  &  M97E2,  Turret  Control  Unit  For  VaJidatad  Mar  88 

NOTICE  1 

L 

1005 

Turret  Subsystem,  Universol  (UTS)  For  Armoment  Subsystem,  Helicopter,  tK) 

MIL-T-63535 

AR 

27  Dk 

81 

AR 

MM,  M97E1  &  M97E2,  Electric.  Drive  Motor  For 

L 

1005 

Turret  Subsystem,  Universol  (UTS),  For-Annoment  Subsystem,  Helicopter, 

MIL-T-63536 

AR 

27  D*c 

81 

AR 

20MM,  M97E1  &  M97E2,  Logic  Control  Unit  Assemt^  For 

1005 

Weopon,  SrnoH  Arms  And  Aircroft-Armoment  Subsystems,  General  Specificotion 

MIL-W.13855D  (2) 

AR 

28  May  87 

AR 

OS 

99 

For  Validaind  May  87  USER-AV  REV-MC  AS 

INT  AMD  4  (AR) 

L 

1010 

Coble  Assemblies,  Electricol,  Fobricotion  Specificotion  For  . . . 

MII-C-63550E 

AR 

30S.P 

85 

AR 

L 

1010 

Connon,  37MM  Gun,  Subcoliber,  M13  . . . . . 

MIL-C-13678B 
NOTICE  1 

AR 

12  Mor 

86 

AR 

L 

1010 

Connen,  40MM  Duo)  Automotic  Gun,  M2A1  And  Clip,  Chorger,  M3  .................. 

MIL-C-14385C  (1) 

AR 

30  Dot 

86 

AR 

1010 

Louncher,  Grenode,  40MM,  M79  Vah'dotad  Fab  82  USER>MC  . . . . 

Mll-l-45589 

AR 

02  Frit 

70 

AR 

OS 

99 

1010 

Louncher,  Grenade,  40MM,  DetochoMe,  M203  USER.MC . . . . . . 

MIL-1-4593SA  (2) 

AR 

29  Jun 

87 

AR  OS 

1 

1010 

Moflof,  60MM,  MI9, . 

MII-M-4S965  (1) 

AR 

20  Aug 

86 

AR 

1 

1010 

Mortar,  dOMM,  M234  (Without  M64  Sight  Unit) . 

MIL-M-63221  (3) 

AR 

30  Apr 

84 

AR 

82 


FSC  LISTING 


DOCUMENT 


FSC 

TITLE 

NUMSER 

PREP 

DATE 

CUSTODIAN 

L 

•1010 

Mounts  Gun,  Mount,  Hewitztr  Validated  Jun  88  REV>AT . 

MIL-M-45212A  (1) 
NOTICE  1 

AR 

17  Jun 

88 

AR 

L 

1010 

RHI*,  57MM,  M18A1 . 

MIL-R-12605A 
NOTICE  1 

AR 

13  Mar 

86 

AR 

L 

1015 

Adopttr,  Rocoil  MtchonUm  Armomtnl  Subsyilom,  Holicoptof,  20MM,  M97E1  & 
M97E2  Vafidottd  Mar  88 

MIL-A-5342S 

NOTICE  1 

AR 

18  Mar 

88 

AR 

L 

1015 

Connon,  Gtnoral  Spocifieotion  For  USER'MC  OS  99  . . . . 

MIL-C-1393IG 

AR 

01  Apr 

87 

AR 

1 

1015 

Cannon,  105MM  Howitzor,  M2A2 . . . 

MII-C-14384C 

AR 

02  Jun 

85 

AR 

L 

1015 

Connon,  105MM  Gun,  M68  . . . . . . . . . . . . 

MII-C-45504D 

AR 

13  Jon 

87 

AR 

1 

1015 

Cannon,  105MM  Howitzor,  M103  Voh'datad  Mar  81  ftEV>AR . . . . 

MIL-C-45526B 

AR 

19  Jul 

72 

AR 

L 

1015 

Cannon,  105MM  HOWITZERiM205 . 

MIL-C-45978 

AR 

03  S.p 

86 

AR 

L 

1015 

Cannon,  105MM  Howilur,  M137A1  REV-AR . 

MIL-C-45579B 

AR 

04  Mor 

85 

AR 

1 

1015 

Connon,  106MM  Rtcollitti  Riflo,  M206  And  M206A1  Validated  Jun  87 

USER-MC 

MIL-C-14383D 
NOTICE  1 

AR 

03  Jun 

87 

AR 

L 

1015 

Connon,  120MM  Gun,  M58  USER-MC . 

MIL-C-12668D 
NOTICE  1 

AR 

12  Mor 

86 

AR 

L 

1015 

Connon,  4.2  Inch  Mortor.  M30  And  Mount,  4.2  Inch  Mortar.  M24A1  Volidatad 

Jun  88 

MIL-C-10888D 
NOTICE  1 

AR 

20  Jun 

88 

AR 

L 

1015 

Connon,  76MM  Gun,  M32  . . . . . . . . . . 

MIL-C-10049A  (1) 

AR 

27  Jon 

87 

AR 

L 

1015 

Connon,  90*MM  Gun,  M54  Validatad  Mar  86  . . . . . . 

MIL-C-11925B 
NOTICE  1 

AR 

13  Mor 

86 

AR 

L 

1015 

Connon,  WMM.  M41  Valldaltd  Mar  82  USER-MC . 

MIL-C-11927D 

AR 

25  Mor 

70 

AR 

1015 

Corriogt  Howitzor,  105  MM,  M2A2  (W/REPAIR  Ports  &  W/O  Equipmont  Or 
Accossorios)  Validatad  Fab  85 

MII-C-2015S 

INT  AMD  1  (AR) 

AR 

18  S.p 

58 

AR  MC 

1015 

Howitzor,  Light,  Towod,  105MM,  M102  Validatad  Fob  85 . 

MIL-H-455S6A  (31 

AR 

01  F*b 

79 

AR  MC 

L 

1015 

Howitzor,  Light,  Towod,  t05MM,  M204  Validatad  Fab  84 . . . 

MIL-H-d3192 

AR 

03  Apr 

78 

AR 

1015 

MKhonism,  Rocoil,  75  MM  Pock  Howitzor,  M1A8  (W/REPAIR  Ports  And  W/O 
Equipmont  Or  AccoMorioi)  Volidotad  Apr  85 

MIL-M-2016A 

AR 

Stp 

58 

AR  MC 

1015 

Mochonism,  Rocoil,  105  MM  Howitzor,  M2A5  W/REPAIR  Ports  3.  W/OUT 
Equipmont  Or  Accossorios  Validatad  Mar  88 

MIL-M-3017C  (2) 
NOTICE  1 

AR 

22  Mor 

88 

AR 

L 

1015 

Mortar,  SIMM,  M29A1  USER-MC  REV-14 . 

Mll-M-IOOOSF  (1) 

AR 

13  Jon 

87 

AR 

1 

1015 

Mount,  Gun.  M140,  M140A1,  M150  And  M1S0A1  . 

MIL-M-45976  (1) 

AR 

08  FM> 

82 

AR 

L 

1015 

Mount,  106MM  Rocoilloss  Riflo,  M79  And  M92  With  Tripod,  M27  Vtdkhtad 

Sap  87  USER-MC 

MIL-M-12942F  (1) 
NOTICE  1 

AR 

14  Sop 

87 

AR 

L 

1015 

Riflo,  RoLoillou,  90MM.  M57  Validaltd  Fab  87 . 

MIL-R-45511C 

NOTICE 

AR 

12  FM) 

87 

AR 

1 

1020 

Rubbor  Facing  (For  Rommtr  Hoodi)  Vo/idatoc/  Mar  8i  REV^AR . 

MIL-R-16920S 

OS 

02  Apr 

64 

OS 

1 

1025 

Brooch  Mochonism  AssomUioi  For  Connons,  152MM  Gun  Lounchor,  MBIEVAnd 
XM162E1  Validatad  Mar  86  REV-AR 

MII-S-4558SA 
NOTIC2  1 

AR 

12  Mor 

86 

AR 

1 

1025 

Cannon,  152MM  Gun-lounchor,  M81E1  And  XM162E1  REV>AR- . . . 

MIL-C-45574A  (3) 

AR 

09  Stp 

87 

AR 

1 

1025 

Cannon,  155MM  Howitzor,  M45  Validatad  Mar  81  . 

MII-C-I4027A 

AR 

30O<l 

64 

AR 

1 

1025 

Cannon,  155MM  Gun  M46 . . . . . . . . 

MII-C-11605S  (1) 

AR 

28  Moy  87 

AR 

L 

1025 

Cannon,  155MM  Howitzor,  M126A1  Validatad  Jan  87  REV*AR . 

MIL-C-45525S 
NOTICt  1 

AR 

27  Jon 

87 

AR 

1 

1025 

Cannon,  155MM  Howitzor,  M1A1 . . . 

MIL-C-12684C 

AR 

15  Aug 

84 

AR 

1025 

Cannon,  155MM  HOWITZERM284  . 

Mll-C-70e22 

AR 

09  Mor 

89 

AR 

L 

1025 

Cannon,  155MM  Howitzor,  Ml 99... . 

MIL-C-45975S 

AR 

04  Stp 

87 

AR 

L 

1025 

Cannon,  155MM  Howitzor.  M185 . . . . . . 

MIL-C-45964S 

AR 

20Ocl 

88 

AR 

L 

1025 

Cannon,  165MM  Gun.  M135 . . . . . . . . . . . 

MII-C-45573S  (1) 

AR 

29  Aug 

86 

AR 

L 

1025 

Connon,  175MM  Gum  M113A1  . . . . . . . . . 

MIL-C-45524D 

AR 

21  Oct 

87 

AR 

L 

1025 

Corriogo,  155MM  Howitzor,  M39 . 

MIL-C-45987A  (1) 

AR 

31  Jon 

86 

AR 

1 

1025 

Howitur,  Modium,  Taw.d,  1S5MM,  Mt98  REV-MC . 

MIL-H-45984B  (1) 

AR 

27  Mor 

85 

AR 

1 

1025 

Mochonism,  Rocoil,  155MM  Howitzor  Validatad  Apr  88 . . 

MIL-M-11024B 
NOTICE  1 

AR 

22  Apr 

88 

AR 

1025 

Mochonism,  Rocoil,  155MM  Howitzor,  M45  . . . . . 

Mll-M-45985  (3) 

AR 

22  Oct 

84 

AR 

1 

1025 

Mount,  Howitzor  And  Gun,  M158  And  M174. . . . . . . 

MII-M-B3995 

AR 

03  Mor 

87 

AR 

L 

1025 

Mount,  Howitzor,  Ml 78  . 

MII-M-B398S 

AR 

14  Jul 

88 

AR 

1 

1030 

Connon  8  Inch  Howitzor,  M201/M201A1  Validatad  Aug  67 . . . 

MIL-C-B3541 

NOTICE  1 

AR 

03  Aug 

87 

AR 

1 

1030 

Connon,  8  Inch  Howitzor,  M2A2  Validatad  Mar  87. . . . . . 

MII-C-13251C  (1) 
NOTICE  1 

AR 

24  Mor 

87 

AR 

1 

•1035 

Gun  Borrol,  Gonorol  Spocificotions  For  Validatad  Mar  85 . . 

MIL-G-21110 

os 

5  Nov 

57 

OS 

L 

1040 

Apporotus,  Filling,  Fiold,  Lond  Mino,  M2  Validatad  May  84 . . . . . . 

MII-A-12391B 

EA 

20  Oct 

77 

EA 

L 

1040 

Arming  Firing  Unit . . . . . 

Mll-A-51487  (2) 

EA 

14  Apr 

87 

EA 

L 

1040 

Corrior  Assombly . . . . . . . 

Mll-C-51475 

NOTICE  1 

EA 

24  Fob 

87 

EA 

L 

1040 

Comprossor  Unit,  Rotory,  Air,  Whoolborrow  Frcmo  Mountod,  Two  Pnoumotic 

Tiros,  Gosolino  Engino  Drivon,  60  CFM,  6.5  PSIG  Validatad  Jun  86  USER-MC 

MIL-C-13900D 
NOTICE  2 

AR 

03  Jun 

86 

AR 

1. 

1040 

Comprossor,  Rociprocotmg,  50  CfM,  4000  PSi  Vaiidofud  ....................... 

.MIL.C51172 

EA 

12  Dk 

63 

EA 

L 

1040 

Contoinor,  Shipping  And  Storogo,  CNU'77/E23  Validatad  Jun  ^  REV-SM  18  .. 

MII-C-38612A 

EA 

06F.b 

67 

EA 

1 

1040 

Cupolo,  Flomo  Gun,  MB  Validatad  May  84............. . . . . 

MIL-C-S1158 

AR 

25  Ocl 

63 

AR 

1 

1040 

Di>ponsor  A  Riot  Control  Agont,  Monuotly  Corriod,  CR,  M36 .............................. 

MIL-D-51413A  (2) 

EA 

01  Moy  85 

EA 

1040 

Oisporsor,  Riot  Control  Agont,  Portoblo,  M3  Validatad  Sap  88....... . . 

MIL-D-5103IC 
NOTICE  1 

EA 

09S.P 

,88 

EA  MC  99 

1 

1040 

Disporsor,  Riot  Control  Agont,  HoKcoptor  Or  Vohicio  Mountod,  MS  Validatad 

May  84 

MIL-D-51188C 

EA 

29  Aug 

77 

EA 

1. 

1040 

Disporsor,  Riot  Control  Agont,  Portoblo,  3  Gollon,  M33A1 . . . 

MIL-D-51453A  (1) 

EA 

20  Apr 

87 

EA 

1 

1040 

Oisporsor,  Riot  Control  Agont,  Portoblo,  3  Gollon,  XM33 . . . . . . . 

MII-D-51370A  (1) 

EA 

20  Apr 

87 

EA 

1 

lOSCi 

Filling  Unit,  Chomicol  Tonk,  Mode  3,  MOD-0  Vdidatad  Jun  80 . . . . 

MIL-F-51183 

EA 

13  Nov 

64 

EA 

1 

1040 

Flomo  Throwor,  Mochonizod,  Main  Armomont,  APC  Mountod,  M10-8  Validatad 
May  84  USER-MC 

M11-F-51156A 

AR 

06  No  - 

69 

AR 

1 

1040 

Flomo  Throwor,  Portoblo,  M9E1*7  Validatad  May  84  USER-MC  ......................... 

MIL-F-51342 

AR 

03  Nov 

69 

EA 

1 

1040 

Fuol  And  Prossuro  Unit,  Portoblo  Flomo  Throwor,  M9  Validatad  May  84. . . 

MIL-F-51250 

AR 

11  Jon 

67 

EA 

83 


FSC  LiSTING 


DOCUMENT 


fSC 

TITLE 

NUMBER 

P»EP 

DATE 

CUSTODIAN 

L 

1040 

Gtliing  Units,  Fu«)  Mark  1,  Mod  0  And  Mod  1 . . . . . . 

MIL-G-81737A 

AS 

24  Aug 

84 

AS 

104G 

1040 

Gtnorotor,  Smoke,  Mtchonico),  Pulse  Jet,  ASC  M3A3  . . . . . 

Generotor,  Smoke,  Mechonicol  Pulse  Jet,  M3A3 . . . . . . . 

MIL-G-510MC 
MIL-G-00510MO  (1) 

EA 

EA 

09  Apr 
C5  Jun 

70 

86 

BA 

EA 

MC  99 

1 

1040 

Generotor,  Sn'oke,  Mechonicol  Pulse  Jet,  M3A4. . . . . 

MII-G-S1491A 

EA 

16  Apr 

do 

EA 

L 

1040 

Gun,  Flome  Thrower,  Portable,  M7  VoHdated  May  84 . . . 

MIL-G-51233A  (2) 

AR 

15  Moy 

68 

AR 

L 

1040 

Gun,  For  Portable  Flome  Thrower,  M2A1  Volidatad  May  84 . 

MIL-G-13098 

AR 

27  Oct 

53 

AR 

1040 

Gun,  Portable  Riot  Control  Agent  Disperser,  M9  Validated  Sep  66  . . . 

MIL-G-51025H 

NOTICE  I 

EA 

19  Sep 

86 

EA 

MC  99 

1040 

Hopper,  Filling,  Portable  Riot  Control  Agent  Disperser,  M4  Validated  Jun  80..*... 

MIL-H-51026B 

EA 

14  Sep 

62 

EA 

MC  99 

L 

1040 

Launchers,  Grendde,  Smoke:  Screening,  Rp,  M243,  M2S7  And  M259 . 

MIL-L-51501  (1) 

EA 

14  Apr 

87 

EA 

L 

1040 

lounchers,  Grenode,  Smoke:  Screen,  RP,  M239  And  M250 . . . . . 

MIL-1-51513 

EA 

22  Oct 

85 

EA 

1040 

Mixing  And  Tronsfer  Unit,  Incendiory  Oil,  MS  Validated  May  84 . . 

MIL-M-51038 

AR 

29D.C 

60 

AR 

MC 

L 

1040 

Plug,  Filling,  Portable  Flome  Thrower,  C23  Validated  Jun  73  USER'MC . . 

Mll-P-105aSA  (1) 
NOTICE  2  (MU) 

EA 

10S^> 

53 

EA 

L 

1040 

Pre.sure  Control  Unit,  For  Ml 0*8  Mechonized  Flame  Thrower  Validated  Jan  82.. 

MIL-P-51I59A  (1) 

AR 

22  Nov 

68 

AR 

1040 

Pump,  Fog  Oil,  Smoke  Generotor,  M4  Validated  Jun  60  USER*MC  . . . 

MIUP-5I062B  (1) 

EA 

18  Aug 

69 

EA 

99 

1 

1040 

Pump,  Fog  Oil,  Smoke  Generotor,  M4  . . . . . . . 

MIL-P-005I062D 

EA 

04  Feb 

87 

EA 

1040 

Regulotor,  Pressure  Validated  Jun  80 . . . . . . . 

MIL-R-I IS34C 

EA 

21  Moy 

69 

EA 

MC  99 

L 

1040 

Regulator,  Pressure,  Flonw  Thrower  Validated  May  84  . . . . 

Mll-Ii-5I242A 

AR 

12  Sep 

66 

AR 

L 

1040 

Regulotor,  Pressure,  Riot  Control  Agent  Disperser . . . . . . 

MIL-R-51516  (1) 

EA 

20  Apr 

87 

EA 

L 

1040 

Service  Kit,  Portable  Flome  Thrower,  Riot  Control  Agent  Disperser,  M27 

Validated  May  84 

MIL-S-5I244A 

EA 

26F.b 

76 

EA 

L 

1040 

Service  Kit,  Portable  Riot  Control  Agent  Disperser,  M254 . . . 

MIL-S.51371C 

EA 

06  Moy 

87 

EA 

L 

1040 

Service  Unit,  Flome  Thrower,  Track  Vehicle  Mounted,  XM45EI  Validated  May 

84  USER-MC 

MII-S-5126IA 

AR 

28  Jon 

70 

EA 

L 

1040 

Service  Unit,  Flome  Thrower,  Truck  Mounted,  M4A2.. . 

MIL-S-5II73A  (1) 

EA 

20  Mor 

67 

EA 

L 

1040 

System,  TMU*28/B  Spray  Took  Validated  Jun  80  REV08 . . . . . . . 

MIL-S-9822C 

EA 

13  F.b 

67 

EA 

L 

1040 

Tonk  Assembly,  Fuel  And  Air,  For  M10*8  Flame  Thrower  Validated  May  64 

REV-99 

MII-T.5I157A 

AR 

21  Apr 

67 

AR 

L 

1040 

Tonk,  Fuel,  For  Portable  Flame  Thrower,  M2A1  Validated  May  84  USER-MC . 

MlL.T-3879 

AR 

23  Apr 

53 

AR 

L 

1040 

Tank,  Spray,  Chemical  Agent,  VX,  TMU‘28/B,  Filling  Of  Validated  Jun  80.......... 

Mll-T-51241 

EA 

14  Feb 

66 

EA 

L 

1040 

Test  Set,  Flame  Thrower  •  Riot  Control  Agent  Disperser,  Hydrostatic  > 

Volumetric,  6000  PSI,  MS 

MILT-5I289B 

EA 

22  Moy 

85 

EA 

1 

104j 

Test  Set,  D.c.  Power  Supply,  Mark  366  Mod  1  Validated  Apr  82 . . 

MIL-T-23080  (6) 

OS 

20  F.b 

70 

OS 

1. 

1045 

Torpedo  Tube,  Surface  Vessel,  Mork  32  Mods  5  And  7  (For  Torpedoes  Mork 

44  Mod  t  And  Mork  46  Mod  1  VoUuated  Jun  8) 

MIL-T.82570A 

OS 

06  Jon 

75 

OS 

L 

1045 

Torpedo  Tube,  Surfoce  Vessel,  Mark  32  Mod  9  (For  Torpedoes  Mk  44  Mod  1 

And  Mk  46  Med  1)  Validated  Jun  81 

MII-T-82571A 

OS 

31  Jan 

75 

OS 

L 

1045 

TerpWo  Tub.,  Surface  Vessel,  Mork  32  Mod  14  . . . 

MIL-T<2726 

OS 

16:Jon 

84 

OS 

L 

1055 

Adapter,  louncher,  Aircroft,  A0U-299/E  Valldat*d  Jul  83  flEV-GS  _ _ 

MIL-A-81724 

AS 

02  Apr 

69 

AS 

1 

1055 

Adopter,  launcher,  Aircroft,  A0U-299A/A  REV-GS  . 

Mll-A'81918  (2) 

AS 

22  S^ 

83 

AS 

L 

1055 

Ejector,  Retro,  Pneumolic,  Marine  Morker  A/A47U*1(*)  Validated  Oec  82 

REV-GS 

MIL-E-71040  (2) 

AS 

01  Jun 

66 

AS 

L 

1055 

Generotor  Set,  Gosoline  Engine,  M2S,  (With  Spore  Ports).  Validated  Apr  85 .... 

MIIG-45512A 

AR 

07  Dk 

61 

AR 

1 

1055 

Heating  And  Tie-down  Unit,  Truck  Mounted  762  Mm  Rocket,  M76A1  Validated 
Apr  85 

MIL-H-45520  (3) 
NOTICE  1 

AR 

08  Dec 

64 

AR 

L 

1055 

Insulation,  Synthetic,  Rubber-like,  Chemicolly  Expanded,  Cellulor  (Sheet  Form) 
Validated  Feb  84  REV-ME 

MII-I-16562A  (1) 

os 

14  Jon 

77 

OS 

1 

1055 

louncher.  Guided  Missile  Aero  SA-1  And  Aero  SB-1  Validated  Aup  85  . . 

MIU-81437  (1) 

AS 

19  S.p 

72 

AS 

L 

1055 

Louncher,  Guided  Missile,  LAU-7  Series  REV-84  . . . . 

MIL-1-32620D  (3) 

AS 

31  Aug 

84 

AS  99 

L 

1055 

louncher.  Mine  Clearence,  Mark  1SS . . . . . . 

MIL-l-294008 

MC 

26  Jul 

84 

MC 

L 

1055 

louncher.  Rocket,  Airborne,  lou  61  A/o  Validated  Jul  84 . . . 

MIL  l-81795  (1) 

AS 

09  Mor 

71 

AS 

L 

1055 

Louncher,  Rocket,  66MM,  Four  Tube,  M202  Validated  Jul  82  REV-EA  . . 

MIL  I-51343A  (2) 

Ml 

27  Nov 

73 

Ml 

1 

1055 

louncher.  Rocket,  LAU-61C/A  Thermal  Protected  And  LAU-6CD/A  Thermo) 
Protected 

MILl-85590 

AS 

08  Apr 

85 

AS 

L 

1055 

Louncher,  Rocket  LAU-10/A  (Inoctive)  Validated  Apr  83 . . . . 

MIL-l-21910  (1) 

AS 

15  Oct 

63 

AS 

L 

1055 

U.'mcher,  Torget,  LAU-24/A  For  Use  With  AQM-37A  Missile  Target  Validated 

Sep  85 

MIL-l'SI520 

AS 

03  Mor 

67 

AS 

1 

1055 

Launchers,  Rocket  LAU-10C/A  And  LAU-100/A  Validated  May  81. . . . 

MIL.l-81979 

AS 

15  Aug 

74 

AS 

L 

1055 

Lounching  Group  Mork  16  Mod  4  Validated  Apr  82... . . . . 

MII  I-23956A  (2) 

6s 

10  Jul 

75 

OS 

L 

1055 

Lightweight  Sandwich  Constructed  Panel  (ASROC)  Launcher  MK  112  Validated 
Oct  82 

Mlll-81293 

os 

16  Jun 

65 

OS 

1055 

Mine  Cieorence  System  Kit  (MCSK)  For  Loading  Vehicle  T'oeked  Personnel, 

Model  7201  (LVTP7A1) 

Mll-M-29399 

MC 

16  Mor 

82 

AR 

OS  99 

L 

1055 

Mount,  Gun,  Lounching  Systems,  Rocket  And  Guided  Missile,  Projectors, 

Generol  Specificotion  Validated  Jun  85 

Mll-M-19556 

OS 

17  Jul 

56 

OS 

L 

1055 

Power  Drive,  Troln,  Mk  61  Mod  2  Power  Drive,  Elevotion,  Mk  62  Mod  2 

Chossis,  Amplifier,  Ld  272613  Validoted  Feb  84 

MIL-P-23957A 

OS 

18  Sep 

69 

OS 

L 

1055 

Receiver  Assembly,  Nitrogen,  For  LAU-7  Series  launchers . . . . . 

MII-R-81202D 

AS 

03  Feb 

81 

AS 

1 

1055 

Slfng  Assembl/d  Heud  ItuDdling,  762MM,  Rocket  XM6.  Validated  Apr  85 

REV-MI 

MIL-S-i4268A 

AR 

13  Aug 

71 

AR 

L 

10W 

Vdve,  Chorging . . . . . . . . . 

MII-V-85033A 

AS 

03  Feb 

81 

AS 

1 

1055 

Volve,  Control  REV-MI, . . . . . . . . . . 

MII-V.23254C  (1) 

AS 

1/  Moy  87 

AS 

L 

1075 

Acoustic  Devices,  Minesweeping,  A  Mork  4(V)  Mod  1  And  Mork  4(V)  NM ........ 

MII-A-19083C 

SH 

2t 

87 

SH 

1 

1075 

Coble  And  Coble  Assemblies,  Speciol  Purpose,  Electricol,  Magnetic 

Minesweeping  (Quod  Coble)  Valideted  Apr  8^ 

MIL-C-I7694G 

SH 

01 

72 

SH 

L 

1075 

Coble  Assemblies,  Mognetic  Minesweeping,  Type  C12B  Validated  Apr  81  .......... 

Mll-C-24524 

SH 

18  Sep 

75 

SH 

1. 

1075 

Coble  Assemblies,  Non-mugnetic  (Ordnonce)  Validated  Apr  85 . . . 

MIL-C-2I402A 

os 

10  Jon 

67 

OS 

L 

1075 

Coble  Assembly,  Magnetic  Sweep  Mork  17  Mod  1  Validated  Mar  82  . .............. 

Mll-C-81953 

AS 

24  Oct 

73 

AS 

1 

1075 

Connection  Box,  15  Feet  Submersible,  For  Degaussing  Cobles  (Noval  Shipboord 
Use)  Generol  Specificotion  For  Validated  Apr  81 

MIL-C.24404 

SUPP  1 

SH 

01  Sep 

71 

SH 

1 

1075 

Connection  Box,  15  Feet  Submersible,  For  Degoussing  Cables  (Symbol  Numbers 
477.1  And  477.2)  Validated  Apr  81 

MIL-C-24404/1 

SH 

01  Sep 

71 

SH 

84 
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1 

1075 

Conntction  Box,  \S  Fttt  Submtriiblo,  For  Degouiiing  G'***te$  (Symbol  Numbsrs 

MIL-C-24404/2 

SH 

01  Sep 

71 

SH 

L 

1073 

478.2,  478.3,  478.4)  Volidattd  Apr  B1 

Conntction  Box,  15  Fttt  Submtrsibit,  For  Otgouiiing  Cobiti  (Symbol  Numbers 

MIL-C-24404/3 

SH 

01  Sep 

71 

SH 

L 

1075 

479.1  And  479.2)  Vnlldattd  Apr  81 

Connection  Box,  15  Feet  Submersible,  For  Degousting  Coblei  (Symbol  Numbers 

MII-C-24404/4 

SH 

01  S.p 

71 

SH 

L 

1075 

480.3,  480.4,  480.5,  480.6,  480.7)  VoUdatn' Apr  81 

Control  Equipment,  Automotic  Oegouiting,  Earth  S  Mognetie  Field  Detecting, 

MIL-C-22437E 

SH 

27  Jan 

88 

SH 

L 

1075 

Type  Ems  Autodeg,  For  Minetweepert  REV*MI 

Control  Equipment  Automotic  Degouiiing  (Auto  Deg),  Type  SSM . 

NOTICE  1 
MIL-C-23952B  (2) 

SH 

28  Jul 

81 

SH 

1 

1075 

Control,  Degouiiing  Compoii  Compersoting,  Type  A«1  . . . . . . 

MII-C-21640B 

SH 

08  Jul 

88 

SH 

L 

1075 

Controller,  Motor,  Direct  Current,  Nonmagnetic,  Watertight  Mork  6(B),  Mod  2 

MIL-C-24367 

SH 

27  Jon 

88 

SH 

1 

1075 

(Mineiweeping)  (Inoctive  For  New  Deiign) 

Fitting,  Marine,  Mineiweeping,  Nonmognetic  . . . . . . 

MII-F.17280D 

SH 

13  Oct 

87 

SH 

L 

1075 

Generotor  Set,  Goi  Turbine,  Mognetie  Mineiweeping,  1750  Kw  VoUdattd  Jol 

MIL-G-24464A 

SH 

20  Jon 

78 

SH 

L 

1075 

83 

Hole  Aiiemblies,  Hydraulic,  Nonmagnetic,  For  Minesweeping  Tensiometers 

NOTICE  (SH) 
MIL-H.24239  (2) 

SH 

22  Moy 

67 

SH 

L 

*1075 

VoKdattd  Apr  8 1 

Wire  Rope  And  Wire  Rope  Atiemblies;  Single  Leg*corroiion  Relisting  Steel, 

MIL-W.18242B 

SH 

13  Oct 

87 

SH 

1080 

Mineiweeping  REV*IS 

Camoufioge  Kit,  Ground  tounched  Cruise  Missile  (GLCM)  System  RFV*64 . . 

MIL-C-53050 

ME 

05  Feb 

85 

ME 

99 

1 

1080 

Comoufloge  Screening  Syitemi,  Modular,  Lightweight,  Synthetic  Snow 

Mll-C-52933  (1) 

ME 

26  Jan 

81 

ME 

L 

1080 

Vo/idattd  May  82 

Comoufloge  Screening  Systems,  Modular,  lightweight.  Synthetic,  Woodlond, 

MII-C-53004A 

ME 

09  Aug 

85 

ME 

1 

1080 

Desert  8i  Snow 

Comcuflage  Screening  Support  Systems  . . . . . 

MII-C-52765D  (1) 

ME 

05  Aug 

87 

ME 

1080 

Netti.'.g,  Camoufioge,  Wire,  Steel,  Steel  Wool  Gornished  VoUdottd  Nav  82 

MIL-N-521358 

ME 

15  Aug 

78 

ME 

99 

L 

1090 

USER-MC 

Brush  And  Stoff,  Cannon  Bore  Volidattd  Mar  87 . . . 

MIL-8-13B89C 

AR 

07  Mor 

87 

AR 

1 

1090 

Controller,  Weapons*gun  Speed  And  Louncher  Broke,  Ih  Volidoftd  Jon  82  . . 

NOTICE  1 
Mll-C-45956  (2) 

AR 

11  Jun 

76 

AR 

L 

1090 

Copper  Pressure  Cylinders  And  Copper  Pressure  Spheres,  Connon  (Mojor  And 

Mll-C-20109  (1) 

TE 

06  Moy 

52 

TE 

L 

1090 

Medium),  Connon  (Minor),  Smoll  Arms,  And  Pistol  And  Revolver.  Volidattd 

Jan  81  REV.AV  AR 

Drum,  Ammunition,  Rotory,  7.62MM  Volidattd  Jan  82........ . . . 

MIL.D-45929  (2) 

AR 

11  Jun 

76 

AR 

1 

1090 

Electronic  Components  Assembly  (11691622)  Volidattd  Jon  83 . 

MIL-E-45962  (1) 

AR 

11  Jon 

77 

AR 

1 

1090 

Sighting  Station  Volidattd  Jon  82 . . . . . 

Mll-S-459''7  (2) 

AR 

11  Jun 

76 

AR 

1 

1093 

Actuator,  Electromechonicol,  lineor . . . . . . . 

Mll-A-85b02 

AS 

10  Oct 

86 

AS 

1 

1095 

Actuator,  Electromechonicol,  lineor . . . . . . . . . 

Ma-A-85072A 

AS 

01  Moy 

87 

AS 

1 

1095 

Actuator,  lineor,  Electromechonicol  VolidaK*d  Mar  83 . . . 

Mll-A-85046 

AS 

07  .ep 

76 

AS 

1095 

Ado  *er,  Bomb  Rock,  30  Inch,  Aero  1A  Volidattd  Mar  87 . . . . 

MIL-A-50348 

AS 

02  Met 

87 

AV  AS 

18 

1 

1095 

Bomb  Rock  And  Rocket  louncher,  Combinotion,  Aero  15  Series  Volidattd  Apr 

83 

Bomb  Rock  Unit  (Bru),  Aircraft,  Generol  Design  Criterio  For . . . . . . 

NOTICE  1 
MII-8-19906A  (1) 

AS 

15  Oct 

68 

AS 

1095 

Mll-STD-2088 

AS 

20  Feb 

81 

AV  AS 

18 

1 

1093 

Circuit  Cord  Assembly.  9290227  (Input  Buffer  ,o,)  . 

MIL-C-43371/1B 

AR 

31  Jul 

84 

AR 

1 

1095 

Circuit  Cord  Assembly,  9290618  (Input  Buffer  (B))  . . 

MII.C-63371/2A 

AR 

05  Feb 

87 

AR 

1 

1095 

Circuit  Cord  Assembly,  9291224  (Operoto'  Control  Box  Interfoce) . 

NOTICE  1 
MII-C-63371/3B  (1) 

AR 

29  Oct 

84 

AR 

1 

1095 

Circuit  Cord  Assembly,  9290623  (Operator  Control  Pone!  Interfoce) . . . 

MIL-C.63371/4B 

AR 

31  Jul 

84 

AR 

1 

1095 

Circuit  Cord  Assembly,  9290647  (Magazine  logic  ,o„  left.  Right . . . 

M11-C-63371/5B 

AR 

31  Jul 

84 

AR 

1 

1095 

Circuit  Cord  Assembly,  9290651  (Mogotine  logic  (B),  left,  F.ight)..... . . . 

MII-C-63371/6A  (1) 

AR 

29  Oct 

84 

AR 

L 

1093 

Circuit  Cord  Assemblies,  Mine  Dispenser,  M128,  Generol  SpecHicotion  For . 

Ma-C-«3371B  (1) 

AR 

04  Apr 

86 

AR 

1 

1095 

Circuit  Cord  Assembly,  9290656  (Servo  logic,  left,  Right) . . . . 

MII-C-63371/8B 

AR 

31  Jul 

84 

AR 

1 

1095 

Circuit  Card  Assembly,  9290661  (Bile  ,o,)  Volidattd  Ftb  87* . 

MII-C-63371/9A 

AR 

05  Feb 

87 

AR 

1 

1095 

Circuit  Cord  Assembly,  9290665  (Bite  .b,)  Volidattd  Ftb  87. .  . . 

NOTICE  1 
MIL-C-63371/10A 

AR 

05  Feb 

87 

AR 

L 

1095 

Circuit  Cord  Assembly,  9290793  (Bite  (C)) . . . . . . . . . 

NOTICE  1 
Mll.C-63371/llB 

AR 

31  Jul 

84 

AR 

L 

1095 

Circuit  Card  Assembly,  9290669  (Bite  ,d,).. . . . . . . 

MII.C-63371/12B 

AR 

31  Jul 

84 

AR 

L 

1095 

Circuit  Cord  Assembly,  9291348  Volidattd  Ftb  87  . . . . . 

MIL-C-63371/13 

AR 

05  Feb 

87 

AR 

L 

1095 

Connector  Assemblies  For  Bomb  Rock  Electric  Fuzing  Provisions  Volidattd  Avg 

82 

Conlrol*monItor  Set,  Guided  Weapon,  A*N/*AWW<'12,  . . . . . 

Controhmonitor  Set,  Guided  Weopon,  AN/AWW.70,  Generol  Specificotion 

For 

Cover,  Protective,  Mine  Dispenser  REV*AR . . . . . . . . 

NOTICE  1 
MII-C-81842A 

AS 

01  Sep 

76 

AS 

1 

1 

1095 

1093 

MII-C-85373A 

MIL-C-85392 

AS 

AS 

21  Nov 
08  Sep 

88 

87 

AS 

L 

1095 

MIL-C-44223 

Gl 

05  May 

86 

GL 

t 

1095 

Dispenser  Assembly  . . . . . . . . . . . . . . . 

Mll-D-i3123B 

AR 

14  Jon 

85 

AR 

L 

1095 

Dispenser,  Bomb  And  Rocket,  SUU*20B/A,  Troining  Type  And  Gun  Assembly, 

MII.D-38636A  (2) 

84 

09  Oec 

B6 

99 

1 

1095 

Bomb  Ejector,  SUU-20B/A 

Dispenser,  Generol  Purpose,  Aircroft,  M130  . . . . . . . 

MII-D-63122B 

AR 

14  Jan 

85 

AR 

1 

1095 

Dispenser,  Generol  Purpose,  Aircroft,  M130  Repair  Ports  For . . . . 

MIL-D  C.3199A 

AR 

30  Sep 

85 

AR 

L 

1095 

Dispenser,  Mine,  Ground  Vehicle,  M128 . . . . . . . 

Ma-D-63303e 

AR 

07  Apr 

88 

AR 

1 

1095 

Dispenser,  Mine,  Anti  Tonk  Volidattd  Oct  81 . . . . . . . 

MIL-D-52784 

ME 

20  Feb 

74 

ME 

L 

1095 

Electronics  Module  Assembly . . . . . . . 

Mll'E-631248 

AR 

l4-Jon 

85 

AR 

1095 

Holster,  Hip,  Pistol,  Semi*outomotic,  9MM  . . . . . . . . . . 

A-A-50748  (1) 

84 

06  Moy  88 

AR  OS 

99 

L 

1>.?5 

Hooks,  Bomb  Rock,  Generol  Specificotion  For.... . . . . . . . . 

MH,-H-85042A 

AS 

11  Feb 

83 

AS 

L 

}Q93 

Instollotion  Fixture  Kit,  Rolle*,  Mine  Cleo^ng:  Track*width,  Tank*mounted  REV*99 

MIL-1.52997  (2) 

ME 

03  Jun 

85 

ME 

L 

1095 

(nstollotion  Of  Droppoble  Stores  And  Associoted  Releose  Systems  REV.AV  ........ 

MIL-I-8671D 

AS 

29  Jul 

87 

AS 

1 

1095 

Knife,  Combat,  Wilt*  Sheoth . . . . 

MIL-K-20277f 

MC 

07  Jul 

82 

MC 

L 

1095 

Mounting  Kit  Roller,  Mine  Cieoring,  frock  Width,  Tonk  Mounted  REV.AT............ 

MIL.M.S3008  (2) 

ME 

*7  Oct 

85 

ME 

L 

1095 

P.c.  Boord,  9290652  (lood  And  Unlood  left  And  Right).,........ . . . . 

MII.9.63371/7A 

AR 

02  Apr 

81 

AR 

85 
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1095 

Pislo)«  Pyrotechnic^  AN*M8  And  Mount,  Ml  Validated  Jurt  88  . . 

MIL.P-1299B 

NOTICE  1 

AR 

17  Jun 

88 

AR  OS 

99 

1095 

Pouch,  Ammunition  Mogoxine,  9MM . . . . . . 

A.A-50747  (1) 

84 

06  Moy 

88 

AR  OS 

99 

L 

*1095 

Projector,  Pyrotechnic,  Hond,  M9  Validated  Jun  88  USER'MC  REV*99 . 

MIL.P-20102A 
NOTICE  1 

AR 

17  Jun 

88 

AR 

1 

1095 

Rock,  Bomb  Ejector,  Aircroft,  Aero  27A  . . . . . . . 

MII-R-S5325  (1) 

AS 

19  Aug 

80 

AS 

Q  L 

1095 

Rock,  Bomb  Ejector,  Aircraft  MAU&12B/A  Validated  Mar  84 . . 

MILR-38953C  <1) 

84 

08  Ocl 

76 

99 

L 

1095 

Rock,  Bomb  Ejeclor,  AIrcrcfl,  BRU-20,  BRU-21,  BRU-22,  BRU-23,  BRU-24  And 

MIL-R.85320  (1) 

AS 

19  Aug 

80 

AS 

BRU-25  S.ries 

L 

1095 

Rock,  Bomb  Ejector,  Aircraft,  Aero  7A  And  Aero  7B  Series . . . 

MII-R-22622A 

AS 

25  Apr 

80 

AS 

L 

1095 

Rock,  Bomb  Ejector,  Aircroft,  BRU*10,  6RU-11,  And  BRU*19  Secies  . . 

MIL-R-81939B  (1) 

AS 

06  Fob 

84 

AS 

O  1 

1095 

Rock,  Bomb  Ejector,  Aircraft  MAU'SO/A  Validated  Mar  84 . . . . . 

MII.R-38954C  (2) 

84 

19  Oel 

76 

99 

1 

1095 

Rock,  Bomb  Ejector,  Aircroft,  Aero  20A  And  Aero  20B  Series . . . 

MIL-R-22523A  (1) 

AS 

15  Sep 

80 

AS 

0  1 

1095 

Rock,  Bomb  Ejector,  Aircroft  MAU*40/A  Validated  Mar  84 . . . 

MIL.R-3e957C  (2) 

84 

19  Ocl 

76 

99 

L 

1095 

Rock,  Bomb  Ejector,  Aircroft  BRU*4/A . . . . . . . . 

MII-R-38980A 

IS 

25  Mor 

70 

18 

1 

1095 

Rock,  Bomb.  Aero  65A  Series  Validated  Apr  83 . . . . . . 

MIL-R-19445A 

AS 

1  Sep 

59 

AS 

L 

1095 

Rock,  Bomb,  Aircraft,  Type  MABi4A . . . . . . . 

MiL-R-9409B  (2) 

84 

11  Mor 

82 

99 

L 

1095 

Rock,  Bomb,  Aircroft,  BRU>12/A  . . . . 

MIL-R-81839  (1) 

AS 

21  D.C 

83 

AS 

L 

1095 

Rock,  Bomb,  Aircraft,  8RU-14  And  BRUOS  Series  Validated  Apr  83 . 

MII-R-81965A  (1) 

AS 

01  Nov 

76 

AS 

1 

1095 

Rock,  Bomb,  Multiple  Proctise  A/o  378*3  Validated  Jul  54....... . 

MIL-R-238IS 

AS 

15  Aug 

64 

AS 

L 

1095 

Rock,  Bomb,  Multiple  Ejector,  A/A37B‘6  Series  And  Triple  Ejector,  A/A37B*5 

Mll-R-85323  (1) 

AS 

20  Aug 

80 

AS 

Series 

L 

1095 

Rock.  Storage  MK19  {XM15 . 

MIL-R-70553 

AR 

14  Jon 

86 

AR 

L 

1095 

hack,  Storoge  Smoll  Sow  (M13) . . . . . . 

Mll-R-70502  (2) 

AR 

01  Jul 

88 

AR 

1095 

Roc*',  Storoge,  Smoll  Arms  Volido*ed  Jan  83  USER*ME  OS . . 

MIL-R-3211G 

AR 

16F.b 

77 

AR 

99 

L 

1095 

Rock,  Storoge,  Small  Arms:  M14 . . . . . . . . 

MllR-48528 

AR 

02  Ocl 

87 

AR 

1 

1095 

Releose,  Bomb  ShowHe,  Aero  7A,  Series  And  Release,  3omb  Rock  Aero  7B 

MIL-R-22618  (1) 

AS 

15  Aug 

63 

AS 

Series  Validated  Apr  83 

L 

1095 

Retrofit  Kit,  Roller,  Cleoring,  Track  Width,  Tonk  Mounted  REV*AT . . 

Mll  R-53002  (2) 

ME 

04  Jun 

85 

ME 

L 

1095 

Rock,  Bomb,  Aircroft,  Electric,  Type  MB&SA . . . . . 

Mll-R-250e5C  (3) 

84 

19  Mor 

82 

99 

L 

1095 

Rotter  Kit,  Roller,  Mine  Clearing,  frock  Width,  Tonk  Mounted  R£V<AT . 

/.Ul.R.53007  (2) 

ME 

17  Ocl 

85 

ME 

1095 

Shockle,  Bomb,  Mark  8  Mod  2,  Mork  6,  Mod  3,MARK  6,  Mod  4  (Incclive) 

MIL-S-7804  (1) 

AS 

10  Ocl 

70 

AR  AS 

Validated  Aug  84 

NOTICE  1 

L 

1095 

Shockle,  Bomb,  Mork  8  Mod  5  Validated  May  80 . . . . 

Mll-S-23895  (1) 

AS 

15  Dec 

65 

AS 

IIGP 

Bomb,  Proctice,  Generol  Specificotion  For  Validated  Feb  80  REV.79  . . 

MIL  B-27000A 
NOTICE  1 

15 

12  Feb 

86 

OS 

15 

L 

1105 

Bomb,  loading  Practice  B0U-32/E  VaUdoltd  Jan  33  REV-15 . 

MIL-B-38951A 
NOTICE  1 

79 

26  Jon 

88 

79 

1 

1105 

Bomb,  Looding  Proctice  BDU*9/E  Validated  Jan  89  REV*15  . . . 

MII-B-27035A 
NOTICE  1 

79 

23  Jon 

89 

79 

1 

1105 

Bomb,  loading  Proctice  BDU*6/E  And  B0U*3S/E  Validated  Jan  59  REV-15 . 

MII-B-25820B 
NOTICE  1 

79 

23  Jon 

89 

79 

L 

1105 

Bomb,  loading  Proclic.  BDLM5/E  And  BDU-16/E  Volidaltd  Jon  «9  REV-15 _ 

MIL-B.27049 

NOTICE  1 

79 

23  Jon 

89 

79 

L 

1105 

Bomb,  Practice  BDU-38/B  Valldoltd  Jon  33  REV-15 . 

Mll-B-38977  (2) 

79 

13  Nov 

78 

79 

L 

1105 

Bomb,  Proclic.  BOU-12/B  Validated  Mor  36  REV-15  . 

MII-B-27044C 
NOTICE  1 

79 

23  Feb 

68 

79 

1 

1105 

Bomb,  Practice,  Profile  BDU&8*B  REV  15  . . . 

MIL-B-25845B  (1) 
NOTICE  1 

79 

26  Jon 

88 

79 

L 

1105 

Dispense.,  Bomb,  Type  SUU*21/A  Validated  Jan  89  REV-15  . 

MIL-D  83753 

NOTICE  1 

79 

23  Jon 

89 

79 

L 

1110 

Bose  Plug,  Training,  Metol  Ports  Validated  Apr  87  . . . . . . . 

MII-B-48778A 
NOTICE  1 

AR 

06  Apr 

87 

AR 

L 

1110 

Body  Section,  Training,  Atomic  Projectile,  Front  Validated  Mar  55 . . 

Mll-B-50892 

AR 

04  Dec 

72 

AR 

1 

1110 

Body,  Ogive  Matched  Machined  Assembly  For  XM454  Projectile  Validated  Mar 

84 

MII-B-U984A 

AR 

06  Jun 

78 

AR 

1 

1110 

MtL'B-48201 

AR 

10  Mor 

86 

AR 

NOTICE  1 

L 

1110 

Breechblock'fuze  AssemUy,  Atomic  Weopon,  Training  Validated  Mar  86 . . . 

Mll-B-48220 

NOTICE  1 

AR 

10  Mor 

86 

AR 

1 

1110 

C  Ring,  Metol  M753  8  Inch  Projectile  . . . . . . . . . 

Mll-C-63185 

NOTICE  1 

AR 

07  Apr 

88 

AR 

L 

1110 

Chorge,  Propelling,  M80,  For  8  Inch,  M2,  Howitzer  Validated  Apr  87  . . 

MIL-C-14700A  (2) 
NOTICE  1 

AR 

06  Apr 

87 

AR 

L 

1110 

MIL*C*480i8 

AR 

10  Mor 

86 

AR 

NOTICE  1 

L 

1110 

Mll*C'48019 

AR 

10  Mor 

86 

AR 

NOTICE  1 

L 

1110 

Ooshpot  Assembly  Atomic  Weopon  Validated  Mar  86  . . . 

MIL  O-48016  (1) 
NOTICE  1 

AR 

10  Mor 

86 

AR 

1 

1110 

Oeloy  Assembly  M753  8  Inch  ?ra\e<}\\e~  Validated  Apr  88 . . 

MIID43180 
NOTICE  1 

AR 

07  Apr 

88 

AR 

L 

1110 

Oise,  Cose  Support,  Troining . . . . . . . . . . . . 

MIL-D-50835  (1) 
NOTICE  1 

AR 

06  Apr 

87 

AR 

1 

1110 

DIk,  Solid,  Pfoln  And  Disc,  Solid,  Pfoln,  Troining  Validated  Jen  83  .................... 

Mll-D-50837 

AR 

04  Dk 

70 

AR 

L 

1110 

Forging,  Motor  Body  M753  8  Inch  Projectile  Validated  Apr  88..... . . . . 

MILF-43173 

NOTICE  1 

AR 

07  Apr 

88 

AR 

L 

1110 

MlL-G-48204 

AR 

10  Mor 

86 

AR 

L 

1110 

Igniter  Assembly,  looding  Validated  Mor  86.. . . . . . . 

MIL-l-48200 

NOTICE  1 

AR 

10  Mor 

86 

AR 

L 

1110 

Igniter  Tube  Assembly  Validated  Mar  5d.......,........,....,........................,..............« 

MIL-l-48199 

NOTICE  1 

AR 

10  Mor 

86 

AR 

1 

1110 

Insulotor,  Bulkheod  M753  8  Inch  Projectile  . . . . . . 

MIL-l-63163 

AR 

25  Jun 

82 

AR 

FSC  LISTING 


DOCUMENT 


FSC 

TITLE 

NUMBER 

PREP 

DATE 

CUSTODIAN 

1 

mo 

Kit,  Conversion  H4277/H4272  Extractor  Tool  M753  Projectile . . . . . 

MIL-K-6318S  (I) 

AR 

27  Moy 

86 

AR 

L 

mo 

Motor  8ody  M753  8  Inch  Projectile . . . . . . . 

MIL-M-63I60 

AR 

25  Jun 

82 

AR 

1 

mo 

Obturotor  M753  8  Incn  Projectile . . . . . . . . 

Mll-O.83170 

AR 

25  Jun 

82 

AR 

L 

mo 

Ogive  And  Ogive  (Alternative)  VoUdoted  Mor  86 . . . . . 

Mll-O-48202 

NOTICE  1 

AR 

10  Mor 

86 

AR 

L 

mo 

Pocking,  Preformed  Validated  Mar  8d.... . . . . . 

MIL-P-4eOI1 

NOTICE  1 

AR 

10  Mor 

86 

AR 

L 

mo 

Pinion  And  Bushing  Assembly  Validated  Apr  87 . . . . 

Mll-P-4e210 

NOTICE  1 

AR 

06  Apr 

87 

AR 

L 

1110 

Plug,  Bose,  Troining,  Atomic  Projectile  Validated  Apr  87  . . . . . . 

Mll-P-50834 

NOTICE  1 

AR 

06  Apr 

87 

AR 

L 

mo 

Plug,  Mochine  Threod  Validated  Mar  8S . . . 

MlL-P-50959 

AR 

03  Sep 

71 

AR 

L 

mo 

Projectile  Assembly,  Nucleor  8  Inch  Training,  M173  . . . . 

MIL'P-63188 

NOTICE  1 

AR 

07  Apr 

88 

AR 

L 

mo 

Projectile  Atomic  Explosive  8  Inch,  M422  Shipping  Assembly  Validated  Jon  81 .. 

MIL-P-50833  (1) 

AR 

22  S,p 

75 

AR 

L 

1110 

Projectile,  Troining,  8  lnch,-XM440  Shipping  Assembly  Validated  Mar  85............ 

MIL-P-S0890 

AR 

30  Aug 

71 

AR 

1 

mo 

Projectile,  Training,  8>INCH  M423,  Shipping  Assembly  Validated  Mor  86 . 

MIL-P  50227A  (1) 
NOTICE  1 

AR 

13  Mor 

86 

AR 

L 

mo 

Projectile,  155  Millimeter.  XM454,  With  Accessories  Ood  Components  Only. 

MIL-P-50286A 

AR 

06  Jun 

77 

AR 

Assembly  Of  Validated  Jan  83 

L 

mo 

Projectile,  155MM,  Training  M455  Shipping  Configuration........ . . . . 

MII-P-14743A  (I) 

AR 

16  Oct 

81 

AR 

L 

mo 

Propellant  Chorge,  Nucleo'  Component,  Troining  Validated  Mar  85 . . 

MIL-P-50838 

AR 

08  Stp 

71 

AR 

L 

1110 

Propellont  Groin  M753  8  Inch  Projectile  Validated  Apr  88 . . . . . 

MIL-P-83I59 

NOTICE  1 

AR 

07  Apr 

88 

AR 

1 

mo 

Ring,  Shear  Seal  M753  8  Inch  Projectile  Validated  Apr  88,.... . . . . . . 

MtL-R-83166 

NOTICE  1 

AR 

07  Apr 

88 

AR 

L 

mo 

Rocket  Motor  Buikheod  Assembly  M753  8  Inch  Projectile  Validated  Apr  88 . 

MIL-R-63161 

NOTICE  1 

AR 

07  Apr 

88 

AR 

1 

mo 

Spocer,  Short  Validated  Mor  85 . . . . . . 

MIL-S-509S6 

AR 

08  S.p 

71 

AR 

1 

1110 

Support,  Groin  M753  8-Inch  Projectile  Validated  Apr  88 . 

Mll-S-63164 

NOTICE  1 

AR 

07  Apr 

88 

AR 

1 

mo 

Window,  Observation  Validated  Mar  86 . . 

MIL-W-48302 
NOTICE  1 

AR 

10  Mor 

86 

AR 

L 

ms 

Coble  Assembly,  Special  Purpose  Electrlcol,  Training  5W1,  5W5,  5WGE1,  5W7, 

MIL.C-50952 

AR 

07  Jul 

77 

AR 

A  Leod,  Electricol  Troining  Validated  Jan  83 

1 

ms 

Cose  Assembly,  ,o.  Section  Validated  Apr  87 . 

MIL.C-48524 

NOTICE  1 

AR 

06  Apr 

87 

AR 

1 

ms 

Cose  Section,  Bollistic,  Center  Aft,  Sections,  C,  And  ,d,  Validated  Sep  88 . . 

MII-C-48S23 

NOTICE  1 

AR 

08  S.p 

88 

AR 

1 

ms 

Cose  Section,  Bolii*tic,  Reor,  Modified  Validated  Nov  88 . . . 

MII-C-83182A 
NOTICE  1 

AR 

s 

z 

o 

< 

88 

AR 

L 

ms 

Dummy  Worheod,  Bomb  M0U<9/E  REV-15 . . . . . . 

MtL-D37043A 
NOTICE  1 

79 

23  Jon 

89 

79 

L 

ms 

Dummy  Worheod,  Missile  MDU-8/A  RE^'>15 . . . . . . . . 

MII.D-2755P 

NOTICE  1 

79 

23  Jan 

89 

79 

1 

ms 

Fin  Assembly  Validated  Apr  87 . . . . . . 

MIL-F-14985A 
NOTICE  1 

AR 

06  Apr 

87 

AR 

L 

ms 

Plug,  Electrical  For  Locking  Devices  XM77,  XM85  And  XM85  Vohdated  Apr  87.. 

MiL-P-14990A 
NOTICE  1 

AR 

06  Apr 

87 

AR 

L 

ms 

Spin  System,  Atomic  Worheod  Section,  M30  Validated  Sep  88 . . . 

MIL-S-14767A 
NOTICE  1 

AR 

08  S,p 

88 

AR 

1 

ms 

Troiner,  Field  Artillery,  M735  Fuze  Nos  Sec  Tion,  Type  X . . . . . 

Ma.T-48707A 

AR 

14  Sep 

84 

AR 

L 

ms 

Worheod  Section  Assembly  Nike  Hercules  Trainer  M>74  Validated  Apr  87 . . 

Mll-W.48829 
NOTICE  1 

AR 

C5  Apr 

87 

AR 

L 

ms 

Worheod  Section  Subossembty,  Atomic,  MI5..... . . . . . . . . . 

MIL-W-63181  (4) 
NOTICE  1 

AR 

30  Jon 

87 

AR 

L 

ms 

Worheod  Section,  Training.  M74,  Pocking  And  Handling  Validated  Apr  87 . 

MtL-W'4e820 
NOTICE  1 

AR 

06  Apr 

87 

AR 

L 

ms 

Worheod  Section,  Atomic,  Troining.  M240  (Type  X)  Validated  Sep  88  . . . 

MIL-W.50232 
NOTICE  1 

AR 

08  Sep 

88 

AR 

L 

ms 

Worheod  Section,  Atomic,  Troining  Type  X,  XM213  Validated  Jan  83 . 

MIL-W-48892 

AR 

07  Jul 

77 

AR 

L 

n2S 

Coble  Assemblies  For  War  Reserve  Atomic  Demolition  Chorges,  Generr^ 

MIL-C-50288  (2) 

AR 

10  Mor 

86 

AR 

Specification  For  Validated  Mar  86 

SUPP  1 

L 

112S 

Module  Assembly  (Tronsfoimer)  Validated  Feb  82 . . . . . 

MIL-M-50276/13 

AR 

25  Sip 

69 

AR 

112S 

Printed  Wiring,  Flexible  And  Rigid  Flex  USER*A5  CG  MC  19  REV-AR  M!  AS 

MII-P-50884C  (1) 

85 

19  Auj 

88 

AR 

EC 

85 

os  11  16  99ES 

L 

112S 

Strop  Assembly  Validated  Mar  86 . . . . . 

MIL-S-48015 

NOTICE  1 

AR 

10  Mor 

86 

AR 

1 

■  i3j 

Accelerometer  Validated  Fth  S4  .....  . . . . . . . . . . 

MlL*A'S25i6  (2) 

CS 

23  Jun 

70 

OS 

L 

ms 

Actuotor,  Explosive  Loading,  Assembling  And  Pocking.. . . . 

Mll-A-48826 
NOTICE  1 

AR 

08  Apr 

87 

AR 

1 

ms 

Adapter,  Connector,  W5F'1  And  Coble  Assembly,  WdFEI  . . . . 

Mll-A-48822 

NOTICE  1 

AR 

06  Apr 

87 

AR 

L 

1135 

Adopter,  Connector,  W5F1  (Training)  &  Coble  Assembly,  Speciol  Purpose, 

MII-A-45877A 

AR 

18  Jul 

83 

AR 

Electricol,  W6FE1  (Troining) 

1 

113S 

Adoption  Kit,  Atomic  Worheod  To  Guided  Missile,  Training.  M245  (Type  W) 

MII-A-4S883 

AR 

08  Sep 

88 

AR 

Validated  Sep  88 

NOTICE  1 

L 

n3S 

Adoption  Kit,  Atomic  Worheod  To  Guided  Missile.  M238  Validated  Sep  88 ...... 

MIL-A-4853S  (I) 
NOTICE  1 

AR 

08  Sep 

38 

AR 

ms 

Adoption  Kit,  Atomic  Worheod  To  Guided  Missile,  Troining,  XM255  Validated 

Mll-A-48100 

AR 

07  Jul 

77 

AR 

Jan  S3 

L 

ms 

Adoption  Kit,  Atomic  Worheod  To  Guided  Missile.  M238E1  Validated  Feb  84.... 

MII.A-63179  (1) 

AR 

16  May 

78 

AR 

L 

1I3S 

Adoption  Kit,  Subossembly,  Atomic  Weopo  Validated  Jan  83  ............................ 

MIL-A-45899 

AR 

07  Jul 

77 

AR 

87 
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DATE 

CUSTODIAN 

1 

1133 

Adoption  Kit<  Wh,  Gm.  M75  With  Auxillorits  Package  3  Of  4  Validaltd  Apr 

87 

MIL-A-43873 

NOIICE  1 

AR 

06  Apr 

87 

AR 

L 

1133 

Adaption  K!t«  Wh^  Gm,  M75  With  Auxitlorlei  Pockoges  1,  2,  And  4  Of  4 

Validated  Apr  87 

MIL-A-48841 

NOTICE  1 

AR 

08  Apr 

87 

AR 

t 

1133 

Ampiifitr,  Trigger  Pulie.  M4E1  Validated  Mar  86 . . . . . . 

MIL-A-48316 

NOTICE  1 

AR 

07  Mor 

86 

AR 

L 

1133 

Arm  Sole  Device,  Atomic  Weopon,  XM134E1  Validated  Jen  83... . . 

Mll.A.43897 

AR 

07  Jul 

77 

AR 

1 

1133 

Arm*safe  Device  Atomic  Weopon  M38  Assembly,  Pocking,  And  Morking 

Validated  Jon  61 

Mll-A-43872 

AR 

09  Jun 

73 

AR 

L 

1133 

Boroswitch  Assembly,  M5  Validated  Jan  81  . . . . . . 

MIL-B-48817 

AR 

09  Jun 

73 

AR 

t 

1133 

Boroswitch  Simulator  Assembly  Validated  Apr  87 . . . 

Mll-8-48834 

NOTICE  1 

AR 

08  Apr 

87 

AR 

1 

1133 

Battery,  Thermal,  XM97  Validated  Jan  63... . . . . . . . . . . 

MtL-B'48008 

AR 

07  Jul 

77 

AR 

1 

1133 

Block,  Breech,  Trolning,  For  Projectile  TRAINING, 88  Inch . . . 

MIL-8-48777A 
NOTICE  1 

AR 

08  Apr 

87 

AR 

L 

*1133 

Coble  Assemblies,  Generol  Specificotion  For  (O'dnance) . . . . . . 

MIL-C-214798 

os 

01  Mor 

83 

OS 

1 

1133 

Coble  Assemblies,  Speciol  Purpose,  5W6E1  And  SW7  Validated  Jan  83 . . 

Ma'C-48014 

AR 

07  Jul 

77 

AR 

1 

1133 

Coble  Assembly,  Speciol  Purpose,  Electrical:  WSF  And  W6FE1...... . . . 

MIL'C-48813A 

AR 

05  Apr 

83 

AR 

L 

1133 

Coble  Assembly,  Special  Purpose,  Electrlcol  fironched,  5W5  Validated  Jan  63 .... 

MIL-C-43893 

AR 

07  Jul 

77 

AR 

L 

1133 

Coble  Assembly,  Special  Purpose,  Electrlcol,  W47U  Through  WSSU  And  W65U 

And  W72U  Validated  Sep  88 

MIL-C-48321  (3) 
NOTICE  1 

AR 

09  Sep 

88 

AR 

1 

1133 

Coble  Assembly,  Speclo!  Purpose,  Electrical,  W56  &  Coble,  Trolning,  Speciol 
Purpose,  Electrlcol,  W56 

MIL-C-63931 

AR 

20  D.C 

83 

AR 

L 

1133 

Coble  Assembly,  Special  Purpose,  Electrical.  W30U  Through  W33U,  W36U, 

W38U,  W45U.  W46U,  W38U,  W70U,  W71U  And  W73U  Validated  Jan  83 

MIL-C-48326  (1) 

AR 

22  No. 

76 

AR 

L 

1133 

Coble,  For  M15  Worheod  Section  Subassembly  Validated  Feb  85 . . . 

MIL.C.30963A  (1) 

AR 

01  Aug 

79 

AR 

1 

1133 

Cohl..  Wl-F.  W2.F.  W3.F.  W,.F.  W7.F.  WS-F.  WH.F  &  W13.F  . 

Mil.C-30833 

NOTICE  1 

AR 

08  Apr 

87 

AR 

1 

1133 

Cop  (Trainer)  Validated  Mat  86  . . . . . . . . . 

Mll-C-48214 

NOTICE  1 

AR 

06  Mor 

86 

AR 

1 

1133 

Carrying  Cose,  Intermediate,  T4014A  Final  Assembly  Test  Set  Validated  Jon  81 

Mll-C-48823 

AR 

09  Jun 

75 

AR 

1 

1133 

Cartridge  Assembly  And  Instructor  S  Control  Ponel  Assembly  Nike  Hercules 

Trainer  M<74  Validated  Apr  87 

MIL-C-48832 

NOTICE  1 

AR 

08  Apr 

87 

AR 

L 

1133 

Cortridge  As'embly,  For  M74  Worheod  Section  Validated  Apr  87 . . . . . 

Mll-C-48814 

NOTICE  1 

AR 

06  Apr 

87 

AR 

1 

1133 

Controhmonitor  OCU‘77/A  Validated  May  80. . 

Mll.C-22630  (3) 

AS 

30  Nov 

66 

AS 

1 

1133 

Cover  Validated  Mar  86 . . . . . . . . 

Mll-C-48313 

NOTICE  1 

AR 

07  Mor 

86 

AR 

1 

1133 

Destructor,  Worheod,  Single  Point,  MI3,  M)3EI  And  Ml4,  Subosstmblies  Or 

Metol  Ports 

MI.-D'4882S 

NOTICE  1 

AR 

08  Apr 

87 

AR 

1 

1133 

Destructor,  Worheod,  Single  Point,  Trolning  Mtsei,  less  Soflng  And  Armmg 

Device  Validated  Apr  87 

MIL-D-43867 

NOTICE  1 

AR 

06  Apr 

87 

AR 

1 

1133 

Explosive  Block,  Airfrome  Seporotlon  Validated  Feb  84 . . . . . . 

Ma-E-82313  (2) 

OS 

28  Jul 

70 

OS 

1 

1133 

Explosive  Block,  Motor  Seporotlon  Validated  Feb  84  . . . . 

MIL-E-82314  ;2) 

OS 

04  Sep 

70 

OS 

L 

1133 

Fuie  Training,  M555  &  Test  Plug,  Trolning  Validated  Sep  88 . . . . . . 

MIL'F-l4761A  (2) 
NOTICE  1 

AR 

09  S.p 

88 

AR 

1 

1133 

Fuze,  Imped,  Atomic  Weopon,  Ml  139  Validated  Apr  87 . . . 

MIL'F-48306  (1) 
NOTICE  1 

AR 

06  Apr 

87 

AR 

1 

1133 

Fuze,  Impoct,  Atomic  Weopon,  Ml  131  Validated  Feb  85 . . . . . 

MIL-F-48003A  (1) 

AR 

16  Jon 

79 

AR 

L 

1133 

Fuze,  Impoct,  Atomic  Weopons,  T33E2  Validated  Feb  65 . 

MIL.F-30968A  (1) 

AR 

16  Jon 

79 

AK 

1 

1133 

Fuze,  Inerliol.  XM1 103E4  Validated  Mar  86  . . . . . . . . 

M1I..F-50279  (I) 
NOTICE  1 

AR 

07  Mor 

86 

AR 

L 

1133 

Fuze,  Mechonicol  Time,  M591,  Assembly  Validated  Mar  85  . . 

Mll.F.60890  (2) 

AR 

08  Nov 

72 

AR 

L 

1133 

Gyroswitch,  Rote,  M46  Validated  Sep  88...... . . . . 

.Mll-G-48329 

NOTICE  1 

AR 

09  Stp 

88 

AR 

1 

1133 

Interconnecting  Box,  XM53  Validated  Jan  83  . . . . . . . . 

MlL-l-50298 

AR 

07  Jul 

77 

AR 

L 

1133 

Key  Validated  Mar  8d. . . . . . . . . . 

Mil.|t.48196 

NOTICE  1 

AR 

06  Mor 

86 

AR 

L 

1133 

Nose  Section  Assembly  Nike  Hercules  Trainer  M74....... . . . . 

Mll*N*48831 

NOTICE  1 

AR 

08  Apr 

87 

AR 

1 

1133 

Option  Set  Key . . . . . . . . . . 

Mll-O-48101  (1) 

AR 

08  Feb 

82 

AR 

L 

1133 

Pockoges  1,  2,  &  3  Of  3  For  Adoption  Kit,  Atomic  Worheod  To  Guided 

Missile,  XM248  Validated  Jan  83 

Mll.p.30841 

AR 

07  Jul 

77 

AR 

1 

1133 

Plug,  Electrlcol,  Surfoce  To  Surface,  For  M73E1  Adoption  Kit  Validated  Apr  87 

Mll-P-48821 

NOTICE  1 

AR 

06  Apr 

87 

AR 

1 

1133 

Plugs,  Electrlcol,  Trolning,  For  M74  Worheod  Section  Validated  Apr  87... . . 

Mll.P-48819 

NOTICE  1 

AR 

10  Apr 

87 

AR 

L 

1133 

Po*.!/  Supply  «V»u(k  123  A'vd  0  Vu'idvfed  Feb  $4  .....  ...... 

Mil*r*o2Sio  (3) 

OS 

12  Nov 

71 

OS 

1 

1133 

Protector,  Stotic  Tube,  H4049A  Validated  Jan  81 . . . . . . 

Mll'P-43868 

AR 

09  Jun 

73 

AR 

1 

1133 

Stotic  Tube  •  Self  Aligning  M  <  74  Troiner  Validated  Apr  87 . . 

MIL-S-43879 

NOIICE  1 

AR 

06  Apr 

87 

AR 

1 

1133 

Support,  Adoption  Ki!  Components,  XM9  Validated  Jan  83 . . . 

Mll-S-30363 

AR 

07  Jul 

77 

AR 

1 

1133 

Switch  Assembly.  M167  Validated  Jan  81 . . . . . . . . 

Mll-S-48303 

AR 

30  Moy 

73 

AR 

1 

1133 

Switch,  Accelerotion,  Atomic  Weopon.  M54  Validated  Jen  82 . . . . . 

Mll-S-48332  <I) 

AR 

06Oel 

73 

AR 

1 

1133 

Switch,  Arm*s?fe  Mork  60  Mod  1  Validated  Feb  84  REV.Ml  . . . 

MIL-S-82320  (1) 

OS 

24  Jul 

70 

os 

1 

1133 

Switch,  Combined  Option  Selector,  M167E1  Validated  Jon  83 . . . . 

Mll-S-63173 

AR 

29  Nov 

76 

AR 

L 

1135 

Switch,  Electro  Explosive,  Instont  Deloy  Validated  Jan  83 . . . 

MlL.S-30967 

AR 

07  Jul 

77 

AR 

1 

1133 

Switch,  Hydrostatic  Mark  58  Mod  0  Validated  Jan  86  REV>Ml..,...................,..„. 

MIL-S-82317A 
NOIICE  1 

OS 

23  Jun 

86 

OS 

1 

1133 

Switch,  Sofely  Mork  61  Mod  1  Validated  Feb  84  REV-MI  . . . . . . 

MIL-S-82319  (1) 

OS 

24  Jul 

70 

OS 

L 

1133 

Switch,  Squib  Acluat.d.  M60,  61,  63,  64,  63,  66,  67,  68,  73  ValMhltd  M  84 

Mll-S-48303  (1) 

AR 

18  Jul 

78 

AR 

1 

1133 

Switching  Unit,  Sofing,  XM70  Validated  Jen  83 . . . . . 

Mll-S-48896 

AR 

07  Jul 

77 

AR 

86 
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L 

1135 

Test  Plygs,  Electrical^  For  XM75E1  Validated  Apr  87  . . . . . . . 

MIL-T-48540 

NOTICE  1 

AR 

06  Apr 

87 

AR 

L 

1135 

Test  Set,  Boroswitch,  T4016A  (T310),  Packoge  1  Of  2  Validated  Apr  87 . . . 

MIL-T.45880 

NOTICE  1 

AR 

06  Apr 

87 

AR 

1 

1135 

Timer,  Sequentiol.  M42  . . . . . . . . . . . . . . . 

MII-T.45886A 

AR 

25  May 

88 

1135 

Troining  Coble  Assembly  W5«F . . . . 

MIL-T.48825 

NOTICE  1 

AR 

08  Apr 

88 

AR 

L 

1135 

Training  Plug,  Flectricol,  For  M109E1  . . . . . .  . . . 

MIL-T-4S849 

NOTICE  1 

AR 

08  Apr 

87 

AR 

L 

1135 

Transformer  Assembly  Validated  Jan  83 . . . . . . . . . . . . 

MIL-T-45896 

AR 

07  Jul 

77 

AR 

1 

1135 

Tube,  Static,  Self*alig.ting.  M2  Validated  Jan  8)  . . . . . . 

MIL-T-48824 

AR 

09  Jon 

75 

AR 

L 

1135 

Wire  And  Cable,  Polyimide  Insuloted,  Electrical,  Nuclear  Weapons . 

MII-W-60904A 
NOTICE  1 

AR 

09  StD 

88 

AR 

L 

1135 

Wirirg  Harness,  Ptlay  Assembly,  Training,  For  M109E1  Validated  Apr  87 . 

MIL-W.48S43 
NOTICE  1 

AR 

08  Apr 

87 

AR 

1 

1135 

Wiring-Harness,  Relay  Assembly,  M75  Validated  Jan  df.. . . . 

MIL-W.4B816 

AR 

09  Jun 

75 

AR 

L 

1U5 

Charge,  Propellant,  XM72  For  155MM  Validated  Jan  83 . . . 

MIL-C-14756  (3) 

AR 

06  Jun 

77 

AR 

1 

11i5 

Chorge,  Propelling,  155MM.  XM197  loading,  Assembling  And  Pocking 

Validated  Mar  86 

MIL-C-48009  (1) 
NOTICE  1 

AR 

10  Mor 

86 

AR 

L 

1145 

Chorge,  Propelling  For  T*S123E1  Test  Shell  Validated  Feb  82.. . . . . 

MII-C-149B3 

AR 

19  Sep 

68 

AR 

1 

1145 

Propellont  Charge  Nuclear  Component  Validated  Mar  86 . . . . 

MIL-P-4B194 

NOTICE  1 

AR 

06  Mar 

86 

AR 

L 

1145 

Propellant  Mi  Type  II  (Master  lot)  For  Use  In  Chorge,  XM72 . . . 

Mtl-P-14768  (1) 
NOTICE  1 

AR 

08  Apr 

87 

AR 

L 

1145 

Propellent  M30  Type  f  For  Use  In  Charge,  XM72,  Zone  111  Validated  Feb  82 . 

MIL-P-14769 

AR 

01  Nev 

68 

AR 

L 

1190 

Adopl.r,  T,it  MX-3413/'GWM-4  Vdidaltd  Jon  39  XEV.15 . 

MII-A-27042A 
NOTICE  1 

79 

23  Jan 

89 

79 

1 

1190 

Adopt.r,  Te.t  TS&1371-GWM&4  Valldattd  Fob  87  REV.15 . 

Mll-A-27015 

NOTICE  1 

79 

02  Ftb 

87 

79 

L 

1190 

Adopf.f,  T.jl,  MX-9042/G  VaUdated  Jon  88  REV.15 . 

MIL-A-83763 

NOTICE  1 

79 

26  Jan 

88 

79 

L 

1190 

Adopter,  Warhead  Section,  H4251  Validated  Jen  83 . . . . . . . . 

MIL-A-50233 

AR 

07  Jo! 

77 

AR 

L 

1190 

Adopter,  Worheod  Section,  H4252A  Validated  Jan  83 . . . . . 

MIL-A-45698 

AR 

07  Jul 

77 

AR 

1 

1190 

Alignment  Device,  Cartridge  To  Atomic  Worheod,  H4166 . . . . . 

MIL-A.45870 

NOTICE  1 

AR 

08  Apr 

87 

AR 

1 

1190 

Boroswilch  Standords,  T>4167A  &  T'4168A  Validated  Apr  87  . . . . . . . 

MIL-B-60907A 
NOTICE  1 

AR 

10  Apr 

87 

AR 

1 

1190 

Coble  Assemblies  Special  Purpose  Electrical  Y*4177,  (No  Go),  T*4178,  (Go) 
Validated  Jan  88 

Mll.C.14755  (1) 
NOTICE  1 

AR 

06  Jun 

88 

AR 

1 

1190 

Cobl.  A»,mbl!.«,  Pow.r,  EI.elri.al,  WJ.H,  W3.H,  W4.H,  W6.H,  W7-H, 

W8-HA,  And  W20.H  Volldaltd  Jon  88 

Mll.C-45869  (1) 
NOTICE  1 

AR 

06  Jun 

66 

AR 

i 

1190 

Cobl.  A»«embll«»  V915.F,  W14.F,  W17-F  And  W18-f  VoUdottd  Apr  87 . 

MII.C-48539 

NOTICE  1 

AR 

10  Apr 

87 

AR 

1 

1190 

Coble  Asser.^bly,  Special  Weapon,  Eleclricol,  Generol  Requirements  For 

Validated  Feb  86  REV.79 

MIL-C-25200B 
NOTICE  1 

15 

12  F.b 

86 

15 

1 

1190 

Coble  Assembly,  T4016*4,  W14F  Validated  Apr  87 . . . . 

MIL-C-60908A 
NOTICE  1 

AR 

10  Apr 

87 

AR 

1 

1190 

Coble  Assembly,  Speciol  Purpose  Clcctricol,  T>4179A  Validated  Mar  85  . . 

MIL-C-60906A 

AR 

11  Aug 

72 

AR 

L 

1190 

Cose,  Transit,  For  Test  Set,  T4090  Validated  Feb  82 . . . 

MII.C-5022B 

AR 

11  Mor 

69 

AR 

L 

1190 

Circuit,  Boroswitch,  Goting  And  Monitoring,  T*2034  Validated  Apr  87 . 

MII-C-48833 

NOTICE  1 

AR 

10  Apr 

87 

AR 

t 

1190 

Clip'in  Subossembty  MHU'20-C  Validated  Feb  87  REV>15 . . . . 

Mll'C-25830A  (2) 
NOTICE  1 

79 

02  F,b 

87 

79 

L 

1190 

Cltp'In  Subassembly  PWU*6/C  Validated  Jan  85  REV-15  . . . . 

MII-C-38985A 

79 

03  Aug 

79 

79 

L 

1190 

CIrp'in  Subassembly  MHU‘29A/C  REV-15 . . . . . . 

Mll-C-27027  (3) 

79 

15  Ftb 

69 

79 

1 

1190 

Connector  Plug,  Thermal  Releasing  Validated  Feb  84  . . . . . 

MIL-C-45888  (3) 

AR 

16  May 

78 

AR 

L 

1190 

Coritrohmonitor  DCU'9'A  Validated  Mar  86  REV>15...... . . . . . . . 

Ma-C-27016A  (1) 
NOTICE  1 

79 

18  Sep 

62 

79 

1 

1190 

Controhmonitor  DCU-116/A  Validated  Jan  89  REV>15  . . . . . . 

MIL-C-38965 

NOTICE  1 

79 

23  Jon 

89 

79 

1 

1190 

Control-monitor  DCU*117'^A  Validated  Jan  89  REV-15.. . . . . . 

MIL-C.38966 

NOTICE  1 

79 

23  Jon 

89 

79 

L 

1190 

Control-monitor  DCU-121/A  Validated  Jan  59  REV-15 . . . . . . . 

Mil-C-38967 

NOTICE  1 

79 

23  Jon 

89 

79 

1 

1190 

Crodle,  Bomb  Hondling  MHUil9-E  REV.15 . 

MII-C-27001A 
NOTICE  1 

79 

26  Jan 

88 

79 

1 

1190 

Crodle,  Bomb  Handling  MHU-27A/E  Validated  Feb  5^  USER-MT  . . . 

MIL-C.27022A 
NOTICE  3 

79 

02  Feb 

87 

79 

1 

1190 

CronV  Assembly  Validated  Mar  86  . . . . . . . . . . 

MIL-C-4C203 

NOTICE  1 

AR 

07  Mar 

86 

AR 

1 

1190 

Destructor,  Worheod,  Single  Point,  XM13,  M13,  And  M14  less  M30A1  Sofing 
And  Arming  Device  Validated  Apr  87 

Mll-D-48835 

NOTICE  1 

AR 

10  Apr 

87 

AR 

1 

1190 

Fixture,  Doshpol  Inspection,  Assembly  Validated  Mar  86  . . . 

MII-F-4820S 

AR 

07  Mar 

86 

AR 

L 

1190 

Goge,  Depth,  Diol  Indicating,  T4191A  Goge,  Depth,  Diol  Indicating,  T4191A 
\5]07}  Validated  Mar  86 

MIL-G.50942 
NOTICE  1 

AR 

07  Mor 

86 

AR 

1 

1190 

Handling  Device,  Projectile,  H4220  And  H4224  (Training)  Validated  Mar  8d  ...... 

Mll-H.14705  (2) 

AR 

06  iun 

78 

AR 

L 

1190 

Hondling  Device,  Adoption  Kit,  H4235  Validated  Jan  83  . . . . . . . 

Mll-H.50235 

AR 

07  Jul 

77 

AR 

1 

1190 

Hook  (Modified)  Validated  Mar  86, . . . . . . . 

Mll'H-48215 

AR 

07  Mar 

86 

AR 

1 

1190 

fndicotor.  Remote,  Ml . . . . . . . . . . . . . 

MII-I.14770A 
NOTICE  1 

AR 

08  Apr 

87 

AR 

L 

1190 

Instructor  S  Control  Ponel  Assembly  Validated  Apr  87  . . . . . . . 

Mll-l-48612 

NOTICE  1 

AR 

10  Apr 

87 

AR 

1 

1190 

Jock  Xil,  Hydraulic,  Hand  KMU.128/E  REV.15 . 

MIL-J.27028A  (1) 

79 

06  Mor 

89 

79 

66 
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1 

1190 

Lonce  Hondling  Equipmtnt . . . . . . . . . 

MIL-l-45884 

NOTICE  1 

AR 

08  Apr 

87 

1 

1190 

latch  Aittmbly  (Modih'od)  VolidatiMi  Apr  67  . . . . . . . . 

MIL-L-48216 

NOTICE  1 

AR 

08  Apr 

87 

AR 

L 

1190 

Loodli^g  Dtvica.  Proctict  Bomb,  Typt  MDO  Voh’dattd  Jut  63  ftEV‘15 . . 

MIL-1-25243B 

79 

19  Sep 

58 

79 

L 

1190 

Meto',  Oirtct  Currant  For  Control^monilors  DCU016/A,  DCU*117/A,  And 

m:!--M-38968 

79 

23  Jon 

89 

79 

DCU-121/A  Valtdaltd  Jon  89  REV-MI  15 

NOTICE  1 

L 

1190 

Motor,  Strvo,  For  M5  Boroiwllch  Valldoted  Jon  61 . . . . . . . 

MIL-M-48836 

AR 

09  Jon 

75 

AR 

1 

1190 

Ports  &  Subosscmblits  For  Ttst  Vohicit,  PXR6007  VoHdaftd  Mar  86  . . 

MII-P-50905A  (2) 
NOTICE  1 

AR 

07  Mar 

86 

AR 

L 

1190 

Prttt,  Raoitombly,  Waopons  Trointr  A/E27K*1  And  Associated  Adopters 

MIL-P-38976 

79 

13  D.C 

67 

79 

Volldotad  Mar  86  REV'15 

NOTICE  1 

1 

1190 

Projectile,  155MM.  Velocity  Test,  T5119  Volldatad  Mar  86  . . . . . . 

MIL-P-50290  (2) 
NOTICE  1 

AR 

07  Mor 

86 

AR 

L 

1190 

Receiver,  Control,  Subossembty  Validattd  Jan  83 . . . . . 

MIL  R-50283  (1) 

AR 

29  Jon 

71 

AR 

1 

1190 

Reloy,  Mlnioture  6  Pdt  Valldattd  Apr  87 . . . 

MIL-R-48533 

NOTICE  1 

AR 

08  Apr 

87 

AR 

L 

1190 

Setting  Device,  Timer,  H4195  VotUoiad  Mar  86 . . . . . 

Mll-S-14989  (1) 
NOTICE  1 

AR 

07  Mor 

86 

AR 

L 

1190 

Sh.ll,  T.l.m.try,  T5123EI  Validahd  Fob  82 . 

MIL-S.60907 

AR 

29  Mor 

68 

AR 

L 

1190 

Sh.ll-  T.tl  (Inert)  155MM.  T5106E2  And  E3  Atumbly  Validatod  Mar  85 . 

MIL-S-50291  (1) 

AR 

08  S.p 

71 

AR 

L 

1190 

Shell,  Test,  Fuxe  Telemetry  Vatldahtd  Fab  82  . . 

MIL-S-50284 

AR 

25  Aug 

69 

AR 

1 

1190 

Simulotor,  Selector,  Bomb*rocket  Dispenser  SMU75/A  Validatad  Mar  86 

MIL-S-38975  (4) 

79 

18  Nov 

71 

79 

REV-IS 

NOTICE  1 

1 

1190 

Simulotor,  Switch  Box,  Bomb  And  Rocket  Dispenser  SMU*d4/A  VaUdotad  Mor 

MIL-S-38981  (2) 

79 

18  S.p 

70 

79 

86  REV-IS 

NOTICE  1 

L 

1190 

Sling,  Beom  Type,  H4266  Validatad  Jan  83 . . . . . . 

MIL-S-48894 

AR 

07  Jul 

77 

AR 

1 

1190 

Spores,  Sofety  Allowonce,  For  T4016  (T310)  Boroswl*ch  Test  Set  Voltdatad  Apr 

MII-S-48837 

AR 

10  Apr 

87 

AR 

87 

NOTICE  1 

L 

1190 

Stond,  Atomic  Worheod  Section,  H4234  VnUdofad  Jan  83 . . . 

MIL-S-50883 

AR 

07  Jul 

77 

AR 

1 

1190 

Switch,  Pressure,  For  T4016  (T310)  Test  Set . . 

MIL-$-45859 

NOTICE  1 

AR 

08  Apr 

87 

AR 

1 

1190 

Test  Plug  Assembly  Validottd  Apr  79 . . . . . 

MIL-T-48104  (1) 

AR 

06  Jun 

77 

AR 

1 

1190 

Test  Set,  Armament  Wiring  System,  Speciol  Weopon  AN/GWN*4  Vottda*ad 

MIL-T-25821B 

79 

02  F.b 

87 

79 

Fob  87  REV-15 

NOTICE  1 

1 

1190 

Test  Set,  Armoment  Wiring  AN/AWM‘38  Validatad  Jut  63  . . . . . . . 

Mll-T-81802 

AS 

14  Dk 

70 

AS 

i 

1190 

Test  Set,  Armament  Wiring  System,  Speciol  Weopon  AN/GWM*8A  REV-15 . 

MIL-T-25849A 
NOTICE  1 

79 

26  Jon 

88 

79 

1 

1190 

Test  Set,  Atomic  Weopon.  T4090 . . . 

Ma-T-50278  (2) 

AR 

23  Apr 

85 

AR 

1 

1190 

Test  Set,  Atomic  Weopon.  T>4t85  VaUdaHd  Jan  83 . . . 

MIL-T-4d527  (1) 

AR 

12  Aug 

77 

AR 

1 

1190 

Test  Set,  Atomic  Weopon,  T4197  Validafad  Jan  83 . 

MII-T-4B895 

AR 

07  Jul 

77 

AR 

L 

1190 

Test  Set,  Atomic  Weopon,  T-4115  Vatldatad  Jan  81 . 

MIL-T-45878 

AR 

09  Jun 

75 

AR 

L 

1190 

Tes*  Set,  Bomb  Practice  TTU'300/E . . . 

MI'-T-38984  (4) 

15 

16  0cl 

78 

15 

1 

1190 

Test  Set,  Finol  Assembly.  T4014A  (Pockoge  1  Of  2}  And  Auxlliories~(Pockoge  2 

MII-T-48818 

AR 

10  Apr 

87 

AR 

Of  2)  VoUdoltd  Apr  87 

NOTICE  1 

L 

1190 

Test  Set,  Simulotor  Yalidafad  Mor  86, . . . . . . . 

Mll-T-38982 

NOTICE  1 

79 

09  Jul 

69 

79 

L 

1190 

Tool,  Shell  Removal  Assemblies,  H4172  And  XH4196  Validatad  Fab  82  . . 

MII-T-14981A 

AR 

03  Apr 

70 

AR 

1 

1190 

Trail.r.  tomb-  MHU-123/M  Valldaltd  Ftb  37  REV-15  . 

Mll-T-83801 

NOTICE  1 

79 

02  F.b 

87 

79 

* 

1190 

Trail.r,  Bomb.  MHUBi7-M  VoUdoltd  Mar  86  REV-15 . 

MII-T-25828B  (1) 
NOTICE  1 

79 

02  Aug 

61 

79 

L 

1190 

Troiler,  Dummy  Bomb  MHU<47/E  REV-15  . . 

MIL-T-27557  (2) 

79 

06  Mar 

89 

79 

1 

1190 

Troiler,  Dummy  Bomb  MHU>48/E  Vatidaiad  Mar  86  REV-T5.... . . 

MIL-T-27553A 
NOTICE  1 

79 

24  Jul 

62 

79 

L 

1190 

Troinor,  T.»t  Sot  TAU-52/E  Vof/doMd  Ftb  87  REV-15 . 

MII-T-27584A 
NOTICE  1 

79 

02  F.b 

87 

79 

L 

1190 

Truck  Lift,  Aerial  Stores,  MHU'124/E,  3,000  Pound  Copocity  Electric  Motor 

MII-T-83351A  (1) 

79 

02  F.b 

87 

79 

Orivon  REV-15 

1 

1190 

Truck,  Hond,  Bomb  MHU‘67/E  Vatidaiad  Jan  88  REV-t5  . . 

Mll-T-38951 

NOTICE  1 

79 

26  Jan 

88 

79 

L 

1190 

Wrench,  Sponner.  H>4194A... . . . . . 

Mll-W-59222  (2) 
NOTICE  1 

AR 

30  Jan 

87 

AR 

1 

119S 

Curing  Agent,  Polyomide  Resin  REV-MR  . . . . . . 

Mll-C-50885 

Ml 

26  F.b 

71 

Ml 

L 

1195 

Gasket  Vatidaiad  Mar  86  . . . . . . . . . . . 

Mll-G-50950 
NOTICE  1 

AR 

10  Mor 

86 

AR 

L 

1195 

Morking  Of  Electrical  Wires  And  Cables  Vatidaiad  Mar  86  . . . 

MIL-M-60903A 
NOTICE  1 

AR 

14  Moy 

86 

AR 

L 

1195 

Polyurethone  Foom  Kit,  Rigid  REV-DS . . . . . . . 

MIL-P-39500  (2) 

AR 

01  Jun 

82 

AR 

L 

1195 

Projectile,  9  Inch.  M422,  Ports  And  Subossemblies,  Beryllium  Validalad  Mar  55.. 

MIL-P-50891 

AR 

24  Ocl 

72 

AR 

1 

1195 

Ring,  Adopter,  For  M75  Adoption  Kit  Vatidaiad  May  88  . . . 

Mll-R-48813 

AR 

20  Moy  88 

AR 

NOTICE  1 

t 

1195 

Screw,  Connector  Vatidaiad  Mor  85 . . . . . . . 

MIL-S-50894  (1) 

AR 

06  Jun 

77 

AR 

L 

1195 

X-  Roy  System  Validatad  Mar  86 . . . . . . . 

Mll-X-50282 

AR 

10  Mar 

86 

AR 

L 

I2GP 

Bonding  Of  Precision  Mirrors  (Gloss  To  Metal)  Vatidaiad  Jut  88 . . 

Mll-B-50772  (1) 
NOTICE  1 

AR 

11  Jul 

88 

AR 

1 

12GP 

Bonding  With  Epoxy-elostomeric  Adhesive  System,  Glass  To  Metol  REV-AV........ 

MIL-B-48512A 

AR 

20  Mor 

87 

AR 

1 

12GP 

hiiM  ^ontrol  Equipment,  Naval  Ship  And  Shore,  Geoerol  Specificotion  Validatad 

MII-F-18870E 

OS 

25  Apr 

75 

OS 

Apr  82  REV-ES 

1 

12GP 

Fire  Control  Materiel,  General  Specificotion  Governing  The  Design  And 

Mll-F-14252  (2) 

AR 

24  F.b 

59 

AR 

Inspection  Of.  Validatad  Apr  81  REV-MI 

NOTICE  2  (AR) 

L 

12GP 

Fire  Control,  Moteriol,  Generol  Specificotion  Governing  The  Monufocture  And 

MILF-13926B  (1) 

AR 

10F.b 

88 

AR 

Intptction  Of.  USER-AT  REV-MI  AV 
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PREP 

DATE 

CUSTODIAN 

1 

12GP 

Lubrication  Of  Fire  Control  Instruments  Validated  Feb  82  USEIt*Mt  REV*MD  ME 

EA 

System  For  Pointing  And  Finishing  Fire>contro1  Moteriol  Validated  Dec  68 

PEV-EA 

MILSTD-14S0 

AR 

02  Aug 

68 

AR 

1 

•12GP 

MIL-STD-194A 
NOTICE  1 

Ak 

30  Dec 

88 

AR 

1 

1210 

Director,  Gun  And  Guided  Missile,  Mk  73  Mod  2  And  Associoted  Equlpnsent 
Validated  Apr  62 

MIL-D-8258»A  (1) 

OS 

2S  Apr 

75 

OS 

1 

1210 

Gyroscope,  Rote  Integrating  Validated  Jan  69 . . . . . 

MIL-G-81168/3A 
NOTICE  1 

OS 

27  Jon 

89 

OS 

t 

1210 

Slip  Ring  Assembly  Mork  7  Mod  0  (Gun  Fire  Control  System  Mork  68)..... . 

MII-S-19678A 

OS 

20  May 

88 

OS 

1 

1220 

Boilistic  Computer  Subossemb'y#  863S27S  (Output  Unit) . . . 

Mll-K-60121  (5) 
NOTICE  1 

AR 

20  Mar 

87 

AR 

t 

1220 

Ballistics  Computer  Subassembly,  8635274  (Zeroing  Control  Unit)  Validates  Feb 

82 

Bollistics  Computer  Subossembly,  10552928  (Cont  Unit)  Validated  Mar  87. . . 

MIL-B^120  (6) 

AR 

16  Ocl 

69 

AR 

1 

1220 

MIL-B-60871  (2) 
NOTICE  1 

AR 

20  Mar 

87 

AR 

1 

1220 

Ballistics  Computer,  Subossembly,  10543800  (Computer  Unit) . 

MIl-B-BOSW  (1) 
NOTICE  1 

AR 

20  Mar 

87 

AR 

1 

1220 

Bollistics  Computer,  Subossembly,  10543700  (Commonder  S  Control  Unit) . . 

MIL-8'60S98  (1) 
NOTICE  1 

AR 

20  Mar 

87 

AR 

L 

1220 

Bollistics  Computer,  Subossembly,  10543600  (Gunner  S  Control  Unit) . . 

MIL-B-60599  (1) 
NOTICE  1 

AR 

20  Mar 

87 

AR 

L 

1220 

Ballistics  Computer  Subossembly,  8635273  (Control  Unit) . . 

MIL'8>60119  (3) 
NOTICE  1 

AR 

20  Mar 

87 

AR 

L 

1220 

BoKistics  Computer  Subossembly,  8635276  (Input  Unit) . 

MIL-B-60122  (2) 
NOTICE  1 

AR 

20  Mar 

87 

AR 

L 

1220 

Ballistics  Computer,  Subassembly,  8635370  (Computer  Unit)  VcHdautd  Feb  82.... 

MIL-B-60123  (7) 

AR 

07  Jul 

69 

AR 

L 

1220 

Ballistics  Computer  Subossembly,  863512  (Cont  Unit) . . . . . 

MIL-B-60124  (2) 
NOTICE  1 

AR 

20  Mar 

87 

AR 

L 

1220 

Card,  tank  Ronge,  8724207  Validated  Feb  82 . . . . . 

MIL-C-4S663A 

AR 

28  Feb 

64 

AR 

L 

1220 

Cose,  Carrying,  10527433  Validated  Jan  8J  . . . . . . . 

MIL  C-60623  (3) 

AR 

14  Aug 

68 

AR 

L 

1220 

Ch««l.  M4’3725  Validaltd  F.b  82 . 

MIL.C-50371  (1) 

AR 

01  Apr 

70 

AR 

L 

1220 

Ch«»t,  10S48700 . 

MIL-C-30705  (3) 
NOTICE  1 

AR 

20  Mar 

87 

AR 

L 

1220 

Circuit  Cord  Assembly,  11834811  Output . . . 

MIL-C-833S8 

NOTICE  1 

AR 

OS  Feb 

87 

AR 

1 

1220 

Circuit  Cord  Assembly,  Memory . . 

MIL-C-70490  (1) 

AR 

21  Mar 

86 

AR 

1 

1220 

Circuit  Cord  Assembly,  11732392  GCU  Electronics  Validated  Jan  87 . . 

MIL-C-48458B 
NOTICE  1 

AR 

30  Jan 

87 

AR 

1 

1220 

Circuit  Cord  Assembly,  Oisploy/processor . . . . . 

Mll-C-70491  (1) 

AR 

21  Mar 

86 

AR 

1 

1220 

Circuit  Cord  Aisembly,modem . . . . . . . . . 

Mll-C.70492  (1) 

AR 

21  Mar 

86 

AR 

L 

1220 

Circuit  Cord  Assembly,  Audio  Interface . . . . . . . 

MIL-C70494  (1) 

AR 

21  Mor 

86 

AR 

L 

1220 

Circuit  Cord  Assembly,  Oisploy  Power  Supply . . . . 

MIL.C-70495  (2) 

AR 

21  Mor 

86 

AR 

1 

1220 

Circuit-Cord  Assembly,  logic  Power  Supply. . . . 

MIL-C-70496  (1) 

AR 

21  Mor 

86 

AR 

L 

1220 

Circuit  Card  /'sembly.  Case  Interconnect  . . . . 

MIL-C.70497  (1) 

AR 

21  Mor 

86 

AR 

L 

1220 

Circuit  Cord  Assembly,  Interconnect . . . . . . . 

MIL-C-70498  (1) 

AR 

21  Mar 

86 

AR 

L 

1220 

Circuit  Cord  Assembly,  1 1732332  Inverter  And  Plus  And  Minus  15  Volt 

Regulotor  Validated  Jan  87 

Mll-C-484688 
NOTICE  1 

AR 

30  Jon 

87 

AR 

L 

1220 

Circuit  Cord  Assembly  1 1732344  Switching  Regulotor  Validated  Jon  87. . . 

MIL-C-48489B 
NOTICE  1 

AR 

30  Jon 

87 

AR 

L 

1220 

Circuit  Cord  Assembly  11732350  Reticle  Projector  And  Elevotor  Sero  Drive . 

MII-C-48470B  (1) 
NOTICE  I 

AR 

18  Mar 

88 

AR 

L 

1220 

Circuit  Card  Assembly,  11732369  Self  Test. . . . . . . 

MII-C-48475B  (2) 

AR 

22  S.p 

87 

AR 

1 

1220 

Circuit  Cord  Assembly,  1 1732372  Wind  Electronics  Validated  Jon  87............ . 

MIL>C-4e476B 
NOTICE  1 

AR 

30  Jon 

87 

AR 

L 

1220 

Circuit  Cord  Assembly,  1 1732377  Mirror  Drive  electronics  Validated  Jan  87 . 

MII.C-48477B 
NOTICE  1 

AR 

30  Jon 

87 

AR 

L 

1220 

Circuit  Cord  Assembly  11732354  lead.  Windage  And  Reference  Validated  Jon 

87 

■  MII-C-48471B 
NOTICE  1 

AR 

30  Jan 

87 

AR 

L 

1220 

Circuit  Card  Assembly,  11732360  Superelevotion  A  Drift  Validated  Jon  87 ........ 

MII-C-4B472B 
NOTICE  1 

AR 

30  Jon 

87 

AR 

L 

1220 

Circuit  Cord  Assembly,  11834803  4mmo  Select  Validated  Jan  87  . . . 

MIL>C>46474B 
NOTICE  1 

AR 

30-Jort 

87 

AR 

L 

1220 

Computer  logic  Unit,  8623272  Validated  May  88............ . . . . . 

Mll-C-60215  (6) 
NOTICE  1 

AR 

16  Mcy 

88 

AR 

L 

1220 

Computer  Set,  Gun  Direction,  10525735  Validated  Mar  83  . . . . 

MIL-C  6C184  (9) 

AR 

23  Nov 

70 

AR 

L 

1220 

Computer  System,  Boilistic,  M21  11732979  Validated  Jan  87.,...„....................... 

Mll-C-4Bi96A 
NOTICE  1 

AR 

30  Jon 

S’ 

AR 

1 

1220 

Computer  Unit,  Fire  Control,  1 1733400.......... . . . . . . 

MII-C-48456B  (1) 

AR 

18  Feb 

84 

AR 

L 

1220 

Computer,  Bollistics,  M13A1C . . . . 

Mll-C>14800 

NOTICE  1 

AR 

20  Mor 

87 

AR 

L 

1220 

Computer,  Bollistics,  M16  Validated  Feb  82  . . . . . . . 

Mll-C-60118  (5) 

AR 

07  Jul 

69 

AR 

1 

1220 

Computer,  Bollistics,  M13B1C  Validated  Feb  86  ................................................. 

Mll-C- 14894  (2) 

AR 

06  Nov 

72 

AR 

L 

1220 

Computer,  Bollistics,  Mortor . .  . . . . 

Mll-C-70489  (1) 

AR 

21  Mar 

86 

AR 

L 

1220 

Computer,  Bollistics,  XM19  . . . . . . . 

MII.C-60276A 
NOTICE  1 

AR 

20  Mar 

87 

AR 

1 

1220 

Computer,  Bollistics,  M13A3  Validated  Feb  66  . . . . . . .  . 

MII-C-4027C  (1) 

AR 

06  Nov 

72 

AR 

t 

1220 

Computer,  Botllsitcs,  M14A1  Validated  Feb  62  REV>MC  . . . . . . 

MII-C-46362A 

AR 

14  Feb 

64 

AR 

L 

1220 

Computer,  Boilistic,  M13A2  And  M13A10E1  REV.Mt . . . . . 

MII.C-46344A  (2) 

AR 

05  Aug 

82 

AR 

L 

1220 

Computer,  Bollistics,  Ml3tklD  Validated  Jvf  88.. . . . . 

Mll-C--(3675A  (2) 
NOTICE  1 

AR 

11  Jul 

88 

AR 

1 

1220 

Computer,  Bollistics  M13A1  Validated  May  79  . . . . . 

MII.C-45617A  (2) 

AR 

06  Nov 

72 

AR 

1 

1220 

Connector,  Electricol,  Receptoefe,  10526125^ /o/ZdoMd  Feb  82  ............. 

MIL-C.6<'I74  (4) 

AR 

26  Jon 

70 

AR 

1 

1220 

Console,  Input  Output,  Mk  77  Mods  0,  1  And  2  Validated  Apr  82 . . 

MII-C-32618 

OS 

01  Dec 

72 

OS 
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L 

1220 

Container,  Reusable,  Shipping  10547128  Validated  Jan  81  REV*SM  . . . 

Mll-C-60590  (3) 

AR 

08  Mor 

68 

AR 

1 

1220 

Conloiner,  Shipping,  Reusoble,  10539223  Validated  Feb  87  REV>SM . 

MlL.C-60181  (3) 

AR 

25  Mar 

68 

AR 

L 

1220 

Container,  Shipping,  Reusable,  8246020  And  1C539215  REV-SM . . . . . . 

MIL-C'60104A  (5) 

AR 

02  D.c 

83 

AR 

L 

1220 

Control  Box,  Computer  Logic  Unit,  Test  Set,  C4020  OSM70,  8623274 

Validated  Feb  87 

MIL.C-60656  (3) 

AR 

15  Dec 

69 

AR 

L 

1220 

Control,  Gunners,  Computer,  1 1732500  . . . . . . . 

MIL-C-48457B 

NOTICE  1 

AR 

30  Jon 

87 

AR 

L 

1220 

Drive,  8ollistic,  M5A1  . . . . . . . . . . . 

MIL-D-45657A 
NOTICE  1 

AR 

30  Mar 

87 

Ak 

L 

1220 

Drive,  Ballistics,  XM15 . . . . . . . . . 

MIL-D'60109  (1) 
NOTICE  1 

AR 

20  Mor 

87 

L 

1220 

Drive,  Bollislics,  M10,  MlOAl,  M10A2.  M10A3,  M10A4,  M10A5  And  M10B1 
Validated  Mar  83  REV.MC 

MIL-D-45676D 

AR 

31  Aug 

70 

AR 

L 

1220 

Drive,  Ballistics,  M5A2  Validated  Feb  86 . . . . . . . . . . 

MIL-D-45146A 

AR 

07  O.C 

65 

AR 

1 

1220 

D/nomic  Reference  Unit  (DRU)  . . . . . 

MILD70789 

AR 

07  F.b 

89 

AR 

L 

1220 

Inverter,  Power,  Stotic,  10516412  Validated  Feb  5^........ . . . 

MIL-l-60166  (8) 

AR 

24  F.b 

70 

AR 

1 

1220 

Keyboord,  Doto  Entry  . . . . . . . . . . . 

MIL-K.70493  (1) 

AR 

21  Mor 

86 

AR 

L 

1220 

Magnetic  Disk,  Doto  Storoge,  Monufacturing  Processes  And  Inspection  Of 

Validated  Mar  83 

MIL-M-60185 

AR 

19  Mar 

65 

AR 

L 

1220 

Method  Of  Morking  Scales  For  Sights  And  Fire  Control  Instruments  REV*MI . 

MIL-STD-725A 
NOTICE  1 

OS 

16 -.b 

84 

OS 

L 

1220 

Module,  Reproducer,  Signol  Doto  AN/GSQ.64  Validated  Feb  83  . . 

MIL-M-46336C  (10) 

AR 

07  Oel 

70 

AR 

L 

1220 

Network  D  Circuit  Board,  8623286  Validated  Feb  67....... . . . 

MIL-N.60189  (5) 

AR 

15  Dec 

69 

AR 

L 

1220 

Network  E  Circuit  Boord,  8623290  Validated  Mar  83., . 

MIL-N.60187  (5) 

AR 

11  Jan 

71 

AR 

L 

1220 

Output  Unit,  11733100 . . . . . . . . . 

MIL'0-484658  (2) 
NOTICE  1 

AR 

22  Sep 

87 

AR 

L 

1220 

Plotting  Board,  XM19,  W/e  Validated  Jan  87 . . . . . . . 

MIL-F.48602 

AR 

30  Sep 

76 

AR 

L 

1220 

Plotting  Board,  Flosh  Ronging,  Fire  Control.  M18  Validated  Feb  87 . 

MILP-50363 

AR 

09  Oel 

69 

AR 

L 

1220 

Plotting  Board,  M17  Validated  Feb  80  . . . . 

MIL-P-45694 

AR 

24  F.b 

61 

AR 

L 

1220 

Plotting  Boord,  Flash  Ranging,  Fire  Control,  M5A2E2  And  M18  Validated  Feb 

87 

Plotting  Board,  Indirect  Fire,  M16  W/e  Validated  Feb  87 . . . 

MIL-P-45605A  (I) 

AR 

20D.C 

69 

AR 

L 

1220 

MIL-P-45069B  (1) 

AR 

29  0.C 

69 

AR 

L 

1220 

Power  Control  B  Validated  Feb  87 . . . . . . . 

MIL'P-60212  (4) 

AR 

12  Jan 

70 

AR 

L 

1220 

Power  Supply  Subossembly,  10525745  Validated  Feb  87  . . . 

MIL-P-60178  (6) 

AR 

22  D.c 

69 

AR 

i 

1220 

Read  Amplifier,  10526589  Validated  Feb  87 . . . . 

MIL-R-60199  (5) 

AR 

22  Apr 

70 

AR 

1 

1220 

Reproducer,  Signol  Doto,  AN/GSQ*64  (Reader,  Punched  Tope)  Validated  Feb 

87 

Ss'cle,  Graphical  Firing,  Site,  M56,  M67,  M72,  'Vnd  M86  Validated  Feb  87 . . 

MII-R-46332A  (7) 

AR 

11  Moy 

70 

AR 

L 

1220 

MII-S-45635A 

AR 

16D.C 

63 

AR 

L 

1220 

Scole,  Grophicol  Firing,  HE  M107,  Low  Angle,  N155<AM*2)  Chg  7  And  8,  (P/N 
11785434*105 

MIL-S.64045/97 

AR 

01  F.b 

87 

AR 

L 

1220 

Scol.,  Graphical  Firing,  HE  M107,  High  Angl.,  (153-AM-2.  (P/N  11785434.106 

Mll-S-64045/98 

AR 

01  F.b 

87 

AR 

L 

1220 

Scole,  Grophicol  Firing,  HE  Ml07,  Low  Angle,  W/ICM,  (155*AH'3),  Chgs  4  & 

5,  (P/N  11735434.23) 

Mll-S-64045/23 
NOTICE  1 

AR 

15  Oel 

88 

AR 

1 

1220 

Scale,  Grophicol  Firing,  HE  M107,  Low  Angle,  W/ICM,  (155*AH.3)  Chgs  6  8i 
■»,  (P/N  11>'85434.24) 

MIL-S.64045/24 
NOTICE  1 

AR 

15  Oel 

88 

AR 

1 

1220 

Seal.,  Graphical  Firing,  HE  M107,  High  Angit,  (155-AH-3),  (P/NI17S5434.25) 

MIL-S-64045/25 
NOTICE  1 

AR 

15  Oel 

n 

AR 

1 

1220 

Scole,  Grophicol  Firing,  Illuminating,  M485,  (155.AH.3}  Chgs  1  &  3,  (P/N 
11785434.26) 

MIL-S-64045/26 
NOTICE  1 

AR 

15  Oel 

88 

AR 

L 

1220 

Seal.,  Graphical  Sit.,  HE  M107.  (155-AM-2),  (P/N  11785434.107)  . 

MII-S-64045/99 

AR 

01  F.b 

87 

AR 

1 

1220 

Scale,  Grophicol  Firing,  HE  M107,  tituminolion,  (155.AM'2)  Chg  2  And  3,  (P/N 
11785434-108) 

MIL-S.64045/100 

AR 

01  F.b 

87 

AR 

L 

1220 

Scole,  Grophicol  Firing,  HE  M107,  llluminotion,  (155.AM-2)  Chg  5  And  7,  (P/N 
11783434-109) 

Mll-S-64045/101 

AR 

01  F.b 

87 

AR 

1 

1220 

Scale,  Grophicol  Firing,  HE  M107,  Low  Angle,  (155.AM.2)  Chg  3,  (P/N 
11785434.110 

Mll-S-64045/102 

AR 

01  F.b 

87 

AR 

L 

1:20 

Scole,  Grophicol  Firing,  Illuminating,  M485,(155'AH.3)  Chgs  5  &  7,  (P/N 
11785434-27) 

MII-S-64045/27 
NOTICE  > 

AR 

15  Jul 

83 

AR 

L 

1220 

Scale,  Grophicol  Firing,  HE  Ml,  Low  Angle,  W/lCM,  ()05.H.7)  Chgs  1  oo  3, 

(P/N  11785434-1  Validated  Oct  88 

Mll-S-64045/ 1 
NOTICE  1 

AR 

15  Oel 

88 

AR 

1 

1220 

Scole,  Graphical  Firing,  HE  Ml,  low  Angle,  W/ICM,  (105.H-7)  Chgs  4  And  5, 
(P/N  11785434.2)  Validated  Oct  88 

Mll-S-64045/2 
NOTICE  t 

AR 

15  Oct 

88 

AR 

L 

1220 

Scale,  Grophicol  Firing,  HE  Ml,  low  Angle,  W/lCM,  ()05-H-7)  CHGS6  oo  7. 

(P/N  11785434-3  Validated  Oct  88 

MIL-S-64045/3 
Nf’CE  1 

AR 

15  Oel 

88 

AR 

t 

1220 

Scale,  Grophicol  Firing,  HE  Ml,  High  Angle,  (105-H'7),  (P/N  11785434-4) 
Validated  Oct  88 

Mll-S-64045/4 
NOTICE  1 

AR 

15  Oel 

88 

AR 

i 

1220 

Scole,  Grophicol  Firing,  llluminoting,  M314,  (105'H-7)  Chgs  3  oo  4,  (P/N 

1 1785434.5)  Validated  Oct  88 

MlL-S-64045/5 
NOIILE  1 

AR 

15  Oel 

88 

AR 

L 

1220 

Scale,  Graphicol  Firing,  llluminollng,  M314,  (105.H7)  Chgs  5  And  7,  (P/N 
11785434-6)  Validated  Oct  88 

Mll-S-64045/6 
NOTICE  ) 

AR 

15  Oel 

88 

AR 

1 

1220 

Scale,  Grophicol  Firing,  Site,  He  Mi,  (105.H-6),  (P/n  11785434-7)  Validated 

Oct  88 

MIL-S-64045/7 
NOTICE  1 

AR 

15  Oel 

88 

AR 

1 

1220 

Scole,  Grophicol  Firing,  HE  Ml,  low  Angle  W/ICM,  (1C5-AS.2)  ChfS  1  &  3, 

(P/N  11785434-8)  Validated  Oct  88 

MIL-S'64045/8 
NOTICE  "I 

AR 

15  Oel 

88 

AR 

L 

1220 

Scole,  Grophicol  Firing,  HE  Ml,  Low  Angle,  W/ICM  (105-AS'2)  Chgs  4  oo  S, 
(P/N  11785434-9)  Validated  Oct  86 

MIL-S-64045/9 
NOTICE  1 

AR 

15  Oel 

88 

AR 

L 

1220 

Scole,  Grophica!  Firing,  HE  Ml,  low  Angle,  W/ICM,  (105.AS>2)  CHGS  6  &  7, 
(P/N  11785434-10)  Validated  Oct  88 

Mll-S'64045/10 
NOTICE  1 

AR 

15  Oel 

88 

AR 

L 

1220 

Scole,  Grophicol  Firing,  HE  Ml,  High  ANGlE,{105-AS-2),  (P/N  11785434-11) 
Validated  Oct  88 

MIL-S-64045/11 
NOTICE  1 

AR 

15  Oel 

88 

AR 

L 

1220 

Scole,  Grophicol  Firing,  llluminoting,  M3l4,  (105'AS-2)  Chgs  4  8»  5,  (P/N 
11785434-12)  Validated  Oct  88 

MII-S'6404502 
NOTICE  1 

AR 

Is  Ocl 

88 

AR 
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1230 

Scolt,  Grophicol  Firing.  Illuminating,  M314,(105*AS*2)  Chgt  6  oo  7,  (P/N 

1 1785434-13)  Vatidafd  Oct  88 

MIL-S-S4045/13 
NOTICE  1 

AR 

15  Oct 

88 

AR 

1 

1320 

Scch,  Grophicol  Silt,  HE  Ml,  (10S  AS-1),  (PN  11785434-1/)  Valkkltd  Oct 

88 

MIL-S-64045/14 
NOTICE  1 

AR 

15  Ocl 

88 

AR 

L 

1220 

Scoltp  Grophicol  Firing,  HE  M107,  Low  AngItw/lCM,  (155-Q-4)  Otgs  1  &  3, 

(P/N  11785434-15)  VolUhfd  Oct  88 

MIL-S-S4045/15 
NOTICE  1 

AR 

15  Oct 

88 

AR 

1 

'•  .0 

Scolo,  Grophicol  Firing,  HE  M107,  Low  Angit,  W/ICM,  (155-Q-4)  Otgi  4  &  5, 
(P/N  117e5434-16)  Validated  Oct  88 

MIL-S -54045/15 
NOTICE  1 

AR 

15  Oct 

88 

AR 

1 

1230 

Scob,  Grophicol  Firing,  HE  M107,  Low  Anglo,  W/ICM,  (155-Q-4)  Chgt  6  &  7, 
(P/N  11785434-17)  Volidattd  Ocl  88 

MIL-S-54045/17 
NOTICE  1 

AR 

15  Ocl 

88 

AR 

1 

1220 

Scolo,  Grophicol  Firing,  HE  M107,  High  Anglo,  (155-0-4),  (P/N  11785434-18).. 

MIL-S-54045/18 
NOTICE  1 

AR 

15  Oct 

88 

AR 

1 

1220 

Scolt,  Crophicol  Firing,  IHuminoting,  M485,  (155-0-4)  Chgt  1  8i  3,  (P/N 
11785434-19)  ValidatHi  Oct  8$ 

MIL-S-54045/19 
NOTICE  1 

AR 

IS  Ocl 

88 

AR 

L 

1320 

Sco't,  Grophicol  firing,  IHuminoting,  M485,  (155-0-4)  Chgt  5  &  7,  (P/N 

1 1785434-20)  m'dot0d  Oct  88 

MIL-S-54045/20 
NOTICE  1 

AR 

15  Oct 

88 

AR 

1 

1220 

Scolt',  Grophicol  Silo,  HE  M107,  (155-0-3),  (P/N  11785434-21) . 

MIL-S-54045/21 
NOTICE  1 

AR 

15  Ocl 

88 

AR 

- 

’’30 

Scolt,  Orophicri  Firing,  HE  M107,  Low  Angit,  W/ICM,  (155-AH-3)  Chgt  1  8i 

3,  (p/n  '.1/85434.22) 

MIL-S-54045/22 
NOTICE  1 

AR 

15  Oct 

88 

AR 

L 

1720 

Scob,  Grophicol  Silo,  HE  M107,  (155-AH-3),(P/N  11785434-38)  VaTuhltd  Oct 

89 

MIL-S-54045/28 
NOTICE  1 

AR 

15  Ocl 

88 

AR 

L 

1220 

Scolt,  Grophicol  Firing,  HE  M483A1,  Low  Angit,  (155  AK  2)  Chgt  loo  3  (Pn 

1 1785434-291  Validot^d  Oct  88 

MIL-S-54045/2? 
NOTICE  1 

AR 

15  Oct 

88 

AR 

L 

1220 

Scob,  Grophicol  Firing,  HE  M483A1,  Low  Angb,  (155-AK-2)  Chgt  4  1.  5,  (P/N 

1 1785434-30)  Volidoltd  Oct  88 

MIL-S-54045/30 
NOTICE  1 

AR 

15  Oct 

88 

AR 

L 

1220 

Scolt,  Graphical  Firing,  HE  Ml()6,  Low  Angit,  W/iCM,  (8-0-1)  Ch^  4  8i  5, 

(P/N  11785434-71)  Vafidatwd  Oct  88 

MIL-S-54045/71 
NOTICE  1 

AR 

15  Ocl 

88 

AR 

L 

1220 

Scolt,  Grophicol  Firing,  HE  Mi06,  Low  Angit,  W/ICM,  (8-0-1)  Chgt  6  87, 

(P/N  11785434-72)  Validated  Cct  88 

MIL-S-54045/72 
NOTICE  1 

AR 

15  Ocl 

88 

AR 

1 

1320 

Scolt,  Graphical  Firing,  HE  M106,  Low  Angit,  W'ICM,  (8-0-1)  Chgt  8  8i  9, 

(P/N  1 1785434-73)  Validated  Oct  68 

MIL-S-54045>73 
NOTICE  1 

AR 

15  Ocl 

88 

AR 

L 

1220 

Scolt,  Grophicol  Firing,  HE  M483A1,  low  Angit,  (155-AK2)  Chgt  5  oo  7,  (P/n 

1 1785434-31)  Vo//db/«/  Oct  88 

MIL-S-54045/31 
NOTICE  1 

AR 

15  Ocl 

as 

AR 

1 

1320 

Scolt,  Graphical  Firing,  HE  .4483A1,  High  Angit,  (135-AK-3),  (P/N 

1 1785434-32  Validofd  Oct  88 

MIL-S-54045/32 
NOTICE  1 

AR 

15  Ocl 

88 

AR 

1 

1230 

Scob,  Grophicol  Sib,  HE  M4S3A1,  (155-AK-2),  (P/n  11785434-33)  Volidoltd 

Oct  88 

MIL-S-54045/33 
NOTICE  1 

AR 

15  Ocl 

88 

AR 

1 

1330 

Scolt,  Grophicol  Firing,  M549A1,  low  Angit,  (155-Al<1)  Chg  78,  (P/n 

1 1785434-34)  Validate  Oct  88 

MIL-S-54045/34 
NOTICE  1 

AR 

15  Oct 

88 

AR 

1 

1220 

Scolt,  Grophicol  Filing,  M549A1,  High  Angit,  (155-AL-1)  Chg  7ft,  (P/n 

1 1785434-35)  Valldattd  Oct  88 

MIL-S-54045/35 
NOTICE  1 

AR 

15  Ocl 

88 

AR 

1 

1330 

Scolt,  Grophicol  Sift,  M549A1,  (155-Al-l)  Chg  7R,  (P/n  11785434-36 

Validated  Oct  88 

MIL-$-54045/35 
NOTICE  1 

AR 

1.5  Ocl 

88 

AR 

L 

1220 

Scolt,  Graphical  Firing,  HE  M107,  Low  Angit,  W/ICM,  (155-AM-1)  Chgt  2  8 

4,  (P/N  11785434-37)  ValUafd  Oct  88 

MIL-S-54045/37 
NOTICE  1 

AR 

15  Oct 

88 

AR 

L 

1220 

Scolt,  Grophicol  Firing,  HE  M107,  Low  Angit,  W/ICM,  (155-AM-l)  Chgt  5  & 

6,  (P/n  1 1785434-38  Validated  Cct  88 

Mll-S-54045/311 
NOTICE  1 

AR 

15  Ocl 

88 

AR 

1 

1220 

Scolt,  Grcphlcol  Firing,  HE  M107,  Low  Angit,  W/ICM,  (155-AM-l)  Chgt  7  & 

8,  (P/N  1 1785434-39  Validated  Oct  88 

MIL-5-54045/3P 
NOTICE  1 

AR 

15  Oct 

88 

AR 

L 

1230 

Scolt,  Grophicol  Firing,  HE  M107,  High  Angit,  (155-AM-l),  (P/N 

1 1785434-40)  Validated  Cct  88 

MIL-S-54045/40 
NOTICE  1 

AR 

15  Ocl 

88 

AR 

L 

1220 

Scolt,  Graphical  Firing,  lllurninotlng,  M485,  (155-AM-l)  Chgt  2  &  3,  (P/N 
11785434-41)  Validated  Oct  88 

MIL-5-54045/41 
NOTICE  1 

AR 

15  Oct 

88 

Ai. 

L 

1220 

Scolt,  Grophicol-Firing,  Illuminating,  M48S,  (15S-AM-1)  Chgt  5  8i  7,  (P/N 

1 1785434-42)  Validated  Oct  88 

MIL-5-54045/42 
NOTICE  1 

AR 

15  Ocl 

88 

AR 

L 

1220 

Scolt,  Grophicol  Firing,  HE  M106,  High  Angit,  (8-0-1),  (P/N  11785434-74) 

V  alidoted  Oct  88 

MIL-S-54045/74 
NOTICE  1 

AR 

15  Oct 

88 

AR 

L 

1220 

Scab,  Grophicol  Sib,  HE  M106,  (8-Q-1),  (P/N  11785434-75)  Volidoltd  Oct 

88 

MIL-S-54045/75 
NOTICE  1 

AR 

IS  Oct 

88 

AR 

L 

1220 

Scolt,  Graphical  Firing,  HE  M650,  Low  Angit,  W/XM7536  (6-S-1)  Chgt  1G  & 

2G  (P/N  11785434-79) 

MIL-S-54045/7P 
NOTICE  1 

AR 

15  Jul 

83 

AR 

L 

1220 

Sco't,  Grophicol  Firing,  HE  M650,  Low  Angit,  W/XM753,  (8-5-1)  Chgt  3G  & 

4G,  (P/n  11785434-80) 

Mll-S-54045/80 
NOTICE  1 

AR 

15  Ocl 

88 

AR 

t 

1220 

Scolt,  Grophicol  Firing,  HE  M650,  Low  Angit,  W/XM753,  (8-5-1)  Chgt  5G  & 

5W,  (P/N  11785434-81) 

MIL-S-54045/81 
NOTICE  1 

AR 

15  Oct 

88 

AR 

L 

1220 

Scale,  Grophicol  Firing,  HE  M650,  low  Angit,  W/XM753,  (6-S-1)  Chgt  6W  & 

7W,  (P/N  11785434^2) 

MIL-S-54045/82 

AR 

15  Ocl 

88 

AR 

L 

1220 

Scolt,  Grophicol  Firing,  HE  M650,  Low  Angit,  W/XM753,  (6-S-1)  Chgt  8  &  9, 
(P/N  11785434-83) 

MIL-S -54045/83 
NOTICE  1 

AR 

15  Ocl 

88 

AR 

L 

1320 

Scob,  Grophicol  Firing,  HE  M650,  Low  Angb,  W/XM753,  (8-S-l)  Chgr  7W8  & 
8R,  (P/N  11785434-84)  Volidoltd  Oct  88 

MIL-S-54045/84 
NOTICE  1 

AR 

15  Ocl 

88 

AR 

t 

1220 

Scolt,  Grophicol  Firing,  HE  M650,  Low  Angit,  W/XM753,  (8-S-l)  Chg  9R, 

(P/N  11785434-85}  Validated  Oct  88 

MIL-S -54045/85 
NOTICE  1 

AR 

15  Ocl 

88 

AR 

L 

1220 

Scolt,  Grophicol  Firing,  HE  M650,  High  Angit,  (6-S-l)  Chgt  1  To  9  (P/N 

1 1785434-86  Validated  Oct  88 

MIL-S-54045/85 
NOTICE  1 

AR 

15  Ocl 

88 

AR 

L 

1230 

Scolt,  Grophicol  Firing,  HE  M650,  High  Angit,  (8*5-1},  Chgt  7WR,  8R  &  9R 
(P/N  11785434-87)  Validated  Oct  $8 

MIL-S-5404S/87 
NOTICE  1 

AR 

15  Ocl 

88 

AR 

1 

1220 

Scob,  Grophicol  Sib,  HE  M107,  (1S5-AM-1),(P/N  11785434-43)  Volidoltd 

Ocl  88 

MIL-S-54045/43 
NOTICE  1 

AR 

15  Ocl 

88 

AR 

1 

1220 

Scob,  Grophicol  Firing,  HE  M483A1,  Low  Angb,  (155-AN-t)  Chg(  3  8.  4,  (P/N 

1 1785434-44)  Volidoltd  Ocl  88 

MIL-S-54045/44 
NOTICE  1 

AR 

15  Ocl 

88 

AR 

93 


FSC  LISTING 


DOCUMENT 


FSC 

TITLE 

NUM8ER 

PREP 

DATE 

CUSTODIAN 

1 

1220 

Seal*,  Grgphicol  SItt,  HE  M6S0,  (8-S-1),  (P/N  1178S434-88)  Va!!<h)»d  Ocl  SB 

MIL-S-84045/88 
NOTICE  1 

AR 

15  Oct 

88 

AR 

1 

1220 

Scoltp  Grdphicol  Firing,  HE  M437,  Low  Angit,  {175*AO)  Chg  1  &  2*  (P/N 

1 1785434-89)  Validafd  Oct  88 

MIL-S-84045/89 
NOTICE  1 

AR 

15  Ocl 

88 

AR 

L 

1220 

Seal#,  Grophicol  Firing,  HE  M437,  Low  Angit  &  High  Angit,  (175-A-1)  Chg  3, 
(P/N  1 1785434.90) 

MIl-S-84045/90 
NOTICE  1 

AR 

15  Oct 

88 

AR 

L 

1220 

Seal*,  Grophicol  Silt,  HE  M437,  (17S  A.1),  (P/N  11785434  91) . 

MIL-S-84045/91 
NOTICE  1 

AR 

15  Ocl 

88 

AR 

L 

1220 

Scolt,  Grophicc*  Firing,  Low  Angit  &  High  Angit,  (14.5.A*1)  Chg  1,  (P/n 

11785434  92) 

MIL-S-84045/92 
NOTICE  1 

AR 

15  Oct 

88 

AR 

L 

1220 

Scolt,  Grophicol  Sitt, . . . . . . . 

MIL-S-84045/93 
NOTICE  1 

AR 

15  Ocl 

88 

AR 

1 

1220 

Scott,  Graphical  Firing,  HE  M107,  Low  Angit,  (155.AM.2)  Chg  2  And  4,  (P/N 
11785434.103) 

MIL-S-84045/95 

AR 

01  Feb 

87 

AR 

1 

1220 

Scolt,  Grophicol  Firing.  HE  M107,  Low  Angit,  (155-AM*2  Chg  5  AND6,  (P/N 
11785434-104) 

MIL-S-84045/96 

AR 

01  Feb 

87 

AR 

1 

1220 

Scalt,  Grophicol  Firing,  HE  M483A1,  Low  Angit,  (155*AN.1)  Chgs  5  &  6,  (P/N 
11785434-45)  Validated  Oct  88 

MIL-S-84045/45 
NOTICE  1 

AR 

15  Ocl 

88 

AR 

1 

1220 

Scolt,  Graphical  Firing,  HE  M483At,  Low  AngW,  (ISS-AN*!)  Chgt  7  8i  8,  (P/N 
11785434.46)  Validated  Oct  88 

MIL-S-84045/48 
NOTICE  1 

AR 

15  Ocl 

88 

AR 

L 

1220 

Scolt,  Graphical  Firing,  HE  M483A1,  High  Angit,  (ISS-AN-I),  (P/N 

11785434  47)  Validatwd  Oct  88 

MIL-S-84045/47 
NOTICE  1 

AR 

15  Oct 

88 

AR 

L 

1220 

Scok,  Grophicol  Sitt,hE  M483A1,  (155-AN-1),  (P/N  11785434-48) . 

MIL-S-84045/48 
NOTICE  1 

AR 

15  Oct 

88 

AR 

L 

1220 

Scolo,  Grophicol  F!rir«,  HE  M549A1,  Low  Anglo,  (155  AO-0)  Chgi  7R  8i  8R, 

(P/N  11785434-49) 

MIL-S-84045/49A 

AR 

24  Sep 

85 

AR 

L 

1220 

Scolo,  Grophicol  Firing,  HE  M549A1,  Low  Anglo,  (155-AO-O)  -Jig  -TR,  (P/N 
11785434-50) 

MIL-S-84045/50A 

AR 

24  Sep 

85 

AR 

1 

1220 

Sc^,  Grophicol  Firing,  HE  MS49A1,  High  Angit,  (1S5.AO  \ 

1178543451) 

MIL-S-64045/51 
NOTICE  1 

AR 

15  Ocl 

88 

AR 

L 

1220 

Scolo,  Grophicol  Sito,  HE  M549A1,  (155-AO-O),  (P/N  11/  . 

MIL-S-84045/52 
NOTICE  1 

AR 

15  Ocl 

88 

AR 

1 

1220 

Scolt,  Grophicol  Firing.  M172  CLGP,  Low  Angit,  (155.AS*0)'i‘  fs  -40  &  5G, 

(P/N  11785434-53) 

MIL-S-84045/53 
NOTICE  1 

AR 

15  Ocl 

88 

AR 

L 

1220 

Scolo,  Grophicol  Firing,  M172  CLGP,  Low  Anglo,  (15S-AS-0)  Chg.  4W  A  5W, 

(P/  11785434-54) 

MIL-S-84045/54 
NOTICE  1 

AR 

15  Ocl 

88 

AR 

1 

1220 

Scolo,  Grophicol  Firing,  MI72  CLGP,  Low  Anglo,  (155-AS-O)  Chg.  8W  A  7W, 
(P/N  11785434-55) 

MIL-S-84045/55 
NOTICE  1 

AR 

15  Ocl 

88 

Ak 

1 

1220 

Scolt,  Graphical  Firing,  M172  CLGP,  Low  Angit,  (155*AS-0},  Otgi  6WG  & 

7WG,  (P/N'l  1785434-56)  Validofd  Oct  88 

MIL-S-84045/58 
NOTICE  1 

AR 

15  Jul 

83 

AR 

1 

1220 

Scolt,  Grophicol  Firing,  M712  GIgp,  Low  Angit,  (t55-AS*0)  Chg$  7WGAND 

8,  (Pn  11785434-57) 

MII-S-84045/57A 

24  Sep 

85 

AR 

L 

1220 

Scolt,  Graphical  Firing.  M172  CLGP,  Low  Angit,  (^SS-AS-O)  Chg  80,  (P/N 

1 1785434-59)  Validated  Oct  88 

MIL-S-84045/59 
NOTICE  1 

AR 

15  Oct 

88 

AR 

1 

1220 

Scolo,  Grophicol  Silo,  M172  CLGP,  (155-4  S-0),  (P/N  11785434-80)  Validate 
CkISS 

MIL-S-84045/80 
NOTICE  1 

AR 

15  Ocl 

88 

AR 

1 

1220 

Scolo,  Grophicol  Firing,  M173  (LGP,  High  Anglo,  (155-AS-O),  (P/N 

11785434-81)  Valldattd  Ocl  88 

MIL-S-84045/81 
NOTICE  1 

AR 

15  Ocl 

88 

AR 

L 

1220 

Scolt,  Grophicol  Firing,  HE  M106,  Low  Angit,  W/ICM,  (8.J.4)  CHGS1  k  3, 

(P/N  11785434-62 

MIL-S-84045/82 
NOTICE  1 

AR 

15  Ocl 

88 

AR 

L 

1220 

Scolt,  Graphical  Firing,  HE  M106,  Low  Angit,  W/ICM,  (6'J'4)  Chg»  4  8  5, 

(P/N  11785434-63)  Validated  Oct  88 

Mll-5-84045/83 
NOTICE  1 

AR 

15  Ocl 

88 

AR 

L 

1220 

Scolt,  Graphical  Firing,  HE  M106,  Low  Angit,  W/ICM,  (8.J.4)  Chgs  6  &  7, 

(P/N  11785434-64)  Validated  Oct  88 

MIL-S-84045/84 
NOTICE  1 

AR 

15  Ocl 

88 

AR 

L 

1220 

Scolt,  Graphical  Firing,  HE  M106,  High  Angit,  (8-J-4),  (P/n  11785434-65) 
Validated  Oct  88 

MIL-5-84045/85 
NOTICE  1 

AR 

15  Ocl 

88 

AR 

L 

1220 

Scolo,  Grophicol  Silo,  AE  M108,  (8-J-3),  (P/N  11785434-88)  Volldofd  Oct  88 

MIL-S-64045/88 
NOTICE  1 

AR 

15  Ocl 

88 

AR 

L 

1220 

Scolo,  Grophicol  Firing,  HE  M108,  Low  Anglo,  W/ICM,  (8-Q-1)  Chg.  1  A  3, 

(P/N  11785434-70)  VatidoUd  Oct  88 

MIL-S-84045/70 
NOTICE  1 

AR 

15  Oct 

88 

AR 

1 

1220 

Scolti,  Grophicol  Firing,  Gtntrol  Sptcificotion  For... . . . . . . 

MIL-S-84045 

SUPP  1 

5UPL  18 

AR 

15  Ocl 

88 

AR 

1 

1220 

Scolti,  Grophicol  Firing,  Fon  Typt,  With  Equlpmtnt  (For  81MM  &  4.2  In. 

Mortors)  Validated  Feb  86 

MIL-S-80280 

AR 

14  Mar 

66 

AR 

L 

1220 

Stitet  Unit,  Ammunition,  1 1732600  Validated  Jan  87 . . . . . 

MIL-S-48459B 
NOTICE  1 

AR 

30  Jon 

87 

AR 

L 

1220 

Stnsor,  Coni  Angit,  1 1732800  . . . . . . . . . 

MIL-S-48481B  (1) 
NOTICE  1 

AR 

14  Stp 

87 

AR 

1220 

Stnsor,  Crosswind,  11733251  Validated  Jan  87 . . . 

MIL-S-48484B 
NOTICE  1 

AR 

30  Jon 

8/ 

AR 

1 

1220 

Sight,  Computing,  M38,  Pockoging  Of  Validated  Feb  80  REV-SM . 

MIL-S-14487A 

AR 

30  Apr 

59 

AR 

L 

1220 

Sight,  Computing,  M19A1  Validated  Jan  86 . . . . . 

MIL-S-12848A 

AR 

08  Apr 

55 

AR 

L 

1220 

Sight,  Ltod  Computing,  Automotic,  M38  Validated  Jan  86 . . 

MIL-S-12853B 

AR 

18  May  81 

AR 

L 

1220 

Signoi  Ooto  Convtrttr  Mk  72  Strits  Validated  Jan  87,.,.,.... . . . 

MIL-S-82593 

NOTICE  1 

os 

27  Jon 

87 

OS 

L 

1220 

Tochomtttr,  Rott,  Computtr,  11732700  . . . . . . 

MIL-T-48480B  (1) 
NOTICE  1 

AR 

29  Apr 

88 

AR 

1 

’220 

Topt,  Fon  Foldtd  Validated  Feb  82 . . . 

MIL-T-80184  (2) 

AR 

01  Jul 

69 

AR 

1 

1220 

Voltogt  Rtgulotor  Subosstmbly,  10525760  Validated  Mar  83 . . . . 

MIL-V-80218  (8) 

AR 

08  Ocl 

70 

AR 

1 

1220 

Wind  Corrtetor,  Sound  Ronging,  M1A1  Validated  Feb  82 . . . 

M1L-W-12799B 

AR 

10  Dec 

69 

AR 

1 

1220 

Writt  Amf^ifitr,  10526585  Validated  Feb  82 . . . 

MIL.W.80I97  (4) 

AR 

28  Jul 

69 

AR 

L 

1220 

Writt  Switch,  10526581  Validated  Mar  83,., . . . . . . . . 

MIL-W.80179  (8) 

AR 

07  Oct 

70 

AR 

94 
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L 

1230 

Fir#  Control  Sytttm  Roquiromontt  For  Gun,  155*MM,  Solf*propoiltd,  M53  And 
Howltzor,  8*INCH,  StK  Propolltd  M55,  Volidattd  Apr  85 

MIL-F-14SS2 

AR 

30  Jun 

57 

AR 

1 

1230 

Firt  Syittm,  20  Millimotrt  Point  &  Supprostivt  Holicopttr,  AH*17  (TOW), 
A/A49E.7{V4) 

Mll-F-85468 

AS 

28  Frit 

84 

AS 

L 

1240 

Adopter,  Ttkscopt,  M9A1  Validottd  Apr  85 . . . 

MIL-A-13325A  <2) 

AR 

15  Nov 

61 

AR 

L 

1240 

Amplifier,  Video,  10559445 . . . . . . . 

MIL-A-14878A 

AR 

30  Jun 

81 

AR 

L 

1240 

lottery  Atiembly,  Storoge,  11737972  Volidattd  Jan  86. . . . 

MtL-8-50741 

AR 

16  Nov 

79 

AR 

L 

1240 

Solltry  Pow.r  Supply  PP-M07(  )/VVG-1,  1 1738841  ValidatKl  Jan  S3 . 

MIL-8-50737  (1) 

AR 

17  Nov 

76 

AR 

L 

1240 

lody  A$»embly  IR,  11743800  Validahd  Apr  $5 . 

MIL-B-507&2 

AR 

lOOel 

72 

AR 

L 

1240 

Body  Asterr’  >  .0541950  Validattd  Apr  85.. . . . . . . . . 

MIL-8-14843B 

AR 

28  F.b 

72 

AR 

1 

1240 

Body  Atiembly.  11744900  (Periicope.  M35E1)  Validated  Fob  86... . 

MIL-8-48447A  (1) 

AR 

15  Oct 

79 

AR 

1 

1240 

Body  Aiiembly,  8619920  Valldattd  Jan  82 . . . . . . 

MIL-B-14837B  (1) 

AR 

31  D.C 

75 

AR 

L 

1240 

Body  Aiiembly.  8619880  Validottd  Apr  85  . . . . . . 

MIL-B-14849B 

AR 

31  O.C 

71 

AR 

L 

1240 

Body  Aiiembly,  11747350  (Doylight)  VaUdaitd  Jan  87  . . . . 

MIL-B-48589  (2) 
NOTICE  1 

AR 

30  Jon 

87 

AR 

1 

1240 

Body  Aiiembly,  10516576  (Periicope,  M32C)  Volidattd  Jan  86 . . . . 

MIL-B-50B45B 

AP. 

31  Nov 

79 

AR 

L 

1240 

Body  Aiiembly,  10516210  (Periicope  M32} . . 

MIL-B-50366A  (3) 

AR 

28  Oct 

83 

AR 

L 

1240 

Coie,  Carrying,  10541026  And  10541038  Valldattd  Jan  82 . . . . . 

MIL-C-B0250A 

AR 

18  Jun 

70 

AR 

L 

1240 

Choitii  Aiiembly,  10559435  (Photomultiplier)  Volidattd  Jan  87.. . . . 

MIL-C-14875B 
NOTICE  1 

AR 

27  Jon 

87 

AR 

L 

1240 

Circuit  Aiiembly.  1 1737350  (Reodout)  Volidattd  Apr  85 . . . . 

MIL-C-50736 

AR 

08  Aug 

73 

AR 

1 

1240 

Circuit  Cord  Aiiembly,  10559335  &  11745329  -t600V  Power  Supplies 

Volidattd  Jan  87 

MIL-C-14876B 
NOTICE  1 

AR 

27  Jon 

87 

AR 

L 

1240 

Circuit  Cord  Aiiembly,  11737334  (Logic)  Volidattd  Apr  85 . 

MIL-C-50735 

AR 

06  Aug 

73 

AR 

L 

1240 

Circuit  Cord  Assembly,  10559325  (Power  Supply,  Low  Voltage)  Volidottd  Apr 

85 

Circuit  Cord  Assembly,  10559205  (Indicator,  Comrr>ond,  Disploy)  Volidottd  Apr 

85 

Circuit  Cord  Assembly.  10559315  (Line  Driver)  Validattd  Apr  85 . 

MIL-C-14877  (1) 

AR 

23  Aug 

73 

AR 

L 

1240 

MIL-C-14871  (1) 

AR 

1/  Aug 

73 

AR 

L 

1240 

MIL-C-14872  (1) 

AR 

17  Aug 

73 

AR 

1 

1240 

Circuit  Cord  Assembly,  10559425  (Transmitter  Logic) . . 

MIL-C-I4873A  (1) 
NOTICE  1 

AR 

19  Ok 

88 

AR 

L 

1240 

Circuit  Cord  Assembly,  10559225  (Control,  Gunners,  Loser  Ronging)  Volidottd 

Jan  81 

MIL-C-14879  (1) 

AR 

18  Oct 

74 

AR 

1 

1240 

Circuit  Cord  Assembly,  10559245  (Indicotor,  Digitoi,  Disploy)  Volidattd  Apr  85 

MIL-C-14870  (1) 

AR 

30  Jul 

73 

AR 

L 

1240 

Circuit  Cord  Assembly,  10559295  (Reply  Goting) . . . . . 

MIL-C-14882A 

AR 

30  Jun 

81 

AR 

L 

1240 

Circuit  Cord  Assembly,  10559305  (Counters) . . . . 

MIL-C-14883A 

AR 

30  Jun 

81 

AR 

L 

1240 

Circuit  Cord  Assembly,  10559285  (Select  Logic)  Volidattd  Jan  83 . 

MIL-C-14891  (4) 

AR 

22  Fob 

77 

AR 

L 

1240 

Circuit  Cord  Assembly,  11738806  (Battery  Charge  Senior)  Volidattd  Mar  81 .... 

MIL-C-50740 

AR 

08  Aug 

73 

AR 

L 

1240 

Circuit  Cord  Aiiembly,  11737802  (Interfoce) . . . . . 

MIL-C-50744A 
NOTICE  1 

AR 

30  Jon 

87 

AR 

L 

1240 

Circuit  Cord  Assembly]  11746908  Lew  Voltoge  Power  Supply  Control  Logic 
Validattd  Jan  67 

MIL-C-48610B 
NOTICE  1 

AR 

30  Jon 

87 

AR 

L 

1240 

Circuit  Cord  Assembly,  1 1743439  Commanders  Control  . . . . . . . . 

MIL-C-B2202B 

AR 

30  Jun 

81 

AR 

1 

1240 

Circuit  Cord  Assembly,  11743281  Disploy  Driver . . . . . . . . . 

MIL-C-B2204B  (1) 
NOTICE  1 

AR 

09  Nov 

87 

AR 

L 

1240 

Circuit  Cord  Assembly,  11743417  Mirror/o  Trigger  &  Buffer  . . . 

MIL-C-42205B 
NOTICE  1 

AR 

30  Jon 

87 

AR 

1 

1240 

Circuit  Cord  ASSEMBLY:1 1743667  Digital  To  Anolog  Converter..... . . . . 

MIL-C-B2207B  (1) 

AR 

18  Mar 

88 

AR 

L 

1240 

Collimotor,  Infinity  Aiming  Reference,  Mioi  . . . . . . . 

MIL-C-48550  (3) 

AR 

22  Moy  87 

AR 

L 

1240 

Collimator,  Infinity  Aiming  Reference,  Ml  Volidattd  Jan  86 . . . . . 

MIL-C-46372A  (4) 

AR 

14  Sep 

80 

AR 

1 

1240 

Collimotor,  Infinity  Aiming  Reference,  XM2  Validattd  Apr  85 . 

MIL-C-B0159  (1) 

AR 

23  Moy  66 

AR 

L 

1240 

Component  Assembly,  10559479  (Transmitter) . . . . . 

MIL-C-14880A  (1) 

AR 

22  Sop 

87 

AR 

1 

1240 

Component  Assembly.  10559404  (Tronsmilter  logic)  Validattd  Jan  85 . 

MIL-C-l4e74A 

AR 

30  Jun 

81 

AR 

1 

1240 

Control  Assembly  R.f.  (Unit  1)  11748205  Volidattd  Jan  86 . . . 

MIL-C-48605 

AR 

30S.p 

80 

AR 

1 

1240 

Control,  Commonder  S  Sight  &  Receiver  Tronsmitter,  Loser  Ronging,  11743121.. 

MIL-C-48490B  (2) 

AR 

09  Nov 

87 

AR 

t 

1240 

Control,  Commanders,  Loser  Ranging  C'9134(  )/VVG*1,  11738811  Volidottd 

Jon  83 

MIL-C-50734  (1) 

AR 

17  Nov 

76 

AR 

1 

1240 

Control,  Gunners,  loser  Ranging,  10559221  Volidattd  Apr  $5 . . . . 

MIL-C-14867  (1) 

AR 

30  Jul 

73 

AR 

L 

1240 

Control,  Power  Supply,  Laser,  C>9135(  )/VVG*1,  11738831  Validaltd  Jon  83.... 

MIL-C-50743  (2) 

AR 

17  Nov 

76 

AR 

L 

1240 

Control,  Power  Supply,  10559261  Volidattd  Apr  85... . . . . . . . 

MIL-C-14846  (1) 

AR 

30  Jul 

73 

AR 

1 

1240 

Control,  8.c.iv.r  Tfan»mill.r  C8728(  )/VVG-1,  11738851  Validaltd  Jon  83 . 

MIL-C-50742  (1) 

AR 

17  Nov 

76 

AR 

Q  1 

1240 

Converter  -  Regulator,  10553449  Validattd  Fob  80... . . . . 

MIL-C-46369  (4) 

AR 

07  Mar 

68 

AR 

L 

1240 

Coupler,  Optical . . . . . . . 

MIL-C-62478 

AT 

09  Jul 

85 

AT 

L 

1240 

Device,  Aiming,  M2,  (R.H)  And  Device,  Aiming  l.H  Volidottd  Apr  85  . . 

MIL-D-13284 

AR 

03  Mar 

54 

AR 

L 

1240 

Disploy,  Image  11744684  Volidattd  Jan  82 . . . 

MIL-D-48437A 

AR 

01  D.C 

75 

AR 

L 

1240 

Elbow  Assembly,  Possive,  1 1733401  Validattd  Ftb  85 . . . . 

MIL-E-48441A  (1) 

AR 

30  Apr 

79 

AR 

L 

1240 

Electron  Tube,  7688738  (Infrored,  Imoge  Converter)  Validattd  Mar  83 . . 

MIL-E-60245  (1) 

AR 

06  Jul 

70 

AR 

1 

1240 

Electronic  Component  Assembly.  11738850  (Power  Control)  Volidottd  Apr  85.... 

MIL-E-5073B 

AR 

08  Aug 

73 

AR 

L 

1240 

Electronic  Component  Assembly,  11738818  (Charge  Control)  Volidattd  Apr  85., 

MIL-E-50739 

AR 

08  Aug 

73 

AR 

L 

1240 

E.'ect.'O.nic  Compon^At  Ass^mb'y,  ii737477  {,a,  7r\ggtr)-Vaiidottd  Apr  85.......... 

MIL-E-50748 

AR 

08  Aug 

73 

AR 

L 

1240 

Electronic  Component  Assembly,  11737607  (Pre  Regulotor)  Volidottd  Apr  85  .... 

MIL-E-50745 

AR 

08  Aug 

73 

AR 

1 

1240 

Electronic  Unit:  11743131  . . . . . . . . . . . . 

MIL-E-4S491B  (1) 
NOTICE  1 

AR 

02  Mor 

88 

AR 

1 

1240 

Filter,  Light,  Telescopic  Instruments,  lominoted  Validattd  Ftb  86  USER'AT. . . 

MIL-F-12714A 

AR 

7  Mor 

60 

AR 

1 

1240 

Filter,  Polorizing  (For  Oplicol  Instruments). . . . . . . . . . 

MIL-F-21424A 
NOTICE  1 

os 

07  Sep 

89 

OS 

1 

1240 

Filter,  Roy,  Gloss,  Finished,  And  Blonks  And  Plotes  Validattd  Ftb  86... . . . 

MIL-F.1.717 

AR 

13  Moy  53 

AR 

L 

1240 

Generotor,  Torget,  Simulated  11741100  Validattd  Jan  82... . . . . 

MIL-G-4843eA 

AR 

01  Ok 

75 

AR 

L 

1240 

Head  Assembly.  11727486  (Periscope  M32E1  And  M35E1)  Volidattd  Ftb  85  .... 

MIL-H-48590  (1) 

AR 

30  Apr 

79 

AR 

1 

1240 

Heod  Assembly,  Tank  Periscope.  10558203  Validattd  Apr.  85... . . . . . 

MIL-H-50710  (1) 

AR 

10  Moy  73 

AR 

1 

1240 

Heod  Assembly,  Tonk  Periscope,  10542204 . . . . 

MIL-H-60650A  (1) 

AR 

09  Nov 

87 

AR 

1 

1240 

Head  Assembly,  Tonk  Periscope,  10513392  Validattd  Apr  85........................ . 

MIL-H-60153  (2) 

AR 

20  Aug 

65 

AR 

1 

1240 

Head  Assembly,  10514220  (Periscope,  M32  &  M35 . . . . 

MIL-H-50368C  (1) 

AR 

28  Oct 

83 

AR 

FSC  LISTING 


DOCUMENT 


FSC 

TITIE 

NUMBER 

PREP 

DATE 

CUSTODIAN 

1 

1240 

H«od  Asitmbly,  10549216  (Ptriscopt,  M20)  Validated  Jon  86.... . . . 

MtL-H-50733  (1) 

AR 

15  Oct  79 

AR 

1 

1240 

Htod  AiMmbly.  11747439  (Ptritcsp.  M32CE1)  Validattd  Jan  86 . 

MIL-H-43420  (1) 

AR 

24  S.p  80 

AR 

1240 

Htod  Aiiembly,  10541990  (Ptrlscop*,  M32C)  . . . . . . . 

MII-H-30646A  (1) 

AR 

28  Oct  83 

AR 

1 

1240 

Htod  AsitmbI)',  8619900  Validattd  Jon  86  . . . . . 

MIL-H-t4844B  (2) 

AR 

15  Oct  79 

AR 

Q  1 

1240 

M.L-H-46354A  (2) 
MIL-H-48408A 

AR 

07  May  86 

05  Mar  76 

AR 

L 

1240 

High  Voitoge  Power  Supply,  11739861  VoUdofod  Jon  82.........»......................... 

AR 

AR 

1 

1240 

Holder,  Telescope  Mount,  XM5  And  XM6  VaUdaftd  Fob  80..,.. . . . . 

MIL>H-46346 

AR 

15Jun  62 

\R 

L 

1240 

Holder,  Telescope  Mount,  XM7  Volidatod  Mor  8}..... . . . 

MIUI-i5655A 

Ak 

08  F.b  63 

AR 

1 

1240 

Indicator,  Commond,  Disploy.  10559201  Volidotod  Apr  85 . . . 

MIL-l-14869  (1) 

AR 

30  Jul  73 

AR 

1 

1240 

Indicotor,  Oigltol,  Display,  10559241  Volldotod  Apr  85  . . 

MIL-l-t4868  (1) 

AR 

30  Jul  73 

AR 

1 

1240 

loser  Tonk  Gunnery  Troiner,  M55  VolidoHd  Moy  88...„..... . . . 

MIU-48407B 

NOTICE  1 

AR 

16  Moy  88 

AR 

L 

1240 

linkoge  Assembly,  8287301  VoHdotod  Jan  82 . . . . . . . . . 

MIL>L'60244A 

AR 

06  Apr  70 

AR 

L 

1240 

Moll  3  Buffer  logic.  11738803  Validoltd  Apr  SS . 

MIL-M.50747 

AR 

08  Aug  73 

AR 

L 

1240 

Mount  Periscope  Assembly  11834833  VoUdofod  Jan  86  . . . . 

MIL-M-63333 

AR 

15  F,b  80 

AR 

1 

1240 

Mount  Telescope,  M148  &  XM164  Validated  Fob  82  . . . . . . 

MIL-M-60S44B  (1) 

AR 

15  Oct  69 

AR 

1 

1240 

Mount,  Antioscillatlon  Sight,  10511004  Votidatod  Mar  8t  . . . . 

MIL-M-46377 

AR 

29  Apr  63 

AR 

L 

1240 

Mount,  Periscope,  Ml  13  Volidotod  Fob  82 . . . . . 

MII-M-46383A 

AR 

27  Jan  64 

AR 

L 

1240 

Mount,  Periscope,  ml  18  And  M118E1  Validated  Fob  86 . . . 

MIL-M-45d64E 

AR 

31  Jan  74 

AR 

L 

1240 

Mount,  Periscope,  10513360  VoZ/do/^  Ju/ 88  . . . . . . . . 

MIL-M.i0170A  (3) 
NOTICE  1 

AR 

11  Jul  88 

AR 

L 

1240 

Mount,  Periscope,  Ml  19  Validated  Fob  86  . . . . . . . 

MIL-M-4S871E  (2) 

AR 

31  Jan  74 

AR 

L 

1240 

Mount,  PeriKop.,  M104,  M104A1  And  M104A2  Validaltd  Apr  85  KV-IAC . 

MII-M-45105D 

AR 

20  0,c  66 

AR 

L 

1240 

Mount,  Periscope,  IA\Q5  Validated  Fob  82  REV'MC . . . 

MIL-M.4S131A 

AR 

29  Oct  63 

AR 

L 

1240 

Mount,  Periscope,  Ml  15  Validated  Apr  85 . . . . . . 

MIL-M-4S628E 

AR 

31  Jul  72 

AR 

L 

1240 

Mount,  Sight.  11727200  Volldalvi  Mar  SI . 

Mll-M- 14860 

AR 

13D.C  68 

AR 

L 

1240 

Mount,  Teielcope,  M101  Validated  Apr  85 . . . . . . 

MIL-M.46318A 

AR 

16F.b  66 

AR 

1 

1240 

MII-M-10323A  (4) 
MIL-M-12697A  (1) 

AR 

30  Apr  73 

28  Nov  86 

AR 

L 

1240 

Mount,  Telescope,  M21At . . . . . . . . . . . 

AR 

AR 

1 

1240 

Mount,  Telescope,  M128  Validated  Jen  81 . . . . . 

MIL-M-46325D  (3) 

AR 

03  S.p  68 

AR 

1 

1240 

Mount,  Telescope,  M71  Validated  Jan  81  flEV*MC . . . . . 

Mll-M-13347 

AR 

26  Mar  54 

AR 

L 

1240 

Mount,  Telescope,  M99  Series -Validated  Apr  85 . . . . . 

MIL-M-46323A  (2) 

AR 

21  Stp  72 

AR 

L 

1240 

Mount,  Telescope,  M79  Validated  Feb  80  REV*MC . 

MIL-M-1331&B 

AR 

2  Ftb  60 

AR 

L 

1240 

Mount,  Teloicop.,  Ml  14  USER-AT  REV-MC . 

MII-M-46690A  (4) 

AR 

31  May  85 

AR 

L 

1240 

Mount,  Telescope,  M25  Validated  Apr  85  REV*MC..... . 

MIL-M-12699A 

AR 

2  Nov  54 

AR 

1 

1240 

Mount,  Telescope,  M134  Validated  Feb  86 . . . . 

Mll-M-463688  (3) 

AR 

28  Mar  74 

AR 

1 

1240 

Mount,  Telescope,  M18A1  Validated  Apr  85  REV<MC  . . . . . 

MIL-M-13331  (1) 

AR 

31  D«  54 

AR 

1 

1240 

Mount,  Telescope.  M145  Validated  Jul  88 . . . . 

MIL-M-463148  (2) 
NOTICE  1 

AR 

11  Jul  88 

AR 

1 

1240 

Mount,  Telescope,  Ml  10  Validated  Mar  83 . 

MIL-M.4i659C  (2) 

AR 

12  Ftb  71 

AR 

1 

1240 

MIL-M-46309B  (1) 
MIL-M-60S65 

AR 

29  Apr  82 

31  Aug  66 

AR 

1 

1240 

Mount,  T.I.Kep«,  XM1$2  V's/idoMd  Apr  85 . 

AR 

AR 

1 

1240 

Mount,  Telescope,  M137  Vali^ted  Moy  88 . . . 

MII-M-46310A 
NOTICE  1 

AR 

16  Moy  88 

AR 

L 

1240 

Mount,  Telescope,  Ml46  Validated  Apr  ^  USER>AT . 

MII-M-46312B 

AR 

15  Aug  72 

AR 

L 

1240 

Mount,  T^Kope.  Ml 49  Validated  Feb  85. . . . . . . 

MIL-M-60157C  (3) 

AR 

17  Apr  79 

AR 

L 

1240 

Mount,  TeleKope.  M128A1. . . . . . . . 

MIL-M-50380  (2) 

AR 

26S.P  85 

AR 

L 

1240 

Mount,  Telescope,  M134A1.... . . . . . . . . 

MII-M-50383A  (1) 

AR 

17  Aug  84 

AR 

1 

1240 

Mount,  Telescope,  M107  Validated  Apr  85  REV*MC . . . . . . 

MIL-M-45094C 

AR 

28  Ftb  62 

AR 

L 

1240 

Mount,  Telescope. &  Quodront  XM171  . . . . . . 

MIL-M-485S7  (6) 

AR 

29  Nov  85 

AR 

L 

1240 

Mount,  Telescope  And  Quodront,  XM172  . . . . . . . . . . 

Mll-M-48559  (2) 

AR 

29  Nov  85 

AR 

1 

1240 

Mount,  Telescope,  M149E1 . . . . . . . 

MIL-M-63330  (1) 

AR 

13  Ftb  85 

AR 

1 

1240 

Mount,  Telescope.  11741796... . . . . . 

MII-M-48S75  (1) 

AR 

05  Nov  84 

AR 

1 

1240 

Mount,  TeleKope,  9360169 . . . . . 

MIL-M-70453 

AR 

01  Apr  85 

AR 

L 

1240 

Muzzle  Boresight  Device  11783384  (M103MM  Gun  Tube) . . . . 

MIL-M-70542 

AR 

25  Ftb  85 

AR 

1240 

Opticdl  Elements,  Pockaging  Of  Va'idated  Apr  83  REV'SM  OS . . . 

Mll-O-168988  (1) 

AR 

03  Aug  70 

AR  AS  99 

L 

1240 

Oscillotor,  High  Voitoge,  10549785  Validated  Apr  85 . 

MIL-O-14850  (1) 

AR 

20Mor  73 

AR 

L 

1240 

Pontl  Alwmbli..,  10S48439  And  10S497S8  Va/irfoMd  Jul  88 . 

MIL-P.60243C  (4) 
NOTICE  1 

AR 

19  Nov  80 

AR 

1 

1240 

Ponel  Assembly  11834831  Validated  Jan  86 . . . . . 

MIL-P-63334 

AR 

15  Ftb  80 

AR 

L 

1240 

Periscope  Tank,  M32  Validated  Jan  86  REV*MC... . . . . 

Mll'P-463388  (3) 

AR 

ISOcI  79 

AR 

L 

1240 

Periscope  XM33  Validated  Apr  85 . 

MIL-P.60627 

AR 

30Jun  67 

AR 

1 

1240 

P.riKop«,  MIS  Validolwd  Jm  8/  REV-MC . 

MIL-P-12706 

AR 

13  Moy  53 

AR 

L 

1240 

Periscope,  M33  Validated  Feb  86  USER'AT . . . . . . . . . 

MIL-P-45685A 

AR 

12  Ftb  68 

AR 

L 

1240 

Periscope,  Tonk.  XM47  Validated  Jan  86  REV>MC . . . . . 

MIL-P.46322B  (1) 

AR 

13  Ftb  80 

AR 

1 

1240 

Pc’iscope,  Tonk.  M28  Series  Validated  Jul  88 . . . . . . 

Mll-P-451840  (3) 

AR 

11  Jul  88 

AR 

L 

1240 

PeriKope,  Tank.  M32E1  -Validated  Jan  86  . . . . 

MIL-P-48671  (1) 

AR 

15  Oct  79 

AR 

1 

1240 

Periscope,  Tonk.  M35E1  Validated  Jan  86  . . . . . . . . . 

MII  P-484S0A  (1) 

AR 

15  Oct  79 

AR 

1. 

1240 

Periscope,  Tonk,  M20  Series  Validated  Feb  82  USER<AT  . . . . . . . 

MII-P-13269A  (5) 

AR 

10  Oct  69 

AR 

1 

1?40 

Periscope,  Tonk,  M36E1  VoUdated-Jan  86  . . . . . . . 

MIL-P-4e451A  (1) 

AR 

15  Oct  79 

AR 

1 

1240 

Periscope,  Tank,  M44A1E1  &  M44A3£t  With  Associated  Equipment  Vo/Zdo/ed 

MIL-P-63331 

AR 

15  Ftb  80 

AR 

Jan  86 

L 

1240 

P.ritcop«,  Tank,  MiaWolldaltd  M  85 . 

MIL-P-48619 

AR 

30  Apr  79 

AR 

L 

1240 

Periscope,  Tonk,  XM51  Validated  Jon  81 . . . . . . 

MIL-P-60242  (3) 

AR 

25  Jun  68 

AR 

1 

1240 

Periscope,  Tonk,  XM50  Validated  Jen  81  . . . . .  . . . 

MIl-P-60241  (2) 

AR 

20  Ftb  68 

AR 

L 

1240 

Periscope,  Tonk,  M35  Validated  Apr  85  . . . . . . . . 

MII.P-46337B  (11 

AR 

10  Oct  72 

AR 

L 

1240 

Periscope,  Tonk,  XM44  Validated  Jon  86  . . . . 

Mll  P-60132  (2) 

AR 

29  Jul  65 

AR 

L 

1240 

Periscope,  Tonk,  M34  Validated  Jon  82 . . . . . . 

MIL-P-4S682D  (1) 

AR 

01  May  70 

AR 

L 

1240 

Periscope,  Tonk,  M36  Validated  Jon  86  . . . . . . 

M11-P.45689D  (2) 

AR 

15  Oct  79 

AR 

L 

1240 

PeriKope,  Tonk,  M32C  Validated  Apr  85, . . . . . . 

MIL-P-601398  (1) 

AR 

10  Oct  72 

AR 

1 

1240 

P.riKop«,  Tank,  M3 1  And  M31C  V<illdal.<l  Mar  S3  REV-MC . 

MIL-P-456S1B 

AR 

30  Apr  64 

AR 

L 

1240 

Periscope,  Tonk,  XM44Er&  XM44E2  With  Associoted  Equipment  Vo/Zdo/ed  Feb 

85 

MII-P.60649B  (5) 

AR 

15  Aug  79 

AR 

96 
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L 

1240 

Pentcope,  Tank,  XM44E1  And  XM44E2  VaUdaftd  Ftb  85  . . . 

MIL-P-50607  (3) 

AR 

04  Jun 

79 

AR 

1 

1240 

Ptrlicopt,  XM30  And  XM30C  VaJidattd  Jon  51, . . . . . . . 

MIL-P-46356 

AR 

18  Sep 

42 

AR 

1 

1240 

Penfcopet,  Tonkt  M44A.1E1  And  M44A2E1,  11834842  Vatidat&d  Nov  55.......... 

MII-P-63332 

NOTICE  1 

AR 

18  Nov 

88 

AR 

L 

1240 

Power  Suppl)r  Assembly  (Unit  2)  11748133  Vahdated  Jon  66 . . . 

MIL-P-48606A 

AR 

30  Sep 

80 

AR 

1 

1240 

Power  Supply  Assembly,  Nixie  Validated  Apr  85  . . . . . 

MIL-P-48607 

AR 

31  Dec 

78 

AR 

L 

1240 

Power  Supply,  low  Volloge:  11746916. . . . . . 

MIL-P.622)18  (1) 

AR 

02  Mor 

88 

AR 

01 

1240 

Power  Supply,  10516158  (Tronsistorixed)  Validated  Apt  55...... . . . 

MII-P-46320C  (4) 

AR 

25  JTan 

72 

AR 

L 

1240 

Power  Supply,  10559345  (Pfn  Charge)  Validated  Jon  55........................ . . 

MtL-P-14881  (2) 

AR 

17  Feb 

77 

AR 

*. 

1240 

Power  Unit  Assemblies,  8289242  And  8619600  Validated  Feb  80. . . . 

MIL-P-45678 

AR 

25  Jul 

60 

AR 

L 

1240 

Printed  Circuit  Cord,  Ml  &  M1E1  Tank,  Generol  Specificotion  For . . . 

MIL-P-62341A 

AT 

19  Dee 

84 

AT 

1 

1240 

Printed  Circuit  Cord,  Ml  &  M1E1  Tonk  Driver  S  Instrument  Panel,  DIP  a3.......... 

MII-P.62341-1A 

AT 

19  Dec 

84 

AT 

L 

1240 

Printed  Circuit  Cord.  Ml  &  M1E1  Tank  Driver  S  Instrument  Ponel,  DIP  Al. . . 

MII-P-62341-2A 

AT 

19  Dec 

84 

AT 

L 

1240 

Printed  Circuit  Cord,  Ml  &  MIEI  Tonk  Turret  NetN^ork  Box,  TNB  A4  . . . . 

MIL-P-i234)'3A 

AT 

19  Dee 

84 

AT 

t 

1240 

Projector,  Peticle  Imoge,  Ml4  Validated  Jan  52 . . . . . 

Ma-P-50125A  (4) 

AR 

25  Feb 

70 

AR 

L 

1240 

Projector,  Reticle  Imoge,  XM21 . . . . . . . . . 

MIL-P-50775B 

NOTICE  I 

AR 

30  Jon 

87 

AR 

1 

1240 

Range  Finder,  Fire  Control,  XM24  Validated  Feb  55.. . . . . . . 

MIL-P-45358A  (1) 

AR 

29  Jol 

66 

AR 

1 

1240 

Ronge  Finder,  Fi'e  Control,  M1761C  Validated  Feb  82 . . . . 

MIL-P-45371 

AR 

07  Oct 

43 

AR 

L 

1240 

Ronge  Finder,  loser,  AN>'VVA*1  Validated  Apr  55....... . . 

MIL-R-14854  (2) 

AR 

30  Moy  72 

AR 

t 

1240 

Range*finder,  Fire  Control,  Ml7C  Validated  Apr  55 . . . . . . 

MIL-R-45677  (1) 

AR 

23  Feb 

42 

AR 

1 

1240 

Rongefi<.5:r  Mark  75  Mod  1 . . . . . . . . . . 

MIL-R-22040  (2) 

OS 

27  Jon 

87 

OS 

1 

1240 

Rongelinder,  Fire  Control,  M17A1  Validated  Jon  52........ . . . . . 

MIL-R-46345A  (2) 

AR 

13  Dee 

76 

AR 

1 

1240 

Rongefinder,  F*ro  Control,  loser:  11743101... . . . . . . . . 

MIL'R-4S595A  ()) 
NOTICE  1 

AR 

09  Nov 

87 

AR 

L 

1240 

Rongelinder,  Fire  Control,  AN'VVG*1(  )  11738801  Validated  Jan  83  . . . 

MIL-R-50749  (1) 

AR 

17  Nov 

74 

AR 

1 

1240 

Receiver  Transmitter,  loser,  10559281  Validated  Apr  65  . . 

MIL-R-14845  (2) 

AR 

12  Jul 

73 

AR 

L 

1240 

Receiver  Tronsmitter,  loser,  RT'1021(  )^VVG*1,  11738821  Validated  Jon  83 . 

MIL-R-50746  (1) 

AR 

17  Nov 

76 

AR 

1 

1240 

Regulator  Assembly,  11747171  Validated  Feb  85 . . . . 

Mll-R.48577  (1) 

AR 

30  Apr 

79 

AR 

i 

1240 

Regulotor,  Voltage,  10539715  Validated  Apr  85 . . . . . 

MIL-R-50237 

AR 

17  Nov 

45 

AR 

L 

1240 

Regulator,  11733468  Validated  Feb  86 . . . . . . . . .  . . . 

MIL-R-48442 

AR 

25  Jon 

74 

AR 

1 

1240 

Sight  Reflex  M24C  Validated  Apr  85  . . . . . . 

MIL-S.7778 

AR 

28  Jon 

72 

AR 

L 

1240 

Sight  Unit,  M34  Series  Validated  Feb  86  REV>MC  . . . . . . . . 

MIL-S-13352A 

AR 

2  Feb 

40 

AR 

1 

1240 

Sight,  Bore.  Opticol,  M45E1  VaUdated  Mar  83 . . . . . . . 

Mll-S-50725 

AR 

26  Apr 

71 

AR 

L 

1240 

Sight,  Bore,  Opticol  M45  Validated  Mar  63 . . . . . 

MIL-S-45649A 

AR 

19  Feb 

71 

AR 

L 

1240 

Sight,  Bore  Reflecting,  XM115E1  Validated  Jan  83 . . . . . . . . 

MIL-S-48603 

AR 

29  Oct 

74 

AR 

1 

1240 

Sight,  Infinity  M44  And  M44C  Validated  Mar  83  REV*MC . . . 

MIL-S-45108C  (1) 

AR 

05  Moy  71 

AR 

L 

1240 

Sight,  Infinity,  8635466  Validated  Feb  86 . . . . . . 

Mll-S-4637)  (3) 

AR 

24  Mor 

72 

AR 

L 

1240 

Sight,  Infinity,  M44C  Validated  Mar  83  . . . . . . 

Mll-S-50716 

AR 

23  Apr 

71 

AR 

L 

>240 

Sight,  M4  (With  Corrying  Cose)  Validated  Apr  85 . . . . . . . . 

Mll-b.12709 

AR 

13  Moy  53 

AR 

1240 

Sight,  M6  Validated  Apr  85 . . . . . . . . . 

Mll.S-3475 

AR 

24  Apr 

51 

AR  OS 

1 

1240 

Sight,  Reflex,  M18  &  XM75  Validated  Apr  85  . . . . . . . 

Ma-S-606I7A 

AR 

31  Oct 

72 

AR 

1 

1240 

Sight,  Reflex,  Mt8  Validated  Jan  82 . . . . 

M)l.S-13387  (1) 

AR 

25  Mor 

70 

AR 

L 

1240 

Sighfunil,  M53A1  Validated  Apr  85  . . . . . . . . . . 

MII-S.50379  (1) 

AR 

30  Jun 

72 

AR 

1 

1240 

Sightunit,  M64 . . . . . . . . . . . . 

MIL-S-48573  0) 

AR 

05  Nov 

84 

AR 

1 

1240 

Sighiunift  M64A1  . . . . . .  . . . . . . . . 

MIL-S-70454 

AR 

0)  Apr 

85 

AR 

L 

1240 

Sighunit,  M53  Validated  Jon  81  . . . . . . . . . 

MIL-S-46347B  (1) 

AR 

06  Jurs 

69 

AR 

1 

1240 

Target  Generator,  Simulated.  Subsystem  Of  Torget  Selector  Group,  XMIO 
Validated  Jan  82 

MII-T-48445A 

AR 

01  Dec 

75 

AR 

L 

1240 

Telescope  Elbow,  XM138... . . . . . . . . . . . . . 

MII-T-48558A  (3) 

AR 

20  Dec 

85 

AR 

1 

1240 

Telescope  Mork  100  Mod  0  And  1  . . . . . . . . . 

MIL.T.81333A 

os 

29  Jun 

88 

OS 

1 

1240 

Telescope  Ponoromic,  M12A7  Series  Validated  Feb  86*.. . . . . 

Ma-M34S8B 

AR 

16  Apr 

48 

AR 

1 

1240 

Telescope,  Articulated,  M10'  Stries  Validated  Jon  86  USER>AT............ . 

MII-T.45488D  (1) 

AR 

20  Oct 

79 

AR 

L 

1240 

Telescope,  Articuloted.  M125  And  M135  Validated  Mar  83  . . . 

MIL-T.60544A 

AR 

13  Nov 

70 

AR 

1 

1240 

Telescope,  Elbow,  M16  Series,  Ml  16  Series,  And  XM139  . . . . 

MIL-T.13446D  (I) 

AR 

29  May  88 

AR 

t 

1240 

Telescope,  Elbow,  M99  Add  M99C  Validated  May  88  . . . . . . . 

Ma-T-40834 

NOTICE  1 

AR 

16  May  68 

AR 

L 

1240 

Telescope,  Elbow,  M62  Series  Val'dated  Feb  82  REV-MI  GS  . . . . . . 

MII-T-I332IB 

AR 

10  Sep 

43 

AR 

L 

1240 

Tfl.Kope,  Elbow.-  9340257 . 

MIL-T.70521 

AR 

01  Apr 

85 

AR 

1 

1240 

Telescope,  elbow,  M26A1  Validated  Apr  85 . . . . . . . 

MIL-T.13658 

AR 

21  Sep 

54 

AR 

L 

1240 

Telescope,  Elbow,  M118A2  . . . . . . . — . . . . 

Ma-T.63359  (1) 

AR 

20  Jun 

84 

AR 

L 

1240 

Telescope,  Elbow,  M114E1  . . . . . . . 

MII-T.50384  (1) 

AR 

17  Aug 

84 

AR 

L 

1240 

Telescope,  Elbow,  1173378U  Validated  Jan  83..... . . . . 

MII-T.48574 

AR 

18  Feb 

77 

AR 

i 

1240 

Telescope,  Elbow,  11737695  Validated  Apr  85 . . . . . . . . 

MIL-T-50760 

AR 

13  Aug 

71 

AR 

1 

1240 

Telescope,  Elbow,  M92D  And  M92F  Validated  Mar  83 . . . . 

MIL-T-46365  (4) 

AR 

30  Oct 

70 

AR 

L 

1240 

Telescope,  Elbow,  M118  Series  And  T176E4 . . . . . . . . 

MIL-T-46315B  (3) 

AR 

03  Jul 

64 

AR 

1 

1240 

Telescope,  Elbow,  M.OIC  And  M101D  Validated  Feb  55........ .......  . . . 

MII-T.443/4A  (1) 

AR 

25  Sep 

73 

AR 

1 

1240 

Telescope,  Elbow,  Ml  14  Validated  Feb  86  . . . . . . . . . 

MIL-T.46385A  (2) 

AR 

20  Apr 

73 

AR 

L 

1240 

Telescope,  Elbow,  M109  And  10548042-2  Validated  Mar  83  . . . 

MII-T.46324D 

AR 

17  Feb 

71 

AR 

1 

1240 

Telescope,  Elbow,  MIOI  Validi.  'd  Apr  85 . . . . 

MIL-T-46333A  (1) 

AR 

25  Sep 

73 

A8 

t 

Telescope,  M127A1  Siaiidated  Jon  Si . . . . . . 

MII-T-60826B 

AR 

03  Mor 

75 

AR 

1240 

Telescope,  M84  Validated  Jan  86 . . . . . . . 

MII-T.11865A  (1) 

AR 

20  Moy  53 

AR  OS 

L 

1240 

Telescope,  m85  (Series)  Validated  Feb  86  REV-MC  ....... . . . 

MH-T.127I2 

AR 

13  Moy  53 

AR 

1 

1240 

Telescope,  M86C  And  M86F  Validated  Apr  85..................... . . . 

MIL-T.20414A  (I) 

AR 

19  Sep 

72 

AR 

L 

1240 

Telescope,  Ponoromic,  M117A1 . . . . . . . . 

MIL-T.40895  (5) 

AR 

20  Oct 

83 

AR 

1 

1240 

Telescope,  Ponoromic,  Ml  Validated  Feb  55,...., . . . . 

MIL-T.12711A  (3) 

AR 

01  Mor 

74 

AR 

1 

1240 

Telescope,  Ponoromic,  MlOO,  MlOOC  And  MICWD  Validated  Apr  85.. . . . . 

MII-T-45335A 

AR 

27  Dee 

71 

AR 

1 

1240 

Telescope,  Ponoromic,  M117A2. . . . . . . . 

Mll-T.50782  (1) 

AR 

24  Oct 

83 

AR 

1 

1240 

Telescope,  Ponoromic,  Ml  13 . . . . . . . 

MIL-T-44386A  (5) 

AR 

22  Mor 

85 

AR 

1 

1240 

Telescope,  Ponoroi.slc,  Ml  17  Validated  May  88  . . . 

Ma-T-463I3B  (4) 
NOTICE  1 

AR 

16  Moy  88 

AR 

1 

1240 

Telescope,  Panoramic,  M115  Validated  Feb  55 . . 

Mll-r.443'lB  (1) 

AR 

17  Oct 

73 

AR 

1 

1240 

Telescope,  Ponoromic,  XM137 . . . .  . . . . . 

MII-T.48554  (2) 

AR 

29  Nov 

85 

AR 

97 
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t 

1240 

Telescope^  Ponoromic,  M113E1 . . . . . . . . . 

Mll-T-50382  (3) 

AR 

17  Au9 

84 

AR 

1 

1240 

Telescope,  Straight,  M97  Series  Volldottd  Feb  82  . . . . . 

MII-T.13364B 

AR 

16  Mar 

64 

AR 

1 

1240 

Telescope,  Strolght,  M120  &  XM134  VaKdated  Apr  85  . . . . 

MIL-T-60545C 

AR 

08  Jun 

72 

AR 

L 

1240 

Telescope,  Straight,  M103  Validated  Apr  85... . . . . . 

MtL-T-45656F 

AR 

22  Jun 

73 

AR 

L 

1240 

Telescope,  XM119  Validated  Jan  86 . . . . . . 

MIL-T-60156  (4) 

AR 

06  Mor 

74 

AR 

L 

1240 

Telescope,  XM126  Validated  Jon  81 . . . . . . . . 

MIL-T.60237  (1) 

AR 

02  F«b 

68 

AR 

1 

1240 

Telescope,  XM129  Validated  Jan  81 . . . . . . . . . . . 

MIL-T-60883 

AR 

21  Mar 

69 

AR 

L 

1240 

Telescopes,  Strolght:  M90  Series  And  P/n  12599180  . . . 

MIL-T-10646D 

AR 

30  Sep 

88 

AR 

1 

1240 

Tester,  System,  10549290  Validated  Jan  87 . . 

MII-T.48419A 

AR 

01  Dec 

75 

AR 

L 

1240 

Timing  Module  -  11737703  Validated  Jan  82 . . . . . 

M11.T.48409A 

AR 

05  Mar 

76 

AR 

1 

1240 

Trolner,  Field  Artillery,  Direct  Fire  (Loser),  1 1746409  Validated  Jon  87  . . . 

MIL-T-48578 

AR 

01  Mar 

76 

AR 

1 

1240 

Tube,  loser,  Plosmo,  Helium  Neon,  1 1746797 .................  . . . . 

Mll.T.48604  (2) 

AR 

16  Sep 

88 

AR 

1 

1240 

Volve  Stem,  Purging  (With  Filter)  . . . . . . . . . . . . . 

MS.516076 

AR 

04  Jon 

88 

AR 

1 

1240 

Wiper  Aitembly.  1054»760,  10538530  And  10538600  Validated  Jan  B2 . 

MIL-W.U846B  (1) 

AR 

01  Apr 

76 

AR 

1250 

Relay,  Armoture . . . . . . . . . . . . . . . . . 

MIL-R-62197 

AT 

28  Oct 

83 

AT 

i 

1260 

Control  And  Olsploy,  Torgctlng  Station,  M961  (FISTV)..,,..,...... . . . . 

MIL-C-62479A 

AT 

22  Mar 

88 

AT 

1 

1260 

Plotter  Mk  19  Mods  0  Through  8  Validated  Jen  67  . . . . . . . 

MIL-P-23405B 

OS 

27  Jon 

87 

OS 

NOTICE  1 

L 

1265 

Tronsmitter,  Superelevotion,  *22  Validated  Feb  82 . .  . . . . . 

Mll-T-46353  (1) 

AR 

31  Jul 

63 

AR 

L 

1265 

TronsmiMer,  Superelevation,  M23  Validated  Apr  65 . . . . . . 

MIL-T-450Be8 

AR 

09  Mar 

6?  < 

AR 

1 

1265 

Tronsmitter,  Target  Designation,  Mark  24  Mods  0  And  1,  And  Control  Unit 

MIL-T-21005A  (2) 

os 

22  Mor 

74 

OS 

Mark  79  Moos  0  And  1  Validated  Apr  82 

L 

1270 

Amplifier,  Electronic  Control,  10527247  Validated  Apr  65  . . . . . 

MIL-A.60146A 

AR 

29  Jul 

66 

AR 

L 

1270 

Amplifier,  10527248  Validated  Apr  85  . . . . . . . . . 

Ma-A-60147A  (1) 

AR 

07  Oct 

66 

AR 

L 

1270 

Amplifier,  10527249  Validated  Apr  85 . . . . . . 

MII-A.60148A 

AR 

11  Jul 

66 

AR 

t. 

1270 

Cose,  Optical  Bore  Sight,  8587581  Validated  Apr  85 . . . . . 

MtL-C.6U239 

AR 

02  D.C 

65 

AR 

L 

1270 

Composs  Unit,  Gyro  MX>18204/GSO.. . . . . . . . . 

MII-C49403A  (1) 

MC 

10  Sep 

85 

MC 

L 

1270 

Control,  Gimbol  Position,  10527253  Validated  Apr  65 . . . 

MIL-C-60l42.\ 

AR 

10  Mey 

66 

AR 

L 

1270 

Coordinate  Converter  Mark  54  Mod  0  Validated  Oct  64  . . . . . . . 

Mll-C.81089 

AS 

01  Jun 

64 

AS 

L 

1270 

Detector,  Wind  Direction,  Speed,  And  Temperature,  Fire  And  Flight  Air  Doto 

MtL*0.70487 

AR 

30  Jun 

83 

AR 

Subsystem,  Helicopter  Aromomenl:  M143 

L 

1270 

Display  Unit,  Sight,  Helicopter  Heod  Up  Subsystem,  M76 . . . . . 

MIL-O-70443 

Alt 

30  Nov 

83 

AR 

L 

1270 

Driv.i,  Bollittlc.  M4  (T23),  M3  (T23E1  And  (12382).  Validated  Jan  36 . 

MIL-D-11637A 

AR 

1  Mor 

54 

AR 

NOTICE  1  (NU) 

L 

1270 

FiIm*tope,  Semioutomotic  Test  Validated  Sep  65. . . . . . . 

M1L-F-81526B 

AS 

02  Apr 

71 

AS 

1 

1270 

Fire  Control  Computer,field  Test  Set  (Fcc>fts) . . . . . . . 

MIL'F.4B673 

AR 

12  Aug 

86 

AR 

1 

1270 

Gyroscope,  Rate,  10527237-1  And  10527237*2  Validated  Apr  85 . . . 

MII-G-60143A 

AR 

11  Jul 

66 

AR 

1 

1270 

Indicotor,  Airspeed,  And  Direction  Fire  And  Flight  Air  Data  Subsystem, 

MIL-l-70485 

AR 

30  Jun 

83 

AR 

Helicopter  Armoment,  M143 

1 

1270 

Instollotion  And  Test  Of  Aircraft  Flexible  Weopons  Systems  Validated  Oct  84,... 

MIL-l-8673 

AS 

31  Moy 

55 

AV  AS 

NOTICE  (1) 

1 

1270 

Interconrtecting  Sox,  8932942  Validated  Feb  82 . . . . . . . . 

MIL-T46390 

AR 

01  Oct 

63 

AR 

1 

1270 

Motor,  Control,  10527238  (Yaw  Torquer)  Validated  Apr.  85. . . . . . 

Mll-M'60144A 

AR 

11  Aug 

66 

AR 

1 

1270 

Motor,  Control,  10527239  (Pitch  Torquer)  Validated  Apr  85 . . . . . 

Mll-M'60145A 

AR 

11  Jul 

66 

AR 

1 

1270 

Mount  Sight,  Infinity  Reflex.  10511760  And  10553469  Validated  Feb  86,....., . 

MIL-M-46379A 

AR 

03  Jun 

68 

AR 

L 

1270 

Power  Supply,  10527250  Validated  Apt  85 . . . . . . . . 

MIL-P-60149A 

AR 

27  Jul 

66 

AR 

1 

1270 

Processor,  Signol,  Fire  And  Flight  Air  Date  Subsystem,  Helicopter  And 

MlL-P-70486 

AR 

30  Jun 

83 

AR 

Armoment]  M143 

1 

1270 

Processor,  Signal,  Sight,  Helicopter  Heod  Up  Subsystem,  M76 . . . . 

MlL-P-70444 

AR 

30  No. 

83 

AR 

1 

1270 

Proiector,  Recticle  Imoge.  10547353  Validated  Feb  62  . . . . . . 

MIL-P.50307  (1) 

AR 

16  Moy 

70 

AR 

1 

1270 

Range  Pot  Assembly.  10553423  Validated  Feb  86 . . . 

Mll-R-50761 

AR 

24  Sep 

71 

AR 

1270 

Reflector,  Gunsight  Gloss  Validated  Jan  81  . . . . . . . . 

MIL.R-6771B  (2) 

AR 

23  Aug 

66 

AR  OS 

L 

1270 

Sight  Assembly,  10527236  Validated  Apr  85  . . . . . . . 

Mll-$60U1A 

AR 

26  Oct 

66 

AR 

1 

1270 

Sight,  Helicopter,  Head  Up  Subsystem,  M76 . . . . . . . . . . . 

MIL-S70442 

AR 

30  Nov 

83 

AR 

1 

1270 

Sight,  Reflex,  Helicopter,  M60A1  Validated  Jan  81  . . . . 

MIL-S'60233C  (2) 

AR 

25  Sep 

74 

AR 

1 

1270 

Sight,  Reflex,  M73  Validated  Apr  85  . . . . . . . 

MIL.S.608918 

AR 

18  Jul 

72 

AR 

1 

1270 

Sight,  Reflex,  XM70E1  Volldat^  Feb  82....... . . . 

MIL-S'60e28A  (1) 

AR 

18  May 

70 

AR 

L 

1270 

Sighting  System  Antioscillotion  XM58  Validated  Apr  85 . . . . . . 

'MII-S-60140A 

AR 

12  Aug 

66 

AR 

1 

1270 

Teleuope,  Straight,  8287286  Validated  Apr  85 . . . . . . . 

MIL-T.60150A 

AR 

12  Aug 

66 

AR 

1 

1270 

Test  Set,  Fire  Control  System  AN/AWM*87  Validated  Feb  84 . . . . . . 

Mll-T-85068 

AS 

22  Jun 

77 

AS 

1 

1270 

Test  Set,  Fire  Control  Subsystem:  Ml43  . . . . . . . 

Ma-T.70699 

AR 

30  Jul 

87 

AR 

L 

1270 

Test  Set,  Missile  Control  System,  AWG-10  Side  Bench  Validated  Oct  64. . 

MIL-T'815278 

AS 

29  Jon 

71 

AS 

L 

1270 

Test  Set,  Missile  Control  Group  OQ'50/AWM*21,  00*51/AWM*21,  And 

Mll-T.81741 

AS 

20  Aug 

69 

AS 

OQ-52/AWM-21  Validated  Jul  83 

L 

1280 

Aircroft  Weapons  Releose  Set  AN/AWE-1  Validated  Jan  83... . . . . 

Mll-A.81359 

AS 

04  Jun 

70 

AS 

1 

1280 

Assembly,  Center  Stolion  65A132F6  Validated  Oct  84 . . . . . 

MIL-A-81370 

AS 

04  Jun 

70 

AS 

1 

1280 

Assembly,  left  Right  Station  65A132F5  Validated  Oct  84............. . . . . 

Mll-A'81369 

AS 

04  Jun 

70 

AS 

1 

1280 

Assembly,  Priority  logic  65A132F6  Validated  May  82 . . . . 

MIL-A-81372 

AS 

04  Jun 

70 

AS 

1 

1280 

Assembly,  Quantity  Select  65A132F9  Validated  Oct  84  . . . . . 

MIL-A-81373 

AS 

04  Jun 

70 

AS 

t 

1280 

Assembly,  Station  Transfer  65A132F7  Validated  May  82  . . . . . . 

Mll.A-81371 

AS 

04  Jun 

70 

AS 

L 

1280 

Avionics  System  Performonce  Specificotion  For  A*4M/AV*8  Bombmg  Set,  Angle 

MIL.A*85055 

AS 

15  Apr 

87 

AS 

Rot.  ANVASB-19(V)  Valldat»d  Apr  87 

NOTICE  1 

L 

1280 

Computer  Set,  Attitude-reference  Bombing  AN/AJB*7  REV-99  11........................ 

MII-C-38295A  (1) 

71 

10  Sep 

84 

99 

L 

1280 

Computer  Set,  Bomb  Releose,  loft,  4N/AJ8*3  Validated  Mar  81 . 

MIl-C-23716A 

AS 

01  Ocl 

66 

AS 

1 

1280 

Computer  Set,  Loft  Bomb  Release  AN/AJB*3A  Validated  Oct  84„. . . 

MIL-C.23727A  (2) 

AS 

26  Aug 

70 

AS 

L 

1280 

Computer,  Bomb  Releose,  Angle  CP-735/AJ6-7  REV-99  . . 

MIL-C-38304  (3) 

71 

07  Apr 

83 

99 

L 

1280 

Computer,  Bombing,  Flight  Director  CP.734/AJB*7 . . . 

MII-C-38302A  (1) 

71 

14  Sep 

85 

99 

L 

1280 

Computer,  Weopon  Aiming  CP-1 444/A . . . . . 

Mll-C-85388 

AS 

08  Jul 

82 

AS 

1 

1280 

Control  Unit  Subsystem  For  The  Bombing  Set,  Angle  Rale  AN/AS8-19(V) 

MIL-C-85058 

AS 

15  Apr 

87 

AS 

Validated  Apr  87 

NOTICE  1 

1 

1280 

Control,  Aircraft  Weopons  Release  Set  C*6682  (*)/AWE>l  Validated  Mar  83.... 

Mll-C-81360 

AS 

04  Jun 

70 

AS 

L 

1280 

Control,  Aircroft  Weopons  Release  Set  C*8014(*)/AWE'1  Validated  Oct  84...... 

Mll.C-81770 

AS 

04  Jun 

70 

AS 

L 

1280 

Duel  Mode  Trocker  For  Bombing  Set,  Angle  Rote  AN/ASB-19(V)  . . . 

MII-D-85056A 

AS 

19  Mor 

82 

AS 

93 
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1280 

Indicator  Group  AN'^APA<122.... . . . . 

Mll-I-I828«A 

AS 

15  F.b 

55 

1 

1280 

Inttrvolomtttr,  Ordnance,  Releott  T0*239/A  Volldot^d  May  $2 . . 

MIU-21400 

AS 

2  Jun 

58 

AS 

1 

1280 

Porolle),  Frequtncy*coded  Firing  Systtmi  Validottd  Mar  82  . . 

MIL-P-8I91I 

AS 

30  Nov 

72 

AS 

L 

1280 

Programmer,  Aircraft  W>.^pont  Release  Set  MX*7016(*)/AWE‘1  Voiidoltd  Apr 

83 

Weapons  OeliveryXomputer  For  The  Bombing  Set,  Angle  Rote  AN/ASB*1^(V) 
Volldatad  Apr  87 

MIL-P.8136I 

AS 

04  Jun 

70 

AS 

L 

1280 

MIL-W^S057 

NOTICE  1 

AS 

15  Apr 

87 

AS 

L 

1285 

Amplifer,  Doppler,  Assembly  1 1740261  VoUdctwi  Apr  88 . 

MIL-A-48607A 

NOTICE  1 

AR 

07  Apr 

88 

AR 

L 

1285 

Amplifier,  Doppler  Boord  Assembly,  11740262  Validotad  Apr  88 . 

MU-A-48608A 

NOTICE  1 

AR 

07  Apr 

88 

AR 

1 

1285 

Amplifier,  Intermediate  Frequency  AM-1063/MS  &  AM0064/MS  Volidotad  Fab 
d2 

Amplifier,  Video,  AM&107S  ^  m  Vatidatad  Apr  85 . . . . . . . . 

MIL-A-6OI0O 

AR 

20  Jon 

64 

AR 

L 

1285 

MIL-A-46330 

AR 

15F.b 

62 

AR 

L 

1285 

Antenno  Assembly  AS*2049APS>2,  10S48366  &  Antenna  Assembly 
AS-2049A/VPS-2,  10556312 

MIL-A-50687  (5) 
NOTICE  1 

AR 

30  Jon 

87 

AR 

L 

1285 

Assembly,  Klystron  Power  Supply,  10548905 . . . 

MII  A-S08SS  (1) 
NOTICE  1 

AR 

30  Jon 

87 

AR 

1 

1285 

Board  Assembly,  10548604  VaUdotad  Mar  83 . . . . . 

MIL-8-5M70 

AR 

15  Apr 

71 

AR 

L 

12F5 

3oord  Assembly,  Generotor,  10548611  Validatad  Jan  82.. . . . 

MIL-B-48433 

AR 

24  Feb 

77 

AR 

L 

12i. 

Board,  Component,  10548362  VoUdattd  Jan  81 . . . . . . . 

MIL-8-506S3  (1) 

AR 

13  S.p 

74 

AR 

L 

1285 

Cose,  Shipping,  Reusobte,  10559875,  11730881  And  11730862  VoUdattd  Ftb 

82 

Circuit  Assembly,  Age,  10549236  . . . . 

MIL-C-30306A 

AR 

01  May 

70 

AR 

1 

1285 

MIL-C-30675A 

NOTICE  1 

AR 

30  Jon 

87 

AR 

L 

1285 

Circuit  Boord  Assembly,  Age.  10549230  . . . . . . . 

MIL>C-50679A 

NOTICE  1 

AR 

30  Jon 

87 

AR 

L 

1285 

Circuit  Cord  Assembly.  10548046  (Counter,  Ronge)  Valldottd  Jan  82 . 

MiL.C-50652/4  (2) 

AR 

16F.b 

76 

AR 

L 

1285 

Circuit  Card  Assembly.  120(XX>10  (Ballistic  Constn'**) . 

MIL-C-5078S/U 
NOTICE  1 

AR 

23  Mor 

88 

AR 

L 

1285 

Circuit  Card  Assembly,  12000015  (Rate  Series)  VoUdattd  Jan  82 . . . 

Mll-C-50785/15 

AR 

30  Oct 

75 

AR 

L 

1285 

Circuit  Cord  Assembly,  1200(X)16  (Ronge  Series)  VoUdattd  Jan  82 . . . 

MIL-C-50785/16 

AR 

06  Oct 

75 

AR 

L 

1285 

Circuit  Card  Assembly  12000252  Time  Delay  VoUdattd  Jan  83 . . . 

MIL-C.50785/17 

AR 

22  F.b 

77 

AR 

L 

1285 

Circuit  Cord  Assembly,  10546016  (Generator,  Rcfd)  VoUdattd  Mar  88  . . . 

MIL-C-iMS2/5  (2) 
NOTICE  ) 

AR 

23  Mor 

88 

AR 

L 

1285 

Circuit  Cord  Assembly,  10548122  (Register  A,  Ronge)  VoUdattd  May  85, . 

MIL-C-50652/6 

AR 

15  Apr 

71 

AR 

1 

1285 

Circuit  Card  Assembly,  10548021  (Register  8,  Range)  VoUdattd  Mar  8$ . 

MIL-C.S06S2/7  (2) 
NOTICE  1 

AR 

23  Mor 

88 

AR 

1 

1285 

Circuit  Cord  Assembly,  10548148  (Central,  Search/trock,  And  Goin)  VoUdattd 

Jon  82 

Mll.C.50652/8  (1) 

AR 

13  Apr 

76 

AR 

1 

1285 

Circuit  Card  Assembly,  10548135  (Counter  A,  Range  Rote)  VoUdattd  Mar  83„„ 

MIL-C-S0652/9  (1) 

AR 

30  Nov 

82 

AR 

1 

1285 

Circuir  Cord  Assembly,  10548012  (Counter  B,  Range  Rote)  VoUdattd  Mar  83,,.. 

MIL.C-50652/10 

AR 

15  Apr 

71 

AR 

1 

1285 

Circuit  Card  Assembly.  10548049  (Scoler,  Rate) . . . . . 

Mll-C.50«2/n  (1) 

AR 

30  Apr 

82 

AR 

1 

1285 

Circuit  Cord  Assembly,  10548086  (Integrator,  Rote)  VoUdattd  Jon  6)  . . 

MIL-OS0452/12  (2) 

AR 

18S.P 

74 

AR 

1 

1285 

Circuit  Cord  Assemblies,  Radar  Set  AN/VPS.2,  General  Sf^ciflcotion  For 

VoUdattd  Mar  83 

Ma.C.50652  (1) 

AR 

30  Nov 

82 

AR 

1 

1285 

Circuit  Card  Assembly,  10548018  (Generator,  Modulotor  Trigger) . . 

Mll-C-50652/)A 
NOTICE  1 

AR 

23  Mor 

88 

AR 

L 

1285 

Circuit  Cord  Assembly,  10548007  (Generator,  Computer  Timing)  VaUdottd  Mar 

88 

MIL-C.5W52/2  (2) 
NOTICE  1 

AR 

23  Mor 

88 

AR 

1 

1285 

Circuit  Cord  Assembly.  10546' 19  (Decoder,  Rcfd)  VoUdattd  Ftb  65  . . 

MII-C.J06J2/3  (1) 

AR 

14  Aug 

79 

AR 

L 

1285 

Circuit  Cord  Assembly,  11747101  Ronge  And  Range  Rote  Generotor . . 

Mll-C  48584A  (1) 

AR 

31  Moy 

82 

AR 

1 

1285 

Circuit  Cord  Assembly  11748240  (Sight  Current  Generator  Adopter)  VoUdattd 

Ftb  85 

MIL-C-48585  (2) 

AR 

30  Aug 

79 

AR 

L 

1285 

Circuit  Cord  Assembly,  10548133  (Detector,  Phose)  VoUdattd  Mar  63.. . . . 

MIL-C-506527I3 

AR 

15  Apr 

71 

AR 

L 

1285 

Circuit  Cord  Assembly.  10545492  (Outbound  Configuration)  VoUdattd  Jon  86 

MII-C-J0785/3  (1) 

AR 

16  May 

74 

AR 

L 

1285 

Circuit  Card  Assembly,  10545670  (Ballistic  Correction  M220/M246E3) 

VoUdattd  Apr  $5 

MIL-C-50785/4 

AR 

20  Apr 

73 

AR 

1 

1285 

Circuit  Cord  Assembly.  10545702  (Bollistics  Doto  Amplifier)  VoUdattd  Jon  81..„ 

MIL.C-50785/5  (2) 

AR 

06  Dec 

74 

AR 

L 

1285 

Circuit  Cord  Assembly,  10545703  (Buffer  Amplifier) . . . . . . 

MIL.C.50785/6  (I) 
NOTICE  ) 

AR 

23  Mor 

88 

AR 

L 

1285 

Circuit  Cord  Assembly.  10545704  (Acquisition  Time  Deloy)  . . . 

Mll-C.50785/7  (I) 
NOTICE  1 

AR 

30  Jon 

87 

AR 

1 

1285 

Circuit  Cord  Assembly,  10545705  (Sight  Correction)........... . . . 

MIL-C-S0785/8  (1) 
NOTICE  1 

AR 

23  Mor 

88 

AR 

L 

1285. 

Circuit  Cord  Assembly.  10545706  (Pulse  Width  Multiplier) . . . . . . 

Mll-C-50785/9  (2) 

AR 

29  Jun 

84 

AR 

L 

1285 

Circuit  Cord  Assembly,  10545707  (Time  Deloy)  VaUdottd  Apr  85 . . . 

Mll.C.50785/10 

AR 

20  Apr 

73 

AR 

L 

1285 

Circuit  Cord  Assembly.  12000011  (Mode  Scoling)  VoUdattd  Jon  82........... . 

MIL-C-S078J/n 

AR 

24  Oct 

75 

AR 

L 

1285 

Circuit  Cord  Assembly.  12000013  (Compulation  Control) . . 

Mll-C-50785/12 
NOTICE  1 

AR 

23  Mor 

88 

AR 

1 

1285 

Circuit  Cord  Assembly.  12CXX)013  (Atmospheric-Correction} 

M'l-C-507e5'13  (1) 
NOTICE  1 

AR 

23  Mor 

00 

AR 

1 

1285 

Circuit  Cord  Assembly,  10548359  (Converter,  Ronge  O/o,  4A16)  VoUdattd  Mor 

88 

Mll-C-50652/14  (3) 
NOTICE  I 

AR 

23  Mor 

88 

AR 

L 

1285 

Circuit  Cord  Assembly  1054833C  (Cortverter  Ronge,  Rote  D/o,  4A17) . . . 

Mll-C-50652/liA 
NOTICE  1 

AR 

30  Jon 

87 

AR 

L 

1285 

Circuit  Cord  Assembly.  10548450  (Amplifier,  Control)  VoUdattd  Mor  88 ............ 

MII.C.5M52/16  (1) 
NOTICE  I 

AR 

23  Mor 

88 

AR 

1 

1285 

Circuit  Cord  Assembly,  10548636  (Deloy,  Fine/frne)  VoUdattd  Mor  88 . . 

Mll-C.i06J2/17  (3) 
NOTICE  1 

AR 

23  Mor 

88 

AR 

1 

1285 

Circuit  Cord  Assembly.  10549234  (Boord,  Universal) . . . . . 

MIL-C.J06J2/)8  (1) 

AR 

24  Jun 

87 

AR 

1 

1285 

Circuit  Cord  Assembly,  Sight  Current  Generator,  Generol  Specificotion  For 
VaUdottd  Jan  86 

MIL-C-50785  (3) 

SUPP  1C 

AR 

11  Nov 

75 

AR 

99 
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DOCUMENT 

ESC  IITIE  number  custodian 


1 

I2SS 

Circuit  Card  AssembI/  9337291  (Voltoge  Comporotor)  Volidoted  Mar  88  . . . 

MIL-C-50785/ 18 
NOTICE  1 

AR 

23  Mar 

88 

AR 

1 

1285 

Circuit  Cord«  10545463  (Firing  Indicotor)  Volidattd  Apr  85  . . . . 

MIL-C.50785/2 

AR 

20  Apr 

73 

AR 

1 

1285 

Computer,  Ronge  CP'886''UPS>2,  10548339  Validoled  Mar  83 . . 

Mll-C-50685 

AR 

15  Apr 

71 

AR 

1 

1285 

Converter  Dc/d’c,  10549021  REV>mi  . . . . . . . 

MIL-C-503308  (2) 

AR 

30  Nov 

82 

AR 

L 

1285 

Converter,  Electronic.  10549013  . . . . . . . . . . 

MII-C-50329B  (1) 

AR 

30  No 

82 

AR 

1 

1285 

Counter,  Electronic,  10548(X)9  Validated  Apr  65....... . . 

MIL-C-50344A  (2) 

AR 

12  Jun 

73 

AR 

1 

1285 

Oflo/  Cell,  7615435  . 

MII-D-60510C 

Ml 

31  Jul 

85 

Ml 

L 

1285 

Detector,  Doppler.  10548509  Validated  Mar  83 . . . . . . . 

MII.D-50677A 

AR 

30  Nov 

81 

AR 

L 

1285 

Diode  Board  Aisembly  10549017  Validated  Jan  6/............,,..,...,.......... . 

Mll-D-50656  (2) 

AR 

30  Moy 

75 

AR 

i 

1285 

Distribution  Box.  10548533  Validated  Jan  83. . . . . . . 

Mll-D-48435 

AR 

24  Feb 

77 

AR 

L 

1285 

Driver,  Switch,  10548602  Validated  Jul86...... . . . . . . . . 

MIL-D'50669  (1) 
NOTICE  1 

AR 

11  Jul 

88 

AR 

L 

1285 

Gote  Circuit,  Multiple  Boord  Assembly  •  Upper  9342753  . . . . 

MIL,G-506808 

AR 

26  Nov 

84 

AR 

1 

1285 

Gore  Circuit,  Multiple,  Boord  Assembl/'lower.  10548550  . . . 

MIL-G-5068IB 

AR 

26  Nav 

84 

AR 

1 

1285 

Gate  l-f.  10548649 .  . 

Mll,G-50676A 

AR 

28  Feb 

82 

AR 

L 

1285 

Gote  Transmit,  Boord  B.  10549207  Validated  Mar  33  . .  . ...... 

Mll.G-50671 

AR 

15  Apr 

71 

AR 

1 

1285 

Gate,  Boord  Assembly  >•  Upper,  10548656  Validated  Mar  83 

MIL-G-50683 

AR 

15  Apr 

71 

AR 

L 

1285 

Gote,  !•(  Boord  Assembly*  lower.  10546654.... . . . . . 

MII.G-506B4  (1) 
NOTICE  1 

AR 

30  Jon 

87 

AR 

L 

1285 

Gote,  Multiple,  Circuit,  10548325 . . . . . . .  . . . . 

MII.G-50678B 

AR 

26  Nov 

84 

AR 

1 

1285 

Gote.  Transmit  Boord  .  10549205  Validated  Jan  82 . . . . . . . 

Mll.G-50672  (1) 

AR 

10  Mar 

76 

AR 

i 

1285 

Generotor,  Dlg'tol.  10548613  . . . . . . . . . . 

MIL,G-50322a  (1) 

AR 

23  Mac 

82 

AR 

1 

1285 

Generotor,  Sight  Current  12000239  . . . . . . 

MIL.G-60662 

AR 

30  Jun 

82 

AR 

1 

1285 

Gyroscope,  Rote  Integroting  Validated  Jan  89  . . . . . . . 

MIL>G-81168/4A 
NOTICE  1 

OS 

27  Jan 

89 

OS 

1 

1285 

Gyroscope,  Rote  Integroting  Vc/do/ed  Apr  82 . . . . . . 

MIL.G-8I16B/5B 

OS 

18  Ocl 

74 

OS 

L 

1285 

Indicotor,  Azimuth  Range,  IP&269/M  Validated  Apr  85 . . . . 

MII.|,46331 

AR 

15  Feb 

62 

AR 

1 

1285 

Microwove  Chassis  Assembly,  10549047  . . . . . 

Mll-M,4842B  (1) 

AR 

03  Ocl 

80 

AR 

L 

1285 

Mixer  Preomplifier.  10548160 . . . . . . . . . . 

MII.M-48432A 

AR 

31  Jul 

86 

AR 

1 

1285 

N«twork,  Pui»  FORMING  10548884 . 

MIL-N,50654A 

AR 

30  Sep 

85 

AR 

L 

1285 

Oscillotor  Doppler,  10548833  . . . . . . . . . . 

Ma.O-50665  (1) 

AR 

30  Dec 

80 

AR 

1 

1285 

Osciilotor,  Doppler,  Component  Boord  Assembly,  10559694  . . . 

MIL-0-48434  (1) 

AR 

30  Dec 

80 

AR 

L 

1285 

Power  Supply.  10548336  (Klystron)  . . . . . . . 

MII.P-50321A  (3) 

AR 

30  Nov 

88 

AR 

1 

1285 

Power  Supply,  PP4812''VPS*2,  10548440  Volida*ed  Nov  88  . . . 

M1L-P-50686A  (1) 
NOTICE  1 

AR 

15  Nov 

88 

AR 

1 

1285 

Power  Supply,  11834450  (Klystron  Beam) . . . . . . 

M11-P-50323B 

AR 

30  Nov 

80 

AR 

1 

1285 

Protector,  Overvoltoge.  10548031  (  5V  Filter)  Validated  Mar  63  REV*M1  . . 

MII-P-503I7A 

AR 

15  Apr 

71 

AR 

L 

1285 

Pulse  Shaper.  10546801  Validated  Jon  81  . . . . . . . . . 

MIL-P-50324A  (1) 

AR 

15  Apr 

75 

AR 

1 

1285 

Rodor  Bombing  Equipment  AN>APA<16... . . . . . . . 

MII-R-18895A 

AS 

29  Jun 

55 

L 

1285 

Radar  Bombing  Equipment  AN/APA*16,  Bench,  Pre«fligKt  &  Flight  Test 

Instructions  For 

MIL-R-189B4 

AS 

13  Jul 

55 

L 

12,' 

Radar  S.i  AN/VPS-2.  10549058  (Rons.  Only  Radar) . 

MII-R-50651A 

AR 

30  Aug 

85 

AR 

1 

128:. 

{eceiver*transmilter,  Rodor  RT«860/VP$.2.  10548089 . . . . . 

Mll-R-50668  (1) 

AR 

03  Oct 

80 

AR 

1 

1265 

Receiver,  Rodor  R*1475/VPS>2,  10546336  Validated  Mar  63. . . . . . . . . 

Mll-R-50674 

NOTICE  1 

AR 

15  Apr 

71 

AR 

1 

1285 

Reflector  And  Feed  Assembly,  10548028  &  10556313  Validated  Jan  86  ............ 

MIL-R-48427A 

AR 

30  Nov 

79 

AR 

L 

1285 

Regulotor,  Voltoge.  10548986 . . . . . . . . . . . . . . . 

MII-R-50325B  (1) 

AR 

30  Nov 

82 

AR 

L 

1285 

Regulotor,  Voltage.  10548987  Validated  Apr  88 . . . . . . 

Mll-R-503268  (1) 
NOTICE  1 

AR 

06  Apr 

88 

AR 

L 

1285 

Regulotor,  Voltage,  10548988 . . . . . . . . . . 

MII-R-50327B  (1) 

AR 

30  Nov 

82 

AR 

1 

1285 

Regulotor,  Voltage.  10549008 . . . . . . . 

Mll-R-5032e8  (1) 

AR 

30  Nov 

82 

AR 

L 

1285 

Regulator,  Voltoge.  10548034  And  11727766  Validated  Jon  82 . . 

MII-R-50318A  (1) 

AR 

09  Jun 

76 

AR 

L 

1285 

Resulalar,  Vallaje,  10548043  And  117'’7763 . 

MIL-R-50319A  (1) 
NOTICE  1 

AR 

30  Jon 

87 

AR 

L 

1285 

Regulator,  15  Volt,  Boord  Assembly,  10548959......... . . . . 

MII-R-50657A  (1) 

AR 

30  Nov 

82 

AR 

L 

1285 

Regulotor,  15  Volt,  Board  Assembly,  10548958 . . . . . . . . 

MIL.R-50658A  (1) 

AR 

30  Nov 

82 

AR 

1 

1285 

Regulotor,  23  Volt,  Boord  Assembly,  10549014 . . . . 

MII-R-50659A  (1) 

AR 

30  Nov 

82 

AR 

1 

1285 

Regulotor,  23  Volt,  Boord  Assembly,  10548960...... . . . . . . 

MII-R-50660A  (1) 

AR 

30  Nov 

82 

AR 

L 

1285 

Regulator,  29  Volt,  Boord  Assembly,  10548961... . . . . . . 

MII-R-50664A  (1) 

AR 

30  Nov 

82 

AR 

L 

1285 

Regulotor,  33  Volt,  Boord  Assembly,  10549016  Validated  Jvl  88 . . . 

M1L-R-50661A  (1) 
NOTICE  1 

AR 

11  Jul 

88 

AR 

L 

1285 

Regulator,  33  Volf,  Board  Assembly,  10549015  Validated  Jut  88  . . . . . 

MII-R.50662A  (1) 
NOTICE  1 

AR 

11  Jul 

88 

AR 

L 

1285 

Regulator.  6  Volt,  Boord  Assembly,  10548953  Validated  Jvl  88 .................... 

MIL'  50663 A  (11 
NOTICE  1 

AR 

11  Jul 

88 

AR 

L 

1285 

Servo  Assembly.  10545441  Validated  Jon  01  . . . . . . . . . 

Mll-S-50795  (1) 

AR 

01  Apr 

75 

AR 

L 

1285 

Servo  Drive,  Elevotion.  10546062  Validated  Feb  86 . . . . . . 

MIL-S-506',7  (1) 

AR 

12  Oct 

73 

AR 

1 

1285 

Servo  Drive,  Troverse,  10548052  Validated  Feb  86.........  . . 

MIL-S-50666  (2) 

AR 

12  Oct 

73 

AR 

1 

1285 

Servo  Electronics,  10548193  Voiia'ated  Jan  63  . . . . 

.•.VI  S  43426.n 

AO 

30  Nrtv 

82 

AR 

L 

1285 

Shaper,  Pulse.  10548806  Validated  Mar  83  . . . . 

MIL-S-50673 

AR 

15  Apr 

71 

AR 

L 

1285 

Sight,  leod  Computing,  M61,  11747062  Validated  Feb  84....... . . 

MII-S-6066IA  (l| 

AR 

13  Ocl 

83 

AR 

L 

1285 

Solid  Stote  X'bond  Source,  10548182 . . . . . . . . . 

Mll-S-48431  (2) 

AR 

07  Nov 

80 

AR 

L 

1285 

Ten  Set  Subaiiembly.  11726378  (7,5  MHZ  Clack)  VaUdottd  Jan  53 . 

MIL-T-43436 

AR 

15  Mof 

77 

AR 

L 

1285 

Test  Set,  Orgoniiotlonol  Mointenonco  AN/TPM*23  Validated  Jan  83. . .  .. 

MII-T-60887A  (1) 

AR 

07  Apr 

77 

AR 

1 

1285 

Tfonimitier  Gote.  10549202  Validated  Jan  81 . . . . . . . . . 

MIL-T.50320B 

AR 

20  Dec 

74 

AR 

1 

1290 

1290 

Accelerometer,  Electrlcol,  lincor  ABU'IS/A  Validated  Jan  81 ..................... ...... 

Aiming  Circle,  M2  And  M2A2  With  Equipment  ... . 

MIL-A-8162I 
M1L-A-13338E  (11 
NOTICE  1 

AS 

AR 

25  Feb 
24  Ocl 

69 

88 

AS 

L 

1290 

Amplifier  -  Detector,  10525674  Validated  Mar  83 . .  ....  .. 

MIL-A.U322  (2) 

AR 

19  Ocl 

70 

AR 

1 

1290 

Amplifier  Mork  UO  Mods  O,  1,  And  2  Validated  Feb  89.... . . . 

MtL.A-22055  (3) 
NOTICE  1 

os 

23  Feb 

89 

OS 

1 

1290 

Amplifier,  Audio  Frequency,  10512508  Validated  Mar  83 . . 

MIL-A-14819  (') 

AR 

13  Jul 

70 

AR 

100 
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L 

1290 

Amplifitr<  Computation . . . . . . . 

MIL-A-22339  (2) 

OS 

27  Jar 

87 

os 

L 

1290 

AmpUntr^  Error  Light,  A»»omb!/.. . . . . . . . 

MlL-A-22891  (2) 

OS 

27  Jan 

87 

OS 

L 

1290 

Ampllfltr,  Error  levtl,  Aistmbly . . . . . . . 

Mll-A-22889  (2) 

OS 

27  Jan 

87 

OS 

L 

1290 

Ampiifitr,  Rtioivtr  liolotion . . . * . . 

Mll-A-22337  (2) 

OS 

27  Jan 

87 

OS 

L 

1290 

Amplifitr,  Solution  Sorvo,  400  Cycle.......... . . 

MIL-A-22338  (2) 

OS 

27  Jan 

87 

OS 

1 

1290 

Amplifier,  Synchro  Servo,  6  Wott  400  Cycle . . . . . . . 

MIL-A-22334  (2) 

OS 

27  Jan 

87 

OS 

L 

1290 

Amplifier,  Synchro  Servo,  6  Watt,  60  HZ  Validated  Jon  67 . 

MIL-A-22336B 
NOTICE  1 

OS 

27  Jan 

87 

OS 

1 

1290 

Amplifier,  Varioble  Gain  . . . . . . . . . . 

Mll-A-22335  (2) 

OS 

27  Jan 

87 

OS 

L 

1290 

Cable  Reel  Mark  1  Mod  1  (For  Fire  Control  System  Mark  101)  Validotod  Ftb 

89  REV.99 

MIL-C-23602 

NOTICE  1 

OS 

23  F*b 

89 

OS 

L 

1290 

Cote,  Fire  Direction  Set,  Artillery  VoUdofod  Mor  63 . . . . . . 

MIL-C-14381A  (2) 

AR 

24  Feb 

77 

AR 

L 

1290 

Cote,  Fuie  Setter  Set,  M178  Validated  Apr  85  . . . . 

MIL-C-60261 

AR 

29  Dec 

65 

AR 

L 

1290 

Co:e,  Telescope,  M164  Validated  Feb  82 . . . 

MIL-C-602S5  (1) 

AR 

30  Mar 

70 

AR 

L 

1290 

Chronogroph,  Rodor  Set.  M36  With  Equipment  Validated  Feb  82  . . . 

MIL-C-1481d 

AR 

01  Oct 

69 

AR 

L 

1290 

Compost,  Magnetic,  Unmounted,  M2  (Nonmaintoinoble)  REV>99  . . 

MIL-C-58032C  (1) 

AR 

25  Apr 

86 

AR 

L 

1290 

Control,  Receiver>transmitter  C'9887(  (/GRA014  Validated,  Feb  85  REV.CR . 

MIL-C-49114 

CR 

09  Feb 

78 

CR 

L 

1290 

Control,  Remote,  M71,  land  Mine  System . . . . . . 

Ma-C-d4025 

AR 

20  Oct 

86 

AR 

L 

1290 

Controller,  Drive,  M12A1  &  M12E2  Validated  Jan  86  . . . . . . 

MIL-C-793B  (2) 

AR 

30  Mar 

60 

AR 

L 

1290 

Drive^mount,  Periscope,  M9  Validated  Apr  85 . . . 

MIL-D-4S089A 

AR 

30  Apr 

62 

AR 

L 

1290 

Fire  Contiol  Electronic  Colibrotion  Standords,  Packaging  Of  Validated  Apr  85 
REV-SM 

MIL.F-45687 

AR 

16  Feb 

61 

AR 

L 

1290 

Fu*e  Function  Control  Set  AN/AWW-1  Validated  Jul  81  REV*99 . . . 

MIL.f-21J72 

NOTICE  1 

AS 

15  Jul 

60 

AS 

L 

1290 

Fuze  Function  Control  Set  AN/AWW.4{V)  Validated  Feb  31. . . . 

MIL-F-S196d 

AS 

19  Apr 

74 

AS 

L 

1290 

Fuze  Setter  Set,  M63  . . . . . . . . 

MIL-F-46373A  (2) 

AR 

10  Aug 

88 

AR 

L 

1290 

Gear,  Oil  M6A1E1  Validated  Apr  65 . . . . . . . 

MIL-G-13507 

AR 

24  Jun 

54 

AR 

L 

1290 

Gyrocomposs,  North  Seeking,  Fire  Support  Team  Vehicle  (Fistv),  M981..... . 

MIL-G-62487 

AT 

06  Jul 

87 

AT 

L 

1290 

Indicotor,  Oigitol  Display,  8215501  Validated  Mar  83 . . . . . 

MIL-l-14811  (2) 

AR 

27  Oct 

70 

AR 

L 

1290 

Integrator,  Soil  6  Disc  (Inoctive  For  New  Design  Per  Not.  1  (2/23/89) 

Validated  Apr  82 

MIL-l-22357 

OS 

15  Sep 

64 

OS 

L 

1290 

light,  Aiming  Post  Validated  Jan  83 . . . . . . . . . . 

MIL-L-104698  (4) 

AR 

30  Mar 

70 

AR 

L 

1290 

Light,  Instrument,  Fire  Control  Equipment  Validated  May  88...,. . . . 

MIL-1-10470D  (2) 
NOTICE  1 

AR 

16  May  88 

AR 

L 

1290 

Motor'tachometer  Generotor  Validated  Mar  63 . . . . . . . . . 

MIL-M-22447 

AS 

15  Oct 

63 

AS 

i 

1290 

Motor*tochometer  Generator,  Temperoture  Compensated  Validated  Jon  67 . 

Mll-M-23017 

NOTICE  1 

OS 

21  Jan 

87 

OS 

L 

1290 

Mounl,  P«fiKop.,  M89  (T177)  And  M9d  (I177A2)  VoUdolKl  Apr  8S . 

MII-M-13348  (1) 

AR 

17  Jan 

72 

AR 

1 

1290 

Mount,  Quadrant,  Ml  (With  Equipment)  Validated  Jan  8 1............ . . 

MIL-M-12d96 

AR 

13  May  53 

AR 

L 

1290 

Mount,  Sight,  M74C  Validated  Feb  86 . . . 

MII-M-13368 

AR 

7  Apr 

54 

AR 

1 

1290 

Mount,  Telescope,  M30  Validated  Jan  81  REV'MC . 

Mtl-M-45122 

AR 

24  Jun 

58 

AR 

L 

1290 

Mount,  Telescope,  T169  Validated  Feb  86 . . . . . 

MIL-M-I3306A 

AR 

9  Jun 

61 

AR 

L 

1290 

Mount,  Telescope,  M3'Validated  Jan  87 . . . . . . . 

MIL-M-126988  (1) 
NOTICE  1 

AR 

30  Jon 

«7 

AR 

L 

1290 

Packoging  Of  Gear,  Oil,  M3  Series,  M6Al  Or  M6A1E1  Validated  Apr  85 
REV-SM  Ml 

MIL-P-14236 

AR 

27  Jan 

56 

AR 

1 

1290 

Post,  Aiming,  M1A2  REV>M( . . . . . . . . 

MIL-P-132328  (1) 

AR 

30  Jan 

84 

AR 

L 

1290 

Powvr  Supply  Diode  And  Copocitor  Assembly. . . . . 

MIL-P-22340  (2) 

os 

27  Jan 

87 

OS 

L 

1290 

Power  Supply.  10512499  Validated  Mar  83 . 

MIL-P-I4S18  (1) 

Ad 

13  Oct 

70 

AR 

1290 

Protractor,  Fan,  Rongedeflectfon,  Aluminum,  Groduoted  In  MILS  And  Meters 
Validated  Jan  83  REV-ME 

MII-P-14462A  (3) 

*R 

15  Jul 

77 

AR 

MC  99 

1 

1290 

QuodronI,  fire  CONTROL-MI J  R^V-MC . 

MIL-Q-46315C  (2) 

AR 

15  Oct 

87 

AR 

L 

1290 

Quodrant,  Fire  Control,  Gunner  S  MlAl  Validated  Jan  83  . . . . 

MIL-Q-12713D  (1) 

AR 

16  Aug 

76 

AR 

L 

1290 

Quodront,  Fire  Control,  XM17 . . . . . . . 

Mll-Q-48»5  (3) 

AR 

05  0:1 

87 

AR 

1 

1290 

QuodronI,  Fire  Control,  XM18 . . . . . 

MIL-0-.85S6  (2) 

AR 

29  Nov 

85 

AR 

L 

1290 

Quodrant,  F*'e  Control,  XM14., . . . . . . . 

mL-Q-46387A  (2) 

AR 

08  Nov 

88 

AR 

1 

1290 

Quadrant,  Fire  Control.  Elevation  M14E1  . . . . . . . . 

MIL-O-i038S  (1) 

AR 

17  Aug 

84 

AR 

t 

1290 

Quodrant,  Fire  Control.  Elevotion,  M13  Series  Validated  Mar  83 . . . . . 

MII-Q-45618F 

AR 

26  Mor 

71 

AR 

L 

1290 

Quodront,  Gunner  S,  M1A1E1  Validated  Feb  82 . . . . . . 

MIL-O-30386 

AR 

16  Jun 

70 

AR 

L 

1290 

Quodrant,  Range,  M4A1  Validated  Mar  83 . . . . . . 

MIL-Q-12793A 

AR 

19  Apr 

65 

AR 

L 

1290 

Rodio  Data  Link,  Sound  Ranging  AN/GRA  tl4  (System  Of) . 

MIL-R'49449 

CR 

08  Apr 

85 

CR 

1290 

Reieiv.r  Trantmitt.r  RT-1 185(  (/GRA-1  !■  /idoln/  Ftb  SS  REV-CR . 

Mll.R-49113 

CR 

09  Feb 

78 

CR 

L 

'290 

Receiver  Tronsmitter  RT-1183(  (/GRA-1 14  jlldated  Feb  85  REV-CR . . 

MIL.R-49111 

CR 

09  Feb 

78 

CR 

1 

1290 

Receiver  Trassmitte;  RT-1184(  (/GRA’114  Validated  Feb  85. . . 

Mll-R-47112 

CR 

09  Feb 

78 

CR 

1 

1290 

Recorder,  Signol  Doto  RO-481(  (/TNS-10  Validated  Feb  85  REV.CR  . . 

Mll-R-49122 

CR 

01  Aug 

77 

CR 

L 

1290 

Rectifier,  Error  Meter,  Assembly  . . . . . . . 

MIL-R-22890  (2) 

OS 

27  Jon 

87 

OS 

L 

1290 

Relay,  Armoture  Validated  Feb  89  REV-Ml  . . . . . . 

MIL-R-22S27  (2) 
NOTICE  1 

OS 

17  Feb 

89 

OS 

L 

1290 

Resolver,  Boll,  1  Inch,  Assembly  Validated  Apr  82. . . . . . . . 

MIL-R-22388 

OS 

10  Mor 

64 

OS 

L 

1290 

Ring  Assembly,  clectricol  Contact  7665497  Validated  Apr  85 . . . 

MIL-R-4J633 

AR 

24  Jun 

59 

AR 

1 

1290 

1290 

S:!,  Wirinj,  ff.KAIV  Vsl'dsud  AprSS . 

Switching  Equipment,  Combat  Sysfem,-CcmmonH  8  Control,  Fire  Control  & 
Interior  Communication,  Requirements  For 

MIL-S-13544 

MIL-STD-1657A 

AR 

SH 

24  Jun  64 
02  Moy  83 

AK 

SH 

Ql 

1290 

Switching  Equipment,  Combat  System,  Commend  8  Control,  Fire  Control  8 
Interior  Communicolion  Generol  Specificotion  For 

M!L-S-17<X)0N 

SUPPL  1 

SH 

02  May  83 

SH 

L 

1290 

Switching  Equipment,  Combat  Systems,  Command  8  Control,  Fire  Control  8 
Interior  Communicolion  Switchboard,.Surface  Ship,  Dec,  Mounted,  Power 
Distribution  (Terminol  Boord  Connected),  Type  VI) 

MIL-S-17000/dA 

SH 

02  May  S3 

t 

SH 

1 

1290 

Switching  Equipment,  Combol  System,  Command  8  Control,  Fire  Control  8 
Interior  Communicolion  Switchboord,  Surfoce  Ship,  Deck  Mounted,  Oigitol 
Switching  (Plug  Connected),  Type  Vlll 

MIL-S-17000/7A 

SH 

02  May  83 

SH 

L 

1290 

Switching  Eq'.'ipment,  Combot  System,  Command  8  Control,  Fire  Control  8 
Interior  Communicolion  Switchboord,  Submarine,  Type  IX 

MIL-S-17000/8A 

SH 

02  May  83 

SH 

101 
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L 

1290 

Switching  Equipment,  Combat  Syittm,  Comn^ond  &  Control,  Fire  Control  & 

MIL-S-17000/9A 

SH 

02  May  83 

SH 

Interior  Communicotion  Control  Indicotor 

L 

1790 

Switching  Equipment,  Combot  Syitem,  Commond  &  Control,  Fire  Control  & 

Mll-S-170(X)/10 

SH 

02  Moy  83 

SH 

Interior  Communicotion  Swltchboord,  Surfoce  Ship,  Deck  Mounted  (Terminol 
Boord  Connected)  Type  X 

L 

1290 

Switching  Equipment,  Combot  System,  Commo  Nd  &  Control,  Fire  C  Ontrol  & 

MII-S-17000/1A 

SH 

02  May  83 

SH 

Interier  Com  munication  Swltchboor  D,  Surface  Ship,  Deck  Mounted 
(Terminal  Boo  Rd  Connected),  Type  1  1 

L 

1290 

Switching  Equipment,  Combot  System,  Command  &  Control,  Fire  Control  & 

MII-S-17000/2A 

SH 

02  May  83 

SH 

Interior  Communicotion  Swltchboord,  Surijce  Ship,  Bulkheod  Mounted 
(Terminol  Boord  Connected)  Type  lii 

L 

1290 

Switching  Equipment,  Combot  System,  Commond  &  Control,  Fire  Control  & 

MIL-S-17000/3A 

SH 

02  May  S3 

SH 

Interior  Communication  Switchboard,  Surloce  Ship,  Oeck*mounted  (Plug 
Connected)  Type  IV 

L 

1290 

Switching  Equipment,  Combat  System,  Command  &  Control,  Fire  Control  & 

MII-S-17000/4A 

SH 

02  Msy  83 

SH 

Interior  Communicotion  Switchboord,  Surface  Ship,  Bulkheod  Mtd  (Plug  Con 
Type  V) 

L 

1290 

Switching  Equipment,  Combot  System,  Command  &  Control,  Fire  Control  & 

MIL-S-17000/5A 

SH 

02  May  83 

SH 

Interior  Communicotion  Switchboord,  Surface  Ship,  Deck  Mounted,  Two 
Seporote  Sections  (Terminal  Boord  &  Plug  Connected,  Type  Vi 

L 

1290 

Switching  Equipment,  Combot  System,  Commond  &  Control,  Fire  Control  & 

MIL.S-17000/11 

SH 

02  Moy  83 

SH 

Inurior  Communication  Switchboord,  Surfoce  Ship,  Bulkheod  Mounted 
(Terminol  Boord  Connected)  Type  Xi 

1 

1290 

Switching  Equipment,  Combot  System,  Command  &  Control,  Fire  Control  & 

M1L-S.170(X)/12 

SH 

02  May  83 

SH 

Interior  Communicotion  Switchboord,  Submorine  Deck  Mounted  (Plug 

Connected)  Type  Xti 

1 

1290 

System,  locol  Control  M16A1E1  VoZ/do/ed  Apr  55..... . . . . 

MlL-S-13571 

AR 

9  Aug  54 

AR 

L 

1290 

Target  Position  Simulator  Mork  26  Mod  0  (For  Fire  Control  Systems  Mk  112) 

MIL-T-82524A 

os 

21  Jan  87 

OS 

Validated  Jan  67 

NOTICE  1 

L 

1290 

Telescope.  Elbow  Assembly  B211640 . . . 

MIL-T-63443  ()) 

AR 

11  Nov  88 

AR 

L 

1290 

Television  System  Mk  5  Mod  0  Validated  Sep  8S . . . .  .  ,  ,  , 

MII-T-S2507B 

os 

17  Nov  76 

OS 

L 

1290 

Test  Set,  Infirored  Detecting  Set  AN/AAM*6  Validated  Jtm 

MIL-T-23592 

AS 

23  Jon  63 

AS 

L 

1290 

T.itef,  (soi»e,  X  Bond,  11S22700  . 

MIL-T-48d21  (1) 

AR 

30  Nov  82 

AR 

L 

1290 

Tools  For  The  Proo'uctlon  Of  Fire  Control  Moteriel,  Generol  Speciflcotion  For 

Mll-T-44398  (1) 

AR 

20  Nov  69 

AR 

Val. dated  Feb  82 

1 

1290 

Transformer.  Vorioble,  Precision  Validated  Jan  87  REV*Mf . 

MIL-T-22448  0) 
NOTICE  1 

OS 

21  Jon  87 

os 

1290 

Viol,  level  Validated  Apr  85  USER<MI  ME  MC . 

MIL-V-3144B 

AR 

06  Feb  67 

AR  OS 

INT  AMD  2  (MU) 

1290 

Viol,  Uvel  CiKulof,  Type  Co  Validated  Apr  88  USER-MI  MC . 

MS-35106B 

AR 

18  Apr  88 

AR  OS  99 

NOTICE  1 

1290 

Viol,  level  Cylindrical,  Type  Do  Validated  Apr  $6  USER>MI  MC . 

MS-3SI02B 

AR 

18  Apr  88 

AR  OS 

NOTICE  1 

1290 

Y,'o»,  level  Cylindricol,  Type  Ob  Validated  Apr  88  USER'MI  MC . 

MS-35103C 

AR 

18  Apr  88 

AR  OS 

NOTICE  1 

1290 

Viol,  level  Cylindricol,  Type  Oc  Validated  Apr  88  USER-MI  MC . 

MS-3S104B 

NOTICE  1 

AR 

18  Apr  88 

AR 

OS 

1290 

Viol,  level  Cylindricol,  Type  Or  Validated  Apr  88  USER-Mt  MC . . . 

MS-3S105B 

NOTICE  1 

AR 

18  Apr  88 

AR 

OS  99 

13GP 

Ammunition  Manufacturers  And  Thier  Symbols  Validated  Mar  86  REV-MI  MC ...» 

MII-STD-1451D 
NOTICE  1 

AR 

31  Mar  88 

AR 

OS  99 

L 

13GP 

Fixed  Gun  And  Rocket  Instollotions,  Engineering  Test  Of  VdZrdoted  Nov  74 

Mrl.F-7417 

18 

22  Jul  52 

18 

REV-11 

13GP 

Safety  Oiterio  &  Quollficotion  Requirements  For  Pyrotechnic  Initioted  Explosive 

Mll-STD-1466 

AR 

02  Nov  88 

AR 

OS  99 

(Pie)  Ammunition  Validated  Nov  88 

NOTICE  1 

L 

13GP 

Softy  &  Performonce  Test  For  Qualification  Of  Explosives  Validated  Jwt  86 

MIL-STD-1751 

70 

20Jun  86 

99 

REV-18 

NOTICE  1 

L 

13GP 

Skid  Bose,  Wood,  For  Unitization  Of  Boxed  Ammunition  . . . . . . 

MII-S-50784F 

Al 

31  Jon  85 

AL 

1 

13GP 

Source  Doto,  Preporotion  Of  (For  Nonnucleor  Munitions  Bosic  Informotion 

MII-5-38794B 

70 

17  Jun  S3 

99 

Monuols,  looding  Procedures  Monuols,  Disposal  Procedures  Mcinucds,  Fire 
Fighting  And  Reloted  Criterlo  Monuols.)  REV-10  01 

1 

13GP 

Weopon,  Biologicol  And  Chemical.  Cenerol  Design  Specification  For  Validated 

MIL-W-B1550 

AS 

12  Sep  67 

AS 

June? 

1 

1305 

Bollistic  Slondords  Ard  Test  Method  For  Evoluoting  And  Selecting  5.56MM 

MIL-STD-14S3 

AR 

20  Jul  71 

AR 

Ammunition  For  M16/M16A1  Weapon  Acceptance  Tests  Validated  May  85 

L 

1305 

Bondoleer,  M  Validated  Mar  86 . . . . . 

MII-B-1396S8 
NOTICE  1 

AR 

13  Mar  86 

AR 

L 

1305 

Bandoleer,  M2  Vtdidated  Mar  86 . . . 

MII-B-46367A 

AR 

17  Mar  86 

AR 

L 

1305 

Bondoleer,  M3 . . . . . . 

MII-B-60128A  (1) 
NOIlCE  1 

AR 

29  Sep  86 

AR 

t 

1305 

Bondoleer,  M4  Validated  Feb  85 . , . 

MIL-B-60107B  (1) 

AR 

24  Apr  79 

AR 

L 

1305 

Bondoleer.  MB  Validated  May  87 . . . 

MII-B-48S53  (1) 
NOTICE  1 

AR 

21  May  87 

AR 

L 

1305 

BondolMr,  200  Round  Mogoiin.  (M249  Machine  Gun) . 

MIL-8-53992A  (2) 

AR 

28  Nov  84 

AR 

L 

1305 

Borrel,  Test,  Small  Arms  Ammunition  Generol  Specificotion  For . . . . 

MII-B-S0378  (1) 

AR 

31  Jul  88 

AR 

* 

NOTICE  1 

L 

1305 

Belling  System,  Ammunillon,  Mark  2  Mod  0  (For  20MM  Mark  100  Series 

Mll-B-21418 

AS 

28  Moy  58 

AS 

Ammunition)  Validated  Mar  83 

1 

1305 

Bolt,  Automotic  Weopon,  (Proctice)  XM2 . . . . . . . . 

MIL-B-70S11A 

AR 

09  Jon  89 

AR 

L 

1305 

Bull«l,  Col  .30 . 

MII.-B-70445  (1) 

AR 

22  Jun  87 

AR 

1 

1305 

Cartridge  Cose,  Steel,  20  Millimeter  MK  5  And  Mods  (For  20  MM  A/C  Guns) 

MII-C.18759B 

AS 

19  Jun  68 

AS 

Validated  May  81 

1 

1305 

Cortridge  Cose,  20MM.  Empty,  Primed . . . 

Mll-C-70552 

AR 

05  Feb  86 

AR 
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130S 

Cortridge^  Ball,  Colibtr,  .45,  M1911  USER*MC . . . . . . . 

MIL-C-1311E  (2) 

AR 

16  Apr  86 

AR  99 

1305 

Cartridge,  Blank,  Line*throwlng  Caliber  .45,  M32  Voh'daf^d  May  87 . 

MII-C-12779C 

AR 

21  May  87 

AR  OS  99 

NOTICE  1 

1 

1305 

Cortrldge,  Blonk  Coliber  .50,  M1A1  VaUdoftd  Nov  86 . . . . . 

MIL-C-48A23  (2) 

AR 

02  Nov  88 

AR 

NOTICE  1 

1 

1305 

Cartridge,  Coliber  .30,  Boll,  M2  Vafidattd  Mar  86  . . 

MIL-C-1313F  (1) 

AR 

07  Feb  73 

AR 

1 

1305 

Cortridge,  Coliber  .50.  Reference.. . . . . . 

MIL-C-1485eA  (1) 

AR 

10  Oct  86 

AR 

1305 

Cortrldge,  Caliber  .50,  Ball,  M33 . . . . . . 

Mll-C-101900  (1) 

AR 

04  Oct  85 

AR  99 

L 

1305 

Cortridge,  Coliber  .38,  Speclol,  Ball,  PGU<12/B . . . . . . 

MIL-Ci8551  (2) 

AR 

10  Jul  88 

AR 

L 

1305 

Cartridge,  Caliber  .45,  Trocer,  M26  REV>99  . . . . . . . . . . 

MIL-C-1314B  (1) 

AR 

16  Apr  86 

AR 

1305 

Cortridge,  Coliber  .50,  Slap  (Soboted  Light  Armor  Penetrotor)  >  XM903  ............ 

MIL-C-70A63 

AR 

25  Apr  88 

AR 

1305 

Cartridge,  Coliber  .50,ARMOR  Piercing  Incendiary,  M8,  And  Armor  Piercing 

MIL-C-3066B 

AR 

28F.b  69 

AR  99 

Incendiary  Tracer,  M20  Validated  Jan  81 

L 

1305 

Cartridge,  Caliber  .30  Corblne.  Reference  Validated  Apr  83.. . 

MIL-C-50610 

AR 

28  0cl  70 

AR 

L 

1305 

Cartridge,  Caliber  ,30,  Trocer,  M25  Validated  Mar  io  USER*MC . 

MIL-C-13I7E  (1) 

AR 

13  Mar  86 

AR 

NOTICE  1 

1 

1305 

Cartridge,  Coliber  .30,  Motch,  M72  Validated  Mar  86  . . . . . . . . 

MIL  C-46680B 

AR 

16  Mor  86 

AR 

1 

1305 

Cortridge,  Coliber  .30,  Corbine,  Ball,  Mi  Validated  Mar  86  . . . . 

MIL-C-3369C  (1) 

AR 

13  Mor  86 

AR 

NOTICE  1 

L 

1305 

Cortrid^i,  Coliber  .45,  Blank,  M9 . . . . . . . . . . . 

MIL-C-46937B  (3) 

AR 

16  Apr  86 

AR 

1305 

Cartridge,  Caliber  .50,  Tracer,  M17 . . . 

MIL-C-1318B  (1) 

AR 

04  Oct  85 

AR  70 

L 

1305 

Cortridge,  Caliber  .30,  Reference  Validated  Apr  86 . . . . . 

MIL-C-60272  (2) 

AR 

04  Apr  86 

AR 

NOTICE  1 

1 

1305 

Cartridge,  Coliber  .30,  Carbine,  Test,  High  Pressure,  M18  Val'dated  Aioy  67 

MII-C-743A 

AR 

21  May  87 

AR 

REV.99 

NOTICE  1 

L 

1305 

Cortridge,  Caliber  .50,  Boll,  Plostic  Proctice:  M858 . . . . 

MIL-C-63999  (3) 

AR 

03  Jun  85 

AR 

1 

1305 

Cortridge,  Caliber  .50,  Tracer,  Plastic  Practice:  M860 . 

MIL-C-64038  (3) 

AR 

03  Jun  85 

AR 

L 

1305 

Cortridge,  Caliber  .22,  Long  P'fle,  Trocer,  M861 . . . . . . 

DODC-63537A 

AR 

18  Jul  84 

AR 

L 

1305 

Cortridge,  Coliber  .50,  Test,  High  Pressure,  T251  . . . 

MIL-C-iOI67 

AR 

19  Oct  64 

AR 

L 

1305 

Cortridge,  Coliber  .50,  Proctice,  T249E2  Validated  Mar  83 . . . . . 

Mll-C-501i8 

AR 

22  Oct  64 

AR 

1 

1305 

Cartridge,  Coliber  .38,  Speclol,  Ball,  M41A1 . . . 

MIL-C-45409C  (1) 

AR 

15  Moy  86 

AR 

L 

1305 

Cartridge,  Caliber  .50  Spotter*trocer,  M48At  USER'MC, . 

MIL-C-45395A  (3) 

AR 

21  Moy  87 

AR 

NOTICE  1 

1 

1305 

Cartridge,  Coliber  .45,  Boll,  M1911,  Match  Grode  . . . . 

MIL-C-45482B  (2) 

AR 

16  Apr  86 

AR 

1 

1305 

Cortridge,  Caliber  .30,  Test,  High  Pressure,  Ml  Validated  Mar  83 . . . . 

MIL-C-50161 

AR 

01  Feb  65 

AR 

1 

1305 

Cortridge,  Coliber  .50,  Test,  High  Pressure,  Ml  Validated  Mar  83 . 

MIL-C-B0I62 

AR 

29  Jon  65 

AR 

1 

1305 

Cortridge,  Coliber  .45,  Test,  High  Pressure,  Ml . . 

MIL-C-50163  (1) 

AR 

16  Apr  86 

AR 

L 

1305 

Cartridge,  Coliber  .45  Reference . 

MII-C-50808A 

AR 

10  Apr  87 

AR 

1 

1305 

Cortridge,  Coliber  .30,  Boll,  M2  Overheord  Fire  Application  Validated  May  67 ,» 

MIL-C-40832 

AR 

04  Oct  67 

AR 

NOTICE  1 

1 

1305 

Cortridge,  Coliber  .50,  Spotter  Trocer,  M48A2 . . . . . . . . . 

MIL-C-B0813  (2) 

AR 

08  Jun  67 

AR 

L 

1305 

Cortridge,  Commerciol  Validated  Jan  62 . . . . . . . 

MII-C-45935A  (1) 

AR 

17  Moy  76 

AR 

1305 

Cortrldge,  Dummy  (For  Small  Arms)  USER<MC  . . . . . . 

MII-C-3498B 

AR 

28  Jul  86 

AR 

L 

1305 

Cortridge,  Dummy,  5.55  Mm  Inert  looded,  M857 . . . . 

MIL-C70468A 

AR 

05  Oct  84 

AR 

L 

1305 

Cortridge,  Fuzeless,  25MM,  High  Eiiplosive  Incertdiory  Trocer,  (HEI«T),  M792 . 

MIL-C-7M90 

AR 

16  Sep  88 

AR 

1 

1305 

Cortridge,  Reference,  Coliber  .38,. Special,  (M41  Type)  Validated  Apr  83 . 

MIL-C-46392 

AR 

18  Nov  63 

AR 

L 

1305 

Cortridge,  Shotshell . . . . . . 

Mll-C-48656 

AR 

20  Jun  86 

AR 

L 

1305 

Cortridge,  20  MM,  For  Aircraft  Guns  MK  1 1  And  MK  12  Validated  Mar  83 . 

MIL-C-18e35C 

AS 

19  Aug  68 

AS 

1 

1305 

Cortridge,  20  Millimeter  Torget  Proctice,  PGU*27/B  And  Cortridge,  20 

MIL-C.85764 

AS 

12  Aug  86 

AS 

Millimeter  Torget  Procticedrocer,  PGU*30/B 

1 

1305 

Cortridge,  20  Millimeter,  Semi^ormor  Piercing  High  Explosive  Incendiory, 

Mll-C.85717 

AS 

12  Aug  86 

AS 

PGU-28/B 

L 

1305 

Cartridge,  20MM,  High  Explosive,  Incendiory,  M56A4  Looding,  Assembling  & 

MII-C-48617A  (1) 

AR 

28  Mor  86 

AR 

Pocking 

1 

1305 

Cortridge,  20MM,  High  Explosive  Incendiory  With  Trocer,  M242  . . . . 

MIL-C-60836A  (1) 

AR 

05  Feb  87 

AR 

NOTICE  1 

1305 

Cartridge,  20MM,  Target  Practice  Tracer,  XM220  Validated  Apr  85...,. . 

MIL-C-60<09A 

AR 

20  Apr  73 

AR  99 

1 

1305 

Cartridge,  20MM,  High  Explosive  Incendiory  Troce  Self  Destruct,  M246 

MIL-C-50678B  (1) 

AR 

30  Jon  87 

AR 

Validated  Jen  87 

NOTICE  1 

1 

1305 

Cortridge,  20MM,  Torget  Proctice,  M204  . . . . 

MII-C-60275B 

AR 

01  Sep  88 

AR 

L 

1305 

Cartridge,  20MM  Mark  100  Series  Validated  Apr  87 . . . . 

MIL-C-85122 

AS 

10  Apr  87 

AS 

NOTICE  1 

L 

1305 

Cartridge,  20MM.  Target  Practice  Trocer,  M706A\  Validated  May  85 . 

MIL-C-50B00A 

AR 

22  Feb  77 

AR 

1305 

Cartridge,  20MM,  Torget  Practice,  M55A2  Validated  Jvn  88 . . 

MII-C.44552C 

AR 

06  Jun  88 

AR  99 

NOTICE  1 

1305 

Cortridge,  20MM,  Dummy,  M51A2  Validated  Nov  68  REV-70  — ........................ 

MII.C-44544C  (2) 

70 

02  Nov  88 

AR  99 

NOTICE  1 

1305 

Cortridge,  20MM,  Torget  Practice,  M99A1 . . . . 

MII-C-46553B 

AR 

21  Moy  87 

AR  99 

NOTICE  1 

Csn.-yjs,  Arms.-  Picrrr;  Jsssid-sr/.  MS?  V's'.Vs.’fd  F:b  57 . 

MIL.C-46577D  (1) 

AR 

12  F-b  87 

AR  99 

NOTICE  1 

L 

1305 

Cartridge,  20MM,  High  Explosive,  Incendiary,  Trocer,  SeH  Destruct,  M246A1 

MII-C-63413A 

AR 

02  Feb  89 

AR 

Looding,  Assembling  &  Pocking  Validated  Jan  89 

NOTICE  1 

L 

1305 

Cortridge,  20MM,  High  Explosive  Incendiory,  M97A2  Validated  feb  84 . . 

MIL-C-46621C 

AR 

01  May  78 

AR 

L 

1305 

Cortridge,  20MM,  High  Pressure  Test  MS  4A]  Validated  Nov  88 . . . . 

MIL-C-4M35C  (1) 

AR 

02  Nov  88 

AR 

NOTICE  1 

1305 

Cartridge,  20MM,  High  Explosive,  Incendiory,  M55A3  looding.  Assembling  6i 

MIL-C-4i578D 

AR 

12  Dec  83 

AR  99 

Pocking 

1 

1305 

Cartridge,  20MM,  Armor  Piecelng-trocer,  M95  (Percussion  Primer) . . . . 

MIL.C.70636 

AR 

02  Mor  88 

AR 

L 

1305 

Cortridge,  20MM,  High  Explosive,  Incendiory,  Trocer,  M242A1  looding. 

MII-C-63442A 

AR 

02  Feb  89 

AR 

Assembling  A  Pocking  Validated  feb  89 

NOTICE  1 

1 

1305 

Cortrldge,  20MM,  High  Explosive  Incendiory,  M210  Validated  Apr  83 . . . 

MIL-C-50388 

AR 

06  Jul  70 

AR 

1 

1305 

Cortridge,  25  MM,  High  Explosive  Incendiory  Self  DESTRUCT,PGU*22/  U. ......... 

MIL.C-85625 

AS 

11  Aug  83 

AS 
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1305  Cortridge,  25  MM,  High  Explosive  lncendiar/*tro<er  Mork  210  Mod  0................ 

1305  Cortrldge,  25  MM,  Torget  Practice  PGU>23/U  . . . . . . 

1305  Cartridge,  25  MM,  High  Explosive  lnceodiory(M5)  PGU*25/U . . 

1305  Cartridge,  25  Millimeter,  PGU-20/U  (API) . . . . . 

1305  Cartridge,  25.4MM,  Decoy,  M839 . . . 

1305  Cartridge,  30  MM,  Dummy,  M848  (Metric) . . . . . . 

1305  Cartridge,  30MM  High  Explosive  Dual  Purpose,  M789  . . . 

1305  Cortridge,  30MM  M788TP . . . . . 

1305  Cortridge,  30MM,  High  Pressure  Test,  Hp<t,  M383  . . . . . . 

1305  Cortridge,  5.56MM,  Boll,  M193  Validated  Jan  83  USER-OS  MC . . 

1305  Cortridge,  5.56MM,  Boll,  M855.... . . . . . . . . . . 

1305  Cartridge,  5.56MM  Trocer,  M856  . . . . . . . . . . . . 

1305  Cortridge,  5,56MM,  Roll.  XM777  Validated  Jan  86 . . . . . 

1305  Cortridge,  5.56MM,  Boll,  (Heavy  Bullet)  Reference  . . . . 

1305  Cortridge,  5.56MM,  Plastic,  Boll,  Practice,  M862  . . . . . . 

1305  Cortridge,  5.56MM,  Trocer,  XM778  Validated  Jan  86  . . . . 

1305  Cortridge,  5.56MM,  Test.  High  Pressure,  XM197. . . . . . 

1305  Cartridge,  5.56MM,  Blonk,  M200  . . . . . . . . 

1305  Cartridge,  5.56MM,  Reference  USER-MC  . . . . 

1305  Cortridge,  5.56MM,  Tracer,  M196  USER-MC  OS  . . . . . . . . 

1305  Cortridge,  7.62  X  39MM,  Boll . . . 

1305  Cortridge,  7.62  X  39MM,  Blonk. . . . . . . 

1305  Cortridge,  7.62MM,  DTM  Tracer,  XM276  Validated  Apr  83 . . . 

1305  Cortridge,  7.62MM,  NATO,  Boll,  M80  Overhead  Eire  Applicotion  . . . 

1305  Cartridge,  7.62MM,  NATO,  Armor  Piercing,  M61 . . . 

1305  Cartridge,  7.62MM,  NATO,  Reference  . . . . 

1305  Cartridge,  7.62MM,  NATO,  Trocer,  M62  Overhead  Fire  Applicotion . 

1305  Cartridge,  7.62MM,  Noto,  Test,  High  Pressure,  M60.... . . . . 

1305  Cortridge,  7.63MM,  Noto,  Ball,  Frangible,  M160 . . . . . 

1305  Cartridge,  7.62MM,  Noto,  Balt,  M80  . . . . . . . . 

1305  Cartridge,  7.62MM,  NATO,  Blank,  M82  USER-MC  . . 

1305  Cartridge,  7.62MM,  Noto,  Match,  Ml  18  . . . . . 

1305  Cortridge,  7,62MM,  Note,  Boll,  M59 . . . . . . . . 

1305  Cortridge,  7,62MM,  Match,  XM852.... . . . . . 

1305  Cortridge,  7.62MM,  NATO,  Trocer,  M62 . 

1305  Cartridge,  9MM,  Ball,  Reference . 

1305  Cortridge,  9MM,  Test,  High  Pressure,  XM905  . . . 

1305  Cortridge,  9MM,  Ball,  NATO,  XMe82 . . . 

1305  Cartridges,  Coliber  .22 . . . 

1305  Case,  Bross,  Cal  .30,  National  Match . . . . 

1305  Case,  Cortridge,  20MM,  M21A1  R6V.70 . 

1305  Cose,  Cortridge,  20MM,  M103  Validated  Jun  88 . 

1305  Cose,  Cortridge,  30MM  Ammunition  For  M786  M789  &  M799  Series  Of  30MM 
Ammunition 

1305  Case,  Cartridge,  30MM,  XMI93  Validated  May  87 . . . . 

1305  Case,  Cartridge,  20MM,  XM204E1  (Steel)  Validated  May  87 . . 

1305  Cose,  Cartridge,  20MM,  M103A1  Validated  May  87 . . . . 

1305  Clip,  Cortridge.  5.56MM,  10  Round  Validated  Feb  85 . . 

1305  Clip,  Cartridge,  Corbine,  Col,  .30  Validated  May  87. . . . . . . . . 

1305  Clip,  Cortridge,  For  U.S.  Rifles,  Cohber  ,30Ml,  MIC  And  MID  Validated  Mar  86 
REV.99 

1805  Clip,  Cortridge,  7,62MM,  5  Round  Validated  Jun  88  REV-MI . . . . 

1305  Conto’ner,  Ammunition,  PA108  Assembly . . 

1305  Copper  Rod  For  Crusher  Cylinders  Validated  Jan  81  REV-AR . . 

1305  Core,  Steel,  For  Use  In  Boll  Types  Of  SmoH  Arms  Ammunition  Validated  May 

87 

1305  Core,  Steel,  Hordener,  For  Armor-piercing  Types  Of  Smoll-orms  Ammunition . 

1305  Cup,  Bullet  docket.  Copper  Alloy  Clod  Steel,  For  Smoll  Arms  Ammunition  .......... 

1305  Cup,  Bu'let  Jacket,  Copper  Alloy,  For  Small  Arms  Ammunition  Validated  Apr  83 

1305  Cup,  Cartridge  Cose,  Steel  (For  Smoli  Arms  Ammunition)  Validated  May  87 ...... 

1305  Cup,  Case,  Cartridge,  Copper  Alloy  (For  Smoll  Arms  Ammunition) ...................... 

1305  Dftonotor  Assembly  For  Fuze,  Point  Oetonoting,  M759  . . 

1305  Detonator,  Stob,-M57A1  &  M57A2  Validated  Nov  88  . . 

1305  Dummy  Cortridge,  20  Millimeter,  Plostic  XM254  Validated  Apr  85 

1305  Dummy  Cortridge,  7.62MM,  M172,  Inert  looded  . . . 

1305  Fuze,  Point  Oetonoting,  M505A3,  Ports  For  Validated  Jon  83  . . . 

1305  Fuze,  Point  Detonating,  M505A3  Validated  Jon  86........... . . . . . . . 

1305  Fuze,  Point  Detonating,  M759 . . . . . . 

1305  link.  Ammunition,  20MM,  Mark  2  (For  20MM  Mork  12  A/C  Guns)  Validated 
Feb  84 

1v05  Link,  Ammunition,  20MM,  Mark  6  Mods  4,  5  And  6  Validated  Jut  85  ................ 

1305  link,  Cortridge,  Metallic  Belt,  20MMr  M10  REV-AR  . ... 
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1305  link,  Corlridje,  Metollie  Bell,  20M/\,  M12  Validated  Feb  89  REV-AR  99 _ 

L  1305  LinV,  Cartridge^  Metallic  Bcll«  Caliber  ,50,  M9  REV>AR . . . . . . 

L  1305  link.  Cartridge,  Metallic  Belt,  Caliber  .53,  M15A2  . . . . . . . 

1305  Link,  Cortridge,  Metollie  Belt,  20MM.  M22  . . . 

L  1305  Link,  Cartridge,  20MM.  XM24  Validated  Jul  88 . 

L  1305  Link,  Cartridge,  Metallic  Belt,  7.62MM,  M13  USER-MC  REV-AR  99  . . 

L  1305  Link,  Cortridge,  Metollie  Belt,  30MM,  XM23  Validated  Jan  82  REV-AR  . . 

1305  Link,  Cortridge,  Metallic  Belt,  20MM,  M14A2 . . . . . . . . . 

L  1305  Link,  Cartridge,  Metollie  Belt,  30MM,  M29 . . . . . . . . . 

L  1305  Link,  Cortridge,  Metallic  Belt,  5.56MM,  M27 . . . . . . . 

1305  Link,  Cartridge,  Metollie  Belt,  20MM,  M17A2. . . . . . . 

L  1305  Machine  Gun,  5.56MM,  M249  . . . . . 

1305  Mochine,  Link  Loading  And  Delinking  Volidated  Aug  1954  Validated  Apr  83 ...... 

L  1305  Poper,  SeoHng  Validated  Jun  E8  USER-MI  OS . . . . . . . 

L  1305  Pellet,  Floeh  Tube,  IB52 . . . . . . . . . 

1305  Primer,  Electric,  M52A3B1 . . . . . . . 

L  1305  Primer,  Percuuion,  Ml  15 . . . . . — 

L  1305  Primer,  Percutiion.  M36A2  . . . . . . . . . 

L  1305  Primer,  Percutiion,  Styphnote  And  Chtorote  Types,  For  Small  Arms  Ammunition 

Validated  May  87 

L  1305  Projectile  Cubes,  Fragment-simulating  Validated  Jon  86 . 

L  1305  Projectile  30MM,  Torget  Proctice  For  Cortridge  30MM,  M788 . 

L  1305  Projectile  30MM,  High  Explosive  Duel  Purpose,  M789,  Metol  Ports  . . . . 

L  1305  Projectile,  Colibers  .22,  .30,  .50  And  20  Mm  Fragment&simuloting  Vo/tWo/e^ 

Apr  83  REV-AV 

L  1305  Projectile,  20  Millimeter,  Semi-armor  Piercing,  High  Explosive  Incendiory, 
PGU.28/B 

L  1305  Projectile,  20  Millimeter,  Target  Practice-tracer,  PGU-30/B . . . 

L  1305  Projectile,  20  Millimeter,  Target  Practice  PGU-27/B . 

L  1305  Projectile,  20MM,  Dummy,  M51A2  Vo/rdo/eo  Apr  . . 

L  1305  Projectile,  20MM,  Target  Practice  Trocer,  M221,  Metal  Parts . 

L  1305  Projectile,  20MM,  HEI,  M56A5,  Metol  Ports  Validated  Feb  69 . 

L  1305  Projectile,  20MM,  HEIT-SO,  M245,  Metol  Parts  Volidated  Nav  88 . 

1305  Projectile,  20MM,  HEI,  M56A4,  Metal  Parts  REV-AR  99 . 

L  1305  Projectile,  20MM,  HEl-T,  M242,  Metal  Parts  Validated  Feb  84 . 

1305  Projectile,  20MM,  Target  Practice,  M55A3  B>  M55A3B1 . 

L  1305  Projectile,  20MM,  Tp-t,  M212A1,  Metol  Parts  Validated  Jan  82 . . . 

L  1305  Projectile,  30MM,  Api,  M53  Metal  Ports  Validated  Feb  84 . 

L  1305  Projectile,  20MM,  Target  Practice,  M55A481  . . . . 

1305  Projectile,  20MM,  Target  Proctice,  M55A2  Validated  Jan  83 . . . 

L  1305  Projectile,  20MM,  Armor  Piercing-tracer,  M95,  Metal  Ports  . . 

I  1305  Projectile,  20MM,  High  Pressure  Test,  M54A1  Validated  May  87 . . . . 

L  1305  Projectile,  20MM,  Target  Practice,  M99A1  Validated  Jan  83  . . . . ... 

1305  Projectile,  30MM,  Hei,  M97A2,  Metal  Ports  Validated  Jan  83 . . 

L  1305  Projectile,  25  Millimeter,  M379  For  Trainer  M32,  Assembly  Validated  Nov  88 .... 

L  1305  Projectiles,  20MM  Mark  100  Series  VoWoterf  Apr  87  . . 

L  1305  Propellont  Extruded,  25  MM,  Armor  Piercing  Incendiory  (API),  PGU'20/U . 

L  1305  Propellont,  Boll,  25  MM,  Armor  Piercing  Incendior)'  (API),  PGU'20/U  . 

I  1305  Spitbock  Leod  Assembly  For  Fuze,  Point  Detonating,  M759  . . . . 

L  1305  Steel,  Copper  Alloy  Clod,  Strip  (For  Small  Coliber  Bullet  Sockets)  Validated 

Mar  86 

L  1305  Strip,  Ammunition,  Metollie,  30MM . . . . . . . 

1305  Visuol  Inspection  Stondards  For  Small  Arms  Ammunition  Through  Coliber  .50 
Validated  Jan  86 

1305  Visuol  Inspection  Stondards  And  Inspection  Procedures  For  inspection  Of 

pQckogtng,  Packing  And  Morking  Of  SmoH  A'ms  Ammunition  Validated  May 
85  USER-MC 

1305  Visuol  inspection  StooJufds  Tvf  20MM  Aminwnilion'And  CviopOiierttS  VOodated 
May  87 

L  1305  Visuol  Inspection  Stondards  For  Cups  And  Disks  Used  In  Smoil  Arms 

Ammunition  Menu'  'cture  Validated  Jon  86 

L  1310  Bondoleer  Assembly  For  Cartridge,  40MM,  M397,  M39761  4  M433  Validated 

Mar  86 

L  1310  Bondoleer,  40MM  Ammunition,  Support,  Plastic  For  Validated  Mar  88....... . 

I  1310  Bandoleers  For  Cortridges,  40MM  Ammunition  Validated  Mar  88. . . . 

L  1310  Body  Assembly,  M674  And  M675  Cortridges  Validated  Sep  88  .......................... 

L  1310  Burster,  Projectile,  M19  Loading,  Assembling  And  Packing-Vb//<A>W  Feb  83  ...... 
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L 

1310 

fturi^er«  ProjccHIt,  M21«  looding  Aistmbling  And  Pocking  Vofidaf^  Mor  B8 . 

MM.-B-50262  (1) 
F'OTICE  1 

AR 

23  Mor 

88 

AR 

L 

1310 

Bursttr^  ProitcHvt,  XM85  looding,  Asiembling  &  Pocking . . . . . 

MIL-B70677 

AR 

14  Jon 

88 

AR 

L 

1310 

Cortridge  Com  looding  Assombly,  XM195  looding,  Aiiombllng  &  Pocking 

Vafidoted  May  87 

MIL-C-B0452A  (1) 
NOTICE  1 

AR 

15  Nov 

74 

AR 

L 

1310 

Cortridgo  Cos*  Looding  Assembly,  Ml  16  Igoding,  Aitembling  And  Pocking 
VaUdattd  Feb  84 

MIL-C'63133  (1) 

AR 

17  Apr 

78 

AR 

L 

1310 

Cortridge  Com,  Steti,  40  Millimeter,  MK  3  Mod  0 . . . . . . 

MIL-C.187S7/1 

os 

29  Oct 

84 

os 

L 

1310 

Cartridge  Com,  Boie  Plug  &  Disc  40MM,  XM199E1  Validated  May  67 .............. 

MIL-C-i0631A 
NOTICE  1 

AR 

03  Mor 

69 

AR 

L 

•1310 

Cortridge  Cotes,  Steel  (Other  Thon  Smoll  Arms),  Gerverol  Speciflcotlon  For........ 

MIL  C.187S7C  (1) 

OS 

29  Oct 

84 

os 

L 

1310 

Cortridge,  HF,  60MM,  M720  looding,  Assembling  &  Pocking . . . . . . . . 

MtL-C-48388A  (2) 

AR 

05  Jul 

88 

AR 

L 

1310 

Cartridge,  HE,  60MM,  XM888  W/luie  XM93S  loodittg,  Aitemblirig  &  Pocling .. 

MII-C-64037  (1) 

AR 

05  Jul 

88 

AR 

L 

1310 

Cortridge,  He,  60MM,  M49A4E1  Loading,  Assembling  And  Pocking  Validated 

May  87 

MIL-C-48180 

NOTICE  1 

AR 

21  Apr 

75 

AR 

L 

1310 

Cortridge,  Ignition,  702  Ports  For . . . . . . 

MIL-C-48161B  (1) 

AR 

12  Aug 

18 

AR 

L 

1310 

Cortridge,  Ignition,  M702A1  Ports  For . . . . . . . 

MIL-C-48653 

AR 

17  Feb 

8c 

AR 

1 

1310 

Cortridge,  Ignition,  XM702E2  Ports  For  Validated  May  87 . . . . . . . 

MIL-C-48393 

NOTICE  1 

AR 

21  May 

87 

AR 

L 

1310 

Cortridge,  Ignition,  XM702E2  Looding,  Assembling  And  Packing  Validated  May 

87 

Mll-C-48354 

NOTICE  1 

AR 

15  Jon 

75 

AR 

1 

1310 

Cortridge,  ignition,  M702A1  Loading,  Assembling  And  Pocking . . . . 

MIIC-488S4 

AR 

17  Feb 

86 

AR 

L 

1310 

Cartridge,  Ignition,  M702  Loading,  AssemUirsg  And  Pocking. . 

MIL-C-48162B 

AR 

14  Aug 

87 

AR 

L 

1310 

Cartridge,  43MM,  M916  TP;  Projectile  Assembly  For  Metol  Ports  And  looding, 
Assembling  And  Pockoging 

Mll'C-48883A 

AR 

26  Oct 

87 

AR 

L 

1310 

Cortridge,  40MM,  HEOP,  M430  Looding,  Assembling  &  Pockoging.... . 

MIL-C-J0883B  (2) 

AR 

11  Jul 

86 

AR 

1 

1310 

Cartridge,  40MM,  M916  TP  Looding,  Assembling  And  Pockoging . 

MIL-C-48884 

AR 

01  Apr 

86 

AR 

L 

1310 

Cartridge,  40MM.  HEDP.  XM430,  Fluted  Liner  Assembly  Fcr  Metol  Ports 

Validated  May  87 

MII-C-S0862A  (1) 

AR 

21  Moy 

87 

AR 

L 

1310 

Cartridge,  40MM,  Multiple  Projectile,  XM576  Loading,  Assembling  &  Pocking 
Validated  Mar  85 

MIL-C-80SS2A 

AR 

31  Jon 

67 

AR 

L 

1310 

Coriridge,  40MM,  HEOP,  M433  Projeclile  Metal  Part.  Far  ValidaUd  Mor  S3. . 

MIL-C-S0871C 
NOTICE  1 

AR 

22  Mor 

88 

AR 

L 

1310 

Cartridge,  40MM,  HEDP,  M433  Looding,  Assembling  &  Pocking  Validated  Mor 

88 

MIL-C-30B72C 
NOTICE  1 

AR 

22  Mor 

88 

AR 

L 

1310 

Cortridge,  40MM,  HEDP,  M433,  Liner  For  Metol  Port  Validated  Mar  88 . 

MIL-C-SOB70C 
NOTICE  1 

AR 

02  Mor 

88 

AR 

L 

1310 

Cortridge, .40MM,  Smoke  Canopy,  XM674,  XM679,  XM680,  XM681,  &  XMS82, 
Hordwore  For  Metol  Ports  Validated  Mar  85 

MII-C-S0879A 

AR 

12  Feb 

73 

AR 

1310 

Cortridge,  40MM,  HEOP,  M430  Body  Assembly  For  Metol  Ports  Validated  Nav 

88 

MII-C-S086IA  (4) 
NOTICE  1 

AR 

07  Nov 

88 

AR 

1 

1310 

Cortridge,  40MM,  Riot  Control,  CS,  M674  Validated  Dee  8} . . . 

MII-C-80303B 

EA 

18  Feb 

71 

EA 

i 

1310 

Cortridge,  40MM,  Red  Smoke,  RS,  XM675  Validated  Dee  81 . 

MIL-C-51297B 

EA 

18  Feb 

71 

EA 

1310 

Cartridge,  40MM,  CS,  XM651E1  Validated  Mar  85 . . . . . 

MIL-C-5135SA 

EA 

14  Feb 

79 

EA  99 

t 

1310 

Cartridge,  dOMM,  HE,  M384,  Body  Assembly  For  Metol  Ports . 

MIL-C-80941A  (1) 

AR 

10  Mor 

82 

AR 

1 

1310 

Cartridge,  40MM,  Proctice,  M407A1  Looding,  Assembling  &  Pocking  Validated 
May  87 

MIL-C-609B8A  (2) 
NOTICE  1 

AR 

19  Dec 

74 

AR 

L 

1310 

Cartridge,  40MM,  Proctice,  M407A1,  Boll  &  Skirt  Assembly  Bi  Ogive  For  Metol 
Ports  For  Validated  Mar  88 

MIL-C-60987  (1) 
NOTICE  1 

AR 

25  Mor 

88 

AR 

L 

1310 

Cartridge,  40MM,  HE,  M406  looding,  Assembling  &  Pocking  Validated  May  87 

MIL-C-60983C 
NOTICE  1 

AR 

16  Jon 

75 

AR 

L 

1310 

Cortridge,  40MM,  HE,  M384  Looding,  Assembling  &  Pocking . . . . 

MIL-C-60943A  (2) 

AR 

19  Feb 

85 

AR 

L 

1310 

Cortridge,  40MM,  Practice,  M38S  loading,  Assembling  &  Pocking  Validated 

May  87 

MII-C-60944A 
NOTICE  1 

AR 

15  Sep 

80 

AR 

i 

1310 

Cartridge,  40MM,  Practice,  M385E4  And  Dummycortrldge,  40MM  High 

Velocity,  XM922  Projectile  Ports  For 

MII-C-60945A  (3) 

AR 

24  Aug 

87 

AR 

L 

1310 

Cortridge,  40MM,  HE,  M406,  Boll  &  Skirt  AssernUy  B>  Ogive  For  Metol  Ports 

For 

Cortridoe,  40MM,  Ground,  Smoke  Markers,  M713,  M713  And  M716,  Bose 

Ports  For  Validated  Mor  85 

MII-C-60984A  (1) 

AR 

10  Mor 

82 

AR 

L 

1310 

Mll-C-63127  (1) 

AR 

11  Dec 

78 

AR 

L 

1310 

Cartridge,  40MM,  Ground  Smoke  Markers,  M713,  M715  ANDM716,  Body  Port 
For  Validated  Jan  86 

Mll-C-63128  (3) 

AR 

07  Nov 

79 

AR 

L 

1310 

Cortridge,  40MM,  Red  Smoke,  Ground  Marker,  Morker,  M713  Looding, 

Assembling  And  Pocking  Validated  Feb  85 

MIL-C-63129  '4) 

AR 

20  Mor 

79 

AR 

L 

1310 

Cortridje,  40MM,  Green  Smoke,  Ground  Marker,  M71S  looding,  AssemUing 

And  Packing  Validated  Feb  85 

MIL-C-63130  (4) 

AR 

20  Mor 

79 

AR 

1 

1310 

Cortridge,  40MM,  He,  M38d  Looding,  Assembling  And  Pocking  Validated  Apr 

83 

Cortridge,  40MM,  Yellow  Smoke,  Ground  Marker,  M71S  looding.  Assembling 

And  rocLIiig  Valldatid  Feb  05 

MIL-C-50543 

AR 

12  Jun 

70 

AR 

1 

1310 

MllC-63131  (4) 

AR 

20  Mor 

79 

AR 

L 

1310 

Cortridge,  40MM,  M918  Tp,  Escopement  Assembly  For  Metol  Ports  And 

Looding,  Assembling  And  Pockoging 

MIL-C-48669  (2) 

AR 

30  Sep 

88 

AR 

L 

1310 

Cortridge,  40MM,  Green  Stor,  Porochute,  M661  Metol  Ports  And  looding. 
Assembling  And  Pocking  Validated  Mar  85 

MIL-C-63091  (3) 

AR 

01  Nov 

78 

AR 

L 

1310 

Cortridge,  40MM,  High  Velocity,  Dummy  Assembling  And  Pocking. . . 

MIL-C-48069  (2) 

AR 

24  Aug 

87 

AR 

1 

1310 

Cortridge,  40MM,  Proof,  XM387E4  looding,  Assembling  And  Pocking  Validated 
Jan  81 

MIL-C-48044 

AR 

28  Jon 

72 

AR 

i 

1310 

Cortridge,  40MM,  Proof,  XM387E4,  Body  Assembly  And  Ogive  For  Metol  Ports 
Validated  Mar  85 

MIL-C-4804b 

AR 

28  Jon 

72 

AR 

L 

1310 

Otrtridge,  40MM,  Red  Stor,  Porochute,  M662  Metol  Ports  And  Looding, 
Assembling  And  Pocking  Validated  Jan  86 

MIL-C-63092  (3) 

AR 

01  Nov 

78 

AR 

L 

1310 

Cortridge,  40MM,  Yellow  Smoke.  Con^y,  M676  Metol  Ports  For  And  Looding, 
Assembling  And  Pocking  Validated  Jon  83 

MIL-C-83113 

AR 

28  Jul 

77 

AR 

106 
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1 

1310 

Coriridg*,  40MM«  ProctKe,  M781  Metol  Ports  &  Loading^  AssemUies  & 

PockoQing 

MIL.C-63239B  (1) 

AR 

28  Feb 

84 

AR 

L 

1310 

Cartridge,  40MM,  V/hite  Smoke,  Conop/,  M680  Metel  Ports  For  And  Looding, 
Assemblir^g  And  Pocking  Volldottd  Jon  83 

MIL-C-63114 

AR 

28  Jul 

77 

AR 

L 

1310 

Cortridge,  40MM,  Red  Smoke,  Conopy,  M682  Metol  Ports  For  And  looding, 
Assembling  And  Packing  Volidottd  Jon  $3 

MlL-C-63115 

AR 

28  Jul 

77 

AR 

L 

1310 

Cartridge,  40MM,  Hedp,  M433,  Spitbock  Assembly  For  Metol  Ports  looding, 
Assembling  Awd  Pocking 

Mlt.-C-4e082B  (1) 

AR 

IS  S.p 

84 

AR 

L 

1310 

Cortridge,  40MM,  Hedp,  M430,  Spitbock  And  liner  Assembly  For  Metol  Ports 

And  loading,  Assembling  And  Pocking 

MIL-048115A  (3) 

AR 

24  Jul 

85 

AR 

L 

1310 

Cartridge,  40MM,  Proctice,  M407A2,  Projectile  Metol  Ports  For  VaUdottd  May 

87 

MIL-C-462S8 

NOTICE  1 

AR 

24  Mor 

75 

AR 

L 

1310 

Cartridge,  40MM,  Practice,  M407A2  looding,  Assembling  And  Pocking 

Validotod  May  87 

MIL-C-48259 

NOTICE  1 

AR 

24  Mor 

75 

AR 

L 

1310 

Cortridge,  40MM,  He,  M383,  Body  Assembly  For  Metol  Ports  Vdtdottd  May 

87 

Cartridge,  40MM,  White  Stor,  Cluster,  M585A1  Metol  Ports  For  And  looding. 
Assembling  And  Pocking  Valtdaied  Nov  86  REV>MI 

MII-C-S0242 

AR 

04  Aug 

71 

AR 

L 

1310 

MIL-C-S0S09 

NOTICE  3 

AR 

02  Nov 

88 

AR 

1 

1310 

Cartridge,  40MM,  White  Star,  Porochute,  M583A1  Metal  Ports  For  And 
looding.  Assembling  And  Pocking  Volidotod  Mor  8S 

Mll-C-50510  (4) 

AR 

30  Jul 

73 

AR 

L 

1310 

Cortridge,-40MM,  He,  M363  looding.  Assembling  And  Pocking  V^idofod  Mor 

86 

Cartridge,  40MM,  He,  XM664  Looding,  Assembling  And  Pocking  Volidatod  Mor 

88 

MIL-C-S0243  (6) 

AR 

10  Mor 

84 

AR 

1 

1310 

MIL-C-504M  (1) 
NOTCIE  1 

AR 

25  Mor 

88 

AR 

L 

1310 

Cartridge,  57MM,  HE,  M306A1,  Looding,  Assembling  &  Pocking  Volldotod  Jon 

81 

Cortridge,  60MM,  lllcminoting,  XM721  Looding,  Assembling,  &  Pocking . 

Mll-C-80344  (1) 

AR 

09  S.p 

66 

AR 

1 

1310 

MIL.C-70714  (1) 

AR 

28  Feb 

89 

AR 

L 

1310 

Cartridge,  60MM,  Smoke,  WP,  M302A2  Assembling,  Marking  &  Pocking  . 

MlL-C-70614 

AR 

25  No. 

87 

AR 

L 

1310 

Cartridge,  60MM,  HE,  M49A4  Looding,  Assembling  And  Pocking  Valtdotod  May 

87 

MIL-C-14750A  (1) 
NOTICE  1 

AR 

30  Jun 

75 

AR 

1310 

Cartridge,  60MM!  Smoke,  Morking,  M722  Assembling,  Morking  &  Pocking ........ 

MIL-C-70781 

AR 

17  Oct 

88 

AR 

1 

1310 

Cortridge,  60MM,  Smoke,  WP,  M302A1  Assembling,  Morking  &  Pocking 

Vdlidatod  May  87 

MIL  C'80317C  (1) 
NOTICE  1 

AR 

03  Dec 

74 

AR 

1310 

Cortridge,  60MM,  Illuminating,  M83A3  WITH  Fuze,  Time,  M65A1  Looding, 
Assembling  And  Pocking  Validated  Mar  84  USER<MC 

Mll-C-39728  (2) 

AR 

14  Jun 

74 

AR  OS 

1 

1310 

Cose  Cortridge,  40MM,  M169  Port  For . . . 

MIL-C-80982B  (4) 

AR 

07  Moy  87 

AR 

1 

1310 

Cose,  Cartridge  40MM,  XM199  Validated  Mor  65 . . . . . . 

Mll-C-BOBIOA 

AR 

31  Jon 

47 

AR 

1 

1310 

Cose,  Cartridge  Assembly,  40MM,  M1d9,  INERT  Metol  Ports  For  Vafidotod 
Mores 

Mll-C-48070 

AR 

09  Moy  72 

AR 

L 

1310 

Cose,  Cortridge  40MM,  M169,  Plug,  bose  For  Volidatod  Moy  87, . 

MIL-C-83063  (1) 
NOTICE  1 

AR 

17  Nov 

80 

AR 

1 

1310 

Cose,  Cortridge,  40MM,  M169,  Cup,  Gosing  For  Volidotod  May  87 . . 

MIL-C-83062  (1) 
NOTICE  1 

AR 

17  Nov 

80 

1. 

1310 

Cose,  Cartridge,  Practice,  XM212  Port  For  Vah'datod  Mar  85 . . . 

Mll-C-63240  (2) 

AR 

02  Jul 

79 

AR 

L 

1310 

Cose,  Cortridge,  37MM,  MK1A2  VaUdated  Mar  85 . 

MtL.C-46236 

AR 

20  Jun 

40 

AR 

1 

1310 

Cose,  Cortridge,  40MM,  M118  Metol  Ports  For  Validofod  Mar  88 . 

MII-C-80985A  (1) 
NOTICE  1 

AR 

25  Mor 

88 

AR 

L 

1310 

Cose,  Cortridge,  40MM,  Ml  16  Part  For  Validated  Mar  88.. . 

MII.C-50446A 
NOTICE  1 

AR 

22  Mor 

88 

AR 

L 

1310 

Cose,  Cartridge,  40MM,  Mn8  And  XM195.  Plug,  Bose  For  VoUdoted  Mar  88  .. 

MIL.C-J0447A  (1) 
NOTCIE  1 

AR 

23  Mor 

88 

AR 

1 

1310 

Cose,  Cartridge,  40MM,  Ml  18  And  M195,  Cup,  Power  Chorge  For  Vc'^dated 
Mates 

MII-C-50446A  (1) 
NOTICE  1 

AR 

23  Mor 

88 

AR 

1 

1310 

Cose,  Cartridge,  S7MM,  M30A1B3  Validated  May  87 . . . . . 

MIL-C-50712  (2) 
NOTICE  1 

AR 

21  Moy  87 

AR 

1 

1310 

Cose,  Cartridge,  Steel,  Spiral  Wrapped  40  Millimeter  (MM)  And  lorger 

Colibers,  Generol  Specification  For 

MII.C-82J37A 

OS 

25  Apr 

88 

OS 

L 

1310 

Cose,  Cortridge,  40MM,  XM195  Port  For  Validated  Mor  88. . . . 

Mll.C-50527  (1) 
NOTICE  1 

AR 

25  Mor 

88 

AR 

1 

1310 

Cose,  Projectile,  Burster,  M9A1  Validated  May  87  . . 

MIL-C-14838A 
NOTICE  1 

AR 

05  May  72 

AR 

1 

1310 

Cose,  Projective  Burster,  XM216  . . . . . . . 

MIL-C-70678 

AR 

14  Jon 

88 

AR 

1 

1310 

Casing,  Burster  Ml 58  Validated  Feb  89  . . . . . . 

MIL.C-S0779A 
NOTICE  1 

AR 

02  Feb 

89 

AR 

1 

1310 

Chorge,  Propelling,  M204,  Paper  Preform  Process  Ports  &  Contoiner  Assembly  .. 

Mll.C.70501  (2) 

AR 

21  Dec 

87 

AR 

1 

1310 

Charge,  Propelling,  M204  Loading,  Assembling  And  Packing . . 

MIL-C-48867B  (3) 

AR 

21  Dec 

87 

AR 

1 

1310 

Charge,  Propelling,  M204  Ports  And  Contoiner  Assembly  . . . 

MII-C-48868D  (3) 

AR 

21  Dec 

87 

AR 

1 

1310 

Display  Unit,  For  Rocket  Monogement  Subsystem  M138. . . . . 

Mll-0-70484 

AR 

30  Nov 

84 

AR 

1 

1310 

Dummy  Projectile,  40MM,  Pxr  6135  For  Cortridge  Cose  looding  Assembly, 

XM195  Ports  For  Validated  Mor  8^ 

Mll-D-50478 

AR 

12  Nov 

49 

AR 

1 

1310 

Extension,  Fin  Validated  Apr  86  . . . . . 

MIL-E-14774A 
NOTICE  1 

AR 

10  Apr 

M 

AR 

L 

1310 

Fin  Assembly,  XM24  Validated  Nov  88.. . . . . 

MII-F.48425A  (2) 
NOTICE  I 

AR 

02  Nov 

88 

AR 

1 

1310 

Fin  M27  Validated  Jan  87......... . . . . . . . . . 

MI(.-F-48S80B 
NOTICE  1 

AR 

30  Jon 

87 

AR 

1 

1310 

Fin,  Assembly,  60MM  M2  Validated  Apr  86 . . . . . . . . . 

MIL.F-14902A 
NOTICE  1 

AR 

10  Apr 

84 

AR 

1 

1310 

Inert  Projectile  Assembly  less  Escopement-Assembly  Metol  Ports  And  Assembling 
And  Pockinging 

MIU70756 

AR 

30  Sep 

88 

AR 

1 

1310 

Liner,  For  Cose,  Cartridge,  57MM,  M30A1B1  Validated  Fch  82 . . 

MIL-l-60349  (1) 

AR 

12  Jun 

70 

AR 

1 

1310 

link,_Cartridge,  Melotlic  Belt,  40MM,  M16A2 . . . . . . 

MII-L-4SS8SD 
NOTICE  1 

AR 

24  Oct 

88 

AR 

107 
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1 

1310 

Optrotion  Unit,  For  Rocktt  Management  $ubi)rstem,  M138 . . . 

MIL-O-70483A 

AR 

20  Apr  85 

AR 

1 

1310 

Power  Module  Aiiembly  For  Test  Set,  Electronic  System,  M137  Vdidaied  Ncv 

S8 

MIL-P-70449 

NOTICE  1 

AR 

02  No*  88 

AR 

1 

1310 

Projectile  Metal  Ports,  less  Boll  Assembly,  With  Fuie,  Pd,  M536  Validated  Mor 

88 

MIL-P-50203  (1) 
NOTICE  1 

AR 

23  Mor  88 

AR 

1 

1310 

projectile,  40MM,  XM577  Validated  Mor  85 . . . . . . . 

MIL-P-60600 

AR 

04  Nov  66 

AR 

L 

1310 

Projectile,  57  MM,  Smoke,  WP,  M308A1,  Filling  Assembly . . . . 

MIL-P-11635C 

EA 

22  Jul  87 

EA 

L 

1310 

Projectile,  57MM,  HE,  M306A1,  Metol  Ports  Assembly  Validated  May  85 . . . 

MIL-P-I4827A 

AR 

06  Jul  73 

AR 

1 

1310 

Projectile,  60MM  Illuminating,  XM721,  Metol  Ports  For . . . . . . 

MIL-P.70715  (1) 

AR 

20  Jul  88 

AR 

L 

1310 

Projectile,  60MM,  WP,  XM722  Body  Assembly . . . . . . . 

Mll.P-70679 

AR 

14  Jon  88 

AR 

1 

1310 

Projectile,  60*MM,  Mortar,  M302,  Wp  Looding  Assembly . 

MIL-P-11633C  (1) 

EA 

14  Mar  86 

EA 

L 

1310 

Projectile,  60MM  Metol  Ports  Assembly  Validated  Apr  86  . . 

MIL-P-14785B 

NOTICE  1 

AR 

10  Apr  86 

AR 

L 

1310 

Projectile,  60MM,  HE,  M49A2  Metol  Ports  Assembly  (Corbon  Steel)  Validated 
feb83 

MIL-P-i0605B  (1) 

AR 

02  Apr  71 

AR 

L 

1310 

Projectile,  60MM,  Illuminating  M363A3  Ports,  Looding,  Assembling  &  Pocking 
Validated  Apr  86 

MIL-P-60335C 

NOTICE  1 

AR 

10  Apr  86 

AR 

L 

1310 

Proiectil.,  60MM,  HE,  M720  (Or  M888),  M.lol  Paris  Assambl, . 

MIL-P-48400A  (4) 

AR 

03  Oct  84 

AR 

L 

1310 

Projectile,  60MM,  H.e.,  M49A3  Metol  Ports  Assembly  (Alloy  Steel)  Validated 

May  87 

MIL.P-50357  (2) 
NOTICE  3 

AR 

21  Moy  87 

AR 

L 

1310 

Projectile,  6CMM.  Smoke.  Wp,  M302  Metol  Ports  Assembly . . 

MIL'P-64036 

AR 

09S.P  86 

AR 

L 

1310 

Projectile,  64MM,  Riot  Control,  KE  M743  . 

MIL-P-51474A  (2) 

EA 

02  Oct  86 

EA 

L 

1310 

Ring,  Obturating  For  60MM  Mortor  Validated  Jan  83 . . . . . 

MIL'R-4840IA 

AR 

13  Aug  77 

AR 

L 

1310 

Rocket  Management  Subsystem  M138 . . . 

MIL-R-70503A 

AR 

20  Apr  85 

AR 

L 

1310 

Test  Set,  Electronic  System;  M137.. . 

Mll-T-70431 

AR 

15  Dk  83 

AR 

L 

1310 

Test  Vehicle  Projectile  Metol  Ports  &  Loading,  Assembling  &  Pocking . 

Mll-T-70755 

AR 

30Stp  88 

AR 

L 

131S 

Bog  Loading  Assembly  For  M36A2  Propelling  Chorge . . . . 

MIL-B-48088A  (2) 

AR 

16  Jul  87 

AR 

L 

1315 

Bog,  Dye,  Propellant  And  Bose  Chorge,  For  Anti*personnel  Artillery  Projectiles 
Validated  May  87 

MIL-8-48169  (1) 
NOTICE  1 

AR 

27  Moy  87 

AR 

L 

1315 

Bog,  Propelling,  Chorge,  MB7,  Empty  Validated  Apr  85 . . . 

MIL-B-50984 

AR 

30  Dk  71 

AR 

L 

1315 

Bond,  Centering  For  Projectile  105MM  DISCARDING  Sabot  Validated  Apr  88 .. 

MIL-8-48570A  (31 
NOTICE  1 

AR 

19  Apr  88 

AR 

L 

1315 

Bond,  Rotating,  Nylon  Gloss  Filled  Projectile,  105MM,  M737  TPDS*T  . . 

MIL-8-63454 

AR 

07  S.p  82 

AR 

L 

1315 

Bose  Plug  Assembly . . . . . . . 

MIL-B-486(XIA  (2) 

AR 

17  Oct  86 

AR 

L 

1315 

Burster,  Projectile,  XM53,  looding  Assembling  &  Pocking  Validated  Dec  6) . 

MIL-8-603818 

EA 

03  Jon  72 

EA 

L 

1315 

Burster,  Projectile,  M35,  Ports  For  Looding,  Assembling  And  Pocking  Validated 

Jan  86 

MIL-866415B 

AR 

03  May  (6 

AR 

1 

1315 

Burster,  Projectile,  M48  Looding.  Assembling  And  Pocking  Validated  Jan  83  . . 

MIL-B-469S7B 

AR 

05  Jon  77 

AR 

1 

1315 

Burster,  Projectile,  M71  looding,  Assembling  And  Pocking  Validated  May  79. . 

MIL-8-464 13C 

AR 

29  Jul  66 

AR 

1 

1315 

Burster,  Projectile,  M47  looding,  Assembling  And  Pocking  Validated  Apr  88 ...... 

MIL-8-465148 
NOTICE  1 

AR 

19  Apr  88 

AR 

1 

1315 

Conister,  Color  Smoke,  105MM,  Shell,  M2,  Components  For  Validated  Sep  88*, 

MIL-C-51362 

NOTICE  1 

EA 

19S.P  88 

EA 

L 

1315 

Conister,  Smoke,  HC,  105MM,  Projectile,  Ml,  Components  For  . . . 

MIL-C-513618  (1) 

EA 

22  Jan  88 

BA 

L 

1315 

Canister,  Smoke,  HC,  lOSMM,  Projectile,  Ml . . . 

MIL-C-513608 

EA 

22  Jan  88 

EA 

1 

1315 

Conister,  105MM,  CS,  XM8  Vb/(</ored  Sep  88 . . . 

MIL-C-513358 
NOTICE  1 

EA 

19S.P  88 

EA 

L 

*1315 

Canister,  105MM,  CS,  XM8,  Components  For  Validated  Sep  88 . . 

MIL-C-513078 
NOTICE  1 

EA 

19S«p  88 

EA 

L 

1315 

Canister,  90MM,  M336  Metol  Ports  Assembly  Validated  May  85 . . 

MIL-C60538 

AR 

19  Aug  66 

AR 

1 

1315 

Cop,  Spike,  For  Cartridge,  105MM,  Heat>t,  M456A1E1  Validated  May  85 . 

MIL-C-48152 

NOTICE  1 

AR 

27  May  87 

AR 

1 

1315 

Cortridge  Cose,  Steel,  3  Inch  Mark  9  All  Mods  (30  Cotiber)  Validated  Apr  81.... 

MIL-C-18757/2  (1) 

OS 

13  Moy  75 

OS 

L 

1315 

Cartridge  22MM,  Sub  Coliber  Practice  M744,  M745,  M746,  M747  IcKidmg, 
Assembling  And  Packing 

MIL-C631128  (1) 

AR 

21  Dec  88 

AR 

L 

1315 

CARTRIDGE'81MM,  He,  M374  Loading,  Assembling  And  Packing  . 

MIL-C-46995C  (2) 

AR 

03  No*  81 

AR 

L 

1315 

Cortridge,  Ignition,  M3A2,  M6  And  M6  Loading,  Assembling  And  Pocking 

Validated  Apr  85 

MIL-C-11609E 

AR 

10  No*  72 

AR 

L 

1315 

Cortridge,  Ignition,  M2E1  Pons  For,  Loading,  Assembling  And  Pocking  Validated 
Mor  82 

MIL-C-12927B  (1) 

AR 

28  Apr  64 

AR 

L 

1315 

Cortridge,  Ignition,  XM2^  Ports  For  Validated  May  87 . . . . . 

MIL-C-48155  (1) 
NOTICE  1 

AR 

27  May  87 

AR 

L 

1315 

Cortridge,  Ignition,  XM299  looding.  Assembling  And  Pocking . . . . . 

MIL-C-48156  (1) 
NOTICE  1 

AR 

28  Jul  88 

AR 

L 

1315 

Cortridge,  Ignition,  XM283  looding.  Assembling  And  Pocking  Validated  May  87 

MIL-C-50261A 
NOTICE  1 

AR 

27  Moy  87 

AR 

L 

1315 

Cortridge,  Ignition,  M2A2  Ports  For,  loading.  Assembling  And  Pocking . . 

MIL-C-505138  (5) 

AR 

05  Sep  84 

AR 

L 

1315 

Cartridge,  Ignition,  M66A1  looding.  Assembling  And  Pocking  Validated  May  87 

MIL-C-46280E 
NOTICE  1 

AR 

27  Moy  87 

AR 

1 

1315 

Cortridge,  Ignition,  XM752ErPorts  For.. . . . . . . . . . . 

MIL-C-48396A  (1) 

AR 

11  Mor  88 

AR 

L 

1315 

Cartridge,  Ignition,  M752A1  Looding,  Assembling  &  Pocking  . . . . . 

MIL-C-46397A  (1) 

AR 

11  Mor  88 

AR 

1 

1315 

Cortridge,  llluminoting,  M301A3  With  Fuze,  Time  M84A1  For  SIMM  Mortars 
Looding,  Assembling  And  Pocking  Validated  Jan  82 

MIL-C-14909A  (2) 

AR 

11  Mor  76 

AR 

1 

1315 

Cortridge,  llluminoting,  M301A2  With  Fuze,  Time,  M84  For  8IMM  Mortors 
Looding,  Assembling  And  Pocking 

MIL-C-46919A  (1) 

AR 

16  Oct  81 

AR 

1 

1315 

Cortridge,  Semifixed,  103MM,  Apers*t  XM546E2,  Looding,  Assembling,  Aisd 
Pocking  Validated  May  87 

MIL-C-50252  (1) 
NOTICE  1 

AR 

27  Moy  87 

AR 

L 

1315 

Cartridge,  103  MM,  Smoke  HC,  BE  M84A1  Looding,  Assembling,  Morking  And 
Packing  Validated  Jan  83  REV*EA 

MIL-C-20418B  (1) 

AR 

31  Jon  77 

AR 

L 

1315 

Cartridge,  103  MM,  TP*T,  M490  Looding,  Assembling  &  Pocking . . 

MIL-C-46988C  (4) 

AR 

27  'rjn  88 

AR 

L 

1315 

Cortridge,  105MM,  TP-T,  M393A1  Conversion . . . 

MIL-C-63527 

AR 

15  Mor  82 

AR 

L 

1315 

Cartridge,  103MM,  TP*T,  M490A1  looding,  Assembling,  &  Pocking  . . . 

MIL-C-63513A  (4) 

AR 

23  Jon  89 

AR 

108 
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131S 

Cortridgt,  105MM,  APERS<T,  M494  For  10SMM  Gun  M68  loading^  Asitmbling 
And  Pocking  Validated  Nov  88 

MIL-C-U747  (5) 
NOTICE  1 

AR 

03  Nov 

88 

AR 

1315 

Cortridgt,  105MM,  Tank  Gun  Floih  Simulator,  XM23 . . . . . 

Mll-C-53526 

AR 

16  Oct 

81 

AR 

1 

1315 

Cartridge,  105MM,  HE,  Rocket  Asiisted,  XM548  Loading,  AiiemUing  &  Pocking 
Voh'datod  Jun  88 

Ma-C-40932  (1) 
NOTICE  1 

AR 

22  Jun 

88 

AR 

1 

1315 

Cortridge,  105MM,  Semi  Fixed,  Smoke,  WP,  M60  loodlng,  Aiiembllng  & 

Packing  VoHdohd  May  87 

M1L-C-60380A  (1) 
NOTICE  1 

AR 

27  Moy  87 

AR 

L 

1315 

Cartridge,  105MM,  CS,  Tocticol,  XM629  Looding,  AtiemUing  &  Packing 

Validatod  Stp  88  REV-EA 

MIL-C'60411 

NOTICE  1 

EA 

19  Sep 

88 

EA 

1 

1315 

Cortridge,  105MM,  TP*T,  M490  (Conversion  Of  Cartridge,  105MM,  Heot^t, 

M456  Proiectite  Only) 

MIL-C-53415B 

AR 

30  Nov 

84 

AR 

L 

1315 

Cortridge,  105MM,  HE,  Rocket  Assisted,  XM548  Assessoriei  for  VoUdotod  Jvn 

88 

MIL-C-50456 

NOTICE  1 

AR 

22  Jun 

88 

AR 

1 

1315 

Cortridge,  105MM,  HE,  Rocket  Assisted,  XM546,  Body,  Motor  For  VoUdottd 
Jvn68 

MIL-C-50457  (1) 
NOTICE  1 

AR 

22  Jun 

88 

AR 

1 

1315 

Cartridge,  105MM,  HE,  Rocket  Assisted,  XM54fi,  Delay  Assembly  For  Validated 

Jun  88 

MIL-C-60458  (1) 
NOTICE  1 

AR 

22  Jun 

88 

AR 

L 

1315 

Cartridge,  105MM,  HE,  Rocket  Assisted,  XM548,  Rocket  Propetfont  Groin 

Volidoted  Jan  8t 

MIL-C-60459 

AR 

27  Ocl 

67 

AR 

L 

1315 

Cortridge,  105MM,  tlluminoting,  M314A2,  Assembling  And  Pocking  Validated 
Jon8i 

MIL-C-20354B 

AR 

16  Sep 

66 

AR 

1 

1315 

Cartridge,  105MM,  Clearing  Loading,  Assembling  And  Pocking  Volidoted  Mar 

86 

Cortridge,  105MM,  TNT,  HE,  M760  Loading,  Assembltsig,  &  Pocking  Validated 

May  87 

MIL-C'63344 

AR 

17  Mor 

86 

AR 

L 

1315 

MIL-C-63261 

NOTICE  1 

AR 

09  Ocl 

80 

AR 

L 

1315 

Cartridge,  105MM,  He.  M444E1,  Body  Assembly  And  Bose  Plug  For  Validated 

Mar  82 

MIL-C-50443 

AR 

22  Sep 

69 

AR 

L 

1315 

Cartridge,  105MM,  He  Ml,  (Mod)  Looding,  Assembling  And  Pocking... . 

MIL'C-48135  (2) 

AR 

10  Jun 

86 

AR 

1 

1315 

Cortridge,  105MM,  Tpds«t,  M724A1  Loading,  Assembling,  &  Pocking . . . 

MIL-C-48139A  (9) 

AR 

01  Mor 

85 

AR 

L 

1315 

Cortridge,  105MM,  Apds>t,  M728  loading.  Assembling  And  Pocking  Validated 

Mar  83 

MIL-C-48237  (3) 

AR 

01  Dec 

76 

AR 

1 

1315 

Cartridge,  105MM,  Smoke  Wp,  M60A2,  (Mod)  W/fuee  M557  For  Howitxer 

Mt37  looding  Assembling  And  Packing  Validated  Aug  88 

MIL-C-48353 

NOTICE  1 

EA 

31  Aug 

88 

EA 

L 

1315 

Cortridge,  105MM,  He,  M444E1,  Fusible  Plug  Assembly  For  Validated  Mar  86  „ 

MIL-C-48060 

NOTICE  1 

AR 

17  Mot 

86 

AR 

L 

1315 

Cartridge,  lOSMM,  Blonk,  M39S  Looding,  Assembling  And  Pocking,  Validated 
Feb8S 

MIL-C-45229C  (1) 

AR 

06  Dec 

84 

AR 

L 

1315 

Cortridge,  10SMM,  Wp>t,  XM416,  Loading,  Assembling  And  Pocking  Validated 

Feb  87 

Mll-C-469568 
NOTICE  1 

EA 

23  Feb 

87 

EA 

1 

1315 

Cartridge,  105MM,  Apds't,  M392A2  Looding,  Assembling  And  Pocking 

Validated  Jan  83 

Mll-C-462168  (3) 

AR 

23  Jul 

76 

AR 

1 

1315 

Cortridge,  105MM,  Tp<t,  M4d7  Looding,  Assembling  And  Pocking  Validated 

May  87 

MIL  C-46665A  (1) 
NOTICE  1 

AR 

27  Moy  87 

AR 

L 

1315 

Cartridge,  105MM,  He,  M),  Looding  Assembling  And  Pocking  . . 

MIL-C-45195E  (2) 

AR 

10  Jun 

86 

AR 

L 

1315 

Cartridge,  106MM,  Heot  M344AI,  looding,  Assembling  And  Pocking . 

MIL-C-13473C  (3) 

AR 

21  Sep 

81 

AR 

1 

1315 

Cortridge,  106MM,  Practice,  M344A1,  W/inert  Projectile,  W/o  Fuze  looding, 
Assembling  And  Packing  Validated  May  83 

MII-C-4S132 

AR 

30  Nov 

72 

AR 

L 

1315 

Cartridge,  4.2  Inch,  illumlnoting,  M335A2  Loading,  Assembling  &  Pocking . 

MII-C-12926E  (2) 

AR 

16  Dec 

82 

AR 

L 

1315 

Cartridge,  4.2  Inch,  HE,  M329A2  W/supplementory  Chorge,  looding. 

Assembling  And  Packing 

MIL-C-480e7A  (5) 

AR 

OS  Sep 

88 

AR 

1 

1315 

Cortridge,  4.2  Inch,  HE,  M329A1  With  Supplementary  Chorge,  With  Fuze  PD, 
M557,  Loading,  Assembling  And  Packing 

Mll'C-46982B  (2) 

AR 

19  Nov 

82 

AR 

1 

1315 

Cartridge,  4.2  Inch,  Smoke,  Wp,  M328A1B  W/fuze,  Pd,  M521,  looding. 
Assembling  And  Pocking  Validated  Aug  88 

Mll-C-464118  (1) 
NOTICE  1 

EA 

18  Aug 

88 

EA 

L 

•1315 

Cartridge,  4.2  Inch,  CS  Smoke,  XM630  Looding,  Assembling  8t  Pocking 

Validated  Sep  88 

MIL-C-60413 

NOTICE  1 

EA 

19  Sep 

88 

EA 

1 

1315 

Cortridge,  7GMM,  Tp't,  M340A1E1  loading.  Assembling  And  Pocking 

Validated  May  67 

MII-C-45443B  (1) 
NOTICE  1 

AR 

27  Moy  87 

AR 

L 

1315 

Cartridge,  75MM,  Blank,  M337A2  looding,  Assembling  And  Pocking . . . . 

MII-C-45459C  (3) 

AR 

22  Feb 

85 

AR 

L 

1315 

Co'lridge,  76MM,  Ap&t,  M339,  Looding,  Assembling  And  Pocking  Volidoted 

Mar  82 

MII-C-46523B 

AR 

23  Sep 

68 

AR 

L 

1315 

Cartridge,  SIMM,  Practice  M879  loading.  Assembling  &  Pocking . . . . 

Mll-C-48635 

AR 

02  Jul 

87 

AR 

L 

1315 

Cartridge,  SIMM  Smoke,  Red  Phosphorus  M8I9,  With  Fuze  MTSQ  M772 

Loading  Assembling  &  Pocking 

A\ll.C.70549  (2) 

AR 

10  Aug 

88 

AR 

L 

1315 

Cortridge,  C?MM,  Smoke,  WP,  M375  &  M375A2  Assembling,  Marking  & 

Pocking  Validated  Jan  82  REV-EA 

MII-C.60028C  (1) 

AR 

30  Jon 

76 

AR 

L 

1315 

Cartridge,  SIMM,  HE,  M374A3  looding.  Assembling  And  Pocking . . . 

MIL-C.48171  (6) 

AR 

05  Jul 

88 

AR 

t 

1315 

Cartridge,  SIMM  Smoke,  Wp,  M370,  With  Fuze,  Pd,  M524  (T186E11)  For 

SIMM  Mortar,  Assembling,  Morking  And  Pocking  Validated  Feb  83 

MIL-C-46513B 

AR 

20  Nov 

64 

AR 

L 

1315 

Cortridge,  SIMM,  Tp,  M362AI,  looding.  Assembling  And  Pocking  Validated 

May  87 

MIL>C.4i261 

NOTICE  1 

An 

27  Mo, 

87 

AR 

1315 

Cortridge,  SIMM,  illumlnoting,  M853A1,  looding.  Assembling  And  Pocking . 

MIL-C.70544A  (1) 

AR 

12  Aug 

88 

AR 

L 

1315 

Cartridge,  SIMM,  Smoke,  Wp,  M37SA3  Assembling,  Morking  And  Pocking 
Validated  Feb  83 

Mll-C.48394  (1) 

AR 

07  Apr 

76 

AR 

L 

1315 

Cartridge,  90MM  He-t,  M71E1,  And  90MM  Smoke,  Wp*l,  M313E1,  looding, 
Assembling  And  Pocking  Validated  May  83 

MIL-C.46226 

AR 

26  Moy  60 

AR 

L 

1315 

Cortridge,  90MM,  Canister,  M336  Looding,  Assembling,  And  Pocking  Validated 
May  85 

MIL-C.20353C 

AR 

15  Feb 

66 

AR 

L 

1315 

Cartridge,  90MM,  Tp>t,  M764  loading,  Assembling  And  Pocking  Validated  Feb 

84 

Cortridge,  90MM,  Heot.t,  M431A2  looding,  AssemUIng,  And  Pocking  Validated 
Jon  83 

MIL-C-4S758  (3) 

AR 

17  Ocl 

77 

AR 

L 

1315 

MIL-C'45471B  v1> 

AR 

07  Jun 

77 

AR 

109 
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Cgrtridge,  90MM,  Tp<t,  M353A1  Aistmbling,  Morkmg  And  Peeking  Validaftd 

Jon  82 

MIL.C-45096D  (1) 

AR 

09D.C  75 

AR 

L 

131S 

Cartridge,  90MM,  Proctire,  M371  With  Fuze,  Pibd,  M530A1  And  MOX‘2ft 

Pellet  Leoding,  Assembling  And  Pocking  Validated  May  85 

MIL-C.46927A 

AR 

30  Nov  71 

AR 

1 

1315 

Cortridge,  90MM,  Ap«t,  M318A1  Assembling,  Morking  And  Pocking  Validated 

Jon  82 

MIL-r-45110B 

AR 

31  Mar  76 

AR 

L 

1315 

Cose  Impeller,  Projectile  Burster,  M175  Validated  Jan  87 . . . . . 

MII-C-60602B 
NOTICE  1 

AR 

30  Jon  87 

AR 

L 

1315 

Cose,  Cartridge,  105MM,  M150B1  Validated  Feb  89 . . . 

MIL-C-14892  (3) 
NOTICE  1 

AR 

02  F.b  89 

AR 

L 

1315 

Cose,  Cortridge,  90MM,  XM200  Validated  May  87  . . . . . 

MIL-C-60520 

NOTICE  1 

AR 

27  May  87 

AR 

1 

1315 

Cose,  Cortridge,  lOdMM,  M9431  Assembly  Validated  Mar  86  . . . . 

MI1.-C-14887 

NOTICE  1 

AR 

12  Mar  86 

AR 

L 

1315 

Cote,  Cartridge,  90MM,  M19  Validated  Jan  31 . . . 

MIL-C-45939 

AR 

24  May  63 

AR 

L 

1315 

Cose,  Cartridge,  103MM,  MU  Validated  Apr  80  . . . . 

MIL-C-45940  (3) 

AR 

01  Nov  73 

AR 

1 

1315 

Cose,  Cartridge,  105MM,  M14B4 . . . . 

MII-C-48423A  (2) 

AR 

30Ocl  87 

AR 

L 

1315 

Cose,  Cortridge,  105MM,  M150  Validated  Mar  81 . . . . 

MIL-C-45275A  (1) 

AR 

30  Jul  62 

AR 

L 

1315 

Cose,  Cortridge,  90MM,  M108B1  Validated  Jan  82 . 

MIL-C-48565  (1) 

AR 

10  Nov  75 

AR 

L 

1315 

Cose,  Cartridge,  76MM,  M86B1  Validated  Mar  66 . . . . . 

MII-C-4S424 

AR 

IBMor  86 

AR 

L 

1315 

Cose,  Cortridge,  10SMM,  XMIIS  Validated  Apr  80 . . . . 

MIL-C-46276 

AR 

30  Aug  60 

AR 

L 

1315 

Cose,  Cortridge,  Blank  75MM,  M9Albi  . . . . . . . 

MIL.C-70455 

AR 

13  Jul  84 

AR 

1 

1315 

Cose,  Cortridge,  Blank  105MM,  M13B2  . . . . . . 

MILC  53267 

AR 

13  Jul  84 

AR 

1 

1315 

Cose,  Cortridge,  105MM,  Ml15fi1  . . . . . . 

MIL-C^296  (2) 

AR 

01  Apr  85 

AR 

L 

1315 

Cose,  Cortridge,  105MM,  Mt46A1Bl . . . 

MIL-C-63293  (3) 

AR 

13  May  88 

AR 

1 

1315 

Cose,  Cortridge,  105MM,  M201  Validated  Feb  85 . 

Mll-C-63209 

AR 

06  Jan  79 

AR 

1 

1315 

Cose,  Projectile,  Burster,  Ml4  Validated  Aug  88 . . . . . . 

MIL-C-48498 

NOTICE  1 

EA 

31  Aug  88 

EA 

L 

1315 

Cose,  Projectile,  Burster,  M5  Validated  Mar  86 . . . . . . 

MIL-C-60549A  (1) 
NOTICE  1 

AR 

18  Mor  86 

AR 

1 

1315 

Cose,  Projectile,  Burster,  MB  Validated  May  87 . . . . . 

MIL-C-5072a 

NOTICE  3 

AR 

27  Moy  87 

AR 

L 

1315 

Cose,  Projectile,  Burster,  Ml  Assembly  Validated  May  85 . . . . . 

MIL-C-605B5A 

AR 

31  Aug  71 

AR 

L 

1315 

Cosing,  Burster,  T21,  Assembly  Validated  May  79. . . . 

Mll-C-46535  (1) 

AR 

02  Ocl  61 

AK 

1315 

Chorge  Propelling,  M21B/219/XM220  Looding,  Assembling  A  Pocking . . 

MIL-C-70545 

AR 

05  S*p  86 

AR 

L 

1315 

Charge,  Expelling  Assembly,  For  Cartridge,  105MM,  llluminoting  Validated  May 

87 

MIL-C-60327A  (1) 
NOTICE  1 

AR 

27  Moy  87 

AR 

1 

1315 

Charge,  Expelling,  For  Cortridge  Illuminating,  4.2  Inch,  M333A2 . . . . 

MIL-C-46920B  (1) 

AR 

22  Jon  82 

AR 

1 

1315 

Charge.  Ppopelling,  M36A1,  Bog  loading  Assembly  For . . . . . . 

MII-C-46907B  (7) 

AR 

28  Jul  87 

AR 

1 

1315 

Charge,  Propelling  Dummy,  M3  For  Cartridge  Troining,  103MM,  M)4  Validated 
Mar  82 

Mll-C-46921 

AR 

12F*b  63 

AR 

L 

1315 

Charge,  Propelling,  For  75MM  Howitzer,  M2A1  And  M3  Validated  Mar  82. . 

MII-C-46923A 

AR 

12  Mor  69 

AR 

L 

1315 

Charge,  Propelling,  M45  For  1207  Mm  Oun,  M5B  loading.  Assembling  And 

Pocking  Validated  Mar  82 

MIL-C-46930  (1) 

aR 

15  Nov  63 

AR 

L 

1315 

Chorge,  Propelling,  XMB5  &white  Bag&  For  105MM,  XM462  Looding, 

Assembling  And  Packing  Validated  Mar  83 

MIL-C-46649A 

AR 

28F.b  64 

AR 

L 

1315 

Chorge,  Propelling,  MB2 . . . . . 

MII-C-46689A  (3) 

AR 

21  $.p  81 

AR 

1 

1315 

Charge,  Propelling,  XM121  For  Cartridge,  103MM  Validated  May  87 . 

MIL-C-60352  (1) 
NOTICE  1 

AR 

27  Moy  87 

AR 

L 

1315 

Chorge,  Propelling,  M67,  For  103MM  Howitzer  loading.  Assembling  &  Pocking 

MIL-C-60315A  (3) 

AR 

27  Apr  87 

AR 

L 

1315 

Chorge,  Propelling,  XM193  Ports  For  Validated  May  37 . . . 

Mll-C-48128  (1) 
NOTICE  1 

AR 

27  Moy  87 

AR 

L 

1315 

Charge,  Propelling,  M200,  For  105MM  Howitzer,  M204  Looding,  Assembling, 

And  Pocking 

Mll-C-48360  (2) 

AP 

29  Ocl  87 

AR 

1315 

Chorge,  Propelling,  M205,  Paper  Preform  Process  Ports  &  Container  Assen^y  .. 

MIL.C-70474  (2) 

AR 

22  Oct  88 

AR 

L 

1315 

Chorge,  Propelling,  XM195  Loading,  Assembling  And  Packing  Validated  May  87 

Mll-C-48129  (1) 
NOTICE  1 

AR 

27  Moy  87 

AR 

L 

1315 

Charge,  Propelling  Assembly  (Single  Bog)  105MM,  Howitzer  M137  (Mod) 
Validated  May  87 

Mll-C-48136  (2) 
NOTICE  1 

AR 

27  Moy  87 

AR 

1 

1315 

Chorge,  Propelling,  M205  Ports  And  Container  Assembly . . . . . . 

MII-C-48882C  (3) 

AR 

22  Ocl  88 

AR 

1 

1315 

Chorge,  Propelling,  M20S  loading.  Assembling  And  Packing....... . . . 

MII-C-48881B  (2) 

AR 

19  Jul  85 

AR 

L 

1315 

Chorge,  Supplementary  For  Deep  Cavity  Looded  Project  «  Ports  For. . 

MIL-C-50469  (2) 

AR 

21  Jul  86 

AR 

1 

1315 

Chorge,  Supplementory  Assembly  With  Spacer  For  Deep  Cavity  loaded 

Projectile,  loading.  Assembling  And  Pocking 

MIL-C-50471  (4) 

AR 

07  D.c  87 

AR 

1 

1315 

Cloth,  Royon  (For  liners  For  Recoillcss  Cartridge  Coses)  Validated  Mar  82 
USER-CT 

Mlt-C-11460  (1) 

AR 

24  Mor  52 

AR 

L 

1315 

Cloth,  Silk,  Momme  (For  Use  With  Ammunition)  Validated  Mar  80 . . . 

MIL-C-14780 

AR 

11  Jun  68 

AR 

L 

1315 

Contoiner,  Cartridge  For  4.2  Inch  Ammunition . . . . . . . 

MIL-C-48083A 

AR 

19  Aug  81 

AR 

1 

1315 

Filling,  Method  Of,  H,  Shell,  Chemical,  4,2*1NCH,  M2,  M2  Alternote,  M2A1, 

And  M2A1  Alternate.  Validated  Jun  80 

MIL-F-12476 

EA 

16  Feb  53 

EA 

1315 

Fin  Assemblies,  Mortor  Cortridge,  81MM,  M28,  M29. . . 

Mll-F-70546 

AR 

05  Sep  86 

AR 

L 

1315 

Fin  Assembly,  M158 . . . . . . . 

MII-F-48076A 

AR 

14  Moy  84 

AR 

L 

1315 

Fin  Assembly,  M4A1  Validated  Mar  83.... . . . . . . 

MII-F-60613A  (2) 

AR 

04  Moy  70 

AR 

1 

1315 

Fin  Assembly,  XM170  . . . . . . . 

MII.-F-I4888A 

AR 

04  Dec  81 

AR 

1 

1315 

Flechette,  Eight  Groin  Validated  Mar  86 . . . . . . . . . 

Mll-F-48167 

NOTICE  1 

AR 

12  Mor  86 

AR 

L 

1315 

Flechette,  Thirteen  Groin  Validated  Mar  86...... . . . . . . 

MIL-F-48168 

NOTICE  1 

AR 

10  Mor  66 

AR 

1 

1315 

Holder,  Increment  M1A1,  M2A1  And  M3  Parts  For  Validated  Jan  86 . . . 

MIL-H-46906D 

AR 

23  Nov  73 

AR 

L 

1315 

Holder,  PropeKont  For  4.2  Inch  Ammunition  Validated  Jan  87......... . . . 

MILH-48085A 
NOTICE  1 

AR 

30  Jon  87 

AR 

L 

1315 

Igniter  Asse**ibly  for  Cartridges,  90MM,  AP«T,  M318A1  8  90MM,  TP-T, 

M353E1  Valida:j&May  85 

Mll-l-60347  (1) 

AR 

22  Moy  73 

AR 

110 
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L 

1315 

IncrtmtnU,  ProptHont  For  Chorgo,  Propelling,  M36A2  (Mode  From  Propellont, 

M8) 

Indicator,  Propellont  Temperoture,  M13,  M15  And  M33  (leii  Propellont) 

Valldoted  Feb  82 

Ma-l-48085  (3) 

AR 

18  Mar  82 

AR 

1315 

MIL-I-3848A 

AR 

12  Apr  53 

AR  OS 

1 

1315 

InUiotor,  Burster,  T7,(M13)  Looding,  Assembling  And  Packing  Vaildated  Mar  83 

MIL-I-46414A 

AR 

03  May  65 

AR 

L 

1315 

liner  AssemUy  Outer,  For  Cartridge  106MM,  M346A1  Validated  Mar  83 . 

Mll-L-60339 

AR 

06  Moy  65 

AR 

1 

1315 

Liner  Assembly,  M6  Validated  Mar  86 . . . 

MIL-1-50038A 

NOTICE  1 

AR 

06  Mar  86 

AR 

L 

1315 

liner,  For  Deep  Cavity  looded  Projectile . . . . . . . 

MIL-l-50470  (1) 

AR 

16F«b  88 

AR 

L 

1315 

Liner,  Supplementory  Chorge,  Threoded . . . . . . . 

DOO-L-63317A 

AR 

28  Sep  81 

AR 

1 

1315 

lucky  Assembly  For  Cortridges  90MM,  Heat,  M371E1  (M371A1)  &  106MM, 

Heot,  M344A1  Parts  For,  Assembling  &  Packing  Validated  May  85 

MIL-L-50024  (2) 

AR 

04  Apr  66 

AR 

L 

1315 

Lucky  Assembly,  Insulated,  For  Cartridges  105MM,  Heot*l,  M456A1  And  90MM, 
Heot't,  M431A2  Ports  For,  Assembling  And  Packing 

MIL-L-469598  (1) 

AR 

11  Sep  81 

AR 

L 

1315 

Nose  lucky  And  Insulotor  Assembly  For  Cartridge  105MM,  Heol*},  M456A1E1 

Ports  For,  Assembly  And  Packing  Validated  May  87 

MIL-N-481S3 

NOTICE  1 

AR 

27  May  87 

AR 

L 

1315 

Obturoting  Mechonism,  4.2  Inch  Cortridge,  Metol  Ports  For  Validated  Jen  67 .... 

MIL-O-46910C 
NOTICE  1 

AR 

30  Jan  87 

AR 

1 

1315 

Pellet,  Smokti  Marker  For  Cortridgo  105MM,  Apers*T,  XM546  Validated  Jan 

81 

F setrcitor.  Code  And  Nose  Components  For  Projectile,  105MM,  Apds4, 

’idated  May  87 

MIL-P-60938 

AR 

20F«b  68 

AR 

1 

•.315 

Mlt.P-48445 

NOTICE  1 

AR 

27  Moy  87 

AR 

1 

1315 

Plug,..™  •'•o'-.:,,  859748? . 

MIL-P-70455  (2) 

AR 

18  Moy  86 

AR 

L 

1315 

Plug,  Closing  105MM  Validated  May  87 . . . . . . . . 

MIL-P-48241  (1) 
NOTICE  1 

AR 

27  May  87 

AR 

L 

1315 

Plug,  Closing,  For  Artillery  And  Mortar  Projectiles  Validated  Mar  64 . . . 

MII-P-46438A 

AR 

15D.C  70 

AR 

1 

1315 

Power  Source,  Piezold  (Lucky)... . . . . . . . 

MIL-P-12B15B  (1) 

AR 

11  S.p  81 

AR 

L 

1315 

Primer,  Electric,  XM125  Loading,  Assembling  &  Pocking . . 

MllP-70451  (1) 

AR 

10  Jul  85 

AR 

1 

1315 

Primer,  Electric.  XM125  Metol  Ports  For . 

MIL-P-704528 

AR 

10  Jul  85 

AR 

L 

1315 

Projectile  Assembly  For  Cortridge,  Smoke,  WP,  SIMM,  M375At . . . . 

MIL-P-60620D 

AR 

09  Aug  85 

AR 

1315 

Projectile  For  Cartridge,  81&MILLIMETER  Mortar,  Smoke,  M370,  Wp  Filling 
Assembly  Validated  Jan  80 

MIL  P-455I2A  (1) 

EA 

26Jun  63 

EA  OS 

1 

1315 

Projectile  For  Cartridge,  105&MILltMETER,  M360,  Gb&fitled,  Without  Fuze  And 
Burster  Validated  Jun  80 

MILP-44541 

EA 

06  Jun  61 

EA 

L 

1315 

Projectile  105MM  Heat  T  MP,  M455A2  Metol  Parts  Assembly . . . 

MIL-P-63293B  (i) 

AR 

22  May  87 

AR 

1 

1315 

Projectile  105MM,  TPOS<T,  M737  Metol  Ports  Assembly . . . 

MIL  P-50791C  (2) 

AR 

15  S.P  88 

AR 

1315 

projectile,  AP*T,  90MM,  M316A1  Metol  Ports  Validated  May  65 . 

Mll-P-^OSW 

AR 

17  Apr  67 

AR  OS 

L 

1315 

P.oieclil.,  HEP-T  105MM,  M393A2  Metol  Port* . 

Mll-P-605748  (2) 

AR 

01  Aug  85 

AR 

1 

1315 

Pfoieetile,  HEP-T,  106MM,  M346A1  Metol  Pofl»  Valldaltd  F*b  $4 . 

MlL-P-50521  (5) 

AR 

21  Dec  77 

AR 

L 

1315 

Projectile,  Heot*fs,  90MM,  M431E1,  Metal  Ports  AstemUy  Validated  Jon  03  .....e 

MIL-P-46490f  (1) 

AR 

31  Aug  77 

AR 

1 

1315 

Projectile,  Heot,  106MM,  M344A1  With  FIN  M8  Metol  Ports  Assembly 

Validated  Feb  84 

Mll-P-503088 

AR 

25  Feb  77 

AR 

L 

1315 

ProjKtile,  Illuminating,  SIMM,  M301A2  Metal  Ports  Assembly  Validated  May 

79 

Projectile,  Inert  loodeo,  81MM,  For  Cartridge,  Proctice  M679 . . . . 

Mll-P-105908  (1) 

AR 

26  Jun  67 

AR 

L 

1315 

Mll-P-48636 

AR 

02  Jul  87 

AR 

L 

1315 

Projectile,  TP>T,  105MM,  M466  Metol  Ports  Assembly  Validated  Jan  82  . . 

Mll-P.50793  (1) 

AR 

22  Mor  74 

AR 

1 

1313 

Projectile,  105MM,  HE,  Ml  &  M760  Metol  Parts  Assembly  . . . 

MII-P-60547F 

AR 

25  Aug  86 

AR 

1 

1315 

Projectile,  105MM,  Heat  T,  M622  Metal  Ports . . . 

MII-P-53208B 

AR 

29  Jon  85 

AR 

1 

1315 

Projectile,  105MM,  Smoke,  BE,  M84E1  Metol  Ports  Assembly  V^idated  May  87 

MIL  P-14839  (2) 
NOTICE  1 

AR 

27  Moy  87 

AR 

L 

1315 

Projectile,  105MM,  Smoke,  WP,  M60  Metol  Ports  Assembly  Validated  May  87.. 

MII-P-50548A  (1) 
NOTICE  1 

AR 

27  Moy  87 

AR 

1315 

Projectile,  105MM,  Illuminating.  M314A3  Looding  Accessories  For. . . . 

Mll-P-14997 

AR 

15  0cl  81 

AR 

1 

1315 

Projectile,  105MM,  TP-T,  M489E1  Metal  Ports  Assembly  . 

MII-P-63514A  (2) 

AR 

28  Apr  88 

AR 

1 

1315 

Projectile,  105MM  Illuminating  ,  XM314A2E1  Metol  Ports  Assembly  Validated 

May  85 

MII-P-14852A 

AR 

18  Apr  72 

AR 

L 

1315 

Projectile,  105MM,  Heol*i*mp,  M456A2  Spike  And  Cop  Assembly . . . . 

MII'P-63448A 

AR 

29  Feb  84 

AR 

L 

1315 

Projectile,  105MM,  TP-T,  M489  Metol  Ports  Assembly  . . . 

MIL-P-608118  (1) 

AR 

14  Apr  86 

AR 

1 

1315 

Projectile,  105MM,  Heot’t,  M456A1  Metol  Ports . . . 

Mll-P'606468  (2) 

AR 

19  Sep  84 

AR 

L 

1315 

Projectile,  105MM,  WP,  M416  Metol  Ports  Assembly . . . . . 

MII-P-6050IB 

AR 

16  Mar  81 

AR 

1 

1315 

Projectile,  105MM,  Smoke,  WP,  M60E1,  Filling  Assembly  Validated  Jan  80 

REV.99 

MIL-P-51338  (1) 

EA 

12  Oct  70 

EA 

1 

13’5 

Projectile,  105MM,  M456A1  Spike  And  Cop  Assenbly..... . . . . . 

MIL-P-70439  (1) 

AR 

29  Jon  85 

AR 

1 

1315 

Projectile,  105MM,  WP'T,  M416,  Filling  Assembly  . . . . . . . . . 

MII-P-6009C3 
NOTICE  1 

ea 

24  Feb  87 

EA 

L 

1315 

Projectile,  120MM,  APFSOS,  XM629  Metol  Ports  Assembly . 

MIL-P-53510  (1) 

AR 

30  Oct  81 

AR 

L 

1315 

Projectile,  155MM,  Smoke,  WP,  Ml  10  Metol  Ports  Assembly......... . . 

MII-P-60584A 

AR 

07  Mar  84 

AR 

L 

1315 

Projectile,  4.2  Inch  Tocticol  CS,  XM633  Metol  Ports  AssemUy  Validated  May  67 

Mll-P-14829  (1) 
NOTICE  1 

AR 

05  Feb  69 

AR 

L 

1315 

Projectile,  4.2  Inch,  WP,  Smoke,  M328A1  Metol  Ports  Assembly  Validated  May 

87 

Mll-P-50812  (2) 
NOTICE  1 

AR 

16  Jun  69 

AR 

L 

1315 

Projectile,  4.2  Inch,  Tocticol  C$,  XM633  Looding,  Assembling  And  Pocking  (For 
Cortridge,  Tocticol  CS,  XM630) 

Mll-P-14901  (1) 

AR 

12  Aug  81 

AR 

L 

1315 

Projectile,  4.2  Inch,  He,  M329A2  Metol  Parts  Assembly . . . 

MII-P-50718B  (6) 

AR 

05  Apr  82 

AR 

i 

1315 

Projerrile,  4.2  Inch,  llluminoting,  M335A2  loading.  Assembling  And  Pocking . 

MIL-P-I2764G  (5) 

AR 

28  Feb  89 

AR 

L 

1315 

Proit  '!!.«  4,2  Inch,  Illuminating,  M335A2  Melol  Ports  Assombly  Validated  Feb 

84 

Proi.clile,  4.2  Inch,  Smok.,  M328A1,  WP  Filling  Validated  Jan  80  U5EK-MC  .... 

MIL-P-608I8C  (2) 

AR 

22  Nov  83 

AR 

1315 

MII-P-1304IE 

EA 

31  Jon  69 

EA  99 

1 

1315 

Projectile,  81  Millimeter,  Smoke,  M375,  WP  Filling  Validated  Sep  SB  . . . 

MH.-P-51303A 
NOTICE  1 

EA 

09  Sep  88 

EA 

1315 

Projectile,  SIMM  liluminoting,  M853A1,  Metol  Ports........................................... 

MIL.P-70543A  (1) 

AR 

29  Jan  88 

AR 

L 

1315 

Projectile,  81MM  Smoke,  RP,  M819  Metol  Ports . . . . . 

Mll.P-70551 

AR 

05  Sep  86 

AR 

111 
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1315 

Projectile,  SIMM,  H,E.,  M374A1  Metal  Parts  Assembly  (Alloy  Steel)  Validated 

MIL-P-14830A  (2) 

AR 

10  Apr 

86 

AR 

Apr  86 

NOTICE  1 

L 

1315 

Projectile,  SIMM,  Illuminating,  M301A3  Ports  looding,  Assembling  &  Pocking.... 

MIL-P-504,7A  (5) 

AR 

20  'loy 

85 

AR 

L 

1315 

Projectile,  SIMM,  H.e.,  M374A1  Metal  Ports  Assembly  (Pearlilic  Molleable  Iron) 

MIL-P-50649  (2) 

AR 

10  Apr 

85 

AR 

Validated  Apr  66 

NOTICE  1 

L 

1315 

Projectile,  SIMM,  H.e.,  M374A1  Metol  Ports  Assembly  (Corbon  Steel) 

Mll.P.50650  (2) 

AR 

10  Apr 

85 

AR 

Validated  Apr  86 

NOTICE  1 

L 

1315 

Projectile,  90MM,  Smoke,  WP,M313,  Filing  And  Assembly  Validated  Avg  SS...... 

MIL-P-11678K 

NOTICE  1 

EA 

17  Aug 

88 

EA 

L 

1315 

Projectile,  90MM,  TP-T,  M353  Metol  Ports  Assembly  Validated  May  8S» . . 

MIL.P-60592  (1) 

AR 

29  Dec 

55 

AR 

L 

1315 

Ring  lucky  And  Insulotor  Assembly  For  Cartridge,  105MM,  Heot«T:  M456A1E1 

MIL-R-48032 

AR 

27  Moy 

87 

AR 

Vol  dated  May  87 

NOTICE  1 

L 

1315 

Roto'ing  Bond  Tubing,  Vulcanized  Fibe^  Validated  May  87 . . . 

MIL-R-50792A 

NOTICE  1 

AR 

27  Moy 

87 

AR 

L 

1315 

Sobot,  60MM  Practice,  XM3  Assembling  And  Pocking-Validoted  Feb  69 . 

MIL-S.63385A  (1) 
NOTICE  1 

AR 

02  Feb 

89 

AR 

L 

1315 

Sobot,  SIMM  Proctice,  Mi  Assembling  And  Pocking . . . 

MIL-S-63I10A 

AR 

13  Mor 

87 

AR 

1315 

Shell  For  Cortridge,  4.2>INCH  Morter,  M2,  M2  Alternote,  M2A1  And  M2A1 

MII-S-13065C  (1) 

EA 

21  Nov 

50 

EA  MC 

Alternate  HO  Filing  Assembly  Validated  Jun  80  REV«OS 

1315 

Shell,  Fixed,  Chemical,  M64  For  75-MM  Guns,  M312  For  74'MM  Guns,  M313 

MIL-S'3139  (1) 

AR 

10  Apr 

55 

AR  OS  99 

For  90-MM  Guns,  And  Shell,  Semi>fixed,  Chemical,  M64  For  75-MM 

Howitzers,  M60  For  105*MM  Howitzers,  Assembling,  Morking,  And  Pocking. 
Validated  Mar  83  USER-MC 

L 

1315 

Shell,  Howitzer,  105>MM.  M60,WP,  FS,  HD,  And  H  -ig  Assembly  Validated 

MIL-S-1 15778 

EA 

28  Feb 

57 

EA 

Jan  83 

1315 

Shell,  lluminating,  M314  For  105MM  Howitzers,  M2  And  M4  Loading, 

MIL-S-20399A  (1) 

AR 

10  Apr 

55 

AR  OS  99 

Assembling  And  Packing  Validated  Mar  83 

L 

1315 

Striker  Nut  Assembly  For  4,2  Inch  Ammunition . . . . . 

Mll-S'48084A 

AR 

19  Aug 

81 

AR 

L 

1315 

Support,  Propelling  Chorge  (For  Use  In  Ammunition  Pocking)  Validated  May  87 

MIL-S-483eO 

NOTICE  1 

AR 

27  Moy 

87 

AR 

1315 

Trocer  Assembly,  M9  Ports  For  &  looding.  Assembling  &  Pocking  . . 

MIL-T-45454 

AR 

23  Mor 

50 

os 

1 

1315 

Trocer,  Mork  20  Mod  0  Validated  Mar  83  . . . . . 

MII-M9314A 

AS 

20  Mor 

59 

AS 

L 

1315 

Trocer,  M5A2B1,  M5A3B1,  And  T5E3,  Ports  For,  And  looding.  Assembling  And 

MIL.T-11503C  (1) 

AR 

15  Nov 

53 

AR 

Packing  Validated  Mar  82 

L 

1315 

Trocer,  Projectile,  M13  Parts  For  And  loading.  Assembling  And  Pocking  . . 

MIL-T-45598E  (1) 

AR 

25  Aug 

82 

AR 

1 

1315 

Trocer,  Projectile,  M3A1,  Assembly,  Ports  For,  And  Looding,  Assembling  And 

MIL-T-48415  (1) 

AR 

21  Feb 

75 

AR 

Pockaging  Validated  Feb  85 

L 

1315 

Trocer,  Projectile  M12  Assembly,  Ports  For  And  looding.  Assembling  Arsd 

MIL-T-45245F  (1) 

AR 

30  Jon 

87 

AR 

Pocking  Validated  Jen  87 

NOTICE  1 

1 

1315 

Trocer,  XM10,  Ports  For  looding.  Assembling  And  Pocking.  Validated  Mar  86 »... 

MII-T-46555B 

AR 

17  Mor 

85 

AR 

1 

1315 

Tubing,  Steel,  Round,  For  Primers  And  Bursters . . . . . . 

MIL.M1823 

EA 

10  Mor 

52 

EA 

1 

1315 

Vulconized  Rubber  Obturotor  Validated  Feb  84  . . . . 

MII-V-53118A 

AR 

15  Feb 

78 

AR 

L 

1330 

Bog,  Sorrier,  Elastomeric  Validated  Jan  63 . . . . . . . . . . 

Ma-8-50873A  (3) 

AR 

31  Moy  77 

AR 

L 

1320 

Bog,  Sorrier,  Neoprene,  For  Use  With  152MM  Cartridges  Validated  Jun  88 . 

MII-B-50432 

NOTICE  1 

AR 

20  Jun 

88 

AR 

1 

1330 

Bond,  Obturoting,  For  175MM,  Projectile  Validated  May  87  . . . . 

MIL-B-48265 

NOTICE  1 

AR 

07  Dec 

73 

AR 

1 

•1320 

Bond,  Projectile  Rotating  . . . . . . . . . 

MII-B-18907A 

OS 

29  Apr 

88 

OS 

1 

1320 

Burster,  Projectile,  155MM,  Smoke,  M625  Ports  For  looding.  Assembling  & 

MII-B-64000B 

EA 

31  Jon 

85 

EA 

Pocking 

L 

1320 

Burster,  Projectile,  M83  looding.  Assembling  And  Packing  Validated  Apr  65 

MIL.B-45557A  (2) 

AR 

01  Mor 

55 

AR 

1320 

Bursters  For  Wp  Filled  5  Inch  54  Collber  And  6  Inch  47-CoIiber  Projectiles, 

Mll-B-233e8A 

EA 

10  Jul 

86 

EA  OS  99 

Looding  And  Packing 

NOTICE  1 

L 

1320 

Canister  &  Components  M825 . . . . . . . . 

MIL.C-51507B  (2) 

EA 

11  Dec 

87 

EA 

L 

1320 

Conister  Loading  Assembly  For,  Projectile,  155MM,  Smoke,  M825 ...................... 

MIL-C-64006B 

EA 

31  Jon 

85 

EA 

L 

1320 

Conlster  Smoke,  Assembly  Ports  For  Assembling  And  Packing  Validated  May  87 

Mll-C-53418 

NOTICE  1 

AR 

01  Dec 

80 

AR 

1 

1320 

Conister,  Chemicol  Projectile,  8  Inch,  XM27  8i  XM28,  Components  For  Validated 

MIL-C-51460 

EA 

26  Jun 

79 

EA 

Mar  85 

L 

1320 

Conister,  Chemicol  Projectile,  8  Inch,  NM,  XM28  Validated  Mar  85 . . . . 

MII.C-51457 

EA 

26  Jun 

79 

EA 

L 

1320 

Canister,  Chemicol  Projectile,  8  Inch,  Ql,  XM27  Validated  Mar  85.., . . 

MIL-C-51459 

EA 

26  Jun 

79 

EA 

L 

1320 

Conister,  Chemicol  Projectile,  OPA,  M21  (Req  For  Issue  Etc  Commonder,  Us 

MIL-C-51428C 

EA 

31  Mor 

87 

EA 

Army  Chemical  Reseorch,  Development  8  Eng.  Ctr,  Attn:  SMCCR«SPT>$, 
Aberdeen  Proving  Ground,  MD  21010*5423 

L 

1320 

Conister,  Chemicol  Projectile,  Dsf,  M20  (  Rel  To  Other  Thon  DOO  Must  Be  Sent 

Ma.C-51427C 

EA 

31  Mor 

87 

EA 

Vio  Comdr.,  U.S.  Army  Chem'col  Reseorch,  Development  &  Engineering  Cntr. 
ATTN;  SMCCR'SPT'S,  Aberdeen  Proving  Ground,  MO  210101'5423 

L 

1320 

Conister,  Colored  Smoke,  155MM,  Shell,  M3  8i  M4,  Components  For  Validated 

MIL-C-51363 

EA 

19  Sep 

88 

EA 

StpSS 

NOTICE  1 

1 

1320 

Cs.nistc.',  S.mcke,  KC,  IS'MM  rrujectiie.  Ml  &  fA7~Va!!dated  May  84.. . . 

MIL-(.-3l20F 

EA 

14  Feb 

78 

EA 

L 

1320 

Canister,  Smoke,  WP,  5^INCH  Projectile,  M5  . . . . . . . 

MIL-C-14583A  <1) 
NOTICE  1 

EA 

21  Jul 

85 

EA 

L 

1320 

Conister,  Smoke,  M3  And  M4,  For  155'77,  Shell  Validated  Jun  80  ................... 

Mll.C-32970 

EA 

24  Jun 

59 

EA 

L 

1320 

Conister,  Smoke,  HC,  155MM,  Projectile,  Ml  &  M2,  Components  For  Validated 

MII-C-51358A  (1) 

EA 

07  Jul 

78 

EA 

May  84 

•1320 

Conister,  Smoke,  For  Chemicol  Shell  (Bose  Ejection),  Components  For  Validated 

MIL-C-3357C 

EA 

08  Apr 

58 

EA  OS 

Jun  SO  REV-99 

1 

1320 

Conister,  Smoke,  WP,  5-INCH  Projectile,  M5,  Components  For. . . . . 

MIL-C-I4024B 
NOTICE  1 

EA 

21  Jul 

85 

EA 

1 

1320 

Conister,  Smoke,  WP,  For  152  Millimeter  Cartridge,  XM410F.1  Validated  Jun  80 

MIL-C-50086 

EA 

21  Oct 

54 

EA 

i 

1330 

Conister,  155MM,  WP  (For  The  M825  Projectile . . . . . . . . 

MIL.C.51508A  (2) 

EA 

27  Oct 

87 

EA 

L 

1320 

Cop,  Windshield  Assembly  Metol  Ports  Assembly  Validated  May  85.................... 

Mll.C-48072 

AR 

02  Jun 

72 

AR 

L 

1320 

Cartridge  Cose,  Steel,  5  Inch,  Mork  10  All  Mods  (38  Coliber)  Validated  Apr  87 

Mll.C.ie757/3  (2) 

OS 

10  Feb 

75 

OS 

112 


FSC  LISTING 


FSC  TITLE 

L  1320  Cortridgt  Case,  Steel,  5  Inch,  Mork  9  Alt  Mods  (54  Caliber) . . . . 

L  1320  Cartridge  Case,  Bross  8-INCH  Mork  1  Mod  3  (55  Caliber)  Vall^ied  Mor  84  .... 

L  1320  Cartridge  Coses,  Brass  5-INCH  (38  Coliber)  Mor  . 

L  1320  Cortridge,  152MM,  Conister,  M625A1  Loading,  Assembling  8i  Pocking  Validated 

Mor  66 

L  1320  Cartridge,  16SMM,  TP,  M623  Loodir>g,  Assembling  &  Pocking  . . . . 

L  1320  Cose,  Cartridge,  Combustible,  XM157E1,  152MM,  Parts  For  Validated  Jun  88.... 

L  1320  Cose,  Cortridge,  M205,  152MM,  Ports  For  Validated  May  87 . . . 

L  1320  Case,  Cartridge,  165MM,  M104  Metol  Parts  Assembly . . . 

L  1320  Case,  Cortridge,  M205E),  152MM,  Ports  For  Validated  Jun  88 . 

L  1320  Cellulose,  Woodpulp  (Sulfate)  For  Non-metollic  Cartridge  Coses,  Kroft.. . 

L  1320  Charg,  Propelling,  155MM,  M3,  Loading,  Assembling  And  Pocking  Validated 

Apr  85 

L  1320  Charge  Assembly,  Expulsion  For  Projectile,  15MM,  Smoke,  M825  . 

L  1320  Chorge  Proof,  155MM,  PXP-5297  loading,  Assembling  And  Pocking  Validated 

Apr  88 

L  1320  Chorge  Propelling,  152MM,  XM189  And  XM190,  Looding,  Assembling  And 

Pocking  Validated  Mar  86 

L  1320  Chorge  Propelling,  155MM,  M203  loading.  Assembly,  Artd  Pocking . . . 

L  1320  Charge  Propelling,  155MM,  M119A1  Loading,  Assembling,  And  Pocking 

Validated  Jun  86 

L  1320  Charge  Propelling,  155MM,  M203A1  Loading,  Assembling  And  Pocking.............. 

L  1320  Charge,  Expelling,  For  Projectile,  HC  Smoke,  155  MM,  Ml  16A) . 

L  1320  Chorge,  Proof,  155MM,  Pxr  6255  Loading,  Assembling,  And  Pocking  Validated 

Feb  84 

L  1320  Chorge,  Propelling  For  Cortridge,  105MM,  HEP-T,  M327  Validated  Apr  85 . 

L  1320  Charge,  Propelling,  8  Inch,  M2,  (White  Bog)  Loading,  Assembling  And  Packing .. 

L  1320  Chorge,  Propelling,  Dummy,  M4  Validated  Apr  88 . . . . . . . . . 

L  1320  Chorge,  Propelling,  175MM,  M199  Vo/rdo/ed  Apr  85 . . . . . . 

L  1320  Charge,  Propelling,  8  Inch,  Ml,  (Green  Bog)  Looding,  Assembling  And  Pocking.. 

L  1320  Charge,  Propelling,  8  Inch,  M188  Looding,  Assembling,  And  Pocking  Validated 

Jan  82 

I  1320  Charge,  Propelling,  For  Use  With  105MM  Cortrldges,  M393A2,  HEP-T, 

M393A1,  TP-T,  M414,  WP-T,  M467,  TP-T  Looding,  Assembling  &  Pocking 

L  1320  Charge,  Propelling,  175MM,  M86A2BI  Looding,  Assemb'ing,  And  Pocking . 

L  1320  Charge,  Propelling.  155MM,  M119A2  Loading,  Assembling,  And  Packing . 

L  1320  Chorge,  Propelling,  8  Inch,  M188A1  Looding,  Assembling,  And  Pocking 

Validated  Feb  84 

L  1320  Chorge,  Propelling,  155MM,  XM211  Looding,  Assembling  &  Pocking  . . 

L  1320  Chorge,  Propelling,  8  Inch,  M188A1  Looding,  Assembling,  And  Pocking  . . 

I  1320  Charge,  Propelling,  155MM,  XM119  (Supercharge),  Looding,  Assembling  & 

Pocking  Validated  May  87 

I  1320  Chorge,  Propelling,  155MM,  M3A1  looding.  Assembling  &  Pocking . . . 

I  1320  Charge,  Propelling,  155MM,  M4A2,  looding.  Assembling  &  Pocking  . 

I  1320  Chorge,  Propelling,  Dummy,  M98  For  175MM  Gun  MU3  Validated  Mar  63 . 

L  1320  Chorge,  Propelling,  (Green  Bog),  175MM,  M124  Validated  Apr  88 . 

L  1320  Chorge,  Spotting,  Projectile,  Cup  For  Validated  Apr  88 . . . . . 

I  1320  Chorge,  Spotting,  Projectile  Loading,  Assembling,  And  Pocking . . . 

L  1320  Chorges,  Expelling,  Fo'  Projectile,  155MM,  lllumlnoting,  M485A2  looding. 

Assembling  And  Packing 

I  1320  Combustible  Cortridge  Co.  ‘sembfy  Ports  For  Chorge,  Propelling,  155MM, 

M203A1 

L  1320  Contoiner,  Ammunition,  Metal,  PA101  For  Projectile,  155MM,  HE,  Guided, 
Connon  Lounched,  M712  &  Trolning  M823 

L  1320  Delay  Detonotor  For  Projectile,  155MM,  Smoke,  M825  . . . 

L  1320  Device,  Retention,  For  Charge,  Propelling,  155MM,  XM211  Validated  Feb  87  .... 

I  1320  Extractor  For  155MM  Guided  Projectile.  M712  &  Training  Projectile  M823. . 

I  1320  Fiber,  Acrylic,  Fibrilloted  Validated  Mai  83, . . . . 

L  1320  Fiber,  Acrylic,  Fibrilfotoble  Validated  Mar  86  . . . . 

t  1320  Fiber,  Shredded  Wood  . . . . . . . . . . . . 

I  1320  Fuze,  M539,  Impoct  Switch  Assemblv  For,  Ports  For,  Assembling  And  Pocking 

Validated  Jon  83 

I  1320  Gtenode  4  Tube  Assembly  Melol  Parts  Assembly . 

L  1320  Igniter  Tube  Vat.dated  Jun  86 . . . . . . . 

t  1320  Igniter  Tubes  Validated  Jan  86  . . . . . . . . . . 

I  1320  Ignition  Element,  Efectricol,  Parts  For  Validated  Nov  88  . . . 

I  1320  Initiotor  Assembly  For  Primer,  Electric,  XM91E1  And  XM117,  Ports  For 

Validated  Mor  82 

L  1320  Initiator  Assembly  For  Primer,  Electric  XM91E1  And  XM117  looding,  Assembling 

And  Pocking  Validated  Jun  88 

L  1320  Interior  Contoiner  Assembly . . . . . . . 


DOCUMENT 

NUMBER  ****£?  date  CUSTODIAN 


MIL-C-187S7/4A  (1) 

OS 

09  Jun 

87 

Ma-C-18760 

OS 

29  Jun 

55 

MIL-C-18821 

OS 

29  Jun 

55 

Mll-C.i0912  (1) 
NOTICE  1 

AR 

18  Mar 

86 

AR 

MII-C-50413A  (4) 

AR 

20  Dm 

85 

AR 

MIL-C-504S8 

NOTICE  I 

AR 

20  Jun 

88 

AR 

MIL.C-S0534A  (2) 
NOTICE  1 

AR 

29  Jan 

75 

AR 

MIL-C-63318  (2) 
NOTICE  1 

AR 

30  Jan 

87 

AR 

MIL-C-48884 

NOTICE  1 

AR 

20  Jun 

88 

AR 

MIL-C-50269B 

AR 

04  D.C 

87 

AR 

MIL-C-46908  (3) 

AR 

01  S.p 

65 

AR 

MIL-C-64003A 

EA 

05  Ocl 

83 

EA 

Mll-C-63372  (2) 
NOTICE  1 

AR 

18  Apr 

88 

AR 

MIL-C-14994 

NOTICE  1 

AR 

13  Mar 

86 

AR 

Ma-C-48243D 

AR 

28  Mar 

86 

AR 

MIL-C-14939A  (2) 
NOTICE  1 

AR 

02  Jun 

88 

AR 

MII.C-70462C  (1) 

AR 

23  Jul 

86 

AR 

MIL-C-48909D 

EA 

12  May  87 

EA 

MIL-C-48361 

AR 

01  Mar 

78 

AR 

MII-C-480S9 

AR 

17  Apr 

72 

AR 

MII-C-4M958  (3) 

AR 

29  F.b 

88 

AR 

MIL-C-4M79A  (1) 
NOTICE  \ 

AR 

18  Apr 

88 

AR 

MIL-C-48081 

AR 

02  Ocl 

72 

AR 

MIL-C-4i694A  (4) 

AR 

20  Jul 

82 

AR 

MIL-C-48143C 

AR 

26  Mar 

76 

AR 

MII-C-50980A 

NOTICE  1 

AR 

30  Jon 

87 

AR 

MII.C-45463E 

AR 

05  Nov 

81 

AR 

Mll-C-634(U  (2) 

AR 

29D.C 

86 

AR 

MIL-C-63125 

AR 

14  Fob 

78 

AR 

MIL-C-83348 

NOTICE  1 

AR 

30  Jon 

87 

AR 

MIL-C-633428  (T) 

AR 

14  D.C 

87 

AR 

MIL-C-60018A 

NOTICE  1 

AR 

23  Moy  66 

AR 

MIL-C-804)88  (3) 

AR 

18  Jul 

86 

AR 

Mll.C-4039iC  (1) 

AR 

18  Jul 

86 

AR 

MIL.C-60313 

AR 

08  Feb 

65 

AR 

MIL-C-60383A  (1) 
NOTICE  1 

AR 

18  Apr 

88 

AR 

MIL.C-48097B 

NOTICE  1 

AR 

18  Apr 

88 

AR 

MII.C-48098B  (2) 

AR 

27  Apr 

84 

AR 

MII-C-48254A 

AR 

30  Jul 

84 

AR 

MII-C-70461C  (3) 

AR 

04  Mor 

88 

AR 

MII.C-63227A  (2) 

AR 

05  Mor 

84 

AR 

MII-D-64002A  (1) 

EA 

22  Aug 

86 

EA 

Mll.D'63417 

NOTICE  1 

AR 

05  Feb 

87 

AR 

MII.E-48422A  (2) 

AR 

05  Dec 

83 

AR 

MIL-F-50S33 

AR 

13  Moy  70 

AR 

Mll-F.50809  (2) 

AR 

18  Mor 

86 

AR 

DOD.F.704S9 

AR 

05  Jun 

84 

AR 

MIL-F.63068  (1) 

AR 

12  Ocl 

76 

AR 

MII.-G-70721 

AR 

38  Mor 

88 

AR 

MII.-I-48145 

NOTICE  1 

AR 

20  Jun 

86 

AR 

MII-I-48252A  (1) 

AR 

19  Sep 

80 

AR 

MIM-50880  (1) 
NOTICE  1 

AR 

02  Nov 

88 

AR 

/4II.I-S0412 

AR 

01  Apr 

70 

AR 

Mll-l-50406 

NOTICE  1 

AR 

20  Jun 

88 

AR 

MIL-I-5U28B 

EA 

03  Jul 

86 

EA 

113 


FSC  LISTING 


DOCUMENT 


FSC 

TITLE 

NUMBER 

PREP 

DATE 

CUSTODIAN 

L 

1320 

Mine,  Oumm/  Validated  Jun  88. . . . . . . 

MIL-M-48869 

NOTICE  1 

AR 

06  Jun 

88 

AR 

L 

1320 

Munition  For  Proiectile,  155MM,  He,  M6P2/M731,  Loading  And  Auembling  Of 

MIL-M-48186A  (8) 

AR 

09  Jul 

88 

AR 

L 

1320 

Plug  Assembly,  Lifting,  Universol . . . . . . . . . 

MIL-P-70438  (1) 

AR 

26  Jon 

87 

AR 

1 

1320 

Plug,  Lifting  (Eyebolt  Type)  For  Projectiles  . . . . 

MIL-P-20442B  (2) 

AR 

10  Aug 

81 

AR 

L 

1320 

Plug,  Lifting,  Assembling,  Fusible  For  155MM  &  8  Inch  Projectiles  . . 

MIL.p.J087iB  (1) 

MR 

03  Dec 

85 

AR 

1 

1320 

Plug,  Shock,  Attenuating . . . . . . . . . . 

MIL-P-63268A  (2) 

AR 

22  Apr 

88 

AR 

L 

1320 

Projectile  Load,  6  Inch  47  CAL2BER,  WP,  MK  13  Filling  Assembly  Validated  Jun 

80 

Projectile  Load,  5  Inch  54  Cotiber,  Wp,  MK14,  Filling  Assembly  ftEV.OS  ............ 

MIL-P-14585A 

EA 

26  Apr 

62 

EA 

L 

1320 

MII.-P-46658A  (2) 

EA 

02  Feb 

72 

EA 

1320 

Projectile  Lood,  Smoke,  Wp,  5  Inch  54  Coliber,  Mk  14,  Loading  Assembly 

MiL-P-23430 

EA 

11  Sep 

62 

EA  OS 

Validated  Jun  80 

L 

1320 

Projectile  155MM!  XM854  Propellant  Grain . . . . . . . 

MIL-P-70S05  (2) 

AR 

20  Jan 

87 

AR 

L 

1320 

Projectile  155MM{  XM864  Meiol  Paris  For  Bass  Burner  Assembly  . . . . . 

Mll-P.70d74 

AR 

04  Apr 

88 

AR 

L 

1320 

Projectile  155MM  Illuminating  M485A2  Accessories  For,  And  Assembling  And 

M1L-P-46249A  (1) 

AR 

27  Sep 

84 

AR 

Packing 

1 

1320 

Projectile,  Guided,  155MM,  M712  . . . . . . . 

MIL  P-63223A  (1) 

AR 

24  Feb 

87 

AR 

L 

1320 

Projectile,  Guided,  155MM,  M712  Guidonce  Section  For . . . . 

MII-P.63224A  (1) 

AR 

24  Jul 

87 

AR 

L 

1320 

Projectile,  Guided,  155MM,  M712  Control  Section  For . . . . 

MIL-P-63225A  (2) 

AR 

18  May  87 

AR 

L 

1320 

Projectile,  Guided,  155MM,  XM712,  Warhead  For. . . . 

MIL-P.6322&  (3) 

AR 

21  Aug 

87 

AR 

L 

1320 

Projectile,  Guided,  155MM,  XM712,  Control  Actuator  Assembly  For . . 

M1L-P-&3233A  (1) 

AR 

21  No. 

88 

AR 

L 

1320 

Projectile,  Guided,  155MM,  XM712  Roll  Ratesensor  For..... . . . . . 

MIL-P.63234  (2) 

AR 

08  Jun 

83 

AR 

1 

1320 

Projectile,  Guided,  155  Mm,  XM712,  Thermol  Battery  For  . . . 

Mll.p.43235  (5) 

AR 

18  May  87 

AR 

L 

1320 

Projectile,  H.E.,  155MM,  M107  Metal  Parts  Assembly . . . . . 

MIL-P04824B 

AR 

08  Mar 

89 

AR 

L 

1320 

Projectile,  HE,  155  MM,  XM795  Metol  Ports  Assembly  Validated  Apr  88 . 

OOD-P-43245A  (1) 
NOTICE  1 

AR 

18  Apr 

88 

AR 

L 

1320 

Projectile,  HE,  8  Inch  M106  Metal  Parts  Assembly  Validated  Ape  88 . . . 

MIL-P-40596A  (5) 
NOTICE  1 

AR 

18  Apr 

88 

AR 

L 

♦1320 

Projectile,  High  Capacity,  Anti  Aircraft,  And  llluminotlng  Validated  Jun  8J . 

MIL-P-189iO 

OS 

23  Jon 

56 

os 

L 

1320 

Projectile,  llluminoting.  Localized  Heot  Treatment  Of  Validated  Feb  89. . 

MIL>P-18949A 
NOTICE  1 

OS 

05  Jon 

76 

OS 

1 

1320 

Projectile,  Pointing,  Marking,  And  Greosing  (By  Projectile  Monufocturers) 

Mll-P'ie948A  (1) 

OS 

10  May  74 

OS 

Validated  Jun  8J 

L 

1320 

projectile,  Proctice,  155  MM,  M884  Metol  Parts  Assembly . 

MIL-P63345A 

AR 

14  May  84 

AR 

L 

1320 

Projectile,  Practice,  155MM,  M804  Looding,  Assembling  &  Packing . 

MIL-P-70447 

AR 

14  Mo,  84 

AR 

L 

1320 

Projectile,  TP'T,  152MM.  XM411E1  Metal  Parts  Assembly  Validated  Jun  88 . . 

MIL-P-408lfA  (3) 
NOTICE  1 

AR 

20  Jun 

88 

AR 

1 

1320 

Projectile,  Training,  155MM,  M633 . . . 

MIL-P-43357A  (2) 
NOTICE  1 

AR 

10  Mar 

88 

AR 

1 

1320 

Projectile,  152MM,  Heat,  M409  Metol  Ports,  less  Fluted  Liner  Validated  May 

85 

Projectile,  152MM,  Slug,  Proofing  Metol  Ports  Assembly  Validated  May  65 . 

MIL-P.14e25A 

AR 

03  Apr 

72 

AR 

L 

1320 

Mll-P^28  (1) 

AR 

24  Feb 

67 

AR 

1 

1320 

Projectile,  152MM,  Tp<t,  M411A1  Metal  Ports  Assembly  Validated  Jun  88. . 

.'4IL-P-50369A 
NOTICE  1 

AR 

20  Jun 

88 

AR 

L 

1320 

Projectile,  155  MM,  Smoke,  HC  BE,  M116E2,  Looding,  Assembling  And  Pocking 

MII-P-20512D 

EA 

12  Moy  87 

EA 

L 

1320 

Projectile,  155  MM,  Smoke,  WP,  M825,  Ports  For . . 

MII-P.51509A  (1) 

EA 

17  Sep 

87 

EA 

1 

1320 

Projectile,  155  Millimeter  Howitzer,  M121A1,  VX  Filled,  Without  Fuze  &  Burster 

MIIP-80077A 

EA 

02  Mar 

87 

EA 

Validated  Mar  87 

NOTICE  1 

1 

1320 

Projectile,  155  MM,  M718/M741  MeolHc  Hardware  For . . . . . 

Mll-P-63985  (1) 

AR 

05  Jon 

83 

AR 

L 

1320 

Projectile,  155MM,  Smoke  WP:  M625,  Looding,  Assembling,  And  Pockoging ...... 

MII-P-64007C  (2) 

EA 

15  Dec 

87 

EA 

L 

1320 

Projectile,  155MM,  GB2,  M667,  Without  Canister;  DF,  M20  . 

MIL-P.51434C 

EA 

08  Jul 

86 

EA 

L 

1320 

Projectile,  155MM,  HE:  M483A1  Looding,  Assembling  And  Pocking . 

MIL-P-48749D  ('  / 

AR 

05  Oct 

87 

AR 

L 

1320 

Projectile,  155MM:  XM854  Body  &  Ogive  Assembly  For  . . 

MIL  P.70504A  (1) 

AR 

29  Jun 

87 

AR 

1 

1320 

Projectile,  155MM  XM864  Bose  Assembly  For . . 

Mll-P-70612  (1) 

AR 

29  Jun 

87 

AR 

L 

1320 

Pro;«tile,  1S5-MM,  Gun  And  Howitzer,  M104  And  M110,  WP,  FS,  HO  And  H 

MII-P.11807C 

EA 

6  Jun 

57 

EA 

Filling  Assemblies  Validated  Jun  80  USER’MC 

L 

1320 

Proieclile,  1SS-MIUIMLTER  Howiii.r,  M121,  And  Gun,  M122,  GbdiUed, 

MIL-P-44549A  (2) 

EA 

05  Aug 

68 

EA 

Without  Fuze  And  Burster  Validated  Jun  80 

L 

1320 

Projectile,  155MM,  Gas,  M121At  Assembling,  Mork-ng  And  Pocking  Validated 

MII-P-48412C 

EA 

29  Jul 

66 

EA 

May  84  REV-EA 

1320 

Projectile,  155MM  XMP64  Bose  Burner  Assembly  looding.  Assembling  B>oocklng 

MILP-70506A 

AR 

04  Apr 

88 

AR 

L 

1320 

Projectile,  155MM,  HE,  M483A1  Adopter  For  Validated  Apr  88  . 

MII.P.5097M 
NOTICE  1 

AR 

18  Apr 

88 

AR 

1 

1320 

Projectile,  155MM,  Inert,  M463A1  Loading,  Assembling  8>  Pocking... . . 

MIL.P-70476  (1) 

AR 

09  Sep 

85 

AR 

1 

1320 

Projectile,  155MM,  Smoke,  WP,  M110A2  Filling  Assembly . . 

MIL-P-51489 

EA 

27  Apr 

83 

EA 

1 

1320 

Projectile,  155MM,  He.  M449A1,  Body  Assembly  For  Validated  Mar  83  . . 

MII-P.S0535 

AR 

07  Dec 

70 

AR 

1 

1320 

Projectile,  155MM,  HE,  M483A1  Non  Metolllc  Hordwore  For . . . 

MIL-P-50944S  (2) 

AR 

20  Apr 

84 

AR 

1 

1320 

Projectile,  155MM,  HE,  M483A1  Metallic  Hordwore  For . . . . 

MII-P-50934A  (2) 

AR 

20  Apr 

84 

AR 

1 

1320 

Projectile,  155MM,  M825  Metal  Parts  Assembly . . . . 

Mll-P-64008  (3) 

AR 

16  May  84 

AR 

1 

1320 

Projectile,  155MM,  GB2,  M687,  Metol  Ports  Assembly  With  loaded  Ogive ........ 

MI1.-P-64005 

AR 

29  Nov 

85 

AR 

t 

1320 

Projectile,  155MM,  He,  M449A1,  Base  Plug  For  Validated  Mar  86....... ............. 

MIL-P-30536 

NOTICE  1 

AR 

17  Mor 

86 

AR 

L 

1320 

Projectile,  155MM,  Test.  M692  looding,  Assembling  And  Pocking  Validated  Jun 

MIL-P-48870 

AR 

06  Jun 

88 

AR 

88 

NOTICE  1 

1320 

Projectile,  155MM,  M718A1/M741A1  Types,  Looding,  Assembling  And  Packing 

Of 

Projectile,  155MM,  He,  Rocket  Assisted,  M549  And  M549A1,  Aft  (Ahh) 

MIL-P-48i49  (1) 

/AR 

14  Nov 

88 

AR 

1 

1320 

MIL-P-48764A  (4) 

AR 

22  Sep 

87 

AR 

Propeilont  Groin  For 

1 

1320 

Projectile,  155MM,  HE,  Rocket  Assisted,  M549,  Inert,  Simulated  Ports  And 

MIL-P-48762  (1) 

AR 

07  Feb 

77 

AR 

Looding  Validated  Jan  83 

L 

1320 

Projectile,  155MM,  M687  Metol  Ports  Assembly . . . 

MII-P-50702A  (3) 

AR 

05  Moy  86 

AR 

1320 

Projectile,  155MM,  Test,  Non^hozordous,  M718A1/M741A)  Types  Looding, 

MIL-P-48648  (1) 

14  Nov 

88 

Aiitmbling  And  Pocking  0< 
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FSC  LISTING 


DOCUMENT 

FSC  TUIE  NUMBER  DATE  CUSTODIAN 


1 

?320 

Proitclitfe,  155MM,  He,  M449A1,  Hardware  For  Vali<htt<i  Mor  $3  . . . . . 

MIL-P.50537 

AR 

07  Dec 

70 

AR 

L 

1320 

Proiectile,  155MM,  Rocket  Aisitted  M549  Series,  Motor  Bod/  Bonding 

Assembling  For 

MIL-P.50569C  (2) 

AR 

08  Feb 

85 

AR 

L 

1320 

Projectile,  155MM,  He,-M449A1  Loading,  Assembling  And  Pocking  VoHdofed 

Mar  83 

MIL-P-50S38 

AR 

07  D« 

70 

AR 

L 

1320 

Projectile,  155MM,  He,  Rocket  Assisted  M549  And  M549A1,  Oeloy  Assembly 

For 

Projectile,  155MM,  He,  Rocket  Assisted  MS49  And  M549A1,  Deloy  Assembly 

Ports  For 

MII-P.50570A  (5) 

AR 

03  Feb 

89 

AR 

L 

1320 

M11-P.50571A  (1) 
NOTICE  1 

AR 

03  Feb 

89 

AR 

L 

1320 

Projectile,  155MM,  He,  Rocket  Assisted  M549  And  M549A1  Forword  {Abb) 
Propellont  Groin  For 

MII-P.50573C  (4) 

AR 

22  Sep 

87 

AR 

L 

1320 

Projectile,  155MM,  He  Rocket  Assisted,  M549  And  M549A1,  Accessories  For .... 

MII-P-50574B  (5) 

AR 

13  Jul 

88 

AR 

1 

1320 

Prcjectite,  1S5MM,  He,  Ra,  M549  And  M549A1  (With  Warhead  And  Motor 

Body)  Looding,  Assembling  And  Pocking 

MIL-P-50S78D  (3) 

AR 

03  Ocl 

86 

AR 

L 

1320 

Projectile,  155MM,  HEXM795  Looding  Assembling  &  Pocking  VoUdatad  Nov  86 

DOD-P-63252  (3) 
NOTICE  1 

AR 

02  Nov 

88 

AR 

L 

1320 

Projectile,  155MM,  Inert  PXR  6325  (M549  (SIM)  Looding,  Assembling  & 

Packing 

MIL.P-6339S  (1) 

AR 

11  Jan 

85 

AR 

1 

132.1 

Projectile,  155MM,  Inert  Pxr  6325  (M549  Sim)  Metol  Ports,  Assembly . . 

MIL.p.63397A  (1) 

AR 

21  Apr 

86 

AR 

L 

1320 

Projettile,  155M*M:  M483A1-M(41.M6 . 

MII-P-50345E  (6) 

AR 

07  Jul 

88 

AR 

L 

■320 

Projectile,  155MM,  He,  Ro,  M549A1  Aft  (M37  Extruded)  Propellont  Groin  For.. 

MIL-P-83203  (2) 

AR 

17  Nov 

87 

AR 

L 

320 

Projectile,  155MM,  Test,  Non-boz  M718/M741  Types  Loading,  Assemblmg  & 
Pocking  Of 

MIL-P-83430  (4) 

AR 

30  Apr 

84 

AR 

L 

1320 

Projectile,  155MM,  At  M718/M741  Looding,  Assembling  And  Pocking  Of .......... 

MIL-P-6323a8 

AR 

01  May 

86 

AR 

L 

1^20 

Projectile,  155MM,  Special  Test,  For  M692  And  M731  Looding,  AssemUing  And 
Packing  Of 

Mll-P-83066  (4) 

AR 

10  Nov 

83 

AR 

L 

K20 

Projectile,  155MM,  M693/M731  Plug,  Housing  For  Vatidatad  Fab  84 . . 

MIL-P-83061A 

AR 

17  May 

78 

AR 

*. 

1320 

Projectile,  155MM,  Smoke,  HC,  BE,  M116E2.  Ports  For . . 

MIL-P-80340A  (1) 

EA 

12  May 

87 

EA 

L 

1320 

Projectile,  155MM,  H.e.  M692  And  M731  Looding,  Assembling  And  Pocking  Of 

MIL-P-481878 

AR 

03  Jul 

86 

AR 

L 

1320 

Projectile,  155MM,  HE,  M692  And  M692  And  M731,  MetoUIc  Hordwore  For  .... 

MIL-P-48188  (3) 

AR 

06  Jun 

82 

AR 

L 

1320 

Projectile,  155MM,  Htummoling  M485A2,  Metol  Ports  Assen^y . . .  ... 

MII-P-48043A  (2) 

AR 

05  Mar 

86 

AR 

L 

132. 

Pidjectile,  155mm,  He.  M692  And  M731,  Non  metollic  Hardware  For  Voh'da  ad 
Jan  82 

MIL-P-48376 

AR 

01  Mor 

76 

AR 

L 

1320 

f’rojectile,  155MM,  Smoko,  WP,  Ml  10  looding,  Assembling  &  Pocking 

Validated  Apr  63  REV-EA 

MIL-P-40477A 

AR 

30  Dec 

68 

AR 

L 

1320 

Projectile,  155MM  HE,  M1C7  Lo  'ding.  Assembling  &  Pocking . . . 

MII-P-40377A  (7) 

AR 

30  Jul 

86 

AR 

1 

1320 

Proi«<Iil«,  145MM,  HEP  M123A1,  M.tol  Pott . 

MII-P-80523A  (3) 

AR 

10  Aug 

81 

AR 

1 

1320 

■Projectile,  165MM,  Tp  M624,  Metol  Ports . . . . . 

MIL.P.50398  (5) 

AR 

17  Nay 

86 

AR 

1 

i3:o 

Projfctiit,,  trS'Milllmeter,  WP,  XM510E1.  Filling  Assembly  Vafldaied  Sep  85...... 

MII-P-60088A 

NOTICE  1 

EA 

19  Sep 

88 

EA 

1 

1320 

Projectile,  175MM,  He,  .M437  Looding,  Assembling  And  Pocking  Validated  Jon 

86 

Projectile,  175MM,  HE,  M437  Metol  Ports  Assembly  Validated  Apr  $6 . 

MII-P-45455E 

AR 

07  Nov 

79 

AR 

1 

1320 

MIL-P-80622B  (4) 
NOTICE  1 

AR 

18  Apr 

88 

AR 

1 

1320 

Proj^cti'e,  a  INCH  HE,  RA,  M650  AFT  V/orhuod  Section  &  Strippol^e  Cooling 
■ssembty 

Mll-P-483228  (8) 

AR 

16  Jun 

87 

AR 

1 

1320 

Projectile,  8  INCH  HE  M509A1,  Hordwore  Metallic  For  . . . . . 

MII-P-48092B 

AR 

05  Apr 

85 

AR 

L 

1320 

’rojectile,  8  Inch,  M$09A1  Metol  Ports  Assembly . . . 

M11.P.14895E  (4) 

AR 

30  Nov 

88 

AR 

L 

1320 

Vojectile,  8  Inch,  HE,  M509A1  Looding,  AssemUing  8i  Pocking . . 

MIL-9-48091G 

AR 

30  Nov 

88 

AR 

L 

1320 

'’roiectile,  8  Inch.  He,  M509E1  Hordwore  Non*ffletaHic  For . . . 

MII-P-4S093A  (2) 

AR 

30  Nov 

88 

AR 

L 

1320 

t-rojectiU,  8  Inch,  HE,  M509A1  Hordworenon  Metollic  Validated  Apr  88  . . . 

MIL-P-480948 

NOTICE  1 

AR 

18  Apr 

88 

AR 

1 

1320 

Prejectile,  8  Inch,  He,  RA,  M650  Rocket  Motor  Body  Assembly  . 

MIL-P-48323C  (4) 

AR 

22  Mor 

88 

AR 

L 

1320 

Prc’ectife,  8  lnch,-Gas,  M426  Assembling,  Marking  And  Pocking  Validated  Mor 
fh 

Project.'e,  8  Inch  Dummy,  M845  . . . . . . . . . . 

MIL-P-46678B 

AR 

17  Mor 

86 

AR 

L 

1320 

Mll-P-63409 

AR 

27  Jul 

81 

AR 

L 

1320 

Projectile.  8  Inch,  He,  Ro,  M650  Deloy  Assembly,  Ports  For . . . . . . 

MIL-P-63139A  (2) 

AR 

05  Jon 

89 

AR 

1 

1320 

Projectile,  8  Inch,  He,  Ro,  XM650E5  Deloy  Assembly  For . . . . . . 

MII-P-63140A  (3) 

AR 

05  Jon 

89 

AR 

L 

1320 

Projectile,  8  Inch,  HE,  RA,  M650  Booster  Auxiliary  PA  500  &  Booster  Assembly 

PA  524  Fo. 

Mll-P-631418 

AR 

30  Aug 

85 

AR 

1 

1320 

Projectile,  8  Inch  He,  Ro,  M650  Loading,  Assembling  A  Pocking . . . 

MII-P-63I42A  (10) 

AR 

07  Nov 

86 

AR 

L 

1320 

Projectile,  8  Inch,  He,  Ro,  M650  Accessories  For . . . . . 

Mll-P’83143A  (2) 

AR 

24  Mor 

88 

AR 

1 

1320 

Projectile,  8  Inch,  HE,  RA,  M650  Propellont  Groin  For . . . . . 

MII-P-6313B  (4) 

AR 

17  Jul 

86 

AR 

L 

1320 

Projectile,  8  Inch,.Chemicoi  Agent  Gb,  M426,  Without  Fuze  And  Burster,  Filling 

Of  Validated  Jun  80 

MII-P-46964A 

EA 

06  Dec 

65 

EA 

1 

1320 

Projectile,  8  Inch,  He.  M404,  Hordwore  For  Validated  Mor  83 . . 

MII-P-S0S85 

AR 

28  Nov 

70 

AR 

1 

1320 

Projectile,  8  Inch,  VX*2,  XM736  Without  Conisttr,  NM,  XM28,  looding, 

Assembly  &  Pocking  Validated  Mor  8S 

MIL-P-5145B 

EA 

26  Jun 

79 

EA 

1 

1320 

Projectile,  8  Inch,  He.  M404  looding.  Assembling  And  Pocking  Validated  Apr  84 

MIL-P-S0257 

AR 

14  Feb 

69 

AR 

J320 

Prejet*''*.  8  M106/  londino/  Assemblino,  And  Pocking . . . . 

MIL-P-46258C  (3) 

AR 

30  Jul 

88 

AR 

E 

1320 

Projectile,  BBINCH,  Chemicol  Agent  Vx,  M426,  Without  Fuze  And  Burster, 

Filling  OVValidated  Jun  SO 

MII-P-46987B 

EA 

13  Dec 

65 

fcA 

1 

1320 

Projectile,  8‘tNCH,  He,  Ro,  M650  Worheod  Section,  Forword  . . . 

MII-P-63137B  (1) 

AR 

29  Jon 

82 

AR 

1 

1320 

Projective,  155M/A,  He,  Ro,  M549A1  Forward  (M37  Extruded)  Propellont  Groin 
For 

Reducer,  Flash  Ml  For  155MM  Gun  Validated  Apr  SB......... . . 

MIL-P-83202  (2) 

AR 

17  Nov 

87 

AR 

1 

1320 

MIL-R-60399  (1) 
NOTICE  1 

AR 

18  Apr 

88 

AR 

1 

1320 

Red’icer,  Flosh,  M3  For  8  INCH  How!t:er  Ml  And  ■M2  Validated  Apr  85............ 

MIL-R-4S163 

AR 

24  Aug 

73 

AR 

1 

1320 

Shell,  illuminotihg,  155*MM,  MU8A1  And  M118A1B1  loading  Assembly  For 
Validated  Mar  83  USER-MC 

MII-S.20422A 

AR 

15  Jul 

54 

AR 

L 

1320 

Sleeve  Assembly  (Req  For  Issue  Other  Then  DOD  Must  Be  Sent  Via  Cmdr,  U.S. 
Army- Chemicol  Reseorch,  Development  And  Engineering  Center,  ATTNr 

MIL-S-S1430C 

EA 

31  Mor 

87 

EA 

SMCCR-SPT-S,  Aber^«*n  Proving  Ground,  MD  21010'5423 
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DOCUMENT 


FSC 

TITLE 

NUMBER 

PREP 

DATE 

CUSTODIAN 

1 

1320 

Spacer  For  Chorge*  Propelling,  175MM  M124  (Cellular  Polyurethane)  VoUdatfid 

MIL'S -53060 

AR 

31  Mar 

76 

AR 

Jon  82 

L 

1320 

Support,  Cover  . . . . . . . . . . . 

MIL'S'704,0  (2) 

AR 

16  Jun 

87 

AR 

1 

1320 

Tube,  Igniter  For  Chorge,  Propelling,  175MM,  M86A2  (Cellulor  Polyurethone) 

MIL-T.46586C 

AR 

13  Jun 

78 

AR 

Vafidattd  Feb  84 

1 

1320 

Warhead,  155MM,  M549A1  Bonding  Assembly  . . . . . 

MIL'W.50577C  (7) 

AR 

16  Jun 

87 

AR 

L 

1325 

Adapter  Booster,  Bomb,  Nose,  Thermally  Protected,  M146E1,  Loodlng, 

MIL'A'48027A  (1) 

AS 

23  Oct 

87 

AS 

Assembling  And  Pocking 

1 

1325 

Adapter  Booster,  Bomb,  Nose,  M148E1  Ports  For  Validated  Apr  87  . . . . 

MIL'A-48028A 

AS 

30  Jun 

75 

AS 

NOTICE  1 

L 

1325 

Adapter,  Bomb  Cluster,  750  Pound,  M30E2  Validated  Jan  82  ............................ 

MIL.A-51372 

AR 

13  Jul 

73 

AR 

1325 

Adapter,  Booster,  Bomb,  Toil,  XM150,  Ports  For . . . . 

MlL'A-14995  (1) 

AS 

08  Oct 

87 

AS 

1 

1325 

Adopter,  Cluster,  Bomb,  750  Pound,  M30  And  M30A1 . . . . 

MIL'A-50013B 

EA 

26  Aug 

86 

EA 

NOTICE  1 

L 

1325 

Arming  Wire  Assemblies  . . . . . . 

MIL-A'85481 

AS 

21  Aug 

81 

AS 

L 

1325 

Bomb  &  Body,  750  Pound  MC'1  Bomb  Validated  Jan  85 . . . 

MILB.9715A 

70 

20  Nov 

72 

99 

L 

1325 

Bomb  Cluster,  Incenndlory,  TH3,  750  Pound  M36E2  (Without  Fuze,  Fin  Wire) 

MIL'B'5I373 

AR 

13  Jul 

73 

AR 

Validated  Jon  82 

L 

1325 

Bomb  Dispenser,  CNU'80/E25  Shipping  Andstoroge  Container  For  . . 

MIL-B'50539A 

70 

19  Sep 

83 

99 

L 

1325 

Bomb,  Binory  Chemicol,  Empty  (BIU'80/B) . . . . . . 

mil-8'85251 

AS 

13  Jun 

81 

AS 

L 

1325 

Bomb,  Binory  Chemical, (without  Bollonet)  6LU‘80/B  Sidt  Authorized  To  The 

MIL-8-5I480B 

EA 

23  Feb 

88 

EA 

'OOD  And  DOD  Controcton  Only.  Other  Req  Will  Be  Referred  To  Cdr«  US 
Army  Chemical  Re»eorch,  Dev  And  Engineering  Cntr,  Atfn‘sMCCR*SPT>S« 
Aberdeen  Proving  Grd,  MO  21010*5423 


L 

1325 

Bomb,  Chemicol,  Mark  1 16  Mod  0  (Without  Fuze  And  Burster)  Filling  Assembly 

MIL-8  60082  (2) 

EA 

19.lun  68 

EA 

And  Marking  Validated  Jun  80 

•1325 

Bomb,  Free  Fall.  Demonstrotion  Of  Dispersion  Requirements  For  Validated  Apr 

MIL-B-8 10068 

AS 

23  Feb  68 

AS  15 

87 

NOTICE  1 

L 

1325 

Bomb,  Gas,  Nonpersistent,  Gb,  760‘POUND,  (Without  Fuze  And  Burster) 

MIL-B-46968 

EA 

19  Aug  86 

EA 

MC*1,  Filling  Assembly  And  Morking  Validated  Aug  86 

NOTICE  1 

L 

1325 

Bomb,  Gas,  Nonpersistent,  Gb,  760‘POUND  MC*1,  Inert  Components  For 

MIL-8-46967 

EA 

27  Dec  63 

EA 

Validated  Jun  80 

1325 

Bomb,  Goi,  500&POUND,  Mark  94  Mod  O,  Gb&filled,  Without  Fuie  And 

MIL-8-46433A 

EA 

06  Aug  86 

AR  AS  99 

Burster  Validated  Aug  86 

NOTICE  1 

1325 

Bomb,  Generol  Purpose,  Mork  82,  500  Pound,  Explosive  Loading,  \ssembling. 

MIL-B-82548  (1) 

AS 

11  Jon  72 

AR  AS  99 

And  Pocking  Validated  Jan  80  REV*AS  18 

1325 

Bomb,  Gn*)erol  Purpose,  Mark  84,  2000  Pound,  Explosive  Looding,  Assembling, 

MIL-8-82572  (1) 

AS 

11  Jon  72 

AR  AS  99 

And  Perking  Validated  Jan  80 

1325 

Bomb,  Generol  Purpose,  Mork  83,  1000  Pound,  Explosive  Looding,  As;emNing, 

MIL-8-82549  (1) 

AS 

11  Jon  72 

AR  AS  99 

And  Pocking  VoZ/doteo^Bn^  80  REV-AS  18 

1325 

Bomb,  Incendiary,  TH3,  4  Pound,  M126  Validated  Jon  82 . . . . . 

MIL-B-23360B 

AS 

-TO  Apr  70 

AR  99 

1 

1325 

Bomb,  Nonpersistent  Cos,  Spherical,  4.5  Inch,  M139,  Filling  And  AssemMy 

MIL-B-^S 

EA 

27  Feb  87 

EA 

Validated  Feb  87 

NOTICE  1 

L 

1325 

Bomb,  Nonpersistent  Oos,  Sphericol,  4.5*INCH,  M139,  Metal  Ports  Validated 

MIL-B-60075 

EA 

27  Feb  87 

EA 

Feb  87 

NOTICE  1 

L 

1325 

Bomb,  Smoke  Or  Incendiary,  AN«M474,  100'IB,  Inert  Components  For . . 

MIL-8-13393E 

EA 

13  Jun  86 

EA 

INT  AMD  1  (MU) 

L 

1325 

Bomb,  Smoke,  BIU*17/B  Validated  Mar  87..,,. . . . . . 

MIL-B-60304  (1) 

EA 

02  Mor  87 

EA 

NOTICE  1 

1325 

Bomb,  Smoko,  100  Lb.  AN/M47A4,  WP  Filling  Validated  Aug  88 . 

MIL-B-10746D 

EA 

12  Aug  88 

EA  99 

NOTICE  1 

L 

1325 

Bomb,  Subassemblies,  Metal  (B<.U*17/B}  Validated  Mar  87 . 

MIL-8'60301A  (3) 

EA 

02  Mar  87 

EA 

NOTICE  1 

1325 

Burster,  Bomb,  AN  M20  Validated  Aug  88  REV>99 . . . . 

MIL-B-I1007E 

EA 

12  Aug  88 

EA  OS 

NOTICE  1 

L 

1325 

Burster,  Bomb,  M32  Validated  Aug  86 . . . 

MIL-8-46966 

EA 

19  Aug  86 

EA 

NOTICE  1 

L 

1325 

Coble  Assembly,  Fuze  Control  Validated  Mar  87 . . . . . . 

MIL-C-142428  (3) 

AS 

19  Mor  87 

AS 

NOTICE  1 

L 

1325 

Cluster,  Incendlory  Bomb,  Ptv,  750BPOUND,  M35  (W/o  Fuze,  Fin,  And  Wire) 

MIL-C-46614 

EA 

22  Dec  61 

EA 

Validated  Jun  80 

L 

1325 

Compound,  Polymeric  Bosed,  Hot  Melt  (Cavity  Lining),  (For  Internof  Use  In 

MIL-C-87B95 

18 

12  Dec  83 

99 

Ammunition)  R£V‘70 

1 

1325 

Extension,  Fuze,  Bomb,  MlAl  (MiEI),  Ports  For  Validated  Jan  03 . . . 

MIL-E-14719A 

AS 

02  Mor  87 

AS 

NOTICE  1 

1 

1325 

Fin  Assembly,  Bomb,  4&POUND,  M15  Validated  Jan  82 . . . . . 

MII-F-45400A  (2) 

AS 

19  Moy  71 

AR 

L 

1325 

Fin,  Assembly,  Bomb,  750  LB  Cluster,  M14E3  Validated  Jan  82 . . . . 

MIL-F-51364  (1) 

AS 

13  Jul  73 

AR 

1 

1325 

Fin,  Retorder,  Air  Inflatoble  BSU*85/B . . . . 

MIL-F-8559' 

AS 

09  Moy  83 

L 

1325 

Fuze,  Bomb/  An  M)73A1  (Inoctive  For  New  Design)  Validated  Aug  85 . . . 

MIL-F.1I20'. 

AS 

15  Mor  71 

AR  AS 

L 

1325 

Fuze,  Bomb,  Electric,  FMC*7B/B  . . . . . . . . . 

MII-F.60083E 

FA 

23  Apr  74 

EA 

L 

1325 

Fuze,  Bomb,  Electronic,  FMU'139/B  . . . . . . . . . 

MIL-F-85571A  (1) 

AS 

16  Jul  87 

AS 

1325 

Fuze,  Proximity,  Dispenser  FMU*140/B . . . . . . . 

MIL-F-85744 

AS 

04  Mor  87 

1325 

Guidonce  Section,  Guided  Weopon  Mk  71  Mod  1...........................................*.. 

MIL-G-85868/2 

AS 

13  Jul  88 

1325 

Gutdonce  Section,  Guided  Weopon  Mk  71  Mod  2 . . . . 

Mll-G-85868/3 

AS 

13  Jul  88 

1325 

Guidonce  Section  Guided  Weopon  Mk  71  Mod  0  . . . . . 

MIL-G-85868/1 

AS 

13  Jul  88 

L 

1325 

Igniter,  Bomb,  Mk  260,  Mod  0  Validated  Aug  8d . . . . . . 

MIL-I-46607A 

EA 

05  Jun  63 

EA 

NOTICE  1 

L 

1325 

Igniter,  Bomb,  WP,  AN*M23A1,  Components  For  Validated  Jan  82  REV>SM  ...... 

MII-I-14303E 

AS 

07  Moy  71 

AR 

L 

1325 

Ignition  Compound  Validated  Apr  80 . . . . . . . . 

MIL-1-81970 

AS 

05  Apr  74 

AS 

1325 

Lug,  Suspension,  (1(X)0  Lb  Class)  Airborne  Equipment  Validated  Apr  80 

M5-3314 

AS 

26  Sep  67 

AR  AS  99 

USER-AV  REV-MI  18  11 

1325 

Lug,  Suspension,  (1,000  Pound)  Airborne  Equipment  Validated  May  87 

Mll-L-81558 

AS 

14  Moy  87 

AR  AS 

USER-AV  Ml  REV-EA  11  18 

NOTICE  1 
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L 

1330 

Adopttr,  Grenode  Projection,  Chtmicol,  M2A1  VoUdattd  Aug  88  . . . . 

MIL-A-11186A  (1) 
NOTICE  1 

EA 

12  Aug  88 

EA 

L 

1330 

Body  Assemble  Generol  Purpose  Grenade,  M73  &  M75  (Proctice) . . . 

MIL-B-63469  (7) 

AR 

01  Jul  87 

AR 

L 

1330 

Body.looded  Assembly,  Generol  Purpose  Grenode,  M73 . . . . 

Mll-B-64043  (I) 

AR 

01  Nov  84 

AR 

1 

1330 

Cartridge,  Grenode.  7.62MM,  Note,  Rifle,  M64 . . . . 

MIL-C-44666B  (1) 

AR 

24  Jul  84 

AR 

L 

1330 

Cartridge,  Grenade,  5.56MM,  M195  Validated  May  85 . . . . 

Mll-C-40537  (3) 

AR 

07  Apr  72 

AR 

L 

1330 

Clip,  Sofety,  For  Hond  Grenodes  VoUdattd  Mar  88 . . . . 

M1L-C-50245A 
NOTICE  1 

AR 

30  Mor  88 

AR 

L 

1330 

Decelerator,  RAM  Air  Ports  &  Container  Assembly . . . . . 

MlL-D-70430  (2) 

AR 

30  Jun  84 

AR 

1 

1330 

Detonotor  For  M204A1  And  M206A1  Hand  Grenade  Fuzes.  VoUdat^  May  84 

MIL-D-13138 

AR 

3  Dec  53 

AR 

REV-ES 

1 

1330 

Detonator,  Electric,  M84  Ports  For  And  Loading,  Assembling  And  Pocking .......... 

MIL-D-4S495A  (1) 

AR 

01  Feb  83 

AR 

L 

1330 

Detonotor,  Stab,  M76 . . . . . . . . . 

MIL-D-50998  (1) 

AR 

09  Dec  84 

AR 

L 

1330 

Flog,  Red,  Sofety  Ports,  Assembly  And  Pocking  Validated  Mar  86 . 

MIL-F-S0576 

NOTICE  1 

AR 

19  Mor  84 

AR 

L 

1330 

Fuse,  G’-'^ode,  Hond,  Proctice,  M228  Ports  For,  And  Loading  Assembling  And 

MIL-F-149430  (2) 

AR 

27  Jun  88 

AR 

Packing 

L 

1330 

Fuze,  Grenode.  Hond,  Practice,  M228  Ports  For,  And  Loodlng,  Assembling  And 

Mll-F.43056 

AR 

05  Mor  76 

AR 

Packing  (Renovated)  Validated  Jen  63 

1330 

Fuze,  Grenade,  GP,  M223  . . . . . . . . . . 

MII-F-S0930B  (3) 

AR 

27  Oct  84 

AR 

1 

1330 

Fuze,  Grenode,  M219E1  (Simulated  Defective)  (inert)  Loading,  AssemUing,  & 

MIL-F-50851 

AR 

19  Mor  86 

AR 

Pocking  Validated  Mar  66 

NOTICE  1 

L 

1330 

Fuze,  Grenade,  M219E1  Looding,  Assembling  And  Pocking... . . . . 

MIL-F-50454A  (5) 

AR 

04  Jun  88 

AR 

•1330 

Fuze,  Hand  Grenode,  Riot,  Pocket,  CS,M201A1E1,  Fuze,  Flooting  Smoke  Pot, 

MII-F-10915L 

EA 

08  Sep  72 

EA  OS  99 

M207A1,  And  Fuu.  Incendiary,  M210  REV-AS 

L 

1330 

Fuze,  Hand  Grenade,  M204A2,  M206A2  And  Practice  M205A3  Ports  For, 

MII.-F-13424K  (1) 

AR 

12  Sep  78 

AR 

Loodlng,  Assembling  And  Packing  Validated  Feb  84  REV>EA 

1 

1330 

Fuze,  Hand  Grenade,  M213  And  M215  Parts  For,  Loading,  Assenting  And 

MIL.F.454370  (2) 

AR 

24  May  83 

AR 

Pocking 

1 

1330 

‘uze.  Hand  Grenade,  M227  . . . . . . . 

MIL-F-S1376  (1) 

EA 

03  Apr  87 

EA 

1 

1330 

Fuze,  Hond  Grenode,  M201A1  . . . . 

MII-F.51353A  (1) 

EA 

24  Apr  87 

EA 

1 

1330 

Fuzes,  Generol  Purpose  Grenade,  M  230  &  M  231  (Proctice)  . . 

MIL-F-63446A  (7) 

AR 

23  Aug  85 

AR 

1 

1330 

Fuzes,  Grenode,  H.e,  M218,  M219  &  XM224  Lead  Cup  Assembly  For  Loading, 

MIL-F-50274  (1) 

AR 

31  Mor  88 

AR 

Assembling  And  Packing  Validated  Mar  88 

NOTICE  1 

1 

1330 

Fuzz,  Grenode.  Hand,  Proctice,  M228  Converted  Looding,  Assembling  And 

MIL-F-63070 

AR 

30  Mor  88 

AR 

Packing  Validated  Mar  88 

NOTICE  1 

L 

1330 

Grenode  (GP),  Liner  For . . . . . . . . . . . 

MII,-G-70464 

AR 

21  Nov  85 

AR 

1 

1330 

Grenode  Body . . . . . . . . 

MIL-G'51349E 

EA 

03  Apr  87 

EA 

1 

1330 

Grenade,  O.p.  M43A1  And  Bomb,  BLU<18  Contolner  Assembly  For  Validated 

MIL-G-48165 

AR 

31  Jul  73 

AR 

Apr  85 

1 

1330 

Grenode,  O.p.,  M42  Body  Assembly,  Type  Ph,  For.. . . . . . 

Ma-G-50546B  (3) 

AR 

31  Mor  88 

AR 

1 

1330 

Grenade,  OP,  HE,  M74  Looding,  Assembling  &  Pocking . . . . 

Mll-G.M393  (1) 

AR 

29  Dec  81 

AR 

1 

1330 

Orenode,  Oeneral  Purpose,  M73. . . . . . . . 

MII-G-43444A  (1) 

AR 

12  Sep  83 

AR 

1 

1330 

Grenode,  Generol  Purpose,  Proctice,  M75 . . . . . 

MIL.G-63445  (3) 

AR 

28  Dec  84 

AR 

1 

1330 

Orenode,  Op,  M46  Body  Assembly,  Type  Co,  For  . . . . 

MII-G-48047B  (3) 

AR 

31  Mor  88 

AR 

L 

1330 

Grenode,  HE,  G.P.,  M46  Looding  &  Assembling  . . . . 

Ma-G.48062C  (4) 

AR 

21  Nov  85 

AR 

L 

1330 

Grenade,  HE,  GP,  M42  Looding  &  Assembling  Validated  Jen  86 . 

MIL-G-5097k  (4) 

AR 

21  Nov  85 

AR 

L 

1330 

Grenode,  Hand>rifle,  Smoke,  Wp,  M34,  Inert  Components  Vtdi^fed  Aug  86...... 

MIL-G-46693F 
NOTICE  1 

EA 

19  Aug  84 

EA 

L 

1330 

Grenade,  Hand^rifle,  Smoke,  Wp,  M34  Filling  And  Assembly . . . . 

MIL-G'46690E 

EA 

23  Mor  76 

EA 

1 

1330 

Grenade,  Hond,  Frogmentotion,  Delay,  M56  Loading,  Assembling  And  Pocking 

MIL-G-13472D 

AR 

24  Oct  48 

AR 

Validated  May  84 

L 

1330 

GrerKide,  Hand,  Frogmentotion,  Deloy,  M67  And  M33  Contolner  Assembly  For 

MIL.G-50937 

AR 

14  Jun  71 

AR 

Validated  May  84 

1 

’330 

Grenade,  Hond,  Frog,  Impact,  XM68  Looding,  Assembling  And  Pocking 

MIL-G-14934 

AR 

06  Aug  68 

AR 

Validated  May  84 

1 

1330 

Grenode,  Hond,  Fragmentation,  M61  Mctol  Ports  For  Validated  Mar  88 . . 

MIL-G-50246 

NOTICE  1 

AR 

30  Mor  88 

AR 

L 

1330 

Grenode,  Hand,  Frogmentotion,  M26A1  Metol  Ports  For  Validated  Mar  88,......, 

MIL-G'14912 

NOTICE  1 

AR 

30  Mor  88 

AR 

L 

1330 

Grenode,  Hond,  Frog,  Delay,  M67  looding.  Assembling  And  Pocking  Validated 

MIL-G-14933B 

AR 

23  Feb  74 

AR 

Jon  82 

1330 

Grenade,  Hond,  Gas . . . . . . . . . 

DG-00675A 

t 

04  Jun  57 

1330 

Grenode,  Hond,  Inert  Components  For  Validated  Jun  80  USER^OS  REV.QS  ...... 

MIL-G-1353E 

EA 

24  Oct  49 

EA  99 

1 

1330 

Grenade,  Hand,  Incendiary,  TH3,  AN'M14 . . . . . . . . . 

MIL-G-12297H  (1) 

AR 

17  Jon  84 

AR 

1 

1330 

Grenade,  Hond,  M33,  M59,  M67  And  M66  Metol  Ports  Assembly  For  Validated 

MIL-G-14971A  (3) 

AR 

09  Jul  75 

AR 

Apr  87 

NOTICE  1 

L 

1330 

Grenode,  Hond,  Offensive,  MR3A2  W/fuze  M206A2  With  Sofety  Clip  looding, 

MIL-G-48737 

AR 

30  Mar  88 

AR 

Assembling  And  Packing  Validated  Mar  38 

NOTICE  1 

t. 

1330 

Grenode,  Kond,  OKend.e,  «t!3A2  Wish  /.‘.SOiA?  lesdin;,  As:e.Th!;n;  And 

MIt.G-137060 

AR 

30  Mor  88 

AR 

Pocking  Validated  Mar  88 

NOTICE  1 

1 

1330 

Grenade,  Hand,  Offensive,  MK3A2  Ports  For  Validated  Apr  87  . . 

MII-G-13483B  (1) 
NOTICE  1 

AR 

22  Jon  48 

AR 

1 

1330 

Grenode,  Hond,  Proctice,  Deloy,  M62  looding.  Assembling  And  Pocking 

Mll.G-50250 

AR 

15  Feb  49 

AR 

Validated  May  84 

1 

1330 

Orenode,  Hond,  Proctice,  Delay,  M69,  Body  Assembly  For  Validated  Mar  88  .... 

MII-G-14944A 
NOTICE  1 

AR 

30  Mar  88 

AR 

L 

1330 

Orenode,  Hond,  Practice  M30,  Ports  Validated  Mar  82 . . . . 

MII-G-44643A 

AR 

01  Jun  44 

AR 

L 

1330 

Orenode,  Hond,  Proctice,  M30  W/fuze  M205A2,  Looding,  Assembling  And 

MIL-G-44444A 

AR 

01  Jun  64 

AR 

Packing  Validated  Mar  82 

L 

1330 

Grenode,  Hand,  Practice,  Deloy,  XM69.STOPPER  For  Validated  May  84 ............ 

MII..G-53443 

AR 

12  Sep  49 

AR 

L 

1330 

Orenode,  Hond,  Red  Smoke,  RS,  M4B  . . . . . . . . 

Mlt-G-51374  (1) 

EA 

03  Apr  87 

EA 

L 

1330 

Orenode,  Hond,  Riot,  CS,  M47 . . . . . . . . . . 

MIL-G-51375  (1) 

EA 

03  Apr  87 

EA 
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L 

1330 

MIL-G-60087F 

EA 

87 

EA 

1330 

Grenode,  Hond,  Smoke,  He,  AN&M8 . . . . . . . 

MIL-G-12327E 

EA 

18  Sep 

60 

EA  MC  99 

1330 

Grenode,  Hand,  Smoke  H  . . . . . . . . . . 

MIL-G0012327H 

EA 

18  Jun 

84 

EA 

1330 

MIL-G-12326K  (2) 
MII-G-6147SA  (1) 

EA 

17  Aug 
04  Sep 

88 

EA 

L 

1330 

Grenode,  louncher.  Smoke,  Screening,  RP,  UKL8A3  . . 

EA 

87 

EA 

1330 

Grenade,  Rifle,  Smoke,  Colored,  M32A2  Metol  Ports  For  Validated  Mof  86  ...... 

MIL-G-11164A 
NOTICE  1 

AR 

13  Mar 

86 

AR  99 

1330 

Grenode,  Rifle,  Smoke,  Colored,  M22A2  Looding,  AssemUing,  Morking,  And 

MIL-G-20473B  (1) 

AR 

18  Mar 

88 

AR  OS 

Pocking  Validated  Mar  $$ 

NOTICE  1 

L 

1330 

Grenode,  Rifle,  llluminoting,  M27,  Assembly,  Morking  And  Pocking.  Validated 

MIL-G-12947A  (1) 

EA 

21  Jan 

66 

EA 

Jun  80 

1330 

Grenode,  Rifle,  Smoke,  M22A2,  Chemicol  Looding  Assembly  Validated  Jun  80  .. 

MIL-G-13590A 

EA 

28  F.b 

57 

EA  OS 

1330 

Grenode,  Rifle,  Smoke,  M23A1,  Chemical  Loading  Assembly  Validated  Jun  80  .. 

MIL-G-13598A 

EA 

28  Feb 

57 

EA  OS 

1 

1330 

Grenode,  XM67,  Safety  Clip  For  Validated  Mar  66 . . . . . 

MIL-G-1493S  (1) 
NOTICE  1 

AR 

30  Mor 

88 

AR 

L 

1330 

Grenade,  XM68,  Safety  Clip  For  Validated  Apr  68 . . . . . 

MIL-G-14936  (1) 
NOTICE  1 

AR 

22  Apr 

88 

AR 

1 

1330 

Grenades,  GP,  Cone  For . . . . . . . 

MIL-G-S0936B 
NOTICE  1 

AR 

18  Mor 

88 

AR 

L 

1330 

Grenodes,  GP,  M42  &  M46,  inert  Looding,  Assembling  &  Pocking . 

MILG-70477  (2) 

AR 

21  Nov 

85 

AR 

L 

1330 

Grenodes,  GP.  M42  &  M46,  Tope  Stiffener  Assembly  For . . . . 

Mlt.G-50973B  (1) 

AR 

03  Dec 

85 

AR 

1 

1330 

Grenodes,  Gp.  M42  And  M46  Lead  Cup  Assembly  For  . . . . . 

MIL-G-48226B  (1) 

AR 

18  Sep 

85 

AR 

1330 

Grenades,  Hond;  Inert  Components  For. . . . . . . 

MIL-G'0013S3F  (2) 

EA 

09  Jul 

87 

EA 

1330 

Launcher  &  Grenades,  Smoke,  HC,  M226  Validated  May  84 . . . 

MIL-1-5I366A 

EA 

19  Apr 

77 

EA  99 

L 

1330 

Launcher  &  Grenades,  Smoke,  HC,  M226,  Components  For  Validated  May  64  .. 

MIL-L-S1414A 

EA 

19  Apr 

77 

EA  99 

L 

1330 

Louncher  &  Grenades,  Smoke,  HC  &  WP,  XM176 . . . . . . 

MIL-L-51292C 

EA 

25  Sep 

87 

EA 

L 

1330 

Launcher  &  Grenades,  Smoke,-HC  &  WP,  XM176,  Components  For . . 

MIL-l-512938  (1) 

EA 

22  Aug 

86 

EA 

L 

1330 

Launcher,  Projectile,  64  MM  -  M234 . . . . . . . . 

MIH-51450A 

EA 

30  Apr 

85 

EA 

L 

1330 

Ogive,  Plastic,  For  Fuze  Mk  29  Validated  feb  84 . . . . . 

MIL-O-18521 

os 

20  Moy  55 

OS 

1 

1330 

PeriKop.,  Tonic  11747126  And  11747127  Volidaltd  Oct  SB . 

MIL-P-48366  (1) 
NOTICE  1 

AR 

25  Oct 

88 

AR 

L 

1330 

Seal,  Ring  REV>MI.. . . . . . . . . 

MtL-S-51346  (1) 

EA 

19  Mor 

86 

EA 

L 

1330 

Test  Facility  For  Determining  Percent  Agent  Recovery  Validated  Dee  67.............. 

MIL-STD-1440 

EA 

19  Dec 

67 

EA 

L 

133S 

M'  minurn  Powder,  Sphericol . . . 

MIL-A-23960A  (1) 

AS 

13  Mor 

84 

AS 

L 

1336 

nmonium  Perchlorote  For  Solid  Propjllont  Grains  Validated  Dec  87 . 

MIL-A-23946  (1) 
NOTICE  1 

AS 

23  Dec 

87 

AS 

L 

1336 

Ammonium  Perchlorate  SpecidI  Codrse  Grade  For  Solid  Propellant  Groins 

MIL-A-23948  (1) 

AS 

23  Dec 

87 

AS 

Validated  Dec  87 

NOTICE  1 

1 

1336 

Booster.  Fule,  Mark  60  .Mod  3  . . 

MIL-8'85685 

AS 

26  Feb 

88 

AS 

1 

1336 

Booster,  Fuze,  Mark  60MO0  2 . 

Mll-8-85599  (1) 

AS 

09  Oct 

86 

AS 

L 

1336 

Booster,  Fuze,  Mark  60  Mod  1 . . . 

MIL-8-85349.(1) 

AS 

19  Jon 

81 

AS 

L 

1336 

Booster,  Fuze,  Mork  38  Mod  2^. . . . . . 

MIL-8-85464 

AS 

17  Nov 

81 

AS 

L 

1336 

Booster,  Guided  Missile,  Mork  12  Mod  0  (Looded  Assembly)'V’o//dbte</  Jun  86». 

MIL-8-22450C  (1) 
NOTICE  1 

OS 

04  Jun 

86 

OS 

L 

1336 

Booster,  Guided  Missile,  Mork'12  Mod  1  &  Mod  2  (Loaded  Assemblies).. . 

MIL-8-232978  (3) 

OS 

24  Nov 

82 

OS 

1 

1336 

Charge  Assembly  For  M207E5  Or  M207E6  Warheads  Inert  Ports,  For . . 

MIL-C-48670  (3) 

AR 

23  Feb 

89 

AR 

L 

1336 

Circuit  Cord  Assembly:  11746960SWITCH  &  Light  Control  Validated  Jan  87 

MIL-C-48601A 
NOTICE  1 

AR 

30  Jon 

87 

AR 

1. 

1336 

Compound'ng  Oil  Validated  Sep  85  REV*OS  . . . . . . . 

MIL-C-23947  (1) 

AS 

01  Sep 

66 

AS 

L 

1336 

Data,  Technicol  For  Rocket  Motors  Validated  Sep  85 . . 

MIL-D-23660A 

AS 

15  Sep 

65 

AS 

L 

1336 

Detonator,  Electric,  Patriot  Ports,  Assembling,  Loading  And  Pocking  For . . . . 

MIL-D-481758 

AR 

04  Feb 

87 

AR 

L 

1336 

Detonator,  Electric,  T20E1  Ports  For,  And  Looding.  Assembling  And  PocLing 

MIL-D-462538 

AR 

11  Feb 

74 

AR 

Validated  Feb  86 

1 

1336 

Device,  Arming  Firing,  Rocket -Motor  Mork  298  Mod  0  Validated  Jun  66 . . 

MIL-D-82687 

NOTICE  1 

OS 

10  Jun 

86 

OS 

L 

1336 

Device,  Safety  &  Arming,  Fuze:FSU>IO/A . . . . . . 

MIL-D-85465A 

AS 

29  Feb 

88 

AS 

L 

1336 

Device,  Sofety  And  Arming,  Fuze,-Dummy,  FSU*l0(DO)/A  And  Device,  Sofety 

MIL-D-85580B 

AS 

28  Mor 

88 

AS 

And  Arming,  Fuze,  Training,  FSU'10(T*1)/A 

L 

1336 

Explosive  Horness  Assembly,  Missile&rocket,  XM84,  Ports  For.  Validated  Feb  84 

MIL-E-46510A  (2) 

AR 

14  Aug 

78 

AR 

L 

1336 

Ferriy  Oxide  Validated  Sep  85 . . . . . 

MIL-F-23938A 

AS 

01  Sep 

66 

AS 

L 

1336 

Fuze  Probe  Assembly,  Pneumatic  Assembling  &  Pocking  (Tow)  Validated  Feb  87 

MIL-F-63412 

NOTICE  1 

AR 

05  Feb 

87 

AR 

L 

1336 

Fuze  Probe  Assembly,  Spring  Assembling  &  Packing  (TOW)  Validated  Jen  89..., 

Mll-F>63434A  (2) 
NOTICE  1 

AR 

02  Feb 

89 

AR 

L 

1336 

Fuze,  GM,  Troining,  Lonce,  M816  Metol  Ports,  Assembling  And  Pocking 

MIL-F-509I3A 

AR 

04  Feb 

88 

AR 

Validated  Feb  68 

NOTICE  1 

1 

1336 

Fuze,  GM,  ET,  Lonce,  M811  Ports,  Loading,  Assembling  &  Pocking  Validated 

MIL-F-50823A  (5) 

AR 

10  Apr 

87 

AR 

Apr  87 

NOTICE  1 

L 

1336 

Fuze,  Gm,  Et,  lonce,  XM819  Ports,  loading.  Assembling  And  Pocking  Validated 

MIL-F-48137A 

AR 

27  Jon 

76 

AR 

Jan  82 

L 

1336 

Fuze,  Guided  Missile,  FMU‘141/B . . . . . . 

MIL-F-85475  (2) 

AS 

03  Sep 

86 

AS 

1 

1336 

Fuze,  Guided  Missile,  M934E6  Paris  Assembly,  Looding  6  Packing  For  . . 

MIL-F-48863C  (1) 

AR 

17  Sep 

87 

AR 

L 

1336 

Fuze,  Guided  Missile,  F&MU*138/S................ . . . . . . 

MIL-F-85399 

AS 

14  Nov 

80 

AS 

1 

1336 

Fuze,  Guided  Missile,  Dummy  FMU*138(0>1)/B  . . . . . . 

MIL-F-85400 

AS 

14  Nov 

80 

AS 

L 

1336 

Fuze,  M934  Series,  Actuators  For . . . . . 

MIL-F-63051A  (1) 

AR 

1 1  Aug 

87 

AR 

L 

1336 

Fuze,  M934E6,  Hybrid  Microcircuits  For . . . . . . 

MIL-F-48370A 

AR 

01  Jol 

■85 

AR 

1 

1336 

Fuze,  M934E6,  Impact  Switch  For . . . . . . . . . 

MIL-F-48382A 

AR 

01  Jul 

85 

AR 

L 

1336 

Fuze,  M934E6,  Launch  Sensing  Switch  For . . . . . . . . 

MIL-F-48388A 

AR 

01  Jul 

85 

AR 

L 

1336 

Fuzz~M811,  M816,  M8)9E1,  Gm,  Et,  Lonce,  Spore  Ports  For  Parts,  AssemUing 

MIL-F-48746 

AR 

10  Apr 

87 

AR 

And  Pocking  Validated  Apr  87 

NOTICE  I 

L 

1336 

Groins,  Tubulor,  Pyrotechnic -V(o//Vo/e6  Sep  85 . . . . . . . . 

MIL-G-23949  (1) 

AS 

01  Sep 

66 

AS 

1 

1336 

Igniter  Assembly,  M76  Looding,  Assembling  And  Pocking  Validated  Apr  68 . . . 

MIL-I-14925A  (2) 

AR 

18  Apr 

88 

AR 

NOTICE  1 
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L 

1336 

Igniter,  Mark  247  Mod  O  Validated  Apr  82  . . . . 

Ma-l-23062  (2) 

OS 

22  Jul 

76 

OS 

1 

1336 

Ignition  Molerio),  Pelleted,  Pyrotechnic  Validated  Sep  8S . . . . . 

Mll-l-23951  (1) 

AS 

01  Sep 

66 

AS 

1 

1336 

Interface  Module  for  Sofety  And  Arming  Device  Validated  Apr  88  . . . . 

Ma-I-63259A 

NOTICE  1 

AR 

18  Apr 

88 

AR 

1 

1336 

Lead,  Explosive  Mork  24  Mod  0  Mork  25  Mod  0  Validated  Apr 

Mll-l-85297 

NOTICE  1 

AS 

05  Mor 

80 

AS 

L 

1336 

Leod,  Explosive  Mork  28  M^rd  0  Mork  29  Mod  0 . . . . . 

MIL-l-85602  (1) 

AS 

25  Apr 

84 

AS 

L 

1336 

Motor,  Rocket,  Launch  MUd  Ports  For . . . . . . . . 

MIL-M-14926B  (7) 

AR 

22  Aug 

88 

AR 

L 

1336 

Motor,  Rocket,  Launch,  Ml  14  Looding,  Assembling  And  Pocking  . . 

MIL-M-14927B  (l) 

AR 

23  May 

84 

AR 

L 

1336 

Nozzle  Insert,  Silicon  Corbide-grophite  Validated  Apr  87 . . . 

MIL-N-81240  (1) 

os 

16  Nov 

66 

OS 

1 

1336 

Polybutadiene,  Linear,  Corboxyl  Terminated  Validated  Sep  85  REV-OS  . . 

MIL-P-23942  (1) 

AS 

01  Sep 

66 

AS 

L 

1336 

Potted  Circuit  Cord  Assembly  For  TOW*2/E6  Probe  &  Sbo  Assembly  ................ 

Mll-P-70661  (2) 

AR 

25  May 

88 

AR 

t 

1336 

Probe  And  S&o  Assembly,  TOW-2/E6  . . . . . . . 

MIL-P-48698  (2) 

AR 

28  Nov 

88 

AR 

L 

1336 

Probe,  Crush  Sensor,  RH,  FZU*45/6  And  LH,  FZU‘46/B  And  Probe,  Air>pressure, 

MIL-P-S5469  (2) 

AS 

01  Jun 

87 

AS 

FZU/B 

L 

1336 

Proiectil,  Bombs,  Rockets,  And  Guided  Missile.  Worheads,  inert  Ports, 

MIL-P-16594A 

OS 

30  Jun 

55 

OS 

Manufacture  Of  Validated  Apr  82  REV<MI  EA 

L 

1336 

Rocket  Motor,  Aeronouticol,  Model  Specification  For  (Outline  And  Instructions 

MIL-R-2S533A  (1) 

12 

26  Jun 

59 

12 

For  Preporation)  Validated  Apr  82  REV-Ml  14  19  ^ 

L 

1336 

Rocket  Motor,  Aeronouticol,  Qualification  Test  For  Validated  Apr  82  R£V>MI  99 

19 

Rocket  Motor,  Aeronouticol,  Preliminory  Flight  Rating  Test  For  Validated  Apr  82 

MII-R-26S34A  (1) 

12 

26  Jun 

59 

12 

1 

1336 

MIL-R-3SS35A  (1) 

12 

26  Jun 

59 

12 

REV-MI  19  99 

L 

1336 

Rocket  Motor,  Aeronouticol,  Acceplonce  Test  For  Validated  Apr  62  REV*MI  19 

MIL-R-35S36A  (1) 

12 

26  Jun 

59 

12 

14  99 

L 

1336 

Rocket  Motor,  Monufocturing  Inert  Ports  For,  General  Specificotion  For 

MIL-R'23021B 

OS 

17  Jul 

69 

OS 

Validated  Apr  85 

L 

1336 

MIL^R>46963A 

Ml 

28  Jon 

82 

Ml 

L 

1336 

Rocket  Motor,  XM30,  Metol  Ports  For.. . . . 

MtL-R-46S09A 

Ml 

22  Oct 

82 

Ml 

L 

1336 

Rocket  Motors,  Surface  Launched,  Development  And  Quolificotion  Requirements 

MIL-R-23139B 

os 

18  Aug 

65 

OS 

For  Validated  May  85  USER-ME 

L 

1336 

Safety  &  Arming  Device,  Guided  Missile,  M143  Looding,  Assembling  &  Pocking 

For 

Sofety  Bt  Arming  Device,  Guided  Missile,  Ml43  Mechonkol  Ports  &  Assembly 

For 

Safety  &  Arming  Device,  Guided  Missile,  M143  Electricol  Ports  &  Assemblies 

For 

Sofety  And  Arming  Device,  Guided  Missile,  Ml  14  Loading,  AssemNing  And 

MIL-S-63257i) 

AR 

28  Sep 

85 

AR 

L 

1336 

MIL-S-6325SC 

AR 

28  Sep 

85 

AR 

L 

1336 

MIL-S-63335C 

AR 

28  Sep 

85 

AR 

1 

1336 

MIL-S-147998  (5) 

AR 

02  Mor 

89 

AR 

Pocking 

1 

1336 

Sofety  A.'d  Arming  Device,  Guided  Missile:  M143  Logic  Circuit  H^rld  For . . 

Mll-$-63256C 

AR 

04  Feb 

87 

AR 

1 

1336 

Sofety  And  Arming  Device,  Guided  Missile,  Mild  Looding,  AssemNing  And 

MIL-S-14992A  (9) 

AR 

24  Oct 

79 

AR 

Pocking  Validated  Jan  86 

1336 

Sofety  And  Arming  Device,  Guided  Missile  •  M143E1  Electricol  Ports  And 

MII-S-4B685 

AR 

04  Feb 

87 

AR 

Assemblies  For 

L 

1336 

Safety  And  Arming  Device,  Guided  Missile:  MI43E1  Mechonicol  Portsond 

Mll-S-48686 

AR 

04  Feb 

87 

AR 

Assembly  For 

L 

1336 

Safety  And  Arming  Device,  Guided  Missile:  MU3E1  Looding,  Assembling  And 

MIL-S-48687 

AR 

04  Feb 

87 

AR 

Pocking  For 

L 

1336 

Sofety  Arming  Device  Mork  33  Mod  1  . . . . . 

MII-S-8S333 

AS 

24  Sep 

79 

AS 

L 

1336 

Squib,  Electric,  Single  Bridgewire  . . . . . . . 

MIL-S-85309  (3) 

AS 

20  Jon 

87 

AS 

L 

1336 

Switch,  Inertia,  Fuze . . . . . 

MIL-S-85354 

AS 

14  Nov 

80 

AS 

1 

1336 

Switch,  Nose  Crush  Assembly,  Assembling  And  Pocking  (Drogon) . 

Mll-S-»)218B  (2) 
NOTICE  1 

AR 

30  Jon 

87 

AR 

L 

1336 

Tow  2  Fuze  Probe  Validated  Jan  dP. . . . . 

MIL-T-63439  (4) 
NOTICE  1 

AR 

02  Feb 

89 

AR 

L 

1336 

Volve,  Air,  Duol,  Pyrotechnic  Actuated  FZU«43/6 . 

Mll-V-85402 

AS 

14  Nov 

80 

AS 

L 

1336 

Worheod  Body  Assembly  For  Warhead  Section,  GM,  HE,  M258 . . . ... 

MIL-'M-48855C  (4) 

AR 

28  Feb 

89 

AR 

1 

1336 

Warhead  GM,  HE,  M248  Loading,  Assembly  &  Pocking . . . 

MII-W-63329A 

AR 

05  Dec 

86 

AR 

L 

1336 

Worheod  Gm,  He,  M248  Inert  Ports  For . . . . . 

MlL-W-63328  (4) 

AR 

08  Feb 

88 

AR 

L 

1336 

Worheod  Section,  Guided  Missile,  Proctice,  M231  Validated  Apr  87 . . 

MIL-W-14993B 
NOTICE  1 

AR 

10  Apr 

87 

AR 

L 

1336 

Warhead  Section,  Gm,  Practice  lightweight,  M252  And  Shipping  And  Storage 

MII-VA48866A 

AR 

10  Apr 

87 

AR 

Container,  XM612,  Spare  Ports  For  Validated  Apr  87 

NOTICE  1 

L 

1336 

Worheod  Section,  Guided  M!s<"9,  Practice,  M220,  Assembling  And  Pocking . 

MII-W.14742A  (3) 

AR 

01  Jul 

87 

AR 

L 

1336 

Warhead  Section,  Guided  Missile,  He,  M225  Assembling  And  Pocking  Validated 

MIL-W-50219A  (5) 

AR 

19  Sep 

79 

AR 

Jan  86  RtV-CS 

1 

1336 

Worheod  Section,  Guided  Missile  HE,  M207  Less  S  And  A  Device. Ports  For 

MIL-W.14743C  (7) 

AR 

17  Mor 

77 

AR 

Validated  Jan  83 

1336 

Wcfhfsd  Secf’oni,  Gv^ded  M'SS'l?,  M958F6  loodlno,  Assemblinoond 

MIL-W-48856B  (1) 

AR 

02  Moy 

86 

AR 

Packing 

1 

1336 

Worheod,  Guided  Missile,  Troining,  XM237E1,  loading,  Assembling  And 

MII-W-14718A  (1) 

AR 

18  Apr 

88 

AR 

Packing  Validated  Apr  88 

NOTICE  1 

L 

1336 

Worheod,  Guided  Missile,  He,  XM5E5  Looding,  Assembling  And  Pocking 

MIL-W-45475C  (3) 

AR 

28  Jon 

65 

AR 

Validated  Apr  83  REV-MI 

1 

1336 

Worheod,  Guided  Missile.  HE,  M224  Parts  For  Validated  Apr  87.,,....... . . . . 

M1L-W-14980A 
NOTICE  1 

AR 

10  Apr 

87 

AR 

L 

1336 

Worheod,  Guided  Missile.  Chemicol  Agent  Smoke,  MK  69  MOD  0  WP  Filling 

Mll-W-60302 

EA 

29  Moy 

67 

EA 

Validated  Jun  80 

1 

1336 

Worheod,  Guided  Missile,  H.E.  M155  looding.  Assembling  And  Pocking  ............ 

MIL-W-14746B  (2) 

AR 

19  Nov 

87 

AR 

L 

1336 

Worheod,  Guided  Missile,  He  M17A1  Ports  For  Validated  Jan  83 . . 

MIL-W-46244B  (1) 

AR 

30  Sep 

77 

AR 

1 

1336 

Worheod,  Guided  Missile  HE,  XM155E1,  And  Worheod,- Guided  Missile 

MIL-W-149608  (1) 

AR 

28  Dec 

73 

AR 

Troining,  XM237EL  PofU  for  Validated  Feb  86 


119 


FSC  LISTING 


DOCUMENT 


FSC 

TITLE 

NUM8ER 

PREP 

DATE 

CUSTODIAN 

1 

1336 

Warheod,  Gutd«d  Missile,  He,  M17A1  Loading,  Assembling  And  Pocking 

Validated  Jan  83 

MII-W.4629IC  (3) 

AR 

23  S.p 

77 

AR 

L 

1336 

Warheod,  Guided  Missile,  Empty,  E6  Validated  Feb  87 . . . . 

Mll-W.60080 

NOTICE  1 

EA 

27  F,b 

87 

EA 

1 

1336 

Wodieod,  Guided  Missile,  HE,  M207E1  Body  And  Boattall  Bushing  For........ . . 

MIL-W-63388  (7) 

AR 

22  Mor 

85 

AR 

L 

1336 

Warheod,  Guided  Missile,  HE,  M207E1  Liner  For  Validated  Feb  BP.................... 

MIL-W-63389  (5) 
NOTICE  1 

AR 

02  F.b 

89 

AR 

L 

1336 

Warheod,  Guided  Missile,  Chemlcol  Agent,  1500  lb,  E9  Validated  Feb  87,. . . 

MIL-W-60081 

NOTICE  1 

Ea 

27  Feb 

87 

EA 

L 

1336 

Warheod,  Guided  Missile,  HE,  M207E2  Liner  For. . . 

MIL-W.6345I  (4) 

AR 

18  Jun 

86 

AR 

1 

1336 

Worheod,  Guided  Missile,  HE,  M250  Looding,  Assembly  &  Packing  . . . 

MIL  W.S0848D 

AR 

17  F,b 

84 

AR 

1 

1336 

Worheod,  Guided  Missile,  He,  M250  Fragments  For  Validated  Nov  88  . . . 

MIL-W.63465  (1) 
NOTICE  1 

AR 

02  Nov 

88 

AR 

1 

1336 

Worheod,  Guided  Missile,  HE,  M207E2  Body  &  Boottoil  Bushing  For. . 

MIL-W-63452  (8) 

AR 

18  Nov 

88 

AR 

1 

1336 

Worheod,  Guided  Missile,  HE  M250  Inert  Ports  For, . . . . . 

MIL-W-50849D  (1) 

AR 

24  F.b 

88 

AR 

1 

1337 

Groin,  Igniter . . . . . . . . . . 

MIL-G-85719 

AS 

19  Nov 

85 

AS 

L 

1337 

Igniter,  Rocket  Motor,  XM>69,  Looding,  Assembly  And  Pocking  . . . 

MIL-I-46822A 

Ml 

17  Nov 

82 

Ml 

L 

1337 

Igniter,  Rocket  Motor,  Looded  Mk  181  Mod  0  And  Mk  200  Mod  0..... . 

MIL-I-23298A  (2) 

os 

10  Dk 

82 

os 

L 

1337 

Igniter,  Rocket  Motor,  Mork  297  Mod  O  Validated  Apr  87 . . . . 

MIL-l-85326 

NOTICE  1 

AS 

10  Apr 

87 

AS 

L 

1337 

Rocket  Motor,  Aeronouticol,  Quollficolion  Test  For  Validated  Apr  87  REV*MI  14 

19  99 

MIL-R-25S32A  (2) 

12 

05  Mor 

65 

12 

L 

1338 

Closure  Assembly,  Aft,  For  Mk  56  Mod  2  Rocket  Motor . . . . . 

MIL-C.82693A  (1) 

OS 

06  Mor 

85 

OS 

L 

1338 

Cloth,  Silico,  Phenolic  Impregnated  Wb/Zdoted  Apr  B2  REV*CT . . . 

MIL-C-81251 

OS 

20  Apr 

65 

OS 

L 

1338 

Foom,  Urethane  Validated  Apr  87  REV*MR . . . 

MIL-F-81254 

OS 

15  Apr 

65 

OS 

L 

1338 

Motor  Fire  Connector  Assembly  Vahdated  Jun  85 . . . . . 

MIL-M-23346  (2) 

AS 

29  Jon 

65 

AS 

L 

1338 

Rocket  Motors,  M5,  M5E1,  And  MSB,  Metolports  For  Validated  Jan  89 . 

MIL-R-46468A  (1) 

Ml 

24  Jon 

89 

Ml 

L 

1338 

Rotary  Switch  And  Harness  Validated  Sep  84 . . . . . 

MIL  R-82642  (1) 

OS 

18  Jon 

78 

os 

L 

1338 

Silica  Fobrie,  Phenolic  Impregnated  Validated  Apr  82  REV*Mi  CT . 

MIL  S-81256  (1) 

OS 

16  Nov 

66 

OS 

L 

1340 

Booster  Assembly  For  Demolition  Kit  Cratering,  M180  Ports  For,  Looding, 
Assembling  And  Pocking  Validated  Jan  66 

Mll-8-63086  (3) 

AR 

16  Mor 

79 

AR 

1 

1340 

Coble  Assembly,  Rocket  For  Demolition  Kit,  Cratering,  M180  AssemUing  And 
Pocking  Validated  Jan  83 

MIL-C-63085 

AR 

11  Apr 

77 

AR 

L 

1340 

Conister -Va//dottfd  May  84 . . . . . . 

MIL-C-51448 

EA 

30  Jun 

78 

EA 

1 

1340 

CANISTER, J, 75  WP . 

MIL-C-51449  (1) 

EA 

17  S.p 

87 

EA 

1 

1340 

Cop,  Nose  For  Rocket,  HE,  66MM,  Anti  Took,  M72  Assembling  &  Pocking 
Validated  Jun  88  REV-AR  Ml 

MIL-C-60006A  (1) 
NOTICE  1 

AR 

20  Jun 

88 

AR 

L 

1340 

Costings,  Ferritic  Malleoble  Iron  For  M151  Worheod  Validated  Apr  87 . . 

Mll-C-48147 

NOTICE  1 

AR 

01  Apr 

87 

AR 

1 

1340 

Charge,  Spotting,  For  Worheod,  MSB  For  762MM  Rocket  Looding,  AssemUing 

And  Packing  REV-MI 

Mll-C-454748  (1) 

AR 

11  Moy 

82 

AR 

L 

1340 

Chorge,  Spotting,  For  Worheod,  MSB  For  762MM  Rocket  Ports  For  Validated 

Mar  82  REV-MI 

MIL-C-454768 

AR 

24  Apr 

64 

AR 

L 

1340 

Clip,  Shorting  Assembly,  For  2.75  Inch  Rocket  Motor  Validated  Apr  82 . 

MIL-C-14972B 

Ml 

10  Oct 

72 

Ml 

L 

1340 

Cr  /,  Shorting  Assembly,  For  2.75  Inch  Rocket  Motor  Mork  4  And  40  Validated 
•Aay  79 

MIL-C-50430 

Ml 

02  Jun 

70 

Ml 

L 

1340 

Foiling,  Frangible,  Airborne  Rocket  Louhcher  For  2.75  Inch  Rocket  System 

Validated  Apr  86 

MIL-F.47299A 
NOTICE  1 

Ml 

16  Apr 

86 

Ml 

L 

1340 

Fin  &  Closure  Assembly  For  Rocket  Motor  2.75  Inch,  SR  105,  Ports  Of . . 

Mll-F.50877  (1) 

Ml 

12  S.p 

84 

AR 

L 

1340 

Fin  And  Nozzle  Assembly,  For  Rocket  Motor  2,75  Inch  Mork  4  And  Mork  40 

Ports  For  REV-70 

MII-F-60445B  (3) 

Ml 

22  Aug 

83 

Ml 

L 

1340 

Flexible  Coble  Assembly  For  M247  Heat  Worheod,  Assembly  And  Pocking 

Validated  Apr  88 

Mll'F-48048C 
NOTICE  1 

AR 

18  Apr 

88 

AR 

L 

1340 

Fuse  For  Flechette  Worheod,  W0U-4A/A  (less  Expulsion  Charge)  Validated  Jen 

86 

Fuse,  Rocket,  Bose  Detonating  XM434  Assembling  And  Pocking  Vrdidated  Jon 

82  REV-MI 

MIL-F-50541A  (2) 

AR 

17  Jun 

80 

AR 

L 

1340 

MIL-F-50532A 

AR 

02  F.b 

76 

AR 

1 

1340 

Fuze  For  Flechette  Worheod,  WDU-4A/A  (With  Expulsion  Chorge)  Validated 

Jon  86 

MIL-F.50542A 

AR 

14  Jun 

78 

AR 

i 

1340 

Fuze,  Rocket,  Bose  Detonoting,  M434,  Alternate  Construction  AssemUIng  And 
Packing  Validated  Apr  87  REV-MI 

MIL-F-48355 

NOTICE  1 

AR 

02  Apr 

87 

AR 

L 

1340 

Fuze,  Rocket,  Bose  Detonating  XM434E1  Assembling  And  Pocking  Validated  Jon 

88  REV-CS 

MII-F.50220A  (1) 
NOTICE  1 

AR 

20  Jun 

88 

AR 

L 

1340 

Fuze,  Rocket,  Bose  Detonoting,  M442.... . . . . 

Mll-F.70673 

AR 

30  Jun 

87 

AR 

1 

1340 

Fuze,  Rocket,  M412E1  Assembling  And  Pocking  Validated  Apr  87  REV-MI.......... 

MII-F-50407A  (1) 
NOTICE  1 

AR 

02  Apr 

87 

AR 

L 

1340 

Fuze,  Rocket,  M433  less  Booster  And  Booster  leod . . . . . . . 

MII-F-63281A 

AR 

14  Apr 

88 

AR 

L 

1340 

Fuze,  Rocket,  M412A1  looding  And  Assembling  Validated  Apr  81  REV-AR  Ml  .. 

MIL-F-S0415A  (2) 

AR 

18  Jul 

75 

AR 

L 

1340 

Fuze,  Rocket,  M439  Ports  &  Assembly. With  Detonotor . . . . . . 

MIL-F.48877  (7) 

AR 

22  Mor 

85 

AR 

L 

1340 

Fuze,  Rocket,  M423  And  M427  less  Booster  And  Booster  Leod  . . . 

MIL-F-50548A  (3) 

AR 

22  Mor 

85 

AR 

L 

1340 

Fuze,  Rocket,  M423,  Modified  (Bunker)  Less  Booster  And  leod  Validated  May 

79 

Fuze,  Rocket,  M412  (Less  Booster  Pellet)  Assembling  And  Pocking  Validated  Jun 

88 

Mll-F-50994  (1) 

AR 

07  F,b 

73 

AR 

L 

1340 

MIL-F-60005  (1) 
NOTICE  1 

AR 

20  Jun 

88 

AR 

L 

1340 

Fuze,  Rocket,  M4)2  Looding,  Assembling  And  Pocking  Validated  Apr  88 ............ 

MILF-60010  (1) 
NOTICE  1 

AR 

22  Apr 

88 

AR 

1 

1340 

Fuze,  Rocket,  PIBD,  M438  Looding . . . . . . 

MIL-F-4S06S8  (1) 

AR 

01  Sep 

83 

AR 

L 

1340 

Fuze,  Rocket,  Pibd,  M43B  Sub-ossembty  With  Detonotor  . . . . 

MIL-F-48057B  (7) 

AR 

19D.C 

84 

AR 

1 

1340 

Fuze,  Rocket,  Point  Detonoting  Sq  And  Deloy,  M440  looding,  Asserr*'iing  And 
Pocking 

WIL-F-48067 

NOTICE 

AR 

10  Apr 

87 

AR 

1 

1340 

Fuzes,  Rocket,  M423,  M427  And  M433  Looding,  AssemUing  And  Pocking 
Validated  Apr  88  REV-EA 

MII-F.50253A  (2) 
NOTICE  I 

AR 

22  Apr 

88 

AR 
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1 

1340 

Heod  And  Motor,  Rocket,  Inert  Ports,  Pointing  And  Marking  VoHdoted  Apr  82 

MIL-H-18911A 

OS 

27  F.b 

74 

os 

REV-EA 

1 

1340 

Hook,  Thrust  Stabilizing,  Jato*  4500  Pounds  Nominal  Thrust  Voh'dofed  Mor  82 .. 

M1L-H-21722A 

AS 

25  Apr 

69 

AS 

L 

1340 

Hook,  Thrust,  JATO*1000  Pounds  Nominol  Thrust  Validated  Mor  82  . . 

MIL-H-21660  (1) 

AS 

OSOcI 

59 

AS 

L 

1340 

Igniter  Assembly,  Rocket  For  Demolition  Kit,  Cratering,  M180 . . . . 

MII-I-48110B  (1) 

AR 

23  May 

83 

AR 

1 

1340 

Igniter  Mork  296  Mods  (loaded  Assembly),......... . . . . . . . 

MIL-I-8S365A  (1) 

AS 

12  Dec 

85 

AS 

L 

1340 

Igniter,  Electric,  T14E2  looding,  Assembling  And  Packing  Validated  Apr  83 

Mll-l-13145 

AR 

04  Dec 

53 

AR 

L 

1340 

Igniter,  Integrol,  M56  Validated  Jan  8J  REV>AR  . . . . . . . 

MIL-I-80008A  (1) 

Ml 

05  Sep 

75 

Ml 

1340 

Igniter,  Jet  Assisted  Toke  OH  (Joto)  Propulsion  System  Generol  Development 

MII-I.8S889 

AS 

12  Apr 

88 

Specification  For 

1340 

Igniter,  MK  304  MOD  O . 

Mll-1.85760 

AS 

01  Aug 

86 

L 

1340 

igniter,  Mork  125  Mod  5,  looding  Assembling  And  Pocking  Validated  Apr  85.... 

MIL-I.80476A 

Ml 

17  Aug 

79 

Ml 

L 

1340 

Igniter,  Mark  125  Mod  5  Ports  For  Validated  May  87 . . . . . . . 

MIL-I-6045SA  (1) 
NOTICE  1 

Mi 

08  May 

87 

Ml 

1 

1340 

Igniter,  Mork  173  Mod  1  (Inert  Assembly)  Validated  Jun  85. . . . 

MIL-l-23322  (2) 

AS 

25  Mar 

71 

AS 

L 

1340 

Igniter,  Mark  188  Mod  0 . . . . . . . . . . . 

MIL-I-234S3  (3) 

AS 

27  Mor 

84 

AS 

L 

1340 

igniter.  Rocket  Motor,  T21E2,  looding.  Assembling  And  Pocking.  Validated  Feb 

84 

Igniter,  Rocket  Motor,  Mark  297  Mod  1 . . . . . . . 

MIL-I-48231B  (1) 

AR 

26  Feb 

65 

AR 

L 

1340 

mil-1.85487 

AS 

06  Oct 

81 

AS 

1 

1340 

Igniter,  Rocket  Motor,  T21E2  Parts  For  Validated  Feb  84., . . . 

MIL-I-4595BA  (1) 

AR 

26  Feb 

65 

AR 

L 

1340 

Igniter,  Rocket  Motor,  M26  Ports  And  Loading,  Assembling  And  Pocking 

MIL.I.12822C 

AR 

20  Jun 

88 

AR 

Validated  Jun  88 

NOTICE  1 

1 

1340 

Igniter,  Rocket  Motor  Mark  251  Mod  0  Validated  Mar  83., . . . 

MIL.I.82S32  (1) 

OS 

27  Jul 

70 

OS 

1340 

Igniter,  Rocket,  M20A1,  For  Rocket,  M28A2,  M29A2,  And  M30  loading, 

MIL.I.10634D 

AR 

20  Jun 

88 

AR 

OS 

Assembling  And  Pocking  Validated  Jun  68 

NOTICE  1 

1 

1340 

Inner  Tube  Assembly  And  Conversion  Kit  Ports  For  REV«AR  . . . . . . 

MIL-1.50857  (1) 

Ml 

28  Nov 

73 

Ml 

t 

1340 

Jato  Mark  6  Mod  1  . . . . . . . . . . . 

MIL.J.7093A  (2) 

AS 

03  Jun 

82 

AS 

1340 

Joto  Unit,  Aircraft,  1000  Pounds  Thrust,  Outline  Dimensions  For  Validated  Mar 

84 

launcher  For  Rocket,  HE,  66MM,  Anti  Tank,  M72A1  Assembly  &  Pocking 

MS.33597 

AS 

30  Aug 

57 

AS 

L 

1340 

MIL-L-i03B58  (1) 

Ml 

29  Moy 

75 

Ml 

Validated  Dec  82 

L 

1340 

Launcher  For  Rocket,  HE,  66MM,  Anti  Tank,  M72  Assembly  &  Pocking 

MIL.1.60004A  (1) 

AR 

22  Apr 

88 

AR 

Validated  Apr  88 

NOTICE  1 

L 

1340 

launcher.  Rocket,  lau  68B/A  Shipping  Assembly  Validated  Sep  81 . . 

MtM.48063A 

AS 

17  Aug 

73 

AS 

1 

1340 

Lead,  Explosive,  Mk  5  Mod  0  Validated  Feb  89  . . . . . . . . 

MIL.L.82531  (1) 
NOTICE  1 

OS 

23  Feb 

89 

OS 

L 

1340 

liner,  Cup'for  Worheod,  2.75  Inch  Rocket,  M151  And  XM229  Validated  Mor  76 

MIL.L-50205 

AR 

01  Dec 

68 

AR 

L 

1340 

Locwire,  For  2.75  Inch  Rocket  Motor  All  Marks  And  Mods  Validated  Jun  81 . 

MIL-1-60427A  (1) 

Ml 

16  Moy 

75 

Ml 

1 

1340 

Motor  Detonator  Assembly,  Rocket,  Looding,  Assembling  &  Pocking  (For 

MIL-M.50974C  (1) 

AR 

14  0cl 

88 

AR 

Demolition  Kit,  Crotering,  M180) 

1 

1340 

Motor,  Rocket,  Assembly,  M54  Or  M123  Ports  For  REV*AR . . . . . . . 

MIL-M.50003D 

Ml 

08  Mor 

83 

Ml 

L 

1340 

Motor,  Rocket,  M4  Ports  For  Validated  Feb  83 . . . . . 

MIL-M.20344C 

AR 

10  Feb 

69 

AR 

1 

1340 

Motor,  Rocket, -M4  looding,  Assembling,  Marking  And  Pocking  Validated  Feb 

83 

Motor,  Rocket,  M95  Ports  For  Validated  Feb  84 . . . 

MIL.M.20484C 

AR 

10  Feb 

69 

AR 

L 

1340 

MIL-M.20482D  (4) 

AR 

12  Dec 

68 

AR 

1340 

Motor,  Rocket,  2.75  Inch,  Mork  66  Mods . . . . . . . . . 

MIL-M-85657 

AS 

30  Mor 

84 

Ml 

AS 

L 

1340 

Primer,  Electric,  Mk  137  Mod  0  Validated  Feb  89., . . . . . . . 

MIL.P.82530  (1) 
NOTICE  1 

OS 

23  Feb 

89 

OS 

L 

1340 

Progrommer,  Ronge  &  Airfrome  Seporollon  Mork  3  Mod  1  (Inactive)  Validated 

MIL-P.82534  (2) 

OS 

02  Moy 

69 

OS 

May  80 

NOTICE  1 

L 

1340 

Propellont  CTBN  23-17 . . . . . . . 

MIL.P.85364  (1) 

AS 

06  Mor 

86 

AS 

L 

1340 

Propellant  Chorge  Assembly  Rocket,  High  Explosive,  66MM,  M72A1,  With 

MIL-P.50009A 

Ml 

01  Nov 

74 

Ml 

Coupler  Validated  Jun  81  REV-AR 

L 

1340 

Propellant  Charge  Assembly  For  Rocket,  Practice,  35MM  Subcoliber,  M73 

MIL-P-50981A  (1) 

Ml 

12  Sep 

77 

Ml 

Validated  Dec  S2  REV-AR 

L 

1340 

Propellant  Charge,  Rocket,  For  Oemoliton  Kit,  Ooterlng,  M180  . . . . 

MIL.P.50202A  (6) 

AR 

10  Jun 

88 

AR 

1340 

Propellant  Groin,  MK  43,  Mod  1 . . . . 

MIL-P-IBBIIA  (2) 

Ml 

02  Moy 

83 

Ml 

L 

1340 

Propellont  Groin,  Igniter  . . . . . . . . . . . 

Mll.P.82691  (1) 

os 

21  Aug 

81 

OS 

1 

1340 

Propellant,  Composite  AOC-IOP  Validated  Jan  80  REV-99  . . . . . 

M|(..p.83405 

13 

01  May 

73 

1 

1340 

Propellant,  Double  Bose  Sheet,  Type  N-5  Validated  Jun  81 . . . 

MlL.p.l76e9 

OS 

30  Jul 

53 

OS 

L 

1340 

Propellont,  Rocket  Motor,  Rocket,  High  Explosive,  345  Millimeter,  XM  130  ........ 

MIL.p.53028 

ME 

06  Sep 

83 

ME 

1340 

Reduced  Smoke  Rocket  Motor  Processing  &  Test  Procedures  (Sidewinder)  (Req 

MIL.STD.2125A 

AS 

02  Oct 

86 

AS 

For  Issue  Must  Be  Sent  Via  Commonder,  NAVAIRSYSCOM  (PMA-259),  Wosh 
D.c.  20361-1259 

L 

1340 

Rocket  Motor  Monufocturing  Rocket  Motor  SRIIO-AD-I  Validated  Jon  80 

MIL.R.83404 

13 

01  Moy 

73 

REV.99 

L 

1340 

Rocket  Motor  Mork  25  Mods  0,  1,  &  2  . . . . . . . . . 

MIL.R.23452A  (1) 

AS 

13  Nov 

86 

AS 

1 

1340 

Rocket  Motor  Mork  23  Mods  2  &  3 . . . . . . . 

MIL.R.85363  (2) 

AS 

16  Jul 

86 

AS 

t. 

134u 

Rocket  Motor  Snl10-A0-i  Vullduled  Jun  00  RCV-99 

^11  D.eoxr\3 

13 

01  Moy 

73 

1 

1340 

Rocket  Motor,  MK  125  Mod  1  . . . . 

MIL-R-29565 

AS 

06  Oct 

88 

AS 

1340 

Rocket  Motor,  MK  117  Mod  O.. . . . . . . . 

MIL.R-85769 

AS 

01  Aug 

86 

1 

1340 

Rocket  Motor,  Mark  81  Mod  0  (looded  Assembly)  Validated  Jun  81 . . 

MIL.R.82619 

OS 

08  Feb 

73 

OS 

1 

1340 

Rocket  Motor,  Mark  30  Mod  1,  Mod  2  . . . . . ,.... 

MIL.R.23481B  (1) 

OS 

21  Aug 

81 

OS 

1 

1340 

Rocket  Motor,  2.75  Inch  Rocket,  Mork  40  &  Mods,  Mark  4  &  Mods  loading, 

M11.R.60995A 

Ml 

22  Aug 

83 

Ml 

Assembling  &  Packing 

t 

1340 

Rocket  Motors,  Identificolion  Of  Ports  And  Assemblies,  Requirements  For 

MIL.R-81128 

os 

04  Aug 

64 

OS 

Validated  Jun  81 

L 

1340 

Rocket,  HE,  66MM,  Antitank,  M72A2,  W/coupler  Or  M72A3,  looding, 

MIL-R-50431A  (3) 

Ml 

13  Jon 

86 

Ml 

AssemUy  And  Pocking 

L 

1340 

Rocket,  Incendiary,  66  MM  TPA  4  Round  Clip,  M74  OR  M74A1  . . . 

MIL.R-513448 

Ml 

01  Jul 

82 

Ml 

1340 

Rocket,  Jet  Assisted  Toke  OH  (Joto)  Propulsion  System,  Gerserol  Development 

MIL.R-85880 

AS 

12  Apr 

88 

Specificotion  For 
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L 

1340 

ftockei«  Proctice,  35MM,  Subcaliber,  M73  Ports  For  loading  &  Assembling 

MIL-R-50858C  (1) 

Ml 

18  Sep  87 

Ml 

REV-AR 

L 

1340 

Rocket,  2.75  Inch,  Complete  Round,  Assembling,  Pocking  And  Testing  Validottd 

MIL-R-50243A  (2) 

AR 

22  Apr  88 

AR 

Apr  88 

NOTICE  1 

1 

1340 

Rocket,  3.5  Inch,  Heat,  M35,  Practice,  M36,  Motor  Ports  Assembl)^.  Volidaftd 

MIL-R-I4148A 

AR 

5  Nov  56 

AR 

Feb  84 

1 

1340 

Rocket,  762MM,  HE,  Worheod  Section,  M144  loading,  Assembling  A  Pocking 

MIL-R-50813 

AR 

30Ocl  70 

AR 

Volldated  Apr  83 

L 

1340 

Rod,  Stobilizing,  Coated  For  2.75  Inch  Rocket  Motor  MK4/MK40  And  Mods  .... 

MIL-R-4S233A  (1) 

Ml 

22  Aug  83 

Ml 

1 

1340 

Servo,  Cold  Gos . . . . . . . . . . 

MIL-S-85565 

AS 

05  Aug  85 

L 

1340 

Sight  Assembly,  Front  Validated  Mar  86... . . . . . . 

MIL-S-14947  (2) 
NOTICE  1 

Ml 

11  Mar  86 

Ml 

L 

1340 

Spocer,  For  2.75  inch  Rocket,  Mork  40  And  Mark  4  Validated  Apr  8S . 

MIL-S-50419A 

Ml 

12  Jul  79 

Ml 

L 

1340 

Squib,  Mark  \  Mod  0  For  2.75  Inch  Rocket  . . . 

MIL-S-14977A 

Ml 

22  Aug  83 

Ml 

i 

1340 

Squib,  Mork  1  Mods  Validated  Jurt  80 . . . . . . 

MIL-S-17923B  (2) 
NOTICE  (1) 

os 

17  Moy  73 

OS 

1 

1340 

Squip,  Electric,  Mork  2  Mods  Validated  Jun  80 . . . . . . . 

MIL-S-22128A  (2) 
NOTICE  1  (OS) 

OS 

20  Aug  71 

OS 

L 

1340 

Support  ,  Chorge,  For  2.75  Inch  Rocket,  Mark  40  And  Mark  4  Validated  Apr 

MIL-S-6092S  (1) 

Ml 

26  May  76 

Ml 

1. 

1340 

Switch,  Thermol  Mork  56  Mod  1  Validated  May  84 . 

MIL-S-82529  (1) 

OS 

07  Dec  70 

os 

1340 

Tope  Inhibiting,  Ethyl  Cellulose  Validated  May  84  REV.CT  . . . 

MIL-T-18833 

OS 

30  Jun  55 

OS 

L 

1340 

Test  Mode  Assembly,  Rocket,  M180  Cratering  Device  Propellant  Testing 

MIL-T-63262 

AR 

27  Feb  78 

AR 

Validated  Feb  84 

1 

1340 

Timer,  Interval,  Mork  11  Mod  2  (Assembly)  (  Inoctive  For  New  Design) 

MIL-T-82535  (1) 

OS 

28  Jon  69 

OS 

Validated  Jun  80 

1340 

Tub.,  Molof,  For  275  Inch  Rocket,  Mork  46  REV-OS  . 

MIL-T-85630 

AS 

18  Nov  83 

Ml  AS 

L 

1340 

Tube,  Motor,  Integral  Bulkhead,  For  Rocket  Motor  2.75  Inch,  Mork  4  And  Mork 

40 

Worheod  Metol  Ports  Assembly  XM251  Ports  And  Assembling . . 

MIL-T-609168  (1) 

Ml 

22  Aug  83 

Ml 

L 

1340 

MIL-W-4827)A 

AR 

03  Aug  84 

AR 

1 

1340 

Worheod  Section,  Gm,  Her  M251,  M251A1  &  M2St  (Mod)  With  live  Flee  & 

MIL-W-48272  (10) 

AR 

02  Oct  87 

AR 

Inert  Bombs,  Dummy  Looding,  Assembling  A  Pocking 

L 

1340 

Worheod  Section,  762MM  Rocket,  Proctice,  M36  looding.  Assembling  And 

MIL-W-50259  (1) 

AR 

16  Apr  82 

AR 

Pocking 

1. 

1340 

Worheod  Section,  Gm,  Practice,  Lightweight,  M252E1  Ports  And  Assembling 

MIL-W-48381  (3) 

AR 

10  Feb  75 

AR 

Validated  Jan  81 

1 

1340 

Worheod  Section,  Gm,  Proctice,  Lightweight,  M252  Ports  And  AssemMing 

MIL-W-48369  (5) 

AR 

24Mor  80 

AR 

Validated  Jan  86 

1 

1340 

Wodieod  Section,  762MM  Rocket,  HE,  M6A1  looding.  Assembling  A  Pocking 

Mll.W-50915 

AR 

26  Apr  71 

AR 

Validated  Apr  83 

L 

1340 

Worheod  Section,  GM,  HE,  XM251  Spore  Ports  For  . 

MIL-W.48757  (5) 

AR 

16  Dec  88 

AR 

1 

1340 

Worheod  Section,  762MM  Rocket,  Troining,  M42  Validated  Apr  83  . . . 

MIL-W-50930 

AR 

20  Moy  71 

AR 

1 

1340 

Worheod  Section,  762MM  Rocket,  HE,  Mfsb  looding.  Assembling  A  Pocking 

MIL.W-50927 

AR 

09  Jun  71 

AR 

Validated  Apr  83 

1 

1340 

Woiheod  Section,  762<MILLIMETER  Rocket,  Chemicol  Agent,  M190,  Without 

MII-W-46646C 

EA 

18  Aug  66 

EA 

Fuze  Validated  Jun  80 

L 

1340 

Worheod  Section,  762  Millimeter  Rocket,  Empty,  C4  Validated  Aug  86. . . 

MIL-W-466118 
NOTICE  1 

EA 

19  Aug  86 

EA 

1 

1340 

Worheod  2.75  Inch  Rocket,  HE,  M229  With  Or  Without  Fuze  loading. 

MIL-W-50991 

AR 

01  Apr  87 

AR 

Assembly  A  Packing  Validated  Apr  87 

NOTICE  1 

1 

1340 

Worheod,  HE,  MIS,  Ports  For  Validated  Apr  87 . . . . . 

MIL-W-60002A 
NOTICE  1 

AR 

02  Apr  87 

AR 

i 

1340 

Worheod,  He,  M18A1  Ports  For  Volidaled  Jan  82  REV-MI . 

MIL-W-50275A  (1) 

AR 

07  Apr  76 

AR 

L 

1340 

Worheod,  He,  M18A1  Loading  And  Assembly  Validated  Apr  87  REV-MI . 

MII-W-50422A 
NOTICE  1 

AR 

02  Apr  87 

AR 

L 

1340 

Worheod,  t((uminaling,  M257,  W/M442  Fuze  (2.75  Inch  Rocket  iKumlnoting 

MIL-W-63377 

AR 

29  Apr  87 

AR 

Flore) 

1340 

Worheod,  S  Inch  Rocket,  Gos,  Gb,  Mk  40  Mod  0,  Filing  Assembly  Validated 

MIL-W-45087A 

EA 

23  Jun  61 

EA  OS 

Jun  80 

L 

1340 

Worheod,  2.75  Inch  Rocket,  XM229,  (Inert  Filling  Out),  Ports  For  . . . 

MIL-W-)4979 

NOTICE  1 

AR 

10  Apr  87 

AR 

L 

1340 

Worheod,  2.75  Inch  Rocket.  Practice,  M267  . . 

Mll-W-6344)A  (4) 

AR 

21  Moy  85 

AR 

1 

1340 

Worheod,  2.75  Inch  Rocket  XM229,  (Two  Piece)  Ports  For..... . . . . 

MIL-W-14949 

NOTICE  1 

AR 

10  Apr  87 

AR 

L 

1340 

Worheod,  2.75  Inch  Rocket,  HE,  M151  With  Fuze  Or  Without  Fuze,  loading. 

Mll-W-50987 

AR 

10  Apr  87 

AR 

Assembling  A  Pocking  Validated  Apr  87 

NOTICE  1 

L 

1340 

Worheod,  2.75  Inch  Rocket,  Flechette,  WOU*4A/A,  WDU-13/A,  Ports  For 

MIL-W-50549A 

AR 

10  Apr  87 

AR 

Validated  Apr  87 

NOTICE  1 

1 

1340 

Warh.od,  2.75  Inch  Rock.t,  Fl.chelle,  With  Fom  WDU-4A/A,  WDU-13/A 

MIL-W-50550A 

AR 

10  Apr  87 

AR 

looding,  Assembling  And  racking  Validaied  Apr  S7 

NOTICE  1 

L 

1340 

Worheod,  2.75  Inch  Rocket,  HE,  Ouol  Purpose,  XM247,  Ports  For  Validated  Apr 

MIL-W-50985A 

AR 

22  Apr  88 

AR 

88 

NOTICE  1 

L 

1340 

Worheod,  2.75  Inch  Rocket,  Practice  WTU*1/B  Validated  Apr  88...., . . 

MIL-W-48347  (1) 
NOTICE  1 

AR 

22  Apr  88 

AR 

L 

1340 

Worheod,  2.75  Inch  Rocket,  HE,  Dual  Purpose  XM247  With  Or  WiAout  Fuze, 

MIL-W-50986A 

AR 

29  Oct  82 

AR 

looding 

1 

1340 

Worheod,  2.75  Inch  Rocket,  M229  Ports  For  Validated  Mar  80  . . 

MIL-W-48230 

AR 

07  Dec  73 

AR 

1 

1340 

Worheod,  2.75  Inch  Rocket,  Proctice  XM230,  With  Or  Without  Fuze  looding. 

MIL-W-60425 

AR 

01  Apr  87 

AR 

Assembling  A  Pocking  Validated  Apr  87 

NOTICE  1 

L 

1340 

Worheod,  2.75  Inch  Rocket,  Smoke,  WP,  M156  (With  Burster  A  Fuze)  .............. 

MII-W-40305A  (2) 

EA 

04  Mor  76 

EA 

1340 

Worheod,  2.75  Inch  Rocket,  Smoke,  M156,  WP  Filling  REV-15.......... . . 

MII-W-40306A 
NOTICE  1 

EA 

03  Mor  87 

EA  99 

1340 

Worheod,  2.75  Inch  Rocket,  Smoke,  WP,  M156  (Metol  Ports) . . 

MII-W-40307C 

EA 

20  Mor  87 

EA  99 
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L 

1340 

Wadieod,  2.75  Inch  Rocket,  Smoke,  Wp  MI56  (Meta)  Ports) . . 

MIL.W.0060307B 

EA 

18  Jun 

73 

EA 

L 

1340 

Worheod,  2.75  Inch  Rocket,  Flechette,  XM255  With  And  Without  Fote, 

Mll-W-48299 

AR 

04  Jul 

77 

AR 

looding.  Assembling  And  Pocking  Validated  Jon  63 

1 

1340 

Wofheod,  2.75  Inch  Rocket,  M151  Ports  For  Validated  Feb  SP....... . . . 

MIL-W.50504A 
NOTICE  1 

AR 

02  Feb 

89 

AR 

L 

1340 

Worhcod,  2.75  Inch  Rocket,  Test,  PXR6369,  With  Smoke  For  Testi  fuie. 

MIL-W.70622 

AR 

06  Mar 

87 

AR 

Rocket,  M433 

L 

1340 

Worheod,  2.75  Inch  Rocket,  H.E.,M261 . . . . . . . 

MIL-W-53468A  (2) 

AR 

29  Mar 

84 

AR 

L 

1340 

Worheod,  2.75  Inch  Rocket,  M261  &  M267,  Ports  For . . . . . 

MIL-W.64044  (5) 

AR 

lOOcl 

85 

AR 

L 

1340 

Warhead,  2.75  Inch  Rocket,  Proctice:  XM274 . . . . . . 

MIL-W.70467 

AR 

15  May  86 

AR 

1 

1340 

Warhead,  2.75  Inch  Rocket,  Test,  Empty,  Modified,  PXR6358  With  Flesh,  Ports 

MIL.W.70434  (3) 

AR 

17  Moy 

85 

AR 

&  Assembly 

1340 

Worheod,  5  Inch  Rocket,  Smoke,  WP,  MK  39,  Mod  0,  Filling  Assembly 

MIL>W-145e6A 

EA 

12  Oct 

60 

EA  OS 

Validated  Jun  80 

1 

1345 

Activotor,  Antitonk  Mine,  Practice,  Ml,  Ports  For  And  Looding,  Assembling  And 

MIL-A-63529  (2) 

AR 

25  Mar 

84 

AR 

Packing 

L 

1345 

Activator,  Ml  loading.  Assembling,  And  Packing.  Validated  Apr  67  REV*EA ...... 

MIL-A-20515 

NOTICE  1 

AR 

23  Apr 

87 

AR 

1 

1345 

Activator,  M2  Looding,  Assembling  And  Packing  Validated  Apr  67 . . . 

MII-A-45062E  (2) 
NOTICE  1 

AR 

23  Apr 

87 

AR 

t 

1345 

Activator,  M2,  Ports  For  Validated  Apr  85 . . . . . . . . 

Mil  A-12831D 

AR 

11  Tul 

73 

AR 

1 

1345 

Actuator,  Piston,  PA532  Loading,  Assembling,  And  Packing . . 

MIL-A-48690 

AR 

23  Apr 

87 

AR 

1 

1345 

Adopter  And  Fuze,  Assembly:  M624,  Looding,  Assembling  And  Pocking . . . 

MIL-A-70608A 

AR 

31  May  88 

AR 

L 

1345 

Adopter  And  Fuze,  Assembly:  M624,  Parts  For . . . . . . . 

MIL-A-70509A 

AR 

31  May  88 

AR 

L 

1345 

Aircraft  Coble  Assembly  Validated  Apr  87  . . . . . . 

MIL-A-48284  (2) 
NOTICE  1 

AR 

23  Apr 

87 

AR 

L 

1345 

Amplifier,  Operotionol  Triple  Programmable  Micropower . . . . 

MIL-A-63242A  (3) 

AR 

14  Nov 

88 

AR 

L 

1345 

Arming  Plug,  Mine,  Antitank  M4  (Practice)  And  M4A)  Validated  May  88 . . 

MIL-A-11221A  (2) 

AR 

20  Moy  88 

AR 

NOTICE  1 

L 

1345 

Bandoleer  For  Mine,  Antipersonnel  M86,.. . . . . . 

MIL-B-70776 

AR 

10  Jul 

88 

AR 

1345 

Bondoleer  XM  86  Mine  . . . . . . 

MIL-B-44199 

AR 

04  Nov 

85 

AR 

L 

1345 

Bandoleer,  Apers,  Mine,  M7,  Assembly  Validated  Apr  85 . . 

MIL-8-45417C 

AR 

01  Jun 

73 

AR 

L 

1345 

Bose  Assembly  For  M56  Training  Mine  Canister  Validated  Apr  87 . 

MIL-B'48852 

NOTICE  1 

AR 

25  Mor 

75 

AR 

1 

1345 

Bottery,  Hed,  Single  Cell,  Primory  Reserve . . . 

MI1.8-63524A 

AR 

12  Jan 

88 

AR 

L 

1345 

Bottery,  Primary  Reserve,  Ammonia  5  Miliiompere  Hour  Copocity  Validated  Jun 

Mll-B'4S343  (2) 

AR 

13  Jun 

88 

AR 

38 

NOTICE  1 

1 

1345 

Battery,  Primory  Reserve,  Ammonio  8  Miliiompere  Hour  Copocity,  For  Mine, 

MIL-B-70731 

AR 

10  Jul 

88 

AR 

Anti'personneli  M86 

1 

1345 

Bottery,  Single  Cell,  Primary  Reserve . . . . . 

MIL-B'48761  (4) 

AR 

29  Nov 

85 

AR 

L 

1345 

Body  Assembly  (Dummy),  Alternotive,  For  M132,  Ports  For  And  looding 

MIL-B'63104A  (1) 

AR 

20  Jun 

78 

AR 

Assembling  And  Pocking  Validated  Apr  84 

1 

1345 

Body  Assembly  For  Mine,  Anti  Personnel,  BLU'92/B  . . . . 

Mll-B-63512  (7) 

AR 

20  Jul 

88 

AR 

1 

1345 

Body  Assembly  Mine,  Ant)  Personnel,  HE,  M74 . . . . 

MIL-B  63299A  (8) 

AR 

22  Mar 

88 

AR 

L 

1345 

Body,  Antipersonnel  Mine,  Practice,  M33  Ports  For  Loading,  Assembling,  And 

MtL'B'50506 

AR 

14  Jun 

72 

AR 

Packing  Validated  Apr  85 

L 

1345 

Booster  M120,  Parts  For  Validated  Jan  81 . . . . . . 

MIL-B-10997B 

AR 

21  Apr 

65 

AR 

L 

1345 

Booster,  M120  Loading,  Assembling  And  Pocking  Validated  Apr  84  REV.EA . 

MII-B-11507D 

AR 

21  Apr 

65 

AR 

L 

1345 

Bore  Rider  Timer,  looding,  Assembling  &  Pocking . . . . . 

MlLB-70670 

AR 

06  Oct 

87 

AR 

L 

1345 

Burster,  Chem'cal  Agent  Mine,  M38,  Initiator,  Mine  Burster,  M48  Validated  Mar 

MIL-B'60089B 

EA 

02  Mar 

87 

EA 

37 

NOTICE  1 

L 

1345 

Burster,  Incendlory,  Field,  M4  (W/0  Fuze)  Validated  Apr  86 . 

Mll'B'46211D 
NOTICE  1 

AR 

07  Apr 

86 

AR 

1 

1345 

COU  Misceiloneous  Conister  Ports  Validated  Jon  83 . . . . . . . 

MIL-C-50814 

AR 

13  Nov 

70 

AR 

1 

1345 

CDU'5/B  looding.  Assembling  &  Packing  Validated  Jan  83 . 

MIL-C-50815 

AR 

26  Feb 

71 

AR 

L 

1345 

Coitbrotion  Plug  Validated  Apr  86,.,.,. . . . 

Mll-C-48283 

NOTICE  1 

AR 

08  Apr 

86 

AR 

1 

1345 

Canister  Assembly,  MSS  looding.  Assembling  And  Packing . . . 

MIL-C-70640  (1) 

AR 

21  Dec 

87 

AR 

1345 

Canister,  Assembly,  M87  loading.  Assembling  And  Pocking . . 

MIL-C-48666  (1) 

AR 

21  Dec 

87 

L 

1345 

Canister,  Mine  Practice,  M56  Subsystem  Validated  Apr  86........ . . . 

Mll-C-48740  (3) 
NOTICE  1 

AR 

06  Apr 

86 

AR 

1 

1345 

Conister,  Mine,  Troining  Devices  For  M56  Training  Validated  Jon  83 . . 

Mll-C-48742  (1) 

AR 

19  Oct 

76 

AR 

L 

1345 

Cop  Blasting,  Proctice  M10  Ports  For,  Assembling  And  Pocking  Validated  Apr 

85 

Cortridge  Assembly,  12GAGE  loading.  Assembling  And  Pocking . . 

MIL-C-50494 

AR 

22  Feb 

72 

AR 

1 

1345 

Mll-C-64031 

AR 

20  Oct 

86 

AR 

1 

1345 

Cortridge,  Mine  Election  Assembly.  M198  Validated  Jon  83....... . 

MIL-C-48286A  (2) 

AR 

07  Feb 

77 

AR 

L 

1345 

Cnarge,  Ejection  Assembly  'troining  Validated  Apr  87. . . . . 

MII-C-48743A 
NOTICE  1 

AR 

03  Jul 

75 

AR 

1 

1345 

Choroe,  Prooellino,  PA500,  For  Mine-M16  Validated  May-B8,......„.,.,„,„...„....„. 

MIL-C-48887 

AR 

20  May  88 

AR 

NOTICE  1 

L 

1345 

Connector,  Mole,  Assembly  For  M18A1  Apers  Mine  Validated  Apr  84...... . 

MIL-C-50903 

AR 

19  Mor 

71 

AR 

1345 

Container,  Amm*  nition,  Fiberboord . . . . . . . . . . . . . 

MIL-C-48533 

AR 

03  Feb 

87 

AR 

L 

1345 

Container,  Ammunition,  Plostic,  PA'83  Validated  May  88 . . . . 

MIL-C-63403  (2) 

AR 

20  May  88 

AR 

NOTICE  1 

t 

1345 

Contoiner,  Shipping  And  Sl^roge,  Mine  . . . . . 

MIL-C-63392A 

AR 

03  Feb 

87 

AR 

L 

1345 

Container,  Shipping  &  Storage:  PA122, . . . . . . 

MIL-C-70427A 

AR 

15  May  87 

AR 

1. 

1345 

Container,  Shipping  And  Storage,  Mine  Canister.  M6()2  Validated  Apr  87,.,. . . 

MIL-C-48294  (2) 
NOTICE  1 

AR 

09  Jun 

75 

AR 

L 

1345 

Control  Ponel  For  M130  Dispenser  System  . . . . . . 

MIL-C-43890B 

AR 

14  Jon 

85 

AR 

1 

1345 

Control,  Indicator,  For  Dispenser  And  MInes:ground  M13) . . . . 

MIL-C-64030 

AR 

20  Oct 

86 

AR 

L 

1345 

Core;  Toroid  . . . . . . . . . . . . . 

MIL-C-48665 

AR 

28  Apr 

86 

AR 

L 

1345 

Cylinder  Assembly  Validated  Apr  84 . . . 

Mll-C-63093 

AR 

13  Aug 

76 

AR 
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L 

1345 

Cylinder  Assembly  (Reuse)  For  M56  Mines  Validated  Apr  $6  . . . 

MIL-C-48371  (1) 
NOTICE  1 

AR 

08  Apr 

86 

AR 

1 

1345 

Cylinder  For  M56  Mines  Validated  May  88 . . . . . . . . . 

MIL-C-48287  (1) 
NOTICE  1 

AR 

20  May 

88 

AR 

L 

1345 

Decoy  Element,  Loodlng,  Assembling  &  Packing . 

MIL-D-70649 

AR 

06  Oct 

87 

AR 

L 

1345 

Deloy  Element,  Po  500,  For  Mine  M16  Validated  May  88 . 

MIL-D-48889 

NOTICE  1 

AR 

20  Moy 

88 

AR 

L 

1345 

Detonotor  Holder  Assembly  For  Fuie,  AT,  NM,  M605  ValidattKf  Apr  8S . 

MtL-D-60414A 

AR 

10  Jul 

73 

AR 

L 

1345 

Oetonotor,  Electric  M78,  Ports  And  loading,  Assembling,  And  Pocking  Validated 
Jon  81 

MIL-0-60448 

AR 

29  Feb 

68 

AR 

1 

1345 

Detonator,  Flosh,  PA504  For  Mine,  Antipersonnel,  M16A2  Validated  May  88  .... 

MIL-D-48888 

NOTICE  1 

AR 

20  Ma> 

88 

AR 

1345 

Detonator,  Stob,  PA523  Ports  -or . . . . . . . . . . . 

MIL.070602  (1) 

AR 

12  Seo 

86 

AR 

1345 

Detonotor,  Stob,  PA  523  Loading,  Assembling,  &  Packing  . 

Mll-D-70603  (1) 

AR 

12  Sep 

86 

AR 

1 

1345 

Discriminator,  Anti*tonk  M2  And  Spool  Assembly  Validated  May  88 . . 

Mll.D-14707  (1) 
NOTICE  1 

AR 

20  May 

88 

AR 

L 

1345 

Dispenser  And  Mines,  Ground  Practice,  For  Mt36  System.... . . . . . . 

Mll-D-64026 

AR 

20  Ocl 

86 

AR 

1345 

Dispenser  And  Sub>munilion,  Air  Delivered,  Safety  Design  And  Safety 

Quolificotion  Criteria  For 

MIL-STD-1455A 

18 

01  Jun 

85 

AR  AS  18 

L 

1345 

Dispenser  Control  Pone!  For  M56/XMS8,  Mines/rriorkers  Validated  Apr  87 ........ 

MIL-D.48350  (3) 
NOTICE  1 

AR 

16  Jun 

75 

AR 

L 

1345 

Dispenser,  Bomb,  SUU<13*D/A  Validated  Jan  83  . . . . . . . 

MIL-D-48345 

AR 

02  Dec 

76 

AR 

1 

1345 

Dispenser,  Ground:  M131/M136  Svstem  Component  Parts  For  . . . . 

MII-D6402IA 

AR 

10  Jun 

88 

AR 

1345 

Dispenser,  Ground,  HE,  M131  Mlri«  System  Looding,  Assembling  &  Pocking 
Including  HE  Mine,  Antipersonnel  &  Antitonk 

MIL-D-48688 

AR 

20  Ocl 

86 

AR 

1 

1345 

Dispenser,  Mine  Ground  Vehicle,  M128  Preparation  For  Shipment  8i  Sloroge 

MIL  D  63370  (1) 

AR 

21  Dec 

84 

AR 

L 

1345 

Dispenser,  Mine.  XM138  (FLIPPER) . . . 

MIL-D-70631 

AR 

02  Dec 

86 

AR 

L 

1345 

Eimite  Igniter . . . 

Mll-E-70610 

AR 

01  Jun 

86 

AR 

L 

1345 

Electronic  •  MCD  Assembly  For  Mine,  Anti.tank,  BtU  91/B . 

MIL'E-63511  (7) 

AR 

20  Jul 

88 

AR 

L 

1345 

Electronic  Assembly  For  Mine,  Antipersonnel,  HE,  M7  . 

MIL'E-63300A  (4) 

AR 

08  Jul 

86 

AR 

1345 

Electronic  Assembly,  For  Mines,  M718A1/M741A1,  System . . . . 

MIL-E-48630  (2) 

AR 

20  Feb 

89 

AR 

L 

1345 

Electronics  Assembly,  For  Mines,  M718/M741,  System . 

MIL-E-63241B  (5) 

AR 

14  Nov 

88 

AR 

1 

1345 

Electronics  Assembly  For,  Anti*personnel  Mine  M131  System  . . . . . 

MIL'E'64028 

AR 

20  Ocl 

86 

AR 

1345 

Electronics  Assembly  For,  Anti*tank  Mine  )31  System . . . 

MIL-E-64029 

AR 

20  Ocl 

86 

AR 

1 

1345 

Electronics  MCD  Assembly  For  Mine,  Antitonk,  HE,  M75  . 

MIL-E-633998  (6) 

AR 

07  Jun 

88 

AR 

1 

1345 

Fabricoted  Port,  Silicone  Rubber  (For  Use  In  Ammunition)  Validated  Mar  62...... 

MIL-F.14788 

AR 

20  Moy 

68 

AR 

L 

1345 

Firing  Device,  Anti  Personnel  Mine,  XM123  Ports  &  Assembly  Vo/rdb/e^  Jon  83 

MIL-F.50907 

AR 

01  Jun 

71 

AR 

1 

1345 

Firing  Device,  Anti«personnel  Mine,  Electricol  M57E1  Ports  For,  AssemWing  And 
Pocking  Validated  Apr  86 

MII-F-48235  (2) 
NOTICE  1 

AR 

06  Apr 

86 

AR 

1 

1345 

firing  Device,  Electrical,  M57  Ports  For,  Assembling  And  Pocking  VoUdoted  Jvn 

88 

MII-F-45421D  (5) 
NOTICE  1 

AR 

13  Jun 

88 

AR 

1 

1345 

Firing  Troin  Test  Housing,  Operator  Controlled  Validated  Feb  84 . . 

Mll-F-48375 

AR 

17  Moy 

78 

AR 

1 

1345 

Fuze  Assembly  For  M56  Anti  Tank  Mine  Validated  May  88  . . . . 

MII.F.48293A 
NOTICE  1 

AR 

20  Moy 

88 

AR 

L 

1345 

Fuze  Time',  Mine  (integroted  Circuit)  Validated  Apr  87 . . 

MII-F-48267  (2) 
NOTICE  1 

AR 

23  Apr 

87 

AR 

1 

1345 

Fuze,  Mine  At,  Nm,  M606,  Ports  For  Validated  May  86 . . . . . . 

MIL'F-45061E  (2) 
NOTICE  1 

AR 

20  May 

88 

AR 

1345 

Fuze,  Mine,  AT  Proctice  M  504  Looding,  Assembling  &  Pocking  Validated  May 

88 

MIL-F-12777A 
NOTICE  1 

AR 

20  May 

88 

AR 

L 

1345 

Fuze,  Mine,  AT  Proctice  M  504  Metol  Ports  For  Validated  May  88  . . 

MIL-F-63987 

NOTICE  1 

AR 

20  Moy 

88 

AR 

L 

1345 

Fuze,  Mine,  AT,  XM519  Ports  &  Assembly  Validated  Jan  83 . . 

MIL-F-50807 

AR 

07  Jun 

71 

AR 

L 

1345 

Fuze,  Mine,  AT*  M507,  Ports  For  . . . . . . 

MII-F-45430C  (2) 

AR 

03  Apr 

87 

AR 

L 

1345 

Fuze,  Mine,  At,  M507  Looding,  Assembling  And  Pocking  . . . . 

MII  F.45429C  (1) 

AR 

12  Sep 

86 

AR 

L 

1345 

Fuze,  Mine,  Combination,  M505,  looding.  Assembling,  And  Pocking.  Validated 

Jan  83 

MII-F-12774D  (1) 

AR 

15  Ocl 

76 

AR 

1 

1345 

Fuze,  Mine,  Combination  M505,  Ports  For  Validated  Apr  87  . . . . . 

MIL'F-45060D  (1) 
NOTICE  1 

AR 

23  Apr 

87 

AR 

1 

k 

1345 

Fuze,  Mine,  Combination  M102,  Ports  For  Validated  May  88..... . . . 

MIL-F.60020 

NOTICE  1 

mR 

20  Moy 

88 

AR 

L 

1345 

Gos  Generator  Assembly  Validated  Jan  68......... . . . 

MIL-G-63386  (2) 
NOTICE  1 

AR 

06  Jun 

88 

AR 

L 

1345 

Housing,  Molded,  For  Antipersonnel  Mine  M131  System. . . . . . . . 

MIL'H-64033  (1) 

AR 

06  Jun 

87 

AR 

L 

1345 

Housing,  Timing  And  Fuzing,  Ignitor  Assembly  And  Sustoiner  Chorge  Assembly 

FOR  170578  Validated  Feb  84 

MIL-H-48384 

AR 

17  Moy 

78 

AR 

L 

1345 

Integroted  Circuit,  Digitol,  Cmos,  Time  Bose  And  Speciol  Pcmose  Function 
Generator,  Monolithic,  Silicon  Validated  May  88 

MII-I-48331A  (2) 
NOTICE  1 

AR 

20  Moy 

88 

AR 

L 

intervoiometer  Adopter  For  M56  Aircrott  Subsystem  VoUdoted  Apr  $7,...,..„....„. 

MiL-I-4S27v  (T) 
NOTICE  1 

AR 

23  Apr 

S7 

AR 

L 

1345 

Leod  Assembly  (For  Mine,  M55  Subsystem)  Ports  For,  And  looding.  Assembling 
And  Pocking  Validated  Apr  87 

MIL-l-48288  (1) 
NOTICE  1 

AR 

23  Apr 

87 

AR 

1 

1345 

Lead  Azide  (Speciol  Purpose)  (For  Use  In  Ammunition)  REV«EA . . 

MIL-l-14758  (2) 

AR 

09  Dec 

86 

AR 

L 

1345 

line,  Extension  And  Spool  Assembly  For  Mine,  Apers,  M18A1E1  Validated  Apr 

87 

MIL-L-4838S  (1) 
NOTICE  1 

AR 

07  May 

75 

AR 

1 

1345 

Mognesium  Oxide,  Colcined  (For  Use  In  Ammunition) . . . . . . . . 

6’.II-M-I4779  (2) 

AR 

15  Aug 

88 

AR 

L 

1345 

Microcircuit,  Amplifier,  Bipolor,  High  Frequency,  Front  End  (Request  For  Issue 

Other  Then  Dod  Must  Be  Sent  Vio  Commonder,  ARDEC,  ATTN; 

SMCAR-FSM,  Picotinny  Arsenol,  Nj  07806-5000 

Mll-M'64020A 

AR 

07  Ocl 

87 

AR 

1 

1345 

Microcircuit,  Digitol,  CMOS  (logic)  . . . . . . 

MIL-M.63530  (1) 

AR 

21  Aug 

87 

AR 

1 

1345 

Microcircuit,  Digitol,  Cmds,  Speciol  Purpose  Nor  Gate  Validated  May  88  . . . 

MIL-M-63324A  (1) 
NOTICE  1 

AR 

20  Moy 

88 

AR 

124 


FSC  USTING 


DOCUMENT 


FSC 

TITLE 

NUMBER 

PREP 

DATE 

1 

1345 

Microcircuit,  DigitoLdtcoder,  logic  Arra/ . . . . . . . 

MII-M-4S647 

AR 

20  Oct  85 

L 

1345 

Microcircuit,  Digital,  CMOL  (Initial  Logic) . . . . . . 

MIL-M-63320A  (31 

AR 

27  Mor  89 

1 

1345 

Microcircuit,  Digital,  CMOS  (Final  Logic) . . . . . . . . . 

MIL-M-63321A  (3) 

AR 

08  Jul  86 

L 

1345 

MtL-M-48646 

AR 

20  Oct  86 

L 

1345 

Microcircuit,  lineor,  Voltogo  Comporatort . 

MIL-M-53323A  (3) 

AR 

20  Jun  83 

L 

1345 

Microcircuit,  Synchronizer,  Contmond  Output  (SCO),  Clots  1,  Monolithic, 

CMOS,  Integroted  Circuit 

MIL-M-64034 

AR 

20  Oct  86 

L 

1345 

Mine  Anti'personnel  M85:  Classroom  Model  For . . . . . 

MIL-M-70763 

AR 

10  Jul  88 

1 

1345 

Mine  Anti'personnel,  M86,  Special  Test  Mine  Loading  &  Assembly  Of . 

Ma-M70755 

AP 

10  Jul  88 

L 

1345 

Mine  Assembly,  Anti-personnel,  M86  Looding  ^assembling  Of . . . . 

MIL-M-70696 

AR 

07  Nov  88 

L 

1345 

Mine  Dispersing  Subsystem  Aircroft,  Practice,  M132  VoUdat^^  Moy  6B . . . 

MIL-M-48883 

NOTICE  1 

AR 

20  Mcy  88 

L 

1345 

Mine  Dispersing  Subsystem  Aircraft,  Trolning  M133  Volidattd  Moy  83 . 

MIL-M-48885  (1) 
NOTICE  1 

AR 

20  May  8i1 

L 

1345 

Mine,  APERS,  NM,  M14E1,  With  Integrol  Fuze  Loading,  Asse'  bling.  And 

Pockino  Validated  Apr  64 

MIL-M-13693A  (1) 

AR 

15  Aug  63 

L 

1345 

Mine,  AT,  NM,  M19  Looding,  Assembling,  And  Packing  Validated  Apr  86 . 

MIL-M-13585F 
NOTICE  1 

AR 

07  Apr  86 

L 

1345 

Mine,  AT,  Proctice,  XM69  Looding,  Assembling  &  Packing  Validated  Jon  63 . 

MIL-M-5080S 

AR 

07  Jun  71 

L 

1345 

Mine,  AT,  Proctice,  XM69  Parts  For  Validated  Jan  83 . . . . . . . . 

MIL-M-50810 

AR 

07  Jun  71 

L 

1345 

Mine,  AT,  XM66  Loading,  Assembling  &  Packing  Validated  Jan  83 . 

MIL-M-50805 

AR 

07  Jun  71 

L 

1345 

Mine,  AT,  XM66,  Parts  For  1345  L  Validated  Jan  83 . . . . . . 

Mll-M-50806 

AR 

07  Jun  71 

L 

1345 

Mine,  Anti  Personnel,  M26  Primer  &  Delay  Assembly  For  Validated  Moy  88  ...... 

MIL-M-50901  (1) 
NOTICE  1 

AR 

20  May  88 

L 

1345 

Mine,  Anti  Personnel,  HE,  BLU‘92/ft  Loading,  Assembling  &  Pocking  . . 

MIL-M-63456A 

AR 

OSFtb  88 

L 

1345 

Mine,  Anti  Personnel,  Troining,  M61  Validated  Feb  87 . . . . . . 

MIL-M'63440 

NOTICE  1 

AR 

05F.b  87 

L 

1345 

Mine,  Anti  Tank,  HE,  XM75  Metal  Ports  For  Validated  Moy  88  . . . . 

MIL-M'i3394  (1) 
NOTICE  1 

AR 

20  May  88 

L 

1345 

Mine,  Anti  Tack,  Training,  M65  With  Fuze,  Mine,  Anti  Tonk,  Troining,  Ports  For 
&  Looding,  Assembling  &  Pocking  Validated  May  88 

Mll-M-53449 

NOTICE  1 

AR 

20  May  88 

L 

1345 

Mine,  Anti-PERSONNEL,  Non-METALLIC,  M  141  With  Integral  Fuze  Ports  For 
Validated  Moy  66 

Mll-M-127608  (1) 
NOTICE  1 

AR 

20  May  88 

L 

1345 

Mine,  Anti-personnel  •  He,  M74  Looding,  Assembling  And  Pocking . 

MIL-M-63304A 

AR 

03F.b  87 

1345 

Mine,  Anti-personnel,  Metol  Ports  For  M131  System . . . . . . . . 

MIL-M-48545  (1) 

AR 

22  F.b  88 

1 

1345 

Mine,  Anti-personnel,  M26  Ports  For  Validated  Jon  83 . . . . . 

MIL-M-63126 

AR 

17  F.b  77 

L 

1. 

Mine,  Anti-personnel,  M85  Acceptor  Lead  Assembly  For . . . 

MII.M70778 

AR 

10  Jul  88 

1 

134i 

Mine,  Anti-personnel:  M86  Arming  Assembly  For  . 

MII..M-70780 

AR 

10  Jul  88 

1 

1345 

Mine,  Anti-tonk,  Metol  Ports  Assembly  For  M56  Mine  Validated  Moy  88 . 

MIL-M.48292  (9) 
NOTICE  1 

AR 

20  May  88 

L 

1345 

Mine,  Anti-tonk,  Practice,  XM76  Validated  Apr  87 . 

MIL-M-48752 

NOTICE  1 

AR 

24  Mar  75 

L 

1345 

Mine,  Anti-tonk,  Metolports  For,  MI31  System . . . . . . . . . 

MIL-M-64032 

AR 

20  Oct  86 

L 

1345 

Mine,  Antipersonnel,  Proctice,  M6  Loading,  Assembling,  And  Pocking  Validated 

Apr  85 

MIL-M-20439A 

AR 

26  Nov  58 

L 

1345 

Mine,  Antipersonnel,  M18A1,  Ports  For  Validated  Apr  85...................... . 

MII-M-45424D  (2) 

AR 

20  Jun  73 

1 

1345 

Mine,  Antipersonnel  M)6Al  Ports  For  Validated  Apr  84 . . . . . 

MII-M-45196A  (2) 
NOTICE  2  (MU) 

AR 

15  Dec  63 

L 

1345 

Mine,  Antipersonnel,  M16A1  Loading,  Assembling  And  Pocking  Validated  Apr 

86 

MIL-M-45174B 
NOTICE  1 

A-1 

09  Apr  86 

1345 

Mine,  Antipersonnel,  BLU-54/6  Looding,  Assembling  And  Pocking  Validated 

May  88 

MIL-M-50256  (1) 
NOTICE  1 

AR 

20  May  88 

L 

1345 

MIL'M'70779 

AR 

07  Nov  86 

L 

1345 

Mine,  Antipersonnel,  M16A2  Ports  For  Validated  Mar  88 . . 

MII-M-46960D 
NOTICE  1 

AR 

22  Mar  88 

L 

1345 

M.;ie,  Antipersonnel,  XM74  (M74)  Metol  Ports  For. . . . . . . . 

MIL-M-63287  (3) 

AR 

25  Mor  85 

1 

1345 

Mine,  Antipersonnel,  M16A2,  looding,  Assembling  And  Pocking  Validated  Jen 

83 

Mine,  Antitonk,  He,  M75  looding,  Assembling  &  Packing . . . . 

MIL-M-46696D  (4) 

AR 

22  Apr  T> 

L 

1345 

MIL-M-63305B 

AR 

27  Jul  87 

L 

1345 

Mine,  Antitonk,  HE,  BLU-91/B  Looding,  Assembling  &  Pocking . . . . 

MIL-M'63457A 

AR 

26  Aug  87 

L 

1345 

Mine,  Antitonk,  Practice:  M79  Assembling  And  Packing . 

Mll-M-48529  (1) 

AR 

03F.b  87 

L 

1345 

Mine,  Apers,  M18A1  (With  Accessories)  loading.  Assembling  And  Pocking 
Validated  Apr  85 

MII-M-45423C 

AR 

06  Jun  73 

L 

1345 

Mine,  Apers,  M18A1E1  (With  Accessories)  Looding,  Assembling  And  Pocking 
Validated  Apr  87 

MIL-M-48379 
NOTICE  1 

AR 

03  Mar  75 

L 

1345 

Mine,  Apers,  M26  Looding,  Assembling  And  Pocking  Validated  May  88.. . . 

MIL-M-60923A 
NOTICE  1 

AR 

20  May  88 

L 

1345 

Mine,  Apers,  Practice,  M68E1  (With  Accessories)  Assembling  And  Pocking 
Validated  Apr  87 

MIL-M-48385 
NOTICE  1 

AR 

03  Mor  75 

1 

1345 

Mine,  Apers,  Proctice,  M68  Assembling  And  Pocking  Validated  Apr  85 . . 

MIL-M-50512 

AR 

29F.b  72 

1. 

1345 

Mine,  At,  M21  Looding,  Assembling  And  Packing  . . . . 

MII-M-45405C 

AR 

06  Jun  86 

L 

1345 

Mine,  At,  M21  Ports  For . . . . . . . . 

MIL-M-45406C 

AR 

06  Jun  86 

1 

1345 

Mine,  At,  Nm,  M19,  Ports  For  Validated  May  88 . . . . . . . . 

MIL-M-45147F  (2) 
NOTICE  1 

AR 

20  May  88 

L 

1345 

Mine,  At,  Proctice,  Heovy  M20,  Ports  For  &  Looding,  Assembling  &  Pocking  ...... 

MIL-M-63984 

AR 

25  Jun  82 

1 

1345 

Mine,  At,  Proctice  M19,  Inert  And  Fuze,  Mine,  At,  Practice,  M606,  Inert  Ports 

For  And  looding.  Assembling  And  Pocking  Validated  Feb  84 

MIL-M.63146  (1) 

AR 

18  Moy  78 

L 

1345 

Mine,  Chemtcol  Agent,  Vx,  M23  Validated  Jan  80 . . . . . . 

MIL-M-46984D 

EA 

30  Jun  69 

L 

1345 

Mine,  Chemicol  Agent,  Vx,  M23,  Inert  Components  Validated  Dec  81 . . 

MIL-M'46985D 

EA 

02  Jul  69 

1345 

Mine,  Ground,  Antipersonnel,  HE  Looding,  Assemb’ing  &  Pocking  For  M131 

System 

MIL-M'64023  (1) 

AR 

22  Feb  88 

i 

1345 

Mine,  Ground:  Antilonkhe  Looding,  Assembllngond  Pocking  For  M131  System.... 

Mll-M-64024 

AR 

20  Oct  86 

CUSTODIAN 


AR 

AR 

AR 

AR 

AR 

AR 

AR 

AR 

AR 

AR 

AR 

AR 

AR 

AR 

AR 

AR 

AR 

AR 

AR 

AR 

AR 

AR 

AR 

AR 

AR 

AR 

AR 

AR 

AR 

AR 

AR 

AR 

AR 

AR 

AR 

AR  99 

AR 

AR 

AR 

AR 

AR 

AR 

AR 

AR 

AR 

AR 

AR 

AR 

AR 

AR 

AR 

AR 

AR 

EA 

EA 

AR 

AR 


12S 


FSC  LISTING 


DOCUMENT 


FSC 

TITLE 

NUMBER 

PREP 

DATE 

CUSTODIAN 

L 

1345 

Mine,  Inert,  Antipersonnel  M16A1  Ports  For  And  Looding,  Assembling  And 

Pocking  Validated  Jan  63 

Mll.M-63216 

AR 

15  Sep 

77 

AR 

L 

134S 

Mine,  M718/M741  System,  Melol  Ports . . . . . . . . 

MIL-M-48261  (4) 

AR 

30  Aug 

83 

AR 

t 

1345 

Mine,  Metol  Ports  For  Mines,  BLU*91/B  &  BIU*92/B  Validated  May  88.. . 

/aII-M-63508 

NOTICE  1 

AR 

20  Moy 

88 

AR 

L 

1345 

Mines,  lond.  Practice  And  Lend  Mine  Simulators,  Color  0(  Indicating  Smoke 

For  Validated  Apr  8S 

MIL-STD-1457 

AR 

01  Aug 

72 

AR 

L 

1345 

Molding  Compound,  Housing  And  Plug  . . 

MIL-M-48245B 

AR 

02  Aug 

88 

AR 

L 

1345 

Munition  For  Mine,  Anti>personnel:  MB6  Transfer  Lead  Assembly  . . 

MIL-M-70777 

AR 

10  Jul 

86 

AR 

L 

1345 

Munition  For  Projectile,  155MM,  M692/M731  Lead  Cup  Assembly  For 

Validated  Feb  84 

MIL-M-48184A 

AR 

04  Nov 

77 

AR 

1 

1345 

Network,  Copacitor  Resistor . . . . . . . 

MIL>N-634(X)  (2) 

AR 

05  Aug 

88 

AR 

L 

1345 

Network,  Resistor  Fixed  &  Adjustable . . . . . 

MIL-N-63396  (1) 

AR 

19  Dec 

83 

AR 

L 

1345 

Obturator  Validated  Apr  86 . . . . . . . . 

MlL>0-48268 

NOTICE  1 

AR 

08  Apr 

86 

AR 

L 

1345 

Panel,  Firing  Foe  CBU>55  UH*1  Assembling  And  Packing  Validated  May  88 . 

MIL-P  ^3052 

NOTIC-  1 

AR 

20  Moy 

88 

AR 

L 

1345 

Ports,  Miscelloneous,  For  Mine  Dispersing  Subsystem  Aircroft,  M5o  Validated 

Jan  63 

MIL-P-4d364  (2) 

AR 

24  Feb 

77 

AR 

L 

1345 

Pin  And  Lonyord  Assembly  Validated  May  88 . 

MIL-P-4B850 

NOTICE  1 

AR 

20  May 

88 

AR 

L 

1345 

Plastic  Sheet  And  Strip  (Polyolefin)  Validated  May  88 . . . . 

Mll-P-14790 

NOTICE  1 

AR 

20  May 

88 

AR 

1 

1345 

Polarity  Test  Plug  Validated  Apr  86  . 

MtL>P-482fiO 

NOTICE  1 

AR 

08  Apr 

86 

AR 

1 

1345 

Power  Supply  Assemblies  For  Fascom  Electronic  Assemblies . . . 

MIL-P-63421  (1) 

AR 

18  Nov 

81 

AR 

1 

1345 

Power  Supply  Assembly  For  Mines,  M718A1/M74  1A1,  System . . . . 

MIL-P-70675 

AR 

23  Jul 

88 

AR 

1 

1345 

Pressure  Cartridge  Assembly  Loading,  Assembling  &  Packing  . . . . . 

MIL-P-70658 

AR 

06Ocl 

87 

AR 

1 

1345 

Pressure  Cartridge  Ports  For  And  Loading,  Assembling  And  Pocking  Validated 

May  88 

MIL-P-63315  (2) 
NOTICE  1 

AR 

o 

o 

88 

AR 

L 

1345 

Primer,  Bottery,  Electric  Ports  For,  And  Looding,  Assembling  And  Pocking  . . 

MIL-P-63316  (1) 
NOTICE  1 

AR 

30  Jon 

87 

AR 

L 

1345 

Projectile,  155MM,  HE,  M692  Arid  M731  Housing,  Timing  And  Futing  For  ........ 

MIL-P-48189C  (2) 

AR 

21  Jon 

88 

AR 

L 

1345 

Pursuit  Deterrent  Munition,  Hand  Emplaced  Mine  (Pdm),  MB6  Molded  Assembly 

For 

Quortzite  (Ground)  (For  Use  In  Ammunition)  Validated  May  88..... . 

MIL-P-70697 

AR 

10  Jul 

88 

AR 

1 

1345 

MIL-Q-50531 

NOTICE  1 

AR 

20  Moy 

88 

AR 

L 

1345 

Resistor  Network,  Fixed,  Film  (Externolly  Trimmoble  Validated  May  88 . . 

MIL-R-&3322A  (1) 
NOTICE  1 

AR 

20  Moy 

88 

AR 

L 

1345 

Resistor  Network,  Fixed,  Film  (Externolly  Trimmoble)  Validated  May  86., . 

MIL-I)'63528 

NOTICE  1 

AR 

20  Moy 

88 

AR 

1 

1345 

Resistor  Network,  Fixed,  Film  (Externolly  Trimmoble)  Validated  May  88 . 

MII-R-63319A  (2) 
NOTICE  1 

AR 

20  Moy 

88 

AR 

1 

1345 

Resistor  Network,  Thick  Film,  Fixed  &  Trimmoble . . . . . 

MII-R-53993A 
NOTICE  1 

AR 

08  Aug 

88 

AR 

1 

1345 

Safe  &  Arming  (Non«hazordous)  Assembly  M71B/M741........ . . . . 

Mll-S-63383  (6) 

AR 

31  Jul 

86 

AR 

L 

1345 

Safe  And  Arming  (Portiol  Loading)  Assembly  For  Mines,  M718/M741  System 
Validated  Jan  86 

MIL-5'63382 

AR 

23  Jun 

80 

AR 

L 

1345 

Sofe  And  Arming  Device  For  Mines,  M718/M741  System  . . . . . . . 

MIL-S-48747B  (4) 

AR 

31  Jul 

86 

AR 

L 

1345 

Sofe  And  Arming  Device  For  Mines,  M71B/M741  Systems  Metol  Ports  For . 

MIL-S-48735A  (4) 

AR 

07  Feb 

86 

AR 

L 

1345 

Sofety  &  Arming  Assemblies  For  Mines,  M74  &  M75 . 

MIL-S-63302  (5) 

AR 

24  Jon 

85 

AR 

L 

1345 

Sofety  &  Arming  Assemblies  For  Mines  6LU*91/B  &  BLU-92/B.. . . . . 

MIL-S'63326  (4) 

AR 

10  Moy 

88 

AR 

1 

1345 

Salt  Pellet  (For  Use  In  Ammunition)  Validated  Feb  83., . . . 

MIL-S-14751 

AR 

10  Moy 

68 

AR 

L 

1345 

Sensor,  Tripline,  Extended  Ronge.. . . . . . . . . . . . . . . 

MIL-S-48755A  (3) 

AR 

02  Aug 

88 

AR 

L 

1345 

Silica  (For  Use  In  Ammunition)  . . . . . . . . . . . . . 

MIL-S-14760 

NOTICE  3 

AR 

20  Moy 

88 

AR 

L 

1345 

Silica  Gel  (For  Use  In  Ammunition)  Validated  May  88 . . . . 

MIL-S.14759 

NOTICE  1 

AR 

20  Moy 

88 

AR 

L 

1345 

Stond,  Maintenance,  For  Mine  Dispersing  Subsystem  Aircroft,  M56  Validated 

Apr  86 

MIL-S-48363 

NOTICE  1 

AR 

08  Apr 

86 

AR 

L 

1345 

Switch,  Anti'disturbonce  For  M56  Mine  Validated  Apr  86  . . . . 

MIL-5-46290 

NOTICE  1 

AR 

08  Apr 

86 

AR 

L 

1345 

Test  Set  Assembly,  Dispenser  Control  Panel  For  M56  Aircraft  subsystem 

Validated  Apr  87 

MIL-T-48297  (1) 
NOTICE  1 

AR 

04  Aug 

75 

AR 

L 

1345 

Test-Set,  Bottery,  For  M56  Mine  Validated  Apr  87 . . . . . . . 

MIL-T-4B321  (1) 
NOTICE  I 

AR 

14  Jul 

75 

AR 

L 

1345 

Test  Set,  Blasting  Cop,  M51  Ports,  Assembling  And  Packing  Validated  Apr  85.... 

MII-T-48134A 

AR 

06  Jun 

73 

AR 

1 

1345 

Test  Set,-Electricol  Circuit,  M40E1  Ports  For,  Assembling  And  Pocking  Validated 
Apr  86 

Mll-T-48236  (1) 
NOTICE  1 

AR 

09  Apr 

86 

AR 

L 

1345 

Test  Set,  Electrical,  M40  Ports  For,  Assembling  Arid  Packing  Validated  Apr  86  .. 

M1l-T'4623BE  (3) 
NOTICE  1 

AR 

08  Apr 

86 

AR 

1 

1345 

Wrench,  Arming  M22  Validated  Apr  87  . . . . 

MIL-W-48238A 
NOTICE  1 

AR 

23  Apr 

87 

AR 

L 

1345 

Wrench,  Fuzing,  Anli>personnel  Mine,  M25  Validated  Apr  87 . . . . . . 

M1L-W-48763 
NOTICE  1 

AR 

21  Moy 

75 

AR 

L 

1350 

Anchor,  Underwoter-Mine,  Mork  56  Mod  4  And  Mod  5  Validated  Oct  85, . 

MIL-A-23773A  (1) 

OS 

16  Se,“> 

71 

os 

L 

1350 

Arming  Cell  Mork  2  Mods  1  And  7  Validated  Mar  84  . . . . . . . 

MIL-A-21672 

OS 

21  Nov 

58 

OS 

L 

1350 

Booster  Cons  (For  Boosters  Mark  8  And  Mork  12). . . . . 

MIL-B-185448 

OS 

15  May 

85 

OS 

1 

1350 

Clock  Deloy  CD*10  Mod  1  Mechonism  (Inoctive  For  New  Design  Validated  May 

86 

Mll-C-21679  (1) 
NOTICE  1 

OS 

28  Moy 

86 

OS 

L 

1350 

Clock  Deloy,  C0*8  Mod  0  Mechanism  (Inoctivefor  New  Design)  Validated  May 

86 

Cores  For  Search  Coil  Assemblies  Validated  Jan  86 . . . . . . 

MIL-C-21678  (2) 

OS 

28  Moy 

86 

OS 

L 

1350 

Mll-C-23331  (1) 

OS 

14  Jun 

74 

OS 

126 
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1 

13S0 

Ct  Mftchonlim  Mork  1  Modi  3,  4,  9,  And  1 1  Volidated  Jon  83 . . . . 

MIL-C-21583  (2) 

os 

07  Dec 

64 

OS 

L 

1350 

Floot,  Drill  Mine,  Mork  17  Mod  O  Validated  Jan  86 . . . . 

MIL-F-81100A 

OS 

22  May 

80 

OS 

1 

1350 

Junction  Box  Mark  43  Mod  0  Validated  Mar  84 . . . . 

MIL-J-21994B 

OS 

31  Moy 

78 

OS 

L 

1350 

Mine  Cose  Mork  25  Mod  1  Validated  Mar  84  . . . . . . . . 

Mll-M-21124 

OS 

19  Nov 

57 

OS 

L 

1350 

Mine  Cose  Mark  36  Mod  2  (Inoctive  For  New  Design) . . . 

Mll-M.2167d  (!) 
NOTICE  1 

OS 

28  May 

86 

OS 

L 

1350 

Nonmognetic  Requirements  For  Spore  And  Speciol  Ports  For  Mines  Mork  56 

And  Mark  57  Validated  May  85 

MII-N.21W5A 

OS 

21  Feb 

73 

OS 

1 

1350 

Porochute  For  Underwater  Mine,  General  Specification  For  Validated  Jon  83  .... 

MIL-P-21904A 

OS 

11  Mor 

77 

OS 

L 

1350 

Porochute  Release  Mechanisms,  General  Specification  For  Validated  May  85. . 

MtL*P'24003  (2) 

OS 

27  Jon 

72 

OS 

L 

1350 

Porchute  Packs,  Generol  Specification  For  Validated  May  65 . . . 

MIL-P-24002 

OS 

06  Jan 

64 

OS 

L 

1350 

Switch,  H/drostotlc,  Mork  110  Mod  0  Validated  Jan  86  REV*MI . . . . 

MIL-S-S1039A 

OS 

01  Jul 

68 

OS 

L 

1350 

Switch,  H)'drostotic,  Mark  63  Mod  0  And  Mod  1  Validated  Jan  86  REV*MI . 

MIL-S.23772  (3) 

OS 

17  Feb 

70 

OS 

L 

1350 

Switch,  Hydrostatic,  Mark  42  Mod  0  Validated  Jan  81  . . . . . . 

MIL-S-21919B 

OS 

11  Jul 

75 

OS 

L 

1350 

Switch,  Hydrostotic,  Mark  41  Mods  0  And  1  Validated  Apr  87 . . . 

MIL-S-21920C 

NOTICE  1 

OS 

23  Apr 

87 

OS 

L 

1350 

Wire  Rope  Assembly,  Mooring,  Mork  ^  Mod  1  Validated  Mar  84 . 

MII-W-21V93B 

OS 

19  Oct 

77 

OS 

L 

1351 

Driver,  Explosive,  Mark  3  Mod  0  Validated  Apr  82 . . 

MIL-D81336A 

OS 

23  Jan 

73 

OS 

L 

1351 

Explosive  Fitting  Mork  7  Mod  0  Validated  Apr  82 . . . . 

MIL-E-23778  (1) 

OS 

20  Aug 

71 

OS 

1 

1351 

Explosive  Fitting  Mork  19  Mods  0  And  1  Validated  Apr  82 . . 

MIL-E-23683A 

OS 

24  Jun 

76 

OS 

L 

1355 

Acoustic  Locoting  Device  (For  Torpedo  Mk  46  Mod  0  . . . 

MIL-A-81327A 

OS 

13  Mor 

85 

OS 

1 

1355 

Actuotor  Validated  Apr  83 . . . . . . 

MIL-A-232828  (4) 

OS 

02  Feb 

77 

OS 

L 

1355 

Actuotor  Assembly  (For  Torpedo  Mk  46  Mod  1)  Validated  Mar  83 . 

MIL-A-82430A  (1) 

OS 

31  Oct 

69 

OS 

1 

1355 

Afterbody  Shells,  Steel,  Welded  Validated  Apr  82 . . . . . 

MIL-A-17051A 

OS 

04  Mar 

76 

OS 

L 

1355 

Alternator  Rectifier  (For  Torpedo  Mk  46  Mods  O,  1,  2,  And  4)  Validated  Aug 

85 

Amplifier  Channel  (For  Torpedo  Mark  37  Mods  0,  2,  And  3)  Validated  Mar  84 

MII-A-81083C  (3) 

OS 

14  Mor 

79 

OS 

L 

1355 

MIL-A-18977D 

OS 

07  Jun 

71 

OS 

L 

1355 

Arming  Device  (Unlooded  And  Loaded)  Mork  2  Mods  1  And  3  (Inoctive  For 

New  Design) 

MIL-A-1981SA  (2) 
NOTICE  1 

OS 

31  Oct 

86 

OS 

L 

1355 

Arming  Device  Mark  6  Mod  O  (Torpedo  Proctice)  (Inactive  For  New  Design) .... 

MIL-A-21001A  (2) 
NOTICE  1 

OS 

31  Oct 

86 

OS 

1 

1355 

Bottery  Section  Assembly  Validated  Apr  82  REVOI . . . . . 

MIL-B-23287  (4) 

OS 

13  Aug 

65 

OS 

L 

1355 

Bottery,  Sea  Water  Validated  Apr  85 . . . . . . . 

MIL-&  82439A  (4) 

OS 

15  Mor 

79 

03 

L 

1355 

Coble  Assembly,  Torpedo  Control,  Mark  6  Mod  0  Validated  Jan  86 . 

MII-C-82614C 

OS 

09  Moy 

78 

OS 

i 

1355 

Coble,  Electric,  Missile,  54<CONDUCTOR  Validated  Jon  86 . . . 

MtL-C.82621  (1) 

OS 

14  Dec 

73 

OS 

1 

1355 

Cable,  Electric,  65*CONDUCTOR  Validated  Jan  86  . . . . 

MIL-C-82630 

OS 

27  Jun 

75 

OS 

1 

1355 

Cable,  Missile  Control,  Torpedo  Tube,  Mk  8  Mod  0  And  Mk  9  Mod  0  Validated 
Jan  86 

Coble,  Torpedo  Control,  Type  (B),  Mk  7  Mods  0,  1,  And  2  Validated  Jon  86 .... 

MIL-C-82622A 

OS 

20  Jun 

75 

OS 

L 

1355 

Mll-C-82629 

OS 

27  Jun 

75 

OS 

L 

1355 

Coil,  Wire  Validated  Mar  84 . . . . . . . 

MII-C-22770H 

OS 

17  Aug 

77 

OS 

1 

1355 

Connector  Kit,  Splice,  Single  Wire  Validated  Jan  86  . 

M11-C-82632A 

OS 

28  No. 

83 

OS 

1 

1355 

Connector,  Coble,  Tube  Door,  Mk  42  Mod  1  Validated  Jan  86 . . . 

MIL-C-82631 

OS 

29  Mar 

74 

OS 

1 

1355 

Connector,  Torpedo  Tube  Cabie,-Mk  47  Mod  0  And  Mk  48  Mod  0  Validated 

Jon  86 

MIL-C-82520A 

OS 

29  Mar 

74 

OS 

L 

1355 

Contoctor  Validated  Apr  82  . . . . . . . . . 

MIL-C-22896A  (1) 

OS 

23  Dec 

69 

OS 

1 

1355 

Contoclor  (For  Torpedo  Mork  37  Mods  0,  2  And  3)  Validated  Mar  84 .............. 

MIL-C-19087A 

OS 

27  Aug 

70 

OS 

L 

1355 

Controller,  Steering  (For  Torpedo  Mark  37  Mod  2)  Validated  Mar  84, . 

MIL-C-22912B 

OS 

09  Sep 

70 

OS 

L 

1355 

Course  Gyroscope  (For  Torpedo  Mk  46  Mods  0  And  1)  Validated  Apr  84  ........ 

MIL-C.81064  (7) 

OS 

30  Mor 

71 

OS 

L 

1355 

Device,  Hit  And  Locoting  (For  Torpedo  Mk  46  Mod  0)  Validated  Apr  84 . 

MIL-D-81068  (1) 

OS 

22  Oct 

65 

OS 

L 

1355 

Electronic  Ponel  (For  Torpedo  Mark  37  Mod  2)(INACT1VE  For  New  Design) . . 

MIL-E-22911D  (2) 
NOTICE  1 

OS 

31  Oct 

86 

OS 

L 

1355 

Environmental  Requirements  And  Tests  (For  Torpedo  Mk  37  Components  And 
Assemblies)  Validated  Mar  84 

MIL-E'82590 

OS 

09  Sep 

70 

OS 

L 

1355 

Exercise  Heod,  Impoct,  Mk  86  Mod  0  (For  Torpedo  Mk  37  Mods  O,  2,  And  3) 
Validated  Apr  83 

Mll-E-e2592 

OS 

14  Sep 

70 

OS 

1 

1355 

Filler,  Bondposs  (Novord  Dwg  1563726)  (For  Torpedo  Mork  37  Mods  0,  2, 

And  3)  Validated  Jun  85 

MII-F-81150A 

OS 

12  Oct 

71 

OS 

L 

1355 

Filter,  Lowpass  (Novord  Dwg  1563732)  (For  Torpedo  Mork  37  Mods  O,  2,  And 

3)  Validated  Mar  84 

MII-F-81154A 

OS 

10  Sep 

70 

OS 

L 

1355 

Grain,  Igniter,  Propellant . . . . . 

MIL-G'82438C 

OS 

13  Sep 

84 

OS 

L 

1355 

GyrO'pendulum  Assembly  (For  Torpedo  Mk  46  Mod  0  And  Mk  46  Mod  1) 
Validated  Apr  84 

MIL-G-81065A  (2) 

OS 

08  Jon 

71 

OS 

L 

1355 

Gyro,  Rote  (For  Torpedo  Mark  37  Mod  0,  1,  2  And  3)  Validated  Avg  81.....  .. 

MIL-G-18853C 

OS 

29  Aug 

75 

OS 

L 

1355 

Gyro,  Steering  (For  Torpedo  Mork  3/  A^ods  O,  0)m(,  1,  2,  3)  Validated  Jun 

85 

Igniter  Validated  Mar  83. . . . . . . . . . 

MIL-G.190270  (1) 

OS 

08  Dec 

72 

OS 

L 

1355 

Mll-1'82437  (3) 

OS 

29  Apr 

69 

OS 

L 

1355 

Instrumentation  Assembly  (For  Exercise  Head  Mk  85  Mod  0,  Mod  1,  Mod  2, 

Mod  3,  &  Mod  4) 

MII-F82431A  (4) 

OS 

09  Aug 

84 

OS 

L 

1355 

Inverter  (For  Torpedo  Mork  37  Mods  O,  0}m{,  1,  2,  And  3)  Validated  Mar  84 

MII-M9028E 

OS 

03  Moy  71 

OS 

1 

1355 

logic  Assembly  (For  Exercise  Head  Mk  85). . . . . 

MIL*L*82452  (6) 

Ob 

16  Oct 

84 

Ob 

1 

1355 

Motor,  Dire.'  Current  (For  Torpedo  Mk  46  Mod  1)  Validated  Apr  84 . 

Ma-M'82433A 

OS 

05  Apr 

72 

OS 

L 

1355 

Oscillator  Subossembty  (Novord  Dwg -1563736)  (For  Torpedo  Mork  37  Mods  0, 

2,  And  3)  Validated  Mar  84 

MIL-0-81151A 

OS 

17  Dec 

70 

OS 

1 

1355 

Oscillator  Subassembly  (Nose  Dwg  No.  1563731)  (Torpedo  Mork  37  Mods  O 

And  1 )  Validated  Mar  84 

MIL-0'811448 

OS 

19  Nov 

70 

OS 

1 

1355 

Oscillogroph,  Type  Iv  (For  Torpedo  Mork  37  Mod  1)  Validated  May  84  ............ 

MIL-O.23550/4A  (1) 

OS 

30  Dec 

65 

OS 

1 

1355 

Oscillograph,  Type  V  (For  Torpedo  Mork  46  Mod  0)  Validated  May  84 

MIL-O-23550/5  (1) 

OS 

30  Dec 

65 

OS 

L 

1355 

Osciilogrophs,  General  Specificolion  For  Validated  May  84 . . . . . . 

MII-O-23560C  (2) 

OS 

16  Sep 

71 

OS 

L 

1355 

Panel,  Component,  Recording  (For  Torpedo  Exercise  Section  Mork  64  Mod  2 
Validated  Mar  84 

MII-P-23B10A  (3) 

OS 

26  Oct 

70 

OS 

1 

1355 

Pendulum  (For  Torpedo  MK  37  Mods  0,  2,  And  3)  Validated  Mar  84 . . . 

MII.P.19023D 

OS 

19  Nov 

70 

OS 

t 

1355 

Plug'in  Unit  For  Test  Set,  Echo  Simulator  (U)  Validated  Jul  79. . . . 

MIL-P-23108  (1) 

OS 

09  Aug 

63 

OS 

L 

1355 

Positioner,  Step  (For  Torpedo  Mk  37  Mod  2)  Validated  Jun  85. . . . 

MIL-P-19277B 

OS 

o 

c.* 

Z 

o 

< 

72 

OS 

127 
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L 

1355 

Power  Supply^  High  Voltage  (For  Torpedo  Mork  37  Mods  2  And  3)  Volidafed 

Aug  8) 

MIL-P-19086E 

OS 

25  Jul 

75 

OS 

1 

1355 

Power  Supply,  Rectifier  (For  Torpedo  Mark  37  Mod  0)tn(,  2,  And  3)  Votidated 

Jun  85 

MII.P.82500A 

OS 

09  Aug 

71 

OS 

L 

1355 

Power  Unit  (For  Torpedo  Mk  46  Mod  \)  . . . . . . . . . 

MIL-P-82427C 

OS 

13  Mor 

85 

OS 

L 

1355 

Pressure  Transducer  (For  Torpedo  MK46  Mod  O  And  Mod  L)  VaUdoled  Apr  87 
REV.MI 

MIL-P-82459  (1) 
NOTICE  1 

OS 

01  Jul 

68 

OS 

1 

1355 

Pump,  Fuel  Validated  Apr  87 . . . . . . . . . 

Mll-P-82436  (3) 
NOTICE  1 

OS 

23  Apr 

87 

OS 

1 

1355 

Pump,  Seo  Woier  Validated  Apr  85  . . . . . . . . . . . 

MIL-P-82442  (5) 

OS 

30  Mor 

79 

OS 

L 

1355 

Rear  Cover  (For  Torpedo  Mark  37  Mod  2  And  Mod  3  (Inoctlve  For  New 

Design 

MIL-R-82507A 
NOTICE  1 

OS 

31  Ocl 

86 

OS 

1 

1355 

Rear  Cover  Assembled  Unit  (For  Torpedo  Mork  37  Mods  O  And  1)  Validated 

Jun  85 

MIL-R-81158A 

OS 

14  Mor 

66 

OS 

L 

1355 

Recorder  Assembly  (For  Torpedo  Exercise  Section  Mark  64  Mod  2)  Validated 

Mar  84 

MIL-R-23811  (3) 

OS 

25  Sep 

69 

OS 

L 

1355 

Reguiotor  Assemby,  Corbon  Dioxide  Pressure  Validated  Jut  85... . . . . 

MIL'R-8244IA  (1) 

OS 

08  Dec 

80 

OS 

1 

1355 

Relay  Ponel,  Firing  (For  Torpedo  Mork  37  Mods  O,  0)m(,  1,  2,  And  3) 

Validated  Mar  84 

MIL-R-190460 

OS 

12  Nov 

70 

OS 

L 

1355 

Reloy,  Sensitive  (For  Torpedo  Mark  37  Mods  0,  0)M(,  t,  2,  And  3)  Validated 

Mar  84 

MIL-R-21187C 

OS 

10  Jon 

71 

OS 

L 

1355 

Section,  Exercise,  Torpedo,  Mark  64  Mod  2  (For  Torpedo  Mork  37  Mods  2 

And  3)  (Inactive  For  New  Design) 

MIL-S-23809C 
NOTICE  1 

OS 

31  Oct 

86 

OS 

L 

1355 

Shell  Blonks,  Steel,  High*tensile  (Torpedoes)  Validated  Apr  82 . . . . . . . 

MII-S-18533A 

OS 

10  Mar 

76 

OS 

L 

1355 

Steel,  Bars  And  Forgings,  Chromium*nickel*molybdenum<vanodium  (For  Torpedo 

Mk  46  Mod  0)  Validated  Apr  82 

MIL-S'81054A 

OS 

23  Sep 

76 

OS 

L 

1355 

Switch,  Firing.  Mark  6  Mod  0  And  1  (Inertia)  For  Exploder  Mechonism  Mork 

19  Series  Validated  Jut  85 

MIL-S-I9S19C 

OS 

25  Jan 

74 

OS 

L 

1355 

Switch,  Firing,  Mark  9  Mod  0  (For  Exploder  Mechanism  Mork  19  Series) 

Validated  Jun  85 

MIL-S-22I35C  (1) 

OS 

11  Apr 

73 

OS 

L 

1355 

Switch,  Hydrostotic,  Mork  24,  Mods  0,  1,  2,  'd  3  (For  Exploder  Mechonism 

Mark  19  Series)  Validated  Jun  85 

MIL-S-19830B  (1) 

OS 

09  Mor 

73 

OS 

1 

1355 

Switch,  Inertia,  Mork  104  Mod  1  (For  Torpedomark  46  Mods  0  Thru  5) . 

MIL-S-81031B  (4) 

OS 

18  Jun 

87 

OS 

L 

1355 

Switch,  Sterilizing,  Mork  1  Mods  O  And  1  (For  Exploder  Mechonism  Mork  19 
Series)  Validated  Jun  85  REV<ES 

MII-S-19816A  (2) 

OS 

09  Mor 

73 

OS 

1 

1355 

Timer  (For  Torpedo  Mork  37  Mod  2)  (Inactive  For  New  Design) . 

MIL-T-22913C 
NOTICE  1 

OS 

31  Ocl 

86 

OS 

1 

1355 

Timer  (For  Torpedo  Mark  37  Mods  0  And  3)  Validated  Mar  84..., . . . . 

MIL-T-19029E 

OS 

27  Aug 

70 

OS 

1 

1355 

Torpedo  Beocon  light  (For  Torpedo  Mark  37  Mods  0,  2,  And  3)  Validated  Jun 

85 

Torpedoes,  Environmental  Requirements, . . . . . 

MIL-T.23824A  (1) 

OS 

04  Nov 

71 

OS 

1 

1355 

MIL-T-ie404  (2) 

OS 

25  Jul 

83 

OS 

L 

1355 

Tronformer,  Discriminotor  (For  Torpedo  Mork  37  Mods  0,  2,  And  3)  Validated 

Jut  79REV.M1 

MIL-T-81148B 

OS 

11  Aug 

72 

OS 

1 

1355 

Tronsducer,  Pressure  Validated  Jut  85 . . . . . . . . 

MIL-T-235e8C 

OS 

23  Moy  74 

OS 

1 

1355 

Vacuum-oirmitrogen  Distribution  System  Validated  Apr  84 . . . . 

Mll-V-82466  (1) 

OS 

24  Nov 

71 

OS 

1 

1355 

Valve  Fuel  Tonk  Pressurization  Validated  Apr  82. . . . . . 

MII-V.82444A 

OS 

29  Jun 

76 

OS 

1 

1355 

Vohre,  Fuel  Interlock  Validated  Mar  83 . . . . . . 

MIL-V.82440  (3) 

OS 

07  Jul 

69 

OS 

L 

1355 

Valve,  Fuel  Shut  Off . . . . . . . . . . . . 

Mll-V-82443  (1) 

OS 

27  Jon 

89 

OS 

L 

1356 

Cartridges,  Explosive  Bolt  (For  Torpedoes  Mark-46  All  Mods) . . . . . 

MIL-C-81093B  (1) 

OS 

23  Mor 

87 

OS 

L 

1356 

Detonator  Mork  57  Mods  1  And  2 . . . . . . . 

MIL-D-19151A  (2) 

OS 

20  Jun 

85 

OS 

L 

1356 

Ingniter,  Torpedo,  Mark  6  Mod  4  (Inactive  For  New  Design  Validated  Apr  82.... 

Mll'M92I0C 

OS 

10  Feb 

76 

OS 

L 

1360 

Arbor,  Depth  Charge,  Mk  7  Mod  3  Validated  Jon  86 . . . . . 

MIL-A-188S9 

OS 

30  Jun 

55 

OS 

1 

1360 

Extender,  Booster,  Depth  Chorge,  Mork  6  Mod  2  Validated  Jan  86 . 

MIL-E-18886 

OS 

30  Jun 

55 

OS 

1 

1360 

Pistol,  Depth  Chorge,  Mark  6  Mod  2  Validated  Jan  66 . . . . 

MIL-P-18887 

OS 

30  Jun 

55 

OS 

1361 

Signal,  Underwater  Sound,  Mark  61  Mod  0  And  Mark  64  Mod  0  Validated 

May  84 

MIL-S-2331 1A 

AS 

02  Jun 

77 

AS 

1365 

Auramine  Hydrochloride  (For  Colored  Smoke  Mixtures)  Validated  Jul  83 . . 

MtL-A-3664 

OS 

9  Jon 

52 

OS 

1 

1365 

Chemical  Agent,  Triphosgene  Validated  Jan  85 . . . . . . 

MIL-C-51276 

EA 

26  Apr 

67 

EA 

1365 

Ch.mical  Ag.nt,  While  Phosphorus  (WP)  USER-MC  REV-MD  AS . 

MIL-C-215C 

EA 

15  Dec 

87 

EA  OS 

1 

1365 

Chemicol  Agent,  Mustard,  Distilled  (HD)  Validated  Jan  82  USER*OS  REV-MD.... 

MII.-C-1205IB 

EA 

23  Jun 

69 

EA 

L 

1365 

Chemicol  Agent,  GB  Validated  May  86 . . 

MII-C-10758D 
NOTICE  1 

EA 

28  Moy  86 

EA 

1365 

Chemicol  Agent,  Cyonogen  Chloride  Validated  Aug  80 . . . . . . 

MIL-C-10463B 

EA 

30  Sep 

58 

EA  OS 

1 

1365 

Chemicol  Agent,  Plasticized  White  Phosphorous  (PWP)..... . . 

MIL-C.00337C 

EA 

20  Feb 

69 

EA 

1365 

Chemicol  Agent,  Mustord,  SImuloted  (Molasses  Residuum  Validated  May  86 
USER-AS  MC  REV-MD 

MIL-C-10856D 
NOTICE  1 

EA 

28  May  86 

EA  OS 

L 

1365 

Chemicol  Agent,  Titonium  Tetrochloride  Vofrdo/ed  Aug  80  . . 

MII-C-357A 

EA 

11  Moy 

60 

EA 

1365 

Contoiner,  For  Floating  Smoke  Pot  Validated  Aug  80  USER-MC..... . . 

MIL-C-11954A 

EA 

26  Aug 

52 

EA  OS 

L 

1365 

Drum,  Pocking,  For  M4A2  Flouting  Smoke  Pot  Validated  Sep  d(7 ........................ 

MIL-D'13242 

EA 

1  Feb 

54 

EA 

L 

1365 

Fuze,  Fiooilng  Smoke  Pot,  M3C7A1  . . 

MIL-r-5i465A 

cA 

2i  Ju'i 

87 

CA 

1365 

Fuze,  Smoke  Pot,  M208  And  Fuze,  Hond  Grenade,  M226  . . . . 

MIL-F-n522F 

EA 

12  Dec 

73 

EA  OS 

L 

1365 

Igniter  . . . . . . . . . . . . . . . 

MIL-I-S1466  (2) 

EA 

13  Jul 

87 

EA 

1365 

Incendiory  Mixture  PT1  Validated  Aug  80....... . . . . . . 

MII-I-10223A 

EA 

29  Aug 

50 

EA  OS 

1365 

Mustord,  H  (Levinstein  Process)  Validated  Aug  80  . . . 

MIL-M-12054A 

EA 

19  Nov 

52 

EA  OS 

1 

1365 

MIL-0-51499A 

EA 

21  Jun 

88 

EA 

1365 

Phosgene  Validated  Aug  80 . . . . . 

MIL-P-10455A 

EA 

18  Apr 

51 

EA  OS 

i 

1365 

Phosphorous,  Red,  Oiled,  Technical  (Metric) . . . 

DOD'P-51463  (I) 

EA 

09  Jun 

82 

EA 

1 

1365 

Pot,  Smoke,  Floating,  He,  M4A2.Components  For . . . . . . . . . . 

MII-P-10334B 

EA 

19  Jon 

84 

EA 

1365 

Pot,  Smoke,  Flouting,  HC,  M4A2  Validated  Aug  64 . . 

IAN.P.637 

EA 

23  Jul 

48 

EA  OS 

L 

1365 

Pot,  Smoke,  Flooting,  HC,  M4A2...... . . . . . . . . . . . 

MIL.P.006378  (1) 

EA 

07  Nov 

86 

EA 

1365 

Pot,  Smoke,  HC,  Ml  Validated  Aug  dD  USER-MC  . . . . . 

MIL-P-12030A 

EA 

12  Aug 

53 

EA  OS 

L 

1365 

Riot  Control  Agent  CR . . . . . . . . . . . . . . . 

Mll-R-51446  (1) 

EA 

30  Aug 

82 

EA 

1 

1365 

Riot  Control  Agent,  CR  Solution . . . . . . . . 

Mll-R-51447  (1) 

EA 

30  Aug 

82 

EA 
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L 

1365 

Riot  Control  Agent,  CS2 . . . .  . . . . . . . . . 

MIL-R-51341  (1) 

EA 

27  Sep  82 

1 

1365 

Riot  Control  Agent,  CS  Capsule  . . . . . . . . . . . 

MII-R-51015B  (1) 

EA 

04  Sep  87 

1365 

Riot  Control  Agent,  CS  Validated  May  S-S  REV*ME  MO . . . . . . 

MIIR-51029C 

EA 

04  Apr  83 

L 

1365 

MIL-R.500900  (2) 
Ma-R-51209 

EA 

18  Nov  88 

L 

1365 

Rubbers,  Synthetic,  For  Chemical  Agent  Compounding  Validated  Aug  80 

REV.MR 

EA 

11  Sep  64 

1365 

Smoke  Pot,  Fiooting,  SGF2,  AN*M7A1 . . . . . . . . 

MIL-S-51235B  (1) 

EA 

26  Jon  88 

L 

1365 

Smoke  Pot,  Fiooting,  SGF2,  AN-M7A1;  Components  For . . . . 

MIL-S-51537 

EA 

16  0cl  87 

1 

1365 

Smoke  Pot,  HC,  30  Pound,  ABC*M5  Components  For..... . . . . 

MIL-S-003793C 

EA 

16  Jul  81 

1 

1365 

Smoke  Pot,  HC,  30  Pound,  ABC*M5 . . . . . . . . . . 

MIL-S-0013183C 

EA 

20  May  86 

1365 

Smoke  Pol,  Oil,  SGF2,  M6  VoUdatfd  Aug  80  USER-MC  REV-OS  . 

MIl-S-nUlF 

EA 

07  Oct  69 

1365 

Smoke  Pot,  30  Pound,  HC,  M5,  Components  For  Validated  Aug  60 . . 

MIL-S-3793B 

EA 

16  Dec  59 

1365 

Smoke  Pot.  30  POUND,  HC,  M5 . 

MIL-S-13183S  (1) 

EA 

27  Moy  86 

1365 

Thickened  Hydrocorbon  Flame  Fuels,  Consistency  Of,  Mobilometer  Test 

Validated  Apr  87  USER-MR  ME 

MlL-STD-1439 
NOTICE  1 

EA 

24  Apr  87 

1365 

Thickener,  Incendicry  Oil,  M4  Validated  Aug  60  US£R*MC. . . . . 

MII-T-50009A 

AR 

18  Aug  60 

1365 

Vegetotion  Control  Agent,  Blue  Validated  May  6i . . . . . 

MII-V.60733A 

EA 

27  Oct  69 

1370 

Actuotor,  Piston,  Minioture . . . . . . . . 

MIL-A-85116 

AS 

25  Nov  80 

1 

1370 

Adopter  Kit,  Marine  Marker,  Mk  34  Mod  0 . . . . . . 

MIIA-23404A 

AS 

02  Dec  82 

1370 

Colcium  Oxolote  (For  Use  fn  Ammunition)  Validated  Jon  80 . . . . 

JAN-C-628 

AR 

30  Jun  48 

L 

1370 

Cortridge,  Photoflosh,  M123A1  Ports  For,  And  loading,  Assembling  And 

Packing 

MIL-C-12910f 

AR 

11  Moy  84 

L 

1370 

Cartridge,  Photoflosh,  M112A1  Ports  For,  And  Loading,  Assembling  And 

Pocking 

MII.C-11233J 

AR 

06  Apr  84 

t 

1370 

Composition,  Storter  Validated  Apr  80 . . . . . . 

Mll.C.81974 

AS 

20  Moy  74 

L 

1370 

Composition,  Trocer,  R*45  Igniter,  K'29  Validated  May  85 . . . . . 

MIL-C-14334 

AR 

06  Jul  56 

L 

1370 

Detonation  Simulator,  Explosive,  M80  Loading,  Assembling  And  Pocking . . 

M1L-D-20505D  .1) 

AR 

10  Jan  86 

1 

1370 

Flore  Cartridge  Assembly  MX3529''ALA*17  &  ALA*17A  Meto’  Parts  For,,..,.,,.,.... 

MIL-F-60036D 

AR 

21  Mar  86 

1 

1370 

Flore  Set,  AN/ALA-17  Assembling  &  Pocking  Validated  Mo/  67  . . . . . 

Mll-f-60037C 
NOTICE  1 

AR 

15  May  87 

L 

1370 

Flore,  Aircraft,  Porochute,  M8A1  Ports  For,  And  Looding,  Assembling  And 

Pocking  Validated  Jan  81 

Mll-f.2036:-B 

AR 

31  Moy  68 

1370 

Flore,  Aircrofi,  Porochute,  Mk  45  Mod  0  Validated  Mar  83...... . . . . . 

Mll-F.81738 

AS 

15  Aug  69 

L 

1370 

Flore,  Infrared  Trocklng,  Mark  33  Mod  0  (Army)  Ports  For  &  loading. 

Assembling  &  Pocking 

Mll-F-70518 

AR 

14  Dec  84 

1 

1370 

Flore,  Surfoce,  Trip,  M49A1  Ports,  And  loodmg.  Assembling  And  Pocking 

Validated  Nov  88 

MIL-F-20420J 

NOTICE  1 

AR 

03  Nov  88 

1 

1370 

Flore,  Trocklng,  Mk  23  Mod  0  Validated  Oet  84 . . . . . . . 

MIL-F.23138 

AS 

03  Jon  62 

1 

1370 

Formulo  For  Binder  Solution  li  Validated  Mar  84  . . . . . . 

MIL-STD-717 

OS 

16  Jun  59 

1 

1370 

Formulo  For  Binder  Solution  Validated  Mar  $4. . . . . . . 

Mll-STD-708 

OS 

24  Mot  59 

1 

1370 

Formulo  For  llluminont  Composition  li  VoUdated  Mar  84.. . . . . 

MIL.STD.718 

OS 

30  Jun  59 

1 

1370 

Formulo  For  Prime  Composition  li  Validated  Mot  $4 . . . . . . 

MII-STD.7X- 

OS 

31  May  60 

1 

1370 

Fu2e  Flore  Mk  364  Mod  O  Validated  Sep  84... . . . . . . . . . 

MIL-F-81739 

AS 

15  Aug  69 

1370 

Igniter,  Electric  Match  Ports  For  And  Loading,  Assem.*"  .g  &  Pocking . . 

Mlt.|-70534  (1) 

AR 

20Ocl  86 

L 

1370 

Igniter,  Rocket  Motor,  PVU<3/E . . . . . . . . 

Mlt-I-85547A 

AS 

28  Mor  86 

L 

1370 

Installation  And  Test  Of  Aircraft  Pyrotechnic  Equipment  In  Aircroft,  Generol 
Specification  For  (Asg)  Validated  Mar  62  REV-ll 

Mll-I-86’2B 

NOTICE  1  (AS) 

AS 

18  Apr  69 

1370 

Mogneslum  Aluminum  Alloy,  Powered  Validated  Mar  81 . . . . 

JAN.M-454  (1) 

AR 

15  Feb  52 

L 

1370 

Morker  Location,  Marine  Dye  AN-M59 . . . . . . . 

MIL-M-13703D  (1) 

AR 

13  don  88 

1 

1370 

Marker,  locotion,  Morine  Mk  25  And  Mods  2  And  3  Validated  Jon  80, . . . 

Mll-M-81392 

AS 

12  Aug  66 

L 

1370 

Marker,  location,  Submorine  Mk  21  Mod  0,  Mk  22  Mod  0,  Mk  23  Mod  0,  And 
Mk  24  Mod  0 

MII-M-23185C 

OS 

07  Moy  84 

t 

1370 

Porochute  Protector  And  Ogive  Assembly,  V/hite  Star  Validated  Apr  88  . . . 

Mll-P.60428  (1) 
NOTICE  1 

AR 

07  Apr  88 

L 

1370 

Pellet,  Red  Phosphorus,  For  Mortar  Cartridge  SIMM  Smoke,  RP,  M819 . 

Mll-P-70550 

AR 

05  Sep  86 

1370 

Phosphorus,  Red,  Slobilized  Validated  Apr  88  USER-MI  REV-OS  . . . . 

MII-P-670A 

NOTIC.  1 

AR 

22  Apr  88 

1370 

Polyvinyl  Chloride  (For  Use  In  Pyrotechnics)  Validated  Mar  88  USER-El  ME........ 

M11.P.20307A 
NOTICE  1 

AR 

21  Mar  88 

1370 

Powder,  Photoflosh  Validated  Mar  84  REV-MI  .. . . . 

MIL-P-466A 

AR 

24  Apr  51 

L 

1370 

Powder,  Photoflosh  Validated  Mar  S4. . . . . . . . . . 

MIL  P-4<1239  (1) 

AR 

15  Jun  78 

1370 

Procedure  For  Determining  Particle  Size,  Portlcle  Size  Distribution,  And  Pocked 
Density  Of  Powdered  Molerlols  Validated  Apr  88  USER-MC  REV-EA  11 

Mll-SiD-1233 
NOTICE  1 

AR 

18  Apr  88 

1 

1370 

Propelfont,  Composite,  Cost,  X-60 . . . . . 

.M;L-P-85548A 

AS 

26  Mor  86 

1 

1370 

Pyrotechnic  First  Fire  Compositions  Validated  Apr  87 . . . . . 

M']  •P-40240 

NOTICE  1 

AR 

27  Apr  87 

L 

1370 

Pyrotechnics,  Method  Of  Determination  Of  Candle-power  And  Color  Value. 
Validated  Jan  81 

Mll-P-20464 

AR 

26  No.  51 

1370 

Pyrotechnics,  Sampling,  Inspection  And  G  Validated  Jon  84  REV-EA  OS  1 1  ...... 

MII-STD-1234 
NOTICE  3 

28  MAY  1973 

AR 

28  Moy  73 

1 

1370 

Pyrotechnics,  Specificotion  For  White  And  Colored  Compositions.  VoUdated 

May  85 

Ml'  .•'■20334A 

AR 

15  Feb  67 

1 

1370 

Quickmeich  Validated  Mar  84  REV-EA  OS . . . . . 

MII-Q-378B 

INT  AMD  1  (PA) 

AR 

30  Aug  63 

1 

1370 

Rack,  Flore  Cy2617/AIA-17  Validated  May  87  . . . . 

MII.R.60040C 
NOTICE  1 

AR 

15  Moy  87 

t 

1370 

Robber,  CHorinoted,  Noturol,  Power  Validated  May  88  . . . . . . . 

/li:-R-60671 

NOTICE  1 

AR 

06  Moy  88 

L 

1370 

Signol  Kit,  Personnel,  Distress,  A  P25S-5A  REV-70..... . . . . . . 

MIL-S-83352B  (3) 

70 

20  Moy  86 

1 

1370 

Signol  Light,  Pistol  Cortridge,  Mk  2  (White)  Mk  2  (Green,  &  Mk  2  (Red)  ( 

Inoctive  For  New  Design) 

MIL-S-18737 

OS 

31  Mor  87 

CUSTODIAN 


EA 

EA 

EA  OS  99 

EA 

EA 

EA  OS 
EA 
EA 
EA 

EA  AS  99 
EA  OS 
EA  OS 
EA  AS 

AR  AS 
EA  AS  99 
AS 
AS 
AR  AS 
AR 

AR 

AS 

AR 

AR 

AR 

AR 

AR 

AS  99 
AR 

AR 

AS 

OS 

OS 

OS 

OS 

AS 

AR 

AS 

AS 

AR  OS 
AR 

AS 

OS 

AR 

AR 

AR  AS 

AR  OS 

AR  OS  11 
AR 

AR  os  18 

AS 

AR 

AR 

AR  AS  99 


AR 

AR 

AR 

AR 

99 

OS 
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1370 

Signol  Mlnioture  Practice  Bomb,  Mk  4  Mod  3  And  Mod  4  Validated  Apr  50...... 

MIL-S-18538 

NOTICE  2  (AS) 

AS 

05  May 

55 

AS  99 

L 

1370 

Signol,  illuminotlon,  Aircroft  Doub!e  Star  AM*M37A2  Through  AN«M42A2  Ports, 
And  loading,  Assembling  And  Packing 

Mll-S.139eE 

AR 

12  Dec 

84 

AR 

L 

1370 

Signol,  llluminotion  Red  Stor,  Distress,  Porachuie,  M131  Ports  And  looding. 
Assembling  And  Packing 

MIL.S-12730E 

AR 

01  Dec 

83 

AR 

1 

1370 

Signol,  Illumination,  Aircraft  Trocer,  Double  Star  AM.M53A2  Through 

AN.M58A2  Parts,  And  loading,  Assembling  And  Pocking 

MII-S-1399E 

AR 

24  Aug 

84 

AR 

L 

1370 

Signol,  Illumination,  Ground  Porochute,  Red  Stor  M126A1,  White  Star, 

M127A1  &  Green  Stor,  M195,  Ports  &  looding,  Assembling  &  Pocking 

MIL-S.13257H  (4) 

AR 

12  Mor 

88 

AR 

1 

1370 

Signal,  llluminotion.  Aircraft,  Single  Stor  AN/M43A2,  AN/M44A2,  And 

M45A2,  loading,  Assembling,  And  Pocking  Validated  May  87 

MII.S-1419D 

NOTICE  1 

AR 

15  May 

87 

AR 

i 

1370 

Signol,  illumination,  Ground,  Green  Star  Cluster  M125A),  Red  Stor  Cluster 

M158,  &  White  Star  Cluster  M159,  Ports  &  loading,  Assembling  &  Pocking 

MII-S-13251G  (4) 

AR 

12  Mar 

88 

AR 

L 

1370 

Signol,  Rocket,  Pistol,  Mk  1  Mods  0,  1,  2,  3,  4,  And  Mk  2  Mods  0  And  1 

Validated  Apr  82 

MtL-S-18S68B 

os 

07  Aug 

72 

OS 

L 

1370 

Signal,  Smoke  &  llluminolicn.  Aircraft  Mork  6  Mod  3................. . . . 

MIL-S.18570C 

AS 

01  Aug 

82 

AS 

i 

1370 

Signol,  Smoke,  Ground  XM202  Thru  XM205  Red,  Yellow,  Green  And  White 

Ports  For  And  looding  Assembling  And  Pocking  Validated  May  67 

Mll.S-48377 

NOTICE  1 

AR 

15  May 

87 

AR 

L 

1370 

Signol,  Smoke,  Ground,  Hand  Held  Porochute,  Green  Smoke,  M128A),  Red 

Smoke,  M129A1,  &  Yellow  Smoke,  M194  Ports  &  lending.  Assembling  & 

Packing 

MIL-S-13303G 

AR 

14  Sep 

84 

AR 

L 

1370 

Signals,  llluminotion.  Aircraft  Doubte>star  AM>M37A2  Through  AN>M42A2 
(Aiternotive  Cose)  Parts,  And  loading,  Assembling  And  Pocking  Validated  Apr 

88 

Simulator,  Atomic  Explosion,  Ml 42  Ports  For  And  Looding,  Assembling  And 

Pocking  Validated  Jan  81 

Mll-S.48251  (1) 
NOTICE  1 

AR 

07  Apr 

88 

AR 

L 

1370 

MIL-S-46528E  (1) 

AR 

26  Nov 

74 

AR 

L 

1370 

Simulator.  Booby  Trop,  Illuminating  Ml  18,  Ports  For,  And  loading.  Assembling 

And  Pocking 

MII.S.10555H  (1) 

AR 

06  Oct 

81 

AR 

L 

1370 

Simulator,  Booby  Trap,  Flosh  Ml  17  Ports  For  And  Loading,  Assembling  And 
Pockaging 

MII-S-10521K 

AR 

04  Jon 

S3 

AR 

1 

1370 

Simulator,  Booby  Trap,  Whistling,  Ml  19,  Ports  For  And  loading.  Assembling, 

And  Packing 

MIL.S-10522K  (1) 
NOTICE  1 

AR 

13  Ocl 

88 

A2 

1 

1370 

Simulator,  Flosh  Artillery  Ports,  And  looding,  Assembling  And  Pocking  Validated 
May  87 

M1L.S.20441C 
NOTICE  1 

AR 

15  Moy 

87 

AR 

1 

1370 

Simulotor,  Flosh,  Artillery,  M21,  Perlormonce  Specificotion  For . . 

MII-S.43433D 

AR 

20  Jon 

89 

AR 

i 

1370 

Simulotor,  Hand  Grenode,  MlldAI  Ports  For,  And  Loading,  Assembling  And 
Packing  REV-MI 

MII-S.10057H  (1) 

AR 

26  Moy 

88 

AR 

1 

1370 

Simulotor,  lounching,  Anti  •  Tonk,  Guided  Missile  &  Rocket,  M22  Performance 
Specificotion  For 

Ma.S.63523A 

AR 

20  S.p 

85 

AR 

1 

1370 

Simulotor,  Projectile,  Ground  Burst,  MnSA2  Ports  For  And  looding.  Assembling 
And  Pocking 

MII-S-10058H  (1) 

AR 

29  Nov 

85 

AR 

L 

1370 

1370 

Simulotor,  Projectile,  Air  Burst,  M74A1  Ports  Fur  And  loading.  Assembling  And 
Pocking 

Simulator,  Projectile,  Airburst,  Liquid  (Spol)  Mil . . . . . . . . 

MII.S.20517H 

MII-S-51S28 

AR 

EA 

04  Jon 

09  Moy 

84 

88 

AR 

1 

1370 

Simulotor,  Torgei  Kill,  Ports  For  And  looding.  Assembling  And  Pocking . 

MIL-S-70536 

AR 

05  Moy 

86 

AR 

1370 

Stoner,  Fire,  NP3,  M2  USER-MC  . 

M11-S-13175H  (1) 

AR 

15  Nov 

85 

AR 

1370 

Static  Acceptance  Test  For  light  Output  Of  Flash  Munitions  Validated  May  77 
USER-MI  MC  REV-n 

MIL-STO-277 

NOTICE  1 

6  JUN  1956 

AR 

01  Feb 

56 

AR  OS 

L 

1370 

Tetronitrocorbazole  (TNC)  (For  Ordnance  Use)  Validated  May  85  REV-0$ . 

MII-T.13723A 

AR 

14  Oel 

59 

AR 

L 

1370 

Tracer  Mork  11  Mod  O  Validated  Mar  87 . . . . . 

MII-T-18755B 
NOTICE  1 

os 

31  Mor 

87 

os 

L 

1370 

Trocer  Mark  5  Mod  1  Validated  Mar  54,...,..,....., . . 

MIL-T.18752 

OS 

24  Jun 

55 

OS 

i 

1370 

Training  Aid,  Rocket  Motor,  GTR-18 . . . 

MIL-T-85545A 

AS 

04  Apr 

86 

AS 

1 

1375 

Actuator  Explosive,  Lrneor,  M2  Ports  For  Validated  Jan  57.......... . . 

MII-A-46545B 

AR 

20  Jun 

66 

AR 

1 

1375 

Actuotor,  Explosive,  linear,  M2  looding.  Assembling,  And  Pocking  Validated 

Apr  88 

MII.A.46556B 
NOTICE  1 

AR 

22  Apr 

88 

AR 

1 

1375 

Actuator,  Piston,  PA535  Ports  For  &  Looding,  Assembling,  &  Pocking.... . . 

MIL-A-70827 

AR 

09  Sep 

88 

AR 

L 

1375 

Adopter,  Priming,  M1A4  REV-MI  ME  CE  YD  AS  Sh  CG  MC  11  01  90  89  13.... 

MII-A-417G 

NOTICE  1 

AR 

24  Ocl 

88 

AR 

Q  L 

1375 

Adhesive  For  Bonding  Demolition  Chorges  To  Structurol  Surfoces.. . . . 

MII-A.60091B 

AR 

04  Apr 

88 

AR 

L 

1375 

Amplifier,  Hybrid,  Radio  Frequency  For  XM122  Firing  Device  Receiver  Validated 
Jan  83 

MIL-A.63117 

AR 

11  Apr 

77 

AR 

L 

1375 

Antenno  For  XM122  Firing  Device  Tronsmitter  Validated  Jan  83  . . 

MIL-A-63109 

AR 

02  Feb 

77 

AR 

1 

1375 

Attochment,  Tow  And  Push  For  Demolition  Kit,  Projected  Charge,  M157  Ports 

For  And  Packing  Validated  Dec  86 

MII..A.46655B  (2) 
NOTICE  1 

AR 

16  Dec 

88 

AR 

L 

1375 

Boa  Assembly,  For  Chorge  Demolition,  Block,  M5A1  &  Charge  Assembly. 
Demolition,  MI83  Validated  Apr  84 

MII.B.60023A 

AR 

14  Moy 

71 

AR 

1 

1375 

Bog,  Convos,  Corrying  For  Demolition  Equipment  Validated  May  87  .................. 

MII.B.12719C 

AR 

09  Moy 

86 

AR 

1375 

Borium  Corbonote  (For  Use  In  Ammunition)  Validated  Mar  81 . 

MII.B.624A 

AR 

28  Apr 

69 

AR  OS 

i 

1375 

Bose  Coupling,  Firing  Device,  Non-metollic,  M2,  Loading,  Assembling  And 

Pocking  Validated  May  67  USER>ME 

MIL-B-II596B 
NOTICE  1 

AR 

08  Feb 

68 

AR 

1 

1375 

Battery,  Dry  For  XM122  Firing  Device  Validated  Mar  88 . 

MII-B.63I16B 
NOTICE  1 

AR 

18  Mar 

88 

AR 

L 

1375 

Benite  Strands . . . . . . . . . . . . 

MII-B-45451B  (4) 
NOTICE  1 

AR 

28  Ocl 

88 

AR 

L 

1375 

Blasting  Agent  -  Tnt  Validated  Apr  86. . . . . . . 

MIL.B.50474  (1) 
NOTICE  1 

AR 

08  Apr 

86 

AR 

•1375 

Blasting  Machine,  Golvonometer,  Biosting,  Resistor  Assembly  Validated  May  79 
USER-YD  MC 

V9.B-411A  (1) 

/AR 

02  Moy 

72 

AR  C*  99 

t 

1375 

Blasting  Mochine,  M$2  Ports  And  Assembly  Validated  Jon  63  . . . . . . . 

MIL-8-50451B 

AR 

01  Jul 

76 

AR 
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L 

137S 

Blostlng  Mochine,  50  Cop,  M34  Validated  Mar  88 . . . 

MIL-B-63094B  (4) 
NOTICE  1 

AR 

18  Mar  88 

AR 

1 

137S 

Blasting  Machine,  Handle  Operated,  Metol  Case  10  Cop  Capocity  Validated 

MIL-B-60410  (2) 

AR 

20  Mo/  88 

AR 

May  88 

NOTICE  1 

L 

1375 

Booster  Assembly,  Inert  For  Demolition  Kit  Cratering,  Training,  XM270  Ports 

MIL-B-53369 

AR 

20  Mo,  88 

AR 

For,  Looding,  Assembling  &  Pocking  Validated  May  88 

NOTICE  1 

L 

1375 

Booster,  Auxiliory,  M122,  Metol  Ports  For,  And  Assembly  And  looding  Of 

Mll.B-50999  (2) 

AR 

21  Jul  76 

AR 

Validated  Feb  82 

L 

1375 

Box,  Containers,  For  Non*etectric  Blasting  Cops  . . . . . . . 

MIL-B-13872C  (2) 

AR 

03  Oct  86 

AR 

L 

1375 

Coble  Assembly  Mork  10MOD  0  (Inactive)  Validated  May  80  . . 

MIL-C-82493 

NOTICE  1 

os 

26  Jul  67 

OS 

1 

1375 

Cop,  Blasting,  Electric,  M6  Inert  Assembly  Validated  Mar  82  . . . . 

MIL-C-46915 

AR 

10  May  63 

AR 

L 

1375 

Cop,  Biosting,  Electric  Inert,  Assembly  Validated  May  87  . . . . . 

MIL-C-11752B 

NOTICE  1 

AR 

05  Sep  75 

AR 

L 

1375 

Cop,  Biosting,  Electric,  M4,  Assembly,  Or  Cop  Assembly,  Biosting,  Connector  & 

MIL-C-45420G 

AR 

20  May  88 

AR 

Electric  Validated  May  86 

NOTICE  1 

L 

1375 

Cop,  Biosting,  Electric,  M6  Ports  For,  And  looding.  Assembling  And  Pocking 

MIL-C-4S468E 

AR 

13  Jan  86 

AR 

REV.OS 

L 

1375 

Cop,  Biosting,  Non'electric,  M7,  looding.  Assembling  And  Pocking . 

MII-C-45469E 

AR 

13  Jan  86 

AR 

L 

1375 

Cop,  Blasting,  Non&eiectric  Inert . . . . . 

MIL-C-4i916C  (1) 

AR 

24  Jul  88 

AR 

L 

1375 

Cop,  Biosting,  Special  Validated  Apr  82 . . . . . . 

MIL-C-0014003B 

AS 

24  Nnv  72 

AS 

1375 

Cop,  Blasting,  Special  Validated  May  88  USER<ME  MC  REV>OS . 

MIL-C-14003A 

NOTICE  1 

AR 

20  May  88 

AR  OS 

1 

1375 

Cops,  Biosting,  Speciol  Validated  Oct  84 . . . . . 

Mll.C.85077 

AS 

12  Dec  77 

AS 

L 

1375 

Cartridge,  Delay,  20  Second  Deloy,  XM252  Ports  looding.  Assembling  And 

MtL-C-60393A 

AR 

30  Aug  68 

AR 

Pocking  Validated  Jan  81 

L 

1375 

Cortridge,  Dumper  Volve,  Mark  22  Mod  0  Validated  Mar  82 . 

MIL-C-22625 

AS 

31  Aug  60 

AS 

L 

1375 

Cose  Assembly,  Corrying,  For  Firing  Device,  Demolition,  M122  Validated  Mar 

MII-C-63284A 

AR 

25  Mar  88 

AR 

88 

NOTICE  1 

L 

1375 

Cose,  Corrying,  M85,  Assembly  For  Kit,  Demolition,  M37  Validated  Apr  64....,.,, 

MIL-C,5002IA 

AR 

14  May  71 

AR 

1 

1375 

Charge  Assembly,  Demolition  Kit,  M37  For  Block  Demolition,  M5A1,  Ports  For 

MIL-C-60032  (1) 

AR 

28  Apr  64 

AR 

looding,  Assembly  &  Packing  Validated  Apr  84 

L 

1375 

Chorge  Assembly,  Demolition,  M183  With  Chorge,  Demolition  Ml  12,  Ports  For, 

MIL-C-50525 

AR 

08  May  70 

AR 

looding,  Assembly,  And  Pocking  Validated  Apr  84 

L 

1375 

Chorge,  Croterlng,  Ports  For  And  looding.  Assembling  And  Pocking.  Validated 

MII.C.13879E  (1) 

AR 

20  May  88 

AR 

May  68 

NOTICE  1 

1375 

Charge,  Demolition,  Shaped,  1516,  Practice,  M2A3  &  HE,  M2A4  Looding, 

MIL-C-2154C 

AR 

07  Moy  76 

AR  OS  99 

Assemblies  &  Pocking  Validated  Jan  83 

1 

1375 

Charge,  Demolition,  Ml  12  Ports  For  And  looding.  Assembling  And  Pocking . 

Mll-C-50523  (1) 

AR 

12  May  87 

AR 

1 

1375 

Charge,  Demolition,  Shoped,  15  IB,  M2A3  And  M2A4,  Ports  For  . . . . . 

MIL.C.13139E  (2) 

AR 

28  Nov  88 

AR 

1 

1375 

Chorge,  Demolition,  M118  Ports  For,  Loading,  Assembling  And  Pocking . 

MIL'C-50850B 

AR 

05  Jan  84 

AR 

1 

1375 

Charge,  Demolition,  Slock,  M5A1,  Assembly  Ports  For,  looding.  Assembling  And 

MIL.C.12918C 

AR 

09  Moy  86 

AR 

Pocking  Validated  May  86 

NOTICE  1 

1 

1375 

Charge,  Demolition  Roll,  M186  Ports,  looding,  Assembling  And  Packing 

MIL.C-60996A 

AR 

09  Moy  86 

AR 

Validated  May  86 

NOTICE  1 

1375 

Charge,  Demolition,  Shoped,  40  lb,  M3A1  And  M3  Proctice,  looding. 

MII.C-46594B  (1) 

AR 

09  May  tt6 

AR  99 

Assembling  And  Pocking  Validated  May  86 

NOTICE  1 

L 

1375 

Charge,  Demolition,  Shaped,  40  lb,  M3A1  And  M3  Practice  Metol  Ports 

MII-C-46550C 

AR 

13  Mor  69 

AR 

Assembly  Validated  Apr  84 

L 

1375 

Chorge,  Demolition,  Lineor,  M96  And  M58  loading  And  Assembling  Validated 

MIL-C-46501C 

AR 

29  Jul  65 

AR 

Jan  81 

1 

1375 

Charge,  Demolition,  He,  lineor,  MS8,  W/fuze  And  Charge,  Demolition,  Inert, 
Linear,  M68,  W/inert  Fuze  looding,  Assembling  And  Pocking  Validated  Mar 

88 

Chorge,  Demolition,  Tnt,  Block,  1/4  Pound,  1/2  Pound,  And  1  Pound  Validated 

MII.C-4655BC 

NOTICE  1 

AR 

18  Mar  88 

AR 

1 

1375 

MII-C-46246F 

AR 

16  Dec  88 

AR 

Dee  88 

NOTICE  1 

L 

1375 

Chorge,  Explosive,  Springing  For  ROD, EARTH, BLAST-ORIVEN,M13.  Validated 

Mll-C-13882 

AR 

23  Dec  54 

AR 

Apr  81 

1 

1375 

Chorge,  Propellont,  Increment  XM185  (M185)  (Mode  From  PropeKont  M9) ........ 

Mll-C-60913  (5) 

AR 

22  Feb  89 

AR 

L 

1375 

Charge,  Propelling,  For  Seporote  looding  And  Semifixed  Ammunition  USER'MC 

Mll.C.20327 

NOTICE  1 

AR 

12  May  87 

AR 

L 

1375 

Chorge,  Propelling  For  Rocket  .Motor,  M4  Validated  May  85 . . . . . . 

MII-C-4S461 

AR 

29  Jan  60 

AR 

1 

1375 

Chorged,  Demolition,  Block  Inert,  1  Pound  Ports  And  looding.  Assembling  And 

M1L-C.11504C 

AR 

01  Oct  64 

AR 

Pocking  Validated  Apr  84 

L 

1375 

Circuit,  Demolition  Inert,  For  Demolition  Kit,  Crotering,  Troining,  XM270 

Mll-C-63373 

AR 

05  Feb  87 

AR 

Assembly  B»  Pocking  Validated  Feb  87 

NOTICE  1 

L 

1375 

Circuit,  Demolition,  For  Demolition  Kit,  Crotering,  M180  Assembling  And 

MII-C-46853B  (1) 

AR 

05  Jon  84 

AR 

Pocking 

L 

•375 

Clip,  Cold,  Deionoting,  Ml  VatiJaUd  Ce*.  58..  .  . . .  ...  .  .... 

MII-C-50919S 

NOTICE  1 

AS 

!6  Dec  28 

AR 

L 

1375 

Composition  86/14  RDX/WAX  . . . . . . . . . . . . . . . . 

MIL-C-60051  (!' 
NOTICE  1 

AR 

30  Jan  87 

AR 

1 

1375 

Composition,  Deloy  Validated  Apr  86  REV.EA  OS  . . 

Mll.C-13739,  (.) 
NOTICE  1 

'R 

08  Apr  86 

AR 

L 

1375 

Cone,  Glass  Validated  Apr  83.,.. . . . . . . . . . . . 

Mli-C-20356 

AR 

27  Nov  51 

AR 

1375 

Cord,  Delonoling  Valldoled  May  79  USER-MC  YD  CG  REV-EA  99 . 

MII-C-17124C  (2) 

INT  AMD  3 

AR 

15  Aug  75 

AR  OS 

1375 

Cord,  Oetonoting . . . . . . . . . . . . . 

MIL-C-0017124D  (1) 

AR 

30  Dec  88 

AR 

1375 

Cryptogrophic  Equipment  Destroyer,  Incendiary,  TH4,  M2A1  Validated  May  84 

MIL-C-10244G  (1) 

AR 

12  Moy  71 

EA  OS  99 

USER-MC  REV.EA 

1 

1375 

Cryptogrophic  Equipment  Destroyer  Incendiory,  TH4,  M1A2 . . . . . 

MII.C-0012469J  (2) 

AR 

23  Aug  82 

AR 

L 

1375 

Cryptographic  Equipment  Destroyer  Incendiary,  TH4,  M2A1 . . . . . . . 

MII-C-0OI0244H  (1) 

AR 

18  Mor  80 

AR 

131 
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1375 

Cryptogrophic  EquipmenJ  Destroyer,  Incendiory,  TH4,  MlA2  REV*6A  70 

MIL.C  12469K 
NOTICE  1 

AR 

13  Oct 

83 

AR 

os 

99 

L 

1375 

Cyp,  leod  Assembly  For  Fuzes,  PO,  M551  &  M533  Validated  Mar  . . 

MIL.C-60940  (1) 
NOTICE  1 

AR 

22  Mor 

88 

AR 

1 

1375 

Cyclotol  Validated  Jon  82 . . . . . . . . . . 

Mll*C.13477C 

AR 

09  Jul 

75 

AR 

L 

1375 

DC  To  DC  Inverter,  Electronic  Timer  Module  Validated  Mar  83  . . . 

Mil-0-63144A  (1) 
NOTICE  1 

AR 

18  Mor 

88 

AR 

L 

1375 

Oeloy  Detonator  Assembly  (Dwg,  C-9207798)  Validated  Apr  85  . . . . 

MIL  D'505B4  (1) 

AR 

16  Jul 

73 

AR 

L 

1375 

Delay  Element  M2,  For  Fuzes  M557  And  MS24  Ports  For  And  loodmg. 

M1L-D>48n6 

AR 

14  Nov 

72 

AR 

Assembling  And  Pocking  Validated  Apr  85 

1 

1375 

Deloy  Element  M53  looding.  Assembling  And  Pocking  . . . .  . 

MIL  0-14951A  (1) 

AR 

31  Dm 

36 

AR 

L 

1375 

Deloy  Element,  M2,  Ports  For  And  looding,  Assembling  And  Pocking  Validated 

Mll-D'45486F 

AR 

13  feb 

76 

AR 

Jan  83 

L 

1375 

Deloy  Element,  Non*deloy  Ml  loading,  Assembling  And  Pocking  Validated  Mo^ 

82 

Deloy  Flement,  Cortridge,  M5  Assembly  . . . . . . . . . 

Mil.D-13512B 

AR 

24  Mor 

64 

AR 

L 

1375 

MII  D-46534A  (1) 

os 

08  Mor 

89 

OS 

L 

1375 

Delay  Or  Non>de1oy  Element,  M9  loading,  Assembling  And  Pocking  Validated 

MII.D-46206D 

AR 

10  Aug 

66 

AR 

Jon  SI  REV.EA 

L 

1375 

Demolition  Kit,  Torpedo  Bongolore  MlA2.  He  looding.  Assembly  And  Pocking 

MIL-D.2087C  (2) 

AR 

18  Mor 

88 

AR 

Validated  Mar  88 

NOTICE  1 

1 

1375 

Demolition  Kit,  Pro|ected  Charge,  Ml73,  And  Practice,  Mt74  looding, 

MII.D.46688A  (2) 

AR 

17  Apr 

79 

AR 

Assembling  And  Pocking  Validated  Feb  85 

L 

1375 

Demolition  Kit,  Bongolore  Torpedo,  MlA2  And  Torpedo,  Bongolore,  MlAl, 

Mll  D-20888  (2) 

AR 

20  Mo, 

88 

AR 

Inert  Ports  For  Validated  May  88 

NOTICE  1 

1 

1375 

Demolition  Kit,  Projected  Chorge,  M157  Ports,  Assembly  And  Pocking  Validated 

MIL'D-45472C 

AR 

30  Apr 

65 

AR 

Apr  84 

1375 

Demolition  Kit,  Projected  Charge  MlEl,  loading.  Assembling  And  Pocking. 

Mtl-D>454nB 

AR 

20  Mo, 

88 

AR 

99 

Validated  May  88 

NOTICE  1 

1375 

Demolition  Kit,  MIEI,  Contoiner  And  Accessories  Validated  May  88  ................. 

MIL-D'454I2B 
NOTICE  : 

AR 

20  Moy 

88 

AR 

99 

1 

1375 

Demolition  Kit,  Catering,  M180  Assembling  And  Pocking  . . . . . . 

Mll.D-509088 
NOTICE  1 

AR 

16  Dec 

88 

AR 

L 

1375 

Demolition  Kit,  Cratering,  Troining,  XM270  Inert  Assembly  &  Pocking  Validated 

MIL-D-53376 

AR 

05  Ftb 

87 

AR 

Feb  87 

NOTICE  1 

1 

1375 

Destructor,  He,  Universal,  MIO  Assembly  Ports,  loading.  Assembling  And 

MII.D-12957C 

AR 

09  Moy 

86 

AR 

Packing  Validated  May  66 

NOTICE  1 

1 

1375 

Detonotor  Electric  M9^  (T61)  Ports  For  loodmg.  Assembling,  And  Packing 

Mll.0.48221 

AR 

11  Jun 

73 

AR 

Validated  Apr  85 

1 

1375 

Detonotor  MK  50  Mod  0  Validated  Feb  84.. . . . . . . . . 

Mil-D-18581 

OS 

25  May 

55 

OS 

1375 

Detonotor  MK  59  Mod  0  Validated  Jun  82  REV*AR  . . . . .  .. 

MIL-D'185658 

AS 

21  Mor 

69 

AS 

99 

L 

1375 

Detonotor  Mork  56  Mod  0  Validated  Sep  84 . . . . .  .. 

MII-D'I86I6 

AS 

13  Jun 

55 

AS 

1 

1375 

Detonotor  Mk  22  Mod  0  Validated  Sep  84 . . 

Mlt.0-18503 

AS 

25  Apr 

55 

AS 

1 

1375 

Detonotor  Mk  27  Mod  0  Validated  Sep  64 . . . . . . . . 

Mil  D-18504 

AS 

25  Apr 

55 

AS 

L 

1375 

Detonotor  Mk  45  Mod  0. . . . . . . . . 

Mll-0- 18506  (2) 
NOTICE  1 

OS 

27  f«b 

87 

OS 

L 

1375 

Detonotor  Stob  M59  loodmg.  Assembling  And  Pocking  . . . . . . 

MII  D-50865A  (2) 

AR 

12  Nov 

87 

AR 

L 

1375 

Detonator  Stob  M24  Ports  For,  And  loooing.  Assembling  And  Pocking  . . 

MII-D-46256B 

AR 

09  Moy 

86 

AR 

1 

1375 

Detonotor,  Deloy,  Electric,  PA506,  Ports  For,  And  loading.  Assembling  And 

MIL.D-63197  (1) 

AR 

20  Moy 

88 

AR 

Pocking  Validated  May  88 

NOTICE  1 

1 

1375 

Detonotor,  Electric,  MlOO  Ports  For  And  loading.  Assembling  And  Peeking  ....... 

MU-D-48120A  (2) 

AR 

16  Apr 

84 

AR 

L 

1375 

Detonator,  Electric,  PA500  Ports  For,  loading,  Assembling  And  Pocking 

MIL-D-48865  (1) 

AR 

30  Jon 

87 

AR 

Validated  Jan  87 

NOTICE  1 

1 

1375 

Detonator,  Electric,  Mork  71  Mod  1  . . . . . . . . . 

Mll  D-85294  (1) 

AS 

13  Jun 

86 

AS 

1 

1375 

Detonotor,  Electric,  T76,  Metal  Ports  For  Validated  Apr  85  . . . . . . 

MllD-45470 

AR 

28  Mor 

60 

AR 

L 

1375 

Detonator,  Electric,  XM65  Ports  For  Validated  Apr  83  . . . . . 

Mlt.D.60094 

AR 

30  Oct 

64 

AR 

1 

1375 

Detonator,  Electric,  XM65  loading,  Assembling  &  Packing  .. ..... ....................... 

Mlt-0-60095  (1) 

AR 

10  Aug 

81 

AR 

1 

1375 

Detonator,  Flash,  M80  Ports  For  And  loading.  Assembling  And  Pocking . 

Mil  D-14140C 
NOTICE  1 

AR 

12  Moy 

87 

AR 

1 

1375 

Detonotor,  Flosh,  XM85  Ports  &  loading,  Assembling  &  Pocking  Validated  May 

MIL  0-50868A 

AR 

09  May 

86 

AR 

86 

NOTICE  1 

1 

1375 

Detonotor,  Flosh,  M49  Ports  For  looding.  Assembling  And  Pocking  Validated 

MII-D.12798C 

AR 

08  Moy 

87 

AR 

May  87 

NOTICE  1 

L 

1375 

Detonotor,  Flosh,  M87  Ports  For,  loading.  Assembling  And  Packing  Validated 

MIL  D  603888 

AR 

21  Mor 

75 

AR 

Jan  8 1 

1 

1375 

Detonotor,  Flosh,  XM97  Ports  For,  And  looding  Assembling  And  Pocking 

Mtl-D-30540 

AR 

15  Jun 

70 

AR 

Validated  Mar  82 

L 

1375 

Detonotor,  Flosh,  PA502  Ports  For,  loading.  Assembling  And  Peeking  Validated 

MIL-O  63058 

AR 

19  Nov 

75 

AR 

Jan  82 

1 

1375 

Detonotor,  Flosh,  M21  looding.  Assembling  And  Pocking  Validated  Apr  85 . 

MIL'D-46286 

AR 

26  Sep 

60 

AR 

1 

1375 

Detonotor,  Fiosn  m8o  Ports  t-or,  cooomg,  Assemotmg  Ano  Pockmg  Vc:.aatea 

MIL  u-5Cy7SA 

Ak 

3i  Dec 

74 

AR 

Mar  82 

L 

1375 

Detonotor,  Flosh,  M17  Ports  For  And  looding.  Assembling  And  Pocking .  . 

MIL-0*4t4063  (1) 
NOTICE  1 

AR 

12  May 

87 

AR 

L 

1375 

Detonotor,  M23  Ports  For  Validated  Apr  85 . . . . . . 

MIL-D-4628<, 

AR 

26  Sep 

60 

AR 

L 

1375 

Detonotor,  M31A1  Ports  For,  And  looding.  Assembling  And  Pocking  Validated 

MII-0.46653B 

AR 

29  Oei 

73 

AR 

Apr  SO  REV.EA 

t 

1375 

Detonotor,  m35,  Ports  For  Validated  Feb  82  . . . . . . 

MiLD-46r:A 

AR 

27  Mar 

64 

AR 

1 

1375 

Detonator,  Stob  M47  loading,  Assembling  And  Pocking  Validated  Mar  83  .... ... 

:  ->143 

AR 

15  Apr 

75 

AR 

L 

1375 

Detonator,  Stob  M46,  Ports  For  Validated  Apr  85  ..........................  . .« 

MII-D.45482B 

AR 

15  Apr 

65 

AR 

1 

1375 

Detonotor,  Stob  M46  loading,  Assembling  And  Pocking  Validated  Dec  88  ... 

Mtl-D-45483B  (1) 
NOTICE  1 

AR 

16  Dec 

88 

AR 

L 

1375 

Detonotor,  Stob.  XM91  looding.  Assembling  And  Pocking  Validated  Apt  65 . .... 

MIL  O-4e046A 

AR 

16  Aug 

73 

AR 

L 

1375 

Detonotor,  Stob,  M55  looding,  Assembling  And  Pocking  . . 

Mll-D- 14978a  (3) 

AR 

24  Jon 

89 

AR 
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1 

1375 

0«tonotor«  Stab,  M99  Parts, (or  And  loading,  Assombting  And  Pocking . . . 

MII-D-48025A  (1) 

AR 

08  Aug  88 

AR 

1 

1375 

Oetonotor,  Stob,  M63  Parts  For  looding,  Assembling  And  Pocking  Validated 

MIL-O-13570C 

AR 

22  Apr  75 

AR 

Mar  82 

1 

1375 

Detonator,  Stab,  M94  Ports  For  And  loading,  Assembling  And  Pocking 

MII-D-48111A  (1) 

AR 

22  Nov  88 

AR 

Validated  Sav  83 

NOTICE  1 

1 

1375 

Oetonotor,  Stob,  M61  loading,  Assembling  And  Packing  Validated  Dec  55........ 

MIL'D-454410  (1) 
NOTICE  1 

AR 

16  Dec  88 

AR 

L 

1375 

Detonator,  Stob,  M42  loading.  Assembling  And  Pocking  Validated  Jan  8J  ........ 

MII.O-60362A 

AR 

07  Moy  75 

AR 

L 

1375 

Detonator,  Stob,  PA503  Ports  For,  loading,  Assembling  And  Pocking  Validated 

Mll-D-63059 

AR 

15  Oct  75 

AR 

Jan  82 

L 

1375 

Oetonotor,  Stab,  PASO)  Ports  For,  loading.  Assembling  And  Pocking  Validated 

Mll.D-63057 

AR 

19  Nov  75 

AR 

Jan  82 

L 

1375 

Detonator,  Stob,  T37  loading.  Assembling  And  Pocking  Validated  Mar  88  ........ 

MIL.O.50379  (1) 
NOTICE  1 

AR 

22  Mar  88 

AR 

L 

1375 

Detonator,  Stob,  M50  Ports  For  And  loading.  Assembling  And  Pocking . . 

MIL.D-60093A  (1) 

AR 

03  Jan  83 

AR 

L 

1375 

Detonator,  Stob,  M4l  Ports  For  Validated  Apr  85 . . . . 

Mll-D-60332 

AR 

15  Apr  65 

AR 

L 

1375 

Oetonotor,  Stab,  M44E1,  Ports  For,  And  Loading,  Assembling  And  Pocking . . 

MII-D-46209C 
NOTICE  1 

AR 

12  May  87 

AR 

L 

1375 

Detonator,  Stob,  XM58,  loading.  Assembling  And  Pocking  Validated  Mar  88  .. 

MII.D.46647B  (1) 
NOTICE  1 

AR 

22  Mor  88 

AR 

1 

1375 

Oetonotor,  Stob,  m58  Ports  For  Validated  Apr  85 . . . 

Mll-D-46592 

AR 

30  Sep  61 

AR 

L 

1375 

Oetonotor,  Stob,  M22  Parts  For,  loading.  Assembling  And  Pocking  Validated 

MIL-D.46219B 

AR 

13  Apr  76 

AR 

Mar  82 

L 

1375 

Detonator,  Stob,  M98,  (T83E1)  Par  1  :or.  And  looding.  Assembling  And  Pocking 

MIL-D-50420A  (1) 

AR 

01  Moy  86 

AR 

1 

1375 

Detonator,  Stob,  M23  Looding,  Assembling  And  Pocking  . . . . . 

MIL'D'45282 

NOTICE  1 

AR 

12  May  87 

AR 

L 

1375 

Oetonotor,  Stab,  M13,  Ports  For  Validated  Apr  $5 . . . . . . . 

MIL-0-46299 

AR 

26  0cl  60 

AR 

L 

1375 

Detonator,  Stab,  M45,  loading,  Validated  Apr  85 . . . . . . 

MIL-D-46284 

AR 

26  Sep  60 

AR 

L 

1375 

Detonator,  Stob,  M45  Ports  For  Validated  Apr  85 . . . . . . . 

MIL-D-46285 

AR 

26  Sep  60 

AR 

L 

1375 

Detonator,  Stab,  M20,  looding.  Assembling  And  Pocking  Validated  Mar  55  ...... 

MIL-D-46262A  (1) 
NOTICE  1 

AR 

22  Mor  88 

AR 

L 

1375 

Oetonotor,  Stab,  Ml3,  Loading,  Assembling  And  Pocking  Validated  Apr  85 . 

MIL>D>46404 

AR 

26  Oct  60 

AR 

L 

1375 

Detonator,  Stob,  Ml8,  loading.  Assembling  And  Packing  Validated  Mar  55 . . 

M1L-D-46432B  (1) 
NOTICE  1 

AR 

22  Mor  88 

AR 

1 

1375 

Detonator,  Stob,  M19A2,  looding.  Assembling  And  Pocking . . . 

MIL-D-46462B  (1) 
NOTICE  1 

AR 

12  Aug  81 

AR 

L 

1375 

Detonator,  Stob,  Ml8,  Ports  For  Validated  Mar  82 . . 

MIL-D-464058 

AR 

20  Feb  64 

AR 

1 

1375 

Oetonotor,electric,  P  A537  Ports  For  &  looding,  Assemblies  &  Pocking  . . . 

MlL-D-70826 

AR 

09  Sep  88 

AR 

1 

1375 

Oinitrotoluene  For  Use  In  Explosives  Validated  Jon  82  USEft*MC . . . 

MIL-O-204A  (1) 

INT  AMD  2  (PA) 

AR 

23  Aug  63 

AR  OS 

1 

1375 

Document  Destroyer,  Emergency  (ncendiory,  M4  Validated  Feb  84 . . . 

MIL-D-63266  (1) 

AR 

04  Aug  78 

AR 

1 

1375 

Driver,  Cos  Operated  Mark  8  Mod  0  Validated  Feb  89  . . . . 

MIL-D-82490  (1) 
NOTICE  1 

OS 

23  Feb  89 

OS 

1 

1375 

Oye,  1,  4.0IEMTHYIAMINO-ANTHRAQUINONE  (For  Colored  Smoke  Mixture.) 

MIL-D.21354 

OS 

3  Jon  59 

OS 

Validated  Jul  83 

L 

1375 

Dynamite  (Commerciol)  Validated  Jan  83 . . . . . . . . 

MIL-D-60365  (1) 

AR 

15  Nov  68 

AR 

1375 

Dynamite,  Military,  Ml  Validated  Jen  81 . . . . . 

MIL-D-45413B 

AR 

30  Apr  75 

AR  OS 

99 

1375 

Explosives,  Biosting  Agent,  Slurry,  With  Boosters,  Militory  Construction 

MIL-E-29236 

YD 

29  Mor  85 

CE  YD 

99 

USER-MC  REV-OS 

1375 

File  Destroyer,  Incendiary,  ABC  M4  USER*MC  . . . . . . . 

MIL-F-13549F  (5) 

AR 

30  Jol  70 

AR  OS 

L 

1375 

Firing  Device,  Demolition  Pull  Type,  Mi  loading,  Assembling  And  Pocking 

MIL-F-46657D  (1) 

AR 

06  Moy  76 

AR 

Validated  Jan  83 

L 

1375 

Firing  Device,  Dsmolitlon,  Oeloy  Type,  Mi  Ports  For  And  looding  Assembling 

MIL-F.)3893E  (5) 

AR 

20  Moy  88 

AR 

And  Pocking  Validated  May  88 

NOTICE  1 

L 

1375 

Firing  Device,  Multi  Purpose,  M142  Ports,  Assembly.  And  Pocking  . . 

MIL-F-63090A  (3) 

AR 

03  May  84 

AR 

L 

1375 

Firing  Device,  Non>metollIc,  Pull  Type,  T35E1,  looding.  Assembling  And  Pocking 

MIL-F-46283 

AR 

19  Sep  60 

AR 

Validated  Apr  51 

1 

1375 

Firing  Device,  Pull  Release  Type,  M3  Ports,  looding.  Assembling  And  Packing 

MIL-F-46298C  (1) 

AR 

06  Moy  76 

AR 

Validated  Jon  83 

L 

1375 

Firing  Device,  Pressure  Release  Type,  M5  And  M5  Inert  Assembly  Ports  For  And 

MIL-F.50495A 

AR 

05  Nov  75 

AR 

looding.  Assembling  And  Packing  Validated  Mar  82 

1 

1375 

Firing  Kit,  Demolition,  Efectricol  Xm  147E1  Validated  May  88 . . 

MIL-F-46524A  (1) 
NOTICE  1 

AR 

20  May  88 

AR 

1375 

Formula  For  Test  Solvent  (For  Fuel  Thickeners)  Validated  Apr  83 . . . . . 

MS-602A 

EA 

18  Feb  77 

EA  SH 

68 

L 

1375 

Fuse,  Biosting,  Time,  M700,  &  Fuse,  Biosting,  Time,  Inert,  looding.  Assembling 

MIL-F-45I44D  (1) 

AR 

27  Jon  88 

AR 

00  Packing  REV-EA 

1 

1375 

Fuse,  Firecrocker,  30'SECOND  Validated  Jun  87 . 

MIL-F-18405  (2) 

os 

17  Moy  72 

OS 

1 

1375 

Fuse,  Sofety  (Bickford  Type) . . . . . . . . . . . . 

MIl-F.20412 

M/^Tjrc  1 

AR 

12  May  87 

AR 

L 

1375 

Fuze,  Demolition  Kit,  Ml  134  With  Detonotors  Ports  For . 

MIL-F-46570D 

AR 

15  Jon  82 

AR 

1375 

Fuze,  Demolition  Kit,  Ml  134  looding.  Assembling  And  Pocking  Validated  Mar 

MIL-F-46571E 

AR 

23  Mor  88 

AR 

99 

88 

NOTICE  1 

1 

1375 

Fuze,  Demolition  Kit,  M1134A3  looding  Assembling,  &  Pocking . . . 

MIL-F-70737 

AR 

16  Nov  87 

AR 

1 

1375 

Fuze,  Dummy,  Demolition  Kit,  M1134  And  T1302E2  Ports  And  Assembling 

MIL-F-465610 

AR 

22  Mor  88 

AR 

Validated  Mar  55 

NOTICE  1 

t 

1375 

Grease,  Silicone  For  Use  With  Ammunition  Validated  Mar  82  . . 

MIL-G-14931 

AR 

22  Nov  68 

AR 

L 

1375 

Grenade  XM74,  Hemispheres  For  Validated  Mar  55..... . . 

MIL-G-63343  (2) 
NOTCIE  1 

AR 

22  Mor  88 

AR 

1 

1375 

Holder,  Blasting  Cop,  M8  Validated  May  55 . . 

MIL-H-48398 
NOTICE  1 

AR 

20  May  88 

AR 

L 

1375 

Igniter,  Biosting  Fuse,  Friction  Type,  M3A1  looding.  Assembling  And  Pocking 

MIL-I-12597C  (1) 

AR 

06  Dee  77 

AR 

VolldateJ  Feb  84  REV-EA 
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L 

1375 

Igniter,  Electric,  M59,  Ports  For  And  loading,  Assembling  And  Pocking 

MIL-I-46434C  (1) 

AR 

30  Jon 

87 

AR 

VaJIdoted  Jon  87 

NOTICE  1 

1 

1375 

Igniter,  Jet  Engine,  Mk  243  Mod  2  VoUdoted  Apr  82. . . . . . . . . . 

Mlll-22027 

AS 

13  Moy 

59 

AS 

1 

1375 

Igniter,  Time,  Blosting  Fuse,  Weotherproof,  M60,  Ports  For  &  looding, 

MII-I.394G 

AR 

22  Mor 

88 

AR 

Assembling  &  Pocking  Validated  Mar  88 

NOTICE  1 

1375 

Ignition  Cylinder,  flame  Thrower,  Portable,  Ml  Validated  May  64  USER«MC  ...... 

Mll-l-l  I525G 

INT  AMD  2  (MU) 

AR 

13  Nov 

69 

AR  OS 

1 

1375 

Ignition  Element  Electrical  Loading,  Assembling  And  Pocking  VoUdoted  Jan  86.... 

MIL-I-50867B  (1) 

AR 

06  Ocl 

78 

AR 

L 

1375 

Ignition  Element,  Electric,  Mark  10  Mod  0  Validated  May  87......... . . 

Ma-l-23488  (1) 
NOTICE  1 

AS 

14  May 

87 

AS 

L 

1375 

Increment,  Propellant,  XM90  (M90). . . . . . . . . . 

MIL'I-46912  (4) 

AR 

01  F.b 

84 

AR 

L 

1375 

Increment.  Propellant,  M90E1  Validated  Jan  66 . . . . . 

M1Ld.l4729A  (1) 

AR 

06  Aug 

73 

AR 

L 

1375 

Initiator,  Detonating  Cord,  Mark  2  Mod  0  (  Inoctive  For  New  Design)  Validated 

MIL-l-18672  (2) 

OS 

20  Aug 

71 

os 

Jan  80 

L 

1375 

Integroted  Circuit,  Digitot,  Cmos  Control  And  Timing  Base,  Monolithic,  Silicon.... 

MIL-l-48632  (1) 

AR 

23  Jul 

88 

AR 

1375 

Integrated  Circuit,  Digital,  CMOS  logic  Array  Monllthic  Silicon . . . 

MIL-l-48634  (2) 

AR 

20  Feb 

89 

AR 

L 

1375 

Intermediote  Frequency/discriminolor/squore  Amplifier  Hybrid  For  XM122  Firing 

MII-I-63120A 

AR 

13  Feb 

81 

AR 

Device  Receiver  Validated  Jan  87 

NOTICE  1 

1375 

Kit.  Clossified  Document  Destructor,  Drum  Type  . . . . . . . . . . 

X-K  001274A  (1) 

t 

15  Jun 

72 

1 

1375 

leod,  Exposive,  PA534  Parts  For  &  loading.  Assembling  &  Pocking . . 

Mll-l-70828 

AR 

09  Sep 

88 

AR 

1 

1375 

Leod,  Multi.purpose  Parts  For,  And  Loading,  Assembling  And  Pocking  Validated 

MIL-1-48065B 

AR 

01  Apr 

77 

AR 

Jan  83 

L 

1375 

leodi,  Exploiive,  PA509,  PA512,  PA513,  PA5U,  PA514,  PA517  And  PA521j 

MIL't-63246B  (4) 

AR 

02  Mor 

87 

AR 

Parts  For,  And  loading.  Assembling  And  Pocking 

L 

1375 

liner  (Titanium  Dioxide  And  Wox)  For  Use  In  Cartridges . . . . . . 

MIU-48176B 

AR 

08  Moy 

85 

AR 

1375 

Monganese  Deloy  Composition  Validated  Jul  83  REV.AR  . . . . . . 

MIL-M-21383A  (1) 

OS 

06  Jun 

77 

EA  OS 

1 

1375 

MAX*2  Explosive  Validated^Apr  87 . . . . . 

MIL-M-46263 

NOTICE  1 

AR 

27  Apr 

87 

AR 

L 

1375 

Microdenlonotor  Clip  Assembly  Parts  For  Validated  Feb  84 . . . . 

MIL-M-63248 

AR 

07  Nov 

77 

AR 

L 

1375 

Motor  Detonator  Assembly,  Rocket,  Inert,  For  Demolition  Kit,  Crotering, 

MIL-M-63375 

AR 

20  Mo^ 

88 

AR 

Training,  XM270,  Loading,  Assembling  &  Packing  Validated  May  88 

NOTICE  1 

1 

1375 

Motor,  Rocket,  Metal  Ports  For  &  looding  Assembly  For  Demolition  Kit, 

MII-M’640I5  (2) 

AR 

23  Sep 

86 

AR 

Cratering,  M180 

L 

1375 

Munition  For  Proiectile,  155MM,  M692/M731  Detonoting  Cord  Assembly  For 

MIL-M-481S5A  (4) 

AR 

16  Dec 

66 

AR 

Validated  Der  88 

NOTICE  1 

L 

1375 

Munition  For  Projectile  1^5MM,  M692/M731  Delay  Detonotor  For  Validated 

MIL'M-48183A  (1) 

AR 

22  Nov 

88 

AR 

Nov  88 

NOTICE  1 

L 

1375 

Pock  Assembly,  Porochute  Mark  33  Mod  0  Validated  Aag  83 . 

Mll-P-82494 

OS 

26  Jul 

67 

OS 

L 

1375 

Poper,  Nitrocellulose  Bose . . . . . . . . . . . 

Mll-P-70475 

AR 

08  Jun 

84 

AR 

1 

1375 

Pellet,  Rdx  Validated  Apr  87 . . . . . . . . 

MII.P-454B68 
NOTICE  1 

AR 

27  Apr 

87 

AR 

1375 

PeKels/gronuIes  Boron/potossium  Nitrote  . . . . . . . . . . . 

MI1..P.46994B  (2) 

AR 

12  Nov 

87 

AR 

1 

1375 

Plunger,  Delay  Ml,  Ports  For  Validated  Mar  88 . . . . . 

M1L-P-20378D  (1) 
NOTICE  1 

AR 

22  Mor 

88 

AR 

L 

1375 

Plunger,  Delay,  Ml,  loading.  Assembling,  And  Packing.  Validated  Mar  82* . 

MII-P-10480D  (1) 

AR 

10  Moy 

76 

AR 

1 

1375 

Polystyrene,  Unmodified  (For  Use  As  A  Binder  In  Explosives).  Validated  May  79 

MII-P-55025 

AR 

23  Jun 

58 

AR 

REV.MI  AR 

L 

1375 

Powder,  Ignition,  Gasless,  A*1A  . . . . . . . 

MII-P-22264A  (1) 

AS 

28  Sep 

88 

AS 

L 

1375 

Power  Supply  Mark  112  Mod  1  Validated  May  84 . . . . . 

Mll-P-82491  (1) 

OS 

20  Sep 

71 

OS 

L 

1375 

Primer  Percussion,  M29A1  loading,  Assembling  And  Packing  Validated  Mar  82 

Ma.P-2496D  (1) 

AR 

26  Jon 

68 

AR 

REV-EA 

L 

1375 

Primer,  Boltery,  Stoby  Electric  PA536  Ports  For  loading.  Assembling  & 

MILP-70825 

AR 

09  Sep 

88 

AR 

Pocking 

L 

1375 

Primer,  Electric,  XM114  Parts  For,  And  loading.  Assembling,  And  Pocking 

MIL-P-50265 

AR 

21  Apr 

69 

AR 

Validated  Mar  82 

1 

1375 

Primer,  No.  1  1/2  Validated  Avg  88 . . . . . . . . 

MII-P.11824C 
NOTICE  1 

EA 

17  Aug 

88 

EA 

1 

1375 

Primer,  Percussion,  M42  Ports  For  And  loading.  Assembling  And  Pocking 

MIL-P-20444C 

AR 

19  Mar 

86 

AR  OS 

Validated  Mar  86  REV-EA 

NOTICE  1 

1 

1375 

Primer,  Percussion,  Modified  209,  looding.  Assembling  &  Pocking . . . 

MIL-P-70433 

AR 

30  Jon 

84 

AR 

L 

1375 

Primer,  Percussion,  M39A1  Ports  For,  And  looding.  Assembling  And  Pocking 

MIL-P-12951F  (1) 

AR 

04  Mar 

85 

AR 

REV-EA  OS 

L 

1375 

Primer,  Percussion  M32  looding.  Assembling  And  Packing  Validated  Mar  86 ...... 

MIL.P-60316A  (1) 
NOTICE  1 

AR 

17  Mor 

86 

AR 

L 

1375 

Primer,  Percussion,  M54  Ports  For  &  loading.  Assembling  &  Pocking  . . . 

MIL-P-133928  (3) 

AR 

05  Nov 

87 

AR 

L 

1375 

Primer,  Percussion,  M35,  loading,  Assembling,  And  Pocking.  Validated  Mar  82.. 

MII-P-46425A 

AR 

18  Feb 

64 

AR 

L 

1375 

Primer,  Percussion,  M27,  Ports  For  Validated  Mar  88..... . . . . 

MIL-P-46542A  (3) 
NOTICE  1 

AR 

22  Mar 

88 

AR 

t 

1375 

Primer,  Percussion,  M29a1,  Ports  For  Validated  Mar  52  kcV>cA  . . . 

M?L*r*HW44A 

AR 

16  Dec 

43 

AR 

L 

1375 

Primer,  Percussion,  M36,  Ports  For.  Validated  Mar  82 . . 

MIL-P-46465A 

AR 

18  Feb 

64 

AR 

1 

1375 

Primer,  Percussion,  M32,  Ports  For  Validated  Apr  80  . . . . 

MIL-P-40314  (1) 

AR 

20  Nov 

73 

AR 

L 

1375 

Primer,  Slob  M26  Ports  For,  Loading,  Assembling  And  Packing  Validated  Feb 

MIL-P.40049A 

AR 

29  Apr 

74 

AR 

87  REV-EA 

NOTICE  1 

1 

1375 

Primer,  Stab  M72  loading.  Assembling  And  Packing  Validated  Mar  88  . . 

MII-P-14139A  (1) 
NOTICE  1 

AR 

22  Mor 

88 

AR 

L 

1375 

Primer,  Slob,  M45  looding.  Assembling,  And  Packing  Validated  Mar  88  ............ 

MIL-P-40345  (1) 
NOTICE  1 

AR 

22  Mar 

88 

AR 

1 

1375 

Primer,  Stob,  M56  Ports  For  And  loading.  Assembling,  And  Pocking  Validated 

MIL-P-48760 

AR 

06  Jun 

75 

AR 

May  87 

NOTICE  1 

1 

1375 

Primer,  Stob,  MSS  Ports  And  looding.  Assembling,  And  Pocking  Validated  Apr 

Mll-P-48250 

AR 

09  Apr 

86 

AR 

86 

NOTICE  1 

1 

1375 

Primer,  Stob,  M97  Ports  For  Validated  Mar  82... . . . . . 

Mll-P-6<X)25 

AR 

10  Apr 

64 

AR 
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1 

1375 

Primer,  Stab,  M97  Loading,  Assembling  And  Pocking  Volidated  Mor  86 . 

MIL-P-60026  (1) 
NOTICE  1 

AR 

22  Mor 

88 

AR 

L 

1375 

Primer,  Stab,  PA505  Parts  For,  And  Looding,  Assembling  And  Pocking  Validated 
Feb  84 

MIL-P-63198  (1) 

AR 

28  No. 

77 

AR 

L 

1375 

Primer,  Stab,  PA515  Validated  Jan  86 . . . . . . 

MIL-P-63297 

AR 

14  Dk 

78 

AR 

1 

1375 

Primer,  Stob,  T103E1  looding,  Assembling  &  Pocking  Validated  Jan  63 . 

MII.P.60321  (1) 

AR 

26  0el 

76 

AR 

L 

1375 

Priming  Assembly  Demolition,  M15  Ports,  looding,  Assembly  And  Packing 

Validated  Apr  85 

Mll-P-60034 

AR 

01  Apr 

64 

AR 

L 

1375 

Priming  Assembly  For  Oemolttlon  Chorge  Assembly,  Mt83,  Ports,  looding, 

Assembly  And  Pocking 

M1L-P-50911A 

NOTICE  1 

AR 

16  Dec 

88 

AR 

05 

L 

1375 

Priming  Mixture,  Wet  Mix,  For  Small  Arms  (F.  A.  No.  70  And  F.  A,  No.  70A.... 

Mll-P-18601  (1) 

os 

16  Jon 

87 

1 

1375 

Process  Oil  (For  Use  With  Ammunition)  . . . . 

Mll-P.14796  (2) 
NOTICE  1 

AR 

18  Nov 

88 

AR 

1375 

Propellont  Artillery  Validated  Jan  62 . . 

MIL-P-270A 

AR 

02  Feb 

59 

AR 

OS 

L 

1375 

Propellont  Mi  For  Use  In  Chorge,  Propelling,  XM164  Validated  Jan  81  . 

MIL'P-48348 

AR 

24  Ocl 

74 

AR 

L 

1375 

Propellont  Ml  For  Use  In  90MM  Cortridges  Validated  May  87^ . . . 

MIL.P-48759 

NOTICE  1 

AR 

28  May 

87 

AR 

L 

1375 

Propellant  M10  For  Use  In  Cortridges,  For  57MM  Rifle,  M16  And  M16AI 

Validated  Jon  81 

MII-P-4805IA 

AR 

04  Jun 

75 

AR 

L 

1375 

Propellont  M30  For  Use  In  Cortridge,  105MM,  Apds*t,  M728  Validated  May  87 

MILP-48266A 

NOTICE  1 

AR 

28  Mo, 

87 

AR 

1 

1375 

Propellont  M30A1  For  Use  In  Chorge,  Propelling  XM20)£2  Validated  Jan  61  .... 

MIL'P-48366  (1) 

AR 

30  Sep 

74 

AR 

L 

1375 

Propellant  M30AI  For  Use  In  Charge  Propelling  M203 . . 

MII.-P-48367B 

NOTICE  1 

AR 

22  Mor 

88 

AR 

L 

1375 

Propellont  M30A2  For  Use  In  Chorge  Propelling,  M188  And  M188E1  For  8  Inch 
Projectiles  Validated  Jan  83 

MIL-P-48181C 

AR 

28  Jon 

77 

AR 

L 

1375 

Propellant  M6  For  Use  In  Cartridge  102MM,  HEP*T,  M327  Validated  Apr  85  .... 

MIL-P-48058 

AR 

18  Apr 

72 

AR 

1 

1375 

Propellont  M6  For  Use  In  Cortridge,  105MM  APERS*T,  M494  Validated  Apr  85 

Mll-P-48231 

AR 

02  Aug 

73 

AR 

1 

1375 

Propellant  M6  For  Use  In  Charge  Propelling,  175MM,  M199  &  M86A2B1 

Validated  Dee  88 

MIL-P-46230C 

NOTICE  1 

AR 

16  Dec 

88 

AR 

1375 

Propellont,  H8  Validated  Jan  81  RtV*t4 . . . . . 

MIL'P-23929A 

AR 

12  Ocl 

64 

AR 

OS  99 

L 

1375 

Propellont,  Ml  For  Use  In  Charge,  Propelling,  M67  For  105MM  Howitter 

Validated  Apr  85 

MIL-P-603188 

AR 

02  Apr 

74 

AR 

1 

1375 

Propellont,  M30  For  Use  In  Cartridge,  105MM,  Apds*t,  M392A2  Validated  May 

87 

MIL.P-46489C  (1) 
NOTICE  1 

AR 

28  Mo, 

87 

AR 

1 

1375 

Propellont,  M5,  For  Use  In  And  Cartridge,  90MM,  Heot,  M371  And  M371E1 
Validated  Apr  85 

MIL'P-46426A 

AR 

11  Aug 

65 

AR 

1 

1375 

Propellant,  M9  For  Use  In  Charge,  Propelling,  M36A2  Validated  Apr  85 . 

MIL-P-48127 

AR 

04  Ocl 

72 

AR 

1 

1375 

Radiogrophic  Testing  Requirements  For  Solid  Propellents  REV>AR . 

Mll-STD.1166 
NOTICE  1 

Ml 

14  Jon 

83 

Ml 

1 

1375 

Reel,  Wire,  Firing  Model  1942  Validated  Apr  81  . . . . . 

MIL-R-13873 

AR 

23  Dec 

54 

AR 

1 

1375 

Relay,  Explosive,  XM11  Validated  Mar  88  R£V*MI . . . 

MIL-II-60443  (1) 
NOTICE  1 

AR 

22  Mor 

88 

AR 

L 

1375 

Reloy,  Explosive,  XM&10  looding,  Assembling  And  Pocking  Validated  Jon  81 
REV.Ml 

MII-R-46903B 

AR 

16  Aug 

65 

AR 

1 

1375 

Reloy,  Explosive,  XMlO  Ports  For  Validated  Apr  85  REV*MI..... . . . 

MII-R-46904B 

AR 

13  Aug 

65 

AR 

1 

1375 

Relay,  Ml.  loading,  Assembling,  Ard  Packing.  Validated  May  87  REV'Mi . 

MIL-R-12744A 
NOTICE  1 

AR 

30  Dec 

60 

AR 

1 

1375 

Reloy,  M2,  looding,  Assembling,  8  Pocking . . . . . . . . . . 

MIL-R-46448 

NOTICE  1 

AR 

12  Moy  87 

AR 

1 

1375 

Reloy,  m3,  loading.  Assembling,  8  Pocking,  Validated  May  87 . 

Mll.R-46449 

NOTICE  1 

AR 

30  Dec 

60 

AR 

1. 

1375 

Relay,  M4,  loading.  Assembling,  8  Pocking . . . 

Mll-R-46450 

NOTICE  1 

AR 

12  May  87 

AR 

1 

1375 

Reloy,  M5,  Looding,  Assembling,  8  Packing . . . . . . 

MIL'R-46451 

NOTICE  1 

AR 

12  Moy  87 

AR 

1 

1375 

Relay,  M7,  Ports  For  Loading,  Assembling  And  Packing  Validated  Jon  81  . 

MII-R-46453D 

AR 

14  Feb 

75 

AR 

1 

1375 

Skid,  Launching,  Demolition  Chorge,  M3  Ports  And  Assembly  Validated  Jon  81 

MII-S-46681C  (2) 

AR 

20  May  66 

AR 

L 

1375 

Sleeve,  Encasement,  Nylon,  Knitted  Validated  Mar  82  . . . 

MIL-S-46989A 

AR 

18  Dec 

63 

AR 

1 

1375 

Squib,  Electric,  M3,  Manufocture  And  Assembly  Validated  Apr  82 . . . . 

MIL-S-46997  (1) 

Ml 

14  Nov 

75 

Ml 

OS 

L 

1375 

Squib,  Electric,  Mk  7  Mod  0  Validated  Jun  80 . . . . . 

MIL-S  81196  (1) 

05 

25  Aug 

71 

L 

1375 

Squib,  Electric,  M2,  Ports  For  And  Loading,  Assembling  And  Pocking  REV>EA  .... 

MII.-S-45428D  (2) 
NOTICE  1 

AR 

16  Dec 

88 

AR 

L 

1375 

Squib,  One  Ampere,  No  Fire  (  Inoctive  For  New  Design)  Validated  Sep  79. . 

MII-S-B1271  (2) 

05 

15  Moy  73 

OS 

L 

1375 

Sulfur.  Commercial  Grade  (For  Use  With  Ammunition)  Validated  Jon  82 . 

Mll.S-14929 

AR 

30  Aug 

68 

AR 

i 

1375 

Switch,  Driver  Mork  76  Mod  O  Validated  May  84  REV*MI  . . . . 

MIL-S'82489  (1) 

05 

27  Jul 

70 

OS 

L 

1375 

Switch,  Integrator  Mork  62  Mod  2  Validated  May  84  REV-MI . . 

MIL-S'82492  (1) 

OS 

05  Nov 

76 

OS 

1 

1375 

Switch,  Squib  Mork  65  Mod  O  Validated  May  84  REV-MI........... . . 

MIL-5-82487  (1) 

OS 

19  Aug 

70 

OS 

1 

n75 

Thruster  Propellont  Actuoted,  XM24  Ports  For  And  Loodino.  Assembllno  And 
Pocking  Validated  May  85 

MII-T-46682A  (1) 

AR 

10  May 

66 

AR 

L 

1375 

Torpedo,  Bongolore,  MlAl  Inert  Assembly  Validated  Apr  63 . . . 

MIl-T-13391 

AR 

21  Apr 

54 

AR 

L 

L 

1375 

1375 

Tripod  Assembly,  Demolition  Kit,  M180,  Metol  Ports  For  And  Assembly... .......... 

Tungsten  Deloy  Composition  Validated  Apr  81 . . . . 

MIL-T-50595C  (1) 
MIL-T-23132A  (1) 

AR 

AS 

09  Oct 
03  Jon 

87 

73 

AR 

AS 

L 

1375 

Warhead,  For  Demolition  Kit,  M180  Ports  8  Looding  Assembly  . . . . 

MII-W-50928C  (1) 

AR 

10  Jun 

88 

AR 

1 

1375 

Worheod,  For  Demolition  Kit,  M180  Metol  Ports  For  Validated  May  68, . 

MIL-W-63071A  (1) 
NOTICE  1 

AR 

20  May 

88 

AR 

1 

1375 

Worheod,  Inert,  For  Demolition  Kit,  Trolning,  XM270  looding  Assembly 

Validated  Feb  87 

Mll-W-63374 
NOTICE  1 

AR 

05  Feb 

87 

AR 

1 

1375 

Zirconium  Hydride  Validated  Jul  83 . . . . . . . . 

MIL-Z-21353 

05 

9  Jun 

59 

OS 

L 

1376 

Acceptonce  And  Description  Sheets  (For  Propellonis  And  Explosives)  Validated 

Jan  83 

MIL-STD-1171 

AR 

15  Jon 

71 

AR 

L 

1376 

Acid,  Mixed  (For  Use  In  Nitrotion  Of  Explosives) . . . . . 

MIL-A-30210  (1) 
NOTICE  1 

AR 

30  Jan 

87 

AR 
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1 

1376 

Adhesive  MR*23  (For  Use  fn  AmniunlKoft)  Validated  Apr  87... . . . . 

MIL.A-50926A 
NOTICE  1 

AR 

27  Apr 

87 

AR 

1376 

Ammonium  Picrote  (Explosive  D)  Validated  Apr  88 . . . . . . 

MII-A.166C 

NOTICE  1 

AR 

25  Apr 

88 

AR  os  99 

1 

1376 

8ol!  Powder,  Igniter  (BPl)  (For  Use  In  Chorges,  Propelling  For  Artillery  Systems) 

MIL-B-48387  (1) 

AR 

02  Feb 

89 

AR 

Validated  Feb  89 

NOTICE  1 

1376 

Ballistic  Acceptance  Test  Requirements  For  Solid  Propelloni  For  Connon  REV4E 

D0D-STD0469 

AR 

08  Aug 

8S 

AR 

L 

1376 

Borlum  SuHote  Validated  May  65  . . . . . . . . . . . . . 

MIL-B-A8177 

AR 

30  Mor 

73 

AR 

L 

1376 

Casting  Solvents  For  OIA,  OGK  And  AHH  Propellants  Validated  Apr  $$.... . . 

MII.C-I3609B 
NOTICE  1 

AR 

25  Apr 

88 

AR 

1 

1376 

Cellulose  Acefote  For  Use  In  Propeilont  Powder.  Validated  Jon  83  REV»MR ........ 

Mll.C.20301 

AR 

21  Nov 

SI 

AR  OS 

1 

1376 

Cellulose  Nitrate,  Plostic  Sheets  Validated  May  85 . . . . . 

MIL-C-A8061 

AR 

05  Feb 

73 

AR 

1376 

Cellulose.  Cotton  (For  Use  In  Explosives)  Validated  Jan  88  REV*MR  . . . . 

MIL-C-206A 

INT  AMD  2  (AR) 

AR 

09  Jun 

88 

AR  OS  99 

L 

1376 

Composltloo  A'3,  Type  li  (With  Polyethylene)  Validated  Apr  87 . . . . 

MII.C.632)7 

NOTICE  1 

AR 

27  Apr 

87 

AR 

1376 

Composition  6  Validated  Apr  86  REV.EA  . . . . . 

MII-C.401E 

NOTICE  1 

AR 

10  Apr 

86 

AR  OS  99 

1 

1376 

Composition  B«3  . . . . . . . . . . . . 

MIL-C-451138 

AR 

24  Aug 

83 

AR 

L 

1376 

Composition  B4  Validated  May  85  9.^ . . . . . . . 

MIL.C-46652  (2) 

AR 

20  Aug 

73 

AR 

1376 

Composition  C*3  Validated  Apr  82  USER>CO  AS  . . . . . . . 

MIL-C.427A 

os 

13  Sep 

68 

OS  99 

L 

1376 

Composition  C>4  Validated  Apr  87  .  ......  . . . . . . 

MII.C-45010A  (3) 
NOTICE  1 

AR 

27  Apr 

87 

AR 

1 

1376 

Composition  CH>6  Validated  Jut  81.. . . . . . . . 

MII.C-21723A  (1) 

os 

29  Nov 

72 

OS 

L 

1376 

Composition  0*2  REV>GS . . . . . . . . 

MIL-C-I8164A  (1) 
NOTICE  1 

OS 

23  Jul 

86 

OS 

t 

1376 

Composition,  Tungsten,  Oeloy  Validated  Apr  86  . . . . . . . . . 

Mll-C-48141  (1) 
NOTICE  1 

AR 

08  Apr 

86 

AR 

t 

1376 

Compositions  A-3  And  A‘4  Validated  Apr  88  REV.EA  0$  99...... . . 

MII-C-440C 

NOTICE  1 

AR 

25  Apr 

88 

AR 

1 

1376 

Deloy  Composition,  Tungsten  Fluorocarbon  Copolymer . . .  . . . 

A\IL-D-82710 

os 

05  Dec 

84 

L 

1376 

Demolition  Kit.  Blasting,  YM26  (Blasting  Agent)  . . . . . . . . 

Mll-D-63260 

AR 

07  Dec 

80 

AR 

L 

1376 

D|.(2.ETHYtHEXYl)-API0ATE  VaMottd  Jan  B7 . 

MII.D-13383  (1) 
NOTICE  1 

AR 

27  Jon 

87 

AR 

1376 

Oiozodinltrophenol  (Tobular)  Validated  May  85 . . . . . . . 

JAN.D-552 

AR 

27  Apr 

so 

AR  AS 

1 

1376 

Oimethylphtholote  (For  Use  In  Explosives)  Validated  May  85  R£V.£A . . . 

JAN.D709  (1) 

20  fEB  68 

AR 

1  Jun 

49 

AR 

1 

1376 

Ethylene  Glycol  Olnitrote  (Egdn)  Validated  Apr  86 . . . . . . 

MIL-E-4S226 

NOTICE  1 

AR 

08  Apr 

86 

AR 

1376 

Explosive  Composition  A5  Validated  Jen  83  REV.EA . . . . . 

M'l-E-UWOB  (4) 

INT  AMD  5  (AR) 

AR 

13  Dec 

76 

AR  OS  99 

1 

1376 

MIL.E-464MA  (3) 
NOTICE  1 

AR 

25  0cl 

88 

AR 

1376 

Explosive  Composition,  H0X  Type  Validated  Apr  88  USER'Ml  MC  REV*99 . 

MIL.E.22267A 
NOTICE  1 

AR 

22  Apr 

88 

AR  OS 

1376 

Explosive  Composition  AS . . . . . . . . . 

MII.E-0014970C 

AR 

29  Moy  87 

AR 

1376 

Explosive,  Oestcx  'request  For  Issue  Must  Be  Sent  Via  Commending  Officer, 

Mll-E-82732 

os 

24  Sep 

85 

OS 

Novol  Ordnance  Stotion,  Stondordizotion  Division  (524),  tndion  Heod, 

Maryland  20640 

Ql 

1376 

Explosive,  Flexible  Validated  Apr  86  REV-MI . . . . . . . . 

MII.E-46676A 
NOTICE  1 

AR 

08  Apr 

86 

AR  OS  99 

1376 

Explosive,  Plastic  Bonded  Molding  Powder  (P0XN-3)  Request  For  Issue  Must  Be 

MIL.E-82738 

OS 

14  Aug 

85 

OS 

Sent  Vio  Commanding  Officer,  Novol  Ordnonce  Stotion,  Standardization 
DIV.(524}  Indian  Head,  Maryland  20640 

L 

1376 

Explosive,  Piostic-bonded  Molding  Powder  (P0XN-5)  REV-MI  ............................. 

Mll-E-811118 

OS 

23  Oct 

85 

AR  OS 

L 

1376 

Explosive,  Plastic-bonded  Extrudoble  Power,  P0XN-2O2  (Req  Must  Be  Sent 

Mll.E’82746 

OS 

01  Jul 

87 

AS 

Vio'commondlng  Officer,  Novol  Ordnonce  Station, 
Slondordizotion/documentalion  Division  (370),  Indion  Heod,  Md  20640-5000 

L 

1376 

Explosive,  Plastic-bonded,  (njeclion  Moldoble  (PBXN-30)) . . . . . . 

MIL.E'82740 

OS 

IS  Ocl 

86 

OS 

1376 

Explosive,  Sampling,  Inspection  Testing  Validated  May  79  REV-EA  YO.... . . 

Mll-STD-650 

AR 

31  Moy  73 

AR  OS 

NOTICE  3 

31  may  1973 

1376 

Explosives,  Cydotol,  25'75  And  29^71,  Rdx<'tnt  Validated  Jut  83  . . . . . 

MII-E'82668 

OS 

03  Aug 

77 

OS  99 

1376 

Grophlte,  Dry  (For  Use  In  Ammunition)  Validated  Apr  86  USER-ME  REV-EA . 

MIL-G-15SA  (2) 
NOTICE  1 

AR 

25  Apr 

88 

AR  OS  99 

1 

1376 

Guonldine  Nitrate  Validated  Jul  81....... . . . . . . . . 

MIL.G.213S2 

OS 

9  Jun 

59 

OS 

L 

1376 

H  M  X  For  30MM  Ammunition  Validated  May  85 . . . . . . . 

MIL.H-i0589 

AR 

28  Oct 

70 

AR 

1376 

MtL.H.4544/B  (3) 
M»w*H*4S26y  (TJ 

AR 

01  Mov  78 

AR  OS 

1 

’376 

(For  Uso  —  Mui  33 

An 

23  Mor 

85 

AR 

L 

1376 

Hmx'  resin  Explosive  Composition  lX*l4-0  (For  Use  In  Ammunition)  REV-MI........ 

Mll-H-48358  (2) 

AR 

08  Apr 

88 

AR 

1376 

DOD-1-82736 

OS 

85 

OS 

1 

1376 

Increment,  Propellent  MlAl,  M2A1,  M3A1,  M181,  And  M182  (Mode  From 

MIL-I-14961  (3) 

AR 

22  Apr 

88 

AR 

Propellent  M8)  Validated  Apr  68 

1 

1376 

Increment,  Propellent  M5,  T8  &  T9  . . . . . . . 

Mll-1.45170 

AR 

13  Feb 

61 

AR 

L 

1376 

Increments,  Propellent  For  Charge  Propelling  M36At  (Mode  From  Propelloni, 

MII-I.60016A  (5) 

AR 

18  Mor 

82 

AR 

m8)  Validated  Feb  85 

t 

1376 

Itai  AjWe  REV-Mt  EA . . . 

MII-1-30J5A 

AR 

2S  Sep 

62 

ar  os 

1376 

leod  Azide  . . . . .  . . . . . . . . 

Mll-l-003055 

AR 

26  Apr 

85 

AR 

1 

1376 

leod  Azide  RD-1333  (For  Use  In  Ammunition)  REV-EA . . 

Mll.l-4622iC  (2) 

AR 

27  May  87 

AR 

t 

1376 

leod  Mononiiroresofclnote  (Imnr)  Validated  Apr  88................... . . 

MIL-l-46496  (1) 
NOTICE  1 

AR 

25  Apr 

83 

AR 

1376 

leod  Styphnote,  Normo!  Validated  Mar  88  USER-MI  REV-MD  ... ........................ 

Mil.l-757A  (1) 
NOTICE  1 

AR 

21  Mcr 

88 

AR  OS 

136 
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1376 

lead  Styphnate,  Basic  VoHdated  Apr  88  REV'OS  99 . . . 

MII-1.16355C  (1) 
NOTICE  1 

AR 

25  Apr  88 

AR  OS 

1 

1376 

MIL-L-0016355D 

AR 

26  Apr  85 

12  Jon  62 

AR 

1 

1376 

Looding  With  HBX  Compositions  Validated  May  85 . . . . 

MIL-l-14161 

NOTICE  2 

AR 

AR 

L 

1376 

Mlnol  2  Composition  Validated  Apr  86 . . . 

MII-M-1474S  (1) 
NOTICE  1 

AR 

08  Apr  86 

AR 

1376 

Nitrocellulose  REV*MI  EA . . . . . . . . . . . 

MIL-N-244A  (3) 

INT  AMD  4  (AR) 

AR 

'13  Jun  88 

AR  OS  99 

1376 

Nitroglycerin  Validated  May  85  REV>EA  99 . . . . . . . 

MIL-N-246B 

INT  AMD  1  (AR) 

AR 

19  Feb  62 

AR  OS  11 

1376 

Nitroguonidine . . . . . . . . . . . 

MIL-N-(X)494B 

AR 

26  Oct  84 

AR 

1376 

Nitroguonidine  (Picrite)  REV*MI. . . . 

MIL-N.494A  (7) 

AR 

11  Apr  83 

AR  OS 

1 

1376 

Octal  Validated  Jan  63  REV-MI  . 

MIL-0-4S44SB  (1) 

AR 

14  Mar  77 

AR 

L 

1376 

MIL-O-60371A 

AR 

07  Mor  86 

AR 

L 

1376 

PBXN*4  Explosive  Validated  Apr  82  . . . . . . . 

MIL-7-2362S  (2) 

os 

14  Mar  73 

os 

L 

1376 

Pellet,  Explosive  Compositions  (For  Use  In  Ammunition) . . . 

MIL-P-48395  (1) 

AR 

01  Feb  84 

AR 

L 

1376 

Pellet,  Plostic  Bonded  HMX  (95/5)  For  Use  In  Ammunition  Validated  Apr  86...... 

Mll-P-50900 

NOTICE  1 

AR 

08  Apr  86 

AR 

L 

1376 

Pellet,  Tetryl  Validated  Jan  67  REV*EA . . . . . . 

MIL-P-46464A  (1) 
NOTICE  1 

AR 

30  Jon  87 

AR 

L 

1376 

Pellets  (PBX)  For  Use  In  Ammunition  Validated  May  85  . . . . 

MIL-P-S0977 

AR 

02  Oct  72 

AR 

1376 

Pentaerythrite  Tetronitrote  (Petn)  Validated  May  55USER*EA  R£V*M1 . 

MIL.P-387C 

AR 

08  Dec  76 

AR  OS  99 

L 

1376 

Pentoerythrilol  Validated  Jun  88 . . . 

MIL-P-20304 

NOTICE  1 

AR 

13  Jun  88 

AR 

1376 

Pentolite,  50/50  Validated  Mar  84  .„... . . . . . . . . . 

JAN-P-408 

AR 

17  Oct  46 

AR  AS 

L 

1376 

Plostic  Bonded  HMX  (95/5)  Powder  (For  Use  In  Ammunition)  Validated  Apr  86 

MllP-50854 

NOTICE  1 

AR 

08  Apr  86 

AR 

L 

1376 

Polyisobutylene/oii  Gel  Validated  Jan  87  REV*GS  . . . . 

MIL-P-13822  (1) 
NOTICE  1 

AR 

27  Jon  87 

AR 

L 

1376 

Polyvinyl  Acetote  Aqueous  Emulsion  (PAAE)  (For  Use  In  Ammunition)  Validated 

MIL-P-50855 

AR 

31  Mor  71 

AR 

Jan  63 

L 

1376 

Potassium  Oinitrohydroyy  Hydrobentofuroxon  (For  Use  In  Ammunition) 

MIL-P-50486 

AR 

19  Mor  71 

AR 

Validated  Jan  83 

1376 

Powder,  Block  Validated  May  85  R£V*EA . . . . 

MIL  P-223B  (3) 

AR 

15  May  73 

AR  OS  99 

1376 

Powder,  Black,  Sodium  Nitrate  Validated  Apr  80 . . . . . . . 

JAN  P-362  (1) 

AR 

23  Dec  46 

AR  OS 

1 

1376 

Powder,  Fuze  Validated  Jan  86  REV*EA . . . 

MIL-P-663A  (1) 

AR 

11  Mor  80 

AR 

L 

1376 

Powder,  Igniter,  Cleon  Burning  (For  Use  In  Charges,  Propelling,  M3A1,  M4A2  & 

MII-P-603S6A  (3) 

AR 

28  Oct  88 

AR 

XM1I9E4  For  155MM  Howitzor) 

1 

1376 

Powder,  Molding  Compound  Explosive  (PBX)  Validated  Mar  88 . . . 

Mll-P.14999  (2) 
NOTICE  1 

AR 

23  Mor  88 

AR 

L 

1376 

Powder,  Molding,  Pbx  9404  Vt*.idated  Jun  88 . . . . 

MIL-P-45446A 
NOTICE  1 

AR 

13  Jun  88 

AR 

1 

1376 

Powder,  Molding,  Pbx  9010  Validated  May  85 . . . . . . 

Mll-P-45447 

AR 

15  Jul  60 

AR 

L 

1376 

Powder,  Propellant,  Cordite  N  Validated  Jun  81.... . . . . . 

MIL.P-1744?  (2) 

OS 

17  Moy  72 

OS 

1 

1376 

Powder,  Propellant,  Ballistics  Of,  For  3  INCH/50  Caliber  Gun  Validated  Jun  81 

MIL.P-17959  (1) 

OS 

23  Aug  54 

OS 

L 

1376 

Powder,  Propellent  (For  Ammunition,  20MM)AA(CUN)  Validated  Jun  81  .......... 

MIL-P-17646  (2) 

OS 

17  Moy  V2 

OS 

L 

1376 

Propellant  For  Small  Arms  Ammunition  . . . . . . . . . 

MIL  P-39840  (3) 

AR 

06  Mor  84 

AR 

L 

1376 

Propellent  For  20MM  Ammunition  Valida*ec  11 . . . . . . 

Mll-P-81994 

AS 

16  May  75 

AS 

L 

1376 

Propellant  For  20MM  Aircraft  Gun  Mork  12  Y  ited  Jun  8C.,.,. . . . 

MII-P-I8942A  (3) 
NOTICE  2 

OS 

25  Aug  71 

OS 

1376 

Propellont  Groin,  Mark  93  MOO  0  . . . . . 

MIL-P-857i9 

AS 

01  Aug  86 

L 

1376 

Propellant  M30  For  Use  In  Cartridge  105MM,  APFSDS*T,  M833  . . . . 

MII-P-63S15A  (2) 

AR 

10  Oct  86 

AR 

L 

1376 

Propellant  Mi  For  Use  In  Chorge,  Propelling,  XM211  . . . . 

MIL-P-63347 

NOTICE  1 

AR 

30  Jon  87 

AR 

L 

’376 

Propellant  Mi  For  Use  In  Chorge,  Propelling,  155MM,  M3A1  Validated  Nov  88., 

MIL-P-60416A  (1) 
NOTICE  1 

AR 

07  Nov  88 

AR 

1 

1376 

Propellont  Ml  For  Use  In  Charge,  Propelling,  M4A2  Validated  May  87 . 

MII-P-60397B 
NOTICE  1 

AR 

21  Moy  87 

AR 

L 

1376 

Propellont  Ml  For  Use  In  Cartridge,  105MM,  TPDS'T,  M724A1 . . 

MIL-P-48I54B  (2) 

AR 

20  Oct  86 

AR 

L 

1376 

Propellont  MlO  For  SIMM  Mortor  Propelling  Charges  . . . . . 

Mll-P-4ei30A  (1) 

AR 

15  Mo'  8. 

AR 

L 

1376 

Propellont  Ml4  For  Use  In  Cortrlde,  105MM  Tp-t,  M490A1 . . . . 

MIL-P-63517  (2) 

AR 

05  Jun  87 

AR 

1 

1376 

Propellant  M26  (T28)  For  Use  In  Increment  XM90E1  For  SIMM  Mortar 

MIL-P-46993 

AR 

15  Nov  63 

AR 

Validated  Mar  63 

1 

1376 

Propellont  M26  For  Use  In  Cartridge,  Anti  Personnel  XM581  For  106MM  Rifle 

MIL-P-60375 

AR 

27  Jul  66 

AR 

M40A1  Validated  May  87 

NOTICE  1 

L 

1376 

Propellont  M26A1,  For  Use  In  Chonge  Propelling  M189  Validated  Feb  84 . . 

MII-P-50472A 

AR 

01  Mor  78 

AR 

L 

1376 

Propellont  M30A1  For  Use  In  155M  Propelling  Charges  Validated  Mar  88 . 

Mll-P-48349 

NOTICE  1 

AR 

21  Mor  88 

AR 

L 

1376 

Propellent  M30  For  Use  In  Cortridges,  Tp>t  M353A1  And  Ap*t  M318A1E1  For 

MIL-P-46999B 

AR 

28  May  87 

AR 

90MM  Guns  Validated  May  87 

NOTICE  I 

L 

1376 

Propellont  M30  For  Use  In  Corfridge,  105MM,  Heot't,  M456A1  HeoM«mp, 

MIL-P-46458F  (2) 

AR 

27  Sep  84 

AR 

M456A1E2  And  Tp-I,  M490 

L 

13/6 

Propellant  M30  For  Uieln  Charge,  PROPElllNG,105MM,  M200  . 

MIL-P-70539  (1) 

AR 

29  Oct  87 

AR 

1 

1376 

Propellont  M30  For  Use  In  Cortridge,  90MM,  Anti  Personnel,  XM580  For  Guns 

MIL-P-603e2  (1) 

AR 

25  Apr  88 

AR 

M36  &  M41 

NOTICE  1 

L 

1376 

Propellant  M30  For  Use  In  105MM  Cartridge,  Heot*t,  M622  Validated  Apr  88  .. 

MIL-P-63301 

NOTICE  1 

AR 

20  Jun  82 

AR 

L 

1376 

Propellont  M30  For  Use  In  Cartridge  105MM,  APFSOS-T,  M735,  M73SA1,  And 

MIL-P-63105B  (1) 

AR 

25  Apr  88 

AR 

XM774 

NOTICE  1 

1 

1376 

Propellont  M30A1  (M30E1)  For  Use  In  Chorge,  Propelling,  105MM,  XM176, 

MIL-P-60422  (1) 

AR 

25  Apr  86 

AR 

For  Cortridge,  HE,  XM548  For  Howitzer  M)01,  M102  &  M108 

NOTICE  1 

137 


FSC  LISTING 


DOCUMENT 


FSC 

TITLE 

NUMBER 

PREP 

DATE 

CUSTODIAN 

1 

1376 

Propeltont  M30E1  For  Use  In  Propelling  Chorge  M85  And  XM)21  For  105MM 

MIL-P-466S1B  (1) 

AR 

28  May  87 

AR 

Howitzer  Validated  May  87 

NOTICE  1 

L 

1376 

Propeflont  M3)E1  For  Use  In  Charge  Propelling  M188E2  For  8  Inch  Projectiles 

MIL-P-63341A 

AR 

01  S»p  79 

AR 

Validated  Jan  86 

L 

1376 

Propellont  M5  For  Use  In  C-hcrge,  Propelling,  XM178  For  90MM  RecoUless  Rifle 

MIL-P-6036e  (1) 

AR 

25  Apr  88 

AR 

Validated  Apr  80 

NOTICE  1 

L 

1376 

PropellonI  M6  For  Use  In  Chorge  Propelling,  MHP,  155MM  Validated  May  87.. 

MIL-P-14943B  (1) 
NOTICE  1 

AR 

07  Due  80 

AR 

1 

1376 

Propellant  M6  For  Use  In  Cortridge,  90MM,  TP*T,  M353  Validated  Mar  83 . 

MIL-P-603S9 

AR 

08  Mor  66 

AR 

L 

1376 

Propeltont  M6  For  Use  In  Cartridge,  90MM,  Apers,  XM580Et  For  Guns  M36  & 

MIL-P-60417 

AR 

14  Feb  67 

AR 

M4l  Validated  Apr  85 

L 

1376 

Propellent  M6  For  Use  In  Chorge,  Propelling,  155MM,  M119A2  Validated  Jon 

86 

Propellont  M6  For  Use  In  Chorge,  Propelling,  (Green  Bog)  175MM,  XM124 

MIL-P-63404 

AR 

11  Sep  80 

AR 

L 

1376 

MIL-P-60384  (21 

AR 

25  Mor  71 

AR 

Validated  Mar  83 

L 

1376 

Propellont  M6  For  Use  In  Cortridge,  90MM,  Conisler,  M377  Validated  Jan  6J  .. 

MIL-P-6046S 

AR 

27  Jon  67 

AR 

1 

1376 

Propellant  M9  For  Use  In  Increments  M90  A  M90A1  For  SIMM  Morfor 

MIL-P-60029B  (1) 

AR 

10  Apr  86 

AR 

Validated  Apr  86 

NOTICE  1 

L 

1376 

Propellont  M9,  Floke  (For  Use  In  Ignition  Cartridges) . . 

MIL-P-60398B 

AR 

29  Jan  88 

AR 

L 

1376 

Propellant  M9,  Floke  (For  Use  In  40MM  Cortridges)  Validated  Mar  88  REV*EA.. 

MIL-P-60206  (2) 
NOTICE  1 

AR 

21  Mor  88 

AR 

L 

1376 

Propellont  Powder  (For  Use  In  Bose  Groin  OGK) . . . . 

MII-P-60463B 
NOTICE  1 

AR 

25  Apr  88 

AR 

L 

1376 

Propellont  Powder  For  Use  In  Bose  Groin,  AHH  Validated  Apr  87 . . 

MIL-P-60432C 
NOTICE  1 

AR 

27  Apr  87 

AR 

L 

1376 

Propellant,  Boll  Powder  Fo'  Cortridge,  105MM,HE,  XM710  Validated  Jon  83  .... 

MIL-P-63084 

AR 

23  Feb  77 

AR 

1 

1376 

Propellont,  Cannon,  Noco  Validated  Jul  81 . . . . . . . . . 

MII-P-19264A 
NOTICE  1 

OS 

04  Sep  59 

os 

L 

1376 

Propellont,  Double  Bose  Sheet,  M3d  Validated  Jun  86 . . . . 

MII-P-48357A  (1) 
NOTICE  1 

AR 

13  Jun  88 

AR 

L 

1376 

Propellont,  liquid  Validated  Apr  87.,. . . 

MIL-P-48333 

NOTICE  1 

AR 

27  Apr  87 

AR 

L 

1376 

Propellont,  Mi  For  Use  In  Chorge  Validated  May  86 . . . 

MIL-P-46990 

NOTICE  1 

AR 

05  Moy  88 

AR 

L 

1376 

Propellont,  Ml  for  Use  In  Chorge  Propelling  M2  (White  Bog)  For  8  Inch 

MII.P-46699B  (1) 

AR 

11  May  84 

AR 

Howitzer 

L 

1376 

Propellant,  Ml  For  Use  In  105MM  Cartridges  Validated  Jan  83 . 

MII-P-46252C 

aR 

04  Apr  77 

AR 

L 

1376 

Propellont,  Ml,  For  Use  In  Chorge  Propelling  Ml  (Green  Bog)  For  8  Inch 

Mll-P-46698 

AR 

31  May  63 

AR 

Howitzer  Validated  Mar  83 

1 

1376 

Propellont,  MIO  For  60MM  Mortar  M204  Propelling  Charge  Validated  May  88.. 

Mll.P^194A 
NOTICE  1 

AR 

05  May  88 

AR 

1 

1376 

Propellant,  MIO  (For  Use  In  Speclof  Applicotions)  Validated  Feb  84  . . . . 

MIL-P.40O99A 

AR 

30  Jon  78 

AR 

1 

1376 

Propellanl,  M17<  For  Um  In  Cartridges,  76MM,  Ap-I,  M339  &  76MM,  Tp-t, 

Mll-P-46522  (1) 

AR 

13  Jun  88 

AR 

M340A1  Validated  Jan  88 

NOTICE  1 

L 

1376 

Propellant,  M2  And  M5  Validated  May  85  USER’ME . . . . . . 

MIL-P-323A 

INT  AMD  1 

AR 

09  Mor  59 

AR 

1 

1376 

Propellont,  M2  For  Use  In  165MM  Cartridges  Validated  Jan  83 . . . . 

MII-P-60045A 

AR 

29  Mor  77 

AR 

L 

1376 

Propellont,  M2  For  M5  Subsystem  Ammunition  Validated  Mar  88 . . 

MIL.P.60989A  (1) 
NOTICE  1 

AR 

21  Mor  88 

AR 

L 

1376 

Propeltont,  M26  (T28)  For  Use  In  Cortridges  M344  And  M346,  In  106MM  Rifles 

MIL  P-46236A 

AR 

01  Mor  6« 

AR 

Validated  Apr  85 

L 

1376 

Propellant,  M30  For  Use  In  Cartridges  76MM,  AP-T,  M339  &  TP-T,  M340A1 

MII.P-60389A 

AR 

07  Jun  73 

AR 

Validated  Apr  85 

L 

1376 

Propellont,  M30A1  For  Use  In  Chorge,  Proff,  155MM,  PXR-d255  Validated  Feb 

84 

Propellont,  M30At  For  Use  In  Chorge,  Proof,  15SMM,  PXR>6297  Vall^ted  Jon 

86 

Propellont,  M31(T34),  For  Use  In  Chorge  Propelling  M45/  For  Projectiles  M356 

Mll.P-48372 

AR 

27  Jul  73 

AR 

L 

1376 

MILP^3387 

AR 

02  Noy  79 

AR 

1 

1376 

MIL-P-46683A  (1) 

AR 

05  Moy  88 

AR 

And  M357,  For  120MM  Gun,  M58  Validated  May  88 

NOTICE  1 

L 

1376 

Propellont,  MS  (For  Use  In  Speciol  Applications)  . . . . . . . 

MIL-P-48069  (1} 
NOTICE  1 

AR 

30  Jon  87 

AR 

L 

1376 

Propellont,  M6  For  Use  In  Cortridge,  Connistir  76MM,  M363  Validated  Mar  83 

MIL-P-6009B 

AR 

06  Nov  64 

AR 

L 

1376 

Propellont,  M6,  For  Use  In  Cortridge,  76MM,  Heot  TM496  Validated  Apr  85 

MIL-P-46484A 

AR 

13  Sep  72 

AR 

L 

1376 

Propellont,  M7  Validated  Feb  89  REV-ME.. . . . . . . 

MIL-P-l  iTBP  (2) 
NOTICE  1 

AR 

02  Feb  89 

AR 

L 

1376 

Propellont,  M9  (For  Use  In  M19A2  Signol)  Validated  May  88 . . . 

Mll-P-60354  (i; 
NOTICE  1 

AR 

05  Moy  88 

AR 

L 

1376 

Propellant,  M9  (For  Use  In  Bose  Chorge  Assemblies)  Validated  Feb  €4 . . . 

MIL-P.60363A 

AR 

15  Nov  77 

AR 

1 

1376 

Propellont,  M9  For  Use  With  Chorge,  Propelling  M36A1  For  4.2  Inch  Mortor 

MII.P.60019A  (3) 

AR 

05  Moy  83 

AR 

Validated  May  88 

NOTICE  1 

L 

1376 

Propellant,  M9  For  Use  In  Cortridge,  ‘iGNITlON  XM702EI  . . . . 

MIL  P.63195  (1) 
NOTICE  1 

AR 

30  Jon  87 

AR 

1 

1376 

Propellont,  M9  For  Use  In  Increment,  M185  For  SIMM  Mortor  Validated  May 

Mll-P-50418 

AR 

05  Moy  88 

AR 

SB 

NOTICE  1 

L 

1376 

Propellont,  M9  For  Use  In  Increment,  MS  For  SIMM  Mortor  Validated  May  88., 

Mll-P-50425 

NOTICE  1 

AR 

05  Moy  88 

AR 

1 

1376 

Propellont,  Pyrocellulose  Validated  Jun  81 . . . . . . . . . . 

MIL'P-231A  (2) 

OS 

17  May  72 

os 

1 

1376 

Propellont,  Solid  For  Connon  Requirements  And  Packing. . . . . . . 

MIL-STO-652D 
NOTICE  2 

AR 

01  Jun  84 

AR 

1 

1376 

Propellont,  Solid,  Chorocterizotion  Of  (Except  Gun  Propellont)  Validated  Jan 

85 

Mll-STD-2100 

05 

30  Mor  79 

os 
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1376 

Propelion),  Solid,  Sompling,  Exominotion  And  Testing  Validoted  Jon  86  REV>EA 

MIL-STD-286B 
NOTICE  4 

1  SEP  1980 

AR 

01  Sep 

80 

AR 

os  99 

L 

1376 

Propeliont,  Solventl«$s,  Typo  M37  For  Projectile,  155MM,  He,  RocLet  Assisted, 
M549  &  M549A1 

MtL-P-63201  (1) 

AR 

14  Jon 

85 

AR 

L 

1376 

Propellant,  Spheroidal  Ball  Powder  Validated  Apr  67 . . . . 

Mll-P-48335 

NOTICE  1 

AR 

27  Apr 

87 

AR 

L 

1376 

Propellent,  Stick,  M31A1E1  For  Use  In  Chorge  Propelling  M203A)  . . 

MIL-P-70456B  (1) 

AR 

04  Apr 

86 

AR 

1 

1376 

Propellant,  T2  Validated  May  65 . . . . . . . 

MII.-P-4S460A 

AR 

26  Jan 

66 

AR 

1 

1376 

Propellent,  T36E1,  For  Use  In  Charge  Propelling  155MM,  XM119  (Superchorge) 
jlidated  May  67 

MIL-P-60033B 
NOTICE  1 

AR 

19  Apr 

66 

AR 

L 

1376 

Propellant,  U.  S,  Navy  Guns,  Ballistic  Appendix  Validated  Jut  8t . . . 

MIL-P-22314  (3) 

OS 

22  Sep 

71 

OS 

L 

1376 

Prupellont  M30  For  Use  In  Cortridge,  Heat*t,  M431  For  90MM  Guns  Validated 

Jan  83 

MIL-P-46600C 

AR 

05  Apr 

77 

AR 

1376 

RDX  Validated  Jan  83 . . . . . . . . . . . . . 

MIL-R-398C  (4) 

INT  AMD  5  (AR) 

AR 

12  Jul 

77 

AR 

OS  99 

L 

1376 

RDX  Desensitized  Validated  May  85 . . . . . . . . . 

Mll-R-13742  (1) 

AR 

25  Apr 

72 

AR 

L 

1376 

ROX/ESTANE  (PBX-0280)  Molding  Powder  (F  ■  Use  In  Ammunition)  Validated 

Jan  86 

MIL-R-48878  (3) 

AR 

27  May 

80 

AR 

L 

1376 

RDX/VINYL  Chloride  Copolymer  Explosive  Composition  (PBX  9407)  (For  Use  In 
Ammunition)  Validated  Feb  87 

MIL-R-63419 

NOTICE  1 

AR 

06  Feb 

87 

AR 

L 

1376 

1376 

Rdx/keld  Resin  Molding  Power  (For  Use  In  Ammunition)  Validated  May  88,,,..  . 

Spheroidal  Propellent,  M38  For  Use  In  Propelling  Charges  M218,  M219,  & 

XM220  For  Cartridges,  SIMM,  Smoke,  M8I9,  llluminoting  M853  8t  Practice, 
XM379 

MIL-R-48270  (1) 
NOTICE  1 
MIL-S.70547  (1) 

AR 

AR 

05  Moy 

08  Jul 

88 

87 

AR 

AR 

L 

137o 

Tetracene . . . . . . . 

MIL-T-46938B 

AR 

26  Apr 

85 

AR 

1376 

Tetryi  (Trinitrophenyinitramine)  Validated  May  85  REV*EA . 

M1L-T-339C 

AR 

09  Feb 

73 

AR 

OS 

L 

1376 

Thread,  Silk,  Sewing  (For  Propellent  Bogs).  Validated  Jan  83  REV*EA . 

Mll-T-13505 

AR 

24  Jun 

54 

AR 

L 

1376 

Trinitroresorcinol  (Styphnic  Acid)  Validated  May  86,. . . . . . 

MIL-T-S0611 

NOTICE  1 

AR 

05  Moy 

88 

AR 

1376 

Tr!nitrotolu.ne,  TNT  Volidaltd  Jon  8i  USER-MC  REV-EA . 

MIL-T-248C 

INT  AMD-2  (AR) 

AR 

08  Nov 

74 

AR 

OS 

L 

1376 

Tungsten  Powder  (For  Pyrotechnics)  Validated  Apr  86  . . 

MtL-T-48140  (1) 
NOTICE  1 

AR 

06  Apr 

86 

AR 

L 

1376 

Vinyl  Alcohol  «  Acetate  Resin  Solution  (Vaar)  (For  Use  In  Ammunition) 

Validated  Mar  82 

Mll-V-50433 

AR 

03  Jul 

69 

AR 

L 

1377 

Actuator,  Crew  Ejection  1000>42  Assembly. . . 

MIL-A-14812 
NOTICE  1 

OS 

10  Mor 

87 

OS 

L 

1377 

Actuator,  Crew  Ejection  I0()0<36  Remonufoctured  Metal  Ports  Assembly  . 

Ma-A-60611  (1) 

OS 

15- Jul 

86 

OS 

L 

1377 

Actuator,  Crew  Ejection  1000>42  Remanufactured  Metol  Parts  Assembly . . . 

Mll-A-14813 
NOTICE  1 

OS 

10  Mar 

87 

05 

1 

1377 

Actuator,  Crew  Ejection  l(X)0*38  Assembly  Validated  Jun  86 . . . 

Mll-A-60606 
NOTICE  1 

OS 

24  Mor 

67 

OS 

1. 

1377 

Actuator,  Explosive,  Rotary  1000-44  Assembly  Vof/do/er/  Mar  87 . 

Mll-A-60848 
NOTICE  1 

OS 

26  Mor 

87 

OS 

1 

1377 

Actuator,  Explosive,  Rotary  1000-44  Remonufoctured  Meto!  Ports  Assembly . 

MIL-A-60B49  (1) 

OS 

21  Moy 

87 

OS 

L 

1377 

Actuator,  Explosive,  Rotary  1000*45~A'sembty  Validated  Mar  87 . . . .  . . 

MIL-A-60P88 
NOTICE  1 

OS 

29  Mor 

87 

OS 

L 

1377 

Actuotor,  Explosive,  Rotary  1000-27-  Remonufoctured  Metol  Ports  Assembly........ 

Mll-A-60693  (1) 

OS 

15  Jul 

86 

OS 

L 

1377 

Actuotor,  Explosive,  Rotory  1000-27  Assembly  Validated  Jun  86  . . . . 

Mll-A-60692 
NOTICE  1 

OS 

23  Jun 

86 

OS 

1 

1377 

Actuator,  Explosive,  Rotory  1000-48  Assembly  Validated  Mar  87 . . . . 

MII-A-60837 
NOTICE  1 

OS 

26  Mor 

87 

OS 

L 

1377 

Actuator,  Explosive,  Rotary  1000*48  Remonufoctured  Metol  Ports  Assembly . . 

Mll-A-60838  (1) 

OS 

21  Moy 

87 

OS 

1 

1377 

Actuator,  Rotary  1000*34  Asse^'.bly  Validated  Aug  88  . . 

MIL-A-14897 
NOTICE  1 

OS 

29  Aug 

88 

OS 

L 

1377 

Actuotor,  Rotary  1000-37  Assembly  Vo/rVo/ed  Jun  86 . . . . . 

Mll-A-60681 
NOTICE  1 

OS 

23  Jun 

86 

OS 

L 

1377 

Actuotor,  Rotary  1000*34  Remonufoctured  Metol  Ports  Assembly  Validated  Jun 

86 

MIL-A-14898 
NOTICE  1 

OS 

20  Jun 

86 

OS 

L 

1377 

Actuator,  Rotary,  Hydraulic.... . . . . . . . . . 

MII-A-24S33A 

SH 

03  Apr 

79 

SH 

L 

1377 

Actuator,  Rotory  1C00*4lASSEMBLY  Validated  Aug  88  . . . 

MIL-A-S0372 
NOTICE  1 

OS 

29  Aug 

88 

OS 

L 

1377 

Actuator,  Rotary  1000*41  Remonufoctured  Metal  Ports  Assembly  Validated  Aug 

88 

MIL-A-S0373 
NOTICE  1 

OS 

29  Aug 

88 

OS 

L 

1377 

Actuator,  Rotory  1000*37  Remonufoctured  Metol  Ports  Assembly . . . 

MIL-A-60682  (1) 

OS 

15  Jul 

86 

OS 

L 

1377 

Actuator,  Rotary  1000*39  Assembly  Validated  Jun  86 . . . . . . 

MIL-A-606S7 
NOTICE  1 

OS 

23  Jun 

36 

OS 

L 

1377 

Actuator,  Rotary  1000*39  Remanufoctured'Metol  Parts  Assembly . . . 

MIL-A-60658  (1) 

OS 

t5~Juf 

86 

OS 

L 

1377 

Aircrew  Escape  Propulsion  Systems,  Vibration  And  Shock  Tests  For  Validated 

Jun  86  REV-AS 

MIL-STD-2102A 
NOTICE  1 

OS 

20  Jun 

86 

OS 

L 

■|377 

Aircrew  Escope  Propulsion  Systems  (Aeps),  Rocket  Cotopull  Mork  16  Mod  1 
(loaded  Assembly) 

MIL-A-85097/1A 

AS 

31  Oel 

85 

AS 

1 

1377 

Aircrew  Escope  Propulsion  Systems-(AEPS)  Catapult  Corfridges,  Mork  198  Mod 

1  8.  Mork  205  Moo's  0  &  1 

MU.-A-8S097/2C 

AS 

16  Jul 

86 

AS 

L 

1377 

Aircrew  Escape  Propulsion  Systems  (Aeps),  Rocket  Motor  Assembly,  Mork  79 

Mod  0 

MIL-A-85097/3B 

AS 

17  Oct 

85 

AS 

L 

1377 

Aircrew  Escope  Propulsion-Systems  (Aeps),  Rocket  Motor  Assembly,  Mork  80 

Mod  0 

MIL-A-85097/4A 

AS 

17  Oct 

85 

AS 

L 

1377 

Aircrew  Escope  Propulsion  Systems  (Aeps),  Rocket  Motors,  Mork  82  Mod  0 
(Mon/seot  Separator,  left)  And  Mork  90  Mod  0  (Mon/seot  Seporotor, 

MII-A.85097/5A 

AS 

17  Oct 

85 

AS 

Right)  (Looded  Assemblies) 
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FSC  USTING 


DOCUMENT 

FSC  TITIE  NUMBER  CUSTODIAN 


1 

1377 

Aircrew  Escope  Propulsion  Systems  (Aeps),  Rocket  Motors  Mark  83  Mods  And 

MIL-A-85097/6A 

AS 

17  Ocl 

85 

AS 

Mark  85  Mods  (loaded  Assemblies) 

1 

1377 

Aircrew  Escape  Propulsion  Systems  (AEPS),  Rocket  Motor  Mork  84  Mods  1  & 

MIL-A-85097/7C 

AS 

26  Jun 

85 

AS 

1377 

Aircrew  Escape  Propulsion  Sys  (AEPS);  Rocket  Motors,  Under  Sect,  Gos 

MIL-A-85097/8B  (1) 

AS 

21  Jul 

87 

AS 

Initialed  (Mork  74  Mod  0,  Mork  75  Mod  0,  Mork  76  Mod  0,  Mark  77  Mod 

0,  Mork  86  Mod  0,  Mork  87  Mod  0,  Mork  86  Mod  0,  Mark  92  Mod  0,  Mork 
100  Mod-0,  8i  Mork  101  Mod  0)  (Looded  Assembly) 

L 

1377 

Aircrew  Escope  Propulsion  Systems  (Aeps),  Rocket  Cotopult  Mork  12  Mod  1 

MII.A-85097/9A 

AS 

24  Aug 

84 

AS 

(looded  Assembly 

L 

1377 

Aircrew  Escope  Propulsion  Systems  (AEPS),  Rocket  Motor,  Under  Seot, 

MII-A-8S097/10A 

AS 

10  Apr 

87 

AS 

Mechonlcolly  Initiated,- Mork  54  Mod  0  (looded  Assembly)  Volidaied  Apr  87 

NOTICE  1 

L 

1377 

Aircrew  Escope  Propulsion  Systems  (Aeps):  Rocket  Motor  Assembly,  Mk  113 

MII-A-85097/11A 

AS 

17  Oct 

85 

Mod  O 

1377 

Aircrew  Escope  Propulsion  Systems  (Soeps),  Rocket  Cotopult  Mork  18  MOD  O 

MIL-A-85097/12 

AS 

21  Jun 

84 

AS 

(looded  Assembly) 

1 

1377 

Aircrew  Escope  Propulsion  Systems  (AEPS),  Rocket  Motor,  Conopy  Jettison, 

MIL.A-85097/13 

AS 

24  Aug 

84 

AS 

Mork  109  Mod  0  (Looded  Assembly 

1377 

Aircrew  Esccpe  Propusion  Systems  (AEPS);  Rocket  Cotopult  Mark  1  Mod  1 

MIL-A-85097/UB 

AS 

08  Dec 

88 

AS 

(Loaded  Assembly) 

L 

1377 

Aircrew  Escope  Propulsion  System  (AEPS):  Rocket  Motor,  Mark  121  Mod  0 . 

MII.A-85097/15 

AS 

27  Moy 

87 

1 

1377 

Aircrew  Escope  Propulsion  Systems  (AEPS),  Procurement  Specincoflon  For  . . . 

MIL.A-85097B/A  (2) 

AS 

06  Aug 

84 

AS 

L 

1377 

Arming  Firing  Device,  Rocket  Motor,  Mork  28  Mod  0  Validated  Mot  67 . . 

MIL-A-82690 

NOTICE  1 

OS 

15  Mar 

87 

OS 

L 

1377 

Bollonet,  Cartridge  Activated  (MXU>695/8) . . . . . . . . 

MIL-B-852S2 

AS 

13  Jun 

81 

AS 

1377 

Cortrldge  Actuoted  Devices/propellont  Actuoted  Devices  Generol  Design 

MIL-C-83124 

OS 

30  Ocl 

69 

AR  OS 

Specification  For  Validated  Apr  82  REV«AV 

L 

1377 

Cortfidge  Deloy,  CCU-177B,  CCU-IB/B,  CCU-19/B,  Aji.mbly  . 

MIL.C-50745  (1) 

OS 

16  Ocl 

86 

OS 

1377 

Cortrldge  For  Cortridge  Actuoted/propellont  Actuoted  Devices,  Generol  Design 

MIL-C-83125 

OS 

10  Mor 

69 

AR  OS 

Specificotion  For  Validated  Apr  82  USER*ME  REV*AV  99 

L 

1377 

Cortrldge  KIt,~Porochute  Ejection  MLU*14/8  And  Cortridge  Ktt,  Porockute 

MII-C-275S6A 

70 

28  Mor 

86 

99 

Ejection  MLUOS/ft  Validated  Mar  66 

NOTICE  1 

1 

1377 

Cortrldge,  (Stondord),  Mdrtin>boker  MK5,  Ejection  Seot . . . . . . 

MII-C-22016  (3) 
NOTICE  1 

AS 

15  Apr 

87 

AS 

L 

1377 

Cortrldge,  Aircraft  Ejection  Seot,  Cotopult,  M30A1  USER01 . . 

MIL-C-46237  (1) 

os 

14  Ocl 

86 

OS 

1 

1377 

Cartridge,  Aircraft  Ejection  Seot,  Cotopult,  M36  USER<11  . . . . . 

MIL-C-4624IA  (1) 

OS 

14  Ocl 

86 

OS 

1 

1377 

Cartridge,  Aircroft  Ejection  Seat,  Cotopult,  M28A1  Assembly.. . . 

MII.C-4627IA  (1) 

OS 

14  Ocl 

86 

OS 

1 

1377 

Cortridge,  Bomb  Ejection  MIU<11/C  And  Cortridge  Kit,  Bomb  Ejection 

MIL.C-27029A  (1) 

70 

26  Ocl 

88 

99 

MIU-12/C 

NOTICE  1 

1 

1377 

Cartridge,  Bomb  Ejection  CCUO/B  Validated  Feb  86 . 

Ma-C-38979A 

NOTICE  1 

70 

21  Feb 

86 

99 

L 

1377 

Cortridge,  Bomb  Ejection  CCU*9/B . . . . . . . . 

Mll.C-38972 

18 

01  Jun 

70 

18 

1 

1377 

Cortrldge,  Bomb  Ejection  CCU*10/B  . . . . . . . 

Mll.C-38973 

18 

26  Jun 

70 

18 

1 

1377 

Cortridge,  Deloy,  Mk  31  Mod  0  Validated  Apr  87 . . . . . . 

MII.-C-22328A  (2) 
NOTICE  1 

AS 

26  Sep 

66 

AS 

L 

1377 

Cortrldge,  Deloy,  M70,  Asser.ibly  . . . . . . . 

MII-C-44273A  (1) 

OS 

14  Ocl 

86 

OS 

L 

1377 

Cartridge,  Delay,  Mark  35  Mod  0  Validated  Apr  87........... . 

MIL-C-22845A 

NOTICE  1 

AS 

10  Apr 

87 

AS 

L 

1377 

Cortrldge,  Deloy,  M)75~Assembly  . . . . . . . 

MII-C-40444  (2) 

OS 

30  Jul 

87 

OS 

L 

1377 

Cortridge,  Deloy,  XM86,  Assemk^ . .  . . . . . 

MIL-C-1481P  (1) 

OS 

09  Jun 

87 

OS 

L 

1377 

Cartridge,  Deloy,  Mork  101  Mod  0  Validated  Avg  85  . . . . . 

MIL-C-81567  (1) 

AS 

09  Ape 

73 

AS 

L 

1377 

Cartridge,  Deloy,  Mork  36  Mod  0  Validated  Jut  84 . . . . . . 

MII.-C-23024A  (4) 

AS 

20  Mor 

78 

AS 

L 

1377 

Cortrldge,  Delay  M1748  Assembly  (Inoctive  For  New  Design)  Validated  Apr  82 

Mll-C-40641 

NOTICE  1 

OS 

15  Sep 

69 

OS 

1 

1377 

Cartridge,  Delay,  XM231,  Assembly  . . . 

MII-C-1484IA  (1) 

OS 

14  Ocl 

86 

OS 

1 

1377 

CorHdge,  Deloy,  Ml  14  Assembly  . . . . 

MII.C-40570A  (1) 

OS 

08  Dec 

86 

OS 

1377 

Cartridge,  Delay,  Mork-3-Mod  0  And  Mork  86  Mod  0  Validated  Oct  84............ 

MIL'C-21048D 

AS 

27  Aug 

70 

ME  AS 

L 

1377 

Cortrldge,  Deloy,  Mark  136~Mod  0  Validated  Avg  85 . . . . 

MIL-C-81730  (1) 

AS 

19  Apr 

73 

AS 

L 

1377 

Cortrldge,  Deloy  M84,  Assembly  (Inoctive  For  New  Design) . . . . 

MIL-C-608B9  (1) 

OS 

21  May 

87 

OS 

L 

1377 

Cortrldge,  Delay,  M90  Assembly . . . . . 

MIL.C-60553B  (1) 

OS 

08  Dec 

86 

OS 

1 

1377 

Cortrldge,  Deloy,  Mork  76  Mod  0  Validated  Avg  85 . . . . . . . 

Mll-C-81548  (1) 

AS 

26  Dec 

72 

AS 

1 

1377 

Cortridge,  Delay,  XM271,  Assembly  Validated  Mar  87 . . 

MII-C-60872  (1) 
NOTICE  1 

OS 

29  Mor 

87 

OS 

L 

1377 

Cortrldge,  Deloy,  M84,  Assembly  Validated  Apr  82  . . . . 

MIL.C-40899 

NOTICE  1 

OS 

08  Ocl 

69 

OS 

L 

1377 

Cortrldge,  Deloy,  M128  Assembly... . . . . 

Mll-C-40861  (1) 

OS 

16  Jon 

87 

OS 

L 

1377 

Cartridge,  Delay,  Mark  87  Mod  0  Validated  Jun  86 . . . .............. 

MII-C-81330A  (1) 
NOTICE  1 

OS 

23  Jun 

86 

OS 

L 

1377 

Cortridge,  Deloy.  M293 . . . . . . 

MII..C-50647  (1) 

OS 

16  Ocl 

86 

1377 

Csrtr-d;;,  Ocisy.  ,‘.‘.S7,  A::eai.y  . . . . 

AUL*C*503I6  (2) 

03 

16  Ocl 

S6 

OS 

1 

1377 

Cortrldge,  Deloy,  Mork  142  Mod  0  Validated  Feb  82 . . . .... 

Mll.C-81983 

AS 

24  Sep 

74 

AS 

1 

1377 

Cortrldge,  Deloy  CCU*4/A  Validated  Apr  87 . . . . 

Mll-C.81789  (2) 
NOTICE  1 

AS 

10  Apr 

87 

AS 

L 

1377 

Cortridge,  Delay,  Mark-4  Mod  2,  Mork  5  Mod  2  And  Mark  6  Mod  2  Validated 

MIL-C-8<788  (1) 

AS 

06  Jon 

72 

AS 

Jul84 

L 

1377 

Cortridge,  Deloy,  Mork- 141  Mod  0  Validated  Feb  82......... . . 

MIL-C'81982 

AS 

24  Sep 

74 

AS 

1 

1377 

Cortrldge,  Engine  Starter  MXU'4A/A . . . . 

MIL.C-27iOSB  (2) 
NOTICE  1 

70 

26  Ocl 

88 

99 

L 

1377 

Cortridge,  Igniter,  Mork  164  Mod  0  . . . . . . 

Mll-C-85727 

AS 

06  Apr 

85 

AS 

L 

1377 

Cortridge,  Impulse,  Mork  9  Mod  0 . . . . . . . . 

MII-C-2393ID 

AS 

10  Dec 

85 

AS 

L 

1377 

Cortrldge,  Impulse,  Mork  107  Mod  0 . . . . . . . 

MIL-C-8I984A 

AS 

10  Dec 

85 

AS 

L 

1377 

Cartridge,  Impulse,  Mork  44  Mod  O  Validated  Jul  84  ..................................... 

MIL-C-23933A 

AS 

20  Dec 

71 

AS 

1 

1377 

Cartridge,  Impulse,  Mork  97  Mod  0  Validated  Avg  85 ........................................ 

MIL.C-81317  (2) 

AS 

12  Sep 

66 

AS 
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FSC  LISTING 


DOCUMENT 


FSC 

TITLE 

NUMBER 

PREP 

DATE 

CUSTODIAN 

L 

1377 

Corfridpe.  Impulse.  Mork  49  Mod  0  Validated  Jut  Sd . 

MIL-C-23934A 

AS 

13  Jon 

71 

AS 

L 

1377 

Cortrldge,  Impulse.  Mork  73  Mod  0  Validated  Jut  Sd . . . 

MII-C-81331A 

AS 

27  Aug 

70 

AS 

1 

1377 

Corirldgei.  Impulse.  Mork  47  Mod  0  Validated  Jut  Sd  . . . . . . 

MII-C.23935A 

AS 

02  Aug 

71 

AS 

1 

1377 

Cortridge,  Impulse,  Mork  124  Mod  O. . . . . 

MIL-C.81804A 

AS 

28  Aug 

87 

AS 

1377 

Cortridge,  Impulse,  Mork  8  Mod  0 . . . . . . . . . 

MII-C.24017B  (1) 

AS 

28  S«p 

88 

AS 

1 

1377 

Coriridge,  Impulse,  Mork  125  Mod  0  Validated  Jut  Sd . . . . . . . 

Mll.C.81805  (1) 

AS 

29  Nov 

77 

AS 

1377 

Coriridge,  Impulse,  Mark  51  Mod  1  Validated  Jut  Sd . . . . 

MIL-C.24016C  {!) 

AS 

29  Nov 

77 

AS  99 

L 

1377 

Cortridge,  Impulse.  M44A1  Assembly . . 

MIL-C-454088  (1) 

OS 

14  Oct 

86 

OS 

1 

1377 

Corlfjdge,  Impulse  Mork  40  Mod  O  Validated  Jut  Sd . . . . 

MII-C-23590A 

AS 

25  Mor 

71 

AS 

L 

1377 

Corlridge,  Impulse,  CCU*23/B  Validated  Apr  87 . . . . . . . 

M1L-C.81968 

AS 

10  Apr 

87 

AS 

NOTICE  1 

i 

1377 

Cartridge,  Impulse,  Mark  42  Mod  0  Validated  Jo/ . . . . . . . . 

MII-C.23672A 

AS 

03  Dec 

,  1 

AS 

1 

1377 

Cortridge.  Impulse,  CCU*22/A/A  Assembly . . . 

MIL-C-82733A 

OS 

22  Jun 

88 

os 

L 

1377 

Cortridge,  Iftjpulse,  Mork  43  Mod  0  Validated  Jut  8d  . . . . . 

MIL-C.23673A 

AS 

03  Dec 

71 

AS 

1377 

Cortridge,  Impulse,  CCU>22/A  Assembly  Validated  Mae  87...., . , _ _ _ 

MIL-C-82451  (3) 

os 

29  Mor 

87 

OS  99 

NOTICE  1 

t 

1377 

Cortridge,  Impulse.  Mork  45  Mod  0  . . 

MIL-C.23d41A 

AS 

10  Dec 

85 

AS 

1377 

Cortridfle,  Impull.,  CCU-44/B  REV-AS  70 . . . 

MIL-C-82724  (1) 

OS 

14  Jon 

88 

OS  99 

L 

1377 

Cortridge.  Impulse.  Mork  17  Mod  1  . . 

MII-C-22079C 

AS 

10  Dec 

85 

AS 

L 

1377 

Cortridge,  Impulse^  Mork  129  Mod  O  Validated  Apr  S7 . 

MIL-C-81933 

AS 

10  Apr 

87 

AS 

NOTICE  1 

1377 

Cortridge,  Impulse.  Mork  23  Mod  0 . . . . . . . 

MII-C-22244C 

AS 

10  Dec 

85 

AS 

L 

1377 

Cartridge,  Impulse,  XM257  . . . . . 

MIL-C-60850  (1) 

OS 

16  Jon 

87 

OS 

L 

1377 

Cortridge,  Impulse,  Mk  18  Mod  0 . . . . . . 

MII-C-22342D 

AS 

15  Apr 

87 

AS 

L 

1377 

Cortridge,  Impulse,  M43  Assembly . . . . . . 

Mll-C-4694dA  (1) 

OS 

16  0cl 

86 

OS 

L 

1377 

Cartridge,  Impulse,  Mork  104  Mod  0  Validated  Aug  S^  . . . . . 

MIL'C-21496D 

AS 

05  Oct 

72 

AS 

L 

1377 

Cortridge,  impulse,  m29A2  Asse'"bly . . . . . . . . 

MIL-C-466158  (1) 

OS 

16  Ocl 

86 

os 

1377 

Cortridge,  Impulse,  Mork  38  Mod  0  Validated  Jut  Sd  . „ . 

MII-C-23333B 

AS 

04  Feb 

69 

AS  99 

L 

1377 

Cartridge,  Impulse,  M225  Validated  Mar  87 . „ . , . 

MIL-C.60559D  (2) 

OS 

23  Mor 

87 

OS 

L 

1377 

Cartridge,  Impulse,  Mork  33  Mod  1  Validated  Jul  Sd  . 

MIL-C-23334B  (2) 

AS 

12  Sep 

66 

AS 

L 

1377 

Cartridge,  Impulse,  CCU.28/A  Assembly . . . . . . . . . 

MIL-C-48448  (1) 

OS 

16  Ocl 

86 

OS 

L 

1377 

Cortridge,  Impulse,  M270  . . . . . . . . 

MIL-C-UBUB  (3) 

OS 

19  Ocl 

81 

OS 

L 

1377 

Cartridge,  Impulse,  XM259  Assembly . . .  . - . 

Ma-C-60827  (1) 

OS 

09  Jun 

87 

OS 

L 

1377 

Cartridge,  Impulse,  Mark  37  Mod  0  Validated  Jul  Sd . . . . . . 

MIL-C-2284BB 

AS 

27  Ocl 

70 

AS 

L 

1377 

Cortridge,  Impulse,  M796  . . . . . . . . 

MIL-C-63108A  (2) 

Alt 

07  Feb 

86 

All 

L 

1377 

Cartridge,  Impulse,  Mork  19  Mod  0  . . . . . 

MII-C.22453C 

AS 

10  Dec 

85 

AS 

1 

1377 

Cortridge,  Impulse,  M57  Assembly  Validated  Jun  86 . . . . . . 

MIL-C-60654A 

OS 

23  Jun 

86 

OS 

NOTICE  1 

1 

1377 

Cortridge,  Impulse,  Mork  14  Mod  0  Validated  Jut  8d . . . . . 

MII-C-22656B 

AS 

22  Feb 

71 

AS 

1 

1377 

Cortridge,  Impulse,  M151  Assembly  Validated  Feb  89......... . . . . . . 

MIL-C-60i91 

OS 

03  Feb 

89 

OS 

NOTICE  1 

L 

.377 

Cartridge,  Impulse,  CCU*13/8  . . . . . . . . 

Mll>C'8525i 

AS 

13  Jun 

81 

AS 

1 

1377 

Cortridge,  Impulse,  M150  Assembly . . . . . 

MII.C-60W5  (3) 

OS 

30  Jul 

87 

OS 

1 

1377 

Cartridge,  Impulse,  Mork  67  Mod  0  . . . . . . 

MIL-C'81563B 

AS 

10  Dec 

85 

AS 

L 

1377 

Cortridge,  Impulse,  Ml73  USER*11  . . . . . . . . 

MII-C-60205A  (2) 

OS 

30  Jul 

87 

os 

1 

1377 

Cortridge,  Impulse,  M91  Assembly . . . . . 

Mll-C-60235  (1) 

OS 

16  Ocl 

86 

OS 

t 

1377 

Cortridge,  Impulse,  Mork  127  Mod  0  Validated  Aug  85... . . . . . 

Ma-C-81J95  (1) 

AS 

05  Jul 

73 

AS 

1 

1377 

Cortridge,  Impulse,  Mork  82  Mod  0  Validated  Aug  85  . . . . . . . 

Mll-C-81524 

AS 

31  Mor 

67 

AS 

1 

1377 

Cortridge,  Impulse,  M94  Assembly . . . . . . . . 

MIL-C-46274B  (1) 

OS 

14  Oct 

86 

OS 

1 

1377 

Cortridge,  Impulse,  M37  Assembly  USER*11  . . . . . . . . . 

MIL-C-4622IA  (2) 

OS 

14  Ocl 

86 

OS 

1 

1377 

Cortridge,  Impulse,  M31A2  Assembly . . . . . . . . 

MIL-C-46239B  (1) 

OS 

14  Ocl 

86 

OS 

L 

1377 

Cartridge,  Impulse,  Mork  105  Mod  O  Validated  Aar  87 . . . . 

Mll-C-81536  (1) 

AS 

10  Apr 

87 

AS 

NOTICE  1 

t 

1377 

Cartridge,  Initiotor,  Delay,  M93 . „ . , . . . . . . 

/MII-C-46228A  (1) 

OS 

16  Ocl 

86 

OS 

L 

1377 

Corl.idge,  Initiotor,  Oeloy,  M155 . . . . . . . 

Mll-C.40247  (1) 

OS 

16  Oct 

86 

OS 

1 

1377 

Cortridge,  Initiator,  M69 . . . . . . . . . . . 

Mll.C.«0223  (2) 

OS 

09  Jun 

87 

OS 

1 

1377 

Cortridge,  Initiator,  XM201  Assembly  . . . . 

MIL-C-60224  (1) 

OS 

16  Ocl 

86 

OS 

1377 

Cortridge,  Initiotor,  Delay,  M46  USER-ll  . . . . . 

MII  C.46272A  (1) 

OS 

14  Oct 

86 

OS  99 

L 

1377 

Cartridge,  Initiator,  Oeloy,  M7l  USER*11  . . . . . . . 

MII-C-46270B  (1) 

OS 

16  Ocl 

86 

OS 

L 

1377 

Cartridge,  Initiator,  Reloy,  XM 1 48 . . . .  ..................... 

MIL-C-60558  (1) 

OS 

08  Dec 

86 

OS 

L 

1377 

Cortridge,  Initiotor,  Oeloy,  Ml  13 . . . . . . . . 

MIL-C'60555  (1) 

OS 

08  Dec 

86 

OS 

1 

1377 

Cortridge,  Initiotor,  M68,  Assembly  . . 

MII-C-60SS6  (1) 

OS 

08  Dec 

86 

OS 

1 

1377 

Cartridge,  Inliotor,  M73.......,.,.., . . . . . . 

MII-C-46618A  (3) 

OS 

16  Ocl 

86 

OS 

1377 

Cortridge,  One  Inch,  Mork  1  And  Mork  2  All  Mods  (Bomb  Efector)  ................... 

MIL-C-186S3B  (1) 

AS 

15  Apr 

87 

AS  99 

NOTICE  1 

1 

1377 

Cortridge,  Porochute  Deployment  CCU'11/B  REV.15... . . 

Mll-C-38983  (1) 

70 

12  Nov 

84 

99 

1 

1377 

Cartridge,  Powder  Actuated  Cutter,  M133,  Assembly  . . . . . . 

Mll-C-40583  (1) 

OS 

08  Dec 

86 

OS 

1 

1377 

Cortridge,  Powder  Actuoted  Cutter,  M129,  Assembly  ............. . . . 

MIL-C.40586  (1) 

OS 

16  Jon 

87 

OS 

1 

u;/ 

Cortridge,  Powder  Actuoted  Cutter,  Xm132,  Asscmeiy  . . . . 

M;L-C-40JCS  {!) 

OS 

19  Jon 

S7 

OS 

1 

1377 

Cortridge,  Power  Actuoted  Cutter,  XM130,  Assembly  . . . . . . . . 

Mll-C-40587  (1) 

OS 

19  Jon 

87 

OS 

1 

1377 

Cortridge,  Power  Actuoted  Cutter,  XM131,  Assembly  . . . . . 

MIL-C-60S82  (1) 

OS 

08  Dec 

86 

OS 

L 

1377 

Cortridge,  Thruster,  M141  Assembly  Validated  Mar  81 . . . . . 

MIL-C.40575 

OS 

14  Sep 

67 

OS 

L 

1377 

Cortridge,  Thruster,  M146  Validated  Apr  82 .  ....  ........................................... 

Mll-C-46941 

OS 

01  Aug 

63 

OS 

t 

1377 

Cortridge,  Thruster,  Ml  19 . . . . . 

MIL-C-60604  (I) 

OS 

16  Jon 

87 

OS 

1 

1377 

Cortridge,  Thruster,  M127  Assembly  ..................................  . . . 

MtLC-60643  (1) 

OS 

21  May 

87 

OS 

1 

1377 

Cortridge,  Thruster,  M67AI . . . . . . , . . . . 

MII-C-46240A  (2) 

OS 

14  Oct 

86 

OS 

1 

1377 

Cartridge,  Thruster,  M42A1  . . . . . . . . 

MII.C-44200A  (2) 

OS 

14  Ocl 

86 

OS 

1 

1377 

Cotopult,  Aircroft  Ejectic  Seat,  M37  Assembly  . . . . . . . . 

Mll>C-148B4  (3) 

OS 

23  Jon 

81 

OS  99 

L 

1377 

Cotopult,  Aircroft  Efec  lOn  Seot,  M9  Metol  Ports  AnttrhVf -Validated  Apr  82...... 

MIL-C-4i394  (2) 

OS 

23  Sep 

76 

OS 

1377 

Cotopult,  Aircroft  Election  Seot,  M9,  Remonufoctured  Metol  Ports  Assembly 

Mll.C-40809  (2) 

OS 

11  Oel 

78 

OS  99 

Validated  Aug  85 

1 

1377 

Cotopult,  Aircroft  Election  Seot,  M4A1  Remonufoctured  Metol  Ports  Assembly.... 

MIL.C.4M83  (2) 

OS 

15  Jul 

86 

OS 

141 


FSC  LISTING 


DOCUMENT 


FSC 

TITLE 

NUMBER 

PREP 

DATE 

CUSTODIAN 

1 

1377 

Colopult,  Aircroft  Election  Seat,  M5A1  Remonufoctured  Metol  Ports  Assembly 
Validated  Oct  88 

Mll-C-60684 

NOTICE  1 

OS 

15  Apr 

70 

OS 

1 

1377 

Cotopult,  Aircroft  Ejection  Seat,  M3A1  Remonufoctured  Metal  Ports  Assembly 
Validated  Jan  86 

MIL-C-6068S  (1) 

OS 

30  Apr 

73 

OS 

1377 

Cotopult,  Aircraft  Election  Seot,  M9  Assembly . . . 

Mll-C-46395  (4) 

OS 

23  Jon 

81 

OS 

99 

L 

1377 

Cotopult,  Aircraft  Ejection  Sect,  MIO  Remonufoctured  Metol  Ports  Assembly 
Validated  Oct  88 

MIL-C-60810 

NOTICE  1 

OS 

05  Oct 

88 

OS 

L 

1377 

Cotopult,  Aircraft  Ejection  Sect,  M3A1,  Metol  Ports  Assembly . . . 

MIL-C-46563A  (1) 

OS 

IS  Jul 

86 

OS 

1 

1377 

Cotopult,  Aircraft  Ejection  Seot,  M5A1  Assembly  Validated  Jan  86  US£P*11...... 

Mll.C-46942  (2) 
NOTICE  1 

OS 

04  Oct 

66 

OS 

L 

1377 

Cotopult,  Aircroft  Ejection  Seat,  M4A1,  Assembly  Validated  Jan  86 . . . . 

Mlt  C-46627A  (1) 
NOTICE  1 

OS 

04  Oct 

66 

OS 

L 

1377 

Cotopult,  Aircroft  Ejection  Seot,  M4A1  Metol  Ports  Assembly . . . . 

MII-C-46628A  (1) 

OS 

15  Jul 

86 

OS 

1377 

Cotopult.  Aircroft  Ejection  Seot,  CKU.7/A  Assembly. . . . . . . 

MIL-C-48S68B 

OS 

12  May 

88 

OS 

99 

1377 

Cotopult,  Aircroft  Ejection  Seat,  CKU*7/A  Metol  Ports  Assembly  Validated  Feb 

84 

Cotopult,  Aircraft  Ejection  Seot,  M5A1  Metol  Ports  Assembly  Validated  Feb  89 

MIL-C-48569  (2) 

OS 

06  Feb 

78 

OS 

99 

L 

1377 

MIL-C-46943 

NOTICE  1 

OS 

01  Feb 

89 

OS 

L 

1377 

Cotopult,  Aircroft  Ejection  Seot,  M3A1,  Assembly  Validated  Jan  86 . . . . 

MIL>C>46587A  (1) 
NOTICE-1 

OS 

20  Juti 

86 

OS 

L 

1377 

Cotopult,  Aircroft  Ejection  Seat  CKU*S/A/A  Assembly . . . 

MIL-C'82734A 

OS 

27  Oct 

88 

OS 

L 

1377 

Cotopult,  Aircroft  Ejection  Seat,  CKU«5/A/A  Rework  Assembly  . . . . 

Mll.C.82735 

OS 

23  Jul 

84 

OS 

1377 

Cotopult,  Aircroft  Ejection  Seot,  CKU7/A  Rework  Assembly  Validated  Ja!  8$ .... 

MIL-C-82686 

OS 

20  Sep 

79 

OS 

99 

L 

1377 

Cotopult,  Aircraft  Ejection  Seot  C&KU*2/A  &  C&KU‘5/A  Assembly  Validated 

Mar  87 

MtL-C>0082662A  (1) 
NOTICE  1 

OS 

31  Mar 

87 

OS 

1377 

Catapult,  Aircroft  Ejection  Seot  CKU«5/A  Assembly  Validated  Mar  87 . 

MIL-G82662  (4) 
NOTICE  1 

OS 

29  Mar 

87 

OS 

99 

L 

1377 

Chorge,  Linear  Shaped  . . . . . . . 

MIL-C-85254 

AS 

13  Jun 

81 

AS 

L 

1377 

Code,  Detonating . . . . . . . . . 

MIL-C.85253 

AS 

13  Jun 

81 

AS 

L 

1377 

Cord  Assembly,  Detonoting  . . . . . . 

MII-C.8J257 

AS 

13  Jun 

81 

AS 

1377 

Cord,  Detonating  Validated  May  85 . . . . . . . . 

MIL-C.50697 

AR 

17  Feb 

71 

AR  AS 

11 

1377 

Cutter,  Cartridge  Actuocted,  Mork  18  Mod  0  Validated  Mar  87 . 

MIL-C'81S3SA 

AS 

03  Feb 

69 

AS 

99 

L 

1377 

Cutler,  Delay,  Propellant  Actuated,  M21  (2  SEC)  &  M22  (10  SEC)  Validated 

Jan  86 

MIL-C.46992B 

NOTICE  1 

os 

30  Jun 

36 

OS 

1 

1377 

Cutler,  Powder  Actuoted  Foce  Curtoin  Coble,  Mork  4  Mod  0 . . . . 

MIL-C-23288C 

AS 

24  Dec 

85 

AS 

1 

1377 

Culler,  Powder  Actuoted,  Reefing  Line,  XM23  Metol  Ports  Assembly  (fnoctive 

For  New  Design) 

MIL-C-46944 

OS 

15  Jul 

88 

OS 

L 

1377 

Cutter,  Powder  Actuoted,  M8  Re*monufoctured  Metol  Ports  Assembly  Validated 
May  80 

Mll-C-60593 

OS 

20  Sep 

66 

OS 

L 

1377 

Cutter,  Powder  Actuated,  M8  Assembly  Validated  Jan  $6 . . . . . . 

MIL-C-40105  (1) 
NOTICE  1 

OS 

26  Jun 

86 

OS 

L 

1377 

Cutter,  Powder  Actuoted,  Reefing  Line,  M9,  Assembly  Validated  Jan  86  . . 

Mll-C-40262 

NOTICE  1 

OS 

26  Jun 

86 

OS 

L 

1377 

Cutler,  Powder  Actuated,  Reefing  Line,  XMIO  Assembly  Validated  Jan  86 . 

Mll-C'«0263 

NOTICE  1 

OS 

23  Jun 

86 

OS 

1 

1377 

Cutter,  Powder  Actuoted,  Reefing  line,  XM11,  Assembly  Validated  Jan  86 . 

MIL-C-60264 

NOTICE  1 

OS 

23  Jun 

86 

OS 

L 

1377 

Cutter,  Powder  Actuoted,  M8  Metol  Portsossembly  Validated  Feb  89... . . . 

MIL-C-40103 

NOTICE  1 

OS 

01  Feb 

89 

OS 

L 

1377 

Cutter,  Powder  Actuoted,  Reefing  Line,  XM12,  Assembly  Validated  Jan  86 . 

MIL-C-40265 

NOTICE  1 

OS 

23  Jun 

86 

OS 

L 

1377 

Cutter,  Powder  Actuoted,  Reefing  line,  M13,  Assembly  Validated  Mar  87 . . 

MII-C-602M 

NOTICE  1 

OS 

10  Mor 

87 

OS 

L 

1377 

Cutter,  Powder  Actuated,  Reefing  line,  M9,  XMIO,  XM11,  XM12,  M13,  Metol 
Ports  Assembly 

MIL-C-40267  (1) 

OS 

5  Jul 

86 

OS 

L 

1377 

Cutter,  Power  Actuoted,  Reefing  line,  XM23  Assembly  (Inoctive  Fornew  Design) 
Validated  Apr  82 

MIL-C-4494S  (1) 

OS 

02  Jun 

64 

OS 

L 

1377 

Delay  Composition,  T*10. . . . . . . . . . . 

MIL  D-85306  (1) 

AS 

19  Jun 

86 

AS 

L 

1377 

Delay  Element  Assemblies . . . . . . . . . . . 

MII  D.50727B  (1) 

OS 

16  Oct 

86 

OS 

L 

1377 

Detoy  Element,  Cortridge,  XM43  Assembly  Validated  Apr  87 . . . 

MIL-D-14820 

OS 

22  Jul 

69 

OS 

L 

1377 

Delay  Element,  Cartridge,  M75,  Assembly . . . . . 

MIL-D-j0648  (1) 

OS 

16  Oct 

86 

OS 

1 

1377 

Delay  Element,  Cortridge.  M60  Assembly . . . 

Mll-D-14842  (1) 

OS 

14  Oct 

86 

OS 

L 

1377 

Deloy  Element,  Cartridge,  XM44  Assembly  . . . . . . 

MIL  D-60S71B  (1) 

OS 

08  Dec 

86 

OS 

L 

1377 

Deloy  Element,  Cartridge,  M24  Assembly  . . . . . . . . 

Mll-0-14826  (1) 

OS 

14  Oct 

86 

OS 

1 

1377 

Deloy  Element,  Cartridge,  XM28  Assembly  . . . . . 

Mll-0.60572  (1) 

OS 

08  Dec 

86 

OS 

1 

1377 

Delay  Element,  Cortridge,  M)4  Assembly  . . . . . . 

MIL-D^WA  (1) 

OS 

09  Jon 

87 

OS 

L 

1377 

Deloy  Element,  Cortridge,-Ml3  Assembly  . . . . . . . . . . 

MIL-D-B0568A  (1) 

OS 

08  Dec 

86 

OS 

1 

1377 

Deloy  Element,  Cortridge.  M8  . . . . . 

MIL-D'44606A  ('■) 

OS 

09  Jun 

87 

OS 

L 

1377 

Delay  Element,  Cortridoe,-45/-Asi*mbly  ......  . . . 

.V,!L.O.«e51  (») 

OS 

16  Jon 

S7 

OS 

L 

1377 

Delay  Element,  Cortridge,  XM69,  Assembly . . . . . . . . 

MIL-D.B0873  (2) 

OS 

09  Jun 

87 

OS 

L 

1377 

Deloy  Element,  Cartridge,  M27  Assembly  . . . . . 

MIL  D  60866  (1) 

OS 

21  May 

87 

OS 

1 

1377 

Deloy  Element,  Cartridge,  XM17  Assembly . . 

MIL-D-60842  (1) 

OS 

16  Jon 

87 

OS 

L 

1377 

1377 

Design  And  Evoluotion  Of  Cortridge  Actuoted  Devices  Validated  Mar  82„„........ 

Design  And  Evoluution  Of  Cortridges  For  Stores  Suspension  Equipment 

Validated  Feb  82  USER-AR  REV-AR 

MIL  D-236I6B  (1) 

MIL  D.81303A  (1) 

AS 

AS 

24  Sep  74 

10  May  67 

AS 
AV  AS 

1377 

Design  And  Evoluotion  Of  Cortridges  For  Cortridge  Actuoted  Devices  Validated 

Jul84nv-M\ 

MIL-D-31625F  (1) 

AS 

29  Nay 

77 

AS 

99 

L 

1377 

Design  And  Evoluotion  Of  Signot  Tronsmission  Subsystems,  Generol 

Specificotion  For  Validated  Mar  82 

Mll-D-81980  (1) 

AS 

14  Aug 

75 

AS 

L 

1377 

Detonotor,  Electric,  Mark-83  Mod  O  Validated  Jal  84 . . 

MIL-D.81549A 

AS 

22  Feb 

71 

AS 

1 

1377 

Ejector,  Porochute,  Cartridge  Actuated,  XM233  Metol  Ports  AssemUy  Validated 
Jan  86 

MIL-E'60581A  (1) 
NOTICE  1 

OS 

23  Jun 

86 

OS 

142 
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1 

1377 

Ejector,  Porochute,  Cortridge  Actuated,  XM7  Metol  Parts  AssembI/  Validated 

MIL-E.50766  (1) 

OS 

26  Jun 

88 

OS 

Jun  86 

NOTICE  1 

1 

1377 

Ejector,  Parachute,  Cortridge  Actuated  aM7  AssembI/  Velidated  Jun  66, . 

MIL-E-50767 

NOTICE  1 

OS 

28  Jun 

88 

OS 

L 

1377 

Ejector,  Porochute,  Cortridge  Actuated,  XM233  AssembI/  Validated  Jun  86 . 

MIL-E-60591A  (1) 
NOTICE  1 

OS 

23  Jon 

88 

OS 

1377 

Expor)ding  Shielded  Mild  Detonating  Cord  AssembI/  Velidated  Mar  83 . 

MIL-E-50796  (1) 

OS 

10  Dec 

78 

OS  11 

1377 

firing  Device,  Explosive  Actuotor  (CCU‘64/6) . . . . . . . . 

Mll-F-85328 

AS 

13  Jun 

81 

AS 

L 

1377 

Firing  Device,  Explosive  Actuotor  (CCU*74/B) . . . 

MIL>F*8553t 

AS 

07  Jan 

88 

AS 

L 

1377 

Firing  Mechonism,  Cartridge  Actuoted.  29378*1  Assembly . . . . 

MIL.F.50693  (1) 

OS 

16  Jan 

87 

OS 

L 

1377 

Firing  Mechanism,  50057*1,  Overhaul  Of  Validated  Mar  67 . . . 

MIL-F-60823 

NOTICE  1 

OS 

26  Mar 

87 

OS 

1 

1377 

Firing  Mechonism,  Cartridge  Actuated,  29376*1  Remanufactured  Metol  Ports 

MIL-F-50694  (1) 

OS 

15  Jul 

88 

OS 

Assembly 

L 

1377 

Firing  Mechanism,  Cartridge  Actuoted,  50057*1  Assembly . 

MIL-F-50695  (1) 

OS 

15  Jul 

88 

OS 

L 

1377 

Firing  Mechonism,  Cartridge  Actuated.  50057*1  Remanufactured  Metol  Ports 

MIL-F-50696  (1) 

OS 

15  Jul 

88 

OS 

Assenbly 

L 

1377 

Generator,  Gos  Pressure,  Propellant  Actuoted,  M17  Metal  Ports  Assembly . . 

MII-G-148S1  (1) 

OS 

15  Jul 

88 

OS 

1 

1377 

Generotor,  Gos  Pressure,  Propellant  Actuated,  XM17,  Assembly  Validated  Jun 

MIL-G-60624 

OS 

23  Jun 

88 

OS 

86 

NOTICE  1 

L 

1377 

Generotor,  Gos  Pressure,  Propeliont  Actuated  BBU*18/6  . . . . . . 

Ma.G-85258 

AS 

13  Jun 

81 

AS 

1 

1377 

Holder,  Strip,  Assembly,  Metol  Ports  Validated  Mar  67 . 

MIL-H-60840 

NOTICE  1 

OS 

29  Mor 

87 

OS 

1 

1377 

Holder,  Strip,  Loaded,  Assembly  Mb,  M9,  M10,  XMt2,  M19  Or  XM25  Alrcroft 

MIL-H'60648  (1) 

OS 

15  Jul 

86 

OS 

Ejection  Seat  Cotapult 

1377 

Igniter  Assembly.. . . . . 

Mll-t.50755A 

OS 

05  Jan 

88 

OS  99 

1 

1377 

Igniter,  Auxiliary . . . . . 

MlL*h60667A  (2) 

OS 

20  Aug 

84 

OS 

L 

1377 

Igniter,  Primary  Validated  Jun  86  . . . . 

MIL-I-60676A  (1) 
NOTICE  1 

OS 

23  Jun 

88 

OS 

L 

1377 

Ignition  Element,  Electric,  M55  As:embly . . . . . 

MIL-I-60231A  (1) 

OS 

18  Oct 

86 

OS 

1 

1377 

Ignition  Element,  Electric,  Mork  22  Mod  0  Validated  Apr  67 . 

MI14-81548 

NOTICE  1 

AS 

10  Apr 

87 

AS 

i 

1377 

Ignition  Element,  Electric,  Mark  1 1  Mod  0 . . . . . 

MIL-I81S30A 

AS 

06  Moy 

87 

AS 

i 

1377 

Ignition  Element,  Electric,  Mark  13  Mod  0  Validated  Jut  84  REV.EA........ . . 

MII-T81537  (1) 

AS 

27  Ocl 

70 

AS 

1 

1377 

Ignition  Element,  Electric,  Mark  17  Mod  0  Validated  Mar  82 . . . 

MIL-I-81577A 

AS 

24  Sep 

74 

AS 

L 

1377 

Ignition  Element,  Electric,  M21,  Assembly  . . . . 

Mll-l-40232  (1) 

os 

18  Oct 

86 

os 

1 

1377 

Ignition  Element,  Electrical,  Mark  14  Mod  0  Validated  Jut  84 . 

MII-T81803 

AS 

14  Dec 

70 

AS 

L 

1377 

Iniator,  Cortridge  Actuated,  M8  Assembly  Validated  Jun  86 . . . . . 

M1L-I-S0364 

NOTICE  1 

OS 

19  Nov 

73 

OS 

1 

1377 

Initiolor,  Cartridge  Actuated,  Oeloy  MIO,  M31,  M42,  M72  And  Ml  14 

Mll.l-14857 

OS 

23  Jun 

88 

OS 

Remonufoctured  Metol  Parts  Assembly  Validated  Jun  86 

NOTICE  1 

1 

1377 

Initiator,  Cortridge  Actuated,  M8,  Metol  Ports  Assembly  Velidated  Jun  86 . . 

Mll-t-50362 

NOTICE  1 

OS 

26  Jun 

86 

OS 

1 

1377 

Initiator,  Cartridge  Actuoted,  M3A1C  And  M3A2  Remonufoctured  Metol  Ports 

Mll.l-14802  (2) 

OS 

15  Jul 

86 

OS 

Assembly 

1 

1377 

Initiator,  Cortridge  Actuated  Delay,  M51  And  M88  Metol  Ports  Assembly . 

MIH-50340  (1) 

OS 

15  Jul 

86 

OS 

L 

1377 

Initiotor,  Cartridge  Actuated,  Delay  XM92  Assembly  Validated  Jun  86 . . . 

Mll.l-14889 

NOTICE  1 

OS 

20  Jun 

86 

OS 

L 

1377 

Initiator,  Cartridge  Actuated  JAU*lA/6  Velidated  Apr  87 . . . . . 

Mll-1.81967 

NOTICE  1 

AS 

10  Apr 

87 

AS 

L 

1377 

Initiator,  Cartridge  Actuated,  Delay,  M30A1  And  M32At  Remonufoctured  Metol 

Mll.l-14803 

OS 

29  Aug 

88 

OS 

Ports  Assembly  Validated  Aug  88 

NOTICE  1 

L 

1377 

Initiotor,  Cortridge  Actuated,  M3A2  And  M3A1C  Assembly  Validated  Jun  86  .... 

MII.I-4M25B  (2) 
NOTICE 

OS 

20  Jun 

88 

or. 

L 

1377 

Initiotor,  Cartridge  Actuated,  Delay,  M14,  Assembly  Validated  Jun  86 . . . 

MIH-14859 

NOTICE  1 

OS 

20  Jun 

86 

OS 

L 

1377 

Initiator,  Cartridge  Actuated  JAU*1/B  Validated  Aug  85 . . . . . 

MII.T81845A 

AS 

21  Aug 

72 

AS 

1 

1377 

Initiotor,  Cartridge  Actuated,  Delay  M4A1,  M12A1,  M45A1  And  M49A1 

MIL-l-14804  (1) 

OS 

18  Jul 

73 

OS 

Remonufoctured  Metol  Assembly  Validat.d  Jun  86 

NOTICE  1 

L 

1377 

Initiator,  Cortridge  Actuated,  M53,  Assembly  Validated  Jun  86  . . 

MII.T60286A 

OS 

23  Jun 

86 

OS 

L 

1377 

Initiotor,  Cortridge  Actuated,  Mark  12  Mod  0  Validated  Apr  87  . . . 

Mll.1.81564  (1) 
NOTICE  1 

AS 

10  Apr 

87 

AS 

1 

1377 

Initiotor,  Cortridge  Actuated,  M99,  Assembly  Validated  Jun  86  . . . 

Ma.|.60292  (1) 

OS 

02  Nov 

86 

OS 

1 

1377 

Initiotor,  Cartridge  Actuoted,  M80  Assembly  Validated  Mar  87 . 

MIL.I-40642 

OS 

23  Mor 

87 

OS 

1 

1377 

Initiotor,  Cortridge  Actuoted,  Delay,  M44  Assembly  Validated  Mar  87 . 

Mll.l-40438 

OS 

23  Mor 

87 

OS 

1 

1377 

Initiator,  Cortridge  Actuated,  Deloy,  M31  Assembly  Validated  Mar  87 . . . 

MII-T60639 

OS 

23  Mor 

87 

OS 

1 

1377 

Initiolor,  Cartridge  Actuoted,  M9  Assembly  Velidated  Mar  87 . . 

Mll.1.60635 

OS 

23  Mor 

87 

OS 

L 

1377 

Initiotor,  Cortridge  Actuated,  Delay,  M26  Assembly . . . . . . 

MIL-I-40277A 
NOTICE  1 

OS 

03  Jon 

89 

OS  99 

L 

1377 

Initiolor,  Cartridge  Actuoted,  Deloy,  MIO,  Assembly  Velidated  Jun  86...,, . 

Mll.l-60278  (1) 
NOTICE  1 

OS 

23  Jun 

88 

OS 

L 

1377 

Initiolor,  Cortridge  Actuoted,  M9  And  M80  Metol  Ports  Assembly  . . . 

MIL-l-60636  (1) 

OS 

21  Moy  87 

OS 

L 

1377 

Initiolor,  Cortridge  Actuated,  XM98  Assembly  Velidated  Jun  86 . . . . 

MIL*I*60221 

NOTICE  1 

OS 

26  Jun 

86 

OS 

1377 

Initiotor,  Cortridge  Actuated,  Delay,  M4,  Assembly  Validated  Mar  87 . . . . 

MIL-T60279A 
NOTICE  1 

OS 

15  Mor 

87 

OS  99 

L 

1377 

Initiotor,  Cortridge  Actuated,  M28,  Assembly  Validated  Jun  86  . . . 

Mll'l-60281  (2) 
NOTICE  1 

OS 

23  Jun 

88 

OS 

1 

1377 

Initiator,  Cortridge  Actuoted,  Deloy,  M33,  Assembly  Validated  Jun  86 . 

MIU'60282  (1) 
NOTICE  1 

OS 

23  Jun 

86 

OS 

L 

1377 

Mll-1.60283  (1) 
Mll-l-60874 

OS 

86 

OS 

1 

1377 

Initiotor,  Cortridge  Actuated,  Deloy,  XM19  Assembly  Validated  Mar  87.....,.,.,,... 

OS 

29  Mar 

87 

OS 

NOTICE  1 
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1 

1377 

Initiotor,  Cortndge  Acluoted,  Delo//  M6A1,  AssembI/  Votidafed  Jun 

MIL-l-60554  (2) 
NOTICE  1 

OS 

23  Jun 

86 

OS 

1 

1377 

Initiator,  Cartridge  Actuoted.  Delay,  M43A1  Assembly  Validated  Mar  ....... 

MII.T60892 

NOTICE  1 

OS 

29  Mor 

87 

OS 

1377 

Initiator,  Cartridge  Actuoted,  Deloy,  XM110  Assembly  Validated  Mor  ^7 ............ 

MILI'60886 

NOTICE  1 

OS 

29  Mor 

87 

OS  99 

L 

1377 

Initiotor,  Cortrldge  Actuoted/  M5A2  Metal  Ports  Assemblies  Validated  Oct  88..» 

Mll.|.60i22 

NOTICE  1 

OS 

05  Ocl 

88 

OS 

i 

1377 

fnitiotor.  Cartridge  Actuoted,  Delay,  MM,  M16,  XM18,  XM20,  XM22,  XM24, 

M54,  Metol  Ports  Assembly 

MIL-I-60S46  (1) 

OS 

15  Jul 

86 

OS 

L 

1377 

Initiator,  Cortridge  Actuoted,  Deloy,  M89  Metoi  Ports  Assembly . . . . 

MII-I.60S3I  (1) 

OS 

21  Moy 

87 

OS 

1 

1377 

Initiator,  Cartridge  Actuated,  M99,  Metol  Parts  Assembly. . . 

Mll-l-60525  (2) 

OS 

21  Moy  87 

OS 

1 

1377 

Initiotor,  Cartridge  Actuated,  Deloy,  XM64,  Assembly  Validated  Jun  dd 

MIL.1.60507 

NOTICE 

OS 

23  Jun 

86 

OS 

1 

1377 

Initiator,  Cortridge  Actuoted,  Deloy,  XM64  Metal  Ports  Assembly . . . . 

M11-I'60526  (1) 

OS 

21  Moy  87 

AR  OS 

1 

1377 

Initiotor,  Cortridge  Actuated,  Deloy,  M30A1  Assembly  . . . . . 

Mll-I'60528B  (2) 
NOTICE  1 

OS 

15  Mor 

87 

OS 

L 

1377 

Initiotor,  Cortridge  Actuoted,  Deloy,  M89,  Assembly  Validated  Jun  dd ................ 

MIL-l-60529 

NOTICE  1 

OS 

23  Jun 

86 

OS 

1 

1377 

Initiator,  Cartridge  Actuated,  Delay,  M6A1,  M26,  M33,  M44,  Metoi  Ports 

Assembly 

MI14-60508A 

OS 

03  Jon 

89 

OS  99 

1377 

Initiator,  Cortridge  Actuoted,  Deloy,  M42,  Assembly  Validated  Jun  36, . . 

MIL.I-60511  (1) 
NOTICE  1 

OS 

23  Jun 

86 

AR  OS 

L 

1377 

Initiator,  Cortridge  Actuoted,  Deloy,  M72,  Assembly  Validated  Jun  66 . . . 

Mll-l'60S12  (2) 
NOTICE  1 

OS 

23  Jun 

86 

OS 

1 

1377 

Initiator,  Cortridge  Actuated,  Deloy,  M45  Assembly  Validated  Jun  86 . . . 

MII-L60SI3 

NOTICE  1 

OS 

23  Jun 

86 

OS 

1 

1377 

Initiator,  Cortridge  Actuated,  Deloy,  M49A1  Assembly  Validated  Jun  86 . . 

MIU-60514A  (1) 
NOTICE  1 

OS 

23  Jun 

86 

OS 

1 

1377 

Initiotor,  Cartridge  Actuated,  Delay,  M30A1,  M32A1,  M43A1  &  XM92  Metol 

Ports  Assembly  Validated  Mar  87 

Mll-h60SI5A 
NOTICE  1 

OS 

15  Mor 

87 

03 

L 

1377 

Initiotor,  Cortridge  Actuated,  M27  Metal  Ports  Assembly  . . . . . . . 

Mll.l-60517  (1) 

OS 

15  Jul 

86 

OS 

L 

1377 

Initiator,  Cortridge  Actuated,  Deloy,  M32,  Assembly  Validated  Jun  87„.„ . . 

MILI'60284A 

OS 

30  Ocl 

68 

OS 

L 

1377 

Initiator,  Cortridge  Actuated,  M28  Metol  Ports  Assembly  Validated  Jun  86  . . 

MII-T60S1S  (1) 

OS 

17  Jul 

73 

OS 

L 

1377 

Initiator,  Cortridge  Actuated,  M53  Metal  Ports  Assembly  Validated  Feb  69 ........ 

Mll.|  (S0519  (1) 
NOTICE  1 

OS 

03  Feb 

89 

OS 

i 

1377 

Initiotor,  Cartridge  Actuated,  M5A2  Assembly  Validated  Jun  86 . . 

Mll.l-46576  (2) 
NOTICE  1 

OS 

26  Jun 

86 

OS 

1 

1377 

Initiotor,  Cortridge  Actuated,  Deloy,  M4,  M12,  M45  And  M49,  Metol  Ports 
Assembly 

Ma-I-46497A  (1) 

OS 

21  Moy  87 

OS 

1 

1377 

Initiator,  Cartridge  Actuated,  M3A2  And  M3A1C,  Metol  Ports  Assembly 

Validated  Jun  86 

MII.I.46559A  (1) 
NOTICE  1 

OS 

20  Jun 

86 

OS 

1 

1377 

Initiotor,  Cartridge  Actuoted,  Deloy,  M51  Assembly  Validated  Mar  87 . . . . 

Mll-160867 

NOTICE  1 

OS 

29  Mor 

87 

OS 

L 

1377 

Initiotor,  Cortridge  Actuated,  Delay,  M15  Assembly  Validated  Mar  87 . . . . 

MIL-1'60869 

NOTICE  1 

OS 

29  Mor 

87 

OS 

L 

1377 

Iflitialor,  Corlndje  Actuated,  Delay,  15,  XM17.  XM19,  XM21,  XM23.  XM25  & 
XMllO  Metal  Parts  Assembly  Validated  Mar  87 

Mll-l-60870 

NOTICE  1 

OS 

26  Mor 

87 

OS 

1 

1377 

1377 

Initiator,  Cartridge  >«ctuoted,  M87  Assembly  Validated  Mar  87 . . . 

Initiotor,  Cortridge  Actuoted,  Delay,  M6A1,  M26,  M33,  Remonufoctured  Metol 
Ports  Assembly  REV-70 

Mll-l-60846 

NOTICE  1 
MU-l-82760 

OS 

29  Mor 

03  Jon 

87 

89 

OS 

1 

1377 

Initiotor,  Cortridge  Actuated,  XM107  Metol  Ports  Assembly  (Inactive  For  New 
Design)  Validated  Apr  82 

Mll-1 60595  (1) 
NOTICE  1 

OS 

20  Feb 

70 

OS 

L 

1377 

Initiator,  Cartridge  Actuoted,  Deloy  Mark  1 1  Mod  0  Validated  Aug  83 . . 

Mll-l-ei316A  (3) 

AS 

18  Jul 

73 

AS 

1 

1377 

Initiator,  Cortridge  Actuated,  Deloy,  MlO,  M31,  M42,  M72,  Metol  Ports 

Assembly 

Mll.1.60296  (1) 

OS 

15  Jul 

86 

OS 

i 

1377 

Initiotor,  Cartridge  Actuoted,  M53  Remonufoctured  Metol  Ports  Assembly 

Validated  Jun  86 

Ma-l-48412 

NOTICE  1 

OS 

20  Jun 

86 

OS 

1377 

Initiator,  Deloy,  M12A1  Assembly  Validated  Mar  87 . . . . 

MIII.46619A 
NOTICE  1 

OS 

15  Mor 

87 

OS  99 

1377 

Initiator,  Electric,  Generol  Design  Specification  Validated  Apr  87  REV-Ml  AV 

OS 

MII.I.23659C 
NOTICE  1 

AS 

31  Aug 

72 

AR  AS 

L 

1377 

Initiotor,  Propellant  Actuoted,  Deloy,  JAII-4/A25  Assembly  Validated  Jun  86  .... 

Ma-1-48410 

NOTICE 

OS 

20  Jun 

86 

OS 

1 

1377 

Initiotor,  Propellant  Actuated.  M104  Assembly  Validated  Aug  88. . . 

Mll-1.50374  (1) 
NOTICE  1 

OS 

29  Aug 

88 

OS 

1 

1377 

Initiotor,  Propellont  Actuoted,  M104  Metol  Ports  Assembly. . . 

Mil  l-50375  (1) 

OS 

15  Jul 

86 

OS 

L 

1377 

Initiotor,  Propellont  Actuoted,  Deloy,  JAU*9/A  Assembly  Validated  Jun  86  ........ 

Mll-l-48404 

NOTICE 

OS 

20  Jun 

86 

OS 

i 

1377 

iniiiOtor,  FropeMonI  Actuated,  JAU*2/'A25  Assembly  Validated  Jun  8a  ............... 

MI'.-l-50699 

NOTICE  1 

OS 

26  Jun 

86 

OS 

L 

1377 

Initiator,  Propellant  Actuated,  JAU*2/A25  Metol  Parti  Assembly  ........................ 

MIL-l-50700  (1) 

OS 

15  Jul 

86 

OS 

1 

1377 

Initiator,  Propellant  Actuated,  Deloy,  JAlf*3/A25  Assembly  Validated  Jun  86  .... 

MIL-I-50731A 
NOTICE  1 

OS 

26  Jun 

86 

OS 

1 

1377 

Initiator,  Propellant  Actuoted,  Deloy,  Ml  13  Assembly  Validated  Jun  dd .............. 

Mll-l-50714  (1) 
NOTICE  1 

OS 

26  Jun 

86 

OS 

L 

1377 

Initiotor,  Propellont  Actuated,  Deloy,  JAU-3/A25  &  Ml  13  Metol  Ports  Assembly 

1  Validated  Jun  86 

MIL-I-50715A 
NOTICE  1 

OS 

26  Jun 

86 

OS 

L 

1377 

Initiotor,  RF  Filtered,  Duol'bridgewire . . . . . . . . 

MII-I-85627  (1) 

AS 

21  Mor 

86 

AS 

1 

1377 

Intiotor,  Cortridge  Actuoted/Deloy  Ml  14  Assembly  Validated  Jun  86  ,... 

MII-I-14885  (1) 
NOTICE  1 

OS 

20  Jun 

86 

OS 
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1377 

Linear  Shaped  Charge  Assembl/  Vol!dof«d  Jun  86  . . . . . . 

Mll-l-5079, 

NOTICE  1 

os 

22  Jon 

73 

OS  11 

L 

1377 

Liner  Materio),  Polybutadiene  Bose  Validated  Feb  84 . . . . 

Mll.1.82677 

OS 

10  Jon 

78 

OS 

L 

1377 

Liner  Materials,  Polybutodlene  Base . . . . . . . . 

MIL-1-826S3  (3) 

■OS 

05  Apr 

84 

OS 

1 

1377 

Motor,  Hot  Gos  (MAU.132A/8) . 

Mll-M-852i5 

AS 

13  Jun 

81 

AS 

L 

1377 

Pointing  Of  Aircrew  Propulsion  Systems  (Aeps)  Validated  Oct  84  . . . 

MIL-P-8i089 

AS 

13  Dec 

77 

AS 

L 

1377 

Primer,  Percussion,  CCU«20/A  &  Primer,  Percussion,  CCU*21/A  Validated  Jun 

Mll.P.50789 

OS 

26  Jun 

86 

OS 

86 

NOTICE  1 

1377 

Propellent  And  Explosive  Systems,  Aircraft  Crew  Escape  Rer^uest  Porissue  Other 

Mll.P-87220  (1) 

11 

15  Apr 

86 

11 

Than  Dod  Must  Be  Sent  Vio>  Asd/enes,  Wright'potterson  Afb  Oh  45433.6503 

1377 

Propellent  Groins,  NOSOL*3l8..... . . . . . . . 

MIL-P-82739  (1) 

OS 

01  Mor 

88 

OS 

1377 

Propellant,  Grain,  inhibited  Validated  Jul  85..... . . . . . 

MII-P.608S2A 

OS 

21  Oct 

70 

AR  OS 

1377 

Propulsion  Systems,  Aircrew  Escope,  Design  Specificotion  For  R£V>TE  AS  9?  .... 

MIL.P-83126A 

11 

08  Feb 

80 

AR  OS 

L 

1377 

Remove,  Aircraft  Conopy,  M8AI  Remonufoctured  Metot  Ports  Assembfy 

MII-R-50729A 

OS 

26  Jun 

86 

OS 

Validated  Jun  66 

NOTICE  1 

1377 

Remover,  Alrcroft  Conopy,  P/N  2218*18  OverhoJ  Of  . . . . . . . . . . 

MIL-R-U801  (1) 

OS 

15  Jul 

86 

OS 

1 

1377 

Remover,  Aircraft  Canopy,  M8A2  Assembly  Vclidsfed  Jun  36 . . . . 

MIL-R-50776 

NOTICE  1 

OS 

05  Apr 

72 

OS 

1 

1377 

Remover,  Alrcroft  Cenopy.  M9  Remonufoctured  Metal  Ports  Assembly  Validated 

MIL-R-14821 

OS 

15  Mor 

87 

OS 

Mar  87 

NOTICE  1 

L 

1377 

Remover,  Alrcroft  Canopy,  M1A3,  Metol  Ports  Assembly . . . 

MII-R-46630B  (2) 

OS 

15  Jul 

86 

OS 

L 

1377 

Remover,  Aircraft  Conopy,  M8A1  Assembly . . . . . . 

MIL-R-14807 

NOTICE  1 

OS 

10  Mor 

87 

OS 

L 

1377 

Remover,  Aircroft  Conopy  Overhoul,  Modification  &  Conversion  Of  P/N 

MIL-R-60862  (1) 

OS 

26  Mor 

87 

OS 

2218-17  To  P/N  2218-18  VoUdalfd  Mar  87 

NOTICE  1 

1 

1377 

Remover,  Aircroft  Canopy,  M8AI  Metal  Ports  Assembly  (Conversion)  Validated 

MIL-R-60897  (3) 

OS 

05  Dec 

69 

OS 

Apr  82 

L 

1377 

Remover,  Aitcrofi  Conopy,  M8A2  Metal  Ports  Assembly . 

MII-R-60B7S  (1) 

OS 

19  Jan 

87 

OS 

1 

1377 

Remover,  Aircroft  Canopy,  MIAS,  Assembly  Validated  Jun  86..... . 

MIL-R-46631B 

NOTICE 

OS 

20  Jun 

86 

OS 

1 

1377 

Remover,  Aircroft  Canopy,  M3AI,  Assembly  Validated  Jun  86 . . . . 

M1L-R.46617A  (1) 
NOTICE  1 

OS 

20  Jun 

86 

OS 

L 

1377 

Remover,  Aircroft  Conopy,  M3A1,  Metol  Ports  Assembly . 

MII-R-4B560A  (1) 

OS 

15  Jul 

86 

OS 

L 

1377 

Remover,  Aircraft  Conopy,  M4  Assembly  Validated  Jun  86 . . . . 

MIL-R-4665BA  (1) 
NOTICE  1 

OS 

22  Nov 

66 

OS 

1 

1377 

Remover,  Aircroft  Canopy,  RAU<1/A  .Metol  Ports  Assembly  Validated  Jun  86  .... 

MILR-4B4I6 

NOTICE  1 

OS 

20  Jun 

86 

OS 

L 

1377 

Remover,  Aircraft  Conopy,  M5  Assembly  Validated  Jun  86 . . . . 

MII-R-40112  (1) 
NOTICE  1 

OS 

26  Jun 

86 

OS 

1 

1377 

Remover,  Aircroft  Conopy,  M4  And  M5  Metol  Ports  Assembly  Validated  Apr  82 

Mll-R-60117 

OS 

20  Moy 

64 

OS 

i 

1377 

Remover,  Aircraft  Conopy  RAU<I  ''A  Asser>bly  Validated  Jun  86 . . . . 

Mll-R-48452 

NOTICE  1 

OS 

26  Jun 

86 

OS 

1 

1377 

Rocket  Motor  Ml  19,  Assembly . . . 

MII-R-50753  (3) 

OS 

02  Feb 

65 

OS 

1 

1377 

Rocket  Motor,  XMl  19  Metol  Ports  Awembly  Validated  Apr  82 . 

MIL.R-50754 

OS 

20  Nov 

72 

OS 

L 

1377 

Shielded  And  Confined  Mild  Oetonoting  Cord  Assemblies  Validated  Jun  86 . 

Mll-S-48405 

NOTICE  1 

OS 

15  Oct 

73 

OS 

1377 

Sleeve  And  Groin  Assembly  Validated  Jul  85 . . . . 

Mll-S-48567  (1) 

OS 

30  Oct 

78 

OS  99 

1 

1377 

Sleeve  And  Groin  Assembly  (CKU«2/A  Rocket  Cotopult  Validated  Mar  87... . 

MII-S-82714 

NOTICE  1 

OS 

31  Mor 

87 

OS 

1 

1377 

Thruster,  Cartridge  Actuoted,  M9,  Assembly  Validated  yjn  86 . . . . 

Mll-T-BOIOIA 
NOTICE  1 

OS 

26  Jun 

86 

OS 

L 

1377 

Thruster,  Cortridge  Actuated,  M9  Metol  Ports  Assembly  Validated  Jun  86  . . 

MII-T-60102A 
NOTICE  1 

OS 

26  Jun 

86 

OS 

1 

1377 

Thruster,  Cortridge  Actuoted,  M5A3  Assembly  Validated  Mar  $7 . . . . 

M1L-T-46659A  (2) 
NOTICE  1 

OS 

10  Mor 

87 

OS 

L 

1377 

Thruster,  Cartridge  Actuated,  M2A2  Metal  Ports  Assembly  Validated  Feb  dP ...... 

MII-T-46432A 
NOTICE  1 

OS 

01  Feb 

89 

OS 

1 

1377 

Thruster,  Cartridge  Actuated,  M16  Metol  Ports  Assembly  Validated  Mar  87 . 

MII..T.46B91A  (1) 

OS 

10  Mar 

87 

OS 

r 

NOTICE  1 

L 

1377 

Thruster,  Cartridge  Actuoted,  M2A2  Assembly  Validated  Mar  87 . . . 

MII-T-46B26B 
NOTICE  1 

OS 

15  Mor 

87 

OS 

1 

1377 

Thruster,  Cortridge  Actuoted,  M3A3  Assy  Validated  Jun  86 . . . . . 

MIL-T-46B16B  (2) 
NOTICE  1 

OS 

14  Mor 

74 

OS 

L 

1377 

Thruster,  Cortridge  Actuated.  M16,  Assembly  Validated  Feb  89 . . . 

Mll-r-46692A 
NOTICE  1 

OS 

01  Feb 

89 

OS 

1 

1377 

Thruster,  Cartridge  Actuated,  M3A3  Metol  Ports  Assembly  Validated  Feb  89...... 

MIL-T.46583B 
NOTICE  1 

OS 

01  Feb 

89 

OS 

L 

1377 

Thruster,  Cartridge  Actuoted,  M19  Metol  Ports  Assembly  Vc'idated  Mar  87 . . 

MII-T-46402A 
NOTICE  1 

OS 

10  Mor 

87 

OS 

L 

1377 

Thruster,  Cortridge,  A  Ctuated,  M19  Assemblyfinoctive  For  New  Design) . . 

MIL-T-46B03A 

OS 

15  Jul 

88 

OS 

L 

i377 

Thruslei,  CodddyS  ActvStcd,  ,V.13,  Asss.mb!'/  Vc^'dsted  Me*'  67 

MIL-T.46604A  (1) 
NOTICE  1 

OS 

23  Mor 

87 

OS 

L 

1377 

Thruster,  Cortridge  Actuoted,  M13  Metol  Ports  Assembly...,., . . . 

MIL-T-4BB05A  (1) 

OS 

15  Jul 

86 

OS 

L 

1377 

Thruster,  Cortridge  Actuoted,  M15,  Metol  Ports  Assemldy . . . . 

MIL-T-46590B 
NOTICE  1 

OS 

10  Mor 

87 

OS 

L 

1377 

Thruster,  Cortridge  Actuoted,  M15  Assembly  Validated  Jun  86. . . 

MIL-T-46591A 

NOTICE 

OS 

20  Jun 

86 

OS 

1 

1377 

Thruster,  Cortridge  Actuated  Mil  Metol  Ports  Assembly . . . . . 

MIL-T-44947A  (1) 

OS 

15  Jul 

86 

OS 

L 

1377 

Thruster,  Cartridge  Actuated,  Mil,  Assembly  Validated  Mar  87... . . . 

MIL.T-46948A  (1) 
NOTICE  1 

OS 

15  Mor 

87 

OS 

1 

1377 

Thruster,  Cartridge  Actuated,  M2CA1  Assembly  Validated  Jun'86 . . . . 

Mll-T-60129  (2) 
NOTICE  1 

OS 

26  Jun 

86 

OS 

1 

1377 

Thruster,  Cartridge  Actuoted,  M5A2  Metol  Ports  Assembly  . . . 

MIL-T-46573B  (1) 

OS 

15  Jul 

86 

OS 

!45 


FSC  LISTING 
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TIIIE 
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PREP 

DATE 

CUSTODIAN 

L 

1377 

Thruster,  Cortridge,  Actuated,  M20A1  Metol  Parts  AssembI/  (tnaclive  For  New 

MIL.T-60116 

os 

17  Jun  64 

OS 

Design)  VoUdoted  Apr  62 

NOTICE  1 

1377 

Thruster,  Cartridge  Actuated,  M25A1  Assembly  VaUdated  Mor  83  . . . . 

MIL-T-60201B 

OS 

16  Jon  70 

AR  OS  99 

L 

1377 

Thruster,  Cartridge  Actuated,  M18,  Assembly  Validated  Jun  86  . . 

MIL-T-60246  (1) 
NOTICE  1 

OS 

26  Jun  86 

OS 

1 

1377 

Thruster,  Cortridge  Actuated,  MT  Assemb)/  Validated  Jan  86 . 

MIL-T.60227A 
NOTICE  1 

OS 

26  Jun  86 

OS 

1 

1377 

Thruster,  Cortridge  Actuated,  M17,  Assembly  Validated  Jun  66  . . . 

MIL-T.60249  (1) 

OS 

18  Nov  66 

OS 

L 

1377 

Thruster,  Cortridge  Actuoted,  M7  Metol  Ports  Assembly  Validated  Jun  86  .......... 

MII-T.60229A 
NOTICE  1 

OS 

26  Jun  86 

0 

i 

1377 

Thruster,  Cortridge  Actuated,  M25A1  Remonuloctured  Metol  Ports  Assembly . 

Mll-T-50713  (1) 

OS 

15  Jul  86 

OS 

1 

1377 

Thruster,  Cortridge  Actuated,  M18,  Metol  Parts  Assembly . . . . . 

MIL-T-60236  (1) 

OS 

15  Jul  86 

OS 

L 

1377 

Thruster,  Cartridge  Actuated,  M17,  Metol  Parts  Assembly  Validated  Jun  86 . 

MIL-T-60253 

OS 

03  Nov  65 

OS 

L 

1377 

Thruster,  Cortridge  Actuated,  MIA2  Remanufoctured  Metal  Ports  Assembly 

Mll.T.50356 

OS 

08  Oct  69 

OS 

Validated  Apr  82 

1 

1377 

Thruster,  Cortridge  Actuoted,  XM26,  Assembly  Validated  Jun  86 . . . . . 

MIL.T-50302A  (1) 
NOTICE  1 

OS 

26  Jun  86 

OS 

1 

1377 

Thruster,  Cartridge  Actuoted,  M26  Metol  Parts  Assembly . . . . . . 

MII-T.50303A  (1) 

OS 

15  Jul  86 

OS 

L 

1377 

Thruster,  Cortridge  Actuated,  M)A2  Metol  Ports  Assembly  Validated  Mor  81  .... 

MIL-T-45498B  (1) 

OS 

12  Sep  73 

OS 

L 

1377 

Thruster,  Cartridge  Actuated,  M1A2  Assembly  Validated  Mor  81 . . 

MII.T.45499B  (1) 

OS 

12  Sep  73 

OS 

L 

1377 

Thruster,  Cortridge  Actuated,  M6,  Assembly  Validated  Mar  67 . . 

Mll-T-60637  (2) 

OS 

23  Mor  87 

OS 

L 

1377 

Thruster,  Cartridge  Actuated,  M9  Remonuloctured  Metol  Ports  Assembly 

Mll-T-60(i77 

OS 

23  Mor  87 

OS 

Validated  Mar  87 

L 

1377 

Thruster,  Cartridge  Actuoted.  M15  Remanufoctured  Metol  Ports  Assembly 

MII-T-60694A 

OS 

26  Mor  87 

OS 

Validated  Mar  87 

NOTICE  1 

1377 

Thruster,  Cartridge  Actuated,  M20A1,  Remonuloctured  Metol  Port;  Assembly 

Ma.T.6069S 

OS 

26  Mor  87 

OS  99 

Validated  Mar  87 

NOTICE  1 

1 

1377 

Thruster,  Cartridge  Actuated,  M2A2,  Remanufoctured  Metol  Ports  Assembly 

MII-T-60696 

OS 

26  Mor  87 

OS 

Validated  Mar  87 

NOTICE  1 

L 

1377 

Thruster,  Cartridge  Actuated,  M3A3,  Remonuloctured  Metol  Ports  Assembly 

MIL-T-60697  (1) 

OS 

30  Jun  86 

OS 

Validated  Jun  86 

NOTICE  1 

L 

1377 

Thruster,  Cartridge  Actuated,  M7  Remonuloctured  Metol  Ports  Assembly 

MIL-T-40699 

OS 

26  Mor  87 

OS 

Validated  Mar  87 

NOTICE  1 

L 

1377 

Thruster,  Cortridge  Actuated.  M17  Remonuloctured  Metol  Ports  Assembly 

MIL-T-4OB00 

OS 

26  Mor  87 

OS 

Validated  Mar  87 

NOTICE  1 

L 

1377 

Thruster,  Cortridge  Actuoted.  M13,  Remonuloctured  Metol  Ports  Assembly 

MIL-T-60801 

OS 

26  Mor  87 

OS 

Validated  Mar  87 

NOTICE  1 

1 

1377 

Thruster,  Cortridge  Actuoted,  M16  Remonuloctured  Metol  Ports  Assembly 

Mll-T-40680  (1) 

OS 

10  Aug  73 

OS 

Validated  Jun  66 

1 

1377 

Thruster,  Cartridge  Actuav«d.  M18  Remonuloctured  Metol  Ports  Assembly 

MIL-T-B0648 

OS 

23  Mor  87 

OS 

Validated  Mar  87 

1 

1377 

Thruster,  Cortridge  Actuated,  M25A1  Metol  Ports  Assembly . . . . . 

MII-T-8056IA  (1) 

OS 

15  Jul  86 

OS 

1 

1377 

Thruster,  Cortridge  Actuoted,  M19  Remonuloctured  Metol  Ports  Assembly 

Mll'T.iO«89 

OS 

23  Mor  87 

OS 

Validated  Mar  87 

L 

1377 

Thruster,  Cortridge  Actuoted,  Mil,  Remonuloctured  Metol  Ports  Assembly 

MIL-T.40652 

OS 

23  Mor  87 

OS 

Validated  Mar  87 

L 

1377 

Thruster,  Cortridge  Actuated,  M6,  Metol  Ports  Assembly . . . . 

MIUT-«)645  (1) 

05 

21  Moy  87 

OS 

1 

1377 

Thruster,  Cortridge  Actuated,  M5A2  Remonuloctured  Metol  Ports  Assembly 

MIL.T.B0647 

OS 

23  Mor  87 

OS 

Validated  Mar  87 

L 

1377 

Thruster,  Cortridge  Actuated,  M25,  Metol  Ports  Assembly,  Remonuloctured  From 

MIL-T-6W72  (1) 

OS 

15  Jul  86 

OS 

M20  &  M20A1  Cortridge  Actuoted  Thruster 

L 

1377 

Tube,  Aluminum  Alloy,  2024,  Seamless  (For  Propellant  Actuoted  Devices) 

Mll.T.50777 

05 

01  Mor  72 

OS 

Validated  Jun  Si  USER-CE  REV-MR 

NOTICE  1 

1 

1380 

Biological  Agent,  Simufont,  BocIIlus  GLOBIG11,  Dispenser,  AN*M1  Validated 

MIL-B.9978A  (1) 

EA 

13  Sep  67 

EA 

Jan  82 

L 

1380 

Simulant  Agent,  BG*1 . . . . . . . . . . 

MII-S-50003B 

EA 

04  May  84 

EA 

1390 

Active  Fuze  Cotolog  (  Req  For  Issue  Other  Than  GOD  Must  Be  Sent  Vio 

Mll-HDBK  145A 

AR 

01  Jon  87 

AR  OS  99 

Comdr.  Armament  Research  &  Development  Cntr,  Attn:  SMCAR«ESC'S, 

Dover,  N.J.  07801-500)  )IEV.MI  AS  11 

1390 

Alternator,  Turbine  (Air  Driven) . . . . . . . . . . 

MIL-A-63991 

AR 

29  Mor  88 

AR 

t 

1390 

Booster,  M125A1  Assembly  Less  Booster  Pellet  &  Lead  Cup  Charge  Validated 

MIL.B  B0806C  (4) 

AR 

09  Feb  77 

AR 

Jan  83 

L 

1390 

Booster,  M125A1,  Loading  &  Packing  Validated  Jun  85......... . . . . . . 

MIL-B'60856  (5) 

AR 

26  Feb  73 

AR 

L 

1390 

Booster,  M125A1E3,  loading  &  Packing  Validated  May  87  . . . 

Ma.B-80807  (7) 
NOTICE  1 

AR 

08  Moy  87 

AR 

1 

1390 

Booster,  M125A1  (Alternote)  Assembly  Less  Booster  Pellet  And  leod  Cup 

MIL-B-466S4C  (4) 

AR 

10  Jul  87 

AR 

Chorge 

NOTICE  1 

1 

1390 

Broided  Fuze  Moteriol  Validated  Jun  85 . . . . . . . . . 

Mll-B'60223  (1) 

AR 

28  Oct  65 

AR 

L 

1390 

Chorge,  Spotting.  Model  APG-2  Validated  Sep  88 . . . . . . 

MILC-483S2 

NOTICE  1 

AR 

01  Sep  88 

AR 

L 

1390 

Deloy  Module,  Impact,  MetuI  Ports  Assembly,  &  Pocking  . . . . . 

Mll-D'«3406  (3) 

AR 

31  Oct  84 

AR 

L 

i3?0 

Delonuior,  ciectric,  PA526  (XM/0)  Looding,  Assembling  &  Pocking . 

Mll-D-70432 

AR 

26  Moy  83 

AR 

L 

1390 

Detonotor,  Electric,  M69  looding.  Assembling  And  Pocking  . . 

MIL-0'60031A  (1) 

AR 

15  Aug  88 

AR 

1 

1390 

Detonator,  Electric,  M69,  Ports  For  Validated  Feb  84.,... . . . . . . 

MII-D80027A 

AR 

19  Moy  78 

AR 

1 

1390 

Element,  Ignition  Percussion-electric,  M4  Ports  For  Validated  Jun  85, . . 

MIL-E-46564 

AR 

22  Aug  61 

AR 

i 

1390 

Element,  Ignition,  Electric  Metol  Ports  Assembly,  For  Igniter,  Electric  Primer, 

MIL-E-462I5C  (2) 

AR 

15  Sep  83 

AR 

M63  And  Electric  Primers,  M80A1  And  M83 

L 

1390 

Element,  Ignition,  Electric,  M18,  Ports.  Validated  Jun  85. . . . . 

MII-E-4&4400 

AR 

25  Jul  79 

AR 

1390 

Explosive  Components,  Electrfcolly  Inioted,  Bosic  Evaluotion  Tests  For  U$ER-MC 

MIL-STD-322B 

AR 

20  Mor  84 

AR  OS  99 

1390 

Formula  For  Fuze  Threod  luting  (For  Speciol  Ammunition  Use)  Validated  Apr  82 

MS'i03A 

OS 

10  Moy  74 

AR  OS 

REV-AR 

L 

1390 

Fuse,  Bose  Oetonotion,  M62A2  Looding,  Assembling  &  Pocking  Validated  Jun 

MIL-F.60044A  (2) 

AR 

25  Moy  79 

AR 

S5 


146 
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L 

1390 

Fuse,  Dummy,  M50,  M50B1,  M50B2,  M50B3,  MS9,  MB9,  M&9B1,  M&9B2,  And 

MIL-F.13376 

AR 

16  Apr 

54 

AR 

M73  Validated  Jun  85 

L 

1390 

Fuse,  MT,  M565  Assembly  Validated  Aug  88 . . . . . . . . . 

MIL-F-14846B  (1) 
NOTICE  1 

AR 

22  Aug 

88 

AR 

i 

1390 

Fuse,  MTSQ,  M564  Assembly  less  Booster  Pellent  And  Closing  Cup  (leod) 

MIL-F-148478  (8) 

AR 

10  Jul 

79 

AR 

Charge  Validated  Jon  86 

L 

1390 

Fuse,  Mine,  T17E2  (M603).  Loading,  Assembling,  And  Pocking  Validated  Sep 

MIL-F-11245A 

AR 

01  Sep 

88 

AR 

88  REV-EA 

NOTICE  1 

L 

1390 

Fuse,  Mtsq,  M564,  Assembly,  loading  And  Pocking  Validated  Jun  85 . 

MIL-F-148S4A  (4) 

AR 

17  May 

79 

AR 

L 

1390 

Fuse,  Time,  M65A1,  Metol  Ports  For  Validated  Jut  87 . . . . . . . . 

MIL-F-13198C 
NOTICE  1 

AR 

10  Jul 

87 

AR 

1 

1390 

Fuse,  Time,  M84A1  Metol  Ports  For . . . . . 

MII-F-14715A  (1) 

AR 

22  Jul 

87 

AR 

L 

1390 

Fuse,  Time,  M84A1  loading.  Assembling  And  Packing  Validated  Sep  86  . . 

MIL-F-1471iA  (2) 
NOTICE  1 

AR 

01  Sep 

88 

AR 

L 

1390 

Fuse,  Time,  Plastic  Coated  Validated  Apr  82  REV.EA  . . . . . . . . 

MIL-F-18215  (3) 

os 

17  Moy 

72 

OS 

1390 

Fuze  And  Fuze  Components,  Environmental  And  Performonce  Tests  For  REV*TE 

MIL-STD-331A 

AR 

24  Aug 

84 

AR 

OS 

99 

Ml  MT  EA 

NOTICE  11 

1390 

Fuze  Catalog  limited  Standard,  Obsolescent,  Terminoied  &  Cancelled  Fuzes 

MIL-HDBK  146 

AR 

11  Jul 

88 

AR 

OS 

99 

Validated  Jal  88  REV-MI  AS 

NOTICE  1 

1390 

Fuze  Cotalog  Procurement  Stondord  And  Development  Fuze  Explosive 

MIL-HDBK  777 

AR 

01  Ocl 

85 

AR 

OS 

99 

Components  (Request  Forissue  Must  Be  Sent  Via  Comdr,  Armoment  Reseorch 
&  Development  Cntr,  Attn:  SMCAR*ESC<AS,  Dover,  N.|.  07801*5001) 

1390 

Fuze  Explosive  Component  Terminology,  Dimensions  And  Moteriols  Validated 

MIL-STD-320A 

AR 

30  Jun 

75 

AR 

OS 

99 

Jan  81  REV-AR  EA  AS  11  18 

L 

1390 

Fuze  Setter,  M36  Validated  May  67 . . . . . 

MIL-F-48701B 
NOTICE  1 

AR 

08  Moy 

87 

1 

1390 

Fuze  Setter,  M38 . . . 

-’IL  F-48704B  (1) 

AR 

13  Apr 

83 

AR 

L 

1390 

Fuze,  Artillery,  Electronic,  M767  loading,  Assembling  &  Pocking  . . 

‘/.:lF-70?29 

AR 

09  Sep 

88 

AR 

L 

1390 

Fuze,  Bose  Detonating,  M91A2  Metol  Ports  For  Validated  Jun  85 . . . 

Mll-F-iC<06C  (1) 

AR 

07  Dec 

78 

AR 

L 

1390 

Fuze,  Bose  Detonating.  M534A1  PortS'with  Detonator  Validated  Jul  87 . . 

MIL>F>464il5D 
NOTICE  1 

AR 

10  Jul 

87 

AR 

L 

1390 

Fuze,  Bose  Detonating,  M91A2  loading.  Assembling  And  Pocking  VaZ/db/ed  Jon 

MII-F-20423D  (1) 

AR 

07  Dec 

78 

AR 

L 

1390 

Fuze,  Base  Detonating.  M578  Loading,  Assembling  And  Pocking  For  Renovotion 

MIL-F-63253  (1) 

AR 

08  Moy 

87 

AR 

Validated  May  87 

NOTICE  1 

L 

1390 

Fuze,  Bose  Detonating,  MS34A1  looding.  Assembling  And  Pocking  . . . 

MIL-F-46488B 
NOTICE  1 

AR 

10  Jul 

87 

AR 

1 

1390 

Fuze,  Bose  Detonating,  M578  Ports,  With  Detonator  . . . . 

MIL-F-60042B  (1) 

AR 

01  Aug 

85 

AR 

1 

1390 

Fuze,  Base  Detonating,  M57d  loading.  Assembling  And  Pocking  . . . . . 

MIL-F-60041B  (1) 

AR 

01  Aug 

85 

AR 

L 

1390 

Fuze,  Bose  Detonating,  (M62A2)  Metal  Ports  For  Validated  Jun  85 . 

MII-F-60043A  <1) 

AR 

27  Dec 

78 

AR 

1390 

Fuze,  Bomb.  M.chonicol  Time,  AN.M145E3,  AN-M146E3,  AN.M147E3, 

MII-F-1300A 

AR 

30  Jul 

54 

AR 

99 

M152E3,  And  M155E3,  Ports  For  Volidoted  Nov  1965  Validated  Jun  85 

REV.OS 

1 

1390 

Fuze,  C.  P.,  M78A1,  Loading,  Assembling,  And  Pocking.  Validated  Jul  87 . 

Mll-F-11214  (1) 
NOTICE  1 

AR 

10  Jul 

87 

AR 

1390 

Fuze,  Design  Sofety,  Criterlo  For  R£V«MI  AS  18  99..... . . . 

MIL-STD-1316C 
NOTICE  2 

AR 

02  Nov 

87 

AR 

OS 

II 

L 

1390 

Fuze,  Detonating,  MK  27  Mod  0  And  Mod  1  (40  MM)  Validated  Mar  85 . 

Mll-F-18698  (1) 

OS 

13  Jun 

75 

OS 

L 

1390 

Fuze,  Dummy,  M73  Metol  Ports  Validated  Jun  85 . . . 

Mll-F-48064 

AR 

01  Moy 

72 

AR 

L 

1390 

Fuze,  Electronic  Time,  M762  Looding.  Assembling,  Pocking  &  Fuze,  Electronic 

Mll-F-70823 

AR 

09  Sep 

88 

AR 

Time,  M767  less  Booster 

L 

1390 

Fuze,  Electronic  Time,  M587  (Looding.  Assembling.  And  Pocking)  Validated  Jon 

86 

Fuze,  Electronic  Time,  M587  (Less  Booster  Pellet  And  Cup)  Validated  Aug  88 .... 

MIL-F-4870G 

AR 

01  Oct 

79 

AR 

L 

1390 

MIL-F-60965  (3) 
NOTICE  1 

AR 

22  Aug 

88 

AR 

L 

1390 

Fuze,  Electronic  Time,  M724  Validated  Aug  88 . . . . . 

MII-F-48702  (3) 
NOTICE  1 

AR 

22  Aug 

88 

AR 

1 

1390 

Fuze,  Impact  Pyrotechnic,  M733,  Delay  Assembly  For  Validated  Feb  84 . 

Mll-F-63136  (3) 

AR 

22  May 

78 

AR 

L 

1390 

Fuze,  Impact  Pyrotechnic,  M733,  Plug  And  Support  Fuze  For  Ports  For 

MIL-F-63132 

AR 

14  Mar 

77 

AR 

Validated  Jan  83 

L 

1390 

Fuze,  MT,  SO,  M577A1  loading.  Assembling,  Packing  And  Metol  Ports  Fuze, 

MII-F-64042A  (1) 

AR 

08  ,\pr 

88 

AR 

MT,  SO,  MSe2Al  Melol  Paris 

L 

1390 

Fuze,  MT,  SQ,  M582  And  M582E1  looding.  Assembling  And  Packing . . 

MII-F-4B880  (3) 

AR 

12  Sep 

84 

AR 

L 

1390 

Fuze,  MT,  XM563E4  Assembly  Validated  Jan  8J . . . . 

MII-F-60655C  (1) 

AR 

30  May 

75 

AR 

L 

1390 

Fuze,  MT,  XM711  Assembly  Validated  Jun  85. . . . . . . . . . 

MIL-F.60589B  (3) 

AR 

31  Jul 

72 

AR 

L 

1390 

Fuze,  MTSQ,  M548  Assembly  Vb//da/eddon  83 . . . 

MIL-F-60612C 

AR 

29  Apr 

77 

AR 

L 

1390 

Fuze,  MTSQ,  M776  Looding,  Assembling  &  Pocking... . . . 

Mll-F-70713 

AR 

28  Aug 

87 

AR 

L 

1390 

Fuze,  MTSQ,  M772  loading.  Assembling  And  Packing  ........................................ 

MII-F-70620A 

AR 

14  Jul 

87 

AR 

1390 

Fuze,  Mechonicol  Time  And  Superquick,  M502,  looding.  Assembling,  And 

Mll-F.10073  (1) 

AR 

10  Jul 

87 

AR 

99 

Pocking  Validated  Jul  87 

NOTICE  1 

1 

fuie,  Mine,  At,  *.*603  fwic,  At,  M604  Meta*  Ogrtj  Fcm- 

MII-F.11247A 

AR 

01  Sep 

88 

AR 

Validated  Sep  88 

NOTICE  1 

1 

1390 

Fuze,  Mine,  Combinotion,  M6A1  Validated  Sep  88., . . . . . 

MIL-F-20481B 
NOTICE  1 

AR 

01  Sep 

88 

AR 

1 

1390 

Fuze,  Mt,  m571  Assembly  Validated  Feb  84... . . . . . . 

MIL-F-14805B  (1) 

AR 

08  Jun 

78 

AR 

L 

1390 

Fuze,  Mt,  Sq,  M582A1  looding.  Assembling  Andpacking  . . . . 

MIL-F-70531 

AR 

06  Jun 

86 

AR 

L 

1390 

Fuze,  Mt,  Sq,  MS77  loading,  Assembling,  Pocking  8>  Metol  Ports  Fuze,  Mf,  Sq, 

MIL-F-50983C 

AR 

26  Jul 

85 

AR 

Mj82  Metol  Ports 

L 

1390 

Fuze,  Multi  Option,  M734  (less  Booster  And  leod)  . . . 

MII-F-S082BF  (2) 

AR 

15  Dec 

88 

AR 

L 

1390 

Fuze,  Multi  Option,  M734  (loading.  Assembling,  And  Packing)  . . . . 

MtL-F-487088 

AR 

13  Oel 

87 

AR 

1 

1390 

Fuze,  PD,  M396  Looding,  Assembling  And  Pocking . . . . . . . 

Mll-F-70613  (1) 

AR 

31  Jon 

89 

AR 

1 

1390 

Fuze,  PO,  M525,  M526  &  M527B1  less  Heod  Assembly  Metol  Ports  For 

MII-F-60323A  (3) 

AR 

01  Apr 

75 

AR 

Validated  May  87 

NOTICE  1 
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1 

1390 

Fuze,  PO,  M533  Metol  Ports  For  &  Looding,  Assembling  &  Pocking  Voh'doted 

Jun  85 

MIL-F-60991B 

AR 

16  Nov 

72 

AR 

1390 

Fuze,  PD,  M551  less  Booster  Validated  Jun  85  . . . . . . 

MILF-609B8B 

AR 

09  Apr 

73 

AR  99 

L 

1390 

Fuze,  PD,  M557,  looding  Assembling  &  Pocking  Validated  May  87 . . . . . 

MIL-F-60998A  (2) 
NOTICE  1 

AR 

08  Moy 

87 

AR 

L 

1390 

Fuie,  PD,  Mb? 'mm  .M935)  le»s  Booster  . 

Ma-F-50945D  (2) 

AR 

10  Mor 

86 

AR 

L 

1390 

Fuze,  PD,  M567,  looding  Assembling  &  Pocking  Validated  Jon  86„.t, . . 

MII-F-50988B 

AR 

lOOcI 

79 

AR 

1 

1390 

Fuze,  PD.  N935  loading,  Assembling  &  Packing . . . . . . 

Mll.F.48172  (2) 

AR 

07  Aug 

86 

AR 

L 

1390 

Fuze,  PIBD,  M549,  less  Spitbock  Metol  Ports  &  looding,  Assembling  & 

Pockoging 

MII-F-S0864B  (1) 

AR 

12  Sep 

88 

AR 

1 

1390 

Fuze,  PIBD,  M550,  less  Spitbock  A;4^mbi/  Metol  Ports  &  Looding,  Assembling 
&  Pocking 

MII-F-50869E  (2) 

AR 

10  Jul 

86 

AR 

L 

1390 

Fuze,  PIBD,  XM740,  Shock  Wove  Sensor  For  . . . . . . . 

MIL-F.63229  (2) 

AR 

26  Apr 

84 

AR 

L 

1390 

Fuze,  PIBD,  XM740,  Second  Environment  Sensor  For . . 

MIL.F-63230  (3) 

AR 

26  Apr 

84 

AR 

1 

1390 

Fuce,  PIBD,  XM740,  Second  Ersvlronment  Sensor  Electronic  Module  For . 

MIL-F-63231  (2) 

AR 

26  Apr 

84 

AR 

L 

1390 

Fuze,  Pd,  M524A6  looding,  Assembling  And  Pocking  Validated  Jon  86 

Ma-F.45465F  (2) 

AR 

15  Aug 

80 

AR 

1 

1390 

Fuze,  Pd,  M536,  Separation  C  'orge  For  loading,  Assembling  And  Pocking 

Validated  Aug  88 

Mll-F.50519  (1) 
NOTICE  1 

AR 

22  Aug 

88 

AR 

L 

1390 

Fuze,  Pd,  M536,  Delay  Detonator  Assembly  For  loading.  Assembling  And 

Packing  Validated  Aug  88 

Mll.F.50520  (1) 
NOTICE  1 

AR 

22  Aug 

88 

AR 

1 

1390 

Fuze,  Pd,  M536,  Delay  Detonator  Assembly  For  Metol  Pori  Validated  Aug  88,». 

Mll-F.50521 

NOTICE  1 

AR 

22  Aug 

88 

AR 

L 

1390 

Fuze,  Pd,  MS36,  Seporotion  Charge  Assembly  For  Metol  Ports  For  Validated 

Aug  88 

MIL-F-50522 

NOTICE  1 

AR 

22  Aug 

86 

AR 

L 

1390 

Fuze,  Pd,  M572,  Loading,  Assembling  And  Pocking  Validated  Jun  85 . 

MIL-F.4699iiB  (1) 

AR 

06  Mor 

72 

AR 

1 

1390 

Fuze,  Pdi  M745  (Less  Booster  &  Lead . . . . . . . . . . . . . 

Mll-F.70807  (2) 

AR 

19  Oc) 

88 

AR 

L 

1390 

Fuze,  Pibd,  M740,  Fuze  Module  For . . . . . . 

MII-F-63232A  (1) 

AR 

21  Jun 

8S 

AR 

L 

1390 

Fuze,  Pibd,  XM740,  Direct  (mpoct  Sensor  for . . . . . . 

MIL'F-63228  (2) 

AR 

26  Apr 

84 

AR 

L 

1390 

Fuze,  Point  Oetonoting  M521  loading,  Assembling  And  Packing  Validated  Feb 

83 

Fuze,  Point  Detonating,  Practice,  M751  With  Pyrotechnic  Signoturo  Cortridge .... 

Mll-F-126418 

AR 

14  May  65 

AR 

L 

1390 

Mll'F-48637 

AR 

02  Jul 

87 

AR 

L 

1390 

Fuze,  Point  Detonating,  M524A6  Parts  For  Validated  Ju!  67 . . . 

MII-F.12B69H  (2) 
NOTICE  1 

AR 

10  Jul 

87 

AR 

L 

1390 

Fuze,  Point  Detonating,  M739  less  Booster  Pellet . . . . . . 

Ma-F.48277B  (4) 

AR 

22  Feb 

89 

AR 

L 

1390 

Fuze,  Point  Oetonoting,  M507,  M508A1,  M521  And  M535  Metol  Ports  For 
Validated  Jun  85 

MIL-F-12578B  (2) 

AR 

28  Sep 

64 

AR 

1 

1390 

Fuze,  Point  Oetonoting,  M739A1  less  Booster  Pellet . . . . . . . 

MIL-F-63518A  (2) 

AR 

22  Feb 

89 

AR 

1 

1390 

Fuze,  Point  Oetonoting,  M739A1  looding,  Assembling  And  Packing . 

MII-F.63J19  (3) 

AR 

20  Mor 

86 

AR 

L 

1390 

Fuze,  Point  Oetonoting,  M739  loading.  Assembling  And  Pocking  . . 

M11-F-48373A 

AR 

31  Oel 

84 

AR 

i 

1390 

Fuze,  Point  Oetonoting,  M527B1  looding,  Assembling  &  Pocking  Validated  Feb 

83 

fuze,  Point  Oetonoting  M521  Metal  Ports  For  Validated  Feb  83  . . . . . 

Ma-F.60320  (1) 

AR 

03  Jun 

68 

AR 

L 

1390 

Mll-F.60336 

AR 

03  Moy  65 

AR 

1 

1390 

Fuze,  Point  Oetonoting,  M4BA3,  Metol  Ports  For  Validated  May  87 . . . . 

Mll'F-6034e8  (3) 
NOTICE  1 

AR 

14  Jul 

75 

AR 

1 

1390 

Fuze,  Point  Oetonoting,  M48A3,  looding,  Assembling  &  Pocking  Validated  Jun 

85 

Fuze,  Point  Oetonoting,  M525  looding.  Assembling  And  Pocking  Validated  Jon 

33 

Fuze,  Point  Initicting,  Bose  Oetonoting  M539,  looding,  Assembling  And  Pocking 
Validated  Jun  85 

Ma  F.60349B  (1) 

AR 

06  Mor 

72 

AR 

L 

1390 

MII-F.40342A  (2) 

AR 

21  Jon 

77 

AR 

L 

1390 

MlL-F-48033 

AR 

22  Feb 

72 

AR 

L 

1390 

Fuze,  Point  Initioting  Bose  Oetonoting,  XM764  . . . . . 

MIL  F-63499  (5) 

AR 

28  Aug 

85 

AR 

L 

1390 

Fuze,  Point  Initioting,  Bose  Detonating,  M5<>9A1E1,  looding  Assembling  And 
Pocking 

MIL-F.63270  (2) 

AR 

21  Mor 

86 

AR 

1 

1390 

Fuze,  Point  Initoting,  Bose  Oetonoting  M509A2/METAI  Ports,  With  Oetonotor .. 

Ma  F.63271A  (1) 

AR 

01  Apr 

83 

AR 

L 

1390 

Fuze,  Proiectile  And  Accessory  Contours  For  lorge  Collber  Armomenls  Validated 
Jan  86  REV-OS 

MIL-STD-333A 

AR 

11  Moy 

79 

AR  OS 

L 

1390 

Fuze,  Proximity,  Artillery,  M732  (looding.  Assembly,  &  Pocking) . 

MII-F-48706A  (1) 

AR 

15  Oel 

86 

AR 

L 

1390 

Fuze,  Smoke  Pot,  Flootlng,  Electric  M209  REV.99 . . . . 

MII-F.11673F 

EA 

17  Dee 

87 

EA 

1 

1390 

Fuze,  Time,  M65A1,  loading.  Assembling,  And  Pocking  Validated  Sep  88 . . 

MILF-20454D 
NOTICE  1 

AR 

01  Sep 

86 

AR 

t 

1390 

Fuze,  Time,  XM766  Metol  Ports  Loading  Assembling  And  Pocking  . . . 

MIL-F.70601 

AR 

29  Moy  86 

AR 

L 

1390 

Fuze,  Troining,  Electronic  Time,  M744  Validated  Sep  88 . . . . . 

Mll-F.50831  (1) 
NOTICE  1 

AR 

01  Sep 

88 

AR 

1 

1390 

Fuze,  XM596,  Setbock  Pin  And  Housing  Assembly  Fo*  Metol  Ports  And  loading. 
Assembling  And  Pocking  Validated  Aug  88 

Mll-F.50421  (1) 
NOTICE  1 

AR 

22  Aug 

88 

AR 

L 

1390 

Generol  Quoiity  Assurance  Provisions  For  Proximity  Fuzes  And  Reloted 

Components 

MIL-G-50829A 
NOTICE  1 

AR 

10  Jul 

87 

AR 

1 

1390 

Igniter,  Electric,  Primer,  M63,  Ports  For,  And  looding.  Assembling  And  Pocking.. 

MIL-I-46224E 

AR 

04  Feb 

89 

AR 

L 

1390 

Ign'ter,  Primer,  Electric,  M74  Ports  For  Validated  Jun  85  . . . 

MII-T46S20D 

AR 

25  Jul 

79 

AR 

1 

1390 

Igniter,  Prl’Mer,  Electric,  »V*74  loudmg.  Assembling  And  rocking  VoUdoted  Jun 

85 

Motor  Assembly,  Bellows  Validated  May  84 . . . . . . . 

MiEI'4632ID 

AR 

25  Jul 

79 

AR 

1 

1390 

MIL-M.60079C 

EA 

09  Moy  73 

EA 

L 

i:w 

Movement,  DAM  Assembly . . . . . . 

MIL-M.50768A  (2) 
NOTICE  1 

AR 

10  Jul 

87 

AR 

E 

1390 

Ogive  For  fuze,  Point  Detonating,  M48A3 . . . . . . 

Ma-O-50434  (1) 
NOTICE  1 

AR 

10  Jul 

87 

AR 

1 

1390 

Plug,  lock  Assembly,  Ports  For,  Assembly  And  Pocking. . . . . 

Mll-P.63295  (1) 

AR 

02  Nov 

82 

AR 

1 

1390 

Primer  Electric,  M83  Metol  Ports  For  (Alternote) . . . . 

MII-P-63306  (3) 

AR 

11  Jul 

83 

AR 

1 

1390 

Primer  Electric,  M60A1  Metol  Ports  For  (Alternate) . . 

MIL-P-63312  (3) 

AR 

15  Sep 

83 

AR 

L 

1390 

Primer  Elements,  Oetorotors  And  Reloys,  Metol  Forts  For.  Validated  Jul  67 

REV.EA 

MIL-P-2048iA 
NOTICE  1 

AR 

10  Jul 

87 

AR 

1 

1390 

Primer  Mork  101  Mod  3  Validated  Feb  84 . . . . . . . . . 

MIL-P-I8612A  (2) 

os 

07  Jul 

78 

os 
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L 

1390 

Primer  Morlc  102  Mod  1  Validated  Avg  86  REV*AR . 

MIL-P-18613  (2) 
NOTICE  1 

OS 

11  Aug 

86 

OS 

L 

1390 

Primer  Mork  108,  Mork  1  \7,  Mork  1 13,  Mark  114,  All  Mods  Validated  Apr  82 

MIL-P-18516  (5) 

OS 

13  Nov 

74 

OS 

L 

1390 

Primer,  Combinotion,  Mark  13  Mods  0,  1  And  2  Validated  Oct  86  . . 

Mll-P-18703  (1) 
NOTICE  1 

OS 

23  Ocl 

86 

OS 

1 

1390 

Primer,  Combinoiion,  Mork  15  Mods  1  And  2  Validated  May  84 . 

Mll-P-18704 

OS 

18  Mar 

57 

OS 

L 

1390 

Primer,  Electric.  M59.  Ports  For  And  Loodlng,  Assembling  And  Pocking  . 

MIL-P-117 

NOTICE 

A9 

13  Ocl 

88 

AR 

L 

1390 

Primer,  Electric,  M80A1  (Alternote)  Loading,  Assembling  And  Pocking  . . 

MIL-P'A.’ 

AR 

01  Mar 

88 

AR 

L 

1390 

Primer,  Electric,  Mork  44  Mod  0  Validated  Feb  83 . . . . . . 

MIL-P-1. 

OS 

25  Ocl 

56 

OS 

L 

1390 

Primer,  Electric,  M120  Ports  For . . . . . . 

MIL.P-6307:< 

AR 

18  May 

83 

AR 

1 

1390 

Primer,  Electric,  MK  42  Mods  0,  1  &  2 . 

MIL-P-18''20A 

os 

09  Jul 

81 

OS 

L 

1390 

Primer,  Electric,  M73,  Ports  For  Validated  Jun  85 . . . 

MII-P-46S18D 

AR 

25  Jul 

79 

AR 

L 

1390 

Primer,  Electric,  Mork  45  Mod  1 . . . . . . . 

MIL>P<187148  (2) 
NOTICE  1 

os 

18  Aug 

86 

OS  99 

L 

1390 

Primer,  Electric,  M86  looding,  Assembling  And  Pocking  Validated  Aug  88. . 

MIL-P-44439C 
NOTICE  1 

AR 

22  Aug 

88 

AR 

L 

1390 

Primer,  Electric,  Mark  46  Mod  0 . . 

MIL.P-18715  (1) 
NOTICE  1 

os 

18  Aug 

86 

OS 

L 

1390 

Primer,  Electric,  T104E9,  looding,  Assembling,  And  Pocking  (Including  Looding 

MIL-P-46428  (2) 

AR 

15  Jun 

62 

AR 

Of  Electric  Ignition  Element  T9E6)  Validated  Jun  85 

1390 

Primer,  Electric,  Mark  48  Mod  2  Validated  May  84  . . . . . . . 

MIL-P-18716B  (1) 

os 

17  Mar 

78 

OS  99 

L 

1390 

Primer,  Electric,  M73,  Looding,  Assembling  And  Pocking  Validated  Jun  85 . 

MIL.P-44519D 

AR 

25  Jul 

79 

AR 

L 

1390 

Primer,  Electric.  Mark  37  Mod  2  Validated  May  84  . . . . . 

MIL-P-18711A 

os 

15  Aug 

78 

os 

L 

1390 

Primer,  Electric,  M86  Ports  For . . . . 

MIL-P-46431C  (1) 
NOTICE  1 

AR 

05  F.b 

87 

AR 

L 

1390 

Primer,  Electric,  M120  loading.  Assembling  &  Pocking  . . . . 

MIL-P-63074A  (3) 

AR 

15  Apr 

88 

AR 

L 

1390 

Primer,  Electric,  M83  (Alternate)  Looding,  Assembling  And  Packing  . . . 

MIL-P-63311  (3) 

AR 

08  Apr 

88 

AR 

L 

1390 

Primer,  M104  Ports  For  And  Looding,  Assembling  And  Pocking  Validated  Avg 

MIL-P.48077 

AR 

22  Aug 

88 

AR 

88 

NOTICE  1 

L 

1390 

Primer,  Percussion,  M27  Looding.  Assembl/  And  Pocking  Validated  Sep  88 . . 

MIL-P-2497B  (3) 
NOTICE  1 

AR 

02  Aug 

88 

AR 

1 

1390 

Primer,  Percussion,  MK  22,  Mod  2  . . . . . . . . . . 

MIL-P-18761A 

os 

09  Jul 

81 

os 

L 

1390 

Primer,  Percussion,  M98  Ports  For  And  loading,  Assembling  And  Pocking  . 

MIL-P-48166 

NOTICE  1 

AR 

10  Jul 

87 

AR 

L 

1390 

Primer,  Percussion,  Mk  41  Mod  0  Validated  Mar  85 . . 

MIL-P-18515B 

os 

11  Moy 

79 

os  99 

1 

1390 

Primer,  Percussion,  M100  Looding,  Assembling  And  Pocking  Validated  Jon  86.... 

MIL-P-63210 

AR 

29  Dec 

78 

AR 

1 

1390 

Primer,  Percussion,  M61,  Loading,  Assembling,  And  Pocking  Validated  No’r  88  .. 

MIL-P-20449C  (2) 
NOTICE  1 

AR 

03  Nov 

88 

AR 

1 

1390 

Primer,  Percussion,  M1(X)  Metal  Ports  For  Validated  Jun  85...., . . . 

MII-P-63215 

AR 

29  D.C 

78 

AR 

1 

1390 

Primer,  Percussion,  Mork  2A4  looding.  Assembling  And  Pocking  Validated  Jon 

82 

Primer,  Percussion,  MIA2  Metol  Ports  For  Validated  Jun  85 . 

MIL-P-20338A  (2) 

AR 

11  Feb 

76 

AR 

1 

1390 

Mll-P-60052  (1) 

AR 

19  Ocl 

66 

AR 

L 

1390 

Primer,  Percussion,  M71A1  Ports  For  Validated  Sep  88  . . . . . 

MII-P-46463C  (1) 
NOTICE  1 

AR 

01  Sep 

88 

AR 

L 

1390 

Primer,  Percussion,  Electric,  M75,  Metol  Ports  For  VaUdc  td  Jun  65 . 

MllP-46269 

AR 

31  Aug 

60 

AR 

L 

1390 

Primer,  Percussion,  M1A2  Loading,  Assembling  &  Pocking  Validated  Jun  85. . 

Mll.P-60053  (1) 

AR 

21  Sep 

66 

AR 

1 

1390 

Primer,  Percussion,  M57,  Looding,  Assembling,  And  Pocking.  Validated  Jon  86  .. 

MII-P-46420B  (2) 

AR 

23  Moy 

80 

AR 

L 

1390 

Primer,  Percussion,  M57,  Metol  Ports  For.  Validated  Jul  87 . . . 

MIL-P-46421B 
NOTICE  1 

AR 

10  Jul 

87 

AR 

t 

1390 

Primer,  Percussion,  Electric,  M76  Loading,  Assembling  And  Pocking  (Including 

MIL-P-46279 

AR 

12  S.p 

60 

AR 

looding  Of  Perc'Jsslon*eIectric  Ignition  Element  T21E1)  Validated  Jun  85 

L 

1390 

Primer,  Percussion,  M1B1A2,  looding.  Assembling,  And  Pocking  Validated  Avg 

MII-P-46292C  (1) 

AR 

22  Aug 

88 

AR 

88 

NOTICE  1 

L 

1390 

Primer,  Percussion,  M58,  Loading,  Assembling  And  Pocking.  Validated  Jon  83..,. 

MIL-P-46294B 

AR 

18  Mor 

76 

AR 

L 

1390 

Primer,  Percussion,  M82  Loading,  Assembling,  And  Pocking  Validated  Avg  88.... 

MII-P-46296C  (3) 
NOTICE  1 

AR 

22  Aug 

88 

AR 

L 

1390 

primer.  Percussion,  M71A1E1,  Looding,  Assembling  &  Pocking  Validated  Sep  88 

MIL-P-4656BD  (2) 
NOTICE  1 

AR 

01  s.p 

88 

AR 

1 

1390 

Primer,  Percussion,  M82  Metol  Ports  For  Validated  Jun  85....... . . . . . 

MII-P-46297C 

AR 

21  Sep 

66 

AR 

1 

1390 

Primer,  Percussion,  M78  loading.  Assembling  And  Packing  Validated  Jun  85 . 

MIL-P-46499  (1) 

AR 

27  Nov 

61 

AR 

L 

1390 

Primer,  Percussion,  M161A2,  Metol  Ports  For  Validated  Jun  85  . . . . . 

MIL.P.46403D 

AR 

21  Dec 

78 

AR 

L 

1390 

Primer,  Percussion,  M78  Ports  For  Validated  Jun  85....... . 

MIL-P-46500 

AR 

03  Mor 

61 

AR 

L 

1390 

Primer,  Percussion,  M60A1  Ports  For . . . . . . . . 

MII-P-60017A 
NOTICE  1 

AR 

10  Jul 

87 

AR 

L 

1390 

Primer,  Percussion,  M62  Metal  Ports  For  Validated  Jun  85 . . . . . 

MIL-P-60096  (1) 

AR 

1 1  Mor 

66 

AR 

L 

1390 

Primer,  Percussion,  M60A1  loading,  Assembling  A  Pocking...... . . . . . . 

MII-P-6001JA 
NOTICE  1 

AR 

10  Jul 

87 

AR 

L 

1390 

Primer,  Percussion,  M62  Loading,  Assembling  And  Pocking  Validated  Jun  85...... 

MIL-P-40097  (1) 

AR 

11  Mor 

66 

AR 

L 

1390 

Primer,  Percussion  For  40MM  Loading,  Assembling  &  Pocking  Validated  Sep  88 

MIL-P-40942A  (1) 
NOTICE 

AR 

30  Sep 

88 

AR 

1 

1390 

Primer,  Percussion,  M68  Metol  Ports  For  Validated  Jun  85....... . . . . 

MIL-P-40351 

AR 

30  Nov 

65 

AR 

L 

1390 

Primer,  Percussion,  Mork  2A4  Metol  Ports  For  Validated  May  87,.,..,..,,.,.,... . 

Mll-P-60454  (1) 
NOTICE  1 

AH 

08  Moy 

87 

AR 

L 

1390 

Primer,  Percussion,  M47  &  M4782  looding.  Assembling  8  Pocking  Validated 

MIL-P-60337 

AR 

15  Feb 

64 

AR 

Jun  85 

1 

1390 

Primer,  Percussion,  M92E1  Loading,  Assembling  And  Pocking  Validated  Sep  88., 

MII-P-46442C 
NOTICE  1 

AR 

01  Sep 

88 

AR 

L 

1390 

Primer,  Percussion,  M49%  Ports  For.... . . . . . . . . 

MIL-P-46900A 
NOTICE  1 

AR 

10  Jul 

87 

AR 

1 

1390 

Primer,  Percussion,  XM92E1  Ports  For  Validated  Sep  88 . . . . . . 

MIL-P-46686C 

AR 

20  Aug 

68 

AR 

NOTICE  1 
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L 

1390 

Primer,  Percussion,  M49  Looding,  Assembling  And  Pocking . . . 

MIL-P-46901A 
NOTICE  1 

AR 

10  Jul 

87 

AR 

L 

1390 

Primer,  Percussion,  M34  looding.  Assembling  And  Pocking . . . . 

MII-P-45917B 
NOTICE  1 

AR 

10  Jul 

87 

AR 

L 

1390 

Primer,  Percussion,  M34,  Ports  For  Votidated  Sep  38 . . . 

MIL-P-46918A  (1) 
NOTICE  1 

AR 

01  Sep 

88 

AR 

L 

1390 

Primer,  Percussion,  M47  &  M4732  Meta!  Ports  For  Validated  Jun  8S . . . 

MIL-P-60338 

AR 

15  Feb 

66 

AR 

L 

1390 

Primer,  Stob  M106  Ports  For,  loading.  Assembling  And  Packing  Validated  Jul 

MIL-P-14137B 

AR 

10  Jul 

87 

AR 

87 

NOTICE  1 

L 

1390 

Primer,  Stab  Type  looding,  Assembling,  And  Pocking  Validated  Apr  83  PEV*EA 

MIL-P-14100 

AR 

27  Jun 

55 

AR 

L 

1390 

Primer,  Stob,  For  WDU*4/A  Worheod  Validated  Apr  86 . . . . 

MIL-P-38633C 
NOTICE  1 

70 

04  Apr 

86 

99 

L 

1390 

Primers,  Percussion,  M26A2  And  M28B2  looding,  Assembling  And  Pocking 

MIL-P-45565C  (3) 

AR 

30  Oct 

87 

AR 

REV-EA 

NOTICE  1 

L 

1390 

Primers,  Percussion,  M28A2  And  M28B2  Ports  For  Validated  Jtd  87.................... 

MIL-P-46552A  (1) 
NOTICE  1 

AR 

25  Jun 

65 

AR 

1 

1390 

Seoling  Condition  Of  Ammunition  Primer  Tube  Flosh  Holes  Validated  Apr  83 . 

MIL-STD-1659 

OS 

20  Ocl 

76 

OS 

L 

1390 

Switch  And  Connector  Assembly . . . . . 

MIL-S-50390 

NOTICE  1 

AR 

10  Jul 

87 

AR 

L 

1390 

Test  Vehicle  With  Cortridge  Cose  M169  For  M549  Fuze  looding.  Assembling  & 

MIL-T-53996 

AR 

07  Apr 

88 

AR 

Pockoging 

NOTICE  1 

L 

1395 

Acetol,  Sheeting  (For  Use  With  Ammunition)  Validated  Jul  88 . . . . 

MIL-A-50424 

NOTICE  1 

AR 

11  Jul 

88 

AR 

1395 

Ammunition  Color  Coding  USER*MC  REV<EA  Ml  OS  70 . . . . . . 

MIL-STD-709C 
NOTICE  2 

AR 

28  Sep 

84 

AR  OS 

90 

1395 

Ammunition  Dolo  Cord  USER*AR  MC  OS  REV*MI  OS  70 . . . . . . 

MIL-STD-1167C 
NOTICE  1 

AR 

12  Mar 

86 

AR  OS 

99 

L 

1395 

Ammunition,  Generol  Specificotion  For . . . . . . 

MIL-A-002S50C 

AR 

17  Nov 

77 

AR 

1395 

Ammunition,  General  Specification  For  Validated  May  79  USER«MC  REV*M1  EA 

Mll-A-25508  (1) 

AR 

24  Apr 

73 

AR  OS 

99 

1 

1395 

Ammunition,  Stondord  Quolity  Assurance  Provisions,  Generol  Specificotion  For.. 

MIL-A-48078A 

AR 

16  Dec 

88 

AR 

L 

1395 

Blank,  Centrifugol  Cost,  Rotating  Bond  Validated  Feb  61 . . . 

MIL-8-20295 

AR 

21  No. 

51 

AR 

L 

1395 

Blank,  Rotating  Bond,  For  Projectiles  Validated  Jan  82 . . . . 

MIL-B-20292A  (2) 

AR 

10  Sep 

68 

AR 

L 

1395 

Costing,  Ductile  (Nodulor)  Iron  For  Artillery,  Worheod  And  Mortar  Ammunition 

Mll-C-50625 

AR 

30  Nov 

66 

AR 

Components  Validated  Apr  85 

L 

1395 

Costing,  Peorlilic  Molleoble  Iron  For  Artillery  And  Mortar  Ammunition  Validated 

MIL-C-44971 

AR 

22  Mar 

88 

AR 

MorSS 

NOTICE  1 

L 

1395 

Cellulose,  Powered  Validated  Apr  86 . . . 

MIL-C-48244 

NOTICE  1 

AR 

08  Apr 

86 

AR 

1395 

Cement,  Petlmon  Validated  Alo/ 79  REV*EA.... . 

JAN-C-99  (1) 

AR 

o 

Z 

o 

< 

45 

AR  OS 

L 

1395 

Cleaning,  Preporotion  And  Orgonic  Cooling  Of  Steel  Cortridge  Coses. 

MIL-C-46487 

AR 

06  Feb 

61 

AR 

Validated  May  85  REV-OS 

t 

1395 

Cloth,  Cotton,  Cortridge  Validated  Jan  83  . . . . . . 

Mll-C-20313 

AR 

21  No. 

51 

AR 

1 

1395 

Cloth,  Igniter  REV*CT . . . 

MIL-C-13814  (4) 

AR 

03  Jon 

83 

AR 

L 

1395 

Cord,  Cotton,  Broided  (For  Pyrotechnic  Porochutes).  Validated  May  87 . . 

Mll-C-20312 

NOTICE  1 

AR 

15  Moy 

87 

AR 

1 

1395 

Fabric,  Gloss,  Woven  Validated  May  85 . . . . . . . 

MIL-F-12298A 

AR 

26  Ocl 

65 

AR 

L 

1395 

Filler,  Sheet  Form  (For  Use  In  Ammunition  Containers) . . . . . . . 

MIL-F-50449B 

AR 

06  Jul 

88 

AR 

L 

1395 

Inert  Fillers  For  Use  In  Ammunition  REV«MI . . . . . . . . 

MIL-l-40350  (2) 
NOTICE  1 

AR 

20  Mor 

88 

AR 

L 

1395 

laminate,  Acetol  And  Cloth,  (For  Use  With  SIMM  Ammunition  Validated  Feb 

82 

loading  With  Inert  Fillers,  Morking  And  Pocking.  Validated  Jan  82 . . . 

MIL-1-50429A  (3) 

AR 

08  Ocl 

75 

AR 

L 

1395 

Mll-l-20599 

AR 

17  Jon 

52 

AR 

1395 

lot  Numbering  Of  Ammunition  Validated  Apr  88  REV*MI  EA  MC . . . 

MII-STD-1168A 
NOTICE  1 

AR 

18  Apr 

88 

AR  OS 

99 

1395 

Noto  Symbol  Of  Interchongeobility  Validated  Feb  85  REV-MI  AS  99. . 

MIL-STO-397 
NOTICE  1 

7  MAY  1979 

AR 

07  May 

79 

AR  OS 

99 

1395 

Nomenclature  And  Definitions  In  The  Ammunition  Areo  Validated  Mar  8$ . . 

MIL-STD-444 
NOTICE  2 

NOTICE  3 

AR 

31  Mar 

88 

AR  OS 

18 

L 

1395 

Obturating  Bond,  Plostic,  Split  (Molded)  Validated  May  85 . . . . 

MIL-O-608318 

AR 

09  Aug 

73 

AR 

1395 

Obturoting  Bond,  Plastic  Split  (Molded) . .  . . . . 

Mll-O-70548  (1) 

AR 

14  Dec 

87 

AR 

1 

1395 

Obturating  Bonds,  Plostic,  Rigid,  High  Impoct,  Polyvinyl  Chloride  (Molded) 

MIL-O-60540  (1) 

AR 

23  Mor 

87 

AR 

300M6 

L 

1395 

Paper,  Onionskin  Validated  Mar  88  REV-EA . . . . . . 

MII-P-157A  (3) 
NOTICE  1 

AR 

23  Mor 

88 

AR 

L 

1395 

Paper,  Shot  Shell  (For  Use  In  Ammunition)  Validated  Jan  86 .............................. 

MllP-63381 

AR 

22  May 

80 

AR 

L 

1395 

Rotating  Bond  Blonk,  Sintered  Iron  Validated  May  85 . . . 

MII-R.11073C 

AR 

02  Sep 

66 

AR 

L 

1395 

Rototing  Bond,  Welded  Overloy,  Ferrous  And  Nonferrous,  For  Projectile 

MII-R-13563A 

AR 

8  Jon 

60 

AR 

Volldated  Apr  1966  VaUdot^  May  79 

1395 

Shelluc  Sotviion  (For  Use  fn  Ammunition)  Validated  Mar  81  REV-EA . 

JAN-S-732  (1) 

AR 

27  Feb 

50 

AR  OS 

L 

1395 

Steel  Alloy,  Speciol  Purpose  For  Ammunition  Components  (HF*))  Validated  Apr 

85 

Tube,  Burster  For  Shell,  Metol  Ports  Validated  Jon  81  . . . . . 

Mll-S-50783 

AR 

20  Sep 

73 

AR 

1 

1395 

Mll-T.20371 

AR 

28  No. 

51 

AR 

L 

1395 

Uronium  Alloy  For  Body  Section  Center  Of  Ammunition  Components  Validated 

Mll-U-44126 

MR 

28  Jun 

68 

MR 

Jon  86 

1395 

Weapon  Coliber  And  Ammunition,  Metric  System  For  Identificotion  Of 

DOD-STD-396 

AR 

08  Dec 

77 

AR  OS 

99 

Validoled  Feb  84  REV -AS 

L 

1398 

Dolly,  Hondling,  Torpedo,  Mk  43,  44  And  46,  1000  Pounds  Copocity  REV-GS.... 

MIL-D-23224A 
NOTICE  1 

OS 

30  Sep 

89 

OS 

L 

14GP 

Coating,  Conformal  Of  Welded  Modules,  Process  Requirements  For  (Inoctive 

MIL-C-47044 

Ml 

17  Apr 

86 

Ml 

For  New  Design) 

NOTICE  1 

1 

UGP 

Cooting,  Polyvinyl  Chloride,  Application  Of  Validated  Mar  85 . . . . 

Mll-C-47092 

Ml 

24  May 

74 

Ml 
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L 

•14GP 

Doto  &  Tests,  Engineering,  Contract  Requirements  For  Guided  Missile  Torget 

MIL-D-85S5B 

AS 

01  Jun 

67 

AS 

Systems  Validated  May  82  REV-MI 

L 

•UGP 

Doto  And  Tests,  Engineering,  Contoct  Requirements  For  Air  launched  Guided 

MII-D-B684B 

AS 

28  Apr 

67 

AS 

Missile  Systems  Validated  Mar  63 

1 

14GP 

Electrical  Components,  Potting  Of  Validated  Dec  79  USER«AR . 

MIL-E-47231 

Aft 

26  Jul 

74 

Ml 

14GP 

Guided  Missiles  And  Spoce  lounch  Vehicles,  Summary  Weight  Statement  (Port 

MIL-STD-176A 

AS 

27  Moy 

63 

Ml  AS  70 

1)  VoWo/ed  Oc/ 84  REV-11 

PART  1 

UGP 

Guided  Missiles  And  Space  launch  Vehicles,  Detail  Weight  Stotement,  Weight 

MIL-STD-176A 

AS 

27  Moy 

63 

Ml  AS  70 

Empty  (Part  2)  Volidaltd  Oct  B4  REV-11  71 

PART  2 

UGP 

Guided  Missiles  And  Spoce  launch  Vehicles,  Weight  And  Balance  Status  (Ports 

MIL-STD-176A 

AS 

27  May 

63 

Ml  AS  70 

3A  And  3B)  Validated  Oct  84  REV-11 

PART  3 

UGP 

Guided  Missiles  And  Spoce  lounch  Vehicles,  Weight  And  Bolonce  Doto 

MII-STD-176A 

AS 

27  Moy 

63 

Ml  AS  99 

Reporting  Forms  For  Validated  Feb  83  REV-70 

1 

UGP 

Missile  Components,  liquid  Oxygen,  Liquid  Nitrogen  Goseous  Oxygen, 

MIL-M-9950  (2) 

70 

12  D«c 

85 

99 

Gaseous  Nitrogen,  Instrument  Air  Helium  And  Fuel  Hondling  Systems, 

Cleaning  And  Pockoging  For  Delivery  REV-MI 

L 

UGP 

Nuts,  Blind,  Press,  And  Blind  Rivet,  Instollation . . . . . . . 

MII-N.47187A 

Ml 

18  Jon 

84 

Ml 

L 

UGP 

Potting  And  Molding  Of  Cable  Assemblies,  Processes  For  USER-AR . . . 

MtL-P-46872 

Ml 

01  May 

86 

Ml 

NOTICE  1 

L 

UGP 

Procedures  For  Quolity  Assuronce  &  Configurotion  Control  Of  kbm  Weopon 

MIL-STD-1767A 

U 

15  Jun 

88 

14 

System  Technical  Publicotion/dato 

1 

UGP 

Splicing,  Conductor,  Solderless  Connections,  Procedure  For  Validated  Feb  80 

MIL-S-47093 

AR 

24  May 

74 

USER-AR 

U10 

Coble  And  Harness  Assemblies,  Electrical,  Missile  System,  Generol  Specificotlon 

MIL-C-45224C  (2) 

Ml 

15  Apr 

80 

Ml  99 

For  REV-AT  AR  Ml  19 

L 

U10 

Fluid  Lines  &  Fittings  For  Missiles  &  Reloted  Ground  Equipment,  Fobricotion  & 

MIL-F-45764B 

Ml 

28  Jun 

74 

Ml 

Instollation  Of  Validated  Jun  79 

UlO 

Glossary  Of  Guided  Missile  Terminology  Validated  Jon  68  REV-AR  MC  19  12 

Mll-HDBK  143 

Ml 

01  Jun 

88 

Ml  AS  99 

15 

NOTICE  1 

1410 

Hydraulic  System,  Missile,  Design,  Installation  Tests,  And  Dote  Requirements, 

MIL-H-35475B 

AS 

29  Apr 

71 

Ml  AS  99 

General  Requirements  For  Validated  Apr  63  REV-99 

U10 

Missile,  Guided,  Design  And  Construction,  Generol  Specificotion  REV-OS . 

MIL-M-8555C 

AS 

04  May 

84 

AS 

U10 

Missile,  Guided,  Strength  And  Rigidity,  Generol  Specificotion  For  Validated 

MIL-M-8656A 

AS 

29  Oel 

69 

Ml  AS 

Mar  83  REV-99 

UIO 

Preparation  For  &  Instollotlon  Of  Rivets  &  Screws,  Rocket  &  Missile  Structure.... 

MIL-STD-403B 

Ml 

07  Apr 

83 

Ml  11 

NOTICE  5 

i 

1410 

Safety  Requirements,  Minimum,  For  Air  launched  Guided  Missiles  . . . . 

MII-S-23069A 

AS 

29  Jul 

83 

AS 

1 

1410 

Technical  Information  Requirements  For  Air  launched  Guided  Missile  Proposols .. 

MII-ST0-1506A 

AS 

07  S«p 

83 

AS 

1410 

Weight  And  Bolonce  Control  System  For  Guided  Missiles  And  Space  lounch 

MIL-W  •>947B 

AS 

03  Ocl 

69 

Ml  AS 

V,hicl.»  Validated  Jun  81  REV-99 

L 

1420 

Actuator,  Hydroulic . . . . . . 

MIL-A-47312 

Ml 

30  Sep 

87 

Ml 

1420 

Assembly  Procedures,  Gimbol . . . . . . . . . . . 

MIL-STD-2081 

AS 

17  Ocl 

80 

AS 

1 

1420 

Assembly  Procedures,  Gyro . . . . . . . . . 

MIL-STD-2062A 

AS 

26  F.b 

85 

AS 

1 

1420 

Casting,  Inspection  Of  (For  Guided  Missile  And  Rocket  Moteriel  Validated  Aog 

Mll-C-47269 

Ml 

09  Aug 

74 

Ml 

1420 

Connector,  Electrical,  Booster  •  To  >  Missile . 

MIL-C-82707 

os 

14  Aug 

85 

os 

U20 

Control  Section,  Guided  Missile  For  AIM/RIM-7M,  Guided  Missile . . . 

MII-C-85U4C 

AS 

22  Ocl 

86 

AS 

L 

U20 

Cooler,  Cryogenic  Detector . . . . . . . . . . 

MIL.C-853CX) 

AS 

13  Dec 

82 

AS 

L 

1420 

Demonstration  Of  Airborne  Target  And  Missile  Systems  Generol  Specificotion 

MIL-D-18243B 

AS 

25  Sep 

77 

AS 

For  Validated  Mar  83 

L 

1420 

Electronic  Circuit  Modules  General  Specification  For........ . . . 

MII-E-85246A 

AS 

13  Nov 

84 

AS 

1420 

Guidance  And  Control  Systems,  Missileborne,  Remote  Control  (Command) 

MIL-G-4485' 

Ml 

28  Dec 

87 

Ml  AS  19 

Guided  Missiles,  General  Specification  For  Validated  Dec  87  USER'MC  OS 

NOTICE  1 

15  REV-70 

L 

1420 

Guidonce  Control  Section,  Guided  Missile  Receiver  Subassembly . . . 

Mll-G-85742/2 

AS 

04  Feb 

87 

AS 

L 

1420 

Guidonce  Control  Section,  Guided  Missile  WGU-15  (XCl*1)/6  (Sideorm)  .......... 

MIL-G-85742 

AS 

04  Feb 

87 

AS 

L 

1420 

Guidonce  Control  Section,  Guided  Missile  Power  Supply  Assembly  . . 

MIL-G-85742/3 

AS 

19  Dec 

86 

AS 

L 

1420 

Guidance  Control  Section,  Guided  Missile  G-bios/nav  Goin  Assembly . . 

MIL-G-85742/4 

AS 

19  Dec 

86 

AS 

L 

1420 

Guidance  Control  Section,  Guided  Missile  Servo  Section . . . 

Mll-G.8574275 

AS 

19  Dec 

86 

AS 

1 

1420 

Gyro,  Stored  Energy,  Free,  Roll  Position  Indicating . . . . 

Mll-G-85117  (1) 

AS 

06  Jon 

83 

AS 

L 

1420 

Heod  Coil  Assembly. . . . . . 

MII-H-85286A 

AS 

13  Nov 

84 

AS 

1 

1420 

Propellont,  Igniter,  X-62. . . . . . . . . . . 

Mll-P-85489 

AS 

06  Ocl 

81 

AS 

Q  L 

1420 

Rate  Integrating  Gyro  MS  3391  . . . . . . 

MII-R-23750A  (1) 

AS 

28  Feb 

83 

AS 

L 

1420 

Tron, milting  Set.  Telemelric  Dolo  AN/0KT-49(XN.1),  AN/DKT-49(XN-2),  And 

MIL-T-85244 

AS 

15  Jul 

85 

AN/DKT-49A 

L 

1420 

Tronsmilting  Set  Telemetric  Date  AN/DKT-58(V1)  . . . 

Mll-T-85574 

AS 

18  Ocl 

83 

AS 

1 

1420 

Wing  And  Rolleron  Assembly,  AIM-9 . . . . . . 

MIL-W-83970B 

84 

25  Jon 

88 

99 

1420 

Wiring,  Guided  Missile,  Installation  Of,  General  Specificotion  For  Validated 

MIL-W-81600  (1) 

Ml 

24  Dec 

63 

Ml 

Mar  83 

1 

1425 

Missile  Guidance  Set,  AIM/RIM-7M,  Production  Verification  Test.. . . . . 

Mll-STD-2095 

AS 

29  Jul 

80 

AS 

L 

1425 

Missile  Guidonce  Set,  AIM/RIM'7M,  First  Article  Tests  Validated  Mar  87  . . 

MIL-STO-2094 

AS 

19  Mar 

8/ 

AS 

NOTICE 

U30 

Control  Monitor  Set  Guided  Weopon; ,  i  \WW-13 . . . . . 

Mll-C-85629 

AS 

14  Apr 

88 

L 

1430 

Control  Monitor  Set,  Guided  Weapon,  AWW-9 . . . . . . . 

Mll-C'85283 

AS 

28  Jon 

C2 

AS 

L 

1430 

Control,  Depth,  Torpedo  C-7821/A  Validated  May  82 . . . . . . 

MIL-C-81861 

AS 

22  Sep 

75 

AS 

L 

U30 

Converter,  Azimuth  Doto  Validated  Jun  85 . . . . . . . . 

MII-C-46817B 

Ml 

24  Jul 

79 

Ml 

L 

1430 

Electrical  Wiring,  Procedures  For  USER-AR  OS  MC  CG  REV-EL  ER  . . 

MIL-E-45782B  (1) 

Ml 

15  Dec 

80 

Ml 

L 

1430 

Electronic,  Electricol,  And  Electro-mechanical  Equipment,  Guided  Missile  And 

MIL-E-11991E  (1) 

Ml 

19  May  87 

Ml 

Associoted  Weopon  Systems,  General  Specificotion  For  REV-AV  ES 

1 

1430 

Guided  Weapon  Control  Group  OK-293A/AWW . . . . . . 

Mll-G-85231  (1) 

AS 

07  Nov 

85 

AS 

L 

1430 

liquid  Propellent  Rocket  Engire  LR64  For  AQM-37A  Missile  Torget  System.,.. ... 

MII-1-23822C 

AS 

10  Apr 

87 

AS 

NOTICE  1 

1 

1430 

Rote  Integrating  Gyro  Validated  Jon  62 . . . . . . . . . . . . 

MS-3391 

AS 

o 

> 

c 

o 

68 

AS 
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1 

1430 

Rtctiver,  Range  Safety,  Command  Validated  Mar  89 . . . . . 

MIL-R-87954A  (1) 

TE 

20D.C 

82 

TE 

SUPP  1 

1 

1430 

Receiver,  Range  Safety,  Commond  Type  1,  Closs  1,  Style  A1  . . . 

MIL-R-87954/1A 

TE 

10  Jan 

83 

TE 

1 

1430 

Receiver,  Ronge  Sofely,  Command  Type  11,  Class  1,  2,  3,  Style  Cl,  C2,  C3,  C4, 

MIL-R-87954/2 

TE 

10  Jon 

83 

TE 

1430 

vO 

Reliobility  Procedures  For  Production  Of  Guidance  &  Control  Section  For 

MIL-STD-2093 

AS 

26  Mar 

82 

AS 

Guided  Missile  A!m/RtM’7M 

1 

1440 

Bellow  Assembly,  Flexible,  For  launching  System,  Missile  Mark  17  MODS  0,  1, 

MIL-B-21518A 

OS 

04  Apr 

61 

OS 

2  4  3  Validated  Aug  85 

1 

1440 

Cable  Assemblies,  Electrlcol  Validated  Nov  82  . . . . 

MIL-C-21529D  (2) 

OS 

18  Nov 

64 

OS 

L 

1440 

Cose,  Bottery  Coolant  Unit  (Stinger)  Validated  May  88 . . 

MIL-C-47301A 

Ml 

11  May 

88 

Ml 

NOTICE  1 

1 

1440 

Control  Assembly,  Ejector  Validated  Jun  83 . . . . . 

MIL-C-21S26B  (2) 

OS 

15  Jan 

65 

os 

L 

Cylinder,  Lockout  For  Shock  Absorber,  Missile  launcher  Mark  2  Mod  O 

Mlt-C-21522  (2) 

OS 

01  Aug 

61 

OS 

Validated  Jun  83 

L 

1440 

Diophrogm  Assembly  Validated  Jun  63 . . . . . . . . . . 

MII-D-21523A  (2) 

OS 

28  Apr 

64 

OS 

L 

1440 

Flosk,  Air,  launcher  Validated  Jun  83 . . . . . . 

MIL-F-21527B 

OS 

26  Jun 

61 

OS 

L 

1440 

Guided  Missile  Lounching  System  Mark  22  Mod  0  Validated  Jut  8t . . . 

MIL-G-81348 

OS 

29  Dec 

65 

OS 

L 

1440 

Guided  Missile  lounching  System  Mark  13  Mod  0  Validated  Aug  84. . 

Mll-G-23802 

OS 

17  Jul 

63 

OS 

1440 

louncher  For  Guided  Missiles,  Ground  And  Airborne  General  Speclflcotlons  For 

MIL-1-11992C 

Ml 

06  Jun 

86 

Ml  MC  99 

Validated  Jun  86  REV-AT  15 

NOTICE  1 

L 

1440 

launcher  Tube,  Missile,  Mark  4,  Mods  0,1,  2,  And  3  And  Mark  8  Mods  0  And 

MIL-1-21514C  (1) 

OS 

04  Oct 

63 

OS 

1  Validated  Jun  83 

L 

1440 

Louncher,  Ejection,  Guided  Missile,  Aircraft,  General  Design  Criteria  For... . 

MIL-5TO-2131 

AS 

20  Dec 

85 

AS 

NOTICE  1 

1 

1440 

Louncher,  Roil,  Guided  Missile,  Aircraft,  General  Design  Criteria  For . 

Mll-STD-2156 

AS 

20  Dec 

85 

AS 

NOTICE  1 

1440 

lubrication  Of  Ground  Handling,  Lounching,  &  Control  Equipment  For  Guided 

MIL-L-46811A 

Ml 

31  Mar 

88 

Ml  AS  99 

Miiiil..  Validated  Mar  88  REV-MR  OS 

NOTICE  1 

i 

1440 

Pow.r  Supply  PP.2581C/A . 

MIL-P-85576B 

AS 

04  Aug 

87 

AS 

L 

1440 

Power  Supply,  Guided  Missile  launchers,  Single  ^/pei  PP.2401B/A, 

MII-P-83927B 

80 

09  Feb 

81 

99 

PP.2401C/A,  PP-24010/A,  PP.4285/A,  PP-45S5/A,  &  Compoiile  Type 

PP-4504/A  &  PS.10373C  REV-II 

L 

14. 

Seels,  Intertube  For  Launcher  Tube  Mark  4  Mods  0,  1,  2  And  3  And  Mork  8 

MIL-S-21520C  (1) 

os 

23  Jul 

64 

OS 

Mods  0  And  1  Validated  Jun  83 

L 

1440 

Shipboard  Guided  Missile  Lounching  System  Safety  Requirements,  Minimum . 

MIL-STD-1658 

OS 

30  Jun 

82 

OS 

NOTICE  3 

30  JUN  82 

L 

1440 

Springs,  liquid  For  Shock  Absorber  Missile  Louncher  Mark  2  Mod  0  Validated 

MII-S-21521A  (2) 

OS 

01  Dec 

64 

OS 

Jun  83 

1 

1440 

Support  Ring,  Assembly  Launcher  Tube,  Missile  Validated  Jun  83„ . . . 

MIL-S-21516B 

OS 

28  May 

63 

OS 

1 

1450 

Bond,  Handling,  Missile  And  Booster  Validated  Mar  81  . . . 

Mll-B-81119 

OS 

08  Apr 

65 

OS 

1 

1450 

Bond.  Handling,  Mk  84  Mod  0  Validated  Apr  87 . 

Mll-B-81205 

AS 

15  Apr 

87 

AS 

NOTICE  i 

1450 

Corrier,  Guided  Missile  Equipment!  M667 . . . . . . 

MS-52241 

AT 

26  Aug 

85 

AT 

1 

1450 

Carrier,  Guided  Missile  Equipment:  M730A1... . . . . . . 

MS-52233 

AT 

26  Aug 

85 

AT 

L 

1450 

Carrier,  Guided  Missile  Equipment:  M730A1E1 . . . 

MS-52234 

AT 

26  Aug 

85 

AT 

L 

1450 

Container,  Shipping  And  Storage  Mk  311  Mod  1  Validated  Apr  82.,, . . 

MIL-C-81204A 

AS 

27  Jan 

66 

AS 

L 

1450 

Container,  Shipping  And  Storoge  Mk  309  Mod  0  Validated  Oct  84. . . . 

Mll-C-81289 

AS 

08  Jun 

65 

AS 

L 

1450 

Controhmonitor  Set,  Guided  Weapon,  AN/AWW*9A  . . . . . . . . 

MIL-C-85070A 

AS 

05  Jon 

88 

AS 

1450 

Fon,  Guided  Missile,  Ground  Support  Equipment,  General  Specificotion  For 

MII-F-46851B  (1) 

Ml 

03  Sep 

87 

Ml  AS  99 

USER-MC  REV-OS 

1 

1450 

loader  >  Transporter  Guided  Missile  XM501E3 . . . . . . . . 

MS-52226 

AT 

26  Aug 

85 

AT 

L 

1450 

Looder  Transporter,  Guided  Missile,  XM501E3  REV<MI . . . . . . . . 

MII-1-46821B  (1) 

AT 

25  Apr 

85 

AT 

L 

1450 

Looder  Transporter,  Guided  Missile,  XM501E2  &  XM501E3  (Overhaul) 

MIL-L-62174 

AT 

20  Jul 

73 

AT 

Validated  May  83  REV>MI 

15GP 

Airborne  Stores,  Suspension  Equipment  And  Aircroft*store  Interfoce  (Corrlooe 

MIL-A-8591G  (4) 

AS 

07  May  87 

AV  AS  18 

Phase);  Gencrol  Design  Criteria  For  REV*1S  11 

15GP 

Aircroft  Nonnucleor  Survivability  Terms  REV«AV . . . . 

MIL-STO-2089 

AS 

21  Jul 

81 

AV  AS  11 

L 

15GP 

Aircraft,  Mointenonce  And  Engineering  Inspection  Requirements  Validated  Pec 

MIL'A>19531B 

AS 

24  Dec 

58 

AS 

15GP 

Aircrew  Protection  Requirements  Nonnuclear  Weopons  Threot  . . . 

MIL-STD-1288 

AV 

24  Aug 

81 

AV  AS 

NOTICE  3 

24  AUG  1981 

L 

15GP 

Charts.  Stondrod  Aircraft  Chorocteristics  And  Performance,  Piloted  Aircroft 

MII-C-005011B 

11 

21  Jun 

77 

11 

(Fixed  Wing)  Validated  Apr  83 

15GP 

Drive,  Round  Mounting  Flonge  With  Round  Shoft  And  Key  (Inoctive  For  Design 

MS-33571 A 

AS 

26  Nov 

76 

AS 

1  Jan  77}  VoUdcKd  Sep  82 

15GP 

Drive,  Squore  Mounting  Flonte  With  Involute  Spline^pinion  Validated  Sep  82 

MS-33568A 

AS 

26  Nov 

76 

AS 

USER-AV 

i5Cr 

Flying  Qualities  Of  Piloted  Airpiones . . . . . . . 

MII-F-8785C 

AS 

05  Nov 

80 

AV  AS 

15GP 

Guide  To  Aircraft/stores  Compatibility  Validated  Oct  82 . . . 

MIl'HDBK  244 

AS 

01  Aug 

75 

AV  AS  18 

L 

15GP 

insignlo  And  Morkings  For  Noval  Weopons  Systems  Validated  Jan  84, 

MIL-I-18464G  (1) 

AS 

14  Aug 

75 

AS 

L 

15GP 

light  Fixed  And  Rotory*wing  Aircroft  Crosh  Resistonce . . . . 

MII-STD-1290A 

AV 

26  Sep 

88 

AV 

L 

15GP 

Point  Schemes  6  Exterior  Morkings  For  U.$.  Novy  &  Morine  Corps  Aircroft ........ 

Mll-STD-2161 

AS 

18  Apr 

85 

AS 

15GP 

Requirements  For  Aircroft  Nonnuclear  Survivobility  Program. . . . . . . 

Mll-STO-2069 

AS 

24  Aug 

81 

AS 

1 

15GP 

Sound  Pressure  Levels  In  Aircroft  (Request  For  issue  Other  Than  DOO  Must  Ve 

MIL-STD-1789A 

11 

13  Moy  88 

11 

S.nl  Via  ASD/ENES,  Wright-poll.rson  AFB  OH  45433-6503) 

NOTICE  1 

15GP 

Survivability  Enhancement,  Aircroft,  Nuclear  Weopon  Threat,  Design  & 

MIL-HOBK  273 

AS 

30  Dec 

83 

AS 

Evoluotion  Guidelines 

1 

15GP 

Survivability  Enhoncement,  Aircroft  Conventionol  Weapon  Threots,  Design  & 

MIL-HDBK  268 

AS 

05  Aug 

82 

Evaluation  Guldtlinei 
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L 

15GP 

Survivobitlty,  AeronouMcol  Systems  (For  Combat  Mission  Effectiveness  (Req  For 

Mll-STO-1799 

11 

01  D.C 

86 

11 

Issue  Other  Thon  OOD  Must  Be  Sent  Via  ASD/ENES.  WriQht>palterson  AFB 

OH  45433*6503) 

15GP 

SurvivcbllSty,  Aircraft,  Estoblishment  And  Conduc*  Of  Progroms  For  VoUdatcd 

MIL-STD-2072 

AS 

25  Aug 

77 

AS 

Ffb  B3 

L 

15GP 

Tie-down,  Airframe  Design,  Requirements  For  REV<AV . . . . 

MIL-T-81259A 

AS 

U  Apr 

82 

AS 

15GP 

Wotertightness  Of  Aircraft,  Testing . . . . . . . 

MIL-W-004729B  (1) 

AS 

15  Jan 

84 

AS 

ISGP 

Weight  And  Bolonce  Doto  Reporting  Fo  .^s  For  Aircraft  (frtcluding  Rotorcroft) 

MIL-STO-1374A 

AS 

30  Sep 

77 

AV  AS 

99 

VaUdated  Feb  S3  REV-SO  82 

1500 

Acousticol  Noise  level  In  Aircroft,  Generol  Specificotion  For  (Asg)  VaUdafed 

MIL-A-8805A  (1) 

AS 

12  Sep 

67 

AV  AS 

11 

Mar  83  UEER-CG  MC  REV-ME  TE 

1500 

Aircraft  Markings,  Access  Numbering  System  Validated  Feb  82  . . . 

MS-90327A 

AS 

14  Jon 

66 

AS 

11 

1500 

Aircroft  Markings,  Servicing  And  Precautioning  (Asg)  USER*CG  R£V*AV  16  ...... 

MS-33739G 

AS 

26  Aug 

87 

AV  AS 

99 

L 

1500 

Aircrct'  Structurol  Integrity  Progrom,  Airplane  Requirements  USER*01  10  11 . 

MIL-STD-1530A 
NOTICE  1 

11 

26  Feb 

88 

11 

1500 

Aircrew  Stotlon  Signols  Validated  Mar  S3  . . . . . 

MIL-STD-411E 

NOTICE  1 

30  AUG  1974 

AS 

30  Aug 

74 

AV  AS 

11 

1500 

Aircrew  Stotion  Geometry  For  Military  Aircroft  . . . . 

MIL-STD-1333B 

AS 

09  Jan 

87 

AV  AS 

11 

1500 

Aircrew  Stotion  Vision  Requirements  For  Military  Aircroft . . 

MIL-STO-850B 
NOTICE  1 

11 

23  Nov 

84 

AV  AS 

11 

1500 

Chort,  Standord  Aircraft  Characteristics  And  Performance,  Piloted  Aircroft 

MIL-C-5011A 

11 

5  Nov 

51 

AS 

11 

VolidoledMay  82  USER-Gl  REV-AV  99 

1500 

Cooling,  Permanent  Resin,  Process  For  Applicotion  Of,  To  Aircroft  Ports 

MIL-C-5056 

AS 

22  Mar 

50 

AS 

20 

Volldaled  Apr  83  USER-MI  REV-MI  AV  99 

1500 

Color,  Interior,  Aircraft,  Requirements  For . . . . . . . . . 

MIL-C-8779E 

AS 

17  Feb 

88 

AV  AS 

1500 

Criterio  Temperoture  And  Altitude  Range  Self  Cooled  Electric  Equipment 

MS-33543A 

AS 

27  Nov 

53 

AS 

VaUdated  Jan  83  REV-MI  99 

1500 

Criterio'temperalure  And  Altitude  Range  Blast  Cooled  Electric  Equipment 

MS-33542A 

AS 

27  Nov 

53 

AS 

Validated  Jun  83 

1500 

Drive,  i^ound  Mounting  Flange  With  Involute  SpUne*pimon  Validated  Jan  ...... 

MS-33569A 

AS 

26  Nov 

76 

AS 

1500 

Drive,  Square  Mounting  Flange  With  Round  Shoft  And  Key  Validated  Sep  82..,, 

MS-33570A 

AS 

26  Nov 

76 

AS 

1500 

Flight  Control  Systems,  Design,  Instollotion  And  Test  Of,  Aircroft  (Generol 

MIL-F.18372 

AS 

31  Mor 

55 

AS 

Specificotion  For)  Validated  Sep  82  REV«AV 

1500 

Flying  Quolities  Of  Piloted  V/stol  Aircraft  Validated  Mar  65 . . . . . . 

MIL-F-83300 

AS 

31  Dec 

70 

AV  AS 

1 

1500 

Inslollatlon  Of  Window  Anthiclng  Oe*greosing,  And  Wa«hing  Systems  (Generol 

Mll-l-18259 

AS 

26  Ocl 

54 

AV  AS 

Specification  For)  Validated  Apr  63 

1 

1500 

Instrument  And  Novigotion  Equipment,  Aircroft,  Instotlotion  Of  Validated  Jan  82 

MIL-I-18373A 

AS 

28  Sep 

67 

AV  AS 

1500 

Instrument  Arrangement,  Standard,  Basic  For  Fixed  And  Rotoiy  Wing  Aircroft 

MS-33785A 

11 

26  Feb 

88 

AV  AS 

11 

Validated  Feb  88  REV-99 

NOTICE  1 

ON 

1500 

Morkings  For  Aircrew  Station  Oisploys  Design  And  Configurotiort  Of  USER*EC 

MII-M-18012B  (2) 

AS 

22  Sep 

86 

AV  AS 

11 

REV-MI 

L 

1500 

Modificoiion  &  Morking  Procedures  For  Test  Equipment  In  Aerosooce  Vehicles 

MIL-M-27733B  (1) 

11 

03  Moy 

85 

11 

..css  ti  Modification) 

isr 

-  *or  Aerospace  Vehicles  Port  1  Reinforced  Plostlcs  Validated  Apr  83 . 

Mll-HDBK  17A 

PART  1 

NOTICE  1  (11) 

MR 

01  Jon 

71 

MR  AS 

20 

L 

1500 

$lall/post*stotl/spln  F.^.it  Test  Demonstration  Requirements  For  Airplanes 

MII-S-83591A 

12 

15  Apr 

76 

AS 

12 

Validated  Apr  82  REV-AV  11 

L 

1500 

Test  Requirements  And  Procedures  For  Aircroft  emergency  Ground  And  Ditch 

Mll-STD-872 

11 

30  Sep 

68 

11 

Escape  Provision.  Validated  Sep  88 

NOTICE  1 

6  SEP  1973 

1503 

Watertightness  Of  Aircraft,  General  Speificotion  For  R£V«MI... . . . . 

MII-W-6729A 

AS 

10  Sep 

62 

AV  AS 

1 

1500 

Weight  And  Balance  Con*-  System  (For  Aircraft  And  Rotorcroft  Validated  Oct 

84 

Aircraft  Structures,  General  Spec  For  Request  For  Issue  Other  frondod  Must  Be 

MIL-W.25140B 

AS 

31  Ocl 

77 

AV  AS 

11 

1 

1510 

Mll-A-81221  (1) 

11 

15  Apr 

86 

Serif  Via:  Asd/enes,  Wrighl*polterscn  Alb  Oh  45433*6503 

1510 

Aircrew  Station  Controls  And  Displays  For  Fixed  Wing  Aircraft  Validated  Apr 

80 

Airplone  Strenght  And  Rigidity  Special  Weapons  Effects  (Supersedes 

MIL-STO-203F 

AS 

28  Dec 

73 

AV  AS 

11 

1510 

MII-A-8859B 

AS 

20  May 

87 

AS 

Mll-A-8629  In  Pori  And  M1L-A-5700  Series  'n  Pori) 

1510 

Aii^>ane  Strength  And  Rigidity  Vibration,  Flutter,  And  Divergence  . . 

MII-A-8870B 

AS 

20  Moy 

87 

AS 

1510 

Airplane  Strength  And  Rigidity  (For  Future  Procure.  See  MIL*A*87221) 

MIL-A-008860A 

11 

31  Mar 

71 

AV 

11 

Validated  Apr  83 

1510 

Airplane  Strength  And  Rigidity  Flight  loads . . . 

MII-A-8861B 

AS 

07  Feb 

86 

1510 

Airplone  Strength  And  Rigidity  Ground  loads  For  Navy  Procured  Alrplones........ 

MII.-A-3863B 

AS 

06  May 

86 

AS 

1510 

Airplone  Strength  And  Rigidity  Reliability  Requirements,  Repeoted  loads. 

MII-A-8866C 

AS 

20  Moy 

87 

A3 

Fatigue  And  Domoge  Tolerance 

1510 

Airplo'.e  Strength  &  Rigidity  Ground  Tests . . . . . 

MIL-A-8867C 

AS 

10  Jun 

87 

AS 

iSiC 

A"  pIciiW  SWiiJlK  And  Ri'aidit)-  Oslo  And  -Repo:!; . 

AS 

20  Moy 

87 

AS 

L 

1510 

Cotopulting  &  Arresting  Gear  Forcing  Functions  For  Aircroft  Structurol  Design..,. 

MIL-STO-2056 
NOTICE  (1) 

AS 

06  Mor 

82 

AS 

1510 

Oemonstrotion  Requirements  For  Alrplones  . . . . . . . . . . 

MIL-D-8708B  (1) 

AS 

03  Jun 

82 

AV  AS 

1510 

Designing  Fur  Internol  Aeriol  Delivery  In  Fixed  Wii.g  Aircroft  (Request  For  Issue 

Mll-STD-1791 

It 

15  Apr 

86 

11 

Other  Thon  DOD  Must  Be  Sent  Via  ASD/ENES,  Wright*pcttfrioii  AFB  OH 
45433*6503) 

NOTICE  1 

1510 

Dimension,  Basic,  Cockpit,  Slick*co.>tro!!ed,  Fixed  Wing  Aircroft  Vo!idaK*d  Avg 

MS-335748 

AS 

25  Aug 

87 

AV  AS 

87  USER-MC 

NOTICE  1 

1510 

Emergency  Escope,  A'rcroft  (Request  For  Issue  Musi  Be  SenI  Vio  ASD/ENES, 

MIL-E-87235  (1) 

11 

15  Apr 

86 

11 

Wrjght'paiterson  AFB  OH  45433*6503) 

1 

1510 

flight  Performonce  AIR  V/*hicle  (Request  Forissue  Other  DOD  Must  ?e  SenI 

MIL-STO-1793 

It 

15  Apr 

86 

11 

Via  ASD  “^NEi;  v,'fight>alletson  RFS  OH  4J433'6S03)  NOTICE  1 
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L 

1510 

Navigation  Equipment,  Airborne  Request  For  ISSUE  Other  Thon  Ood  Must  Be 

Mil-N-87237  (1) 

11 

15  Apr 

85 

11 

Sent  Via:  Asd/enes,  Wright  Afb  Oh  45433*6503 

1520 

Aircrew  Stotion  Controls  And  Displays  For  Rotary  Wing  Aircrolt  Validated  Sep 

MII-STO-250D 

11 

30  Sep 

88 

AV  AS 

11 

88  REV-TE 

NOTICE  1 

1 

1520 

Oemonstrotion  Requirements  For  Helicopters . . . . . 

MIL-D-23222A  (1) 

AS 

30  Jun 

83 

AS 

1520 

Helicopter  Flying  And  Ground  Handling  Qualities,  Generol  Requirements  For 

MIL-H-8.501A  (1) 

AV 

03  Apr 

52 

AV  AS 

(AF  Use  Mil-F.83300)  Validated  Nov  80  REV-MI 

NOTICE  1  (11) 

L 

1520 

Instrument,  Pilot,  Flight,  Bosic,  Stondord  Arrangement  For  Helicopters  Validated 

MS-33572C 

AS 

11  Dec 

87 

AS 

Dec  87  REV-AV 

NOTICE  1 

1520 

Structurol  Design  Requirements,  Helicopters  (Asg)  Validated  May  82 . 

MII-S-S598  (1) 

AV 

28  Feb 

58 

AV 

L 

1520 

Switch,  Arrangement  And  Functions,  Grip  Assembly,  Cyclic  Controller,  For 

MS-87017A 

AV 

20  Sep 

88 

AV 

Validated  Sep  88 

NOTICE  1 

1520 

Test  Requirements,  Ground,  Helicopter  Validated  May  82,. . . . . . 

MIL-T.8579 

AV 

5  Mar 

54 

AS 

1550 

Interfoce  Specilicotions  For  Target  Auxiltory  And  Augmentolion  Systems, 

MIL-STO-2220 

AS 

11  Feb 

88 

Preporotion  Of 

1 

1550 

Torget,  Aeriol,  Powered,  Design  And  Construction  Of  General  Specificotion  For 

MII-T-18232B 

AS 

'>'>  Mar 

58 

AS 

Validated  Sep  82 

L 

1550 

Target,  Tow,  Aerial,  TOU‘34/A . . . . . . . . . . 

MIL-T-85230  (1) 

AS 

02  Oct 

85 

AS 

L 

1560 

Adapter,  Fluid  Tank  Filler  Validated  May  80 . . . . . . 

MS-27379A 

82 

25  Feb 

59 

99 

Q 

1550 

Adapter,  Pressure  Fuelservicing,  Nominal  2.5*INCH  Oian'eter  Validated  May  85 

MIL-A-25895E 

84 

18  Jan 

83 

AV  AS 

99 

1550 

Adapter,  Pressure  Fuel  Servicing,  Aircraft,  General  Specification  For  Validated 

MIL-A-5425B 

AS 

15  Jon 

59 

AV  AS 

May  83  USER-MI 

1550 

Adopter,  Pressure  Fuel  Servicing,  Nominal  2,5  Inch  Diameter  Validated  May  65 

MS-244B4J 

84 

15  Feb 

83 

AV  AS 

99 

USER-ME  REV-99 

1560 

Aerospace  Vehicle  Structures,  Metollic  Materials  &  Elements  For . . . 

MIL-HDBK  5E 

11 

01  Moy  87 

AV  AS 

11 

CHG  NOTICE  2 

1550 

Cop'pressure  Fuel  Servicing,  Nominal  2  1/2  Inch  Diometer  Non*  Flush  Type 

MS-29525D 

AS 

23  Dec 

83 

AV  AS 

99 

REV-AS 

1560 

Cop,  Fluid  Took  Filler  REV-AV  11  . 

MIL-C-3B373B  (2) 

82 

21  Oct 

85 

AS 

99 

Q 

1550 

Cop,  Pressure  Fuel  Servicing  REV*M1 . . . . . . 

MIL-C-8505A  (1) 

AS 

26  Jun 

85 

AV  AS 

99 

1550 

Cop,  Pressure  Fuel  Servicing,  Nominal  2*1/2  Inch  Diometer,  Flush  Type  REV*AS 

11  82 

Cockpit  Canopy-System,  Fixed  Wing  Single  And  Multi*ploce,  Fighter,  Attock, 

MS-29525E 

AS 

23  Dec 

83 

AV  AS 

99 

L 

1550 

MIL-C-81590  (3) 

AS 

22  Nov 

74 

AS 

And  Troiner  Aircraft,  Generol  Specification  For  Validated  May  82 

1560 

Oompe.%  Engine  Exhaust  Flome  And  Glare  Validated  Apr  82  REV*11 . . 

MIL.D-5728A 

AS 

15  Nov 

55 

AV  AS 

99 

1550 

Fitting,  (0)  Ring,  Circular,  Compression  Type,  Single  Groove,  Tank  Validated 

MS-29558C 

84 

1 1  Apr 

85 

AS 

99 

Apr  86  REV-99 

NOTICE  1 

1560 

Fitting,  (O)  Ring,  Circular,  Thru  Bolt  Type,  Single  Groove,  Tank  Validated  Apr 

MS-29559C 

84 

1 1  Apr 

85 

AS 

99 

86  REV-99 

NOTICE  1 

1550 

Fitting,  (O)  Ring,  Circular,  Threaded  Insert  Type,  Single  Groove,  Tank  Validated 

MS-29550C 

84 

1 1  Apr 

85 

AS 

99 

Apr  86  REV-99 

NOTICE  1 

1550 

Fitting,  Attachri.ent,  Molded,  Tank,  Thru  Hole,  Flush,  (0)  Ring,  Rectangular,  10 

MS-29552B 

84 

1 1  Apr 

85 

AS 

99 

X  15  Validated  Apr  86  REV-99 

NOTICE  1 

1550 

Fitting,  Attochment,  Molded,  Tonk,  Flush  (0)  Ring,  Rectongulor,  10  X  16 

MS-29553B 

34 

11  Apr 

85 

AS 

99 

Validated  Apr  86  REV-99 

NOTICE  1 

1550 

Fitting,  Attochment,  Molded  Tank,  Thru  Hole,  Flush,  (0)  Ring,  Oval,  10  X  16 

MS-29557B 

84 

11  Apr 

85 

AS 

99 

Validated  Apr  86 

NOTICE  1 

1560 

Fitting,  Attachment,  Molded  Tank,  Thru  Hole,  Flush  (0)  Ring,  Rectongulor,  12  X 

MS-29554B 

84 

1 1  Apr 

85 

AS 

99 

18  Validated  Apr  86  REV-99 

NOTICE  1 

1550 

Fitting,  Attachment,  Molded  Tonk,  Flush,  (0}rtng,  Rectangular,  12  X  18 

MS-29555B 

84 

11  Apr 

85 

AS 

99 

Validated  Apr  86  REV-99 

NOTICE  1 

1550 

Fitting,  Attachment,  Molded  Tank,  Thru  Hole,  Flush,  (O)  Ring,  Oval,  8  X  12  ...... 

MS-29555B 

NOTICE  1 

84 

11  Apr 

85 

AS 

99 

1550 

Fitting,  Attachment,  Molded  Tank,  Flush,  (0)  Ring,  Oval  Validated  Apr  86  . . 

MS-29558B 

NOTICE  1 

84 

1 1  Apr 

85 

AS 

99 

1550 

Fitting,  Tank,  Powerplont  Fluid,  Removable  Validated  May  85  REV-MI  99  . . 

MII-F-5577B  (1) 

SUPP  1 

80 

25  Feb 

50 

AV  AS 

99 

1550 

Gearbox,  Aircraft  Accessory  Drive,  General  Specificotion  For  (Asg)  Validated 

MIL-G-5541B 

AS 

03  May  68 

AV  AS 

Apr  81 

1550 

lanyard.  Fluid  Tank  Cap  REV-AV  . . . . . . . . . . . . 

MS-273B0D 

82 

28  Jul 

82 

AS 

99 

1550 

Maintenance  Kit,  Acrylic  Plostfc  Window  Refinishing,  Aircroft  Validated  Jet  82 

Mlt-M-58091A 

AV 

17  May  71 

AV  AS 

20 

L 

1560 

Mechonicol  Systems  For  Aircraft  Doors  &  Canopies  (Other  Refer  To  Asd/enes, 

MIL-M-87222  (2) 

11 

31  Jul 

87 

11 

Wright'patlerson  Afb  Oh  45433*6503) 

1550 

Plastic  For  Flight  Vehicles*part  2  Tronsporent  Gloxing  Moteriols .......................... 

MIL-HDBK  17A 

PART  2 

20 

08  Jun 

77 

AV  AS 

20 

1550 

Sound  And  Thermo!  Insulation  For  Aircraft  Generol  Specificotion  For  The 

MIL-S-5144A 

AS 

12  May  66 

AV  AS 

Instollotion  Of  Validated  Sep  82 

1550 

Tank,  Fuel,  Aircroft,  Auxiliory  External,  Design  And  Instollotion  Of.....,.,....., . 

MII-T-18347C 

AS 

14  Oct 

85 

AS 

1550 

Tank,  Fuel,  Aircraft,  Self'Seoling  REV-99 . . 

MIL-T-5578C  (5) 

AS 

25  Jul 

83 

AV  AS 

L 

1550 

Tonk,  Fuel,  Aircraft,  Auxiliory  Extemol  300  Gallon,  Type  Aero  ID  Validated 

MII-T-B1838  (1) 

AS 

06  Mar 

75 

AS 

Apr  82 

1560 

Tonk,  Fuel,  Crosh&resistont,  Aircraft  Validated  Dec  77  . . . 

MIL-T-27422B  (1) 

AV 

T3  Apr 

71 

AV  AS 

1550 

Tonks,  Aircraft  Propulsion  Fluid  System,  internol.  Removable,  Non*self*seoling 

MIL-T-5395E 

AS 

30  Aug 

83 

AV  AS 

USER-ME  REV-99  80 

L 

1550 

Thermol  Protective  System,  Aircroft  Cockpit,  General  Specification  For  . . 

Mll.r-81571  (1) 

AS 

10  Jul 

80 

AS 

1 

1550 

Windshielded  System,  Fixed  Wing  Aircroft  •  General  Specificotion  For  REV-AV.. 

MIL-W-81752A  (1) 

AS 

22  Aug 

88 

AS 

15GP 

Bleed  Air  System,  lood  Anolysis  Of,  Method  For  Validated  Jan  84  . 

Mll-B-81592 

AS 

20  Aug 

58 

AV  AS 

15GP 

Bleed  Air  Systems,  Generol  Specification  For  Validated  Jvl  82,. 

MIL-B-81355 

AS 

04  Apr 

55 

AV  AS 

1 

15GP 

Boundary  loyer  Control  System,  Pressure  Validated  May  80..,., . . . . . . 

MIL-B-81355 

AS 

04  Apr 

55 

AS 

t 

15GP 

Roin  Removal  System,  Aircroft  Windshield,  Jet  Air  Blast  Validated  May  80........ 

Mll-R-81357  (1) 

AS 

10  Jun 

74 

AS 

1 

15GP 

Rain  Repellent  Fluid  Applicotion  System  Aircraft  Windshield  Validated  May  80 .. 

MIL-R-815B9  (1) 

AS 

15  Jan 

59 

AS 

1510 

Cone,  Propeller  Hub,  Front . . . . . . . 

MS-5007A 

84 

29  Apr 

81 

AV  AS 

99 

1510 

Cone,  Propeller  Hub,  Rear . . . . . . 

MS-5008C 

84 

29  Apr 

81 

AV  AS 

99 
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1610 

Gosket  •  Type  Xx  Engine  Accessory  Drive  Validated  Apr  64  REV*MI . . . 

MS-9144A 

AS 

15  Jan 

62 

AS 

11 

1610 

Nut’propelier  Hub  Retaining  (Non^conlroiloble  Type)  . . . . . . 

MS-501 1A 

84 

29  Apr 

81 

AV  AS 

11 

1610 

Propeller  Hubs>stondard  Dimensions  For  Involute  Tooth  Spline  Controltoble  Pitch 

AND10529 

AV 

22  Jul 

52 

AV  AS 

Validated  Sep  84 

REV-3 

1610 

Propeller  Hubs«stondord  Dimensions  For  Straight  Tooth  Spline  Controllobie  Pitch 

AND10530 

AV 

16  Feb 

51 

AV  AS 

Validated  Sep  84 

REV-l 

1610 

Propeller  Hubs>stondard  Dimensions  For  Ground>odiustoble  Validated  Sep  88  .... 

AND  10527 

REV-l 

AV 

20  Sep 

88 

AV 

1610 

Propeller  Systems.  Aircraft.  Generol  Specification  For  REV*99  . . . 

MIL-P.26366A  (2) 

AV 

22  Moy 

84 

AV  AS 

1610 

Propeller,  Aircraft,  Model  Specification  For,  (Outline  And  Instructions  For 

MIL-P-26367A 

AV 

30  Aug 

88 

AV  AS 

Preporation)  Validated  Avg  88 

NOTICE  1 

AV  AS 

11 

1610 

Ring,  Retoining  -  Propeller  Hub,  Snap . . . . . . . 

MS-5009A 

84 

29  Apr 

81 

1610 

Shaft  Ends  •  Propeller  Validated  Sep  64 . . . . 

AND10152 

RE'/-5 

AV 

10  Jun 

53 

AS 

1615 

Brush,  Cleoning,  Colonoscope  . . . . . . . 

A-A-530C6 

MB 

26  Jun 

87 

MD  MS 

03 

1615 

Tronsmission  System,  Vtol  •  Stol,  General  Requirements  For  Validated  Sep  84 

Mll-T-5'>55C 

AV 

17  Sep 

70 

AV 

REV.99 

L 

1620 

Amplifier,  A7  Nose  Geor  Steering  . . . . . 

MIL-A-85881 

AS 

05  Jon 

88 

AS 

11 

L 

1620 

landing  Gear  Systems  Request  For  Issue  Otherlhon  Dod  Must  Be  Sent  Vio: 

MIL-L-87139  (2) 

11 

15  Apr 

86 

Asd/enes,  Wrighi-potterson  Afb  Oh  45433'6503 

AV  AS 

99 

1620 

Landing  Gear,  Aircraft  Shock  Absorber  (Airoil  Type)  Validated  Jt/1 8i  R£V*99 

11 

Liquid  Spring  Undercorrioge  Unit  •  Oil  Replenishment  Connection  For  Validated 

MII-1-8552C  (2) 

AS 

10  Dec 

68 

1620 

MS-3378S 

AS 

12  May 

69 

AV  AS 

Ju/S2  REV.99 

1620 

Spring,  Hydroullc,  General  Specification  For . . . . . . . . . . . 

Mll-S-8959  (1) 

70 

26  Nov 

84 

AS 

99 

1620 

Steering  System,  Aircraft  Generol  Requirements  For  Validated  Jot 82  REV*99,... 

MIL-S-8ei2D  (1) 

AS 

11  Feb 

77 

AV  AS 

1. 

1620 

Test,  Impoct,  Shock  Absorber,  Lending  Geor,  Aircraft... . . . . 

MIL-T-6053C  (1) 

70 

01  Mor 

84 

99 

1620 

Towing  Fittings  &  Provisions  For  Military  Aircroft,  Design  Requirements  For . 

MIL-STD-8058 
NOTICE  1 

70 

07  Sep 

87 

AV  AS 

99 

L 

1630 

Adapter  -  Hydroulic  Bleeder  Volve,  Aircraft  Wheel  Broke  REV-99. . . . . 

MS.27612F 

70 

21  Nov 

84 

99 

1630 

Brake  Control  Systems,  Antiskid,  Aircraft  Wheels,  Instructions  For  Preparotion 

MIL-8-8075D  (1) 

70 

10  Mor 

77 

AV  AS 

99 

Of  Specificotions  For  REV-99 

AV  AS 

99 

1630 

Broke  Systems,  Wheel,  Aircraft,  Design  Of  Validated  Sep  8S  REV-99  70............ 

MIL-B-8584C  (1) 

AS 

28  Oct 

35 

1630 

Chamfer  Or  Radius  •  Valve  Holes  In  Airplane  Wheel  Rims  Validated  Jo!  62 

AND10598 

AS 

8  Nov 

49 

AS 

11 

1630 

Control  Unit,  Pressure  Generating,  Manually  Operated,  Aircraft  Hydroulic  Broke 

MIL-C-6026B 

AS 

9  Oct 

59 

AV  AS 

Syilem  Validaltd  Stp  85  USER-ME  REV.99 

1630 

Cylinder,  Hydrouh  Broke,  Master,  Power  Assisted  Validated  Sep  85  USER-MI 

MIL-C-7979B 

AS 

21  Ocl 

59 

AV  AS 

11 

Rev.99 

NQl 

1630 

Pressure  Relief  Devices,  Overpressurliotion  Prevention,  Wheel/tire,  Aircroft........ 

MIL.P-81958  (2) 

AS 

17  Apr 

87 

AS 

1 

1630 

Rim  Contour  &  30  X  8.6,  Type  Vii,  Extra  High  Pressure,  Moin  loading  Geor 

MS-24369A 

70 

31  Oel 

88 

99 

Wh«l 

NOTICE  1 

1630 

Rim  Contour  •  20  X  4.4  Type  Vil  Extra  High  Pressure,  Landing  Geor  Wheel 

AND1058I 

70 

17  Jun 

69 

AV  AS 

99 

VaUdated  Jm  83  USER-MC 

REV  C 

1630 

Rim  Contour  >  24  X  7.7  Type  Vii  (Extro  High  Pressure)  Moin  lending  Gear 

AND10576 

70 

o 

Z 

o 

< 

88 

AV  AS 

99 

Wheel  Validated  Nay  88  USER-MC 

REV  C 

1630 

Rim  Contour  •  25.00-28  Type  lii,  low  Pressure,  Main  lending  Geor  Wheel 

AND10583 

70 

17  Jun 

69 

AV  AS 

99 

Validated  Jun  83 

REV  8 

1630 

Rim  Contour  >  5.00  -5  Type  lii,  Low  Pressure,  Helicopter  londing  Geor  Wheel 

AND10578 

70 

17  Jun 

69 

AV  AS 

99 

Validated  jvn  83  USER-MC 

REV  8 

1630 

Rim  Contours  &  24  X  5.5,  22  X  5.5,  20  X  5.5  And  18  X  5,5,  Type  Vii,  E.lro 

M5-24370B 

70 

31  Oct 

SB 

AV  AS 

99 

High  Pressure,  londing  Geor  Wheel  USER-MC 

NOTICE  1 

1630 

Rim  Contours  •  22  X  5.5  And  5.5  Type  Vri,  Extro  High  Pressure,  londing  Gear 

AND10582 

AS 

16  Sep 

49 

AS 

11 

Wheel  Validated  Jot  82 

1630 

Rim  Contours  -26X6.6,  30X7,7,  32X8.8,  34X9.9,  36X11,  38X11,  40X12,  44X13, 

AND10573 

70 

04  Nov 

88 

AV  AS 

99 

Type  Vii,  Extro  High  Pressure  Main  Landing  Geor  Wheels  Validated  Nov  88 
USER-MC 

REV  E 

1 

1630 

Rim  Contours,  56X16  And  49X17,  Type  Vii,  Extra  High  Pressure,  Mig  Wheel,..--. 

MS-24368A 

NOTICE  1 

70 

31  Oct 

88 

99 

1630 

Volve-Spectol,  Aircraft  Wheel . . . . 

MS-27436B 

70 

27  Moy  85 

AV  AS 

99 

1630 

Volve,  Aircraft  Power  Brake  Validated  Sep  85  USER-MI  REV-99 . . . . 

MIL-V-5525C  (1) 

AS 

21  Jon 

74 

AV  AS 

1630 

Wheel  And  Broke  Assemblies, aircraft  REV-99 . . . . . . . . 

MIL-W-5013K 

AS 

29  Oct 

82 

AV  AS 

11 

1 

1630 

Wheel  And  Carbon  Broke  Assembly,  F-14A  Generol  Specificotion  For  Validated 

Mll-W.85091  (1) 

AS 

11  Sep 

78 

AS 

Jut  82 

1630 

Wheel  Assembly  6.00-6,  Type  lii  Validated  May  83  REV-11 . 

MS-8701 4A 

AV 

22  Mor 

67 

AV 

99 

1 

1630 

Wiring  Diogrom  Londing  Geor  Indicator  And  Warning  System,  Schemotic  . . 

MS-244S3A 

11 

12  Nov 

87 

11 

1650 

Accurnululor  Cylindricol,  3000  PSI  Validated  Avg  87  REV.MI  11  . . 

MS-2B700B 

NOTICE  1 

71 

25  Aug 

87 

AV  AS 

99 

Q 

1650 

Accumulotors,  Hydroulic,  Cylindrical  3000  Psi,  Aircroft  . . . . . . . 

MII-A-5498D 

71 

04  Apr 

88 

AV  AS 

99 

1650 

Accumufotors,  Hydroulic,  Cylindricol,  3,000  PSI,  Aircroft,  Type  ITSystems 

MII‘A-8897A 

71 

14  Moy  63 

AV  AS 

99 

Validated  Apr  83  USER-AT  MC 

1650 

ActwOtor,  Acconffsiticc!  lir.ee.'  Utillr/,  Hyd.'culic,  Gcncrc!  Spccif.'csf.'C.T  Fcr 

11 

10  Jo" 

86 

AV  a;; 

99 

REV.99 

1650 

Actuators,  Hydraulic,  Volves,  Pressure  Conloiners  &  Si.nifor  Fluid  System 

ARP  1383-78 

AS 

30  Apr 

84 

AV  AS 

99 

Components,imp  Ulse  Testing  Of  >  Mar  ^8  REV-11  71 

1650 

Aerospoce  Fluid  Power  Systems,  Tubing  Inslollotions  For,  Reccomended  Proctlce 

ARP  994-76 

AS 

30  Apr 

84 

AV  AS 

99 

For  The  Design  Of  ■  Apr  76  REV-ll  71 

1650 

Aircroft  Hydroulic  &  Pneumollc  Systems,  Grophic  Symbols  For  -jul  75  REV-1 1 

71 

Aircroft,  Hydroulic  &  Pneumotic  Systems  Homenclolure  *  10  Jun  65  REV-AV  11 

71 

Anti-icing  Equipment  For  Aircroft,  Hea'ed  Surface  Type  General  Specificotion 

AS  1290-75 

AS 

30  Apr 

84 

AV  AS 

99 

1650 

ARP  2438-65 

AS 

30  Apr 

84 

AV  AS 

99 

1650 

Ma-A-9482  (2) 

AV 

30  Nov 

87 

AV 

For  REV-99 

NOTICE  1 

1650 

Cop,  High-pressure  Air  Volva  USER-AT 

MS-2L313E 

71 

26  Aug 

87 

AV  AS 

99 
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Q 

1650 

Caps,  Hlp!i  Pressure  Air  Volve  VoUdaled  May  86  . . . 

MIL-C-5500C  (1) 
NOTICE  1 

71 

15  Moy 

86 

AV  AS 

99 

L 

1650 

1650 

Con  ^.ressor  Unit,  Air,  Aircraft,  Shoft  Power  Driven,  Generol  Spectfkotion  For 
Validated  Avg  80 

Compressor  Unit,  Aircraft,  Electric  Motor  Driven,  Generol  Speciflcotion  For 
Validated  Apr  83 

MIL-C-6388A 

MIL-C-6591A 

AS 

AS 

27  Aug 

22  Apr 

58 

52 

AS 

AS 

99 

1650 

Core  &  High  Pressure  Air  Valve  USER>CS  REV>MI  . . . . 

AN809 

REV  4 

71 

26  Dec 

86 

AV  AS 

1650 

De*icing  S/stem,  Pneumotic  Boot,  Aircrofi,  Generol  Specicicotion  For  Validated 

Apr  flJ  REV-MI  99  71 

MIL-D-8804A 

AS 

26  Sep 

58 

AV  AS 

99 

1650 

Determination  Of  Hydroulic  Pressure  Drop  •  31  Jon  68  REV*AV  11  71  . . 

ARP  24B-68 

AS 

30  Apr 

84 

AV  AS 

99 

1 

1650 

Drive  Assembly,  Constant  Speed,  Generol  Speciflcotion  For  Validated  Feb  8$ 
REV.99 

MIL-D.83029A 

NOTICE  1 

11 

26  Feb 

88 

11 

Q 

1650 

Filter  &  Filter  Elements,  Fluid  Pressure,  Hydroulic  Line,  15  Micron  Absolute  &  5 
Micron  Absolute,  Type  11  Systems  General  Specification  For  Validated  Mar  82 
REV-MI  SH  99  71  CS 

MIL-F-8815D 

SUPP  1 

AS 

27  Sep 

76 

AV  AS 

99 

1650 

Filter  &  Hydroulic  Reploceoble  Element  line  Type  Validated  Dec  83. . . . . 

AN6234 

REV  3 

AS 

28  Feb 

52 

AV  AS 

99 

1650 

Filter  •  Hydroulic  Replaceable  Element  Vent  Type  Validated  Aug  86  REV«MI . 

AN6240 

REV  1 

AS 

15  Aug 

86 

AV  AS 

99 

Q 

1650 

Filter  And  Filter  Elements,  Fluid  Pressure,  Hydraulic  Micronic  Type  USER-ME  11 
REV-EA  Ml 

MIL-F-5504B  (3) 

AS 

23  Feb 

82 

AV  AS 

99 

1650 

Filter  Element  &  Hydroulic  Reploceoble  Micronic  Reservoir  Type  Validated  Dec 

83  USER.CS  REV.MI 

AN6236 

REV  4 

AS 

27  Mor 

51 

AV  AS 

99 

1650 

Filter  Element  &  Hydroulic  Reploceoble  Micronic  Vent  Type  Validated  Dec  63 
REV.MI 

AN6237 

REV  1 

AS 

27  Sep 

48 

AV  AS 

99 

1650 

Filter  Element  •  Hydroulic  Reploceoble  Micronic  Line  Type  Validated  Dec  83 
USER-CS  REV-MI 

AN6235 

REV  4 

AS 

4  Nov 

52 

AV  AS 

99 

1650 

Filter  Element,  Fluid,  Pressure,  Hydraulic  Line,  3000  PSI,  Absolute  15  Microns, 

Minus  65  Deg.  F  To  Plus  275  Deg.  F  (Inactive)  USER-CS  REV-MI  71  84 

MS.28897C 

AS 

IS  Jul 

82 

AV  AS 

99 

1650 

Filter  Element,  Fluid,  Pressure,  Hydraulic  Line,  3000  Pst,  Absolute  15  Microns, 

-65  Degrees  F  To  Plus  275  Degrees  F  REV-Ml  71 

MIL-F-8815/3B 

AS 

16  Jon 

81 

AV  AS 

11 

Q  L 

1650 

Filter  Element,  Fluid  Pressure,  Tronsmlsslon,  Aircraft  Disposoble,  20  Micron 

Absolute 

MIL-F-83870A  (2) 

71 

28  Mor 

86 

99 

L 

1650 

Filter  Element,  Field  Pressure,  Hydraulic,  Aircrofi,  Disposoble,  5  Micron  Absolute 

MIL-F-83860/2A  (2) 

71 

17  Feb 

86 

99 

1. 

1650 

Filter  Element,  Ncncleonoble,  Fluid  Pressure,  Hydroulic  Line,  3000  PSI,  5  Micron 
Absolute,  -65  Deg  To  &275  Deg  F,  F14  Aircrofi,  12  GPM 

MIL-F.8815/22A 

AS 

31  Jul 

85 

AS 

L 

L 

1650 

1650 

Filter  Element,  Fluid  Pressure,  Hydroulic,  Aircrofi,  Dlsp  soble,  5  Micron  Absolute 
Filter  Element,  Noncleonoble,  Fluid  Pressure,  Hydroulic  Line,  5  Micron  Absolute, 
Type  11  Systems 

MlL-F-83860/3  (2) 
Mll-F-83860/4 

71 

71 

17  Feb 
17  Feb 

86 

86 

AS 

99 

L 

1650 

Filter  Element,  Noncleonoble,  Fluid  Pressure,  Hydroulic  Line,  3000  PSI,  5  Micron 
Absolute,  Minus  65  To  Plus  275  Deg.f,  Fl4  Aircraft,  30  GPM 

Ma-F.8815/23 

AS 

'’j  Jon 

80 

1 

1650 

Filter  Element,  Fluid  Pressure,  Hydroulic,  Aircroft,  Disposoble,  5  Micron  Absolute 

MII-F-8386I/1A  (2) 

71 

15  Feb 

86 

99 

L 

1650 

Filter  Element,  Noncleonoble,  Fluid  Pressure,  Hydroulic  Line,  5  Micron  Absolute, 
Type  II  Systems 

MII-F-83860/1A  (1) 

71 

17  Feb 

86 

99 

L 

1650 

Filter  Element,  Noncleonoble, fluid  Pressure  ,  Hydraulic  Line,  3000P$I,  5  Micron 
Absolut  E,  -65  Deg.  To  oo275  Deg,  F14  And  ri8  Aircrofts,  84  Gpm 

MII-F-8815/24A 

AS 

31  Jul 

85 

AS 

1 

1650 

Filter  Element,  Fluid  Pressure,  Hydraulic,  Aircroft,  Disposable  5  Micron  Absolute 

Mll-F-83861/3 

71 

28  Mor 

86 

99 

L 

1650 

Filter  Element,  Noncleonoble,  Fluid  Pressure,  Hydroulic  Line,  3000  PSI,  15 

Micron  Absolute,  -65  Deg.  To  oc  775  Deg.f.  P3  Aircraft,  Rudder,  4  GPM 

MIL-F-8815/25 

AS 

25  Jun 

85 

AS 

L 

1650 

Filter  Element,  Noncleonoble,  Fluid  Pressure,  Hydraulic  line,  25  Micron  Absolute, 

P3  Aircroft,  Cose  Droin,  2  GPM 

MIL-F.8315/26 

AS 

25  Jun 

85 

AS 

1 

1650 

Filter  Element,  Noncleonoble,  Fluid  Pressure,  Hydraulic  line,  5  Micron  Absolute, 

P3  Aircraft,  Return,  14  GPM 

MlL-F.8815/27 

AS 

25  Jun 

85 

AS 

L 

1650 

Filter  Element,  Noncleonoble,  Fluid  Pressure,  Hydraulic  Line,  3000  PSI,  5  Micron 
Absolute,  '65  Deg.  To  Plus  160  Deg.f,  P3  Aircroft,  Pump  Outlet,  &  GPM 

Mll-F'8815/28  (1) 

AS 

14  Moy  87 

AS 

L 

1650 

Filter  Element,  Noncleonoble,  Fluid  Pressure,  Hydroulic  line,  5  Micron  Absolute, 

A4  Aircraft,  3.5  GPM  Validated  Apr  83 

Mll-F-8815/20 

AS 

14  Oct 

76 

AS 

Q  L 

1650 

Filter  Elements,  Noncleonoble,  Fluid  Pressure,  Hydroulic  Line,  5  Micron  Absolute, 
Type  11  Systems,  General  Specification  For 

MIL-F'83860B 

71 

30  Jun 

86 

99 

L 

1650 

Filter  Elements,  Noncleonoble,  Fluid  Pressure,  Hydroulic,  Line,  15M1CRON 

Absolute,  AV8  Aircroft,  10  GPM  Validated  Apr  83 

MIL-F.8815/21A 

AS 

14  Oct 

76 

AS 

L 

1650 

Filter  Elements,  Noncleonoble,  Fluid  Pressure,  Hydroulic  line,  15  Micron 

Absolute,  Type  If  Systems 

MIL-F.83861/2A 

71 

28  Mor 

86 

99 

1650 

Filter  Elements,  Noncleonoble,  Fluid  Pressure,  Hydroulic  Line,  3000  PSI,  5 

Micron  Absolute,  Minus  65  Deg  To  Plus  275  Deg  F  Valldafed  Mar  82  REV-MI 
SH99  71 

MIL-F.8815/6B 

AS 

27  Sep 

76 

AV  AS 

11 

Q  1 

1650 

Filter  Elements,  Noncleonoble,  Fluid  Pressure,  Hydroulic  Line,  5  And  15  Micron 
Absolute, type  11  Systems  Generol  Speciflcotion  For 

MIL-F'83861B 

71 

10  Jul 

86 

99 

1650 

Fitter  ciemenis,  Noncieonobie,  Fluid  Pressure,  Hydraulic  line,  3000  PSI,  5 

Micron  Absolute,  Minus  65  Degrees  To  Plus  275  Degrees  F,  0.5  To  12.0 

GPM  Validated  Mar  82  REV-MI  99 

MIL-F-8315/7B 

AS 

27  Sep 

76 

AV  AS 

11 

L 

1650 

Filter  Elements,  Noncleonoble,  Fluid  Pressure,  Hydroulic  line,  5  Micron  Absolute, 

F4  Aircraft,  1.5  GPM  Validated  Aug  86 

MIL-F-8B15/88 
NOTICE  1 

AS 

15  Aug 

86 

AS 

L 

1650 

Filter  Elements,  Noncleonoble,  Fluid  Pressure,  Hydroulic,  Line,  5  Micron 

Absolute,  F4  Aircraft,  3.5  GPM  Validated  Apr  C3 

MII.F.8815/9A 

AS 

14  Oci 

76 

AS 

1 

1650 

Filter  Elements,  Noncleonoble,  Fluid  Pressure,  Hydraulic  Line,  5  Micron  Absolute, 

F4  Aircraft,  4.5  GPM  Validated  Jun  84 

MII-F-8815/10B 

AS 

04  Apr 

78 

AS 

L 

1650 

Filter  Elements,  Noncleonoble,  Fluid  Pressure,  Hydroulic  line,  5  Micron  Absolute, 

F4  Aircraft,  4.5  GPM  (High  Copocity)  Validated  Apr  83 

MIL-F.8815/11A 

AS 

14  Oct 

76 

AS 

L 

1650 

Filter  Elements,  Noncleonoble,  Fluid  Pressure,  Hycroulic  line,  5  Micron  Absolute, 

F4  Aircraft,  32  GPM  Validated  Jun  84 

MII-F.8815/12B 

AS 

04  Apr 

78 

AS 
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L 

1650 

Filter  Elements,  Noncleonoble,  Flu‘d  Pressure,  H/droulic  Line,  3000  PS1,  5 

MIL-F-8815/18A 

AS 

14  Ocl 

76 

AS 

Micron  Absolute,  AV8  Add  AV7  Aircraft,  3-5  GPM  Validated  Apr  83 

1650 

Filter  Elements,  Noncleanoble,  Fluid  Pressure,  Hydraulic  line,  5  Micron  Absolute, 

MIL-F-8815/19 

AS 

14  Oct 

76 

AS 

A4  Aircroft  2.0  GPM  Validated  Apr  83 

1650 

Filter,  Aircroft  Hydroultc  line  Type,  3,000  Psi  Validated  Avp  87  USER'ME 

MS-28720A 

AS 

25  Aug 

87 

AV 

AS 

11 

REV-Ml  99 

NOTICE  1 

1650 

Filter,  Fluid,  Pressure,  Hydroulic  Line,  3000  PSI,  Absolute  15  Micron,  Style  fi, 

MIL-F-8815/2A 

AS 

27  Sep 

76 

AV 

AS 

11 

NON2BYPASS,  Minus  65  Deg  To  275  Deg  F  Volidaled  Mar  82  REV-SH  71 

1650 

Filter,  Fluid,  Pressure,  Hydroulic  Line,  3000  Psi  Absolute  15  Micron,  Style  8, 

MS-28896B 

AS 

10  Aug 

67 

AV 

AS 

99 

Non  By  Poss,  Minus  65  Deg.  To  Plus  275  Deg.  F.  Validated  Jot  81  REV'MI 

99  71 

1650 

Filter,  Fluid,  Pressure,  Hydraulic  line,  3000  PSI,  Absolute  5  Micron,  Style  A, 

MII-F-8815/4A 

AS 

27  Sep 

76 

AV 

AS 

11 

Bypoii  -65  Deg  To  Plus  275  Degf  Volldattd  Mar  82  REV-SH  71 

1650 

Filter,  Fluid,  Pressure,  Hydraulic  line  3000  PSI;  Absolute  5  Micron,  Style  B  Non 

MIL-F-8815/5A 

AS 

27  Sep 

76 

AV 

AS 

11 

Byposs,  65  Degrees  To  Plus  275  Degrees  F  Validated  Mar  52  REV*MI  SH  99 

1650 

Filter,  Fluid,  Pressure,  Hydraulic  Line,  3000  PSI  Absolute  15  Micron,  Style  A, 
Byposs,  ^5  Degrees  To  Plus  275  Degrees  F  Validated  Mar  82  REV*MI  SH  99 

71 

Fiuerics  Terminolgy  And  Symbols  Validated  Aug  81  R6V*71 . . . . 

MIL-F-8815/1A 

AS 

27  Sep 

76 

AV 

AS 

11 

1650 

MIL-STD-1306A 

AS 

08  Dec 

72 

AV 

AS 

99 

1650 

Fluid  System  Chorocteristics  Affecting  Hydraulic  Pump  Operotlon  •  15  Moy  66 

ARP  819*66 

AS 

30  Apr 

84 

AV 

AS 

99 

REV-11  71 

1650 

Fluidics  Test  Methods  And  Instrumentation  Validated  Aug  81  RFV>71 . 

MII-STD-1361A 

AS 

28  Sep 

73 

AV 

AS 

99 

1650 

Fluids,  Hydroulic,  Physicol  Properties  Of  •  May  75  REV-11  71  . . . . 

AIR  1362-75 

AS 

30  Apr 

84 

AV 

AS 

99 

L 

1650 

Fuse  &  Hydraulic  Quantity  Meosuring  Closs  3000.  Type  1  . 

AN6281 

REV  3 

71 

12  Jen 

87 

99 

1650 

Fuse  &  Hydraulic  Quontity  Measuring  Class  3000,  Type  2  Validated  May  86 . 

AN62e2 

REV  4 

71 

27  Apr 

81 

AS 

99 

Q 

1650 

Fuse,  Aircraft  Automatic  Quantity  Measuring,  Hydraulic . 

MIL-F.5508B  (4) 

71 

07  Mor 

83 

AV 

AS 

99 

1650 

Gosket  •  Hydroulic  Reploceoble  Reservoir  Type  Filter  Element  Validated  Dec  83 

AN6238 

REV  3 

AS 

25  Nov 

53 

AV 

AS 

99 

1650 

Gland  Design,  Packings,  Hydraulic,  General  Requirements  For  USER-MC  REV-Mt 

MIL-G-5514F  (1) 

71 

09  Feb 

87 

AV 

AS 

99 

MR  AR  OS  SH  17 

1650 

Hydraulic  Components,  Type  111  (-65  Deg  To  Plus  450  Deg  F)  Generol 

MIL-H-8890 

AS 

01  Nov 

61 

AS 

99 

Specification  For  (ASG)  Validated  Sep  80  REV-71 

L 

1650 

Hydroulic  Power  Systems  Request  For  Issue  Other  Then  Dod  Must  Be  Sent  Vio: 

MIL-H-87227  (3) 

11 

31  Jul 

87 

11 

Asd/enes,  Wright*patlerson  Afb  Oh  <45433*6503 

1650 

Hydraulic  Systems,  Monned  Flight  Vehicles,  Type  111  Design,  Instollotion  And 

MIL-H-8891A 

AS 

23  Jon 

78 

AS 

99 

Dota  Requirements  For,  General  Specification  For  Validated  Jon  64  REV-AV 

99  71 

1650 

Hydroulic  Systems,  Aircroft,  Types  1  And  II,  Design  And  Instollotion 

MII-H-5440G  (1) 

AS 

14  Sep 

79 

AV 

AS 

11 

Requirements  For  USER-MI  REV-99 

1650 

Hydroulic  System  Components,  Aircroft  And  Missiles  General  Specificotion  For 

MII-H-8775D  (1) 

AS 

28  Jul 

76 

AV 

AS 

99 

Volidaled  Mar  82  REV-MI  99  71 

1650 

Motor,  Aircraft  Hydraulic,  Constant  Displocemert  General  Specificotion  For  ...... 

MIL-M.7997C 

AS 

24  Sep 

81 

AV 

AS 

11 

1650 

Portical  Contamination  Of  Air  In  Dust  Controlled  Spaces  By  The  Pcrticle  Count 

ARP  743A-66 

AS 

30  Apr 

84 

AV 

AS 

99 

Method,  Procedure  For  The  Oeterminotion  Of  ■  15  Jul  66  REV-AV  11  71 

1650 

Particle  Contamination  In  Hydroulic  Fluids  By  The  Control  Filter  Grovimetric 

ARP  785-63 

AS 

30  Apr 

84 

AV 

AS 

99 

Procedure  For  The  Determination  Of  •  1  Feb  63  REV-AV  11  71 

1650 

Porticulote  Contamination  In  Liquids  By  The  Pcrticle  Count  Method  •  1  Aug  69 

ARP  598A-69 

AS 

30  Apr 

84 

AV 

AS 

99 

REV-AV  11  71 

1 

1650 

Pneumotic  Power  Systems,  High  Pressure  (Request  For  Issue  Other  Thon  DOD 

Mll-P-87210  (1) 

11 

15  Apr 

86 

11 

Must  Be  Sent  Via  ASD/ENES,  Wright-pollerson  AFB  OH  45433-6503) 

1650 

Pneumotic  System  Components,  Aeronoutical,  Generol  Specificotion  For  (Asg) 

MII-P-8564D 

AS 

18  Nov 

70 

AV 

AS 

99 

Validated  Apr  83  REV.99  71 

1650 

Pump  &  Hydraulic  Hond,  Type  30(X)  REV-MI . . . . . . 

AN6248 

REV  2 

84 

15  Apr 

81 

AV 

99 

t 

1650 

Pump  &  Hydroulic  Hand  USER-CS  REV-MI  . . . . 

AN6201A 

84 

22  Mor 

82 

99 

L 

1650 

Pump  Pressure,  Oil  &  Free  Air,  Type  MA&2 . . . . 

MII-P-9388B 

71 

27  Oct 

86 

99 

L 

1650 

Pump  Pressure,  Oil  &  Free  Air,  Type  MAB>3 . . 

MIL-P-9389A 

71 

30  Nov 

87 

99 

M650 

Pump  Unit,  Hydraulic,  Electric  Motor  Driven  Fixed  Displacement  Validated  Apr 

M)L-P-5954A  (1) 

AS 

08  Sep 

55 

AV 

AS 

83  REV-99 

Q 

1650 

Pump,  Hydraulic  Rom,  Hond  Driven  Validated  Mar  84  REV-MI . . . 

MII-P-5515C  (1) 

84 

28  Mor 

77 

AV 

AS 

99 

1650 

Pump,  Hydroulic,  Vorioble  Delivery,  General  Specification  For . . . 

Ma.P.19692D  (1) 

AS 

03  Nov 

81 

AV 

AS 

99 

1650 

Pump,  Hydraulic,  Electric  Motor  Driven,  Vorioble  Delivery,  Generol  Specificotion 

MIL-P-3994C 

71 

03  Moy 

72 

AV 

AS 

99 

For  Validated  Jon  84  REV-MI  99 

1650 

Regulolor  &  10  Gpm  Hydraulic  Pressure  . . . . . . . 

AN6206 

REV  4 

AS 

06  Nov 

86 

AS 

99 

1 

1650 

Regulotor  •  10  Gpm  Hydraulic  Pressure  Validated  Jun  85 . . . . 

AN6295 

REV  1 

71 

7  Apr 

50 

99 

1650 

Reservoir,  Air,  Nonshatteroble  Steel . . . . 

MII.R.8573A  (7) 

AS 

18  Nov 

83 

AV 

AS 

99 

1650 

Reservoirs,  Aircraft,  nydroullc,  Non-seporoted  Type . . . . . . 

MiL  R-5520C  (3) 

AV 

t2~Aug 

87 

AV 

AS 

1650 

Reservoirs,  Aircroft  And  Missile,  Hydroulic,  Seporated  Type  Validated  Jun  84 

MILR-8931  (1) 

AS 

10  Moy 

72 

AV 

AS 

REV-MI  99 

1650 

Ring  &  Hydraulic  Gosket  Bock&up  Validated  Dec  84  REV-MI . . 

AN6244 

AS 

30  Ocl 

45 

AV 

AS 

99 

1650 

Ring,  Wiper,  Hydroulic  And  Pneumatic,  Piston  Rod,  Dirt  REV-99.... . 

MS-28903A 

71 

09  Nov 

87 

AS 

99 

Q 

1650 

Ring,  Wiper,  Piston  Rod  REV-MI  99 . . . . . . 

MIL-R-5049C 

71 

16  Aug 

83 

AV 

AS 

99 

1650 

Scraper,  Instollotion,  Pocking  Glond  Ring  Validated  Sep  87  USER-MI  MC 

MS-33675C 

71 

01  Sep 

87 

AV 

AS 

99 

REV-99 

NOTICE  1 

1650 

Scroper,  Piston  Rod  USER-ME  REV-MI  99 . . . . . 

MS-26776D 

71 

15  Jun 

88 

AV 

AS 

99 

1650 

Switch,  Pressure,  Aircraft,  Differentlol,  Type  1  And  11,  Qoss  2........ . . 

Mll-S-8932/2 

AS 

12  Aug 

80 

AV 

AS 

L 

1650 

Tank,  Pneumatic  Pressure,  Aircroft,  Gloss  Fiber  Sphere  REV-AV  11  . . . 

MS-27201F 

71 

18  Aug 

88 

99 

1650 

Test  Requirrments  And  Methods  For  Aircroft  Hydroulic  And  Emergency 

MIL-T-5522D  (1) 

AS 

28  Sep 

79 

AV 

AS 

99 

pneumatic  Systems  Validated  Aug  87  REV-MI  71 

NOTICE  1 
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L 

1650 

Thermo!  An>i>icing  Equipment,  Wing  And  Empennage  Validated  Sep  82  REV'AV 

MIL.M8607 

AS 

31  Mor 

55 

AS 

1650 

Trock  And  Stud  Fitting  For  Corgo  Transport  Aircraft  Stondard  Dimensions  For 

MS-33601A 

AS 

01  Dec 

65 

AS 

99 

Validated  Mar  82 

L 

1650 

Transmission,  Constant  Speed,  Hydraulic  20  Kvo,  5«2/EI  AIrcroft  Validated  May 

82 

Tronsmission,  Power,  Con'tont  Speed,  General  Specification  (Aircraft  Use) 

Mll.T.7101/7 

AS 

03  Aug 

65 

AS 

Q 

1650 

MIL-T.7101A 

AS 

20  Nov 

51 

AV  AS 

99 

Validated  May  30 

Q  1 

1650 

Transmission,  Power,  Cons*onl  Rotio  Gearbox,  Engine  Mounted  47  Hp 

MIL-T.5091/3 

AS 

06  Jul 

65 

AS 

Validated  Avg  84 

1650 

Tronsporent  Areas  On  Aircroft  Surfoces  (Windshields  And  Conopies),  Rain 

MIL-T-S8d2B 

AS 

29  Mor 

85 

AS 

Removing  And  Washing  Systems  For,  0e*frosting,  De-icing,  Defogging, 

Generol  Specificotion  For 

1650 

Tubing  Coiled  -  1  Mor  60  REV-AV  11  71  . 

ARP  584-60 

AS 

30  Apr 

84 

AV  AS 

99 

1650 

Volve  &  Hydfoulic  Thermol  Expansion  Relief  Validated  Dec  84  USER<CS  REV<Mt 

AM6245 

REV  4 

AS 

13  Oct 

53 

AV  AS 

99 

1650 

Volve  &  Instrument  Vacuum  Contro  Validated  Mar  84 . . . . 

AN5829 

REV  4 

AS 

12  Dec 

55 

AS 

99 

1650 

Volve  8>  Low  Pressure  Check,  Inteniol  Pipe  Threads  (Use  MS280S0)  Validated 

AN5830 

AS 

21  Sep 

55 

AS 

99 

Dec  83  USER-CS 

REVS 

1650 

Volve  &  Radiol  Type  6  Gpm  Hydro  ilic  Direction  Control  . . . 

AN6214 

REV  3 

71 

23  Apr 

87 

99 

1650 

Volve  *1  1500  P»1  Hydraulic  Check  Validoled  Dec  83  USER-CS  REV-MI  . 

AN6207 

REV  4 

AS 

29  Oct 

45 

AV  AS 

99 

1650 

Valve  &  3000  Psi  Hydraulic  Check  fnlernol  Ports  Validated  Jun  84  USER<CS 

AN6280 

AS 

01  Mar 

78 

AV  AS 

99 

REV-MI 

REV  1 

•1650 

Valve  '  HydrouHc,  Directiono.  Control,  Slide  Selector  A  Way,  3000  Psi 

MS-28881A 

AS 

22  Dec 

53 

AS 

99 

Validated  Apr  83  REV-MI 

1650 

Valve  •  4-WAY  Rotary  Selector,  3000  Psi,  Non-lnterflow . . . . 

AN6293 

REV  3 

71 

15  Apr 

87 

99 

1650 

Volve  •  4-WAY  Rotory  Selector,  3000  Psi,  Interflow . . . . . . 

AN6294 

REV  3 

71 

15  Apr 

87 

99 

1650 

Valve  Hydroulic  Shuttle,  3000  PSI  (International  Thread  Tube  Fitting  Outlet) 

AN6277 

7\ 

23  Apr 

87 

AV 

99 

(Inocllve)  (Uie  Mj  28767)  USER-CS 

REV  4 

1650 

Volve&in  Line  Type  6  Gpm  Hydroulic  Directlonol  Control  . . . . . 

AN6211 

REV  3 

71 

23  Apr 

87 

99 

1650 

Volve^hydroulic  Pressure  Relief*two  Port  (Inoctive)  (Use  Ms  28893)  Validated 

AN6279 

71 

06  Jon 

61 

AV  AS 

99 

Oct  80  REV-MI 

REV  5 

1650 

Vatve-rodiol  Type  3-1/3  Gpm  Hydraulic  Directlonol  Control  Validated  Apr  87  „„ 

AN6213 

REV  3 

71 

23  Apr 

87 

99 

1650 

Volve,  Air,  High  Preiwre  Charging,  5000  PSI  USER-AT  CS  REV-MI  ME  Al  AS 

11 

Volve,  Aircroit  Hydraulic  Shuttle  REV-MI . 

MS.288891 

71 

Z 

o 

< 

87 

AV  AS 

99 

Q 

•1650 

MII.V.5530C  (1) 

71 

07  Oct 

85 

AV  AS 

99 

Q 

•1650 

Valve,  Aircroft  Hydraulic  Flow  Regufotor  USER-MI  REV-II  CS . . . 

MIL-V  85668  (1) 

71 

17  Nov 

86 

AV  AS 

99 

O 

1650 

Valve,  Aircroft,  Hydraulic  Thermol  Expansion  Relief  (Supersedes  AN-V-28) 

MIL-V.5527A 

AS 

25  Aug 

87 

AS 

99 

Validated  Aug  8/  USER-AV  REV-MI  CS 

NOTICE  1 

1650 

Valve,  Aircraft,  Air,  High-pressure  REV-AV  11  CS . . . .  ... 

M1L-V.61640 

71 

21  Dec 

87 

AS 

99 

1650 

Volve,  Check,  Controlloble,  Plunger-type,  Hydraulic,  3,000  Psi,  Typ  Systems 

MS-28768A 

AS 

25'Aug 

87 

AS 

99 

(Atg)  USER-CS 

NOTICE  1 

1650 

Valve,  Check,  Hydraulic,  Flored,  3,000  Psi,  Type  li  Systems  .  j)  USER*ME  CS 

MS-78771B 

AS 

25  Aug 

87 

AS 

REV-MI 

NOTICE  1 

Q 

1650 

Volve,  Check,  Hyd'vjlic,  Aircraft,  Type  1  Systems  (Asg)  Validated  Avg  87 

MIL-V.5524B  (2) 

AS 

25  Aug 

87 

AS 

99 

REV-MI  CS 

NOTICE  1 

1650 

Valve,  Check,  Minioture  Hydroulic,  Aircraft  And  Missile,  Minus  65  Deg.  F.  To 

MS.24593D 

71 

UFeb 

86 

AV  AS 

99 

Plus  d50  Deg.  F.,  3,000  Psi,  Flared  Tube  USER-CS  REV-MI 

1650 

Valve,  Check,  Miniature  Hydraulic,  Aircroft  And  Missile,  Minus  65  Deg.  F  To 

MS-24423& 

71 

13  Moy 

68 

AV  AS 

99 

Plus  450  Deg.  F,  3,000  Psi,  Flareless  Tube  Validated  Avg  83  REV-MI  99 

1 

1650 

Volve,  Hydroulic  Olrectionol  Control,  Rotory  Selector . 

Mll.V.55298  (1) 
NOTICE  1 

71 

02  Oct 

87 

99 

1650 

Volve,  Hydrao’'c  Relief,  Cylindricof,  Type  li  Systems  (Asg)  USER-CS  REV-MI  11.. 

MS.2I)893A 

AS 

30  Jun 

81 

AS 

99 

1 

1650 

Volve,  Hydraulic  Shuttle,  3,0(X)  Psi  (Universol  And  fnlernol  Threod  Fitting 

AN6278 

71 

26  May 

70 

99 

Outlet)  (Inactive  5-26*70)  Validated  Jvn  85 

REV  3 

•1650 

Volve,  Hydroulic  Check,  3,000  Psi,  Floreless,  Type  1  Systems  REV-MI . . . 

MS.28e90B 

NOTICE  1 

AS 

25  Aug 

87 

AS 

99 

1650 

Volve,  Pressure  Goge  Lines  Bleeder  And  Filler  Check  (Use  M$26050)  Validated 

AN5832 

AS 

21  Sep 

55 

AV  AS 

99 

Jut  81 

REV  5 

1 

1650 

Valve,  Relief,  Cylindricol,  Type  li  System  Validated  Apr  83......,.......,,.,. . 

M5.26887D 

71 

10  Apr 

73 

99 

Q 

1650 

Volve,  Relief,  Hydroulic  Pressure  REV-MI . . . . . 

MIL-V.5523C  (3) 

71 

27  May 

83 

AV 

99 

1650 

Volve,  Relief,  Hydroulic,  High  Response,  Type  li  Systems,  Generol  Specificotion 

MIL-V.85245 

AS 

15  Aug 

86 

AV  AS 

99 

For  Validated  Aug  86  REV-SH  71 

NOTICE  1 

1650 

Vu'*e,  R«!I«f,  Hydr<iu!Ic,  lilyli  R^spwiisv,  VuiUatvd  A»g  85  RcV7i .. 

m:!..v.S52.:3-'1 

AS 

15  Aug 

S6 

AV  AS 

99 

NOTICE  1 

1650 

Volve,  Relief,  Hydraulic  High  Response,  Cartridge  Type  Validated  Avg  86 

Mlt.V.85245/2 

AS 

15  Aug 

86 

AV  AS 

99 

REV.99  71 

NOTICE  1 

Q 

1650 

Volve,  Sampling  And  Bleed,  Hydraulic,  Type  li  Systems  Validated  Jvn  84 

MIL.V.81940A 

AS 

31  Jon 

78 

AV  AS 

99 

REV-SH 

1650 

Volve,  Sampling  And  Bleed,  Hydraulic,  Type  11  Systems  Validated  Jvn  84 

MII.-V.81940/1A 

AS 

31  Jon 

78 

AV  AS 

11 

REV-SH 

L 

1650 

Volve,  Sompling  And  Bleed,  Hydroulic,  Type  li  Systems  NPTF  Fitting  REV-AT...... 

MIL.V.81940/2 

AS 

15  Dec 

83 

ME  AS 

L 

1650 

Volve,  Sompling  And  Bleed,  Hydraulic,  Type  li  Systems  37  Deg.  Ffore  Fitting 

MIL.V.81940/3 

AS 

15  Dec 

83 

ME  AS 

REV-AT 

1650 

Valve,  Shuttle,  Hydroulic,  Internohthreod,  Tube  Fitting  Outlet,  3,000  Psi,  Type  li 

MS.28767A 

AS 

25  Aug 

87 

AS 

99 

SyKtmt  (Aig)  Volidattd  Aug  87  USER-ME  CS  NOTICE  I 
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Q 

•1650 

'olve,  Shutlle,  Hydraulic^  Aircraft*  Type  li  Systems  Validateef  Aug  87  8EV*CS .... 

MIL-V-19068A 
NOTICE  1 

AS 

25  Aug 

87 

AS 

99 

1650 

Votve*  Stop  Check,  Purge,  Monifold  Pressure  Goge  Ime  REV*MI  1 1 . . . . . . 

MIE-V-6618B  (1) 

71 

15  Sep 

86 

AS 

99 

1650 

Volve,  Vocuom  Breoking  VaVdated  Jut  87 . . . . . . . . 

MS-87005B 

NOTICE  1 

AV 

31  Jul 

87 

AV  AS 

99 

1650 

Volve,  3,000  Psi  HydrouKc  Check,  Flareless,  Type  li  Systerps  (Asg)  USER*ME  CS 

MS-28892A 

AS 

10  Mor 

86 

AS 

99 

1650 

Volve,  3000  Psi  Hydroylfc  Check  VaUdotcd  Sep  80  US£R*CS  RcV-MI . . . 

AN6249 

REV  2 

AS 

30  Sep 

59 

AV  AS 

99 

Q 

1650 

Volves,  Check,  Conirolloble,  Hydraulic,  Aircraft,  Type  li  Systems  Validated  Aug 

MIL-V-19067A 

AS 

25  Aug 

87 

AS 

99 

87  REV.CS 

NOTICE  1 

Q 

1650 

Valves,  Check,  Hydraulic,  Aircraft,  Type  11  Systems . . . . . . . 

MIL-V-19069& 

AS 

20  Jon 

86 

AS 

99 

1660 

Adapter  &  Portoble  Oxygen  Recharger  Orifice  Validated  Sun  85  USER*C3 

AN6044 

71 

17  Jon 

74 

AS 

99 

REVOl 

REV  4 

L 

1660 

Adopter,  Pressure  reducer,  In-line  CRU>43/A  REV*11 . 

MII-A-27.1/1B  (1) 

82 

26  Aug 

75 

99 

L 

1660 

Air  Conditioning  Subsystems,  Air  Cycle.  Aircraft  And  Atrcroft'founehed  Missiles, 

MIE-A-83116A 

11 

31  Mor 

71 

11 

Generbl  Specificotion  For  VaUdaied  Apr  83  REV*AV  99 

L 

1660 

Air  Inlet,  Combat  Aircraft,  Ground  Cooling . . . . . 

MS-16052B 

AS 

28  Jun 

85 

AS 

L 

1660 

Arctic  Cushions  -  Clothing,  CHUOO/P  And  CHU-ll/P  Validated  Aug  88  RtV.99 

Mll-A-83462  (1) 
NOTICE  1 

82 

10  Aug 

88 

11 

Q  L 

1660 

Blower,  Anihexposure  Suit  Ventilation,  Generol  SpeR-ificatlon  For  Validated 

Mll-8-23072 

AS 

27  Ocl 

61 

AS 

May  85 

1 

1660 

Blower,  Brushless,  Anti  exposure  Suit  Ventilolion,  Generol  Specificotion  For 

MIL'B.8I565  (1) 

AS 

15  May 

75 

AS 

Validated  Mar  8 1 

L 

1660 

Blower,  O.Ci  Brvshless,  Continuous  Duty,  Garment  Ventilotiors,  Mcrk  5, 

MS-172691 

AS 

15  Moy 

75 

AS 

Anti>exposure  Suit  Validated  Mar  83 

L 

1660 

Blower,  400  CPS,  Continuous  Duty,  Class  A,  Gorment  Ventilotion,  CWU*33/P 

MS-22053J 

AS 

11  Jtn 

79 

AS 

Anti  Exposure  Suit  Validated  May  85 

1660 

Cap  Assembly,  liquid  Oxygcr.  Fill  Vo!«  ValKlated  Joa  89  SEV-99 . . . 

MS.27566F 

NOTICE  1 

71 

13  Jon 

89 

AS 

99 

1660 

Cleaning  Methods  And  Procedures  For  Breothir'c  Oxygen  Equipment  REV*66  11 

MII-STO-1359B 

AS 

24  Jun 

87 

AS 

82  84 

L 

1660 

Concentrator,  Oxygen.  GG‘7/A  . . . . . . . . . . 

Ma-C.i;5521 

AS 

05  Apq 

83 

A5 

1660 

Connector  •  Btiyonel,  Three  Pin,  Oxygen  Mask  REV-AV  . . . . . 

MR-277960 

82 

26  Oct 

83 

AS 

99 

1660 

Connector,  Oxygen  Hoce  To  Regulotor  VcF'dated  Oct  84  REV*11, . . 

MIL-C-19064B  (2) 

AS 

05 -Jen 

78 

AV  AS 

99 

1660 

Connector,  Oxygen  Hose  Ja  Regulotor  fi£V*GL  11  71  .  . . . 

MS.2205BC 

m3 

31  Jon 

86 

AV  AS 

99 

0  1 

1660 

Connector,  Oxygen  Mosk  Hose  Non*e\e<tion  Type  . . . . 

Ma-C-83867N 

82 

O.’  Jun 

86 

99 

1660 

Connector,  Opiygen  Mosk  Hose,  Type  MC2.3A  (Asg)  Vaiidated  feb  8? . 

MS-220)6D 

AS 

20  Feb 

73 

AV  AS 

o 

1660 

Connector,  Oxygen'Mosk  Host,  Type  MC«3A  Validated  Jun  64 . . . . 

«'I.C-I9'446C  (1) 

AS 

24  Apr 

78 

AV  AS 

Q  1 

1660 

Connector,  Oxygen  Mock  To  Regulator  CRU*60/F  Validated  Aug  88  REV-ll . 

Mll-C-38:7IA  (3) 
WOTICD  1 

82 

10  Aug 

88 

99 

Ql 

1660 

Container,  Inner,  Survival  K«l  Validated  Aug  68  . . . . . . . 

Mll-C-83e64A 

82 

24  Aug 

88 

99 

1660 

Controller,  Oxyg-n  Fio.r  Emergency  C/Iindcr  VoWe... . . . . . 

MS-29597C 

71 

07  Jon 

87 

AV  AS 

99 

Q 

1660 

Converter,  liq*,id  Oxygen,  5  tiler/  MBA*5A  Vclidated  Jua  63  . . . 

MI!-C-;P32feE 

71 

30  Mor 

83 

AS 

99 

1660 

Converter,  Liquid  To  Gaseous  Oxygen,  Affcroft  Type  A  3  Validated  Feb  87 . 

A'ILC-7«07F 

NOTICE  5 

NOTICE .? 

71 

13  Feb 

87 

1. 

1660 

Converter,  Uquld  Oxygen  GCU01/A  . . . . . . . 

Mi:C-25972C 

71 

31  Ocl 

83 

99 

Q  1 

1660 

Converter,  liquid  Oxygen,  GCU<12A/A . . . . . . 

4'/1-C.2.5773B  (3) 

71 

05  Sep 

86 

99 

Q  1 

1660 

Converter,  liquid  Oxygen,  GCUBi10*A  Validated  Jan  89  ....................  ...... , ...... 

Mil  C-2S97-IO  <1) 

71 

13  Jon 

89 

99 

0  L 

1660 

Converter,  liquid  Oxygen  Typ«  GCU*17/A  REV.99  . . . . . . 

Mlt  C-273363  (2) 

71 

21  Ocl 

86 

99 

Q  L 

1660 

Converter,  Uqujd  Oxygen,  GCl/»2A/A  REV»1 1  . . . . . . 

Mll-C-2577,  C  (3) 

’I 

08  Apr 

86 

99 

1. 

1660 

Converter,  Uq^dd  Oxygen,  Ccpcc'tonce  Type  Gaging.  Generol  Specificotion  For 

M.l.C-2.'666c 

71 

07  Mar 

36 

99 

VonJaled  Mnr  ^6  REV.99 

NOTICE  1 

Q  1 

1660 

Co.'’vcrter,  liquid  Oxygen  GCU*3/A  REV-lI . . . . 

MIL-C-25781C  <I) 

71 

17  Nov 

86 

99 

Q  1 

1660 

Converter,  liquid  Oxygen,  Type  MEO  REV-l  1  . . . . 

MII-C.25674C 
NOTICE  1 

71 

17  Mar 

86 

99 

O 

1660 

C.i-.yerter,  UcivlJ  0*yaen.  lO  UIER  GCU-24A/A  REV.7I . 

MII  C-1VE03F  (4) 

AS 

04  Nov 

86 

AS 

99 

O  1 

1660 

Converter,  Liquid  Oxygen  GCU*20/A  Validated  Dec  87  REV-99 . .  .. 

M)L.C-27652D 
NOTICE  1 

71 

18  Dm 

cy 

99 

L 

1660 

Converter,  Or/gen,  Aircraft,  Liquid  To  Goseous,  Generol  Specification  For 

MII-C-9082H  (I) 

71 

23  Dec 

j 

99 

REV-AS 

1660 

Coupling  Assen<blieS,  Ouick  Disconnect,  Aircroft  Liquid  Oxygen  Systems 

MS-22%8D 

AS 

18  Ocl 

85 

AS 

99 

UJER-CS  REV-ll 

o 

1660 

Cojpling  Assemblies,  Quick  Disconnect,  Aircraft  liquid  Oxygen  Systems  REV-ll 

MIL.C-21049E 

AS 

16  Sep 

85 

AS 

99 

17  CS 

L 

1660 

Cushion,  Sect,  Survival  Container  Validated  May  B5  . . . . .  . . . . 

MII-C-83S65  (1) 

82 

21  Jon 

75 

99 

1660 

Cylinder  Assembly,  Emergency  Oxygen  REV-Gl  AV  AS  SA  11  . . 

MS.22069E 

71 

05  Nov 

87 

AV  AS 

99 

1660 

Cylinder 'ompressed  Gas,  Nonsholterable  REV.SH  11 . . 

MS-26545M 

AS 

07  Ocl 

88 

AV  AS 

99 

1660 

Cylinder,  Oxygen,  Low  Pressure,  Nor,shatlffoble  Validated  Aug  85  RcV-ll ........ 

MII-C-5886E 

71 

31  Ocl 

79 

AV  AS 

99 

1660 

Cylinder,  Oxygen,  low  PreiK,ra  VoUaat^d  Feb  86  . . . . . . 

MS.2i227A 

NOTICE  1 

71 

12  Nov 

76 

AV  AS 

99 

1665 

Cylinder,  Oxygen,  Non  Sholteroble,  Welded,  lOOO  Psi  (Sfroight.  ,w,  Aisd  Sp-rol 

MS-9C3898 

AS 

30  S^p 

87 

AV  AS 

99 

Types)  REV-ll 

NOTICE  1 

o 

1660 

Cylinders,  Stiel,  Compressed  Gas,  Nonshotleroble  REV^I)  71  ........................... 

Mll-C-7905r  (1) 

AS 

30  Aug 

85 

AV  AS 

99 

1660 

Oelomii.ation  Test  Stood  For  Oxygen  Hose  (Asg)  Validated  Sep  87  REV-l ) 

MS-22057 

NOnCE  1 

AC 

30  Sep 

87 

AS 

99 

1660 

Design  &  Instollotior,  Of  Anti>G  Suit  Pressure  System  In  Jet  Propelled  Aircroft  .. 

Mlt-D-7890A  (2) 

11 

27  Jun 

73 

AS 

11 

L 

1660 

Design  &  Instollotion  Of  On  Boord  Oxygen  Gene'oling  Systems  In  Aircraft, 

Mll-D-85520 

AS 

10  Mar 

83 

AS 

Generol  Specificotion  For 

1660 

Design  And  Instollotion  Of  Gaseous  Oxygen  Systems  In  Ai.'<ra(t,  Generol 

MIL'0-8683C 

AS 

05  Feb 

88 

AV  AS 

11 

Specif.cotion  For  REV«71 

1660 

Design  And  Inslollotion  Of  Liquid  Oxygen  Systems  In  Aircraft,  Generol 

MII-D-19326G 

AS 

01  Ocl 

85 

AV  AS 

99 

Specificotion  For  REV>71 
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L 

1660 

Dumm/  Converter,  Liquid  Oxygen  Indicator  Syitem,  25  Liter,  CRU*24/A  ftEV>l1 

MIL-D-26393B  (1) 

71 

21  Oct 

86 

99 

L 

1660 

Dummy  Converter,  Liquid  Oxygen  Indicotor  System,  10  Liter  CRU*23/A  R£V>11 

MII-D-26392B  (1) 

7' 

19  Dec 

86 

99 

L 

1660 

Emergency  Oxygen  Supply,  Chlorote  Condle  Aircrofi  CRU*74/P  (Inoctive) 

MtL-E-832S2  (2) 

71 

07  Mar 

86 

99 

Validated  Mar  €6  REV.99 

NOTICE  2 

1660 

Environmenlol  Control  Systems,  Aircroft,  Generol  Requirements  For  . . . 

MtL.E-18927E  (2) 

AS 

19  Dec 

86 

AS 

L 

1660 

Environmentol  Control  Airborne  Request  For  Issue  Other  Thon  Ood  Must  Be 

Ma-E-87145  (2) 

11 

15  Apr 

86 

11 

Sent  Vioj  Asd/enes,  WrIght*poltcrson  Afb  Oh  45443*6503 

L 

1660 

Flow  Control  Assembly,  Quick  Disconnect,  C&WU*33/P  Anti>exposure  Suit 

MS-90326A 

AS 

12  Apr 

77 

AS 

Validated  Mar  S3 

1660 

Heater,  Aircraft,  Combustion  Type  Validated  Sep  85  . . . . . . 

MIL-H-5484C  (1) 

AS 

15  Jul 

65 

AV  AS 

11 

1660 

Heating  And  Ventilating  Systems,  Aircraft,  General  Specificotion  For  Validated 

MIL-H-1S325B 

AS 

04  May 

59 

AV  AS 

Sep  60 

Q  L 

1660 

Indicotor  Repeaters,  Liquid  Oxygen  Quantity  Validated  Jan  84  . . . . . 

MIL-I-81388A  (1) 

AS 

25  Moy 

78 

AS 

0  L 

1660 

Indicator,  Liquid  Oxygen  Quantity  Validated  Jun  84.. . . . . . . 

Ma-I'81387A  (2) 

AS 

25  May 

78 

AS 

1660 

Insert,  Instollotion  And  Detail,  Full  Foce  Oxygen  And  Smoke  Mosks  Validated 

MS -90340 

AS 

15  Mar 

65 

AV  AS 

99 

Mar  84 

Q 

1660 

Mask  Assemblies,  Oxygen,  Pressure  Breathing  Validated  Ja,f  84 . . 

MIL-M-64820  (1) 

AS 

15  Feb 

77 

AV  AS 

L 

1660 

Mosk  Assemblies,  Oxygen,  Pressure  Breathing  Validated  Mot  84 . . . . 

MS-22001E 

AS 

17  Feb 

70 

AS 

Q 

1660 

Mosk,  Assemblies,  Oxygen  And  Smoke,  Full  Face  REV<82 . . . . 

MII.-M-19417C 

AS 

27  Jon 

86 

AV  AS 

99 

L 

1660 

Mosk,  Oxygen  MBU  12/P  REV-W . 

MI1.-M-87163A 

11 

18  Feb 

83 

AS 

11 

L 

1660 

Mosk,  Oxygen  MBU-S/P  REV-l  1 . . . 

MII-M-27274D  (1) 

82 

20  Jun 

74 

99 

L 

1660 

Mosk,  Oxygen,  MBU-IO/P  Validated  Jan  84  REV.99 . 

MIL*M*87n3 

82 

26  Aug 

77 

99 

L 

1660 

Monitor,  Oxygen,  Gru>/ . . . . . . . . . . . . . . . 

MIL-M.85522 

AS 

05  Aug 

83 

AS 

1660 

Mounting  Bracket,  Configurotion,  Mating  Portion  For  5  And  10  Liter  Liqu'd 

MS-90341B 

AS 

17  Oct 

85 

AS 

99 

Oxygen  Converters  REV*71  11 

1660 

Nipple,  Breok  Off,  Emergency  Oxygen  Cylinder  Volve  Validated  Oct  86  R£V*GL 

MS-21965C 

NOTICE  1 

71 

06  Oct 

86 

AV  AS 

99 

1660 

Nut  Assembly  (Grooved  Washer  And  Delented  Wing)  Validated  Jut  84  REV.99 

MS-90342 

AS 

15  Moy 

65 

AS 

11 

1660 

Oxygen  System,  Portable,  295  CU  In.  High  Pressure,  Aircroft  R£V*11  . . 

MS -220590 

AS 

10  Sep 

82 

AV  AS 

99 

1660 

Oxygen  System,  Porloble,  96  CU  In.  High  Pressure,  Aircroft  REV«t1  . . . 

MS-22061D 

AS 

10  Sep 

82 

AV  AS 

99 

L 

1660 

Oxygen  System,  Survivol  Contoiner&oxygen  Kit,  Generol  Specificotion  For 

MIL-0-27335B 

71 

29  Sep 

86 

99 

REV-ll 

L 

1660 

Oxygen  Systems,  Aircraft  . . . . . . . . . 

MIL-O-87226 

11 

30  Apr 

85 

11 

1660 

Oxygen  Systems,  Portable,  High  Pressure,  Aircroft  . . . . . 

MIL-0-23678B  (1) 

AS 

18  Apr 

86 

AV  AS 

O  L 

1660 

Receiever,  Oxygen  Mask,  Assembly  Of  Validated  May  85  R£V*11 . . . 

MILR-83B66 

82 

19  Jul 

74 

99 

1660 

Recharger  Assembly,  Portoble  Oxygen  (Asg)  Validated  Sep  87  REV«11 . 

MS-22032B 

NOTICE  1 

AS 

30  Sep 

87 

AS 

99 

L 

1660 

Reducer,  Oxygen  Pressure  REV«EA  . . . . . . . . . . . 

MII-R-17852C 

AS 

12  Feb 

82 

AS 

1660 

Regulator  &  Automotic  Continuous  Flow  Oxygen  REV01 . . . . . . . 

AN6010 

REV  B 

71 

06  Jon 

82 

AS 

99 

1660 

Regulotor  •  Diluter  Demand  Oxygen  (Inoctive  12*7*71)  Validated  Feb  ............ 

AN6004 

REV  4 

AS 

07  Dec 

71 

AS 

99 

1 

1660 

Regulator  Air  Pressure,  Aircraft  Cobin,  Generol  Specification  For  Validated  Jun 

MIL.R-934S  (1) 

AS 

08  Feb 

57 

AS 

82  REV.99 

Q  1 

1660 

Regulator,  Chest  Mounted,  100  Percent  Oxygen,  Positive  Pressure,  CRU*79/P  .... 

MIL-R-81553A  (1) 

AS 

12  Aug 

87 

L 

1660 

Regulator,  Chest  Mounted,  Positive  Pressure,  CRU*82/P  . . . . . . 

Mtl-R-85523 

AS 

05  Aug 

83 

AS 

L 

1660 

Regulator,  Diluter,  Demond  Oxygen,  Pressure  Breothing,  Type  A*14 . . 

MII-R-6371B 

71 

20  Sep 

84 

99 

1660 

Regulator,  Oxygen,  Diluter  Demond,  Automatic.  Pressure  Breothing  Validated 

MS-22062E 

AS 

28  Sep 

73 

AV  AS 

Sep  80 

1660 

Regulotor,  Oxygen.  Dilutendemond,  Automatic*pressure  Breothing  Validated  Feb 

MIL-R-25410F  (1) 

AS 

14  Feb 

75 

AV  AS 

82  REV-GS 

o 

1660 

Regulator,  Oxygen,  Demand,  Pressure  Breathing,  Type  A*21  REV*11  . 

MII-R-7605E  (1) 

71 

19  Dec 

86 

AV  AS 

99 

L 

1660 

Regulotor,  Oxygen,  Diluter  Demond  REV*Ml  AS . . . . . . 

MS-27599 

NOTICE  1 

71 

19  Jon 

88 

99 

Q  L 

1660 

Regulator,  Oxygen,  Diluter  Demand,  Automatic  Pressure  Breothing.  Generol 

MII-R-83178A 

71 

03  Mar 

86 

99 

Specification  For 

1 

1660 

Regulator,  Oxygen,  Diluter  Demand  D'2A  (Regulator,  Automatic  Diluter 

Mll'R-82020  (2) 

71 

21  Oct 

86 

99 

Demand,  Oxygen,  Pressure  Breothing,  Type  0*2A  REV-11 

NOTICE  1 

1660 

Regulator,  Oxygen,  Dilutee  Demand  Validated  Dec  85  REV*11 . . . . 

MS-27465C 

71 

12  Nov 

79 

99 

Ql 

1660 

Regulotor,  Oxygen,  Diluter  Demond,  Automatic  Pressure  Breathing,  (Inactive  Use 

MII-R-25916A  (1) 

71 

05  Jan 

88 

99 

MII  R-  83178) 

NOTICE  1  (71) 

1660 

Regulator,  Oxygen  Diluter  Demond  (Asg)  Validated  Oct  79.................... . . 

MH-R-6018C  (1) 

AS 

23  Nov 

71 

AS 

99 

L 

1660 

Regulotor,  Oxygen,  Borometric  Demond.  (Inactive  For  New  Design  No  S/s 

MI1.  R-25572A  (1) 

71 

23  Moy 

88 

Number)  Validated  May  88 

NOTICE 

L 

1660 

Seot  Cushion  Insert,  Polyurethone  Foam,  Plastic,  Generol  Specificotion  For 

MIL-S-27332B 

82 

26  Oct 

83 

99 

REV.99 

L 

1660 

Servicing  Adopter  Low  Pressure  Oxygen  Validated  Mar  84  ................................ 

MS-90330 

AS 

02  Feb 

65 

AS 

L 

1660 

Servicing  Adopter  High  Pressure  Oxygen  . . . . . . . . 

MS-90331A 

AS 

06  Jun 

85 

AS 

L 

1660 

Spoccr  Assembly,  Survtvoi  Container  Parochute  Support., . . 

M(L-5*83863o 

62 

01  Jun 

66 

59 

1660 

MIL-S-83862  (2) 
MIL-S  830478 

82 

08  Jul 

74 

99 

L 

1660 

Survivol  Kit  Container,  CNU-111/P... . . . . . . . . 

82 

11  Feb 

85 

99 

NOL 

1660 

Survival  Kit  Container,  Aircroft  Seot,  With  Oxygen,  Generol  Specificotion  For  .. 

MIL-S-81018C  (1) 

AS 

12  Nov 

85 

AS 

L 

1660 

Survival  Kll  Containers,  CNU-129(V)/P  And  CNU-130/P  Validated  May  82 

MIL-S-83427  (1) 

82 

25  Jo! 

76 

11 

REV-99 

L 

1660 

Survivol  Kit  Containers,  Aircroft  Seot,  Generol  Specification  For  Validated  Jan 

MIL-S-83492 

82 

05  Moy 

77 

99 

84  REV-99 

NOL 

1660 

Survivol  Kit  Contolner,  Aircroft  Seat,  With  Oxygen  RSSK*6  Validated  Mar  82  .. 

MIL-S-S1018/1 

AS 

06  Nov 

64 

AS 

NQL 

1660 

Survivol  Kit  Contolner,  Aircroft  Seat,  With  Oxygen,  RSSK*8D  Validated  Jan  $8 

MtL-S-81018/20 
NOTICE  1 

AS 

20  Jon 

88 

AS 

NQL 

1660 

Survivol  Kit  Container,  Aircraft  Seat  With  OXYGEN'RSSK>lA  Validated  Feb  82 

MII.-S-81018/3 

AS 

12  Sep 

66 

AS 

1660 

Test  Procedures  For  Aircraft  Environmentol  Systems  Validated  Oct  84  . . . . 

MIL-T-18606  (1) 

AS 

31  Oct 

69 

AV  AS 

1660 

Volve  Core,  Oxygen,  High  Pressure  REV*71  . . . . . . . . 

MIL.V-8965A 

AS 

16  Jul 

84 

AS 

11 

160 
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TITLE 
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PREP 

DATE 

1660 

Valve,  Automotic  Pressure  Regulating,  Anting  Suit  Validated  Dec  67  R£V>99  ...... 

MS-24350J 

NOTICE  1 

AS 

15  Dec 

87 

Q 

1660 

Volve,  Automatic,  Pressure  Reguloting,  Anting  Suit  Validated  May  8S  R£V>99  .... 

MIL-V-9370D  (1) 

AS 

05  Moy 

72 

Q 

1660 

Volve,  Oxygen  Mask,  Combination  Inbolototion  And  Exholation . . . . . 

MIL-V-27296B 

82 

25  Jul 

83 

L 

1660 

Volvei,  Pressure,  Anii-G  Suit,  MXU-SO-I/A  And  MXU-805/A  REV.71  99 . 

MIL.V.87223 

11 

22  Moy 

87 

1660 

Visuol  Exominotion  Of  Mask  Blonks  Validated  Mar  64  . . .  .......... 

M'L-STD.1349 

AS 

31  Jul 

69 

1670 

Accessory  Set,  Parochute,  Scuba  Adopting  USER*82  REV.AV  82  . . 

MIL-A-43146B 

GL 

14  May 

85 

1670 

Adopter  •  Parochute  Harness  Strop  USER'MC  REV*AV  11  . . . . 

MS-22047C 

82 

02  Jon 

86 

1670 

Adopter,  Porochute  Horness  Adjusting  Strop  Validated  Jan  6i . . . . 

MS-220I4A 

82 

19  Aug 

74 

1670 

Adopter,  Porochute  Horness  Reversible  Quick  Fit  Validated  May  84  REV«11  ...... 

MS-22019C 

AS 

15  Sep 

65 

1670 

Adopter,  Parachute  Harness  Quick  Fit  Validated  Sep  82  REV<AV  11 . . 

MS-22040C 

82 

26  Aug 

74 

1670 

Adopter,  Quick  Fit,  Porochute  Horness  USER*AV  MC  REV*AV  99  82 . . 

MS-701 14B 

GL 

30  Apr 

86 

1670 

Adjuster  Assembly,  Safety  Shoulder  Horness  Belt  . . . . . 

MS.22007K 

82 

15  Jul 

87 

1670 

Boll  End,  Wire  Rope,  Swaging,  Porochute  Ripcord  Coble  Validated  Jan  66 
USER-MC  82  99  REWMO  AV 

MS-70093A 

GL 

30  Sep 

66 

1670 

Bond,  Spring,  Porochute  Pock  Opening  Volidoled  Jan  66  USER‘MC  REV^AV  )1 

82  IS 

Binder,  Locd,  Cargo  Tie  Down,  10,000  Pounds  (44.5  Ko)  Copocity  Validated 

Oct  87  USER-MC  REV-AV  1 1 

MS-70105B 

GL 

07  Dec 

73 

1670 

MIL-B-430210  (1) 
NOTICE  1 

GL 

09  Sep 

81 

1670 

Bracket,  M21  Reefing  Line  Cutler,  Corgo  Parachute  Canopy  USER-MC  REV.AV,, 

MIL-B-43119B  (3) 

GL 

06  Aug 

05 

1670 

Buckle  -porochute  Horness  Quick  Release  Connecting  USER-AS  REV-AV  Gl  AS.. 

MS.27760A 

82 

05  Sep 

83 

1670 

Canopy,  Porochute,  Ring  Slot,  Generol  Specificotion  For  Construction  Of 
(ASG)  Validated  May  82  USER-MC  R6V-99  82 

MIL-C-9401B 

GL 

09  Jon 

68 

1670 

Chain  Assembly,  Single  Leg,  Aircroft  Corgo  Tie  Down  USER-MT  REV-AV . 

MIL-C-645BC  (6) 

82 

23  Dec 

81 

Q 

1670 

Chain  Assembly,  Single  Leg,  10,000  Pound  Copocity,  Type  MA-1  USER-MT . 

MIL-C-B703B 

82 

09  Sep 

83 

1670 

Clevis,  Riser,  Air  Delivery  •  Type  lii  USER-MC  REV-AV  82 . 

MS-70086E 

GL 

08  Nov 

88 

1670 

Clevis,  Tie  Down,  Air  Delivery  Type  li  REV-AV  11  82.. . . . 

MS.700B5D 

GL 

30  Mar 

84 

1670 

Clevises,  Rigging,  Air  Delivery  Type.  Generol  Specificotion  For  USER-MC  AS 
REV-AV  99  82 

MIL-C-40137E 

Gi 

20  Mar 

84 

1670 

Clevises,  Suspension,  Air  Delivery-type  1  USER-MC  REV-AV  82 . . . 

MS-70087K 

GL 

08  Nov 

88 

1670 

Clip  Parachute  Horness  Quick  Releose,  Sofely  Validated  Sep  31  REV-AV . 

MS-27769A 

82 

OS  Feb 

75 

1670 

Cone-releostng,  Porochute  Pock  Validated  Mar  83  REV-AV . . . 

MS.27763 

82 

24  )ul 

70 

1670 

Contoiner  Kit,  Airdrop  Validated  Jan  8S  USER-MC  REV-AV  It  . . . 

MIL-C-7554E 

GL 

IS  Dec 

78 

1670 

Container,  High  Speed,  Aeriol  Delivery . . . 

MIL-C-44046 

GL 

26  Jun 

81 

L 

1670 

Coupler,  Cargo  Parachute  Extraction  System,  2  And  4  Point  REV-AV  MC  11 . 

MIL-C-43B67A 

GL 

31  Dec 

85 

L 

1670 

Coupling,  Extraction  Force  Transfer,  Airdrop  Validated  Feb  64  REV-AV . 

MIL.C-43B59A 

GL 

08  Mor 

78 

1 

1670 

Coupling,  Extroction  Force  Tronsfer,  Plotform  REV-AV  OS  ................. ................ 

MIL-C.43B99A 

GL 

27  Mor 

85 

1670 

Cover,  Protective,  Airdrop  Hordwore  And  Equipment,  Generol  Specificotion  For 
Validated  Feb  64  REV-AV  99  82 

MIL-C-43B00A 

GL 

04  Nov 

S3 

1670 

Drogue,  Porochute  Stotie  line  Validated  Apr  80  REV-82 . . . . 

MIL-D-3B024B  (1) 

GL 

28  Jul 

67 

1670 

Fostener  -  Porochute  Pock  Tob  (Ovol)  Validated  Mar  61  . . 

AN6S72 

AS 

30  Nov 

45 

1670 

Fostener,  Porochute  Pock  Validated  Dec  87  REV-AV  82 . . . . 

MS.70092B 

NOTICE  1 

GL 

31  Dec 

87 

1670 

Fitting  6  Corgo  Airplone  Tie  Down.. . . . . 

AN7516 

REVS 

82 

13  Sep 

82 

1670 

Fitting,  Corgo  Tiedown,  Aircroft  Validated  Oct  63  USER-82  99  REV-Gl... . . 

MIL-F.7092  (2J 
NOTICE  2  (B2) 

AS 

11  -iun 

53 

1670 

Fitting,  Tiedown,  Corgo  Ring  (5000  lb)  And  Seot  Stud,  Type  1  Validated  Jul 

81  USER-MT  REV.82 

MS-21234 

AS 

01  Dec 

67 

1670 

Fitting,  Tiedown,  Cargo  Ring  (10,000  Lb)  And  Seot  Stud,  Type  H  Validated  Jul 

81  USER-MT  REV.82 

MS-21235 

AS 

01  Dec 

67 

1670 

Fittings  And  Cargo  Rings,  Tiedown,  Aircroft  Floor  USER-ME  82  99  RE'  W  GS 

MIL-F-8905B  (1) 

AS 

24  Moy  82 

1670 

Fork,  locking,  Porochute  Slip  Riser  Validated  Jan  6S  USER-MC  REV-AV  99  82 

MS-70122 

GL 

27  Aug 

70 

1670 

Grip  &  Parochute  Rip  Cord,  Tropeiodiol  Validated  May  85  . . . . . 

AN6571 

REVS 

AS 

4  Moy 

53 

1670 

Grip,  Parachute  Rip  Cord,  Cloverleof  Validated  Jan  66  U5ER-AV  MC . 

MS-70106A 

GL 

14  Feb 

80 

1670 

Grommet  And  Woshcr,  Parochute  Pock  (Asg)  Validated  Aug  79  USER-ME  ........ 

MS-22048A 

AS 

25  Moy  61 

1670 

Hordwore,  Porochute,  Generol  Specification  For  REV-Gl  AS  99.... . . 

MIL-H-7195F 

82 

07  Feb 

86 

0 

1670 

Horness,  Integroled  Porochute  Validated  May  34  REV-99  82  . . . . 

MIL-H-19089B 

AS 

30  Dec 

71 

L 

1670 

Harness,  Porochutisl  S  Individual  Eqv'omenl  Pock  (  H  Type)  REV-AV  MO . . 

MIL-H-27893D 

GL 

04  Feb 

86 

1670 

Honeycomb  Moferiol,  Cushioning  Paper  USER-MC  OS  82  99  REV-AV  SA  .......... 

MIL-H.9884E 

GL 

28  Dec 

84 

1670 

fijok.  Bond,  Porochute  Container  Opening  Validated  Jon  85  USER-MC  REV-AS 

82 

Hook,  Helicopter  Externol  Corgo,  20,000  Pound  Copocity,  Type  C  Validated 

May  82 

MS-90;95a 

GL 

11  May  67 

Q 

1670 

MIL-K-81014A  (1) 

AS 

29  Dec 

65 

1670 

Hook,  Parochute  Packing  USER-MC  REV-AV . . . . . . . 

MIL-H-40134D 

GL 

30  Sep 

86 

1670 

Hous'rg,  Porochute  Ripcord  Validated  Jan  84  U5ER-MD  MC  REV-AV  11  82  ...... 

MIL-H-7750B  {!) 

GL 

13  Oel 

73 

1670 

Housing,  Porochute  Ripcord  Vs^coted  Jan  86  REV-AV  MC  82 . . . . 

MS-70104D 

GL 

19  Oct 

73 

1670 

Inspection  Requirements,  Definitions  And  Classification  Of  Detects  For 

Vc^’dc'ed  Dec  60  USER-MC  »EV.*v  TF  11 

M1L-STD-849A 

82 

15  Mor 

74 

1 

1670 

Kit,  Drive  Off  Aid,  Vehicle  Validated  Jan  86  . . . .  .... 

MIL-K-4402S 

GL 

25  Jun 

80 

1 

1670 

Kit,  Modification,  For  Deloy  Timer,  Ml  And  M2  Cargo  Porochute  Releose 
Assemblies  Validated  Jon  86 

MIL-K-44029 

GL 

30  Jun 

80 

1670 

Knife,  Releose,  Corgo  Plotform  Validated  Sep  62  REV-AY 

MS-27761A 

32 

09  Aug 

74 

1670 

lines.  Multi  Loop,  Concentric  REV-AV  MC  82  99 . . 

MIL-L-44033A 

GL 

25  Ocl 

84 

1670 

link  Assembly-connector,  Separable,  Porochute  USER-MC  REV-AV  99  82...... 

MS-701  IBB 

Gl 

07  Mor 

86 

1670 

Link  Assembly,  Airdrop  Equipment  REV-AV  MC  1 1  . . . 

MIL-L-4008SE 

Gl 

31  Dec 

85 

1670 

link  Connector,  Horness  And  Poclr  Validated  Jun  61  USER-MC  REV-AV, . 

MS-27764A 

82 

09  Aug 

74 

1670 

link,  Connecting,  Quick  Releose  USER-AV  MC  REV-AV  99  82  . . . 

MS-701 16C 

Gl 

30  Apr 

86 

L 

1670 

Link,  Connector,  Porochute&seporoble,  Heovy  Duty,  Assembly  Of  (Supersedes 

Usof  Orowings  55B64S7,  55C  6428,  44B6420,  55A6430  ( 

MS-24553A 

82 

28  Mor 

86 

1670 

link,  Porochufe  Connector  USER^AV  REV-AV  MC  82  . . . . . 

MS-70108C 

GL 

30  Apr 

86 

L 

1670 

link,  Porochute  Harness  Triangle  . . . . . . . 

MS-22020B 

AS 

27  Nov 

81 

CUSTODtAN 


AS  11 

AS  11 
AV  AS  99 
11 

AV  AS 
Gl  SH 
Gl  AS 
GL  AS 
GL  AS 
GL  AS 
GL  AS 
AV  AS 
GL  AS 

GL  AS 

GL 

GL  AS 
GL  AS 
GL  AS 

AV 

GL  AS 
GL  AS 
GL 
GL 

GL 

GL  AS 
GL  AS 
GL  AS 
GL  AS 
GL  AS 
GL 
GL 

GL  AS 

GL  MC 
AS 
GL  AS 

AV 

AV  AS 

GL  AS 

GL  AS 

GL  AS 
GL  AS 
AS 

GL  AS 
AS 

AS 
GL 

GL  AS 
GL 

AV  AS 

GL  AS 
GL  AS 
GL  AS 
GL  AS 

GL 
GL 

GL  AS 
GL  AS 
GL  AS 
Gl  AS 
GL  AS 
GL  AS 


Gl  AS  99 
AS 
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1670 

U-lk,  Pofochute  Rcmovoble  Connecter  Speed  USER-AR  MC  REV-MO  ME  82 . 

MS.22021E 

AS 

26  0cl 

84 

AS 

99 

1670 

link,  Removoble  Connector  Porochute  And  Borricode  Validated  May  84  REV-82 

MS-22002F 

AS 

19  Ocl 

84 

GL  AS 

99 

1670 

load  COUPlERS-8  And  12  Spool  REV-AV  1 1  82  . . 

MIL-1-40138D 

GL 

31  Dec 

85 

GL 

99 

1670 

looding  Environment  And  Reloted  Requirements  For  Platform  Rigged  Airdrop 

MIL-STD-6698 

GL 

09  Aug 

68 

GL 

99 

M.oleriel  Volidoled  Jon  86  USER.AT  AS  REV.TE  MT  99  82 

L 

1670 

lowering  Device,  Personnel  And  Cargo  Validated  Nav  67  USER-MT . . 

Mll-L-43693 

NOTICE  1 

Gl 

20  Mar 

70 

Gl 

1670 

lowering  line  Assembly . . . . . . . 

MIL.l-44076 

GL 

05  Nov 

81 

Gl  AS 

L 

1670 

Net,  Corgo  Tiedown,  PolleU,  HCU.7/E,  HCU-IS/C,  HCU-ll/C,  And  HCO-16/C 

MIL-N-27444D 

84 

02  Jon 

86 

99 

REV.MT 

L 

1670 

Net,  Corgo  Tiedown,  Aircroft  Platform,  Assembly  Validated  Jan  86  REV-MT . 

MIL-N-43617 

Gl 

31  Dec 

68 

GL 

1670 

Net,  Helicopter  Corgo  Corrying  External  5,000  &  10,000  Pound  Copacity 

MIL-N-S8106  (1) 

AV 

25  Mor 

85 

AV  AS 

REV-MC 

L 

1670 

Pock,  Porochutist  S,  Dragon  Missile  Validated  Nov  87 . . . . . 

Mll-P-44012  (1) 
NOTICE  1 

Gl 

20  Nov 

87 

GL 

L 

1670 

Pack,  Parachutist  S,  AT4  Rocket . . . 

MIL-P-44247 

Gl 

15  Oel 

86 

GL 

1670 

Pad,  Porachule  Horness,  Quick  Release  Validated  Feb  84  USER-MC  REV-AV  11 

MII-P-38199B 

Gl 

02  Dec 

71 

Gl  AS 

99 

1670 

Peddle,  Parachute  Packing,  Aluminum  REV-AV  MC  82  . . . . . 

M1L-P-40130D 

GL 

31  Dec 

85 

Gl  AS 

99 

L 

1670 

Pollel,  Cotgo,  Aireroll,  Type  HCU.67E,  HCU-12/E,  And  HCU-IO/C  VoKdated 

MIL-P-27443E 

84 

24  Feb 

67 

99 

Apr  82  REV-MT 

1670 

Pone!,  Type  M  Modulor  Platform,  Airdro  USER-MC  REV-AV  TS  82  99  . 

MIL-P-43772A 

Gl 

23  Oct 

87 

Gl  AS 

99 

1670 

Porochute  And  Component,  Corgo,  Extraction  And  Decelerotion,  General 

MII.P.7620C 

Gl 

07  Ocl 

82 

GL  AS 

Specificotion  For  REV-MD  AV  MC 

1670 

Porochute  Assemby  And  Sub  ossemblies,  Packoging  And  Packing  Of  Validated 

MIL-P-5610D  (4) 

82 

01  Aug 

78 

GL  AS 

99 

Apr  84  USER-MC  REV-AV  SM  11 

1670 

Parachute  Recovery  System,  Missile  And  Drone,  General  Requirement  For 

MIL-P-250628  (1) 

AS 

27  Moy 

71 

Ml  AS 

Developement  Of  Validated  May  82  REV-99 

Q 

1670 

Porochute,  Personnel,  Oenerol  Specificotion  For  REV-AV  . . . . . 

MIL-P-664SH  (1) 

82 

23  Dec 

75 

GL  AS 

99 

1670 

Parachute,  Personnel,  Detoil  Monufacturing  Instruction  For  REV-AV  11 . 

MIL-P-75678 

82 

28  Mor 

85 

Gl  AS 

99 

L 

1670 

Porochutei  Request  Forissue  Other  Than  Dod  Must  Be  Sent  Vio:  Asd/enes, 

MIL-P-87U1A  (1) 

11 

15  Apr 

86 

11 

Wright-palterion  Afb  Oh  45433-6503 

L 

1670 

Porochutes,  Corgo,  12-,  26-,  And  34-  Foot  Oiometer  Validated  Feb  84  REV-AV.. 

MII.P-43649A  (1) 

Gl 

29  Moy 

73 

GL 

1670 

Porochutes,  Personnel,  Emergency  Escope  Generol  Design  Specification  For........ 

Mll-P-85710 

AS 

05  Mor 

86 

AS 

1670 

Pin,  Porochute  Rip  Cord,  locking  Validated  Dec  87  USER-AV  MC  REV-82 . 

MS-70107A 

NOTICE  I 

GL 

31  Dec 

87 

Gl  AS 

99 

1670 

Plate,  Tension,  Porcchuie  Packing  Validated  Feb  84  USER-MC  REV-AV  82 . 

MIL-P-431348 

Gl 

30  Moy 

73 

Gl  AS 

99 

1670 

Platform,  Airdrop,  Type  V  USER-MC  REV-AV  11  82 . . . 

Mll-P-44115 

Gl 

21  Ocl 

83 

GL  AS 

99 

1 

1670 

Plotform,  Cargo,  Aeriol  Delivery  A/E29H-1 . . . . . . . . 

Mlt-P-83037A  (1) 

82 

18  Feb 

82 

99 

1670 

Pocket,  Porochuto  Pock,  log  Record  And  Monuol  Validated  Nav  67  REV-AV  99 

MS-70094A 

Gl 

28  Nov 

87 

AV  AS 

11 

82 

NOTICE  1 

1 

1670 

Quick  Releose,  Personnel  Porochute  Horness  MXU-683(V)1/P  REV-11  . 

MIL-Q-87152  (2) 

82 

28  Dec 

83 

99 

1670 

Quick  Releoie,  Type  B-2A  Validaltd  No.  87  USER-99  82  REV-MC . 

MII-Q-43015O 
NOTICE  1 

GL 

20  Nov 

87 

Gl  AS 

1670 

Rolls,  Side,  Plotform.  Airdrop  Validated  Mar  83  USER-MC  REV-AV  1!  92 . 

Mll-R-43804 

Gl 

28  Aug 

72 

Gl  AS 

99 

1 

1670 

Releose  &  Porochute  Conopy  Quick  Disconnect  Validated  May  84. . 

MS-22008 

AS 

31  Jon 

53 

AS 

L 

1670 

Releose,  Corgo  Porochute,  Airdrop,  M-2  REV-AV  . . . . . 

MII-R-43838A 

Gl 

31  Mor 

83 

Gl 

L 

1670 

Releose,  Corgo  Porochute,  Airdrop,  M-1  REV-AV . . . . . . 

MIL-R-43e37A 

Gl 

30  Mor 

83 

GL 

L 

1670 

Releose,  Porochute  Ripcord,  Automatic,  Types  F-IB  And  FF-1  Validated  Apr  84 

MII-R-25565E 

82 

13  Aug 

74 

99 

USER-Gl  REV-11 

1670 

Requirement  For  Tiedown,  Suspension  And  Extroction  Provisions  On  Militory 

MII-STD-814B 

GL 

10  Jun 

83 

Gl  AS 

99 

Moleriol  For  Airdrop  REV-AV  TS  MC  82 

1670 

Retoiner-snop  Porochute  lonyord  Validated  Jvl  84 . . . . . . 

MS-27767 

82 

20  Aug 

71 

AS 

1670 

Ring  ,v,  Quick  Fit,  Porochute  Horness  USER-MC  REV-AV  . . . . . 

MS-27765C 

82 

02  Jon 

86 

GL  AS 

99 

1670 

Ring-porochute  Harness  (D)  Validated  Sep  82  REV-AV  11  . . . . . 

MS-22046C 

82 

26  Aug 

74 

GL  AS 

99 

1670 

Ring  porochute  Harness  (V)  Validated  Avg  81  REV-AV  11  . . . 

MS-220458 

82 

06  Dec 

74 

Gl  AS 

99 

1670 

Ring-reefing  Porochute  REV-AV . . . . 

MS-27762C 

82 

20  May 

83 

GL  AS 

99 

1670 

Ring,  ,v.  Quick  Fit,  Porocliule  Hornen  USER-AV  MC  REV-AV  99  82  . 

MS-701 138 

Gl 

30  Apr 

86 

Gl  AS 

99 

1670 

Ring,  Corgo  Tiedown  (10,000),  Type  III  Validated  Jul  81  REV-82........... . . 

MS-21236 

AS 

01  Dec 

67 

Gl  AS 

99 

1670 

Ring,  Corgo,  Tiedown  (25,000  lb),  Type  IV  Validated  Juf  81  REV-82 . . 

MS-21237 

AS 

01  Dec 

67 

Gl  AS 

99 

1670 

Ring,  Porochute  Harness,  Accessory  Attaching  USER-AV  MC  REV-AV  99  82  ...... 

MS-70123B 

Gl 

30  Apr 

86 

Gl  AS 

11 

16,  s. 

Ring,  Porochute  Horness,  Quick-fit,  V  Type  USER-MC  REV-AV  82  . . . 

MS-70102C 

Gl 

30  Apr 

86 

GL  AS 

99 

1670 

Rip  Cord,  Porochute,  Personnel  Validated  Feb  84  REV-AV  MC  99  82 . 

MS-701 128 

Gl 

26  Mor 

73 

Gl  AS 

11 

1670 

Ripcord,  Porochute,  Personnel,  Generol  Specificotion  For  REV-AV  MC  99  82 . 

MIL-R-43608A 

Gl 

23  Jun 

Si 

Gl  AS 

99 

1670 

Rubber  Bond,  Porochute  Suspension  line  REV-AV  MC  82  . . . 

MtL-R-1832D 

GL 

28  Feb 

89 

Gl  AS 

99 

1670 

Seporotor,  Porochute  Removoble  Connector  Link  Validated  Nav  87  USER-MC 

M!l-S-43243C 

GL 

30  Nov 

87 

GL  AS 

REV-AV 

NOTICE  1 

1670 

Seporotor,  Suspension  line,  Porochute  Validated  Nov  87  USEK-MC  REV-AV  11 

MII-S-40059D 

Gl 

20  Nov 

87 

GL  AS 

99 

82 

NOTICE  1 

L 

16/0 

Sling  System,  Hei-copter  Exiernoi  Corgo,  40,000  Pound  Capocity. . . 

Mil  S-2y3ybu  (2) 

MC 

lo  Apr 

oS 

MC 

1670 

Snop  Assembly  •  Porochute  Chest  Type  Pock  Connector  Validated  Jon  86 

MS-701 19A 

GL 

13  Dec 

74 

GL  AS 

USER-MC  REV-AV 

1670 

Snap  Assembly  Porochute  Connector,  Locking  Type  Validated  Jan  86  USER-MC 

MS-701 17A 

Gl 

05  Nov 

74 

GL  AS 

99 

REV-AV  99  82 

1670 

Snop  Assembly,  Parachute  Stotic  line  USER-AV  MC  REV-AV  99  82............. . . 

MS-70I20B 

Gl 

30  Apr 

86 

GL  AS 

11 

1670 

Snap  Hook  •  Coiled  Spring,  Porochute  USER-MC  REV-AV  11  82  . . 

MS-22044B 

Gl 

28  Dec 

83 

GL  AS 

99 

1670 

Snop  Hook  ■  Coiled  Spring,  Porochute  Puick  Fit  USER-MC  REV-AV 

MS-22043A 

82 

17  Jul 

75 

GL  AS 

99 

1670 

Snop  Hook  '  Quick  Connector,  Porochute  Horness  Validated  Aug  81  USER-MC 

MS-22042A 

82 

11  Apr 

75 

Gl  AS 

99 

REV.ll 

1670 

Snop  Hook,  Poroenute  lonyord  Validated  Sep  82  USER-MC  REV-11  . . . 

MS-27756 

82 

20  Jun 

69 

AS 

99 

1670 

Snop,  Connector  •  Porochute  Chest  Type  Pock  USER-AV  MC  REV-82,................. 

MS-70121C 

GL 

30  Apr 

86 

GL  AS 

99 

1670 

Snop,  Parachute  Harness  Ejector  Validated  May  84  USER-CG  MC  REV-AV  11 

MS-22017C 

AS 

21  Moy 

70 

GL  AS 

99 

82 
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1670 

Snop,  Parachute  Horness  Quick  Fit  Eiector  Validated  May  84  USER^MC  CG 
REV-AV  11  82 

MS-22018C 

AS 

21 

Moy 

70 

1670 

Spring,  Band,  Parochute  Contoiner  Opening  Validated  Jan  86  USER*MC  REV'82 

IS 

Static  Lines,  Cargo  Parachutes,  Generol  Speclficolion  For  Validated  Jon  82 

REV-AV  MC  11 

MS-90296C 

GL 

29 

Jan 

68 

1670 

MIL-S.43292C 

GL 

10 

Nov 

81 

L 

1670 

System,  Automatic,  Water  Activated  Parachute  Release,  DetoH  Specification  For 
Validated  Apr  83 

MIL-S-85076 

AS 

14 

Sep 

77 

1670 

Table,  Shadow,  Porachute  Conopy  inspection  REV*AV  MC . . . . . 

MIL-T.43238C 

GL 

07 

Aug 

84 

1670 

Tope,  Pressure  Sensitive  Adhesive,  For  Mending  Nylon  Parachute  Conopiei 
Validated  Feb  84  USER-MC  REV-AV  MD  99  82 

MIL-T-43618B 

GL 

15 

Sep 

83 

1670 

Testing  Stondord  For  Personnel  Porachutes  Validated  May  82  REV*MD  TE  99 

82 

Tie  Down,  Corgo,  Aircroft,  Type  C'2  Validated  Oct  84  REV-AV  Ml . 

MIL-STD-8S8 

AS 

26 

Jun 

69 

1670 

MIL-T-64B0A 

AS 

11 

Jun 

53 

Q 

1670 

Tic  Down,  Cargo,  Aircraft  USER-ME  R£V*AV  . . . . . . . . . . 

MIL-T-25959C  (2) 

82 

14 

Nov 

77 

1670 

Tie  Down,  Corgo,  Aircroft,  Coble  Net,  10,000  Lb  Copocity,  Type  A‘2  REV>AV 

MT 

Tie  Down,  Cargo,  Aircraft,  CGU-1/8  Vof/rfntecf  Oct  82  USER-ME  MT  REV-AV  .. 

MIL-T-9166B  (2) 

82 

13 

Oct 

83 

Q 

1670 

MIL-T-27260B  (1) 

82 

20 

Aug 

81 

1670 

Tic  Down,  Corgo,  Aircraft,  Nylon  Web  Net  USER<MC . 

MIL-T-26780C  (1) 

82 

15 

Jul 

83 

L 

1670 

Tiedown  Assemblies,  Floor  Anchoring  Validated  Jan  82  USER-MT  REV-AV . 

MIL-T-43694 

GL 

16 

Mar 

70 

1670 

Tiedown  Assembly,  Corgo,  Airdrop,  Type  A-1  Validated  Jan  82  USER-MT 

REV.82 

MtL-T-6361D 

GL 

04 

Aug 

70 

1670 

Tiedown  Assembly,  Corgo,  Aeriol  Delivery,  Load  Binder  Type  REV-d2  . . . 

MIL-T-44036 

GL 

29 

Dec 

80 

NO 

1670 

Tiedown,  Corgo,  Aircroft,  5,000‘LB  Copocity,  Type  MC-1  Validated  Feb  83 

REV.82 

MIL-T-86S2A 

AS 

24 

Dec 

59 

L 

1670 

Timer,  Delay,  Releases,  Cargo  Porachute,  Ml  And  M2  REV-AV  . . . 

MIL-T.4377VC 

GL 

25 

Feb 

88 

1670 

V-ring,  Porochute  Extraction  Bag,  Aerial  Delivery  USER-AV  MC  REV-11  82 

MS-701168 

GL 

30 

Apr 

86 

L 

1670 

Verification  Testing  Of  Parochute  Textile  Moterials  REV-11  . . . . . 

MIL-STD-1525A 
NOTICE  1 

8  JUL  1980 

82 

08 

Jul 

80 

1670 

Webbing  Assembly,  General  Specification  For  USER-MC  REV-AV  82 . . 

MIL-W-43342E  (2) 

GL 

28 

Jun 

84 

1670 

Webbing,  Textile,  Integral  Locking  Loop,  Nylon  Validated  Jan  89  REV.99  45  85 

CT 

MtL-W-9049C  (1) 
NOTICE  1 

11 

20 

Jon 

89 

570 

Wedge  Kit,  Romp  Bundle  Delivery  System,  C-130  Aircroft  Validated  Mar  6S 

MIL-W.44027 

GL 

18 

Jun 

80 

1670 

Weight,  Parachute  Packing  Validated  Fnb  84  USER.MC  REV-AV  82....,.^..,^,^..,,,,, 

MIL-W-278888 

GL 

17 

Nov 

77 

L 

1680 

Actuotor,  Aircroft,  Electro.mechonicol,  Lineor,  Direct  Current  Validated  Mar  82 .. 

MS-18037C 

AS 

01 

Feb 

64 

0  L 

1680 

Actuator,  Aircraft,  Electro.mechanlcol,  Lineor,  Direct  Current  Validated  Oct  84  .. 

MIL-A-23622 

AS 

15 

Apr 

63 

L 

1680 

Actuator,  Electromechanicol,  Rotory  For  AS.473/ASB*!  (Buord  Drowing 

790459,  1332290,  Azimuth  Torque  Amplifier)  Validated  Sep  85 

MIL-A- 19401 

AS 

21 

Mor 

56 

1680 

Adopter,  Quick  Disconnect,  Passenger  Sect  To  Floor  (Asg)  Validated  May  85 
USER-CS 

MS-22034A 

AS 

27 

Aug 

65 

1680 

Adopter,  Quick  Disconnect,  Passenger  Seat  To  Floor  Validated  May  63 

USER.CG  REV-CS 

MIL-A-21165A 

AS 

27 

Aug 

65 

L 

1680 

Adjuster,  Lop  Belt,  1  3/4  Inch  Webbing  Validated  May  82  REV-99  . . 

MIL-A-83469 

82 

19 

Jul 

76 

1680 

Adjuster,  Lop,  Aircraft  Sofety  Belt  REV-99  . . . . . . . 

MS-2200'IC 

82 

03 

Jul 

86 

1 

1680 

Aerial  Refueling  Receiver  Subsystems  Requestfor  Issue  Other  Thon  Dod  Must  Be 
Sent  Via:  Asd/enes,  Wright  potterson  Affa  Oh  45433*6503 

MIL-A-87166  (2) 

11 

05 

Dec 

88 

1 

1680 

Air  Refueling  Store  System,  D'704  Validated  Jut  84.. . . . . . 

MIL-A-22847  (1) 

AS 

31 

May 

61 

1680 

Air  Refueling  Systems,  General  Specificotion  For  Validated  Ju!  84  REV-99. . 

MIL-A-19736A  (2) 

AS 

16 

Mar 

66 

L 

1680 

Aircrew  Automoted  Escope  Systems  Reliability  And  Moinfoinobility  (R/m) 

Progrom  Requirements  For  Validated  Sep  85 

MIL-STO-2067 

AS 

17 

Oct 

78 

L 

1680 

Aircrew  Automoted  Escope  Systems,  Generol  Specification  For  Validated  Sep 

MIL-A-81815 

AS 

31 

Moy 

74 

L 

1680 

Aircrew  Automated  Escope  Systems,  Test  Vehicles  For  Ground  Trock 

Performonce  Testing,  Rocket  And/or  Jet  Engine  Propelled,  Generol 

Specification  For  Validated  Sep  80 

MIL-A-81973  (1) 

AS 

25 

Jun 

74 

1680 

Aircrew  Environmental,  Escape  And  Survival  Cockpit  Capsule  System,  Generol 
Specification  For  Validated  Feb  84 

MIL-A-23121C 

AS 

23 

Jun 

70 

L 

1680 

Aircrew  Escope  System  Descriptive  And  Performance  Data  Presentotions, 
Requirement  And  Formats  For  General  Specificotion  For  Validated  Mar  81 

MIL-A-81573 

AS 

01 

Apr 

68 

1680 

Anchor  -  lop  Safely  Bell  Validated  May  84  REV-MI  82 . . . . 

MS-22010 

AS 

16 

Apr 

56 

1680 

Bor,  Adjuster,  lop  Aircraft  Safety  Belt  . . . . . . . . . . . . 

MS-2200SE 

82 

13 

Nov 

87 

1680 

Belt  Assembly,  Troop  And  Turret  Gunner  S  Safety  Validated  Ma'  83  REV-1 1  .... 

AN6506 

REVS 

82 

02 

Dec 

76 

L 

1680 

Belt,  Aircroft  Safety,  lop.  Troop,  Types  MO-1  And  MD-2  Validated  May  84 

MIL-8-83787  (1) 

82 

25 

Aug 

78 

L 

1680 

Belt,  Aircroft  Safety,  lop.  Troop  Type  MC&IA . . . 

MIL-B-8437B 

82 

22 

Nov 

85 

1 

1680 

Belt,  Aircroft  Safety,  lop . . . . . . . . . 

MS-22033E 

AS 

06 

Apr 

82 

L 

1680 

Belt,  Aircroft  Safety,  Crewman  S  REV-99 . . . . . . . . 

MS-16070E 

AS 

20 

Apr 

81 

L 

1680 

Belt,  Aircroft  Safety,  Pilot  S  Automotic  Releose,  Cortridge  Operoted  Validated 

Afui  $3 

Belt,  Gunner  S  Sofety  Validated  Mar  82. . . . . . . . 

MS-16036C 

AS 

16 

Oct 

61 

1680 

AN7508 

REV  2 

AS 

09 

Apr 

52 

1680 

Belt,  Sofety,  Lop,  Troop,  Type  C&3A  Validated  Apr  85  REV-82.......................... 

MIL-B-8242C 

AV 

01 

Feb 

79 

1680 

Belt,  Sofety,  Shoulder,  Harness,  Troop,  Type  D-2  Validated  Aug  88 . . 

MIL-B-S428B 

NOIli’E  1 

82 

01 

Aug 

88 

L 

1680 

Beli.oircrofl  Solely,  HBU-IZ/A  REV.82  99  . 

MIL-8-  7167 

11 

16 

Dec 

85 

1680 

Brocket,  Flyers  Relief  Tube,  Verticol . . . . . 

MS-22v25 

NOTICE  1 

82 

21 

Oct 

86 

1680 

Cose,  Flight  Report  Holder  And  Mop  (Asg)  Validated  Mar  83 . . . . 

MS-26S56A 

AS 

31 

Moy 

60 

L 

1680 

Cose,  Individool,  Survivol  Kit,  Army  Validated  Jen  85  REV.AV  MO  . . . 

MIL-C-43647  (1) 

GL 

26 

Jun 

73 

IMO 

Casing  -  Flexible,  Steel,  Push-pull  Control  Volidaled  Aug  82  . . . . . 

AN8016 

REV  3 

AS 

5 

Dec 

51 

1680 

Computer,  Aircroft  Load  Boloncing  Validated  Oct  83  REV-99 . . 

MIL-C-6092A 

AS 

2 

Mor 

60 

CUSTODIAN 


GL  AS  99 
GL  AS  99 
GL  AS  99 
AS 

GL  AS  82 
GL  AS  99 

GL  AS 

GL  AS 
GL  AS 
GL  AS 

GL  AS 
AS 
GL 

GL  AS 


GL 

AS 

GL 

GL  AS 


GL 

AS 

AS 

GL 

GL 

AS 

AS 

AS 

AS 

AS 

AV 

AS 

AS 

AS 

AV 

AS 

AS 

AS 

AS 

AV 

AS 

AS 

AV 

AS 

AS 

AV 

AS 

AS 

AS 

AS 

AS 

AV  AS 


AS 

AV  AS  99 
GL 

AS  99 
AV  AS 
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CUSTODIAN 

1 

1680 

Container,  Aircrofi  Fire  Extinguishing  System,  Bromotrifluoromethone,  CF3BR 
Validated  Oct  84  REV-AV  99 

MIL-C.22284A 

AS 

07  Sep 

65 

AS 

1680 

Control  Panel,  Aircraft  Equipment,  Rack  Or  Console  Mounterf  (Asg)  VoUdated 

Jvl  85  REV.MI  MC  99 

MIL-C.6781B  (1) 

AS 

24  Moy 

79 

AV  AS 

11 

1680 

Control  Panel,  Aircraft  Equipment,  Typical  Instollollon  Validated  Oct  84  R£V*AV 

MS.25213B 

AS 

10  Jul 

68 

AS 

11 

1680 

Control  Panel,  Aircraft,  Generol  Requirements  For  Validated  Mar  83 . 

MIL-C-81774A  (1) 

AS 

11  Dec 

76 

AV  AS 

11 

1680 

Control  Ponel,  Console  Type,  AIrcroft  Equipment,  Bose  Dimensions  Validated 

Mar  8)  REV-AV  99 

MS.25212C 

AS 

25  Aug 

60 

AS 

11 

1680 

Coupling  End,  1-lNCH,  Drinking  Water,  Service  Aircraft,  Standord  Dimensions 

For  REV.99 

MS-21391A 

NOTICE  1 

82 

10  Aug 

88 

AV  AS 

99 

Q 

1680 

Coupling,  Reception,  Flight  Pressure  Refueling,  Type  MA-2  REV-d2 . . 

MIL-C-25162B  (1) 

AS 

14  Aug 

85 

AS 

99 

1680 

Coupling,  Reception  -  Type  MA-2,  Flight-pressure-refuellng,  Asse-sbly  Of  (Asg) 
Validated  May  85  REV-99 

MS-2435SB 

82 

12  Feb 

63 

AS 

99 

1680 

Coupling,  Regulated,  Aerial  Pressure  Refueling  Type  MA-3  REV-82 . . 

MII-C-81975B 

AS 

01  Apr 

82 

AS 

99 

1680 

Coupling,  Replenishment,  1>1/2  Inch,  For  Methanol-woter  (Detalt*  Of  S<>rvicing 
Nozzle)  Validated  Jan  84  REV-99 

MS-33669B 

82 

15  Aug 

77 

AS 

99 

1680 

Covering,  Floor,  Military  AIrcroft,  General  Specification  For . . 

MIL-C-38747A 

82 

21  Jun 

87 

AR  AS 

99 

L 

1680 

Curtoln,  Flak  Protective . . . . . . . . 

MIL-C.18491A  (1) 

AS 

14  Dec 

81 

AS 

1 

1680 

Device,  Restraint  Harness  Take-up,  Inertio-locking,  Powered-retracting,  For  Use 

In  SltlS>3  Ejection  Seot  Validated  Sep  80 

MIL-D'81514/1A 

AS 

07  Mo,  73 

AS 

NQL 

1680 

Device,  Restraint  Horness  Toke-up,  Inertio-locking,  Powered-retrocting,  Genera) 
Specificotion  For  Validated  Mar  61 

MIL-D'81514B  (S) 

AS 

25  Mo,  72 

A5 

L 

1680 

Dome,  Navigator  S  Observing,  Non-pressurized  AIrcroft,  Type  A-3A . 

MII-D.5813B 

82 

13  Jul 

87 

99 

1680 

Drogue  Cone,  Nozzle  And  Reception  Coupling  •  Type  MA-2 

Fiight-pressure-refueling  System,  Assembly  Of  (Asg)  Validated  May  84 

REV-99 

MS-24354A 

82 

15  Moy  6f 

AS 

99 

L 

1680 

Dropline/boot  Assy  Rigid  Seat  Survival  Kit  Validated  Dec  87 . . 

MS-U175A 

NOTICE  1 

AS 

20  Dec 

87 

AS 

L 

1680 

DropPne,  Rigid  Sweot  Survival  Kit  Validated  Mar  64  . . . . . . . 

MS.14174 

AS 

20  Dec 

76 

AS 

1680 

Electric  load  And  Power  Source  Copoclty,  Aircraft,  Analysts  Of  Volldotcd  Apr 

88 

MII-E-7016F  (1) 
NOTICE  1 

AS 

15  Apr 

88 

AV  AS 

11 

L 

1680 

Escope  System  Testing,  Ground,  Track,  .And  Flight  Test  Validated  May  82 

REV.99 

MIL-STD-846C 
NOTICE  1 

17  NOV  1977 

11 

17  Nov 

77 

11 

L 

1680 

Escope  System,  Requirements  Conformonce  Demonstrotlons  And  Performonce 

Tests  For,  Generol  Soecificotion  For  REV-AV 

MIL-E-9426F  (1) 

AS 

15  Oct 

80 

AS 

1 

1680 

Extinguishing  System,  Fire,  AIrcroft,  High-rote  Discharge  Type,  InstoHatlon  And 

Test  Of  Validated  Oct  84  REV-AV 

Mll-E.22285  (1) 

AS 

27  Apr 

60 

AS 

1680 

Fitting,  Hose  End  «  Type  MA-2,  Flight  Pressure  Refueling,  Reception  Coupling. 
Outline  Dimensions  For  (Asg)  Validated  May  85 

MS'243SBA 

82 

15  Mo,  61 

AS 

99 

1680 

Flange,  Drogue  Cone  >  Type  MA-2  Reception  Coupling,  Flight  Pressure 

Refueling,  Outline  Dimensions  For  (Asg)  Validated  Jan  84  REV-99 

MS-24357A 

82 

15  Moy  61 

AS 

99 

1680 

Flange,  Mounting,  Attachable,  AIrcroft  Instrument  (Asg)  Validated  Mar  84 

REV-MI  11 

MS.28!)S5A 

AS 

08  Feb 

60 

AS 

99 

1680 

Grip  Assembly,  Cyclic  Controller,  Helicopter  Validated  Sep  84 . . . 

Mll-G-58103 

AV 

02  Jul 

79 

AV  AS 

11 

L 

1680 

Grip  Assembly,  Controller,  Aircraft,  Type  MC&2  REV-99  . . . — 

MIL-G-25561A  (3) 

82 

14  Oct 

83 

99 

1 

1680 

Grip  Assembly,  Cyclic  Controller,  Helicopter . . . . . 

MIL-G-580e7A  (1) 

AV 

09  Dec 

80 

AV 

99 

1680 

Handle,  Control,  Aircraft  (Asg)  . . . . . . . 

MIL-H'88108 

82 

16  Feb 

77 

AV 

1680 

Handle,  Control,  Aircraft,  Reverse  Thrust,  (JET) . . . 

MS-25398B 

NOTICE  1 

82 

15  Aug 

88 

AV  AS 

99 

1680 

Handle,  Control,  AIrcroft  Rpm,  large  REV-99  ....  . - 

MS-26518 

NOTICE  1 

82 

15  Aug 

88 

AV  AS 

99 

1680 

Hondle,  Control,  Aircraft  Mixture,  large  REV-1  . . . 

MS-26519 

NOTICE  1 

82 

15  Aug 

88 

AV  AS 

99 

1680 

Handle,  Control,  Aircraft  Supercharger,  Lorge  cV-.  i . . . . . . 

MS-26520 

NOTICE  1 

82 

15  Aug 

88 

AV  AS 

99 

1680 

Hondle,  Control,  AIrcroft  Lending  Geor  Validated  Jun  83  REV-99.. . . . 

MS-2652’ A 

82 

30  Dec 

69 

AV  AS 

99 

1680 

Hondle,  Control,  Aircraft  Throttle,  large  REV-99 . . . . 

MS.2651 

NOTICE  1 

82 

15  Aug 

88 

AV  AS 

99 

1680 

Hondle,  Control,  AIrcroft  landing  Flop,  Lorge  Validated  Jvn  83  R6V-99. .  ..... 

MS  26522 

82 

15  Nov 

57 

AV  AS 

99 

1680 

Handle,  Control,  AIrcroft  Fire  Extinguisher  Validated  Jun  83  REV-99  .............. .« 

•4S-26'-23 

82 

15  Nov 

57 

AV  AS 

99 

1680 

Hondle,  Control,  Aircraft  Carbureotor,  large  Validated  Aug  81  REV-11 . . . 

MS-26524 

NOTICE  ’ 

82 

15  Nov 

57 

AV  AS 

99 

1680 

Hondle,  Control,  Aircroft  lift  To  Reverse  Throttle  REV-II . . . . .  . . 

MS  26525 

82 

15  Aug 

88 

AV  AS 

99 

L 

1680 

Harness,  Aircroft  Solely,  Pilot  S  Shoulder  V  Type  Validated  Mar  63  REV'99 

/AS  16C’68A 

AS 

12  Jul 

55 

AS 

L 

1680 

Harness,  Aircraft  Sofety,  Pilot  S  Shoulder  Y  Type  Validated  Mar  83  REV  99 

MS  16069A 

AS 

12  Jul 

55 

AS 

1680 

Horness,  Shoulder  Safety,  Generol  Specificotion  For  Validated  Aug  $8  ^Fv  Ml 

m»1-H-5364D  (3) 
NOTICE  1 

82 

01  Aug 

88 

AV  AS 

99 

1 

1680 

Holder  Assembly,  Chart-let-down,  PLU.4/A  And  PLU-5/A  REV-MI«.. .... ......  . , .. 

MIL-H-83190  (3) 

82 

08  Nov 

72 

99 

1680 

Flight  Check  l.ijt  ,, 

MII-H-8375SA 

82 

18  Nov 

82 

AV  AS 

99 

1680 

Horn  And  Volve,  Crew  Members  Relief,  Pressurized  Aircroft  Yolidored  Aug  8$.... 

MII-H-6536C 
NOTICE  1 

82 

01  Aug 

88 

AV  AS 

99 

1680 

Horn,  Flyer  S  Relief  Tube  Validated  Jut  81 . . . . . . 

AN80I8 
■’fv  1 

MS-34eBB 

B2 

2  Sep 

54 

AV  AS 

99 

1680 

letch.  Lop  Belt,  Aircroft  Sofety,  Quick  Releose  (Inactive)  . . . 

AS 

19  Nov 

80 

AV  AS 

99 

1680 

link  •  lop  Sofery  Belt  (Asg)  Validated  May  84  REV-99 . . . . . . 

MS-22003 

AS 

21  Apr 

54 

AS 

11 

1680 

Mirror,  Rearview,  Nonmognetic,  Generol  Requirements  For  (For  Aeronoutirol 

Use)  REV-AV 

MIL-M-5755B  (!) 
NOTICE  2  (82) 

32 

05  Jul 

78 

AS 

99 

1680 

Nose,  Probe  Most  >  Type  MA-2,  Flight  Pressure  Refueling  Nozzle,  Outline 
Dimensions  For  (Asg)  Validated  May  84  REV-99 

MS-24359A 

82 

15  Moy  61 

AS 

99 

1680 

Nozzle  -  Type  MA-2,  Flight  Pressure  Refueling  (Asg)  Validated  May  82  ftbV -9^ 

MS  243560 

82 

12  Feb 

63 

AS 

99 

L 

1680 

Nozzle-universal  Atrlol  Refueling  Tonker  Boom . . . 

M5  27404 

NOTICE  1 

82 

10  Aug 

88 

99 
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TITLE 

NUMBER 

PREP 

DATE 

Q 

1680 

Nozzle,  Aerial  Pressure  Refueling,  Type  MA*2  REV*99 . . . 

MIL-N-25161C  (3) 

82 

12  Feb 

81 

1680 

Pointer,  Diol,  Stondard  Design  Of  Aircroft  Instrument  VoUdoted  Mar  81 

USER'ME  REV-MI 

MS-33685B 

AS 

30  dun 

61 

1680 

Pump,  Fuel  Transfer,  Aeriol  Refueling,  General  Specification  For  REV>11  . . 

MIL.P^S2JC 

82 

07  Aug 

85 

1 

1680 

Receptacle,  Flying  Boom,  Aerial  Refueling  REV>99 . . . . 

MIL-R-27521A  (1) 

82 

03  Apr 

84 

L 

1680 

Reel,  Fueling  Hose,  Aeriol,  Refueling,  General  Specificotion  For  Vofidoled  May 

82 

Reel,  Shoulder  Horness,  Inertio  lock  USER-MC  CG . . . . . . . . 

MIL-R-9126A 

82 

3  Jut 

61 

Q 

1680 

MIL-R-8236E 

82 

13  Nov 

86 

1680 

Reel,  Shoulder  Horness,  Inertia  Lock  Validated  Jun  63  USER-MC  CG . . . 

MIL-R-8236/1B 

82 

19  Dec 

75 

1680 

Reel,  Shoulder  Harness,  Inertio  Lock  Validated  Jun  83  USER-MC  CG  REV-11 . 

MIL-R-8236/2B 

82 

19  Dec 

75 

L 

1680 

Reel,  Tow-target,  12,000-FOOT  Coble  Capocity,  Airborne  Validated  Sep  84 . 

Mll.R-7172 

AS 

20  Mar 

51 

L 

1680 

Release,  Automotic,  Aircraft  Sofety  Lop  Bell.. . . . . 

MII-R-25170B 

82 

24  Mor 

83 

1680 

Restroint  System,  Aircrewmons  Validated  Mar  62  REV  EA . . . . . 

MII.R-81729A 

AS 

01  Aug 

74 

1 

1680 

Ring,  Lock,  Flight  Pressure  Refueling  Nozzle  Validated  Apr  63  REV-99 . 

MS-24360A 

82 

11  Apr 

60 

1680 

Ring,  Split  •  Type  MA-2,  Flight  Pressure  Refueling,  Reception  Coupling  (Asg) 
Validated  May  85  REV.99 

MS-24361B 

82 

15  May  61 

1680 

Seot  System.  Upword  Ejection,  Aircraft,  General  Specificotion  For  Validated 

Aug  88  REV.99 

MIL-S-9479B  (2) 
NOTICE  1 

82 

01  Aug 

88 

1 

1680 

Seat  System:crash-resistance, non-ejection, aircrew,general  Specificotion  For . 

MII-S-58095A 

AV 

31  Jan 

86 

1680 

Seat,  Aircraft  Validated  Apr  63  . . . . . 

MII.S-25073A 

82 

07  May  70 

1680 

Seat,  Aircraft,  Troop,  Wall-style  Validated  Aug  88 . . . . 

MII-S-S804C  ,2) 
NOTICE  1 

82 

01  Aug 

88 

1 

1680 

Seat,  Aircrew,  Adjustable,  Aircroft  General  Specification  For  Validated  Mar  84 

MIL-S'81771A 

AS 

30  Apr 

75 

1680 

Seot,  Aircrew,  Adjustable,  Swivel,  Type  E&l  REV-U  . . . . 

MII.S-7852B  (2) 

82 

05  Sep 

78 

L 

1680 

Seot,  Crew,  Downward  Ejection,  Aircraft  Validated  Aug  88  REV-11 . 

MII-S-6SS1A 

NOTICE  1 

82 

01  Aug 

88 

1 

1680 

Seat,  Possenger,  Aft  Facing,  Tronsport  Aircraft  Validated  May  84 . . 

MII-S-2668B  (1) 

82 

05  Sep 

78 

1680 

Seat,  Possenger,  Cobia  Folding  Validated  Oct  84  REV-11 . . . . . 

MIL-S-7877B 

AS 

20  Aug 

56 

1 

1680 

Seat,  Troop,  Vorloble  Seating  Width  . . . . . . 

MII-S-27174B 

82 

29  dun 

85 

L 

1680 

Sects,  Helicopter  Cobin,  Croshworthy,  General  Specificotion  For  191181 

RCV-AV 

MII-S-8S510 

AS 

19  Nov 

81 

L 

1680 

Shoti,  Power  Tronsmisslon,  Aircroft  Accessory,  General  Specification  For 

Validated  Aug  88 

MIL-S-7470A 

NOTIC!:  1 

82 

01  Aug 

88 

1680 

Sleeve  •  Type  MA-2,  Flight  Pressure  Refueling,  Reception  Coupling  Validated 

May  85  REV.99 

AIS-74362A 

82 

15  May  61 

1680 

Slide  Bor,  Parachute  Horness,  Quick  fit  Ejector  Snap  (Asg)  Validated  May  64 
REV-GL 

MS-22022 

AS 

23  May  57 

1680 

Stop  &  Flexible  Push&pull  Control  Cosing  Validated  Aug  82 . . . 

ANB005 

AS 

12  Jun 

44 

NQL 

1680 

Survivol  Kit  Contoiner,  Aircroft  Seat,  Without  Oxygen,  Generol  Specificotion 

For 

Survivol  Kit  Contoiner,  Aircroft  Seot,  Without  Oxygen,  R$SK-9A.... . . . 

MII-S-81040C 

AS 

28  Jun 

83 

NQl 

1680 

MIL-S-81040/28 

AS 

28  dun 

83 

1 

IlSO 

Survival  Kit,  Individuot,  Over  Woler,  Army  Validated  Mar  83  REV-MD  CT . . 

MII.S.43301C 

Gl 

29  Apr 

77 

1 

1680 

Survivol  Kit,  Individuol,  Cold  Climote,  Army  Validated  Jan  82  REV-MD  AV  ........ 

Mll-S-434568 

Gl 

11  Sep 

81 

L 

1680 

Survivol  Kit,  Individuol,  Hot  Climate,  Army  REV-MD  AV  . . . . . 

MII.S.43302C 

Gl 

09  Sep 

81 

L 

1680 

Survival  Vest,  Individual,  OV-1  Aircroft  Validated  Mar  85  REV-MD  AV  . . . 

Mll-5-44021 

Gl 

19  Feb 

80 

L 

1680 

System,  Aircrew  Automated  Escape,  Ejection  Seat  Type,  Generol  Specificotion 

For  REV-AV 

MII.S-18471G 

AS 

08  dun 

83 

Ql 

1680 

Towlines,  Aeriol  Target,  Constant  And  Stepped  Oiometer  Wire  And  Strond 
Validated  May  82 

MII-T-23439A 

AS 

12  Aug 

63 

NO 

1680 

Tronsmisslon,  Power,  Constont  Ratio,  Generol  Specificotion  (Aircraft  Use) 

Validated  Aug  64 

Mll-T-5091 

AS 

1  Dec 

49 

Q  L 

1680 

Tronsmissioii,  Power,  Constant  Rotio  Shaft,  Flexible  Drive,  47  Hp  Validated  Mar 

88 

MIL.T-5091/2 

NOTICE 

AS 

15  Mor 

88 

L 

1680 

Weight  And  Bolonce  System,  Aircroft,  Integrol,  A/o  32H-8  Validated  Aug  88 .... 

MIL-W-3B3B7B 
NOTICE  1 

82 

10  Aug 

88 

1 

1680 

Winch,  Aircroft  Mounted  HCU-9/A . . . . . . . 

MIL-W.27895A  (3) 

82 

25  Jon 

82 

L 

1710 

Aircraft  Arresting  System  6AK-13A/F48A,  Portable,  Rotor/,  Hydroulic . 

MII-A-83183B 

82 

06  Apr 

87 

L 

i;io 

Aircraft  Arresting  System  BAK-12A/E32A,  Portable,  Rotory  Friction  Validated 

Sep  86  USER'11 

MII-A-38202C  (1) 

82 

02  Sep 

86 

L 

1710 

Arresting  Hook  Installation,  Runway  Arresting  System,  Aircroft,  Emergency 

REV-82 

Mll-A'83136  (1) 

70 

01  Aug 

83 

L 

1710 

1710 

Mtl-A-18717B  (1) 
M11-C-23771A 

AS 

27  Aug 
10  Aug 

84 

1 

Control  Unit  (For  MK-7  Retroctoble  Deck  Sheave)  Validated  Apr  62 . . 

AS 

73 

L 

1710 

Engaging  Device,  Aircroft  Arresting  Borrier  BAK-II/F . . . . . 

MIL-E-38020  (2) 

82 

29  Aug 

78 

Q  1 

1710 

Hook  Point,  Aircraft  Arresting . . . . . . . . . 

MIL-H-21594C 

AS 

10  Feb 

86 

L 

1710 

Horizon  Reference  Set,  Ship  Mounted  For  lomps  MK  III  Helicopter . . . 

MII-H-8S281A  (3) 

AS 

19  Oel 

82 

L 

1710 

Motor  Units  (For  Arresting  Geor  Control  Volves)  . . . . . 

MIL-M-21272A 

AS 

09  Aug 

82 

L 

1710 

Recovery  Assist,  Securing  And  Troversing  System  For  lamps  MK  III  Helicopter.... 

MIL-R-8S111A  (6) 

AS 

31  Mor 

87 

L 

1720 

Bor,  Repeotoble  Releose  Holdbock,  ircroft  Lounchlng,  Generol  Design 

For  V%jtlJutvd  Aug  65 

MIL-8-85110 

AS 

21  dun 

79 

Ql 

1720 

Bridle  And  Pendant  Assembly,  Aircroft  lounchlng  . . . 

MIL-B-22036C  (2) 

AS 

09  Aug 

82 

L 

1720 

Lounchlng  System,  Nose  Geor  Type,  Aircraft  . . . 

MII-L-22S89C 

AS 

08  Aug 

79 

0  1 

1720 

Tension  Bor/reteose  Element,  Aircroft  launching  . . . . . . . 

MIL-T-23426D 

AS 

27  Oct 

86 

1730 

Adopter,  Aircroft,  docking  Point,  Design  And  Installation  Of  USER-MC  REV-99 .. 

MS.33559D 

AS 

30  Oct 

86 

1730 

Adopter,  Aircroft,  docking  Point,  Design  And  Insfoilotion  Of  REV-11  70 . . 

MIL-STD-809B 

AS 

01  Dec 

86 

1730 

Anchor  -  Semi-permonent  Mooring  . . . . . . . 

MS-21300 

NOTICE  1 

82 

01  Nov 

88 

1 

1730 

Beom,  Hoisting,  Liquid  Gos  Tank,  Ml  Validated  Sep  80.................... ................. 

MII-8-12264A 

EA 

27  Mor 

61 

L 

1730 

Blower,  Gasoline  Engine  Driven,  Type  A&l...... . . . . 

MII-8-26793B 

82 

01  May  68 

1730 

Blower,  Gasoline  Driven,  Aircraft  Ventilattori,  Portable.  2,900  CFM,  Type  A-2.... 

MII-B-3402C 

82 

23  May  84 

1730 

Cover,  Aircroft  Components,  Generol  Requirements  For  Validated  May  82».t».... 

MII-C-5778C 

AS 

22  Jun 

73 

1 

1730 

Crodf^,  Aircrofi&missite  Components  MMU&1-E . . . . . . . . . 

MII-C-26237C 

82 

10  Moy  83 

1730 

Hoist,  Bomb,  Monuol,  Aero  14B  (Asg)  Validated  53............... . . 

MIL-H-5035B  (1) 

82 

22  Sep 

58 

CUSTODIAN 


AS 

AS 

AV  AS 


AV  AS 
AV  AS 
AV  AS 
AS 

AS 

AS 

AV 

AV 

AV 

AV 

AS 
AV  AS 


AV  AS 
AS 


AS 

AS 

AS 

AS 

AS 

Gl 

Gl 

Gl 

GL 

AS 
AS 
AV  AS 

AS 


AS 

AS 

AS 

AS 

AS 

AS 

AS 

AS 
AS 
AS 
AV  AS 
AV  AS 
AV  AS 

EA 

AV  AS 
AV  AS 
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CUSTODIAN 

L 

1730 

Hoisting  Unit,  Aircroft  Maintenonce  HLU*213/E,  Helicopter  Servicing#  8,000 

MIL-H-83267A  (2) 

82 

20  Jul 

84 

99 

Pound  Copocity  REV>84 

1 

1730 

Jock.  Hydroullc#  Tripod,  3  Ton . . . . . . 

MIL-J-SS094  (2) 

AV 

21  Jul 

81 

AV 

1 

1730 

Jock,  Aircroft  Hydroulic,  Axle,  35  Ton  Copocity,  Type  P'2 . . . . . . . 

MIL>J'26015B  (1) 

82 

03  Aug 

S3 

99 

L 

1730 

Jock,  Aircroft  Londing  Geor  MMU'87/E,  35*TON  Copocity  . . . 

MIL-J-83010B 

82 

IF  /Cl 

87 

99 

1730 

Jock,  Aircroft  londing  Geor,  10  Ton  Copocity.  Type  A'6. . . 

MIL-J-26016C 

82 

23  Apr 

84 

AV 

99 

1730 

Jock,  Aircraft,  Airfrome  (Unipod  &  Tripod)  USER'MC  R£V'99  . . . 

MS-33589E 

AS 

12  Jun 

87 

AV 

11 

L 

1730 

Jock,  Aircraft,  Hydroulic,  Type  A8i5  (Supersedes  M11S8&  (  VoUdottd  Ju!  6S .... 

MIL-J-26013A 

82 

03  Jun 

57 

99 

1730 

Jock,  Aircraft,  Landing  Geor  (Axle)  USER'MC  REV'99  . . . . . 

MS-26SMB 

AS 

12  Jun 

87 

AS 

82 

1730 

Jock,  Hond  Hydroulic,  Folding  Tripod,  30  Toncopocity,  Type  8  &  4A  Validated 

MIL-J.7398D 

82 

02  Jon 

68 

AS 

99 

Apr  84 

1 

1730 

Jock,  Hond,  Hydraulic,  Axle,  20  Ton  Capacity,  Type  P>1.. . . . . . 

MIL-J-2A0148 

82 

15  Dec 

82 

99 

1 

1730 

Jock,  Hydraulic,  Tripod . . . . . . . . . . 

MII-J.7399D 

82 

24  Aug 

63 

99 

L 

1730 

Jock,  Hydroulic,  Tripod  MMU&129/E,  60  Ton  To  128  Inch  Ronge  Validated  Jun 

MIL-J-83278A  (2) 

82 

02  Apr 

80 

99 

83  REV-99 

1730 

Jock,  Hydraulic,  Tripod,  10  Ton  Capacity,  Type  6*6 . . . . . 

MIL-J-7400C  (1) 

82 

19  Aug 

83 

AS 

99 

t 

1730 

Jock,  Hydroulic,  Aircraft  Mointenonce,  Generol  Specificotion  For  USER'MC 

MIL-J-26149E 

AS 

30  Dec 

86 

AV  AS 

99 

REV.99  82  11 

L 

1730 

Jock,  Hydraulic,  Tripod  MMU'107/E,  40'TON  Copocity . . . . . 

MIL-J-3e4758 

82 

19  Oct 

84 

99 

1 

1730 

Jock,  Hydroulic,  Tripod  MMU>45/E..... . . . . 

MIL-J-38395  (1) 

82 

12  Jul 

78 

99 

1 

1730 

Jock,  Hydraulic,  Tripod  MMU'59/E . . . 

MIL-J-38229C 

82 

03  Jul 

85 

99 

1730 

Kit  &  Airplane  Mooring . . . . . . . 

ANB015 

REV  3 

82 

30  Jun 

83 

AS 

99 

L 

1730 

Maintenonce  Platform,  Aircraft  . . . . . . . 

MIL-M-87977 

82 

14  May 

87 

99 

L 

1730 

Maintenance  Platform,  Aircraft,  Adiustoble,  3  To  7  Feet,  Type  B&4A.. . 

MIL-M-7404D  (3) 

82 

23  Aug 

78 

99 

1730 

Mnintenonce  Platform  Self*propeHed,  Boom,  Lift,  40,  60  And  80  Foot . 

MIL-M-87973 

82 

08  Feb 

85 

AV  AS 

99 

L 

1730 

Maintenance  Plotform,  Aircroft,  Type  8&5A  . . 

MIL-M-7405D 

82 

18  Mar 

86 

99 

L 

1730 

Mo'ntenonce  Platform  . . . . . . . . . 

MIL-M-4e71C 

82 

13  Nov 

84 

99 

t. 

1730 

Mointenonce  Platform,  Aircroft  Adjustoble,  13  To  20  Feet  Type  8*2  Validated 

M11-M-5776B  (1) 

82 

16  Jon 

89 

99 

Jan  39 

NOTICE  1 

1730 

Maintenonce  Plotform,  Aircraft,  Adjustable,  3  To  10  Feet,  Type  8&1  Validated 

MIL-M-5777C 

82 

23  Mor 

60 

AV  AS 

99 

Mar  83 

1730 

Maintenance  Stand,  Self  Propelled,  Sissors  Lift . . 

A-A-S06S3 

•11 

11  Sep 

81 

11 

L 

1730 

Marking  Of  Aircroft  Ground  Support  Equipment  With  Retro^reflective  Moteriols, 

MIL-M-81807A  (2) 

AS 

12  Sep 

83 

AS 

Process  For 

1730 

Pneumatic  Bag,  Aircraft,  Lifting,  12  Ton  Capacity,  Type  F'2  Validated  Sep  77.... 

MIL-P-6<S40C  (1) 

82 

28  Jun 

71 

AV  AS 

99 

L 

1730 

Pumping  Unit,  Hydraulic  AF/M27M'l  And  F/M27M*2  Validated  May  85 . 

MIL-P-24191B  (1) 

82 

15  Nov 

78 

99 

L 

1730 

Purging  Kit,  Converter  System,  Liquid  Oxygen  KMU&78'E  REV'82... . . . . 

MII.P-27431B 

71 

10  Jon 

86 

99 

•1730 

Shield,  Protective,  Aircraft  And  Missiles  Validated  Apr  83  USER'MI  RfcV.99 . 

MII-S-6451E 

11 

09  Aug 

77 

AV  AS 

1730 

Sling,  Aircraft,  Generol  Specificotion  For  Validated  May  82  REV'99 . . . . 

M11.S-5944B  (1) 

AS 

15  Dec 

81 

AV  AS 

1 

1730 

Spraying  Unit,  Corrosion  Control,  Trailer  Mounted  A/M32M'18A  . . . 

Ma-S-83189A  (1) 

82 

24  Nov 

78 

99 

1 

1730 

Sproying  Unit,  CleonlngSideicIngBidecontammatlng  Fluid,  Truck  Mounted 

MIL-S-261100 

82 

28  Nov 

83 

99 

AF-S32M&1 

1 

1730 

Stoircose,  Aircraft  Boording,  Mobile,  Type  MA&l . . . 

MII-S-26B51B 

82 

30  Mar 

83 

99 

L 

1730 

Stolrcose,  Aircraft  Boording,  Truck  Mounted  A'S32S'3  Validated  May  85 . 

MIL-S-27396B  (1) 

82 

07-Moy 

79 

99 

1 

1730 

Tie  Down  Assembly,  Helicopter  Blode,  General  Specification  For . 

Ma-T-85075A 

AS 

31  Dee 

85 

AS 

L 

1730 

Tie  Down  Assembly,  Helicopter  Blade  CH'46  Helicopter  . . . . 

MIL-T.85075/1A 

AS 

31  Dec 

85 

AS 

1 

1730 

Tie  Down  Assembly,  Helicopter  Blade  CK'53  Helicopter . . . 

MIL-T-8507J/2A 

AS 

31  Dec 

85 

AS 

1 

1730 

Tool,  Power  nU.437/E . 

Wll-T-85703 

AS 

15  Nov 

84 

AS 

L 

1730 

Tractor,  Aircraft  Towing,  Ged,  4X4,  2'WHEEL  Steer,  18,000  Pounds  Drowbor 

MII-T-21571A 

AS 

28  Sep 

62 

AS 

Poll,  Pneumatic  Rubber  Tires,  Type  TA'18  Validated  May  82 

1 

1730 

Troiler,  Air  Lounched  Weopons,  Rough  Terrain,  A/M324'4 . . . 

MII-T.81311A 

AS 

15  Feb 

80 

AS 

1 

1730 

Trailer,  Lift,  Aircroft  &  Missile  Engine  ETU&8'E  Validated  Mar  76 . 

Mlt-T-26:25A 

82 

3  Sep 

59 

99 

1 

1730 

Trailer,  Rail  Type,  iift  ETU'77/E,  3,(X)0  Pound  Capacity . 

MIL-T.384CI3A 

82 

19  Mor 

84 

99 

L 

1730 

Truck,  lift,  Aeriol  Stores,  3(XX)  Pounds  Capacity  MJ«1A  &  MJ'IB . 

MIL-T-9720F 

82 

23  Jul 

84 

99 

L 

1730 

Truck,  lift,  Aeriol  Stores,  7000  Pound  Copocity  MHU'83A/E  REV'99 . . . 

MIL>T>38646B 

18 

05  Feb 

76 

18 

L 

1740 

Crodles,  Air  launched  Weapons . . . . . . . . 

MIL-C-81313  (1) 

AS 

01  Jun 

87 

AS 

L 

1740 

loader,  Weopons,  Air  Lounched,  A/32K'1D  . . . . 

MIL-1-85J32  (1) 

AS 

10  Dee 

87 

AS 

L 

1740 

Mobility,  Towed  &  Monuolly  Propelled  Support  Equipment  (Request  For  Issue 

MIL-STD-1784 

11 

15  Apr 

86 

11 

Other  Than  DOD  Must  Be  Sent  Via  ASO/ENES,  Wright-potterson  AF8  OH 
45433-6503) 

NOTICE  1 

1 

1740 

Skid,  Bomb,  Aero  128  Validated  Apr  80.,..,.... . . . 

Mll-S-7759 

AS 

20  Oct 

51 

AS 

L 

1740 

Troctor,  Aircroft  Towing,  Diesel  Engine  Driven  (DED),  4  X  4,  4  Wheel  Steer, 

MII.T.26025E 

84 

28  Dec 

88 

99 

10,3(X)  Pounds  Drowbor  Pull,  Pneumotic  Rubber  Tired 

L 

1740 

Tractor,  Wheeled,  Aircroft  Towing  A/S32U'30  For  500,000  To  750,000  Pounds 

MII-T.38454A  (1) 

82 

30  Apr 

69 

99 

Gross  Weight  Aircroft  Validated  Jan  75  USER'11 

1 

1740 

Trailer,  Aircroft  Engine  ETU'91/E  . . . . . . . . . . . . . 

MIL'T'83229B 

82 

22  Jul 

85 

99 

L 

1740 

Troiler,  Munitions  Hondling  MHU'110/M  Validated  Aug  79 . . . . . . 

MlL-T-38676  (1) 

82 

15  Jun 

73 

99 

1 

1740 

Troiler,  Munitions,  Aero  51C . . . . . . . . . . . . . . . . . 

.MIL-T-85537 

AS 

16  Jot. 

83 

AS 

1 

1740 

Trailer,  Munitions,  Smoll  (MHU'126  A/m)...,.. . . . . . 

MIL-T-R1944B 

AS 

01  Nov 

85 

AS 

L 

1740 

Trailer,  Munitions,  MHU'185/M  Validated  May 

MIL'T'85405 

NOTICE  1 

AS 

28  Jul 

do 

AS 

L 

1740 

Trailer,  Munitions,  MHU  171A/E . . . . 

MIL-T'85342A 

AS 

15  Oct 

85 

AS 

L 

1810 

Application  Guidelines  For  MIL'STD'1540B;  Test  Requirements  For  Spoce 

MIL-KOBK  340 

19 

01  Jul 

85 

19 

Vehicles 

L 

1810 

Design,  Construction,  &  Testing  Requirements  For  One  Of  A  Kind  Spoce 

OOD-HDBK  343 

19 

01  Feb 

o6 

19 

Equipment 

1 

1810 

Electricol  Power,  Direct  Current,  Spoce  Vehicle  Design  Requirements  Validated 

Mll-STD-1539 

19 

01  Aug 

73 

19 

Apr  80  REW-n 

1810 

Electronic  Ports,  Materials,  &  Processes  For  Spoce  &  lounch  Vehicles... . . . 

MII-STO-1547A 

19 

01  Dee 

87 

19 

1810 

Intercontinentol  BolIIstlc  Missile  Systems  Troining/troinlng  Equipment 

MIL-STD.1577A 

14 

31  Jul 

85 

14 

Manogement  REV'19 

L 

1810 

Moss  Properties  Control  Reguirements  For  Missile  And  Spoce  Vehicles  REV*99  .. 

MIL-M-38310B  (2) 

19 

15  Jon 

76 

19 

166 
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L 

1810 

Optional  Spor%  Portt,  Mointtnonet  And  Invtntory  Support  Of  Spoce  And 

MIL-STD-1545 

19 

15  Jun 

77 

19 

MUilIt  Syitomt 

L 

1810 

Sport  Ports  And  Mointtnonet  Support  Of  Spoct  And  Misillt  SystMH 

MIL-STO-1538 

19 

11  Apr 

73 

19 

Undtrgoing  Rdt  And  E  Validotid  Jm  85 

L 

1810 

Systtm  Softly  Progrom  For  Spcct  And  Misiilt  Sysltms . 

MIISTO-1574A 

19 

15  Aug 

79 

19 

1 

1810 

Ttst  Rtquirtmtntt  For  Spoct  Vthldtt . . . . . 

MIL-STO-1540B 

19 

10  Oct 

82 

19 

L 

1810 

Wiring  Horntsi,  Spoct  Vthicit,  Dtsign  And  Ttsting,  Gtntral  Sptcificotion  For .. 

DO0-W-83575A 

19 

22  Dk 

77 

19 

L 

1820 

AtstmblitS/  Moving  MKhonicol«  For  Spoct  Is  Lounch  Vthicits............. . . 

OODA-835778 

19 

01  F.b 

88 

19 

L 

1820 

Custom  lorgt  Scolt  Inttgrottd  Circuit  Dtvtlopmtnt  &  Acquisition  For  Spoct 

MIL^HDBK  339 

19 

31  Jul 

84 

19 

Vthicles 

1 

1820 

Dtsfructivt  Physicol  Anolysis  For  Spoct  Quolity  Ports....................... . 

MIL-STD-1580 

19 

10  Oc; 

80 

19 

L 

1820 

Explosivt  Ordnor.ct  For  Spoct  Vthicits,  Gtntral  Sptcificotion  For  (Mttric)........ 

DODE-83578A 

19 

15  Ocl 

87 

19 

L 

1820 

Nicktl  Codmium  Botttry  Usogt  Procticts  For  Spoct  Vthicits  . . 

DODSTO-157S8 

19 

01  Jun 

87 

19 

L 

1820 

Port,  Mottrlols,  8  Proctssts  Stondordliotion,  Control  Is  Monogtmtnt  Progrom 

MIL-STD-1546A 

19 

01  Mar 

88 

19 

For  Spoctcroft  &  Launch  Vthicits 

L 

1820 

Solor  Ctll  Arrays,  Spoct  Vthiclt,  Dtsign  And  Ttstlng,  Gtntrol  Sptcificotion  For 

Mll-S-83576 

19 

01  Nov 

74 

19 

1 

19GP 

Firt  Ptrformonce  Rtquirtmtnts  And  Approvtd  Sptcificofion  For  Inttrior  Finish 

MIL-STD-1523D 

SH 

03  Jul 

85 

SH 

Mottriols  And  Furnishings  (Novol  Shipboord  Ust) 

NOTICE  1 

19GP 

StttI  Shopts  Si  Platt  Btom  Combinotion  Ustd  In  Shipbuilding,  Pr<^>trtits  Of 

MIL-HD8K  264 

SH 

22  Moy 

86 

SH 

Valtdofid  May  86 

NOTICE  1 

L 

190S 

Dtfinitions  &  Systems  Of  Units.  Mognttie  Siltneing  (Mtfric)  VoUdof^d  M  89  .. 

DODSTD-2141 
NOTICE  1 

SH 

16  Feb 

89 

SH 

L 

1905 

Mognttic  Siltneing  Chorocteristics,  Mtosurtmtnt  Of  (Mttric). . 

DOD-STO-2142 

SH 

01  Jun 

83 

SH 

L 

1905 

Mognttie  Siltneing  Rtquirtmtnts  For  Tht  Construction  Of  Nontragnttic  Ships  k 

DOD-STD-2143 

SH 

01  Jun 

83 

SH 

Croft  (Mttric) 

1 

1905 

Provisioning  Monitoring  Systtm  Proetdurts  For  Novol  Shipboord  Etectricol  And 

MIL-P-24310  (1) 

SH 

06  Nov 

67 

SH 

Mtchonicol  Equipmtnt  And  Compontnts  VaildjtMt  Apt  62 

L 

1905 

Shipyord  fnsptction  And  CItoning  Proetdurts  For  Submorints  Vt^idet^d  Jon  63 

MIL-5TD-1682 

SH 

27  Oct 

76 

SH 

L 

1905 

Shipyard  Insptetion  And  CItoning  Proetdurts  For  Submorints  (Port  1) 

MII.-STD-1682/1 

SH 

27  Oct 

76 

SH 

Novigotlon  Ctnttr  Ssbn  598  Closs  VoUdaftd  Jan  83 

L 

1905 

Shipyord  Insptetion  And  CItoning  Proetdurts  For  Submorints  Port  2  Missilt 

MIL-STD-1682/2 

SH 

27  Oct 

76 

SH 

Control  Ctnter  SS8N  598  Class  Validated  Jan  83 

L 

1905 

Shipyord  Ins^etion  And  CItoning  Proetdurts  For  Submorints  (Port  3}  Missilt 

MIL-STD-16S2/3 

SH 

27  Oct 

76 

SH 

Comportment  Ssbn  598  Closs  Vafidotad  Jan  63 

1 

1905 

Shipyord  Insptetion  And  CItoning  Proetdurts  For  Submorints  Port  4  Novigotion 

MIL-STD-1682/4 

SH 

27  Oct 

76 

SH 

Ctnter  SS8N  616  Class  '^oUdatad  Jan  63 

L 

1905 

Shipyord  Insptetion  And  CItoning  Proetdurts  For  Submorints  (Port  5)  Missilt 

MIL-STD-1682/5 

SH 

27  Oct 

76 

SH 

Control  Ctnter  Ssbn  616  AM  640  Clossts  Vaiidatad  Jan  83 

1 

1905 

Shipyord  Insptetion  And  CIton'ng  Proetdurts  For  Submorints  Port  6  Missilt 

Mll-STD-1682/6 

SH 

27  Oct 

76 

SH 

Comportmtnl  S6N  616  And  640  Oossts  VaHdafad  Jan  83 

1 

1905 

Shipyord  Insptetion  And  CItoning  Proetdurts  For  Sidsmorints  (Port  7) 

MIL-$TD-1683/7 

SH 

27  Oct 

76 

SH 

Novigotion  Ctnter  Ssbn  637  Closs  V<didatad  Jan  83 

1. 

1905 

Shipyard  fnsptction  And  CItoning  Proetdurts  For  Submorints  Port  8  Missilt 

Mll-STD-1683/8 

SH 

27  Oct 

76 

SH 

Control  Ctnttr  SS8N  637  Class  YolidaKfd  Jan  83 

L 

1905 

Shipyord  Insptetion  And  CItoning  Proetdurts  For  Submonnts  (Port  9)  Missilt 

Mll$TD-1682/9 

SH 

27  Oct 

76 

Sri 

Comportmtnt  Ssbn  637  Closs  Votidafad  Jan  83 

L 

1905 

Shipyord  Insptetion  And  Citoning  Proetdurts  For  Submorints  Port  10 

Mll-STD-1682/10 

SH 

27  Oct 

76 

SH 

Novigotion  Ctnter  SSBN  640  Cioss  Validatad  Jan  83 

L 

1905 

Shipyard  Insptetion  And  Citoning  Proetdurts  For  Submorints  (Port -11) 

MIL-STD-1682/11 

SH 

27  Oct 

76 

SH 

Novigotion  -Ctnttr  Ssbn  608  Closs  Vafidafad  Jan  83 

1 

1905 

Ship^^rd  Insptetion  And  Citoning  Proetdurts  For  Submorints  Port  13  Missilt 

Mll-STD-1682/12 

SH 

27  Ocl 

76 

SH 

Control  Ctnttr  SSBN  608  Closs  Vclidatad  Jan  83 

1 

1905 

Shipyard  insptetion  And  Citoning  Proetdurts  For  Submorints  Port  13  Missilt 

Mll-STD-1682/13 

SH 

27  Ocl 

76 

SH 

Comportmtnt  SSBN  608  Closs  Validatad  Jan  83 

L 

1910 

Marking  >nd  Lobtling  Of  U.S.  Army  Morint  Croft  REV>OS  . . . 

MIL-M-11745C 

ME 

25  Jul 

ME 

L 

1930 

Borgt,  Dock  Or  Liquid  Corgo,  Nonpn^lltd,  Stetl,  578  Ton  Or  4,160  Borrtl, 

MII-B-10122D 

MS 

19  Oct 

84 

ME 

120  Foot,  Dtsign  331C 

1 

1935 

Convtrsion  Kit,  Borgt,  Dtek  Enelosurt  Dtsign  7006,  For  Dtsigns  213A  And 

MIL-C-13766C  (1) 

ME 

23  Jun 

87 

ME 

7005. 

1 

1940 

Boot  System,  Utility,  Norminol,  20  Foot  Rtinforetd  Plostic  With  100 

MIL-8-29I59A 

YO 

13  Jon 

89 

YD 

Horstpowtr  Outboard  Engint  And  Troiltr 

L 

1940 

Boot,  Bridgt-Ertetion,  US  C5B,  MK<1 . . . . . 

MIL-8-53003A 

ME 

10  Jon 

84 

ME 

L 

1940 

Boot,  Bridgt,  Ertetion,  Inboord  Engint,  Aluminum,  37  Ft.  Validatad  Fab  84 

MIL-8-13994D  (2) 

ME 

21  Jon 

74 

ME 

REV-MC 

L 

1940 

Boot,  londing,  Inflotoblt,  Assoult  Croft,  15  Mon . . . . . . 

MII-B-58022G  (1) 

ME 

25  Jul 

86 

ME 

Q  1 

1940 

Boot,  Landing,  Inflotoblt,  C03,  7>PERSON  Copocity  USER'MC..,,,... . 

MII  B-17775C  (4) 

SH 

22  Aug 

85 

SH 

L 

1940 

Boot,  Rteonnoissonct/  Lond/  Assault,  In^lotobln:  3*,  7*,  15«  Ptrson  . . 

MIL-B-53067  (1) 

ME 

12  Jun 

87 

ME 

L 

1940 

Boot,  Rteonnoissonct,  Pntumotic,  3  Mon  . . . . . 

MIL-B-13831J  (1) 

ME 

27  Aug 

87 

ME 

1940 

Conots................. . . . . . . . . . . . . 

A-A-690A 

t 

30  Stp 

80 

1 

1940 

fibf’s'o!*  Rsfnforcfd  Plojtic,  For  Infotoy*  MoHt  5.  Mod 

MII  C-2449)B  (1) 

5H 

29 

86 

SH 

2,  And  Mode  6 

L 

1940 

Cylindtr,  High  Prtssurt  Air,  Fibtrgloss  Rtinforetd  Nostic  (FRP),  Mtfd  Lintd 

MILC-24604 

SH 

22  Jun 

87 

SH 

Validatad  Jun  87 

NOTICE  1 

Q  L 

1940 

Inflotion  Systtm  Equipmtnt,  Comprtsstd  Air,  For  Mork  5,  Mod  2  (15  Ptrson)  & 

MIL-l-244908  (1) 

SH 

03  Ocl 

85 

SH 

Mark  6  (25‘PERSON)  Inflotoblt  liftboots 

Q  1 

1940 

Liftboot,  Inflotoblt,  Mode  6,  35*PERSON  Copocity.................. _ ... _ ....... _ ..... 

MIL-L-24489B  (1) 

SH 

20  Aug 

86 

SH 

1 

1945 

Borgt,  Pitr,_Stlf  Eltvotlng,  StttI,  300  Fttt  By  80  Fttt  By  13  Fttf . 

MIIB-52620A 

ME 

10  Jon 

84 

ME 

1 

1945 

Borgt,  Pitr,  Stif  EItvoting,  Stetl,  150  Fttt  By  60  Fttt  By  10  Fttt.. . . . 

MIIB-52606A 

ME 

10  Jon 

84 

ME 

1 

1945 

Borritr  Systtm,  Flooting,  Oil  And  Otbris  Contoinmtnt  (For  Ptrmomtnt 

MII.-B-291B6  (1) 

Yb 

02  Jon 

79 

YD 

Instolkition)  Validotad  Avg  83 

L 

1945 

Booms,  Floating  Borritr,  Oil  (For  Horbor  Ust)  Validatad  May  82........................ 

MII.B-28617C 

YD 

14  Oct 

77 

YD 

L 

1945 

Comtl,  Wood  Morint,  Singit  log  Configurotion,  Untrtottd  And  Trtottd  ............ 

MIL-C-2B62BB 

YD 

26  Nov 

84 

YD 

1 

1945 

Plotform,  Pontoon,  Workboot  (Oil  Contoinmtnt  Boom  Hondling)  . . . . 

MIL.P.29191A 

YD 

13  Jon 

89 

YD 

187 
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194S 

Pontoon,  Dock  Fitting!  &  Outfitting  Accotiorloi,  Dotoil  Sppcifkotlon  For............ 

MIL-P-19380/3 

YD 

26  Mar 

81 

ME  YD 

1945 

Pontoon,  Drydock  Equipmont,  MiKtlfonooui  Fittingi  &  Ac<ot»or!oi,  Dotoil 
Spocificotion  For 

MiL-P-19380/4 

YD 

28  Mor 

81 

ME  YD 

1945 

Pontoon,  Joining  Filtingi.,  Tools,  4  Cogos,  Dotoil  Spocificotion  For  . . 

MiL-P-193S0/2  (1) 

YD 

24  Aug 

81 

ME  YD 

1945 

Pontoon,  Stool,  Soctionol,  P  Sorios,  Dotoil  Spocificotion  For . . . . . 

MiL-P-19380/1  (2) 

YD 

26  Jul 

82 

ME  YD 

•1945 

Pontoons,  Stool,  Soctionol,  (P)  Sorios.  Including  Fittings  And  Tools  (For 

Coupling  Into  Floating  Structuros) 

MIL-P-19380J  (2) 

YD 

26  Jul 

82 

ME  YD 

1 

1945 

Roft,  Wosto  Oil  (Donut)  . . . . . 

MIL-R-286660 

YD 

03  Jul 

86 

YD 

L 

1950 

Sofoty  Cortificotion  Progrom  For  Drydocking  Focilitios  4  Shipbuilding  Woys  For 
U.s.  Novy  Ships 

MiL-STD.162SC 

SH 

25  Aug 

87 

SH 

L 

1990 

1990 

1990 

loot  4  Croft,  Proporotion  For  Dolivory  Of  REV*SM . . . . . 

Dosign  Mothods  For  Novol  Shi|^>oo'd  Systoms  Soction  672*1  Colculotion  Of 
Stororoom  Copocity 

Dosign  Mothods  For  Novol  Shipb'Ford'Systoms  Soction  305*1  Dosignotion  4 
Mnrking  Of  Eloctric  Systom 

MiL-8-18147C  (1) 
MiL-STD-21S9/672 

MiL-STO-2 189/305 

SH 

SH 

SH 

06  Nov 
30  Mor 

07  Apr 

85 

88 

88 

SH 

1990 

Dosign  Mothods  For  Novol  Shipboord  Systoms  (Soction  314*4)  ^)0  Hortt 

Powor  Systom  Tost  Procoduro 

MIL-STD-21S9/314 

SH 

02  F.b 

88 

SH 

L 

1990 

Dosign  Mothods  For  Novol  Shipboord  Systoms  Soction  310*rEloctric  Systom 

Lood  4  Powor  Anolysis  For  Surfoce  Ships 

MIL-STD-31S9 

SH 

11  Jon 

88 

1990 

Fitting  Out  Hondbook  *  S^ips  Validaffd  Jan  88 . . . . . 

DOD'HDSK  269 
NOTICE  1 

SH 

08  Jon 

88 

SH 

1 

1990 

Intorfoco  Stondord  For  Shipboord  Systoms,  Soctiott  533  PotoUo  Wotor  Sorvico 
(Motric)  Vah'dafad  Jan  84  USER-AS  EC  REV-YD 

OODSTO-1399/533 

SH 

22  Moy 

78 

SH 

L 

1990 

intorfoco  Stondord  For  Shipboord  Systoms  Soction  441,  Prociso  Timo  4  Timo 
Intorvol  (PTT  1) 

DOD-STD-1399/441 

SH 

01  Jun 

82 

SH 

L 

1990 

intorfoco  Stondord  For  Shipboord  Systoms,  Soction  534,  AuxHiory  Stoom 

Sorvico,  Surfoco  Ships  Vatidatad  Oct  82  REV*AS 

MILSTD-1399/534 
NOTICE  2 

SH 

16  Nov 

77 

SH 

1 

1990 

Intorfoco  Stondord  For  Shipboard  Systoms  USER*YD  OS  REV.EA  EC  OS  AS . . 

DODST0-1399C 

SH 

02  F.b 

88 

SH 

L 

1990 

Intorfoco  Standard  For  Shipboord  Systoms  Soction  3(X)A  Elochic  Powor, 

Altomoting  Curronl  (Motric)  REV-EC  YD  OS 

0ODST0-1399/300A 

SH 

13  Oct 

87 

SH 

L 

1990 

Intorfoco  Stondord  For  ShipbMrd  Systoms,  Soction  304,  Eioctricol  Cobtos  And 
Connoctors  Validafad  Jan  84  USER-MC  CG  REV-YD  EC  AS 

DODSTD-1399/304 

SH 

20  Jon 

78 

SH 

L 

1990 

intorfoco  Standard  For  Shipboard  Systoms  Soction  070  Port  1  D.c.  Mognotic 

Fiold  Environmont  (Motric)  Vatidatad  Fob  84  USER-AS  REV*OS  EC 

DODSTD.1399/070 
PART  1 

SH 

26  Fob 

79 

SH 

L 

1990 

Intorfoco  Stondord  For  Shipboord  Systoms  Soction  593  •  Port  1  Sowogo/wosto 
Oisposoi  For  Surfoco  Ships  Vo/idatad  Sap  83  REV-YD 

Mll-STO-1399/593 
PART  1 

SH 

26  Jul 

78 

SH 

1 

1990 

lntorf<KO  Stondord  For  Shipboord  Systoms  Soction  593  •  Port  7  Sowogo/wosto 
Wotor  Disposol  For  Submorinos  Vatidafad  Sap  83  REV-YD 

MIISTO.1399/593 
PART  2 

SH 

26  Jul 

78 

SH 

1 

1990 

Intorfoco  Stcndord  For  Shipboord  Systoms  Soction  406  Digital  Computor 
Grounding  (Motric) 

DODST0-1399/406A 

SH 

02  Jun 

62 

SH 

1 

1990 

Intorfoco  Stondord  For  Shipboord  System,  Soction  532,  Cooling  Wotor  For 
Support  Of  Efoctronic  Equipmont  (Motrk)  Vaiidatad  Jan  84 

DODSTD.1399/532 

SH 

10  Moy 

78 

SH 

1990 

Inffioia  Stondord  For  ShipbMrd  Systoms  •  Soction  07 1  •  Moss/siio/shopo, 
Shipboord  Urits  (Motrk) 

DOD-STO-1399/071 

SH 

12  Nov 

81 

SH 

1 

1990 

Intorf^o  Stondord  For  Shipboord  Systoms  Soction  072.2  Host  Environmont, 

Gun  Muizto 

DODST0  1399/072 

SH 

11  Au, 

67 

SH 

1 

1990 

Intorfoco  Stondord  For  Shipboord  Systoms  Soction  072  >  Port  1  Host 

Environmont,  MIssilo  Exhoust  Vaiidatad  Sap  82 

MllSTD.1399/072 
PART  1 

SH 

14  Oct 

77 

SH 

L 

1990 

Intorfoco  Stondord  For  Shipboord  Systoms,  Soction 072  *  Port  3  •  Host 
Environmont,  Nucloor  Woopons  Vaiidatad  Jan  84  USER-SA  AS  SS  REV*EC 

DODSTD.1399/072 
PART  3 

SH 

22  Moy  78 

SH 

L 

1990 

Intorfoco  Stondord  For  Shipboord  Systoms  *  Soction  072  *  Port  4  Shock 
Environmont  (Motric)  Vedidotad  Dae  83 

DOD'STD-1399/072 
PART  4 

SH 

06  D.C 

78 

SH 

L 

1990 

Intorfoco  Stondord  For  Shipboord  Systoms  Soction  073  '  Port  1  Vibrotlon 
Environmont  (Motrk)  Vaiidatad  Sap  83 

DODST0  1399/073 
PART  1 

SH 

12  S.p 

78 

SH 

L 

1990 

Introduction  To  Woopon  Effocts  For  Ships  (Motric) . . . 

Mil-HDBK  297 

SH 

28  D.C 

87 

1 

1990 

Ship  Comportmont  Stondord  Nomoncloturo . . . 

Mll-$T0-1624A 

SH 

10  Aug 

84 

SH 

L 

1990 

Ship  Spoco  Clossifkotion  Systom  . . . . . . 

PODSTD-2150 

SH 

23  Mor 

84 

.SH 

1990 

Vohldos,  Advoncod  Morino  Surfoco,  Hydroulic  Systom  Dosign  Critorio  For  •  Jrd 

04  USER-MC 

SAE  HIR1496A-S4 

SH 

01  Apr 

85 

ME  SH 

1 

1990 

Woopons  Hondling  Vaiidatad  Sap  83  USER-AS  . . . . 

DODSTD-1399/703 

SH 

05  Stp 

78 

SH 

20GP 

List  Of  Gonorol  DMign  Drowings  (Stondord  4  Typo)  Approvod  ly  Tho 
Novolsoosyscom  Pt.  2  Alphobotkol  Listing 

MIL-BULL  553 

PART  2 

SH 

06  Apr 

88 

SH 

30G9 

List  Of  Gonorol  Dosign  Drowings  (Stondord  4  Typo)  Approvod  ly  Tho 
Movsoosyscom  Pt.  3  Usting  Of  Concolod  Drawings  (Numoric) 

MIL-BULL  553 

PARTS 

SH 

06  Apr 

88 

SH 

L 

2010 

looring,  Propulsion  Lino  Shoft,  Oil  Disc  Lubrkotod . . . . . . 

MIL-B-18S58B 

SH 

24  F.b 

88 

SH 

1 

2010 

Couplings  For  Propulsion  Units,  Auxiliory  Turbinos  And  Lino  Shofts  Novol 
Shi^oord 

MIL-C-23233  (2) 

SH 

27  Aug 

79 

SH 

1 

2010 

Induction  Clutchos,  Low  Mognotic  Fiold  Dosign  Of  (Motrk)  Vaiidatad  Fab  89,.,... 

D0D'$TD-2I44 
NOTICE  1 

SH 

06F«b 

89 

SH 

L 

2010 

PropoEor,  Ship,  ControBobk  ritch~(M4tric}  . . 

0Cr/P-24362A 

SH 

Cl  No. 

82 

Si( 

L 

2010 

Proving  Unit,  Outboord,  DED. . . . . . . . . 

MIL-*-29232 

YD 

01  Oct 

64 

YD 

1 

2010 

P/opoNing  Units,  Outboord,  Diosol  Enpino  Drivort  Valtdatad  Dae  86  USER-ME 
REV.99 

MIL-P-t5916E 

INT  AMD  1 

YD 

17  D« 

86 

ME  YD 

L 

9C1C 

ItMiuirmMntt  For  Xtpoir  And  SlroighlOTing  Ofbronn  Nml  Ship  Proptllw. ...... 

DOD-STD-2185 

SH 

23  Oct 

86 

SH 

I'.s.,  5  »  10  Gd  (20  t  404.)  Dl.p«  ting  ■  3'Jul  SO  (Netic.  2  $h  2  J.n  S2) .... 

ASTM  F670-80 

SH 

18  Aug 

80 

SH 

2010 

It* ji stars,  Tunnol,  PormononHy  InstoHoo  fn  Morino  Vossols*opr  64  USER-MC........ 

ASTM  F841-84 

SH 

08  Mor 

65 

ME  SH 

1 

2020 

A-fromo,  Pontoon  Tug,  Profobricotod,  Knockod  Down . . . . . . . 

MIL-A-23987A 

YD 

12  Jon 

89 

YD 

1 

2030 

Control,  Eloctro'hydroulk  Stooring  Goor  Synchro  Hond  Eloctric  Vaiidatad  Apr 

8J 

Dovit  4  Winchos,  loot  Powor  Oporolod  Vaiidatad  Apr  07...... ........ ........ .. .. 

MIL-C-17903C  (3) 

SH 

31  Aug 

64 

SH 

L 

2030 

*8,lj  r.  1  TT  J 

S., 

i 

SH 

1 

2030 

Drivo  AssomUy,  Eloctrohydroulie,  Ammunition  Hoist  Vaiidatad  Apr  81  ................ 

MIL-D-17432C  (1) 

SH 

06  Mor 

67 

SH 

1 

2030 

Propulsion  And  Auxiliory  Control  Consolos  And  Associotod  Control  And 
Instrumontotion  Equipmont,  Novd  Shi^eord  Uso,  lesic  Dosign  Roqwtamonts 

MIL-P-24433  (1) 

SH 

30  Jon 

78 

SH 

168 
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L 

2030 

Ship  Control  Coniolt  And  Combinotion  Equipmtnts  (Novoi  Shipboord  Umt) 

MIL-S-17422  (6) 

SH 

02  Mar 

87 

SH 

REV-GS 

1 

2030 

Ship  Control  Ordtr  And  Indicottng  Equipment  •  Self  Synchronous  (Novoi 

MIL-S-t7299  (4) 

SH 

13  May 

58 

SH 

Shipboord  Uie^  Volidattd  Dec  82 

L 

2030 

Steel  Geor  And  Pinion  Forgings,  Corbon  And  Alloy,  Heol  Treoted,  Novoi 

MIL-S-19434A  (2) 

SH 

22  Dk 

80 

SH 

Shipboord  Propulsion  Unit  And  Auxiliary  Tu^ine 

L 

2030 

Steering  Geors,  Electro  Hydraulic  Morlne  Valithttd  Apr  8)  . . . . . . . 

MIL-S-17S03D 

SUPP  1 

SH 

2)  Apr 

60 

SH 

1 

2040 

Anchor,  Morine  Fluked,  Light  Weight  Type  (Lwt),  (30  Degrees  And  50  Degrees 

MII-A-242S0A 

SH 

11  Dec 

72 

SH 

Fluke  Angles  With  Wedge  Block  Adopters),  High  Strength  Cost  Steel 

Validottd  Apr  8  / 

L 

2040 

Anchor,  Morine,  Mushroom,  Cost  Steel,  50(X)  Lb,  Nominal  Weight . 

MIL-A-58005B 

ME 

13  Apr 

83 

ME 

L 

2040 

Anchor,  Morine,  Fluked  (Lightweight  Type  (LWT)  Hodfield  MongorMse  Cost 

OOD-A-17254A 

SH 

23  Aug 

85 

SH 

Steel)  (low  Magnetic  Permeobility)  Votidoted  Moy  1964 

L 

2040 

Anchor,  Navy  Stockless  Type  (Metric)  Validated  Oct  83  ftEV*YO . . 

DODA-24581 

SH 

25  Oct 

78 

SH 

2040 

Anchor,  Navy,  Lightweight  Type  (Metric)  REV*YD . . . . . . . 

0OD-A-I57070  (2) 

SH 

25  Jon 

69 

SH 

2040 

Anchor,  Sea,  Life  Roft  REV‘82 . 

MIL-A-3339C  (1) 

AS 

19  Aug 

88 

ME  AS  99 

L 

2040 

Anchor,  Stato  Mooring,  200  To  15, OCX)  Pounds  USER-SH.. . . . 

MII-A-2S619B 

YD 

19  Aug 

87 

YD 

L 

2040 

Anchor,  Two  Fluke,  Balanced  Fluke  (Metric)  Validated  Oct  83 . 

DOD-A-245S2 

SH 

25  Oct 

78 

SH 

2040 

Ar>chor,  Wovmoor  Cousewoy  Mooring  . . . . . . . . 

MIL-A-53079 

ME 

09  Jan 

89 

2040 

Bitts,  Cleats,  And  Chocks . . . . . . . . . . . . 

MIL-B-17397D 

YD 

29  Aug 

83 

ME  YD 

L 

2040 

Boot  Arrowheods  And  Arrownocks  (Toils),  Morine  Hardwore  Validated  Jvl  83.... 

MS-17005 

SH 

14  Oct 

59 

SH 

L 

2040 

Chock,  Rope,  Closed,  Marine  Hardwore  Validated  Jul  87 . . . . 

MS-16822 

NOTICE  1 

SH 

06  Jul 

87 

SH 

1 

2040 

Chock,  Rope,  Open,  Roil,  144NCH,  Marine  Hardwore  Validated  Dec  82 . 

MS-15174A 

SH 

2  Jun 

59 

SH 

L 

2040 

Cleot,  Rope  (Holyord),  4*1/2  Inch,  Marine  Hordwore  Validated  Jal  83 . 

MS-15173A 

SH 

2  Jun 

59 

SH 

2040 

Cleat,  Rope,  Hollow,  Marine  Hardware  Validated  Jul  83  REV*99 . . . 

MS-151708 

SH 

15  Jul 

60 

ME  SH 

L 

2040 

Cover,  Morine  Hatch,  HydroullcoKy  Operated,  Quick  Acting,  Self'Stowing 

MIL-C-18831 

SH 

29  Aug 

55 

SH 

Validated  Apr  81 

1 

2040 

Door,  Curtoin,. Roiling,  Steel,  Pilasters,  Anri-Their  Operoting  Equipment 

MIL-D-24151 

SH 

15  Nov 

65 

SH 

Validated  Apr  81 

2040 

Doors,  Furniture,  Marine  •  30  Jul  82 . . . . 

ASTM  F782-82 

SH 

24  Jun 

83 

SH 

L 

2040 

Droin,  Deck,  Marine  Hardwore  Validated  Jul  83 . . . . . . 

MS-15240A 

SH 

2  Jun 

59 

SH 

L 

2040 

Electrode,  Reference,  CIrculor,  Corrosion  Preventive  (Flush  Type)  Silver  •  Silver 

MII-E-23919A 

SH 

18  Apr 

83 

SH 

Chloride 

1 

2040 

Electrode,  Silver  Silver  Chloride,  Reference  Type  Portoble  Cells  &  Replocement 

DOOE-24618 

SH 

18  Apr 

83 

SH 

Elements  (Metric) 

1 

2040 

Foirleod  And  Roller  (For  Pontoon  Assemblies  And  Marine  RolKvoys)  USER‘ME.... 

MII-F-16723E 

YD 

21  S.p 

81 

YD 

1 

2040 

Fender,  Marine,  Rubber*filled  Validated  Apr  81 . . . . . . 

MIL-F-11435A  (1) 

INT  AMD  1  ($H) 

SH 

08  Jul 

54 

SH 

1 

2040 

Corine,  Vinyl,  Air  Filled  Validated  Apr  81 . . 

MIL-F-23788  (1) 

SH 

01  Dk 

64 

SH 

1 

2040 

trine.  Foam  Filled,  Nei'ns< . . . . . . . 

Mll-F-29248 

YD 

21  Nov 

86 

YD 

QL 

2040 

,  Ventilotlon  Exhoust  (Novoi  Shipboard  Use)  Validated  Oct  83  .... 

MII-F-17548B  (2) 

SH 

23  Oct 

78 

SH 

L 

2040 

h*,  CIrculor,  Heat  Treoted  Validated  Apr  81  USER>CS  REV>99 . 

MIL-G-2697A  (2) 

SH 

22  Sep 

65 

SH 

L 

2040 

C  .  Hot.  ri*nr,  borosillvote  Validated  Sep  83  USER*ME  REV*GS . 

MI(.-G-2860E 

SH 

30  Dk 

77 

SH 

L 

2040 

\j'  jri.  9*''*,  Any  Crosh  Truck  Validated  Nav  84  REV-MI  9V  ...,„ 

MIl-C-BISC  (1) 

SH 

06  Dk 

63 

SH 

2040 

Gux.  it,  ..  . . . . . . . . . . . 

MII-G-2767C 

SH 

27  Apr 

83 

ME  SH 

L 

2040 

MIL-H-3496D 

ME 

29  Mor 

84 

ME 

L 

2040 

Inclined  lodder  Treod  Tost ..  ,vcs  B  Equipment  For  V*oor,  Slip  Resistonce  & 

MIL-STD-2151 

SH 

25  Jul 

84 

SH 

Impoct 

2040 

Mot,  Cargo  REV*99 . . . 

MH-M-69A  (1) 

SH 

25  Jon 

89 

ME  SH  82 

1 

2040 

Mooring  System,  lightweight  (For  Use  With  Korbor  Flooring  Oil  Borrier  Boom) 

Mll-M-29179 

YD 

06  Nov 

78 

YD 

Validated  May  82 

L 

2040 

Nume.*ol,  Boot  Bow,  Marine  Hordwore  Validated  Jan  88 . . . 

MS-17038 

NOTICE  1 

SH 

27  Jon 

86 

SH 

L 

2040 

dor.  Metal,  Ssctional  Validated  Apr  81  REV*99..... . . . . . . 

MS-26529 

SH 

2  F.b 

56 

SH 

2040 

Pod,  Cleat,  Morine  Hardware  Validated  Jul  83  REV-AR  99 . 

MS-151718 

SH 

15  Jul 

60 

ME  SM 

Q  L 

2040 

Peddle,  Boot,  Lomlnoted  Wood  Validated  Apr  81  USER*MC . . 

MII-P-15737B  (1) 

SH 

11  Sk> 

62 

SH 

1 

2040 

Rudder  Section  Offsets  Coefficients  Validated  Jul  87 . . . 

MS-18230 

NOTICE  1 

SH 

06  Jul 

87 

SH 

L 

2040 

Scupper,  Overboord  Dischc.'ge,  Marine  Hardwore  Validated  Dec  82  . . 

MS-15172A 

SH 

2  Jun 

59 

SH 

L 

2040 

Sea  Anchor  Validated  May  67 . . . . . . . . . . 

MIL-S-23086 

CG 

08  Nov 

61 

CG 

L 

2040 

Shockle,  Strop  And  Pin**mooring,  Marine  Hordwore  Validated  Jul  83.................. 

MS-16833A 

SH 

7  Jul 

59 

SH 

L 

2040 

Ship  limiting  Droft  Mork  Validated  Apr  81, . . . 

MS-18291 

SH 

05  Nov 

71 

SH 

1 

2040 

Stors,  Boot  Bow  Inslgnio,  Morine  Hordwore  Validated  Dec  82 . . 

MS-17006 

SH 

7  Jul 

59 

SH 

L 

2040 

Strainer,  Deck  Droin,  Marine  Hordwore  Validated  Jul  83 . . 

MS-15241A 

SH 

2  Jun 

59 

SH 

L 

2040 

Stuff'ng  Tubes  For  Use  With  CIrculor  Anodes  And  Reference  Electrodes 

MIL-S-23920 

SH 

eh 

Z 

o 

< 

63 

SH 

(Corrosion  Preventive  Validated  AprBI 

L 

2040 

Treod,  Compound  Filled,  For  Inclined  lodders . . . . . 

Mll-T-24634 

SH 

25  Jul 

84 

SH 

2040 

Weight,  Bollo.l  REV-99 . 

M!I.W.2o6960 

SH 

06  Jul 

87 

ME  SH 

1 

2050 

Blodder,  Ffolalion  (Novy)  Validated  Sep  85  USER*SA  MC  REV-CT  . . 

Mll-B-202788  (1) 

OS 

09  Mof 

56 

OS 

L 

2050 

Bladder,  Flotation,  Mk  2  Mod  0  And  Mk  2  Mod  1  Validated  Sep  85  R£V*CT.... 

MII-B-2116C  (2) 
NOTICE  2  (OS) 

OS 

08  Jun 

78 

OS 

L 

2050 

Bridie,  Choln,  Buoy  Validated  May  70 . . 

Mll-B-22700 

CG 

03  Nov 

60 

CG 

2050 

Buoy,  Anchor,  Spor  Validated  Jul  84 

Mll-B-2680 

SH 

23  Aug 

51 

ME  SH 

L 

2050 

Buoy,  Hose  Support,  Inflotoble  . . . . . . 

Mll-e  23459D 

YD 

I3S.P 

86 

YD 

L 

2050 

Buoy,  Mooring  And  Morker  USER*ME  REV-OS......... . . . . 

Mll-B-i6t15F 

YD 

21  Aug 

78 

YD 

1 

2050 

Buoys,  Morker,  Plostic . . . . . . . . . . . . - 

MIL-B-29163A 

YD 

10  Apr 

81 

YD 

1 

2050 

Lif^t,  Beacon  LNU-I/W  Validated  Jul  81 . . . . 

MIL-L-81742A 

AS 

14  Jul 

73 

AS 

i 

20W 

Bog,  Storoge,  Mosk,  Air  Line  Validated  Sep  83 . . . . 

.mt-p  24222A 

SH 

26  Jun 

78 

SH 

L 

2090 

Brocket,  Step,  Bin  And  Rock,  Storeroom,  Shipboord  Type  Validated  Apr  81 ...... 

MS-1628? 

SH 

02  Nov 

70 

SH 

2090 

Brows,  Aluminum,  Beom  And  Truss  . . . . . . «... . . . . 

MII-B-22342C 

YD 

24  Mor 

81 

ME  YD 

1 

2090 

Choir,  Stockirj,  Steel,  Novoi  Shipboord  Use  Validated  Apr  81  .......................... 

Mlt-C-24495 

SH 

26  Dec 

73 

SH 
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1 

IC-50 

Crodlt,  Boat,  Sttel  REV>M| . . . . . . . . . 

MIL-C-14500C 

ME 

28  Jan 

85 

ME 

1 

2090 

Egresi  Morking  Syfttcm  Volidatfd  Ape  81 . . . . 

MS-18302 

SH 

03  Nav 

72 

SH 

1 

2090 

Furniture,  Shipboord,  Steel,  General  Specification  For  Validattd  Apr  81 . 

MIL-F-243E  (2) 

SH 

15  Jon 

/4 

SH 

1 

2090 

Furniture,  Shipboard,  Aluminum,  General  Specificotion  For  Validated  Apr  81 

MIL-F-902J  (2) 

SH 

15  Jun 

74 

SH 

USEX-ME 

L 

2090 

Monrope,  Compoiitlon,  Covered  Validated  Apr  81 . . . . 

MIL-M-21431 

SH 

3  Oct 

58 

SH 

L 

2090 

Meosuring  System,  Floot  Cu'rcnl,  Submorlne  Storoge  lottery  Validated  Apr  81 

MIL-M-21688A  (1) 

SH 

28  Aug 

64 

SH 

2090 

Plotform,  Aluminum  And  Steel,  Ar.d  Accessories  (For  Ships  Brows)... . 

MIL-P-23210D 

YD 

05  Mor 

84 

ME  YD 

2090 

Repoir  Kit,  Gloss  Reinforo-d  Plostic  Laminate  Validated  Apr  81  USER^CG  YD 

MIL-R-19907C  (3) 

SH 

21  Jun 

71 

ME  SH 

os  REV-99 

L 

2090 

Repoir  Kit,  infiotable  Cnft,  Pneumotic  Floots  And  Boots,  Smoll,  Pockogiog  Of 

MIL-R-5LI045A  (1) 

ME 

20  Na* 

73 

ME 

REV-SM 

1 

2090 

Shores,  Damoge  Control,  Automatic,  Adjustoble  Telescoping  Steel . . 

Mll-S-23965  (1) 

SH 

01  Jul 

88 

SH 

2090 

Stople,  Hondgrob,  Hondle,  &  Stirrup  Rung  •  30  Jul  82 . . . 

ASTM  F783-82 

SH 

24  Jun 

83 

SH 

L 

2090 

Tie  Down,  Corgo  Ammunition  Ship,  2000>POUND  Copocity  Validated  Apr  81..., 

Mll-T-’IISOB 

SH 

29D.C 

67 

SH 

1 

2090 

Windows,  Non^icing,  lominated  Flot  Gloss,  Electrically  Heated,  With  Controls.... 

Mll-V  -18445D 

SH 

29  D.C 

80 

SH 

L 

2090 

Wiper,  Window,  Electric  (Morine  Service,  Heavy  Duty)  Validated  Sep  83 

MIL-W-3459C 

SH 

31  Mar 

78 

SH 

99 

USER-ME  CG  REV-SH  99  S5 

L 

2210 

Locomotive,  Diesel  Electric,  56  1/2,  60,  63,  Or  66  Inch  Goge,  70  Ton,  0*4«4>0 

MIL-1-52731A 

ME 

27  Jun 

77 

ME 

Wheel  For  Domestic  Or  Foreign  Service  Validated  Dec  81 

2210 

Roilway  Car  Spotter,  SeK*propelled,  Ged  Or  Ded  REV<MT  64 . . . . 

MIL-R-23314E 

YD 

28  Jun 

85 

ME  YD 

99 

2220 

Pointing  Aisd  Morking:  Freight  And  Maintenance  Cors,  Roilway  Motive  Power 

MIL-P-53044 

ME 

31  Aug 

84 

ME  YD 

99 

And  Work  Equipmtnt  USER-MC  REV-S4 

L 

2220 

Roilwoy  Car,  Box,  End  A  Side  Doors,  56  1/2  Inch  Goge.  70  Ton,  8  Wheel,  For 

MIL-R-52760A 

ME 

24  F.b 

77 

ME 

Domestic  Service  Validated  Jan  85 

L 

2220 

Roilway  Cor,  Flat,  Depressed  Center  Heovy  Duty,  150  Ton,  Domestic  Service 

MIL-R-52768  (1) 

ME 

27  F.b 

75 

ME 

Vaulted  Jen  85 

1 

2220 

Roilwoy  Cor,  Flot,  56*1  ^2  Inch  Goge,  Heavy  Duty,  140  Ton  Copocity,  Domestic 

MIL-R-52968D 

ME 

22  Nov 

88 

ME 

Servic.  REV-MT 

1 

2220 

Roilwoy  Cor,  Flat,  Depressed  Center  56  1/2  Inch  Goge,  Heavy  Duty,  140  Ton, 

MIL-R-52719 

ME 

05Otl 

71 

ME 

12  Wheel,  Dontestic  Service  Validated  Jan  85 

2220 

Roilwoy  Cor,  Gondolo,  High  Side  560/2  Inch  Goge,  50  Ton,  8  Wheel 

MIL-R-3074D 

ME 

28  S.p 

79 

ME  YD 

99 

(Welded),  Domestic  Service  Validated  Dec  83 

2220 

Roilwoy  Cor,  Hopper,  56  •  1/2  •  Inch  Goge,  100  Ton,  8  Wheel,  Domestic 

MIL-R-53059  (1) 

ME 

06  Jul 

87 

ME 

Service 

1 

2220 

Roilwoy  Cor,  Tank,  Petroleum,  20,<X)0  Gallon,  56  1/2  Inch  Goge  8  Whe^, 

MII-R-52757B 

ME 

18  F.b 

86 

ME 

Domestic  Service 

1 

2220 

Roilwoy  Cor,  Tank,  SuHurie  Acid,  DOT-1 1 1A100-W-2  13,350  Golfon,  8  WhMl, 

MIL-R-52507C 

ME 

03  Aug 

82 

ME 

Domestic  Service 

L 

2220 

Roilwoy  Cor>,  Flot,  56  1/2  Inch  Gap*.  250  Ton.  24  Whotl,  Domostic  Strvict 

MIL-R-52805A 

ME 

28  Mar 

80 

ME 

Vaulted  Jan  85 

1 

2230 

Crone,  Multi-purpose,  Roilwoy,  On/off  Trock,  12,000  Pounds  Copocity . . . 

MIL-C-53058A  (1) 

ME 

06  Jul 

87 

ME 

2230 

Crone,  Roilwoy,  Diesel  Electric  40  Ton  Copocity,  (56  1/2  Inch  Goge) . . 

MIL-C-169I5D 

YD 

25  Moy 

85 

ME  YD 

1 

2230 

Drilling  Machine,  Roil,  Gosoline  Or  Diesel,  Portable  Validated  Dec  81 . . . 

MIL-D-3358C 

ME 

20D.C 

77 

ME 

L 

2230 

Extroctor,  Track  Spike,  Gasoline  Or  Diesel  Engine  Driven  Validated  Dec  81  . . 

MIL-E-53248C  (1) 

ME 

03  Nav 

78 

ME 

2230 

Flexible  8  Shoft  Mochine,  Roilway,  Gotolirte  &  Engine  &  Driven  Vrdidoted  Feb 

MIL-F-3358C 

ME 

27  Apr 

78 

ME 

S3  REV-CS 

L 

2230 

Hommer,  Track  Spike,  Gosoline  Or  Diesel  Engine  Driven . . . . . . 

MIL-H-52265B  (2) 

ME 

08  Jan 

85 

ME 

2230 

Jock,  Roilwoy  Trock,  Gosoline  Or  Diesel  Engine  Driven.  Roilrood,  Wheel 

MIL-J-14158E  (1) 

ME 

07  Jan 

85 

ME 

Mounted 

L 

2230 

Roilrood  Tie  Inserter  And  Extroctor,  Wheel  Mounted,  Self-propelled, 

Mll-R-29230 

YD 

23  Mar 

84 

YD 

Diesel-engine -driven 

L 

2230 

Railway  Cors,  Troiteri  Mointeiionce,  56-1/2-  Inch  Goge,  5-TON,  4<WHEEl, 

MIL-R-10572C  (1) 

ME 

10  D« 

84 

ME 

Domestic  Service 

2230 

Roilwoy  Motor  Cors,  Mointenonce  8-MAN,  3000  Lb  Lood  Copocity,  56  1/2  Inch 

A-A-50218 

ME 

15  Dk 

83 

ME  YD 

84 

Gouge 

2230 

Railway,  Mointendnce-of-woy,  56-1/2  Inch  Goge . . . . . . 

A-A-50214 

ME 

03.Aug 

83 

ME  YD 

84 

1 

2230 

Snowplow,  Roilwoy,  Push,  Wedge  Type,  locomotive  Pilot  Mounted.  Validated 

MIL-S-12115A 

ME 

25  Nav 

74 

ME 

Jan  85 

L 

2230 

Tomping  Mochinet,  Roilwoy,  Vibrotor  Type,  Diesel  Engine  Driven  Validated  Jan 

MIL-T-52954 

ME 

28  Jul 

78 

ME 

L 

2230 

Tomping  Mochines,  Roilwoy,  Vibrotor  Type,  Diesel  Engine  Driven  Validated  Jen 

MIL-T-52982 

ME 

03  Sep 

80 

ME 

85  REV-YD 

2230 

Track  Shifter,  Roilwoy,  Gosoline  Or  Diesel  Engine  Driven  Validated  Jan  83.,.. 

MIL-T-52289C 

ME 

23  Jun 

78 

ME 

99 

1 

2230 

Wrench,  Trock,-Gosoline  Or  Diesel  Engine,  Portoble  Validated  Jan  85 . . 

MII-W-3357C  (1) 

ME 

''3  Nav 

78 

ME 

2240 

Plote,  Identification,  Locomotives,  Roilwoy  Cors,  And  Work  Equipment.. . . 

MII-P-3558E  (1) 

ME 

12  Jon 

89 

ME  YD 

2250 

Deroil,  Roilwoy  Validated  Jen  83 . . . . . . . 

MIL-DO  1302D 

ME 

13  F.b 

78 

ME  YD 

2250 

Joint  Bor,  Roil . . . . . . . . . . 

MIL-J-12358D  (1) 

ME 

27  Dee 

84 

ME  YD 

2250 

Roil  Anchor,  Ruiiwoy . . . . . . . . . . . . . . 

MIL-R-52d6SB  (1) 

ME 

12  Dec 

84 

ME  YD 

2250 

Roil,  Tee,  Roilwoy,  Reloyer  Roil  REV-CE . . . . . . . 

MIL-R-3911D 

ME 

02  Ocl 

85 

ME  YD 

2250 

Roilt,  Carbon  SimI  Tn  •  27  Jan  84  USER-MC  CG . 

ASTM  A1-84 

YD 

09  Jul 

84 

ME  YD 

99 

2250 

Spike,  Track,  Squore  Shonk  Validated  Apr  85  REV-ME  IS  . . . 

FF-S-811A 

/Ak 

26  Jun 

72 

AR  YD 

99 

L 

2250 

Switch  &  Frogs,  Trock,  Fobricoted,  For  Porto!  Crones . . . . 

MIL-S-29229 

YD 

13  Jnn 

84 

YD 

1 

2250 

Switches  And  Frogs,  trock.  Cost  Mongonese  Steel,  For  Portol  Crones  REV-MI .... 

MIL-S-82020A 

YD 

13  Jan 

84 

YD 

2250 

Tie-plote,  Roilwoy  . . . . .  . . 

MIL-T.12270C  (1) 

ME 

27  Dm 

84 

ME  YD 

2250 

Turnout,  Roilwoy  (Unossembled,  Complete  With  low  Stood  Throw  And  Rigid 

MIL-T-11292C  (1) 

ME 

27  D.C 

84 

ME  YD 

Bolted  Frog) 

23GP 

Nontoctkol-Wheeled  Vehicles  Treotment,- Pointing,  Identification  Morking  8 

MIL-STD-1223Y 

AT 

01  Sep 

86 

AT  YD 

99 

Doto  Plote  Stondords  REV-MC  03  85  84 

NOTICE  1 

L 

23GP 

Sofety  Stondords  For  Militory  Ground  Vehicles  USE/  CE  REV-TE  ME  AR..... . 

MIL-STD-11808 

AT 

20  $ep 

86 

AT  YD 

2310 

Ambulonce  Emergency  Medicol  Core  Surfoce  Vehicle  . . . 

KKK-A-1822B 

-AT 

01  Jun 

85 

AT 

99 

2310 

Automobile,  Heorse,  Commerciol . . . . . . . 

Mil-A-46771B 

AT 

29S.P 

82 

AT 

99 
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2310 

Automobilts,  Light  Truck),  &  Medium  Trucks  '  1986  (Combined  With  FED  STDS 

FED-STD-122A 

•AT 

01  Ocl 

87 

AT  YD 

292M,  307N  &  794B)  REV-AT  CR  ER  YO  MC  84  99 

2310 

Sus,  Motor,  Suburbon  &  intercity,  41  To  53  Adult  Possenger,  4  X  2,  6  X  2,  &  6 

MIL-B-45371P 

AT 

11  Feb 

87 

AT  YD 

X  4,  Commercial  REV*MC 

2310 

Bus,  Motor,  With  High  Heodroom,  20  &  28  Possenger,  4X4  REV*ER  CR  MC _ _ 

MII-B-44730W 

AT 

15  Ocl 

88 

AT  YD 

99 

2310 

Bus,  Motor,  12  &  15  Possenger,  Corryoll  Conversion  REV>84  . . . . 

MIL-B-44700L 

AT 

12  Apr 

84 

AT 

99 

2310 

3us,  Motor,  16  Possenger . . . . . 

A-A-50744 

/84 

■2  Mor 

84 

AT  YD 

99 

1 

2310 

Bus,  Motor:  Ambulance,  Intercity,  40  Passenger,  6X2  Or  6X4  REV*MD . 

MIL-B-42152A 

AT 

29  Noy 

83 

AT 

2310 

Buses,  Motor  Compoct  Forword  Control,  8600  To  10900  Pounds  Gvw,  12,  16  & 

MILB-62117H 

AT 

15  Ocl 

88 

AT  YD 

99 

20  PotMngcr,  4X2  REV-MC  8S  84 

2310 

Buses,  Motor,  Transit,  Ambulonce  Conversion.  Forword  Control,  With  High 

MIL-B-45347Y 

AT 

15  Jon 

89 

AT  YD 

99 

Hndroom,  30  And  44  Posungtr,  2  Wheel  Drive  REV-MD  ER  CR  MC  99 

2310 

Buses,  Motor:  Forword  Control,  28,  36  &  44  School  Age  Possenger,  4X2 

MIL-8-42241H 

AT 

15  Ocl 

88 

AT  YD 

99 

REV-MC 

2310 

Buses,  Motor:  School,  With  High  Heodroom,  20v  26<,  36<,  dt4'. 

KKK-B-1579B 

/AT 

01  Ocl 

85 

AT  YD 

84 

56>PASS>ENGER,  Two<wheel  Drive 

•2310 

Lomp,  Reflectors  And  Associated  Signoting  Equipment  For  Militory  Vehicles 

MIL-STD-1179C 

AT 

15  Jul 

87 

AT 

USER-MC  YD  99 

NOTICE  2 

2310 

Rustproofing  Of  Commercial  (Nontocticol)  Vehicles.. . . . . . 

FED-STD-29/C 

/AT 

15  Aug 

84 

2310 

truck,  Ambulance,  Gasoline  Engine  Driven,  10,500  Pounds  Gun,  4  X  4,  4  litter 

MIL-T-1 4382V 

AT 

22  Mar 

85 

AT  YD 

99 

(Commerciol,  Field  Type)  REV<MD  MC  84 

2310 

Truck,  Patient  Tronsport,  Von  Conversion,  4X284X4,  Commerciol  REV*MD 

MIL-T-12407W 

AT 

01  Ocl 

83 

AT 

ER  MC 

2310 

Windshield  Wiper  Systems,  Passenger  Cor  •  Nov  73  (Reopproved  Oct  83) 

SAE  J903C-73 

AT 

30  Sep 

81 

AT 

99 

Volidaltd  Oct  83  REV-YD 

1 

2320 

Corritr,  Armortd,  Full  Tracked,  M113A2,  M106A2,  M125A2,  &  M577A2.  & 

MII.-C-42310A 

AT 

31  S.p 

82 

AT 

Chassis,  Weopon,  Full  Tracked,  M741A1,  And  M901 

2320 

Carrier,  Cargo,  Arctic  Trockloylng,  Corgo  And  Passenger,  Gver.the*snow  Type 

MILC-24339C 

84 

08  Dk 

82 

AT  YD 

99 

REV-AT 

1 

2320 

Carrier,  Corgo,  1  1/2  Ton,  M973  Small  Unit  Support  Vehic*  (SUSV) . 

MIL-C-42447 

AT 

30  Jun 

83 

AT 

L 

2320 

Corri*r,  Full  Track«l,  M548A1  8.  M730A1  . 

MIL-C-42013C  (3) 

AT 

30  Jul 

84 

AT 

L 

2320 

Corner,  Guided  Missile  Equipment,  XM730  VoVdb/etf  Oct  . . 

MIL-C-42092  (1) 

AT 

08  May 

49 

AT 

L 

2320 

Carrier,  Personnel,  Full  Tracked,  Armored,  M113  (Inoctive  No  S/s  0  See  Mihstd 

MS-500033C 

AT 

14F.b 

88 

AT 

962  For  Status 

2320 

Chosis,  Truck,  5  Ton,  6X6,  167  Inch  Whecibose,  Militory  Design,  M61A2 

MS-5210IC 

AT 

14F.b 

88 

AT  MC 

99 

Inactive  For  Design  After  16  Feb  88  REV>ME 

1 

2320 

Chassis,  Truck  5  Ton,  6X6,  M810 . . . 

MS-52175 

AT 

03  Moy 

85 

1 

2320 

Chassis,  Truck  5  Ton,  6X6,  M809  . . . 

MS-52173 

AT 

03  Moy 

85 

1 

2320 

Chassis,  Truck  5  Ton,  6X6,  M809A1 . . . 

MS-52174 

AT 

03  Moy 

85 

1 

2320 

Chassis,  Truck  5  Ton,  6X6,  M811  . . . . . 

MS-52174 

AT 

03  Moy 

85 

2320 

Ch«»!»,  Truck  J-TON,  4X«,  N939 . 

MS-52301 

AT 

15  Dec 

88 

AT 

L 

2320 

Chassis,  Truck  5  Ton,  6X6,  M811A1 . . . 

MS-52177 

AT 

03  Moy 

85 

1 

2320 

Chottli,  Truck  5  Ton,  4X6,  M811A2 . 

MS-52178 

AT 

03  Moy 

85 

L 

2320 

Chassis,  Truck  5  Ton,  6X6,  M612  . 

MS-52179 

AT 

03  Moy 

85 

1 

2320 

Chassis,  Truck  5  Ton,  6X6,  M812A1 . . . . . . . . 

MS-52180 

AT 

03  Moy 

85 

2320 

Chassis,  Truck,  5  Ton,  6X6,  M940 . . . . . . . . 

MS-52299 

AT 

19  Dec 

88 

AT 

2320 

Chassis,  Truck,  5  Ton,  6X6,  215  Inch  Wheelbase,  Military  Design,  M63A2C 

M5-52102B 

AT 

29  Jon 

81 

AT 

99 

(Inocliv.  Aft.r  21  Ocl  74  Uw  MIL-T-740)  USER-MC 

2320 

ChoHis,  Truck,  5-TON,  4X4,  M945 . 

MS-52304 

AT 

19  De- 

88 

AT 

2320 

Chassis,  Truck,  5>TON,  6X6,  M944 . . . 

MS-52305 

AT 

13  Dec 

88 

AT 

2320 

Chossis,  Truck,  Short  5<TON,  6X6,  M942  . . . . . . 

MS-52307 

AT 

16  Dec 

88 

AT 

2320 

Chosji.,  Truck,  Short  5-TON,  4X4  M941 . 

MS-5230e 

AT 

21  Dec 

88 

AT 

2320 

Chassis,  Truck,  Militory  Design,  M44,  ■2*1/2 -Ton,  6X6,  154  Inch  Wheelbose 

MS-500017A 

AT 

05  Jun 

85 

AT  MC 

99 

USER-YO 

2320 

Chassis,  Truck,  (Military  Design)  M45,  2*1/2  Ton,  6X6,  154  Inch  Wheelbose 

M5-51392B 

AT 

05  Jun 

85 

AT  MC 

USER-ME  YD 

2320 

Chassis,  Truck,  (Military  Design)  M40,  5  Ton,  6X6,  179  Inch  Wheeloose . 

MS-51395B 

AT 

15  Jon 

85 

AT 

2320 

Chossis,  Truck,  Military  Design,  M139,  5  Ton,  6X6,  215  Inch  Whe^bose  . . . 

MS-500018A 

AT 

15  Jan 

85 

AT 

2320 

Chossis,  '^ruck.  Multifuel  Engine,  Militory  Design,  M45A2,  2*1/2  Ton,  6X6,  154 

M5-5000158 

AT 

06  Moy 

85 

AT  MC 

S9 

Inch  WhMiboH  Volidaltd  Mar  84  USER-YD  REV-85 

2320 

Chossis,  Truck,  Multifuel  Engine,  Military  Design,-M45A2G,  2*1/2  Ton,  6X6, 

M$-500014B 

AT 

06  Moy 

P5 

AT 

154  Inch  Wheelbase 

2320 

Chossis,  Truck,  2  1/2  Ton,  6  X  6,  154  INCH  Wheelbose,  Militory  Design, 

MS-500095C 

AT 

16  Jun 

85 

AT 

99 

M44A2  USER-ME 

L 

2320 

Chossis,  Truck,  (Military  Design)  M61,  5  Ton,  6X6,  167  Inch  WheeHsose 

MS-51394C 

AT 

15  Jon 

85 

AT 

USER-YD 

2320 

Chassis,  Truck,  (Military  Design)  M63,  5  Ton,  6X6,  215  Inch  Wheelbose  . . 

MS-513978 

AT 

15  Jon 

85 

AT 

2320 

Chossit,  Truck,  2*1/2  Ton,  6X6,  19U  lncn~  Wneeibase,  Mttitory  Design,  Muitiiuei 

M5<500G76C 

Ai 

20’Mgy 

85 

AT  .V.C 

99 

Engine,  M46A2C 

2320 

Chassis,  Truck,  j  Ton,  6X6,  179  Inch  Wheelbase,  Militory  Design,  M40A2 

MS-500092C 

AT 

20  Moy 

85 

AT  MC 

99 

USER-YD  RFV-MC 

L 

2320 

Chossis,  Truck:  5  Ton,  6X6,  M941A1,.... . . . . . . . . 

MS-52247 

AT 

04  Ocl 

85 

AT 

L 

2320 

Chassis,  Truck:  5  Ton,  6X6,  M940A1.. . . . . 

MS-522 38a 

AT 

12  Jon 

89 

AT 

L 

2320 

ChowU,  Truck!  5-TON,  4X4,  M939A1 . 

MS-52237 

AT 

04  Oct 

85 

AT 

L 

2320 

Chossis,  Truck:  5  Ton,  6X6,  M942A1.,. . . . . . 

MS-52248A 

AT 

16  Jan 

89 

AT 

L 

2320 

Chossis,  Truck:  5  Ton,  6X6,  M944A1.. . . . 

MS-53249 

AT 

04  Ocl 

85 

AT 

1 

2320 

Chossis,  Truck:  5  Ton,  6X6,  M945A1 . . . . . . 

MS-32250 

AT 

04  Ocl 

85 

AT 

L 

2320 

Coach,  Recruiter,  Forword  Control,  4  By  2  . . . . . . . . . 

MH-C-29202A 

YO 

27  Jul 

85 

YD 

2320 

Grodeobility  Test  Code  «  Apr  80  (Reopprov^  Oct'83)  Vah'dott^  Oct  83 

SAE  J9S0-80 

AT 

30  Sep 

81 

AT 

99 

REV-YD 

•2320 

Identificotion  Marking  Of  Combot  And  Tocticol  Tronsport  Vehicles  U$£R«ME 

MI1.-ST0-442K 

AT 

13  Aug 

82 

AT  YD 

99 

RcV-MI  EA  MC 
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2320 

Motor  Vehicles  -  Tui.-sing  Ability  &  Off  Tracking  <  1  Dec-78  ValiJat^  Oct  83 

SAE  J695B-7S 

AT 

30S.p  81 

AT 

99 

REV-YD 

L 

2320 

Refueling  Unit,  Aircroft,  2000  Gollon  Type  MC*1A  Validated  Sep  87 . . . 

MIL-R-81394 

AS 

02  Sep  66 

AS 

L 

2320 

Symbol  To  Supplement  The  Text  Of  Instruction  Plole  For  Militory  Vehicles 

MII-STD-1271B 

AT 

09  S.p  87 

AT 

Validated  Sep  87  USER-ME  MC  YD  REV.99 

L 

2320 

Telephone  Mointerionce.  Truck,  6X4,  M876. . . . . . . 

MS-52196 

AT 

03  Jul  85 

AT 

2320 

Tire  Choin  Cleoronce  >  Trucks,  Buses,  &  Combinations  Of  Vehicles  •  1  May  77 

SAE  J683A-77 

AT 

30  Sep  81 

AT 

99 

Validated  Ott  83  REV-YD 

L 

2320 

Troclor,  Truck;  line  Haul,  25  Ton,  6X4,  M915 . . . 

MS-52202 

AT 

03  Jul  85 

AT 

1 

2320 

Tractor,  Truck;  20  Ton,  6X6,  M916 . . . . . . . . . 

MS-S2197 

AT 

03  Jul  85 

AT 

L 

2320 

Troctor,  Truck:  Line  Houl,  25  Ton,  6X4,  M915A1 . . . . . . 

MSS2203 

AT 

03  Jul  85 

AT 

2320 

Truck  &  Truck  Troctors;  Commercial  Diesel  Or  Gasoline  Engine  Orivea  14,000 

FEDSTD-794B 

• 

01  Oct  85 

To  21,000  Pounds  GVW,  4X2  (Combined  With  FED  STO-122Z.  292M  & 

307N) 

2320 

Truck  81-Truck  Troctors,  Commerciol,  Diesel  Engine  Driven,  ^,000  To  60,000 

KKK-T-2111F 

/AT 

01  Oct  85 

AT  YD 

99 

Pounds  GVW,  6X6 

2320 

Truck  •  Tilt  Frame,  Contoiner  Handling,  With  Tilt  Cob,  Diesel  Engine  Driven, 

MII-T-46701E 

AT 

05  Aug  83 

AT  YD 

51,000  Pounds  GVW,  6X4  Commerciol,  Including  Detochoble  Bodies  8 

Stotionory  Compactors  REV«MC 

2320 

Truck  Ability  Prediction  Procedure  •  1  Jun  63  Validated  Oct  83  REV>YD  ............ 

SAE  J66S-63 

AT 

30  S.p  81 

AT 

99 

L 

2320 

Truck  Ambulance  1/4  Ton  4X4  M718A1 . . . 

MS-52170 

AT 

08  Moy  85 

AT 

2320 

Truck  And  Truck  Troctors,  Commerciol,  Diesel  Engine  Driven,  34,500  To  66,000 

KKK-T-2109F 

/AT 

01  Oct  85 

AT  YD 

99 

Pounds  Gvw,  6X4 

2320 

Truck  And  Truck  Troctors,  Commerciol,  Diesel  Or  Gasoline  Engine  Driven, 

KKK-T-2110F 

/AT 

01  Oct  85 

AT  YD 

99 

16,(X)0  To  35,(XX>  Pounds  Gvw,  4X4 

2320 

Truck  And  Truck  Troctors,  Tocticol  (Military)  Design,  Chorocteristks  Of 

MIL-HDBK  134A 

AT 

15  Oct  65 

AT  MC 

Validated  Dec  80  USER-YD  REV-AV 

L 

2320 

Truck  Cargo  1'1/4  Ton  6X6  M561  . . . . . 

MS-S2167 

AT 

08  May  83 

AT 

L 

2320 

Truck  Corgo  5  Ton  8X8  M656 . . . . . . 

MS-S2169 

AT 

08  May  85 

AT 

L 

2320 

Truck  Car^.  8  Ton,  4X4  M520,  Truck,  Cargo.  8  Ton,  4X4  M877  VaUdcted 

MIL-T-621328 

AT 

04  May  87 

AT 

May  87  REV-MT 

NOTICE  1 

L 

2320 

Truck -Mointenonce  Eorth  Boring  Mochine  8i  Pole  Setter  211/2  Ton  6X6  M764 

MS-S2168 

AT 

08  Moy  85 

AT 

W/W 

1 

2320 

Truck  Maintenance  Pipeline  Construction  20/2  Ton  6X6  M756A2 . . 

MS-521S3 

AT 

08  May  85 

AT 

L 

2320 

Truck  Tank.  Fuel  Servicing  2500  Gallon,  4X4  M559  . . . 

MIL-T-621308  (2) 

AT 

16  Feb  88 

AT 

L 

2320 

Truck  Tank,  Water  Servicing,  2  1/2  Ton,  6X6,M50A3 . 

MS-S21SS 

AT 

03  Moy  85 

L 

2320 

Truck  T*l«phon«  Mamtenance  2  1/2  Ton  6X6  M763  W/W  . 

MS-S2172 

AT 

14  Jun  85 

L 

2320 

Truck  Troctor.  Commercial,  Diesel  Engine  Driven,  80,000  Pounds  GVW,  145,000 

MIL-T-62276B 

AT 

11  Feb  87 

AT  YD 

99 

Pounds  GCW,  8X4  REV.84  r- 

1 

2320 

Truck  Troctor,  Heavy  Equipment  Tronsperter,  8  X  '6,  M611 . . . . 

MS-52261 

AT 

13  Jon  86 

AT 

1 

2320 

Truck  Troctor,  Yord  Type,  4X2,  XM878  Validated  Mar  8S . 

MIL-T-62255C 

AT 

31  Oct  80 

AT 

L 

2320 

Truck  Troctor,  10  Ton,  6X6,  181.5  Inch  WhMlbos.,  M123A1C  Validated  Apr  8S 

MS-S000708 

AT 

13Mor  85 

AT 

2320 

Truck  Troctors,  Semitroiler  Spotter,  With  HoK  Cob,  Diesel  Bi  Gosoline  Engine 

MII.-T-62102E 

AT 

t  Mor  87 

AT  YD 

99 

Driy.n,  32,000  GVW,  35,000  GCW,  4X2  REV-MC  84 

1 

2320 

Truck  Von  Shop  2  1/2  Ton,  6X6,  M185A3 . 

MS-52184 

AT 

03  Moy  85 

L 

2320 

Truck  Von  5  Tun  8X8  M791  . 

MS-52171 

AT 

06  Moy  85 

AT 

2320 

Truck  Von,  Exponiible,  5  Tor?,  6X6,  M934.... . . . . . . 

MS.52295 

k  AT 

15  Dec  88 

- 

2320 

Truck  Wrecker,  10  Ton,  4X4  M553  Validated  May  87  REV-MT  . . . . . 

MII.T-62131B 
NOTICE  1 

AT 

04  Moy  87 

AT 

L 

2320 

Truck  1/4  Ton  4X4  W/106  MM  Rifl.  Mount  M825  . 

MS-52166 

AT 

08  May  85 

AT 

L 

2320 

Truck,  Ambulonce,  Tocticol,  1  1/4  Ton,  4X4,  M1010  (Commerciol. . . . * 

MS-52206 

AT 

03  Jul  85 

AT 

L 

2320 

Truck,  Ambulonce,  1  1/4  Ton,  1/31  In.  Wheel  Bose,  M  686/M  893 

MS-52136A. 

AT 

03  Jul  85 

AT 

(Commerciol 

2320 

Truck,  Ammunition  Hondling,  Stoke  And  Platform  3ody,  24, (XX)  Pounds  GVW,  4 

MIL-T-81098E 

YD 

31  Oct  84 

AT  YD 

8,  2  Or  4  By  4  USER-84  REV-AS  99 

L 

2320 

Truck,  Armored,  Poyroll  Distribution,  4X2 . . . . 

MIL-T-620e8A 
NOTICE  1 

AT 

04  Aug  86 

AT 

L 

2320 

Truck,  Solstur  2  1/2  Ton,  6X6,  M751A2  W/W . 

MS-52186 

AT 

03  Moy  85 

1 

2320 

Truck,  Bolster,  5  TON,6X6,  M815  W/W . 

MS-52187 

AT 

14  Jun  85 

L 

•2320 

Truck,  Bo^mobile,  Commerciol,  Gosoline  Engine  Driven,  17.000  Pounds  Gvw, 

M1L-T-45305B 

AT 

13  Jun  86 

AT 

4X2  Validated  Jun  86 

NOTICE  1 

1 

2320 

Truck,  Bridge,  Tronsport  5  Ton,  6X6,  M621..................... . . 

MS-52195 

AT 

14  Jun  85 

L 

2320 

Truck,  Cargo  Dropside,  5  Ton,  6X6,  M813A1 . . . . . . 

MS-52182 

AT 

03  Moy  85 

L 

2320 

Truck,  Cargo  5  Ton,  6X6,  M814 . . . . . . . . . 

MS-52183 

AT 

03  May  85 

1 

7320 

Truck,  Corgo  5  Ton,  6X6,  MP13 . . . . . . . . . 

M3-52181 

AT 

03  May  85 

L 

2320 

Truck,  Cargo.  1-1/4  Ton,  6X6,  M561  And  Truck,  Ambulance.  1-1/4  Ton,  6X6, 

Mll-T-620478  (3) 

AT 

02  Sep  87 

AT 

M792 

1 

2320 

Truck,  Cargo,  Dropside,  5  Ton,  6X6,  M923/M925- . . . 

MS-52289 

AT 

13  Dec  88 

AT 

2320 

Truck,  Corgo,  Drops'des,  5~7on,  6X6,  179  Inch  V/lieeibose,  Milifory  Design, 

M&>uwuv6t> 

AT 

15  ion  85 

AT 

M64A2C 

2320 

Truck,  Corgo,- Dropside,  2  1/2  Ton,  6X6,  154  inch  Whecibose,  Militory  Design, 

MS-52107C 

AT 

10  Apr  65 

AT 

99 

M35A2C  USER-ME  YD  REV-MC  84 

L 

2320 

Truck,  Corgo,  Gosoline  And  Diesel  Engine  Driven,  14,000  To  24,000  Pounds 

Mll-T-623198 

AT 

02  Nov  84 

AT  YD 

99 

GVW,  4X2  And  4X4,  Commerciol  REV-84 

1 

2320 

Truck,  Corgo,  Militory  Model  M36A2  2-1/2  Ten,  6X6,  190  Inch  Wheelbose, 

MS-5000BOC 

AT 

06  Moy  85 

AT 

Multifuel  E(.gine 

2320 

Truck,  Corgo,  Militory  Model,  M35A2,.2'l/2  Ton,  6  X  6,  154  Inch  Wheelbose 

MS-5000166 

AT 

06  Moy  85 

AT 

99 

Rrv-GL  84 

L 

2320 

Truck,  CoTgo,  Tocticol,  4  X  4,  1  1/4  Ton  Shelter  Corrier,  M1028  (Commerciol).. 

MS-52207 

AT 

03  Jul  85 

AT 

1 

2320 

-ruck.  Cargo,  Tocticol,  4  X  4,  1  1/4  Ton,  M1008/M1008A1  (Commerciol)  _ 

MS-52204 

AT 

03  Jul  85 

AT 

1 

2320 

Truck,  Cargo,-Toctlcal,  Amr  ,,  10  Ton,  8X8  M977 . . . . . 

MS-52221 

AT 

26  Aug  85 

AT 

1 

2320 

Truck,  Cargo,  Tocticol,  10  Ton,  8X8,  MLRS,  M985 

MS-52231 

AT 

26  Aug  85 

AT 
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1 

2320 

Truckg  Corgo,  1  1/4  Ton«  131  In,  Wh»tl  ftast,  MB80/M890  (Commcrctol) 

MS-S2)37A 

AT 

20  Moy  85 

AT 

REV.99 

2320 

TrucIt,  Corgo,  10  Ton,  6X6,  18M/2  Inch  WhnIboM,  M135A1  USER-ME . 

MS-S00094S 

AT 

20  May  85 

AT 

99 

2320 

Truck,  Cargo,  5  Ton,  6X6,  179  Inch  Whotlbott,  Militory  Dotign,  M54A2 

MS-S00086A 

AT 

14  D« 

82 

AT 

MC  99 

USER-YD 

2320 

Truck.  Corgo,  5  Ton,  6X6,  213  Inch  Whttlboit,  M53  Validattd  Aug  80 

MS-53088 

AT 

08Ftb 

65 

AT 

MC 

USER-YD 

NOTICE  1 

L 

2320 

Truck,  Corgo,  S-TON,  M6S6  Volldottd  Mor  S3  REV-MI . . . 

MIL-T-62070  (1) 

AT 

11  Jun 

73 

AT 

2320 

Truck,  Cargo,  8  Ton,  4X4  Milito^  Otiign,  M877  USER*ME . . . 

MS-52 132A 

AT 

18  Fob 

86 

L 

2320 

Truck,  Cargo,  8  Ton,  4X4,  Militory  Doiign,  M  320  USEft'ME  YD . 

MS-52t068 

Ar 

15  Jon 

85 

AT 

L 

2320 

Truck,  ChosiU,  Tactical,  1  1/4  Ton,  4  X  4 . . . 

MS-52212 

AT 

03  Jul 

85 

AT 

L 

2320 

Truck,  Cltanor,  Cotch  8o«in,  Va*.uum*pr«iiur«  Jtt,  OEO  . . . . 

MIL-T-29197A 

YD 

15  Aug 

88 

YD 

2320 

Truck,  Compoct,  Forword  Control,  Rtcruittr,  Commorclol  5,400  Pounds  GVW, 

MII-T-62087D 

AT 

28  Sap 

84 

AT 

YD 

99 

4X2  USER-MC  REV-8S 

2320 

TnKk,  Dump,  MultifutI  Engina,  2  1/2  Ton,  6X6,  154  Inch  Whealbast,  Military 

MS-500053C 

AT 

06  May  85 

AT 

Ooiign,  M342A2 

L 

2320 

Truck,  Dump,  Stroat  Maintanonca,  Olasal  And  Goiolina  Engina  0rivan,.21,000 

'‘IL-T-622468 

AT 

29  Mor 

88 

AT 

Pounds  GVW,  4X2,  Commaricol 

2320 

Truck,  Dump,  3  Ton,  6X6,  M31  . . . . . . . 

MS-500010A 

AT 

15  Jon 

85 

AT 

L 

2320 

Truck,  Dump,  5  Ton,  6X6,  M929A1/M930A1  . 

MS-52245 

AT 

04  Oct 

85 

AT 

L 

2320 

Truck,  Dump,  5  Ton,  6X6,  M817 . . . . . . . 

MS-52189 

AT 

14-Jun 

85 

AT 

2320 

Truck,  Etavoting  Body,  Diasal  &  Gosolina  Engina  Drivan,  21,000*39,500  Pounds 

MIL-T-62145D 

AT 

09  S.p 

86 

AT 

YD 

99 

GVW,  4X2  &  6X4,  Commorciol  REV-MC  84 

L 

2320 

Truck,  Equipmant  Tronsport,  Tilt  Plotform  (Ramp),  Commarcial,  Gosdlna  Engina 

MIL-T-62126C 

AT 

09  May  88 

AT 

Dr!v.n,  24,000  GVW,  4X2 

1 

2320 

Truck,  Flotbad,  &  Trucks,  Mointananca,  With  Talascopic  Boom  &  Aariol 

MIL-T-620580 

AT 

08  Mor 

85 

AT 

Platform,  28  To  60  Foot,  14,000  To  44^00  Pounds  GVW,  4X2,  4X4,  8k  6X4, 
Diasal  8k  Oasoilna  Engina  Drivan,  Commarcial 

L 

2320 

Truck,  Flotbad,  RIggar  Mointanonca,  28,000  GVW,  4  X  2  8k  4  X  4,  Commarciol 

MIL-T-62339 

NOTICE  1 

AT 

04  Aug 

86 

AT 

2320 

Truck,  Forward  Contro'  Customixad  Troval  Unit,  Gasolina  8k  D’tasd  Er>gina 

MIL-T-620978 

AT 

29  Sop 

82 

AT  YD 

99 

Drivan,  14,000  Pounds  Gvw,  4X2,  Commaricol  Vaiidat^d  Jun  87 

NOTICE  1 

2320 

Truck,  High  Prassura  Sawar  Claoning . . . . . . . . . 

MIL-T-0062021 

84 

28  Nov 

88 

99 

2320 

Truck,  Light  Commaricol,  Gosolina  Diasal  Fuakd,  Four  Whaal  DHvm  (^4, 

FEDSTD-292M 

•AT 

01  Oct 

85 

AT 

3,000  To -11,000  Pound!  GVW)  (Combin«l  With  FED  STD-122Z,  307N  & 

7948)  REV-AT  CR  ER  YD  MC  84  99 

2320 

Truck,  Light  Commarcial,  Gosolin*  Diasal  Fualad,  Two  Whaal  Drivan  (4X2,  3,000 

FED-STD-307N 

•AT 

01  Oct 

85 

To  11,000  Pound!  GVW)(COM8INED  With  FED  STD  )22Z,  293M  8.7948) 
REV-El  AT  ER  84  99 

2320 

Truck,  light,  Cofflm.rcioi,  El.,  ’ric  Pow  Erod,  Front  Or  R#or  WhMl  DrivM  (4  X 

KKx-T-001985 

t 

01  Sop 

77 

2,  SOO  To  3000  Pouiw,  ‘it-ximum  Pa)Hood) 

2320 

Truck,  Lubricating  And  Fud  Sarvicing,  4  ly  2  And  4  By  4  U$ER*AS  MC . 

MII-T-82073D 

YD 

27  Fob 

87 

AT 

YD 

1 

2320 

Truck,  Mointanonca,  Powar  Una  Insulator  Woshar,  34,000  Pounds  GVW,  GED, 

MIL-T-29211A 

YD 

14  Aug 

86 

YD 

4  8y2 

2320 

Truck,  Mointanonca,  With  Rotating  Hydroulic  Darrick,  Air  Tronsportobla,  39,500 

MIL-T-62089E 

AT 

27  May  88 

AT 

99 

Pound*  GVW,_6X4,  Commarcial  REV'84 

L 

2320 

Truck,  Mointanonca]  Truck,  Von*  8  Truck,  Flotbad;  With  Talasc^lc  Or 

Mll-T-6'>355A 

AT 

19  Nov 

85 

AT 

Yu 

Articuloting  Boom,  Ona*mon  Aariol  Bodiat;  25  To  30  Foot;  Gosdina  Or 

Diasal  Engina  Drivan;  6,500  &  10,200  Pounds  GVW;  4X2  &  ^4,  Commarciol 

2320 

Truck,  Mointanonca,  Eorth  Augar,  TumtoUa  Bosa,  Diasal  And  Gosolina  Engina 

MII-T-45380D 

AT 

19  May  86 

AT 

99 

Drivan,  19,000  Pounds  GVW,  4X4,  Commarcial  Vatidat^d  Afey  96 

NOTICE  1 

2320 

Tri'ck,  Mointanonca,  With  Rotating  Hydraulic  Darrick,  28,000  To  36,000  GVW, 

MII-T-62110F 

n 

14  Dk 

87 

AT 

YD 

99 

4X2,  4X4,  6X4  oo  6X6,  Commercial  REV-ER  84 

2320 

Truck,  Mointanonca;  With  30*  To  120*FOOT  Multi*position  Aaricd  ^tform. 

MIL-T-62518 

AT 

18  Doc 

85 

AT 

YD 

99 

Diasal  &  Gosolina  Engina  Drivan,  15,000  To  50,000  Pounds  GVW,  4X2,  4X4 

8  6X4,  Commarcial  REV<MC  84 

1 

2320 

Truck,  Mointanonca:  With  Varticol  Lift  Plotform,  Gosolina  Enfpna  Drivan,  11,000 

MIL-T-62501 

AT 

20  Mac 

86 

AT 

Pounds  Gvw,  4X2,  Commarciol 

2320 

Truck,  Motarids  Hondling,  Contoinar  Hoisting,  Raor  Hoist,  21,000  To  32,000 

MII-T-11663K 

AT 

14  Dk 

87 

AT 

YD 

99 

Pound!  GVW,  4X2  REV-84 

L 

2320 

Truck,  Mobila  Clood  Donar,  With  Componant  And  Procassing  Idsorotoiy,  4 

MIL-T-62299e 

AT 

05  Apr 

85 

AT 

Bad,  4X2/  Commarciol 

L 

2320 

Truck,  Mobila  Blood  Donor  8  Componant  Loborotory,  Tilt  Cob,  Diasal  Or 

MIL-T-62.238 

AT 

14  Mor 

85 

AT 

Gosolina  Engina  Drivan,  24,000  Pounds  GVW,  4X2,  Commarciol 

L 

2370 

Truck,  Multistbp-Dalivary;  Window  Sarvica,  Food,  Forword  Co*itrol,  4  By  2........ 

MIL-T-29234 

YD 

12  Nov 

84 

YD 

i 

2320 

Truck,  Multistop  Dalivary,  Ferword  Control  And  Chossis,  Truck,  Forword 

Control,  Gosolina  And  Diasal  Engina  Drivan,  13,000  To  21,000  Pounds  Guw, 

4  X  2 

Truck,  Ponal.  Polica  Potrol  Convarsion,  8,000  Pounds  GVW,  4X2,  ComnX'.’ciol 

MII-T-6231S8 

AT 

26  Sap 

84 

AT 

YD 

99 

2320 

MIL-T-62079D 

AT 

14  Jul 

83 

AT 

YD 

99 

REV-ER  MC 

1 

2320 

Truck,  Pipa.8. Sawar  Claonar,  High  Prassura  Wotar  Jat  Typa,  19,000  Pounds 

MII-T-62021C 

AT 

25  Jul 

86 

AT 

GVW,  4X2,  Comnwrciol  REV-YD 

NOTICE  1 

2320 

Truck,  Plotform  Utility  V2  Ton,  4X4,  M274  Sarias  VaUdettd  Mar  85.....„....„..„. 

MIL-T-45317E 

AT 

21  F«b 

73 

AT 

MC 

2320 

Truck,  Plorform,  Utility.  1/2-TON,  4X4,M274A2  USER-YD  . . . 

MS-5000528 

AT 

20  Moy  85 

AT 

2320 

Truck,  Rafusa  Cdlacrion,  Compoctior*  Typa,  Raor  Hoppar  Looding,-With  Tilt 

MIL-T-2452J 

AT 

02  Mor 

88 

AT 

YD 

99 

Cob,  Diasal  8  Gosolina  Engina  Drivan,  19,000  To  44,500  Ponnds  Gvw,  4X2 

8  6X4,  lOTO  25  Yard,  Commarciol  USER<MC  REV-84 

2320 

Truck,  Rafusa  Cdlaction,  Compoction  Typa,  Sida  Looding,  Commarciol,  16  Cubic 

MIL-T-18479F 

YD 

20  Jon 

82 

AT 

YD 

99 

Yord 

2320 

Truck,  Rafusa  Ccllactioni  Compoction  Typa,  Ona-parsor>  Qparotion,  Automotad 

Mll-T-62497 

AT 

08  Fob 

85 

AT 

YD 

99 

Sidt'looding,  20  Yord,  Dual  Right  And  lilt  Hond  Dri«(,  Di«wl  Ehgint  Drivtn, 
32,000  Pdundt  GVW,  dX2  With  Tilt  Cob,  Commareio:  REV-MC  84 
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2320 

Truck,  ftefui*  Cokeclion,  Compaction  Typo  ftody.  With  Front  Contoinor  Holiting 
Dtvict,  Oictol  Engint  Driven,  44,500  To  62,000  Pound  GUW«  6X4,  With  Till 
Cob,  Commerciol  REV*MC 

MIL-T-46748F 

AT 

14  Jul 

83 

AT  YD 

99 

1 

2320 

Truck,  Sewer  &  Pipe  Cleaner,  High  Preuurn  Water  Jet  Type,  &  Monhoie 

Vocuum  Cleoner 

MIL-T-87980 

84 

17  Dk 

87 

99 

L 

2320 

Truck,  Stoke,  Alrcroft  Cargo  Looder,  Hydroullc  Lift,  4,000  Pound  Paylood 

MIL-T-28625B 

YO 

29  Moy 

84 

YD 

1 

2320 

Truck,  Tank  A>S32A*2 . . . . . . . . . . . 

MII.-T-26510E 

84 

28  Dm 

87 

99 

L 

2320 

Truck,  Tank  A/S32A'24,  PotoUe  Woter,  Deminerolixed  Woter,  And  Woter 

Alcohol  Mixture!,  250  Gallon  Capacity 

MIL-T-a3018E 

84 

13  Nov 

87 

99 

2320 

Truck,  Tank  Fuel  Servicing,  2  1/2  Ton,  6X6,  1200  GoHoning,  M49A2C,  flEV>84.. 

MS-S00068C 

AT 

10  Apr 

85 

AT  MC 

99 

1 

2320 

Truck,  Tonk,  Aircroft  Refueling,  5,000  Gollon,  AVGAS  Or  Jet  Fuel,  6  By  4, 

DED 

MII-T-28612E 

YD 

38  Dm 

84 

YD 

L 

2320 

Truck,  Tonk,  Fuel  Servicing,  2500  Gollon,  4X4,  Military  Detign,  M559  USER>ME 

YD 

Truck,  Tonk,  Fuel  Servicing  &  Aircraft  Fuel  Servicing,  1,000  To  4,000  Goiton, 

Diesel  &  Gasoline  Engine  Driven,  16,000  To  50,000  Pounds  GVW,  4X2,  4X4, 
6X4,  &  6X6,  Commercial  REV>AV  84 

MS-521 12C 

AT 

15  Jon 

85 

AT 

2320 

MIL-T-62032G 

AT 

11  Mor 

88 

AT  YD 

99 

1 

2320 

Truck,  Tonk,  Propone  Deltvery,  Commercial,  Diesel,  Gasoline,  And  Liquefied 
Petroleum  Gos  Engine  Driven,  2,400  Gollon  Water  Ocpocity,  24,000  Pounds 
GVW,  4X2 

MIL-T.62051C 

AT 

02  Moy 

86 

AT 

2320 

Truck,  Tonk,  Sewo^e  Or  Waste  Collection,  Commerciol,  4  By  2  USER*MC 

REV^ 

MIL-T-23435E 

YD 

06  Stp 

85 

AT  YD 

99 

L 

2320 

Truck,  Tank,  Sewoge,  Diesd  &  Gosolinc  Engine  Driven,  32,000  To  36,000 

GVW,  4X4  &  6X6 

Mlt-T-62116C 

AT 

16  May 

86 

AT 

2320 

Truck,  Tonk,  Sprinkler,  Flusher,.8t  Distributor  Types,  1,000  To  1,600  GoHon, 
Gasoline  &  Diesel  Engine  Driven,  16,000  To  28,000  Pounds  GVW,  4X2, 
Commericol  REV>84 

MIL-T-620688 

AT 

08  Oct 

84 

AT  YD 

99 

L 

2320 

Truck,  Tonker,  10  Ton,  8X8,  Fuel  Servicing,  M978  . . . . 

MS-S2228 

AT 

26  Aug 

85 

AT 

L 

2320 

Truck,  Tire  Servicing,  7,000  Gvw,  4  By  2  And  4  By  4 . . . 

MIL-T-285S3C 

YD 

16  Dm 

83 

YD 

L 

2320 

Truck,  Tire  Servicing,  Diesel  Engine  Driven,  46000  Pounds  GVW,  6X6 . 

Mll-T-29243 

YD 

26  Jul 

85 

YD 

L 

2320 

Truck,  Tire  Servicing,  Oosollne  Bt-Diesel  Engine  Driven,  19,000  And  24,000 

Pounds  GVW,  4  By  2  &  4  By  4  REV-AT  MC 

MIL-T-23896E 

YD 

07  Jul 

85 

YD 

L 

2320 

Truck,  Troctor,  Toctlcol,  10  Ton,  6X6,  W/W,  M983  . . . . . 

MS-52229 

AT 

26  Aug 

85 

AT 

1 

2320 

Truck,  Troctor,  22-1/2  Ton,  8X8,  M744 . 

MS-S2232 

AT 

26  Aug 

85 

AT 

1 

2320 

2320 

Truck,  Troctor,  5  Ton,  6X6,  M818 . . . . . . . . 

Truck,  Troctor,  Multifuel  Engine,  20/2  Ton,  6X6,  142  Inch  Wheelbase,  Military 
Design,  M275A2 

MS-52190 

MS-5000SOC 

AT 

AT 

14  Jun 
06  Moy 

85 

85 

AT 

AT 

2320 

Truck,  Tractor,  Wrecker,  5  Ton,  6X6,  M246  (Inactive,  Use  MIL'T<740,  M619)...... 

MS-5000418 

AT 

23  Jon 

81 

AT 

99 

1 

2320 

Truck,  Troctor,  5  Ton,  6X6,  M931A1/MW2A1 . 

MS-52224 

AT 

0  Oct 

85 

AT 

2320 

Truck,  Utility,  1/4  Ton,  4X4,  M1StA2,  Truck,  Ambubnct.  Front  Litw,  1/4  Ton, 

4X4  M18A1,  Truck,  Utility.  1/4-Ton,  4X4  Corritr  For  106MM  Kiflo  M825 
Valldottd  M  B7  USER-ME  YO 

MII-T.45331F  (2) 
NOTICE  1 

AT 

1  Jul 

87 

AT  MC 

99 

L 

2320 

Truck,  Utility,  Tocticol,  3/4  Ton,  4  X  4,  M1009  (Commercial).......................,...... 

MS-52209 

AT 

03  Jul 

85 

AT 

L 

2320 

Truck,  Utility,  1/4  Ton  4X4,  M151A2 . 

MS-52165 

AT 

08  May 

85 

AT 

2320 

Truck,  Utility,  1/4  Ton,  4X4,  85  Inch,  Wheelbase,  Militory  Design,  M151A1 
Validated  Juf  $3  USER-ME  YD 

MS-500071A 

AT 

22  Mor 

78 

AT  MC 

99 

2320 

Truck,  Van  Shop  T;oe,  Militory  Model,  M109A3  2  1/2  Ton,  6X6,  154  Inch 
Wheelbose  REV-Se 

MS-5000e5B 

AT 

06  Moy 

85 

AT  MC 

99 

2320 

Truck,  Van  Shop,  Diesel  &  Gosoline  Engine  Driven,  I*’.000  Pounds  GVW,  4X2 
&  4X4,  Commerciol  REV-AT  99 

Mll-T-62320e 

AT 

19  Oct 

84 

AT  YD 

99 

L 

2320 

Truck,  Von,  Expansible,  W/hyd.  Tailgote,  5  Ton,  6X6,  M935  . 

M5-52296 

AT 

15  Dm 

88 

AT 

L 

2320 

Truck,  Von,  Forward  Control,  High  Volume,  Crime  Scene  Loboralory,  Gosoline 
Engine  Driven,  10,000  Pounds  GVW,  4X2,  Commerciol 

MIL-T-62297A 

AT 

28  Sep 

84 

AT 

1 

2320 

Truck,  Vor?,  Furniture,  Diesel  And  Gosoline  Engine  Driven,  2d, OCX)  Pounds  GVN, 
4X2,  Commerciol 

MII-T-45388C 

AT 

19  Moy 

86 

AT 

2320 

Truck,  Von,  High  Volume,  Gosoline  Or  Diesel  Engine  Driven,  7,400  To  10,000 
bounds  Gvw,  4X2,  CommeKiol  Validated  Jun  87 

Mll-T-62350 

NOTICE  1 

AT 

29  Stp 

82 

AT  YD 

99 

L 

2320 

uck.  Von,  Ponel:  Colibrotion  And  Repair/  8,600  GVWR,  4X2.  Velidoted  Jvn 

87 

MIL-T-62316A 
NOTICE  1 

AT 

16  Jun 

S7 

AT 

L 

2320 

Truck,  With  High  Lift  Dump  Mechanism,  Dump,  Corgo  &  Stoke  Body  Types, 

Diesel  &  Gasoline  Engine  Driven,  24,000  Gvw,  4X2,  Commercial 

MII-T-46797B 

AT 

25  Apr 

84 

AT 

L 

2320 

Truck,  Wrecker,  10  Ton,  4X4,  Militory  Design,  M553  USER-YO  . 

MS-521 13C 

AT 

15  Jon 

85 

AT 

2320 

Truck,  Wrecker,  Hydroullc,  Diesel  &  Gesoline  Engine  Driven,  5  Ton  To  45  Ton 
Lifting  Copocity,  10,000  To  M,000  Pounds  GVW,  4X2,  4X4,  6X4,  &  6X6, 
Commerciol  REV-84 

MII-T-62491A 

AT 

10  Jun 

87 

AT  YD 

99 

L 

2320 

Truck,  Wr«k«,  Tocticol,  10  Ton,  8X8,  W/W,  M984  . 

MS-52230 

AT 

26  Aug 

85 

AT 

L 

2320 

Truck,  Wrecker,  Troctor,  5-Ton,  6X6,  M819  (Inoctive  For  Design  See  Mil 

STD.962) 

MS-52I91A 

AT 

04  Mor 

88 

AT 

L 

2320 

Truck,  Wr«k.r,  S  TON.6X6  M8I6. . 

MS5218S 

AT 

14  Jun 

85 

AT 

2320 

Truck,  Wrecker,  Medium,  5  Ton,  6X6,  Militory  Design,  M543A2  (Inoctive  Use 

MIL  T  740) 

M5-500065B 

AT 

14  Dm 

82 

AT  MC 

99 

1 

2320 

Truck,  Wredteri  5  Ton,  6X6,  M936A1 . . . . . . . . 

M5-52236 

AT 

04  Oct 

85 

AT 

2320 

Truck,  10  Ton,  6X6,  M12IA1  Swim  USER-YD  REV-84 - 

MII-T62012A  (2) 

AT 

30  Jul 

87 

AT  MC 

99 

L 

2320 

Truck,  2  1/2  Ton,  6X6,  Militory  Design,  M44A2  Multi-fuel  Engine  Series 

REV-ME  MC 

Mll-T-467800  (3) 

AT 

14  Fob 

85 

AT 

L 

2320 

Truck,  5  Ton,  6X6,  M939A1  Series . . . 

MIL-T-62514 

AT 

18  Oct 

85 

AT 

L 

2320 

Trucki  Corgo,  Droptid.,  5  Ton,  6X6,  M923A1/M925A1 . . 

MS-52242 

AT 

04  Oct 

85 

AT 

1 

2320 

Truck!  Corgo,  5  Ton,  6X6,  M924A1/M926A1 . 

MS-52243 

AT 

04  Oct 

85 

AT 

1 

2320 

Truck:  Corgo,  5  Too,  6X6,  M927A1/M928A1 . 

MS-53244 

AT 

04  Oct 

85 

AT 

1 

2320 

Trucki  Von  Exponsible,  5  Ton.  6X6,  M934A1  . . . 

MS-52246 

AT 

04  Oct 

85 

AT 

L 

2320 

Trucfci  Von  Exponsible,  5  Ton,  6X6,  M935A1  . . 

MS-52235A 

AT 

13  Jon 

89 

AT 

1 

2320 

Truck:  Von  Exponsible,  5  Ton,  6K6,  M820. . . . . . . 

MS-52192 

AT 

14  Jun 

85 

AT 

L 

2320 

Trucki  Von  Exponsible,  5  Ton,  6X6,  M820A1  . . . . . 

MS-52193 

AT 

14  Jun 

85 

AT 

174 
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1 

2320 

Truck;  Von  Exponsibto,  5  Ton,  6X6,  M920A2  . . . 

MS-52194 

AT 

14  Jun 

85 

AT 

2320 

Truck:  Wr«:kOT,  5-TON,  6X6,  M936 . 

MS-52303 

AT 

22  Dec 

88 

AT 

2320 

Trucks  And  Truck  Troctors:  Commtrciol,  Ditso)  Or  Gosotino  Engino  Drivon, 

XKK-T-2107F 

/AT 

01  Oct 

85 

AT  YD 

99 

14.000  To  21,000  Pound*  GVW,  4X2 

2320 

Trucks  And  Truck  Troctors,  Commorciol,  Difs*l  And  GosoTn*  Enfitn*  Drivtn, 

KKK-T-2108F 

/AT 

01  Ocl 

85 

AT  YD 

99 

24,000  To  32,000  Pound*  GVW,  4X2 

2320 

Trucks;  5  Ton,  6X6,  Militory  Dosign,  M39,  M39A1,  M39A2  And  M609  Striti 

MIL-T-740G 

AT 

27  May  83 

AT  YD 

99 

USER-CG  REV-MC  85 

2320 

Trucks,-Hopptri  Cool  Dtlivtry,  Convtyor  Typt,  Commorciot,  Diosol  And 

MIL-T-13300D 

AT 

10  Oct 

85 

AT 

Gosolin*  Engint  Drivtn,  5  Ton,  24,000  GVW,  4X2  And  10  Ton,  39,500 

GVW,  6X4 

L 

2320 

Trucks,  Militory,  Up  To  5  Mtiric  Ton  Poylood,  Control  SptcIficotiM  Tor . 

MIL-T-62531 

AT 

18  S.p 

86 

AT 

2320 

Trucks,  Rtfust  Colltctiont  Compoclion  Typt,  Ont*ptrson  Optrotion,  Monuoi 

MIL-T-62498 

AT 

22  Mar 

85 

AT  YD 

99 

Sidt'foodtng,  17,  29  &  39  Yard,  Duol  Right  &  Ltif  Hond  Drivt,  Low  Entry 

Cob,  DitstI  Engint  Drivtn,  32,000,  35,000,  &  50,000  Pounds  GVW,  4X2  & 

6X4,  Commtrciol  REV'MC  84 

1 

2320 

Trucks,  Tonk.  Stwogt  And  Wostt  Dump  Typt,  1200  And  2000  Gollon, 

MIL-T-46765C 

AT 

25  /ul 

86 

AT 

Commercial 

NOTICE  1 

2320 

Trucks,  Tank:  Potable  Water,  1,000  And  2,200  Gallon,  Diesel  And  Gosolint 

MII-T-67321B 

AT 

05  Dk 

84 

AT 

99 

Engin.  Driutn,  19,000  And  34,500  Pound*  GVW,  4X2,  4X4,  And  6X4, 
Cofnnwrciol  USER-MO  MC  REV-ER 

2320 

Trucks,  Vons:  Maintenance,  With  Crew  Cob,  Diesel  And  Gosolint  Engint 

MIL-T-62351 

AT 

08  Ocl 

82 

AT 

99 

Drivtn,  19,000  Pounsd  GVW,  4X2,  Commtrci 

L 

2320 

Von,  Recruiting/exhibit,  Porword  Control,  4  8y  2 . . . . . 

MIL-V-29192A 

YD 

21  D« 

84 

YD 

1 

2320 

Vehicle,  Conrbot,  Anti  Tonk,  Improved  Tow  V^icle  (ITV)  (Less  Tow  Weopon), 

MIL-V-63347 

AT 

31  Mor 

82 

AT 

M901 

2330 

Bicycles,  Men  S,  &  Women  S . . . 

A-A-271 

t 

25Fri> 

80 

2330 

Choin,  Safety,  Of  Full  Troilers  Or  Converter  Dollies  •  Mor  74  VofldafHJ  Oct  83 

SAE  J697A-74 

AT 

30  Sep 

81 

AT 

99 

REV-YO 

2330 

Chosis,  Trailer,  1/4  Ton,  2  Wheel,  Military  Design,  M569  . . 

MS-53037C 

AT 

15  Jan 

85 

AT 

2330 

Chosis,  Trailon  3/4  Ton,  2  Wheel,  Militory  Design,  Mt16A1  Inactive  For  New 

MS-53038C 

AT 

16  F.b 

88 

AT  MC 

Design  USER*ME 

L 

2330 

Chossis,  Troiler,  1  To  5  Ton,  4  Wheel  Oenerol  Purpose . . . 

MIL-C-46722A 

84 

28  Jun 

86 

99 

L 

2330 

Chassis,  Trailer,  Generator,  2  1/2  Ton,  2  Wheel,  Militory  Design,  M200A1 

ms-530300 

AT 

15  Jon 

85 

AT 

USER-ME  YD  AS 

2330 

Chassis,  Trailer,  Site  1  CCE  REV*AT . . . . . 

MIL-C-52437/1 

ME 

18  Oct 

83 

AT 

99 

1 

2330 

Chossis,  Trailer,  3'1/2  Ton,  2  Wheel,  Militory  Desif^,  M  353  USER-ME  ............ 

ms-530310 

AT 

15  Jon 

85 

AT 

2330 

Chassis,-Trailer,  Site  3,  CCE  REV*AT  . . 

Mll-C-52437/2 

AT 

18  Ocl 

83 

AT 

99 

L 

2330 

Chossis,  Trailer:  1  Ton,  2  Wheel,  M545 . . . 

MS-5326B 

AT 

18FM> 

86 

AT 

2330 

Chassis,  Troiler,  Site  4,  CCE  REV-AT  . . . 

Mll-C-53437/3 

AT 

18  Oct 

83 

AT 

99 

1 

2330 

Chassis,  Trailer  3/4  Ten,  2  Wheel,  Militory  Design,  M116A2 . 

MS-52153 

AT 

15  Jon 

85 

2330 

ChoMi.,  Troil»f,  Sii.  6,  CCE  REV-AT  . 

MIL-C-52437/4 

AT 

18  Ocl 

83 

AT 

99 

2330 

Chossis, -Trailer,  2  Ton,  2  Wheel,  M390 . . . . . 

MS-52265 

AT 

18Fri> 

86 

AT 

2330 

ChOMi*,  Troil.r,  Sit.  8,  CCE  REV-AT  . 

Mll-C-52437/5 

AT 

18  Oct 

83 

AT 

99 

L 

2330 

Chassis, -Trailer,  1/4  Ton,  2  Wheel,  Militory  Design  M569A1 . . 

MS-52146A 

AT 

15  Jon 

85 

AT 

2330 

Chossis,  Trailer,  Site  9,  Militory  Design  REV-AT . . . . . . 

MIL-C-52437/6 

AT 

18  Oct 

83 

AT 

99 

2330 

Chossis,  Trailer,  2  Ton,  2  Whed,  M390C  . . . . 

MS-52266 

AT 

IS  Fri> 

86 

AT 

2330 

ChuMi*,  Tre!l.r,  SIZEll,  CCE  REV-AT . 

MIL-C-52437/7 

AT 

18  Oct 

83 

AT 

99 

2330 

Cho.*i*,  Troi(.r,  S!i.  14,  CCE  REV-AT  . 

Mll-C-52437/8 

AT 

18  Ocl 

83 

AT 

99 

2330 

Chassis,  Trailer,  Site  32,  CCE  REV-84 . 

MIL-C-52437/9 

AT 

18  Ocl 

83 

AT 

99 

2330 

Chossis,  Troilur,  Single  8  Multi  Axle  REV-AT  84 . . . . . . . 

MIL-C-52437C 

INT  AMD  1  (ME) 

AT 

18  Ocl 

83 

AT 

99 

2330 

Chassis,  Troiler,  2  Wheel,  Cart  Type  1/4  To  3  1/2  Ton  USER-ME  CG . 

MII-C-45150J 

AT 

17  S.p 

86 

AT  MC 

2330 

Dollies,  Trailer  Converter,  9  To  35  Tons  Poylood,  Commerciol  USER-ER  YD  MC 

MIL-D-45394C 

AT 

28  May  84 

AT  YD 

REV-MC 

1 

2330 

Dolly-Set,  lift  Transportable  Shelter,  3  Ton  To  5  1/4  Ton  USER-MC . . . . 

MII-D-62027G  (2) 

AT 

16  Mor 

83 

AT 

2330 

D^ly  Set,  Lift,  Transportable  Shelter,  5-1/4  Ton,  M832 . 

MS-52145A 

AT 

15  Jon 

85 

AT 

1 

2330 

Dolly  Set,  Lift,  Transportable  Shelter,  3  Ton,  M720  . . . . . 

MS-52147A 

AT 

22  F.b 

85 

AT 

1 

2330 

Dolly  Set,  Lift,  Tronsportoble  Shelter,  4-1/2  Ton,  M840 . 

MS-52148A 

AT 

15  Jon 

85 

AT 

2330 

Doily,  Trailor  Conmlon,  M197A1,  M198A1,  &  M354  REV-MC _ 

MII-D-45322F 

AT 

20  Moy  88 

AT 

2330 

Dolly,  Troiler  Converter,  6  Ton,  2  Wheel,  W/e,  Militory  Design,  M197A1 . 

M5-53025C 

AT 

15  Jon 

85 

AT 

1 

2330 

Dolly,  Troiler  Cwiverteri  8  Ton,  2  Wheel,  Military- Design,  M198A1 . 

MS-53026C 

AT 

15  Jon 

85 

AT 

1 

2330 

DoHy,  Trailer  Converter,  15  Ton,  4  Wheel,  Military.  Design,  M354  Vo*tdof9</  Apr 

85 

Mobile  Focility  Vah'dotwd  May  82  USER-MC . . . 

MS-5000eiA 

AT 

15  Jon 

85 

AT 

L 

2330 

MII-M-81957/1A 

AS 

09  Oct 

73 

AS 

L 

2330 

Mobile  Focility,  Generol  Specificotion  For  Valldatad  May  82.U$ER-MC....... . 

MIL-M-81957A 

AS 

09  Oct 

73 

AS 

L 

2330 

Mobile  Focility,  Intergration  Unit  Validatad  May  82  USER-MC ............................ 

MIL-M-81957/2A 

AS 

09  Ocl 

75 

AS 

1 

2330 

Mobile  Focility,  Shelter,  Instrumentotion  And  Control,  Turbo  Jet/fon  Engine  Test 

MII-M-81957/3A 

AS 

07  Dk 

88 

AS 

System  Volidatad  Dec  88 

NOTICE  1 

1 

2330 

Mobtie:Fociii^,  Shelter,  Instrumentotion  And  Control,  Turbo  Prbp/snbft  Engine 

MII-M-S1957/4 

AS 

05  Sep 

74 

AS 

Test  System  Volidottd  Dec  88 

NOTICE  1 

L 

2330 

Mobile  Focility,  Shelter,  Instrumentotion  And  Control,  Turbo  Shoft  Engine  Test 

MIL-M-819S7/5(1) 

AS 

09  Jul 

79 

AS 

SystemVoZ/dtoted  Mor  85 

2330 

Scro^,  Dumper  Body  8  Trailer  Body  '  Copoclty  Rotings-*  1  J«m  75 

SAE  J741B-75 

AT 

30  Sop 

81 

AT 

99 

(Reo^roved  Oct  83)  Vb/Zdoted  Oct  83 

2330 

Semirtdiler,  Lovrbed  'ToctIcol,  12  8  25  Ton  . . . 

MIL-S'45352F 

AT 

04  Fob 

88 

AT  MC 

1 

2330 

Semitroiter-Chossis,  fntermodol  Corgo  Contoiner  Corryihg,.Commerciol  8 

Mll-S-620768 

AT 

26F.b 

82 

AT 

Container,  Corgo,  Intermodol,  Oemountable,-Commerciol 

L 

2330 

Semitrailer  S  Von.  10  Ton,  4-WHEEL,  Series,.. . . 

MIL-S-46756D  (3) 

AT 

12  Apr 

84 

AT 

1 

2330 

Semitroiier  Von,  Petroleum  Loborotory,  10  Ton,  4  V^teel,  MB72 . .  . 

MS-32269 

AT 

18  F.b 

86 

AT 

L 

2330 

Serhitroiler,  Bottom  Dump,  18  Cubic  Yord  Minimum  Copocity. . . . 

Mli-S-29217 

YD 

21  Jun 

87 

YD 

1 

2330 

Semitroiier,  Bottom  Dump:  16  To  22  Cubic  Yard  Copocity,  Commercial . . 

MIL-S-62359 

AT 

29  Jul 

83 

AT 

1 

2330 

Semitrailer,  Bulk  Cement  Houler,commarcioi......... . . . . 

MIL-S-39215A 

YD 

23F.b 

87 

YD 

175 


FSC  LISTING 


DOCUMENT 


FSC 

TITLE 

NUMBER 

PREP 

DATE 

l 

2330 

Stmitroikr,  Comprttitd  Got  Cyiindtr.  Hiium^  Commorciol  . 

MIL-S-62127A 

AT 

28  D«  83 

L 

2  ’O 

Stmitroiltr*  Dump,  Commorciol/  Gtfltrol  Spteificotion  For  USER*CE  MC  YO 

REV-AT 

MIL-S-46777C 

'AE 

10  Mar  81 

L 

2330 

Stmitioiltr,  Dump,  Commtrciol  Sitt  10,  Rtfuto  Sptctol  USER*CE  YO  MC 

rev-at 

MIL.S.46777/1 

ME 

10  Mar  81 

L 

2330 

Somitroiftr,  Dump,  Commtrciol  Sizt  12  USER>CE  YD  MC  REV'AT . . 

MIL-S -44777/2 

ME 

10  Mar  61 

1 

2330 

Stmitroiltr,  Dump,  Commtrciol  Sizt  20  USER*CE  YO  MC  REV>AT  . . . . 

MIL-S-44777/3 

ME 

10  Mar  81 

1 

2330 

Stmitrailtr,_Dump,  Commtrcio!  Sizt  25  USER>CE  YD  MC  REV>AT  . . 

MIL-S-44777/4 

ME 

10  Mar  81 

L 

2330 

Stmitroiltr,  Exponitblt:  Exhibltion  Von,  12-Ton,  Commtrciol . . . 

MIL-S-42472A 

AT 

18  Mor  87 

L 

2330 

Stmitroiltr,  Flot  Btd,  Brtokbulk/containtr  Tronsporttr,  22*1/2  Ton,  M871. . . 

MS-52140 

AT 

03  May  85 

L 

2330 

Stmitroiltr,  Flotbtd  Brtokbulk  Contointr  Troniport,  34  Ton,  M872A4  . . 

MIL-S-42190B 

AT 

18  F.b  88 

2330 

Stmitroiltr,  Flot  Btd,  Brtokbulk/containtr  Troniporttr,  34  Ton,  M872 . 

MS-52353 

AT 

18  F.b  84 

2330 

Stmitroiltr,  Flat  Btd,  Brtokbulk/contointr  Troniporttr,  34  TON, M872/A1. ......... 

MS-52354 

AT 

18F.b  84 

1 

2330 

Stmitroiltr,  Hopptr  Bottom  Dump,  Commtrciol  Sizt  30  USER*CE  YD  MC 

REV-AT 

Mll-S-44/77/5 

ME 

10  Mar  81 

i 

2330 

Stmitroiltr,  Low  Btd,  Construction  Troniporttr,  40  Ton,  M870 . . . 

MS-52141 

AT 

03  May  85 

L 

2330 

Stmitroiltr,  Lowbtd,  15  Ton,  4  WhttI,  Potriot,  M974  Striti . . . . . 

M1L-S-42449 

AT 

05  Jul  83 

L 

2330 

Stmitroiltr,  Low  Btd,  Htovy  Equipment  Troniporttr,  60  Ton,  M747 . . . 

MS-52142 

AT 

03  May  85 

1 

2330 

Stmitroiltr,  Lowbtd,  12  Ton,  H/droulic  Lift  Plotform,  Commtricol  REV-99  . . 

MIL-S-45395E 

AT 

11  Apr  84 

L 

2330 

Stmitroiltr,  Lowbtd,  Wrtcktr,  12  T<»t,  4  WhttI,  40  Ft.  Lood  Dtck,  M270A1 
USER-ME  11 

MS-53089B 

AT 

15  Jan  85 

2330 

Stmitroiltr,  Lowbtd,  Tilt  Dtck.  15  To  30  Ton,  4  WhttI,  Commtrciol  REV-84...... 

MIL-S-42101B 

AT 

03Ocl  83 

2330 

Swuitroiltr.  (.owbtd,  3S  Ton,  4  WSmI,  M172A1  USER-YD  tl  . 

MS-500001C 

AT 

15  Jan  85 

2330 

Stmitroiltr,  Lowbtd.  Commtrciol  USER-MC  REV-84 . 

MIL-S-45152G 

AT 

14  D«  83 

2330 

Stmitroiltr,  Lowbtd,  Wrtcktr,  12  Ton,  4  Whtd,  25  Ft.  Lood  Dtck,  M269A1 
USER-YD  11 

MS-500003B 

AT 

15  Jon  85 

L 

2330 

Stmitroiltr,  Low  Btd,  Htovy  Equipmtnt  Troniporttr,  60  Ton,  M747 . 

MIL-S-42144R 

AT 

30Jun  88 

L 

2330 

Stmitroiltr,  Low  Btd,  40  Ton  Nominol  Poylood  For  Troniportotion  Of  Htovy 
Enginttr  Construction  Equipmtnt,  M670A2 

MIL-S-42549 

AT 

18Nav  87 

L 

2330 

Stmitroiltr,  Lowbtd  Miiiilt  Round  Troniporttr  (Mrt)  And  Lorgt  Rtpoir  Ports 
Troniporttr  (Lrpt),  XM974 

MIL-S-42344 

AT 

22  Jon  82 

1 

2330 

Stmitroiltr,  Rtor  Dump,  Slnglt  Axit  And  Tondtm  Axit . . . . 

MIL-S-38411C 

YO 

03  S*p  85 

1. 

2330 

Stmitroiltr,  Rtfuit  Colltction,  75  Cubic  Yord,  For  Uit  With  Stotionory 

Compocton  And  Compoctor,  Stotionory,  3  1/2  Cubic  Yard,  For  Uit  With 

Rtfuit  Colltction  Stmitroiltri  Validat0d  S^p  86 

MIL-S-42292A 
NOTICE  1 

AT 

05  S.p  84 

2330 

Stmitroiltr,  Rtfuit  CoHtction,  Compoction  Typt,  Commtrciol  USER-MC . . 

MIL-S-45154H 

YD 

18  Moy  84 

1 

2330 

S«nitrail.r,  Stok.,  13  Ton,  4  WIimI,  M137A2C . 

MS-500099D 

AT 

30  Jan  87 

L 

2330 

Stmitroiltr,  Stokt,  Commtrciol,  Drop  Fromt,  Tondtm  Axit,  20  Ton  . . 

MIL-S-28550C 

YO 

01  No*  85 

2330 

SMiitraihr,  Stokt  •  6  Ten,  3  Whttl/M118At,  (Military  Dttign)  USER-Cl  YD.... 

MS-530e4« 

AT 

10  Apr  85 

2330 

MIL-S-45384G 

YD 

33  Apr  84 
39  Jul  83 

2330 

Stmitrailtr,  Stokt,  Drop  Dtck,  With  Hydroulic  Loading  Romp,  Tondtm  Axit,  30 
Ten.  Commtrciol  REV.YD  S4 

MIL-S'42294A 

AT 

2330 

Stmitroiltr,  Stokt,  Stmitroiltri,  Von,  And  Stmitroiltri,  Rtfrigtrotor,  Militory 

Dtiign 

MIL-S-42034D  (1) 

AT 

04S.P  84 

1 

2330 

Stmitroiltr,  Tocticol,  Duol  Purpoit  Brtokbulk/contointr  Tronsporttr,  22*1/2 

Ton,  M871A2 

MIL-S-42272B  (1) 

AT 

21  Nov  88 

1 

2330 

Stmitroiltf,  Tonkt  5,000  Got,  Bulk  Haul,  Sttf  Lood/unlood,  M967  . 

MS-52154 

AT 

03  Moy  85 

2330 

Stmitroiltr,  Tonk,  Pofoblt  Wottr,  2,000  To. 5,  500  GoHon,  Commtrciol 

USER-ME 

MIL-S-4206PC 

AT 

28  0cl  83 

2330 

Stmitroiltr,  Tank,  FutI,  4  WhttI,  5000  GoHon,  M131A4  . 

MS-500011 A 

AT 

10  Apr  85 

2330 

Stmitroiltr,  Tonk,  Gtntrol  Purpoit  Wottr,  2,000  And  4,000  GoHon, 

Commtrciol  USER-MC 

MIL-S-42095> 

AT 

17  Jul  87 

L 

2330 

Stmitroiltr,  Tonk:  5,000  Gol,  FutI  Disptnsing,  M969  . . . . . 

MS-52155 

AT 

03  Moy  85 

L 

2330 

Stmitroiltr,  Tank,  5000  GoHon,  BuHchoul  And  FutI  Strvi^.'ng,  M967,  M^9  Ar^ 
M770  USER-MC 

MIL-S-42180S  (1) 

AT 

28  Jon  84 

1 

2330 

Stmitroiltr,  Tonki  5,000  Gol,  FutI  Disptniing,  Undtr/o/urwing,  M970 . 

MS-52154 

AT 

03  May  85 

L 

2330 

Stmitroiltr,  Tank,  Aircraft  Rtfutl'ng,  5,000  GoHon,  Turbint  FutI,  Commtrciol 
REV-YD 

MIL-S-42317A 

AT 

23  Apr  82 

1 

2330 

Stmitroiltr,  Tonkt  Bull  Haul,  Stif  Lood/unlood,  5.000  Gol,  M967A1 . 

MS-52214 

AT 

26  Aug  85 

2330 

Stmitroiltr,  Tonk,  Woitt  And  Sludgt  Acids,  Corroiivt  liquids,  Commtrcioi . 

MIL-S-42183B 

AT 

08  Nov  85 

L 

2330 

Stmitroiltr,  Tonk:  5,000~Gol,  FutI  Diiptniing  M969A1 . . . 

MS-52217 

AT 

26  Aug  85 

2330 

Stmitroiltr,  Tonk,  Goiolint  And  FutI  Oil,  Commtrciol  REV-MC  . . . 

MIL-S-45310H 

YD 

01  Mar  89 

1 

2330 

Stmitroiltr,  Tonk:  5,000  Gol,  FutI  Disptniing,  Undtr/ovtring,  M970A1 . 

M5-5221B 

AT 

24  Aug  85 

2330 

Stmitroiltr,  Tonk.  FutI,  4  WhttI,  Militory  Dtiign,  M131  Striti  USER-YD 

REV-SM 

MII-S-44752C  (2) 

AT 

14  Fob  88 

L 

2330 

Stmitroiltr,  Van:  10  Ton,  4  Wht^,  Data  Ctnttr,  M971 . . . . . 

MS-52157 

A1 

03  Moy  85 

L 

2330 

Sofflilrailar,  Van,  Electronic  6  Ten,  2  Wheei,  M34aA3,  M373A2,  M373A3, 
M373A4  And  M373A5  Seriet 

MIL-5-447141  (2) 

AT 

02  Jun  81 

2330 

Stmitroiltr,  Von,  Sh^,  Cloitd  Sidti,  Rtor  Doors,  6-TON,  2  WhttI,  M508........ 

MS-500004B 

AT 

15  Jon  85 

2330 

Semltrollcr,  Von  COtTMTttrciOi  (FurnSfwrt,  Ptrsuniwt/  Rtfrigtroior,  Corgo,  S  Sidt 
Curtain)  7  To  35  Ton  REV-MC 

MIL-S-45344& 

YO 

26Ftb  B8 

1 

2330 

Stmitroiltr,  Vont  10  Ton,  4  Whotl,  Ttit  Station,  M995  . 

MS-52159 

AT 

03  May  85 

L 

2330 

Stmitroiltr,  Von,  Air  Trbhiport^^t,  5  1/2  Ton,  Air  Condifiontd,  Commtrciol  .... 

MIL-S-42052B 

AT 

05  Oct  81 

L 

2330 

Stmitroiltr,  Von:  Tocticol,  4  WhttI,  4  1/2  Ton  M1006 . 

MS-52143 

AT 

03  Moy  85 

2330 

Stmitroiltr,  Von,  For  InstoHotion  Of  Sptciol  Equipmtnt,  Military  Vthidts . 

MIL-S-42049D 

AT 

28  May  87 

2330 

Stmitroiltr,  Van-corge,  12  Ton,  4  Wh^,  M128A2C . . . 

MS-500097C 

AT 

13  Jon  66 

2330 

Stmitroiltr,  Von-supply,  12  Ton,  4  WhttI,  M129A2C . . 

MS-500098C 

AT 

13  Jon  84 

L 

2330 

Stmitroiltr,  Von,  Shop-douUt  Sidt  Doors,  6'TON,  2  WhttI,  M508C  REV-EA 
AR1185 

MS-500007S 

AT 

15  Jon  85 

1 

2330 

Stmitroiltr,  Von  Eltctronic,  Tocticol,  6:Ton,  2  WhttI,  26  Ft,  M348A2H . 

MS-500082C 

AT 

13  Mor  85 

L 

3330 

Stmitroiltr,  Von,  Eltctronic,  6  Ton,  2  WhtM,  Flight  Optrotioni  Control  Ctnttr, 
M373A3C 

MS-500042B 

AT 

10  Apr  85 

3330 

Swiilrailm’,  Van,  Shop,  33  Foot,  Military  Dnign,  2  WFml,  6  Ton,  M146 _ _ 

MS-500028A 

AT 

15  Jon  F5 

CUSTODIAN 


AT 

ME 

ME 

ME 

ME 

ME 

AT 

AT 

AT 

AT 

AT 

ME 

AT 

AT 

AT 

AT 

AT 

AT  YD 
AT  MC 
AT  YD 
AT 

AT 

AT 

AT 


YD 

AT 


AT  YD 
AT 

YD 
AT  MC 
AT  YD 
AT  YD 

AT  99 

AT 

AT 

AT  YD 

AT  MC  99 
AT  YD 

AT 

AT 

AT 

AT 

AT 

AT  YD  99 
AT 

AT  YD 
AT 

AT  MC  99 

AT 

AT 

AT 

AT  YD 

AT 

AT 

AT 

AT  99 

AT 

AT 

AT 

AT 

AT 

AT 


17f 


339  3  333 


FSC  USTINQ 


DOCUMENT 


FSC 

TITLE 

NUMBER 

PREP 

DATE 

CUSTODIAN 

L 

3330 

Stmitrailtr,  Vam  Elvctronic,  Tacticol«  6  Ton*  2  Whtti,  26  FI,  M348A2C 

MS-5000398 

AT 

15  Jon 

85 

AT 

USER-ME 

3330 

Stmitroiitr,  Von,  Shop,  Folding  Sidti,  6  Ton,  4  Whooi,  M447  . . . 

MS-S00035B 

AT 

20  May  85 

AT 

L 

3330 

Stmitroiltr,  Von,  Electronic,  Militory  Model  M348A2F  2  Wheel,  6  Ton,  26  Foot 

MS-S0006SC 

AT 

13  Mor 

85 

AT 

USER-MI  EL 

■•330 

Semitroiler,  Von,  Mopping,  Expansible,  6  Ton,  4  Wheel,  M313  . . . . 

MS-5000358 

AT 

15  Jon 

85 

AT 

1 

10 

Semitroiler,  Von,  Electronic,  26  Foot,  Militory  Design,  2  Wheel,  6  Tm>, 

MS-500067C 

AT 

13  Mar 

85 

AT 

M346A3D  REV-MI 

L 

3330 

Semitroiler,  Von,  Electronic,  Sasic  26  Foot  (Militory  Design),  M348A2,  6  Ton,  2 

MS-53054B 

AT 

15  Jon 

85 

AT 

Wheel 

1 

3330 

Semitroiler,  Von:  Electronic,  Tocticol,  6  Ton,  2  Wheel,  30  Ft  M373A2  . . 

MS-530558 

AT 

15  Jon 

85 

AT 

3330 

Semitrailer,  Von,  Repoir  Ports  Storoge,  6  Ton,  4  Wheel,  M750  . . 

MS-53133B 

AT 

20  Moy  85 

AT 

3330 

Semitroiler,  Von  Shop,  Folding  Side,  Air  Conditioned,  6-TON,  4*WHEEl,  M 

MS-53134A 

AT 

20  May  85 

AT 

447C 

3330 

S.milr'iil.r,  Von-corgo,  6  Ton,  3  WhMl,  MILRAI  USER-GL  MC  REV-MI . 

MS-530988 

AT 

10  Apr 

85 

AT 

MC 

3330 

Troiler  vnd  Semitroilers,  Commercial  Validottd  Apr  83  REV-MC . . . 

MIL.STD-739A 
NOTICE  1 

8  APR  1964 

AT 

08  Apr 

64 

AT 

99 

1 

3330 

Troiler  Cargo,  Tactical  3/4  Ton,  2  Wheel  M101A2 . . . . . . 

MS-53164C 

AT 

27  Nov 

86 

L 

3330 

Trailer,  Ammunition,  1-1/2  Ton,  2  Wheel,  M332  USER-EA  AR  11  . 

MS-500031C 

AT 

15  Jon 

85 

AT 

L 

3330 

Trailer,  Bolster,  Pole  Type,  14-TON,  4-WHEEL,  Commercial  Volidattd  Avg  86.... 

MtL-T-63083A 
NOTICE  1 

AT 

28  Aug 

86 

AT 

L 

3330 

Troiler,  Bolster  General  Purpose  4  Ton,  4  Wheel,  M796A1. . 

MS-53151 

AT 

15  Jon 

85 

L 

3330 

Troiler,  Coble  Reel:  Hydraulicolly  Driven,  Commercial  REV-YD . . . . . 

MIL-T-63073B 

AT 

12  Aug 

87 

AT 

3330 

Trailer,  Coble  Reel,  Military  Design,  3-1/2  Ton,  2  Wheel,  M310  USER-YD  11 

MS-500013C 

AT 

30  May  85 

AT 

MC 

99 

REV-EL  84 

3330 

Troiler,  Cargo  •  3/4  (on  2  Wheel,  M101A1  (Military  Design)  Va/rdoted  Dec  83 

MS-53085A 

AT 

14  Jul 

78 

AT 

MC  99 

USER-ME  EAAR  YO  11  REV-MI 

3330 

Trail.r,  Cargo,  3  Wh..l,  1/4  Ton  To  1  1/3  Ton  USER-ME  REV-MC . 

MIL-T-10579H 

AT 

17  F.b 

88 

AT 

YD 

99 

L 

3330 

Trailer,  Corgo,  4,000  Pounds  Poylood,  Tandem  Axle,  Commerclol . . . . 

MIL-T-39183A 

YD 

18  Jun 

84 

YD 

3330 

Trailer,  Cargo,  1/4  Ton,  2  Wheel,  Military  Model  M416A1  Vo/fdoted  Apr  83 

MS-53144A 

AT 

15  Jon 

85 

AT 

USER-ME  MC  YD 

L 

3330 

Trailer,  Corgo,  With  Hydraulic  lift  Body,  Commerciol,  2,000  Pound  Poylood,  2 

MIL-T-63059A 

AT 

12  Mor 

82 

AT 

WhMl 

3330 

Troiler,  Cargo,  Military  Design,  M106A2,  1-1/2  Ton,  2  Wheel . . . 

MS-500013D 

AT 

15  Jon 

85 

AT 

3330 

Troiler,  Cargo,  600,  2,000  And  3,000  Pound  Poylood,  2  Wheel,  Commerciol 

MIL-T-46791C 

AT 

39  Nov 

83 

AT 

YD 

99 

REV-MC  84 

L 

3330 

Trailer,  Cargo,  1/4  Ton,  2  Wheel,  Military  Model  M416  Vo/idoMd  Apr  83  ........ 

MS-500069D 

AT 

15  Mor 

85 

AT 

99 

3330 

Troilor,  Chouit  1-1/3  Ton,  3  WEmI,  M103A3AND  M103A4 . 

MS-53039E 

AT 

22  Dk 

86 

AT 

MC 

1 

3330 

Troiler,  Equipment,  Elevoting  Body,  4  Wheel . . . . . 

MIL-T-39333 

YO 

30  Nov 

84 

YD 

L 

3330 

Troiler,  Flot  Bed,  10  Ton  4  Wheel,  M346  Validated  May  87. . 

MIL-T-45333D;(1) 

AT 

18  May  87 

AT 

NOTICE  1 

L 

3330 

Troiler,  Flot  Bed,  Minimum  15  Ton  Poylood,  Multi  Axle  Commerciol  Construction 

MIL-T-53479E 

ME 

15  Sop 

78 

ME 

Equipment  (CCE)  Validated  Jan  $3 

3330 

Troiler,  Flotbed,  4  Ton,  4  Wheel,  Military  Design,  M795 . . . . . 

MS-521108 

AT 

20  Moy  85 

AT 

YD 

99 

L 

3330 

Troiler,  Flatbed:  4  And  5  Ton,  4  Wheel  (Tandem)  Cort  Type;  Troiler,  Bolster:  4 

MIL-T-62073D 

AT 

26  Aug 

87 

AT 

Ton,  4  Wheel  (Tandem) 

1 

3330 

Troiler,  Flatbed,  10  Ton,  4  Wheel,  M345 . . . . 

MS-5000328 

AT 

01  Fri> 

89 

AT 

3330 

Trailer,  Guided  Missile  lounching  Control  Station  4  Wheel,  M262A2  USER-MI 

11 

Trailer,  Guided  Missile,  Trocking  Station,  4  Wheel,  M428A1  . . 

MS-500020A 

AT 

20  Moy  85 

AT 

3330 

M5-500063A 

AT 

10  Apr 

85 

AT 

AS 

L 

3330 

Trailer,  living  Quarters,  SeK&contained,  Commerciol....... . . . 

MIL-T-46768C 

AT 

05  Moy  86 

AT 

1 

3330 

Troiler,  lowbed.  Forklift  Truck  Tronsporter,  6  Ton  And  9  Ton,  CcKnmerclol . 

MIL-T-63109A 

AT 

16  Jon 

81 

AT 

L 

3330 

Trailer,  lowbed,  4  Wheel  2  To  7  Ton  USER-MC . . . . . . . 

MIL-T-45382A  (2) 
NOTICE  1 

AT 

22  Jul 

87 

AT 

YD 

L 

3330 

Troiler,  A.ochine  Gun  Mount,  M20  Mount,  Troiler  Multiple  Col.  .50  Machine 

MIL-T-13652A 

mR 

07  Dec 

67 

AR 

Gun,  MSS.  Validaltd  Apr  St  REV-AT 

3330 

Troile*,  Maintenance.  1000  And  2000  Pounds  Poylood,  2  Wheel,  Commerciol  .... 

MIL-T-46744D 

AT 

26F.b 

86 

AT 

YD 

1 

3330 

Troiler,  Munitions,  MHU-151/M . . . . . . . 

MIL-T-85239  (1) 

AS 

27  Stp 

82 

AS 

1 

3330 

Troiler,  Pipe,  Fuel  line,  25  Ton  REV-AT . . . . . 

MIL-T-46715E 

YD 

29  Moy  84 

YD 

3330 

Troiler,  Stoke,  Wogon  Type,  5,000  And  10,000  Pound  Copocity,  4  Wheel, 

MIL-T-467056 

AT 

04  Apr 

86 

AT 

YD 

99 

Commerciol  USER-MC 

3330 

Trailer,  Tank,  Fuel  Servicing,  Type  A-1B  . . . . 

MIL-T-87984 

84 

31  Jon 

89 

99 

3330 

Troiler,  Tank,  Potoble  Water,  1-1/2  Ton,  2  Wheel,  Militory  Design,  M  625 

MS-52109B 

AT 

16  Feb 

88 

AT 

99 

(Inactive  No  S/s  ()  See  Mil-std  962  For  Stotus  USER-ME  YD  MC 

3330 

Trai:er,  Tunlis  Potoblt  Woltr,  400  Gallon,  3  WEmI.  M14943  USER-YD  REV-84.. 

MIL-T-45316G  (2) 

AT 

16  Feb 

88 

AT 

MC  99 

L 

3330 

Troiler,  Tonk:  Potable  Water  1-1/2  Ton,  2  Wheel,  Militory  Design,  M  149A2.... 

MS-52108D 

AT 

16  Feb 

88 

AT 

3330 

Trailer,  Tilt  Deck,  Commerciol  USER-ME  MC . . . . . . 

MIL-T-46738F 

YD 

20  del 

84 

AT 

YD 

99 

1 

3330 

Troiler,  Utility,  Coble  Reel,  3  1/3  Ton,  M310  USER-CE  99  REV-YD  . 

MIL-M3714D  (1) 

AT 

16  Feb 

88 

AT 

2330 

MS-500026A 

AT 

10  Apr 
10  Apr 

85 

AT 

99 

3330 

Trailer,  Von,  louncher  Control,  4  Wheel,  M262A1C . . . . 

MS-5bbbl9A 

AT 

86 

AT 

99 

L 

3330 

Trailer,  Von,  Mobile  Photogrophy  Validated  Oct  8J . . . . 

MIL-T-62149 

AT 

27  Mar 

72 

AT 

t 

3330 

Trailer,  Von,  rAobile  Heoring  Test  Center,  Tandem  Axle . . . . 

MIL-T-62324A  (1' 

AT 

27  Apr 

84 

AT 

3330 

Troiler,  Van,  Shop,  Folding  Side,  1-1/2  Ton,  2  Wheel,  M448 . . . 

MS-500036C 

AT 

13  Apr 

85 

AT 

3330 

Trailers,  Bolster,  Commerciol,  Pole  Type,  2  To  20  Tons  USER-MC  REV-*  .1  .......... 

MIL-T-453e6E 

YD 

20  Jon 

84 

AT 

YD 

99 

3330 

Troilers,  Coble  Reel,  Commerciol  USER-MC  . . . . . . . . . . . 

MIL-T-45381D 

YD 

19  Nov 

84 

AT 

YD 

99 

3330 

troilers.  Tank:  Potoble  Water  ,Xnd  Generol  Purpose,  400  And  500  Gollon,  Two 

MIL-T-62357 

AT 

29  Jul 

83 

AT 

YD 

And  Four-wheel,  Commerciol  USER-MC 

3330 

Tricycle,  Industrial  . . . . . . . . . . . 

A-A-400 

» 

25  Feb 

80 

3330 

Truck  Tractor  &  Truck  Troiler,  Broke  &  Electricol  Connection  locoiions  '  Oct  76 

SAE  J702B-76 

AT 

30  Sep 

81 

AT 

99 

Vo/frfoMd  Oet  83  REV-YD 

i 

3340 

Motorcycle,  Choin  Drive,  Duol  Purpose,  Commerclnl  Validated  Jan  87 . . 

MIL-M-63345 

AT 

15  Jon 

82 

AT 

NOTICE  1 
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2340 

Motorcycle,  Choin  Drive,  SoIorCommercioK. . . . . . . 

MIL-M-1320O 

AT 

G2  Mar 

88 

AT 

2340 

Scooter,  Motor,  Electric  Motor  Driven,  Three  Or  Four  Wheel,  Commercial.......... 

MIL-S-62293C 

AT 

28  S.p 

88 

AT  YD 

99 

2340 

Scooter,  Motor,  Goi^ine  Engine  Driven,  Three  Or  Four  Wheel,  Commerclo) ...... 

MIL-S-45324K 

AT 

28  S.p 

84 

AT  YD 

2340 

Snovrmobileit  Gosoline  Engine  Driven,  Commerciol . . . . . 

MIL-$-62352 

AT 

03F.b 

83 

AT  YD 

99 

L 

2350 

Armored  Reconnoisionce,  Airborne  Asioult  Vehicle:  Full  Tracked,  t52MM, 

MS-52239 

AT 

26  Aug 

85 

AT 

M55IA1 

L 

2350 

Armored  Reconnoitionce/oirborne  Assoult  Vehicle,  Tracked,  152MM, 

MIL-A-455598  (1) 

AT 

19  Jun 

87 

AT 

XM551  Validaltd  Jun  87 

NOTICE  1 

L 

2350 

Armored  Reconnolsonce  /  Airborne  A$>Qult  Vehicle,  Full  Tracked,  t52MM, 

MIL-A-62019B  (2) 

AT 

09  Jon 

87 

AT 

M551,  Processing  For  Storoge  &  Shipment  Of  REV.SM 

L 

2350 

Carrier,  Air  Defense  Missile  System,  M975  Volidattd  Jan  66 . . . . 

MIL-C-6339S 

AR 

25  Jon 

80 

AR 

L 

2350 

Corrier,  Ammunition,  Full-Tracked;  22-Ton,  155  MM,  M992 . . . . 

MS-52253A 

AT 

10  Dk 

86 

AT 

L 

2350 

Corner,  Corgo  &  Possenger,  Full  Tracked,  Alhterrain,  Gasoline  Engine  Driven, 

MIL-C-62326B 

AT 

02  Mor 

88 

AT  YD 

Commerciol  REV-YO 

2350 

Corrier,  Cargo,  Amphibious,  M116A1 . . . . . . . . . . 

MS-52240 

AT 

26  Aug 

85 

AT 

2350 

Carrier,  Cargo,  Trocked,  1-I/2  Ton,  M973  . . . . . . . . 

MS-52214 

AT 

18  F.b 

86 

AT 

1 

2350 

Corrie..  Commend  Post,  Light  Tracked,  M577ik2 . . . . . . 

MS-52198 

AT 

03  Jul 

85 

AT 

L 

2350 

Corrier,  Electronic  Worfore  System,  Full  Trocked,  M10I5A1 . . . . 

MIL-C-62500  (2) 

AT 

24  Jan 

89 

AT 

L 

2350 

Carrier,  Personnel,  Full  Trock^  •  Armored,  M113A2 . . . . . 

MS-52205 

AT 

03  Jul 

85 

AT 

L 

2350 

Carrier,  Personnel,  Full  Trocked  •  Armored,  Ml  I3A2/EPT . . . . . . 

MS-52201 

AT 

03  Jul 

85 

AT 

L 

2350 

Carrier,  Personnel,  Full  Trocked,- Armored,  Fire  Support,  M98I . 

MS-52255 

AT 

13  Jon 

86 

AT 

L 

2350 

Corrier,  Personnel,  Full  Trocked  -  Armored,  M113A2EI . . 

MS-532S9 

AT 

13  Jon 

86 

AT 

2350 

Corrier,  Smoke  Generator,  Full  Trocked,  Armored,  M1059 . . . 

MS-52264 

AT 

18  F.b 

86 

AT 

L 

2350 

Carrier,  Trocked,  Sigint/EW  M1015/M1015A1. . . . . . . 

MS-52256 

AT 

13  Jon 

86 

AT 

L 

2350 

Corrier,  107  MM  Mortor,  M106A2 . . . . . . . 

MS-52199 

AT 

03  Jul 

85 

AT 

L 

2350 

Corrier,  81  MM  Mortar,  M125A2  . . . . 

MS-52200 

AT 

03  Jul 

85 

AT 

2350 

Chosiis,  Self  *  Propelled  Ml 09  Series . . . 

MS-52220 

AT 

28  Aug 

85 

AT 

L 

2350 

Chossis,  Tonk,  Armored  Vehicle,  Bridge  Louncher,  M60A1  And  Mi8A5, 

MII-C-62279A 

AT 

04  Oct 

85 

AT 

Processing  For  Storoge  And  Shipment  Of  USER*ME 

L 

2350 

Chassis,  Tank,  Armored  Vehicle,  Bridge  Louncher,  M4BA5 . . . . . . . . 

MIL-C-62270 

AT 

04  Mar 

84 

AT 

L 

2350 

Chassis,  Tank:  Armored  Vehicle,.  Bridge  Launcher,  M60A1..... . . . 

MIL-C-62267 

AT 

15  Aug 

83 

AT 

L 

2350 

Chossis,  Weapon  Full  Trocked  M741A1 . . . . . 

MS-52208 

AT 

03  Jul 

85 

AT 

2350 

Combat  Engineers  Vehicle  Full  Trocked  M728 . . . . . . 

MS-52222 

AT 

28  Aug 

85 

AT 

L 

2350 

Eorthmover,  Armored  Combat,  M9  Ace,  Processing  For  Shipnsent  And  Stooge 

Of 

Eorthmover,  Armored  Combat  M9.. . . . . . . . 

MIL-E-624848  (1) 

AT 

03  F.b 

86 

AT 

L 

2350 

MS-S2271 

AT 

18  F.b 

86 

AT 

L 

2350 

Gun,  Ao  Artillery,  Self  Propelled^twin  40  Mm,  M42  A1  . . . . . . 

MS-51978B 

AT 

03  Jul 

85 

AT 

1 

2350 

Gun,  Air  Defense  Artillery,  20MM.  Self>propelled,  M163A1  Volidatad  Jan  63„.. 

MIL-G-45980  (1) 

AR 

17  F.b 

77 

AR 

1 

2350 

Gun,  Anti  Tank,  Self  Propelled  90MM,  M55  (Inoctive)  Validated  Apr  75 . 

MS-51979A 

AT 

30  Apr 

80 

AT 

1 

2350 

Gun,  Field  Artillery,  Self  Propelled,  175MM,  M107,  Howitxer,  Heavy,  Self 

MIL-G-453970  (2) 

AR 

17Frf> 

77 

AR 

Prop<M,  8  ln<h<  Ml  10  And  M110A1  Validattd  Jon  83  REV-MC 

1 

2350 

Gun,  Field  Artillery,  Self  PROPELlEO-175  Mm,  M107  Validated  Dee  83 . 

MS-519S0B 

AT 

12  Jul 

77 

AT 

L 

2350 

Gun,  Self'propelled,  Full  Tracked,  Twin  40MM,  M42  And  M42A1,  Preporotion 

MII-G-45178A 

AT 

16  Jul 

87 

AT 

For  Storage  And  Shipment  Of;  REV.MD  SM 

NOTICE  1 

1 

2350 

Gun,  Twin  40  Mm,  Self*propelled  M42At . . . . . . . . . 

MIL-G-11725B;(I) 
SUPL  1 

AT 

04  Sep 

87 

AT 

L 

2350 

Gun,  Twin  40MM,  Self  Propelled  M42  &  M42A1  (Overhoul)  VoUdatad  Dec  A7.. 

Mll-G-62176  (1) 

AT 

28  Mor 

79 

AT 

1 

2350 

Howitzer,  Heovy,  SeK*propetled  8  Inch,  Ml  10  USER*MC  REV'AR . . 

MS-53079B 

AT 

03  Jul 

85 

AT 

2350 

Howitzer,  Heavy,  SeH-propelled  8  Inch,  M110A1  . . . . 

MS-52251 

AT 

18  Fob 

86 

AT 

1 

2350 

Howitzer,  Medium,  Self  Propelled,  M109  (FRO)  Vah'datad  Mar  83. . . . 

MIL-H-621S5 

AT 

28  0.C 

73 

AT 

L 

2350 

Howitzer,  Medium,  SeK  Propelled,  155MM,  M109  . . . . 

MIL-H-45374D  (1) 

AR 

22  Dec 

88 

AR 

2350 

Improved  Tow  Vehicle  Combat  Anti  Tank,  M901A1  . . . 

MS-52277 

AT 

11  Mor 

87 

2350 

Improved  Tow  Vehicle  Combot'Anti  Tonk,  M901 . . . . . 

MS-52225 

AT 

28  Aug 

85 

AT 

L 

2350 

Recovery  Vehicle,  Full  Trocked,  Medium,  M88A1 . . 

MII-R-62195C 

AT 

0’  Moy  86 

AT 

2350 

Recovery  Vehicle,  Fulhtrocked  Armored,  M578  . . . . . . 

M5-52252 

AT 

18  F.b 

86 

AT 

L 

2350 

Recovery  Vehicle,  Fulhtracked,  Light,  Armored,  M578  Validated  Jun  88  REV*AT 

MIL-R-46711D  (1) 
NOTICE  1 

AR 

06  Jun 

88 

AR 

L 

2350 

Recovery  Vehicle,  Full  Tracked,  Medium,  M88A1. . . . . 

MS-52135B 

AT 

03  Jul 

85 

AT 

1 

2350 

MS'52360 

AT 

13  Jon 

86 

AT 

L 

2350 

Tonk  Chossis  M48  DIVADSiGun  System . . . 

MS-52210 

AT 

03  Jul 

85 

AT 

L 

2350 

Tunk,  Chossis  M48A5  Transporter  AVL  Bridge....... . . . . . . . 

M5-52211A 

AT 

26  Mor 

87 

AT 

L 

2350 

Tank,  Chassis  M60A1  Tronsporter  AVL  Bridge.............. . . . . . 

MS-52213A 

AT 

26  Mar 

87 

AT 

L 

2350 

Tonk,  Combat,  FulMrocked:  105MM  Gun,  M48A5  . . 

MIL-T-62222 

AT 

01  Jul 

85 

AT 

L 

2350 

Tonk,  Combat,  Full  Trocked  105  MM  Gun,  M45A5 . . . 

MS-52215 

AT 

26  Aug 

85 

AT 

t 

2350 

Tonk,  Combot,  Full  Trocked,  105MM  Gun,  M48A5,  Processing  For  Storoge  & 

MII-T-62050B/B 

AT 

31  Oct 

85 

AT 

Shipment  Of  REV.SM 

2350 

Tonk,  Combot,  Full  Trocked  120  MM  Gun,  MIAI  . . . . . . . 

MS-53262 

AT 

13  Jon 

86 

AT 

L 

2350 

Tonk,  Combot,  Fulhtracked,  105MM  Gun,  M60A1  . . . . . . 

MIL-T.453790 

AT 

28  Apr 

86 

AT 

L 

2350 

Tonk,  Combat,  Full  Trocked  105  MM  Gun,  M60A3  With  Thermol  Sight....... . 

M5-52319A 

AT 

16  Jun 

87 

AT 

L 

2350 

Tank,  Combat,  Full  Trocked,  105  MM  Gun,  M60,  M60A1,  M60A1  (RISE),  & 

MIL-T-45309E 

AT 

20  Jun 

83 

AT 

•V.60A3,  Processing  Fvr  SlMpmenr&'Sfvroge  Cf  VaVidaied  Avg  S3 

2350 

Tonk,  Combat,  Full  Trocked  105  MM  GUN,M60A3  Passive  . . . . . 

MS-52223 

AT 

28  Aug 

85 

AT 

t 

2350 

Tonk,  Combot,  Full  Tracked,  Ml, -Series,  Processing  For  Shipment  &  Storoge  Of 

MIL-T-62340A 

AT 

14  Mor 

88 

AT 

L 

2350 

Took,  Combat,  FuK  Trocked  105  MM  Gun,  Mi  . . . . . . 

MS-52257 

AT 

13  Jan 

83 

AT 

L 

2350 

Tonk,  Main  Bottle,  105MM  Gun,  fASO -Validated  Jvl  87 . . . . 

Mll-T-4530eA  (4) 
NOTICE  1 

AT 

16  Jul 

87 

AT 

L 

2350 

Title,  Armor,  XM1  &  XM2,  Ports  For. . . . 

MII-T-48643A  (1) 

AR 

13  Nov 

87 

AR 

L 

2350 

Vehicle,  Armored  Combot  Eorthmover,  M9  Ace.... . . . . . . . 

MIL-V-62468C  (1) 

AT 

03F.b 

86 

AT 

L 

2350 

Vehicle,  Combot  Engineer,  Full  Trocked,  165MM  Gun,  M728,  Processing  For 

MIL-V-62060B  (1! 

AT 

22  Jun 

87 

AT 

Storoge  And  Shipment  Of  REV<SM 

1 

2350 

Vehicle,  Combat  Engineer,  Full  Trocked,  155  MM  Gun,  M728  . . . 

Mll-V-6200eB  (I) 

AT 

15  0.C 

83 

AT 

L 

2350 

Vehicle,  Fighting,  Infontry  M2  With  Tow  &  Ezternolly  Powered  Weopon 

MS-53258 

AT 

13  Jon 

86 

AT 

L 

2350 

Vehicle,  Fighting,  Covolry  M3  With  Tow  And  Externolly  Powered  Weopon  . . 

MS-52267 

AT 

18F.b 

86 

AT 
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L 

23S0 

V«hicl««  Fighting,  Covolry  M3A1  With  Tow  And  Exttmaify  Powortd  Wtopon  .... 

MS-52274 

AT 

20  Mar 

87 

AT 

L 

2350 

Vthick,  Firt  Support  T«om,  M981  (FISTV),.,,, . . . . . . . 

MlL-V-62475 

AT 

24  Jun 

85 

AT 

1 

2410 

Troctor,  Full  Trocktd,  Low  Sptod,  DED,  Htovy  Drawbar  PuH,  Six#  T-11 

MIL-T-52907 

ME 

23  Aug 

76 

ME 

Commtrciol  Conttruction  Equipment  (CCE)  Voliehtc:*  May  82 

2410 

Tractor,  Full  Trocktd,  low  Sptod,  Dittol  Engint  ^^rivtn  Mtdium  Drowbor  Pull 

MIL-T-52270C 

ME 

15  Mar 

83 

ME  YD 

Commtrcial  Conitruction  Equipmtnt  (CCE)  REV>AT  MC 

1 

2410 

Tractor,  Full  Trocktd,  Low  Spttd,  DitstI  Engint  Drivtn  Mtdium  Drowbor  Pull .... 

MIL-T-0052270D 

ME 

07  Mor 

84 

ME 

L 

2410 

Tractor,  Full  Trocktd,  Low  Spttd,  Dititl  Engint  Drivtn,  Air  Droppobit  & 

MIL-T-52510C 

ME 

01  Ocl 

80 

ME 

Htliropttr  Troniportobit 

1 

2410 

Tractor,  Full  Trocktd,  Low  Spttd,  Dititi  Engint  Drivtn,  Stctlondtitd  &  Non 

MII-T-52509C 

ME 

01  Ocl 

80 

ME 

Stctionolixtd 

2410 

Troctor,  FuH^trocktd,  Low  Spttd  (DitttI  And  Gaiolint  Engint*drivtn)  R£V*ME  .. 

KKK-T631E 

INT  AMD  1 

/ME 

04  Jon 

80 

ME  YD 

2410 

Troctor,  Full'tracktd,  Low*ipttd  USER'MC  REV*AT  CE  S4 . 

MIL-STD-628D 

ME 

11  Dec 

84 

ME  YD 

99 

L 

2420 

Dolly,  Aircraft  Spotting,  Mod  SD<1C  Validottd  F^b  82 . . . 

Mll-D-81504 

AS 

17  Jon 

67 

AS 

1 

2420 

Troctor,  Aircraft,  Towing,  Low  Profilt,  Sptciol  Duty,  8500  Ibt,  OPS,  Typt  MD>3 

MIL-T-22536A 

AS 

02  Jon 

69 

AS 

VaUdat0d  ftb  82 

2420 

Troctor,  Aircraft  Towing,  Gtd,  4X4,  4<WHEEL  Stttr,  30,000  Pounds  Dro^/bor 

MIL-T-81041 

AS 

20  May 

64 

AS 

99 

Pull,  Pntumotic  Rubbtr  Tirti,  Typt  TA>30  Validated  Jul  81 

1 

2420 

Tractor,  Aircroft  Towing,  Gosolint  7500  Pounds  Drowbor  Pull,  Typt  TA*75 

MIL-T-81038D 

AS 

o 

Z 

75 

AS 

Validated  May  82 

L 

2420 

Troctor,  Whttltd,  High  Spttd,  Low  Ctnttr  Of  Grovity  . . . 

MII-T-22691E 

YD 

It  Apr 

86 

YD 

2420 

)  roctor,  Whttltd,  Agricultural,  (Gosolint  Engint  Drivtn,  DitstI  Engint  Drivtn 

KKK-T-d40D  (2) 

/ME 

02  May 

77 

ME  YD 

Or  lp*gos  Engint  Drivtn)  USER'^D  MC 

L 

2420 

Troctor,  Whttltd,  Industrlol,  Dltstl-ond  Gosolint*tngint*drivtn  (For  Tocticol 

MII.-STD.d31B 

ME 

10  D« 

84 

ME  YD 

99 

Optrations  USER'MC  REV'Sd 

2420 

Troctor,  Whttltd,  Gtntrol  Purpost  Industriol  (Gosolint*‘tngint  Drivtn, 

KKK-T-d42A  (1) 

/ME 

23  Fob 

76 

ME  YD 

99 

Ditttl-tngint  Drivtn)  USER*MC 

L 

2420 

Troctor,  Whttltd,  With  Ttltscoplc  Room  Mounttd  Mowtr,  DED . 

MIL-T-2923S 

YD 

15  Mor 

85 

YD 

L 

2420 

Troctor,  Whttltd,  With  Rockhot,  Loodtr,  Hydroulic  Impoct  Tool  &  Hydroulic 

MIL-T-52908  (2) 

ME 

14  Fob 

78 

ME 

Earth  Augtr  Attochmtnt,  Commtrcial  Construction  Equipmtnt  (CCE)  REV^AT 

L 

2420 

Troctor,  Whttltd,  All  WhttI  Drivt  With  Attachments  (Smoll  Em^ymtnt 

Mll-T-53033 

ME 

02  Fob 

84 

ME 

Excavotor) 

L 

2420 

Tractor,  Whttltd,  16  Horstpowtr,  Hydrostatic  Drivt . . . 

MILJ-29188A 

YD 

16  Mor 

84 

YD 

1 

2510 

Slock,  Vision,  Sulltt-rtsistant  REV'AR  . . . 

MIL-B-11352E 

AT 

22  Fob 

85 

AT 

L 

2510 

Sody,  Von  Vthicit*mounttd,  ISO  Sizt  40  Validated  No¥  83 . . 

MIL-B-13207/4 

ME 

12  Aug 

76 

ME 

L 

2510 

Body,  Von,  Truck*mounttd  Mop  Rtproduction  Validated  Nov  83  REV*AT . 

MIL-B-13207D 

ME 

12  Aug 

76 

ME 

1 

2510 

Body,  Von,  Vthicle  Mounttd,  ISO  S<zt  10  Validated  No¥  83  USER*GL  REV*AT 

MII-B-1J207/1 

ME 

12  Aug 

76 

ME 

1 

2510 

Body,  Von,  Vthiclt  Mounttd,  ISO  Sitt  20  Validahed  Nc¥  83  USER'Gl  REV>AT 

Mli-B-13207/2 

ME 

12  Aug 

76 

ME 

1 

2510 

Body,  Von,  Vthiclt*mounttd,  ISO  Sizt  30  Validated  Nov  $3  USER*GL  REV*AT .. 

Mll-B-13;'17/3 

ME 

12  Aug 

76 

ME 

1 

2510 

Cupola  Body  Atumbly  For  Armorod  V.hid.  Bridp.  LouiKhot,  M50AI  &M4SA5 

MIL-C-4d7<>3B 

ME 

2BOct 

83 

ME 

Tonk  Chossis 

2510 

Fifth  WhttI  ASSEMBLY'33  Inch  Univtrsol,  Truck'troctor,  23,000  lb  Cepocity 

MS-52105 

AT 

16  Jul 

69 

AT 

99 

Validattd  No.  80  USER-ME  MC 

2510 

Fifth  WhttI  ASSEMBLY&33  Inch  Non&univtrsol,  Dolly,  Troiltr  Convtrttr, 

MS-53'X5A 

AT 

18  Dk 

87 

AT  YD 

99 

19,000  Ibi.  Copodty  USER-MC  REV-84 

NOTICE  1 

2510 

Fifth  WhttI  ASSEMBLY&&36  Inch  Univtrsal,  Truck&troctor,  45,000  lbs. 

M5-53034A 

AT 

31  Aug 

87 

AT  MC 

99 

Capacity  Validated  Aag  87 

NOTICE  1 

2510 

Fifth  WhttI  Kingpin,  Commtrciol  Trailtrs  &  Stmitroiltrs  •  Jon  70  Validated  Oct 

SAE  J700B-70 

AT 

30  Sop 

81 

AT 

99 

83  REV-YD 

2510 

Fifth  WhttI  Kingpin,  Htovy  Duty,  Commtrciol  Trailtrs  &  Stmitroiltri  •  Jul  66 

SAE  JS48A-56 

AT 

30  Sep 

81 

AT 

99 

(Rtopprovtd  Oct  83  Validated  Oct  83  REV-YD 

2510 

Kingpin,  FKih  WhMl,  2  Inch  Valldaltd  Aug  83  USER-ME  MC  YD  REV-MI . 

MS-53036D 

AT 

26  Mor 

79 

AT 

99 

2510 

Kingpin,  Fifth  Whwl  3Bi1/2  Inch  VolidaM  Oct  86  USER-ME  MC . 

MS-53037E 

NOTICE  1 

AT 

20  Oct 

86 

AT  YD 

99 

2510 

Kingpin,  Fifth  WhMl  Bi  UnWorMl  USER-ME  YD  MC  . 

MS-53038E 

AT 

09  Oct 

87 

AT 

99 

2510 

Retointr,  Kingpin,  Fifth  WhttIBiunivtrsol  Validated  Jvl  82... . 

MS-5304bA 

AT 

05  No. 

63 

AT  MC  99 

2510 

Troiltr  AxIt  Alignmtnt  «  1  Jon  69  (Rtopprovtd  Oct  83)  Validofed  Oct  83 

SAE  J875-69 

AT 

30  Sep 

81 

AT 

99 

REV-YD 

i 

2510 

Transit  Frame,  Antenna  MT*3694(  )/TRC  &  Mt-3895(  )/TRC  Validated  Feb  85.. 

MIL-T-55486 

ER 

08  Ocl 

69 

ER 

2510 

Wood  Ports  And  Wood  Substitutes,  FobricottdrFor  Tronsport  Vthiclt  Bodies 

MIL-W.39I2E 

AT 

24  Apr 

87 

AT  YD 

99 

USER-MC  REV-MI  MD  AR  CS 

1 

2520 

Hydraulic  Pump,  Axiol  Pistons,  Monuol,  With  Fire-control  Switd>,  0.8*CUBIC 

MIL-H-45307A 

AT 

29  Nov 

82 

AT 

Inch  Displacement  REV-EA 

•2520 

Lining,  Friction,  (Clutch  And  Broke,  Metallic,  Mttol-ceramic  And  Stminsttolllc 

KKK-L-3700 

•AT 

16  Jun 

88 

AT  YD 

USER-AR  REV-CS 

2520 

Terminology,  Automotive  transmission  *  Oct  78  Validated  Oct  83  USER-YD . 

SAE  J64SC-78 

AT 

30  Sep 

81 

AT 

99 

1 

2520 

MIL>'''62461P 

AT 

16  Aug 
16  Aug 

85 

AT 

L 

2520 

TronsiTfission  Assembly,  For  Truck  Cargo,  6X6  M561  W/t  And  Truck, 

MIL-T-4:C.46C 

AT 

82 

AT 

Ambulonct,  1  1/4  Ton,  6X6,  M'’92  Vi /e  Validated  Avg  83 

L 

2520 

Trcr.s.T.;iS!C.-,  Crcss  d'ive  (C0950  Stfies)  . . . 

MIL-T-11603E 

AT 

22  Aug 

85 

AT 

L 

2520 

Tronsmission,  Cross-drive,  CD-5(X)  Series  Validated  Jul  87  . . 

Mll-T-45348  (2) 
NOTICE  1 

AT 

16  Jul 

87 

AT 

L 

2520 

Tronsmission,  Cross  Drivt,  Complete  Assembly,  Center  Section,  Gtor 

MIL-T-45329B 

AT 

29  Aug 

84 

AT 

Assemblies,  Output  Reduction 

1 

2520 

Transmission,  Hydraulic,  Model  XTG-250-1A  Validated  May  87 . . . 

MIL-T-42030C 

AT 

13  Moy  87 

AT 

NOTICE 

L 

2520 

MIL-T-45719B  (1) 
MIL-T-46750C 

AT 

24  Mav  84 

AT 

L 

2520 

Tronsmission,  Hydroulic,  Model  XTG411-2  A  Input  Gtor  AsstmWy,  Main 

AT 

22  Mor 

88 

AT 

Assembly  Validated  Mar  88 

NOTICE  1 

1 

2520 

Transmission,  Hydroulic,  Modified  AutomotIc  TX-IOO-I  Validated  Mar  83 . 

M1L-T-62099S  (1) 

AT 

04D«r 

72 

AT 

1 

2520 

Tronsmission,  Power  Shift,  Commtrciol  Modified  Validated  Jul  87  . . . . . 

MII-T-52148A 

AT 

08  Jul 

87 

AT 

NOTICE  1 
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2S70 

2S20 

Transmisiion,  Power  Shift,  Commerciol  Modified.. . . . 

Truck  Tronsmission  Mounted  Power  Toke  Offs,  Openings  For  Six  &  Eight  Bolt  • 

MIL-T-62134B  (2) 

SAE  J704I.78 

AT 

AT 

30  Sep  87 

30  Sep  81 

AT 

AT 

99 

1 

2520 

Apr  78  Validoled  Oct  $3  REV-YD 

Volve,  Solenoid  . . . . . . . . . . . . 

MIL-V.62358 

AT 

11  May  83 

AT 

L 

2530 

Actuator  Assembly,  Rotary . . . . . . . . 

MIL-A-62453A  (3) 

AT 

13  Jun  88 

AT 

2530 

Air  Cleoner,  Intoke^compressor  USER'MI  MC  REV*ME  CS. . . . . . 

MS-53005C 

AT 

12  Dec  83 

AT 

99 

NOL 

2530 

Boot,  Dust  And  Moisture  Seol  Hydroullc  Brake  Cylinder,  Synthetic  Rubber. 

MIL-B-45325B 

AT 

01  Ocl  76 

AT 

2530 

2530 

Validated  Aug  83  REV*MI  CS 

Brake  Lining  Quality  Control  Test  Procedure  •  Apr  67  Validated  Oct  83 

USER-YO  99  REV-CS 

Brake  lining.  Gogan  Hardness  •  Moy  72  Validated  Oct  83  REV>YD . 

SAE  .■661A-57 

SAE  J379A-72 

Al 

AT 

21  Sep  79 

30  Sep  81 

AT 

AT 

99 

2530 

Brake  Lining,  Specific  Gravity  Of  •  1  Aug  71  Validated  Oct  83  REV«YO  ............ 

SAE  J38071 

AT 

30  Sep  81 

AT 

99 

2530 

Brake  linings,  Swell,  Growth,  &  Dimensional  Stability  Of  -  1  Jun  80  Validated 

SAE  J160'80 

AT 

30  Sep  f  1 

AT 

99 

2530 

Oct  83  REV.YO 

Brake  System  Performonre  Requirements,  Tnjck,  Bus  &  Combinotion  Of  Vehicles 

SAE  J992B.78 

AT 

30  Sep  81 

AT 

99 

2530 

•  Mor  78  (Reopproved  Oct  83  Validated  Oct  83  R£V*YO 

Broke  System  Rood  Test  Code,  Truck,  Bus,  &  Combination  Of  Vehicles  •  Mor  7B 

SAE  J785A-78 

AT 

30  Sep  81 

AT 

99 

2530 

(Keapproved  Oct  83)  Validated  Oct  83  REV*YO 

Broke  Cy  tern  Rood  Test  Code  •  Passenger  Cor  &  Light  Duty  Truck  •  1  Mor  73 

SAE  J843D-73 

AT 

30  Sep  81 

AT 

99 

L 

2530 

(Reap^  oved  Oct  63}  Validated  Oct  83  REV>YD 

Brake,  Electromognetlc,  Normolly  Engoged  REV«CS . . . . . 

MIL-B.62364A 

AT 

06  Mor  86 

AT 

L 

2530 

Coble  And  Conduit  Assembly,  Parking  Broke&  loop  Types  Button  End  Fitting 

MS-53058A 

AT 

16  Dec  64 

AT 

i 

2530 

Validated  Dec  84  REV-CS 

Coble  And  Conduit  Assembly.  Parking  Broke*loop  Type,  Eye  End  Fitting 

MS-53059A 

AT 

16  Dec  64 

AT 

L 

2530 

Validated  Mar  85  R£V*CS 

Coble  And  Conduit  Assembly,  Forking  Brake&  Strolght  Type,  Button  And 

MS-53060B 

AT 

14  Jul  83 

AT 

L 

2530 

Threoded  Fittings  REV*CS 

Coble  And  Conduit  Assembly,  Parking  Brake&  Straight  Type,  Eye  And  Threoded 

MS-5306IA 

AT 

16  Dec  64 

AT 

L 

2530 

Fittings  Validated  Mar  85  REV>CS 

CoWe  And  Conduit  Assembly,  Parking  Broke  «  Strolght  Type,  Eye  And  Button 

MS-53M2A 

AT 

16  Dec  64 

AT 

L 

2530 

Fittings  Validated  Mar  85  REV-CS 

Cock,  Plug,  Air  Supply,  Vehicular,  Air  Broke  System  USER-MC  REV-99  CS  ........ 

MS-500045B 

AT 

16  Feb  88 

AT 

Q 

2530 

Corhpressor  Assemblies,  Airbrake  System,  Wheeled  Vehicle  USER-MI  ME  MC 

MIL-C-45334C  (2) 

AT 

11  Mor  87 

AT 

99 

2530 

YO  REV.84  CS 

Compressor,  Reciprocating,  Power  Driven  &&  Air  Cooled,  12  C.f.m. 

MS-53032B 

AT 

25  Mor  68 

AT 

99 

2530 

W/unlooder  Validated  May  83  USER-YD  MC  REV-ME  CS 

Compressor,  Reclprocoting  Power  Driven,  Air  Cooled,  7  1/4  C.f.m., 

MS-51322D 

AT 

25  Mor  68 

AT 

99 

2530 

W/unloader.  Validated  May  83  USER-MI  ME  MC  YO  CS 

Coupling,  Automotive  Air  Brake  Lines,  Quick  DiKonnect  Validated  Aag  63 

MII.-C-52005A 

AT 

30  Sep  82 

AT 

YD  99 

1 

2530 

USER-MC  REV-ME  CS 

Cup,  Hydraulic  Broke  Actuoting  Cylinder,  Synthetic  Rubber  Validoled  Jun  86 

MIL-C-14055E  (1) 

ME 

27  Jun  86 

ME 

1 

2530 

USER-YO  MC  REV-AT  AR  85  CS 

Evoporator,  Alcohol8  Air  Broke  System  Validated  Mar  85  USER-ME  REV-CS  .... 

NOTICE  1 
MS-53067B 

AT 

06  Mor  70 

AT 

2530 

Governor  AssefflbIy8oIr  Broke  For  Tactical  Vehicles  USER-MC  REV-MI  ME  CS.... 

MS-53006B 

AT 

31  Moy  85 

AT 

84 

Q 

2530 

Hose  Assembly,  Rubber,  Hydraulic  drake  Validated  Dec  85  USER-SM  ME  MC 

MIL-H.13719C  (2) 

AT 

07  Sep  81 

AT 

1 

2530 

REV-MI  CS 

Hub-contllever  Mounting  For  3.50-6  And  4,00-8  Wheels.  Validated  Feb  86 

MS-24327B 

84 

21  Feb  86 

99 

1 

2530 

USER-MC  REV-AT  AV  CS 

Hub-contiitver  Mounting  For  6.00-9,  7.50-10  And  9.00-10  Wheels.  Validated 

NOTICE  1 
MS'24328B 

84 

20  Ocl  64 

99 

L 

2530 

May  82  USER-MC  REV-MI  AT  CS 

Hob,  Assembly,  Fork  Mounting,  For  3.50  &  4.00-8  Wheels  Validated  Feb  86 

M5-24329B 

84 

21  Feb  86 

99 

1 

2530 

REV-CS 

Hub,  Assembly,  Fork  Mounting,  For  6.00-9  A  7.30-10  Wheels  Validated  Feb  86 

NOTICE  1 
MS-24330B 

84 

21  Feb  86 

99 

2530 

REV-CS 

lining.  Broke,  And  lining  Material  Brake,  Automotive  Validated  Mor  85  REV-CS 

NOTICE  1 

HH.I-351F 

/AT 

01  Moy  80 

AT 

99 

L 

2530 

Nut,  Cop,  Duol  Wheel  Mounting  Validated  Mar  85  USER-ME  AR  REV-MI  CS  .... 

MS-53068C 

AT 

19  Ocl  78 

AT 

99 

2530 

Possehger-Cor  •  Service  Brake  System  Performonce  Requirements  -  1  Nov  78 

SAE  J937B.78 

AT 

30  Sep  81 

AT 

99 

2530 

(Reopproved  Oct  83)  Validated  Oct  83  REV-YD 

Piston,  Hydroullc  Broke,  Wheel  Cylinder,  Sintered  Iron  Validated  Dec  65 

Ma'P-62108A 

AT 

25  May  73 

AT 

99 

2530 

REV-CS 

Ring,  Side,  Automotive  Wheel  For  Tocticol  Wheeled  Vehicles  Validated  Jul  88 

M5-53045A 

AT 

08  Jul  88 

AT 

99 

2530 

USER-MC  REV-CS 

Rivets  For  Broke  linings  A  Bolts  For  Broke  Blocks  •  Jul  66  Validated  Oct  83 ...... 

NOTICE  1 

SAE  J663B-58 

AT 

30  Sep  81 

AT 

99 

L 

2530 

Rubber  Stock,  Unvutconixed,  Trock  Shoes,  Pods,  And  Pin  Bushings  Validated 

Mll-R-46762  (2) 

AT 

06  Mor  70 

AT 

L 

2530 

Aug  83  REV-CS 

Spring,  Torslon-bor,  Suspension  Validated  Jun  83  REV-MI  CS  . . 

MIL-5-453B7B  (1) 

AT 

13  Ocl  77 

AT 

L 

2530 

Steer  Unit,  Trocked  Vehicle,  Clutch  Broke  A  Geored  Steer  KEV-CS  . . 

Mll-S'52450B 

AT 

12  Aug  85 

AT 

2530 

Tonk,  Pressure,  Air  Brake,  Tocticol  Trailers  Validated  Mar  85  USER-MI  ME  MC 

MS-500093A 

AT 

25  Feb  74 

AT 

99 

Q  L 

2530 

2530 

YD  REV-CS 

Torsion  Bor,  Susoension  (M2/M3  . .  .... .. 

Trock  Shoe  Assembly,  Trock  Shoe  Sets,  Trock  Shoe  Pods,  A  Trock  Shoe 

MILT  62147 
MIL.T.n891D 

AT 

AT 

OS  Jan  5S 
25  Ocl  84 

Al 

AT 

2530 

Bushings,  Vehiculor,  Elostomerized  USER-ME  REV-MI  CS 

Truck,  light  Duty,  Service  Broke  System  Performonce  Requirements  •  1  Nov  78 

SAE  J155-78 

AT 

30  Sep  81 

AT 

99 

2530 

Validated  Oct  83  REV-YD 

Trucks,  Truck  Troctors,  A  Troilers,  Air  Broke  GIndhond  Service  (Control)  A 

SAE  J318-70 

AT 

Sep  81 

AT 

99 

1. 

2530 

Emergency  (Supply)  line  Couplers  •  Nov  70  ^/Cropproved  Oct  1983) 

Validafed  Oct  $3  REV-YD 

Valve,  R^o/  Emergency,  Breokowoy  A  Air  Broke  USER-ME  REV-CS . 

MIL-V.45704A  (2) 

AT 

27  Jun  83 

AT 

2530 

VoHe,  Reloy,  EmergencyAAbreokowoy,  Air  Broke  USER-ME  REV-CS  ................. 

MS-53004C 

AT 

09  Moy  83 

AT 

MC  99 

1 

2530 

Wheel  •  Cushion  Treod  (Semi-pneumotic)  For  Mobile  Grevnd  Support 

MII-W.21985  (2) 

AS 

10  Feb  87 

AS 

2530 

Equipment  REV-CS 

Wh^  And  Hub  Assemblies  Validated  May  82  USER-MC  CS  REV-MI.................. 

MS-24322A 

84 

16  Jul  59 

AT 

99 
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2530 

Whetl  And  Tire  Assemblies,  foom  Inflated  tow  Speed,  HigKwoy  And  OH>rood 

MII-W-62136A 

AT 

07  S.p 

71 

AT 

11 

Valldaltd  Dec  BS  REV-CS 

2530 

Wheel  For  6.00>9  Tire  VoUdatwd  Feb  86  REV>CS  . . . . . . . 

MS-2432:r 

NOTICE  1 

84 

21  Feb 

86 

99 

L 

2530 

Whetl  For  7.50-10  Aid  9.00-10  Tire.  Validated  May  60  USER-AT  MC  SA 

MS-243268 

84 

5  Sep 

62 

99 

REV.Ml  CS 

2530 

Wheel,  Pneumatic  Tire,  3.50>6  VoVdofed  feb  86  REV*CS . 

MS-243238 

NOTICE  1 

84 

14  Oct 

77 

AT  YD 

99 

2530 

Wheel,  Pneomotic  Tire,  4.00-8  REV-CS . 

MS-24324C 

84 

28  Aug 

87 

AT  YD 

2530 

Wheel,  ^neumotic  Tire  Disk  Type,  With  Ring,  For  Tactical  Wheeled  Vehicles 

MS-53044C 

AT 

14  Ocl 

82 

AT  MC 

99 

Validated  Dec  63  USER-ME  REV-CS 

2530 

Wheels  And  Hubs,  For  Industrlol  Pneumatic  Tires  USER*MC  SA  REV<MI  AT  CS 

MII-W-8005E  (2) 

Ml 

30  Apr 

82 

AR  YD 

2530 

Wheels/  Rims*  Trucks*  Test  Procedures  &  Performonce  Regutrements  R£V*S4 . 

SAE  J267-83 

AT 

12  Feb 

87 

AT  YD 

99 

2540 

Arm,  Rnrview  Mirror  Validated  Jul  66  USER-ME  MC  REV-AR  MC  CS . 

MS-51388D 

NOTICE  1 

AT 

08  Jul 

88 

AT 

99 

2540 

Arm,  Windshield  Wiper,  Blade,  Windshield  Wiper,  And  Blade  Refill, 

RR-A-1U7B 

/AT 

13  Jun 

80 

AT 

99 

Windshitided  Wiper  (Vehiculor)  Validated  Jan  65  USER-MC  REV-CS 

2540 

Arm,  Windshield  Wiper,  Ad|uttobIe,  Light  Duty  Validated  Aug  83  USER*ME  MC 

MS-530498 

AT 

21  Aug 

74 

AT 

99 

REV-CS 

2540 

Arm,  Windshield  Wiper  Heovy  Duty  (Adjustoble)  Validated  Dec  83  REV.CS 

MS-5000908 

AT 

22  Nov 

74 

AT 

99 

1 

2540 

Bog,  Stowoge,  Vehicular  Accessories  Validated  Apr  83  USER*MI  . . 

MS-53076 

AT 

15  Jul 

64 

AT 

L 

2540 

Belt,  Seat,  Possenyer  Type,  Automotive,  Commerciol  Vehicles  Validated  Apr  83 

MS-500030 

AT 

18  Jan 

66 

AT 

USER-ME  REV-CS 

2540 

.node.  Windshield  Wiper,  Heovy  Duly  Validated  Oct  67  USER-ME  YD  MC 

MS-500091C 

AT 

15  Ocl 

87 

AT 

99 

REV-CS 

NOTICE  1 

2540 

Blade,  Windshield  Wiper,  Light  Duty  Validated  Mar  88  USER'ME  MC  R£V*C5  .. 

MS-53048C 

NOTICE  1 

AT 

17  Mar 

88 

AT 

99 

L 

2540 

Box,  Stowoge,  Vehiculor  Accessories  Validated  Apr  83  U$ER*MI . . 

MS-53077 

AT 

15  Jul 

64 

AT 

t 

2540 

Bracket  Assembly,  Tool  Kit,  Pioneer,  General  Utility  USER*ME  R£V*M1  CS . 

MS-530S3A 

AT 

01  Fab 

84 

AT 

2540 

Bracket  Assembly,  Comoufloge  Validated  Jul  81 . . . . . 

MS-39332 

ME 

06  Mar 

70 

ME 

99 

2540 

Brocket,  Universal  USER*M£  REV*CS . . . . . 

MS-S00022A 

NOTICE  1 

AT 

22  Jul 

88 

AT  MC 

99 

2540 

Choin  Assemblies,  Tire,  For  Off  The  Rood  Vehicles  Validated  Dec  $4 . 

RR-C-IS32 

/ME 

30Mor 

74 

ME 

L 

2540 

Choin  Assembly  And  Cross  Choin,  Tire:  For  Mtlitory  Vehicles . . . 

MII-C-62040A  (1) 

AT 

16  Feb 

88 

AT 

L 

2540 

Choin  Assembly,  Single  Tire  Type  Ts . . . . . 

MS-50005SE 

AT 

28  Mar 

86 

AT 

L 

2540 

Choin,  Side  And  Inner  (Dual  And  Single  Tire) . . . . .  ........... 

MS-5000S6E 

AT 

28  Mar 

86 

AT 

2540 

Chock,  Wheel  USER-ME  YD  . 

MS-S2127C 

AT 

22  Dec 

88 

AT  YD 

L 

2540 

Control  Unit,  Olrectlonol  Signal  A  Hozord  Worning  Control,  Vehiculor  24  Volt, 

Mll-C-6'..J69D  (1) 

AT 

13  Apr 

83 

AT 

Solid  Stole  (U>e  MIL-C-820d9(  USER-ME 

2540 

Coupler,  Drowbor,  Ring,  Heovy  Duly,  12C.000  lb  GVW  USER-MC  YD  REV-CS.. 

MS-51337F 

AT 

23  Ocl 

85 

AT 

2540 

Couoler,  Drawbar,  Ring,  light  Duty,  50,000  lb  GVW  USER-MC  YD  . 

MS-51338F 

AT 

22  Dec 

85 

AT 

2540 

Coupler,  Drowbor,  Ring,  Offset  (Toper  Shonk),  40,000  LB  GVW  Validated  Jan 

MS-51339H 

AT 

25  Oct 

84 

AT 

65  USER-ME  YD  REV-MC  CS 

L 

2540 

Cover  And  End  Curtolns,  Cargo  Body  (For  Military  Vehicles).  USER*MC  REV>C$ 

MII-C-13489D 

AT 

14  Feb 

85 

AT 

2540 

Cover,  Fitted,  Veh-culor  Body*top  Validated  Aug  88  U$ER*MC  REV>C$ . 

MS-51323C 

NOTICE  1 

AT 

22  Jul 

88 

AT 

99 

1 

2540 

Cross  Chain  (Dual  And  Single  Tire).. . . . . 

MS-500057D 

AT 

28  Mor 

86 

AT 

1 

2540 

Curtain,  Vehicular,  End  Validated  Feb  84  USER'MC  REV*CS . . . . 

MS-51324B 

AT 

25  Sep 

78 

AT 

1 

2540 

Cushion  Assemblies . . . . . . . . . . . . . . . 

Mll-C-62-199 

AT 

01  Apr 

85 

AT 

1 

2540 

Desk,  Flot  Top,  Vehicular  Mounting  Validated  Sav  83  . . . . 

MIL-D-52816 

ME 

03  Jul 

74 

ME 

2540 

Door  Hardware,  Vehicular  Validated  Aug  83  USER*MC  REV>MI  CS . 

MII-STD-1272A 

AT 

06  Moy 

68 

AT 

99 

L 

2540 

Filing  Cobinet,  Letter,  Vertical,  2  Drawer,  Vehiculor  Mounting  Validated  Nav  83 

Mll-F-52787 

ME 

18  Mor 

74 

ME 

L 

2540 

Filing  Cobinet,  Mop,  Vehicular  Mounlmg  Validated  Nov  83  . . . . 

Mll-F-52797 

ME 

09  Apr 

74 

ME 

1. 

2540 

Guard,  Splaih,  Whe.l  Validated  Dee  63  USER-ME  MC  CS  REV-MI . 

MS-51331D 

AT 

30  Jun 

78 

AT 

i 

2540 

Guord,  Sploih,  Wheel  USER-MC  REV-AT  CS  . 

Mll-G-236211 

AT 

22  Dec 

83 

AT 

1 

2540 

Heoter  Assembly.  Combustion,  Vehiculor  Comportment,  60,000  BTU/HR.............. 

MII-H-62315A  (1) 

AT 

16  Moy 

86 

AT 

2540 

Heater,  Vehicular  Comportment  26  Volt  DC  Validated  Jon  83  U$ER*MC  REV.CS 

MII-H-3199E 

AT 

21  Jon 

75 

AT 

85 

L 

2540 

Heoter,  Vehiculor  Comportment  Hot  Woier,  30,000  Btu/hr.  Vtdidoted  Jtd  82 

MS-51326A 

AT 

15  Aug 

66 

AT 

USER-ME  MC  REV-CS 

Q  1 

2540 

Heater,  Vehiculor  Compartment,  Multifuel  Burning,  24  Volt,  D.c . . 

MII-H-46792A 

AT 

29  Oct 

82 

AT 

1 

Heoter.  Vehiculor  Compartment:  Multifuei  Burning  24  Volt,  Dc  30,0(Xt  Btu/hr 

MII-H-0046792B  (1) 

AT 

22  Moy 

84 

AT 

REV-99  GS 

L 

2540 

Healer,  Vehicular  Comportment,  Multifuel  Burning,  24  Volt  Dc  Copocity  30,000 

MII-H-46792/2C 

AT 

13  Aug 

82 

AT 

Btu  Per  Hour  Validated  Aug  83 

L 

2540 

Heuter,  Vehicular  Comportment,  Multifuel  Burning.  24  Volt  Dc  Copocity  60,000 

Mil-H-46792/3 

AT 

15  Jun 

67 

AT 

Btu  Per  Hour  Validated  Oct  82 

1 

2540 

Hook,  Swivel,  Tire  Choin  (Size  ,  A,} . . . . . . . . . 

MS-500058D 

AT 

16  Sep 

86 

AT 

1 

2540 

Hook,  Swivel,  Tire  Choin  (Size  B) . . . . . 

MS-500059G 

AT 

10  Nov 

86 

AT 

t 

2540 

Hook,  Swivel,  Tire  Choin  (Size  C).... . . . . . . . . . . 

MS-500060G 

AT 

16  Sep 

86 

AT 

84 

2540 

Hook,  Towing,  Heovy  (For  Vehicles  40  Tons  And  Over)  Validated  Aug  83 

MS-500037A 

AT 

16  Feb 

78 

AT 

uScR.cA  AR  MC 

2540 

Kook,  Towing,  Light  (For  Vehicles  8  To  15  Tons)  Validated  Aug  83  USER'EA 

MC 

Knok,  Towing,  Medium  (For  Vehicles  15  To  40  Tons)  Validated  Aug  83 

MS-500039A 

AT 

16  Feb 

78 

AT 

2540 

MS-500038A 

AT 

16  Feb 

78 

AT 

USER-EA  MC 

1 

2540 

lodder.  Vehicle  Boarding..................... . . . . . . . . . . 

MII-1-13039C 

AT 

23  Jun 

77 

AT 

L 

2540 

lodder.  Vehicle  Boording  Validated  Nor  33 . . . . . . . . . . 

MII-1-S2822 

ME 

08  Jul 

74 

ME 

2540 

lodders.  Vehicle  Boording  USER*ME  MC  YD  REV>MI  . . . . . 

MS-500062A 

AT 

09  Dec 

85 

AT 

99 

2', 40 

lunettc&coupler,  Drowbor,  Ring.  Validoted-Sep  82  REV*MC.......... . . . 

MS-513360 

AT 

21  Aug 

72 

AT  YD 

99 

1 

2540 

Mirror  And  Arm  Assembly,  Tceor  View  Validated  Apr  83  USER'ME  Ml  MC  ........ 

MS-500088 

AT 

21  Mor 

68 

AT 

2540 

Mirror  And  Brocket  Assembly,  Rearview -Vo/fdbted  Aug  83  USER*ME  MC 

MS-53016C 

AT 

26  Mor 

79 

AT 

99 

REV-CS 

2540 

Mirror  Assembly,  Reonriew,  Automotive,  Exterior  Mounting  REV.C$ . . . . 

MII-M-46728C  (1) 

AT 

23  Mor 

87 

AT 

181 


FSC  LISTING 


esc 
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DOCUMENT 
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2540  Mirror  AssmbI/,  Rtorvlew  USER-ME  Ml  MC  REV-84  CS . 

2540  Motor  Windshield  Wiper,  Pneumatic.  Vacuum.  And  Valves.  Control  For 
Validated  Oct  87  USER-MC  CS  REV-EL 

2540  Motor.  Windshield  Wiper.  Pneumotic.  Universal  Validated  Oec  83  USER*ME 
REV.CS 

2540  Pod  Eye  Vehicular  Towing  Lug  Validated  May  8S  REV-MC  CS . . . . . . 

L  2540  Ponel  Assembly.  Instrument.  Driver  S.  Mi  Tonk . . . . 

2540  Pintle  Assembly.  Towing.  18.000  lbs.  Copocity.  Monuol  Releose  USER*M£  MC 
REV-CS 

2540  Pintle  Assembly.  Towing  •  100.000  tbs.  Capacity.  Manual  Release  Volitated 
Oct  87  USER*ME  MC 

2540  Pintle  Assembly.  Towing  •  40.000  Lbs.  Copocity.  Manual  Releose  Validated  Nov 
87  USER-MC  REV-AR 

2540  Reor  Whet'l  Splosh  &  Stone  Throw  Protection  •  Jon  69  Validated  Oct  63 . . . 

I  2540  Seat.  Individuol  Equipment  Operator.  And  Seat.  Personnel.  For  Combot  Vehicle. 
Validated  May  86  REV-MI  EA 

L  2540  Shock  Absoriser.  Direct  Acting . . . . . 

L  2540  Sign.  Follow  Me.  Truck  Mounting . . . 

2540  Slinging  &  Tiedown  Provisions  For  Lifting  &  Tying  Down  Militory  Equipment 
USER-AV  SA  REV-SM  MT  GL  AL  MC  99  84  CS 

L  2540  Toble.  Office.  Vehiculor  Mounting  Validated  Nov  85 . . . . . . . 

2540  Tire  Choin.  Regular.  Passenger  Car  With  Restricted  Clearances  (Type  PL)  And 
Replocement  Cress  Chains 

2540  Tire  Choin.  Reinforced.  Possenger  Cor  (Type  RP)  With  Replacement  Cross 
Cholns 

2540  Tire  Chain.  Reinforced.  Duel  Triple  Truck.  (Type  ROT)  With  Replocement  Cross 
Chains 

2540  Tire  Choin.  Reinforced.  Single  Truck  (Type  Rs)  With  Replocement  Cross  Choins .. 
2540  Tow  Bar  Eye.  Full  Trailer  -  Jun  63  (Reopproved  Oct  83)  Validated  Oct  83  ........ 

2540  Towbor.  Motor  Vehicle.  Light.  Medium  And  Heavy  Duty  Vdidated  May  85 
USER-WC  AR  MC  YD 

2540  Troiler  Couplings.  Hitches  &  Safety  Choins  •  Automotive  Type  -  Moy  78 
Validated  Oct  83 

2540  Troiler.  Double.  &  Multi  Axle  Troilers.  Connection  8  Accessory  Locotions  For 
Towing  ■  Jon  70  (Reopproved)  Oct  83  Validated  Oct  83 
2540  Truck  Troctor  Semitroctor  Interchange  Coupling  Dimensions  •  Jul  68  Validated 
Oct  $3 

2540  Truck.  Bus  &  Multipurpose  Vehicles  •  Windshield  Defrosting  Systems 
Performonce  Requirements  -  Jon  71  Validated  Oct  83  RBV-CS 
2540  Trucks^  Buses.  &  Multipurpose  Vehicles.  Windshielded  Defrosting  Systems  Test 
Procedure  ■  Feb  68  Validated  Oct  83  REV-CS 
2540  Volvo.  Pressure  Reguloting,  Windshield  Wiper  Air  Motor  Control  Validated  Aug 
83  USER-ME 

2540  Windshield  Wiper  Systems.  Trucks.  Buses.  &  Multipurpose  Vehicles  •  Jon  71 
Validated  Oct  83 

2590  Blode.  Mine  Cleoring  REV-MC  CS . 

L  2590  Blosting  Mochine.  Auxiliary  Firing.  Emergency . . . . . . . 

I  2590  Box.  Junction . . . . . . . . . . 

L  2590  Bracket  Assembly,  liquid  Contoiner.  Five  Gollon  Validated  Nav  85  REV-CS . 

I  2590  Bulldote  Kit.  Eorth  Moving.  Tank  Mounting.  M9 . . . . . . 

L  2590  Bu'Idoeer.  Eorth  Moving.  Tank  Mounting.  M9.  Preporotion  For  Storage  And 
Shipment  Of  Validated  Nov  84  REV-$M 

2590  Coble  Assembly.  Special  Purpose.  Electricol.  Intervehiculor  . . . 

L  2590  Horn.  Electrical  -  Automotive  Type.  12  Or  24  Volt  DC  USER-ME  REV-CS  . 

L  2590  Horn.  Sound-warning.  Air-octuoted.  Electricolly  Controlled.  12  Or  24  Volt  D  C 

(Duol)  USER-ME  REV-CS 

Q  2590  Horns.  Sound-warning.  Air-octuoted;  Herns,  Electricolfy-oetuoted;  And  Bvzxers. 

Electricolly-octuoted  USER-ME  MC  REV-ER  64  CS 

L  2590  Kit.  Winterizotion.  Trucks.  Commercial  . . . . . . . 

L  2590  Knob&volve  Assembly.  Poppet.  Hull  Drain  Validated  Jul  82  REV-CS . 

2590  Loose  Projectile  Reitromt  System  (Iprs)  155MM . 

L  2590  Motor.  Hydroulic.  Constont  Oisplocement . . . 

I  2590  Mounting  Kit:  Ml  Tonk.  Cleored  Lone  Morking  System  (Clams) . . 

L  2590  Mounting  Kit:  Ml.  Roller.  Mine  Cleoring:  Trock-width.  Tank  Mounted.................. 

I  2590  Pod  Cushioning.  Personnel-protection.  Vehiculor  Validated  May  85  REV-CS  . . 

L  2590  Power  Supply.  High  Voltoge.  24  Volt  Direct  Current........... . . . 

I  2590  Power  Supply.  High  Voltoge.  Solid  StCie.  24  Volts.  Direct  Current  Validafed 

Aug  83 

I  2590  Power  Supply.  High  Voltoge.  Solid  Stole  24  Volts.  Direct  ^Current  Validoted  Jun 

87 

2590  Retainer,  Bottery&outomotlve  Toctical  Vehicles  Validated  May  83  USER-ME  MC 
REV-MI  CS 

L  2590  Ring.  Electricol  Contoct . . . . . . . . 

L  2590  Sect.  Hull  Droin  Poppet  Valve:  Vehicular.  3  Inch  REV-CS  . . . . . . . 

L  2590  Spring&volve  Assembly.  Poppet.  Hull  Droin  Validated  Jul  82  REV-CS... . 

L  2590  Switch.  Beom  Selecting,  Heodlight-spdt,  No  Off.  24  Volt  Dc  Validated  Jan  85 

USER-ME  MC  REV-CS 

L  2590  Switch.  Beam  Selecting,  Heodlight  -  Dpdt,  No  Off.  28  Volt  Dc  Validated  Aug 

83  USER-ME  MC 

2590  Switch.  Vehicular  Lights.  24-  Volt  DC  USER-ER  CR  MC  REV-84  CS  ... _ 

2590  Switch,  Vehicular  lights.  24  Volt  Dc,  (Woteiproof)  Validated  Dec  82  USER-ME 

MC  REV-YD  CS 


MS.53015G 

AT 

17  Apr 

84 

AT  YD 

99 

MII-M-12185C 
NOTICE  1 

AT 

23  Oct 

87 

AT  YD 

MS-53017A 

AT 

09  Jul 

68 

AT 

99 

MS-S0CI004A 

AT 

28  Aug 

80 

AT  MC 

99 

MIL-P-62342 

AT 

24  Oec 

81 

AT 

MS-5133SF 

AT 

29  Sep 

81 

AT  YD 

99 

MS.5ni7E 

AT 

08  Oct 

87 

AT  YD 

99 

NOTICE  1 

MS-SinSF 

AT 

12  No. 

87 

AT  YD 

84 

NOTICE  1 

SAE  J682-89 

AT 

30  Sep 

81 

AT 

99 

Mll.S.)0999C 
NOTICE  1 

Ml 

07  Mo, 

86 

AT 

Mll-S-62494 

AT 

26  Oec 

84 

AT 

MII-S-9926A 

84 

15  Mar 

82 

99 

MII-STD.209G 

MT 

04  Oct 

86 

MT  YD 

11 

MIL-T.52812 

ME 

06  Jun 

74 

ME 

AA-1568 

t 

19  May  80 

AA-1540 

t 

20  Moy  80 

A-4-1S41 

t 

12  Moy  80 

AA-1542 

t 

16  May  80 

SAE  J847-S3 

AT 

30  Sep 

81 

AT 

99 

MSS00048 

AT 

26  Apr 

66 

AT 

99 

SAE  J684F-7e 

AT 

30  Sep 

81 

AT 

99 

SAE  J849B70 

AT 

30  Sep 

81 

AT 

99 

SAE  J701A-48 

AT 

30  Sep 

81 

AT 

99 

SAE  J382-71 

AT 

01  Mar 

81 

AT 

SAE  3381-68 

AT 

04  Jon 

81 

AT  YD 

99 

MS-53018A 

AT 

09  Jul 

68 

AT 

99 

SAE  J193-71 

AT 

01  Mar 

81 

AT  YD 

99 

MIL-B-53090 

ME 

26  Mor 

89 

MII.-B-46739A  (2) 

AT 

12  Mor 

83 

AT 

Mll-8'6230I 

AT 

11  Oct 

83 

AT 

MS-53052A 

AT 

21  Dec 

66 

AT 

MIL-B-4S390A 

AT 

16  Mer 

87 

AT 

MIL-B-4S389A 

AT 

16  Nov 

79 

AT 

MII-C-82001D 

YD 

20  Jan 

86 

YD 

MS-51074E 

AT 

19  Apr 

88 

AT 

MS-51301F 

AT 

27  Jon 

86 

AT 

MII-H-I0201F 

AT 

06  Jan 

86 

AT 

99 

MII-K-62298A 

AT 

03  Apr 

86 

AT 

MS-51349A 

AT 

18  Oct 

66 

AT 

MIL-1-48664A 

Alt 

10  Aug 

88 

MIL-M-6236SA 

AT 

13  Nov 

85 

AT 

MIL-M-S3078 

ME 

23  Sep 

87 

ME 

MIL-M-53077 

ME 

18  Dec 

87 

ME 

MII-P-144CIB 

AT 

06  Moy  80 

AT 

MIL-P-45377A 
NOTICE  1 

AT 

15  Jun 

87 

AT 

MllP-62071  (1) 

AT 

1'  Sep 

79 

AT 

MIIP-62071/1C 

AT 

18  Jun 

87 

AT 

NOTICE  1 
MS-53046C 

AT 

20  Jul 

73 

AT 

99 

MII-R-62366A 

AT 

24  Oct 

85 

AT 

MS-51344C 

AT 

25  No. 

83 

AT 

MS-SI350A 

AT 

18  Oct 

66 

AT 

MS-S30008 

AT 

07  Feb 

69 

AT 

MS-53001A 

AT 

31  Dec 

68 

AT 

MIL-S-1102IE 

AT 

27  Nor 

84 

AT 

99 

MS-S2I38A 

AT 

01  Jul 

76 

AT 

99 

182 
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2590 

Switch,  Vehicutor  Lights,  24  Volt  Dc,  (Waterproof)  Valtdafed  May  83  USER>ME 

MS-51 113C 

AT 

01  Jul 

76 

AT 

84 

MC  REV-CS 

L 

2590 

Volvt  Assembly,  Poppet,  Hull  Droin&vehiculor,  3&INCH.  Validate  Aug  82 

MS-5134SB 

AT 

02  Aug 

82 

AT 

REV-CS 

1 

2590 

Volve,  Four>way,  Hydraulic,  Manual  USER*ME  REV>MI . . 

MIL-V-46725B 

AT 

29  Jun 

87 

AT 

L 

2590 

Volve,  Poppet,  Hull  Oroin:  Vehicular,  3  Inch  REV*CS . . . . 

MS-51343B 

AT 

25  Nov 

83 

AT 

L 

2590 

Volve,  Solenoid  . . . . . . . . . . . 

MII-V-46720B 

AT 

19  Mat 

86 

AT 

1 

2590 

Volve,  Three  Position,  Four  Way,  Hydraulic,  Manual  USER-ME  REV-MI  CS  _ _ 

MIL-V-46727C 

AT 

10  Oct 

86 

AT 

L 

2590 

Winch,  Drum,  Vehicle,  Mounting  fiosic.  Mechanically  Driven,  lO.ODO  Lbs 

MS-51352A 

AT 

11  Nov 

66 

AT 

Copacity  Validated  Aug  83  USER>ME 

1 

2590 

Winch,  Drum,  Vehicle  Mounting . . . . . . . 

MIL-W-46735A  (1) 

AT 

22  Jul 

87 

AT 

L 

2590 

Winch,  Drum,  Vehicle  Mounting&bosic,  Mechanically  Driven,  20,000  Pounds 

MS-S13S3A 

AT 

11  Nov 

66 

AT 

Copocity  Validated  Nov  8S  USER>ME 

L 

2590 

Winch,  Drum,  Vehicle  Mounting&bosic,  Mechonicolly  Driven,  45,(X>0  Pounds 

MS-513S4C 

AT 

25  Jo(} 

88 

AT 

Copocity  USER'ME 

2610 

Inner  Tube,  Pneumotic  Tire  USER’ME.. . . . . . . . . . 

ZZ-'-S50E  (4) 

t 

20  Jul 

78 

2610 

Inner  Tube,  Pneumotic  Tire.,.., . . . . . . . 

FED-STD-308B 

t 

01  Aug 

77 

2610 

Possenger  Bias  Belted  Ply  Tires,  Pneumatic  Vehicutor  (Highwoy) . 

A-A-660A 

t 

13  Jun 

80 

2610 

Passenger  Bios  Ply  Tires,  Pneumatic  Vehicular  (Highwoy)  . . . . 

A-A-6S9A 

t 

13  Jun 

80 

2610 

Tire  &  Rim  Association,  Year  Bcok  1972  •  72  Validated  Jun  83. . . 

TRA  YB-72 

84 

08  Aug 

72 

AT 

YD 

99 

L 

2610 

Tire.  Pneumotic,  With  Flop,  14,00'20,  Run  Flat  Validated  Jan  83  REV-CS 

MIL-T-62157 

AT 

07  Nov 

72 

AT 

2610 

Tire,  Pneumatic  (Rodial  Ply,  Tubeless  Passenger  Vehicle  Tires) . . . . . . 

A-A-B92 

t 

01  Apr 

80 

2610 

Tire,  Pneumatic  Permissible  Sizes  And  looding  For  Us^  On  Orlglnol  Moteriol 

MS-16968A 

SA 

28  Jun 

65 

Gl 

SA 

99 

Handling  Equipment  Validated  Jan  79  USER-MC  AS  OS  REV-CS 

L 

2610 

Tire,  Pneumatic.  For  Truck,  logisticol  Goer-Type,  (Tubeless)  REV-CS . 

MIL-T  62129A  (2) 

AT 

IS  Dec 

81 

AT 

2610 

Tire,  Pneumatic,  And  Inner  Tube,  Pneumotic  Tire,  Tire  With  Flop,  Pockoglng  And 

MIL-T-4H 

AT 

23  Jon 

75 

AT 

YD 

99 

Pocking  Of  Validoltd  Jan  SO  USER-AV  MC  REV-ME  SM  SA  CS 

2610 

Tire,  Pneumatic,  Vehicular  (Passenger  Highway)  USER-CE  REV-AR  YD . 

FED-STD-316F 

♦AT 

01  Jun 

83 

AT 

2610 

Tire,  Pneumotic,  For  Militory  Ground  Vehicles  USER-ME  MC  REV-84  CS  . . 

MIL-T.12459E 

AT 

16  Feb 

88 

AT 

99 

2610 

Tire,  Pneumatic,  Low  Speed,  Off  Highwoy  Validated  Feb  65 . . . 

ZZ-T-1083E 

t 

20  Aug 

76 

L 

2610 

Tire,  Pneumatic,  And  Inner  Tube,  Pneumotic  Tire,  Tire  With  Flop,  Pockoglng  Of 

MII-T-004J 

AT 

11  Feb 

76 

AT 

110276  VoMaltd  Jan  80  REV-CS 

INT  AMD  3  (AT) 

0 

2610 

Tire,  Pneumatic,  Industrial  REV-YD  99  CS . . . . . . . . . 

ZZ-T-410E 

/AT 

23  Jun 

84 

AT 

YD 

99 

Q 

2610 

Tires,  Pneumatic,  Agricultural.,.. . . . . . . . . 

2Z-T-)6198 

NOTICE  I 

NOTICE  1 

t 

06  Jon 

78 

O 

2610 

TIwj,  Pneumolic,  Vehieulor  (Highway)  (REV.P-2  15  Jon  85  USER-CE  REV-AT  YD 

CS 

Tiro,  Pn«umalic,  Vehieulor  (Poiscnger  Highwoy  ■  High  Speed  Purtuil)  USER-CE 

ZZ-T-381P  (1) 

♦AT 

15  Jon 

85 

AT 

2610 

FED-STD-347B 

•GS 

23  Jun 

83 

AT 

rev-ar  at  yd  CS 

2610 

Visual  Inspection  Guide  For  Pneumatic  Tires  (Kon  Aircroft)  V^ideted  Jon  33 

MIL-STO-1224 

AT 

23  Feb 

61 

AT 

YD 

99 

USER-ME  REV-CS 

NOTICE  1 

23  FEB  )96l 

L 

2520 

Aircroft  Tire  Life  Cycle  Costing. (ICC),  Procedures  For  Validated  May  67 

MS-14193 

AS 

14  Moy 

87 

AS 

REV-CS 

NOTICE  1 

2620 

Inner  Tube,  Pneumatic  Tire,  Aircraft  REV-CS . . . . . 

MIL-I-5014F  13' 

70 

10  May 

86 

AV 

AS 

99 

2620 

Method  Of  Dimensioning  And  Determining  Cleoronce  For  Aircroft  Tires  And 

MII-STD-878A 

70 

30  Apr 

71 

AV 

AS 

11 

Rims  Validated  May  82  REV-99  CS 

NOTICE  1 

30  APR  1971 

L 

2620 

Nondestructive  Inspection  Of  Rebuilt  Aircraft  Tires,  Requirement  For  Validated 

MS-14)89 

AS 

07  Nov 

78 

AS 

Sep  as  USER-CS 

2620 

Ouolity  Stondords  For  Aircroft  Pneumatic  Tires  And  Inner  Tubes  Validated  Sep 

MII-STD-698B 

AV 

16  Sep 

88 

AV 

AS 

99 

88  USER-MC  CS  REV-99  70 

NOTICE  1 

L 

2620 

Rebuilt  Tire  «  Aircraft,  loborotory  Quality  Assuronce  Requirements  Volidoted 

MS-3377A 

AS 

09  Jun 

75 

AS 

May  8t  REV-C- 

o 

2620 

Repoir  And  Rebuilding  Of  Used  Aircroft  Pneumotic  Tires  REV-T1  CS . . 

MII-R-7726G 

70 

12  Oct 

€3 

AS 

99 

1 

2620 

Retread  Tire  •  Aircraft  28  X  7.7  (200  Mph)  Type  Vii  (Novy)  REV-CS . 

MS-3384A 

AS 

29  Dec 

81 

AS 

1 

2620 

Rsireod  Tire  >  Aircraft,  44  X  13  (200  Mph)  Type  Vii  (Novy)  REV-CS... . . 

M5-3388A 

AS 

15  Dec 

82 

AS 

1 

2620 

Retread  Tire  ■  Aircraft  28  X  9.0  (173  Mph)  Type  Vii  (Novy)  REV-CS . 

MS-3385A 

AS 

15  Dec 

82 

AS 

L 

2620 

Service  Suitobility  (Flight)  Testing  Of  Rebuilt  Novy  Aircroft  Tires  REV-CS  .......... 

MS-14147A 

AS 

10  iun 

83 

AS 

1 

2620 

Tope,  Identificotion,  Color  Coded,  For  Aircroft  Tire  REV-70  11  CS . 

MS-14113D 

AS 

23  Aug 

85 

AS 

99 

L 

2620 

Tire  -  Aircraft,  26  X  7.75.13  (Navy)  Validaled  Jan  82  USER-CS . 

MS.14159 

AS 

16  Oct 

74 

AS 

L 

2620 

Tire  •  Aircroft,  7.50-10  Chonnel  Treod  Application,  OV-10  Nose  lor>ding  Geor 

MS-3502 

AS 

24  Mar 

70 

AS 

Only  Vafidaled  May  82  REV-CS 

L 

2620 

Tire  '  Aircraft,  22  X  6,6-10  (New  Design)  Validated  May  82  REV-CS 

MS-14168 

AS 

21  Moy 

76 

AS 

L 

2620 

Tire  •  Aircroft,  20  X  5-5  Type  Vii  (Novy)  REV-CS . . . . . . . 

MS-265408 

AS 

11  Sep 

81 

AS 

L 

2620 

tire  ■  Aircroft,  13.5  X  6.o6*4  (Navy)  Validatea  Jan  82  REV-CS . . . 

MS-14158 

AS 

16  Oct 

74 

AS 

L 

2620 

Tire  -  Aircroft,  29X11.00-10  (Novy)  OV-IO  M&lg  (Application)  Validated  May 

MS-90444A 

AS 

10  Oct 

74 

AS 

84  REV-CS 

2620 

Tire  -  Pneumatic  Tyoe  Viii  30  X  11.5  *  14.5/26  PR  REV-CS  . . . 

MS-21781 

70 

07  Oct 

88 

99 

L 

2620 

Tire  •  Pneumatic  Rebuilt,  Type  Vii  44  X  16,  28  Pr  REV-CS 

MS-27815C 

NOTICE  1 

70 

24  Feb 

86 

99 

L 

2620 

Tire  Pneumotic  Retreod,  Type  Vii  56  X  16  /  38  Pr  250  Mph  Validated  Feb  86 

MS-27813A 

70 

20  Feb 

86 

99 

USER-CS 

NOTICE  1 

1 

2620 

Tire  Pneu-notic  Rebuilt  Type  VI 11  30  X  1 1.5  ■  14.5/24  Pr  USER-CS . 

ME-21780A 

NOTICE  1 

70 

24  Feb 

86 

99 

1 

2620 

Tire  Pneumolic  Rebuilt,  Type  lii  12.50-16/12  Pr  REV-CS . 

MS-22080 

NOTICE  1 

70 

05  Feb 

86 

AS 

99 

1 

2620 

Tire  Pneumotic  Rebuilt,  Type  VII  36X11/22  PR  REV-CS........... .......................... 

MS-27817B 

NOTICE  1 

70 

24  feb 

86 

99 

i 

2620 

Tire  Pneumotic  Retreod,  Type  Vii  49  X  17/26  Pr  REV-CS .......... ........ .................. 

MS-2781 1A 

70 

20  Feb 

86 

99 

1 

2620 

Tire  Pneumotic  Retread.  Type  Vi!  38  X  11  r  14  Pr  USER-CS  . . . . . 

MS-27818A 

NOTICE  1 

70 

no  Feb 

86 

99 
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L 

2620 

Tire  PneumoHc,  Aircraft,  37  X  11.5*16,  Type  Vlii  (Novy)  VoUdaftd  Aug  $4 

REV.CS 

MS-14)52A 

AS 

23  Jon 

78 

AS 

L 

2620 

Tire  Pneumotic,  AIrcroft,  Rodlol  Ply  Construction,  26  X  7.75R13  (Novy)  (AV*6B 
MLG)  USER-CS 

MS-14483 

AS 

08  Ocl 

85 

AS 

2620 

Tire  Rebuilt  26X  6.6/  UPR  VoMoted  Feb  Si  REV.CS . 

MS-22078 

NOTICE  1 

70 

10  Jun 

77 

AS 

99 

2620 

Tire*pneumotic  Rebuilt,  Tyne  Vii  2000*20/26  Pr  USER*CS . . . . 

MS-27823A 

NOTICE  1 

70 

24  Feb 

86 

AS 

99 

L 

2620 

Tire,  Aircrod,  26  X.8.75-U  (Novy)  VoUdated  Jan  82  REV-CS . 

MS-14160 

AS 

16  Ocl 

74 

AS 

2620 

Tire,  Pneumatic  New  Type  lii  20.00.20/26PR  Vat'idaiea  Apr  86  REV.CS  . . . 

MS-22081 

NOTICE  1 

70 

25  Apr 

86 

AS 

99 

L 

•2620 

Tire,  Pneumotic  •  Aircroft,  25  X  6.0  Type  Vli  (Navy)  VoUdated  Feb  88  REV*CS,. 

MS-26543A 

NOTICE  1 

AS 

10  Feb 

88 

AS 

L 

2620 

Tire,  Pneumatic*helicopter  Ground  Handling,  3.50'6  VoUdated  May  83  REV.CS  .. 

ms-87013 

AV 

29  Jun 

64 

AV 

L 

2620 

Tire,  Pneumatic,  Aircroft,  28  X  9.0,  Type  Vii  (Novy)  REV-CS . . . . 

MS-70443E 

AS 

23  Aug 

85 

AS 

Q 

2620 

Tire,  Pneumatic,  Airciafl  USER*MC  REV*CS... . . . . . . 

MII-T.5041H 

70 

13  Mar 

89 

AV  AS 

99 

L 

2620 

Tire,  Pneumatic,  Aircroft,  26  X  6.6,  Type  Vii  (Novy)  VoUdated  Oct  84  REV*CS .. 

MS-26S33D 

AS 

09  Feb 

78 

AS 

t 

2620 

Tire,  Pneumotic,  Aircraft,  18  X  5.5  Type  Vii  (Novy)  REV.CS . . . . . 

MS-26S35C 

AS 

29  Jul 

83 

AS 

L 

2620 

Tire,  Pneumotic,  Aircraft,  32  X  8.8  Type  Vii  (Novy)  USER*CS  . . . 

MS-26537C 

AS 

17  Jon 

86 

AS 

2620 

Tire,  Pneumatic,  Aircroft,  44X13  High  Speed'lype  Vii  Validated  Apr  8t  REV*CS 

MS-26557A 

AS 

27  Moy 

75 

AS 

99 

L 

2620 

Tire,  Pneumatic,  Aircroft,  24  X  7.7,  Type  Vii  (Novy)  USER*CS . . . . . . 

MS-365S8B 

AS 

25  Jon 

82 

AS 

1 

2620 

Tire,  Pneumatic,  Aircroft,  40  X  14,  (200  MPH),  Type  Vii  (Navy)  USER*CS . . 

MS-26563C 

AS 

30  Apr 

86 

AS 

L 

2620 

Tire,  Preumatic.  Aircraft,  20  X  4.4  Type  Vii  (Novy)  Validated  Feb  88  REV.CS..,. 

MS-26538B 

NOTICE  1 

AS 

10  Feb 

88 

AS 

b 

2620 

Tire,  Pneumotic,  Aircraft,  22  X  5.5,  Type  Vii  (Novy)  REV-CS . . . 

MS.26539C 

AS 

23  Aug 

85 

AV  AS 

99 

L 

2620 

Tire,  Pneumatic,  Aircraft,  24  X  5.5  Type  Vii  (Navy)  Validated  Feb  88  REV-CS..., 

MS-26S26C 

NOTICE  1 

AS 

10  Feb 

88 

AS 

L 

2620 

Tire,  Pneumotic,  Aircroft,  36  X  1 1  High  Speed,  Type  Vn  (Novy)  Validated  Aug 

8S  USER-CS 

MS-90346B 

AS 

14  May 

79 

AS 

1 

2620 

Tire,  Pneumotic,  Aircroft,  36X11  Validated  Oct  88  . . 

MS-21444 

NOTICE  1 

70 

07  Ocl 

88 

99 

L 

2620 

Tire,  Pneumotic,  Aircraft  22  X  6,75*10  (Navy)  USER'CS...... . . . . 

MS-14161A 

AS 

17  Jon 

86 

AS 

2620 

Tire,  Pneumatic,  Aircroft,  34  X  9.9*16  Validated  Apr  81  USER-CS  . . 

MS-14162 

AS 

06  Mor 

75 

AV  AS 

99 

L 

2620 

2620 

Tire,  Pneumatic,  Aircraft,  36  X  11,  24  PR  REV-CS  . . . 

Tire,  Pneumotic,  Aircroft,  36  X  11,  24  Pr  REV*CS . . . . . . . 

MS-14482 

MtL-STO-14882 

AS 

AS 

23  Aug 
23  Aug 

85 

85 

AS 

AS 

L 

2620 

Tire,  Pneumatic,  Aircraft,  Rebuilt  22X5.5  (200  MPH)  Type  Vii  (Novy)  Validated 
May  87  REV-CS 

MS-14142A 

NOTICE  1 

AS 

14  Moy 

87 

AS 

2620 

Tire,  Pneumotic,  Rebuilt,  Aircroft,  34  X  9.9*16  REV-CS  . . . . . . . 

MS-14167A 

AS 

22  Aug 

83 

AV  AS 

99 

1 

2620 

Tire,  Pneumotic,  Aircraft,  24  X  6.5*14,  Fabric  Reinforced  Threod  (200  Knots) 
REV.CS 

MS-14178A 

AS 

12  Jon 

84 

AS 

1 

2620 

Tire,  Pneumotic,  Aircraft  30  X  11.50*l4.50,'Type  Vlli  (Navy)  Fobric  Reinforced 
Tread  REV-CS 

M! -141718 

AS 

31  Jul 

87 

AS 

L 

2620 

Tire,  Pneumatic,  Aircroft,  18  X  5.7  « 8.00  (Novy),  Fabric  Reinforced  Tread 
Validated  Feb  88  REV-CS 

MS-14196 

NOTICE  1 

AS 

10  Feb 

88 

AS 

L 

2620 

Tire,  Pn«umol!c,  Alrefoll,  260  X  8.75  •  11  (NAVY  (AV.8B  NIG)  OSER-CS . 

ms-14223 

AS 

26  Feb 

82 

AS 

L 

2620 

Tire,  Pneumotic,  Aircraft,  Rebuilt,  36  X  11  REV-CS . 

MS-14186A 

AS 

23  Aug 

85 

AS 

L 

2620 

Tire,  Pneumatic,  Aircraft,  Rebuilt,  22X6.6*10,  New  Design  Validated  Oct  84 
REV-CS 

ms-14187 

AS 

21  Jul 

78 

AS 

1 

2620 

Tire,  Pneumotic,  Aircroft  13.5  X  6.00-4  (NAVY)  (AV.8B  WIG)  REV-CS . 

MS-14224 

AS 

26  Feb 

82 

AS 

L 

2620 

Tire,  Pneumotic,  Aircroft,  26  X  7.75-13  (NAVY)  (AV-8B  MIG)  REV-CS . 

MS-14225 

AS 

26  Feb 

82 

AS 

L 

2620 

Tire,  Pneumotic,  Aircraft,  Rebuilt,  30  X  11.50*14.50,  Type  Viii  (Novy)  Fobric 
Reinforced  Treod  Validated  May  87  USER-CS 

MS-14172C 

NOTICE  ’ 

AS 

14  Moy 

87 

AS 

1 

2620 

Tire,  Pneumatic,  Aircraft,  Rebuilt,  22X6.75*10  Validated  Oct  84  REV-CS  ... 

MS-I41B5 

AS 

21  Jul 

78 

AS 

1 

2620 

Tire,  Pneumatic,  Aircraft,  Rebuilt,  37  X  11.5  •  16,  Type  Vii  Validated  Oct  84 
REV.CS 

MS-14170A 

AS 

23  Jon 

78 

AS 

L 

2620 

Tire,  Pneumotic,  Aircraft,  Rebuilt,  30  X  8.0-16.00,  Type  Vii  (Novy)  Fabric 
Reinforced  Treod  Validated  Feb  88  USER*CS 

MS-14176B 

NOTICE  1 

AS 

10  Feb 

88 

AS 

L 

2620 

Tire,  Pneumoilc,  Aircraft,  28  X  7.7  ■  Type  Vii  (Novy)  REV-CS  . . . . . 

MS-)7838A 

AS 

11  Sep 

81 

AS 

L 

2620 

Tire,  Pneumatic,  Aircraft,  Rebuilt,  40  X  14,  Type  Vii  (Novy)  REV.CS  . . 

MS-3387A 

AS 

01  Apr 

81 

AS 

L 

2620 

Tire,  Pneumatic,  Aircraft,  20  X  5.5,  Type  Vii  (Novy)  REV.CS  . . 

MS-3374A 

AS 

12  Feb 

82 

AS 

1 

2620 

Tire,  Pneumatic,  Aircroft,  24X5.5(200  MPH)  Fobric  Tread  Type  Vii  (NAVY) 

REV-CS 

MS-I8060B 

AS 

29  Dec 

81 

AS 

L 

2620 

Tire,  Pneumotic,  Aircraft,  Rebuilt  18X5.7  (247  MPH)  Type  Vii  (NAVY)  REV-CS 

MS-3379A 

AS 

29  Dec 

81 

AS 

L 

2620 

Tire,  Pneumatic,  Aircraft,  Rebuilt,  20  X  5.5,  Type  Vi!  (Navy)  REV-CS . . . 

MS-3380A 

AS 

01  Apr 

81 

AS 

1 

2620 

Tiro,  Pneumotic,  Aircroft,  Rebuilt,  26X6.6  (2(X)  MPH/'HIGH  Performonce)  Type 

Vii  (NAVY)  REV-CS 

MS-3383A 

AS 

29  Dec 

81 

AS 

L 

2620 

Trtod  Tirt-olrcrofl  24X5.5  (200  Mph)  Typt  Vii  (Novy)  REV-CS . 

MS-3381A 

AS 

25  Jon 

82 

AS 

2630 

Tire,  Cushion  Permissobie  Sizes  And  Looding  For  Use  On  Originol  Moteriol 
Hondling  Equipment  Validated  Jan  79  USFR-MC  AS  OS  CS 

MS-16966A 

SA 

28  Jun 

65 

Gl  SA 

99 

2630 

Tire.  Solid  Permissible  Sites  And  loodIng-For  ll«*  0" 

Hondling  Equipment  Validated  Jon-79 

MS  16957A 

SA 

23  J  »• 

65 

SA 

AA 

71 

2630 

Tire,  Solid  Rubber,  And  Wheels,  Solid  Rubber  Tire,  (Inoustriol)  USER-MD  MC 
REV-AT  CS 

ZZ-T-391E 

AT 

23  Jun 

82 

AT  YO 

99 

1 

2630 

Wee)  Solid  Eloslomer  Tired  For  Trock  laying  Vehicle  USER'ME  MC  REV-CS . . 

Mll-W-SIOOE'E 

AT 

05  Feb 

88 

AT 

t 

2640 

Cement,  Thread,  Rubber  REV-CS . . . . . . . 

MII-C-62123A 

AT 

22  Jun 

87 

AT 

2640 

lubricant.  Inner  Tube,alrcraft  Tire  Validated  Sep  85USER-ME  REV-IS  CS  . . 

MII.I-5024A  (1) 

AS 

02  Jun 

65 

AS 

99 

1 

2640 

lubricont.  Mold,  Tire,  Silicone  Base  Emulsion  REV-EA  CS... . . . . . 

MIU-3921A  (1) 

AT 

02  Ocl 

86 

AT 

2640 

Lubricont,  Tire  And  Rim,  Oen.dunting-Vo//Woted  Aug  82  US£R*ME  MC  REV-AV 

AS 

Potch,  Pneumotic  Tire  Repoir,  Chemicol  Cured  Nylon  And  Vufconiiing  Fluid 
Validated  Feb  8S  REV-CS 

MIL-1-8362C 

AT 

10  Ocl 

68 

AT  YD 

99 

2640 

ms-52123 

AT 

22  Sep 

72 

AT  YO 

99 

2640 

Potch,  Pneumotic  Tire  Repoir,  Uncured  Validated  Feb  85  USER-MC  REV-CS........ 

MS-51312 

AT 

’6  Jul 

59 

AT  YO 

99 

184 
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2640 

Potch,  Pneumatic  Tire  Repoir.  Semt^cured  Nylon  Voh'daitd  Feb  8S  USER>MC 

MS-S2124 

AT 

22  Sep 

72 

AT 

YD 

97 

REV-CS 

2640 

Potch,  Repoir,  For  Inner  Tubes  And  Tubeless  Tire  liners  Validated  Feb  6S 

ZZ-P.H2D  (’.) 

/AT 

17  Jgl 

74 

AT 

YD 

99 

USER-CS  REV-AR 

t 

2640 

Repoir  Kit,  Puncture,  Pneumatic  Tire  REV'ME  CS  . a.......... . 

MII-R-4S949A  (■, 

AT 

27  Jun 

83 

IT 

2640 

Tire,  Pneumatic,  Retreod  And  Repoir  Materials  Validated  ^  85  REV>CS  . . 

ZZ-T-AISG 

/AT 

26  S.p 

75 

A 

YD 

99 

2640 

Tire,  Pneumotic,  Retre'sded  And  Repaired  REV*MC  CS . . 

ZZ-T-441G 

•AT 

13  Jon 

86 

A1 

YD 

99 

2640 

Treod  Elasfomer!  Solid  Tire,  For  frock  Laying  Vehicles  USER<MC  R£V*CS  . 

MIL-T-4630ID 

AT 

22  Jun 

87 

AT 

99 

L 

2640 

Trend  Rubber,  For  Recopping  Pneumatic  Tires,  And  Solid  Rubber  Tires  For 

MIL-T-13684B  (1) 

AT 

i8  Joii 

82 

AT 

Industrial  And  Track  laying  Vehtrles,  Pockaging  And  Packing  Ot  *‘EV*CS 

2640 

Valves  And  Volve  Spuds  Cops  And  Cores,  Pneumotic  Tire  USER*ME  AS  OS  MC 

ZZ-V-2SE 

-AT 

23  Jun 

82 

AT 

YD 

99 

CG  SH  REV.84  CS 

L 

28G(> 

Power  Plont  Vibrotion  Isolator,  Design  And  Installation  Requirements  Validated 

Mll-P-17842 

AS 

1  Jul 

54 

AS 

OetS4 

2806 

Bearing,  Sleeve,  Engine,  Plain,  1>1/2  Inch  X  3/4  Inch  USER'SA  YD  REV'AT . 

MS-13836D 

ME 

02  S.D 

83 

ME 

28U5 

Engine  Rating  Code  •  Spork  Ignition  •  Apr  71  Validated  Oct  83  REV^CS ............ 

SAE  J245-7I 

AT 

27  Apr 

81 

AT 

YD 

99 

L 

2806 

Engine&gosoline,  Type  GIU&1‘U  30  Hp  Pockette  (Formerly  PC30}  Validated 

MS-24S67 

82 

21  May 

59 

99 

Aug  79 

L 

2806 

Engine&gosoline,  Type  GLU&2>U  70  Hp  Packette  (Formerly  PC60}  Validated 

MS-24S68 

82 

21  May 

59 

99 

Aug  79 

L 

2806 

Engine&gosotine,  Type  GLU&3*U  1 10  Hp  Packette  (Formerly  PE90)  Validated 

MS-246S9 

82 

21  Moy 

59 

99 

Avg  79 

L 

2806 

Engine&gasotine,  Type  GLU&4-U  175  Hp  Pockette  (Formerly  PE150}  Validated 

MS-24660 

82 

21  May 

59 

99 

Aug  79 

L 

2806 

Engine&gosoline,  Type  GLU&5*U  220  Hp  Pockette  (Formerly  PE220)  Validated 

MS-24661 

82 

21  Moy 

59 

99 

Aug  79 

2806 

Engine,  Gos,  Air  Cooled,  Ind  Type,  1*1/2  Bhp  Milstd,  Model  1A06  fnstoll  Proc 

MIL-$TD-1226A 

ME 

16  Nov 

87 

ME  MC 

99 

Volldaled  Nov  87  USER-El  AT 

NOTICE  1 

2806 

Engine,  Gasoline  Air  Cooled,  895  Cu  In  OispI,  4  Stroke  Cycle,  Reciprocoting, 

MS-613148 

AT 

04  F.b 

88 

AT 

MC 

99 

Automotive  (Inoctive  For  Design  After  4  Feb  88  No  Superseding  Stondord) 
USER-AV 

2806 

Engine,  Gasoline,  Aircooled,  3  BHP,  4-CYClE,  Miiitory  Design,  Model  2A016, 

MIL-STO-1227B 

ME 

16  Nov 

87 

ME  MC 

99 

Installation  Procedures  Validated  Nov  67  USER.AT 

NOTICE  1 

NOTICE  2 

2806 

Engine,  Gasoline,  Air-cooled,  Industriohtype,  4  Cycle,  1&1/2  N.t  Continuous  Hp 

MS-39297 

ME 

06  Nov 

57 

ME 

99 

Validated  Nov  87 

NOTICE  1 

L 

2806 

Engine,  Gasoline,  4  Cylinder,  In  line,  Liquid  Cooled,  65  HP,  M151>2 . . 

MII-E-4S332C  (1) 
NOTICE  1 

AT 

19  Jun 

87 

AT 

2806 

Engine,  Gasoline  Or  Diesel,  Methods  Of  Test  Validated  Jan  85  USER-MC 

MIL-STO-1400B 

ME 

19  0.e 

75 

ME  YD 

99 

REV-AR 

2806 

Engine,  Gasoline,  Air-cooled, '6  BHP,  Military  Design,  Model  4A032,  Installation 

MII-STD-1300A 

ME 

16  Nov 

87 

ME  MC 

99 

Procdurt.  VaUdaled  Nov  37  USER-AT  REV-YO  CS 

NOTICE  1 

NOTICE  2 

2806 

Engine,  Gosollne,  Air  Cooled,  20  Bhp,  4  Cycle,  Miiitory  Design,  Model  4A064 

Mll-STD-140’ 

ME 

16  Nov 

87 

ME  YD 

99 

Injiollation  Procedures  Validated  Nov  87  USER-MI  REV-MC 

NOTICE  1 

1  DEC  1966 

L 

2806 

Engine,  Gosollne,  4  &  6  Cylinders  Horizontol  Opposed  &  12  Cylender,  90 

Mll-E-62170  (1) 

AT 

11  Aug 

87 

AT 

Degrees  V  Type  (Overf»oul)  Vb//cfeteef  Aug  87 

NOTICE  1 

2806 

Engine,  Gasoline,  Air  Cooled,-20  Bhp,  4  Cycle,  Military  Design,  Model  4A084 

MIL-STO-1402 

ME 

16  Nov 

87 

ME  YD 

99 

Installation  Procedure  Validated  Nov  87  USER-MI  REV-MC 

NOTICE  1 

NOTICE  2 

2806 

Engine,  Gasoline,  Air  Cooled,  Industrial  Type,  4  Cycle,  Miiitory  Design  USER-AT 

MIL-E-46717F 

ME 

31  Aug 

83 

ME  YD 

AV  MC  REV-SM 

INT  AMD  1  (ME) 

2806 

Engine,  Gosollne,  Air-cooled,  Industrial-type  4-CYClE,  3  Net  ConSnuous  H  P 

MS.3929B 

ME 

05  Nov 

87 

ME  MC 

99 

Validated  Nov  87 

NOTICE  1 

2806 

Engine,  Gasoline,  Air-cooled,  Industrial-type,  4  Cycle,  6  Net  Continuous  H.p. 

MS-39299 

ME 

05  Nov 

87 

ME  MC 

99 

Vulidaled  Nov  87  USER-ME  El  YD 

NOTICE  1 

2806 

Engine,  Gosolme,  Air  Cooled,  Industrial  Type,  4-CYClE,  10  Net  Continuous  H  P 

MS-39300 

ME 

05  Nov 

87 

ME  MC 

99 

USER-YO 

NOTICE  1 

2806 

Engine,  Gosollne,  2  Cylinder,  Horizontal  Opposed  Air  Cooled,  14  Hp  Validated 

MS-39301 

ME 

05  Nov 

87 

ME  MC 

99 

Nov  37  USER-YO 

NOTICE  1 

2806 

Engine,  Gosollne,  Air  Cooled,  Industrial-type,  4.CYCIE,  20  Net  Continuous  H  P 

MS-39302 

ME 

06  Nov 

87 

ME  MC 

99 

Volidaled  Nov  87  USER-YO 

NOTICE  1 

2805 

Gasket,  Combination  Of  Metol-And  Asbestos  REV-CS  . . . 

MIL-G-14243C  (1) 

AT 

08  Feb 

82 

AT 

MC 

99 

2806 

Methods  For  Selection  Of  (ndustriol  Engines  For  End  Item  ApplicotiM  USER-MC 

MII-STD-1410A 

ME 

17  Mor 

89 

ME 

99 

REV-EA  CE  CS 

2806 

Ring,  Piston,  Molybdenum  Focing,- Engine,  Top  Compression  Validated  Jon  83 

MS-39348A 

ME 

22  Feb 

73 

ME 

99 

USER-MC  REV-AT  AV  CS 

2810 

Designatiois  Of  Aircraft  Propulsion  Reciprocating  Engines  USER-MI  REV-99  82  .. 

MII-STD-1S57A 

11 

25  Oct 

83 

AV  AS 

11 

2S!0 

Engine,  Aircraft,  ftcc:pcccf;n5,-P;epsrs?:en=Fe'  Sh'pmen*  Stc'oge  Ql 

Mll.E-60S88(1) 

AS 

09- Mor 

79 

AV 

AS 

99 

Volidaled  May  84  REV-SM  ME  CR  11 

L 

2810 

Engine,  Aircroft,  Reciprocating,  General  Specifoction  For  Validated  Aug  87. . 

MIL-E-2S109 

NOTICE  1  (AS) 

AS 

25  Aug 

87 

AS 

2810 

Engine,  Aircroft,  Recirocoting-Proces'e  For  Corrosion  Protection,  Preoling  And 

MIL.E-60S9A 

AS 

25  Feb 

54 

AV  AS 

It 

Ground  Ooerotions  Of  Validated  Avg. 87  REV-99 

NOTICE  1 

L 

•2810 

Engine,  Aircroft,  Recipocotlng,  Mode!  Specificotion  For  (Outline  And 

MII-E-2S110 

AS 

25  Aug 

87 

AS 

Instructions  F  Or  Preporotion)  Validated  Aug  87 

NOTICE  1  (AS) 

L 

2810 

Engine,  Aircroft,  Reciprocoting, acceptance  Tests  For  Volidaled  Sep  85  REV-99  .. 

MII-E-2S112 

NOTICE  1  (AS) 

AS 

7  Feb 

55 

AS 

L 

2810 

Engine,  Aircroft,  Recipocotlng,  Preliminoiy  Flight  Rating  Test  For  Validated  Aug 

MII-E-2S113 

AS 

25  Aug 

87 

AS 

87 

NOTICE  1  (AS) 

2810 

Insert  &  18&1.5  Mm  Aviotion  S^rfc  Plug  Helicol  Coil  Validated  Oct  8...fit/-MI 

MS-90)SB 

AS 

01  Jul 

68 

AV  AS 

2810 

Plug  -  Exhoust  Port  Closure,  Aircroft  Engine  (Asg)  Validated  Avg  85 . . . 

MS-29531 

AS 

20  Nov 

53 

AS 

99 

18S 


FSC  LISTING 


DOCUMENT 

FSC  TITLE  NUMBER  CUSTODIAN 


2810 

Plug  Shipping,  Spark  Plug  Pori  HSMM),  Aircroft  Engine  Volidaftd  Stp 

MS-29509B 

NOTICE  1 

82 

01  Sep 

86 

AV  AS 

99 

L 

2815 

Enflin*,  D1«mI,  8-CYllNDER,  V-type  390  Hp  REV-CS  . 

MIL-E-46796A 

AT 

06  Jul 

87 

^T 

1 

2815 

Engine,  Diesel,  Propulsion  And  Auxiliary,  Noval  Shipbaord  Validated  Apr  82 

Ma-E-23457B 

SH 

03  Mar 

76 

SH 

REV-CS 

L 

2815 

Engine,  Diesel,  Liquid  Cooled,  V  Type,  6  Cylinder,  210  HP  Validated  Feb  6S 

MIL-E-62140 

AT 

27  Aug 

71 

AT 

USER-CS 

L 

2815 

Engine,  Diesel,  Propulsion  And  Auxiliory,  High  Speed,  Naval  Shipboard 

MIL-E-24455 

SH 

24  Sep 

71 

SH 

Validated  Apr  S2  REV-26  CS 

2815 

Engine,  Diesel,  6  Cylinder,  V  Type,  275  H.p., turbocharger  ftcV*CS». . . . 

MIL-;  -62541 

AT 

14  Feb 

88 

AT 

L 

2815 

Engine,  Diesel,  6  Cylinder,  V  Type,  300  HP  Turbo  Supercharged  Validated  Aug 

MIL-E-52395A 

AT 

10  Mar 

76 

AT 

S3  REV-CS 

L 

1015 

Engine,  Diesel,  6  Cylinder,  In  line,  213  HP,  Turbo  Supercharged  RbV>CS . 

MIL-E-62133B  (2) 
NOTICE  1 

AT 

02  No. 

88 

kT 

1 

2815 

Englnt,  Diesel,  12  Cylinder,  90  V-type,  750  H.p.  AVDS 1790-2,  AVOSI790-2A, 

MIL-E-62290 

AT 

31  Aug 

77 

AT 

AV0S1790.2C,  AVDS1790-20  And  AV0S1790-20R  (Overhoul)  Validated 

Mar  83  REV-CS 

1 

2815 

Engine,  Diesel,  6  Cylinder,  Ineline,  Liquid  Cooled,  210  HP  USER^CS . 

MIL-E62483 

AT 

14  Dec 

83 

AT 

L 

2815 

Engine,  Diesel,  Liquid  Cooled,  8  Cylinder,  4  Cycle,  V'type,  290  H.p.  Rt:V*CS...e.. 

MIL-E-62462B 

AT 

26  Aug 

85 

AT 

L 

2815 

Engine,  Diesel,  6  Cylinder,  In  Line,  (Rebuild)  Validated  Feb  85  REV-CS  . . 

MIL-E-62251 

AT 

05  Aug 

75 

AT 

L 

2815 

Engine,  Diesel.  12-CYUNDER,  90  V-type,  750H.P.  AVOS1790-2,  AVDS17?0-2A, 

MIL-E62I77B 

AT 

02  Oct 

87 

AT 

AVDS1790.2C,  AVDSI790-2D,  AVOS1790-2DR,  AVOS1790-2CA,  And 
AVDS1790-2DA  REV-CS 

L 

2815 

Engine,  Diesel:  Three  Cylinder  in-line  Type,  90  Minimum  Horsepower  Validated 

MIL-E-62045B 

AT 

16  Mor 

87 

AT 

Mar  87  USER-CS 

NOTICE  1 

L 

2815 

Power  Package  REV-CS . . . . 

MIL-P62178 

AT 

17  Moy 

85 

AT 

2S25 

Steam  Turbines  For  Mechonicot  Drive  Service  •  21  Jun  79  Validated  May  87  .... 

NEMA  SM23-79R79 
DOC  DATE 

YD 

04  May 

87 

YD 

L 

2625 

Turbine,  Steam  And  Reduction  Gear,  Auxiliory,  Generator-drive  (Navol 

MIL-T-2439S  (2) 

SH 

14  Feb 

S3 

SH 

Shipboord  Use) 

L 

2825 

Turbine,  Steom,  Propulsion  Noval  Shipboord... . . . . . . . . 

MIL-T-17600D  '4) 

SH 

03  Nov 

82 

SH 

L 

2825 

Turbine,  Steom,  Auxiliary  (And  Reduction  Ceor)  Mechanicol  Drive . . . 

MIL-T-17523D  (1) 

SH 

01  Jun 

82 

SH 

2835 

Auxiliory  Power  Systems,  Airborne  (Request  For  Issue  Other  Than  DOD  Must 

MIL-A-87229  (1) 

11 

15  Apr 

S6 

11 

Be  Sent  Via  ASD/ENES,  Wright-pollerson  AFB  OH  45433-6503) 

L 

•2835 

Compressor,  Air,  Gas  Turbine  Type  Generol  Specificotion  For  Validated  May 

82 

Cylinder,  Rings  &  Shr  Ouds,  Turbine,  Cast,  Acceptance  Criteria  F  Or . 

MII-C-7712A 

AS 

13  No. 

52 

AS 

L 

2835 

MIL-STD-1880 

AT 

05  Moy 

S3 

AT 

2835 

Engine,  Gas  Turbine,  Preparation  For  Storage  And  Shipment  Ol,  Process  For 

MIL-E-5607F 

AV 

16  Mor 

83 

AV  AS 

USER-MC  REV-SM  $H  11 

1 

2835 

Engine,  Gos  Turbine,  Propulsion  &  Auxiliary  Navol  Shipboard  Validated  Oe<  SJ 

MIL-E-17341C 

SH 

09  Apr 

70 

SH 

1 

2835 

Fire  Fighting  Equipfnent  Set,  Truck  Mounted.  Pumper,  Closs  530  Series,  Army 

MIL-F-52652A 

ME 

14  Apr 

75 

ME 

Aircraft  Crosh,  Pockaging  Of  REV-SM 

L 

2835 

Groin  Sixe,  Cost  Turb  Ine  Slades  Acceptance  Criteria  F''*........... . 

MIL-STD-1870 

AT 

13  Moy 

83 

AT 

L 

2835 

Power  Unit  Aircraft,  Auxiliory,-Gas  Turbine  Generol  Specifications  For . 

MIL-P-85573 

AS 

15  No. 

83 

AS 

L 

2835 

Power  Unit  Auxiliory,  S*3A  Aircroft  Equipment . . . . . . . . . 

MIL-P-e5486 

AS 

30  Jun 

82 

AS 

1 

2835 

Power  Unit,  Aircroft  Auxiliary  Gos  Turbine,  Type  1,  Navy  Model  No.  P-7 

MIL-P-81513 

AS 

13  Jan 

67 

AS 

Validated  Aug  85 

•2835 

Power  Units,  Aircroft  Auxiliary,  Gas-turbine-type,  Generol  Specificotion  For 

MIL-P-6686 

AS 

04  Nov 

55 

AV  AS 

99 

(Asg)  Validated  Sep  85  REV-99  82 

2835 

Rotor,  Turbine,  Cost  Moteriol  Acceptonce  Criterio  For . 

MIL-STD-1871 

AT 

20  Apr 

83 

AT 

2835 

Standard  Procedure  For  The  Metallurgical  Exominot  Of  Gos  Turbine  Hot 

DOD-STD-2136 

SH 

11  Jon 

88 

SH 

Section  Airfoil  Components  For  Hot  Corrosion  Degrodotion  (Metrk) 

Validated  Jan  80 

NOTICE  1 

1 

2835 

Turbine  Slades  Si  Vones,  Cost  Acceptance  Criteria  For . . . . . . . 

MIL-STD-1869 

AT 

23  No. 

87 

AT 

L 

2840 

Cover  Si  Engine  Accessory  Drive  Validated  Apr  84  REV-AS . . . . 

M5-9243 

AS 

13  Apr 

60 

11 

2840 

Data  Presentotion  Requirements,  Installed  Performonce  And  Air  Induction 

MIL-D-179B4A  (1) 

AS 

03  Jun 

59 

AR  AS 

Syitem.  (ASG)  Validated  Apr  S3  REV-AV  99 

2840 

Designation  Of  Aircroft  Propulsion  Gos  Turbine  Engines  Validated  May  82 

MIL-STD679A 

11 

14  Nov 

72 

AV  AS 

USER-Ml 

L 

2840 

Engine  Structurol  Integrity  Program  (Request  For  Issue  Other  Than  DOD  Must 

MIL-STD-1783 

11 

15  Apr 

86 

11 

Be  Sent  Vio  ASD/ENES,  Wnghl-pallerion  AFB  OH  45433-6503) 

NOTICE  1 

1 

2840 

Engine,  Air  Vehicle,  Romiet  (Request  For  ksue  Other  Thon  DOD  Must  Se  Sent 

MIL-E-87236 

11 

30  Oct 

85 

11 

Via  ASD/ENES,  Wriglil-pottenon  AFB  OH  454336503) 

2840 

Engine,  Aircroft,  Turboprop,  Generol  Specification  For  (Asg)  Validated  Oct  84 

MIL-E-8593A 

AS 

15  Oct 

75 

AV  AS 

99 

REV-99  71 

2840 

Engine,  Aircroft,  Turbojet  Si  Turbofon  (Request  For  Issue  Other  Than  DOD  Must 

MIL-E-87231  (1) 

11 

15  Apr 

86 

11 

Be  Sent  Via  ASD/ENES,  Wright-pallerian  AFB  OH  454336503' 

2840 

Engine,  AircroH,  Turbojet  And-Turbofor^  Generol  Specification  For  REV-99 . 

MIL-E-5007D  (2) 

AS 

08  Oct 

82 

AV  AS 

2840 

Engine,  Gos  Turbine,  Performoncestation  Identificotion  Si  Nomenclature  -  15 

ARP  755A-74 

11 

20  Jon 

89 

AV  AS 

11 

Apr  7 A  Vaiidaied  Jan  S9 

NOIICt  2 

2840 

Engine,  Gos  Turbine,  Status  Performonce  Presentation  Foi  Oigltnl  Computer 

ARP  1211A-74 

11 

09  Aug 

77 

AV  AS 

11 

Programs  -  15  Apr  74  Validated  Apr  83 

2840 

Engine,  Gos  Turbine,  Interface  Test  Dota  Reduction  Computer  Progroms  -  15 

ARP  1210A-74 

11 

09  Aug 

77 

AV  AS 

11 

Apr  74  Validated  Apr  83 

2840 

Gos  Turbine  Engine  Tronsient  Performonce  Presentation  For  Digital  Computer 

ARP  1257-72 

11 

29  Jon 

88 

AV  AS 

11 

Progroms  -  Jun  72  REV-99  71 

2840 

Gos  Turbine  Engine  Steody  State  Pepformance  Presentation  For  Digital 

AS  681D-82 

20 

27  Jul 

83 

MR  AS 

20 

Computer  Ppogroms  *  1  Oct  82 

L 

2840 

ln;‘-"Mion,  Engine . . . . . . . . . . 

MIL-l-87239 

11 

20  Dec 

85 

11 

1 

2840 

Vendor  Substontiotlon  For  Aerospoce  Propulsion  System  items  Validated  Sep 

MIL-STD-1529 

11 

30  Sep 

88 

AV 

11 

B8  REV-)6  12  99  NOTICE  I 


28  FEB  1973 


166 
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TITLE 
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PREP 

DATE 

CUSTODIAN 

L 

2845 

Compontnti,  Rocket  Propulsion  Fluid  System,  Generoi  Sptctficotion  For 

MIL-C-27410  (1) 

12 

16  Jun 

69 

12 

Valldafd  Api-  S2  REV-19  14  99 

L 

2845 

Desionotion  System  For  liquid,  Solid,  And  Liquid^solid  (Hybrid)  Propeilont 

MII-ST0-81SA 

11 

30  Sep 

70 

11 

Rocket  Engines  And  Motors  (Superstcc^  Ano  Bui  No  352  And  Ano  Bui  No 

353)  VolHated  Moy  62  USER-MI  REV-l?  13  99 

L 

2845 

Ergine,  Rocket,  Solid  Propellant,  5  Second  Duration,  4500  Pounds  Thrust  .......... 

MlL-E-85e'iA 

AS 

05  May 

83 

1 

2845 

Jet  Assisted  Toke  OH  Systems  •  Design  And  Instollotion  Of,  In  Novo)  Aircrolt 

Mll*J-8667  h 

AS 

05  Jan 

70 

AS 

Vah'dafed  Avg  84  REV*99 

L 

2845 

Propellent  Feed  System,  Rocket  Propulsion,  General  Specifkotion  For  Volldo^did 

Mll-P-27409  (1) 

12 

16  Jun 

69 

12 

Apr  82  REV-14  19  99 

2845 

Rocket  Engine,  liquid  Propellent  Generoi  Specification  For  Vofidoted  Apr  82 

MIL-R-51498  (1) 

12 

31  Mor 

69 

Ml  AS 

12 

REV-19  99 

2845 

Took,  Remoivable,  liquid  Propellent  Rocket  Engine,  General  Specification  For 

Mll-T-5:088 

12 

30  Jun 

67 

M>  AS 

12 

Validated  Apr  82  REV-19  99 

2895 

Mockuf'  .  Air  Vehicle  Engines,  Construction  &  Inspection  Of  Volidattd  Apr  86 

M1L-STD.1592 

11 

07  Apr 

86 

AV  AS 

11 

REV-99  CS 

NOTICE  1 

29GP 

Drive,  Miniature,  Power  Motor  With  Involute  Spline  •  Pinion  (Asg)  Voh'doted 

MS-33600 

AS 

01  May 

58 

AS 

99 

Ocl8d 

2910 

Cop,  Fuel  Tonk'toctical  Vehicle,  Non>vented  Validated  Apr  83  US£R*MI  .MC 

MS-53075A 

AT 

23  Mar 

67 

AT 

99 

REV-ME  CS 

2910 

Cop,  Fuel  Tonk,  For  Military  Comboi  And  Toctical  Tronsport  Vehicles  USER*YD 

MtL-C-453008 

AT 

16  Feb 

88 

AT  MC 

99 

REV-Ml  GL  CS 

2910 

Cop,  Fuel  Tonk,  Tactical  Vehicle,  Fording  Validated  Apr  85  USER*MI  MC 

MS-35645F 

AT 

20  Nov 

72 

AT 

99 

REV-ME  CS 

2910 

Cap,  Fuel  Tonk,  Combat  Vehicle,  Spill  Proof  USER'MI  MC  REV*ME  82  CS  . 

MS-513000 

AT 

30  Sep 

87 

AT 

99 

2910 

Cortridge,  Engine  Starting  (Engine  Cold  Starting  Aid)  Validated  Moy  82 

MS-51325A 

ME 

27  Jan 

70 

ME  YD 

99 

USER-AT  MC  REV-CS 

2910 

Cartridge,  Engine«itortlng  (Engine  Cold*stortlng  Aid)  Validated  Jan  81 

MS-392548 

ME 

20  Mar 

75 

ME  YD 

99 

USER-MC  REV-AT  CS 

2910 

Engine  Cold  Storting  Aids,  Ether  Fuel  Primers  Validated  Moy  82  USER*AT 

MIL-E-52649A  (1) 

ME 

06  Ocl 

76 

ME 

99 

REV-CS 

2910 

Filler  Neck  Assembly,  Fuel  Tank*military  Vehicles  USER*CS  REV*M=  Ml . 

MS-3S644F 

AT 

25  Nov 

86 

AT 

99 

1 

2910 

Filler  Tube,  Fuel  Tonk&milltary  Vehicles  Validated  Jul  88  USER>MC  REV*CR  CS,. 

MS-909088 

NOTICE  1 

AT 

08  Jul 

88 

AT 

Q 

2910 

Filler  Assembly  And  Filter  Elements,  Fluid,  Pressure  (For  Engines  With  liquid 

MIL-F-206278  (3) 

SH 

19  Dec 

83 

AR  SH 

99 

Fuel  Initclion  Sysltmt)  USER-ME  MC  REV-YD  82  CS 

2910 

Filter  Element,  Fluid,  PressureBoutomotive  Fuel  Validated  Apr  83  USER>MC  CS .. 

MS-51090A 

AT 

23  Aug 

62 

AT 

99 

2910 

Filter,  Fluid,  Pressure  And  Filter  Element,  Fluid  Pressure,  For  Gosoline,  Internol 

MII-F-45356B 

AT 

25  Jul 

84 

AT  SH 

99 

Combustion  Engines,  With  Carburetor  USER'MI  MC  YD  REV.AV  CS 

2910 

Filter,  Fluid,  Pressure  Validated  Aug  83  REV<CS . 

M$-510888 

AT 

IS  Jun 

79 

AT  MC 

99 

2910 

Fitter,  Fluid,  Pressure,  Automotive  Fuel  (10  Gph  Filtration)  Validated  Oec  85 

M5-51085C 

AT 

26  Aug 

70 

AT 

99 

USER-AV  Ml  MC  REV-ME  CS 

2910 

Filter,  Fluid,  Pressure  And  Strolner,  Sediment,  Automotive,  Fuel  (21  Oph) 

MS-51087B 

AT 

16Ftb 

88 

AT 

15 

USER-CS  REV.99 

1 

2910 

Fuel  Centre  1,  Moin,  Electrohydroulic . . . . . . . . 

Mll-F.62439 

AT 

26  May 

88 

AT 

2910 

Gasket&copper,  Filter,  Fluid,  Pressure,  Automotive  Fuel  Validated  Oec  85 

MS-51092B 

AT 

07  Sep 

71 

AT 

99 

USER-MC  REV-CS 

2910 

Gasket,  Filler,  Fluid,  Pressure  And  Stroiner,  Sedimer^h  Automotive,  Fuel 

MS-51091B 

AT 

29  Dec 

67 

AT 

99 

Validated  Apr  83  USER-MC  REV-ME  CS 

L 

2910 

Gasket,  Synthetic  Rubber,  Cop,  Fuel  Tonk  Validated  Apr  83  USER'MI  MC 

MS-35643C 

AT 

07  D«: 

67 

AT 

REV-ME  Ml  99  CS 

1 

2910 

Module,  Fule  Tonk  (Sucon) . . . . . . . 

Mll-M-29416 

MC 

20  Nov 

84 

MC 

2910 

Pump,  Engine  Priming,  Hand  Driven,  (Nonaircraft)  Engine  USER'ME  REV>MC  CS 

MIL-P-3306E 

AT 

17  Aug 

87 

AT 

99 

Q 

2910 

Pump,  Fuel  El«tlrical,  24  Volt  O.c.  USER-ME  REV-ME  CS . 

MII-P-45328C 

AT 

21  Ocl 

85 

AT 

99 

2910 

Pump,  Fuel,  Electricol.  24  Volts  O.c,  25  G.p.h.  Capacity  U5ER>MC  REV'MI  CS  .. 

MS-5I32ID 

AT 

28  Jon 

86 

AT 

99 

L 

2910 

Pump,  Fuel,  Electrically  Operated,  24  Volt  DC  In  Tonk  Type  REV'CS . 

MIL-P.62011C 

AT 

20  Nov 

86 

AT 

2910 

Pump,  Monuol,  Engine  Priming  Vb/f'do/ed  Dec  85  USER-ME  MC  REV*CS . . 

MS-5I084C 

AT 

17  Jon 

66 

AT 

79 

2910 

Stroiner,  Sediment*  Automotive  Fuel  (10  Gph)  REV-ME  MC  CS . . 

MS-S1086G 

AT 

08  Nov 

83 

AT 

99 

1 

2910 

Tank  Fuel,  Engines,  Nonmetnilic,  Non*self  Sealing,  For  Militory  Vehicles. 

MII-T-14442C  (1) 

AT 

13  Aug 

73 

AT 

Validated  Apr  85  REV-ME  CS 

L 

2910 

Tonk,  Fuel,  Engine  General  Requirements  For  Validated  Apr  81  USER'MC 

MII-T-46786A 

ME 

06  Aug 

71 

ME 

REV-AT  CS 

2910 

Volve,  Fuel  Droin . . . . . . . . . . . . . 

MIL-V.62625 

AT 

28  Mor 

SB 

O  1 

2910 

Volve,  Fuel  System  Pressurizotion  And  Vent  Validated  Apr  82  REV*CS... . 

MIL-V-81356A 

AS 

03  Dec 

75 

AS 

2915 

Adapter,  Fressure  Fuel  Servicing  Vorioble  Configuration,  Type  A*5  Validated 

MS-295 19C 

AS 

12  Jun 

56 

AS 

99 

Sep  85 

NOTICE  1  (AF) 

•2915 

Cop  Assembly,  Bonding  Fitting,  External  Outlet,  Bolster  Pump  Validated  Jun  61 

MS.7953SA 

82 

06  Feb 

69 

AS 

99 

•2915 

Cop,  Fitting,  Externol  Outlet,  Booster  Pump  Validated  Jun  81  . . . 

MS-29536B 

82 

06  Fob 

69 

AS 

99 

•2915 

Cop,  Fitting,  Internol  Outlet,  Booster  Pump  Validated  Jan  89  REV-AV . . 

MS-29534B 

NOTICE  1 

82 

27  Jon 

89 

AS 

99 

•2915 

Ferrule,  Cop  Bonding  Fitting,  External  Outlet,  Booster  Pump  Validated  Jun  81..., 

MS-29533A 

82 

06  Feb 

69 

AS 

99 

2915 

Fitting  Instollotion,  Flored  Tube,  Externol  And  Internol  Dischorge  Ports,  Booster 

MS-33551 

AS 

22  Jun 

54 

AS 

99 

Pomp  (Asg)  Validated  Sep  85  REV.99  82  71 

•2915 

Fitting,  Flored  Tube,  low  Pressure,  90  Deg  Externa)  Outlet,  Booster  Pump 

MS-2953S 

82 

22  Jun 

54 

AS 

99 

Validated  Jul  82  USER-AT 

•2915 

Fitting,  FInred  Tube,  Offset,  low  Pressure,  Internol  Outlet,  Boo«ter  Pump 

MS-29541 

82 

22  Jun 

54 

AS 

99 

Validated  Sep  82 

2915 

Fitting,  Vorioble  Configurotlon,  low  Pressure,  External  Out!  Booster  Pump 

MS-33552 

AS 

22  Jun 

54 

AS 

99 

(A.9)  Validated  Jm  82  REV.99  82  71 

2915 

Flonge,  Accessory  Mounting  Validated  Mar  84  REV-82  71  .................................. 

MS-33751 

AS 

12  Sep 

63 

mOAS 

99 

2915 

Flonge,  Adapter  Locking,  Pressure  Fuel  Servicing  (Asg)  Validated  Sep  85  .......... 

MS-29S14C 

AS 

12  Jun 

56 

AS 

99 

2915 

Fuel  System  Components,  Generoi  Specificotion  For  (Asg)  U$ER*79  REV-99 

Ma-F-8615D  (2) 

AS 

03  Sep 

86 

AV  AS 

18V 
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L 

2915 

Fufl  System!  Request  For  Issue  Other  Thon  Ood  Mwst  Be  Sent  Vio.asd/enes^ 

Mll-F-8715<  (2) 

11 

15  Apr 

86 

11 

Wright*  Terson  Afb  Oh  45433*6503 

1 

2915 

Fuel  Systems,  Aircraft,  InstoHation  And  Test  Of  REV>MI  AV  GS . . . 

MIL-F-1787,B  (1) 

AS 

12  Aug 

85 

AS 

2915 

Instollotion  Of  Fuel  And  Oil  Lines,  Aircroft  VoHdottd  Avg  84 . . 

MII-I-18802A  (1) 

AS 

12  Dec 

62 

AV  AS 

2915 

Mounting  Pod  *  Swing  Check  Valve  Element,  Fuel  Vdt^uted  Jut  82  REV‘99 . . 

MS-33535C 

82 

01  Mof 

76 

AV  AS 

99 

1 

2915 

Pump  Assembly*  Fuel,  Electrically  Driven.  Aircraft  Heater  VolidatHi  Sep  8S ........ 

Mll-P-6992  (1) 

AS 

27  -Jan 

56 

AS 

2915 

Pump*  Centrifiguo),  Fuel  Booster,  Aircraft,  Generol  Specificotion  For  Vofidottd 

MII-P-5238C 

AS 

12  Sep 

74 

AV  AS 

Apr  81  REV.99 

AV  AS 

11 

2915 

Pump,  Ejector,  Air  Vehicle  Fuel,  General  Specificotions  For  . . . . 

MIL-P-8S315  (1) 

AS 

23  Aug 

83 

2915 

Pump,  Rotory,  Power>dfiven,  Fuel,  Aircroft  (Toper  Threoded  Ports)  VoUdoted 

MS-29584C 

82 

01  Jun 

71 

AV  ,6 

99 

Jon  63 

THRU  29S87C 

2915 

Strainer,  Aircraft  Fuel  System,  Generol  Specification  For  Validafed  Sep  82. . 

MIL-5-8710B 

82 

10  iu\ 

69 

AV  A\ 

^7 

1 

2915 

Stroiner,  2>1/2  Inch  Pressure  Fuel  Servicing  Vah'dated  Aug  84  USER'CS  . . . . 

MS-26SS1 

AS 

17  Mor 

5C 

L 

2915 

Switch,  Float,  Aircraft  Fuel  Level,  Generol  Specification  For  Validated  Jon  83.... 

MII-S-25980A 

82 

15  -lun 

65 

99 

2915 

Volve,  Fuel  Shutoff,  Electric  Motor  Operated  Validated  May  84  REV*MI  99 . . 

MII-V-8508A  (2) 

99 

09  No.' 

66 

AV  AS 

82 

Q 

*2915 

Valve,  Shutoff,  Hydrocorbon  Fuel  Service  100  PSI  And  150  PSt  WoHcing 

MIL-V-16468C  (3) 

SH 

05  Jul 

83 

SH 

Pressure 

2920 

Adopter,  Leod  To  Terminal,  Spork  Plug  Cable  (Other  Than  Aircroft)  USER*ME 

MS-51015A 

AT 

16  Feb 

88 

AT 

99 

MC  REV-CS 

2920 

Automobile,  Truck,  Truck*  Troctor,  Trailer,  &  Motor  Coach  Wiring,  SAE 

SAE  J1292-81 

AT 

21  May 

87 

AT 

Recommended  Proctice  •  June  1980  (Revised  Oct  1981)  REV-YD  CS 

L 

2920 

Blower,  Generotor  Cooling,  28  Volt  Oc  Validated  Apr  85  REV^CS . . 

MIL-B-62062A  (1) 

AT 

11  Feb 

80 

AT 

L 

2920 

Coble  Assembly,  Special  Purpose  Electrical  •  Generator  To  Regulotor,  25  And 

MS-51334B 

AT 

25  Aug 

80 

AT 

40  Amp  System  Validated  Dec  85  REV-AT  CS 

L 

2920 

Coble  Assembly,  Intervehicle  Power;  Plug  Andreceptocle  REV^ME  . . . . . 

MIL-C-62122B 

AT 

09  Feb 

88 

AT 

1 

2920 

Coil,  Ignition,  24  Volt,  Dc  (With  Internal  Ballast)  Validated  Apr  83  USER'ME 

MS-51114C 

AT 

06  Jun 

73 

AT 

MC  REV-CS 

L 

2920 

Coil,  Ignition,  24  Volt,  Oc  (Without  Inlernol  Ballast)  Validated  Apr  63  USER*ME 

MS-51 115A 

AT 

07  Jul 

67 

AT 

REV-MC  CS 

Q 

2920 

Coil,  Starting,  Engine  ignition  With  Filter,  24  Volt  Direct  Current  USER.ME  MC 

CS 

Coil,  Storting,  Engine  Ignition,  With  Filter,  24  Volt  Oc  Validated  Dec  85 

MIL-C-4.5359B 

AT 

17  Feb 

88 

AT 

2920 

MS-51355C 

AT 

17  Sep 

69 

AT 

99 

USER-MC  REV-ME  CS 

L 

2920 

Connector,  Plug,  Electrical  Intervehicle  Power  Coble  Validated  Dec  85  REV.ME 

CS 

Connector,  Receptocle,  Electrical  Intervehicle  Power  Coble  Validated  Dec  85 

MS-52131 

AT 

17  Dec 

75 

AT 

1 

2920 

MS-52129 

AT 

17  Dec 

75 

AT 

REV-ME  CS 

1 

2920 

Connector,  Seven-conductor  Electricol,  For  Ttruck-troiler  Jumper  Coble,  Soe 

SAE  J550B-74 

AT 

04  Moy 

87 

AT 

Standard  •  Sep  74 

2920 

Distributor,  Ignition  System,  Integrol  Coll,  Woterproof,  24  Volt  USER-ER  MC 

MH-D-13791F 

AT 

10  Jun 

88 

AT 

REV-ME  CS 

L 

2920 

ElMtrieol  Circuit,  28  Volt  DC  Tronii.nt  Choroel«ri»tie»  For  Military  Vechicla. 

MIL-STD-1275A 

AT 

23  Apr 

81 

AT 

Valldal.<l  83  REV-TE  CS 

NOTICE  2 

23  APR  1981 

L 

2920 

Electricol  Components  For  Automotive  Vehicles,  Woterproofness  Tests  Validated 

MIL-STD-1184 

AT 

26  May  87 

AT 

May  87  USER-ME  YD  REV-CS 

2920 

Goik.l,  Spork  Plug  NonaircrofI  VatiJaud  Aug  83  USER-MC  REV-ME  CS . 

MS-35910e 

AT 

29  Jun 

79 

at  yd 

99 

Q  L 

2920 

Generating  System,  Alternotor,  Rectifier  60  Or  25  Amperes,  28  Volts  USER>ME 

MII-G-46795F  (1) 

AT 

19  Apr 

83 

AT 

REV-CS 

2920 

Generator,  Engine  Accessory  Direct  Current  28  Volt,  25  Ampere  USER*MC 

MII-G-12604H 

AT 

29  'un 

87 

AT  AS 

99 

REV-CS 

2920 

Generotor,  Engine  Accessory,  D.c.,  28‘VOLT,  40  Amp  Validated  Jan  81  REV*AT 

CS 

Generator,  Engine  Accessory  28  Volt  Dc,  Roted  Output  300  Amps  Validated 

MS-I3804C 

ME 

31  Moy  72 

ME  YD 

1 

2920 

MII-G-62061A  (3) 

AT 

31  Mor 

80 

AT 

Apr  85  REV-CS 

2920 

Generator,  Engine  ACCESSORy-28  Volt  AC-3  Phase,  3  Kva  (Inactive  17  Ully 

MS-51310B 

AT 

17  Jul 

72 

AT 

99 

1972)  Valtrlaled  Aug  83  USER-MC  REV-CS 

L 

2920 

Generator,  Engine  Accessory,  2?  Volt  DC  REV-CS  . . . . . . . 

MIL-G-62496 

AT 

20  Dec 

84 

AT 

2920 

Generotor,  Engine  Accessory,  28  Volts,  Dc,  300  Ampere  Valldaltd  Apr  83 

MS  al004C 

AT 

45  Jul 

73 

AT 

99 

USER-MC  REV-CS 

QL 

2920 

Interference  Shielding,  Engine  Electricol  Systems  USER-YD  REV-CS . . . . 

Ma-I-16165E 

SH 

14  Ocl 

84 

SH 

2920 

Leod  And  Conduit  Assembly,  Electricol,  Shielded,  Waterproof  Spark  Plug  (Other 

MS-5101  lA 

AT 

03  Nov 

66 

AT 

99 

Thon  Aircrdt)  VaKdolal  Pk  85  USER-ME  REV-CS 

‘2920 

Leod  And  Conduit  Assembly,  Electrical,  Shielded,  Woterproof  Spork  Plug  (Other 

MS-51010C 

AT 

20  Ocl 

70 

AT 

99 

Than  Aircraft)  VolidaleJ  Sep  82  USER-MC  REV-CS 

L 

2920 

Leod,  Ignition . . . . . . . . . . 

MIL-l-62548 

AT 

24  Nov 

87 

AT 

L 

2920 

Mogneto,  Ignition-high  Tension,  6  Cylinder  Validated  Apr  83  USER-ME  MC  SH 

MS-51:C.'. 

AT 

01  Sep 

67 

AT 

REV-CS 

2920 

Mogneto,  Ignition  Flonge  Type,  For  Industrlol  Engines  (limiting  Overoll 

MS-:5878A 

ME 

21  Jul 

64 

me  MC 

99 

Dimensions)  Validated  May  62  REV-AT  CS 

2920 

Mogneto,  Ignition,  Distributor  (Verticol)  Type  For  Industrial  Engines  (Limiting 

MS-35879 

ME 

13  May  56 

ME 

99 

Overoll  Dimensions)  Validated  May  62  REV>AT  CS 

L 

2920 

Module,  Storter  Low  Voltoge  Protective  System  REV-CS . . . . 

MlL-M-67539 

AT 

22  Apr 

87 

AT 

2920 

Regulotor  Assembly,  Reloy  Assembly,  And  Voltoge  Regulotor  Assembly: 

MIL-R-14368C  <1) 

AT 

30  Jun 

80 

AT 

99 

24-VOLT  (Nominol  Rating),  100  To  400  Ampere,  Direct  Current  Fo'  Futar>f 
Procurements  Refer  To  MIL-P-62104  Validated  May  SS  REV  ER  MC  CS 

2920 

Regulotor,  Engine  Generotor,  24  Volts  D.  C.  1506400  Ampere/  Carbon  Pile 

MS-51005 

AT 

21  Jan 

58 

AT 

99 

Validated  Aug  83  USER-SH  REV-MC  CS 

L 

2920 

Regulator,  Engine  Generator,.... . . . . . . . . . . . . . 

MIL-R-52576 

AT 

1?  Jan 

88 

AT 

L 

2920 

Regviator,  Engine  Generotor:  Solid  State  28  Volt,  Shunt  Monitored  Duo! 

MIL-R-62528 

AT 

20  Jan 

86 

AT 

Current  Limit,  Ditect  Current 

1 

2920 

Regulotor,  Engine  Generotor,  Solid  Stote,  28  Volt,  300  Ampere,  Direct  Current 

MII-R-62104C 

AT 

21  Mor 

79 

AT 

Validof0d  Aug  83  REV*CS 
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1 

2920 

Rtgulator,  Engm*  Gtntrator,  Sdtd  Stott,  28  Volt,  25  Amptrt,  Dirtct  Currtot 
Validated  Aug  83  REV>CS 

MIL  R-62067B 

AT 

18  S.p 

74 

AT 

1 

2920 

2920 

Rtgulotor,  Voltogt,  Gtntrot^,  Ootid  Stott  28  Volt,  100  Amptrt,  Dirtct  Currtnt 
REV-CS 

Rtgulotor,  650  Amp,  Solid  Stott  REV'AR  62  CS  . 

MIL-R-62485 

MIL-R-52187 

AT 

AT 

15  Jon 

10  Ftb 

85 

88 

AT 

AT 

1. 

2920 

Rtjay,  ElKtronic  24  Volt  DC  USER-ME  MC  REV-MI  SC  ER  CS . 

MII-R-13718C  (1) 

AT 

13  No. 

84 

AT 

Q 

2920 

Spork  Plug  USER-GL  AV  Ml  AR  MC  SH  REV-82  CS . 

W-S-5068  (1) 

/AT 

36  Apr 

83 

AT  YD 

99 

2920 

Spork  Plug,  Htct  Roting  Of,  Mtthod  Of  Cloiiifying  Validated  Due  $S  USER*CS 

FED-STD-143A 

/AT 

09  Aug 

60 

AT 

99 

2920 

Spork  Plug,  Shitidtd,  16  Mm,  1-1/4  In.  Wtll  (Othtr  Thon  Aircroft)  VoUdotud 

May  85  USER-ME  MC  REV-CS 

M5-51009D 

AT 

30  Mar 

79 

AT 

99 

2920 

Spork  Plug,  Shitl^d,  18MM,  1  Inch  Wtll  (Othtr  Thon  Aircroft)  (Inoclivt  U» 

Ml  51009}  Validotud  May  85  USER-MC  REV-ME  CS 

MS-359nC 

AT 

29  Jun 

79 

AT  YD 

99 

2920 

Spark  Plug,  Shitidtd,  14MM,  1  Inch  Wtll  (Othtr  Thon  Aircroft)  (Inoctivt  Uw 

Ml  35909)  ValidafadApr  85  USER-MC  REV-ME  CS 

MS35908C 

AT 

29  Jun 

79 

AT  YD 

99 

2920 

Spork  Plug,  Shitidtd,  14  Mm,  1-1/4  In.  Wtll  (Othtr  Thon  Aircroft)  Validotad 

Aug  83  U.'iER-MC  REV-ME  CS 

MS-35909F 

AT 

30  Mar 

79 

AT 

99 

2920 

Spring  And  Rttointr,  Electricol  Ttrminol,  Spork  Plug  Coblt  (Othtr  Thon 

Aircraft)  /oUdatad  Apr  83  USER-GL  MC  REV>ME  CS 

M$-510158 

AT 

31  Mor 

78 

AT 

99 

2920 

Spring,  Htl'col,  Comprtiiion,  Spork  Plug  Coblt  Ttrminol  (Othtr  Thm  Aircroft) 
VoUdoff.d  Fab  83  USER-ME  MC  REV-CS 

MS-510I4A 

AT 

03  No. 

66 

AT 

99 

1 

2920 

Stonvr,  Englnt  Eltctncol  24&VOLT,  D,C.,5  1/86INCH  Promt  Diomtter, 

Soltnoid  Actuoltd,  Heovy  Duty,  Long  Promt  Validatad  May  87  USER-MC  YD 
REV-AT  CS 

MS-530nE 

ME 

06F.b 

76 

ME 

Q  1 

2920 

Storttr,  Engint,  EUctricol,  24  Volt  Dirtct  Currtnt  Validatad  Doc  85  USER-ME 
REV-CS 

MIL  S-3785D  (1) 

AT 

31  Ocl 

80 

AT 

L 

2920 

Storttr,  Engint,  Eltctricol  Motor  (Shipboord  Uit)  Validatad  Oct  ^  REV-CS  ...... 

MllS-153718 

SH 

14  No. 

77 

SH 

2920 

Storttr,  Engint,  Eltctricol,  24-VOLT,  D.c.,  4-1/2-INCH  Promt  Oiomtttr  Sr^tnoid 
Actuoltd,  Light  Duty  Validatad  May  82  REV>AT  CS 

MS-53012A 

ME 

28  Jon 

65 

ME 

99 

2920 

Storttr,  Engint,  Eltctricol,  24-VOLT  D.c.,  3-INCH  Promt  Oiomtttr  Sdtnoid 
Actuoltd,  Light  Duty  Validatad  Jan  83  USER-MC  YD  REV-AT  CS 

MS-53013D 

ME 

30  Jun 

77 

ME 

99 

2920 

Storttr,  Engint,  Eltctricol,  24  Volt,  D.c.,  5-9/16  Inch  Promt  Oiomtttr,  Soltnoid 
Actuoltd,  Htovy  Duty  Vaiidalad  May  82  USER-MC  YO  REV-AT  69  65  CS 

MS-5300eA 

ME 

28  Jon 

65 

ME 

99 

2920 

Storttr,  Engint,  Eltctricol,  24  Volt,  D.c.,  5-1/6  Inch  Promt  Diomtltr  Soltnoid 
Actuottd,  Htovy  Duty  Validatad  May  82  USER-MC  YO  REV-AT  85  69  CS 

MS-53009A 

ME 

38  Jon 

65 

ME 

99 

L 

2920 

Storttr,  Gtntrotor,  300  Amptrt,  26  Volti,  Dirtct  Currtnt  Validatad  Doc  65 
REV-CS 

MIL-S-52n9 

AT 

10  Oct 

69 

AT 

292S 

Adopttr  InitoKotion  •  Typt  Xii  Or  Xvl  Orivt  Storttr  Jaw  Validatad  Aug  87 . 

MS33509A 

NOTICE  1 

AS 

25  Aug 

87 

AV  AS 

99 

292S 

Cutout  Rticy,  Engint  Gtntrotor  REV-AV . . . 

MIL-C-5026F 

82 

05  Apr 

84 

AV 

99 

I 

292S 

Cutout  Rtloy,  Engint  Gtntrotor,  26  Volt  Dc  Systtm  USER-AS . 

MS-37433 

NOTICE  1  (AS) 

82 

21  Aug 

86 

99 

•2925 

Elbow.  Eltctncol  Conduit  VoUdaM  Aug  79  USER-AV  REV-EA  99. . 

MII.E-4719A 

85 

08  Jun 

72 

AS 

85 

1 

2925 

Oolktt-spork  Plug  Validatad  Oct  84 . 

MS-178408 

AS 

15  Jun 

83 

AV  AS 

Q  L 

2925 

Itod,  Shitidtd,  Ottochoblt  Ignition  Vclidatad  Oct  84  REV-AV  99 . 

MII-1-19844A 

AS 

37  Doc 

63 

AS 

L 

2925 

Mounting  Pod  And  Drivt  •  Aircroft  Engint  Gtntrotor  And  Powtr  T^t-off 
Validatad  Apr  80 

AND10002 

REV.2 

AS 

24  Ocl 

49 

AS 

2925 

Prottetor  6  Ignition  Ltod  Ttrminol  Validatad  Apr  81 . . . 

AN4060 

REV  6 

AS 

27  Doc 

63 

AS 

99 

Q  L 

2925 

Spork  Plug,  Shitidtd,  Aircraft  Rtclprocofing  Engint,  Modtl  T28/R1620A 

Validatad  Jut  8! 

Mll-S-7816/5 

AS 

10  Ocl 

63 

AS 

Q  L 

2925 

Spork  Plug,  Shitidtd  Aircroft  Rtciprocoting  Engint,  Modtl  R1620-626/C . 

MII-S-7885/6A  (1) 

AS 

27  Sop 

85 

AS 

O  L 

2925 

Spork  Plug,  Shitidtd,  Aircraft  Rtciprocoting  Engint,  Modtl  R 1820-766/0 

Validatad  Jun  81 

MII-S-7886/9A 

AS 

20  Mor 

73 

AS 

QL 

2925 

Sporl;  Plug,  Shitidtd,  Aircraft  Rtclprocoling  Engint,  Modtl  C/R2800A 

Validatad  Jun  81 

Mll-5-7885/11 

AS 

30  Jon 

64 

AS 

Ql 

2925 

Spark  Plug,  Shitidtd,  Aircroft  Rtclprocoling  Engint,  Modtl  T34/0470A 

Validatad  Jun  8 1 

Mll-S-7886/20 

AS 

04  Mny 

64 

AS 

Ql 

2925 

Snork  Plug,  Shitidtd,  Aircraft  Rtclprocoling  Engint,  Modtl  R1620-76A/C 

Validatad  Jun  81 

MIL-S-7886/28 

AS 

20  Mor 

73 

AS 

1 

2925 

Spork  Plug,  Shitidtd,  Pint  Wirt  Iridium  Eltclrodt,  Typt  1,  2,  3,  4,  For  Aircroft 
Rtciprocoting  Engints 

MIL-S-7886/29 

AV 

12  Stp 

83 

AV 

O  L 

2925 

Spork  Plug,  Shitidtd,  Aircraft  Rtciprocoting  Engint,  Ottoiltd  SptcifKotion  For .. 

MIL-S-78867S01C 

83 

18  Apr 

84 

99 

O  L 

2925 

Spork  Plug,  Shitidtd,  Aircroft  Rtciprocoting  Engint,  Dttolltd  SptcHicotion  For .« 

MIL-S-7885/503C 

82 

30  Mor 

84 

99 

Q  L 

2925 

Spork  Plug,  Shitidtd,  Pint  Wirt  Motinum  Eltctrodt,  Typt  1  For  Aircroft 
Rtciprocoting  Engines  Validatad  Fab  83 

MIL-S-7886/1002B 

AV 

14  Oct 

75 

AV 

Ql 

2925 

Spork  Plug,  Shitidtd,  Pint  Wirt  Plotinum  Eltctrodt,  Typt  4  For  Aircroft 
Rtciprocoting  Engints  Validatad  Fab  83 

Mll-S-7885/10048 

AV 

14  Ocl 

75 

AV 

Q 

2925 

Spork  Plug,  Shitidtd,  Aircroft  Rtciprocoting  Engint,  Gtntrol  Sptcificotion  For 

RE'/.82 

Mll-S-78868  (1) 

AS 

11  Jon 

84 

AV  AS 

99 

2925 

Storttr  &  Aircroft,  Direct  Cranking,  28  V  Dc  VaVdatad  May  60.......... . . 

AN4n6 

REV  6 

AS 

31  Ocl 

67 

AV  AS 

99 

Q 

2925 

Storttr-gtntrotor  Engint  STU-dA . . . . . . . . 

MII-S-26547C 

82 

26  Jul 

85 

AV  AS 

99 

Q 

2925 

Storttr,  Engint,  Eltctricol,  Dirtct  Cranking,  Aircroft,  28-VOLT  Dc  Validatad  Sap 

77  REV-MI 

MII-S-8150C 

82 

22  Jun 

65 

AV  AS 

99 

2925 

Ttrminol  Assembly,  Spork  Plug,  Dctochobft  Ignition  Ltod  Vaiidalad  Aug  84 
USER-MC 

MS-3I267A 

AS 

10  Aug 

65 

AV  AS 

99 

2925 

Vibrator,  Aircroft  Engint  Storting,  Rodio&inttrftrtnct  Suppressed  Vaiidalad 

Nov  87  REV-AV 

AN4I81 

REV  4 

82 

29  Jul 

59 

AV  AS 

99 

2925 

Vibrator,  Ignition  Coil,  Aircraft  Engint  Storting,  Typt  AN4161... . . . . 

MIL-V-5635A  (1) 
NOTICE  1 

82 

21  Aug 

86 

AV  AS 

99 

1 

2925 

Wiring  Horntss,  Ignition,  low&ttnslon,  Rtwirtobit,  Aircroft  Rtciprocoting 

Engints,  Gtntrol  Sptcificotion  For  Validatad  Jut  83 

MIL-W-9880A  (1) 

82 

32  Apr 

71 

99 
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2930 

Cap,  Filltr  Opaning,  Rodiator,  Prttsure,  7  PSI  Aticmbly  Validcttd  Aug  63 

MS-51052E 

AT 

26  Mar 

79 

AT 

99 

USER-MC  REV-ME  CS 

2930 

Cop,  Fiiltr  Optning.  Rodiator,  7PSI  Presiure,  2  1/2  Inch  VoUdottd  Doc  64 

M5-35840D 

AT 

21  Jon 

76 

AT 

99 

USER-ME  ELMC  REV-ME  CS 

2930 

Cop,  Rodiolor,  Prtssuro  Rtlltving  REV'CS.... . . . . 

MIL-C-45167C 

AT 

20  Apr 

88 

AT  YD 

99 

L 

2930 

Cooler,  Oil,  Trontmitsion  And  Engine . . . . . . 

MIL-C-6200iA 

AT 

18  Aug 

84 

AT 

2930 

Core,  Rodiator,  Engine  Cooling,  Industriol  VoUdottii  Mar  82  USER*MC  REV*AT 

CS 

Neck,  Filler,  Rodlotor,  (7  Ps!)  Validated  Aug  63  USER'GL  SH  . . . 

MS-3S884 

ME 

9  Jun 

58 

ME 

99 

2930 

MS-3S841C 

AT 

15  Jon 

74 

AT 

99 

2930 

Neck,  Filler,  Kodiotcr,  (4PSI)  Validated  Oec  84  USER*ME  MC  REV*CS  . . 

MS-51063C 

AT 

23  Apr 

76 

AT 

99 

Q  1 

•2930 

Oil  Cooler  Astembl/i  Engine  &  Trontmlislon . . . . 

MIL-O-45085C 

AT 

08  Sep 

87 

AT 

2930 

Rodiotor,  Engine  Cooling,  Induitriol  Volidafed  Mar  82  USER'MC  REV>AT  CS . 

MS-35773B 

ME 

08  Apr 

66 

ME 

99 

2930 

Rodiator,  Engine  Cooling,  Industrial  REV*AT  CS  . . . . 

MIL-R-4S306C 

ME 

03  Moy 

83 

ME 

99 

1 

2930 

Radiator,  Engine  Coolant  Validattd  Dee  64  . . . . . . . 

MIL-R-622S9 

AT 

28  S.p 

80 

AT 

1 

2930 

Rodlotort  Engine  Coolont,  Tube  &  Fin  Type . . . . . . . . . 

MIL-R-62532 

AT 

lOOel 

86 

AT 

t 

2930 

2930 

MIL-S-453S1B  (1) 
MS-35770B 

AT 

05  Dm 

86 

AT 

1 

Thermostots,  Flow  Control,  For  10  To  500  H.p.,  liqu)d>eooted  Internol 

ME 

27  Apr 

87 

ME 

Combustion  Engines  REV'67 

2935 

Cooler>iubrlcotlng  Oil,  Aircraft  Engine,  Petroleum  Rase,  Tubular,  Round  . . 

MS-29590A 

71 

01  Ocl 

88 

99 

2935 

Cooler>lubricatlng  Oil,  Aircraft  Engine,  Petroleum  Bose,  Tubulor,  ElliptScol . 

MS-2959IA 

71 

14  Sep 

87 

99 

Q 

2935 

Cooler,  Lubricating  Oil,  Petroleum  Base,  Alrcroft  Engine,  Tubular . . . 

MIL-C-5837B  (2) 

71 

12F.b 

88 

99 

2935 

Cooler,  Lubricating  Oil,  Aircraft  Engine,  Synthetic  Oil,  Generol  SpecifKotion  For 

MIL-C-25478A  (2) 

71 

04  Aug 

86 

99 

L 

2935 

Cooler,  Lubricating  Oil,  Alrcroft  Engine,  Plate . . . . 

MIL-C-7488A  (2) 

71 

17  Ocl 

86 

99 

L 

2935 

Tube  Bi  Oil  Cooler  Validated  May  6S . . . . . . . . 

AN4081 

REV  4 

71 

30  Jun 

53 

99 

2935 

Tube'Oil  Cooler  REV-71 . . . . . . 

MS-23005E 

AS 

08  Apr 

85 

AV  AS 

99 

L 

2940 

MIL-A-62337 

AT 

03  Sep 
30  Sep 

86 

AT 

2940 

Air  Cleontr  Test  Code  -  Feb  70  (Reopproved  Oct  63)  Vatidatod  Oct  63 . . 

SAE  J726B-70 

A1 

81 

AT  SH 

99 

L 

2940 

Air  Cleaner,  Engine,  Heavy-duty,  Oil-bath  Type  (For  Internol-comb.  it  -nn 

MIL-A-13488C  (1) 

AT 

12  Moy 

78 

AT 

Engines)  Validated  Apr  83  REV-CS 

2940 

Air  Cleaner,  Intoke,  Dry  Type,  For  Internol  Combustion  Engin^-^  ■  •bu  '  s.nd 

MS-39247 

ME 

14  Dm 

87 

ME 

99 

Cloit  1!)  Validoled  Dec  87  USER-MC  REV-CS 

NOTICE  1 

0 

2940 

Air  Cleaner,  Intoke,  Dry  Type  (For  Internal  Combustion  Engine)  ly^'r<-A7  MC 

MIL-A-52383B 

ME 

17  Jon 

83 

ME 

99 

AS  REV-CS 

L 

2940 

Air  Cleaner,  Intoke,  Oil  Both  Type,  For  Industriol  Engines  V^idate-.i  Ott  $7 

MS-35875A 

ME 

14  Dm 

87 

ME 

USER-CG  MC  REV-AT  CS 

NOTICE  1 

1. 

2940 

Air  Cleoners,  Automotive,  Heavy  Duty,  Dry  Type  (For  Internal  Con^stlon 

MIL-A-82048A  (1) 

AT 

19  Fob 

87 

AT 

Engines)  REV-CS 

L 

2940 

Blower  Assembly,  Air  Cleoner  REV-CS . . . . . 

MII.-B-82284 

AT 

16  Jun 

83 

AT 

a 

2940 

Filter  And  Filter  Elements,  Fluid,  Pressure,  Lubricating  Oil,  Bypass  And  Full  Flow 

F-F-351D 

/AT 

22  Apr 

83 

AT  SH 

99 

Validated  Oct  83  REV-ME  YD  CS 

i 

2940 

Filter  Element,  Air  REV-CS..... . . . 

MIL-f-82309B  (1) 

AT 

16  Jun 

86 

AT 

2940 

Filter  Element,  Fluid,  Pressure,  For  Senior  Siie  Filter  Validated  Aug  83 

MS-35345F 

AT 

12  Dk 

79 

AT  SH 

99 

USER-ME  AR  AV  Ml  MC  AS  YD  REV-CS 

L 

2940 

Filter  Element,  Intoke  Air  Cleaner,  Dry  Type  Validated  Aug  OS  REV-CS . 

MIL-F-46736A 

AT 

31  Mor 

80 

AT 

2940 

Filter  Element,  Fluid,  Pressure,  For  Junior  Size  Filter  Vali^ted  Apr  8S  USER-Mi 

MS-35346F 

AT 

12  Dm 

79 

AT  SH 

99 

MC  AS  YD  REV-AR  AV  ME  CS 

2940 

Filter  Element,  Fluid,  Pressure-oil,  Full-flow  Validated  Sep  8S  USER-AT  YD 

MS-35802D 

ME 

26  Jon 

77 

ME  SH 

99 

REV-CS 

Q  1 

2940 

Filter  Elements,  Lubricating  Oil,  Engine,  (Large)  Validated  Apr  8J  USER-SA  YD 

Mll-F-3623 

SH 

27  Nov 

51 

SH 

REV-MI  AV  99  CS 

2940 

Filter,  Fluid,  Pressure,  Oil,  Heovy  Duty  By-pass  Type,  Senior  Size  (Non-bose 

MS-35341C 

AT 

16  Mar 

67 

AT  SH 

99 

Mwntwl)  Validated  Apr  83  USER-AV  Ml  MC  AS  REV-ME  CS 

2940 

Filter,  Fluid,  Pressure,  Oil,  Heovy  Duty,  By-pass  Type  Senior  Size  (Bose 

M$-35342D 

AT 

12  Dec 

79 

AT  SH 

99 

Mounl«l)  Validated  Aug  83  USER-MI  ME  AV  AR  MC  YD  REV-AS  CS 

2940 

Filter,  Fluid,  Pressure,  Oil,  Heovy  Duty,  By-pass  Type,  Junior  Size  Valkhted  Apr 

MS-35343E 

AT 

12  Dm 

79 

AT  SH 

99 

85  USER-AV  AR  Ml  ME  AS  MC  YD  REV-CS 

2940 

Filter,  Lubricating  Oil,  Engine,  (Lorge)  Validated  Apr  81  USER-C$.. . 

MII.-F-3690 

SH 

26F.b 

52 

AV  SH 

2940 

Gasket,  Filter,  Fluid,  Pressure  Validated  Apr  85  USER-MI  ME  AR  AV  YO  MC 

MS-35347C 

AT 

12  Dm 

79 

AT  SH 

99 

REV-CS 

L 

2940 

Hose,  Preformed&olr  Cleaner,  Semi  Flexible,  Heovy  Duty  (75  Psi  Burst) . 

MS-51379A 

AT 

17  Jul 

87 

AT 

USER-MC  CS 

L 

2940 

Indicator,  Air  Cleoner,  Intoke,  Restriction  Mechanical  Type  REV-AT  CS  .............. 

MIL-I-52487B  (1) 

ME 

03  F.b 

86 

ME 

L 

2940 

Indicotor,  Air  Cleoner,  Intoke,  Restriction  Mechonicol  Type  USER-MC  REV-AT 

MS-53063A 

ME 

14  Dec 

87 

ME 

CS 

NOTICE  1 

2940 

Roincop,  For  Air  Cleoner  Intoke,  For  Industriol  Engines  Validated  Apr.83 

MS-51389A 

ME 

20  Jul 

64 

ME 

99 

USER-MC  REV-CS 

L 

2945 

Filter  Element,  Fluid  Pressure,  Oil,  Reclprocoting  Engine,  Alrcroft . . . 

MII-F-S8090A 

AV 

07  Ocl 

81 

AV 

1 

2945 

Filter,  Reclprocoting  Engine,  Induction  Air,  Alrcroft . . . 

MIL-F-7194C 

AV 

29  Jul 

81 

AV 

2945 

InstnUotlon  Of-Rec'profntlrwj  Engln*  lodMCtIo"  FiTterj^  Dejljn 

MU-I-8599B  (1) 

AV 

26  Aug 

81 

AV  AS 

for  USER-MC  REV-99 

L 

2990 

Brocket&exhoust  Muffler  And  Toil  Pipe  Validated  Apr  83  REV-CS  . . . 

M5-53042A 

AT 

20  Jun 

73 

AT 

L 

2990 

Clomp  A'sembly&exhaust  Muffler  And  Toil  Pipe  Validated  Dec  84  USER-ME 

MS-53041 A 

AT 

28  Moy  70 

AT 

REV-CS 

2990 

Control  Assembly,  Push  Pull,  Generol  Specification  For  REV-CS  .......................... 

MIL-C-i2191  (2) 

AT 

14  Nov 

85 

AT  YD 

99 

L 

2990 

Control  Assembty,  Push  PuH,  Throttle,  Engine,  Rotchet  Lock  Type  Validated  Dec 

MS-500043B 

AT 

29  Apr 

75 

AT 

84  USER-MC  YD  REV-ME  CS 

2990 

Control  Assembly,  Push-pull,  Friction  Lock  Type  Generol  Purpose  Validated  Dec 

MS-500073B 

AT 

29  Apr 

75 

AT 

99 

84  USER-MC  REV-ME  CS 

299f 

Control  Assembly,  Push-pull  Rotchet  Lock  Type  Generol  Purpose  Validated  Dec 

MS-500074B 

AT 

29  Apr 

75 

AT 

99 

84  USER-MC  REV-CS 

2990 

Control  Assembly,  Push-pull.  Throttle,  Engine,  Vernier  Adjustment  Type 

MS-500044C 

AT 

25  Sep 

77 

AT 

99 

Volldaltd  Apr  83  USER-MC  YD  REV-CS 
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2990 

Control  Asiembly,  Pukh  Pull,  Choke,  Engine  Validated  Dec  85  PEV'CS . . 

MS-500045C 

AT 

09  Jon 

81 

AT 

11 

2990 

Engine  Power  Test  Code>kpark  Ignition  &  Dieiet  >  Jun  83 . . . . 

SAE  J1349-83 

AT 

18  Moy 

64 

AT 

99 

2990 

Engine,  Medium  Size,  Spark  Arrester  Test  Procedure  *  Aug  72  Validated  Oct  83 

SAE  J350A-72 

AT 

01  Mar 

81 

AT 

YD 

99 

2990 

Governor,  Gasoline  Engine,  Centrifugol  Type,  Size  1,  For  Use  On  tndustriol 

MS-35898 

ME 

03  Joti 

61 

ME 

99 

Engines  VoUdattd  May  02  USEfi-AT  REV-CS 

2990 

Governor,  Gasoline  Engine,  Centrifugal  Type,  Size  2,  For  Use  On  Industrial 

MS-35899 

ME 

03  Jan 

61 

ME 

99 

Engines  Validaltd  May  B2  USER-AT  MC  REV-CS 

1 

2990 

Hanger,  Exhoust,  Muffler,  And  Tailpipe  Validated  Jun  83  REV*C$ . . 

MS-53043A 

AT 

20  -lun 

73 

AT 

2990 

Heater,  Coolant,  Engine,  Multifuel  Burning,  24  Volt  OC  Validated  May  82 

MIL-H-3)77C 

AT 

06  F.b 

76 

AT 

99 

USER-MI  A'  nw  REV-ME  CS 

2990 

Heoter,  Coolant,  Engine  (Electric) . . . . . . . . . . . . . 

W-H-00150  (1) 

1 

25  Jul 

58 

1 

2990 

Muffler,  Exhaust,  Internal  Combustion  Engine,  General  Purpose  REVXS . 

MIL-M-52590A 

ME 

11  Jon 

82 

ME 

2990 

Pump  Assembly,  Oil,  Starting  Engine...... . . . . . . . 

MIL-P-52412 

AT 

26  May 

88 

2990 

Speed  Pickup,  Magnetic  . . . . . . . . 

MIL-S-52413 

AT 

26  May 

88 

0 

2990 

Starter,  Electric,  Constant  Current,  OC  Validated  Jun  81  REV*M1  CS  .... ............. 

MIL-S-7780B  (3) 

AS 

02  Moy 

60 

AV  AS 

99 

L 

2995 

Accessory  Drives  Aircroft  Engine,  Reference  Chart  For  Validated  May  84. . . 

MS-3336 

AS 

04  Jun 

70 

AS 

1 

2995 

Adopter.  Hydraulic  Starter  To  Engine,  Mounting  Validated  Aug  85 . . 

MS-14118 

AS 

06  Jon 

72 

AS 

L 

2995 

Adapter,  Air  Turbine  Storter  To  Engine,  Mounting  Validated  Auy  85. . . 

MS-14117 

AS 

06  Jon 

72 

AS 

2995 

Control,  Push  Pull,  Flexible  And  Rigid  USER*AT  ME  . . . . . . 

MIL-C-7958A  (2) 

71 

09  Jon 

87 

AV  AS 

99 

2995 

Cover  &  Propeller  Governor  Drive  Validated  Jun  85 . . . 

AN5025 

REV  4 

71 

19  F.b 

74 

AV 

99 

2995 

Cover  &  Type  Xi  Engine  Accessory  Drive  Validated  May  82 . . 

AN  100036 

82 

8  Jon 

58 

AV  AS 

99 

REV  2 

2995 

Cover  •  Accessory  Drive,  10, OCX)  Be  Round,  Qod  Validated  Apt  84 . . 

MS-9948 

AS 

04  Moy 

70 

AV  AS 

11 

2995 

Cover  •  Accessory  Drive,  8,000  Be  Round,  Ood  Validated  Apt  84 . . 

MS-9949 

AS 

04  Moy 

70 

AV  AS 

11 

2995 

Cover  -  Accessory  Drive,  5,000  Be  Round,  Qod  Validated  Apt  84  . . . . 

MS-9950 

AS 

04  May 

70 

AV  AS 

11 

2995 

Cover&type  Xii,  Xiv&o,  XivBib,  Xiv&e,  Xvii&a  And  Xvii&b  Engine  Accessory 

AN100041 

82 

6  Jan 

58 

AV  AS 

99 

Drive  Valideted  May  82 

REV  2 

2995 

Cover&type  Xvi,  Xvii&c,d,e  And  F  Engine  Accessory  Drive  Validated  Nov  81 . 

AN  100044 

REV  2 

82 

8  Jon 

58 

AS 

99 

2995 

Cover*type  Xiii  Engine  Accessory  Drive  (Inoctive  For  Design  26  Oct  1972) 

AN100039 

82 

26  Oct 

72 

AV  AS 

99 

Validated  Jan  64 

REV  2 

2995 

Cover,  Accessory  Drive,  5  Inches  (127  Mm)  Be  Round,  Aluminum  Validated  Apr 

64 

Drive  •  Type  Xii  Engine  Accessory  Validated  Jun  84 . . . . . . . 

MS-9971 

AS 

01  Oct 

73 

AS 

11 

1 

2995 

AND20002 

REV.3 

82 

4  Mor 

53 

99 

L 

2995 

Drive  •  Type  Xiii  Engine  Accessory  Validated  Jun  84  . . . . 

AND20003 

REV-2 

82 

4  Mor 

53 

99 

1 

2995 

Drive  •  Type  Xlx  Engine  Accessory  Validated  Jan  84 . . . . 

AND20009 

REV-2 

82 

4  Mor 

53 

99 

1 

2995 

Drive  •  Type  Xviii  Engine  Accessory  Validated  Jan  84 . . . . . 

AN020008 

REV-3 

82 

4  Mor 

53 

99 

L 

2995 

Drive  •  Type  Xx  Engine  Accessory  Valideted  Jen  84, . . . 

AND20010 

REV-2 

82 

4  Mor 

53 

99 

1 

2995 

Drive  Pad  •  Accessory,  5,000  8c  Square,  Design  Stoisdord  For  Validated  Aug 

MS-3326 

AS 

12  Jun 

68 

AV  AS 

87 

NOTICE  1 

2995 

Drive  Pod  •  Accessory,  5,000  Be  Round,  Design  Standard  For  Validated  Jut  84,, 

MS-3327A 

AS 

20  No. 

69 

AV  AS 

2995 

Drive  Pod  *  Accessory,  8,000  Be  Round,  Design  Standord  For  Validated  Jul  84  „ 

MS-3328A 

AS 

20  Nov 

69 

AV  AS 

2995 

Drive  Pod  *  Accessory,  10,000  Be  Round,  Design  Stondord  For  Validated  Aug 

MS-3329A 

AS 

20  Nov 

69 

AV  AS 

87 

NOTICE  1 

2995 

Drive  Pod'oecessory,  2.653  Be  Square,  Design  Stondord  For  Validated  Sep  87  „ 

MS-3325 

AS 

01  S.p 

87 

AV  AS 

NOTICE  1 

2995 

Drive  Type  Xvi  Engine  AccessoryMnactlve  8  Feb  72  Valideted  May  79 . 

AND20006 

REV  6 

AS 

08  Fob 

72 

AS 

L 

2995 

Flange  Accessory,  2.653  BC  Squore,  Design  Standord  For  Valideted  Apr  83 . . 

MS-3330 

AS 

25  Mor 

69 

AS 

L 

2995 

Flonge  Accessory,  5.000  BC  Squore,  Design  Standard  For  Validated  Jut  84 . 

M53331 

AS 

25  Mor 

69 

AS 

L 

2995 

Flange  Accessory,  5.000  BC  Round,  Design  Stondord  For  Validated  Apr  83 . 

MS-3332 

AS 

25  Mor 

69 

AS 

L 

2995 

Flange  Accessory,  8,0(X)  BC  Round,  Design  Stondord  For  Validated  Apr  83 . 

MS-3333 

AS 

25  Mor 

69 

AS 

L 

2995 

Flonge  Accessory,  10.000  8c  Round  Design  Stondord  For  Validated  Apr  83 . 

MS-3334 

AS 

25  Mor 

69 

AS 

1 

2995 

Flange*type  X  Accessory  Mounting  Validated  Jan  84  REV>MI . . 

AND10260 

REV-1 

82 

4  Mar 

53 

99 

1 

2995 

Flonge*type  Xi  Accessory  Mounting  Validated  Jan  84  REV*MI  . . . . . 

AND10261 

REV-I 

82 

4  Mor 

53 

99 

1 

2995 

Flonge«type  Xii  Accessory  Mounting  Validated  Jan  84  REV*MI . . 

AN010262 

REV-1 

82 

4  Mor 

53 

99 

1 

2995 

Flonge<type  Xiii  Accessory  Mounting  Validated  Jan  84  REV^Mi . . . 

AND10263 

REV-l 

82 

4  Mor 

53 

99 

L 

2995 

Flonge<type  Xiv  Accessory  Mounting  Validated  Jon  84 . . . 

AND10264 

REV-l 

82 

80 

o- 

Z 

o 

< 

54 

99 

1 

2995 

rluitge*fyp«  Xia  Auessuiy  Mounting  Validalvd  Jun  S4 . . . . . . 

.••id;c269 

fEV-l 

02 

4  iVior 

53 

99 

1 

2995 

Flange*type  Xv  Accessory  Mounting  Validated  Jan  84. . . . . . . 

\ND10265 

REV-I 

82 

4  Mor 

53 

99 

1 

2995 

Flonge'type  Xvi  Accessory  Mounting  Validated  Jan  84 . . . 

AND10266 

REV-I 

82 

4  Mor 

53 

99 

L 

2995 

Flonge*type  Xvii  Accessory  Mounting  Validated  Jon  84..... . . . . . . 

AND10267 

REV-I 

82 

4  Mor 

53 

99 

L 

2995 

Flange>type  Xviii  Accessory  Power  Input  Validated  Jon  84  . . . . . . . 

AND1026e 

REV-l 

82 

4  Mar 

53 

99 

L 

2995 

Flange,  Air  Turbine  Storter  Mounting  Vo^'dated  Sep  85  . . . . . . 

MS-14119 

AS 

06  Jan 

72 

AS 

1 

2995 

Flonge,  Kydrouftc  Storter  Mounting  Validated  Aug  87, . . . . 

MS-14116 

NOTICE  I 

AS 

06  Jon 

72 

AS 

2995 

Gasket  -  Engine  Accessory  Drive  Validated  Apr  84  USER*MC  . . . 

MS-9377A 

AS 

31  Moy  63 

AS 

11 
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FSC  LISTING 


DOCUMENT 


FSC 

TITLE 

NUMBER 

PREP 

DATE 

CUSTODIAN 

2995 

Gdiket  •  Typt  X  Or  Xv  Eng!nt  Accessory  Drive  Validated  Apr  84 . . . 

MS-9134 

AS 

22  Jun 

65 

AV  AS  11 

2995 

Gosket  *  Type  Xii«  Xiv>o,  Xiv>b,  Xiv>e,  Xvii>a  And  Xv!i*b  Engine  Acctiiory  Drive 

MS-9136 

AS 

22  Jun 

65 

AV  AS  11 

Vol!dot»d  Apr  B4  REV-MI 

2995 

Gotket  •  Type  Xiii  Engine  Acceiiory  Drive  Validated  Apr  84 . . . . 

MS-9137 

AS 

22  Jun 

65 

AV  AS  11 

2995 

Gosket  •  Type  XiV‘C  And  Xiv>d  Engine  Accessory  Drive  Validated  Apr  84 . . 

MS-913a 

AS 

22  Jun 

65 

AV  AS  11 

2995 

Gosket  •  Type  Xvi,  Xvii>c,  ‘d.  e  And  Engine  Accessory  Drive  Validated  Apr 

MS-9139 

AS 

22  Jun 

65 

AS  11 

84  REV.MI 

2995 

Gosket  ■  Type  XiX  Engine  Accessory  Drive  (Inoctive  307*72)  Validated  Apr  84 

M5-9140A 

AS 

17  Mar 

72 

AS  11 

REV-99 

2995 

Gosket,  Type  Xi  Engine  Accessory  Drive  Validated  Apr  84 . 

MS-9135 

AS 

22  Jun 

65 

AV  AS  11 

2995 

Instollotlon  Oeoronce-ix  Drive  VoUdoteJ  Jan  84 . . . . . 

AND10302 

rev-4 

82 

5  Aug 

49 

99 

L 

2995 

InstoKotion  Cleoronce  Type  XVI  Drive  Validated  Jan  84 . . . 

AN010343 

REV  1 

82 

05  Aug 

49 

99 

2995 

Instollotlon  Cleoronce-type  Xtv  Drive  Validated  Oct  84 . . 

AND10303 

REV-S 

AS 

4  Mar 

53 

AS  11 

2995 

Instollotlon  Cleoronce-type  Xii  And  Type  Xvli  Drive  (Generotor-po«ver  Toke-oH) 

AND  10305 

82 

12  Aug 

49 

99 

Validated  Jan  84 

REV-5 

2995 

Instollotlon  Cleoronce-type  Xv  Drive  Validated  Jon  84. . . . . 

AND10310 

REV.3 

82 

20  Mar 

50 

99 

L 

2995 

Instollotlon  Cleoronce-type  Xli  Drive  Validated  Oct  84 . . . . 

AND10320 

REV.4 

AS 

4  Mar 

53 

AS 

2995 

Instollotlon  Cleoronce-type  Xii-j  Drive  (fluid  Power  Pump)  Validated  Jun  84........ 

AND10331 

REV-1 

82 

5  Aug 

49 

99 

2995 

Instollotlon  Cleoronce-type  Xv-ii  Drive  Validated  Jun  84 . . 

AND  10336 

REV-1 

82 

15  Jul 

49 

99 

2995 

Instollotlon  Cleoronce-type  Xii-k  (fluid  Power  Pump)  Validated  Jun  84 . 

AND10338 

REV.1 

82 

5  Aug 

49 

99 

1. 

2995 

Spline  Detoils-drive  Pods  And  Accessory  flonges,  Design  Stondord  for 

MS-3335 

AS 

08  Dk 

69 

AS 

Validated  Apr  83 

AS 

L 

2995 

Storter  Auxillory  Power  Unit,  Aircroft  Engine,  Gos  Turbine  Type,  Detoiled 

MIL-S-85419 

AS 

01  Oct 

81 

SpecHicotlon  for 

1 

2995 

Storter,  Air  Turbine,  Accessory  Drive  Comblnotion,  Aircroft  Engine,  Mode) 

MIL-S-2251B/1 

AS 

19  Mor 

82 

AS 

ATS/AO-1 

1 

2995 

Storter,  Air  Turbine,  Accessory  Drive  Comblnotion,  Aircroft  Engine,  Modd 

MIL-S-22518/2 

AS 

19  Mar 

82 

AS 

ATS/AD-2 

L 

2995 

Storter,  Air  Turbine,  Accessory  Drive  Comblnotion,  Aircroft  Engine,  Model 

MIL-S-22518/3 

AS 

19  Mor 

82 

AS 

ATS/A0.3 

1 

2995 

Storter,  Air  Turbine,  Accessory  Drive  Combinotlon,  Aircroft  Engine,  Genero) 

MIL-S-22518A  (1) 

AS 

22  Na« 

82 

AS 

Specificotion  for 

1 

2995 

Storter,  Aircroft  Engine,  Hydroulk  for  T58  Engine  Vrdidated  Jut  87 . . 

MIL-S-22999/1 
NOTICE  1 

AS 

07  Jul 

87 

AS 

2995 

Storter,  Aircroft  Engine,  Hydroulic  for  TS4  Engine  REV-AS.......... . . 

MIL-S-22999/2  (1) 

AS 

15  Jul 

83 

AS 

QL 

2995 

Stort.r,  Aircraft  Engin*,  Air  Turbin. . . . 

MIL-S-195570 

AS 

29  Jon 

88 

AS 

1 

2995 

Storter,  Aircroft  Engine,  Air  Turbine,  Model  A*14<1  Validated  Aug  82... . . 

Mll-S-19557/1 

AS 

11  Sep 

72 

AS 

1 

2995 

Storter,  Alrcrcrft  Engine,  Air  Turbine,  Model  A*)9  Validated  Aug  8S... . 

MIL-S-19557/2 

AS 

11  S.p 

72 

AS 

L 

2995 

Storter,  Aircroft  Engine,  Air  Turbine,  Model  A*19-l  Validated  Aug  88 . . . 

MIL-S-19557/3 

AS 

11  S.p 

72 

AS 

L 

2995 

Storter,  Aircroft  Engine,  Air  Turbine,  Model  A-21  Validated  Aug  85. . . . 

MIL-S-19557/4 

AS 

11  S.P 

72 

AS 

L 

2995 

Storter,  Aircroft  Engine,  Air  Turbine,  Model  A*22'3  Validated  Aug  85... . . . . 

MIL-S-19557/5 

AS 

11  S.p 

72 

AS 

1 

2995 

Storter,  Aircroft  Engine,  Air  Turbine,  Model  A*24 . . . . 

MIL-S-19557/6  (1) 

AS 

11  Aug 

83 

AS 

QL 

2995 

Storter,  Aircroft  Engine,  Hydroulic  Generol  Specificotion  For  REV*99 . 

MIL-S-229998 

AS 

15  Jun 

81 

AS 

L 

2995 

Storter,  Aircroft  Engine,  Air  Turbine,  Mode)  A-24*)  Validoted  Aug  85 . 

MIL-S-19557/7 

AS 

11  Sep 

72 

AS 

L 

2995 

Storter,  Aircroft  Engine,  Air  Turbine,  Model  A-28  Validated  Aug  $5. . . 

MIL-S-19557/8  (1) 

AS 

18  Jul 

74 

AS 

1 

2995 

Storter,  Aircroft  Er.glne,  Air  Turbine,  Model  A-29  Validated  Aug  $5.... . . 

MIL.S-19557/9 

AS 

11  S.p 

72 

AS 

L 

2995 

Storter,  Aircroft  Engine,  Air  Turbine,  Model  A-30 . . . . 

MIL-S-19557/10A 

AS 

09  Fab 

87 

AS 

1 

2995 

Storter,  Aircraft  Engine,  Air  Turkine,  Model  A-31 . . . . . . 

MIL-S-19557/11 

AS 

17  May  85 

AS 

1 

2995 

Storter,  Engine,  Cortridge  And  Pneumatic,  Shoft  Drive,  Generol  Specification 

MII-S-27266A  (1) 

71 

18  Aug 

88 

99 

For  REV-AV  99 

1 

2995 

Storter,  Engine,  Air  Turbine  STU*16/A . . 

Mll-S-38043  (3) 

71 

21  Aug 

86 

99 

1 

2995 

Storter,  Pneumotic,  Aircraft  Engine  General  Specificotion  For  V^idated  Mar  85 

MIL-S-38399A  (1) 

71 

01  Jun 

78 

11 

REV-AV  99 

1 

2995 

Tronsmilsion,  Power,  Constont  Speed  30  Kw  F*4  Aircroft  Validated  Aug  87. . 

MS-903018 

NOTICE  1 

AS 

27  Aug 

87 

AS 

1 

2995 

Volvo,  Storted  Control,  Aircroft  Engine,  For  F404.Engine/A6,  F*18  Aircroft . 

MIL-V-81995/6  (1) 

AS 

03  Jul 

85 

2995 

Volvo,  Storter  Control,  Pneumotic,  Aircraft  Engine  Generol  Specification  For 

MII-V-38398A  (1) 

71 

11  Jul 

86 

99 

REV-99 

1 

2995 

Volvo,  Storter  Control,  Aircraft  Engine,  For  T700  Engine  . . . 

Mll-V-81995/7 

AS 

17  May 

85 

AS 

L 

2995 

Volvo,  Storter  Control,  Aircroft  Engine,  For  TF34  Engine . . . 

MIL-V-81995/4A 

AS 

04  Ok 

81 

AS 

1 

2995 

Volvo,  Storter  Control,  Aircraft  Engine,  For  T56  ENGINE/C-2  Aire  Roft . 

MIL-V-81995/5  (1) 

AS 

12  Feb 

85 

AS 

Q  L 

2995 

Volvo,  Storter  Control,  Aircroft  Engine,  G»n«rol  Specificotion  For  Validated  Aug 

Mll-V-81995 

AS 

25  Jun 

80 

AS 

S7 

NOTICE  1 

L 

2995 

Volvo,  Starter  Control,  Aircroft  Engine,  For  T56  Engine  . . . . . 

Mll-V-81995/1 
NOTICE  1 

AS 

25  Aug 

87 

AS 

L 

2995 

Volve,  Storter  Control  Aircraft  Engine,  For  TF30  Engine . . . 

MIL-V-81995/2 
NOTICE  1 

AS 

25  Aug 

87 

AS 

L 

2995 

Votve,  Starter  Control,  Aircroft  Engine,  For  J52  Engine  . . . . 

MIL-V-8199573 
NOTICE  1 

AS 

25  Aug 

87 

AS 

L 

3010 

Coupling  It  Keywoy,  Flonge,  Round  Hub  Validoted  Aug  82 . 

MS-24316 

AS 

6  Feb 

56 

AS 

L 

3010 

Coupling  Flonge,  Round  Hub  Validated  Aug  82................. . . . . . . 

MS-24315 

AS 

6  Feb 

56 

ME  AS  99 

3010 

Coupling,  Shoft,  Rigid . . . . . . . . . . . 

AN4052 

REV  7 

71 

10  Jun 

87 

AS  11 

1 

3010 

Couplings  And  Propulsion  Clutches  For  Novol  Shipboord  Propulsion  Units  And 

Mll-C-18087  (2) 

SH 

08  Jul 

64 

SH 

Auxilpory  Turblnti  Volidoltd  Dte  SI 
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FSC  USTING 


DOCUMENT 

FSC  TITLE  NUMRER 


L  30)0  Gear  Aisembly,  Propulsion  (Novo)  Shipboord  Use)  Validated  Jut  81 .  MIL*G*17859C  (1) 

3010  Joint  -  Universal,  Plain,  rieovy  Doty  Validated  Jan  84  USER>AT  AV  REV*CS  ......  MS*20271B 

3010  Joint  -  Universol,  Plain,  light  Duty  Validated  Jan  84  USER>AT  AV  REV-CS _  MS-20270B 

Q  3010  Joint,  Universol,  Ploin,  Light  And  Heovy  Duty  USER-MC  CG  REV-ME .  MIL-J-6193C 

L  3010  Universol  Joint,  Block  Type,  Mechonical  Remote  Control  System  Validated  Sep  MIL*U>20625A  (2) 

83  USER-AT  REV-CS 

3010  Universal  Joint,  Antifriction  Beorings  Validated  Aug  82  REV^MI . . . . .  Mll-U*3963A 

L  3010  Universal  Joint,  Antifriction  Beoring,  Round  Hub  Validated  Apr  82..... .  MS*24312A 

3020  Criteria  For  Preporotion  Of  Gear  And  Spline  Engineering  Drowings  REV^ME .  MIL*HDBK  400 

NOTICE  1 

L  3020  Geors,  Bevel  &  Spur,  Requirements  For... . . . . . . .  MIL«STD*1898 

3020  Pulley  •  Control,  Anti-friction  Bearing  USER-99  CS . . . . .  MS-24566E 

Q  3020  Pulley,  Groove,  Antifriction-beoring,  G.'ease-lubricated,  Aircroft  REV«11  IS .  MIL-P-7034D  (2) 

3020  Pulley,  Groove,  Secondary  Control,  Aircraft  USER-ME  REV-MI  99  CS  _  MS-20219F 

3020  Pulley,  Groove,  rrocliono)  Horsepov^er  Validated  Apr  86 . . . . . . .  MS-39239A 

3020  Pulley,  Groove,  Flight  Control,  Aircroft  USER-99  REV-CS .  MS-20220C 

3020  Pulley,  Groove,  Heavy  Duty,  Control,  Aircraft  USER-99  REV-CS... .  MS-20221E 

3020  Roller  Chains,  Transmission,  Attochments  &  Sprockets,  Precision  Power  •  30  Apr  ANSI  B29.1-75 
75  Validated  Jan  85 

3020  Sprocket  Wheels  For  Power  Tronsmission  And  Conveying  Choins  Validated  Oet  MIL-STD-627 
82  UStK-EL  MC  SH  REV-MI  NOTICE  2 

20  SEP  73 

3030  Belt,  (V)  Industrial  (Multiple  Drive)  (D)  &  (32C)  Cro:s  Section  REV-AV  MC  CS..  MS-39258B 

3030  Belt,  (V)  Industrial  (Multiple  Drive)  (A)  &(13C)  Cross  Section  REV-MC  CS  .  MS-39255B 

3030  Belt,  (V)  Industrial  (Narrow  Type)  (5V)  &  (15N)  Sectional  Designation  REV-CS  MS-39278A 

3030  Belt,  ,v.  Industrial  (Narrow  Type),  ,3V,  And  ,9N,  Sectionoi  Designation  MS-39277A 

USER-MR  AR  CG  MC  REV-MI  CS 

3030  Belt,  ,v,  Industriol  (Multiple  Drive)  ,b.  And  ,16C,  Cross  Section  USER-MC  MS-39256B 

REV-AV  CS 

3030  Belt,  ,v,  Industriol  (Narrow  Type)  ,6V,  And  ,25,  Sectionoi  Deslgnotion  REV-CS  ..  MS‘39279A 

3030  Belt,  ,v,  Industrie!  (Multiple  Drive)  ,c.  And  ,22C,  Cross  Section  USER-MC  MS-39257B 

REV-AV  CS 

3030  Belt,  Round  (Dental  Engines)  Validated  Jun  84 . . .  JJ-B-178B  (1) 

3030  Belt,  Round,  (Engine) . . . . . . . . .  A‘A-51644 

3030  Belt,  Rouno,  Dental  Engine  Validated  Jun  84. . . . . . . . . .  JJ-B-00178C 

3030  Belt,  V.  Engine  Accessory  Drive  (6.380  Inch  Nomlnof  Width)  USER-MC  SH  MS-51065D 

REV-AT  CS 

3030  Belt,  V.  Engine  Accessory  Drive  (0.500  Inch  Nominal  Width)  USER-MC  SH  MS-51066D 

REV-AT  Ml  CS 

3030  Belt,  V,  Engine  Accessory  Drive  (11/16  Inch  Nominal  Width)  USER-MC  SH  MS-51067D 

REV-AT  CS 

Q  3030  Belt,  V,  Engine  Accessory  Drive  USER-MI  AR  MC  REV-SM  AT  CS .  MIL-B-1 1040E 

3030  Belt,  V,  Engine  Accessory  Drive  (3/4  Inch  Nomlnol  Width)  USER-MC  SH  MS-51068D 

REV-AT  Ml  CS 

3030  Belt,  V,  Engine  Accessory  Drive  (C.360  Incii  Nominal  Width)  USER-AT  AV  AR  ZZ-B-190/1A 

MC  SH  REV-CS 

3030  Belt,  V,  Engine  Accessory  Drive  (7/8  Inch  Nominal  Width)  USER-MC  REV-AT  MS-51069D 

CS 

3030  Belt,  V,  Engine  Accessory  Drive  (0.500  Inch  Nominal  Width)  USER-AT  AV  AR  ZZ-B-190/2A 

SH  MC  REV-CS 

3030  Beil,  V,  Engine  Accessory  Drive  (1  Inch  Nomtnol  Width)  USER-Gl  MC  REV-AT  MS-51070D 
CS 

3030  Belt,  V,  Engine  Accessory  Drive  (11/16  Inch  Nominal  Width)  USER-AT  AV  AR  ZZ-B-190/3A 

MC  SH  REV-CS 

3030  Belt,  V,  Engine  Accessory  Drive  (3/4  Inch  Nomin  Al  Widt)  USfcR-AT  AV  ER  MC  ZZ-B-190/4A 
SH  REV-CS 

3030  Bell,  V,  Engine  Accessory  Drive  (7/8  Inch  Nominul  Width)  USER-AT  AV  AR  MC  ZZ-B-190/5A 
SH  RE^'-CS 

3030  Belt,  V,  Engine  Accessory  Drive  (1  Inch  Nominol  Width)  USER-AR  AV  AT  SH  ZZ-B-190/6A 

MC 

3030  Belt,  V,  Fractionol  Horsepower  (2L  Cross-sectionol  Designolion)  REV-CS .  M$-39240B 

3030  Beit,  V,  Fractionol  Horsepower  (3L-And  9R  Cross  Sectional  Designation)  M$'39241B 

REV-CS 

3030  Belt,  V,  Froctionol  Horsepower  (41  &  13R  Cross  Sectionoi  Deslgnotion)  REV-CS  MS-39242B 

3030  Belt,  V,  Fractional  Horsepower  (5L  Cross-secllonol  Designation  REV-CS .  MS-39243B 

3030  Belt,  V,  Industrial  Drive,  Narrow  Type  USER-ER  AR  MC . . .  MIL-B-52'^19A 

3030  Belt,  V,  Industrial  (Multiple  Drive)  E  Cross  Section  USER-MC  REV-AV  CS  -  M$-39259B 

3030  Belting,  Plot,  Conveyor  Or  Power  Transmission,  Cotton  (Solid  Woven)........ . .  JJ-B-19IA 

L  3030  Belting,  Plot,  Conveyo  Tubber  Industrial  Synthetic  Reinforcement  Validated  Oct  MIL-B-52761 

85 

3030  Belting,  Rubber  Covered,  Conveyor,  Ditching  Mochine,  Discharge  With  Cleats  MS-3928) 

And  Guide  Strip,  Fully  Molded  Validated  Jen  85 

Q  3030  Belts,  V  Engine  Accessory  Drive,minus  40  Deg  F  General  Secification  Poor  ZZ-B'190C 

USER-AR  AT  AV  MC  SH  REV-CS 

Q  3030  Belts,  V,  Industriol  (Multiple  Drive)  REV-AV  EA  CS . . . . .  ZZ-8-225B 

3030  Belts,  V,  light-duty  Or  Froctionol-horsepowcr  USER-AV  MC  REV-CS  . .  ZZ-B-215B 

3030  Belts,  V;  Polyurethone,  Metric  REV'82 . . . . . .  DOO-B-53061 

3030  Pulley,  Industriol  (Multiple  Drive)  Slondord  Deep  Artd  Norrow  Groove  REV-AR  MS-39260A 
MC 

3030  Visuol  Inspection  Guide  For  Rubber  V-belts  Validated  Jut  81  USER-AT  AS  MIL-STD-294A 

REV-MI  NOTICE  1 

13  MAY  1970 

30^  Adapter  &  Type  Xvli  Drive  Spline  Validated  Dec  83  REV-AV  . . . . .  AN4182 


PREP  DATE  CUSTODIAN 


SH 

15  Apr 

68 

SH 

82 

04  May  78 

ME  AS 

82 

04  Moy  78 

ME  AS 

82 

13  Jon 

84 

AS 

SH 

12  Mo,  S9 

SH 

AS 

12  Dec 

68 

AS 

AS 

21  Sep 

60 

AS 

AT 

04  Jun 

86 

AT 

AT 

07  Jan 

87 

AT 

82 

17  Jul 

84 

AV  AS 

82 

10  Apr 

84 

AV  AS 

82 

30  Jul 

82 

AS 

AT 

22  Jun 

81 

AT  YD 

82 

31  Jul 

82 

AV  AS 

82 

17  Apr 

84 

AV  AS 

ME 

08  Jun 

78 

ME  YD 

Ml 

20  Sep 

73 

Ml  YD 

AT 

22  Jun 

81 

AT  YD 

ME 

22  Jun 

81 

AT  YD 

AT 

22  Jun 

81 

AT 

AT 

22  Jun 

81 

AT 

ME 

22  Jun 

81 

AT  YD 

AT 

22  Jun 

81 

AT 

ME 

22  Jun 

81 

AT  YD 

/DM 

19  S.p 

67 

MD  MS 

M8 

09  Mar 

87 

MDMS 

/DM  29Stp 

67 

MD  MS 

ME 

26  Jon 

81 

ME 

ME 

26  Jon 

81 

ME 

ME 

26  Jon 

81 

ME 

ME 

16  Oet 

80 

ME 

ME 

26  Jon 

81 

ME 

/AT 

13  Nov 

81 

AT  YD 

ME 

26  Jon 

81 

ME 

/AT 

13  Nov 

81 

AT  YD 

ME 

26  Jon 

81 

ME 

/AT 

13  Nov 

81 

AT  YD 

/AT 

13  Nov 

81 

AT  YD 

/AT 

13  Nov 

81 

AT  YD 

/AT 

13  Nov 

81 

AT  YD 

ME 

22  Jun 

81 

AT 

ME 

22  Jun 

81 

AT 

ME 

22  Jun 

81 

AT 

ME 

22  Jun 

81 

AT 

ME 

29  Jun 

81 

ME 

AT 

22  Jun 

81 

AT  YD 

t 

01  Mor 

67 

ME 

11  Stp 

73 

ME 

AT 

11  Mor 

66 

AT 

/AT 

13  Nov 

81 

AT  YD 

/AT 

29  Jon 

80 

AT  YD 

/AT 

03  Mor 

80 

AT  YD 

AT 

06  Dec 

85 

AT  YD 

AT 

24  Jun 

81 

AT  YD 

SH 

13  Moy  70 

ME  SH 

AS  5  Aug  49  AV  AS  99 
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TITLE 
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PREP 
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CUSTODIAN 

L 

3040 

Adopler  •  Type  Xii*j  And  Type  Xii*k  Drive  Spline  Volidoted  Nov  82 . . . . 

AN4141 

REV  3 

82 

05  Aug 

49 

99 

3040 

Cosing,  Efexible  Control,  Aircraft  Volidofed  Oct  82  REV*AT  CS  _ _ ................... 

MIL-C-5638A 

AS 

24  Jul 

58 

AS 

99 

3040 

Shalt  Flexible  REV-AV  AS  SH  CS . 

MIL-S-3644B 

82 

10  Moy 

85 

ER  AS 

99 

L 

3040 

Shofting,  Flexible  (Core  And  Cosing  Complete)  (For  The  Remote  Operollon  Of 

MIL-S-16059B 

SH 

12  Apr 

61 

SH 

Volvei)  Validated  Apr  82  REV*CS 

E 

3040 

Tube  Assembly,  Control,  Steel  With  Flosh  Welded  &  Threoded  Rod  Ends  Jun 

NAS  361-73 

AS 

15  Sep 

80 

AV  AS 

11 

73  W/DOD  Ex.  Volldaltd  Mar  84  REV-IS  CS 

REV  2 

E 

3040 

Tube  Assembly,  Control,  Aluminum  Alloy  With  RIveted-Threoded  Rod  Ends  •  Dec 

NAS  3SS-64 

AS 

14  Jun 

74 

AV  AS 

11 

64  W/dod  Exceptions  (Reopproved  Oct  82  Validated  Aug  82  REV>ME  ER  10 

E 

3040 

Tube  Assembly,  Control,  Steel  With  Flosh  Welded  Clevi  &  Threoded  Rod  Ends  • 

NAS  362-73 

AS 

15  Sep 

78 

AV  AS 

11 

Jun  73  W/DOD  Exceptions  Validated  Mar  84  REV<ME  10  CS  IS 

REV  2 

E 

3040 

Tube  Assembly,  Control,  Aluminum  Alloy  With  Riveted  Clevis  &  Threoded  Rod 

NAS  356-64 

AS 

14  Jun 

74 

AV  AS 

11 

Ends  ■  64  W/dod  Exceptions  (Reopproved  Oct  82)  Validated  Mar  84 

REV-ME  ER  10 

E 

3040 

Tube  Assembly,  Control,  Steel  With  Welded  Threoded  Rod  Ends  •  Jun  73 

NAS  358-73 

AS 

15  Sep 

78 

AV  AS 

11 

W/DOD  Exception.  Validated  Mar  84  REV-ME  10  IS  CS 

REV  5 

E 

3040 

Tube  Assembly,  Control,  Steel  With  Welded  Clevis  &  Threoded  Rod  Ends  •  Jun 

NAS  359-73 

AS 

15  S.p 

78 

AV  AS 

11 

73  W/DOD  Ex.  Validated  Mar  84  REV-ME  10  IS  CS 

REV  5 

E 

3040 

Tube,  Control,  Aluminum  Alloy  •  Dec  64  W/dod  Exceptions  Validated  Apr  82 

NAS  357-64 

AS 

14  Jun 

74 

AV  AS 

11 

REV-ME  ER  10 

E 

3040 

Tube,  Control,  Steel  •  Sep  61  W/dod  Exceptions  Validated  Apr  82  R£V*ME  ER 

10 

16'24  UNF>3A  Thread,  Control  Rod  &  Tube  Assembly,  5/  ■  Jon  64  Validated 

NAS  360-61 

AS 

14  Jun 

74 

AV  AS 

11 

3040 

NAS  370-64 

AS 

14  Jun 

74 

AV  AS 

11 

Oet  84  REV-ME  ER  10 

31GP 

fteorings.  Control  System  Components,  And  Assocloted  Hordvrore  Used  In  The 

Mll-SIO-1599 

84 

30  Apr 

86 

AV  AS 

99 

Design  And  Construction  Of  Acrospoce  Mechonlcol  Systems  And  Subsystems 
REV.IS 

NOTICE  3 

1 

31GP 

Beorings,  Pulleys,  And  Cobles  (Requests  For  Issue  Other  Than  DOD-Must  Be 

Sent  Via  ASD/ENES,  Wright  Patterson  AFB  OH  45433-6503)  VNidated  feb 

86 

Antifriction  Bearing  Identification  Code  Validated  Apr  82  USER*Mi  MS  MC 

MIL  B-87146  (1) 
NOTICE  1 

11 

07  F.b 

86 

11 

3110 

MIL-STD-I02B 

SH 

01  S.p 

70 

AR  SH 

REV-AV  AT  AR  EA  YD  IS 

3110 

Boll,  Beoring,  Ferrous  And  Non  Ferrous  (For  Use  In  Beorings  And  Volves) 

MIL-B-1063D 

os 

16  Ocl 

87 

AT  OS 

REV-AR  Ml  EA  SH  IS 

SUPL  1 

3110 

Boll,  Beoring,  Ffrrous,  Corrosion  Resisting  Steel  USER'MI  17  REV>AR  84  IS . 

MS-19060D 

OS 

31  Jul 

87 

AT  OS 

99 

3110 

Boll,  Beoring.  Ferrous,  Carbon  Steel  Validated  Apr  82  USER*ME  MC  YO  SH 

MS-I9061B 

OS 

03  Aug 

76 

AT  OS 

11 

REV-AR  AT  99  IS 

3110 

Boll,  Beoring,  Ferrous,  Chrome  Alloy  Steel  USER*Mi  MC  $A  AS  17  R£V*AR  AV 

84  IS 

Boll,  Beoring,  Grade  10,  Aircraft  Quality  Steel  R£V>SH  71  84  IS . 

MS-19059C 

OS 

31  Jul 

87 

AT  OS 

99 

3110 

MS-3226 

OS 

02  Mar 

88 

AV  OS 

99 

3110 

Boll,  B«afing,  Non-f.rrout,  Broit  Validated  Apr  82  USER-ME  WV  AR  MC  SH 

MS-19062B 

OS 

03  Aug 

76 

AT  OS 

99 

YD  SA  17  REV-AT  99  84  IS 

3110 

Boll,  Beoring,  Non-ferrous,  Bronze  Validated  Apr  82  USER-YO  SH  MC  REV’AT 

MS-19063B 

OS 

03  Aug 

76 

AT  OS 

99 

99  84  IS 

3110 

Boll,  Bearing,  Non-ferrous,  Nickel-copper  Alloy  (K-monel  Metol)  USER-ME  AR 

MS-19064C 

OS 

31  Jul 

87 

AT  OS 

99 

MC  YD  SH  REV-AT  AV  99  84  IS 

3110 

Bolls,  Beoring,  Ferrous  oo  Non-ferrous  (For  Use  In  Beorings,  Volves  oo  Beoring 

DOD-B-82737 

OS 

06  Ocl 

87 

AT  OS 

99 

Applicalloni)  REV-AV  ER  AR  Ml  SH  84  11  IS 

SUPP  1 

3110 

Bolls,  Bearing,  Aircroft  Quality  Steel . . . . . . . 

MS-3224A 

OS 

31  Jul 

87 

AT  OS 

99 

3110 

Bolls,  Storing,  Aircraft  Quolity  Steel,  Metric  REV>SH  84  IS  . . . . . 

DOD-B-62737/1 

OS 

06  Ocl 

87 

AT  OS 

99 

3110 

Bolls,  Beoring,  Corrosion  Resistant  Steel,  Metric  REV-SH  84  IS . . . 

DOO-B-82737/3 

OS 

06  del 

87 

AT  OS 

99 

3110 

Bolls,  Bearing,  Steel,  Corbon,  Metric  REV«SH  84  IS  . . . 

DODB-82737/4 

OS 

06  Oct 

87 

AT  OS 

99 

3110 

Bolls,  Beoring,  Nickel-copper  Alloy  (K-monel)  Metric  REV-SH  84  1$  . . 

DOD-B-82737/6 

OS 

06  Oct 

87 

AT  OS 

99 

3110 

Beoring  Restoring  By  Rocewoy  Grinding  USER-AT  . . . . . 

MIL-B-58105 
NOTICE  1 

AV 

17  Apr 

87 

AV  AS 

99 

E 

3110 

Beoring  Rod  End,  Externol  Threod,  Self  Aligning,  Antl-frictlon  >  31  May  71 

NAS  659-71 

AS 

05  Dec 

80 

AV  AS 

11 

W/DOD  Exceptront  USER-ME  REV-ME  10  IS 

REV  2 

L 

3110 

Storing  Roller,  Tapered  Double  Row  Of  Rollers,  St*ep  Angle,  Two  Single 

MS-19067A 

OS 

13  Jon 

82 

OS 

99 

Cones,  One  Double  Cup,  Adjustoble,  Type  763  (TDOS)  USER-AV  REV-MC 

SH  84  IS  NS 

1 

3110 

Bearing,  Annular  Boll,  High  Grade  Validated  Sep  85  REV-MI  IS.... . . . . 

Mll-B-22446 

OS 

01  S.p 

64 

OS 

3110 

Beoring,  Boll  AIrfrome,  Antifriction,  Extro  Wide,  Double  Row,  tntermediote  Duty 

MS-27647C 

AS 

09  Apr 

81 

AV  AS 

99 

USER-ME  REV-S4  IS 

E 

3110 

Bearing,  Boll  And  Roller,  Rod  End,  Anti  Friction,  Airframe  W/DOD  Exception  > 

NAS  661-74 

AS 

05  Dec 

80 

AV  AS 

11 

Ocl  74  REV-ME  10  IS 

REV  4 

3110 

Beoring,  Boll,  Annulor,  Antifriction,  Accessory,  High  Speed  Turbine,  Aircroft 

MIL-B-83175  (1) 

84 

21  Jun 

85 

AV  SH 

99 

USER-AS  REV-99  71  82 

Q 

3110 

Beoring,  Boll,  AIrfrome,  Antifriction  USER-AT  REV-84  IS. . . . 

MIL-B-7949E  (1) 
SUPP  1 

AS 

02  Jul 

37 

AV  AS 

99 

3110 

Bearing,  Boll,  AIrfrome,  Antlfriciton,  Externol  Self  Aligning,  Extro  light  Duty 

MS-27648C 

AS 

09  Apr 

81 

AV  AS 

99 

REV-99  IS 

0 

3110 

Beoring,  Boll,  Annulor,  Generotor  And  Motor-generator  Validated  Jan  81 

MIL-B-22227A 

AS 

23  Jon 

76 

AV  AS 

REV-MI  11  IS 

3110 

Bearing,  Boll,  Anti-friction,  AIrfrome  Validated  May  82  USER-SH  REV-84 . . 

MS-202 18B 

AS 

20  Apr 

70 

AT  AS 

99 

1 

3110 

Beoring,  Boll,  Annulor,  Generator  And  Motor  Generator  Validated  Sep  85 ........ 

MIL-B-0022227B 

AS 

14  Aug 

79 

AS 

3110 

Bearing,  Boll,  AIrfrome,  Antifriction,  Intermediote  Duty  USER-ME  REV-99  IS  ...... 

MS-27649D 

AS 

28  May  82 

AV  AS 

99 

Q 

3110 

Beoring,  Boll,  Annular,  Open  Type  (For  Torpedo  Gyroscopes)  Validated  Apr  82 

MIL-B-16129B 

OS 

10  D.C 

74 

AT  OS 

REV-AR  IS 

3110 

Storing,  Boll,  Airframe,  Antifriction  Pulley  Type  REV-SH  99  IS ............................ 

MS-21443 

AS 

09  Apr 

81 

AV  AS 

99 

3110 

Beoring,  Boll,  Annulor,  For  Quiet  Operotlon  USER-AT  REV.84  IS .......  . . . 

MIL-B-17931E 

SH 

27  Jul 

87 

AV  SH 

99 

3110 

Bearing,  Boll,  AIrfrome,  Antifriction,  Extro  Light  Duty,  Precision  REV-99  IS.......... 

MS-21428A 

AS 

09  Apr 

81 

AV  AS 

99 

3110 

Beoring,  Boll,  AIrfrome,  Antifriction,  Heovy  Duly  USER-ME  REV-99  84  IS... . 

MS-276400 

AS 

09  Apr 

81 

AV  AS 

99 
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3110 

Beoring,  Boll,  Annulor,  Prtmority  For  Aircroft  Motor-generotors,  Type  1  Validated 

MS-17107A 

AS 

20  Apr 

70 

AT 

AS 

Jon  St  REV.MI  IS 

3110 

Bearing,  Boll,  Annulor,  Primoril)  For  Aircraft  Generotor,  Type  li  Validated  Jan 

MS.17108A 

AS 

20  Apr 

70 

AT 

AS 

St  REV-IS 

3110 

Beoring,  Boll,  Airfrome,  Antifriction,  Intermediate  Duty  USER-ME  REV-99  IS  . 

MS.27641D 

AS 

09  Apr 

81 

AV  AS 

99 

3110 

Bearing,  Ball,  Airfrome,  Extra  Light  Duty  USER-ME  REV-99  IS  . . 

MS-27642D 

AS 

09  Apr 

81 

AV  AS 

99 

3110 

Beoring,  Boll,  Airframe,  Antifriction,  Selfoligning,  Double  Row,  Heovy  Duty 

M5-27643D 

AS 

09  Apr 

81 

AV  AS 

99 

REV.99  IS 

3110 

Beoring,  Boll,  Airfrome,  Antifriction,  Double  Row,  Heovy  Duty  USER-ME  REV-99 

IS 

Beoring,  Soil,  Airframe,  Antifriction,  Selfoligning  Light  &  Heovy  Duty  REV-99  IS 

MS.27644C 

AS 

09  Apr 

81 

AV  AS 

99 

3110 

MS-27645C 

AS 

09  Apr 

81 

AV  AS 

99 

3110 

Bearing,  Boll,  Airfrome,  Antifriction,  Ertra  Light  Duty  USER-ME  REV-99  IS . 

MS-276480 

AS 

30  Nov 

82 

AV  AS 

99 

3110 

Bearing,  Boll,  Bellcrank,  Anti  Friction,  Airframe  Validated  May  82  REV-AV  Ml 

MIL-B.6038A 

AS 

28  Mor 

61 

AT 

AS 

11 

AR  IS 

3110 

Beoring,  Boll,  Thrust,  Inch  And  Me'rie  Sixes,  Grooved  Roce  Surfoce  Rigid  Or 

MS-17161C 

AT 

30  Jun 

80 

AT 

99 

Flol  Seot  Type  VolidoUd  Fob  £5  USER-MC  REV-AR  Ml  84  IS 

3110 

Bearing,  Boll,  Thrust,  Inch  Sixe,  Single  Direction,  Flot  Roce  Surfoce,  Stoggered 

MS.17162A 

AT 

20  Fob 

68 

AT 

99 

Boll  Type  Validotod  Fob  SS  USER-MI  YD  MC  REV-AR  84  IS 

3110 

L  irlng.  Boll,  Thrust,  Metric,  SeH-aligning  Validated  Feb  85  USER-MI  MC  YD 

MS.17102A 

AT 

20  Fob 

68 

AT 

REV-IS 

3110 

Beoring,  Double  Row,  Boll,  Rod  End,  Precision,  Solid  Shonk,  Setf-oligning, 

M5.21150C 

84 

16  Aug 

82 

AT 

AS 

99 

Anti-friction,  Airfrome,  Type  1,  -65  Degree  To  350  Degrees  F  USER-CG  MC 
REV-AV  IS 

Q 

3110 

Beoring,  Double  Row,  Boll,  Seoled  Rod  End,  Anti  Friction,  Self  Aligning  REV-AT 

MIL.B-6039D 

84 

12  Oct 

84 

AS 

99 

3110 

Bearing,  Double  Row,  Boll,  Rod  End,  Precision,  Extcrrral  Threod,  SeH  Aligning, 

MS-211S1C 

84 

16  Aug 

82 

AT 

AS 

99 

Anti  Friction,  Airfrome,  Type  II  Minus  65  Deg  To  350  Deg  F 

3110 

Beoring,  Double  Row,  Ball,  Rod  End,  Precision,  Hollow  Shank,  SeK  Aligning, 

MS.211S2C 

84 

16  Aug 

82 

AT 

AS 

99 

Anti  Friction,  Airfrome,  Type  lii.  Minus  65  *io  350  Deg.  F. 

3110 

Beoring,  Double  Row,  Boll,  Precision,  Intemol  Threod,  SeH  Aligning,  Anti 

MS.211S3D 

84 

02  F*b 

83 

AT 

AS 

99 

Friction,  Airfrome,  Type  Iv,  Minus  65  Deg.  To  300  Deg.  F  USER-ME 

3110 

Beoring,  Roller  Rod  End,  Externol  Threod  SeK-oligning,  Antl-lriction,  Airfrome, 

MS-21221B 

AS 

19  Nov 

76 

AS 

99 

Heovy  Duty,  Type  1  >67  Degrees  To  350  Degrees  F,  Seoled  Vtdidoted  Apr  83 
USER-AT  REV-IS 

3110 

8<aring.  RoU*r,  Tfiruil  VoUdolod  Fob  SS  USER-SH  REV-MI  AR  84  IS . 

MIL.B-17380A 

AT 

7  Apr 

54 

AT 

OS 

99 

Q 

3110 

Beoring,  Roller,  Needle,  Airfrome,  Antifriction,  inch  REV-84  IS  . . 

MIL.B.3990D  (1) 

AS 

12  Sep 

84 

AT 

AS 

99 

3110 

Beoring,  Roller,  Rod  End,  Internd  Threod,  SeK  Aligning,  Anti-friction,  Airfrome 

MS.21220B 

AS 

19  Nov 

76 

AS 

99 

Heovy  Duty,  Type  li,  -67  Degrees  F  To  350  Degrees  F,  Seoled  Validated  Apr 

83  USER-AT  REV-84  IS 

3110 

Beoring,  Roller,  Rod  End,  Externol  Thread  SeH-oligning,  AnH-friction,  Airfrome 

MS-21223B 

AS 

19  Nov 

76 

AS 

99 

Heovy  Du<y,  Type  li,  -67  Degrees  F  To  350  Degrees  F,  Seoled  Validated  Apr 

83  REV.84  IS 

Q 

3110 

Bearing,  Roller,  Self-aligning,  Airframe,  Antifriction  USER-MC  CG  REV-MI  AV 

99  IS 

Beoring,  Roller,  Thrust,  Ground,  Single  Direction,  Inch  Sixe,  Flot  Roce  Surfoce, 

MII.B.8914B  (2) 

AS 

12  Sep 

84 

AT  AS 

99 

3110 

MS-17 103A 

AT 

18  Oct 

66 

at  yd 

99 

Rigid  Or  Flat  Scot  Typ«  ,  With  Rttaincr  Vah’dpttd  Ftb  85  USER'MR  MC 
REV.MI  AR  84  IS 

Q  3110  Bearing,  Roller,  Rod  End,  Antifriction  Self*aligning  VaUdattd  Apr  83  R£V'84  99  MIL-8'8952A  AS 

IS 

31 10  Bearing,  Roller,  SeH*a1tgning,  Double  Row  Validated  Feb  85  U5ER*MR  MC  YD  MS'17133B  AT 

REV-ME  Ml  99  84  IS 

3110  Bearing,  Roller,  Thru$t,  Two  Channeled  Race  Surfoce,  Rigid  Or  Flat  Seot  Type  MS'17169A  AT 

Validated  Feb  85  USER-MI  YD  MC  REV-AR  84  IS 

3110  Bearing,  Roller,  Needle,  Drown  Outer  Ring,  Full  Complement,  Without  Inner  MS-17131H  AT 

Ring,  Open  And  Cloied  End,  Srondard  Type  USER-GL  AR  MC  YDvSH  REV-MI 
AV  ME  99  84  IS 

3110  Beoring,  Roller,  Anti-friction,  Rod  End,  Externol  Threod,  Setf-oligning,  Air  Frome,  'MS-21429  AS  19  Nov  76  AS  99 

-67  Degrees  F  To  350  Degrees  F,  Type  I,  Heovyduty,  Seeled  VoUdoted  Apr 
$3  REV.84 

3110  Beoring,  Roller,  Self  Aligning  Single  Row,  Barrel  Roller,  Torque  Tube,  Airfrome,  MS-21446  99  12  Sep  84  AT  AS  99 

Antifriction,  Seoled  Type  V  REV-AV  AS  99  IS 

3110  Bearing,  Roller,  Needle,  Track  Roller  Crown  Rodiused  O.d.  Integrol  Stud,  Type  MS'21447  99  12  Sep  84  AT  AS  99 

VII  Antifriction,  Inch  REV-99  IS 

L  3110  Beoring,  Roller,  Topered,  Ooub'c  Row  Of  Rollers,  Steep  Angle,  Two  Single  MS-19089A  OS  13  ion  82  OS  99 

Cones,  One  Double  Cop,  t^on  Adjustoble,  Type  767  (TNA)  USER-AV  MC  SH 
REV-SH  MC  84  IS  NS 

L  3110  Beoring,  Roller,  Topered,  Double  Row  Of  Rollers,  Normal  Angle,  Two  Single  MS-19088A  OS  13  Jon  82  OS 

Cones,  One  Double  Cup,  Non  Adjustable,  Type  764  (TNA)  USERnAV  99 
REV-MC  SH  84  IS  NS 

3110  Po**?',  Cy!‘'*d?icot  Rc^  Of  Rolf's,  Ty-'o  P**o**jV5  Ribs  MS OS  30  Ap'  59  AT  OS 

On  Inner  Ring,  Two  Roller  Retoining  Snap  Rings  On  Outer  Ring,  Non-locating 
Validated  Apr  82  USER-ME  SH  MCREV-IS 

3110  Bearing,  Roller,  Cylindricol,  Single  Row  Of  Rollers,  Tow  Roller  Retoining  Ribs  MS-19074  OS  30  Apr  59  A1  OS 

On  Inner  Ring,  Cylmdricol  Outer  Ring,  Non-locating  Validated  Apr  82 
USER-SH  MO  REV-IS 

3110  Bearing,  Roller,  Needle,  Double  Rqw,  Heavy  Duty,  Trock  Roller,  Seoled,  Type  MS-21439A  AS  31  Mor  81  AT  AS  99 

Vi,  Antifriction,  Inch  REV-84  IS 

3110  Beoring,  Roller,  Cylindricol,  Single  Row  Of  Rollers,  Cylindricol  Inner  Ring,  Two  MS'19075  OS  30  Apr  59  AT  OS 

Roller  Retoining  Ribs  On  Outer  Ring,  One  Direction  locating  Validated  Apr 
82  USER-SH  MC  REV-IS 

3110  Beoring,  Roller,  Cylindricol,  Single  Row  Of  Rollers,  Cylindricol  Inner  Ring,  Two  MS-19076  OS  30  Apr  59  AT  OS 

Roller  Retoining  Ribs  On  Outer  R:»j,  Non-locoting  Validated  Apr  82 
USER-ME  MC  SH  REV-IS 


19  Nov  76  AS  ,  1 

08  Mar  68  AT  99 

20  Feb  68  AT  99 

08  Nov  83  AT  OS  99 


19S 


FSC  LISTING 


DOCUMENT 

FSC  TIIIE  NUMBER  CUSTODIAN 


3110 

3110 

3110 

Bearing,  Roller,  Cylindrico!,  Single  Row  Of  Rollers,  Two  Roller  Retoining  Ribs 

On  Inner  Ring,  One  Roller  Retoining  Rib  On  Outer  Ring,  One  Direction 

Locating  Volidoted  Apr  82  USER-SH  MC  REV-IS 

Beoring,  Roller,  Cylindricol,  Single  Row  Of  Rollers,  One  Roller  Retoining  Rib  On 
Inner  Ring,  Two  Roller  Retoining  Ribs  On  Outer  Rhg,  One  Direction  locating 
Validated  Apr  82  USER-MC  SH  REV-IS 

Beoring,  Roller,  Cylindrical,  Single  Row  Of  Rollers,  Two  Roller  Retoining  Ribs 

On  Inner  Ring,  Two  Roller  Retaining  Ribs  On  Outer  Ring,  Two  Direction 

Locating  Validated  Apr  82  USER-MC  SH  REV-IS 

MS.19077 

MS-19078 

MS-19079 

OS 

OS 

OS 

30  Apr 

30  Apr 

30  Apr 

59 

59 

59 

AT 

AT 

AT 

OS 

OS 

OS 

3110 

Beoring,  Roller,  Tapered  Single  Row  Of  Rollers,  Normoi  Angle  Validated  Apr  82 
USER-ME  MC  YD  REV-AR  Ml  AV  SH  99  84  IS 

MS-19081B 

OS 

20  Aug 

76 

AT 

OS 

99 

b 

3110 

Bearing,  Roller,  Tapered,  Single  Row  Ofrollers,  Normal  Angle,  Llonged  Cup, 

Type  755  (Tsf)  Validated  Oct  86  USER-AT  AV  MC  SA  REV-MI  84  IS  NS 

MS-19082A 

NOTICE  1 

OS 

01  Oct 

86 

AT 

OS 

99 

3110 

Beoring,  Roller,  Topered,  Single  Row  Ofrollers,  Steep  Angle,  Type  753  (Tss) 
Validated  Sep  85  USER-AV  MC  SA  REV-MI  84  IS  NS 

MS-19083A 

OS 

20  Mar 

78 

AT 

OS 

99 

L 

3110 

Beoring.  Roller,  Topered,  Single  Row  Ofrollers,  Steep  Angle,  Flanged  Cup,  Type 
759  (Tssf)  Validated  Oct  86  USER-AV  MC  SA  REV-MI  IS  NS 

MS-19084A 

NOTICE  1 

OS 

01  Oct 

86 

AT 

OS 

99 

L 

3110 

Beoring,  Roller,  Topered.  Two  Rows  Of  Rollers,  Type  757  (TDI)  Bt  770  (TOIS) 
USER-AV  REV-MC  SH  84  IS  NS 

MS-1908SA 

OS 

13  Jan 

82 

OS 

99 

L 

3110 

Beoring.  Roller,  Topered,  Double  Row  Of  Rollers,  Normoi  Angle,  Two  Single 

Cones,  One  Double  Cup,  Adjustable,  Type  761  (TOO)  USER-AV  MC  SH 

REV-84  IS 

MS-190S6A 

OS 

13  Jon 

82 

OS 

99 

3110 

Bearing,  Roller,  Needle,  Trock  Roller,  Integrol  Stud,  Seated,  Type  Viil, 

Antifriction,  Inch  REV-99  IS 

MS-21440A 

AS 

31  Mar 

81 

AT 

AS 

99 

3110 

Bearing,  Roller,  Needle,  Track  Roller,  Integrol  Heavy  Stud,  Sealed,  Type  lx. 
Antifriction,  Inch  REV-99  IS 

MS-21441A 

AS 

31  Mor 

81 

AT 

AS 

99 

3110 

Beoring,  Roller,  Needle,  fhick  Outer  Race  W/rollers  And  Retainer  Validated 

Feb  85  USER-AR  GL  YD  REV-ME  AV  Ml  MC  99  IS 

MS-S1961F 

AT 

30  Apr 

80 

AT 

OS 

99 

3110 

Bearing,  Roller,  Needle,  Track  Roller,  Sealed,  Type  X,  Antifriction,  Inch  REV-99 

IS 

Beoring,  Roller,  Needle,  Single  Row,  Heavy  Duty,  Track  Roller,  Seoled,  Type  V, 
Antifriction,  Inch  REV-99  IS 

MS-21442A 

AS 

31  Mor 

81 

AT  AS 

99 

3110 

MS-21438A 

AS 

31  Mor 

81 

AT 

AS 

99 

3110 

Bearing,  Roller,  Self-aligning  Single  Row  Anti-friction,  Sealed  -65  Degrees  To 

350  Dzgrees  F,  Type  1  Validated  Apr  83  REV-84 

MS-21431 

AS 

22  Nov 

76 

AT 

AS 

99 

3110 

Bearing,  Roller,  Needle,  Trock  Roller,  Integrol  Stud,  Type  Vii,  Antifriction,  Inch 
Validated  Apr  83  REV-84 

MS-21432A 

AS 

21  Mor 

77 

AT 

AS 

99 

3110 

Bearing,  Roller,  Self&aligning  &  Single  Row,  AIrfrome,  Antifriction,  Seoled, 

Type  1  Validated  Apr  83  USER-MC  CG  REV-MI  AV  ME  84  IS 

MS-28912D 

AS 

15  Nov 

73 

AT 

AS 

99 

3110 

Bearing,  Roifer,  Needle,  Drawn  Outer  Ring,  Caged,  Withaut  Inner  Rirtg  Open 

And  Closed  End,  Slondard  Type  VoMattd  f»b  8S  USER-Gl  AR  SH  MC  YD 
•Ml  AV  ME  99  IS 

MS-52141 

AT 

30  Apr 

80 

AT 

OS 

11 

3110 

•*  ng.  Roller,  Needle,  Drown  Outer  Ring,  Full  Complement,  Without  Inner 

Open  End,  Extra  Precision  Type  Validated  Oct  86  USER-Gl  AR  SH  MC 

YO  REV-MI  AV  ME  99  IS 

MS-52142A 

NOTICE  1 

AT 

28  Oct 

86 

AT 

OS 

99 

3110 

Bearing,  Roller,  SelfBoligning  &  Double  Row,  Airframe,  Antifriction,  Seoled, 

Type  1 1  Validated  Apr  83  USER-MC  CG  REV-MI  84 

MS-28913C 

AS 

15  Nov 

73 

AT 

AS 

99 

3110 

Bearing,  Roller,  SeH&oligning  &  Double  Row,  Wide  inner  Roce,  Airfrome, 
Antifriction,  Sealed,  Type  111  Validated  Apr  83  USER-MC  CG  REV-MI  84 

MS-28914C 

AS 

15  Nov 

73 

AT 

AS 

99 

3110 

Bearing,  Roller,  SelfBioligning  &  Double  Row,  Torque  Tube,  Airframe, 

Antifriction,  Seated,  Type  IV  Validoled  Apr  S3  USER-CG  MC  REV-MI  AV  ME 

84  IS 

Bearing,  Roller,  Needle,  Thick  Outer  Ring  W/rollers,  Coge  And  Seols  USER-AR 

Gl  SH  MC  YO  REV-MI  AV  ME  99  IS 

MS-28915C 

AS 

15  Nov 

73 

AT 

AS 

99 

3110 

MS-52143 

AT 

28  Ocl 

86 

AT 

OS 

11 

3110 

Beoring,  Roller,  Needle,  Assembly  (Thick  ^  Race)  Validated  Feb  85 

USER-AR  YD  MC  REV-AV  ME  Ml  99  . 

MS-500072C 

AT 

24  Jon 

75 

AT 

OS 

11 

3110 

Bearing,  Roller,  Tapered,  Single  Row  Of  Rollers  (Metric  Series)  USER-AV 

REV-MC  SH  99  84  NS  IS 

DS-3225 

OS 

13  Jon 

82 

AT 

OS 

99 

o 

3110 

Bearing,  Roller,  Topered  Validated  Jal  66  USER-ME  REV-OS  IS . 

FF.B-187A 

/SH 

1  Jul 

60 

SH 

11 

3110 

Beoring,  Roller,  Needle,  Single  Row,  Heavy  Duty,  Type  1,  Antifriction,  Inch 
Validated  Apr  83  REV-MI  84  IS 

MS-24451G 

AS 

16  Jun 

77 

AT 

AS 

99 

3110 

Bearing,  Roller,  Needle,  Single  Row,  Thin  Shell,  Type  11,  Antifriction  Validated 
Apr  83  REV-84 

MS-24462G 

AS 

17  Jun 

77 

AT 

AS 

99 

3110 

Bearing,  Roller,  NeeJIe  Single  Row,  Heovy  Duty,  Self  Aligning,  Type  lii. 
Antifriction,  Inch  Validated  Apr  83  REV-84  IS 

MS-24463G 

AS 

17  Jun 

77 

AT 

AS 

99 

3110 

Beoring,  Roller,  Needle-double  Row,  Heovy  Duty,  Self  Aligning,  Type  Iv, 
Antifriction,  Inch  Validated  Apr  83  REV-84 

MS-24454G 

AS 

17  Jun 

77 

AT 

AS 

99 

3110 

Bearing,  Roifer,  Needle  Single  Row,  Heavy  Duty,  Track  Roller,  Type  V, 

Antifriction,  Inch  (Inoctive  Use  Ms  21438}  REV-MI  84 

MS-24463H 

AS 

21  Nov 

80 

AT 

AS 

99 

L 

L 

3110 

3110 

3110 

Searing,  Roller,  Needle  Dsubfe  Rc-y,  Heavy  Duty,  Track  Rc^^*'  ^yP^ 

Antifriction,  Inch  REV-MI  84 

Beoring,  Spin  (Sidewinder) . . . . . . . . . . . 

Beoring,  Spin  (Sidewinder) . . . . . . . 

M5-2''4<-5H 

MIL-B-85107A 

MIL-B-85684 

AS 

AS 

AS 

21  Nov 

26  Feb 
19  Nov 

80 

85 

85 

AT 

AS 

AS 

AS 

99 

Q 

3110 

Beorings,  Boll,  Annulor  (General  Purpose)  Validated  Jul  8)  USER-GL  ME 

REV-AR  Ml  EA  OS  IS 

FF-B.17IA  (1) 

* 

31  May  57 

AT 

SH 

11 

3110 

Beorings,  Boll,  Annular,  For  Instruments  &  Ppecision  Rotating  Components 

USER-MC  SK  11  REV-AR  Ml  AV  OS  84  IS 

MIL-B-81793C 

INI  AMD  1 

AS 

25  Sep 

87 

AT 

AS 

99 

3110 

Beorings,  Iron-base  Sintered  (Oil  Impregnoted)  >  25  Mar  83  REV-SH  OS  84  IS.. 

ASTM  8439-83 

YO 

15  Nov 

85 

AT 

YD 

99 

Q 

3110 

Bearings,  Roller,  Cylindricol,  And  Bearings,  Roifer,  Self&  Aligning  Validated  Jut 

81  USER'AT  ME  MC  REV-MI  OS  IS 

FF-B-185  (4) 

/SH 

26  Dec 

63 

AR 

SH 

11 

E 

1 

3110 

3110 

Com  Follower,  Needle  Beoring,  High  Strength  Stud  •  31  Dec  73  W/dOD 
Exceptions  USER-ME  REV-ME  10  IS 

Friction  Torque  Testing  For  Instrument  Boll  Beorings  Ports  1  And  2  USER-AV  SH 
REV-AR  IS 

NAS  562-73 

REV  5 

MIL-STD-206B 

AS 

AS 

05  Dec 

01  Jon 

80 

88 

AV  AS 

AS 

11 
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3110 

IdtntificoHon  Morkings  For  Oomtsticolly  Monufoctured  Minloture  And  instrument 

Bdi  Bearings  USER-SH  REV-84 

MIL-STD-1647C 

AS 

20  Dec 

87 

AT  AS 

99 

3110 

Monufocturers  Symbols  And  Designations  For  Anti-friction  Beortngs  Voh'dot&d 

Jan  83  USER-AV  MC  REV-ME  SM  EC  OS  AS  YD  99  69  64  IS 

MIL-HDBK  203C 

SH 

05  Jon 

77 

AT  SH 

99 

3110 

Nut,  Plain,  Round,  Retoining,  Ball  And  Roller  Bearings  Validated  Sep  53 

USER-MC  YD  SK  REV-AR  Ml  99  IS 

MIL-N-21337 

OS 

10  Apr 

58 

AT  OS 

99 

3110 

Process  For  Borrier  Coating  Of  Anti-friction  Beorings  REV-AV  Ml  OS  SH  EC  17 

11  99  84  IS  ES 

MIL-ST0-1334B 
NOTICE  1 

AS 

09  Sep 

85 

AR  AS 

85 

3110 

Ring,  BeorIng,  Inner,  For  Needle  Roller  Bearing  With  Drawn  Outer  Ring 

USER-GL  AR  YD  REV-AV  MC  99  84  IS 

MS-17130F 

AT 

28  Sep 

81 

AT  OS 

99 

3110 

Ring,  Beoring,  Inner,  For  Needle  Roller  Beoring  With  Thick  Outer  Roce 

USER-AR  GL  MC  YD  REV-AV  Ml  99  84  IS 

MS-51962F 

AT 

28  Oct 

86 

AT  OS 

99 

3110 

Roller,  Beoring,  Needle,  Ferrous,  Solid  Validated  Apr  82  USER-ME  REV-99  84 

IS 

RoHer,  Beoring,  Ferrous,  Solid,  Spherical  End  Validcted  Apr  62  USER-AT  MC 
REV-99  84  IS 

MIL-R-22440 

os 

2  Jun 

60 

AT  OS 

99 

3110 

MS-19045A 

OS 

04  Mor 

73 

AT  OS 

99 

3110 

Washer,  Key  Retaining,  Ball  And  Roller  Beoring,  Regular  Series  REV-AS  SA  IS 

MS-19070A 

OS 

07  Oct 

87 

AT  OS 

11 

3110 

Washer,  Key,  Retoininq,  Boll  And  Roller  Bearing,  Light  S  'les  Validated  Apr  82 
REV-MI  AR  SA  MC  99  IS 

MS-17069 

OS 

07  Jun 

61 

AT  OS 

11 

3120 

Alloy  PM  Shapes,  Corrosion,  Wear,  &  Heat  Resistont  36CO  •  30CR  -  d.25W 
(1.10-  1.90C}-  1  Jon  86 

AMS  7238-86 

20 

01  Aug 

86 

MR  AS 

20 

3120 

Alloy  PM  Shopes,  Corrosion,  Wear,  &  Heat  Resistant  60CO  -  29CR  -  4.5W 
(0.90  •  1.40C)  -  1  Jon  66 

AMS  7237-86 

20 

01  Aug 

86 

MR  AS 

20 

3120 

Babbitting  Of  Beoring  Shells  (Metric) . . . . . . . . 

DOD-STD-2188 

SH 

01  Apr 

87 

SH 

3120 

Bearing  •  Rod  End,  Internal  Thread,  Self  •  Aligning,  Plain,  Airfrome-inoctive  14 

Moy  71  Validated  Aug  82  REV-64  IS 

AN943 

REV  1 

AS 

28  Feb 

50 

AT  AS 

99 

3120 

Beoring  And  Bushing,  Brass  And  Bronte,  Machined  Or  Formed  USER-ME 

REV-SM  IS 

MIL-B-13501C 

Ml 

30  Sep 

86 

Ml 

3120 

Beoring-rod  End,  External  Thread,  Self-aligning,  Ploin,  Airframe  -inoctive  14 

May  U71  Validated  Aug  82 

AN947 

REV  1 

AS 

14  May  71 

at  as 

99 

3120 

Bearing,  Fiber  Reinforced  Plostic,  Sleeve,  Ploin  Seif  Lubricoting;  8250  Deg.  F 
REV-AR  IH  IS  84 

MIL-8-8S560/1  (1) 

AS 

30  Sep 

85 

AV  AS 

99 

3120 

Beoring,  Fiber  Reinforced  Plastic,  Sleeve,  Flonged,  Self-lubricating,  oo250  Deg. 

F  REV-AR  SH  IS  99  84 

MII.-B-85S60/2  (1) 

AS 

30  Sep 

85 

AV  AS 

99 

3120 

Bearing,  Jewel,  Bor  Hole  (Inactive  For  Design)  Validated  Jut  81  USER-MC 

REV-IS 

MS-3S4S0A 

SH 

17  Aug 

62 

AR  SH 

3120 

Bearing,  Journal  Ploin  And  Flonged,  Tfelined  Validated  Mar  84  REV-99  84  ........ 

MIL-B-8943A  (3) 

AS 

10  Feb 

78 

AV  AS 

99 

3120 

Bearing,  Plain,  Rod  End,  Self8otigning,  Self&lubricating  REV-AR  SH  99  84  IS  .... 

MIL-8-81735A 

AS 

01  Jun 

87 

AV  AS 

99 

3120 

Bearing,  Plain,  Rod  End,  TFE  Lined,  Self-oligning  Validated  Mar  84  REV-99  84 

IS 

Bearing,  Plain,  Self-lubricoting,  Self-oligning  low  Speed,  Narrow,  Grooved 

Outer  Ring,  -65  Deg.  To  325  Deg.  F  USER-SH  REV-AT  AR  Ml  99  84  IS 

MIL-8-894eA  (1) 

AS 

10  Feb 

78 

AV  AS 

99 

3120 

MS-14101G 

AS 

21  Apr 

87 

AV  AS 

99 

3120 

Beoring,  Ploin,  Rod  End,  Self-oligning,  Self-lubricoting,  Externally  Threoded,  -65 
Degrees  F  To  Plus  325  Degrees  F  REV-84  99 

Mll-B-81735/18 

AS 

24  Jun 

83 

AV  AS 

11 

3120 

Bearing,  Plain,  ScK-oligning,  All-metal  REV-99  84  IS . . . . . . 

Mll-8-8976  (2) 

AS 

11  Feb 

82 

AV  AS 

99 

3120 

Bearing,  Plain,  Rod  End,  Self-aligning,  Tfe  lined,  Externoily  Threaded  REV-84  99 

MS-21242C 

AS 

04  Jun 

82 

AV  AS 

99 

3120 

Bearing,  Plain,  Rod  End,  SeH-aligning,  SeK-lubricoting,  Internolly  Threoded,  -65 
Degrees  F  To  Plus  325  Degrees  F  REV-99  84 

MII-B-81735/2D 

AS 

01  Jun 

87 

AV  AS 

11 

3120 

Bearing,  Plain.  Self-aligning,  Grooved  Outer  Ring  1fe  lined.  Wide  Validated  Jvl 

81  REV.99  84  IS 

MS-21230B 

4S 

03  Aug 

67 

AT  AS 

99 

3120 

Beoring,  Plain,  Rod  End,  Self-aligr.ing,  Self-lubricoting,  Norrow,  Externoily 

Threoded,  -65  Deg.  F.  To  PIUS325  Deg.  F  REV-99  84  IS 

MII-B-81935/4A 

AS 

24  Jun 

83 

AV  AS 

11 

3120 

Beoring,  Ploin,  Self-oligning,  Tfe  Lined,  Wide  Validated  M  81  REV-AV  99  84  IS 

MS-2123’B 

AS 

03  Aug 

67 

AT  AS 

99 

3120 

Beoring,  Plain,  Sliding  Spherical,  Self  lubricating,  Self  Aligning,  High  Speed 
Oscillation  REV-84  99  IS 

Mll-B-b1817/1 

AS 

14  Jon 

83 

AV  AS 

99 

3120 

Booring,  Plain,  Self-oligning,  Groove  Outer  Ring.  Tfe  LineO,  Norrow  Validated 

Ju)  81  USER-MC  REV-99  84  IS 

MS-21232A 

AS 

15  Nov 

6S 

AT  AS 

99 

3120 

Beoring,  Ploin,  Self-oligning,  Self-lubricotirg,  low  Speed  Oscillotion,  Generol 
Specification  For  USER-SH  REV-AR  84  IS 

MIL-B-8I820E  (1) 

AS 

31  Mar 

88 

AV  AS 

11 

3120 

Bearing,  Ploin,  Self-aligning,  Tfe  Lined,  N'  ow  Validated  Jul  81  RE/-99  84  IS  .. 

MS-21233D 

AS 

03  Aug 

67 

AT  AS 

99 

3120 

Bearing,  Ploin,  (Self-AlIGNING,  Sleeve  «.  irust)  Self-IUBRICATING,  High 

Speed  Oscillation  REV-99  84  IS 

MII-B-81817B 

AS 

01  Jun 

87 

AV  AS 

99 

3120 

Beoring,  Ploin,  Self-lubricating,  Self-aligning,  Low  Speed,  Wide,  Chomfered 

Outer  Ring,  -65  Deg.  To  325  Deg.  F  USER-SH  .REV-AT  AR  Ml  99  84  IS 

MS-14102G 

AS 

21  Apr 

87 

AV  AS 

99 

3120 

Bearing,  Ploin,  Rod  End,  Self  Aligning,  Self  Lubricoting,  Narrow,  Internally 
Threaded,  -65  Deg.  F.  To  Plus  5  Deg.  F.  REV-AR  SH  99  84  IS 

MIL-B-81735/5B 

AS 

01  Jun 

87 

AV  AS 

11 

3120 

Beoring,  Plain,  Self  lubricoting,  Self-clignlng,  low  Speed,  Wide,  Grooved  Outer 
Ring.  -65  Deg.  To  325  Deg.  F  USER-SH  REV-AT  AR  Ml  99  84  IS 

MS-14103G 

AS 

21  Apr 

87 

AV  AS 

99 

3120 

Bearing,  Plain,  Self  Aligning,  Becu  Boll,  Cres  Roce,  (With  Stoking  Groove),  - 
650  Deg.  F.  To  Plus  350  Deg.  F  Validated  Mar  84  REV-AR  99  84 

Mll-B-81936/1  (2) 

AS 

15  Mar 

78 

AV  AS 

11 

3120 

Beoiing,  Plain,  Self-lubricoting,  Self-aligning,  low  Speed,  Narrow,  Chomfered 

Outer  Ring,  -65  Deg.  To  325  Deg.  F  USER-SH  REV-A’  AR  Ml  99  84  IS 

MS-14104G 

AS 

21  Apr 

87 

AV  AS 

99 

3120 

Bearing,  Ploin,  Self  Aligning  Grooved  Outer  Ring  REV-84  99 . . . . 

MS-21 1S40 

AS 

15  Sep 

80 

AV  AS 

99 

3120 

Beoring,  Plain,  Rod  End,  Self  Aligning,  Tfe  Lined,  Internally  Threoded  REV-99  IS 

MS-21243C 

AS 

04  Jun 

82 

AV  AS 

99 

3120 

Beoring,  Ploin,  Self  Aligning  REV-84  99. . . . . . . . . . . . . 

MS-21 155B 

AS 

15  Sep 

80 

AV  AS 

99 

3120 

Bearing,  Sleeve  (Steel  Bocked)  USER-MI  REV-EA  MC  SH  79  84  IS  . 

MIL-B-13506C 

AT 

28  Aug 

84 

AT  OS 

99 

3120 

Beoring,  Sleeve,  Woshers,  Thrust,  Sintered,  Metol  Powdei.  Oil  Impregnated, 
Generol  Speclflcotion  For  REV-MI  AR  OS  AS  11  IS  CS  NS 

MIL-8-5687D  (1) 

84 

06  Apr 

88 

AT  OS 

99 

3120 

Bearing,  Sleeve,  Plain,  Tfe  Lined  REV-AR  99  84  IS  . . . . . 

MS-21240D 

AS 

08  Moy  80 

AV  AS 

99 

3120 

Beoring,  Sleeve,  Plain  And  Flanged,  Self  Lubricoting  REV-AR  AT  SH  99  84  IS .... 

MIL-B-81734A 

AS 

24  Sep 

87 

AV  «S 

99 

3120 

MS-21241D 

AS 

16  Aug 

77 

AS 

99 

3120 

Bearing,  Sleeve,  Ploin,  Self-lubricating,  325  Degrees  F  REV-AR  AT  SH  99  84  IS 

MII-B-81734/1C 

AS 

25  Sep 

87 

AV  AS 

11 

Q 

Q 

Q 
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3120 

Bearing,  Sleeve,  (Bronze,  Plain  Or  Flonged)  Validated  Sep  85  USER*AS  R£V<MI 

FF-B-195 

•OS 

8  Feb 

60 

AT  OS 

3120 

Beoring,  Sleeve,  Flonged,  Seif  lubricoting,  325  Deg.  F  REV-AR  AT  SH  99  84  IS 

MIL-B-81934/2C 

AS 

04  Jon 

88 

AV  AS 

11 

'0 

Bearing,  Sleeve,  Ploln,  Sintered  Iron  Bate,  Oil  Impregnoted  REV«AR  Ml  AS  OS 

-21782 

84 

21  Feb 

84 

AT  OS 

99 

11  CS  IS 

3120 

Beoring,  Sleeve,  Plain  Type,  Sintered  Bronze,  Oil  Impregnated  USER*AV  REV>M1 

MS-17795A 

os 

09  Nov 

84 

AT  OS 

99 

AR  84  IS 

3120 

Bearing,  Sleeve,  Ploin,  Bronze  Validated  Feb  85  USER'MC  YO  REV*AR  AV  ME 

MS-35771C 

AT 

21  Feb 

75 

AT  AS 

99 

Ml  84  IS 

3120 

Beoring,  Sleeve,  Flanged,  Copper  Alloy  Validated  Feb  85  USER*MC  R£y*AR  IS.. 

M5-35772C 

AT 

25  Aug 

80 

AT 

99 

3120 

Bearing,  Sleeve,  Steel  backed  Bimetol,  Split  Type.one  Piere  Validated  Apr  82 

MS-35794A 

os 

03  Nov 

72 

os 

USER-AT  AS  REV-SH  IS 

3120 

Beoring,  Sleeve,  Flange  Type,  Sintered  Bronze,  Oil  Impregnated  USER^SH 

MS-17796A 

os 

09  Nov 

84 

AT  OS 

99 

RCV-MI  AV  MC  SA  99  82  IS 

3120 

Beoring,  Wosber,  Thrust,  Sintered  Bronze,  Oil  Impregnated  REV>AR  Ml  AS  1 1 

■21783 

84 

21  Feb 

84 

AT  OS 

99 

IS  CS 

3120 

Beorings  And  Bushings,  Plain,  Preferred  For  Design,  Listing  Of  Validated  Mar 

85 

Beorings,  Elastomeric  General  Specification  For  REV*AV  84  IS.. . . . 

MIL-SID-1762 

84 

20  Aug 

79 

AR 

11 

3120 

MIL-B-6559/8 

AS 

04  Jon 

86 

AR  AS 

99 

3120 

Bearings,  Elastomeric  General  Specification  For  REV'AV  84  IS» . . . . 

MIL-B-85S98 

AS 

04  Jon 

88 

AR  AS 

99 

3120 

Bearings,  Fiber  Reinforced  Plostic,  Sleeve,  Ploin  And  Flanged,  SeK>lubricoting; 

MII-B-83S80  (1) 

AS 

30  Sep 

83 

AV  AS 

99 

Giterol  Specification  For  REV*AR  SH  IS  99  64 

Q 

3120 

Bearings,  Ploin,  TFE  lined, self  Aligning  Validated  Mar  84  fiEV*99  84  IS . 

MIL-B-B942A  (2) 

AS 

10  Feb 

78 

AT  AS 

99 

3120 

Beorings,  Plain,  Self  Aligning,  Becu  Boll,  Cres  Race,  65  Deg.  F  To  Plus  350  Deg. 

MIL-8-31936/2  (2) 

AS 

15  Mar 

78 

AV  AS 

11 

F  Validaled  Mar  84  REV-84  99 

Q 

3120 

Bearings,  Plain,  Self>aligning  (BeCU,  CRES  Roce)  REV*AR  99  84  1$ . 

MIL-B-81936  (3) 

AS 

lOOcI 

83 

AV  AS 

99 

L 

3120 

Bond  Testing,  Bobbitt  lined  Bearings . . . 

DOD-STD-2183 

SH 

05  Mor 

83 

3120 

Bushing,  Clomp  Up,  Steel,  Chrome  Ploted  •  Oct  62  Validated  Apr  82. . 

NAS  72-62 

AS 

14  Jun 

74 

AV  AS 

11 

E 

3120 

Bushing,  Clomp  Up,  Broni.  -  13  Fob  83  W/DODCXCEPTIONS  REV-IS 

NAS  74-83 

REV  5 

AS 

20  May 

83 

AV  AS 

11 

3120 

Bushing,  Clamp>up,  Steel,  Codmium  Plated  •  Oct  1980  USER*AS  REV4S . . 

NAS  73-80 

REV  6 

AS 

17  Oct 

84 

AS 

11 

E 

3120 

Bushing,  rlonged.  Press  Fit,  Undersize  Inside  Dlorneter  •  30  Sep  82  W/DOD 

NAS  338-82 

AS 

20  Moy 

83 

AV  AS 

11 

Exceptions 

REV  3 

E 

3120 

Bushing,  Flanged,  Press  Fit,  Steel,  Bronx  &  Copper  •  26  May  82  W/DOD 

NAS  77-82 

AS 

20  May 

83 

AV  AS 

11 

Exceptions  REV>IS 

REV  7 

E 

3120 

Bushing,  Ploin,  Press  Fit,  Copper  Bi  Bronze  *  7  Sep  83  W/DOD  Ex.  REV>I$ . 

NAS  76-83 

REV  8 

AS 

30  Jon 

84 

AS 

11 

3120 

Bushing,  Ploin,  Press  Fit,  Steel  •  16  Oct  1980  USER*AS  REV<IS . . 

NAS  75-80 

REV  3 

AS 

07  Oct 

84 

AS 

11 

3120 

Bushing,  Sleeve  Ploin,  Press  Fit,  Ream  Type  REV*MI  99  84  82  IS . . 

MS-14237A 

AS 

02  Apr 

87 

AV  AS 

99 

3120 

Bushing,  Sleeve  Flanged,  Press  Fit,  Reom  Type  REV<99  84  82  IS  . . . 

MS-14238A 

AS 

02  Apr 

87 

AV  AS 

99 

3120 

Bushing,  Sleeve,  Press  Fit,  Undersize  Inside  Dlorneter  •  30  Sep  82  REV.IS . . 

NAS  537-82 
dEV5 

AS 

20  May 

83 

AV  AS 

11 

E 

3120 

locknut,  Beoring,  Retoining  •  Mor  71  W/dod  Exceptions  Validated  Apr  82 

NAS  1493-71 

AS 

14  Jun 

74 

AV  AS 

11 

E 

3120 

lockwosher,  Bearing,  Retoining  •  Mor  71  W/dod  Exceptions  Validated  Apr  82 

NAS  1443-71 

AS 

14  Jun 

74 

AV  AS 

11 

REV-ME  ER  10 

3120 

V'beoring  (Spring  loaded.  Throw  Out  Type)  Validated  Mar  85  USER*MC 

MS-33688 

AR 

26  Jan 

36 

AT  SH 

REV-IS 

3120 

V'beoring  (Spring  Looded)  Validated  Mar  85  USER'MC  REV'IS . . 

MS-35689 

AR 

26  Jon 

36 

AT  SH 

3120 

Washer,  Thrust,  Steel  Validated  Oct  76  USER*ME  REV«M1  IS...... . . . 

MS-17811 

os 

16  Mar 

62 

AT  OS 

11 

Q  L 

3130 

Beoring  Components,  Bonded  Synthetic  Rubber,  Water  lubricated  REV>CS  . . 

Mll-8-179018  (2) 

SH 

10  Jun 

88 

SH 

L 

3130 

Bearing  Unit,  Main  Thrust,  Submorine  Propulsion  System  . . . . . 

DOD-B-24668 

SH 

27  Aug 

86 

SH 

3210 

Sawmill,  Circulor,  Troilermounted,  50  Inch  Blode,  Diesel  Engine  Driven  USER*YD 

MII-S-11863C 

ME 

25  Jon 

83 

ME  MC 

99 

REV-GS 

NOTICE  1 

3220 

Jointers,  Woodworking  USER-CE  MC  OS  REV-YO  84 . 

00-J-371E 

/IP 

20  Jun 

86 

ME  SH 

99 

3220 

lathe,  Woodworking  Validated  Apr  85  USER<CE  YD  REV<GS  . . . . . 

MII-IB0081C 

IP 

18  May 

81 

ME  SH 

99 

3220 

lathe.  Woodworking,  Patternmakers  USER'MC  REV*CE  84  GS  . . 

MIL'l-800470 

IP 

30  Jun 

88 

SH 

99 

3220 

Mortiser,  Hollow  Chisel,  Vertical  Validated  Sep  86  USER<YO  MC  OS  REV'GS  .. 

MIL-M-80067C 
NOTICE  1 

IP 

18  Sep 

86 

ME  SH 

99 

3220 

Sonder,  Disk  And  Spindle,  Woodworking  REV*AR  ME  SH  GS . 

MII-S-26753C 
NOTICE  1 

IP 

10  Dec 

86 

ME  SH 

99 

3220 

Sonder,  Disk  And  Bell  USER-MC  REV-CE  ME  SH  84 . 

MIL-S-80029D 
NOTICE  1 

IP 

31  Mur 

88 

ME  SH 

99 

L 

3220 

Sander,  Floor,  Power  Driven,  Portable,  8  Inch  Drum  Validated  Oct  81  REV>GS .. 

MII-S-12S168 

ME 

11  Nov 

75 

ME 

3220 

Sonder,  Single  And  Double  Disk,  Woodworking  USER'AV  CE  MC  REV*84  GS  .. 

MIL-S-80020C 

IP 

27  Sep 

85 

AR  SH 

99 

3220 

Sow,  Bond  Woodworking  USER-MC  REV-AR  ME  YD  SH  GS . 

MIL-S-80095D 

V* 

12  Feb 

86 

AL  SH 

99 

3220 

Sow,  Circular,  Toble  Type,  Woodworking,  Single  Tilting  Arbor,  Floor  Mounted 

00-S-236C  (2) 

rIP 

13  Oct 

87 

ME  SH 

99 

•/olVfcWrf  Oit  S7  USER-CE  .V.C  OS  AS  REV  YO  GS 

NOTICE  1 

3220 

Sow,  Circulor,  Table -Type,  Woodworking,  Skid*maunted,  Gosoline 

MIL-S-12034D 

ME 

30  Sep 

75 

ME  YD 

Engine*driven,  20  INCH  Blode  Validated  Oct  81  REV*GS 

3220 

Sow,  Jig,  Woodworking  USER-MC  REV-ME  CE  SH  84  GS  _ 

MII-S-80034C 

IP 

25  Jan 

83 

ME  SH 

99 

L 

3220 

Sow,  Rodioi  Overorm,  Woodworking  Trailer  Mounted  REV>84 

MIL-S-17717E 

YO 

30  Jul 

87 

YD 

3220 

Saw,  Rodiol-overworm,  Woodworking  USER>CG  REV-YD  84  GS  ...................... 

GGG-S-58E 

/ME 

25  May 

83 

ME  SH 

99 

3220 

Shoper,  Woodworking  USER-AR  MC  REV-SH  84  GS . 

MII-S-3788F  (1) 

IP 

03  Mar 

87 

ME  SH 

99 

L 

3220 

Shop  Equipment,  Woodworking,  Trailer  Mounted . . . . 

MIL-S-52339E  (3) 

ME 

09  Mor 

89 

ME 

3220 

Surfocers  (Ploners),  Woodworking  REV-YD  MC  GS . . 

OO-S-811C/0 

/IP 

10  Feb 

89 

ME  SH 

99 

•3230 

Bit,  Wood'boring,  And  Chisels,  Mortising,  Hollow  USER>ME  CE  YD  MC . 

GGG-B-3838 

•GL 

14  Aug 

67 

Gl 

99 

3230 

Blode,  Circulor  Sow,  Woodcutting . . . . . 

GGG-8-4408  (1) 

•/. 

01  Nov 

68 

3230 

Blode,  Circulor  Sow,  Woodworking  (Tungsten  Corbide  Tipped,  Generoi 

GGG-8-443A 

•84 

14  Apr 

65 

SK 

99 

Purpow)  Validated  Jen  83  USER-YO  REV-GS 

3230 

Blode,  Jig  And  Sober  Sow,  Tungsten......... . . . . 

A-A-326 

t 

25  Sep 

79 
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34GP 

Abrosivt  Whtels,  Use,  Core  &  Protection  Of,  Safety  Co^t  For  The  -  1978 
Validated  Jan  86 

ANSI  87.1.78 

IP 

24 

Moy 

79 

Al 

SH 

99 

34GP 

Appiioncei,  Electric  Keoting  •  15  June  1967  REV*84  GS  . . . . . 

Uk  499.87 

IP 

26 

Sep 

88 

AL 

SH 

99 

34GP 

Solti,  Nuti  &  Tongues,  T>$lot,  Their  •  75  Valldatad  Jan  86  USER'GL  REV>AR 

ME 

Chorocter  Code  For  Numericol  Mochine  Control  Perforated  Tope  -  1976 

Vafidatad  Jan  86 

ANSI  85.1-75 

IP 

12 

Dec 

78 

AL 

SH 

99 

34GP 

EIA  RS244B.76 

IP 

09 

Mor 

79 

AL 

SH 

99 

34GP 

Chucks  &  Chuck  Jews  -  1972  Validated  Jan  86  USER-GL  REV-ME  AR . 

ANSI  85.8-72 

IP 

12 

Dec 

78 

AL 

SH 

99 

34GP 

Compressed  Gas  Cylinder  Valve  Outlet  &  Inlet  Connections  •  1977  Votidottd 

Jan  86  REV-ME  SH  68  99  IS 

CGA  V1.77 

IP 

26 

Nov 

79 

AV 

AS 

11 

34GP 

Cutting  Machines,  Gear,  Safety  Requirements  For  The  Construction  Core  &  Use 
-  1985  REV-84 

ANSI  811.11-85 

IP 

09 

Nov 

84 

AL 

SH 

99 

34GP 

Dato  Terminal  Equipment  &  Doto  Communication  Equipment,  Interfoce  Between, 
Employing  Seriol  Binary  Doto  Interchange  -  1969  USER-ME  REV-MI  AV  AR 

SH  Y0  99 

EIA  RS232C-69 

DC 

09 

Mar 

79 

AL 

SH 

99 

34CP 

Diosnond  Grinding  Wheels,  Hand  Hones,  &  Mounted  Wheels,  Shape  A  Sixes 

Of,  Specificotions  For  ■  1974  Validated  Jan  86  REV-AR  ME 

ANSI  874.3-74 

IP 

12 

Dec 

78 

AL 

SH 

99 

34GP 

Discs,  Abrosive  A  Plate  Mounted  Wheels,  Machir>e  Mounting  Specificotions  For 
-  1969  USER-GL  REV-AR  ME  SH  99 

ANSI  B5.35-69R75 

IP 

12 

Ok 

78 

AL 

SH 

99 

34GP 

Eiectricol  Standards  For  Mass  Production  Equipment/electricol  Stondords 

Generol  Purpose  Machine  Tools  .  1967  USER-AV  REV-AR  Ml  ME 

JICEMP-  l/EGP-1-57 

IP 

15 

Jun 

79 

AL 

SH 

99 

34GP 

Electrical  Standard  For  Industrial  Machinery  -  1985  -  7  Dec  84  REV-84  OS........ 

NFPA  79-85 

IP 

06 

May 

85 

AL 

SH 

99 

34GP 

Enclosures  For  Industrial  Controls  And  Systems  -  1983  . . . . . 

NEMA  ICS6-S3 

IP 

22 

Mor 

89 

AL 

SH 

99 

34GP 

Engineering  Practices  Productivity  Enhoncement  Of  Industriol  Plant  Equipment  & 
Production  Support  Systems  REV-AV  SM  AS  YD  84  GS 

Mll-HDBK  702 

IP 

01 

Aug 

85 

AL 

SH 

99 

34GP 

Furnoces,  Industriol,  VcKuum  Atmosphere  -  1979  Validated  Jon  86,...,, . . . 

ANSI/NFPA  86D-79 

IP 

26 

Nov 

79 

Al 

SH 

99 

34GP 

Gas  Shielded  Are  Welding,  Sofe  Proctice  For  -  1966  Validated  Jun  83  REV-GS 

AWS  AB.l-M 

84 

08 

Jun 

72 

AR 

$H 

99 

34GP 

Gear  Classificotion  And  Inspection  Hondbook-toleronce  And  Meosuring  Methods 

For  Unassembled  And  Helicol  Gears  (Including  Metric  Equivolents)  Mo^h 

1988  REV-84  GS 

AGMA  2000-A88 

IP 

01 

Mor 

89 

Al 

SH 

99 

34GP 

Geor  Handbook  -  Gear  Cfossificotion,  Mdteria's  And  Measuring  Methods  For 

Bevel,  Hypoid,fine  Pitch  Wormgearingand  Racks  Only  As  UnossemUed  Geors 
-  Mar  80  REV.84  GS 

AGMA  390.03A-80 

IP 

01 

Mor 

89 

AL 

SH 

99 

34GP 

Gear  Teeth,  Spur  And  Helical  Involute,  Agmo  Standard  For  Roting  The  Pitting 
Resistance  And  Bending  Strength  Of-  Dec  82  REV-84  GS 

AGMA  218.01-82 

IP 

01 

Mar 

89 

Al 

SH 

99 

34GP 

Geors,  Spur,  Coorse-pitch  Inv^ufe,  Tooth  Proportions  For  •  68R74  Validated 

Jon  66  USER-GL  99  REV-ME  AR  SH  99 

ANSI  B6.1-58R74 

IP 

12 

0« 

78 

AL 

SH 

99 

34GP 

Grinding  Wheels  &  Other  Bonded  Abrosives,  Morking  For  Identifying  •  77 

Validated  Jan  66  USER-GL  REV-ME  AR 

ANSI  874.13-77 

IP 

12 

Dec 

78 

Al 

SH 

99 

34GP 

Grinding  Wheels,  Shape  8  Sites  Of,  Mounted  Wheels,  Sites  8  Identificotion 

Of,  Specification  For  -  1974  Validated  Jan  86  REV-ME  AR 

ANSI  874.2-74 

IP 

12 

Dec 

78 

AL 

SH 

99 

34GP 

Guidelines  For  Precautionary  Lobel  For  Arc-welding  And  Cutting  Prodv*is  • 

1983  REV.84  GS 

NEMA  EV96-83 

IP 

28 

Ftb 

89 

AL 

SH 

99 

34GP 

Industriol  Apporotus  And  Equipment,  Gray  Finishes  For  •  1973  Volidoted  Jon  86 
USER-GL  REV-ME  AR 

ANSI  Z55.1-67R73 

IP 

12 

Dk 

78 

Al 

SH 

99 

34GP 

Industriol  Controls  8  Systems,  Enclosures  For  *  76  Validated  Jon  86  USER-AV 
REV-AR  ME  Ml  YD 

NEMA  ICS6.78 

IP 

07 

Moy 

79 

AL 

SH 

99 

34GP 

Industriol  Control  8  Systems,  General  Standards  For  •  1978  Validated  Jen  86 
USER-AV  REV-MI  ME  AR  SH  YD  99 

NEMA  ICS  1-78 

IP 

07 

Moy 

79 

Al 

SH 

99 

34GP 

Industrial  Control  Devices,  Controllers  8  Assemblies  •  1978  V<didoted  Jon  86 
USER-AV  REV-MI  ME  AR  SH  YD  99 

NEMA  ICS2-78 

IP 

07 

Moy 

79 

AL 

SH 

99 

34GP 

Industriol  Control  Equipment  8  Systems,  Terminol  Blocks  For  >  1978  Validated 

Jan  86  USER-AV 

NEMA  ICS4-78 

IP 

07 

May 

79 

Al 

SH 

99 

34GP 

Industrial  Systems  -  1978  Validated  Jan  86  REV-AV  Ml  ME  AR  SH  99 . 

NEMA  ICS3-78 

IP 

07 

Moy 

79 

Al 

SH 

99 

34GP 

Involute  Splines  8  Inspection  -  1970  . . . . . . . . . 

ANSI  B92.1-70 

(P 

12 

Dtc 

78 

AL 

SH 

99 

34GP 

Iron  Worker,  Safety  Requirements  For  The  Construction,  Core  8  Use  Of  •  1975 
(Reapproved  1  Dec  81)  Validated  0<t  83  REV-ME  AR 

ANSI  811.5-75 

IP 

05 

Apr 

79 

Al 

SH 

99 

34GP 

Keys  8  Keyseats,  Woodruff  -  1967  Validated  Jan  86  USER-Gl  REV-AR  ME  SH 

99 

lothes,  Engine  8  Tool  Room,  Accuracy  Of  •  1952  Validated  Jon  86  USER-GL 
REV-ME  AR  SH  99 

ANSI  B17.2.67R78 

IP 

12 

Dee 

78 

AL 

SH 

99 

34GP 

ANSI  B5,16-52R72 

IP 

12 

Dtc 

78 

AL 

SH 

99 

34GP 

lothes,  Sofety  Requirements  For  Construction,  Core  8  Use  -  1984  USER-AL  SH 

84  REV-AL  SH  84 

ANSI  81 1.6-84 

IP 

06 

Jon 

84 

AL 

SH 

99 

34GP 

Mochine  Tools  •  Power  Press  Brakes  ■  Sofety  Requirements  For  Construction, 

Core,  Use  -  1982 

ANSI  811.3-82 

IP 

11 

Jun 

82 

AL 

SH 

99 

34GP 

Mochine  Tools-mechonical  Power  Presses  Sofety  Requirements  For  Construction, 
Core,  And  Use  •  4  Apr  88  REV-ME  AR  84 

ANSI  81 1.1-88 

IP 

04 

Apr 

88 

AL 

SH 

99 

34GP 

Machine,  Numericol,  Control,  Eiectricol  8  Construction  Stondords  For  •  1979 
Validated  Jon  86  USER-ME  REV-AR  Ml  AV  SH  99 

EIA  RS281B.79 

IP 

09 

Mor 

79 

AL 

SH 

99 

Mochinery,  Woodworking,  Sofety  Requirements  For  1975  Validated  Jan  56 
USER-AL  REV-ME  AR 

ANSI  Oi.i-75 

tP 

12 

Cue 

78 

AL 

SH 

99 

34GP 

Mochines,  Drilling,  Milling  8  Boring,  Sofelyrequirements  For  The  Construction, 

Core  8  Use  Of  -  1983  USER-AL  SH  REV-AR  ME  SH  84 

ANSI  B1 1.8-83 

IP 

31 

Moy 

83 

AL 

SH 

99 

34GP 

Mochines,  Grinding,  Construction,  Core,  8  Use  Of,  Sofety  Requirements  For 

The  ■  1975  Validated  Jan  86 

ANSI  811.9-75 

IP 

12 

Dec 

78 

AL 

SH 

99 

34GP 

Machines,  Horizontol  Soring,  Spindle  Noses  8  Tool  Shooks  For  -  1977 

Validated  Jon  86  USER-GL  REV-AR  ME 

ANSI  B5.40-77 

IP 

12 

Dee 

78 

Al 

SH 

99 

34GP 

Machines,  NumericoKy  Controlled,  Axis  8  Motion  Nomenclature  For  -  1967  R 

73  USER-ME  REV-AV  Ml  AR  SH  99 

EIA  RS267A-67R73 

IP 

09 

Mor 

79 

Al 

SH 

99 

34GP 

Machines,  Numericolly  Controlled,  Interchongeoble  Perforated  Tope  Vorloble 

Slock  Formot  For  Contouring  8  Contouring/positioning  *  Feb  79  Validated 

EIA  RS274D-79 

IP 

09 

Mor 

79 

Al 

SH 

99 

Jan  86  USER-ME  REV.MI  AV  AR  SH  99 
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34GP 

Milling  Mochinti,  Spindlt  Noiti  &  Tool  Shonkt  For  -  1972  Valldcft^  Jon  86 
USER-GL  REV-AR  ME 

ANSI  85.18-72 

IP 

12  Ok 

78 

34GP 

Motors  &  Gonorotori  •  1987  REV44  GS  . . . . . . . . . . 

NEMA  MG1.87 

IP 

06  Jon 

89 

34GP 

Motors,  Control,  Motion/position  An^t  Controls  •  1987  REV>84  GS . 

NEMA  MG7.87 

IP 

28  F.b 

89 

34GP 

Nolionol  ElMlricol  Cm).  1987  •  21  May  84  REV-84  GS . 

NFPA  7087 

IP 

20  Mor 

89 

34GP 

Nalior..~<  ElMlricol  Cod.  ■  1984  USER-YD  MC  84  REV-AL  SH  84 . . . 

NFPA  7084 

IP 

20S^> 

84 

34GP 

Plosmo  Arc  Cutting,  Soft  Procticts  For  -  1969  Volidahd  Jun  $3  REV*GS  . 

AWS  A4.3-49 

84 

08  Jun 

72 

34GP 

Pr.l.rrKl  SI  UniH  For  Mochin.  Tooli  -  1979  USER-YD  MC  REV-84 . 

ANSI  85.51  M-79 

IP 

06  Jon 

84 

34GP 

Prtssts,  Mtchonicol  Powtr,  Amtricon  Notionol  Stondord  Softty  Rtquirtmtnts 

For  Tht  Construction,  Cart,  &  Ust  Of  •  1982  REV*ME  AR  SH  99 

ANSI  111.182 

IP 

11  Jun 

82 

34GP 

Rtgulotors,  Contprtsstd  Gos  >  18  Junt  1984  REV44  GS....... . . 

Ul  252-84 

IP 

26  S.p 

88 

34GP 

R.>Itlanc.  Wolditig  Control  •  1978  Vo/zdoMd  Jon  86  USER-AV  REV-MI  ME  A- 
SH  99 

NEMA  ICSS.78 

IP 

07  Moy 

79 

34GP 

Sowing  Mochints,  Metol,  Softty  Rtguirtmtnts  For  Tht  Construction,  Coro  4 

Ust  Of  •  1983  REV-AR  ME  SH  84 

ANSI  811.1083 

IP 

05  Jul 

83 

34GP 

Shtors,  Construction,  Cort  &  Ust  Of,  Softty  Rtquirtmtnts  For  Tht  -  1983 

USER-AL  SH  99  REV  AR  ME  SH  84 

ANSI  811.483 

IP 

28  Mor 

83 

34GP 

Sptcificotions  For  Tht  S*zt  Of  Abrostvt  Groin  Grinding  Whttls,  Polishing  4 
Gtntrol  Industriol  Usts  •  1976  USfR-MC  REV44  GS 

ANSI  874.12-74R2 

IP 

13  Mor 

84 

34GP 

Spindlt  Nosts  For  Tool  Room  Loth«t,tngint  Lothts,  Turrtt  Lothts,  4  Automotlc 
Lothts  -  1967  Validatod  Jan  86 

ANSI  8S.9-47R72 

IP 

12  Dk 

78 

34GP 

Stondord  Quolificotion  Proctdurt  ■  1941  VaUdatod  Jan  83  REV-GS . 

AWS  83.0.41 

84 

08  Jun 

72 

34GP 

SubstI  Of  Uso  Stondord  Codt  For  Informotlon  Inttrchongt  For  Numtrkol 

Control  Ptrforottd  Topt  -  Ftb  79  Validalod  Jon  86  USER-ME  REV>MI  AR  AV 
SH99 

EIA  R$358t-79 

IP 

09  Mor 

79 

34GP 

foblt  Of  Conttnts,  Ottoiltd,  For  Tht  Stondords  Publicotions  Of  Tht  industriol 
Control  And  Systtms  Stctlon  •  78  VoUdafad  Jon  86 

NEMA  ICS9.78 

IP 

07  May 

79 

34GP 

TofM,  Porlorolwl,  On.  Inch  -  1971  Validaltd  Jan  86  USER-ME  REV-AR  AV  Ml 

SH  99 

EIA  RS227A.71 

IP 

09  Mor 

79 

34GP 

Topwi,  Mochin.  ■  1943  VolidoHJ  Jan  86  USER-GL  REV-ME  AR . 

ANSI  B5.1083R72 

IP 

12  Dk 

78 

34GP 

TlMrmaca<ipl.>,  Tmip.rolur.  MMiurMwnI  •  1975  Validaltd  Jan  86  REV-ME  AR 

99 

Torch..,  IP  8  MPS-GAS-  12  July  1984  REV-84  GS . 

ANSI  MC96.I-75 

IP 

05  Apr 

79 

34GP 

UL  14784 

IP 

26  Sop 

88 

34GP 

Torch..,  Oxy-fu.1  Go.  •  14  Oct  1984  REV-84  GS . 

Ul  12386 

IP 

26  Stp 

88 

3405 

Cutoff  Mochints,  Abrosiv)  Disk,  Mttol  Cutting,  Chop  Strokt,  Wtt  Cut,  Floor 
Mounttd  USER-MC  REV-SM  84  GS 

MIL-C800718 

IP 

07  Jon 

85 

3405 

Sow,  lend.  Cutoff,  Horiiontol,  Non-odjustobit,  And  AdjustoUt  Cutting  Anglt 
USER-MC  REV-AL  SH  GS 

MIL.S-240360 

IP 

08  Fob 

85 

3405 

Sow,  Bond,  Cutoff,  Horizontol,  And  Combinotion  Horiiontol  And  Vtrtksd 

USER-MC  REV-YO  84 

MII.S-45S14D 

IP 

29  Jun 

87 

3405 

Sow,  Bond,  Mttol  Cutting,  14  Inch  REV-GS . . . 

MII-S-13875F 

Al 

05  Fob 

85 

3405 

Sows,  Bond,  Cutoff,  Trovtling,  Tilting,  Vtrtkol  Column  REV-SH  84  GS  .............. 

Mll.S.340358 

IP 

19  Moy 

88 

3405 

Sows,  Bond,  Mttol  Cutting,  Vtrticol,  Contour  V^idotod  Jan  85  USER-MC 

REV-YO  84 

MIIS80201I 

IP 

01  Jun 

81 

3405 

Saws,  Bond,  Mttol  Cutting,  Contour,  Powtr  Fttding  ToUt,  19,  24,  35  And  60 

Inch  Throat  Widths  USER-ME  MC  REV.84  GS 

MIL.S-24034E 

IP 

29  Apr 

88 

3405 

Sows,  Powtr,  Hock,  6  Inch  Thru  24  Inch  Workpltcts  Copocity  VotidoHd  Poe  83 
USER-WV  OS  REV-GS 

OO.S.340E  (1) 

/IP 

19  Moy 

77 

3405 

Saws,  Powtr,  Hock,  6-INCH  Through  24-tNCH  Workpitet  Copocity  USER-MC 

OS  REV-YD  84 

MIL-S80274 

IP 

07  Jul 

87 

3408 

Moehining  Ctnttrs,  Horisonol,  Singit  Spindlt  4  4  5  Ails,  Softwirtd  Numtrkol 
Control  REV-AL  AS  SH  84  GS 

MII.M80263  (3) 

IP 

27  Oct 

86 

3408 

Moehining  Ctnttrs,  Vtrtkd,  Singit  Spindlt,  Computtr  Numtrkol  Contrd  (Ok) 
USER-OS  AS  REV-GS 

MIL-M.80255A  (2) 

IP 

17  Jul 

86 

3408 

Moehining  Ctnttrs,  Vtrtkol,  Singit  Spindlt,doublt  Column,  Computtr 

NumtrkaKy  Controlltd  (Cnc)  REV-M  GS 

MIL.M-80269 

IP 

27  Aug 

86 

3408 

Moehining  Ctnttr,  Horizontal,  Singit  Spindlt  3  Axis,  Softwirtd  Numtrkd 

Control  With  Positioning  Rotary  Tobk 

MIL.M-a0264  (3) 

IP 

27  Oct 

86 

3410 

EI«tr!col  DiKhoro*  Mochin.,  Cnc,  Wir.  USER-ME  MC  REV-AR  AV  SA  84  GS  .. 

Mll.E-80370  (1) 

IP 

03  Mor 

87 

3410 

Eltctrkol  DiKhorgt  Moehint,  Vtrticol,  Rom  And  Quill  Typt  U$ER-AR  OS 

REV-CR  AS  MC  84  GS 

MII  E-80023D  (1) 

IP 

16  Jul 

87 

3410 

Eltctre  Erosion  Moehint,  Eltctrolyfic,  Corbidt  Tool  Bit  And  Chip  Brtoktr 

Grindtr  USER-MC  REV-OS  AS  84 

MII.E80033I 

IP 

08  Dk 

83 

3410 

Eltcfro-trosion  Moehint,  Mttol  Oisinttgroting,  Eltctrk  Arc,  Vibroting  Hood,  Drill 
Typt  USER-ME  MC  84  REV-SH  84  GS 

MII-E80130C 

IP 

11  Stp 

84 

3410 

Eltctro-trosion  Moehint,  Eltctrkol  DiKhorgt,  (C)  Promt,  Angulor  Tilting  Htod, 

Quill  Typt,  Rotating  Spindlt  Validafod  Aag  84  USER  WV  MC  REV-GS 

MII-E-80158A 

IP 

06F.b 

75 

3410 

Eltctro-trosion  Moehint,  Eltctro-chtmkol,  Horizontal  Rom  Typt,  Covity  Sinking 
USER-MC  AS  84  REV-AL  MC  SH  AS  84  GS 

MII.E80238A 

IP 

29  Mor 

85 

3410 

E-'cetrse  Erosion  .Mochin,,  EUctroi/lic  Sorfoc.  Grinrhr  V'u/iV/oW  ftb  84 ...... _ _ 

MIL.E.8C254 

Ir 

15  F.b 

73 

3411 

Boring  And  MiHIng  Moehint,  Prtcision,  Horizontal  Spindlt,  Tobit  Typt, 

MonuoHy  Or  NumtricoHy  Controlltd  USER-AR  WV  MC  AS  OS  REV-YO  84 

GS 

Boring  And  Turing  Mochints,  Vtrtkol,  Computtr  Numtncoi  Control,  Ptrfr^ttd 
Topt  (Futurt  Procurtmtnt  Ust  MIL'8-80248A)  Vtdidatod  Doe  82  USER-MC 

AS  REV-GS 

MII-8-80004C 

IP 

11  Jul 

86 

3411 

MII-8-80202A 

IP 

06  Jul 

77 

3411 

Boring  And  Turning  Mochints,  Vtrtkol,  Numtrkol  Control  By  Monud  Doto 

Input,  36  Through  96  Inch  ToUts  USER-AS  REV-AR  YD  84  GS 

MIL.B-80248A 

IP 

30S.p 

86 

3411 

Boring  And  Turning  Mochints,  Vtrtkol,  And  Lothts,  Vtrtkol,  Turrtt,  Monud 
USER-SM  REV-YO  84  GS 

MIL880012C 

IP 

30  Jun 

88 

3411 

Boring  Mochints,  Vtrticol,  Singit  Cdumn,  Computtr  NumtricoHy  Confrdltd 

Mll.l-802106 

IP 

05  Fri> 

88 

(Cnc)  USEK-WV  AR  REV-<4 
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FSC  USTING 


DOCUMENT 

FSC  TITLE  NUMBER  CUSTODIAN 

3411  Boring  Mochines,  jig  Vertical,  Double  Column,  Bridge  Type,  Fixtd  Or  Travtting  MIL*B-80272  IP  30  Sep  86  AR  YD  84 

Crosi*rail/  Numericolly  Controlled  (NC)  USER>AL 

3411  Boring  Mocbtns,  jib,  Verlicol,  Single  Column  And  Double  Column  Bridge  Types,  MIL»B*99250  IP  15  Mar  88  AL  SH  99 

Monuol  Andpower  Feed  USER'MC  REV-GS 

3411  Boring,  Drilling  &  Milling  Machines,  Horizcntol  Toble  Type,  4, 5  &6  Inch  Spindle  MIL*B*455440  IP  18  Nov  88  AL  SH  9? 

USER-AR  MC  SA  AS  REV-EL  ER  GS 

3413  CutoH  Mochine,  Abrasive  Disk  Or  Circular  Saw  Blade,  MelolcuUing,  Chop  MIL-C-80021B  IP  01  Mar  88  AL  SH  99 

Stroke,  Dry  Cut,  Floor  Mounted  USER-MC  REV-ME  84  GS 

3413  Drilling  Mochlnes,  Rodiol,  Floor  Mounted  USER-MC  REV-AR  SH  99  GS .  00-D-696B  (1)  /IP  13  May  81  AR  SH  99 

3413  Drilling  Machine,  Upright,  Sensitive,  Bench  Type,  Single  Spindle,  5/16  loch  And  MIL-D-18072D  IP  19  Aug  87  AL  SH  99 

Under,  Hond  Feed  Vol!dat0</  Aug  87  USER-MC  YD  REV-84  GS 

3413  Drilling  Machine,  Upright,  Turret  Heod,  Sliding  Carrier,  Six  Spindles,  Bench  MIL-D-80150B  IP  10  Mor  88  AL  SH  99 

Mounted  USER-SM  MC  AS  REV-SH  84  GS  NOTICE  1 

3413  Drilling  MocMne,  Rodiol,  Bench  Type,  Sliding  Arm,  Swivel  Heod,  Hond  Feed  MIL-D-45815D  IP  10  Dec  86  AL  SH  99 

USER-AV  YD  OS  REV-SM  84  GS  NOTICE  1 

3413  Drilling  Mochtne,  RADIAL,  Floor  Mounted,  11  Inch  X  48  Inch . . .  MIL-D-45994  AL  09  jun  86  AL  84 

3413  Drilling  Machine,  Upright,  Box  Column,  Floor,  Ploln  Table,  Hand  Feed  VoUdoted  MIL-D-80076B  IP  10  Feb  72  AL  SH  99 

Dec  83  REV.84 

3413  Drilling  Mochine,  Upright,  Round  Column,  Electric  Motor  Driven  USER-SM  YD  MIL-D-80038D  IP  27  jon  86  AL  SH  99 

REV-AR  YD  84  GS 

3413  Drilling  Mochine,  Upright,  Floor  Type,  Round  And  Box  Column,  Sliding  Heod,  MtL-D-80002D  (1)  IP  08  Moy  87  AL  SH  99 

Plain  Table,  Power  Feed  Validated  May  87  USER-SM  YD  OS  REV-AL  SH  84  NOTICE  1 
GS 

3413  Drilling  Mochine,  Upright.  Bench  Type,  Box  Column,  Sliding  Heod,  Elech^ic  M1L-D'80039B  IP  10  Mor  88  AL  SH  99 

Motor  Driven,  Hond  Feed  USER-WV  MC  AS  REV-YD  GS  NOTICE  1 

3413  Drilling  Machine,  Radiol,  Floor  Mounted  USER-SM  YD  MC  REV-84  GS .  MIL-D-80262A  IP  20  Jun  86  AL  SH  99 

3415  Cutter  &  Tool  Grinding  Machines  -  1982  REV.84 .  ANSI  B5.53M-82  IP  06  Jon  84  AL  SH  99 

3415  Grinding  Mochine.  Bench,  Hond  Power  REV-GS  OH . .  A-A-50967  /IP  18  Apr  84  84  IP 

3415  Grinding  Mochinei,  Tool  And  Cutler,  And  Grinding  And  Goshing  Mochines,  00-G-692C  (1)  /IP  19  Moy  77  AL  SH  99 

Toot,  Cutter,  Flute  And  Radius  Validated  Feb  82  USER-AR  MC  REV-ME  AL 
YD  GS 

3415  Grinding  Mochine,  Cylindrical,  External,  Center  Type,  Universol,  Trovel'ng  Toble  MIL-G-23823D  IP  02  Mor  82  AL  SH  99 

Validated  Dee  85  USER-WV  AR  MC  REV-AS  GS 

3415  Grinding  Machine,  Bench,  Hond-operated  . . . . . . . . . . . .  00-G-00661B  (2)  t  27  Jul  67 

3415  Grinding  Mochines,  Tool  And  Cutler,  Flute  And  Radius,  Computer  Numericolly  MIL-G-80266A  IP  27  Mor  87  AL  SH  99 

Controlled  (CNC)  USER-SM  AR  MC  REV-ME  84  GS 

3415  Grinding  Machine,  Cyllndricol,  External,  Ploln,  Power  REV-GS . . . . . .  MIL-G-23368C  IP  05  Aug  83  AL  SH  99 

3415  Grinding  Mochine,  Internal,  Planetary  Heod,  Horizontol  Spindle,  Electric  Motor  MIL'G-80228A  IP  20  Jul  84  AL  SH  99 

Driven  USER-MC  REV-GS 

3415  Grinding  Machine,  Jig,  Vertical  USER-MC  OS  99  REV-AV  SH  84  GS .  MIL.G-23681C  IP  26  Sep  85  AL  SH  99 

3415  Grinding  Machines.  Jig,  Verticol,  CNC  USER-MC  99  REV-AV  SH  84  GS .  MIL-G-80267  IP  30  Sep  85  Al  SH  99  IP 

3415  Grinding  Mochine,  &  Grinding  8  Buffing  Mochines,  Utility,  Bench  8  Pedesiol,  MIL-G'80260  (1)  IP  03  Apr  85  AL  SH  99 

Electric  USER-MC  YD  REV-ME  Al  SH  84 

3415  Grinding  Machines,  Clrculor  Sow  Blode,  Metol-cutting  USER-AR  ME  SH  MC  AS  MIL-G-80275  IP  08  Mar  88  AL  SH  99 

REV-CR  ER  SM  64  GS 

3415  Grinding  Machine,  Centerless,  Externol,  Cyltndrlcol  USER-Al  MC  64  REV-Al  AS  MIL-G-80048C  IP  13  Apr  87  AL  SH  99 

OS  84  GS  NOTICE  1 

3415  Grinding  Mochine,  Surface,  Rotory,  Vertical  Spindle,  Single  Toh'e  USER-MC  AS  MII-G-80125B  IP  22  Aug  86  AL  SH  99 

OS  REV-84  GS 

3415  Grinding  Machine,  Disc,  Horizontol,  Double  End,  Single  Spindle  REV-GS...... .  MIL-G-80126B  IP  27  Feb  87  99 

3415  Grinding  Machine,  Surfoce,  Reciprocating  Toble,  Horizontal  Spindle,  Power  MIL-G-80088D  IP  29  Jun  88  AL  SH  99 

Feed  USER-AR  SM  MC  YD  REV-GS 

3415  Grinding  Machine,  Threod,  Externol,  Automatic  USER-AS  REV-GS.... . . .  MIL-G-80162A  IP  07  Mor  88  AL  SH  99 

3415  Grinding  Machine,  Surface,  Reciprocating  Toble  Horizontol  Spindle,  Hond  Feed  MIL-G-80145B  IP  22  Feb  89  AL  SH  99 

USER-WV  SM  AR  MC  SH  REV.84  GS 

3415  Grinding  Mochine,  Surface,  Rotary  Table,  Horizor.ol  Spindle  Validated  Dec  84  MII-G-80163A  IP  02  Dec  74  AL  SH  99 

USER-MC  REV-GS 

3415  Grinding  Machine,  Inlernol,  Chucking,  Universal  USER-MC  REV-GS . . .  MIL-G-80073C  IP  30  Sep  88  AL  SH  99 

NOTICE  2 

3415  Grinding  Machines,  Carbide  Tool  Bit  And  Corbide  Tool  Bit  And  Chip  Breoker  MIL-G-80025C  IP  22  Mor  85  AL  SH  99 

Combinollon,  Electric  Motor  Driven  USER-OS  AS  84  REV-Al  SH  GS 

3415  Grinding  Mochine,  Internal,  Chucking,  Horizontal,  Electric  Motor  Driven  M1L-G-80180B  IP  30  Sep  85  AL  SH  99 

USER-WV  ER  AR  MC  AS  OS  YD  REV-AL  SH  84  GS 

3415  Grinding  Mochines,  Wood-cutting,  Circulor  Sow  Blode,  Automolic  USER-ME  SM  MII-G-80189A  IP  30  Sep  86  AR  99 

AR  MC  AS  REV.84  GS 

3415  Grinding  Mochine,  Center  Hole,  Verticol,  Floor  Mounted,  Electric  Motor  Driven  MIL-G-80179A  IP  11  Jul  86  AL  SH  99 

USER-AR  SM  MC  AS  REV-AL  84  GS 

3415  Grinding  Mochines,  Non-troversing  Rotary  Tob'e,  Vertfcol  Spindle,  Universe!,  MIL-G-802399  IP  24  Aug  87  AL  SH  99 

Manuol,  Automolic,  &  Computer  Numericoily  Controlled  (Cnc)  USER-AR  AS 
Sn  RtV-AL  04  GS 

3415  Grinding  Machine,  Drill,  Monuol  Operotion  USER-AV  SM  MC  REV-Al  YD  SH  MIL-G-45072G  IP  10  Nov  88  Al  SH  99 

99  GS 

3416  Loth,  Bench,  Vofioble  Speed,  Ploln  And  Turret,  9  Inch  Vb/fdored  Feb  87  MII-L-80061B  IP  18  Feb  87  AL  SH  99 

USER-MC  REV-GS  NOTICE  1 

3416  Lolh,  Engine  8  Tool  Room,  19  20  oo  25  Inch  7-1/2  To  15  HP  USER-SM  ME  MIL-1-23400E  (1)  P  20  Feb  87  At  SH  99 

,MC  YD  AS  REV-84  GS 

L  3416  Lothe  Engine  9  By  22  Inch  Copacity,  Bench  Type  . . . . . . . . .  MIL-1-11285D  AL  21  Oct  85  AL 

3416  lothe.  Engine  &  Tool  Room  13  Through  17  Inch  USER-SM  REV-MC  GS .  MIL-L-23249D  (2)  IP  10  Jun  86  Al  SH  99 

3416  Lathe,  Engine  And  Toolroom,  10  Inch  USER-WV  ME  MC  REV-YO  GS  . . .  00-1.1250  (1)  /IP  07  Mar  84  AL  SH  9/ 

3416  lothe.  Engine  And  Tool  Room  2516  And  3220  USER-MC  REV-YO  84  GS  -  MIL.L-232510  IP  12  Nov  86  AL  SH  99 

L  3416  lathe.  Engine.  Floor-mounted,  28-INCH  Swing  REV-SM  . . . .  MII-L-45958A  (1)  AL  13  Feb  86  AL 

L  3416  Lothe,  Engine,  Floor  Mounted,  18  Inch  Swing  USER-AT  ......................................  MIL-L-45943S  AL  01  Mar  88  Al 
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FSC  LISTING 


FSC  TITLE 

L  3416  lothe,  Engine^  Motor  Driven/  Bench,  16  Inch  Swing,  Nodgfor  Iron  Construction, 
Submorine  Use  REV*GS 

L  3416  Lathe,  Engine,  13*INCH  Swing  Floor  Mounted  WITH  Cobinet  Bok' . 

3416  Lathe,  Multiple  Purpose,  Chucking,  Horizontal  Spindle,  Computer  Numtricolly 
Controlled  (Cnc)  USER-MC  REV-WV  GS 

3416  lathe,  Precision,  Instrument  REV>84  GS . . . . . . 

3416  Lathe,  Turret,  Horizontol,  Univeriol,  Ram  Type  USER<MC  YD  AS  REV^GS  .......... 

3416  Lothe,  Turret,  Horizontal,  Vertical  Bed  And  Slant  Bed,  Numerkolly  Controlled, 
Perforated  Tope  USER-WV  AR  YD  OS  REV-GS 

3416  Lathes,  Engine  And  Toolroom.  1609  And  2012  USER-WV  MC  REV-84  GS. . 

3416  Lathes,  Engine,  Gop,  Sliding  Bed  And  Removable  Block  USER-SM  ME  REV-84 
GS 

3416  Lolhes,  Toolroom,  Variable  Speed,  1MNCH  USER-MC  REV.84  GS . 

3416  Lolhes,  Turret,  Horizontal,  Computer  Numerically  Controlled  (Cnc)  UScR-AR  MC 
YD  REV-WV  GS 

3416  Lathes,  Turret,  Horizontal,  Bor  And  Chucking,  1  3/4  Inch  Bor  Capocity, 

Computer  Numerlcol  Control  (Cnc)  Validated  Dee  83  USER-AR  YD  OS 
REV-GS 

3416  Machine  Tools,  Single  &  Multiple  Spindle  Automotic  Screw/bor  &  Chucking 
Machines  Softy  Requirements  For  The  Construction,  Core,  &  Use  •  1983 
REV-AR  ME  84 

3416  Screw  Mochine,  Automotic,  Single  Spindle  1/2  Inch  Trough  2-3/8  Inch  Spindle 

Copocity  USER-AS  MC  REV-AL  SH  84 

3417  Engroving  Machine,  Pantograph... . . . . . . . . . 

3417  Engraving  Machine,  Pontogroph  Validated  Dec  84  USER-SH  REV-OS  GS  .......... 

L  3417  Milling  Mochine,  Horizontol,  Universal  REV-GS . . . . . . . 

3417  Milling  Mochine,  Combination  Horizontol  And  Verticol,  Knee  Type  USER-WV 
MC  REV-YD  SH  84  GS 

3417  Milling  Machine,  Horizontal  Profilers,  Troveling  Table  type,  Thiee  Axes, 

Numerically  Controlled,  Single  And  Multi-spindle  Mochine  USER-MC  REV-GS 

3417  Milling  Machine,  Vertical,  Knee  Type,  Size  2THROUGH  7  REV-GS  . 

3417  Milling  Mochine,  Verticol  Knee  Type,  3  Axis,  Numericolly  Controlled,  1.5  To  7.5 
Horsepower  Spindle  Drive  USER-WV  MC  REV-e4  GS 
3417  Milling  Mochine,  Bed  Type,  Horizontal  Spindle,  Automotic  Cycle,  24,  26  And  30 
Inch  Minimum  Toble  Width,  Ploin  And  Duplex  Mochines  Validated  Dec  80 
USER-MC  REV-GS 

3417  Milling  Machine,  Ploner  Type,  Double  Housing  Validated  Sep  84  USER-MC 
REV-GS 

3417  Milling  Mochine,  Bed  Type,  Vertical,  Double  Housing,  Numerically  Controlled 

Profiling,  5  To  25  Horsepower  Per  Spindle,  Single  And  Multi-spindle  Mochines 
Validated  Dec  83  USER-MC  REV-GS 

L  3417  Milling  Mochine,  Swivel  Heod,  Rom  Type,vniversol  REV-GS . . 

3417  Milling  Mochines,  Bench  Type,  Horizontol,  Verticol,  Generol  Purpose  Validated 
Feb  87  USER-MC  SH  REV-GS 

3417  Milling  Mochines,  Verticol,  Knee  Type,  Hydroulic  Trocvr  Controlled,  Three 

Dimensional,  Ouplicoting,  Profiling  And  Duplicating  Validated  Jon  85  REV-GS 
3417  Milling  Mochines,  Bed  Type,  Rom  Or  Column  Mounted  Vertkol  Spindle, 

Electronic  Tracer  Controlled,  Profiling  And  Duplicating  Validated  Jan  85 
USER-MC  REV-GS 

3417  Milting  Machines,  Horizontol  Spindle,  Knee  Type,  Size  Numbers  2,  3,  4  &  5 
USER-MC  REV-AL  84  GS 

3417  Milling  Mochines,  Vertical  Spindle,  Knee  Type,  Size  Numbers  2,  3,  4,  Bi  5 
USER-MC  84  REV-AL  GS 

3417  Milling  Mochines,  Verticol  Single  &  Multiple  Spindle,  Computer  Numericolly 

Controlled  (CNC)  $  Tracer  Controlled  Profiler  USER-SM  AS  OS  REV-AR  YD 
84  GS 

3418  Plontrs,  Metoi  Cutting,  Openside,  Hydraulic,  Shoper  Planer  Type  Validated  Feb 

87  USER-AV  MC  REV-GS 

3418  Shoper,  Metal  Cutting,  Horizontol,  Ploin  And  UniversoL  Mtchonicol,  Heovy 
Duty,  16,  20,  24,  28,  32  And  36  Inch  Stroke  USER-SM  MC  REV-GS 
3416  Shoper,  Metal  Cutting,  Vertical  REV-SH  84  GS  . . . . . . . . 

3418  Shoper,  Metoi  Cutting,  Horizontol  Rom,  Hydraulic,  Ploin  And  Universol  Toble, 

Size  24  And  28  USER-WV  SM  AS  REV-84  GS 
L  3419  Filing  Machine,  Sow  Biode,  Bond  And  Circulor,  Automotic  Validated  Mo/  81 
REV-GS 

3419  Grinding  Mochine,  Abrasive  Belt,  Ploten,  Wet  &  Dry  Type  Validated  May  87 

USER-YD  AS  MC  OS  REV-d4  GS 

L  3419  Honing  Machine,  Horizontal,  Wet  Type  USER-ME  REV-GS . . . 

3419  Honing  Mochine,  Verticol,  Single  Spindle,  1  1/2  To  12  Inch  Bore,  12  To  80  Inch 
Stroke  Validated  Dec  83  USER-MC  REV-GS 
3419  Honing  Machine,  Horizontal,  Single  Spindle,  Mondret  Type,  Wet  Applicotion 
Validated  May  87  USER-MC  AS  REV-YD  GS 
3419  Keyseating  Mochine,  Mechonicol  And  Hydraulic,  Reciprocoting  Cutter  Type 
Validated  Jan  86  USER-AR  MC  REV-ER  CR  GS  CS 
3419  Lopping  Machine,  Metalworking,  High  Precision,  Flot  Surfoces,  Single  Foce,  Free 
Abrosive  Type  Validated  Dec  83  USER-MI  MC  REV-GS 
3419  lathe.  Speed,  Horizontol  SpTndIt,  Single  End,  Bench  And  Floor  Mounted 
USER-AV  MC  REV-84  GS 

3419  Threading  Mochines,  Pipe  And  Bolt,  Power  Driven  (Bench  And  Floor  Type) 
USER-MC  SH  REV-GS 

3424  Forge,  Cool-burning,  (Portoble  And  Stotionory,  Monuol-ond  Power-optroltd) . 

L  3424  Fumocf,  Electric,  Box  Type,  Universol  Validated  Dec  83  REV-GS . . . . . 
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MII-H9368C 

SH 

2SSep  87 

SH 

MIL-l-45990 

AL 

31  Ocl  83 

AL 

i 

MIL-L-e0245A 

IP 

22  Dec  88 

AL  SH 

99  \ 

MIU-23225C 

IP 

22  Apr  85 

AL  SH 

99 

MIH-4i33F 

IP 

11  Stp  87 

AL  SH 

99 

MIU-80219A  (2) 

IP 

19  No.  80 

AL  SH 

99 

MIH-232S7D 

IP 

12  Nov  86 

AL  SH 

99 

MIH-13896E 

IP 

26F.b  87 

AL 

99 

MIL-L-80007D 

IP 

12  Nov  86 

AL  SH 

99 

MIL-L-80053C 

IP 

16  Jon  80 

AL  SH 

99 

MIH-80257 

IP 

19  Ocl  79 

AL  SH 

99 

ANSI  811.13-83 

IP 

01  llor  84 

AL  SH 

99 

MIL-S-23378D 

IP 

22  J>  n  88 

AL  SH 

99 

A-A-MIA 

/IP 

19S.p  86 

MIL.E.800308  (1) 

IP 

20  Mar  74 

AL  SH 

99 

MIL-M-13934E 

AL 

28  Mar  SS 

AL 

MIL-M.80033C 

IP 

08  Mar  85 

AL  SH 

99 

MII-M.802048 

IP 

19  Sip  86 

AL  SH 

99 

MII-M40016C 

IP 

30  Sop  88 

AL  SH 

99 

MIL.M«)209t 

IP 

20  Sop  8S 

AL  SH 

99 

MII-M.8021S 

IP 

27  Nov  70 

AL  SH 

99 

MIL-M.80177A 

IP 

28  Mor  74 

AL  SH 

99 

MIL-M.80184A 

IP 

15  Fib  73 

AL  SH 

99 

Mll-M-455778 

Al 

05  Fib  85 

AL 

OO.M-59C 

NOTICE  1 

/IP 

17  Fib  87 

SH 

99 

MIL-M.238SSC 

IP 

24  Aug  79 

AL  SH 

99 

MII.M.80127B 

IP 

08  Jon  80 

AL 

99 

MIL-M-80044D 

IP 

11  Sip  87 

AL  SH 

99 

Mll-M-SOOSID 

IP 

1 1  Sip  87 

AL  SH 

99  IP 

MIL.M-80212A 

IP 

26Jun  86 

AL  SH 

99 

MI1,.P-8013«B 

IP 

06  Feb  87 

AL  SH 

99 

NOTICE  1 
MIL.S.239108 

IP 

05  Feb  87 

AL  SH 

99 

Mll-SBOOOIC 

IP 

20  Jon  84 

AL  SH 

99 

MIL-S.23375D 

IP 

25  Jun  84 

AL  SH 

99 

MIL.F-33808 

SH 

30  Aug  63 

SH 

MIL.G.80176B  (1) 
NOTICE  1 

IP 

06  May  87 

AL  SH 

99 

MII.H.14253E 

AL 

20  Moy  85 

AL 

MIL-H.80003B 

IP 

28  Mor  74 

AL  SH 

99 

MII.H.80009B 

IP 

08  May  87 

AL  SH 

99 

NOTICE  1 
MII.K.80221A 

IP 

25  Jun  80 

AL 

99 

MI1.1.80005A 

IP 

18  May  70 

AL  SH 

99 

MIL-1-8017SB 

IP 

11  Fib  87 

AL  SH 

99 

OO.T-290E 

/AL 

20  May  85 

AL  YD 

SF.571D 

S 

09  May  85 

MII-F-ISOIO 

NOTICE  2 

AS 

17  Nov  49 

AS 

202 
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3424 

Fumoct,  Heot  Trtating,  Electric,  Horizontal  ftox  Type  USER*AV  AR  OS  AS........ 

W-F-78SE 

% 

31  Aug  78 

3424 

Fumoct,  Heat  Treoting,  Electric,  Metol  lined,  Box  Design  USER^MC  REV*SM 

GS 

Furnoce,  Heat  Tteating,  Horizontal,  Car  Bottom  Design  USER*ME  SM  MC  AS 

MII-F-80188B 

IP 

02  Jon  8S 

Al  SH 

99 

3424 

MIL-F-80207B 

IP 

20  Aug  84 

AL  SH 

99 

os  REV.84  GS 

3424 

Furnoce,  Heot  Treoting,  Electric,  Naturol  Atmosphere,  Box  Type  USER'AR  AV 

MIL-F-802S8A 

IP 

28  Oct  86 

AL 

99 

SH  AS  REV-SM  CR  SH  84  GS 

3424 

Furr^oce,  Heot  Treoted,  Gos  Fired,  Pit  Type,  Forced  Convection  VoUdoftd  Jvn 

MII-F-80146A 

IP 

06  Jun  86 

AL  SH 

99 

86  USER-MC  OS  REV-GS 

NOTICE  1 

3424 

Furnoce,  Heot  Treating,  Pit  Type,  Electric,  Forced  Convection  USER*AV  OS  AS 

MIL-F-80133B 

IP 

30  Oct  87 

SH 

99 

REV-GS 

3424 

Furnoce,  Heot  Treoting,  Electric,  Both  Type  Validated  Aug  84  USER*AR  MC  OS 

MIL-F-S0056B 

IP 

25  Jon  79 

Al  SH 

99 

AS  REV.99  GS 

3424 

Furnoce,  Heot  Treoting,  Gos  Fired,  Box  Type,  Direct  Fired  And  Full  Muffle 

MIL-r-800898 

IP 

30  Sep  86 

AL 

Design  USER-MC  OS  REV-GS 

3424 

Furnoce,  Heot'treoting  And  Brazing,  Electric,  Controlled  Atmosphere,  Pusher 

MII-F-80082B 

IP 

19  Mar  86 

Al  SH 

99 

And  Conveyor  Bell  Types  USER-VyV  AR  MC  REV-Al  SH  84  GS 

3424 

Furnace,  Heat>treoting  And  Quenching,  IN  And  Out,  And  Stroight  Through 

MIL-F-80120B  (1) 

IP 

14  Apr  86 

AL  SH 

99 

Design  Vatidated  Apr  86  USER-OS  AS  MC  REV-GS 

NOTICE  1 

3424 

Furnoce,  Vacuum,  Heot  Treoting  And  Brozlng  USER*AS  OS  REVEAL  64 . 

MII-F-80113D 

IP 

29  Jon  88 

SH 

99 

3424 

Furnoce,  Vacuum,  Heot  Treating,  Integol  Quench  USER*AS  OS  REVEAL  GS . . 

MIL-F-80233B 

IP 

10  May  85 

AL  SH 

99 

3424 

Furnaces,  Heot*treoting,  Electric,  Controlled  Atmosphere,  Horizontol  Box  Design 

MII-F-80079B 

IP 

22  Feb  79 

AL  SH 

99 

Volidoltd  Mar  84  USER-AV  MC  OS  REV-AS  GS 

3424 

Generotor,  Ammonia  Dissocioted  Atmosphere  REV*AS  OS  YD . . . . 

Mll-G-80236 

NOTICE  1 

IP 

24  Mor  87 

SH 

99 

3424 

Generator,  Endothermic  Atmosphere  Validated  Jut  65  USER*WV  AR  AS 

MIL-G-80159A 

IP 

18  Dec  74 

AL  SH 

99 

REV-MC  GS 

3424 

Generotor,  Exothermic  Atmosphere  Validated  Apr  86  USER*MC  OS  AS 

MII-G-S0167A 

IP 

23  Apr  86 

AL  SH 

99 

REV-WV  AR  GS 

NOTICE  1 

3424 

Keoter,  Induction,  High  Fre<|uency,  Motor  Generator  Type  Validated  Peb  85 

MII-H-80055B 

IP 

20  Mor  81 

AL  SH 

99 

USER-MC  REV-GS 

3424 

Heoter,  Induction,  High  Frequency,  Vocuum  Tube  Type  Validated  Jun  86 

MIL-H-80045B 

IP 

04  Jun  66 

SH 

99 

USER-AR  MC  OS  REV-GS 

NOTICE  1 

3426 

Anode,  Nieli.1  Validated  Jul  84  USER-OS  SH  REV-AR  GS . 

QQ-A-677A 

/IP 

03  Mor  72 

AS 

99 

3426 

Anod.i,  Cadmium  USER-OS  SH  REV-84  GS . 

A-A-51126 

/IP 

25  Jun  84 

SH 

99 

3426 

Anod»»,  Copper  USER-OS  SH  REV-84  GS . 

A-A-51144 

/IP 

03  May  85 

AL 

99  IP 

3426 

Anodei,  Nickel  USER-OS  SH  REV-GS . 

A-A-51142 

/IP 

30  Nov  84 

AS 

99  IP 

3426 

Plating  Unit,  Selective  (Brush),  Portable  Validated  Mar  87  REV-AS  MS  OS  GS.. 

MIL-P-S0249A 
NOTICE  1 

IP 

17  Mor  87 

Al  SH 

99 

3426 

Tank,  Hot-dip,  Directly  And  Indirectly  Heated  USER-AT  REV-ME  SA  64  GS . 

MII.T-13291F 

IP 

30  Jun  86 

Al  SH 

99 

3426 

Tonk,  Metol  Finithing  USER-MC  OS  AS  REV-Al  SH  99  GS . 

MIL-T-80144B 

IP 

24  Nov  81 

Al 

99 

3431 

Screen,  Welding,  Portable,  Vinyl  Cooted  Fiberglass  REV-GS . 

Mll-$-13821D 

Al 

27  Aug  85 

Al 

3431 

Stondord  Qualification  Welding  Processes  A  Welders  (Piping  A  Tubing)  •  1969 

AWS  D10.9-69 

84 

08  Jun  72 

AR  SH 

99 

Validated  Jun  S3  REV-YD 

3431 

Welding  Equipment,  Arc,  Dc,  Pipe,  Automolic  USER-CE  YD  AS  OS  REV-84  GS 

MII-W-80103C 

IP 

24  Jul  86 

ME  SH 

99 

3431 

Welding  Head,  Arc,  Automatic,  Consumoble  Wire  Electrode  USER-YD  MC 

MII-W-80164A 

IP 

26  Jul  83 

SH 

99 

REV-AS  OS  SH  84  GS 

3431 

Welding  Mochine,  ARC,  Direct  Current,  3(X)  Ampere,  Vorioble  Voltoge, 

DOD-W-24644 

SH 

11  Sep  84 

SH 

Tronsformer  Rectifier  Type,  Domoge  Control,  light  Weight,  Porioble  (Metric) 

3431 

Welding  Machine,  ARC, DC,  Generator,  Constant  Current,  Constont  Voltoge, 

MIL-W-80I65B 

IP 

16  Mor  68 

Al  SH 

99 

Internol  Combustion  Engine  Driven  USER-WV  MC  REV-YD  GS 

3431 

Welding  Mochine,  Arc,  Direct-current,  Variable  Voltoge,  Portable,  (Shipboord 

MIL-W-24150  (1) 

SH 

23  May  84 

SH 

Use)  REV-GS 

3431 

Welding  Machine,  Arc,  Dc,  Tronsformer-rectifier,  Constont  Voltage,  Constant 

MIL-W-8019IB 

IP 

08  May  87 

ME  SH 

99 

Current  USER-MC  AS  CG  SH  REV-Al  SH  84  GS 

3431 

Welding  Mochine,  Arc,  Dc,  Transformer-rectifier,  Constant  Current,  Progrommed 

MII-W-80243B 

IP 

31  Dec  87 

Al  YD 

99 

USER-MC  AS  CG  YD  84  REV-GS 

3431 

Welding  Mochine,  Arc,  Ac/dc,  Transformer-rectifier,  Constont  Current, 

MII-W-80232B 

IP 

26  Feb  87 

Al  SH 

99 

Programmed  USER-SH  REV-ME  AS  99 

3431 

Welding  Machine,  Arc,  Dc,  Tronsformer-rectifier,  Pulsating  Current  USER-MC 

MIL-W-80214B 

IP 

32  Mar  85 

ME  SH 

99  IP 

CG  GS  REV-Al  SH  84  GS 

3431 

Welding  Mochine,  Are,  Dc,  Constant  Current,  Internal  Combustion  Engine  Driven 

MII-W-80037C  (1) 

IP 

10  Nov  88 

ME  YD 

99 

USER-SH  REV-MC  GS 

3431 

Welding  Machine,  Arc,  Dc,  Tronsformer-rectifier,  Constant  Current  Validated 

MII-W-80043C 

IP 

28  Jon  81 

ME  SH 

99 

Jun  S3  USER-MC  AS  REV-ME  YD  CG  GS 

3431 

Welding  Mochine,  Arc,  Ac,  Transformer,  Constant  Current  USER-CE  AV  CG  MC 

MIL-W-80024D 

IP 

18  Dec  85 

ME  SH 

99 

REV-SH  GS 

3431 

Welding  Machine,  Arc,  Direct  Current,  Constant  Current,  Electricol  Motor  Driven 

MIL-W-80019B  (1) 

IP 

04  Dec  85 

SH 

99 

USER-CG  MC  AS  YD  REV-AL  GS 

3431 

Welding  Mochine,  Arc,  Ac/dc,  Tronsformer-rectifier,  Constont  Current . . 

MII-W-S0027D  (2) 

IP 

08  Sep  86 

Al  SH 

99 

3431 

Welding  Mochine,  Arc,  Dc,  Tronsformer-rectifier  Constont  Current,  Eight 

M1L-W.800/5B 

IP 

31  Jon  77 

At  SH 

99 

Oporotor  Validated  Oct  84  USER-WV  CG  MC  YD  AS  REV-GS 

3431 

Welding  Mochine,  Arc,  Dc,  Tronsformer-rectifier,  Adjustable  Constant  Voltoge 

MII-W-80062C 

IP 

01  Apr  85 

Al  SH 

99 

USER-CE  YD  MC  AS  REV-84  GS 

3431 

Welding  Mochine,  Arc,  Direct  Current  (Dc),  Constant  Current  (Cc),  Constant 

MII.W-45992A 

Al 

24  Nov  86 

AL 

Voltoge  (Cv),  350  Ampere,  Diesel  Engine  Driven  (Oed),  Bose  Mounted 

3431 

Welding  Mochines,  ARC,  DC,  Vorioble  Voltoge  Tronsformer  Rectifier  Tvpe 

MIL-W-19285A  (2) 

SH 

23  May  84 

SH 

REV-GS 

3431 

Welding  Machines,  Arc.oC/DC,  Generotor,  Constont  Current,  Internol 

MII-W-80080C 

IP 

30  Nov  84 

Al  SH 

99 

Combustion  Engine  Driven  USER-CE  MC  YD  OS  REV-ME  Al  SH  YO-GS 

NOTICE  1 

3431 

Welding  Machines,  Arc,  Dc,  Tronsformer-rectifier,  Constont  Voltage,  For 

MIL-W-80040D 

IP 

25  Aug  83 

ME 

99 

Multi-operator  Systems  USER-MC  CG  OS  REV-ME  AS  YD  GS 

3431 

Welding  Power  Source,  Stud  USER-MC  CG  AS  REV-YD  OS  GS . 

MIl-W-SOI  10B 

IP 

31  Mor  83 

ME  SH 

99 
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3431 

Wtiding  Arc^  Ac/dc,  Mobile  Multfproceii,  Dltitl  Engine  Driven  . . 

MIL-W-29383A 

MC 

28  Jun 

82 

MC 

3431 

Welding  Set,  Arc,  Gai  Shielded,  Coniumable  Electrode  USER'CE  AV  MC  AS 

MIL-W-80102C 

IP 

21  Jan 

86 

SH 

99 

REV.YD  SH  OS  GS 

3431 

Welding  Set,  Are,  Stud  USER-CE  AV  CG  REV-YD  AS  GS . 

MII-W-23680D 

IP 

04  Mar 

83 

ME 

SH 

99 

3431 

Welding  Set,  Inert  Goi  Shielded  Arc,  Contumoble  Metol  Electrode . . . 

MIL-W-52161C  (1) 

AT 

13  Feb 

86 

AL 

3431 

Wdding  Set,  Submerged  Arc  USER-AR  MC  CG  AS  GS  REV-Al  CG  84  99  GS.. 

MIL-W-801178 

IP 

22  Nov 

85 

AL 

99 

3431 

Welding  Shop,  Troiler  Mounted . . . . . . . . 

MIL-W-4S991 

AL 

25  Jun 

84 

AL 

3431 

Welding  Torch  Sets,  Arc,  Go$  Shielded  Tungsten  Electrode  USER<CE  MC 

MIL-W-80105C  (2) 

IP 

03  Apr 

86 

AL 

99 

REV.CE  ME  85  GS 

3431 

Welding,  Electric  Arc,  Apparatus  •  71  Validated  Jun  33  REV*GS  . . . . 

NEMA  EW1-71 

84 

19  Feb 

74 

AR 

SH 

99 

3432 

Electrode,  Welding,  Copper,  Sillcon^deoxldized,  Solid,  Bore.  Validated  Apr  8S 

MIL-E-4S829A 

AR 

19  Jon 

70 

AL 

USER-MI  REV-MR  GS 

3432 

Solder,  leod>lin  Alio/  Validated  Apr  84  USER>AT  MC  REV*MI  AR  GS . . . 

MtL-S-12204C 

AR 

04  Jon 

74 

AR 

OS 

20 

3432 

Welding  Equipment  Stondords,  Resistance  •  30  Jun  84  REV*84  OS  . . . . 

RWMA  16-84 

IP 

14  Aug 

84 

AL 

SH 

99 

3432 

Welding  Machine  (Mlcrowelder),  Resistonce,  Single  Phase,  Bench  Mounted 

Mll-W-e0124C 

IP 

26  Sep 

87 

AL 

SH 

99 

USER-MI  AV  WV  AR  MC  REV-GS 

3432 

Welding  Mochine  (Mlcrowelder),  Resistonce,  Stored  Energy,  Constont  Voltoge, 

MIL-W-80211B 

IP 

19  Sep 

85 

AL 

SH 

99  GS 

Low  tmpedonce  Source,  Bench  Mounted  USER*MC 

3432 

Welding  Mochine,  Electrlcol  Resistance,  Spot,  Press  Type,  Three  Phose 

MIL-W-7973F 

IP 

30  Moy 

86 

AL 

SH 

99 

USER-SM  AV  MC  CG  REV-AS  OS  84  GS 

3432 

Welding  Machine^  Electric  Resistonce,  Spot,  Press  Type,  Air  Operoled,  Single 

MII-W-B0235B 

IP 

02  Dec 

85 

SH 

99 

Phase,  Alternating  Current  (Ac)  USER*CG  AS  REV>84  GS 

3432 

Welding  Machine,  Electrlcol,  Resistance,  Spot,  Rocker  Arm,  Single  Phose 

MIL-W-80070D 

IP 

20  Feb 

87 

99 

USER-MC  CG  YO  SH 

3432 

Welding  Mochine,  Electrical  Resistonce,  Spot,  Rocker  Arm  Air  Operoted,  Three 

MIL-W-80087C 

IP 

11  Jul 

86 

AL 

SH 

99 

Phase  USER-AV  SM  OS  REV-84  GS 

3432 

Welding  Machine,  Resistance,  Spot  And  Seom,  Metol  Foil,  Single  Phase, 

MIL-W-80192C 

IP 

10  Feb 

89 

AL 

SH 

99 

Portable  USER-AV  VYV  REV-GS 

3432 

Welding  Machine,  Electrical  Resistance,  Roll  Spot,  And  Seom,  Press  Type,  Three 

MII-W-80183B 

IP 

29  Jun 

84 

AL 

SH 

99 

Phase  USER-CG  MC  REV-GS 

3432 

Welding  Machine,  Electrical,  Resistance,  Spot,  Press  Type,  Single  Phose,  Bench 

MIL-W-802S3A 

IP 

11  Feb 

85 

AL 

SH 

99 

Or  Floor  Mounted  USER-WV  AR  SM  AS  REV-84  GS 

3432 

Welding  Mochine,  Resistance,  Spot&type  Portoble,  (Automotive  Repolr)  REV*MI 

Ma-W-4S844D 

AL 

30  Dec 

87 

AL 

3432 

Welding  Machines,  Electrical,  Resistonce,  Spot,  Press  Type,  Air  Operoted, 

MIL-W-802S6A 

IP 

25  Aug 

87 

AL 

99 

Single  Phose.  Direct  Current  (Dc)  USER-99  REV-SH  AS  84 

3432 

Welding  Machines,  Resistance,  Stored  Energy,  Copocitor  Discharge,  Duo!  Range 

MIL-W-80046C 

IP 

25  Oct 

85 

AL 

99 

USER-AR  SM  MCAS  REV-84  GS 

3432 

Welding  Mochings,  Resistance,  Spot,  Portoble  Type,  Single  Phase . . 

MII-W-S01218 

IP 

24  Nov 

87 

AL 

99 

3433 

Attochments,  Cutting  For  Torches,  Oxyocetylene  Welding  And  Cutting  REV*84.... 

Mll-A-45997 

AL 

03  Apr 

87 

AL 

YD 

99 

3433 

Brozing  And  Soldering  Set  (Acetylene  Cos)  REV*Al  99  GS . . 

A-A-S1138 

*IP 

11  Jon 

85 

99 

3433 

Cutting  Mochine,  Oxygenduel,  Motor*dr!ven,  Portoble  USER*AR  REV*GS.. . . 

MII-C-18843E 

IP 

04  Jun 

86 

AL 

YD 

99 

3433 

Cutting  Machine,  Shape,  Oxygen  Bi  Fuel  Got,  ElectrIC'mofor  Driven,  Trocer 

MIL-C-80111C 

IP 

14  Jon 

87 

SH 

99 

Guided,  Portoble  USER-WV  AR  REV-YD  84 

3433 

Cutting  Machine,  Oxygen  Flome  And  Ptosmo  Arc,  Automatic,  Stotionory, 

MIL-C-80036C 

IP 

19  Dec 

85 

ME 

99 

Photoelectric  Tracer  Controlled  USER'MC  SH  REV.S4  GS 

3433 

Cutting  Mochines,  Oxygen  Flome  And  Plasma  Arc,  Automatic,  Stotionory, 

MIL-C-80265 

IP 

19  Dec 

85 

99  IP 

Numerically  Controlled  USER*MC  SH  REV>84  GS 

3433 

Cutting  Syitem,  Metal,  Plo.ma  Are  USER-AV  WV  REV-MC  84  GS . 

MIL-C-80090C 

IP 

17  Jun 

85 

AL 

SH 

99 

3433 

Deposition  Mochine,  Carbide  USER*AV  MC  REV>84 . 

MII-D-80229A 

IP 

10  Dec 

86 

AL 

SH 

99 

3433 

Deposition  System,  Vacuum  Evoporotlon  Resistoncee  Type  And  Electron  Beom 

Mll-D-801188 

IP 

22  Jun 

79 

AL 

SH 

99 

Type  Volidaltd  Dk  S3  USER-MC  REV-GS 

3433 

Deposition  System,  Vacuum,  Sputtering  Type  Validated  Oct  $3  USER'MC 

MII-D-80200A 

IP 

21  Aug 

79 

AR 

SH 

99 

REV-ER  GS 

3433 

Gouging  And  Cutting  Machine,  Direct  Current,  Electric  Arc,  Portable  USER'AR 

MII-G-80152B 

IP 

30  Jun 

88 

AR 

99 

MC  OS  SH  REV-AS  84  GS 

3433 

Handle,  Oxyocetylene  Welding  And  Cutting  Torch  REV'84  . . . . . 

MIL-H-45998 

AL 

03  Apr 

87 

AL 

YD 

99 

3433 

Metallizing  Outfit,  Power  Gas,  Guns  And  Accessories  USER.WV  MC  OS  SH 

MIL-M-e0141C 

IP 

30  Apr 

87 

99 

REV-GS 

3433 

Metallizing  System  (Wire  Gas),  Guns  &  Accessories  USER*ME  AR  MC  OS  99 

MII-M-3800D 

IP 

12  Feb 

85 

SH 

99 

REV-MI  84  GS 

3433 

Metollizing  System,  Wire,  Electric  Arc,  Guns  And  Accessories  USER'MC 

MIL-M-80226A 

IP 

26  Nov 

84 

ME 

REV-ME  YD  SH  GS 

3433 

Plasma  Sproy  System,  (Power)  Guns,  And  Accessories  USER'AS  SH  REV'71  84 

MIL-P-e0109D 

IP 

31  Aug 

87 

99 

3433 

Torch  Outfit,  Cutting  And  Welding  REV'GS  . . . . . 

MIL-T.18803D 

YD 

22  Jul 

36 

YD 

3433 

Torch,  Oxyocetylene  Welding  And  Cutting  USER'AV  MC  REV'GS  . . . . 

Mll-T-138eOH 

Al 

07  Nov 

85 

AL 

YD 

99 

3433 

Torch,  Oxyocetylene  . . . . . . . . . . . . 

MII-T-0O13BS0G 

AL 

14  Jun 

84 

3433 

Torches,  Welding,  Hond,  Oxyocetylene,  light  Duty  USER'CG  MC  YD  OS 

MIL-T-18134C 

IP 

29  May  86 

AL 

99 

REV-GS 

3436 

Monipulotor,  Automatic  Welding  Heod,  Stationery  Bose  And  Trovehng  Boom, 

MIL'M'80173B 

IP 

21  Nov 

86 

99 

Electric  Motor  Driven  USER'MC  REV.AS  OS  99  GS 

3436 

Monipulotor,  Automotic  Welding  Head  Traveling  Bose  And  Troveling  Boom, 

MII-M-80197A 

IP 

30  Apr 

86 

AL 

SH 

99 

Electric  Motor  Driven  USER'MC  REV-YD  GS 

3436 

Positioner,  Welding,  Table  Type,  Geor  Driven  USER'MC  OS  REV-Al  SH  84  OS 

MIL-R-80068C 

IP 

08  Aug 

86 

AL 

99 

3436 

Positioners,  Welding,  Heodstock,  Toilstock,  And  Combination  Types  USER'MC 

MIL-P-8008SB 

IP 

16  Apr 

85 

SH 

99 

REV-84  GS 

3436 

Positioners,  Welding,  Rototing  Toble  Type,  Contllever  Arm  Design  USER'SM  MC 

MIL-P-80I86A 

IP 

27  Sep 

85 

AR 

SH 

99 

os  REV-AR  84  GS 

3436 

Toble,  Welding  . . . . . . . . . . . . . . . 

MIL-T-4S809E 

AL 

26  Nov 

85 

AL 

3436 

Turning  Roll,  Welding,  Powered  Type  And  Idler  Type  USER'MC  REV-GS . . 

MIL-T-801318 

IP 

10  Jun 

86 

AL 

SH 

99 

3438 

Welder  Control  Stations  For  Multl-operotor  Systems  USER-YD  REV-CG..... . 

MII-W-80042C 

IP 

23  Feb 

88 

AL 

SH 

99 

3438 

Welding  Mochine,  Ultrosonic  Bonding,  Miniature  Wire  USER-MC  REV'84  GS  .... 

MII-W-80187A 

IP 

22  May  85 

99  IP 
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343« 

Welding  Mochint,  Elvctron  ltom<  Vocuum  Typt  Volidott^  Jtm  $4  USEK>MC  SH 
REV-MI  OS  GS 

MIL-W«)119A 

IP 

28  S.p 

71 

AL 

99 

34M 

Wtiding  Mochint,  Ultro«onlc,  Spot  Validated  Jon  BS  USER<MI  AV  REV*GS . 

MIL-W.80227 

IP 

25  Aug 

71 

AR  SH 

99 

343a 

WoUing  Mochintt,  Friction,  Continuoui  Drivt  And  Inortio  Typot  Vtdidoftd  Apr 
$4  USER-AV  MC  AS  REV-MI  SH  GS 

MIL-W40244A 

IP 

06  Ok 

79 

AL  SH 

99 

3438 

Wtiding  Systtm,  Mctol,  Plouna  Arc  Volidohd  Apr  64  REV*GS  . . 

MII-W40198 

IP 

27  F.b 

70 

AR  SH 

99 

3439 

Alloy  Son  A  Forgings,  Corrosion  &  Hoot  Rtiistont  56NI  •  19.5CR  -  13.5CO  • 
4.3MO  •  3.0TI  •  1.4A1  Consunuiblt  Eltctrodt  Or  Vocuum  ti^uction  Mtlt^ 

1975  Dtg.  F  (10^  Dtg.  C),  Solution  Hoot  Trtoftd  -  1  Jon  82  Volidotod  Jon 

11 

Alloy  Bars,  Forgings  A  Rings,  Corrosion  A  Hoot  Rosistont,  58Ni  •  19.5CR  • 

13.5CO  -  4.3MO  ■  3.0T1  -  1.4A1-0.05ZRA006B  >  1  Apr  81  Validotod  Mor 

68 

Alloy  Bors,  Forgings,  A  Rings,  Corrosion  A  Hoot  Rosistont  Stni  •  19.5CR  • 

13.5CO  -  4.3MO  ■  3.0TI  -  1.4A1  •  0.006B  -  0.05ZR  Consumoblo  Eloctrodo 
Orvocuum  induction  Moltod  1825  Dog  •  1900  Dog  F  (995  Dog  •  1040  Dog 

C),  S  Hoot  Volidotod  Jan  11 

AMS  5708E-81 
NOTICE  1 

11 

14  Nov 

88 

MR  AS 

11 

3439 

AMS  S707F.81 
NOTICE  1 

11 

04  Mor 

88 

MR  AS 

11 

3439 

AMS  5706F42 
NOTICE  1 

11 

14  Nov 

88 

MR  AS 

11 

3439 

Alloy  Bars,  Forgings,  A  Rings,  Corrosion  A  Hoot  Rosistont  53NI  •  19CR  •  11CO 
-  9.8MO  •  3.2TI  -  1,6A1  >  0.006B  Vacuum  Moltod,  Solution  Hoot  Trootod  -  1 

Oct  1985 

AMS  5712E-85 

20 

01  Aug 

86 

MR  AS 

20 

3439 

Alloy  Bon,  Forgings,  A  Rings,  Corrosion  A  Hoot  Rosistont  53NI  •  19CR  •  11CO 
-  9.8MO  -  3.2TI  -  1.6A1  -  0.006B  Vocuum  Moltod,  Solution  A  Procipitotion 

Hoot  Trootod  -  1  Oct  1985 

AMS  5713E4S 

20 

01  Aug 

86 

MR  AS 

20 

3439 

Alloy  Wolding  Eloctrodos,  Covorod,  Corrosion  A  Hoot  Rosistont  48N1  •  22CR  • 
1.5CO  •  9.0MO  -  0.50W  .  18,5FE  -  1  Jon  1986 

AMS  5799C46 

20 

01  Aug 

86 

MR  AS 

20 

3439 

Alloy  Wolding  Eloctrodos,  Covorod,  Corrosion  A  Hoot  Rosistont  75NI  •  SCR  • 
1.5(CB  Plus  TA)  -  1.9TI  •  0.55A  -  5.5FE  -  15  Apr  80 

AMS  5779A-80 

20 

27  FM> 

81 

MR  AS 

20 

3439 

Alloy  W.ld;ns  Wir.,  Corroilon  &  HmI  R.iittonl  3IFE  •  31CR  •  30NI .  30NI  ■ 
JOCO  .  3.0MO  ■  2.5W  •  1.0  (Cb  &  To)  •  O.ISN  ■  15  Ocf  80 

AMS  5794880 

20 

01  Ocl 

82 

MR  AS 

20 

3439 

Alloy  Wolding  Wiro,  Corrosion  And  Hoot  Rosistont  31FE  •  21CR  •  20Nt  •  20CO 
•  3.0M0 . 2.5W  .  1.0{CBooTA)  •  0.15NANNEALED  •  1  Oct  87 

AMS  S794C87 

11 

17  Mar 

89 

MR  AS 

11 

3439 

Alloy  Wolding  Wiro,  Corrosion  A  Hoot  Rosistont  52CO  •  20CR  -  10N1  •  15W  • 

15  Oct  80 

AMS  5795A  S0 

20 

01  Oct 

82 

MR  AS 

20 

3439 

Alloy  Wolding  Wire,  Corrosion  And  Hooi  Rosistont  47,5Ni  •  22CR  •  1,5CO  - 
9.0MO  -  0.60W  >  18.5FE  •  1  July  1985 

AMS  579SC.a5 

20 

01  Aug 

86 

MR  AS 

20 

3439 

Alloy  Wolding  Wire,  Corrosion  A  Hoot  Resistant  62.5NI  •  5.0CR  •  24.5MO  - 
5.5FE  .  16  JgI79 

AMS  57868-79 

20 

01  Ocl 

82 

MR  AS 

20 

3439 

Alloy  W.l<l!ng  Win.  Corroiion  &  HmI  R.tltlanl  72NI  •  15.SCR  •  1.0<CtooTA) 

•  2.4TI  •  0.70A1  •  7.0fE  •  1  Jul  81  V<di<hl*<l  Mar  SS 

AMS  57788-81 
NOTICE  1 

11 

15  Mor 

88 

MR  AS 

11 

3439 

Alloy  Wolding  Wiro,  Corrosion  A  Hoot  Rosistont  57NI  •  19.5CR  -  13.5CO  - 
4.3MO  -  3.1TI  -  1,4A1  -  0.006B,  Vocuum  Induction  Moltod  -  1  Jtd  81 

Vah'dotod  Mor  86 

AMS  5828C-81 
NOTICE  1 

11 

15  Mor 

88 

MR  AS 

11 

3439 

Alloy  Welding  Wire,  Corrosion  And  Hoot  Rosistont  37N1  -  19.5CR  •  13.5CO  • 
4.2MO  <  3.1TI  •  1.4A1  -  0.006B  Vocuum  Induction  Molted,  S^tion  Hoot 
Trootod  -  1  Oct  87 

AMS  58280-87 

11 

17  Mer 

89 

MR  AS 

11 

3439 

Alloy  Wolding  Wire,  Corrosion  A  Hoot  Rosistont  52.5Ni  *  19CR  •  3.0MO  •> 
5.1(CB6TA)  -  090TI  •  0.50A1  -  ISFE  Consumoblo  Eloctrodo  Or  Vocuum 

Induction  Moltod  *  1  July  1985 

AMS  5832C-85 

IP 

01  Aug 

86 

MR  AS 

20 

3439 

Alloy  Wolding  Wiro,  Corrosion  A  Hoot  Rosistont  62NI  >  21.5CR  •  9.0MO  *  3.7 
(CbAto)  -  1  July  1985 

AMS  5837C-S5 

20 

01  Aug 

86 

MR  AS 

20 

3439 

Alloy  Wolding  Wire,  Corrosion  And  Hoot  Rosistont  72N  •  I5.5CR  ■ 
l.O(CBooTA)  ■  2.4TI  •  0.70A1  ■  7.0FE  •  1  Oct  87 

AMS  5778C-87 

11 

17  Mar 

89 

MR  AS 

11 

3439 

Alloy  Welding  Wire,  Corrosion  A  Hoot  Rosistont  73NI  •  15.5CR  -  2.2  (Cb  oo 

To)  •  8.0FE  -  1  Jul  81 

AMS  5679D-81 

20 

01  Oct 

82 

MR  AS 

20 

3439 

Alloy  Welding  Wire,  Corrosion  A  Hoot  Rosistont  39CO  •  22CR  •  22N1 .  14.5W 
-  0.07U  •  1  Jon  1986 

AMS  58018-86 

20 

01  Aug 

86 

MR  AS 

20 

3439 

Alloy  Welding  Wire,  Corrosion  And  Hoot  Resistant  54CO  •  25.5CR  •  10.5NI  ■ 
7.5W  -  1  Oct  87 

AMS  57898-87 

11 

17  Mar 

89 

MR  AS 

11 

3439 

Bor  A  Forgings,  Alloy,  Corrosion  A  Hoot  Rosistont  58NI  •  19.5CR  •  13.5CO  • 
4,3MO  '  3.0TI  -  1.4A1  Consummoblo  Eloctrodo  Or  Vck.  Induction  Melted 

1975  Dog.  F  (1080  Dog  C)  Solution,  Stobilixotion,  A  Procipitotion  Hoot 

Treated  Volidattd  Mar  88 

AMS  5709D-81 
NOTICE  1 

11 

04  Mor 

88 

MR  AS 

11 

3439 

Bor  A  Forgings,  Alloy,  Corrosion  A  Hoot  Resistant  t5CR  >  45NI  •  4.1MO  * 

4.1W  ■  3.0T1  •  I.OAI  -  31FE  Consumoblo  Eloctrodo  Vocuum  Moltod  -  1  Apr 

81  Vaudotod  Mor  88 

AMS  5746C-81 
NOTICE  1 

11 

04  Mar 

88 

MR  AS 

11 

3439 

Bor,  Alloy,  Forging,  A  Ring,  Corosion  A  Hoot  Res.  72NI*15.5CR*0.95(CB  Plus 
TA)*2.5TI-070A1.7  Off  Consumoblo  Eloctrodo  Or  Vac  Induction  Moltor  1800 
Dog.  F  (9820C)  Solution  Hoot  Trootod  -  15  Oct  79  VoHdoted  Mar  88 

AMS  5671D-79 
NOTICE  1 

11 

04  Mor 

88 

MR  AS 

11 

3439 

Bors  A  Forgings,  Stool.  Corrosion  A  Hoot  Rosistont  13.5CR  •  2W(  •  1.75MO  > 

3TI  Consumoblo  Eloctrodo  Vocuum  Moltod  •  15  Mor  66  VoUdottd  Mor  88 
REV.GS 

AMS  57410-66 
NOTICE  1 

11 

04  Mar 

88 

MR  AS 

11 

3439 

Bors  Stool,  Forgings,  A  Rings,  Corrosion  Resistant  14CR  -  13.5CO  •  5.0MO  - 
0.50NI  >  0.20V  Pfomium  Quolity,  Consumoblo  Eloctrodo  Moltod  -  1  Nov  69 
VoUdoted  Mar  88 

AMS  5748-69 
NOTICE  1 

11 

04  Mor 

88 

MR  AS 

11 

3439 

Bors,  Alloy,  Forgings,  oo  Rings,  Corrosion  oo  Hoot  Rosistont  54NI  -  17.5CR  • 
16.5CO  ■  4.0MO  >  2.9TI  -  2.9A1  ■  0.006B  Solution,  Stobilixotion,  oo 
Precipitation  Trootod  ConsumoNo  Elec.  Or  Vac.  Ind.  Moltod  >  1  Jon  62 

Volidotod  Jon  1 1 

AMS  57510-82 

11 

14  Nov 

88 

MR  AS 

11 

3439 

Bors,  Forgings  A  Mech.  Tubing  >  15  Cr  26NI  1,3MO  2JI  0.006B  0.30V 
Consumoblo  Eloctrodo  Molted,  1650  Oogroos  F  Sol  Trootod  •  15  Jon  76 

AMS  57340-76 

20 

25  Mor 

77 

MR  AS 

20 

Vali<ht»d  May  S4 
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3439 

Bar»,  Forgings,  Tubing  &  Rings  -  15CR-26N|.1.3MO-2.1TI‘0.006B-0.30V 

Consumoble  Electrode  Melted,  1800  Deg  F,  Sol.  &  Preclp.  Treoted  -  15  Jon 

76  VoUdattd  May  84 

AMS  5732D-76 

20 

25  Mor 

77 

MR  AS 

20 

3439 

Bote,  Brocing  AHo/  Nickel  •  4Sl  •  7CR  •  3FE  •  3B  -  If  Aug  55  Vatidot*d  Apr 

81 

Bote.  Broiing  Alloy  Nickel  -  4,5SI>2.9B  -  30  Jun  60  Vafidof^  Apr  87  ftEV<MI 

GS 

Bose,  Broting  Alloy  Mongonese  •  16NI  •  16CO  •  0.8B  •  30  Jun  62  Volldottd 

Apr  81  REV.GS 

AMS  4777-55 

AS 

29  Jon 

71 

MR  AS 

11 

3439 

AMS  4778A-60 

AS 

29  Jon 

71 

MR  AS 

11 

3439 

AMS  4780-62 

AS 

29  Jon 

71 

MR  AS 

11 

3439 

3439 

Bose,  Brazing  Alto/  Nicktl  •  4St  •  16.5CR  ■  4FE  -  3.8B  -  Low  Carbon  -  1  Jul  56 
Validattd  Apr  at  REV-GS 

Brazing  Alloy,  Silw  USER-MC  99  REV-ME  MD  YD . 

AMS  4776-56 

QQ-B-654A  (1) 

AS 

/SH 

29  Jon 

10F.b 

71 

84 

MR  AS 

AR  SH 

11 

3439 

Brazing  Alloys,  Aluminum  And  Mognesium,  Filler  Metol  Validoted  Jon  86 

USER-OS  REV-EA  ME  AR  YD  AS  11  IP  SD 

A-A-50291 

•MR 

18  S.p 

81 

MR 

99 

3439 

Brozing  Alloys,  Aluminum  And  Mognesium,  Filler  Metol  VoUdattd  Jun  63 

USER-AT  YD  MC  REV-MI  EA  AR  AS  OS  99  GS 

QQ-B-6S5C 

/MR 

29  Jun 

67 

MR  SH 

20 

3439 

Brozing  Alloys,  Copper,  Copper-zinc,  And  Copper-phosphorus  USER-ME 

REV-AR  At  Ml  MD 

QQ-B-650C 

/MR 

23  Jul 

87 

MR  SH 

11 

3439 

Cleaning  Sets,  Oxygen  &  Acetylene,  Welding  &  Cutting  Torch  Tips  USER-GS 
REV.84  GS 

A-A-51153  (1) 

/IP 

15  Jon 

88 

AR  SH 

99 

3439 

Composite  Surfocing  Welding  Rods  &  Electrodes  •  25  Apr  80  . . . . 

AWS  A5.2I-80 

NOTICE  2 

MR 

23  Ftb 

88 

MR 

20 

3439 

Consumoble  Electric  Arc  Welding  Electrodes  &  Rods  •  72  Volidated  Jun  83 

REV-GS 

NEMA  EW2-72 

84 

19Fri> 

74 

AR  SH 

99 

3439 

Copper  &  Copper  Alloy  Bore  Welding  Rods  &  Electrodes,  SpecHicotion  For  *11 

Feb  77  W/oddendo  USER-SH 

AWS  A5.7-77 

YD 

26  Apr 

78 

AL  YD 

99 

3439 

Copper  And  Copper  Alloy  Bore  Welding  Rods  Artd  Electrodes  *  20  Oct  \9B2 
REV-SH  IP 

AWS  A5.7-84 

YD 

12  Ftb 

85 

AL  YD 

99 

L 

3439 

Desoldering  And  Resoldering  Kits,  Electric  REV-AT  GS . . . . 

MIL-D-45582B 

AL 

20  Mor 

86 

AL 

3439 

Electrode  Bi  Fluxes,  Corbon  Steel,  For  Submerged  Arc  Welding  «  1  Jul  80 

VolidateJ  Feb  68 

AWS  A5.17-80 

NOTICE  2 

MR 

25  Ftb 

88 

MR 

20 

L 

3439 

Electrode  •  Welding,  Flux  Cored,  Low  Alloy  Steel . 

MIL-E-24403/2B 

SH 

28  Aug 

85 

SH 

Ql 

3439 

Electrode  •  Welding,  Flux  Cored  General  Specilicotion  For  REV-GS . 

MIL-E-24403A  (1) 

SH 

30  Aug 

83 

SH 

Q  1 

3439 

Electrode  And  RoJs-welding,  Bore,  Nickel  Alloy  REV-GS  . . 

MIL-E-21562E 

SH 

24  Mor 

89 

SH 

1 

3439 

Electrode,  And  Rods  •  Welding,  Bore,  Solid  Copper  Alloy. . . . 

MIL-E-23765/3A 

SH 

11  Mor 

86 

SH 

3439 

Electrode,  Carbon  Steel,  For  Flux  Cored  Arc  Welding  •  16  Nov  78 . . 

AWS  A5.20-79 

NOTICE  2 

MR 

23  Ftb 

88 

MR 

20 

3439 

Electrode,  Flux  Cored  Corrosion  Resisting  Chromium  8  Chromium  Nickel  Steel  • 

22  Aug  80 

AWS  AS.32-80 
NOTICE  2 

MR 

23  Ftb 

88 

MR 

20 

3439 

Electrode,  Low  Alloy  Steel,  8  Fluxes  For  Submerged  Arc  Welding  •  7  Jut  80 
VolidoteJ  Feb  88 

AWS  A5.23-80 

NOTICE  2 

MR 

25  Ftb 

88 

MR 

20 

3439 

Electrode,. tow  Alloy  Steel,  For  Flux  Cored  Arc  Welding  -  15  Aug  80  Velttiofed 

Feb  88 

AWS  A5.29-80 
NOTICE  2 

MR 

25  Ftb 

88 

MR 

20 

3439 

Electrode,  Steel  Welding,  Chromium  8  Chromium  Nickel,  Corrosion  Resisting  •  8 
Oct  81  REV-SH  GS 

AWS  A5.4-61 

AL 

26  Apr 

83 

AL  YD 

99 

3439 

Electrode,  Tungsten  Arc  Welding  •  25  Apr  80  Validated  Feb  88 . 

AWS  A5. 12-80 
NOTICE  2 

MR 

25  Ftb 

88 

MR 

20 

Q 

3439 

Electrode,  Welding,  Covered,  Austenitic  Steel  (19-9  Modified)  For  Armor 
Applicotions  USER-AT  ME  YD  MC  REV-Gl  OS  AS  99  GS 

MIL-E-130800 

MR 

02  Jul 

84 

MR  SH 

20 

3439 

Electrode,  Welding,  Covered,  low-hydrogen,  Heot-treotoble  Steel  Validated  Jvl 

84  USER-AT  ME  REV-MI  EA  99  GS 

MIL-E-8697E 

AS 

18  Apr 

72 

AR  AS 

20 

3439 

Electrode,  Welding,  Surfocing,  Iron  Bose  Alloy  USER-AT  MC  REV-AS  99  GS...... 

MIL-E-19141D 

SH 

21  Moy 

84 

AR  SH 

11 

3439 

Electrode,  Welding,  Mlnerol  Covered,  Iron-powder,  low-hydrogen  Medium  And 
High  Tensile  Steel,  As  Welded  Or  Stress-relieved  Weld  Applicotion  Validated 
Nov  79  USER-AT  OS  REV-MI  EA  OS  GS 

MIL-E-22200/1E 

INT  AMD  2  (SH) 

SH 

03  Oct 

73 

AR  SH 

20 

3439 

Eloctrod.,  Welding,  Covered,  Low  Alloy  Steel  (Primorily  For  Aircraft  And 

Weopon  Applicotion.)  Validat*d  Nov  79  USER-AV  REV-MI  MR  EA  OS  99 

GS 

Electrode,  Welding,  Carbon  Steel  And  Alloy  Steel,  Bore,  Coiled  VoUdattd  Apr 

82  USER-AT  ME  YD  AS  OS  REV-EA  GS 

MIL-E-6843C 

AS 

10  Ftb 

67 

AR  AS 

20 

3439 

MIL-E-18193B  (1) 

SH 

20  Aug 

76 

AR  SH 

20 

3439 

Electrode,  Welding,  Covered,  Copper  Nickel  Alloy  Val'doted  Nov  84  USER-MC 

OS  REV-AT  MR 

MIL-E-22200/4C 

SH 

31  Oct 

79 

AL  SH 

20 

3439 

Electrode,  Welding,  Covered,  Aluminum  Bronze  Validated  Apr  82  USER-AT  OS 
REV-SH  99  GS 

MIL'E-278B  (1) 

SH 

17  Mar 

69 

AR  SH 

20 

QL 

3439 

Electrode,  Welding,  Covered,  Cooted,  Aluminum  And  Aluminum  Alloy  Validated 

Jul  85  REV-AT  ME  AR  GL  GS  IP 

MIL.E-15597E 

MR 

24  Nov 

80 

MR 

20 

3439 

Electrode,  Welding,  Mineral  Covered,  Iron-powder,  low-hydrogen,  Hightensile 

Low  Alloy  Steel-heot-treotoble  Only  USER-AT  REV-GS 

MIL-E-22200/5C 

SH 

01  Mor 

84 

AR  SH 

20 

L 

3439 

Electrode,  Welding,  Minerol  Covered,  Iron-powder,  Low-hydrogen,  Low-olloy 

Steel  For.  Hordening  And  Tempering  H#<it  Tmotm^nt  Applications  Only 

Validated  Nov  79  REV-GS 

MIL-E-0022200/5B 

SH 

11  Jun 

71 

SH 

3439 

Electrode,  Welding,  Minerol  Covered,  Low  Hydrogen,  Medium  And  High  Tensile 
Steel  USER-AT  ME  MC  REV-MR  AR  YD  OS  GS 

MIL-E-22700/6C  (1) 

SH 

19  Aug 

83 

AR  SH 

20 

3439 

Electrode,  Welding,  Covered,  Molybdenum  Alloy  Steel  Application  USER-YO  OS 
REV-AT  99  GS 

MIL-F-22300/7B  (1) 

SH 

01  Mor 

84 

SH 

11 

L 

3439 

Electrode,  Welding,  Minerol  Covered,  Iron  Powder,  Low  Hydrogen  Medium  8 

High  Tensile  Steel,  As  Welded  Or  Stress  Relieved  Weld  Applicotion 

MIL-E-0022200/1F  (1) 

SH 

14  Aug 

85 

SH 

3439 

Electrode,  Welding  Covered  (Austenitic  Chromium-nickel  Steel,  For  Corrosive 

And  High  Tem^roture  Services)  USER-AR  OS  YD  MC  REV-GS 

MIL-E-22200/2D 

INT  AMD  1  (SH) 

SH 

19  Stp 

86 

AL  SH 

20 

t 

3439 

Electrode,  Welding,  Minerol  Covered,  Low  Hydrogen,  Nickel  Mogonese 

Chromium  Mclybdenum  Alloy  Steel  For  Producing  HY-130  Weldments  For  As 

MIL-E-22200/9B  (1) 

SH 

26  Mor 

87 

SH 

Wtidtd  Applicblion 


206 


FSC  LISTING 


DOCUMENT 


FSC 

TITLE 

NUMBER 

PREP 

DATE 

CUSTODIAN 

Q  L 

3439 

Eitctro<U»  &  Rodi  •  Wtiding,  Solid  &  Alloytd  Corod,  Gtoorol 

SpMificQlion  For  USER-MI  REV-EA  GS 

MIL.E-23765B/D 

SH 

18  Aug 

87 

SH 

1 

3439 

Eltcfrodtt  &  Rods  •  Wolding,  Bore,  Solid  &  Alloyod  Cortd,  Ordmory  Strongth 
&  Low  Alloy  Sttel 

MII-E-23765/1E 

SH 

23  Aug 

85 

SH 

1 

3439 

Eifctrodti  -  Welding,  Flux  Cored,  Ordinary  Strength  &  low  Alloy  Steel  REV-GS 

MIL.E-2440371D 

SH 

14  Nov 

85 

SH 

L 

3439 

Electrodes  And  Rods  •  Welding,  Bore,  Solid,  Or  Alloyed  Cored,  Low  Alloy  Steel 

MIL-E-2376SD/2C 

SH 

18  Aug 

87 

SH 

01 

3439 

Electrodes  And  Rods  •  Welding,  Bore,  Chromium  And  Chromium-nickel  Steels 

MIL.E-19933E  (1) 

SH 

29  Sep 

82 

SH 

3439 

Electrodes,  Arc  Welding,  Low  Alloy  Steel  Covered  •  24  Jut  81  REV-SH  GS . 

AWS  A5.S-81 

NOTICE  1 

YD 

15  Jun 

87 

AL  YD 

99 

3439 

Electrodes,  Arc  Welding,  Covered  Carbon  Steel  •  15  Aug  81 . . . 

AWS  A5.1-81 

NOTICE  1 

YD 

15  Jun 

87 

YD 

99 

3439 

Electrodes,  Copper  &  Copper  Alloy  Bore  Welding  Rods  &  •  20  Oct  83  REV-SH 

IP 

Electrodes,  Cutting  hnd  Welding,  Carbon-graphite,  Uncoated  And 

Copper-coated  USER-AT  REV-YD  MC  99  GS 

AWS  AS.7-84 

YD 

12  Feb 

85 

AL  YD 

99 

3439 

M11-E-17777D  (1) 

SH 

24  Jul 

87 

SH 

11 

3439 

Electrodes,  Specificotion  For  Copper  &  Copper  Alloy  Covered  ■  26  Apr  78 
W/oddendo 

AWS  A5.6.76 

YD 

26  Apr 

78 

AL  YD 

99 

3439 

3439 

Electrodes,  Steel  Welding,  Covered,  Co’  .'osion  Resistont,  12.5CR  •  1  Jul  81 
Validated  Mar  88 

Electrodes,  Welding,  Bore,  Solid  Nickel  Monganese  Chromium  M^ybdenum 

Alloy  Steel  For  Producing  HY  130  Weldments  For  ASWELDED  Applicotions 

AMS  57778-81 

NOTICE  1 

MIL.E-243SS8  (1) 

11 

SH 

15  Mor 

26  Mor 

88 

87 

MR  AS 

n 

L 

3439 

Electrodes,  Welding,  Mineral  Covered,  Iron-powder,  Low-hydrogen  Medium, 

High  Tensile  And  Higher-strength  Low  Alloy  Steels  REV-GS 

MIL.E.0022200/10A  (2) 

SH 

25  Oct 

84 

SH 

L 

3439 

Electrodes,  Welding,  .Mineral  Covered,  Iron  Power,  Low  Hydrogen,  8  Nickel 
Chromium  Molybdenum  Vanodium  Alloy  Steel  For  Producing  HY*130 

Weldments  To  Be  Heot  Treated  Validated  Apr  82  REV-GS 

MIL-E.22200/11 

SH 

10  Oct 

75 

SH 

3439 

Electrodes,  Welding,  Cohered,  Nickel  Bose  Alloy,  And  Cobolt  Bese  Alloy 

USER-YO  OS  MC  REV-GS 

MIL-E-22200/3F 

SH 

19  Sep 

86 

MR  SH 

20 

3439 

Electrodes,  Welding,  Covered,  low  •  Hydrogen,  &  Iron  >  Powder  Low  • 

Hydrogen,  Chromium  •  Molybdenum  Alloy  Steel  &  Corrosion  Resisting  Steel 
USER-AT  OS  MC  REV-EA  AL  MR  YD  GS 

MIL-E-32200/8B  (1) 

SH 

20  Jun 

84 

AR  SH 

20 

Q 

3439 

Electrodes,  Welding,  Covered,  General  Specificotion  For  Validated  Nav  84 
USER-AT  OS  MC  REV-MR  EA  AR  YO  GS 

MIL.E.22200F  (3) 

SUPP  1A 

INT  AMD  5 

SH 

01  Nov 

84 

AR  SH 

20 

1 

3439 

Fillet  Weld  Site,  Strength,  And  Efficiency  Oetermlnotion  V^idaied  Nav  79 

REV-GS 

MIL-STD.1628 

SH 

28  Jun 

74 

SH 

3439 

Flux,  Aluminum  And  Aluminum  Alloy,  Gos  Welding  Validated  Apr  83  USER-MI 
REV-AV  EA  AR  YO  OS  99  GS 

Mll-F-69398 

AS 

26  Jun 

70 

AT  AS 

20 

3439 

3439 

3439 

Flux,  Aluminum  Broxing  •  15  Ok  74 . . . . . . . . 

Flux.  Aluminum  Dip  Broting  1030  Oeg  F  (555  Deg  C)  Or  lower  liguidus  •  1 

Apr  85  REV-MI  ER 

Flux,  Aluminum  Dip  Broxing  1090  Oeg.  F  (588  Oeg.  C)  Fusion  Point  •  15  Dee 

74  REV-ER 

AMS  34128-74 

AMS  3415A.85 

AMS  3416A-74 

AS 

AS 

AS 

CC  .Nov 
30  Jun 

30  Jun 

82 

85 

85 

MR  AS 
MR  AS 

MR  AS 

20 

3439 

Flux,  Braxing,  (Silver  Broxing  Filler  Metal,  Low  Melting  Point)  USER-AT  MC 
REV-ME  Ml  EA  AR  99  GS 

O.F-4990 

/SH 

06  Feb 

85 

AR  SH 

20 

3439 

Flux,  Silver  Braxing  •  1  Apr  1985  . . . . . 

AMS  3410G85 

AS 

27  Mor 

87 

MR  AS 

20 

3439 

Flux,  Silver  Braxing  High  Temperature  <  1  Jun  74 . . . 

AMS  3411A.74 

AS 

08  Nov 

82 

MR  AS 

20 

3439 

Flux,  Soldering  (Sleorine  Compound  lC-3)  Validated  Jan  83  USER*M1  MC  05 
REV-AR  99  IP  GS 

MIL-F-12784B 

ER 

14  Nov 

73 

ER  MC 

20 

Q 

3439 

3439 

FtuXf  SoId«r!ng,  Liquid  (Rosm  Boi.)  Volidaiod  Jul  87  U$ER-SH  AS  MC  OS 

REV-MI  YD  99  19  IP  GS 

Flux,  SoUtring,  Posle  &  liquid  USER-AT  MC  REV-MI  EA  84  GS . 

MIL-F-14256D  (2) 
NOTICE  1 

A.A-51145 

ER 

/IP 

07  Jul 

18  Jul 

87 

85 

ER  EC 

AL  YD 

20 

L 

3439 

Fluxes,  Welding  (Compositions),  Submerged  ARC  Process  With  Type  B 

Electrodes,  Carbon  And  Low  Alloy  Steel  Application  Validated  Nav  79 

REV-GS 

MIL-F.19922 

SH 

8  Apr 

58 

SH 

3439 

Fluxes,  Welding,  Submerged  Arc  Process  Carbon  And  Low-alloy  Steel 

Application.  Vo/zdoted  Nov  79  USER-ME  REV-GS 

MII-F-I8251C  (2) 

SH 

12  Jun 

70 

AR  SH 

20 

3439 

Holder,  Electrode,  Shielded  Metal  Arc  Weldmg  USER-MC  YD  AS  REV-84  GS 

A-A-51161 

IP 

28  Oct 

86 

AR  SH 

99  IP 

3439 

Insert,  Consurrtoble  •  27  Mar  79  . . . . . . . 

AWS  A5.30-79 

MR 

24  Jon 

83 

MR 

20 

L 

3439 

inserts.  Welding,  Filler  Material,  Colled  And  Solid  Rings............... . . . 

MII.I.23413C 

SH 

04  Aug 

81 

SH 

3439 

Iron,  Cast,  Welding  Rods  &  Covered  Electrodes  For  •  29  Jul  82  Validated  Feb 

88 

AWS  A5.15.82 

NOTICE  2 

MR 

25  Feb 

88 

MR 

20 

3439 

Metol,  Broxin  Filler,  High  Temperoture  70AU‘8.OP0-22NI  1845  Oeg  F  •  1915 

Deg.  F  (1005  Deg.  C  •  1045  Oeg.  C)  Solidus  Liquidus  Ronge  •  15  Jul  78 

REV-IP 

AMS  4786A-78 

AS 

08  Nov 

82 

MR  AS 

20 

3439 

Metal,  Brazing  Fitler,high  Temperature  82  AU-18NI  1740  Deb.  F,  (950  Deg  C) 
Solidus-liquidus  Temperature  *  1  Jon  84  REV-IP 

AMS  4787B-84 

AS 

29  Apr 

88 

MR  AS 

11 

3439 

Metol,  Sroiing  Filler  Metol  ■  30  J-jl  81  REV-SH  GS . 

AWS  A5.8-81 

NOTICE  1 

YO 

15  Jun 

87 

AL  YD 

99 

3439 

Metol,  Brazing  Filler,  Nickel  73  NI-4.5  SI-14CR-3.1B-4.5  Fe  1790  Deg.  F  -  1970 
Deg.  F  (9/5  Deg.  C  -  1075  Deg  C)  SoUdus  liquidus  Ronge  REV-IP 

AMS  477SC-81 

AS 

08  Nov 

82 

MR  AS 

20 

3439 

Metol,  Broiing  Filler,  Nickel,  71NI-10SI-I9CR,  1975  DEG.-3075  DEG.F(1080 
DEG,-1135  Deg.c)  Solidus-liquidus  Range  •  1  Oct  1985  REV-IP 

AMS  4782B.85 

AS 

16  May 

86 

MR  AS 

20 

3439 

Metol,  Broxing  Filler,  High  Temperature  50CO  ■  8.0SI  -  19CR  •  17Nt  •  4.0W  ■ 
O.SOr  050  Oeg.  -  2100  Oeg.i  (1120  Deg.  •  1150  Deg.c)  SolidusTiquIdus 

Ronge  .  1  July  1985  REV-IP 

AMS  47838-85 

AS 

26  Oct 

85 

MR  AS 

20 

3439 

Metol,  Braxing  Filler,  High  Temperature  50  AU-25  Pd  -  25  Ni  2015  Oeg  2050 

Deg  F  (1100  Oeg  1120  Deg  C)  Solidus  liquidus  Range  -  IS  Jul  78  REV-IP 

-*MS  4784A-78 

AS 

09  Sep 

82 

MR  AS 

20 

3439 

Metol,  Braxing  Filler,copper  52.SCU.38MN.9.5NI  1615  DEG-1700  Deg  F(880 
DEG.92S  Deg  C)  Solidus  Range  -  1JAN84  REV-IP 

AMS  4764B-S4 

AS 

29  Apr 

88 

MR  AS 

11 

3439 

Metol,  Broxing  l-iller,silver  56AG.42CU.2.ONII420  OEG-1640  Oeg  F  (770  Deg  ■ 

AMS  47658-84 

AS 

29  Apr 

88 

MR  AS 

11 

895  Dtg  C)  Solidut-liquldut  Rongt  •]  Jon  84  REV-IP 
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3439 

Mftol,  Brazing  Filler,  High  Temperoture  30  Au  *  34PD  *  36  Ni  2075  Deg -2130 

Deg  F  (1135  Deg  1165  Deg  C)  Solidus  Liquidus  Ronge  -  15  Jul  78  REV*IP 

AMS  4785A-78 

AS 

09  Sep 

82 

MR  AS 

20 

3439 

Metal,  Brozing  Filler,t!Iver  85  AG-15MN  1760DEGREE-970  Degree  C) 
Solidus'iiquidut  Range  •  1  Jan  84  REV4P 

AMS  4766D-84 

AS 

29  Apr 

88 

MR  AS 

11 

3439 

M4toL  Brazing  Fillw.iilver  92.SAG-7.2CU'0.22U  1435  0EG.-1B3S  Deg.<  (780 
DEG-S90  Dtg  C)  Solidus4iquidu<  Ronge  -  UAN84  REV-IP 

AMS  4767C-84 

AS 

29  Apr 

88 

MR  AS 

11 

3439 

Metol,  Brazing  Filler,  Stiver  50  AG-18C0-16.5  Zn  15.5  Cu  1160  Deg.  F  -  1175 

Deg.  F  (625  Deg.  C  ■  635  Deg.  C)  Solidus  Uquidus  Range  -  15  Jul  78  REV*IP 

AMS  4770F-78 

AS 

08  Nov 

82 

MR  AS 

20 

3439 

Metal,  Solder  ■  27  Feb  1987  USER-AT  MC  80  84  REV-EA  GL  Ml  EC  OS  99 

GS  IP 

ASTM  832-87 

YD 

15  Jul 

87 

ER  YD 

20 

3439 

Moisture  Stobilizer,  Welding  Electrode  REV*84  GS . . . . . . . 

A-A-5116S 

IP 

20  Mor 

87 

Al  SH 

99 

3439 

Nickel  8t  Nickel  Ailo/  Covered  Welding  Electrodes,  Specification  For  •  26  Oct 

76 

Nickel  Ano  Nickel  Alloy  Bore  Welding  Rods  And  Electrodes  REV*AS  SH  IP  ........ 

AWS  A5.n-76 

YD 

26  Apr 

78 

AL  YD 

99 

3439 

AWS  A5.14-83 

YD 

15  F»b 

85 

AL  YO 

99 

3439 

Nickle  &  Nickle  Alloy  Bore  Welding  Rods  &  Electrodes  -  26  Oct  76  REV>AS . 

AWS  AS.14-76 

YD 

26  Apr 

78 

AL  YO 

99 

3439 

Poste,  Copper  Brozing,  Water  Thinning  (ASG)  Validated  Mar  83  REV*MI  99 

GS 

Powder  Materials  For  Flome  And  Plasma  Sproyed  Cootlngs  Chromium  Corbide, 
Type  li.  Class  2,  Composition  B  USER-SH  99  71  REV-MR  AS  20 

MII-P-S853 

AS 

03  Nov 

58 

AS 

11 

3439 

MIL-P-8SS56/33 

AS 

07  Otc 

88 

MR  AS 

20 

3439 

Powder  Moteriols  For- Flame  And  Plasma  Sproyed  Coatings  Aluminum  Oxide, 

Type  li,  Class  1,  Composition  D  USER-SH  99  71  REV-MR  AS  20 

MIL-P-8S8S6/34 

AS 

07  D.C 

88 

MR  AS 

20 

3439 

Powder  Materials  For  Flome  8t  Plosma  Sprayed  Cootlngs  Alumino-titonlo,  Type 
li.  Class  1,  Composition  E  USER-SH  71  REV-MR  AS  99 

MIL-P-8S8S6/35 

AS 

07  0.C 

88 

MR  AS 

20 

3439 

Powder  Moteriols  For  Flome  And  Pfosmo  Sproyed  Cootirgk  .4icket-oluminum, 

Type  1,  Class  2,  Composition  H  REV-SH  99  71 

MIL-P-85856/10 

AS 

07  Dk 

88 

MR  AS 

20 

3439 

Powder  Moteriols  For  Flonve  And  Plosmo  Sproyed  Cootlngs  Pure  Nickel,  Type  1, 
Closs  1,  Composition  J  REV-SH  99  71 

Mll-P-85856/n 

AS 

07  Ok 

88 

MR  AS 

20 

3439 

Powder  Materials  For  Flame  And  Plosma  Sprayed  Cootings  Nickel  Base  Alloy, 

Type  1,  Clots  1,  Composition  K  REV-SH  99  71 

MIL-P-858S6/12 

AS 

07  Dm 

88 

MR  AS 

20 

3439 

Powder  Moteriols  For  Flome  And  Pfosmo  Sproyed  Cootings  Nickel  Bose  Alloy, 

Type  1,  Clots  2,  Composition  K  REV-SH  99  71 

MIL-P-8S8S6/13 

AS 

07  Cm 

88 

MR  AS 

20 

3439 

Powder  Moteriols  For  Flome  And  Plosmo  Sproyed  Cootings  Type  316  Stomless 
Steel,  Type  1,  Clots  2,  Composition  M  REV-SH  99  71 

MII-P-858S8/U 

AS 

07  Dm 

88 

MR  AS 

20 

3439 

Powder  Moteriols  For  Flome  And  Plosma  Cootings  Nickel-chromium-boron,  Type 

I,  Closs  1,  Composition  N  USER-SH  99  71  REV-MR  AS  20 

Mll.P-85856/15 

AS 

07  Dm 

88 

MR  AS 

20 

3439 

Powder  Moteriols  For  Flome  And  Plosma  Sproyed  Cootings  Moybdenum,type  1, 
Clots  1,  Cofflosition  P  USER-SH  99  71  REV-MR  AS  20 

MIL-P-85856/16 

AS 

07  D.C 

88 

MR  AS 

20 

3439 

Powder  Moteriols  For  Flome  And  Plosmo  Sproyed  Cootings 
Cobolt-cromium-tungsten,  Typy  1,  Closs  2,  Composition  R  USER-SH  99  71 

REV-MR  AS  20 

Mll-P.85858/17 

AS 

07  Dm 

88 

MR  AS 

20 

3439 

Powder  Moteriols  For  Flome  And  Plosma  Sproyed  Cootings  Copper-nickel,  Type 

1,  Clots  2,COMPOSlTION  T  USER-SH  99  71  REV-MR  AS  20 

Mll-P-85858/19 

AS 

07  Dm 

88 

MR  AS 

20 

3439 

Powder  Moteriols  For  Flome  And  Plosmo  Sproyed  Cootings  Nickel-chromium 

AHoy,  Type  1,  Class  1,  Composition  U  USER-SH  99  71  REV-MR  AS  20 

Mll.p.85ei«/20 

AS 

07  Dm 

88 

MR  AS 

20 

3439 

Powder  Moteriols  For  Flome  And  Plosma  Sprayed  Cootings 
Nickel-chromium-oluminum,  Type  1,  Closs  2,  Composition  V  USER-SH  99  71 
REV-MR  AS  20 

MIL-P-85858/21 

AS 

07  t-M 

88 

MR  AS 

20 

3439 

Powder  Moteriols  For  Flome  And  Plosmo  Sproyed  Cootings  SHicon-oluminum 

Plus  Polymer,  Type  1,  Closs  1,  Coposition  W  USER-SH  99  71  REV-MR  AS  20 

MIL-P-8SS56/22 

AS 

07  Dm 

88 

MR  AS 

20 

3439 

Powder.  Moteriols  For  Flome  And  Plosma  Sproyed  Coatings 
Nickel-chrome-oluminum-iron-molybdenum,  Type  I,  Class  2,  Composition  Dd 
REV-SH  99  71 

Mll-P-85856/23 

AS 

07  Dm 

88 

MR  AS 

20 

3439 

Powder  Moteriols  For  Flome  And  Plosmo  Sproyed  Cootings  Tungsten 
Corfaide-cobolt,  Type  1,  Class  1,  Composition  Aa  REV-SH  99  71 

Mll-P-85856/24 

AS 

07  Dec 

88 

MR  AS 

20 

3439 

Powder  Moteriols  For  Flame  And  Plosmo  Sproyed  Cootings 
Molybdenum-oluminum-nickei  Alloy,  Type  1,  Class  2,  Composition  Bb  REV-SH 
9971 

MIL-P-85856/25 

AS 

07  Dec 

88 

MR  AS 

20 

3439 

Powder  Moteriols  For  Flome  And  Plosmo  Sproyed  Cootings  Copper-oluminum 
Composite,  Type  1,  Closs  2,  Composition  Ee  REV-SH  99  71 

MIL-P-8Se5«/26 

AS 

07  0,c 

88 

MR  AS 

20 

3439 

Powder  Moteriols  For  Flome  And  nosrno  Sprayed  Cootings 
Molybdenum-flickel-olumlnum,  Type  1,  Closs  2,  Composition  Ff  REV-$H  99  71 

MIL-P-8 5856/27 

AS 

07  Dm 

88 

MR  AS 

20 

3439 

Powder  Moteriols  For  Flome  Bi  Plosmo  Sproyed  Coatings  Corbon 
Steef-motybdenum-oluminum,  Type  1,  Closs  2,  Composition  GSg  REV-SH  99 

71 

Powder  Moteriols  For  Flome  And  Plosmo  Sproyed  Cootlngs 
Iron-mofybdemum-olurninum,  Type  1,  Closs  2,  Composition  Kh  REV-SH  99  71 

MIL-P-85856/28 

AS 

07  Dm 

88 

MR  AS 

20 

3439 

A'.ll-P-85856/29 

AS 

07  Dec 

88 

MR  AS 

20 

3439 

Powder  Moteriols  For  Flome  And  Plosmo  Sproyed  Cootings  Tungsten 
Corbide-cobolt,  Type  li,  dost  1,  Composition  A  REV-SH  99  71 

Mll-P-85856/30 

AS 

07  Dec 

88 

MR  AS 

20 

3439 

Powder  Moltriois  ro  riome  &  Plosmo  Sproyed  Cootings  Tungsten  Corbide 

Coboft  Type  li,  Closs  2,  Composition  A  USER-SH  99  71  REV-MR  AS 

Mll-P-85856/31 

AS 

07  Dee 

88 

MR  AS 

20 

3439 

Powder  Moteriols  For  Flame  Ami  Plosmo  Sproyed  Cootings  Chromium  Corbide, 
Type  li.  Class  1,  Composition  B  USER-SH  99  71  REV-MR  AS  20 

MIL-P'85856/32 

AS 

07  Dec 

88 

MR  AS 

20 

3439 

Powder  Moteriols  For  Flome  And  Plosmo  Sproyed  Cootlngs  Chromium  Oxide, 

Type  li.  Class  1,  Composition  F  USER-SH  99  71  REV-MR  AS  20 

MllP-85856/36 

AS 

07  0m 

88 

MR  AS 

20 

3439 

Powder  Moteriols  For  Flome  Bi  Plosmo  Sprayed  Coatings  REV-SH  99  71  GS ...... 

MllP-85856 

SUPl  1 

AS 

07  Dee 

88 

MR  AS 

20 

3439 

Powder  Moteriols  For  Flome  And  Plosmo  Sproyed  Cootings  Nicktl-ofumlnum, 

Type  1,  Closs  2,COMPOSlTlON  G  REV-SH  99  71 

Mll-P-85856/1 

AS 

07  Dec 

88 

MR  AS 

20 

3439 

Powder  Moteriols  For  Flome  And  Plosmo  Sproyed  Cootings  Mognesium 

Zirconote,  Typ  li.  Class  1,  Composition  G  USER-SH  99  71  REV-MR  AS  20 

MIL-P-85856/37 

AS 

07  Dec 

88 

MR  AS 

20 

3439 

Powder- Moteriols  For  Flome  And  Plotmo  Sproyed  Cootlngs  Zirconium  Oxide, 

Type  li,  Closs  2,  Composition  H  USER-SH  99  71  REV-MR  AS  20 

MIL-P-85856/38 

AS 

07  Dec 

88 

MR  AS 

20 
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3439 

Powder  Moteriots  For  Fiome  And  Piosmo  Sprayed  Coatings  Chromium  Corblde 

MIL-P-85856/39 

AS 

07  Dec 

88 

MR  AS 

20 

3439 

Plus  Nickel  Chromium  Alloy  (FIne),typeIIi,  Composition  C  USER^SH  99  71 

REV-MR  AS  20 

Powder  Moterlols  For  Flame  And  Piosmo  Sprayed  Coatings  Tungsten 

MIL-P-85856/40 

AS 

07  Dee 

88 

MR  AS 

20 

3439 

Corblde-cobolt,  Type  It,  Closs  2,  ComoosUion  J  USER>SH  99  71  REV>MR  AS 

20  '  , 

Powder  Materials  For  Flame  And  Piosmo  Sprayed  Cootings, tungsten  Cowhide 

MIL-P-85856/41 

AS 

07  Dec 

88 

MR  AS 

20 

3439 

Plus  Nickel  Aluminum  Composite,  SelMluxing  Alloy,  Type  lit.  Composition  L 
USER-SH  99  71  REV-MR  AS  20 

Powder  Moterlols  For  Fiome  And  Plasma  Sprayed  Cootings,  Chromium  Corblde 

MIL-P-85856/42 

AS 

07  Dec 

88 

MR  AS 

20 

3439 

Plus  Nickel  Chromium  Alloy  (Coorse),  Type  III,  Composition  N  USER-SH  99 

71  REV-MR  AS  20 

Powder  Moterlols  For  Flame  And  Piosmo  Sprayed  Cootings,  Mogneslum 

MIL-P-85856/43 

AS 

07  Dec 

88 

MR  AS 

20 

3439 

Zirconote  Plus  Nickel  Aluminum  Composite, type  Iti,  Composition  P  USER-SH 

99  71  REV-MR  AS  20 

Powder  Moterlols  For  Fiome  And  Piosmo  Sproyed  Coatings,  Magnesium 

MIL-P-S5856/44 

AS 

07  Dec 

88 

MR  AS 

20 

3439 

Zirconote  Plus  Nickel  Chrorrium  Alloy,  Type  lit,  Coi^position  R  USER-SH  99 

71  REV-MR  AS  20 

Powder  Materials  For  Flame  And  Piosmo  Sproyed  Coatings,  Composite  Blend, 

MIL-P-85856/45 

AS 

07  Dec 

88 

MR  AS 

20 

3439 

Type  lit,  Compsition  S  USER-SH  99  71  REV-MR  AS  20 

Powder  Materials  For  Flame  And  Plosnso  Sprayed  Coatings 

MIL-P-85S65/18 

AS 

07  Dec 

88 

MR  AS 

20 

3439 

Coboli-chromium-nickel'tungsten,  Type  1,  Class  1,  Composition  $  USER-SK  99 

71  REV-MR  AS  20 

Powder  Materials  For  Fiome  And  Piosmo  Sprayed  Cootings  Afumlnum-bronze, 

MIL-P-85856/2 

AS 

07  Dec 

£8 

MR  AS 

20 

3439 

Type  1,  Closs  2, COMPOSITION  F  REV-SH  99  71 

Powder  Moterlols  For  Fiome  And  P^:smo  Sprayed  Coatings  Aluminum-bronze, 

MIL-P-8S856/3 

AS 

07  Dec 

88 

MR  AS 

20 

3439 

Type  1,  Class  1,  Composition  F  REV-SH  99  71 

Powder  Materials  For  Flame  Ar>d  Plasma  Sproyed  Cootings  Aluminum  Silicon 

MIL-P-8585B/4 

AS 

07  Dee 

88 

MR  AS 

20 

3439 

Alloy,  Type  1,  Closs  2,  Composition  E  REV-SH  99  71 

Powder  Moterlols  For  Fiome  And  Piosmo  Sprayed  Cootings  Aluminum  (Cp), 

MIL-P-85856/5 

AS 

07  Dec 

88 

MR  AS 

20 

3439 

Type  1,  Class  2,  Composition  D  REV-SH  99  71 

Powder  Moterlols  For  Flame  And  Plosmo-Sproyed  Coating  Cobalt  Bose,  Type  1, 

MIL-P-85856/& 

AS 

07  Dec 

88 

MR  AS 

20 

3439 

Class  2,  Composition  C  REV-SH  99  71 

Powder  Moterlols  For  Flame  And  Piosmo  Sproyed  Cootings  Nickel  Chromium 

MIL-P-85856/7 

AS 

07  Dec 

88 

MR  AS 

20 

3439 

Alloy,  Type  1,  Class  1,  Composition  S  REV-SH  99  71 

Powder  Materials  For  Fiome  And  Piosmo  Sprayed  Coatings  Nickel  Chromium 

MIL-P-85B56/S 

AS 

07  Dec 

88 

MR  AS 

20 

3439 

Alloy,  Type  1,  Class  2,  Composition  B  REV-SH  99  71 

Powder  Moleriols  For  Fiome  And  Piosmo  Sproyed  Cootings  Pure  Molybdenum, 

MIL-P-85856/9 

AS 

07  Dec 

88 

MR  AS 

20 

3439 

Type  1,  Clois  2,  Composition  A  REV-SH  99  71 

Powder,  Copper  99.0  Min  Cu  As  Fabricoted  -  1APR  85  REV-IP . 

AMS  4740A-85 

AS 

29  Apr 

88 

MR  AS 

11 

3439 

Rod  &  Electrodes,  Welding,  Solid  Surlocing  «  25  Apr  80  . . . . — 

AWS  AS-13-80 

MR 

23  Feb 

88 

MR 

20 

3439 

Rod  And  Wire,  Steel  Welding  (For  Aircraft)  Validated  Nov  79  USER-AT 

NOTICE  2 
MIL-R-5632B 

AS 

31  Aug 

72 

AR  AS 

20 

3439 

REV-Ml  EA  99  GS 

Rod,  Welding,  &  Electrodes,  Titonigm  &'Titonium  Alloy  Bare  •  19  Apr  73 

AWS  A5.16-70R73 

MR 

24  Jan 

83 

MR 

20 

3439 

Validated  Feb  88 

Rod,  Welding,  Copper  And  Nickel  Alloy  Validated  Apr  84  USER-MD  AT  MC 

NOTICE  2 
QQ-R-571C 

/IP 

10  Apr 

69 

AL  AS 

20 

3439 

YO  REV-MR  Ml  GS 

Rods  &  Electrodes,  Welding,  Bore,  Nickel  &  Nickel  Alloy  USER-MD  AT  MC 

A-A-51173 

IP 

30  Oct 

87 

Al 

99 

3439 

REV-AS  84  20  GS 

Rods  &  Electrodes,  Zirconium  &  Zirconium  Alloy  Bore  Welding  •  27  Mor  79 

AWS  A5-24-79 

YD 

12  Jun 

87 

AL  YD 

99 

3439 

Validated  Jun  87  REV-SH  GS  IP 

Rods  And  Electrodes,  Welding,  Bare,  Copper  Alloy  USER-AT  MC  YD  OS 

NOTICE  1 

A-A-51157 

IP 

30  Jun 

87 

Al  SH 

99 

3439 

REV-AS  84  GS 

Rods  And  Powders,  Welding,  Surfoclng  USER-MC  OS  REV-AS  99  GS . 

.ML-R-17131C  (1) 

SH 

21  Aug 

84 

AR  SH 

20 

3439 

Rods,  Oxyfuel  Gas  Welding,  Iron  &  Steel  -  15  Moy  80  USER-SH  REV-GS.......... 

A  VS  A5.2-80 

YO 

05  Nov 

82 

Al  YD 

99 

3439 

Rods,  Welding,  Copper  An^  Copper  Alloy,  For  Oxyfuel  Gos  Welding  USER-AT 

A-4 -51158 

IP 

02  Jun 

87 

AL  SH 

99 

3439 

MC  YD  SH  REV.YD  84  GS 

Silver,  Broiing  filler  Melol,  54,  4(X:0  -  5,0ZN  .  l.ONI  1325  -  1575  F  Melt. 

AMS  4772D-74 

AS 

15  Jul 

75 

MR  AS 

20 

3439 

Ronge  -  1  Jun  74  Validate  i  Apr-wI-REV-GS 

Silver,  Brazing  Alloy  60AG  •  30CU  -  10SN  -  15  Mar  66  Validated  Apr  81 

AMS  4773A-B6 

AS 

29  Jan 

71 

MR  AS 

11 

3439 

REV-MI  GS 

Silver,  Brazing  Alloy  63AG  -  28.5CU  •  6.0SN  >  2.5NI  -  15  Mor  66  Validated 

AMS  4774A-64 

AS 

29  Jan 

71 

MR  AS 

11 

3439 

Apr  81  REV-GS 

Solder,  leod-jilver,  94PB  ■  S.5AG  -  15  Jun  52  REV-IP . 

AMS  4755A-52 

AS 

25  Apr 

86 

MR  AS 

20 

3439 

Solder,  Poile  ■  27  Dec  74  Validated  Sep  85  REV-CR  EA  Ml  EC  OS  99 . 

ASTM  B4S6-74R80 

YD 

10  Oct 

80 

ER  YO 

11 

3439 

Solder,  Rosin  Flux  Core  -  26  Jon  79  (Reapproved  8i  USER-ME  AT  MC  OS  ES 

ASTM  B284-79 

YD 

10  Oct 

80 

ER  YD 

99 

3439 

GS  REV-CR  Ml  EA  OS  EC  99 

Solder,  Tin  Alio/  Tin  leod  Alio/  &  Lead  Alio/  USER-AT  REV-GL  Ml  AS  EC  YD 

19  IP 

Solder,  Tin  Leod  45  Sn  •  55  Pb  -  15  Jo-  78  REV-IP . 

QQ-S-571E  (4) 

/ER 

16  Aug 

86 

ER  EC 

11 

3439 

AMS  4750B-78 

AS 

08  Nov 

82 

MR  AS 

20 

3439 

Solder,  97.5  PB-1.,;  Ag  -  1  Sn  •  1  Dee  53  REV-IP . 

AMS  4756-53 

AS 

25  Apr 

86 

AS 

20 

3439 

Soldering  Gun  REV-GS  . . . . . . . . . 

W-S-564B  (1) 

/IP 

08  Dee 

86 

AL 

99 

IP 

3439 

3439 

3439 

Soldering  Iron,  Electric  Validated  Jan  83............ . . . 

Soldering  Iron,  Self  Heating  (Without  Electric  Or  Exiernol  Heot) . . . 

Soldering  Iron,  Non  Electric  (Coppers)  REV-84  GS  DH. . . . . . 

W-S-570A  (2) 

INT  AMD  (5) 
A-A-50963 

A-A-50971 

X 

/IP 

/(P 

14  Mo/  62 

21  Mar  84 

01  Mo/  84 

Al  SH 

99 

IP 

3439 

Steel  Bors,  Forgings,  Tubing,  &  Rings,  Corrosion  &  Heot  Resistont  15CR  - 

AMS  5731G-85 

20 

01  Aug 

86 

MR  AS 

20 

3439 

35.5NI  -  1.2MO  •  2.ni  -  0.006B  -3.0V  Consumoble  Electrode  Melted,  1800 

Deg.  F  (980  Deg.  C)  Solution  Heot  Treated  -  1  Apr  1985 

Steel  Weldin  Wire,  Corrosion  Resistont  16.5CR  •  4.8NI  •  0.22  (Cb  Plus  To)  • 

AMS  5825C-79 

20 

31  Mor 

80 

MR  AS 

20 

3439 

3.6CU 

Steel  Welding  Electrodes,  Covered,  Corrosionresistont  12.5CR  -  1  Jul  88............ 

AMS  5777C-88 

11 

17  Mar 

89 

MR  AS 

11 
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3439 

Ste«l  Welding  Electrodes,  Covered,  Corrosion  &  Moderate  Heot  Resistant 

16.5CR  .  4.5NI  ■  2.9MO  ■  O.ION  ■  1  July  1985 

AMS  577SB-8S 

20 

01  Aug 

86 

MR  AS 

20 

3439 

Steel  Welding  Electrodes,  Covered,  Corrosion  &  Moderate  Heat  Resistant 

15.5CR  ■  4.5Nf  -  2.9MO  -^O.ION  •  1  July  1985 

AMS  5781B-8S 

20 

01  Aug 

86 

MR  AS 

20 

3439 

Steel  Welding  Electrodes,  Covered,  Corrosion  &  Heot  Resistant  28.5CR  •  9.5N1 
.  16  Jul  79 

AMS  5785C-79 

20 

01  Oct 

82 

MR  AS 

20 

3439 

Steel  Welding  Wire,  Corrosion  And  Heot  Resistant  15CR  •  25.5t4l  «  1.3MO  > 

2.2TI .  0.0068  -  0.30V  .  16  Jul  79  Validated  Mar  88 

AMS  5804C-79 
NOTICE  1 

11 

15  Mor 

88 

MR  AS 

11 

3439 

Steel  Welding  Wire,  Corrosion  Resistant  5.2CR  -  0.55MO  ■  15  Jon  81 

Validated  Mar  88 

AMS  6466C-S1 
NOTICE  1 

11 

15  Mor 

88 

MR  AS 

11 

3439 

Steel  Welding  Wire,  Corrosion  Resistant  5.25CR  •  0,55MO  •  1  Oct  87 . 

AMS  646<SD-87 

11 

17  Mor 

89 

MR  AS 

11 

3439 

Steel  Welding  Wire  l.OMO  ■  0.12V  (0.18  -  0.23C)  Vacuum  Induction  Melted  - 
1  July  1985 

AMS  S4S9A'8S 

20 

01  Aug 

86 

MR  AS 

20 

3439 

Steel  Welding  Wire  0.6551  •  1.25CR  -  0.50MO  •  0.30  (0.28  •  0.33C)VACUMM 
Melted,  Environment  Controlled  Pokoged  >  1  Jon  88 

AMS  648SF-S8 

11 

17  Mor 

89 

MR  AS 

11 

3439 

Steel  Welding  Wire,  Corrosion  And  Heat  Resistant  15CR  -  25.5NI  >  1.3MO  - 
2.2TI  .  0.0068  -  0.30V 

AMS  S804D-87 

11 

17  Mor 

89 

MR  AS 

11 

3439 

Steel  Welding  Wire,  Corrosion  8i  Moderate  Heal  Resistant  11.8CR  •  2.8NI  • 

1.6CO  •  1.8MO  •  0.32V  Vocuum  Induction  Melted,  Environment  Controlled 
Pockoging  >  1  Oct  1985 

AMS  5822-85 

20 

01  Aug 

86 

MR  AS 

20 

3439 

Steel  Welding  Wire,  Corrosion  And  Heot  Resistant  15CR  -  25,5NI  -  1.3MO  - 
2.2TI  -  0.0068  -  0.30V  Vacuum  Induction  Melted  •  16  Jul  79 

AMS  5805C-79 

20 

31  Mor 

80 

MR  AS 

20 

3439 

Steel  Welding  Wire,  Corrosion  8i  Heot  Resistant  27CR  •  21.5NI  -  1  Jul  82 . 

AMS  5694E-82 
NOTICE  1 

11 

14  Nov 

88 

MR  AS 

11 

3439 

Steel  Wire,  Welding  0.65SI  -  1,25CR  -  0,50MO  -  0.30V  (0.28  -  0.33C)  Vocuum 
Melted  •  15  Jon  79  Validated  Mar  88 

AMS  6458E-79 
NOTICE  1 

20 

15  Mor 

88 

MR  AS 

20 

3439 

Steel  Wire,  Welding  1.05CR  -  0.56NI  -  1.0MO  -  0.70V  (0.26  •  0.32C)  Vacuum 
Melted,  Environment  Controlled  Pockaged  -  15  Apr  78 

AMS  5027A-78 

20 

27  Feb 

81 

MR  AS 

20 

3439 

Steel,  Lovr  Alloy,  Consumables. Used  For  Electroslog  Welding  01  Corbon  &  High 
Strength  «  18  Feb  77 

AWS  A5.25.78R80 
NOTICE  2 

MR 

24  Jon 

83 

MR 

20 

3439 

Steel,  Low  Alloy,  Consumobles  Used  For  Electrogos  Welding  Of  Carbon  &  High 
Strength  -  18  Feb  77  Validated  Feb  88 

AWS  A5.26-78R80 
NOTICE  2 

MR 

25  F.b 

88 

MR 

20 

3439 

Titanium  8  Titanium  Alloys,  Chemical  Anolysis  Of  •  28  Oct  83  USER'AT  OS 

REV-MI  AR  AV  as 

ASTM  E12083 

AS 

22  Apr 

85 

MR  AS 

3439 

Torch  Kit,  Soldering  (Propone  Gas)  USER-OS  REV-64  GS  OH . 

A-A-sn2e 

/IP 

02  Jul 

84 

Al 

99  IP 

3439 

Weld  Discontinuities,  Radiographic  Standord  For  Classificotion  Of  Fusion  -  30 

Jun  72  USER-AT  Ml  OS  REV-AR  AV  85  99 

NAS  1514-72 

AS 

22  Apr 

85 

MR  AS 

20 

3439 

Welding  Electrodes,  Covered  Copper  8  Copper  Alloy  Arc  ■  21  Sep  83  REV-$H 

IP 

Welding  Electrodes,  Nickel  8  NIckle  Alloy  Covered  •  30  Mor  63  REV-SH  IP  ...... 

AWS  A5.6  e4 

YD 

19F«b 

85 

Al  YD 

99 

3439 

AWS  A5.11-e3 

YD 

13  Feb 

85 

Al  YD 

99 

3439 

Wtlding  EI«clrod,t,  Cov«r«l  Copptr  And  Cepp«r  Allay  Arc  ■  21  S.pt  1983 
REV-SH  IP 

AWS  A5.6-e4 

YD 

19  F.b 

85 

Al  YD 

99 

3439 

Welding  Electrodes  8  Welding  Rods,  Corrosion  Resisting  Chromium  8  Chromium 
Nickel  Steel  Bare  8  Composite  Metal  Cored  8  Stranded  -  7  Oct  81  REV-AS 

CS  IP 

AWS  A5.9.81 

YD 

31  Moy 

83 

YD 

99 

3439 

Welding  Electrodes,  Nickel  And  Nickel  Alloy  Covered  •  30  Mor  1983  REV-SH  IP 

AWS  A5.11.83 

YD 

13  Feb 

85 

AL  YD 

99 

3439 

Welding  Rod  8  Electrode  Aluminum  8  Aluminum  Bore  •  7  Jul  80  (Use  Insteod 

Of  MIL-E-160531)  USER-AT  ME  MC  OS  99  REV-MR  AL  YD  AS  GS 

AWS  A5.10-80 

SH 

07  Jun 

82 

AR  SH 

20 

3439 

Welding  Rods  8  Bare  Electrodes,  Mogneslum  Alloy  •  25  Jul  80  . . . 

AWS  A5.19-80 
NOTICE  2 

MR 

23  Feb 

88 

MR 

20 

3439 

Welding  Rods  8  Electrodes,  Nickle  8  Nickle  Alloy  Bore  •  30  Mor  63  REV-AS 

SH  IP 

AWS  A5.14-83 

YD 

15  Feb 

85 

Al  YD 

99 

3439 

Welding  Wire  Aluminum  Alloy  4.6CU-0.35MN.0.25MG-0.22T1  For  W^ing  206 
Type  Alloys  -  1  Jan  1987  REV-IP 

AMS  4244-87 

AS 

29  Apr 

88 

MR  AS 

11 

3439 

Weldfr^g  Wire,  Color  Code  System,  Identification  •  1  Oct  84  . . 

AMS  2816R-84 

MR 

08  Mor 

85 

MR  AS 

20 

3439 

Welding  Wire,  Line  Code  System  -  1  Oct  84 . . . 

AMS  281ST-84 

MR 

08  Mor 

25 

MR  AS 

20 

3439 

Welding  Wire,  Titanium,' Commericolly  Pure  *  1  Oct  84  REV-IP  . . 

AMS  4951E-84 

AS 

02  Oct 

85 

MR  AS 

20 

3439 

Welding,  Arc,  Electrode,  Aluminum  8  Aluminum  Alloy  Covered  >  22  Moy  80 
Validated  May  86  REV-AL  GS 

AWS  A5-3  80 
NOTICE  1 

MR 

19  Moy 

86 

MR  YD 

99 

3439 

Welding,  Corbon  Steel  Fill/r  Metols  For  Gas  ShieWed  Arc  •  15  Jan  79 

Validated  Feb  88 

AWS  A5.1879RS0 
NOTICE  2 

MR 

25  F.b 

88 

MR 

20 

3439 

Welding,  Gos  Shielded  Arc,  Low  Alloy  Steel  Filler  Metols  For  •  15  Jon  79 
Validated  Feb_88 

AWS  A5-28-79 
NOTICE  2 

MR 

25  Feb 

88 

MR 

20 

3439 

Welding,  Oxyfuel  Gos,  Copper  8  Copper  Alloy  Rods  For,  Specificotion  For  •  4 
Mor  85 

AWS  A5,27-85 

MR 

14  Apr 

86 

MR 

20 

3439 

Welding,  Resistance,  Electronic  Circuit  Modules  (ASG)  Validated  Fek  dd............ 

MIL-W-8939 

Ml 

11  Jon 

65 

Ml 

3439 

Wire  Steel,  Welding,- Corrosion  8  Moderote  Heot  Resistant  13CR  -  2Ni  -OW  • 

15  Oct  80 

AMS  58178-80 

20 

30Ocl 

81 

MR  AS 

20 

3439 

Wire  Welding  Sta#l,^0  7551  -  0  62C!!  -  0.20.MO  0.102R  (0.10  0.17C;  -  15 

Dec  74  Validated  Apr  81 

AMS  64605-74 

20 

12  Sep 

76 

MR  AS 

20 

3439 

Wire  Welding  Steel,  18.5NI  -  8.5CO  -  5.25MO  -  0.72TI  -  0.10A1  Vacuum 

Melted,  Environment  Controlled  •  1  Jun  74  Validated  Apr  81 

AMS  6463-74 

20 

15  Noy 

74 

MR  AS 

20 

3439 

Wire,  Alloy  Welding,  Corrosion  And  Heat  Resistant  70NI  •  2.4MN  -  15.5CR  - 
3.0TI  •  7.0FE  -  1  Oct  87 

AMS  5675C-87 

11 

17  Mor 

89 

MR  AS 

11 

3439 

Wire,  Alloy  Welding,  Corrosion  8  Heot  Resistant  54NI  ■  19CR  -  11CO  -  IOMO 
-  3.2TI  -  1.5A1  -  0.0068  Vocuum  Melted  -  15  Oct  79 

AMS  58008-79 

20 

27  Feb 

81 

MR  AS 

20 

3439 

Wire,  Alloy,  Welding,  Corrosion  8  Heot  Resistant  54C0  ■  25.5CR  ■  10.5NI  > 

7.5W  -  1  Jul  81  Validated  Mar  88 

AMS  5789A-81 
NOTICE  1 

11 

15  Mor 

88 

MR  AS 

11 

3439 

Win,  M.tollizlng  USER-MI  AR  OS  REV-ME  AS  99  S4  GS . 

MII-W.6712C  (1) 

MR 

21  Moy 

87 

MR  SH 

20 

3439 

Wire,  Steel  Welding,  Corrosion  8  Heot  Resistant  29CR  -  9.5NI  ■  15  Jon  81  ...... 

AMS  57S4A-81 

20 

01  Ocl 

82 

MR  AS 

20 

3439 

Wire,  Steel  Welding,  Corrosion  And  Heot  Resistant  18.5CR  -  11NI  ^  0.40  (Cb  8 
To)  (Soe  30347)  1  Apr  88 

AMS  5680F-88 

11 

17  Mor 

89 

MR  AS 

11 
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3439 

Wirt.  StttI  Wtiding.  Corrosion  And  Moderate  Heat  Resistant  16.5CR  •  4.SNI  • 

AMS  5774C-87 

11 

17  Mor 

R9 

MR  AS 

11 

2.9MO  •  0.10N  -  1  Oct  87 

3439 

Wire,  Steel  Welding.  Corrosion  And  Moderate  Heat  Resistant  12.5CR  (Sot 

AMS  5776C-87 

11 

17  Mor 

89 

MR  AS 

11 

51410)  -  1  Oct  87 

3439 

Wire.  Steel  Welding.  Corrosion  And  Heal  Resistant  19CR  >  12.5NI  -  2.50MO  • 

AMS  5692A-88 

11 

17  Mar 

89 

MR  AS 

11 

1  Apr  88 

3439 

Wire,  Steel  Welding  1.05CR  -  O.S5MO  •  0.07V  (0.34  ■  0.40C),  Vacuum  Melted, 

AMS  5028A-80 

11 

25  Nov 

88 

MR  AS 

11 

Environment’Controlled  Pockaged  •  15  Oct  80  Validated  Jan 

NOTICE  1 

3439 

Wire,  Steel  Welding  1.05CR  •  0.5SNI  ■  1.0  Mo-  0.07V  (0.34  ■  0.40C)VACUUM 

AMS  5028B-87 

11 

17  Mar 

89 

MR  AS 

11 

Melted,  Environment>controiled  Packaging  •  1  Oct  87 

3439 

Wire,  Steel  Welding,  Corroslort  Resistont  12  Cr  (SAE  51410  Modified)  Ferrite 

AMS  58218-80 

20 

30  Oct 

81 

MR  AS 

20 

Control  Grade  •  15  Oct  80 

3439 

Wire,  Steel  Welding,  Corrosion  And  Moderate  Heat  Resistont  13CR  •  8.0N)  • 

AMS  5840A-79 

11 

15  Mar 

88 

MR  AS 

11 

2.3MO  *  1.1A1  Vocuum  Melted  ■  16  July  1979  Validated  Mar  8” 

NOTICE  1 

3439 

Wire.  Steel  Welding,  Corrosion  8i  Moderate  Heat  Resistant.  14^CR  7.1NI  > 

AMS  5813B-80 

11 

15  Mor 

88 

MR  AS 

11 

2.4MO  ■  1.0A1  •  15  Oct  80  Volidattd  Mar  88 

NOTICE  1 

3439 

Wir.,  Wtiding  •  2.0CR  10NI  8.0CO  1.0MO  0.02A1  0.06V  Vocuum  Mtllod  •  15 

AMS  6465-75 

20 

25  Mar 

77 

MR  AS 

20 

Sep  75  Validated  May  83 

3439 

Wire,  Welding  AluminumoHoy,  5.0S1*1.2CU>0,50MG  For  Welding  355  Type 

AMS  4245-86 

AS 

29  Apr 

88 

MR  AS 

11 

Alloys  •  1  Oclobtr  1986  REV-IP 

3439 

Wire.  Welding  Stondord  Method.  Packaging  Of  •  15  Apr  80  ValidoU.d  feb  86.. 

AMS  2S13D-80 

MR 

23  Dm 

80 

MR  AS 

20 

NOTICE  1 

3439 

Wire,  Welding,  Aluminum  Alloy  7.OSI-0.52MG-1OCT  86  REV-IP . 

AMS  4246-86 

AS 

29  Apr 

88 

MR  AS 

11 

Wire,  Welding,  Aluminum  Alloy,  4.5CU-0.70AG-0.30MN-0.25MG-0.25TI  For 

AMS  4233-86 

AS 

29  Apr 

88 

MR  AS 

11 

Welding  201  Type  Allays  ■  1  Oct  86  REV-IP 

309 

Wire,  Welding,  Aluminum  Alloy,  4.6  CU-0.35MN-0.25MG-0.32TI(A206.0)  -  15 

AMS  4188/2-79 

AS 

28  Stp 

83 

MR  AS 

20 

Oct  79  REV-IP 

3439 

Wire,  Welding,  Aluminum  Alloy,  5.0  Si  -I.OCU-  0.50MG(C3SS.0)  -  150CT  79 

AMS  418B/3-79 

AS 

28  Stp 

83 

MR  AS 

20 

REV-IP 

3439 

Wire.  Welding.  Alloy,  Corrosion  8i  Heat  Resistont  80NI  •  20CR  1  Apr  83 

AMS  56768-83 

11 

14  Nov 

88 

MR  AS 

11 

Validated  Jan  IJ 

NOTICE  1 

343V 

Wire,  Welding,  Alummum  Alloy,  7.0  Si  -0.30  Mg(A3S6.0)  •  15  Ocl  79)  REV  IP.. 

AMS  4188/4-79 

AS 

28  Sep 

83 

MR  AS 

20 

3439 

Wire,  Welding,  Aluminum  Alloy  5.2  Si  (4043)  •  15  Jul  78  . . 

AMS  4190C-78 

AS 

08  Nov 

82 

MR  AS 

20 

3439 

Wire,  Welding,  tdentificotion.  Line  Code  System  -  1  Apr  1986 . 

AMS  28150-86 

MR 

27  Apr 

87 

MR  AS 

20 

3439 

Wire,  Welding,  ine'entiication.*  Color  Code  System  >  1  Apr  1986 . . 

AMS  2816S-86 

MR 

27  Apr 

87 

MR  AS 

20 

3439 

Wire,  Welding.  Magnesium  Alloy.  9.0A1*2.0  Zn  (AZ92A  •  1  Apr  61  REV>tP . 

AMS  439SC-81 

AS 

08  Nov 

82 

MR  AS 

20 

3439 

Wire,  Welding,  ^ remium  Quality,  Pockoging  Of  •  15  Apr  80  Validated  Feb  86 .. 

AMS  2614D-80 

MR 

23  D.C 

80 

MR  AS 

11 

NOTICE  1 

3439 

Zirconium  6  Zirconium  Alloys.  Chemical  Anolysis  Of  •  28  Oct  83  USER^AT  OS  .. 

ASTM  E146-83 

AS 

22  Apr 

85 

MR  AS 

3411 

Beading  Mochine,  Sheetmetol,  Rotary.  Monually  Operated  REV*YD  84  GS . 

A-A-50082 

/IP 

30  Sep 

86 

Al 

99 

344’ 

Bending  Machine,  Angles.  Bars,  A  Shapes.  Verticol  Bending  Plane  6i  Horizontol 

MII-B-80115B 

IP 

30  Jun 

86 

AR 

99  GS 

Binding  Plane,  Power  Operated  USER-MC  YD  SH  REV-84  GS 

3441 

Bending  Machine,  Sheet  And  Plate,  Cylindrical,  Resilient  Roller  USER*MC 

MII-B-80247B 

IP 

29  Moy 

87 

Al  SH 

99 

REV-GS 

3441 

Bend'”'  **~chine>.  Pipe  &  Condu't.  Hydraulic  Or  Mechonicol.  Bench  Mounting. 

MIL-B-80223A 

IP 

31  Mor 

86 

AR  SH 

99 

'edestal  Mounted,  Or  Portable  USER’MC  REV*84  GS 

3441 

Bending  Machines,  Rotary  Head,  Tubing,  Hydroulicoliy  Operated,  Numerically 

MIL-B-80161C 

IP 

11  Sep 

87 

Al  SH 

99 

Controlled  USER-AV  MC  SH  REV-84 

3441 

Bending  Mochines.  Rotary  Head.  Horizontal.  Hydroulicoliy  Operoted.  Floor 

MII-B-80083C 

IP 

15  Aug 

86 

Al  SH 

99 

M-'-ried  USER-OS  REV-Al  SH  84  GS 

3441 

Lending  Press,  Vertical  Ram,  Hydraulic.  Pipe.  Tubing,  Ard  Stn*ctvro1  Shopes 

MII-B-80160B 

IP 

18  Sep 

87 

AR  SH 

99 

Volidattd  S»p  87  USER-SM  YD  REV-Al  SH  GS 

NOTICE 

3441 

Br'ske  Mochine,  Sheet  Metol,  Powei  Operated  (Stondord  Type  And  Box’pon 

Mll-B-801536 

IP 

21  Mar 

80 

AR  SH 

99 

1  'pe)  Validalad  Nor  84  USER-WV  MC  REV-AV  GS 

3441 

Broke  Machines,  Sheet  Metal,  Hond  Operated  .(Stondord  Type  Aim!  Box  Pan 

MII-B-23755C  (1) 

IP 

15  Jon 

86 

Al  SH 

99 

Type)  USER-WV  MC  REV-AR  GS 

3441 

Crimping  &  BeodJng  Machine,  Sheet  Metal.  Rotory,  Monuolly  Operoted 

A-A-51164 

IP 

04  Nov 

86 

AL 

99  IP 

USER-YD  REV-84  GS 

3441 

Exponder,  Tube,  Roller,  Boiler  Tube  REV>GS . . . . 

MII-E-17624B 

SH 

11  Aug 

87 

SH 

3441 

Exponder,  Tube,  Condenser  And  Heel  Exchongers  USER<YO  R£V«GS . . . 

MIL-E.15809C 

SH 

06  Jul 

87 

SH 

3441 

Floring,  Flanging.  And  Beading  Machines,  Tube  Validated  Jan  USER.MC  YD 

MIL-F-80069C 

IP 

01  Aug 

80 

Al 

99 

REV.AL  GS 

3441 

Folding  Mochine,  Sheet  Metol,  Bor  Type  Hand  Operoted.  Bench  Mounted 

A-A-51160 

IP 

16  Oct 

86 

AL 

99  IP 

REV-YD  84  GS 

3441 

Forming  Mochine,  Sheet  Metol,  Rotary,  Combinotion  Floor  Mounted.  Motor 

MIL-F-3967D 

IP 

20  Nov 

80 

Al  SH 

99 

Driven  VaKdatod  Ftb  85  USER-YD  REV-GS 

3441 

Forming  Mochine,  Sheet  Metol,  Rotary,  Monually  Operated  Validated  Jvl  82 

MII-F-23243A 

IP 

27  Oct 

64 

Al  SH 

99 

REV-YD  GS 

3441 

Forming  Mochine,  Sheet  Metol,  Rotary,  Manually  Operoted.  Bench  Mounted 

AA-5n72 

IP 

18  Stp 

87 

Al 

99 

Combinotion  Type 

3441 

Forming  Mochine,  Sheet  Metol,  Cleat  And  lock  Forming  Validated  Feb  86 

M11-F-80057C 

IP 

05  Aug 

81 

Al  SH 

99 

USER-WV  MC  YD  REV-GS 

3441 

Forming  Mochine,  Sheet  Metol,  Slip  Roll,  Hand  Operated  USER'MC  R£V*84  GS 

A-A-50962 

/IP 

24  Ftb 

84 

99  IP 

3441 

Forming  Mochine.  OoubI  USER>YD  RE^'•84  GS  . . . . . . . . . 

A-A-51168 

IP 

30  Jul 

87 

Al 

99 

3441 

Forming  Mochine.  Setting  Down  Type,  Monually  Operoted,  Bench  Mounted........ 

A-A-51170 

IP 

18  S.p 

87 

AL 

99 

3441 

Formi.ig  Mochines,  Sheet  Metol.  Bor  F  >lding  Mochine.  And. Grooving  Mochines, 

MIL-F-23246A 

IP 

19  Oct 

64 

AR  SH 

99 

Hond  Operated,  Bench  Type  Validated  Jul  82  REV-YD  GS 

3441 

Forming  Mochines,  Sheet  And  Plote  USER-SM  MC  REV-YD  84  GS  . . 

MIL-F-19426D 

IP 

29  Moy 

86 

Al  SH 

99 

3441 

Grooving  Mochine.  Sheet  Metol.  Hond  Operated.  Bench  Mounted  REV-YD  84 

A-A-51169 

IP 

18  Aug 

87 

Al 

99 

3441 

Grooving  Mochine.  Sheet  Metol,  Single  Lock  And  Pittsburgh  Seoms.  Electric 

MII-G-26869C 

IP 

21  Mar 

80 

AL 

99 

Motor  Drivtn,  floor  Mounted  Volidaltd  Dte  B5  USER-AR  YD  REV-GS 
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3441 

Press  Broke,  Hydroulicolly  Operated,  Sheet  &  Plate,  Computer  Numerically 

MIL-P-80276 

AL 

29  Jun 

88 

Al 

SH 

99 

Controlled  (CNC) 

3441 

Press  Brake,  Power  Operoted,  Mechonicol,  Sheet  And  Plate  UScR^ME  MC  YD 

OO-P-6310 

/IP 

03  Jun 

85 

AL 

SH 

99 

REV.Al  SH  84  GS 

3441 

Press  Broke,  Power  Operoted,  Hydraulic,  Sheet  And  Plate  USER*AR  YO  R£V*84 

Ma-P-80052B  (2) 

IP 

16  Mar 

81 

AL 

SH 

99 

3441 

Roll  Forming  &  Roll  Bending  Machines  Solety  Requirements  For  The 

ANSI  811.12-83 

IP 

10  Nov 

83 

AL 

SH 

99 

Construction,  Core  &  Use  •  1983  USER<MC  REV-84  GS 

3441 

Safety  Requirements  For  The  Construction,  Core  &  Use  Of.  Tube  &  Shope 

ANSI  811.15-84 

IP 

05  Jon 

84 

AL 

SH 

99 

Bending  Mochines  -  1984  USER-MC  REV-84  GS 

3441 

Shrinking  And  Stretching  Machine.  Sheet  Metol,  Manual  And  Power  Operoted 

MIL-S-458600 

IP 

23  Mar 

88 

AR 

SH 

99 

USER-SM  MC  REV.84  GS 

3442 

Indentors  And  Nest$>copper  Electric  Terminol,  Power  Operated  Press  Validated 

AND10460 

AS 

28  Oct 

49 

AS 

Stp  as  REV-GS 

3442 

Mochine  Tools  >  Hydroulfc  Presses  >  Requirements  For  Construction,  Core,  &  Use 

ANSI  811-2-82 

IP 

02  Aug 

82 

AL 

SH 

99 

•  1982  REV-ME  AR 

3442 

Press,  1  HI  Frame,  Verticol,  Hydraulic,  Electric  Motor  Driven  USER^AR  MC  OS 

MIL-P-8012BC 

IP 

29  Jon 

87 

AL 

SH 

99 

AS  REV-84  GS 

3442 

Press,  H  Frome,  Verticol,  Hydraulic,  Air  Driven  USER-AV  WV  REV-GS . 

MIL-P-80149B 

IP 

26  Aug 

85 

AL 

SH 

99 

3442 

Press,  Hydroulic,  Vertical,  C  Frome,  Electric  Motor  Driven  USER-MI  WV  AR 

MtL-P-80114C 

IP 

08  Dec 

83 

AL 

SH 

99 

REV-84  GS 

3442 

stress.  Hydraulic,  Portable,  With  Dies  For  Swoging,  500-TON, 

MII-P-52554B 

ME 

28  Jon 

89 

ME 

Gosotine-engine'driven  REV-SH  YD  GS 

3442 

Press,  Hydroulic,  Strolghtening,  Gap  Type,  Verticol,  Electric  Motor  Driven 

MIL-P-80178B 

IP 

28  F.b 

89 

AR 

SH 

99 

USER.WV  MC  MS 

3442 

Press,  Pneumatic,  (C)  Frame,  Vertico!,  Arbor  USER-MC  REV-GS... . 

MIL-P-80154A 

IP 

28  Apr 

86 

AR 

SH 

99 

3442 

Presses,  Swaging,  Wire  Rope  Fittings,  Hydroulic  Powered,  Electric  Motor  Driven 

MII-P-80104C 

IP 

23  Mor 

84 

SH 

99 

USER-AS  REV-YD  GS 

3443 

Press,  Mechanicbl.  Single  Point,  Stroight  Side  USER-AR  REV-84  GS  . . 

MIL-P-80107B 

IP 

29  Feb 

88 

AL 

SH 

99 

3443 

Press,  Mechanical,  Power  Driven,  Open-back-inclinoble  (Obi)  Single  Cronk 

MIl-P-80041C 

IP 

29  Jun 

80 

SH 

99 

Volldaltd  Apr  84  USER-WV  MC  REV-AL  GS 

3443 

Presses,  Mechanicol  Stroight  Sided,  Tie  Rods,  Multiple  Point,  Non-geared  Type 

MIL-P-80135B 

IP 

17  Nov 

87 

AR 

SH 

99 

USER-MC  REV-GS 

3444 

Presses,  Arbor,  Hond  Operoted  USER-AV  ME  AR  REV-YO  GS  ,  . . . 

MIL-P-80261 

IP 

24  Apr 

84 

AL 

SH 

99 

3445 

Punching  Machine,  Metal,  Power  Driven,  Single  End  Type  USER-YD  MC  REV-84 

MII.-P-800723 

IP 

05  Mor 

35 

Al 

SH 

99 

3445 

Punching  Machine,  Metal,  Single  End  Type,  Numericolly  Controlled  USER-MC 

MIL-P  80172C 

IP 

04  Nov 

es 

AL 

99 

REV-84  GS 

3445 

Punching  Machine,  Metal,  Power  Driven,  Turret  Type  U3ER*MC  REV-84....... . 

MR-P-60CI26C 

IP 

22  Aug 

88 

AP 

SH 

99 

3445 

Punching  Mochine,  Metal,  Turret  Type,  Hond  Operated  USER-AV  REV»G$ . 

MIL-P-80008C  (1) 

IP 

31  Mor 

83 

AR 

SH 

99 

3445 

Punching  Moching,  Turpet  Type,  Numerically  Controlled  USER-MC  REV-MC  G$.. 

MIL-P-80054D 

IP 

27  S*p 

88 

AR 

SH 

99 

NOTICE  1 

3445 

Punching,  Shearing,  Notching,  And  Coping  Mochines,  Metol,  Power  Driven 

MIL-P-45042E 

IP 

21  Nov 

80 

AL 

SH 

99 

Validated  Jan  85  USER-AV  MC  REV-GS 

3445 

Sheoring  Mochine,  Metol  Squoring,  Mechonicol  Drive  Validated  Jun  63 

OO-S-305C  (3) 

/IP 

19  May 

77 

AR 

99 

USER-AV  MC  OS  REV-YO  GS 

3445 

Sheoring  Mochine, -Metol  Squoring,  Monuotly  Operated  USER-SM  MC  REV>YD 

MH-S-23244C  (1) 

IP 

12  Nov 

85 

Al 

SH 

99 

3445 

Shearing  Machine,  Metol  Squoring,  Hydraulic  Drive  USER-SM  MC  YO  REV-84 

MIL-S-80086D 

IP 

30  Jun 

86 

Al 

SH 

99 

3445 

Sheoring  Mochine,  Metal  Squaring,  Mechonicol  Drive  USER-AV  MC  OS  REV-YD 

MIL-S-80271 

IP 

30  Sep 

86 

AL 

SH 

99 

84  GS 

3445 

Shearing  Mochine,  Rotary,  Ring  And  Circle,  Metol,  Power  Operoted  USER-AV 

MIL-S-80093B 

IP 

29  Dec 

87 

AR 

SH 

99 

AR  MC  GS 

3445 

Shearing  Machine,  Metol  Notching,  Power  Driven  Validated  Jan  86  USER-MC 

Mll-S-e0224 

IP 

15  Jul 

71 

AR 

SH 

99 

REV-GS 

3445 

Sheoring  Machine,  Metol  Squaring,  High  Speed  Volidated-Jan  86  USER-MC 

MII-S-80220A 

IP 

07  Oft 

81 

AL 

SH 

99 

REV-GS 

3445 

Shearing  Mochine,  Throatless,  Hand  Lever  U5ER-ME  REV-GS. . . . . 

MII-S-45571B 

AL 

17  Jon 

86 

AL 

3445 

Sheoring,  NibUing,  And  Forming  Machine,  Universol  USER-SM  YO  REV-AL  SH 

MII-S-80060D 

IP 

22  Jul 

88 

AR 

SH 

99 

84 

NOTICE  1 

3445 

Tool,  Machine,  Ironworkers,  Sofety  Requirements  For,  Construction  Core  &  Use 

ANSI  811.5-88 

IP 

27  Jon 

89 

AL 

SH 

99 

-  23  Aug  1988  REV-ME  AR  84 

3445 

Cold  Heoders  &  Cold  Formers,  Safety  Requirements  For  The  Construction,  Core 

ANSI  811.7-85 

IP 

21  May 

85 

AL 

SH 

99 

&  Ui.  Of  •  1985  REV-84 

3446 

Forging  Mochine,  Hommer,  Verticol,  Electric  &  Pneumotie,  Self  Contoined 

MIL-F.12075D 

IP 

04  Nov 

74 

AR 

SH 

99 

Validated  Aug  85  USER-YD  REV-AS  GS 

3446 

Swoging  Mochine,  Rotory,  Electric,  Floor  Mounted  Validated  May  84  USER-OS 

Mll-S-80 

IP 

15  Nov 

73 

AR 

SH 

99 

REV-MC  YO  GS 

6  60 

Diutp'Ing  Mu^liines,  Kot  And  Cold  Process,  Portoble  REV-AS  OS  MC  84  GS...... 

MIL-D.4725C  (1) 

IP 

25  Mar 

88 

IP 

NOTICE  1 

3448 

Dimpling  Machine,  Hot  And  Cold  Process,  Squeeze  Type,  Floor  Mounted 

MIL-D-80251A 

IP 

25  Mor 

88 

AS 

99 

REV-GS 

NOTICE  1 

3449 

Thrtod  And  Form  Roiling  Mochine,  Rotory  Die,  Power  Driven,  Horrzonlol 

MIL-T.80I12C 

IP 

11  Sep 

84 

AL 

SH 

99 

USER-MC  REV-84  GS 

3450 

Drive,  Power,  Porioble;  For  Pipe  And  Bolt  Threoding,  Electric  (With  Accessories) 

Mll-D-29225 

YD 

13  Jan 

84 

YD 

99 

USER-MC  REV-84  GS 

3450 

Saw,  Power  Hock,  Dry  Cut,  Portoble  (3  Inch  Copocity)  USER-ME  REV-GS.......... 

GGG-S.69D  (1) 

/Al 

09  Jon 

86 

AL 

3450 

Sow,  Power  Hock,  Portoble,  Pneumotic  (2  Inch  To  8  Inch  Pipe  Size  Copocity) 

MIL-S.45578B 

AL 

29  Apr 

85 

Al 

REV-ME  GS 

3450 

Swoging  Mochine,  Aircroft  Coble  Portable,  Power  Operated,  Model  NSM-1 

Mll-S-81353 

AS 

07  Feb 

66 

AS 

Validated  Mar  81  REV-GS 

3455 

Bond  Saw  Blodes  (Metol  Cutting  -  28  Feb  1985  REV-GS  . . . . . 

ASME  B94.51M.84 

IP 

02  Sep 

86 

AL 

SH 

99  IP 
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3455 

tlodt.  Band  Saw,  Carbon  Sinl,  Wood  Culling  USER-MC  REV-Al  YD  84  GS  .... 

A-A-51147 

/IP 

27  F.b 

86 

3455 

GGG-B'(X)431B 

t 

11  Aug 
10  Doc 

66 

3455 

Blodt,  Sow,  Round  (Mochint  And  Hand)  Validottd  Juf  83 . . . 

GGG-B-43IA  (1) 

INT  AMD  2 

/IP 

54 

3455 

Blodot,  Bond  Sow,  (M.lol  Culling  -  28  Fob  1985  REV.GS . 

ASME  B94.S1M-84 

/IP 

02  S*p 

86 

AL 

SH 

99 

3455 

Blodti,  Bond'tow,  Compotitt  Stool,  Motol  Cutting  USER'MC  SH  REV*AL  YD  84 

GS 

Blodoi,  Bond'tow,  Corbon  Stool,  Motol  Cutting  USER*MC  REV>AL  YD  64  GS  .... 

A-A-5I134A 

/IP 

25  Nov 

85 

AL 

99 

IP 

3455 

A-A-5112SA 

/IP 

25  Nov 

85 

AL 

SH 

99 

IP 

3455 

Bkidoft,  Sow,  Round,  Mochino  &  Hond  REV.84  GS  . . . . . . 

A-A-51156 

ip 

30  Sop 

86 

AL 

99 

IP 

3455 

Comontod  Corbidot,  Motol  Cutting  Tool  Grodoi  (Govornmont  Groding  Syttom, 

MIL-STD-982 

IP 

14  Mor 

86 

AL 

SH 

99 

lnl.nd«j  Umi  &  Phyticol  Proporli.i)  USER-MC  REV.84  GS  DH 

3455 

Cuttor  Bit  Blonkt  And  Cut-off  Blodos  REV*84..,., . . . 

A-A-51130 

/IP 

14  Aug 

84 

AL 

SH 

99 

IP 

3455 

Cuttor  Bit,  Tool  Holdor  (Solid  High'tpood  Stool)  Validated  Jun  83 . . . . . 

00-C-851A  (1) 

/IP 

29  Jun 

71 

3455 

Cuttor  Bit,  Tool  Holdor  (Corfaido  Tip)  REV.84  GS . . . . 

A-A-S1143 

/IP 

29  Mor 

85 

AL 

SH 

99 

IP 

3455 

Filo,  Roiory  Validated  Jun  83 . . . . . . 

GGG-F-00340  (2) 

t 

06  Oct 

70 

3455 

Filot,  RotCf),  Boll  Shopo,  High  Spood  Stool  Or  Tungtton  Corfaido  REV.Al.SH  84 
GS 

Filoi,  Rotory,  Cylindricol  Shopo,  Boll  Noio,  High  Spood  Stool  Or  Tungiton 

A-A-S1154 

IP 

06  Jun 

86 

Al 

SH 

99 

3455 

A-A-51152 

IP 

14  Apr 

86 

Al 

SH 

99 

IP 

Corbidt  REV.AI  SH  84  GS 

3455 

Filet,  Rotory,  Cylindricol  Shopo,  High  Spood  Stool  Or  Tungitoo  Corfaido  REV>AL 

A-A-51146 

/IP 

22  Aug 

85 

AL 

SH 

99 

SH  84  GS 

3455 

Filoi,  Rotory,  Flomo  Shopo,  High  Spood  Stoolor  Tungtton  Corfaido  USER^SH 

A-A-51153 

/ 

27  Oct 

86 

REV-AL  SH  84  GS 

3455 

Filot,  Rotary,  Invortod  Cono  Shopo,  High  Spood  Stool  Or  Tungtton  Corfaido 

A-A-51166 

IP 

30  Apr 

87 

AL 

SH 

99 

USER-SH  REV-AL  SH  84  GS 

3455 

Filoi,  Rotory.  Ovol  Shopo,  High  Spood  Stool  Or  Tungtton  Corfaido  USER*SH 

A-A-51155 

IP 

30  Jon 

89 

AL 

99 

IP 

REV-84  GS 

3455 

Filot,  Rotory,  Troo  Shopod,  Pointod  Noto,  High  Spood  Stool  Or  Tungtton 

A-A-S1162 

IP 

27  Oct 

86 

AL 

99 

IP 

Corbid.  USER-SH  REV-AL  SH  84  GS 

3455 

Filot,  Rotory,  Troo  Shopo,  Rodiut  Noito,  High  Spood  Stool  Or  Tungtton  Corfaido 

A-A-S11S1 

IP 

24  Mor 

86 

Al 

SH 

99 

REV-Al  SH  84  GS 

3455 

Filot,  Rotory,  Toporod,  Cono  Shopo,  High  Spood  Stool  Or  Tungtton  Corfaido 

A-A-S1176 

IP 

20  Mor 

89 

AL 

99 

Typ.  USER-SH  REV-Al  84  GS 

3455 

Filot,  Rotory,  60  Dog.  Cono  Shopo,  High  Spood  Stool  Or  Tungttor^  Corfaido  ...... 

A-A-51171 

IP 

23  S*p 

87 

Al 

99 

3455 

Holo  Sowi,  Hoio  Sow  AHtori,  &  Holo  Sowt  With  Intogrol  Arbort.USER*MC  5K 

A-A-51135A 

/IP 

21  Apr 

86 

AL 

99 

REV-a4  GS 

3455 

Milling  Cutlars  &  End  Milli  -  1977  REV-GS . 

ANSI  B94.19-77 

Al 

08  Jon 

82 

AL 

99 

3455 

RMRior  -  30  Sop  1983  REV-ME  AR  84 . 

ANSI  B94.243 

IP 

26  Jon 

89 

AL 

SH 

99 

3455 

Sowt,  Hoi.,  Hoi.  Sow  AriMrt,  &  Holo  Sow  AcosoriM,  SpMHicolion  For  •  15 

ANSI/ASME  894.54-84 

IP 

31  Mor 

86 

Al 

SH 

99 

0<l  83  USER-ME  SM  REV-MI  84  GS 

3455 

Tool,  Culling,  lnd«>abl«  InMrii  For  -  5  Mar  1982  REV-ME  AR  84 . 

ANSI  894.25-82 

IP 

26  Jon 

89 

AL 

SH 

99 

3440 

Adopltr,  Drill  Chuck,  Molor  ShofI  USER-YD  REV-84  GS  DH . 

A-A-51124 

/IP 

22  Jun 

84 

AL 

99 

3440 

Arbor,  Drill  Chuck,  SiroighI  Shonk  REV-84  GS . 

A-A-50969 

/IP 

17  Aor 

84 

Al 

99 

3440 

Arbor,  Drill  Chuck,  Topor  Shank  With  Tong  . . . 

A-A-50970 

/IP 

10  Apr 

84 

99 

IP 

3440 

Coblnot,  Sow  And  Filo  REV<84  GS . . . 

MIL-C-40008D  (1) 

Al 

10  Mor 

88 

Al 

99 

3440 

Chuckt,  Drill,  Automotic,  Topor  Shonk  With  Tong  REV>84  GS . 

A-A-50966 

/IP 

30  Mor 

84 

99 

IP 

3440 

Chucki,  Drill,  Koylott  Typo,  Throo  Jaw,  BoK  Booring  REV*84  GS  . . 

A-A-50968 

/IP 

11  Jun 

84 

99 

IP 

3440 

Chuckt,  Drill,  Koy  Typo,  Throo*iow.  Goorod  REV*84  GS . 

A-A-51140 

/IP 

14  Jo.) 

85 

Al 

99 

IP 

3440 

Chucki,  Indopon^t  Jow  USER'MC  YD  REV*AS  64  GS . 

AA-51149 

/IP 

25  Oct 

85 

AL 

SH 

99 

IP 

3440 

Dogi,  lolh.  USER-MC  SH  REV-84  GS . 

A-A-50961 

/IP 

27  Jon 

84 

Al 

99 

IP 

3440 

Grinding  Mochino,  Tool  Attochmont,  Procition  USER*MC  SH  REV-84  GS  DH, . 

AA.50964 

/IP 

13  Apr 

84 

AL 

99 

IP 

3440 

Holdor,  Cul-cH  Or  Sid*  Culling  Blod.,  lolh.  USER-MC  REV-84  GS . 

A-A-50965 

/IP 

15  Mor 

84 

AL 

99 

3440 

Holdor,  Knurling  Tool,  lotho  USER-MC  REV-S4  GS . . . 

AA-51127 

/IP 

29  Jun 

84 

AL 

SH 

99 

3440 

Holdor,  Plonnor  And  Shopor,  Adjuttoblo  USER-MC  REV-84  GS  . . . 

A-A-51133 

/IP 

16  Jul 

84 

Al 

SH 

99 

IP 

3450 

HeUar,  Thmding  Tool,  lolh*  USER-MC  REV-84  GS  . 

A-A.51136 

/IP 

15  Aug 

84 

AL 

SH 

99 

IP 

3440 

HoMar,  turning  fool,  Lolh.  USER-MC  SH  REV-84  99  GS . 

A-A-51139A 

/IP 

11  Mor 

86 

Al 

99 

IP 

3440 

Holdort,  Boring  Tool,  Lotho  REV-84  GS  . . . 

A-A.51137 

/IP 

05  Dw 

84 

AL 

SH 

99 

IP 

3440 

MondroU,  Mochino,  Solid  And  Expontion  Validated  5op  83  USER-ME  REV-GS  .. 

00-M.251C 

/IP 

20  Apr 

71 

Al 

YD 

99 

3440 

Mondroll,  Mochino,  Solid  And  Expontion  USER-ME  REV.84  GS... . . . . 

A-A.51129 

/IP 

02  Aug 

84 

YD 

99 

IP 

3440 

Milling,  Grinding,  Drilling,  Slotting  Attochmont  USER-AV  CE  MC  YD  REV-ME 

GS 

Plato,  Lapping  REV-84  GS . . . . . 

OO-M-3400 

/Al 

IS  Moy 

86 

AL 

SH 

99 

3440 

A-A-51141 

/IP 

31  Oct 

84 

AL 

99 

IP 

3440 

Ploto,  Lopping  Vclidattd  Jw  83 . . . . . 

GGG-P-444A 

t 

17Frt 

65 

3440 

Sockot,  Topor  -  Shonk  Tool  (Mochino)  USER-MC  CG  REV-84  GS . 

A-A-51132 

/IP 

19  Jul 

84 

AL 

YD 

99 

3440 

Socket,  Topor-thonk  Tool  (Mochino)  Votidattd  5op  83  USER-ME  AV  MC 

OO-S-550B 

/IP 

01  D.C 

78 

Al 

YD 

99 

REV-YD  GS 

3440 

Tofalot,  Rotory,  Horizontal,  Monuol  And  Power  Food  USER-MC  REV-GS . 

MIL-T-80218A 

IP 

12  Mor 

87 

AL 

SH 

99 

3440 

Tool  Holdoi.  Exloniion,  Shopor  USER-MC  REV-84  GS . 

A-A-51131 

/IP 

02  Jul 

84 

Al 

99 

IP 

3440 

V  Block  And  Csrrp  Volidattd  S*p  83  USER-ME  AV  AT  MC  YD  REV-GS  . 

GGG-V.19ID 

/IP 

21  S.p 

71 

AL 

99 

3440 

V  Blockt  And  Clompt  REV-AL  84  OS  . . . . . . 

A-A.51150 

IP 

26  Dm 

85 

AL 

SH 

99 

IP 

3440 

ViMI,  Mochino  Tobl.  B.nch  1,  Mochino  Tobl.  USER-GS  REV-ME  84  GS . 

A-A-51133A 

/IP 

27  Jon 

88 

AL 

99 

•3440 

Wh..l,  Abroslv*,  Snogging  USER-ME  MC  REV-GL  84  GS  DH . 

GGG-W-290C 

/IP 

05  Apr 

85 

AL 

SH 

99 

3440 

Wheel,  Buffing  (Buffi),  Full  DiK,  Cloth  Typo . . . . . . . 

A-A-51175 

/IP 

28  Jul 

88 

3440 

Wheel,  Buffing  And  Polithing  Volidof^d  Jul  83 . . 

GGG-W-301B 

IP 

08  Jon 

63 

IP 

3440 

Wheel,  Exponting  REV-84  (SS . . . . . . . 

A-A-51174 

IP 

29  0.C 

87 

99 

IP 

3440 

Wheel,  Rotiliont  (For  Abroiivo<ootod  Cloth  Bolti  Or  Bondt)  Vafidot^d  Jv! 

GGG-W-330e 

IP 

07  Apr 

64 

IP 

3445 

Fixture,  Lotho,  Motol  Cutting  REV-SM  GS . . . . . . . 

MII-F-455B9C 

Al 

03  Jun 

88 

AL 

3510 

Afatorbor,  Vopor,  Synthetic  Solvent  Dry  Clooning  Units  Validof^d  Apr  81 

MIL-A-43d57  (1) 

Gl 

03  Apr 

75 

Gl 

YD 

99 

REV-MD  EL  GS 

3510 

Conveyor,  Loundry,  Storogo  Bint,  Electric  Powered  Auto  Soloctivo  Voffdottd  Jon 

MIL-C-43532A  (1) 

Gl 

27  Nov 

72 

GL 

99 

83  REV-GS 

3510 

Convoyor,  Slerog.  And  R.lriavol,  Dry-cl.oiwd-garffl.nl,  Molerixod  Volidottd 

MIL-C-43519A  (1) 

Gl 

> 

o 

Z 

72 

Gl 

99 

Apr  $1  REV-G$ 
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3510 

Dry  Cleoning  Uniti,  Single  Both,  Cold  Type,  Fully  Automatic  For  Syndetic 

A-A-50047 

GL 

28  Mar 

83 

GL 

99 

Solvent  (Perchlorethylene)  USER>CE  REV'MD  GS 

3510 

Dry  Cleaning  Units,  Single  Both,  Cold  Type,  Fully  Automotic,  For  Synthetic 

MIL-D-43164C 

GL 

27  S.p 

78 

GL 

99 

Soivtnt  Validated  Feb  8d  USER-CE  50  REV-MD  GS 

1 

3510 

Dry  CleonIng*presses  And  Finishing  Equipment,  Novo!  Shipboord  Validated  Ayg 

MIL-D-22000A  (I) 

SH 

01  May 

67 

SH 

81  REV-GS 

3510 

Dry  Cleaning,  Recovery  Tumbler,  For  Synthetic  Solvent  Validated  Mar  83 

MIL-D-43970 

GL 

27  Sep 

77 

GL 

99 

REV-MD  GS 

L 

3510 

Ory&cleanlng  Unit  Assembly,  Fully  Automatic.  Synthetic  Solvent 

MIL  D-ISISSA  (3) 

SH 

17  Jun 

64 

SH 

(Perchlorethylene)  Type,  (25*35  Pounds  Capacity)  Shipboard  Use  Validated 

Jan  85  REV-GS 

3510 

Drycleaning  Finishing  Equipment,  Miscellaneous  Validated  Mar  83  USER-SH  50 

00-D-735C  (1) 

/GL 

23  F«b 

77 

GL 

99 

REV-MD 

3510 

Drycleaning  Presses  And  Puff  Irons  Validated  Feb  84  USER-CE  REV-MD  GS  ...... 

OO.D-738C 

INT  AMD  1  (GL) 

/GL 

10  Feb 

78 

GL  YD 

99 

3510 

Drying  &  Conditioning  Tumblers,  Loundry  USER*ME  CE  . . . . . . . 

A-A-50026 

/GL 

09  Apr 

82 

GL 

99 

3510 

Drying  And  Conditioning  Tumblers,  Loundry,  Commercial,  General  Speclflcotlon 

OO-D- 12978 

/GL 

05  Apr 

74 

GL  YD 

99 

For  Validated  Jan  87  USER-CE  ME  MC 

3510 

Drying  And  Conditioning  Tumblers,  laundry,  Commerclol  One  Door  Type,  End 
Loading  Style,  Reversible  And  Non  Reversible  Validated  Feb  87  USER-CE  ME 

MC 

Drying  And  Conditioning  Tumblers,  Laundry,  Commercial.  Cylinder  Type,  End 

00-0-1297/1 
NOTICE  1 

/GL 

27  F.b 

87 

GL  YD 

84 

3510 

00-0-1297/2 
NOTICE  1 

/GL 

27  F»b 

87 

GL  YD 

84 

Looding  Style,  Reversible  And  Non-reversible  Validated  Feb  87  USER-ME  CE 

MC 

Drying  And  Conditioning  Tumblers,  Laundry,  Commercial.  One  Door  Type  End 

3510 

00-0-1297/3  (1) 

/GL 

03  Aug 

76 

GL  YD 

99 

Loading  Style,  Reversible  Validated  Jan  82  USER-CE  ME  MC 

3510 

Drying  And  Conditioning  Tumblers,  laundry,  Commercial,  Pass  Through  Type, 

OO-D-1297/4 

/GL 

27  Feb 

87 

GL  YO 

84 

End  Looding  Style,  Reversible  Validated  Feb  87  USER-ME  CE  MC 

NOTICE  1 

3510 

Drying  And  Conditioning  Tumblers,  Loundry,  Commercial.  Roll  Over  Type,  End 

OO-D-1297/5  (1) 

/GL 

30  Nov 

76 

GL  YD 

99 

Loading  Style,  Reversible  Validated  Mar  83  USER-ME  CE  MC 

L 

3510 

Drying  Tumbler,  Laundry . . . . . . . . 

MIL-D-44I44A 

GL 

22  Dec 

86 

GL 

L 

3510 

Extroctor,  Loundry:  Heavy  Duty,  Top  Looding,  Trailer  Mounted . . . . . 

MIL-E-44166A 

GL 

22  Dm 

86 

GL 

35U' 

Ironer,  Flotworic,  Large  Roll,  Commerclol  (Apronless)  Validated  Oct  84  REV-MO 

MC 

Ironer,  Ffotwork,  Commercial  Va//dared  Jo/i  85  USER-MC  REV-MD  GS  . . 

00-1-18748 

/GL 

27  Mbr 

79 

GL  YD 

99 

3'.0 

00-1-2100 

/GL 

30  Mar 

79 

GL  YD 

99 

3510 

Ironers,  Flotwork,  Thermal  Fluid  REV-MD  GS  . . . . . . . . . . . 

A-A-S0075 

/GL 

07  Oct 

85 

GL 

3510 

Ironers,  Flotwori,  Commerclol  (And  Accessories)  Validated  Mar  84  REV-OS . 

00-I-575F  (3) 

/GL 

12  Sep 

77 

GL  YD 

99 

3510 

Loundry  &  Dry  Cleaning  Mochinery  &  Equipment,  Pockoglng  Of  REV-$M  MO 

MIH-3153D 

GL 

10  Dm 

84 

GL  YD 

EA  GS 

•3510 

Laundry  Equipment,  MlscePoneous,  Commerclol  Validated  Mar  83  USER-CE  MC 

00-L-131K  (1) 

/GL 

04  Nov 

76 

GL  YO 

99 

50  REV-MO  GS 

3510 

Loundry  Press  Units,  Coot,  Two-operator  Validated  Apr  81  USER-CE  MC  50 

MIL-1-43615A 

GL 

24  Jun 

75 

GL  YD 

99 

REV-GS 

3510 

loundry  Press,  Commercial,  Cabinet  Type,  Single  ley.  And  Coblnet,  Drying,  For 

MIL-1-43575A 

GL 

01  Jun 

70 

GL  YD 

99 

Washable  Trousers  Validated  Jan  82  USER-CE  MC  REV-GS 

3510 

Laundry  Presses,  Commerclol  Validated  Mar  83  USER-CE  50  REV-ME  MD  MC 

GS 

Laundry  Pressing  And  Finishing  Equipment  Commercial  Validated  Apr  82 

00-L-138C  (1) 

/GL 

02  Nov 

76 

GL  YD 

99 

L 

3510 

MII-H9493B 

SH 

22  May 

67 

SH 

REV-YD  GS 

1 

3510 

Loundry  Unit  Skid  Mounted,  100  Pounds  (Dry  Weight)  Per  Hour . . . 

MII-1-29223A 

YD 

31  Jan 

89 

YD 

1 

3510 

Loundry  Unit,  Trailer  Mounted . . . . . . . 

MIL-1-44142A 

GL 

15  Oct 

86 

GL 

3510 

Laundry  Unit,  Troller  Mounted,  And  laundry  Units  Skid  Mounted  Validated  Jen 

MIL-1.-40635E  (3) 

GL 

24  Moy 

79 

GL  YD 

99 

85  REV-MD  GS 

3510 

00-M'1724A 

t 

30  Apr 
23  Mor 

74 

3510 

A'A-50046 

GL 

83 

GL 

99 

3510 

Net,  Laundry  Validated  Feb  84  REV-MC . . . . . . . 

JJ-N-180G 

/GL 

20  Jul 

78 

GL  YD 

99 

3510 

Paddings  And  Covers  For  Flotwork  Ironer  Roll  Validated  Feb  88  USER-MD  MC 

MIL-P-43219A 

GL 

12  F.b 

88 

GL  YD 

99 

REV-GS 

NOTICE  1 

3510 

Pin  Set,  Morking,  Loundry  Validated  Apr  81  USER-MO  MC  50  REV-GS . . 

MIL-P-1407C 

GL 

20  Mor 

68 

GL  YO 

99 

3510 

Pin,  Net,  Laundry,  (5  Inch)  Validated  Jan  82  REV-OS  . . . . . . 

FF-P-419C 

/GL 

27  Mar 

70 

GL  YD 

99 

L 

3510 

Pressing  Equipment,  Trouser,  Automotic,  Rototlng  Naval  Shipboord  Validated 

MIL-P-242B9 

SH 

23  Mor 

67 

SH 

Dec  84  REV-GS 

3510 

Stondord  For  Sofety  Commerclol  Dry  Cleoning  Machines  (Closs  Iv)  •  1  Mor  74 

UL  664-74 

GL 

10  Feb 

76 

GL 

99 

Validated  Jan  82  USER-YD  SH  REV-MD  GS 

3510 

Table,  Loundry,  Folding,  3  By  8  Feet  Validated  Apr  81  USER-ME  MC  YD 

MIL-T-2211E 

GL 

21  Jun 

73 

GL 

99 

REV-GS 

3510 

Togging  Mochine,  Loundry  Morking  Validated  Apr  88  USER-MC  REV-GS  . . 

Mll-T-43660 

NOTICE  1 

GL 

05  Apr 

88 

GL  YO 

99 

3510 

Torpaulln,  Laundry,  Trailer  Mounted,  Single  Troller  Type  M-byi  Vtdideted  Feb 

Mll-T-406248 

GL 

12  Feb 

88 

GL  YD 

99 

88  USER-MC  REV-GS 

KOTi'CE  i 

3510 

Trousers,  Top  Former  Validated  Mar  84  USER-MC  REV-MD  GS.. . . . . 

MIL-T-43578B 

GL 

21  Nov 

78 

GL  YO 

3510 

3510 

A-A'50025 

/GL 

09  Apr 
27  Feb 

82 

GL 

99 

Truck,  Hond,  Box,  Loundry,  Plostic  Validated  Feb  87  USER-50  REV-MD  MC  GS 

MII-T-43610A 
NOTICE  1 

GL 

87 

GL  YD 

84 

3510 

Truck,  Hond,  Plotform,  loundry  &  Drycleoning,  Speclol  Design  USER-CE 

MIL-T-43124C 

GL 

28  Sep 

84 

GL 

99 

REV-MD  84  GS 

1 

3510 

Tumbler,  Drying,  Loundry,  Commerclol  (Novol  Shipboord)  Validated  Dee  84 

MIL-T-23480  (1) 

SH 

23  Apr 

63 

SH 

REV-GS 

1 

3510 

Tumbler,  Drying,  Loundry,  Commerclol  (Submarine  bernceY  Validated  Dec  84 

MIL-T-23581  (3) 

SH 

17  Jon 

66 

SH 

REV-GS 

3510 

Tunnel,  Finishing,  Gorment,  Steom  Electric  Validated  Apr  81  USER-YO  $H  MC 

OO-T-1848  (2) 

/GL 

13  Mor 

75 

GL 

3510 

Washer  -  Extroctors,  Loundry,  Commerclol  USER-CE  MC  REV-MD  GS  . . 

MII-W-43001F 

GL 

30  Sep 

87 

GL  YO 

84 

L 

3510 

Wosher  >  Extroctor  Mochine,  loundry,  Commerclol  (Novol  Shlpt^rd)  REV-GS .. 

MII-W-19044D 

SH 

27  Oct 

86 

SH 
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L 

3510 

Wother  Extractor  Loundry  (Shtpboord)  REV«MI  GS . . . . . . . 

MII-W-23554C 

SH 

16  Mar 

84 

SH 

3510 

Wathing  Mochmt  And  Drying  Tumbitrs,  Houte  Hold  loundry#  Operated 

OO-W-840D  (1) 

•Gl 

27  Moy 

77 

Gl  YD 

99 

Attd  Laundry  Ommerclol  (Self'StrvIce)  USER'MC  50  REV«MD  GS 

NOTICE  (1) 

1 

3510 

Wothlng  Moeh’ne#  laundry#  Open  End  Type#  Trailer  Mounted . . . . . 

MIL.W-44167A 

Gl 

22  Dec 

86 

GL 

3520 

Shoe  Repair  Shop#  Equipment  Volidattd  Jon  82  REV*MD  GS . . . . 

MII-S-1123E  (1) 

Gl 

12  Mar 

71 

Gl. 

99 

3520 

Shoe  Repoir  Shop#  Troiler  Mounted  Validated  Jen  8S  REV*GS  . . 

MIL-S-40615D  (1) 

GL 

26  Jan 

79 

Gl 

99 

1 

3520 

Tester#  Leok#  Insutoled  Bool  Validated  Jan  8S  REV*GS . . . . . 

MIL.T-43187B 

GL 

15  Feb 

79 

Gl 

3530 

Clothing  Repair  Shop#  Troiler  Mounted  REV>GS . . . . . 

Mtl-C-40153J 

GL 

12  Mar 

84 

GL  MC 

1 

3530 

Clothing  Repoir  Shop,  Troiler  Mounted . . . . . . . 

MIL-C-0040153G 

GL 

21  Mor 

80 

Gl 

L 

3530 

Sewing  Mochine#  Industrio);  Flotbed#  Single  Needle#  30t  Stitch#  Porochute 

OO-S-00256/13 

GL 

11  Jun 

85 

GL 

Repoir 

3530 

Sewing  Machine#  Industriol#  Flatbed#  Single  Needle#  308  Stitch#  Porochute 

00-S-255A/14 

/GL 

13  Jon 

86 

Gl 

99 

Repoir  USER-50  REV-GS 

L 

3530 

Sewing  Mochine#  Industriol;  Flotbed#  Single  Needle#  306  Stitch#  Porochute 

00-S-00256/14B 

GL 

07  Oct 

88 

GL 

Repair 

L 

3530 

Sewing  Mochine#  Industriol;  Flotbed#  Double#  301  Stitch#  Porochute  Repoir.......... 

OO-S-00256/15 

GL 

11  Jun 

85 

Gl 

L 

3530 

Sewing  Mochine#  Industrial#  Darning#  Cylinder  Bed#  Single  Needle#  301  Stitch, 

00-S.00254/16B 

/GL 

07  Ocl 

88 

Gl 

Porochute  Repair 

3530 

Sewing  Mochine#  Industriol  (General  Specificotlon)  Validated  Oet  84  USER*MC 

O0-S-256E 

/GL 

16  Nov 

78 

GL 

99 

SA  REV-GS 

SUPP  1 

SUPL  1 

3530 

Sewing  Mochine#  Industriol  . . . . . . 

00-S00254G 

SUPPL  1 

GL 

11  Jun 

85 

GL 

3530 

Sewing  Machine#  Industrial#  Zigiog#  Single  Needle#  Mochines  Validated  Oct  84 

00-S-256/5A 

/GL 

16  Nov 

78 

GL 

99 

USER-MC 

3530 

Sewing  Machine#  Industrial#  Buttonhole#  Stroight#  Barred  Ends#  Mochine 

00-S-256/4A 

/GL 

16  Nov 

78 

Gl 

99 

Validated  Ocl  84  USER-MC  REV-GS 

3530 

Sewing  Mochines#  Industrial#  Complete  With  Corrying#  Shipping  And  Storoge 

MIL-S43026D 

GL 

08  Jun 

81 

Gl 

99 

Caut  USER-MC  REV-MD 

3530 

Sewing  Machines#  Industrial#  Buttonhole  Machine#  Eyelet  End  Validated  Oct  84 

00-S-256/7A 

/GL 

16  Nov 

78 

Gl 

F9 

USER-MC  SA  REV-GS 

3530 

Sewing  Machines#  Industrial#  Button^sewing  Machine  Validated  Oct  84 

00-S-254/8A 

/GL 

16  Nov 

78 

Gl 

99 

USER-MC  REV-GS 

3530 

Sewing  Machines#  Industrial#  Tocking  Machine  (Detail  Specificotidn)  Validated 

O0-S-2S6/9A 

/Gl 

16  Nov 

78 

Gl 

99 

Oel  84  USER-MC  SA  REV-GS 

3530 

Sewing  Mochines#  Industrial#  Overedge  Mochine  (Detail  Specificotion)  Validated 

OO-S-254/10A 

/Gl 

16  Nov 

78 

GL 

99 

Ocl  84 

3530 

Sewing  Mochines#  Industrial#  Overedge  Mochine  (Detoil  Specificotion)  Validated 

00-S-256/11A 

/Gl 

Z 

e 

< 

78 

GL 

99 

Ocl  84-USER-MC  SA  REV-GS 

3530 

Sowing  Machines#  Industriol#  Single^needle  Mochine#  Heovy*leother  Duty 

00-S-254/12B 

/Gl 

16  Nov 

79 

Gl 

99 

Valldaled  Ocl  84  USER-MC  SA 

3530 

Sewing  Mochines#  Industriol#  Flotbed,  Single*needle  Validated  Oct  84  U$ER>MC 

00-S-256/1A 

/Gl 

16  Nov 

78 

Gl 

99 

3530 

Sewing  Mochines#  Industriol#  Flotbed#  Two*needle  Validated  Oct  84  US£R*MC.... 

00-S-256/2A 

/Gl 

16  Nov 

78 

Gl 

99 

3530 

Sewing  Mochines#  Industriol#  Cylinder  Bed#  Single  Needle#  Mochines  Validated 

00-S-256/3A 

/Gl 

16  Nov 

78 

Gl 

99 

Ocl  84  USER-MC 

3530 

Sewing  Mochines#  Industrial#  Post  Bed#  Single  Needle#  Machine  Validated  Oct 

84 

Bagging  Machine#  Fruit  And  Produce  Validated  Jvn  8J  REV*MD . . . 

00-S-256/4A 

/GL 

16  Nov 

78 

Gl 

L 

3540 

MtL>B-406nC 

GL 

01  Nov 

72 

GL 

3540 

Boler#  Automotic#  Horizontal  . . . . . . . 

A-A-50102 

/Gl 

19  Mor 

87 

GL 

3540 

Boler#  Automatic#  Verticol  REV*TS . . . . . . . . . . 

A-A-50094 

GL 

26  Feb 

87 

GL 

3540 

Boling  Presses  Validated  Mar  dJ . . . . . . 

MII-B-43177B 

Gl 

29  Aug 

77 

Gl 

SA 

99 

L 

3540 

Foom'in*place  Pockoging  System  For  Shipboard  Use. . 

MII-F-87075B 

SA 

26  Ocl 

84 

SA 

3540 

labeling  Machines  REV>SM  MD . . . . . . . 

GGG-l-1763 

•Gl 

15  Feb 

74 

GL 

SA 

99 

3540 

Mochine#  Plastic  Sheet#  Thermoforming  (For  Pockoging  Applicotions)  Validated 

MIL-M-21826B 

Gl 

16  Feb 

73 

GL  SA 

99 

Jan  82  USER-SH  MC  REV-SM 

L 

3540 

Measuring  And  Cutting  Mochines#  Poper  And  Polyethylene  Film  Volitated  Apr 

MII-M-40065C  (2) 

Gl 

01  Mor 

73 

GL 

81  USER-MO 

1 

3540 

Pockoging  Equipment  Set#  For  Generol  Supplies  &  Spore  Ports#  Mounted  On  A 

MIL.P.52542C 

ME 

10  Mar 

77 

ME 

6  Ton  Semitroiler  Validated  Feb  83 

3540 

Reels#  Strapping  Coil  And  Trucks#  Hond#  Stropping  Coil  Validated  Mar  83 

MII-R-43448A  (1) 

GL 

13  Jtl 

77 

Gl 

99 

REV-SM 

L 

3540 

Seoler#  Heot#  Seom  Tope  &  Patch#  Anti  Exposure  Coverotl ’...... . . . . . 

MII-S1I5634 

AS 

30  Apr 

84 

AS 

3540 

Seoler#  Steel  Stropping,  Hond#  Non*powered  Validated  Feb  84  USER'MD  MC 

MII-S-43180B 

GL 

11  Jul 

75 

Gl  SA 

99 

REV-SM  SH 

3540 

Seoling  And  Pockoging  Machine#  Plostic  Film  REV*SM  MD  99  . . 

OO-S-260A 

•GL 

04  Apr 

78 

Gl 

SA 

99 

3540 

SeoUng  Irons  And  Seoling  Plotes#  Electric#  Monuoily  Operoted  Validated  Feb  84 

MIL-S-43334C 

Gl 

03  Mor 

78 

GL  SA 

99 

USER-MC  REV-SM 

3540 

Seoling  Mochines#  Heot#  Hot  Jaw  And  Continuous  Validated  Apr  d/~REV>MD 

MIL-S-4441H 

GL 

19  Sep 

74 

GL 

SA 

99 

ME  OS 

3540 

Seoling  Mochines#  Electricol  Impulse  (Jow  Type)  Validated  Jon  82  USER'MC  SH 

MII-S-22783C  {1) 

Gl 

02  Apr 

76 

Gl 

SA 

99 

rev-mesm  ar 

3540 

Slopler,  Box  Valldaled  Jan  82  USER-MD  YD  REV-SM . 

MII-S-43194C 

GL 

12  Mor 

74 

Gl  SA 

99 

3540 

Stropping  And  Sealing  Kits#  Hond>operoted  Validated  Feb  88  USER>ME  SM  MD 

MIL-S-43104B 

GL 

12  Feb 

88 

Gl 

SA 

MC  YD  REV-99 

NOTICE  1 

3540 

Stretchers#  Steel  Strapping  Hond  Validated  Apr  8J  USER>AR  MC  YD  SH 

MII-S-17743E 

GL 

16  Feb 

73 

Gl  SA 

99 

REV-SM  Ml 

3540 

Stretching  And  Seoling  Mochine#  Stropping#  Hand  Validated  Feb  84  USER-ME 

MIL-S-43361B 

GL 

15  Dec 

77 

Gl  SA 

99 

AR  MC  REV-SM 

3540 

Tying  Machines#  Bundle#  Industriol  USER-SM  REV-MD.. . . . . . . 

00-T.1719A 

•GL 

31  Jul 

75 

Gl 

MC 

99 

3540 

Tying  Machines#  Wire#  Hand  Validated  Feb  88  USER-MD  REV>SM..,..„„.„ . . 

MII-T-43233B 

Gl 

12  Feb 

88 

GL  SA 

99 

NOTICE  1 

3540 

Tying  Mochines#  Bog  Industriol  Validated  Jan  82  REV-SM  CE  MD  ME  MS  MC  .. 

MIL-T-40412B  (1) 

Gl 

07  Jun 

72 

Gl  SA 

99 

3540 

Wropping  Mochine#  Meotond  Produce#  Monuol  REV-TS  . . . 

A-A-50100 

/GL 

19  Mor 

87 

Gl 

215 


rec  LISTING 


DOCUMENT 


ESC 

TITLE 

NUMBER 

•■<£P 

DATE 

CUSTODIAN 

3540 

Wrapping  Machint,  Mtat  And  Product,  Automotic,  Shrink  Film  VofithlHi  *on 

MIL-W-406I4C 

Gl 

30  Jun 

76 

GL  SA 

B2  REV-MD  MS 

1 

3540 

Wrapping,  Convoying,  Wtighing  And  lobtling  Systtmi,  Moot  And  Produco, 

MII-W-43644A 

GL 

06  Jon 

77 

GL 

AutomoHc,  Shrink  Film  And  Strttch  Film  Validated  Mar  S3  REV'MD  SM 

3590 

Rorlwr  Kit,  With  Colt  USER-MC  SA  CG  REV-MD . 

M11B-1771G 

Gl 

?0  Jun 

88 

GL  MC 

99 

3590 

Clipptr,  Heir,  Hand  Validaltd  Apr  SI  USER-MC  CG  REV-MD  MS . 

GGG-C-475B 

/Gl 

23  Ocl 

73 

GL  SA 

99 

3590 

Prtss,  lominoting,  Prol*elivt  Covtring  Volidofed  Fab  75  REV*EA . . . . 

OO-P-6600 

•GL 

16  ^'on 

69 

GL 

99 

3590 

Shtors,  Sorbtrs . . . . . . . . . . 

GGG-S-00275 

21  Ocl 

65 

3505 

Flour  Hondling  Plonts  Validafad  Jon  81  REV'MD  GS  . . . . . . . 

Mi;-F-2473D 

Gl 

23  May 

69 

GL 

99 

L 

3610 

Rinding  Mochint,  Plostlc  Binding  Eitmtnl,  And  Punching  Machint,  Poptr 

MIL-B-4330SB 

Gl 

01  S.p 

87 

GL 

Validaltd  Stp  S7  REV-GS 

NOTICE  1 

L 

3610 

Comoro  Stction,  Topogrophic  Rtproduction  Stt,  Truck  Mounttd,  Pockoging  OI 

<11L-C-52681A 

ME 

28  Aug 

75 

ME 

REV-GS 

3610 

Comoro,  Copying  Lirhogrophic,  iO  By  40  Inchoi  Volidotad  Mar  84  REV*GS ........ 

MII-C-20654C 

ME 

21'Mor 

79 

ME 

99 

L 

3610 

Comoro,  Copying,  Lithogophic  Procost,  Dorkroom  Typo,  20  By  24  Inchot 

MIL-C-43214D 

GL 

16  Sop 

77 

GL 

VaUdatad  Mar  83  REV-GS 

L 

3610 

Comoro,  Copying,  Lilhogrophic,  Vortical  Va'idatad  Fab  84  REV*GS . 

MIL-C-43973 

GL 

19  Jon 

78 

GL 

3610 

Comoro,  Copying,  Llthogrophic  Procoit,  Ovorhood,  Dorkroom  Typo,  11  By  14 

MIL-C-43480B 

GL 

24  F.b 

77 

GL 

99 

Inchot  (279  By  356  Mm)  Volidatad  Mar  83 

INT  AMDAI  (Gl) 

L 

3610 

Comoro,  Copying,  Lithogrophic,  Darkroom,  Mobilo,  Procott  Validatad  tJay  84 

MIL-C-52961 

ME 

02  Apr 

80 

ME 

REV-Gl 

3610 

Cloonor  Shoots,  OHiot  Printing  Prott  Ro'Ior  Vatidotad  Jan  82  USER*MD 

MIL-C-43202A  (1) 

GL 

11  Aug 

72 

GL  SA 

99 

REV-GS 

3610 

Copying  Mochino,  Indiroct  Eloctrostotic  Procott  (Ploln  Popor) . . . 

A-A-2302 

♦ 

♦ 

26S.P 

84 

3610 

Copying  Mochino,  Indiroct  Eloctrostotic  Procott  (Ploln  Popor) . . . . 

A-A-2305 

X 

09  Nov 

84 

3610 

Copying  Mochino,  Indiroct  Eloctrostotic  Procott  (Ploin  Popor) . 

A-A-2306 

t 

09  Nov 

84 

3610 

Cuttor,  Popor  Guillotino,  Hand  Oporoted  REV-ME . . . . . 

A-A-50053 

GL 

15  Jun 

83 

GL  SA 

L 

3610 

Cuttor,  Popor,  Guillotino,  Floor  Modol,  Elfctric-motor-drivon  REV-GL  GS . . 

MII-C-43141D 

ME 

15  Nov 

78 

ME 

3610 

Cuttor,  Popor,  Guillotino,  i2  Inch  (304.6MM)  Copocity,  Bonch  Mountod 

MII-C-4374SA 

GL 

01  F.b 

78 

GL  SA 

Validaltd  Mar  S3  MV-GS 

L 

3610 

Cuttors,  Popor,  Guillotino,  Hand  Oporotod  Validotad  Jan  82  USER-MD  ME  MC 

MII-C-43227A 

GL 

II  May 

73 

GL  SA 

99 

REV-GS 

L 

3610 

Drilling  Mochino,  Popor,  Eloctrie  Motor  OtWan  -Volidatad  Apr  91  REV-GS  .......... 

MII-D-16712C  (1) 

GL 

25  Jon 

74 

GL 

3610 

Duplicating  Mochino,  Stoncil  Procott,  Toblo  Mountod  Validafad  Fab  84 

Mll-D-43971 

GL 

19  Dk 

77 

Gl  SA 

99 

USER-MC  REV-GS 

L 

3610 

Hangor,  Popor  Holding  Vah'dotad  Oct  87  USER-ME  REV-GS  . . . . . 

MIL-H-4320SA 
NOTICE  1 

GL 

23  Oct 

87 

GL 

1 

3610 

loborotory  Soction,  Topogrophic  Roproduction  Sot,  Truck  Mountod,  190  Inch 

Mll-l-526a2A 

ME 

17  Jul 

75 

ME 

Whoolboto,  Pockoging  Of  REV-GS 

1 

3610 

Mop  layout  Stclien,  Topopropliic  R.produ<lian  StI,  Trutk  Meunltd,  190  Inch 

MIL-M-52680A 

ME 

25  Jul 

75 

ME 

Whatlbatt,  Packoglng  Of  REV-GS 

3610 

Pad,  Lithograph  Wiping . 

A-A-1083 

» 

10  Apr 

80 

L 

3610 

Pon,  Mixing  And  Clooning  VoUdatad  Nav  84  REV-GS  . 

MII-P-52783A 

ME 

20  Aug 

80 

ME 

3610 

Popor  Musking,  Photolithogrophic,  (Caata8)'Validatad  Oct  87  REV-ME  MD ...... 

UU-P-381B 

NOTICE  1 

/GL 

23  Ocl 

87 

Gl  SA 

99 

1 

3610 

Photon  ochonicol  Procott  Soction,  Topogrophic  Roproduction  Sot,  Truck 

MIL-P-52683A 

ME 

18  Moy 

76 

ME 

Mountod  Pockoging  Of  REV-GS 

3610 

Ploto,  lithogrophic  Printing,  Motol,  Sontititod,  Whth  Procotting  Chomicolt 

MIL-P-136V2D 

ME 

31  Ocl 

79 

ME 

99 

Validaltd  Mar  S4  REV-Gl  MC  GS 

L 

3610 

Prott  Soction,  Topogrophic  Roproduction  Sot,  Truck  Mountod,  Pocking  Of 

Mll-P-52655 

ME 

11  Jul 

69 

ME 

Validaltd  Dte  73  REV-SM  GS 

L 

3610 

Printing  Plont  Annox,  Spociel  Worforo,  Somi-troilor  Mountod  Valldatad  Jon  82 

MIL-P-43478A  (1) 

GL 

03  Sop 

76 

Gl 

REV-GS 

1 

3610 

Printing  Plont,  Spoclol  Worforo,  Somitrcilor  Mountod  Valldatad  Mar  63 

MII-P-434B4A  (2) 

GL 

13  S.p 

77 

GL 

REV-MD  GS 

L 

3610 

Printing  Plant,  Spociol  Worforo,  Trontporfoblo,  (lightwoight)  Modol  600 

MII-P-43155F  (1) 

GL 

29  Aug 

85 

GL 

REV-MD 

1 

3610 

Printing  Prott,  Offsot,  Wob-fod,  For  Spociol  Worforo  Valldatad  Oct  87  REV-GS 

MII-P-43477A 
NOTICE  1 

GL 

23  Ocl 

87 

GL 

L 

3610 

Printing  Prott,  Offtot,  lithographic  (Motor  Drivon,  24  By  30  Inch  Moximum 

Mll-P-524348 

ME 

11  Jon 

79 

ME 

Shoot  Sixo)  Valldatad  Mar  84  REV-GL  GS 

3610 

Printing  Prottot,  lottorprots  (Ploton  Prott)  Valldatad  Fab  84  REV-MD  GS  .......... 

MIL-P-43228B 

GL 

17  Nov 

77 

GL  SA 

99 

3610 

Printing,  Dupllcoling,  And  Book  Binding  Equipmont,  Pockoging  Of  USER-MC 

MII-P-3684C 

ME 

27  Mor 

81 

ME  SA 

99 

REV-Gl  SM  GS 

3610 

Punching  Mochino,  Popor,  Eloctric  Motor  Drivon  REV-84.... . . . . . . 

A-A-5005e 

/GL 

22  S.p 

83 

GL 

99 

3610 

Punching  Mochino,  Popor,  Eloctric  Motor  Or\yan  Valldatad  Aug  67  REV-GS........ 

MIL-P-43244A  (1) 
NOTICE  1 

GL 

25  Aug 

87 

GL 

99 

1 

3610 

Reproduction  Set,  Silk  Screen  Process,  Sign  Reprcducticn,  Pcckcgr.ig  Of 

.V,!l-R.5267l 

ME 

07  Jan 

70 

ME 

Validaltd  May  77  REV-SM  GS 

L 

3610 

Reproduction  Sot,  Dioto  Procott/  For  Field  Uto  REV-ME....................... . 

MII-R-44023A  (2) 

GL 

05  Jul 

83 

GL 

3610 

Screen,  Holftono,  Crottlino,  With  Cato  Valldatad  Jul  79  REV-GS . . . 

MIL-S-2438C 

MC 

31  Jon 

73 

GL  MC 

99 

L 

3610 

Screen,  Halftone,  Contoct,  For  Photolithogrophy -Valldatad  Nav  84  REV-GS  ...... 

Mll-S-400348  (1) 

ME 

25  Aug 

80 

ME 

•3610 

Sink,  Photogrophic  Procotting,  And  Sink,  lithographic  Procotting  Valldatad  Mar 

MII-S-12781C 

ME 

11  D.C 

79 

ME  SA 

99 

S4  USER-Gl  MC  REV-GS 

3610 

Stitchort,  Book  &  Pomphlot,  Single  Stitching  Hood,  Soddio  &  Flot  Toblo 

MII-S-15701D 

GL 

31  D.C 

85 

GL  SA 

99 

REV-GS 

3610 

Stone,  Correction,  Lithographic  Valldatad  Nov  64  USER-MC  REV-GS  . 

MII-S-11476D 

ME 

10  Jun 

80 

ME 

99 

1 

3610 

Toblo,  Bindery,  Popor  Vall^tad  Nav  84  REV-GS  . . 

MII-T-52803A 

ME 

21  Jul 

80 

ME 

3610 

ToWo,  Line-up  And  Rogittor,  Printing,  Lithogrophic  USER-CE  REV-MC  GS  .......... 

MIL-T-15672D 

ME 

09  S.p 

87 

ME  SA 

3610 

loUo,  Lithogrophic  Loyout,  Tilt  Top,  24  Inch  By  30  Inch,  Nominol  llfuminotod 

MIL-T-I1776E 

ME 

18  Moy- 88 

ME 

A-n  REV-GS 
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CUSTODIAN 

1 

3610 

Topogrophic  Support  System  (TSS),  Comero,  Press,  Mop  loyout,  Plote  Process, 

MIL.T-52966  (1) 

ME 

25  Jut 

80 

ME 

Photomechonicoi  Process,  Finishing,  &  Poper  Conditioning  Sections, 

Semitroiler  Mounted,  Generol  Specification  For 

SUPP  1 

L 

3610 

Topographic  Support  System  (TSS),  Camero  Section,  Topographic  Support  Set, 

MIL-T-52966/1 

ME 

17  Aug 

79 

ME 

Semitrailer  Mounted 

1 

3610 

Topogrophic  Support  System  (TSS),  Press  Section,  Topographic  Support  Set, 

MIL-T-52966/2 

ME 

17  Aug 

79 

ME 

Semitroiler  Mounted 

L 

3610 

Topographic  Support  System  (TSS),  Mop  Layout  Section,  Topogrophic  Support 

MII-T-S2966/3 

ME 

17  Aug 

79 

ME 

Set,  Semitrailer-Mounted 

L 

3610 

Topographic  Support  System  (TSS),  Plote  Process  Section,  Topogrophic 

Mll.T-52966/4 

ME 

17  Aug 

79 

ME 

Support  Set,  Semitrailer  Mounted 

L 

3610 

Topogrophic  Support  System  (TSS),  Photomechonicol  Process  Section, 

MIL-T.52966/5 

ME 

17  Aug 

79 

ME 

Topogrophic  Support  Set,  Semitrailer  Mounted 

L 

3610 

Topogrophic  Support  System' (TSS),  Finishing  Section,  Topogrophic  Support 

Mll-T-52966/6 

ME 

17  Aug 

79 

ME 

Set,  Semitrailer  Mounted 

1 

3610 

Topographic  Support  System  (TSS),  Poper  Conditioning  Section,  Topogrophic 

MIL-T-52966/7 

ME 

17  Aug 

79 

ME 

Support  Set,  Semitrailer  Mounted 

L 

3611 

Marking  Foil,  Hot  Stomp  Printing  Of  Electrical  Insulating  ,Moteriols  VoUdottd 

MIL-M-81594  (1) 

AS 

29  Moy 

73 

AS 

Sep  87  REV-MI 

3611 

Marking  Mochine,  Electrical,  Wlre*flexibte  Insuloting  Sleeving . . 

AA-50723 

84 

11  Oct 

88 

99 

3616 

Shredding  Mochine,  Office  Type,  Classified  Woslepoper,  Security  . . . 

FF-S-001169  (3) 

t 

01  Moy 

73 

L 

3630 

Block  Moking  Plont,  Concrete  REV.GS  . . . . . . . 

MIL-B-18966C 

YD 

29  May 

84 

YD 

L 

3630 

Load'tronsfer  Devices  (For  Concrete  Slobs  And  Pavements) . . . . 

MII-1-17202D 

YD 

30  Sep 

88 

YD 

3630 

Wheel,  Plotter  S  . . . . . . . . 

GG-W-262A 

t 

10  Dtc 

52 

3665 

Case,  Hydrogen  Generator  Set  (Case  CY>219  •  TMO'3)  Validated  Feb  88 

M)L-C-12517A 

CR 

03  F*b 

88 

CR 

13 

REV-CR  GS 

NOTICE  1 

1 

3666 

Components  And  AssemUics  For  Industrial  Gas  Production,  Storoge  Arsd 

MIL-C-52211A  (1) 

ME 

13  Jul 

77 

ME 

Tronsport  Equipment,  Packaging  Of  REV<SM  SH  GS 

L 

3666 

Conversion  Units,  Carbon  Dioxide,  260  Pounds  Per  Hour  Validated  Feb  83 

MIL-C-52025C 

ME 

06D.C 

78 

ME 

REV-GS 

L 

3666 

Converter,  Liquid  To  Gas  Oxygen,  Aagon,  And  Nitrogen,  Skid  Mounted,  1,200 

MIL-C-3495E 

ME 

10  Jon 

78 

ME 

Scf  Per  Hour  Copocity  Validated  Feb  83 

L 

3666 

Cooling  Tower,  Liquid,  Semitrailer&mounted  Validated  Feb  83  R£V*GS . 

MIL-C-52238C 

ME 

13  Jul 

78 

ME 

L 

3666 

Generating  And  Chorging  Plont,  Oxygenmitrogen,  Skid-mounted,  A/E26A-8 

Ma-G-27253C 

82 

05  D.C 

83 

99 

And  A/E26A-30  REV-GS 

1 

3666 

Generoting  And  Chorging  Plont,  5  Ton  Per  Doy  Copocity,  Skid  Mounted 

MIL-G-837508 

82 

05  D.C 

85 

99 

R£v;gs 

3655 

Generoting  Plont,  Oxygen-nitrogen,  Troiler  Mounted  A/M  26U*1  Validated  Jon 

MIL-G-8968 

AS 

01  Stp 

69 

AS 

99 

84  REV-GS 

1 

3656 

Generator,  Hydrogen  ML'539/TM  Validated  Jan  80  REV*GS. . . . . . 

MII-G-27369A 

13 

03  Apr 

62 

13 

3655 

Generator,  Hydrogen  (Hydrogen  Generator  ML&303)(<TM}  Validated  Mar  76 

MII-0-11127B  (1) 

ER 

14  Jul 

67 

ER 

99 

REV-CR  GS 

1. 

3655 

Manifold.  Gas  Cylinder  (Manifold  ML-344/TMQ-3).  Validated  Feb  88  REV-CR 

MIL-M-12563 

CR 

03  Feb 

88 

CR 

GS 

NOTICE  1 

1 

3655 

Plant,  For  Producing  liquid  Oxygen  And  Liquid  Nitrogen  (Shipboord  Type  • 

Mll-P-243448  (1) 

SH 

04  Oct 

77 

SH 

Low  Pressure)  Validated  Dec  82  REV-GS 

L 

3666 

Purging  Unit,  Air,  liquid  Oxygen  Storage  Tanks  GSU-62/M  Validated  Jul75 

MII-P-27456C 

82 

26  Sep 

67 

99 

REV-GS 

3666 

Recharging  Unit,  Corbon'Dioxide,  Pumping  Method  USER-MC  REV«$H  82  GS.... 

MIL-R-12551D 

ME 

08  Apr 

86 

ME 

99 

1 

3666 

Rechorging  Unit,  Carbon  Dioxide,  Pumping  Method  Validated  Apr  84  REV-GS  .. 

MIL-R-9975 

82 

15  May 

63 

99 

L 

3655 

Servicing  Units,  Compressed  Gas,  Mobile  REV-GS  . . . . 

MIL-S-52881A  (1) 

ME 

12  Dec 

86 

ME 

3665 

Storoge  Unit,  low  Pressure  Carbon  Dioxide,  Type  A*1  REV-GS . . . 

MII-S-4511C 

82 

01  Feb 

85 

99 

L 

3655 

System,  For  liquid  Oxygen  Or  Liquid  Nitrogen  Storoge  And  Charging, 

MII-S-23639B 

SH 

11  Oct 

72 

SH 

(Shipboard  Type)  Validated  Jan  87  REV-GS 

L 

3655 

Tank,  liquid,  Corbon  Dioxide,  40,000  lbs  Copocity,  Semi  Trailer  Mounted 

MIl-T-52949 

ME 

20  Mor 

78 

ME 

Commercial  Validated  Feb'83 

1 

3655 

Tonk,  Mobile  Storage;  liquid  Oxygen  TMU’27/M  REV-99 . . . . . 

MIL-T-38170F  (1) 

68 

05  Mar 

82 

68 

1 

3655 

Tonk,  Shipping  And  Storoge,  Dry  Ice  Validated  Feb  83  REV-MD  GS . . 

MIL  .-40019C 

ME 

28  Apr 

78 

ME 

L 

3655 

Tonk,  Storage,  Liquid  Oxygen  TMU-20/E  REV.99 . . . 

MIL.T-27483E  (2) 

68 

30  Aug 

85 

68 

L 

3655 

Tank,  Storage,  liquid  Oxygen,  low  Loss  Closed  Cycle,  TMU-70/M  . . 

Mll-T-85418 

AS 

21  Aug 

80 

AS 

3655 

Tank,  Storage,  Liquid  Oxygen  TMU-7A/E  REV.99 . . . . . . . 

MII-T-27892F  (3) 

68 

09  Apr 

85 

AS 

68 

1 

3655 

Tank,  Storage,  Liquid  Oxygen/Iiquid  Nitrogen,  TMU-24/E  REV-11  99  . . 

Mll-T.277200  (2) 

68 

03  Aug 

82 

68 

3655 

Tank,  Storage,  Liquid  Nitrogen,  TMU-35/E  REV-82  99... . . . . . . 

Mll-T-3e354D  (2) 
NOTICE  2 

NOTICE  2  (68) 

68 

18  Jun 

81 

68 

L 

3655 

Troiler,  Compressed  Gas  Cylinder  AF-M32R&3,  High  Pressure  2  Wheel  6 

MII-T-26069C 

82 

10  Jun 

69 

99 

Cylinder  Capacity  Validated  Jul  75  REV-GS 

3655 

Trailer,  Compressed  Gas  Cylirder,  Air  Or  Nitrogen  Servicing,  2&WHEEL, 

MIL-T-26772F 

82 

19  May 

70 

AV 

99 

6&CYLINDER  3500  ?«,  Type  MD&3  Validated  Sep  77  REV-GS 

O  1 

3655 

Valve,  Female  Filler,  liquid  Nitrogen  NRU-2/E  REV-99............. . . 

MIL-V-27853B  (3) 

68 

24  Apr 

81 

68 

1 

3655 

Votve,  Filler,  Liquid-Oxygen  Femole  CRU-59/E  USER-ME  REV-II  99  .................. 

MIL-V-3B201C  (3) 

68 

16  Jun 

81 

68 

L 

3655 

Volve,  Monuolly  Operoted,  Gos  Servicing  Hose  REV-GS  . . . 

Mll-V.47198 

82 

16  Jul 

84 

99 

3694 

Contaminotion  Control  Technology  Pockoging  Protection  Of  Precision  Cleoned 

MIL-STO-1475 

Ml 

14  Jun 

88 

Ml 

AS 

99 

Moteriel  Validated  Jun  88  REV-GS 

NOTICE  1 

3694 

Contominotlon  Control  Technology,  Cleaning  Materials  For  Precision  Precleaning 

MII-HD8K  406 

Ml 

14  Jun 

88 

Ml 

AS 

99 

And  Use  In  Cleon  Rooms  And  Cleon  Work  Stotions  Validated  Jan  88 

USER-AT  REV-AV  OS  SA  SH  14  12  GS 

NOTICE  1 

3694 

Contominotlon  Control-Technology  Precision  Cleaning  Methods  And  Procedures 

Mll-HD8<  407 

Ml 

20  Jon 

84 

Ml 

AS 

99 

REV-SH  GS 

NOTICE  1 

3694 

Contaminotion  Control-Technology  Microbial  Deteriorotion  In  Electronics  Its 

Mll-HOBK  408 

Ml 

14  Jon 

88 

Ml 

AS 

99 

OfiBin  And  Control  USER-AT  REV-AV  SA  OS  19  GS 

NOTICE  1 

3694 

Contomination'Control  Technology  logistic  Protection  Of  Precision  Cleoned 

MIL-HD8K  410 

Ml 

25  Apr 

88 

Ml 

AS 

99 

Mol.ri.1  Validated  Apr  88  REV-AT  AR  MR  GS 

NOTICE  1 
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3894 

Product  Cleanitneii  Ltvtis  And  Contaminotlon  Control  Program  USEftOS  SH  79 

MIL-STD-1246B 

Ml 

04  Sep 

87 

Ml 

ES  REV-AV  TM  AT  AR  SA  AS  68  99  GS 

3694 

Work  Station^  lomlnor  Flow . . 

A-A-50782 

784 

02  F.b 

83 

AS 

99 

369S 

Hook,  Orowbor,  logging  REV.GS  . . . . . . 

MIL-H-2S604B 

YD 

30  Jon 

89 

YD 

369S 

Morking  Machines,  Hond  Operoted . . . . . . . . . 

MIL-M-1599ID  (1) 

AS 

15  Aug 

86 

AS 

3695 

Sow,  Choin,  Portobl.,  Pow.r  USER-ER  MC  REV-MO  GL  MC  99  GS  . 

GGG-S-62D 

/ME 

24  Ocl 

86 

ME  YD 

99 

3710 

Harrow,  Disk  Offset,  8  Foot,  24  Inch  Disk  Validated  0<t  84  REV*CS . 

MIL-H-3751B 

ME 

19  Mar 

76 

ME 

99 

3740 

Aerosol  Generator,  Non  Thermal,  Insecticide,  Ultra  Lew  Volume  USER*MC 

MIL-A-52940C 

MD 

01  Nov 

87 

MDYD 

99 

REV-CE  MS  MC  CG  84  CS 

3740 

Duster,  Insecticide,  Moss  Delousing  REV*CE  CG  MS  84  CS  . . . . . 

MIL-D-2457J 

MD 

01  Nov 

88 

MDYD 

99 

3740 

Ousters,  Pesticide,  Monuoliy>operoted,  Tubulorpump  Monuolly>carried  Artd 

RR-D-780C 

/MD 

27  Nov 

87 

MD  YD 

99 

Monually>operoted  Rotory  Fon,  Strop*€orried  REV*CE  MD  MC  MS  CS 

3740 

Equipment,  Insect  Control,  Electrocution  Type  (Ed.  2}  •  3  Apr  1987  USER*^ 

Ul  1559-87 

CS 

25  F.b 

89 

MD 

99 

REV-84 

3740 

Sproy  Gun,  Insecticide  Dusting  Powder  And  Container,  Powder  Validated  Mar 

MIL-S-1B37H 

Gl 

25  Mor 

77 

GL  YD 

99 

83  USER-MC  REV-MD  MS  CS 

3740 

Sproyer  &  Duster  Units,  Insecticide,  Mist  Dust  Blower  Type,  GED,  30  To  100 

MII-S-23923D 

YD 

21  Jun 

84 

YD 

99 

Gol/h  liquid,  30  To  300  18/H  Dull  (Commorciol)  USER-MC  CG  REV-ME  84 

3740 

Sproyer  Duster,  Bock  Pack  Type,  Oed  Blower  (Commerciol)  REV*MO  CE  CS 

MII-S-23891C 

MD 

30  Jon 

85 

MD  YD 

99 

3740 

Sproyer,  Insecticide,  Frome  Mounted,  Gosoline  Engine  Driven,  Mist  And  Solid 

MII-S-12511G 

MD 

31  Jon 

83 

MDYD 

99 

Slfoom,  180  GPH  USER-MC  REV-MD  MS  CS 

3740 

Sproyer,  Insecticide,  Troiler  Mounted,  Gasoline  Engine  Driven,  25  Gpm 

Mll-S'82068C 

YD 

26  Ocl 

84 

ME  YD 

99 

Capacity  REV*84  CS 

3740 

Sproyer,  insecticide.  Electric  Motor  Driven,  Hond  Carried,  One  Quort  To 

MIL-S-22308C 

YD 

10  Oct 

80 

ME  YD 

One>&>a-holf  GoKon  Copocity  REV*MD  CS 

3740 

Sproyer,  insecticide,  Electric  Motor  Driven,  Frome  Mounted  Validated  Mar  84 

Mll-S'83961  (1) 

84 

07  Jun 

78 

ME  YD 

99 

REV-ME  YD  CS 

3740 

Sproyer,  Powered,  ULV,  Porloble  REV-MD  CE  MS  CG  CS . 

Mll-S-53049 

MD 

30  Jon 

85 

MD  YD 

99 

3740 

Sproyers,  Insecticide,  Monuolly  Carried  Hond  Operoted  Compression  USER^CG 

MIL-S-14102D 

MD 

18  Ocl 

82 

MD  YD 

99  REV-MD  MS  CS 

3740 

Trap,  Flying  Insects,  Electrocutting  USER'AV  MS  REV<G150 . 

A-A-82587 

CS 

31  Aug 

88 

MD 

99 

3740 

Trop,  Mo.quilo  light  USER-MC  REV-MD  84  CS . 

MII-T-52062D 

MD 

14  Aug 

87 

MD  YD 

99 

3750 

Buth  Hook,  Hond  USER-ME  99 . 

A-A-970 

* 

21  F.b 

84 

ME 

GS 

3750 

Bush  Hooks,  Hand  Validated  Mar  84 . . . . . . 

GGG-8-800A 

*84 

15  Apr 

77 

99 

3750 

Grow  Hook  (Scythe  Type)  USER-ME  99 . 

AA-2127 

t 

21  F.b 

84 

3750 

Grot.  Hookt,  Whip  Groii  Cutters,  And  Whip  Weed  Cuttert  Valldoltd  ftb  65  - 

GGG-G-670 

% 

19  Apr 

56 

INT  AMD  (2) 

•3750 

Hoe,  Gorden,  Mortor,  And  Mortor  Mixing . . . . . . . . . 

GGGH-496C 

t 

06  Fob 

61 

3750 

Mower,  lown.  Flail  Type,  Tewed  And  Tractor  Mounting  USER-CE . 

MIL-M-23421D 

84 

29  Jon 

84 

ME  YD 

99 

3750 

Mower,  lown,  Gosoline  Powered  (Rotory  Flet*knife,  24  Through  60  Inches, 

OO-M-1689 

•ME 

10  Jon 

73 

ME  YD 

99 

Gosoline.  Erigine  Driven  USER*MC 

3750 

Mower,  Lown,  Hand  . . . . . . . . 

00-M-671D 

t 

03  Aug 

77 

3750 

Mower,  lown, -Power  (Heavy  Duty,  Institutionol,  Rotory,  21  Inch,  Gasoline 

00-M-1243A  (1) 

t 

20  Aug 

75 

Engine  Driven) 

3750 

Mower,  lown,  Power  (Rotating  Reel,  Gosoline  Engine  Driven) . . . . 

OO-M-1688 

•ME 

03  Nov 

72 

ME  YD 

99 

3750 

Mower,  Lown,  Reel,  Hond  Propelled . . . . . . 

A-A-622 

t 

25  Sep 

79 

3750 

Mower,  Lown,  Rotary,  Walk  Behind  (Self*propelled  With  Bbde.Stop)  . . 

A-A-740 

t 

20  Aug 

80 

3750 

Mower,  lown,  Rotory,  Walk  Behind  (Hand  Propelled) . . 

A-A-741 

1 

20  Aug 

80 

3750 

Mower,  town,  Rotory,  Wolk  Behind  (Hond  Propelled  With  Blode  Stop) . . . 

A-A-744 

20  Aug 

80 

3750 

Mower,  town,  Rotory,  Walk  Behind  (SeH  Propelled) . . . . . 

A-A-745 

t 

20  Aug 

80 

3750 

Mower,  lown.  Tractor  Propelled,  Gong>type . . . . . 

MII-M-626F  (1) 

YD 

13  S.p 

83 

YD 

99 

3750 

Mower,  Rotory  Riding  (5  HP,  3  Speed,  Electric  Start)  . . . . 

A-A-833 

t 

11  Jun 

80 

3750 

Mower,  Rotary  Riding  (5  Hp,  3  Speed,  Recoil  Stort)  . . . . . 

A-A-835 

t 

05  Jun 

80 

3750 

Mower,  Rotary  Riding  (11  HP,  3  Speed,  Electric  Stort)  . . . . . . 

A-A-1448 

1 

05  Jun 

80 

3750 

Mower,  Rotary  Riding  (8  HP,  3  Speed,  Recoil  Stort) . . . . . . . 

A-A-1449 

1 

11  Jun 

80 

3750 

Mower,  Rotofy  Riding  (6  Hp,  3  Speed,  Electric  Stort)  . . . . 

A-A-836 

t 

05  Jun 

80 

3750 

Mower,  Rotory  Riding  (8  HP,  3  Speed,  Electric  Start)  . 

A-A-1450 

t 

05  Jun 

80 

3750 

Mower,  Rotory.Riding  (7  Hp,  3  Speed,  Electric  Stort)  . . . . . . 

A-A-838 

t 

05  Jun 

80 

3750 

Mower,  Rotory.  Riding  (7  Hp,  3  Speed,  Recoil  Stort)  . . 

A-A-839 

t 

05  Jun 

80 

3750 

Mower,  Rotary  Riding  (10  Hp,  3  Speed,  Electric  Stort)  . . . . 

A-A-840 

t 

05  Jun 

80 

3750 

Mower,  Rotory  Riding  (10  Hp,  3  Speed,  Recoil  Stort . . . . . . 

A-A-841 

t 

05  Jun 

80 

3750 

Mower,  Rotory  Riding  (6  Hp,  3  Speed,  Recoil  Stort) . . . . 

A-A-837 

t 

05  Jun 

SO 

3750 

Roke,  Hond  (Garden  And  lown) . . . . . . . . . . . 

GGG-R-96E 

V. 

06  Jun 

78 

3750 

Sheors,  Gross  Cutting  And  Shears,  Hedge  Trimming . . . . . . 

GGG-S-280F  (1) 

t 

07  Ncv 

72 

3750 

Sheors,  Pruning  (One  Hond  Operated)  USER'ME  99 . . . . 

A-A-962 

• 

21  F.b 

84 

3750 

Sheors,  Pruning  (Two  Hand,  lopping  USER'99  REV>ME . . . . . 

A-A-243A 

• 

29  Jun 

84 

ME 

GS 

3750 

Shears,- Pruning,  Hond,  (One>hand  Operoted) . . . . . . . 

GGG-S-2e4B 

t 

15  Moy 

64 

3750 

Sheors,  Pruning,  Hond  (Two*hand  Operated,  Lopping) . . . . . . . 

GGG-S-285B  (2) 

t 

31  Dec 

64 

INT  AMD  (4) 

3750 

Spodt  (Gordoning  Typ.)  USER-ME  YD  99  REV-84 . 

A-A-2338 

* 

20  S.p 

84 

ME 

99 

3750 

Sprinkler,  Lown,  (Surfoce  Connected)  USER*YD.................................................... 

WW-S-610B  (1) 

t 

19  Mor 

76 

37.'/0 

Trimmer,  Tree,  Pole*mounted  USER*ME  YD  REV*84.. . . 

A-A-2337 

* 

08  Nov 

84 

ME 

99 

37i'0 

BMit,  Dog  USER-MD  REV-CS  . 

MIL-B-3621C 

GL 

27  Apr 

88 

Gl 

99 

3770 

Boot*,  Dog  REV-MD  84  CS . 

MII-B-43542B 

GL 

31  D.C 

85 

Gl 

99 

3770 

Brush,  Animal  Grooming  Validated  Dee  85  USER*MC  REV-MD  CS...................... 

MII-B-43254B 

GL 

31  Aug 

70 

Gl 

99 

3770 

Choin,  Dog,  With  Snap  VoUdaltd  Jon  82  USER-MD  MC  REV-CS . 

MII-C-1453F  (1) 

GL 

12  Jul 

76 

Gl 

99 

3770 

Clipper,  Hair  And  Blode  Sets  (Small  Animol)  Validated  5ep.87  REV-MD  CS  ...... 

MII-C-43390C 

GL 

08S.P 

87 

Gl 

99 

NOTICE  1 

3770 

Cotlor,  Dog,  Choke  Choin  Validated  Mar  83  REV-MD  CS.. . . . . . . . 

MIL-C-43508 

GL 

20  Jun 

67 

GL  MC  99 

3770 

Collor,  Dog;  loothor  USER-MC  REV-84  CS . 

MIL-C-1161E 

GL 

20  Ocl 

88 

Gl 

99 

3770 

Comb,  Dog  Validal»d  D*c  83  USER-MD  MC  REV-CS . 

MII-C-1458C 

GL 

15  Jun 

72 

Gl 

99 

3770 

Contoiner,  Shipping,  Multipurpose,  Conine  Validated  Oet  8/  REV-MD  MS  CS.... 

Mll-C-44080 

GL 

01  Ocl 

87 

GL  MC 

99 
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3770 

Homtss,  Dog  Leoding  (Ltothtr)  Vofldottd  Apr  81  USER*MD  MC  REV*CS 

MIL.H-43210A  (1) 

GL 

27  Jul 

7'> 

GL 

99 

3770 

Leosh,  Dog,  Cotton  Wtbbtng,  Long  Type  Validated  Apr  81  USER*MC  REV>MD 

M1U-1322C 

GL 

14  May 

68 

GL 

99 

3770 

ME  C$ 

leash.  Dog,  Leod  Type,  Holders,  Dog  Leash  USER*MC  REV*M0  84  CS . 

MIU-1531F 

GL 

14  May 

86 

GL 

99 

3770 

Muiilt,  Dog,  leolhtr  USER-MC  REV-MD  CS . 

MIL-M-1519D 

GL 

26  Sep 

86 

GL 

99 

3770 

Ron,  Dog  Feeding,  (Corroslon^resisling  Steel)  Validated  Mar  83  USER*MC 

MIL-P-43440A 

GL 

26  Mor 

71 

GL 

99 

3770 

REV.MD  CS 

Stretcher, (veterinary) . . . . . . . . . . 

AA-31447 

MB 

30  Mo/ 

86 

MO  MS 

03 

3603 

Cutting  Edge,  Moldboard,  Groder  USER'YD  MC  REV>84  CS  . . . 

MS-33463E 

ME 

26  Aug 

88 

me 

99 

3803 

Cutting  Edge,  Scraper  Validated  May  82  USER'CE  MC  YD  REV*CS . 

MIL-C-32370 

ME 

14  Apr 

67 

ME 

99 

3803 

Cutting  Edge,  Scroper  Bowl,  Earth  Moving,  18  Cubic  Yard  Validated  May  82 

MS-39238A 

ME 

02  Mo/ 

67 

ME  YD 

99 

L 

3803 

REV-CS 

Culling  Edgos,  Moldboord,  Gradtr  USER-CE  YD  REV-CS . 

MII-G20704C 

ME 

07  Feb 

80 

me 

1 

3803 

3603 

Cutting.Edges,  Moldedboard,  Groder . . . . . . . . . . . . 

Ditching  Mochines,  Boom  Type,  Crawler  Mounted,  GED  &  DED  USER>ME  CE 

AA-32008 

MII-0.633F 

/ME 

YD 

17  Aug 
20  Apr 

88 

84 

YD 

L 

3803 

REV-CS 

Ditching  Mochine,  Diesel  Engine  Driven,  Wheel  Mounted,  Ladder  Validated  Mar 

MIL-D-32091C  (1) 

ME 

04  Jun 

71 

ME 

L 

3803 

85  REV-CS 

Ditching  Machine,  Lodder-type,  Light  Duty,  4-WHEEL-DRIVE,  Pneumotic-tired, 

MIL-D-28331C 

YD 

28  Jon 

83 

YD 

1 

3603 

Ged  REV-CS 

Ditching  Mochine,  Wheel  Type  Trencher,  Crowler  Mounted,  Diesel  Engine  Driven 

MIL-D.29227A 

YD 

28  Ocl 

88 

YD 

L 

3603 

REV-CS 

Excovator,  Multipurpose,  Wheel  Mounted,  Four  Wheel  Drive,  Univrrsol  Boom 

Mll.E-29372  (3) 

MC 

27  Mar 

86 

MC 

3803 

Validated  Mar  86  REV-YO  CS 

Excovotor,  Multipurpose,  Wheel-undercorriage,  Diesel-engine-driven  REV-84  CS.. 

NOTICE  1 
MIL-E-29249 

YD 

21  Nov 

86 

AT  YD 

99 

3803 

Excovotor,  Multipurpose,  Truck  Mounted,  Two  Cobs  USER-MC  REV-CS  . . . . 

MIL-E-22901F 

YD 

30  Apr 

86 

AT  YD 

99 

L 

L 

3803 

3803 

Excovators,  Crawler  Mounted,  Commercial,  Ded,  Hydraulically  Operoted 

REV-CS 

Groder,  Heavy,  Rood,  Motorized,  DED,  Commercial  Construction  Equipment 

MIL-E-29239 

MIL-G-32996 

YD 

ME 

13  Jul 

23  Aug 

83 

81 

ME 

L 

3803 

3803 

(CCE)  USER-AT  REV-CS 

Grader,  Rood,  Malori.ed  USER-MC  REV-AT  MC  CS . 

Grader,  Rood,  Motorised,  Air  Droppoble  &  Helicopter -TfonsporioUe,  Diesel 

OOG-330F 

MIL-G-324848 

/ME 

ME 

22  Moy 
01  Oct 

83 

80 

me  yd 

ME 

3803 

Engine  Driven  REV-CS 

Loader,  Bockhoe,  Scoop  Type,  Pneumotic  Tired. . . . . . . . . 

MIL-l-87891 

84 

15  Apr 

88 

AT  YD 

99  DM 

L 

3803 

3803 

Loader,  Bucket  Type  Validated  May  82  USER-CE  MC  REV-MI  CS . 

Looder,  Scoop  Type,  Rubber  Tired,  Diesel  Engine  Driven,  Air  Droppoble  8 

MIL-1-403D 

Ml  1-1-324968 

ME 

ME 

19  Aug 
01  Ocl 

69 

80 

ME  YD 

me 

3803 

Helicopter  Tronsportable  REV-CS 

Loader,  Scoop  Type,  Full  Tracked  USER-MC  YD  REV-AT  CR  84  CS . 

1i:KK-1..1CI86C 

/ME 

10  Nov 

83 

ME 

99 

1 

3803 

Loader,  Scoop  Type,  Pneumatic  Tired,  Four  Wheel  Drive,  Diesel  Engine  Driven 

MIL-1-32383C 

ME 

28  Aug 

81 

ME 

1 

3803 

3803 

USER-CE  REV-CS 

Loader,  Scoop  Type,  Four  Wheel  Drive,  Pneumatic-tired  REV-ME  YD  85  CS . 

loader.  Scoop  Type,  DED,  4X4,  Articulated  Frome  Steer,  4  1/2  To  5  CU  YD, 

KKK-1-1342C 

MII-I.-32906 

/YD 

ME 

01  Ftb 
30  Aug 

83 

76 

ME 

3803 

3803 

Commercioi  Construction  Equipment  (CCE)  Validated  Feb  84  REV-CS 

Looder,  Scoop  Type,  Full  Trocked . . . . . . 

looder,  Scoop-type,  Type  And  Cotocities  Validated  Jan  84  USER-CE  MC 

KKK-1-1066A 

MII-STD-632B 

J 

ME 

30  Mor 
22  Jul 

74 

73 

ME  yd 

99 

1 

3803 

REV-AT  CS 

Looder,  Skid  Steer,  Four  Wheel  Hydrostotic  Or  Mechonicol  Driver,  /O  Cubic 

MIL-1-28627C 

YD 

31  Aug 

88 

YD 

99 

L 

3803 

Foot  Hopped  Copocity  REV-84  CS 

Scraper -Tractor,  Eorth  Moving,  Hydraulic  Operoted,  14  Cubic  Yord  Minimum 

MII-5-28632D 

YD 

23  F.b 

83 

YD 

3803 

Struck- Copocity,  DED  REV-CS 

Scraper,  Eorthmoving,  Towed,  Kydroulic-operoted  USER-CE  MC  REV-CS . . 

MIL-STD-1404A 

ME 

11  Apr 

74 

ME  YD 

99 

L 

3803 

Scraper,  Elevating,  Self  Propelled,  9  Cubic  Yord  Minimum  Heaped  Copocity, 

Mll.S-32986 

ME 

30  Dec 

60 

ME 

L 

3803 

Sectionolized  &  Non  Sectlonolized  USER-CE  REV-AT  CS 

Scraper,  14-18  Cubic  Yard  Mlniumum  Struck  Copocity,  Open  Bowl,  Single 

MIL-S-33000 

ME 

18  Dec 

81 

ME 

L 

3805 

3805 

Diesel  Engine  Driven  Commercioi  Construction  Equipment  (CCE)  REV-CS 
Trencher,  Self-propelled,  Diesel-engine  Driven,  70  HP.,  Pneumotic  Tired,  With 
Optfonol  Attochments 

Truck  Troctor,  On  Off  Rood,  Engineer  Min.  120,000  GCWR,  Commercioi 

MIL-T-87983 

MIL-T-52901 

84 

ME 

13  Mar 

26  Apr 

89 

76 

me 

99 

L 

3803 

3803 

Construction  Equipment  (CCE)  Validated  Aug  5/  REV-CS 

Truck,-Dump,  Off  Rood,  Diesel  Engine  Driven,  15  To  50  Ton  Poylood  Validated 
Aug  81  USER-AT  CE  REV-CS 

Truck,  Dump,  20  Ton,  On  Off  Rood  Min.  69,000  GCWR,  Commercioi 

MIL-T-3044E 

MII-T.32900A 

ME 

ME 

03  Sep 

29  Nov 

76 

76 

ME  YD 

ME 

L 

3810 

Construction  Equipment  (CCE)  Validated  Aug  81  REV-MT  CS 

Crone'Shovel,  Crowler  Mounted,  12  1/2  Ton  At  12  Foot  Rodius,  3/4  Cubic 

MII-C-32640A 

ME 

20  Jun 

73 

ME 

L 

3810 

Yord,  Diesel  Engine  Driven,  For  Military  Operations  Validated  May  82 

REV-CS 

Crone  Shovel,  Crowler  Mounted,  40  Ton  At  12  Foot  Rodius,  2  Cubic  Yord, 

MII-C-32648C 

ME 

30  Nov 

81 

ME 

1 

3810 

Diesel  Engine  Driven  REV-CS 

Cfci;.  CortaVer  Handling,  A*r  Trsniporfcblc  .REV  CS  . . . 

MIL'C  292-54 

Vf> 

17  Nov 

85 

vr% 

L 

3810 

Crone,  Crowler  Mounted,  60  Ton  At  25  Foot  Radius,  Diesel  Engine  Driven 

MIL-C-32326B 

ME 

04  Apr 

74 

ME 

3810 

Validated  May  82  REV-CS 

Crone,  Crawler  Mounted,  Commercioi,  Ded  USER-MC  REV-84  CS  . . . . 

MIL-C.13467F 

YD 

14  Nov 

83 

YD 

99 

L 

3810 

Crone,  Hydroullc,  Truck  Mounted  USER-MC  REV-CS,.,., . . . . . . 

MIL-C-28364B 

YD 

19  Apr 

84 

YD 

L 

3810 

Crone,  Hydraulic,  Full  Revoivlr'i,  Wheel  Mounted,  4  X~4,  DED  REV-CS  . . . 

MIL-C-28614C 

YD 

29  Nov 

83 

YD 

1 

3610 

Crone,  Hydraulic,  Truck  Mounted,  A/S32A-16  16,500  Pound  Crone  Copocity, 

MIL-C-27718D 

84 

06  Aug 

84 

L 

3810 

6X4,_OEO  REV-CS 

Crone,  Truck  Mounted,  Hydroulic,  25  Ton  Commercioi  Construction  Equipment 

Mll-C-32911 

ME 

27  Sep 

76 

ME 

L 

3810 

{CCEyVolidoted  May  82  REV-AT  CS 

Crone,  Wheel-Mounted,  Hydroulic,  Rough  Terroin,  30  Ton  Copocity,  Full 

Mll-C-29352  (2) 

MC 

31  Dee 

74 

MC 

1 

1 

3810 

3810 

Revolving,  4  By  4,  Ded  Validated  Apr  81  REV-CS 

Crone,  Wheel  Mounted,  Hydroulic,  Light,  7-1/2  Ton  REV-AT  CS  . . . . 

Croner High-speed,  High  Mobility  REV-CS... . . . . 

MlL-C-32974 

Mll-C-29423 

ME 

MC 

29  Sep 
21  Nov 

83 

86 

ME 

MC 
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3810 

Crones  And  Crane>shoveis,  Truck,  Crawler,  And  Wheel  Mounted,  full  Revolving, 

MII-C-3580D 

ME 

23  S.p 

75 

ME  YD 

99 

And  Thcir  Attochmenis,  Pockoging  Of  USER>MC  REV>SM  AT  CS 

3810 

Cranes,  Truck  Mounted,  Two^engint  Driven,  lattice  Type  Poom.dGO  USER*MC 

M1L-C-22972E 

YD 

30  Oct 

87 

YD 

99 

REV-CS 

1 

3813 

loll,  Wrecking  REV-AT  CS . 

MII-B-23276C  (2) 

ME 

30  Jon 

86 

ME 

3813 

Boom  Crone,  20  Ton,  Rough  Terroin,  20  Ton,  Truck  Mounted,  12  1/2  Ton, 

MIL-B-S2203D 

ME 

12  Nov 

74 

ME 

99 

Crawler  Mounted  Validated  Nov  81  USGR'CE  REV>CS 

3813 

Boom,  Jib,  Crone,  15  foot  Long,  for  3/4  Cubic  Yard  (12-1/2  Ton  Crowler 

MII-B-52207B 

ME 

07  Jg1 

76 

ME 

99 

Mounted,  20  Ton  Wheel  Mounted)  Crones  Validated  Nov  61  USER^CE  MC 
REV.CS 

3813 

Bucket,  Clomitiell  VoUdaled  Atoy  S3  USER-CE  REV-MC  CS . 

MIL-B-16028F 

YD 

09  Moy 

74 

ME  YD 

99 

3813 

Bucket,  Concrete,  Hond  Operated  3/4  To  2  Cubic  Yard  Capocity  USER*MC 

MIL-B-3753E 

ME 

30  Jun 

86 

ME  YD 

99 

REV-CS 

3813 

Bucket,  Drogline  Validated  May  83  USER*MC  REV<CS . . . 

Mll-B'16029F 

YD 

19  Apr 

74 

ME  YD 

99 

3813 

leod.  Pile-driver,  With  Catwolli  USER-CE  REV-AT  MC  84  CS . 

MIL-L-11025F 

ME 

27  Moy 

87 

ME  YD 

99 

3813 

Taglines,  Crone  &  Crane  Shove),  Spring  Loaded  Reel  Type  Validated  Nov  83 

MII-T-52198C 

ME 

04  Apr 

78 

ME  YD 

99 

USER-CE  REV-CS 

3813 

Teeth,  Surfoce  Ripping,  (Points,  Shanks,  Keepers  And  Keeper  Locks),  Bucket 

MlL-T-521765 

ME 

26  Feb 

76 

ME  YD 

And  Dipper,  Crone  Shovel  Validated  Nov  81  USER<CE  MC  REV>CS 

L 

3820 

Auger,  Earth,  PortobTe,  Hand  Held,  Two  Man,  Gasoline  Engine  Driven . 

MIL-A-2B624B 

YD 

31  Moy 

84 

YD 

3820 

Auger,  Earth,  Skid  Mounted,  And  Auger,  Eorth,  Truck  Mounted,  TurntoUe  Bose, 

MIL-A-516J 

ME 

01  Sep 

81 

ME  YD 

99 

Power  Drlveii  USER*EL 

L 

3820 

Auger,  Eorth,  Truck  Mounted.  3<  .nch  Diameter  Hole,  60  Foot  Maximum  Depth 

Mll-A-52470 

ME 

01  Nov 

65 

ME 

Validated  Jan  82 

3820 

Auger.  Eorth,  Truck-mounted,  4  By  4,  Diesel  Engine  Driven  28,000  LB  Minimum 

M!-.-A.29247 

YD 

24  Oct 

86 

YD 

GVW,  With  Pole  Setter  &  Wire  Reel 

3820 

Bit,  Button,  Rock  Drill,  For  Drifter  Drilli  Validated  Nar  B1  USER-MC  REV-CS 

MS-39335 

ME 

24  Aug 

70 

ME  YD 

99 

3820 

Bit,  Star,  Rock  Drill,  X-type,  For  Drifter  DtiWt  Validated  Nov.81  REV-CS . 

MS-39330 

ME 

06  Nov 

68 

ME  YD 

99 

3820 

Breoker,  Paving,  Gosoline  Powered,  Self  Contained  USER-CE  MC  REV-84 . 

MIL-B-734E  (1) 

ME 

01  Jun 

88 

ME  YD 

99 

3820 

Breaker,  Paving,  Pneumatic  USER-MC  85  REV-AT  CS . . . . 

MIL-B-467E 

ME 

17  Nov 

88 

ME  YD 

99 

3820 

Breokers,  Paving,  Pncumotic  Powered  (7/8  Inch  Hexogon  By  2  3/4  Inch  Chuck 

MIL-B-385G  (1) 

ME 

01  Dec 

87 

ME 

99 

And  7/8  Inch  Hexogon  By  3  1/4  <nch  Chuck)  REV-CS 

3820 

Crusher,  Jow,  Diesel  Engine  &  Electric  Motor  Driven,  75  Ton  Per  Hour  Copocity 

MIL-C-52128C  (2) 

ME 

08  Apr 

82 

ME 

Validated  Dee  32  USER-MC  REV-AT  CS 

1 

3820 

Crusher,  Jaw,  Portoble,  Primory  Aggregate  Plant,  Mobile,  75  Ton  Per  Hour 

Ma-C-29221A 

YD 

13  Sep 

88 

YD 

Capocity 

1 

3820 

Crusher,  Roll,  Diesel  Engine  &  Electric  Motor  Driven,  75  Ton  Per  Hour  Copocity 

MIL-C-52127C  (2) 

ME 

08  Apr 

82 

ME 

USER-MC  REV-AT  CS 

3820 

Crushing  And  Screening  Plont,  Two-unit,  Gasoline-engine-driven, 

MII-C-52450A 

84 

C7  Oct 

66 

ME 

99 

Semitrailer-mounted,  35-TON-PER-HOUR  Capacity  Validated  Mar  73 

L 

3820 

Crushing  And  Screening  Plant.  Two-unit,  Oleset-engine-driveh, 

MIL-C-00524608 

84 

17  Oct 

67 

ME 

84 

Semitrailer-mounted,  35-TON-PGR-HOUR  Copocity  (Used-In  Lieu  Of 
MIL-C-52460A) 

3820 

Crushing,  Screening,  And  Washing  Plonts,  Diesel  Engine  And  Electric  Motor 

MII-C-13962B 

ME 

19  Apr 

66 

ME 

99 

Driven,  225  Tons  Per  Hour  Validated  Jan  82  USER-CE 

1 

3820 

Cruihing,-Scrcening  Bi  Woshing  Plont,  150  Tons  Per  Hr.  Commerciol 

MIL-C-52921 

84 

29  Jul 

87 

ME 

99 

Construction  Equipment  (Cce)  REV-AT 

3820 

Drill  Rod  Section,  Rock  Drill  For  Drifter  Drills  Validated  Nov  81  REV-CS . 

MS-39329 

ME 

06  Nov 

68 

ME  YD 

99 

3820 

Drill  Rod,  Coupling,  Shank,  Rock  Bits,  And  Extractor,  For  Drifter  Drills  Validated 

MIL-D-22233C 

YD 

17  Dec 

86 

ME  YD 

Dee  86  USER-CE  MC  REV-AT  CS 

3820 

Drill  Rods  And  Bits,  Star,  Ro'k  Drill  Drill,  Pneumotic,  Sinker  USER-CE  MC 

MS-39125C 

ME 

16  Mor 

84 

ME 

99 

REV-CS 

L 

3820 

Drill,  Hydroulic  Drifter,  Self  Propelled,  Crawler  Mounted.. . . . 

MII-D-29226A 

YD 

18  Jul 

88 

YD 

3820 

Drill,  Pneumatic  Drifter,  Self-propeller,  Crawler  Mounted  (Track  Drills)  REV-AT 

MII-0-21201F 

YO 

09  Aug 

84 

ME  YO 

99 

MC  84  CS 

L 

3820 

Drilling  Mochme,  Well,  Rotory,  1,500  Foot . . . . . . 

MII-D-0010271G 

ME 

18  Aug 

82 

ME 

3820 

Drilling  Machine,  Well,  Rotary,  1500  Fool  USER-MC  REV-AT.........,.....,,,........,.., 

MIL-D-10271H 

ME 

17  Feb 

84 

ME  YO 

3820 

Drilling  Mochines,  Weil,  Rotary,  Skid  Or  Trailer  Mounted . . . 

MtL-D-10166G 

ME 

15  Sep 

86 

ME 

99 

3820 

Drills,  Pneumatic,  Sinker,  Rock  Validated  Sep  80  USER-MCXS  REV-CE . 

MIL-D-52121B 

ME 

14  Nov 

74 

ME  YD 

3820 

Poving  Breoker  Sets,  Portoble  . . . . . . . . 

MIL-P-82008C 

YD 

04  Dec 

87 

ME  YD 

99 

L 

3820 

Plont,  Aggregote,  Secondory,  With  Cone  Crusher,  Mobile,  75  Ton  Per  Hour 

MIL-P-82015C 

YD 

28  Oct 

88 

YD 

Capocity 

L 

3820 

Rig,  Drill,  Rotory  And  Top  Head  Type,  Mud  Circulotion . . . . . . 

MIL-R-28568B  (1) 

YD 

29  Mor 

85 

YD 

3820 

Ripping  Tools,  Metol  Drum,  Paving  Breaker  Validated  Avg. 81  USER-CE  MC 

MIL-R-423D 

ME 

11  Mar 

76 

ME  YD 

99 

REV-MI  AT  CS 

L 

3820 

Screening  Unit,  Aggregate,  Electric  Motor  Driven,  75  Ton  Per  Hour  Copocity 

MIL-S-52124B 

ME 

18  -lul 

68 

ME 

Validated  Jan  82  USER-CE 

L 

3820 

Troy  Screen  Sizes  And  Edging  For  Aggregote  Screens  Validat'd  Jan  82  REV-CS 

MS-39127A 

ME 

08  Mor 

71 

ME 

3820 

Washing  8rScfe*.n'*'g  Pla**),  Agg'ega!e-&  Send,  D»iyf«,  Tro-tf' 

MII-W.2.34550 

YO 

0^  Joo 

89 

ME  YO 

Mounted,  150  Tons  Per  Hour  USER-CE  REV-AT 

3820 

Washing  And  Screening  Unit,  Aggregote,  Electric  Motor  Driven,  75  Ton  Per 

MIL-W.52125B 

ME 

19  -tul 

68 

ME 

99 

Hour  Copocity.  Validated  Sep  80  USER-MC  YD 

L 

382S 

Cleaner,  Vocuum,  Self  Propelled,  Runwoy  Sweeping . . . 

MIL-C-29195A 

YO 

23  Oct 

87 

YO 

L 

3825 

Distributor,  Woter,  Tonk-type,  Truck-mounted  Validated  Sep  80 . . . . 

MII-0-13487E  (1) 

ME 

21  Dec 

70 

ME 

L 

3825 

Distributor,  Woter,  Collopsible  Tonk,  900  Gollon  Capocity,  With  Sproy  Bor 

MIL-D-52033D 

ME 

09  Nov 

84 

ME 

AsiemUy  REV-CS 

L 

3825 

Distributor,  Water,  Tonk  Type,  Semilrotler  Troctor  Mounted  7,000  Gollon 

MIL-D-29224 

YD 

09  Moy  83 

YD 

Copocity,  DED  REV-99 

INT  AMD  1 

L 

3825 

Dislr'butor,  Woter,  Semitrailer  Mounted,  6000  Gollon  . . . . 

MIL-D-52923B 

ME 

13  Mor 

85 

ME 

L 

3825 

Distributor,  Water,  Tonk  Type,  Truck  Mounted,  Sprinkler  Or  Nozzle  Sproybor, 

MIL-D-28531C 

YO 

16  Aug 

85 

YD 

Commerciol 

L 

3825 

Distributor,  Water,  Self  Propelled,  Minimum  2500  Gollon,  Sectfonolized  Bi  Non 

MIL-D-52987 

ME 

30  Dec 

80 

ME 

Stclionolittd  USER-CE  REV-AT 
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3825 

Morker,  Tronic  Line,  Stlf>propellecl  USER'CE  MC  R£V*CS  . . . . . 

MIL-M-19181E 

YO 

17  Aug 

82 

YD 

99 

1. 

3825 

Marker.  TroHic  line.  Truck  Mounted  . . . . . . . . . . . 

Ma-M-83925A 

84 

It  Jun 

82 

99 

3825 

Scrubbing  Mochine.  SeH*propelled  Heavy  Duty.  Cyiindricol  Brush  Opposed 

MII-S-003B725 

84 

14*Jon 

89 

99 

Direction  Typo 

3825 

Scrubbing  Mochine.  Povement  SeH*propelled.  Rider  Operated  Votidatid  F«b  73 

MII-S-38725A 

84 

03  Feb 

67 

AT 

99 

USER-CE  REV-ME 

L 

3825 

Snow  Reniovol  Unit.  Rotory,  Truck  Mounted.  Diesel  Engine  Driven.  1S00  Tons 

MII.-S-S2699B 

ME 

30  Aug 

76 

ME 

Per  Hour  Copoclly  Validated  May  82 

3825 

Snow  Removol  Units,  Self  Propelled,  Diesel  Engine  Driven,  40  Tons  Per  Minute 

MIL-S-17041G 

YD 

29  Apr 

85 

ME  YD 

99 

Copocity  USER-CE  REV-AT  84 

3825 

Snow  Sweeper,  Towed,  Rotary,  AIrbtost . . . . . . 

MIL-S-0027178 

84 

10  Jun 

89 

99 

1 

3825 

Snowplow,  Truck  Mounl.d,  Underbody  MXX-513/S32U  USER-II  REV-CS _ 

MIL-S-83121A 

84 

31  Jon 

89 

99 

3825 

Snowplcw,  Truck  Mounted:  Displacement  Type,  36,000  GVWR,  4  By  4 . 

MIL-S-17794E 

YD 

10  Jun 

85 

ME  YD 

3825 

Sweeper,  Magnet,  Self  Propelled. . . . . . . . . . 

MII-S-4880G 

YD 

15  Apr 

88 

ME  YD 

3825 

Sweeperi  Rolory,  Towed  USER'ME . . . . . . 

MIL-S-18141G  (1) 

YD 

04  Nov 

83 

YD 

99 

3825 

Sweeper,  Rotory,  Self-propelled,  Industrlol  Type,  Rider  Operated  USER-CE  MC 

OO-S-870E 

/YD 

06  Jan 

84 

ME  YD 

99 

CS  REV-84 

3825 

Sweeper,  Rotory,  Towed  A/M32U'SA,  Snow,  Air  Blast  USER-CE  11  . . 

MIL-S-27178G 

84 

17  Dk 

82 

ME  YD 

99 

3825 

Sweeper,  Rotory,  Self-propelled,  (Street  Type)  REV-ME  MC  84 . . 

00-S-875F 

/YD 

02  Mar 

89 

YD 

99 

3825 

Sweeper,  Rotary,  Towed  (Use  In  lieu  Of  MtL-S-18l41G).....,......... . . . . . 

MIL-S-0018141H 

ME 

11  Dec 

87 

ME 

L 

3825 

Sweeper,  Rotary,  Towed,  Commercial,  Blower  Type  . . . 

MIL-S-2B5668 

YD 

05  Aug 

83 

YO 

L 

3825 

Sweeper,  Street  Vacuum,  Self  Propelled,  DED,  4  Cubic  Yord  Effective  Minimum 

MIL-S-29201A 

YD 

25  Jon 

85 

YD 

Copocity 

3825 

Sweepers,  Rotary,  Self-propelled,  Vocuumued;  1.75  Cubic  Yord  Minimum 

00-S-873C 

/YD 

23  Jon 

84 

YD 

99 

Hopper  Copocity  USER-CE  MC  REV-ME  84  CS 

1 

3825 

truck.  Snow  Removol  Equipment  A/S32U-35  And  A/S32U-36  (Heovy  Duty) 

MIL-T-83118A 

84 

3>)Jul 

81 

99 

USER-11 

3830 

Cutting  Edge  Moldboard,  Dozer  Validated  Feb  83  USER-MC  REV-CS  . . 

MS-39103D 

ME 

12  S.p 

72 

ME 

99 

3830 

Cutting  Edges,  Moldboord,  Snowplow  Validated  Mar  85  USER-YD . . . . 

MS-39334 

ME 

23  Apr 

70 

ME 

99 

3830 

Distributor,  Bitumen  And  Woter,  Pockoging  Of  REV-SM . . 

MIL-D-771D 

ME 

04  Aug 

78 

ME  YD 

3830 

End  Bil>,  Dnurs  Validated  Hay  82  USER-~MC  YO  REV-CS . 

MS-39104C 

ME 

05  Moy  70 

ME 

99 

3830 

Hitch,  Snowplow,  Front-of-vehicle  Mounting  Validated  May  82  USER-AT . 

MIL-H-14435D 

ME 

26  Feb 

74 

ME 

99 

3830 

Scarifier  Assemblies,  Bock-rlp,  Eurth,  Dozer  Mounted  Validated  May  82 

MIL-S-20706A 

ME 

21  Apr 

70 

ME  YO 

USFR-CE  RCV-MC  CS 

3830 

Shank,  Scarifier,  Bock-rlp,  Bulldozer  Validated  May  82  USER-CE  MC  REV-CS .... 

MS-39000C 

ME 

21  Apr 

70 

ME 

99 

3830 

'  'onk,  Scarifier,  Rood  Graders  Validated  May  82  USCR-CS  . . . . 

MS-39120A 

ME 

25  Oct 

67 

ME 

99 

3830 

,  Snowplow  Validated  May  82  USER-YO..... . . . 

MS-39327 

ME 

03  Jun 

68 

ME 

99 

1 

3830 

Snow  Removol  Unit,  Truck  Mounting  MXU-511/E  High  Speed  Copocity 

MIL-S-83119 

84 

25  Oct 

68 

99 

Validated  Nav  81  USER-11  REV-CS 

L 

3830 

Snowplow,  Truck  Mounting,  Power  Reversible  Blode  MXU-512/E  Validated  Nav 

Mll-S-83120 

84 

25  Oct 

68 

99 

81  USER-11  REV-CS 

L 

3830 

Snowplow,  Truck  Mounting.  Rollover  MXU-514/E  USER*11  . 

MIL-S-83122 

84 

25  Oct 

68 

99 

L 

3830 

Snowplow,  Vehicle  Mounting,  Strolght  Blode,  Reversible,  V  Blode,  8>  Rollover 

MIL-S-52520A  (1) 

ME 

14  Feb 

74 

ME 

Bind.  Validated  May  82  USER-CE 

3830 

Sweeper,  Mognetic,  Rood,  Wheel  Mounted,  Towed  Permanent  Mognet,  96  Inch 

MII-S-29174B 

YD 

24  Feb 

87 

YO 

99 

USER-MC  REV-84  C3 

3830 

Teeth,  Scarifier,  Bock-rlp  Validated  May  82  USER-CE  MC  YD  REV-CS . 

MII-T-20705A 

ME 

24  Apr 

70 

ME 

99 

3830 

Tooth,  Surfoce  Ripping,  Rood  Groders  Validated  May  82  REV-CS . 

MS-39I21A 

ME 

25  Oct 

67 

ME 

99 

L 

3830 

Treedozer,  Tractor  Mounting  Validated  May  82 . 

MII-T-52582A  (1) 

ME 

31  Oct 

73 

ME 

3830 

Winch,  Drum,  Engine  Or  Turret  Holst,  Type  A*1 . . . . . - 

MII-W-6496B 

84 

10  Jun 

82 

EL 

99 

L 

3835 

Displocement  And  Evocuotlon  Kit,  Hosellne  REV-CS  . . 

MII-D-52349B  (1) 

ME 

21  Oct 

85 

ME 

L 

3835 

Flotation  Unit,  Pipeline  REV.CS . . . . . . . . 

MII-F-52531B 

ME 

25  Moy  83 

ME 

L 

3835 

Flow  Control  Kit,  Hosellne  REV-CS  . . . . . . 

MII-F-52345B 

ME 

21  Nov 

80 

ME 

L 

3835 

Guord,  Roadway  Crossing  REV-CS  . . . . . . . . . 

MIL-G-52344C 

ME 

08  Aug 

88 

ME 

L 

3835 

Hosellne  Outfit,  4  Inch,  Fuel  Hondllng  REV-CS  . . . 

MIL-H-52970C 

ME 

11  Feb 

86 

ME 

L 

3835 

Idler,  Choln,  Double  REV-CS . . . . . . . . 

MIL-t-52529A  (1) 

ME 

21  Sep 

79 

Me 

L 

3835 

Monifold  And  Accessory  Assemblies,  Portable  Fuel  Distribution  Systems, 

MIL-M-82002C 

YD 

21  Moy  82 

YD 

Quick-dlsconnect  Hose  Coupling  Type  REV-CE  ME  CS 

L 

38J5 

Pocking  Kit,  Hosellne  REV-CS  . . . . 

MII-P-52348B 

ME 

21  Nov 

80 

ME 

L 

3835 

Regulotor  Kit,  Hosellne  REV-CS . . . . . . . . . . 

MIL-R-53001 

ME 

04  Jon 

82 

ME 

L 

3835 

Repair  Kit,  Hosellne  REV-SM  CS . . . . . . . 

MII-R-52343C 

ME 

12  Sep 

88 

ME 

L 

3835 

Sled,  Submorine  Pipeline^  Lounching,  And  Assembly,  Terminal,  Submarine 

MIL-S-525S1B 

ME 

01  May  80 

ME 

Pipeline  REV-CE  CS 

1 

3835 

Sling  Assembly,  Flaking  Box,  lifting  REV-CS  . . . . 

MII-S-52342B 

ME 

21  Nov 

80 

ME 

L 

3835 

Suspension  Kit,  Hosellne  REV-CS... . . . . . . . . . . 

MH,-S-52347C 

ME 

23  Jon 

89 

ME 

L 

3835 

Tonker  Mooring  System,  Multi  legtanker  Mooring  System,  Multi  leg  1(X)480 

MIL-T-52976 

ME 

10  Apr 

80 

ME 

REV-CS 

L 

3835 

Tono-S«»t,-Pownfed,  Skid  Mounted  REV.CS  . . . . . . 

Mil  T-82097S  (I) 

vrv 

30  Apr 

8A 

YO 

3835 

Towing  And  DIschorge  Assemblies,  Amphibious  Fuel  lint  REV-AT  CS . . . 

MIL-T-23907C 

YD 

01  Aug 

80 

ME  YD 

3835 

Value  Section,  Pipeline,  For  Portoble  Pipelines  REV-CS............. . . . 

MIL-V-11583C 

ME 

04  Oct 

79 

ME  YD 

3895 

Axle,  RL-27  (For  laying  Field  Wired  Validated  Mar  55.......,.,.., . . 

MIL-A-1 19288 

CR 

26  Mor 

88 

CR 

99 

ADDENDUM  (1 

L 

3895 

Batching  Plant,  Aggregate,  (Wheel-mounted,  30<TON  Copocity) . 

MIL-B-22353D 

YD 

17  Nov 

88 

YO 

3895 

Botching  Plont,  Aggregate,  Mobile,  Three  Compartment,  60  Ton  Copocity 

MIL-B-3630D 

YD 

20  Nov 

83 

YD 

99 

USER-CE  REV-ME  84 

1 

3895 

Bln,  Stdroge,  Aggregate,  Portoble,  60-TON  Validated  Jan  82  USER-MT  REV-CS 

MII-B-13587D  (1) 

ME 

03  Jon 

77 

ME 

3895 

Coble  lashing  Mochine  IC-231()  Validated  Jan  56  USER-MI  REV-CS . . . 

MI1.-C-3776A 

CR 

4  Apr 

60 

CR  YD 

99 

L 

3895 

Cart,  Concrete  REV-CS  . . . . . . . . . 

MII-C-I8795F 

YD 

18  Sep 

86 

YD 

3895 

Central  Mix  Plont,  Concrete,  Mobile,  150  Cubic  Yords  Pe/  Hour  Copocity  .......... 

MII-C-28527D 

YD 

12  Feb 

87 

ME  YD 

t 

3895 

Centrol  Mix  Plont,  Concrete,  Mobile,  KX)  Cubic  Yords  Per  Hour  Copocity  .......... 

MIL-C-28542B 

YD 

25  Mor 

83 

YO 

L 

3895 

Control  Mixing  Plant,  Concrete,  Mobile,  250  Cubic  Yords  Per  Hour  Copocity 

MIL-C-52600  (1) 

ME 

25  Oct 

68 

ME 

Validated  Jon  82 
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L 

3895 

Compactor^  High  Speed,  Self  Propelled  Commercial  Construction  Equipment 

MIL-C-53024 

ME 

28  Mar 

83 

ME 

(Cte) 

L 

3895 

Compoctor,  SonUory  londfill,  $eK>propelled,  Commercial  . . . . 

MIL  :-29153A 

YD 

14  Fob 

83 

YD 

1 

3895 

Compactor,  Self  Propelled,  Emborkment,  Commercial  (Roller,  Segmented, 

MIL- '.28663a 

YD 

15  Del 

82 

YD 

Motorixed,  With  Leveling  Blode) 

L 

3895 

Concrete  Placing  Boom,  Truck  Mounted,  6X4,  Diesel  Engine  Driven, 

MIL.C.29213A 

YD 

15  Dec 

87 

YD 

Commercial 

3895 

Concrete  Plont,  Mobile,  Semitrailer  Mounted,  6  Cubic  Meiers  Bulk  Moterlol 

OOO-C-28682 

YO 

05  Nov 

87 

Copocity  (Metric) 

3895 

Concrete  Sproying  Machine,  Mix  Elevator  Type  Unit.  Trailer  Mounted . . 

MIL-C-22744E 

YD 

10  Aug 

87 

YO 

3895 

Coupling,  Quick  Disconnect,  3  Inch,  For  Construction  Equipment  Volideted  Aug 

MS.39153A 

ME 

02  Oct 

64 

ME  YD 

99 

3895 

Distributor,  Bituminous  Moterial,  Tank  Type  . . . . . . . . 

MtL-D'575G 

YD 

07  Feb 

83 

YD 

L 

3895 

Distributor,  Bituminous  Material,  Truck  Mounted,  Commerciol  Construction 

MIL-D.52916 

ME 

29  Nov 

76 

ME 

Equipment  (CCE)  Validated  Aug  81 

3895 

Distributor,  Liquid  Bituminous  Moteriol,  Tonkless  Type,  Traitor  Moun  ed . . . . 

Mll.D-43.  F  (4) 

ME 

19  Jul 

88 

ME 

3895 

Drier  Mixers,  Bituminous  Concrete  Moterlols,  Wheel  Mounted  USER*  '0  R£V*AT 

Mll.D.396’IF 

ME 

25  Feb 

82 

ME 

99 

1 

3895 

Finishing  Machines,  Concrete,  Rotary,  Power  Driven,  Hand  Controlled  REV*AT.... 

M11-F-23019D 

YD 

27  Apr 

85 

YD 

3895 

Grouting  Mochines  (Mud  Jocks)  Prseumotic  Tired  REV*84 . . . . 

MII-G-18763E 

YD 

22  Aug 

83 

YO 

99 

3895 

Hommer,  Piledriver,  Drop,  1,800  And  3,000  Pounds  Validated  Nav  8J  USER*C£ 

MIL-H-2514D 

ME 

24  Jon 

77 

ME 

99 

REV-CS 

3895 

Hommer,  Piledriver,  Self*powered,  Diesel  USER«MC  . 

MIL-H-2n03D 

YD 

25  Feb 

83 

ME  YD 

3895 

Heoter,  Bitumen  Validated  Nov  87 . . . . . . . . . . 

MIL-H.395F  (1) 

84 

30  Nov 

87 

99 

NOTICE  1 

1 

3895 

H.oter,  Hot  Oil  REV-AT  . 

MIL.H.S2213E 

ME 

17  Sep 

86 

ME 

L 

3895 

Heater,  Hot  Oil,  1.5.3  &  5  Million  BTU/HR  Output,  Skid  Mounted  . . 

MIL.H-82000B 

YD 

20  Apr 

84 

YD 

L 

3895 

Jetting  Set,  Portable,  For  Piledriving  Operation,  Packoging  Of.  REV*SM  AT . 

MIL-J-t2959D  (1) 

ME 

17  Moy 

83 

ME 

3895 

Kettle,  Healing,  Bitumen  . . . . . . . 

MIL-K-285328 

YD 

02  Apr 

85 

YD 

99 

3895 

Kettle,  Heating,  Bitumen,  Trailer  Mounted  REV •AT  84 . . . . 

MII-K.687E  (2) 

ME 

22  Dec 

87 

ME 

99 

INT  AMD  1  (ME) 

3895 

Kettle,  Keating.  Bitumen,  Joint>seoler,  Troiler-mounted  USER*CE . 

MIL-K-4877C 

84 

30  Jul 

82 

YD 

99 

3895 

Aiphait  USER-AT . 

MIL-M-52182E  (1) 

ME 

06  Jul 

88 

ME  YD 

3895 

Mixer,  Concrete,  Trolter  Mounted,  Engine  Drven  USER*CG  MC . . . 

MIL-M-686G 

YD 

10  Moy 

85 

ME  YO 

99 

INT  AMEND  1  (M 

L 

3895 

Mixer,  Concrete,  Truck  Mounted  . . . . 

MIL-M-RIIF 

YD 

06  Jun 

84 

YD 

1 

3895 

Mixer,  Ploster,  A  Mortar,  Wheel  Mounted,  5  1/2  Cubic  Foot  Minimum  Copocity 

MIL-M-22957E 

YD 

> 

o 

Z 

o. 

89 

YD 

1 

3895 

Mixer,  Rotory  Tiller,  Soil  Stobillxotion,  Self*propeIled . . 

MIL-M-13081F  (1) 

ME 

04  Feb 

88 

ME  YD 

INT  AMD  2 

3895 

Mixing  Plont,  Asphalt,  Continuous  Mix,  Diesel  Engine  Driven,  Portoble,  100*150 

MIL-M-52329C 

ME 

08  Oct 

68 

ME  YD 

Tons  Per  Hour  Copocity  Validated  Jan  82 

1 

3895 

Mixing  Plont,  Aspholt,'6rum  Type,  Portable,  DEO,  70  TPH  Copocity . 

MIL-M-29219A 

YD 

19  Feb 

88 

YD 

1 

3895 

Mixing  Plont,  Asphoit,  Botch  Mix,  Self  Erecting,  Monuol  Operoting,  Portcble, 

MIL-M-29)57B 

YD 

27  Feb 

87 

YD 

Electric  Motor  Driven,  120  Tnn  Per  Hour  Copocity 

L 

3895 

Mixing  Plont.osp  Holt,  Drum  Type,  Portoble,  Electric  Motor  Driven,  120  Tons 

MIL.M.292)2B 

YD 

29  Jon 

89 

ME  YD 

99 

Per  Hour  Copodty 

3895 

Poving  Mochine,  Bituminous  Moteriol,  Crowler  Mounted,  Diesel  Engine  Driven 

Mll.P-335.) 

ME 

18  Aug 

86 

ME  YO 

REV-AT 

L 

3895 

Poving  Machines,  Bituminous  Moteriol,  Crowler  Or  Rubber  Tire  Mounted/ Self 

MIL-P-29196A 

YD 

18  Feb 

85 

YD 

Propelled 

3895 

Pile  Driving  Rig,  Skid&mounted,  Steel,  W/moonbeom  Assembly . . 

MIL*P'747D 

ME 

27  Moy 

87 

ME  YD 

99 

L 

3895 

Pile  Extroctor,  Air  Operoted . . . . 

MIL-P.29228 

YD 

05  Aug 

83 

1 

3895 

Pump,  Concrete  Plocing,  60  Cubic  Yords  Per  Hour  Minimum  Output  Copocity, 

MIL.P-2865SB 

YD 

24  Dec 

84 

YD 

Troiler  Mounted,  Oed 

3895 

Reeling  Mochine, .Coble,  Hand,  Adjustoble  And  CoHopsible  Validated  Moy-83 

MIL-R-13442C 

CR 

01  Aug 

67 

CR 

99 

USER-CE  REV-ME  CS 

L 

3895 

Reeling  Mochine,_CabIe,  Engine  Driven  Rl  207  (  )/G  Validated  Feb  83  REV*CSr. 

MIL.R-52169B 

CR 

04  Nov 

75 

CR 

3895 

R..ling  Mochine,  Coble,  Hond,  RL-39  VaUdaltd  Feb  83  USER-ME  MC  REV-SH  .. 

MIL-R-3206B 

CR 

08  Ju! 

69 

CR 

99 

1 

3895 

Reeling  Machine,  Coble,  Motor  Driven  RL*172  (  )/G  Validated  Feb  83  . . 

MIL-R-52082B 

CR 

31  Jul 

67 

CR 

L 

3895 

Reeling  Machine,  Coble,  Hand  RL*31  REV*CS . . . 

MIL-R-12329D  (2) 

CR 

30  Oct 

36 

CR 

L 

3895 

Reeling  Mochine,  Coble,  Engine  Driven  Validated  Jan  82 . . . . 

MII.R-52562A 

ME 

06  Jul 

77 

ME 

1 

3895 

Reeling,  Mochine,  Coble  Hond  USER-AT  REV-GS . 

MIL-R-52003D 

ME 

09  Mor 

88 

ME 

L 

3895 

Roller  Vibrotory,  SeK  Propelled . . . . . . . 

MIL-R-52934A 

ME 

29  Jon 

82 

ME 

3895 

Roller,  Motorized/Rood,  Diesel  Or  Gasoline  Engine  Driven,  Packoging  Of 

MIL.R-3075E 

ME 

11  Jun 

82 

ME  YD 

99 

REV-SM 

1 

3895 

Roller,  Motorized,  Vibrating  Drum,  Articulated,  Pneumatic  Tire  Driven  . . 

MIL-R-28567C 

YD 

08  Mor 

89 

YO 

3895 

Roller,  Motorized,  Tandem,  2-AXlE  And  3-AXlE,  Ged  Or  Ded  USER-CS - 

MIL.R-10550F 

YD 

28  Jon 

89 

ME  YD 

99 

L 

3895 

Roller,  Motorized;  Pneumotic  Tired,  Airmobile,  9  Wheel . . . . 

MIL-R-52453C 

ME 

31:May 

83 

ME 

1 

3895 

Roller,  Motorized,  Compactor,  Vibratory,  Articuloted,  Diesel  Engine  Driven  ........ 

MII.R-29385A 

MC 

22  Apr 

81 

MC 

3895 

Roller,  «ctor{rcd,=.®r.cumst:c  Ti.'ffd . . . . . . . . 

MII-R-22870D 

YO 

18  Jon 

84 

ME  YD 

L 

3895 

Roller,  Motorized,  Vibrating,  Tondem  USER*ME  MC  REV<ME  84  . . 

MIL.R-24005E 

YD 

05  Jun 

85 

YD 

99 

L 

3895 

Roller,  Tondem,  Self  Propelled,  With  Retroctoble  Tronsport  Wheels  . . 

MIL.R-29231 

YD 

13  Apr 

84 

YD 

3895 

Roller,  Towed,  Opon^foce  Type,  Two  Drum  USER*MC... . . . . 

MIL-R-23144E 

YD 

l4-Jon 

85 

YO 

99 

3895 

Roller,  Towed,  Pneumotic  Tired,  Hopper  Body,  Oscillating  Wheels  USER'CE  MC 

MII-R-11806C 

ME 

12  Jon 

68 

ME 

84 

CS  REV-YD 

L 

3895 

Roller,  Towed,  Smooth  Drum,  Vibrotory,  Airmobile,  Single  Drum  USER'EL .......... 

MIL.R.52499C 

ME 

08  Feb 

83 

ME 

L 

3895 

Roller,  Towed,  Sheepsfoot,  2  Or  3  Drums  In  line  USER>CE  MC  CS  . . 

MIL-R-1284E 

ME 

16  Feb 

82 

Me 

1 

3895 

Roller,  Towed,  Sheepsfoot,  Airmobile,  Single  Drum . . . . 

MIL-R-524758 

ME 

06  Dec 

82 

ME 

3895 

Sow,-Abrosive  Disk,.Concrete,  Gosoline  Engine  Driven,  Self  Propelled,  12  To  18 

MII-S-52212G 

ME 

19  Feb 

86 

ME  YD 

INCH  8ladt  USER-CE 

L 

3895 

Screed,  Vibratory,  Concrete,  Monuolly  Operoted . . . . 

MII-S-285748 

YD 

20  Jun 

84 

YD 

3895 

Spreoder,  Aggregote,  Towed  Type,  Traction  Powered  R£V<AT  CS . . . 

MIL.S.464F  (2) 

ME 

01  Moy 

87 

ME  YO 

3895 

Spreoder,  Aggregote,  Setf*propelled,  Pneumatic*tired,  Ded  REV«84...................... 

MIL.S.23168D 

YD 

20  Jun 

84 

YO 

99 

L 

3895 

Spreoder,  Moteriof,-Power  Driven,  Truck  Mounted,  Commerciol . . 

MII-S-29208A 

YO 

27  Mor 

86 

YD 
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3895 

Temper,  PiSton*hommer  Type,  Pneumotic  Validated  Jan  82  USER*AV  CE  MC 

MIL-T-780E 

ME 

30  Apr 

75 

ME  YD 

99 

REV-CS 

3895 

Temper,  Rem  Type,  Generel  Bockfiil,  Gesollne  Engine  Powered,  Hond  Operated 

MIL-T-52831E 

ME 

28  Jul 

87 

ME  YD 

Commerclol  Construction  Equipment  (CCE)  REV>AT 

INT  AMD  1  (ME) 

E 

3895 

Temper,  Vibroting  Type,  Ged . . . . . 

MII-T-28623B 

YD 

3!  May 

84 

YD 

L 

3895 

Truck,  Concrete,  Mobile  Mixer,  B  Cubic  Yerd,  Commerclol  Construction 

MII-T-52896B 

ME 

13  Dee 

84 

ME 

Equipment  (CCE) 

3895 

Vibrator,  Concrete,  Pneumotic  Validated  Jan  82  USER<CE  YD  MC  REV*CS  ........ 

MII-V-3083C 

ME 

08  Sep 

72 

ME 

99 

L 

3895 

Vibrotor,  Concrete,  GasolIne*engIne*drIven  . . . . . . 

MIL-V-23319B 

YD 

29  Jun 

84 

YD 

3895 

Vibrator,  Concrete,  Electric  Motor  Driven  . . . . . . . 

MIL-V-21731D 

YD 

22  Jun 

84 

ME  YD 

L 

3910 

Conveyor,  Belt,  Portoble  USER*CE...... . . . . 

MIL-C-392H  (2) 

ME 

18  Jul 

86 

ME  YD 

L 

3910 

Conveyor,  Belt,  Portable,  Wheel  Mounted,  Electric  Motor  Driven,  50  Foot 

MIL-C-52126D 

ME 

13  Jul 

87 

ME 

REV-AT 

3910 

Conveyor,  Belt,  Flat,  SVId*mounted,  ElectrIc*motor>driven,  24<tNCH  Wide  Belt, 

MIL-C-11085D 

ME 

14  Mor 

86 

ME  SA 

84 

50*FOOT*LONG  Fromc,  Ccpecity,  25  Pounds  Per  Foot,  75  Tons  Per  Hour 
USER-YD  SH  MC  REV-CS 

L 

3910 

Conveyor,  Belt,  Portable,  Ded,  Ged.  Or  Emd . . . . . 

MIL-C-2S662B 

YD 

20  May 

83 

YD 

L 

3910 

Conveyor,  Belt,  Portoble,  Electric,  Coster  Mounted  Validated  Jon  86 . 

MIL-C-52712A 

ME 

16  Aug 

82 

ME 

1 

3910 

Conveyor,  Flat  Belt,  Portoble,  Gosollne  Engine  Driven  USER-CE  REV-CS . . 

MIL-C-52870A 

ME 

10  Apr 

85 

ME 

L 

3910 

Conveyor,  Roller,  Grovily,  1000  Ib/it  USER-CE  REV-ME  MO  CS . 

MIL-C-4352BA 

GL 

30  Sep 

85 

GL 

L 

3910 

Conveyor,  Verticol,  Troy  Type,  For  3(XX)  Pound  Palletized  loods  (Shlpboord 

Use) 

Conveyor,  Vertical,  Troy  Type,  100  Pound  Pockoge  Troy  Copocity  (Shlpboord 

Use) 

Conveyor,  Wheel,  Gravity,  Extroctlon  Kit  Validated  Mar  89  REV-SA  CS  . . 

MIL-C-23842A 

SH 

22  Jun 

82 

SH 

L 

3910 

MIL-C-23218C 

SH 

13  Nov 

85 

SH 

3910 

MIL-C-5927D  (2) 

84 

25  Mar 

89 

AS 

99 

3910 

Conveyors,  Roller  And  Wheel,  Gravity  And  Conveyor  Supports  USER-SM  CE 

MIL-C-1121BE 

ME 

01  Aug 

88 

ME  SA 

99 

REV-MC  CS 

L 

3920 

Bor,  Pry,  Wheeled  Type,  Hand  Operoted,  MA-1,  Commerclol............... . . 

MIL-B-87983 

84 

15  Jun 

88 

84 

3920 

Cort,_General  Hauling  Validated  Feh  83  REV-GS  . . . 

M:L-C-H73E 

ME 

11  Jun 

76 

ME  SA 

99 

3920 

Sled,  Scow  &  Type,  Plastic  REV-MD . . . . . . . 

MIL-S-ri153F 

ME 

20  Aug 

85 

ME  SA 

99 

3920 

Toboggon,  Corgo  &  Corrying  (Towed  Type,  28  INCHES  By  8  Feet)  Validated 

MIL-T-11727B 

ME 

15  Nov 

73 

ME 

99 

Feb  84  REV-GS 

L 

3920 

Trailer,  Palleliz.d  Corgo  A/M32H-5,  l0,000-POUN0  Copocity  REV-11  GS _ 

MIL-T-38457A  (1) 

84 

04  Jon 

67 

99 

3920 

Trailer,  Platform,  Worehouse,  Wood  Or  Metal  Platform,  6300  Pound  Copocity, 

MIL-T-17479G  (1) 

ME 

05  Jon 

81 

ME  SA 

Pneumatic  Tires,  Fifth  Wheel  Steer  Validated  Jan  85  USER-AS  OS  REV-GS 

1 

3920 

Troller,  Platform,  Worehouse,  5TH  Wheel  Steer,  20.000  Pounds  Copocity,  Solid 

MIL-T-19198A 

ME 

29  Jon 

81 

SA 

Rubber  Tires  Validated  Jan  85 

3920 

Truck,  Cage,  Security,  Steel  REV-MD  TS  GS  . 

A-A-50489 

YD 

23  Jun 

87 

GL  YD 

3920 

Truck,  Dolly  (Roller)  REV-AT  84  GS  . 

KKK-T-654D 

/ME 

20  Moy 

85 

ME  SA 

99 

1. 

3920 

Truck,  Dolly,  Rectangular,  With  4  Swivel  Costers  (Generol  Purpose  And 

MIL.T-19147D 

ME 

16  Nov 

84 

ME 

Machinery  USER-MC  REV-AT  GS 

3920 

Truck,  Hand,  Box  And  Tub  Type  REV-GS  . . . . . . . 

KKK.T.1725 

t 

16  Nov 

72 

L 

3920 

Truck,  Hand,  lift,  Pellet,  Monual  Hydraulic  REV-GS . . . . . . . 

MII-T-52809A 

ME 

19  Dec 

86 

ME 

3920 

Truck,  Hond,  lift,  Pollet,  Monual  >  Hydraulic  For  Shipboard  Use  (6,000  Pound 

MIL-T.17491H 

SA 

31  Oct 

86 

SA 

Copocity)  REV-OS  SH  GS 

INT  AMD  1  (ME) 

3920 

Truck,  Hand,  Platform,  Four  Wheeled,  Till  And  Non-tllt,  Solid  Rubber  Tires  Or 

MIL-T-43218D 

ME 

11  Apr 

86 

ME  SA 

99 

Plottlc  Tirol  USER-CE  MC  SH  YD  REV-AT  GS 

3920 

Truck,  Hand,  Plotform,  3,000  Pound  Copocity  Validated  Feb  83  REV-AT  GS  ...... 

Mll-T.52952 

ME 

05  Jun 

78 

ME 

3920 

Truck,  Hond,  Shelf  (Tray  Service  And  Generol  Utility).... . . 

KKK-T-12B6A 

INT  AMD  (1) 

t 

17  Apr 

74 

3920 

Truck,  Hond,  SheH,  Utility,  2  Or  3  Shelves  REV-MD  MS  MC  84  GS  . . 

MII-T-16549G 

GL 

31  Dec 

85 

GL  SA 

99 

3920 

Truck,  Hand,  Shelf,  2  &  4  Shelvei  USER-YD  REV-MD  ME  TS  84  GS . 

MII-T-43047D 

GL 

31  Dk 

85 

GL 

99 

3920 

Truck,  Hond,  Shelf,  Stockpicker  Validated  Feb  83  USER-MC  REV-AT  GS. . 

MII-T-21858D  (1) 

ME 

15  Mor 

78 

ME  SA 

99 

3920 

Truck,  Hond,  Two  Wheeled  USER-MD  MC  REV-CE  SM  GS  . . . 

KKK-T-683E 

/ME 

06  Jon 

87 

ME  SA 

99 

3920 

Truck,  Hond,  Two  Weele  (Light  Duty) . . . . . . . . . . 

A-A-984 

t 

05  May 

81 

3920 

Truck,  Hand,  Two-wheeled  (light  Duty)  300  Pound  Capacity  Validated  Jan  85 

KKK-T-728A 

•ME 

02  F.b 

73 

ME  YD 

99 

REV-SM  GL  SH  GS 

3920 

Truck,  Hand,  Two  Wheeled  (light  Duty)  300  Pound  Copocity  Validated  Jon  85.. 

KKK-T-00728B  (1) 

•ME 

21  Mar 

77 

ME  YD 

99 

3920 

Trucks,  Hand,  3  Shelves  Stainless  Steel  Utility.. . . . . . . 

A-A-50122A 

GL 

09  Dec 

87 

GL  SA 

99 

3920 

Trucks,  Hand,  4  Shelves,  Stainless  Steel  . . . 

A-A-50123 

GL 

25  Jun 

87 

GL  SA 

99 

3920 

Wheelborrow  USER-MC  REV-Gl  GS . 

KKK-W.291f 

mt 

15  Jon 

85 

ME 

3920 

Wheelborrow,  Contractors  . . . . . . . . . 

A-A-982 

X 

20  May 

82 

3920 

Wheelborrow,  Generol  Utl'ity  . . . . . . . 

A-A-983 

X 

20  Moy 

82 

3930 

Drum  Hondling  Attachment,  Fork  lift  Tr<';k,  (For  Horizontol  Hondling)  Validated 

MIL-D.11303D 

Me 

26  Aug 

71 

ME  SA 

99 

5ep  87  USER-CE  SM  Mf  RPV-CS 

L 

3930 

Hook  Type  Fork  Mounting  For  Trucks  Of  2000  And  4000  Pounds  Copocity 

MS-1695SA 

SA 

30  Mor 

64 

SA 

Based  On  24  Inch  load  Center  Validated  Jan  79  USER-SH  REV-MI  CS 

L 

3930 

Hook  Type  Fork  Mounting  For  Trucks  Of  60(X)  Pounds  Copocity  Bosed  On  24 

MS-16956B 

SA 

01  Jul 

81 

SA 

Inch  Lood  Center  USER-MC  REV-CS 

1 

3930 

Typ?  Fo'k  Mo'."!|-,-s  Fo'  Tr-.-iki  (3f  10,000  Pe-.--:*  CipcciPy  Ssssd  C.-.  2-S 

.•.•,$.159578 

SA 

Oi  Jui 

O  1 

SA 

Inch  Lood  Center  USER-SH  REV.99  CS 

3930 

Pneumatic  Tireo,  Rough  Terrain,  10,000  Pound  Capacity  At  48  Inch  lood  Center 

MII.P.52843C  (1) 

ME 

16  Jon 

87 

ME  SA 

99 

REV-MT  AT  84  CS 

3930 

Test  And  Inspection  Of  Truck,  Fixed  Platform,  Powered  Electric  Pneumotic 

MIL-STD-255A 

SA 

22  Jun 

61 

ME  SA 

99 

Rubber  Tires  Validated  Jan  79  USER-MC  REV-TE  CS 

NOTICE  1 

3930 

Test  Anc  Inspection  Of  Truck,  Fixed  Platform,  Powered,  Gosollne,  Pneumotic 

MIL-STD-255A 

SA 

14  Sep 

60 

ME  SA 

99 

Rubberlired  Validated  Jan  79  USER-MC  REV-TE  SH  CS 

3930 

Tractor,  Four  Wheeled,  Sit  Down,  Worehouse,  Electric  Motor  Driven,  Solid 

MIL-T-IOOIOG 

SA 

14  Feb 

83 

ME  SA 

99 

Rubber  Tires  USER-OS  SH  CS  REV-MT  MC 

L 

3930 

Troctor,  Wheeled,  Worehouse,  Electric  Motor  Driven,  Walling  Type,  700 

MII-T.38757A 

84 

27  Apr 

88 

99 

Pounds  Drowbor  Pull  Validated  Apr  88  REV-CS 

NOTICE  1 

3930 

Troctor,  Wheeled,  Worehouse,  fnternol  Combuston  Engine,  PneumotIc-TIRED 

MIL-T.52931C  (I) 

ME 

05  Aug 

87 

ME  SA 

99 

USER-OS  SH  REV-SM  AT  MT  MC  8^  CS 
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3930 

Troctor.  Wheeled,  Worehouie,  Interna)  Combustton  Engine,  4,000  Pound 

Drowbor  Pull,  PneumotiC'tired 

MIL-T-0052913B 

ME 

01  Fob  8S 

ME 

3930 

Truck  lUt,  Fork,  Electric,  Solid  Tires,  2,000  Pound  Copoclty,  127  Inch  lift, 

Generol  Purpose,  Type  EE  USER-MC  REV.SH  OS 

MIL-T-21869/21F 

SA 

13  Jon  84 

SA 

3930 

Truck  lilt,  Fork,  Electric,  Solid  Tires,  6000  Pound  Capocity,  100  Inch  Lilt, 

Shipboard,  Type  EE  USER-SA  MC  REV-SH  OS 

MIL-T.21869/22F 

SA 

13  Jon  84 

SA 

84 

3930 

Truck,  AIrcralt  Cargo  Loading'unloading  A/S32H*5  REV>CS. . . . . 

MIL.T.3804SO 
NOTICE  2 

84 

27  Apr  88 

3930 

Truck,  Container  Hondler,  With  Top  Lilt  Atlochments,  Diesel  Engine  Driven, 
Pneumotic  Tired,  Four  Wheel  Driven,  Articulated  Frame  Steer,  Rough  Terroin, 
50,000  Pound  Capacity  At  48  Inch  Lood  Center 

MIL-T-S2951 

ME 

17  Apr  78 

ME 

3930 

Truck,  Fixed  Platlorm,  Internal  Combustion  Engine  Powered  Pneumatic  Rubber 

Tires  USER-MC  REV-CS 

MIL-T.3977C 

SA 

01  Jon  84 

Gl  SA 

99 

3930 

Truck,  Fixed  Plotlorni,  Electric  Powered,  Pneumotic  Rubber  Tires  USER*SM  AS 

MC  SH  REV.84  CS 

MIL-T-3997D 

SA 

31  Aug  88 

ME  SA 

99 

3930 

Truck,  Fork,  Reaching  &  Tiering,  Continuous  Duty,  Norrow  Aisle,  Electric,  Non 

Poilet  Stroddling  Shipboord  Generol  Specillcatlon  For  REV>MC  CS 

MIL.T-40A29B 

SA 

03  Oct  85 

SA 

3930 

Truck,  Forklift,  Electric,  Front/side  loading  6000/6000  Pound  Copocity  Type  E 
Commerciol 

Mll.T-530)9  (1) 

ME 

29  Feb  84 

ME 

3930 

Truck,  Forks,  Reoching  And  Tiering,  Narrow  Aisle,  Electric,  3000  Pounds 

Copocity  REV'MT  AT  CS 

MIL-T-21643C 

INT  AMD  1 

SA 

21  Jon  83 

ME  SA 

99 

3930 

Truck,  lift.  Fork,  Diesel  Engine  Driven  Pneumatic  Tired,  Rough  Terroin,  6,000 

Pound  Capacity  At  24  Inch  Lood  Center 

Mll-T.53020 

INT  AMD  2 

ME 

l4Mor  83 

ME 

3930 

Truck,  Lift,  Fork  Electric.  Solid  Tires,  6000  Pound  Capacity,  100  Inch  lift. 
Shipboard,  Type  EY  REV-SM  MC  SH  CS 

MIL.T-21869/27D 

SA 

13  Jon  84 

SA 

3930 

Truck,  Lift,  Fork,  Reoching  &  Tiering,  Continuous  Duty,  Norrow  Aisle  4,000 

Pound  Capacity,  50  Inch  Lift,  Electric  Shipboard,  Type  (EE)  USER'SH  REV>MC 

CS 

Truck,  lift,  Fork,  Electric,  Solid  Tires  4000  Pound  Copocity,  100  Inch  lift. 
Shipboard,  Type,  EX  REV^SH  OS 

MtL-T-40629/1 

SA 

03Ocl  85 

SA 

3930 

M11-T.21869/32E 

SA 

13  Jon  84 

SA 

3930 

Truck,  Lift,  Fork,  Reoching  &  Tiering,  Con.  uous  Duty,  Narrow  Aisle  4,000 

Pound  Capacity,  68  Inch  lift.  Electric  Shipboord,  Type  (EE)_USER*SH  REV*MC 

MIL-T-40629/2 

SA 

03Ocl  85 

SA 

3930 

Truck,  Lift,  Fork,  Electric,  Solid  Tires  2000  Pound  Copocity,  144  Inch  lift, 

Generol  Purpose,  Type  EE  Triple  Stoge  Most  REV*SM  ME  CS 

MIL-T-2t869/34E 

SA 

13  Jon  84 

ME  SA 

3930 

Truck,  lift.  Fork,  Diesel,  Pneumatlc&tlred,  Generol  Purpose,  66008tPOtiND 

Copocity  At  248INCH  Load  Monter  VoUdated  Jon  79  USER*MS  REV»MC  CS 

MIL-T.40632  (1) 

SA 

23  Nov  65 

ME  SA 

99 

3930 

Truck,  lift.  Fork,  Electric,  Solid  Tires,  4,000  Pound  Capacity,  180  Inch  lift. 

General  Purpose,  Type  (EE)  Triple  Stage  Mast  REV'ME  CS 

MIL.T-21869/37E 

SA 

13  Jon  84 

SA 

99 

3930 

Truck,  Lift,  Fork,  Diesel,  Pneumallc*tired,  General  Purpose,  6,000-POUND 

Capocity  At  24-INCH  Lood  Center  (Use  In  lieu  Of  MIL-T*40632}  VoWdotod 

Jan  79  REV-MC  CS 

MII-T0040632A 

INT  AMD  2  (SA) 

SA 

24-Jun  67 

ME  SA 

99 

3930 

Truck,  Lift,  Fork.  Electric,  Solid  Tires,  4,000  Pound  Copocity,  144  inch  lift. 

Generol  Purpose,  Type  (EE)  Triple  Stage  Most 

Mll-T-2)869/3eE 

SA 

13  Jon  84 

ME  SA 

84 

3930 

Truck,  Lift,  Fork,  Diesel  Engine  Driven,  Pneumotic  Tired,  Rough  Terroin,  4000 

Pound  Copocity  At  24  Inch  lood  Center  USER-MC  REV*AT  05  84  CS 

MII-T-5W41B 

ME 

22  Aug  88 

ME  SA 

99 

3930 

Truck,  Lift,  Fork,  Electric,  Solid  Tires  6000  Pound  Capocity,  180  Inch  lift, 

Generol  Purpose,  Type  EE  Triple  Stoge  Most 

MIL.T.2I889/39E 

SA 

13  Jon  84 

ME  SA 

3930 

Truck,  Lift,  Fork,  Tiering,  Wotkie,  Straddle  Type,  Electric,  2.000<  And  2,500 

Pounds  USER-SM  MC  REV-AT  SH  OS  CS 

MIL-T-52698A 

ME 

14  Mor  86 

ME  SA 

3930 

Truck,  Lift,  Fork,  Electric,  Solid  Tires,  10000  Pound  Capacity,  110  Inch  Lift, 

Type  EE 

MII.T.21869/51D 

SA 

13  Jon  84 

ME  SA 

3930 

Truck,  Lift,  Fork,  Vorloble' Reach,  Diesel  Engine  Driven,  Pneumatic  Tired,  Rough 
Terroin,  6,000  Pound  Copocity  At  24  Inch  Lood  Center 

MIL-T-J3038  0) 

ME 

23  No.  84 

ME 

3930 

Truck,  Lift,  Fork,  Electric,  Solid  Tires,  4000  Pound  Capacity,  144  Inch  lift. 

Ashore  Ordnance  Handling,  Type  EE 

MIL-T-21869/60 

SA 

13  Jan  84 

SA 

3930 

Truck,  lift.  Fork,  Electric,  Solid  Tires,  2000  Pound  Copocity,  144  Inch  lift 

VaUdated  Feb  84  REV-SM  AT  MC  CS 

MIL-T-529i3/1A 

ME 

27  May  80 

ME  SA 

99 

3930 

Truck,  Lift,  Fork,  Diesel,  Solid  Tires,  6,000  Pound  (2722  Kg)  Copocity,  130  Inch 
(3300  Mm)  Lift,  Shipboard  USER-S>.  MC  REV-MC  SA  CS 

MII.T-21868/3B 

SA 

05  Moy  84 

SA 

3930 

Truck,  lift,  Fork,  Electric,  Solid  Tirti,  3,000'POUNO  Capocity,  130  INCH  lilt 
REV-AT  SM  SC  MC 

MIL.T.529J3/5 

ME 

08  Dec  86 

ME  SA 

99 

3930 

Truck,  Lift,  Fork,  Telescoping  Mott,  Electric,  Self  Propelled  (Wolkie)  USER-MS 

AS  OS  REV-MC  CS 

MIL-T.2)867B 

SA 

05  Jun  84 

ME  SA 

99 

3930 

Truck,  Lift,  Fork,  Electric,  Pneumatic  Tired,  4000  Pound  CAPACITY,144.INCH 

Lift  REV-AT  SM  MC  CS 

Mll.T.52953/6 

ME 

08  Dec  86 

ME  SA 

99 

3930 

Truck,  Lift,  Fork,  Diesel,  Pneumotic  Tires,  6,000  Pound  (2722-Kg)  Copocity,  130 
Inch  (3300  Mm)  lift,  Shipboord  USER-SA  SH  MC  REV-MC  SA  CS 

MIL-T-21868/'4B 

SA 

05  Moy  84 

SA 

3930 

Truck,  Lift,  Fork,  Electric,  Solid  Tires,  4000  Pound  Copocity,  144  Inch  Lift 
Commerciol  MoterloU  Hondllrig  Equipment  VoUdated  Feb  ^4.R£V-$M  AT  MC 

CS 

Truck,  Lift,  Fork,  Electric,  Solld  TIres,  4,000  Pound  Copocity,  144  Inch  lift. 

Ashore  Ordnonce  Hondling,  Type  EX 

M11-T-52953/2A 

ME 

27  May  80 

ME  SA 

99 

3930 

Mll-T-21869/d1 

SA 

13  Jon  84 

SA 

3930 

Truck,  lift,  Fork,  Electric,  Front  Side  Loader,  Sit  Down,  4000/2500  Pound 

Copocity  Validated  Jon  86  REV-AT  SM  MT  CS 

MII-T-52930B 

ME 

24  May  82 

ME  SA 

3930 

Truck,  Lift,  Fork,  Diesel,  Pneumotic  Tires,  15,000  Pound  (6803. Kg). Copocity, 

220  Inch  (5590  Mm)  Lift,  Shipboord  USER-SA  SH  MC  REV-MC  SA  CS 

MII-T-21868/7B 

SA 

05  May  84 

SA 

3930 

Truck,  lift.  Fork,  InternorCombustion  Engine,  4000-6000  Pound  Copocity, 

Generol  Specification  For  USER-SH  REV-MT  SM  AT  MC  64  CS 

MIL.Ti52932C  (1) 

ME 

19  Sep  87 

ME  SA 

99 

3930 

Truck,  lift.  Fork,  Diesel,  Pneumatic  Tires,  20,000  Pound  (9070  Kg)  Copocity, 

220  Inch  (5590  Mm)  lift,  Shipboord  USER-SA  SH  MC  REV-MC  SA  CS 

MII-T-218B8/8B 

SA 

05  Moy-  84 

SA 

3930 

Truck,  Lift,  Fork,  Solid  Tires  4000  Pound  Copocity,  144  Inch  Lift  USER-SH 

REV-SM  MT  MC  CS 

MIL-T.52932/1B 

ME 

01  Nov  83 

ME  SA 

99 
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1. 

3930 

Truck,  Lid,  Fork,  Difiel,  Solid  Tirej,  4,000  Pound  (2722  Kg)  Capacity,  92  Inch 

MIL-T-21S48/9A 

SA 

05  May 

84 

SA 

(2335  Mtn)  Lid,  Shipboard,  Low  Silhouette  USER-SK  REV-SA  MC 

3930 

Truck,  Lift,  Fork.  Solid  Tires,  4000  Pound  Copocity,  180  Inch  lift  USER>SH 

MIL.T-52932/2B 

ME 

01  Nov 

83 

ME  SA 

99 

REV-MT  SM  MC  CS 

3930 

Truck,  Lift,  Fork,  Electric,  Sit  Down,  Front  Wheel  Dnve,  Reor  Wheel  Steer, 

MIL-T-2)849D 

SA 

13  Jon 

84 

ME  SA 

84 

Gererol  Specification  For  REV-MC  SH  CS 

3930 

Truck.  Lift.  Fork.  Pneumotic  Tires,  4000  Pound  Copocity,  144  tneh  Lift 

MIL.T.52932/3B 

ME 

01  Nov 

83 

ME  SH 

99  CS 

1 

3930 

Truck,  Lift,  Fork,  Electric,  Solid  Tires,  2,000  Pound  Copocity,  127  Inch  lift. 

MIL-T-21849/12E 

SA 

13  Jon 

84 

SA 

Generol  Purpose,  Type,  EE  USER-SA  MC  REV-SH 

3930 

Truck,  Lid,  Fork,  Solid  Tires,  6000  Pound  Copocity,  180  Inch  Lid  USER-SH 

MIL-T-52932/4B 

ME 

01  Nov 

83 

ME  SA 

99 

REV.MT  SM  MC  CS 

L 

3930 

Truck,  Lift,  Fork,  Electric,  Solid  Tires,  6000  Pound  Copocity,  144  Inch  lift. 

MlL-T-21849/42 

SA 

13  Jon 

84 

SA 

Ashore  Ordnance  Handling,  Type  EE  REV>OS  CS 

3930 

Truck,  Lift,  Fork,  Pneumotic  Tires,  6000  Pound  Copocity,  180  Inch  Lift  US£R>SH 

MIL-T-52932/5B 

ME 

01  Nov 

83 

ME  SA 

99  CS 

REV-SM  MT  MC  CS 

L 

3930 

Truck,  Lift,  Fork,  Electric,  Solid  Tires,  6000  Pound  Copocity,  144INCH  lift. 

Ml  L-T-2 1849/43 

SA 

13  Jan 

84 

SA 

Ashore  Ordnance  Handling,  Type  EX  REV>OS  CS 

3930 

Truck,  Lift,  Fork,  Solid  Tires,  2,000  Pound  Copocity,  127  Inch  Lift  USER>SH 

Mll-T-52932/4 

ME 

06  Moy 

85 

ME  SA 

99 

REV-SM  MT  AT  MC  84  CS 

L 

3930 

Truck,  Lift,  Fork,  Electric,  Solid  Tires,  6000  Pound  Copocity,  168  Inch  Lift, 

Mll-T-21849/44 

SA 

13  Jon 

84 

SA 

Ashore  Ordnance  Hondling,  Type  EE  REVOS  CS 

3930 

Truck,  Lift,  Fork,  Electric,  Solid  Tires,  4,000  Pound  Copocity,  180  Inch  Lift 

MII-T-52953/3A 

ME 

27  May 

80 

ME  SA 

99 

Validated  Feb  84  REV-SM  AT  MC  CS 

L 

3930 

Truck,  Lift,  Fork,  S/delooder,  Four  Dimensionol  Shipboard,  Missile  Carrying, 

MIL-T-218748 

SA 

08  Mar 

85 

SA 

4500  Pound  Copocity,  Electric,  Type  EE 

3930 

Truck,  Lift,  Fork,  Electric,  Solid  Tires,  6000  Pound  Copocity,  180  Inch  Lift 

MIL.T-529S3/4A 

ME 

27  May 

80 

ME  SA 

99 

Commercial  Moteriols  Handling  Equipment  Validated  Sep  86  REV«AT  SM  MC 

3930 

Truck,  Lift,  Fork,  Diesel  Engine  Driven,  Pneumotic  Tired,  10,000  Pound  Copocity 

MII-T-52844/1A 

ME 

01  Jun 

83 

ME  SA 

99 

At  24  Inch  Lood  Center,  148  Inch  lid  USER-AT  MC  SH  REV-SM 

3930 

Truck,  Lift,  Fork,  Diesel  Engine  Driven,  Pneumotic  Tired,  15,000  Pound  Copocity 

MII-T-52864/2B 

ME 

22  Apr 

87 

ME  SA 

99 

At  24  Inch  lood  Center,  100  Inch  lid  USER-MT  MC  REV-SM  OS  CS 

3930 

Truck,  Lift,  Fork,  Diesel  Engine  Driven,  Pneumatic  Tired,  15,000  Pound  Copocity 

Mll-T-52844/38 

ME 

22  Apr 

87 

ME  SA 

99 

At  24  Inch  load  Center,  210  Inch  lid  USER-MT  SH  REV-SM  OS  CS 

3930 

Truck,  Lift,  Fork,  Diesel  Engine  Driven,  Pneumotic  Tired,  20,000  Pound  Copocity 

MIL-T-52844/4A 

ME 

01  Jun 

83 

ME  SA 

99 

At  24  Inch  lood  Center,  120  Inch  lid  USER-MT  MC  SH  REV-SM  CS 

3930 

Truck,  Lift,  Fork,  Diesel  Engine  Driven,  Pneumotic  Tired,  20,000  Pound  Copocity 

MIL-T-52844/5A 

ME 

01  Jun 

83 

ME  SA 

99 

At  24  Inch  lood  Center,  210  Inch  lid  USER-MT  SH  MC  REV-SM  CS 

3930 

Truck,  Lift,  Fork,  Diesel  Engine  Driven,  Pneumatic  Tired,  10,000  Pound  Copocity 

MIL-T-52844/4A 

ME 

01  Jun 

83 

ME  SA 

99 

At  48  Inch  lood  Center,  150  Inch  lid  USER-MT  SH  MC  REV-SM  CS 

3930 

Truck,  lift,  Fork,  Diesel  Engine  Driven,  Pneumotic  Tired,  15,000  Pound  Copocity 

MIL-T-52844/7A 

ME 

01  Jun 

83 

ME  SA 

99 

At  48  Inch  Load  Cenler,  210  Inch  lid  USER-MT  MC  SH  REV-SM  CS 

1 

3930 

Truck,  Lift,  Plorform,  Gosoline«engine*driven,  Telescoping  Boom  . . 

Mll-T-27218 

YD 

30  Jul 

82 

YO 

3930 

Truck,  Stock  Selector,  Electronicolly  And  Monuolly  Guided,  1,000  Pound 

MII-T-52435A 

ME 

18  Apr 

79 

ME  SA 

99 

Capacity  REV-CS 

3930 

Truck,  Straddle  Carry  Gasoline,  30,000  Pounds  Copacify,  Pneumatic  Rubber 

MIL-T-14101D 

SA 

19  Ftb 

84 

ME  SA 

99 

Tires  REV-SM  MT  SA  SH  MC  84  CS 

3930 

Trucks,  lift,  Diesel  Engine  Driven,  Pneumotlg  Rubber  Tires  With  Telescoping 

Mll-T-24940 

SA 

07  Mor 

88 

ME  SA 

84 

Tophandler  For  Handling  ISO  &  Military  Cargo  Contoiners  USER>SH  MC  YD 
REV-MT  SM  OS  CS 

3930 

Trucks,  Lift,  Forks  Diesel*  Engine*  Driven,  Pneumatic*  Tired,  10,  000,  15,000  And 

MII-T-52844B 

ME 

22  Apr 

87 

ME  SA 

99 

20,00  0  Pound  Copocity;  USER-MT  MC  REV-SM  OS  CS 

SUPP  1 

L 

3930 

Trucks,  lift.  Fork,  Diesel;  Shipboard  REV-MC  CS  . . . . . . . 

MIL-T-21848B 

SA 

05  Moy 

84 

SA 

3930 

Trucks,  lift.  Fork,  Electric  Motor  Driven,  2000-3000-4000-4000  Pound  Copocity 

MIL-T-52953B 

ME 

08  Dec 

84 

ME  MC 

99 

USER-MC  REV-AT  SM  CS 

SUPP  1 

NOTICE  1 

3930 

Trucks,  Lift,  Forks  Oiesel*engine*driven,  Pneumatlctired,  10,000  Copocity  At 

MII-T-0052844C 

84 

20  Jon 

88 

99 

48  INCH  Load  Center  Cuse  in  Lieu  Of  MtL*T*52864B) 

* 

3930 

Trucks,  Pollet,  Powered,  Electric,  Non<tiering,  Industrial,  Wolkie,  Wolkie-rider, 

MII-T.17740G 

ME 

03  Sep 

85 

ME  SA 

99 

Hond  Guided  USER-AT  OS  AS  84  REV-CS 

L 

39A0 

Block  And  Tackle,  With  lood  locking  Device  REV*IS . . . 

MIL-B-2424D 

ME 

04  Oct 

83 

ME 

3940 

Block  And  Tockle  Set,  linemon,!.  With  Snubbing  Hook  USER-MC  REV-IS 

Mll-8 -305108 

ME 

18  Aug 

83 

ME  YD 

99 

3940 

Block,  Rope,  Tockle,  PockogIng  Of  USER-MC  OS  SH  REV-SM . 

MIL-3-3845C 

ME 

20  Aug 

80 

ME  YD 

99 

3940 

Block,  Tockle  (Manila  And  Nylon  Rope)  USER-YO  SH  REV-84  IS . 

GGG-B-490E  (1) 

/ME 

19  Dec 

85 

ME  SH 

99 

•3940 

Block,  Tockle,  (Wire-rope)  REV-SM  IS . 

GGGB-500C 

/ME 

11  Oct 

83 

ME  YD 

84 

3940 

Block,  Tackle,  Haul  Back,  For  Wire  Rope  USER  MC . . . . . . 

MIL-B-12582C 

ME 

20  Jon 

84 

ME  YD 

1 

3940 

Block,  Tockle,  Synthetic  Rope  Validated  Apr  82  REV-IS  . . 

MtL-B-24220 

SH 

28  Jul 

44 

SH 

3940 

Block.  Tackle,  Wire  Rope,  With  Swivel  Hook,  (For  Crone  Uie) . 

GGG-B-4856 

t 

12  Jul 

78 

L 

3940 

Block,  Tockle,  Wire  Rope,  Ordinory,  10  Inch  Sheave  USER*CE  REV-IS . . 

MIL-B-52523A 

ME 

30  Apr 

84 

ME 

Block,  Tockie,  Wire  Rope,  Snatch,  Extra  Heovy  Duty  U$ER*mC  KtV-fcK  84  |S .... 

MIL-B-n8J7D 

ME 

06  Oct 

83 

ME 

99 

L 

3940 

Block,  Tockle,  Wire  Rope  Validated  Apr  82  REV-MI  IS......... . . . . . 

MIL-B-24U1 

SH 

26  Apr 

45 

SH 

3940 

Block.  Tackle.  Wire  Rope.  Extro  Heavy  Duty  USER-MC  REV-SH  84  IS . 

MII-B-23990C 

YD 

18  Sep 

84 

ME  YO 

99 

L 

3940 

Bulls  Eyes,  5/16  Inch  Inside  Diometer  USER-AT  ME  Ml  AV  REV-IS . . 

MIL-B-2481E 

Gl 

25  Jon 

88 

GL 

3940 

Clomp,  Beom,  Rigger  S . . . . . . . . . . 

MII-C-13481B 

ME 

18  Aug 

83 

ME  YD 

3940 

Clomp,  Moteriol  lifting  (Plate,  Verlicol  lift)  REV-IS . . . . 

A-A-50352A 

/YO 

10  Mor 

82 

YO 

99 

Q 

3940 

Clomp,  Materiel  lifting,  (Plote,  Horizontal  lilt  And  Verlicol  Lift)  REV-Gt  IS 

GGG-C-412B  (2) 

t 

01  Moy 

48 

L 

3940 

Sling  Assembly,  Vehicle  lifting  REV-IS . . . . . . 

MII-S-58004C 

ME 

20  Aug 

84 

ME 

3940 

Sling,  Corgo,  Net,  Nylon  Webbing  Validated  Sep  83  USER-SM  REV-MT  OS  IS 

MII-S-18313G 

SH 

11  Apr 

78 

ME  SH 

99 

L 

3940 

Sling,  Corgo,  Poulin  USER-MC  REV-SH  IS . . . 

MIL-S-3112C 

ME 

24  Oct 

83 

ME 

3940 

Sling,  Endless,  Wire  Rope  (Grommet  Type)  Validated  May  82  REV-IS 

Mll-S-133458 

ME 

07  Jun 

74 

ME 

99 

3940 

Sling,  Multiple  Leg  (Chotn)  REV-MT  IS  . . . . . 

MIL-S-52432A 

ME 

24  Jul 

85 

ME  YD 

99 

1 

3940 

Sling,  Multiple  Leg,  Vehicle  (Shipboard  looding)  USER*CG  REV-MC  SH 

MIL-S-22824C 

YD 

17  Dec 

82 

YO 

3940 

Sling,  Pollet  USER-MC  REV-AV  MT  SA  IS  84 . 

MIL-S-3905D  (1) 

ME 

04  Feb 

85 

ME  SH 

99 

225 
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3940 

Slings,  Cargo  Nel  {Nylon  Or  Manila)  REV>MC  CG  84... . . . . . . 

MIL-S-I5526D 

ME 

14  Aug 

84 

ME 

99 

3940 

Sling),  Endl«»,  Fiber  Rope  And  Nylon  Webbing  USER-YD  SH  REV-AV  MT  84 

IS 

Sling),  Top-lilt,  Fomily  Of  Sling) . . 

MIL-S-1264SC 

ME 

24  Feb 

84 

ME 

SH 

99 

L 

3940 

MIL-S-70615  (1) 

AR 

28  Oct 

88 

AR 

3940 

Spreader,  Sling,  Plate  Type,  Nonadiustable  REV'iS . . . . . 

MIL-S-13119E 

ME 

02  Jol 

84 

ME 

99 

L 

3940 

Spreoder,  Sling,  Telescopic,  Vehicle  lilting,  10  Ton  Capacity  USER<MT  REV*SM 

IS 

Tong,  Moteriol  Lifting  REV*IS  . . . . 

MIL-S-52408B 

ME 

19  Jul 

83 

ME 

3940 

MIL-T-30502B 

ME 

19  Jul 

83 

ME 

99 

L 

3940 

Tongs,  Moteriol  Lifting,  Pipe  REV4S  . . . . 

MIL-T-82009B 

YD 

18  May 

84 

YO 

1 

•3950 

Boom,  Center  Pole,  Bolted  Tank  Erection  REV*CS . . . . . 

MIL-B-52589C 

ME 

30  Mar 

87 

ME 

3950 

Contilevered  Boom  Crone  Structures  •  Method  Of  Test  <  Jan  74  (Reopproved 

SAE  J 1063-74 

AT 

30  Sep 

81 

AT 

99 

Oct  83)  Validated  Oct  83 

1 

3950 

Copston,  Electric  (For  Shipboard  Use)  Validated  Apr  8J  REV*^CS . . . 

Mll-C-17944  (2) 

SH 

25  Jul 

55 

SH 

L 

3950 

Chain,  Bridge  Erection  REV*CS  . . . . . 

MII-C-52614B 

ME 

13  Dec 

84 

ME 

1 

3950 

Container  Crone,  Roughterroin,  Wheel  Mounted,  HydrauPc,  Diesel  Powered 

MIL-C-53057 

ME 

24  Jul 

85 

ME 

REV-AT  CS 

L 

•3950 

Crone,  Electro  Hydraulic  &  Diesel  Hydraulic  Shipboard  REV>CS  . . . . . . 

MIL-C-17933C  (1) 

SH 

18  Jon 

84 

SH 

L 

•3950 

Crone,  Eiectro*mechanicaI,  Shipboard  REV>CS. . . . . . 

MIL-C-I7949B  (1) 

SH 

18  Jon 

84 

SH 

3950 

Crone,  Engine  Or  Turret,  Portoble,  SOOO  Lb  Copocity,  Type  J&IB  . . . 

MIL-C-6497C 

84 

08  Jul 

82 

99 

3950 

Crone,  Floor,  Portoble  VoUdotid  Jvn  83 . . . . 

A-A-50797 

784 

16  Apr 

82 

YD 

99 

3950 

Crone,  Floor,  Portable  USER>MC  SA  REV'CS . . . . . . 

MII-C-4551E 

84 

03  Feb 

71 

YD 

99 

3950 

Crone,  Hydroulic,  Mobile,  Diesel  Engine  Driven,  Rubber  Tires  USER>OS . . 

MIL-C-3998D 

SA 

16  Feb 

88 

ME 

SA 

99 

1 

3950 

MIL-C-62135A  (1) 
MIL-C-16536C 

AT 

29  Nov 

82 

AT 

3950 

Crone,  Overhead  Troveling,  Electric,  5  Ton  Copocity,  And  Runwoy  Conductor 

YD 

31  Oct 

83 

ME 

YD 

99 

System  Components  REV>84  CS 

L 

3950 

Crone,  Overhead  Traveling.  Underhung,  Electric  Powered  Validated  Oec  66 . 

MIL-C-28546A  (2) 

YD 

17  Dec 

86 

YD 

L 

3950 

Crone,  Overhead  Troveling,  Electric  Powered,  25‘TON  Copocity  Or  Less 

MIL-C-28613A  (3) 

YD 

17  Dec 

86 

YD 

Validated  Dec  86 

L 

3950 

Crone,  Truck  Mounted,  Contoiner  Handling . . . . . . 

MII-C-S2967 

ME 

29Moy 

79 

ME 

L 

3950 

Crone,  Truck  Mounted,  Hydraulic  Validated  Jan  85  REV«CS . . . 

Mll-C-52989 

ME 

23  Feb 

81 

ME 

L 

3950 

Cranes,  Jib,  With  Accessories  REV*CS . . . 

MIL-C-82017B 

YD 

13  Jul 

84 

YD 

L 

3950 

Derrick,  Barge  Mounting,  100  Long  Ton  Copocity . . 

MIL-0-82062B 

YO 

07  Feb 

83 

YD 

3950 

Gentries,  Hoist,  Portable  (Shop  Type)  USER>ME  REV<CS . . 

MIL-G-28673B 

YD 

17  Feb 

87 

YD 

99 

1 

3950 

Gin  Pole,  Bolted  Tank  Erection  REV*CS . . . . 

MIL-G-52595C 

ME 

03  Mor 

86 

ME 

3950 

Hoist,  Choin  And  Wire  Rope,-Pneumotlc  Validated  Mar  79  USER«A$  OS 

MIL-H-2813A 

SH 

28  Mor 

56 

ME 

SH 

99 

REV-Gl  YD  CS 

3950 

Hoist,  Choin  Or  Wire  Rope,  Electric  Power  Operoted,  Lug,  Hook,  Or  Trolley 

MII-H-15317C 

SH 

15  Jun 

88 

SH 

99 

Suspension  And  Bose  Mounted  Validated  Jon  88  USER'MI  MC  OS  REV.CS 

NOTICE  1 

3950 

Hoist,  Choin,  Monuolly  Operoted,  Pockaging  Of  USER'AR  AT  REV«SM  CS . 

MIL-H-3280D 

ME 

26  Jul 

78 

ME 

YD 

99 

1 

3950 

Hoist,  Wire  Rope,  Electric  Powered . . . . 

MIL-H-19925D 

YD 

31  Moy 

84 

YD 

1 

3950 

Hoisting  Unit,  Tripod,  Dhim,  Ml  Validated  Sep  80  USER'CS . . . 

MIL-H-3407A 

EA 

5  Jun 

58 

EA 

Q 

3950 

Hoists,  Choin,  Hond  Operated,  Hook  And  Trolley  Suspension  U$ER>CO  MC  YD 

MtL-H-904H  (2) 

SH 

13  Feb 

81 

ME 

SH 

99 

REV-CS 

1 

3950 

Hoists,  Choin,  Pneumatic,  Low  Heod'oom,  Trolley  Type . 

M1L-H-24591A 

SH 

19  Aug 

87 

SH 

L 

3950 

Hoists,  Wire  Rope  Or  Choin,  Air  Motor  Powerep  With  Trolley.... . . 

MIL-H-28538B 

YD 

12  Oct 

84 

YD 

L 

•3950 

Looding  Jock  System,  ISO  Container . . . . . . . . . 

MIL-1-29250A  (1) 

YD 

09  Sep 

88 

YD 

L 

3950 

Monoroil  Track  Beom  Systems  For  Trolley  Suspended  Hoists..... . . 

MIL-M-82021B 

YD 

29  Dec 

84 

YD 

3950 

Test  And  Inspection  Of  Crone,  Hydroulic,  Mobile,  Diesel  Rubber  Tires  USER*MC 

MIL-STD-261B 

SA 

01  Aug 

85 

Gl 

SA 

99 

os  REV-TE  CS 

3950 

Trolley,  f  Beom,  Plain  &  Geared,  Adjustoble  &  Nonodjustoble,  250  To  8000  lb 

MIL-T-52306C 

ME 

12  Aug 

85 

ME  YD 

99 

Copocity  USER-SM  REV-CS 

L 

3950 

Winch  Drum,  Power  Operated  (HIghline  Winch  Type  19,  5^HI<10,  Sponwire 

MIL.W.17265/1A 

SH 

18  Jon 

68 

SH 

Winch  Typ.)  15,  SW-ID,  15,  SW-ZD,  8,  0-)W-lD  And  8,0-SW-2D  Validated 
Sep  81  REV-CS 

3950 

Winch,  Diesel  Driven,  2  Drum,  5.9  Ton  Pull,  With  Boom  Swinger  REV>C$  .......... 

MIL-W-694C  (U) 

ME 

22  Jon 

86 

ME  YD 

L 

3950 

Winch,  Drum,  Power  Operated,  triple  Drum,  Diesel  Engine  Driven, 

MIL-W-52654A 

ME 

26  Nov 

86 

ME 

Nonreversible  Drive  REV-CS 

3950 

Winch,  Drum,  Power  Operated,  1  Ton  Puli,  Pneumatic  USER-SA  REV-CS . . 

MII-W-3783C 

ME 

26  Aug 

86 

ME 

99 

L 

3950 

Winch,  Drum,  Power  Operated  (Electricol  Hydraulic,  Vorioble  Speed)  Generol 

MIL-W-17265F  (1) 

SH 

14  Oct 

80 

SH 

Specificotion  For  Validated  Sep  8J 

SUPP  1 

1 

3950 

Winch,  Drum,  Power  Operated  (Saddle  Winch  Types  5.0*S*1D  And  5.0-S-2D 

MlL-W-17265/2 

SH 

21  Feb 

67 

SH 

Validated  Sep  8J  REV-CS 

L 

3950 

Winch,  Drum,  Power  Operoted  (Inhoul  Winch  Type  8.0*IH-2D  And  Outhoul 

MIL-W-17265/3A 

SH 

18  Jon 

68 

SH 

Winch  Type  8.0  OH-2D  Voff*fed  Sep  81  REV-CS 

L 

3950 

Winch,  Drum,  Power  Operated  (Generol  WINCHES.9.0-G-1D,  And  Type 

MIL-W-17265/4 

SH 

18  Sep 

67 

SH 

7./.  G-ID)  Validated  Sep  81  REV-CS 

1 

3950 

Winch,  Drum,  Power  Operated,  (Saddle  Winch,  Independently  Operoted  Drums, 

Mll-W-17265/5 

SH 

01  Dec 

67 

SH 

Type  5.0-S-21D)  Validated  Sep  81  REV-CS 

i 

3950 

Winch,  Drum,  Power  Operated  With  Seperote  Gypsy  Drive  (Sponwire  Winch, 

MIL-W.1726S/6 

SH 

01  Oec 

67 

SH 

Type  )5»5*3V/«iO/4.C-2G)  Validoled  Sip  SI  RCV-CS 

L 

3950 

Winch,  Drum,  Power  Operated  (Sponwire  Winch,  Automatic  Tension  Control, 

MII-W.17265/7A 

SH 

04  Jon 

74 

SH 

Type  8.5-SW)AT(-lD  And  8.5-SW)AT(-lD/6.0-2G)  Validated  Sep  81  REV-CS 

L 

3950 

Winch,  Drum,  Power  Operoted  (Types  11.0-B  And  S.W)AT(.2D  And  I1.0-B  And 

MIL.W-17265/8 

SH 

15  Oec 

70 

SH 

S.W.)AT(-2D/6.0-2G)  Validated  Sep  81  REV-CS 

L 

3950 

Winch,  Drum,  Power  Operoted  AF/E24H-1,CARGO  Looding,  4000  Pound 

MIL-W-26217B  (1) 

84 

14  Nov 

67 

99 

Copocity,  Vorioble  Speed,  28V  DC  Portable  REV-CS 

L 

3950 

Winch,  Drum,  Power  Operoted,  Electric  Validated  Sep  8J  REV-CS. . . . . 

MII-W-15808F 

SH 

15  Mor 

74 

SH 

L 

3950 

Winch,  Drums,  Power  Operated,  Diesel  Or  Gasoline  Engine  Driven  . . . 

MIL-W-29158A 

YD 

25  Feb 

82 

YO 

3950 

Winches,  Drum,  Hond  Operated;  Spur  Gear,  2  Or  3  Purchose  USER-CE  MC 

MII-W.120650 

ME 

09  Aug 

84 

Me  SH 

99 

REV-CS 

L 

3950 

Winches,  Drum,  Hond  Operated  Safety  Type,  For  Pontoon  Borges............ . . 

MIL-W-28547B 

YD 

02  Mor 

81 

YD 

L 

3950 

Winches,  Drum,  Power  Operated,  Bothythermogroph  (Inoctive  For  New  Design) 

MIL-W-19882A  (1) 

SH 

31  Moy  66 

Sn 

Validated  Apr  SI  REV-CS 
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FSC  LISTING 


DOCUMENT 


FSC 

TITLE 

NUMBER 

PREP 

DATE 

CUSTODIAN 

39S0 

Winches,  Rating  Of  •  Apr  70  (Reopproved  Oct  83  Valldoftd  Oet  83^. . . . 

SAE  J706A-70 

AT 

30  Sep 

81 

AT  SH 

99 

L 

39S0 

Windioss,  Anchor,  Electric>hydraulic,  Verticol  And  Novy  Type,  Novo)  Shipboord 

MIL-W-19623  (2) 

SH 

15  Aug 

58 

SH 

Valldoled  Apr  81  REV-CS 

L 

3960 

Elevotor,  Weopon  And  Cargo,  Electromechonicol  (Shipboard)~Vb/f</ot*c/  Jon  84 

MIL-E-17807B 

SH 

26  Jun 

78 

SH 

L 

3990 

Adopter,  Pollet,  Steel  Eor  Projectiles,  Rocket  Heads,  Cortridge  Contoiners  And 

MIL-A-2368SB 

os 

27  Moy 

77 

OS 

Bomb  Fins  Volidatod  Jan  83 

1 

3990 

Adopter,  Pollet,  Steel  For  Cylindricol  Containers  Validated  Feb  84  R£V*OS . 

MIL-A-21618B  (2) 

OS 

22  Nav 

78 

OS 

3990 

B!nd#r,  Lood  USER-SH  REV-GS . 

GGG-B-325C 

•ME 

17  Jul 

87 

ME  SA 

3990 

Binder,  Load  . . . . . . . . . . . . . 

GGG-B-00325 

ME 

07  Jul 

87 

3990 

Box,  Tote,  Plostic,  Hardware  Volidafed  Jan  85  USER*99  R£V*GS........... . . 

MIL-B-43159D 

GL 

07  Feb 

79 

Gl  SA 

3990 

Cop,  Wood  Flat  Construction  For  Export  Skids..... . . . . . 

A-A-1638 

t 

05  Sep 

80 

3990 

Cap,  Wood  Frome  Construction  For  Export  Skids . . . . . . . 

A-A-12S0 

T 

18  Sep 

80 

L 

•3990 

Chest,  Army  Stevedoring  Equipment  REV*AT  GS  . . . . . . . 

MIL-C-S2425B 

ME 

22  Jul 

87 

ME 

t 

3990 

Cover,  Polyethylene,  Pollet,  Cargo  HCU'6/E  And  HCU*12/E  REV>GS . . . 

MIL-C-83991A 

84 

11  Nov 

88 

99 

3990 

Domestic  (Household)  Compactor . . . . . . . . . 

GGG-C-1S78  (1) 

t 

20  Mar 

75 

3990 

Dunnoge,  Pneumatic,  Corgo  Shoring  Validated  Feb  64  USER>OS  MC  AS 

PPP-D-1427A 

/ME 

29  Jan 

73 

ME  SA 

REV-MT  GS 

INT  AMD  (1) 

3990 

Looding  Plates,  Steel,  And  Aluminum  USER'SH  REV>AT  GS . . . 

MIL-1-40064E 

ME 

20  Feb 

86 

ME  OS 

3990 

looding  Stondards,  Liquid  Fuels,  Stationary,  3  Inch  USER'CE  R£V*AT  . . . 

MIL-1-30S8F 

ME 

05  Aug 

85 

ME  YD 

3990 

Looding  Stondards,  Liquid  Tronsfer,  Bulk,  Portable,  2  Inch  USER>MT . 

MIL-1-40101D 

ME 

OS  Dec 

84 

3990 

Pollet,  Expendable  REV>EA  GS . . 

PPP-P-I660A 

•ME 

12  Apr 

73 

ME  SA 

99 

INT  AMD  (1) 

3990 

Pallet,  Material  Handling,  Wood,  Post  Construction,  4  Woy  Entry . 

MIL-P-15011J 

SA 

16  Sep 

85 

ME  SA 

99 

3990 

Pollet,  Moteriol  Handling,  Wood,  Stringer  Construction,  2  Woy  And  4  Woy 

NN.P-7IC 

/ME 

10  Sep 

73 

ME  SA 

84 

(Parliol)  (Notice  1)  Validated  Jan  82  USER-SS  REV-SM  EA  OS  GS 

INT  AMD  2  (SA) 

L 

3990 

Pallet,  Moteriol  Handling,  Wood,  Double  Foced,  (Speciol  Design  For  Use  With 

MIL-P-43465 

ME 

17  Nav 

66 

ME 

Conex  Contoiners)  USER'CE  REV*SM  M£  MT  GS 

3990 

Pallet,  Moteriol  Hondling  (Wood,  Double  Faced,  Stringer  Construction) . 

A-A-889 

t 

24  Aug 

81 

L 

3990 

Pallet,  Material  Handling,  Wood  Stringer  Construction,  4*WAY  Pdrtiot,  46  By 

MII.P-S2999 

ME 

31  Dec 

81 

ME 

40  Inches 

3990 

Pallet,  Moteriol  Handling,  Wood,  Ship  Cargo,  Stevedoring, -48  Inches  Long  By 

MII-P-1S943D 

SA 

30  Mor 

82 

ME  SA 

99 

72  Inch,.  Wide,  2-WAY  Entry  USER-MC  OS  REV-SM  ME  SH  AS  SA  GS 

3990 

Pallet,  Materiel  Handling,  General  Cargo  40  X  48  Inch,  Non  Wood  4  Woy 

Mll-P-52971 

ME 

01  Oct 

79 

ME  SA 

99 

Validated  May  85  USER-AL  REV-GL  AT  SM  SH  OS  69  GS 

INT  AMD  1  (ME) 

3990 

Pollet,  Material  Handling,  Meto)  (For  Ordnonce  Items),  Mork  3  Mod  0,  Mork  12 

Mll-P-233)2C 

OS 

18  Nav 

76 

ME  OS 

99 

Mod  0  And  Mark  12  Mod  1  Validated  Jan  83  USER-MI  SM  ME  MC  SH 

REV-AR  AS  GS 

L 

3990 

Pallets,  Material  Handling,  Molded  Wood  Porticles  40  X  ^  Inch,  4*WAy . 

Mll.P-87089 

SA 

30  Nav 

81 

SA 

3990 

Romp,  Loading  Vehicle  (Dockboord),  Counterbolanced,  Mechonlcol,  Adjustable, 

DR-)928 

•ME 

15  Mor 

78 

ME  SA 

99 

20,000  Pound  Capacity  REV-SM  AT  GS 

1 

3990 

Ramp,  looding  Vehicle  REV-AT  GS . 

MII-R-52899B 

ME 

08  Jul 

86 

ME 

L 

3990 

Romp,  Loading  Vehicle  (Generol  Purpose  Type)  US£R<MC  SH  REV<OS  99  GS  .. 

MII.R-82200A 

SA 

25  Jul 

80 

SA 

L 

3990 

Romp,  looding,  Vehicle,  Portable,  Four  Section  12,(X)0  Pound  Copocity 

MII-R-40080C 

ME 

21  Moy 

75 

ME 

Validated  Mar  83  USER-MT  REV-GS 

1 

3990 

Ramp,  Mobile,  lift  (  Dock)  REV>TS  ME..... . . . . . . . 

A-A-50095 

GL 

26  Feb 

87 

Gl 

3990 

Refuse  Contoiners,  Hoisting  Units  USER'GL  MC  REV*GS  . . . . . . . 

MII-R-22827D 

YD 

01  Apr 

83 

ME  YD 

3990 

Refuse  Containers,  Hoisting  Unit,  Tilt-over,  For  Front  Looding  Compoction  Type 

MIL-R-237S4D  (1) 

YD 

05  Mor 

84 

ME  YD 

Trucks  REV-GS 

L 

3990 

Skid  Components,  Aluminum,  Reusoble  REV-GS  . . . 

MII-S-9968B 

IP 

07  Dec 

84 

IP 

3990 

Skids,  Wood  Export  . . . . . 

A.A-1637 

X 

10  Oct 

80 

3990 

Skids,  Wood  Export . . . . . . . . . . . . 

A-A-1639 

t 

10  Oct 

80 

3990 

Skids,  Wood  For  Export . . . . . . . . . 

A-A-879 

t 

07  Apr 

81 

3990 

Skids,  Wood  With  Cops  REV>SM  GS . . . . . . . . 

PPP-S-1853 

•GL 

10  Dec 

74 

Gl  SA 

99 

L 

3990 

Spreader,  Lifting,  ISO  &  Intermodol  Freight  Containers  REV-SM  GS . 

MIL-S-52713B  (1) 

ME 

05  Nov 

85 

ME  YD 

3990 

Support  Sets,  Stocking,  Moteriol  Hondling  Pollet  USER-SM  REV*GS  . . . . . 

MIL-S-2)859E 

ME 

04  Feb 

85 

ME 

84 

4010 

Coble  Assemblies,  Aircraft,  Proof  Testing  And  Prestretching  Of  -Volidated  Oct 

MII-C-S688A  (1) 

82 

20  Mar 

56 

AV  AS 

11 

85  REV-MI  AV  IS 

NOTICE  2  (AS) 

E 

4010 

Coble  Assembly  Swaged  Type  1  Terminols  •  7  Nov  80  W/DOD  Except. 

NAS  302THRU310-80 

AS 

30  Jon 

84 

AS 

11 

Validated  Dec  83  REV-IS 

REV  4 

4010 

Coble  Assembly  Swoged  Type  Type  li  Terminals  '  7  Nov  80  W/dod  Exceptions 

NAS  322THRU330-80 

AS 

30  Jan 

84 

AS 

11 

Validated  Dee  83  REV-IS 

REV  5 

Q 

4010 

Coble,  Lockclod,  For  Aircraft  Control  REV-11  IS . . . . . . . 

Mll.C-87218  (1) 

82 

30  Oct 

87 

AV  AS 

99 

4010 

Coble,  Steel  (Corrosion-resisting,  Non-mognetic)  Flexible,  Preformed  (For 

MIL.C.18375B  (1) 

82 

30  Oct 

87 

AV  AS 

99 

Aeronouticol  Use)  (ASG)  REV*99  IS 

E 

4010 

Chain  •  Bead  Components  And  Assembly  •  17  Jdn  83  W/DOD  Exceptions 

NAS  1201-83 

AS 

20  May  83 

AV  AS 

11 

USER-AS  REV-IS 

REV  4 

4010 

Chain  Assembly,  Single  Leg,  For  Cobinet,  Gosoltne,  Field  Ronge  Outfit 

MII-C-2070E 

GL 

31  Dec 

85 

GL 

99 

USER-YD  MC  REV-MD  82  IS 

4010 

Chain  Assembly,  Single  leg.  Boot  Anchor  VaUdofed  May  $4  USER*VD  REV.!$ 

Mlt-C.26B3A 

SH 

20  Jon 

55 

SH 

99 

L 

4010 

Chain,  Open  link.  Steel,  Welded  (For  Mooring  Buoys)  Validated  Feb  78.. ......... 

MIL-C-22521A  (1) 

CG 

10  Oct 

63 

CG 

L 

4010 

Chain,  Stud  link.  Anchor,  Die  Lock  Type,  High  Strength,  Non  Mognetic 

MIL-C-)8096A 

SH 

30  Jun 

69 

SH 

Validated  Apr  82 

4010 

Choin,  Stud  Link,  Anchor,  Low  Alloy  Steel,  Flosh  Butt  Welded  USER-CO  YD 

MIL-C-2463:  '  1, 

'H 

20  Moy  85 

SH 

99 

REV.82  IS 

4010 

Chains  And  Allachmenli,  Welded  And  Weldless  USER-Gl  OS  CS  REV-AT  EA 

RR-C-27)C 

/SH 

17  Jul 

86 

ME  SH 

99 

AR  Ml  YD  82  IS  DS 

L 

4010 

lifting,  Lounching,  And  Side  Corrying  Equipment  For  Pontoons  On  1 179  Closs 

MIL-1-28654C 

YD 

30  Sep 

88 

YD 

Isl  Vessels 

4010 

Link,  Chain&connecting  Or  Repoir  Validated  Jan  82  USER-AV  AT  REV-MI  GL  IS 

MS-87008A 

AR 

05  Dec 

75 

AR  SH 

99 

4010 

Link,  Choin,  Detachable,  Regulor  &  End  Peor  Shoped  Validated  Mar  79 

MIL-L-2710A 

SH 

13  Oct 

59 

AR  SH 

USER-YD  REV-IS 

1 

4010 

Ring,  Connecting,  Rectongulor  (Inactive)  Validated  Jan  83  . . 

MS-3S252A 

AR 

24  May  71 

AR 
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FSC  LISTING 


DOCUMENT 


FSC 

TITLE 

NUMBER 

PREP 

DATE 

CUSTODIAN 

L 

4010 

Rope,  Exfro  High  Strength  Wi're,  6  By  19  With  7  By  7  Independent  Wire  Rope 
Center  (For  Aircroft  lognchlng  And  Related  Applications)  Voh'dated  Sep  85 

MII-R-7871A 

AS 

25  Jun 

79 

AS 

L 

4010 

Solely  Choin  Type  11,  CIoh  6,  No.  0  (S/S  By  RR.C-271)  USER-ME  REV-IS _ ... 

MS-17311  A 

SH 

29  Aug 

86 

SH 

1 

4010 

Stoppers,  Corpenter  And  Assoc<oted  Bridles  (Wire  Rope  And  Choin  link) 

Validated  Dec  $3 

MIL-S-24584 

SH 

01  Dec 

78 

SH 

4010 

Strond,  Wire  Rope,  Armored  Steel  Validated  Feb  79REV«IS  .........  . . . . 

MIL-S.5765E 

18 

30  Aug 

72 

AS 

18 

4010 

wire  Rope  And  Slrond  REV-YD  82  IS . . . 

RR-W.410D  (1) 

/SH 

22  Apr 

88 

ME  SH 

99 

1 

4010 

Wire  Rope  Assemblies,  Single  Leg.  Gropnel  And  Buoy  Type  Validated  Feb  82 
USER-MI  REV-15 

MIL-W  19460B 

SH 

08  Nov 

65 

SH 

4010 

Wire  Rope  Assembly,  Single  Leg  USER-MI  17  19  REV-SH  OS  85  IS  ES......... .... 

MIL-W-3903D 

ME 

06  Oct 

83 

ME  YD 

99 

L 

4010 

Wire  Rope  Assembly,  Single  Leg,  Oxygen  Breolhing  Apparotus  Sofety  Line 

REV-IS 

MIL-W-2902D 

SH 

23  Dec 

88 

SH 

4010 

Wire  Rope,  Flexible,  Type  1,  Composition  A  REV-11  IS.... . . . . 

MIL-W.83420/1 

82 

30  Oct 

87 

AV  AS 

99 

4010 

Wire  Rope,  Flexible,  Type  1,  Composition  B  REV-11  IS . . . . 

Mll-W-83420/2 

82 

30  Ocl 

87 

AV  AS 

99 

4010 

Wire  Rope,  Flexible,  Type  ii  (Jockeied),  Composition  A  REV-II  IS  . . . . . . 

MtL-W.83420/3 

82 

03  Ocl 

87 

AV  AS 

99 

4010 

Wire  Rope,  Flexible,  Type  Ii  (Jocketed),  Composition  B  REV-11  IS...... . . 

MlL-W.83420/4 

82 

03  Ocl 

87 

AV  AS 

99 

4010 

Wire  Rope,  Steel,  6  X  19,  High-strength  (For  Aircraft  Lounching  And  Arresting) 
(Asg)  Validated  Apr  80  REV-IS 

MIL-W.6015A  (2) 

AS 

14  Jun 

65 

AS 

99 

L 

4010 

Wire  Rope,  Steel,  Bore  And  Nylon  Covered-corrosion  Resisting,  Flexible, 

Preformed,  Oceanogrophic  And  Bothythermogrophic  Validated  Apr  62  REV-MI 

IS 

Wire  Rope,  Steel,  (Stainless  Steel)  Preformed,  Nonrotating,  For  Aircraft  Rescue 
Hoist  And  Cargo  Handling  (Winching)  Validated  May  82  REV-99  IS 

MIL-W-21632  (1) 

SH 

17  Mor 

61 

SH 

4010 

MIL-W.83140  (1) 

82 

03  Jon 

72 

AV  AS 

11 

Q  1 

4010 

Wire  Rope,  Steel  1-3/8  Inch  Oiometer,  6  By  30,  Type  G,  Lang  Loy  Flottened 
Strand,  Fiber  Core,  High  Strength  (For  Aircraft  Arresting 

MIL-W.81002B 

AS 

30  Sep 

87 

AS 

4010 

Wire  Slond,  Steel  (Wires  WS-3/U,  WS-4/U,  W-M,  W-115  And  W-116) 

Validated  Jan  81  USER-MC  REV-AR  IS 

MIL-W-12567C  (1) 

El 

11  Mor 

75 

EL  YD 

99 

4010 

Wire  Strand,  Nonflexible,  For  Aircroft  Control  REV-11  IS . . . . 

MIL-W.87161  (3) 

82 

30  Ocl 

87 

AV  AS 

99 

4010 

Wire  Strand,  Steel  (Corrosion  Resistont)  Preformed  (Aircroft  Applicotions) 
Validated  Apr  $0  USER-ME  REV-MI  EA  AR  IS 

MII-W-5693C 

AS 

06  Dec 

65 

AS 

99 

4010 

Wire  Strond,  Zinc  Coated  Steel  •  31  Mar  78  (Reopproved  1984)  Validated  Nov 

84  REV-IS 

ASTM  A47S-78 

YD 

05  Dec 

80 

ME  YD 

99 

0 

4010 

Wire,  Rope,  Flexible,  For  Aircroft  Control  REV-99  82  IS . . . 

MII-W.83420D  (2) 

82 

18  Jon 

85 

AV  AS 

99 

L 

4020 

Cord,  Acrylic,  lacing . . . . . . . . . 

MIL-C-4008eA  (1) 

AR 

08  Mor 

84 

AR 

L 

4020 

Cord,  Aromatic  Polyamide,  Nonmelting  Validated  Jul  87  REV-99  IS  CT  .............. 

MH.  C-83242  (1) 
NOTICE  1 

20 

27  Jul 

79 

20 

4020 

Cord,  Cotton,  Generol  And  Specie!  Purpose,  Sash  And  Venetlon  Blind  USER-AV 

ME  CE  MC  REV-MO  EA  IS 

T-C-S71F  (2) 

/Gl 

25  Sep 

85 

Gl  YD 

99 

4020 

Cord,  Fibrous  (Lines,  leod)  Validated  Mar  84  USER-ME  MC  REV-MD  IS . . 

MII-C-1145E 

SH 

23  Apr 

73 

Gl  SH 

99 

4020 

Cord,  Fibrous  Linen,  Shock  Absorber  Serving  Use  Validated  Mar  83  USER-AV 
REV-IS 

MII-C-2S22E 

Gl 

09  Jon 

77 

GL 

99 

4020 

Cord,  fibroo..  Nylon  USER-ME  MC  REV-82  IS  DS . 

M1L-C-S040G 

Gl 

30  Jun 

87 

Gl  AS 

99 

L 

4020 

4020 

Cord,  Fibrous,  Polyester,  Diomond  Broid  Validated  Feb  84  REV-MD  ME  . 

Cord,  locing,  Silk  (For  Assembly  Of  Propelling  Charges)  Validated  Jan  85 

REV-IS 

M1L-C-43678A 

MIL-C-453C 

INT  AMD  1  (AR) 

Gl 

OS 

23  Mor 
05  Nov 

78 

76 

Gl 

AR  OS 

4020 

Cord,  linen,  (Plumb-bob  Use)  Validated  Mar  83  USER-ME  MC  YD  REV-IS . . 

Ma-C-43258B 

Gl 

06  Apr 

77 

Gl 

99 

L 

4020 

Cord,  Nylon  Braided,  Tubular,  Spliceable  Validated  Mar  82  USER-MI  REV-EA 

AR 

Cord,  Nylon,  Coreless  USER-MC  OS  REV-MD  82  OS  IS. . . . . . . 

MII-C-17183B 

AS 

03  Dec 

69 

AS 

4020 

MII-C-7S15F 

GL 

27  Jun 

88 

GL  AS 

99 

L 

4020 

Cord,  Nylon,  Solid  Broid,  Generol  Purpose  Validated  Mar  83  USER-ME  MC 
REV-MO  mi  EA  AR 

MII-C-43307B 

Gl 

28  Jon 

72 

GL 

L 

4020 

Cord,  Polyomide,  High  Temperoture. Resistant . . . 

MII-C.81104A  (1) 

AS 

18  Jul 

84 

AS 

L 

4020 

Cord,  Polyester,  Solid  Braid  USER-ME  MC  REV-MD  Ml  IS . . . . 

M1L-C-43256B  (1) 

Gl 

01  Dec 

87 

Gl 

L 

4020 

Cord,  Polyester,  Woxed,  Coreless  Validated  Apr  81  USER-ME  REV-MO  AR  IS.... 

MIL-C-43588 

GL 

12  Jul 

68 

GL 

4020 

Cord,  Rayon,  Without  Core,  Braided  Validated  Mar  83  USER-ME  MC  REV-AV 

45  99  82  IS 

Ma-C-4232D 

Gl 

25  Aug 

71 

GL 

99 

4020 

Cord,  Yorns  And  Monofiloments  Organic  Synthetic  Fiber  Validated  Sep  SO 
USER-SH  YD  REV-MI  AV  ER  IS 

MIL-C'572G  (1) 

AR 

22  Nov 

72 

ER 

99 

L 

4020 

Cordoge  Fiber,  Abaca  {ManWaYVoUdated  Apr  82  REV-IS . . . . . . 

MIlC  15831B 

SH 

15  Nov 

65 

SH 

4020 

Fiber  Rope  Assembly,  Single  leg  Validated  Nov  87  REV-ME  IS  . . 

MII.F-14052C 
NOTICE  I 

Gl 

05  Nov 

87 

GL  SH 

99 

4020 

Holyord,  Signal,  Broided,  Treated . . . . . . 

MILH-226F 

Gl 

30  Sep 

82 

Gl 

99 

4020 

Identificotion,  Nylon  Cord  Monufocturers  Color  Code  Validated  Nov  87  REV-$H 

Mll-STD.905 

NOTICE  1 

GL 

05  Nov 

87 

Gl  AS 

11 

L 

4020 

Line,  Shot,  Nylo.n,  For  Line  Throwing  Guns  REV-IS . . . . . . .  >. 

Mil  l  lS92iA  (1) 

os 

12  Jun 

84 

OS 

L 

4020 

Polypropylene  Cores,  Strond  Centers  And  Substronds  For  Wire  Rope  Validated 

Apr  82  REV-IS 

Mlt-P-24216A  (2) 

SH 

15  Moy  68 

SH 

L 

4020 

Rope  And  Yorn,  Plied,  Synthetic  Fiber  REV-IS... . . . . . . 

MILR-24183A 

SH 

05  Aug 

38 

SH 

4020 

Rope  Polypropylene  Validated  Apr  82  USER-ME  YD  REV-OS  AS  IS  . 

M1L-R-24049A 

INT  AMD  1  (SH) 

SH 

28  Mor 

66 

Gl  SH 

99 

4020 

Rope,  Cotton,  Or  Cotton  And  Polyester  Validated  Jan  82  USER-ME  AV  MC 
REV-SM  MD  IS 

T-R-5710 

/Gl 

30  Jon 

80 

GL 

99 

4020 

Rope,  Fibrous,  Ploiled,  Polyester/polypropylene  Dual  Fiber  Validated  Nov  67 
USER-ME  AR 

MII-R-43952 

NOTICE  ' 

Gl 

o 

Z 

a 

< 

87 

Gl 

99 

4020 

Rope,  Fibrous,  Oouble-broided  (Polyester)  USER-CG  MC  YD  REV-AS  82... - 

MIL-R-246> ' 

SH 

06  Nov 

86 

GL  SH 

99 

L 

4020 

Rooe,  Fibrous,  Double  Broided,  Nyfon/polyester  Composite  . . 

MII-R-44123\ 

Gl 

26  Jul 

88 

GL 

L 

4020 

Rope,  Fibrous,  Double  Broided,  Continuous  Polyester  Filament  With~A  Staple 

Wra  Validated  Jun  83 

Mil  R-24'76 

SH 

18  Apr 

78 

SH 

4020 

Rope,  Fibrous,  Polyester/polypropylene'Duol  Fiber  Validated  Jan  82  USER-ME 
REV-AR  IS 

,.mI.K.43942 

Gl 

16  Mor 

76 

GL 

99 

1 

4020 

Rope,  Fibrous,  Ploited,  Continuous  Polyester  Filoment  With  A  Stople  Wrop 
Validated  Jun  83 

MIL-R-24537 

SH 

18  Apr 

78 

SH 

4020 

Rope,  Fibrous,  Tent-loy  USER-YD  REV-MD  ME  IS . . . 

A-A-S0057 

/GL 

23  Sep 

83 

GL 

99 
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FSC 


TITLE 


DOCUMENT 

NUMBER  FREP  DATE  CUSTODIAN 


L  4020  Ropt,  KtrnmanHe . . . 

4020  Rap*,  Manila  And  Siwl  Volidotnl  Apr  82  USER-CE  MC  YD  REV-ME  EA  AR  IS 
CS 

4020  Rap*,  Nylan  Volidottd  Apr  82  USER-MI  MC  CG  YD  REV-ME  EA  AR  IS  DS . 

4020  Rap*,  Nylan  (Spun  Yam)  Validattd  Ftb  87  USER-ME  REV-MD  IS . 

4020  Rap*,  Nylan,  Climbing  Typ*  Validattd  Jan  82  REV-MD  AR  IS . 

4020  Rap*,  Nylon,  Daubl*-broid*d  USER-YD  CG  MC  REV-AS  82..., . 

L  4020  Rop*,  Nylon,  Pioitad  Validattd  Apr  82 . 

4020  Rap*,  Poly*<ler  USER-ME  REV-IS . 

L  4020  Rop*,  TenI  Lay  USER-YD  REV-MD  ME  IS . 

4020  Rap*,  Yom  And  Twin*,  Bosl  fib*r  Validaltd  Ftb  83  USER-ME  AR  MC  CG  YD 
REV-MD 

4020  Top*,  Locing  And  Tying  Validaltd  Mar  83  USER-MC  SH  REV-MI  AR  MD  EA 
OS  AS  11  IS 

4020  Tr*otfn*nl  Mildew  Resistant  For  Rop*  And  Cord  Validaltd  Jan  82  USER-MD 
MC  REV-MI  MC  82  IS 

4020  Twine,  Colton,  Seine  Validaltd  Ftb  73  USER-ME  SH  MC  REV-MD  GL  SA  82 
85  IS 

4020  Twine,  Fibrous  (Wrapping)  USER-OS  REV-AR  IS  . 

4020  Twine,  Fibrous  Cotton,  Wrapping  USER-ME  SH  REV-EA  AR  OS  . . 

4020  Twine,  Fibrous.  Impregnated,  Locing  And  Tying  Validaltd  Ftb  84  USER-MC  SH 
OS  REV-MI  MD  AR  ME  99  IS  DS 

4020  Twine,  Fibrous,  Jut*  USER-MC  SH  REV-ME  MO  IS . 

4020  Twine,  Fibrous,  Jut* . 

L  4020  Twine,  Lacing  And  Tying,  Tetrofluoroethylene  (For  Us*  In  Electricol  And 
Electronic  Equipment)  (Inactive  For  New  Design) 

4020  Twine,  Linen  Validaltd  Jan  82  REV-MO  OS  IS . . . 

4020  Twine,  Linen  (Woxed  And  Blocking)  Validaltd  Mar  83  USER-AR  REV-MI  AV 
MO  OS  IS 

*4020  Yom,  Cord,  Sleeving,  Cloth,  And  Tope-  Gloss  USER-ME  SH  REV-MD  Ml  EA  AR 
45  99  IS 

4030  Anchor,  Ground,  Arrowhead  With  Driving  Equipment  USER-MO  REV-EA  IS . 

4030  Anchor,  Guy  And  Rods,  Anchor  Validaltd  Stp  80  USER-CE  REV-AV  SA  IS . 

4030  Boll  End,  Wire  Rope,  Swaging,  Double  Shank  (Supersedes  AN663)  Validaltd 
Stp  82  USER-ME  REV-IS 

4030  Bell  End,  Wire  Rope,  Swaging,  Single  Shonk  USER-MI  ME  REV-IS . 

4030  Boll,  ThimU*  Eye  (Straight),  Hot  Golvonited  (Pole-line)  Validattd  Stp  80 
USER-ME  MC  REV-AR  IS 

4030  Bolt,  Thimble  Eye  (Bent)  Hot  Golvonired  (Pole-line)  Validaltd  Stp  SO  USER-ME 
MC  REV-GL  AR 

4030  Clomp,  Guy  (Pol*  Line)  Validaltd  Stp  80  USER-ME  MC . 

4030  Clomp,  Wire  Rope,  Soddled,  Single  Grip  Steel  USER-AV  AT  MC  YD  REV-ME 
GL  EL  82 

4030  Clomp,  Wire  Rope  Validaltd  Ftb  80  USER-AV  AT  MC  REV-Gl  ME  YD  IS . 

4030  Clomp,  Wire  Rop*  (Double  Grip)  Threoded,  Steel  Validaltd  Apr  86  USER-AT 

MC  YD  REV-ME  GL  ER  IS 

4030  Clomp,  Wire  Rope,  Double  Saddle,  Double  Grip,  Steel  Validaltd  Jan  81 
USER-AV  AT  MC  REV-GL  ME  YD 

4030  Clip,  Wire  Rope  (Inoclive  Us*  Ms  16842-8)  Validaltd  Stp  80  USER-MC 
REV-GL  AR 

L  4030  Fittings,  Wire  Rope  Validattd  Jan  81 . 

4030  Guy  Altochment  (Ovol  Eye)  Long  (Inactive  8-15-66)  Validaltd  Stp  80 
USER-MC  REV-GL  AR 

4030  Guy  Attochment  (Two  Holes)  Validattd  Ftb  85  REV-IS  . . . 

4030  Guy  Attochment  (Storm)  (Inoctiv*  8-15-66)  Validaltd  Ftb  85  USER-MC  REV-GL 
AR  ER 

4030  Guy  Attachment  (Ovol  Eye)  (Inoclive)  Validaltd  Stp  80  USER-MC  REV-GL  AR.. 
4030  Guy  Attochment,  Strand  Eye  (Pole  Line)  Validaltd  Stp  80  USER-ME  MC 
REV-GL  AR  IS 

4030  Guy  Attochment,  Angle  (Inactive  8-15-66)  Validaltd  Ftb  85  USER-MC  REV-GL 
AR 

4030  .Hook',  Cargo  (Drop  Forged)  Validaltd  Apr  82  REV.MT  IS  ..................... _ ......... 

L  4030  Hook,  Cose  Studded  Plote  Validattd  May  82 . 

L  4030  Hjok,  Choln&s  Validated  Jan  83  USER-GL  ME  MC  REV-MI  IS . 

4030  Hook,  Choker,  For  Ferruled  Wire  Rope  Validaltd  May  82  REV-SA . . . 

4030  Hook,  Filler  Cop  Choln  (Asg)  Validaltd  May  83  USER-ME  REV-MI  99  IS . 

4030  Kook,  Guy,  Keovy,-Two  Hdie  (Pole  Line)  Validaltd  Ftb  85  USER-ME  MC 
REV-GL  AR  IS 

4030  Hook,  Guy,  Heavy  (Pole  Line)  Validaltd  Stp  80  USER-MC  REV-ER  IS . 

L  4030  Hook,  Helicopter  Rescue  Validated  May  82 . 

L  4030  Hook,  Helicopter  Rescue  REV-IS  . . . . 

L  4030  Hook,  Hoist,  Burton  Style  Vo/i^ted  Atoy  82  REV-IS . 

4030  Hook,  Hoist,  Regular  Eye  REV-IS. . . . . . . . 

4030  Hook,  Log  Grob,  5  Inch  By  8  Inch  Validaltd  May  82 . 

4030  Hook,  Regular  Eye,  Lotch  Type  USER-SH  OS  REV-IS 

L  4030  Hook,  Rope,  Deck  Validaltd  Jun  81 . . . 

4030  Ho.'k,  Sliding  Choker  (For  Use  With  Wire  Rope)  Validated  Apr  82  REV-GL  ER 
YD  IS 

4030  Hook,  Swivel,  Latch  Type  USER-OS  REV-SH  82  IS . 

L  4030  Pelican  Hook  And  Turnbuckle  Assembly  Validaltd  May  82 . . . 


A-A-50139 

GL 

31  Dec 

87 

GL 

T-R-60SB  (3) 

/SH 

17  Apr 

73 

GL  SH 

99 

MIL-R-17343D  (1) 

SH 

09  Aug 

71 

GL  SH 

99 

MIL-R-43161B 
NOTICE  1 

GL 

27  Feb 

87 

GL 

82 

MIL-R-1688D 

GL 

31  Dec 

70 

GL  MC  99 

MIL-R-24050C 

SH 

06  Nov 

86 

GL  SH 

99 

MIL-R-24337 

SH 

17  Jun 

68 

SH 

MIL-R-30500B  (2) 
NOTICE  1 

GL 

27  Feb 

87 

GL  SH 

82 

MIL-R-1670E  (2) 

GL 

12  Jun 

85 

GL 

T-R-6S0  (1) 

/SH 

19  May  69 

GL  SH 

99 

MIL-T-4343SB  (1) 

GL 

02  Dec 

76 

GL 

99 

T.T-616A 

/GL 

29  Sep 

69 

GL  AS 

99 

T-T-8810 

•GL 

12  Feb 

69 

GL  SA 

99 

A-A-1451 

•GL 

11  Mo/  81 

GL  NU 

99 

T-T-871E  (1) 

•GL 

20  Mo/  75 

GL  SA 

99 

INT  AMD  (2) 
MIL-T-713E 

GL 

14  Jun 

77 

GL 

99 

T.T-911F 

•GL 

22  Jan 

74 

GL 

99 

A-A-228 

> 

12  Mar 

80 

MIL-T-47045 

NOTICE  1 

Ml 

17  Apr 

86 

Ml 

T-T-89)D 

/GL 

28  Dec 

67 

GL 

99 

MIL-T-2520D 

GL 

01  Jun 

77 

GL 

99 

MIL-Y.n40H  (1) 

82 

25  Sep 

85 

GL  NU 

11 

MIL-A-2962D  (1) 

GL 

16  Oct 

81 

GL 

99 

MIL-A-3777A  (2) 

ER 

13  Oct 

67 

ER  YD 

99 

MS-20663A 

82 

25  Nov 

63 

ME  AS 

99 

MS-20664B 

82 

20  Jun 

87 

ME  AS 

99 

MS-35796A 

ER 

10  Aug 

67 

ER  YD ‘99 

MS-35797A 

ER 

10  Aug 

67 

ER  YD 

99 

MS-16791B 

ER 

20  Nov 

67 

ER  YD 

99 

MS-16842E 

AR 

IS  Jul 

84 

AR  SH 

99 

FF-C.450D  (1) 

/AR 

14  Moy  74 

AR  SH 

99 

MS-16843E 

AR 

10  Apr 

M 

AR  SH 

99 

MS-51868B 

AR 

26  Stp 

75 

AR  SH 

99 

MS-16804A 

ER 

15  Aug 

66 

ER  YD 

MIL-F-52553A 

ME 

17  Jun 

76 

ME 

MS-16803A 

ER 

15  /.ug 

66 

ER  YD 

MS-I6796A 

ER 

10  Aug 

67 

ER 

99 

MS-I6800A 

ER 

15  Aug 

ER  YD 

99 

MS-16801A 

ER 

15  Aug 

66 

ER  YD 

MS-16802A 

ER 

10  Aug 

67 

ER  YD 

99 

MS-1679BA 

ER 

15  Aug 

66 

ER  YD 

99 

MIL-H-20048A 

SH 

08  Apr 

63 

AR  SH 

99 

MIL-H-I3367B 

ME 

08  Ftb 

7) 

ME 

MS-87006 

AR 

16  Oct 

62 

AR 

MIL-H-11665D 

ME 

05  Mov  71 

ME  YD 

MS-29523A 

AS 

16  Ftb 

56 

AS 

M$-I6794A 

ER 

10  Aug 

67 

ER  YD 

99 

MS-16790A 

ER 

10  Aug 

67 

ER  YD 

99 

MIL-H-23599A 

AS 

05  Jun 

69 

AS 

MS-18027E 

AS 

10  Stp 

85 

AS 

MIL-H-13837B 

ME 

09  Feb 

71 

ME 

MIL-H-13S68B 

ME 

17  Feb 

82 

ME 

MIL-H-3611C 

ME 

01  Apr 

71 

ME 

99 

A-A-50469 

YD 

01  Jun 

83 

VO 

99 

MIL-H-52780 

ME 

27  Feb 

74 

ME 

MIL-H-13220C  (1) 

SH 

16  Sep 

66 

ME  SH 

99 

A-A-50472A 

YD 

21  Sep 

88 

YD 

99 

MIL-P-136306 

ME 

13  Apr 

71 

ME 
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fSC 

TITLE 

NUMBER 

PREP 

DATE 

A030 

Pin,  Round,  Shockle'onchor,  Forged  Carbon  Steel,  (For  Ground  Support 

Equipment)  USER*ME  REV-ME  10  IS 

NAS  1042REV2-78 

AS 

05  Dec 

80 

4030 

Protector,  Pole  Vohdafed  Sep  80  USER*ME  MC  REV-Gl  AR  IS . . . 

MS-)6799A 

ER 

10  Aug 

67 

4030 

Shockle-wire  Rope  Volldated  Oct  85  USER-ME  REV-IS.. . . . . 

MS-201 15A 

82 

17  Nav 

72 

4030 

ShocVIe,  Anchor,  Forged  Carbon  Steel  Sc  Rew  Pin  Volidated  Dec  63  REV*MI  IS 

AN116 

REV  2 

AS 

20  Nov 

56 

4030 

ShocMe,  Offset  Plate  Validated  Jun  86  REV-IS. . . . . . . 

MS-16711 

NOTICE  1 

SH 

19  Jun 

86 

4030 

Shackle,  Shackle  Fitting,  And  Swivel,  Buoy  Validated  Mar  79  REV-99  IS  . . 

MIL-S-30506A 

CG 

15  Sep 

64 

4030 

Shackle,  Steel,  Generol  Purpose  Regular  And  High  Strength  USER*ME  REV>YD 

IS 

Sleeve,  Serving  (Inactive  8-1S'66)  Validated  Feb  85  USER-MC  REV-GL  AR . 

MIL-S-24214A 

SH 

20  Jun 

86 

4030 

MS-I6795A 

ER 

15  Aug 

66 

4030 

Sleeve,  Swaging  Wire  Rope  REV-MI  AT  AV  EA  AS  11  82  IS.............................. 

MS-51844C 

AR 

28  Jun 

85 

4030 

Socket,  Wire  Rope  USER-MC  CG  REV-YO  IS . 

RR-S-550D  (1) 

/SH 

20  Feb 

86 

4030 

Stiond  Connector  (Pole  Line)  Validated  Feb  85  USER-ME  MC  REV-GL  IS  . . . 

MS-16793A 

ER 

10  Aug 

67 

4030 

Swivel,  Boll  bearing  (Special,  Watertight)  Volldated  Apr  82  REV-IS . 

MlL-S-23471  (1) 

SH 

17  Apr 

68 

4030 

Swivel,  Chain  Volidated  Jan  85  REV-IS . . . . . . . 

MS-87007B 

AR 

02  Moy 

74 

4030 

Terminol  Shonk  •  Swoging,  Dimensions  For  Validated  Dec  53.......... . 

AND10081 

REV-3 

AS 

02  Aug 

65 

4030 

Terminol,  Coble  Assemblies,  Swaged  Type  USER-ME . . . . . . 

MII-T-6117C 

82 

28  Oct 

81 

4030 

Terminol,  Chain  To  Cable  (For  Swoging)  -  30  May  79  W/DOD  Except,  REV-IS.. 

NAS  287-79 

REV  3 

AS 

30  Jon 

84 

4030 

Terminal,  Strop,  Coble,  Eye  End  And  Fork  Eye  •  July  1980  USER-AS  REV-IS . . 

NAS  1435-80 

REV  1 

AS 

17  Ocl 

84 

4030 

Terminal,  Wire  Rope  Swaging,  Fork  End  Validated  May  84  REV-IS . 

MS-20658B 

82 

09  Ocl 

64 

4030 

Terminal,  Wire  Rope,  Swoging  USER-ER  MC  REV-GL  AR  IS . 

MII-T-781B  (3) 

82 

03  Aug 

82 

4030 

Terminal,  Wire  Rope,  Swaging,  Fork  End  REV-IS  . . . . . 

MS-20667C 

82 

31  Jan 

79 

4030 

Terminol,  Wire  Rope,  Stud  Validated  Sep  82  USER-ME  MC . 

MS-21259D 

82 

10  Feb 

69 

4030 

Terminol,  Wire  Rope,  Stud  Validated  Nov  87  USER-ME  MC  REV-IS . 

MS-21260G 

NOTICE  1 

82 

13  Nov 

87 

4030 

Terminol,  Wire  Rope,  Swoging,  Eye  End  (Supersedes  ~AN668)  REV-AR  IS  . . 

MS-20668B 

82 

08  Nov 

82 

4030 

Terminal,  Wire  Rope,  Splice  (Inactive)  USER-IS  REV-11  . . . . 

MS-27768A 

82 

23  Jan 

85 

4030 

Thimbl.  &  Wir.  Cable  Validated  Aug  64  REV-MI  IS . 

ANIOO 

REV  1 

AS 

20  Mor 

51 

4030 

Thimble,  Rope  (Inactive  8-15-66)  Validated  Sep  80  USER-MC  REV-GL  Ml  AR 

69 

Thimble,  Rope  (Solid)  USER-ME  REV-MD  IS . 

MS-16805A 

ER 

15  Aug 

66 

4030 

MIL-T.1S47E 

GL 

28  Dec 

83 

4030 

Thimble,  Synthetic  Rope  REV-IS . . . . . . . . . . . . 

MII.T-23326A 

SH 

28  Dec 

84 

4030 

Thimble,  Wire  Coble,  Aircraft  REV-ER  IS . 

MIL.T-5677B 

82 

10  Feb 

82 

•4030 

Thlmblet,  Rope  USER-MC  YD  REV-ME  Ml  EA  IS . 

FF.T-276B  (1) 

/SH 

31  Moy 

83 

4030 

Weight,  Heoving  line  REV-IS . . . . . . 

MS-16710B 

SH 

29  Aug 

86 

4030 

Wildcat,  Ship  Anchor  Chain  •  30  Apr  82  . . . . . . 

ASTM  F765  82 

SH 

07  Feb 

83 

4110 

CheJl,  Ice  Sloroge  USER-MI  MC  REV-MD  82  GS . 

MII-C-11198K  (1) 

GL 

19  Nov 

85 

4110 

Commerciol  Refrigeration  4  Freezers  «  15  Sep  75  Validated  Jan  82  REV-CE  MD 

SA  MC-GS 

UL  471-75 

GL 

23  Mor 

76 

4110 

Coo'er,  Drinking  Woter,  Mechonicolly  Refrigerated,  Self-contained  Navol 

Shipboord  Validated  Sep  83  REV-GS 

Mll'C-24166A 

SH 

07  Dec 

71 

4110 

Dispenser,  Drinking  Water,  Mechanically  Cooled  Volidated  Feb  75  REV-GS. . 

OO  D  00566  (3) 

-GL 

27  Jan 

67 

4110 

Dispenser,  Drinking  Woter,  Mechanically  Cooled . . . . . 

A-A-1153 

t 

13  Jun 

80 

4110 

Dispenser,  Drinking  Woter,  Nonmechanicolly  Cooled  (To  Be  Used  Only  When 
Pressure  Type  Dispensers  Are  Impracticable) 

RR-D-1131C 

t 

02  Mar 

79 

4110 

Dispenser,  Drinking  Water,  Mechonicolly  Cooled . . . . 

A-A-1154 

t 

26  Jun 

80 

4110 

Dispenser,  Drinking  Water,  Mechanically  Cooled. . . . . 

A-A-1152 

t 

06  Jun 

80 

4110 

Disptoy  Cose,  Mechanically  Refrigerated,  Merchandiser,  Vertical,  Medium 
Temperature  REV-MD  TS  GS 

A-A-50487 

YD 

23  Jun 

87 

4110 

Display  Cose,  Mechonicolly  Refrigeroted,  Reach-in  Merchandisers,  Gloss  Door, 
low  &  Medium  Temperature  REV-MD  TS  GS 

A-A-50488 

YD 

23  Jun 

87 

4110 

Display  Cose,  Mechanically  Refrigerated,  Bokery,  Counter  REV-MO  TS  GS . . 

A-A-50482 

YD 

20  Mor 

87 

4110 

Display-Coses,  Mechanically  Refrigerated,  Self&service  USER-MC  REV-MD  ME 

GS 

Fountains,  Drinking  &  Self-contained,  Mechanically  •  Refrigeroted  Drinking-water 
Coolers  -  1984  USER-CE  REV-MC  MS  82  GS 

MII-D-40605C 

Gl 

05  Dec 

78 

4110 

ARI  1010-84 

YD 

24  Moy 

87 

4110 

Freezer,  Dispensing  >  Nov  82  REV-MO  82  GS  . . . . . . — 

NSF  6-82 

GL 

19  Feb 

85 

4110 

Freezer,  Mechonicol,  Food...... . . . . . . . . 

A-A-50138 

GL 

31  Mor 

88 

4110 

Freezer,  Mechonicol,  Work  Top  Type  USER-MC  SA  REV-MD  TS  50 . . . 

A-A-50154 

GL 

01  Mar 

88 

4110 

Frozen  Food  Cobinels,  Mechonicolly  Refrigerated,  Household  Validated  Jan  62 
REV-MO 

AA-F-700B 

/GL 

31  Ocl 

75 

4110 

Household  Refrigerotors  &  Freezers  •  27  Dec  73  Validated  Jan  82...,., . . . 

UL  250-76 

GL 

23  Mor 

76 

4110 

Ice  Creom-Cobinets,  Mechonicolly  Refrigeroted,  Dispensing,  Mobile,  Self 
cievotlng  UScn-Mc  neV-MD  TS  MC  GS 

MIL-I-43385B 
NOTICE  1 

Gl 

09  Sep 

88 

4110 

Ice  Creom  Cobinets,  Mechonicolly  Refrigeroted  REV-MD  ME  MC  GS. . . . 

MIL-I-20565H  (2) 

Gl 

17  Jun 

82 

4110 

Ice  Creom  Cobinets,  Mechanically  Refrigeroted  REV-MD  MC  GS . . . 

A-A-50066 

Gl 

31  Ocl 

83 

4110 

ice  Creom  Freezers,  Power  Operated,  Mechonicolly  Refrigeroted,  Ice  Creom 
Cabinets,  Mechonicolly  Refrigerated,  And  Ice  Cream  Plants  USER-MS  REV-MC 
GS 

Ice  Cream  Maker,  Shoke  Mokers,  And  Combinotion  Ice  Creom  And  Shake 

Mokers  ■  Soft-serve  REV-MD  TS  MC  82  GS 

MIL-I-16042E 

YD 

22  Aug 

83 

4110 

MIL-I-43705D 

GL 

09  Jan 

86 

4110 

Ice  Cream  Plonls,  Portable  Validated  Feb  84  USER-45  REV-MD  ME  GS... . . 

MIL-I-20564E 

Gl 

11  Sep 

78 

4110 

Ice  Moking  Equipment,  Automotic  >  Nov  1977  REV-MD  SA  82  GS . . . . . 

NSF  12-77 

Gl 

19  Feb 

85 

4110 

Ice  Moking  Mochine,  Flake  Volidated  Apr  82  REV-ME  MD  MC  MS  GS .............. 

MIL-I-43653A 

Gl 

06  Jun 

75 

4110 

ke  Making  Machine,  Cube  USER-CE  MC  REV-MD  ME  TS  MS  82  GS . 

MIL-I-11867J  (1) 

Gl 

07  Sep 

83 

4110 

Ice  Moking  Mochine,  floke,  Electric,  Self-contoined,  10(X}-POUND/24  Hours 

MIL-I-16341G 

Gl 

17  Dec 

84 

USER-MC  REV-ME  MD  MS  GS 


CUSTODIAN 
AV  AS  11 

ER  YD 
AS 
AV  AS 

SH 

YD 
SH 

EL  YD 
AR  SH 
AR  SH 
ER  YD 
SH 
AR 

AS 

Ml  AS 
AS 

AS 

ME  AS 
ME  AS 
CE  AS 
AR  AS 
AR  AS 

ME  AS 
CE  AS 
AV  AS 

ER  YD 

GL  SH 
SH 
AS 
AR  SH 
SH 
SH 
Gl 

Gl  YD 
SH 
Gl  YD 


GL  YD 

GL  YD 

Gl  YD 
GL  YD 

ME  YD 

GL  YD 
GL  YD 
Gl 

GL  YD 

Gl  YD 
GL  YD 

GL  YD 
GL  YD 
YD 


Gl  YD 
Gl 

Gl  YD 
GL  YD 
GL  YD 
GL  YD 
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FSC 

TITLE 

NUMBER 

PREP 

DATE 

4110 

lc«  Moking  Plont,  Block,  Self  Contained,  Skid  Mounted,  1  Ton  VoUdottd  Jon  82 
USER-CE  MC  REV-ME  MD  GS 

Mll'l-3624D 

Gl 

31  Dec 

75 

4110 

lcemaker*dispen$er,  W/woter  Dispenier  Attachment  USER>MC  REV>MD  MS  SA 

GS 

kemaking  Plont,  Block  Validated  Jon  82  USER*MC  REV>CE  MD  GS  . . . . 

MII-I-43682D  (2) 

Gl 

01  F.b 

88 

4110 

MIL-I-10493D 

Gl 

16  Dec 

70 

4110 

Refrigerant  Containing  Components  &  Accessories,  Nonelectric  •  5  Moy  75 
Validated  Jon  82 

Ul  207-75 

GL 

30  Apr 

76 

4110 

Refrigerotion  &  Air  Conditioning  Condensing  &  Compressor  Units  -  12  Aug  74 
Validated  Jon  82 

UL303-74 

GL 

23  Mar 

76 

4110 

Refrigerotion  Unit,  Electric,  For  Insuloted  Militory  Van  Containers  VuVdoted  Apr 

84  REV-ME  MD  MC  MS  GS 

MIL-R-43891A  (1) 

GL 

04  Jun 

79 

4110 

Refrigeration  Units,  Mechonicol,  Ponel  Type,  Gosotlne  Engine  And  Electric 

Motor  Driven,  For  Semi&troiler  Refrigerators  Validated  Apr  84  REV-MI  MD 

AT  ME  GS 

MIL-R-1073SK  (3) 

GL 

27  S.p 

79 

4110 

Refrigeration  Units,  Mechonicol,  Ponel  Type,  3000  Btu/hr  (879  W)  Copocity 
Validated  Feb  82  USER-ME  MC  REV-MD  GS 

MII-R-43031E 

Gl 

02  Nov 

77 

4110 

Refrigerotion  Units,  Mechonicol,  Panel  Type  For  Refrigerotor,  Field,  Portoble 
(150  Cubic  Foot)  USER-CE  MC  REV-MD  ME  TS  82  GS 

MII-R-12574K 

GL 

30  Jun 

80 

4110 

Refrigerotion  Units,  Mechanical  (Remote  Type  (  For  Refrigerator, 

Prefabricated, ponel  Type  Validated  Mar  63  USER-MI  CS  REV-MD  CE  ME  GS 

MIL-R-40633C 

GL 

23  Sep 

77 

4110 

Refrigeration  Unit,  Mechonical,  Panel-mounted  For  Refrigerator,  Prefobricoted, 

Panel  Type  USER-MC  REV-MD  ME  TS  82  GS 

MILR-13312N 

GL 

25  Moy 

88 

4110 

Refrigerotion  Unit,  Electric  For  Refrigerotion  Contoiner,  Field,  8  X  8  X  10  Foot .. 

MIL-R-4403S 

GL 

31  Dec 

80 

4110 

Refrigerotor  And  Related  Equipment,  Pockaging  And  Pocking  Of  Validated  Jan 

81  USER-ME  MC  REV-EA  GS 

MIIR-12323F 

Gl 

09  Jun 

75 

L 

4110 

Refrigerator  Container,  Field,  8  Feet  By  8  Feet  By  10  Feel  REV-MC . . . 

MII-R-4401S  (1) 

Gl 

06  May 

82 

4110 

Refrigerator,  Electric,  Portoble,  Rivet  Storage  Validated  May  85 . . . 

Mll-R-45e3S  (2) 

82 

27  No. 

78 

4110 

Refrigerator,  Froien  Food  Cobinets,  &  Combination  Refrigerator  Froxen  Food 
Cobinets,  Mechanically  Refrigerated,  Commercial,  Self  Contoined,  Novol 
Shipboard  REV-GS 

MIL-R-21098E 

INT  AMD  1 

YD 

26  Sep 

85 

4110 

Refrigerotor,  Freezers,  Prefabricated,  Mechanical,  Commerciol,  Wolk  In 

USER-YO  REV-MD  ME  GS 

MII-R-43900K 

GL 

20  Jun 

85 

4110 

Refrigerator,  Mechonicol,  Field,  Portoble  Wolk  In,  Plug  In  (150  Cubic  Foot) 
USER-CE  REV-MD  TS  MS  82  GS 

MII-R-12571M 

GL 

25  May 

88 

4110 

Refrigerotor,  Mechonicol,  Commercial,  Self-contoined,  Reoch-in  And 

Pass-through  USER-CE  REV-ME  MD  MS  MC 

AA-R-200F 

/Gl 

19  Mor 

87 

4110 

Refrigerator,  Mechonical,  Mortuary  REV-MO  GS  . . . 

MIL.R.2470E  (1) 

Gl 

13  Jan 

82 

4110 

Refrigerotor.  Mechanical,  Explosion-proof  USER-MS  REV-MD  MC  GS . 

MIL.R.43592A  (1) 

GL 

24  Mar 

81 

1 

4110 

Refrigerotor,  Mechonical,  Biological,  Low  Temperature  Validated  Jon  82 

USER-MS  REV-MO  ME  GS 

MIL-R-3860E 

GL 

12  Jun 

75 

4110 

Refrigerator,  Mechonical,  Biologicols  Validated  Jun  81  REV-G$ . 

Mll-R-36800 

DM 

29  Oct 

71 

4110 

Refrigerotor,  Mechanical,  Commercial,  Portable,  Reach  In,  70  Cubic  Foot  (2 

M3)  (Less  Mechanical  Unit)  Validaled  Mar  83  USER-MC  REV-MO  ME 

MII-R-43024D 

GL 

25  Jul 

77 

4110 

Refrigerator,  Mechanical,  Household,  (Electrical,  Self  Contained)  . . . . 

AA.R.211G  (3) 

•Gl 

18  S.p 

75 

4110 

Refrigerator,  Mechonicol,  Storage  Stand  (For  Bulk  Milk  Dispensers)  USER-CE 

ME  CG  YD  REV-MD  MC  MS  SA  82  GS 

MIL-R-820478 

YD 

22  Oct 

87 

4110 

A-A.0053749 

MB 

31  Oct 

88 

4110 

Refrigerator,  Mechanical,  Household  (Electricol,  Self  Contoined)... . 

AA.R.00211H 

• 

27  Apr 

77 

4110 

Refrigerator,  Prefobricoted,  Ponel  Type  REV-ME  MO  TS  SM  MC  82  GS  . . . 

MII-R.10932N 

GL 

30  Jun 

88 

4110 

Refrigerators  And  Storage  Freezers,  Food  Service  •  November  1983  REV-MD 

82  GS 

NSF  7-83 

GL 

19  Feb 

85 

4110 

Refrigerators,  Mechonicol, mortuary  REV-MD  34 . . . . . . . . 

AA-50056 

Gl 

08  Aug 

83 

4110 

Refrigerators,  Mechanical,  Household  (Electric,  Self  Contoined)  . . 

A-A-2011 

} 

0)  Jun 

82 

4110 

Refrigerators,  Prefabricated,  Ponel  Type  USER-SM  REV-MD  ME  MC  GS . 

Mll-R.0010932 

GL 

08  Apr 

86 

L 

4120 

4120 

Air  Conditioner  A/E32C-39  Validated  May  82  REV-MC  17  13  99  GS,.. . . 

Air  Conditioner  &  Heat  Pumps  Unitary,  Seosonol  Efficiency  •  1983  USER-CE 
REV-MC  MS  GS 

MIL-A-83216B 
ASHRAE  116-83 

99 

25  May 
20  Jut 

76 

88 

L 

4120 

Air  Conditioner  A/E32C-30  REV-17  GS  . . . . . . 

MIL-A-384628  (1) 

82 

14  Nov 

77 

L 

4120 

Air  Conditioner  A/M32C-10A  Air  Cycle  For  Aircroft  Ground  Support  REV-99 

GS 

Air  Conditioner  (Remote  Condensing  Unit,  Single  Phase)  . . . . . . . 

MII-A-83039B  (3) 

82 

14  Jun 

84 

4120 

A-A-2050 

/82 

25  May 

82 

L 

4120 

Air  Conditioner  A/E32C.25  REV-MC  17  GS . 

MII-A-38346D  (2) 

82 

18  Dec 

78 

4120 

Air  Conditioner  (Window,  Heat  Pump) . . . . . . 

AA-  -2282 

t 

31  May 

85 

4120 

Air  Conditioner  (Window,  Heat  Pump) . . . . . . . 

A-A-2282 

t 

31  Moy 

85 

4120 

Air  Conditioner.  Bose  Mounted,  Self-contained,  Mullipockoge-type,  Air-cooled, 
Eleclric-motor-driven,  18, CKX)  BTU/HR  USER-AT  REV-Mt  GL  MC  GS 

MIL-A-11210G  (2) 
INT  AMD  1  (ME) 

ME 

02  Dec 

81 

L 

4120 

Air  Conditioner,  A/M32C-18  Commerciol,  Troiler  Mounted,  Diesel  Engine  Driven 

MIL-A-83477A 

82 

26  Mar 

80 

1 

4120 

Air  Conditioner,  Mechonlcolly  Refrigeroted  Validated  Jan  81  REV-GS . . 

MIL-A-1986SB 

SH 

28  Apr 

67 

1 

4120 

Ai'  Spi't  Pccl'oa?  208  Vc>f,  3  Phase.  4(X>  He'tr,  AC,  18,000 

BTU/HR  Cooling,  30,000  BTU/HR  Heating 

MII-A-529638 

ME 

09  S-p 

86 

4120 

Air  Conditioner,  With  Remote  Condensing  Units  Or  Remote  Air-cooled 

Condenser  Units  Validated  Dec  86  REV-CE  GL  GS 

00-A-374A 

INT  AMD  1  (YD) 

/YD 

17  Dee 

86 

4120 

Air  Conditioner,  Verticol  And  Horizontol,  Compoct  REV-82  GS  . . . . . . 

MII-A-52767C 

ME 

24  Apr 

86 

L 

4120 

Air  Conditioner,  Fan-coil  Assembly  Validated  Jun  81  REV-GS . . . . . . . 

MIL-A-237988 

SH 

29  May 

73 

L 

4120 

Air  Conditioner,  Troiler  Mounted,  Electric  Motor  Driven  18, OCX)  BTU/HR  . . . 

MIL-A-S2568C 

ME 

08  Apr 

82 

4120 

Air  Conditioner,  Electric  Motor  Driven  Self  Contoined  (For  Shore  Use) . . 

A-A-932 

t 

10  Dec 

80 

1 

4120 

Air  Conditioner,  Bose  Mounted,  Air  Cooled,  208  Volt,  3  Phose,  50-  &  60- 
Hertz,  AC,  Single  Pockage,  36,000  BTU/HR  REV-GS 

MIL-A-52435D  (1) 

ME 

07  Aug 

87 

L 

4120 

Air  Conditioner,  Troiler&mounted,  Freon  Cycle,  11&1-2  Ton  Refrigeroting 

Copocity,  Type  MA&3  REV-GS 

MII-A-26107D 

82 

5  0el 

60 

1 

4120 

Air  Conditioner,  Wall  Or  Bose  Mounted,  Self  Contained,  Multipockoge, 

Mll-A-524248 

ME 

10  Feb 

84 

CUSTODIAN 


GL 

YD 

Gl 

YD 

GL 

YD 

99 

GL 

YD 

GL 

YD 

99 

Gl 

YD 

GL 

99 

Gl 

YD 

99 

Gl 

YD 

99 

Gl 

99 

GL 

YD 

99 

GL 

MC 

GL 

YD 

99 

GL 

Gl 

YD 

99 

Gl  SA  99 
Gl  YD  99 
Gl  YD  99 
GL 

Gl  YD 
Gl 

MD  MS 
Gl  YD 

Gl  YD 
YD 

MDMS 
GL  YD 
Gl  YD 
GL  YD 

GL 

Gl  YD 


ME  YD 


ME 


99 


SH 

ME 

ME  YD  99 

ME  MC 
SH 
ME 

ME 

99 

ME 
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4120 

Air  Conditioner,  Self  Contained  Space  Types,  Water*,  Air*,  Or  EvoporoiWe 

00-A-373B 

/YD 

25  May 

84 

YD 

99 

Cooled  USER.CE  MC  REV-84  GS 

4120 

Air  Conditioner,  Family  Of  Environmentol  Control  Units,  Generol  Applicoli&ri 

Mll-STD-140eA 

ME 

09  Apr 

75 

ME  YD 

Chorocleriilict  Validated  Jul  80  USER-GL  REV-MI  EA  MC  GS 

L 

4120 

Air  Conditioner,  A/M32C*4,  Troiler  Mounted,  Vopor  Cycle,  Electric  Motor 

MIL-A-26845B 

82 

14  Moy 

84 

99 

Driven  REV-GS 

1 

4120 

Air  Conditioner,  H/M32C*5,  Troiler  Mounted,  Vopor  Cycle,  Electric  Motor 

MIL-A-26624B 

82 

10  S.p 

81 

99 

Driven  REV-GS 

4120 

Air  Conditioners!  Verticol  And  Horizontol,  Compact,  Multiple  Powerinput 

MIL-A-S3089 

ME 

09  F.b 

89 

ME  MC 

99 

REV-82  GS 

4120 

Air  Conditioners,  Electric  Motor  Driven  Self  Contained  (For  Shore  Use) . 

A-A-931 

t 

28  Nov 

80 

4120 

Air  Conditioners  With  Remote  Condensing  Units . . . . . . 

A-A-930 

t 

20  F.b 

81 

4120 

Air  Conditioning  Equipment,  Commerciol  &  Industriol  Unitary,  Stondard  For  • 

ARI  350-85 

YD 

30  Nov 

85 

ME  YD 

99 

1985  USER-CE  REV-GL  GS 

4120 

Air*conditIoner  (Room  Cooler)  Electric,  Motor*driven,  Self*contoined  (For  Shore 

Use) 

Cooler,  Air,  Evoporotive  . . . . . . . . . . . 

OO-A-003728  (1) 

t 

10  Mor 

71 

L 

4120 

MIL-C-2294SC 

YD 

18  Oct 

82 

YD 

4120 

Equipment,  Outdoor  Unitary,  Sound  Rating  Of,  Stondord  For  •  1984  USER*CE 

ARI  270-84 

YD 

29  Nov 

85 

YD 

99 

ME  MC  REV-MS  GS 

1 

4120 

Heot  Pump,  Heating  And  Cooling  (Unitary),  (8400  To  300,000  8TU)  Votttht^d 

MIL-H-22547B 

YD 

17  D.C 

86 

YD 

Dee  86  REV-GS 

NOTICE  1 

4120 

Pumps,  Heat,  Water*source,  Standard  For  -  Mar  1985  USER*CE  REV*CS . . 

ARI  320-85 

ME 

29  Nov 

85 

ME  YD 

99 

4120 

Seosonal  Efficiency  Of  Unitory  Air  Conditions  &  Heat  Pumps  •  1983  USER*CE 

ASHRAE  11643 

YD 

20  Jul 

88 

YD 

REV-MC  MS  GS 

4120 

Unilory  Air  Conditioning  Equipment  •  18  Sep  81  VoUdottd  Moy  87  USER*CE 

ARI  210-81 

YD 

08  May 

87 

ME  YD 

REV-MS  MC  GS 

NOTICE  1 

4120 

Unitory  Heat  Pump  Equipment,  Air  Source  -  5  Oct  81  USER*ME  CE  MC 

ARI  240-81 

YD 

03  Moy 

87 

ME  YD 

99 

REV-GS 

4130 

Air  Conditioners,  Terminol,  Packaged  •  18  Sep  81  USER*CE  REV*GS . 

ARI  310-76 

YD 

18  Sep 

81 

ME  YD 

99 

4130 

Air  Conditioning  Component,  Fan  Coil  Room  Units  USER*CE . . . 

MIL-A-52670A  (1) 

YD 

22  Aug 

83 

ME  YD 

4130 

Air  Conditioning,  Fan  Coil,  Room,  Standord  For  *  1984  USER*CE  REV*GS . 

ARI  44044 

YD 

30  Nov 

85 

YD 

99 

4130 

Air  Handling  Units,  Control  Stotion,  Stondard  For  -  1985  USER'CE  R£V*GS  ...... 

ARI  43045 

YD 

22  Nov 

85 

ME  YD 

99 

4130 

Air*conditioners,  Packaged  Terminal,  Stondard  For  •  1985  USER*CE  REV*OS. . 

ARI  310-85 

YD 

13  Ocl 

86 

ME  YD 

99 

4130 

Coils,  Air  Cooling  &  Air  Heoting,  Forced  Circulation  *  1981  USER*CE  REV*ME 

GS 

Compressor,  Hermetic,  For  Use  With  Refrigerant  12  Va/Zdated  0<f  67  USER*SH 

ARI  41041 

YD 

12  Apr 

82 

YD 

99 

4130 

MIL-C-23365C 

GL 

09  Jun 

76 

GL  YD 

99 

REV-GS 

NOTICE  1 

N 

4130 

Compressor,  Hermetic,  For  Air  Conditioner  Applicotion  REV*82  GS . . . 

MIL-6S2717D 

ME 

23  Frit 

87 

ME 

99 

L 

4130 

Compressor,  Hermetic,  Air  Conditioning^  General  Specification  For  Validated 

MIL-C-38392A  (1) 

82 

09  Mor 

70 

99 

Mar  76  REV-MC  GS 

4130 

Compressor,  Hermetic,  For  Use  With  Refrigerant  12  Volkhfd  fe6  $d  REV*MD 

MII-STD-773C 

GL 

18  Jett 

78 

GL  SH 

99 

YD  GS 

Q 

4130 

Compressor,  Reciprocating,  Power  Driven,  Open*type,  For  Use  With  Refrigeront 

MII-C-14370D  (1) 

Gl 

15  S.p 

78 

GL  YD 

99 

12  Validated  Mar  83  USER-CG  SH  REV-ME  CE  MC 

4130 

Compressor,  Reclprocoting,  Power*drtven,.Open*type,  For  Use  With 

MIL-STD-279B 

GL 

25  Jon 

65 

GL  YD 

99 

REFRIGERANT-12  Validated  Feb  84  USER-MI  SH  CG  REV-SA  MC  67  GS 

4130 

Compressors,  Positive  Displocement  Refri^ront,  Compressor  Units  &  Condensing 

ARI  52045 

YD 

24  May 

87 

ME  YD 

99 

Unit.  •  1985  USER-CE  REV-MC  MS  82  GS 

4130 

Cond.nMr,  Air  CooM-  R.fng.ront  12  Validated  Mar  83  USER-MC  REV-ME 

GS 

CoiKl.ns.r,  Air  Cool.d,  REFRIGERANT-12  Validated  Jan  82  USER-CE  ME  MC 

MII-C-23122B 

GL 

07  Apr 

77 

GL 

99 

4130 

MIL-STD-759B 

GL 

09S.p 

70 

GL 

99 

REV-MD  GS 

4130 

Condenser,  Roting  Remote  Mechanical  Draft  Air  Cooled  Refrigent  •  198d 

ASHRAE  20-70 

YD 

20  Jul 

88 

YD 

USER-CE  REV-MC  MS  GS 

4130 

Condenser,  Refrigeroting,  Water  Cooled,  Refrigerant  12  Validated  Mor  83 

MIL-C-23136B 

GL 

09  Jun 

77 

GL 

99 

USER-MD  MC  REV-ME  GS 

4130 

Condenser,  Refrigeroting,  Water  Cooled,  Refrigerant  12  Validated  F^b  84 

Mll-STD-760 

GL 

02  Jon 

62 

CL 

99 

USER-MI  REV-GS 

4130 

Condensers,  Remote  Mechonicol*droft  Air  Cooled,  Standord  For  U$ER*CE 

ARI  460-87 

YD 

08  Sep 

87 

ME  YD 

99 

REV-MC  MS  82  GS 

4130 

Control,  Temperoture,  REFRtGERANT*12  With  High  Pressure  Cut'out  VaHdottd 

MIL-C-23292B 

GL 

25  Aug 

76 

GL 

99 

Oel  87  USER-CE  MC  SH  REV-ME  MD  SH  GS 

NOTICE  I 

QL 

4130 

Cooling  Coils,  Air,  Duct  Type  And  Gravity  Type;  Cooler  Units,  Air,  Novol 

MIL-C-2939E 

SH 

21  Mor 

84 

SH 

Shipboard  Environmentol  Conhol  Systems  REV*GS 

L 

4130 

Cooling  Tower,  Liquid  REV>G$ . . . 

MIL-C-16278G 

YD 

23  Fob 

83 

YD 

4130 

D.hydrolor,  D.iiccant,  REFRIGERANT&12  Validated  Mar  83  USER-SH  REV-CE 

MS-35845E 

GL 

19  Nov 

71 

GL 

99 

ME  GS 

4130 

Dehydrolors,  Desiccont,  Refrigerant  12  Validated  Oct  87  U5ER*MC  REV>CE  MD 

MII-D-22825C 

GL 

01  Oct 

87 

GL  YD 

99 

SH  GS 

NOTICE  1 

*4150 

Field  Refrigerotion  Ecjuipment  Vohdated  Ftb  8/  U$ER*C£  R£V*mE  OS  . . . 

Mil-HDBK  739 
NOTICE  1 

GL 

27  F.b 

67 

Gl  YD 

62 

4130 

Filter  Element,  Air  Conditioning  (Viscous  Impingement  8i  Dry  Types  Reploceeble) 

A-A-1419A 

• 

23  F.b 

82 

REV-ME  SH 

4130 

Filter  Units,  Air  Conditioning:  ViscouS'impingement  Type,  Cleonoble  •  28  Feb 

ASTM  F87244 

YD 

29  Nov 

85 

YD 

99 

1984  USER-ME  SH  REV-MC  CG  82 

4130 

Filter,  Air  Conditioning,  ViscouS'impingement  And  Dry  Types,  Cleonoble 

F-F-300B 

/YD 

28  Moy  82 

ME  YD 

99 

REV-MC  CG  SH 

Q 

4130 

Filter,  Air  Conditioning:  Viscous*impingement  And  Dry  Medio,  Reploceobie 

F-F-310B 

•YD 

02  Jun 

84 

Ml  YD 

99 

REV-EA  GS 

L 

4130 

Filter,  Air  Environmentol  Control  System,  Cleonoble,  Impingement  (High  V^ocity 

MIL-F-16552E 

SH 

28  Oct 

86 

SH 

Typ.)  REV-GS 

4130 

Filter,  Air  Extended  Medio  Areo  Ty^,  For  Use  in  Air  Distribution  System . . . 

F-F-1962 

> 

01  Mor 

78 

4130 

Filter,  Air  Extended  Areo,  Initio!  Instbllotion  USER*ME  REV*GS  . . . 

MI1.-F-29177A 

YD 

08  Mor 

85 

YD 

99 
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4130 

Heot  Exchonger,  NBC  Syitem  Keot  Exchonger  P/n  12336771  . . 

MIL.H-52411/1 

AT 

05  Jul 

85 

AT 

4130 

Heat  Exchonger,  NBC  System  Condenser  P/n  12336772......... . 

MIL-H.52411/2 

AT 

05  Jul 

85 

AT 

4130 

Heat  Exchonger,  NBC  System  Precooler  P/n  12336768  . . . 

MIL-H.52411/3 

AT 

05  Jul 

85 

AT 

4130 

Heat  Exchonger,  NBC  System  General  Specificotion  For . . . . . 

MIL-H-52411 

AT 

05  Jul 

85 

AT 

4130 

H.at  lnl.rchang.r,  I1EFRIGERANT&12  Valldaled  Oet  87  USER-CE  SH  REV-MD 

MS.17241B 

Gl 

01  Oct 

87 

GL  YD 

82 

MC  GS 

NOTICE  1 

4130 

Heot  Interchanger,  Refrigerant  12  Validated  Oct  87  USER'CE  MC  R£V*ME  GS.. 

MIL.H.228328 

NOTICE  1 

GL 

01  Ocl 

87 

GL  YD 

82 

4130 

Humidifiers,  Central  System,  Stondord  For  •  1982 . . . . . . 

ARI  610-82 

YD 

30  Nov 

85 

ME  YD 

99 

4130 

Humidifiers,  Selection,  Instollotion,  &  Servicing  Of,  Standard  For  •  1962 

ARI  630-82 

/YO 

22  May 

87 

ME  YD 

99 

USER-ME  REV-MC  MS  82  GS 

4130 

Media  For  Rolf  Type  Air  Filters  USER*SH  CG . . . . . . 

F.F-1658 

•82 

14  Sep 

73 

L 

4130 

Navy  Type  System  Cleaner  Validated  Apr  82  REV-GS . . 

MS-18296 

SH 

05  Nov 

71 

SH 

4130 

Packoges,  Absorption  Woter>chilllng,  Stondord  For  •  1982  USER^CE  MC 

ARI  560-82 

YD 

28  May 

87 

ME  YD 

99 

REV-MS  82  GS 

4130 

Packages,  Centrifugol  Or  Rotory  Water*chilling,  Stondord  For  *1966  US£R>C£ 

ARI  550-86 

YD 

15  Jun 

87 

ME  YD 

99 

REV-MC  MS  82  GS 

4130 

Pockoges,  Reciprocating  Woter-chitling  Packages  -  1986  USER*C£  REV*MC  MS 

ARI  590-86 

YD 

15  Jun 

87 

ME  YD 

99 

82  GS 

L 

4130 

Receiver,  Liquid  Refrigerant  12  Validated  Aug  87  USER*MC  REV>ME  MD  GS 

MII.R-22928B 

GL 

03  Aug 

87 

GL 

ss 

NOTICE  1 

4130 

Receiver,  Liquid  Refrigerant  12  Validated  Oct  87  USER*CE  MC  REV.ME  GS . . 

MS-I7291C 

NOTICE  1 

GL 

01  Oct 

87 

GL 

99 

4130 

Refrigent  Liquid  Receivers,  Air  Conditioning  &  Refrigeration  Institute  Stondord 

ARI  495-85 

/YD 

16  May 

87 

ME  YD 

99 

For  -  198S  USER-CE  REV-MC  MS  82 

Q  L 

4130 

Refrigerating  Plonts  8i  Systems,  Mechanical;  &  Refrigerotion  System 

MIL.R.16743E  (4) 

SH 

11  Feb 

66 

SH 

Components  •  Oichlorodifluoromethone  TYPE*12  •  Naval  Shipboord  Validated 

Apr  82  REV-GS 

SUPP  1 

L 

4130 

Refrigerating  Unit,  Centrifugol  For  Air  Conditioning  Validated  Apr  62  REV-GS  .. 

MIL.R-24085A  (1) 

SH 

17  Oct 

75 

SH 

4130 

Refrigerotion  Mechonicol,  Sofety  Code  For  •  1978  USER-CE  REV-MC  MS  GS.. . 

AHRAE  15-78 

YD 

20  Jul 

88 

YD 

L 

4130 

Service  Unit,  Refrigerotion  System  (Must) . . . . . . . 

MIL-S.52744A  (1) 

ME 

22  Sep 

81 

ME 

1 

4130 

Servo,  Anti-ice . . . . . . . . . 

MIL-S.62530 

AT 

23  Jun 

86 

AT 

4130 

Slrolnor,  S.dlm.nt  REFRIGERANT8i12  Validaltd  Oel  87  REV-ME  GS  . . 

MS-172428 

NOTICE  1 

GL 

01  Oct 

87 

GL  YD 

82 

4130 

Strainer,  Sediment,  Refrigeront  12  Validated  Jun  88  USER-ME  SM  REV-GS  ...... 

MIL.S-22833C 

NOTICE  1 

GL 

30  Jun 

88 

GL 

99 

i 

4130 

Terminal,  Air,  Diffusing,  Circulor  Validated  Apr  82  REV-GS  . . . 

MIL-T-22576  (1) 

SH 

10  Jan 

64 

SH 

4130 

Volve,  Angle,  Shut-off,  Packed,  Receiver,  REFRlGERANT-12  Validated  Feb  84 

MS-17243C 

GL 

13  Apr 

78 

GL  YD 

99 

USER-MC  REV-ME  GS 

4130 

Volve,  Chetk,  REFR1GERANT.12  Validated  Mar  83  USER-CE  MC  REV-MO  GS  - 

MII-V.23221B 

GL 

18  Moy 

77 

GL 

99 

4130 

Volve,  Check,  REFRIGERANM2  Validated  Mar  83  USER-AR  CE  MC  REV-ME 

GS 

Volve,  Compressor  Service,  R£fRIGERANT-12  Validated  Feb  84  REV-ME  GS 

MS-17810A 

GL 

22  Aug 

67 

GL  YD 

99 

4130 

MS.17248C 

GL 

21  Dec 

77 

GL 

99 

4130 

Valve,  Nonferrous  For  Use  With  Hologenoted  Refrigeronts  Validated  Apr  82 

MIL.V-20064E 

SH 

01  Feb 

72 

ME  SH 

99 

REV-GL  YO  GS 

4130 

Valve,  Pockless  Stop,  Solder-joint  Connection  Ends  Validated  Feb  84  USER-MC 

MS-35880C 

GL 

24  Feb 

78 

GL  SH 

99 

REV-GS 

4130 

Volve,  Pockless,  Stop,  Flore  Connection  Ends  Validated  Feb  84  USER-ME  MC 

MS-35881C 

GL 

24  Feb 

78 

Gl  SH 

99 

REV-GS 

4130 

Volve,  Pockless,  Stop,  Three-woy,  SoIder-joTri  section  Ends  Validated  Feb 

MS.35882C 

GL 

16  Mor 

78 

Gl  SH 

99 

84  USER-MC  REV-MI  11  GS 

4130 

Valve,  Pockless,  Slop,-three-woy  Flore  Connectii  Ends  Validated  Feb  84 

MS.35883C 

GL 

16  Mar 

78 

Gl  SH 

99 

USER-ME  MC  REV-GS 

4130 

Volve,  Solenoid,  REFRIGERANT.12  Validated  Oct  87  REV-MI  GS . 

MIL-V.23289B 

GL 

01  Oct 

87 

GL 

82 

L 

4130 

Water  Chiller,  Small,  Mobile . . . . . . . . . 

Mll.W.53047  (3) 

ME 

24  Sep 

86 

ME 

4140 

Blower.  Miniature,  For  Cooling  Electronic  Equipment  Tube  Axiol  (26  And  35 

MII.B-23071/1D  (I) 

EC 

26  Oct 

82 

ME  EC 

99 

Watts  Input  Power)  Validated  Apr  83  USER-17  REV-MI  AS  I)  GS  ES 

L 

4140 

Blower,  Exhoust,  Electric  Motor  Driven,  Explosion  Proof,  Type  MA-1 . . . 

MII.B-7619A 

82 

27  Dec 

82 

99 

4140 

Blower,  Miniature,  For  Cooling  Electronic  Equipment  Voneoxiol,  (9.2  Wotts 

Mll-B.23071/12 

EC 

29  Jon 

73 

ME  EC 

99 

Input  Power)  Validated  May  85  USER-AT  AS  MC  OS  SH  17  11  REV-13  GS 

4140 

Blower,  Miniature,  For  Cooling  Electronic  Equipment  Tubeoxiol  (6.3,  19,  12, 

12/23,  6.5/19,  16,  &  13  Wotts  Input  Power)  USER-ER  AS  11  CS  REV-ES 

GS 

Blower,  Miniature,  For  Cooling  Electronic  Equipment  Tubeoxiol  (6.5,  18,  8.2, 

Mll-B-23071/25 

EC 

22  Jun 

81 

ME  EC 

99 

4140 

MIL-B-23071/26 

EC 

22  Jun 

81 

ME  EC 

99 

30.9/15,  14,  9,  &  25  Wotts  Input  Power)  USER-ER  OS  AS  17  11  REV-ES 

4140 

Blower,  Miniature,  For  Cooling  Electronic  Equipment  Tubeoxiol  (9.5,  18,  12,  25, 

Mll-B-23071/27 

EC 

22  Jun 

81 

ME  EC 

99 

13/22,  14,  &  24  Wotts  Input  Powc)  USER-ER  OS  AS  17  11  REV-ES  GS 

H  IMV 

Slower,  Miniature,  For  Cooling  ciecti-.tiic  Equipment,  Tubeoxiol  (30  Wotts  Input 

MIL-3'23071/29  (1) 

EC 

02  Nov 

oi 

Me  EC 

99 

Power)  USER-SH  AS  REV-GS 

4140 

Blower,  Minioture,  For  Cooling  Electronic  Equipment  Centrifugol  (105  Wotts 

MII.B-23071/2B 

EC 

29  Sep 

72 

ME  EC 

99 

Input  Power)  Validated  May  8,^  USER'17  11  REV-MI  AS  GS 

4140 

Blower,  Miniature,  For  Cooling  Electronic  Equipment  Centrifugal  (50  Wotts 

MIL.B-33071/38 

EC 

29  Sep 

72 

ME  EC 

99 

Input  Power)  Validated  May  85  USER'17  1 1  REV-MI  AS  GS 

4140 

Blower,  Minioture,  For  Cooling  Electronic  Equipment  Tubeoxiol  (14,  40,  17  And 

MIL.B-23071/7C 

EC 

30  Sep 

88 

ME  EC 

99 

39  Wotts  Input  Power)  USER-OS  SH  11  17  REV-MI  AS  82  GS 

4140 

Blower,  Minioture,  For  Cooling  Electronic  Equipment  Tube  Axiol  (69  And  60 

MIL-B-23071/8C 

EC 

29  Apr 

77 

ME  EC 

99 

Walts  Input  Power)  Validated  Apr  83  USER'17  1 1  REV-MI  AS  GS  ES 

4140 

Blower,  Minioture,  For  Cooling  Electronic  Equipment  Centrifugol  (138  Wotts 

MIL-B.23071/9E 

EC 

19  Mor 

85 

ME  EC 

99 

Input  Power)  USER-SH  AS  17  11  REV.82  GS 

4140 

Blower,  Tubeoxiol,  Electronicolly  Commuted  Direct  Current  (ECOC)  (Brushes) 

MIL-B-28873/1 

EC 

10  Jun 

87 

ME  EC 

99 

Motor  Oriven>for  Cooling  Electronic  Equipment  (100  CFM  Nominol) 
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4140 

Bloweo  Tubeoxiolp  ElecUontcolly  Commuted  Oirert  Current  (ECOC)  (Bruihlesi) 

Motor  Driven  •  For  Cooling  Electronic  Equipment  (40  CFM  Nominol) 

MIL-B-2e873/2 

EC 

10  Jun 

87 

4140 

Blower,  Tubeoxio),  Electronicol!/  Commuted  Direct  Current  (ECOC)  (firusMest) 

Motor  Driven  •  For  Cooling  Electronic  Equipment  (300  CFM  Nominol 

Mll-B-28873/3 

EC 

10  Jun 

87 

4140 

Blowers,  Efectronicoll/  Commutated  Brushless.  Direct  Current,  (£  DC)  Motor 

Driven,  Fcrcooling  Electronic  Equipment,  General  Specilicotion  For  USER>OS 

11  REV.Ml  82  GS 

Ma-B-28B73  (1) 

EC 

22  Jon 

87 

o 

4140 

Blowers,  Miniature,  For  Cooling  Electronic  Equipment  USER*OS  MC  SH  11  17 
REV-AS  82  ES  GS 

MII-B-23071C  (2) 

EC 

03  Jul 

84 

4140 

Blowers:  Miniature,  For  Cooling  Electronic  Equipment  Centrifugal  (9.8  Wotts 

Input  Power)  (Inoctive)  USER-11  17  REV-MI  AS  GS 

MIL-B.2307J/nB 

EC 

14  Nov 

83 

4140 

Fon,  Centrifugol,  Industriol  USER>CE  MC  REV-GS . . . . . 

Mll-f-16716D 

YD 

23  Feb 

82 

Qt 

4140 

Fan,  Centrifugol,  Fixed  And  Portoble,  Uentilation,  Naval  Shipboard  Validated 

Mar  89  REV-GS 

MIL-F.19004A 
NOTICE  1 

SH 

10  Mar 

89 

L 

4140 

Fon,  Centrifugol,  Draft  Forced  And  Induced  REV-GS . . . . 

MII-F-18523C 
NOTICE  1 

YD 

17  Dec 

86 

L 

4140 

Fon,  Circulating,  Bracket  Nonoscillating,  Novol  Shipboard  REV-GS  . 

MIL-F-BBF  (2) 

SH 

10  Jun 

86 

I. 

4140 

Fon,  Circuloting . . . . . . . 

MIL-F-53026 

ME 

17  Moy 

83 

4140 

Fon,  Circulating,  Bracket  And  Fan  Circuloting,  Desk  (Rigid  Blades) . . . 

FED-STD-50H 

X 

31  Mar 

76 

4140 

Fan,  Circuloting,  Desk/woll  (16  Inch  Oscilloting) .....  . . . 

A-A.1939 

t 

24  Moy 

83 

4140 

Fon,  Circulating,  Ceiling,  Refrigerated  Spoce  Validated  Mar  84  REV-AV  AT  AL 

ME  GS 

Mll-F-ISIE 

SH 

05  Aug 

68 

4140 

Fon,  Circulating,  Pedestol  (30  Inch  Non  Ocilloting . . . . . 

A.A-1941 

t 

2o  Feb 

88 

4140 

Fon,  Circulating,  Radiol  Dischorge . 

FED.STD-65C 

t 

29  Mar 

76 

4140 

Fan,  Circulating,  Multipurpose,  High  Velocity . . 

A-A-1943 

t 

19  May 

83 

4140 

Fon,  Circulating.  Rodiol  Discharge  REV-GS . . . 

W.F.95E 

•ME 

08  Sep 

76 

Q 

4140 

Fan,  Circuloting,  Bracket  And  Fon,  Circulating,  Desk  (Rigid  Blades)  . . 

W-F-101J 

t 

14  Sep 

79 

4140 

Fon,  In-duct  Sound  Power  Measurement  Procedure  For  •  1986  USER-CE 

REV-MC  MS  GS 

ASHRAE  68-88 

YD 

20  Jul 

88 

4140 

Fon,  Tube  Axial,  For  Ventilating  Maintenonce  Tents  Validated  Apr  8J  REV-ME 

GS 

Fon,  Tubeaxiol,  Miniature,  For  Cooling  Electronic  Equipment.. . 

MII-F-43320A 

Gl 

Z 

o 

< 

68 

4140 

A-A.50506A 

/EC 

01  Dec 

82 

01 

4140 

Fan,  Vaneoxial  And  Tubeaxiol,  Fixed  And  Portable,  Ventilotlan,  Novol 

Shipboard  Validated  Mar  78  REV-GS 

MIL-F-18953A  (1) 

SH 

28  Sep 

70 

1. 

4140 

Fon,  Vaneoxial,  Engine  Cooling . . . . . . . . . 

MIL-F-62564 

AT 

28  Apr 

88 

0  L 

4140 

Fon,  Vaneoxial,  Forced  Oioft,  Steom  Turbine  Driven  Validated  Apr  82  REV-GS.. 

MIL-F-18602A  (1) 

SH 

13  Jon 

65 

1 

4140 

Fan,  Ventiloting,  Vehicutor  Comportment . . . 

Mll-F-62563 

AT 

25  Jul 

88 

4140 

Fon,  Ventilating,  Propeller  Validated  Jan  82  REV-ME  CE  GS . 

MII-F-16081G 

Gl 

10  Jun 

71 

4140 

Fans,  Circulating,  Column  (Electric,  Rigid-blades  Non-oscilloting,  Not  For  Morine 
Service) 

FED.SfD-49D 

t 

31  Mor 

76 

4140 

Fons,  Ventilating,  Propeller  USER-CE  REV-ME . . . . . . . 

A-A-50033A 

/Gl 

16  Jun 

88 

4140 

Room  Air.  InduOion  Unit),  Stondord  For  ■  1981  USER-CE  REV-MC  MS  82  GS  .. 

ARI  445-81 

/YD 

22  Moy 

S7 

4210 

Adopter,  Stroight  Or  Reducing  Pipe  Thread  To  Hose  Threod  USER-CG  REV-OS 

CS 

Ball  Volve  (Drop-out  Type:  line:  Suction:  Discharge)  REV-ME. . 

MII-A.17204D 

YD 

16  Apr 

82 

4210 

A-A-2297 

• 

09  Apr 

85 

4210 

Beolor,  Forest  Fire  USER-YO  REV-CS  . 

MIL-B-3434C 

ME 

12  Moy 

81 

4210 

Blonket,  Fire  (Wool,  With  Cote)  USER-MC  REV-MD  84  CS . 

A-A-50230 

/ME 

03  Feb 

87 

L 

4210 

Brocket  Mounting,  Extinguisher,  Fire  Validated  Sep  85 . . . . . 

MS-14141 

AS 

01  Mor 

73 

L 

4210 

Bucket,  Helicopter,  Fire  Fighting  . . . . 

A-A-50222 

/ME 

08  Jul 

86 

1 

4210 

Cartridge,  Gos  Pressure,  For  Pressurizing  Dry  Chemicol  Fire  Extinguishers 

REV-CS 

MIL-C-24224B 

SH 

18  Oct 

85 

4210 

Charge,  Fire  Extinguisher,  Anti-freeze  USER-GL  CE  AT  MC  YD  REV>C5... . 

A-A-1774 

•ME 

07  Apr 

81 

4210 

Chorge,  Fire  Extinguisher,  Foam  REV-CS . . . . . 

O  C-230  (4) 

•ME 

12  Sep 

61 

4210 

Charges,  Fire  Extinguisher,  Antifreeze,  Colclum  Lithium  Chloride  Bose  8>  lithium 
Chloride  Base  Validated  Jun  85  USER-MC  REV-CS 

MIL-C-52155C 

ME 

20  Aug 

80 

•4210 

Connections,  Hose,  Fire  And  Water  USER-CG  MC  SH  REV-84  CS . . . . 

MIL-C-52404B  (1) 

ME 

09  Jun 

87 

4210 

Coupling  Assembly,  Hose  (Fire,  Woven-jacketed,  Rubber-  Or  Fobric-lined  And 
Unllned)  USER-AR  MC  CG  REV-SH  CS 

WW-C.621F 

/YD 

04  Apr 

83 

4210 

Coupling  Assembly,  Hose  (Chemicol,  3/4-  And  1-INCH)  REV-AR  . 

MIL-C.11053F 

ME 

28  Dec 

83 

4210 

Coupling,  Fire  Hose,  Reusabte,-High  Pressure  REV-CS... . . . 

MIL-C-7580B  (1) 

84 

23  Jul 

82 

4210 

Dry  Chemicol,  Fire  Extinguishing,  Multipurpose  Phosphate . . 

O-D-1380A 

/SH 

01  Dec 

72 

4210 

Cry  Chemicol,  Fire  Extinguishing,  Potassium  Blcorbonote  USER-ME............... . 

O-D-1407 

INT  AMD-l  (YD) 

/SH 

09  Aug 

72 

4210 

Eductor  (By  Poss  &  Inline)  REV-ME . . . . 

A-A.2294 

* 

21  Nov 

84 

L 

4210 

Extinguisher  Assembly  -  Fire,  Corbon  Dioxide,  Portoble  Validated  Aug  82 

REV-CS 

AN6045 

AS 

24  Feb 

50 

L 

4210 

Extinguisher,  Fire,  Carbon  Dioxide  (Hose  Reel)  System  (Novel  Shipboord  Use) 
Validated  Aug  86  REV-CS 

M!L  E-2185C  (1) 
NOTICE  1 

SH 

08  Aug 

86 

1 

4210 

Extinguisher,  Fire,  Corbon  Dioxide,  IS  Pound,  Portoble,  Permanent  Shutoff, 

Navy  Shipboard  Use  REV-CS 

M1L-E-24269B 

SH 

14  Jun 

88 

L 

4210 

Extinguisher,  Fire,  Vaporizing  liquid,  CF36R,  23/4  Pound,  With  Brocket 

Validated  Dee  84  USER-AV  REV-MI  AT  CS 

MII-E-52031D 

ME 

05  Sep 

79 

1 

4210 

Extinguisher,  Fire,  Corbon  Dioxide  Systems  (Fixed  Pipe,  Novol  Shipboard  Use) 
Validated  Sep  81 

MII-E-2186E 

SH 

19  Oct 

70 

4210 

Extinguisher,  Fire,  Woter  (Hand-pump) . . . . . . . . . 

A-A-1993 

•ME 

09  Apr 

82 

4210 

Extinguisher,  Fire,  Corbon  Dioxide,  5  Pound  And  10  Pound  Copocity,  Fixed 

Type  (Nonshotferoble  Cylinders)  REV-MD  ME  64  CS 

MII-E-52215C 

AT 

11  Moy 

84 

1 

4210 

Extinguisher,  Fire,  Dry  Chemicol,  Wheeled,  150-POUND  Copocity  Validated  Oet 

64  REV-CS 

MII-E-2234S  (1) 

AS 

18  Sep 

63 

4210 

Extinguisher,  Fire,  Water-type  (2  1/2  Gollon  Stored  Pressure)  USER-AT  CE  GL 

YO  MC  REV-CS 

A-A-392A 

• 

03  Oct 

84 

01 

4210 

Extinguisher,  Fire,  Bromotfiflucromethone  (Holon  1301)  Systems  (Fixed  Pipe, 

MIL-E-24572A 

SH 

31  Oct 

86 

Pntumaticolly  Aetuoted,  Novol  Shipboard  Use) 


CUSTODIAN 


ME  EC  99 
ME  EC  99 
ME  EC  99 


ME  EC  99 

ME  EC  99 

ME  YD  99 
SH 

YD 

SH 

ME 


ME  SH 


ME  99 


GL  99 

ME  EC  99 
SH 


AT 

SH 

AT 

Gl  YD  99 


Gl  YD 
ME  YD 
ME  YD 


ME 

ME 

AS 

ME 

SH 

ME 

ME  YD 
ME  YD 

ME  YD 
ME  YD 

ME  YD 
AS 
SH 
SH 


AS 

SH 

SH 

ME 

SH 

ME 

AT 

AS 


SH 
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FSC  LISTING 


FSC  TITLE 

4210  txtinguisher.  Fire,  Dry  Chemicol  (Kcnd  Porlable)  . . . . . . 

L  4210  Extinguisher,  Fire,  Aqueous  Film  Forming  Foom,  (AFFF),  2*1/2  Golion  . . . 

L  4210  Extinguisher,  Fire,  Vaporising  Liquid  (Heot>octuoted,  Holon  1301)  USER*ME  ...... 

L  4210  Extinguisher,  Fire,  Porloble,  Potassium  Bicorbonote,  Dry  Chemicol,  Cortridge 

Type  REV.CS 

4210  Extinguisher,  Fire,  Vaporizing  Liquid  . . . . . . . . 

L  4210  Extinguisher,  Fire,  Dry  Chemical  And  Aqueous  Film  Forming  Foom: 

Self'Contoined 

4210  Extinguisher,  Fire,  Dry  Chemicol  Weeled . . . . . . . . . . 

4210  Extinguisher,  Fire,  Corbon  Dioxide  U5ER>C£  AR  OS  MC  REV>SM  CS  . . . 

4210  Extinguisher,  Fir.i,  Hologenated  Agent  (Automatic)  USER*CE  AR  OS  MC 
REV-lM  CS 

4210  Extinguishers,  Fire,  Corbon  Dioxide,  Portable  Validated  Ssp  85  USER*ME 
RFV-CS 

4210  Extinguishers,  Fire,  Vaporizing  Liquid  (Bromochiordifluoromethone,  Holon  1211) 
USER-YD  REV-AS  84  CS 

L  4210  Extinguishing  System,  Fire,  Fixed,  Aqueous  Potossium  Carbonote  For  Range  And 
Exhaust  Systems  (Ship  And  Shore  Use)  Validated  ^ec  83  USER*YO 
4210  Fire  Alarn.  System;  Locol,  Electric,  Supervised,  Selec.tve  Coded,  Shunt 
Noninterfering  Type 

Q  4210  Fire  Extinguishing  Agent,  Aqueous  Film  Forming  Foom,  (AFFF)  Liquid 

Concentrate,  For  Fresh  &  Seo  Water  USER'CE  MC  OS  CG  AS  REV-YO  04 
CS 

4210  Fire  Extinguishing  Agent,  Sodium  Bicarbonate  Dry  Chemicol . . . 

L  4210  Fire  Fighting  Equipment  Set,  Truck  Mounting,  Brush,  Class  53(^,  Oversees, 
Pockaging  Of  REV*SM 

L  4210  're  Fighting  Equipment  Set,  Truck  Mounted,  Structurol,  C!oss  530  Series, 

Packoging  Of  REV<SM 

4210  Fire  Protection,  Water  Sproy  Fixed  Systems,  For  •  19  May  82.. . . . 

4210  Fire  Truck  (Pumper),  Gosotine  Or  Ddiese  Engine  (4X2;  6X4)  20,000  Pounds 
G.v.w.  And  Over 

4210  Fire  Truck  (Pumper),  Gasoline  Or  Diesel  Engine  (4X2,  6X4)  20,000  Pounds 
G.v.w.  And  Over 

4210  Firetruck  (Pumper),  Diesel  Engine,  4X2  Or  4X4,  11000  To  20000  Pounds 
G.V.W, 

4210  Firetruck  (Pumper),  Gasoline  Or  Diesel  Engine  (4X2,  4X4,  6X4)  20,0(X)  Pounds 
G.v.w.  And  Over) 

4210  Firetruck,  Wildland,  4X2,  4X4,  Gosoline  Or  Diesel  Engine,  8,700  Pound  To 
27.500  Pound  GVWR 

4210  fixorlf.  Hold  Down  REV-SH . . . 

Q  4210  Foom  liquid.  Fire  Extinguishing,  Mechonicol  USER*CE  REV*MD  EA  YD  CS . 

4210  Heod,  Sprinkler,  Fire  Projection,  Foom  Woter  Validated  Sep  81  USER*MC 
REV-CS 

42)0  Heat  Responsive  links,  Fire, protection  Service,  Stondord  For  Safety  4TH  Ed.  18 
Nov  87 

L  4210  Hose  &  Hose  Assemblies,  Chemicol  (Industrial  And  Fire  Fighting) . . . . . 

L  4210  Hose  Assemblies,  Synthetic  Rubber,  Noncollopsible,  Fire  Fighting . . . 

L  4210  Hose  Assembly,  Chlorosufonoted  Polyethylene  Impregnoted,  Double  Synthetic 

Jacket,  With  Couplings,  Fire  Fighting  &  Otner  Water-Service 

4210  Hose  Assembly,  Nonmetolllc  (Booster)  USER'CG  MC  REV'SH  CS . . 

4210  Hose  Assembly,  Nonmetolllc  (Fire,  600  LBS.  Test  Pressure  USER*CG  MC 
REV-SH  CS 

4210  Hose  Assembly,  Non*metallic  (Fire;  Cotton;  SingIe*|ocketed)  REV'ME . . . 

4210  Hose  Assembly,  Nonmetolllc  (Fire,  800  LBS.  Test  Pressure)  USER>CG  MC 
REV-SH  CS 

4210  Hose  Assembly,  Nonmetolllc  (Stondpipes;  Rock  &  Reel)  REV-MI........ . 

4210  Hose,  Assembly,  Nonmetolllc  (Reloy-'(.pply)  USER-MC  CG  REV-SH  CS . . 

L  4210  Hose,  Cotton,  Rubber  Liied,  Water,  Broided  Construction,  With  Couplings 

USER-ME  REV.CS 

4210  Hose,  Fire,  Linen,  Unlined  (With  Or  Without  Couplings)  Validated  Jvn  83 
REV-CS 

4210  Hose,  Fire,  Woven  Jacketed  Rubber-  Or  lotex  Or  Rubber  Cooled  Fabric  Lined, 
With  Couplings  USER-MC  REV-SH  CG  CS 

4210  Hose,  Non  Metallic  (Fire,  Single  Jacket)  USER-MC  CG  REV-SH  CS..... . . . 

4210  Hose,  Non  Metollic  (Fire,  Double  Jocket)  USER-MC  CG  REV-SH  CS . 

42)0  Hose,  Non  Metallic  (Fire,  Cotton,  Double  Jocket  USER-MC  CG  REV-SH  CS  . 

4210  Hose,  Nonmetallic  (Fire,  Suction,  Hord  &  Soft)  USER-CG  MC  REV-SH  CS... . 

4210  Lodder,  Fire,  Extension,  ladders.  Fire,  Single,  And  Lodders,  Fire,  A-folding 
Extension  Volidohd  Mar  85  USER-CE  MC  REV-CS 
4210  Nozzfl.  Fiff-Hoje,  Wo^er  (Vo^iobie  GoUonng^,  Constont  Flow)  RFV.ME  ,  . 

4210  Nozzle,  Fire  Hose,  Woter,  Sproy  And  Steam  USER-MC  REV-CE  84  CS . 

4210  Nozzle,  Fire  Hose,  Foom  Validated  Dec  84  USER-CG  REV-SH  CS  ...................... 

4210  Nozzle,  Fire  Hose,  Water  (Self-adjusting)  REV-ME . . . . . . . 

4210  Nozzle,  Fire  Hose,  Water  (Fixed  Gollonoge)  REV-ME............ . . . . 

4210  Nozzle,  Fire  Hose,  Water  (Plostic)  REV-ME . . . . 

L  4210  Nozt’e,  Fixed,  Pre-set  Pottern,  Combioolton  Afff  Solution  Or  Woter  Sproy 
Validated  Dec  84  REV-CS 

I  4210  Nozzles,  Fire  Hose,  Combination  Aqueous  Filmforming  Foom,  Water  Sproy, 
Adjustobfe  Pottern  (Shipboard  Use) 

4210  Ploypipe,  Nozzle,  Fire  Hose  REV-84  CS  . . . . . . . . 

Q  I  4210  Proportioner,  Mechonicol  Foom  Liquid  USER-ME.. . 

L  4210  Proportioners,  Balanced  Pressure,  Aqueous  Film  Forming  Foam  (Afff)  liquid 

Concentrate  (For  Surfoce  Ship  Firefighting  Service}~Vb//<^re^  Dec  83 


DOCUMENT 

NUMBER  '■•'E'’  date  CUSTODIAN 


A-A-393 

t 

27  S«p 

79 

MIL'E-24652 

SH 

28  May  85 

SH 

A-A-2402 

ME 

19F.b 

86 

ME 

MII-E-24091C 

SH 

26  Nov 

86 

SH 

A-A-n08B 

t 

28  Aug 

85 

MIL-E-29406  (2) 

MC 

26  Jul 

84 

MC 

A-A-1105 

t 

07  Jul 

80 

A-A-1106B 

* 

31  Jon 

85 

ME  YD 

99 

A-A-1107A 

•GS 

24  Jul 

81 

ME  YD 

99 

MIL-E-S627B  (2) 

AS 

02  Mor 

73 

AV  AS 

MIL-E-24715 

SH 

10  Mor 

89 

ME  SH 

99 

MIL-E-244I6A 

SH 

22  Jun 

79 

SH 

W.F-396C  (2) 

•ME 

22  Jul 

65 

ME  YD 

99 

MIL-F-2438SC  (4) 

SH 

03  Mar 

83 

SH 

99 

O  F.371B  t  02F.b  79 

MII-F-S2653A  ME  26  Aug  75  ME 


M1L.F.52651A 

ME 

02  Apr 

75 

ME 

NFPA  15-82 

YD 

08  Apr 

83 

YD 

KKK-F-001964 

t 

01  Apr 

77 

KKF.  -1964 

t 

01  Apr 

77 

KKK.F.2nS 

t 

01  Jun 

85 

KKK.F.1964A 

t 

o 

o 

84 

KKK-F.2201 

t 

01  Mor 

86 

DODF-24610 

AS 

19  Mor 

82 

AS 

0-F.555C  (2) 

•SH 

23  Mar 

84 

ME  SH 

MIL-ri-24l46 

SH 

02  Jun 

65 

ME  SH 

UL  33-87 

YO 

18  Nav 

87 

ME  YD 

MIL-H-52992 

ME 

02  Apr 

81 

ME 

Mll-H-24580  (2) 

SH 

21  May  85 

SH 

M’L-H-24606A 

SH 

06  Dec 

85 

SH 

A-A-2160A 

•ME 

03  Oct 

83 

ME  YD 

A-A-2131A 

•ME 

04  Oct 

83 

ME  YD 

A-A-2284 

• 

27  Aug 

84 

ME 

A-A-2132A 

•ME 

04  Oct 

83 

ME  YD 

A-A-2245 

/ME 

25  Jul 

S4 

ME 

A-A-2156 

•ME 

15  Jul 

83 

ME  YD 

MIL-H-4497A  (2) 

84 

23  Jul 

82 

JJ-H-571B  (2) 

•84 

14  Jon 

77 

ZZ-H-451G 

/YD 

13  Jan 

84 

ME  YD 

A-A-1887 

•ME 

07  Jon 

82 

ME  YD 

A-A-1888 

•ME 

07  Jon 

82 

ME 

A-A-1889 

•ME 

07  Jon 

82 

ME  YD 

A-A-2I58 

•ME 

30  Nov 

83 

ME  YD 

MIL-1-12I97E  (1) 

ME 

15  Mor 

78 

ME  YD 

A-A.22BI 

* 

06  Nov 

84 

MIL-N-123UE 

ME 

20  Oct 

83 

ME  YD 

MII-N-12279F 

ME 

24  Sep 

79 

ME  YD 

A-A-2280 

• 

07  Nov 

84 

A-A-2279 

* 

07  Nov 

84 

A-A.2376 

* 

29  Aug 

85 

MIL-N-24427 

SH 

02  Jun 

71 

SH 

MII-N-24408B  (1) 

SH 

16  Feb 

88 

SH 

MIL-P-12164E 

ME 

29  Mor 

84 

ME 

MIL-P-15208A  (I) 

SH 

30  Mor 

87 

SH 

MII.-P.24589 

SH 

30  Jon 

79 

SH 
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FSC  LISTING 


DOCUMENT 


fSC 

TITLE 

NUMBER 

PREP 

DATE 

CUSTODIAN 

L 

4210 

Rechorge/service  Kit,  Fire  Extinguiiher<  MonobromotrHIuoromethone  (CF3BR), 

MIL-R-52915A  (2) 

ME 

10  Nov  82 

ME 

SVId  Mounted,  Electric  Motor  Driven 

L 

4210 

Reel,  Hose,  Fire  Fighting,  Monuoll/  Operoted . . . 

MIL-R-24414C 

SH 

30  Mar  88 

SH 

4210 

Service,  links,  Heat  Responsive  For  Fire>protection,  Stondord  For  Sofety  Fourth 

Ul  33-82 

YD 

18  Noy  87 

ME  YD  99 

Edition  18  Nov  87 

4210 

Service,  links,  Heot  Responsive  For  Fire  protection.  Standard  For  Sofety,  Fourth 

UL  33-82 

YD 

18  Noy  87 

me  yd  99 

Edition  •  18  Nov  1987 

4210 

Siomese  Connection,  Fire  Hose  (W/es  Plain,  Two  And  Three  Woy  Hjrdront) 

A-A-2283 

• 

27  Noy  84 

REV.ME 

4210 

Siomese  Connection,  Fire  Hose  (Ploin;  Cloppered;  Pumper  Suction;  Water-Thief) 

A-A-2298 

t 

29  Noy  84 

4210 

Sprinkler  Heod,  180  Degrees  Full  Cone . . . . . . . . 

MIL-S-24660 

SH 

10  Oct  85 

SH 

L 

4210 

Sprinkler,  Automatic,  Thermo*sensltive. . . . . . . 

MIL-S-24686 

SH 

04  Dec  87 

SH 

4210 

Strap,  Hole,  And  lodder  USER-SA  AS  REV-YD  CS  . . 

M11-S.11086D 

ME 

01  S«p  77 

ME  MC  99 

L 

4210 

Suppression,  Fire,  Bromotrifluoromethone,  Ahlon  1301  Systems  REV'ME  . . 

MIL-S-62S44 

AT 

05  Apr  88 

AT 

4210 

Systems,  Corbon  Dioxide  Extinguishing,  Stondord  On  27  Dec  84  USER*C£  ME 

NFPA  12-85 

YD 

24  Mor  89 

YD  99 

REV.MC 

4210 

Systems,  Combined  Agent  &  low  Exponsion  Foom,  Stondord  For  22  Dec  87 

NFPA  11*88 

YD 

24  Mor  89 

YD  99 

USER-CE  ME  MC 

L 

4210 

Systems,  Dry  Chemical  Extinguishing,  Standard  On  27  Dec  84  USER*C£  ME 

NfPA  17-85 

YD 

24  Mor  89 

YD 

REV.MC 

4210 

Systems,  Fixed  Woter  Spray  For  Fire  Protection  Stondord  For  27  Dec  1964 

NfPA  15-85 

YD 

24  Mor  89 

YD  99 

USER-CE  ME  MC 

L 

4210 

Systems,  Spray  Deluge  Foom-woter  Sprinkler  &foom.woter,  Stondord  On  1  Jul 

NFPA  16-86 

YD 

24  Mor  89 

YD 

86  USER-CE  ME  REV-MC 

L 

4210 

Systems,  Sprinkler  Installation  Of  The,  Standard  For  12  Feb  87  USER*CE  ME  .... 

NFPA  13-87 

YD 

24  Mor  89 

YD 

4210 

Systems,  Stondpipe  &  Hose  Installation  Of  The,  Stondodr  For  30  Dee  85 

NFPA  14-86 

YD 

24  Mor  89 

YD  99 

USER-CE  ME  REV-MC 

4210 

Tip,  Noiile,  Fir.  How  USER-MC  AS  REV.84  CS  . 

MIL-T-12167E 

ME 

19  Oct  83 

ME  YD  99 

L 

4210 

Truck,  Crash  Fire  Rescue,  3,000  Gallon  Copoclty,  A/S32P*23 . . 

MIL-T-27213D 

84 

14  Oct  88 

99 

4210 

Truck,  Fire  Fighting,  1000  GPM,  Tactical  Type,  Multipurpose  REV.MT  CE  . . 

MIL-T-11407L  (1) 

INT  AMD  2  (ME) 

ME 

12  Nov  82 

ME  MC  99 

L 

4210 

Truck,  Fire  Fighting,  Brush,  1200  Gallon  Woter  Tank,  6X6,  Commerciot 

MIL-T-52984B 

ME 

12  S.p  88 

ME 

Choisis  USER-CE 

4210 

Truck,  Fire  Fighting,  Structural,  1000  GPME . . . . . . 

MII-T-10224L 

ME 

29  Aug  84 

ME  MC 

L 

4210 

Truck,  Fire  Fighting,  Brush,  Gross,  And  Structurol,  500  Gpm,  4  By  4  Commerciol 

MIL-T-19233H 

YD 

14  D.c  84 

YD 

Chau  REV-CE  MC 

4210 

Truck,  Fire  Fighting: . . . . . . . . . . . . 

MIL-T-0010224M 

ME 

29  Aug  84 

me 

1 

4210 

Truck,  Fire  Fighting,  Airfield  Romp,  A/S32P*13,  4X2  Pickup . 

MIL-T-83303C 

84 

09S.p  88 

99 

1 

4210 

Truck,  Fire  Fighting  A/S32P‘4,  Air  Tronsportoble,  Multipurpose  USER*MC 

MIL-T-83235  (1) 

84 

11  Mor  77  ^ 

99 

REV.99 

4210 

Truck,  Fire  Fighting,  Pumper,  1000  GPM,  ladder  Water  Tower  Combinoflon . . 

MIL-I-529-;2C 

ME 

02  Aug  88 

ME 

1 

4210 

Truck,  Fire  Fighting,  A/S32POO,  Forcible  Entry . . . . . 

MIL-T-83965A 

84 

22  S.p  82 

99 

1 

4210 

Truck,  Fire,  Mini  Pumper,  Commercial  Chassis  REV.CE  . . . . 

MIL-T-52958B  (1) 

ME 

11  Jon  89 

ME 

4210 

Truck,  Firefighting,  Dry  Chemlcol  And  Afff,  4  By  4,  Commerciol . . . 

MII-T-52944A 

INT  AMD  1  (ME) 

ME 

22  Feb  82 

ME  99 

L 

4210 

Truck,  Firefighting,  Structurol,  1,000  0pm,  4  By  2,  Commerciol  Chossis 

MIL-T-28571F 

YD 

14  Jon  85 

YD 

USER-MC  REV-MC 

L 

4210 

Truck,  Firefighting,  Aircraft  Crash  And  Rescue,  11,000  Pound  Gvw,  4  By  4, 

MIL-T-82080C 

YD 

16  Dk  83 

YD 

Commercial 

L 

4210 

Truck,  Firefighting,  Tractor  Trailer  Type,  100  Foot  Aeriol  lodder,  Ded . . 

Mll-T-29)52C 

YD 

27  Jun  88 

YD 

L 

4210 

Truck,  Firefighting,  Pumper  Tonker,  3,500  Gollon  Water  Copocity  Diesel  Engine 

MIL-T-29237 

YD 

15  Mor  85 

YD 

Drive,  76,000  Pounds  GVW  6  By  6 

L 

4210 

Truck,  Firefighting,  100  Foot  Reor  Mount  Aeriol  ladder,  4  By  2  Or  6  By  4, 

MIL-T-29)87B 

YD 

27  Jun  88 

YD 

Diesel  Engine  Driven 

L 

4210 

Truck,  Firefighting,  Brush/gross,  18,000  Pounds  Gvw,  4  By  4,  Gosoline  Engine 

MIL-T-29)85A 

YD 

09  Mo/  84 

YD 

Driven,  Commercial  Chassis  USER«MC 

L 

4210 

Volve  &  Cylinder  Assemblies,  Halon  REV'ME . . . . . . . . 

Mll-V-62547 

AT 

05  Apr  88 

AT 

4210 

Valve,  Boll  (Single  line)  REV'ME . . . . . . . .  . . 

A-A-2377 

/ 

28  Aug  85 

0 

4210 

Volve,  Cylinder,  Gas,  Corbon  Dioxide  Fire  Extinguisher  USER«MC  REV.CE  YD 

MIL-V-17360E 

SH 

19  Mor  87 

ME  SH  99 

84  CS 

4220 

Adopter,  Stroight,  1/2'I4  To  Hose,  Distillation  Bog  Volidaftd  Fe6  7^  REV.CS  .. 

MS-23(X)4A 

84 

20  Jul  67 

AS  99 

4220 

Adopter,  13/16*20  To  1/2*14,  Air  Hand  Pump  Votidated  Jvn  85  REV*99 

MS-21962 

84 

24  Mor  65 

AS  99 

4220 

Bog,  Waterproof,  Load  Corrying,  Special  Operations  Wcterproof  (50WB) . 

MIL-8-53083 

ME 

19  Aug  88 

4220 

Sotting,  Fibrous  Gloss,  Lifesoving  Equipment  USER*CG,. . . . . 

MIL-B-2766C 

SH 

23  Mor  87 

Ml  SH 

L 

4220 

Boyd  Helicopter  Rescue  Seot  Volidottd  Stp  85. . . . . 

MIL-B-21902A  (1) 

AS 

18  Mor  66 

AS 

L 

4220 

Carrying  Cose  Assemblies,  Inflatable  life  Raft  VoUdcttd  Nov  87  . . 

MIL-C-85361 

NOTICE  1 

AS 

06  Noy  87 

AS 

L 

4220 

Cortridge,  Corbon  Dioxide,  (nfiotoble  life  Preserver  Use  USER*ME  REV*C$  ........ 

MIL-C-16385E  (1) 

SH 

16  Jun  88 

SH 

L 

4220 

Chomber,  Recompression,  Divers,  100  PSI.... . . . . . . 

MII-C-52988A 

ME 

05  Noy  87 

ME 

L 

4220 

Contoiner  Assemblies,  Inflotoble  life  RofI  Volldated  Jon  87  REV.CS .................... 

MIL-C-81543B  (1) 
NOTICE  1 

AS 

23  Jun  87 

AS 

L 

4220 

Coyeroll*  Oiy.r  S  (MK-I2) . . . 

MIL-C-87032B 

SH 

18  Apr  36 

SH 

4220 

Cylinder,  Corbon  Dioxide  Filled,  Technicol  VoUdaftd  Ocf  79  USER*MC  REV.MD 

MIL-C-601G  (1) 

AS 

31  Aug  72 

ME  AS  99 

AV  SH  MS  11  CS 

4220 

Cylinder,  Corbon  Dioxide,  For  Inflation  Of  Pneumatic  Life  Preservers  REV>A$  84 

11  CS 

Cylinder,  Compressed  Gos,  Diver  S,  For  Oemond,  Open  Circuit  Scuba  VoUdaied 

MIL-C-25369C 

82 

23  Aug  83 

ME  SH  99 

L 

4220 

MIL-C-24316A 

SH 

01  Sep  71 

SH 

Apr  81 

L 

4220 

Diver  Dress  Suit  (MK12) . . . . . . — . . 

MIL-D-87030B 

SH 

11  Dec  86 

SH 

4220 

Divers  Coble  Assembly  Communications  And  Strength......................................^.. 

DOD-D-24684 

SH 

06  Mor  87 

1 

4220 

Divers  Helmet,  Underwoter  Breathing  Apporotus  MK*12  ...................................... 

MIL-D-24662 

SH 

13  Moy  86 

L 

4220 

Diving  Apporotus,  Self  Contoined  Demond  Type  Vo//dafe</Apr8f.........~»......... 

Mll-D-22962 

SH 

20  Sep  61 

SH 

4220 

Diving  Equipment  Set,  Two  Persons,  100  Foot  Depth,  Pockoging'Of  REV*SM  .... 

MIL-D-3344C 

ME 

05  Aug  75 

ME  99 

236 
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1 

4220 

Diving  Equipment  Sets,  Pockaging  Of . . . . . . . . . . 

MIL-D-52838  (1) 

ME 

25  Jul 

77 

ME 

L 

4220 

Diving  Outfit,  Lightweight . . . . . . . . . . . . 

MII-D-24542B 

SH 

15  Sep 

88 

SH 

Q  L 

4220 

Etcope  Applionce,  Hooded,  Air  Infiotoble,  With  Pouch,  Submarine  Personnel 

Mtl-E-23I5SB  (2) 

SH 

14  Sep 

81 

SH 

USER-CS 

L 

4220 

Fitter  Element,  Air,  Diver  S,  Polyurethone  Foom  Validated  Feb  84  REV.CS... . 

MIL-F-52236 

ME 

21  Aug 

42 

ME 

4220 

Fishing  Kit,  Survivol  REV*CS  . . . . . . . . . . . . 

MII-F-62I8C  (1) 

84 

09  Apr 

81 

AS 

99 

Ql 

4220 

Goge,  Depth,  Hydrogrophic,  Non>mognet!c  Self*luminous  Oiol . . . . . 

MIL-G-24147  (1) 

SH 

29  Jul 

87 

SH 

Q  L 

4220 

Goge,  Depth,  Wrist,  Diver  S,  Self  luminous  Oiol  Validated  Apr  81  USER^CS  .... 

MIL-G-15214E 

SH 

27  Moy 

80 

SH 

L 

4220 

Handle,  Beaded,  infiotion  Assembly . . . . . . . . . . . 

MIL-H-85478A 

AS 

19  Jul 

82 

AS 

1 

4220 

Horn.H,  Diveri  (MK.12)  USER-SH  . 

MII-H-87028A/B 

SH 

27  Apr 

87 

SH 

4220 

Hose  Assemblies,  Rubber,  Drivers  Breothing  Air  &  Gos  Supply  USER>M£  MS 

MII-H-28I5G 

SH 

17  Feb 

89 

EA  SH 

REV-MD  CS 

4220 

Inilolion  Asicmblfes,  life  Preserver  USER-ME  YD  MC  REV-AV  SH  11  84  CS . 

MIL-I-2314SB  (3) 

AS 

14  0cl 

85 

M.  AS 

99 

L 

4220 

Inflation  Assembly,  FLU*2A/P  Validated  Jan  84  REV<99  . . . . . . 

MIL-I-87108A 

82 

15  Apr 

83 

99 

4220 

Inflation  Equipment,  Carbon  Dioxide,  For  Multiplace  Life  Rofts  Validated  May 

MII-I-18369C 

AS 

30  Aug 

84 

AV  AS 

99 

81  USER-MC  REV-ME  SH  CG  22  84 

L 

4220 

Life  Preserver  Inflating  Assembly  FLUOA/P  . . . . . . 

MIL-1-27439C  (2) 

82 

18  Sep 

70 

99 

1 

4220 

life  Preserver  Inflating  Assembly,  MA-1  Validated  May  73  REV.CS  . . . 

MIL-L-2S370D 

82 

04  Ocl 

66 

99 

1 

4220 

life  Preserver  Support  Package  For  Life  Preserver,  Mk  4  . . . . . . 

MIL-L-24411 

SH 

18  May 

82 

SH 

Q  1 

4220 

Life  Preserver,  Infiotoble,  Cemented,  Aircrewmon  (With  Aromid  Costing),  Type 

MII-I.-8S347A 

AS 

18  Dee 

84 

AS 

IPU.23B/P 

4220 

Life  Preserver,  Yoke  Type  (Fibrous  Glass)  With  Replacement  Type  Cover 

MIL-1-85UD  (1) 

SH 

08  Sep 

64 

ME  SH 

VoKdated  Dee  S3  USER-MC  REV-CS 

4220 

life  Preserver,  Vest,  Adult  Or  Child  (35  Pound  Buoyancy)  . . . 

A-A-504S2 

/84 

04  Mar 

81 

99 

1 

4220 

Life  Preserver,  Parochutist,  Type  67  Validated  Feb  84 . . . . . . 

MII-1-520S2D 

ME 

09  Sep 

80 

ME 

Q  1 

4220 

life  Preserver,  Underorm,  Cosuolty,  Type  MB*1 . . . . . . . 

MIL-1-25798D 

82 

18  Mor 

84 

99 

L 

4220 

Life  Preserver,  Yoke,  Oral  Inflation,  Trapped  Air  Type,  Design  9008  Validated 

MII-1-52413A 

ME 

12  Aug 

48 

ME 

Feb  83  REV-CS 

Q  1 

4220 

Life  Preserver,  C02  Inflatable,  Underwater  Demolition  Team  Validated  Apr  81 

MIL-1-14383G  (2) 

SH 

04  Dec 

44 

SH 

USER-ME  REV-AS  CS 

01 

4220 

Life  Preserver,  Infiotoble,  Utility,  Type  LPPOA. . . . . . 

MIL-1-81787B 

AS 

09  Jun 

83 

AS 

Q  L 

4220 

Life  Preserver,  Vest  Type,  U.s.  Navy,  Mark  1  R£V*CS . 

MIL-L-24247B 

SH 

22  Ocl 

84 

SH 

0  L 

4220 

Life  Preserver,  Inflatable,  Cemented,  Aircrewmen  (With  Aromid  Cosing),  Type 

MII-L-8I541D 

AS 

26  Mar 

84 

AS 

IPU-21B/P  REV-CS 

Q  1 

4220 

life  Preserver,  Underorm,  Adult  LPU*5/P  REV*CS  . . . . . . . 

MIL-l-3B200fi  (2) 

82 

19  Jul 

78 

99 

1 

4220 

Life  Preserver,  Underarm,  Pneumotlc  REV.CS . . . . 

MIL-1-384B4  (5) 

82 

09  Feb 

77 

99 

Q  1 

4220 

Life  Preserver,  Yoke  Type,  Scuba  U.S.  Novy  Mark  3  (Use  ,Mil*l*2461 1  For 

MII-1-24047A 

SH 

z 

o 

< 

74 

SH 

Future  Acquisition  Validated  Apr  $1  USER<CS 

4220 

Life  Preservers,  Vest, Inherently  Buoyant  R£V*CS . . . . . . 

MIL-1-1804SF  (1) 

SH 

30  Mer 

88 

MOSH 

99 

0  1 

4220 

life  Preservers,  C02  Infiotoble,  Pouch  Type  US£R*ME  REV-AS  CS . 

MIL-1-1558IK 

SH 

24  Ocl 

84 

SH 

4220 

Life  Preservers,  Vest,  Work  Type,  Unicellular  Plostic  REV-SH  CS . 

MII-1-17453B  (4) 

SH 

01  Moy 

87 

ME  SH 

Ql 

4220 

life  Reft.  Infiotoble,  One  Mon,  Type  LR*1 . . . . . . . . 

MII-1-81S42A  (3) 

AS 

15  Aug 

81 

AS 

Ql 

4220 

Life  Raft,  Infiotoble,  LRU-14/A . . . . . . . 

MII-1-18494D 

AS 

18  Dec 

84 

AS 

Q 

4220 

life  Rofts,  Infiotoble  -4  And  7  Mon  >  For  Aircraft  Use  REV'84  CS  . . . 

MII-1-5547F  (2) 

AS 

07  No. 

84 

ME  AS 

99 

L 

4220 

life  Rofll,  InflotoW.,  IRU-14/R  And  IRU-17/P  REV.99 . 

MII-1-8349IA 

82 

10  Jon 

78 

99 

4220 

life  Rofts,  Infiotoble,  Twenty  Mon . . . . . . . . . 

MII-1-9131H 

AS 

07  Jon 

83 

ME  AS 

99 

4220 

Manifold  Stem  Assemblies,  life  Preserver  Validated  Jwt  87  USER-MC  REV-SH 

MII-M-8I385A 

AS 

23  Jun 

87 

ME  AS 

11 

99 

NOTICE  1 

1 

4220 

Manifold,  Scubo,  Nonmagnetic,  Single  Cylinder  Validated  Apr  81  . . . . 

MII-M-2431S 

SH 

17  Jun 

48 

SH 

NOTICE  1 

1 

4220 

Mittens,  Divers  For  MK-12  Surfoce  Supported  Diving  System  USER-SH  . . . 

MII-M-87029B 

NU 

19  Jul 

85 

NU 

4220 

Oral  Infiotion  Assemblies,  Survival  Equipment,  Infiotoble  USER-AV  ME  MC 

MII-0-81375B 

AS 

24  Jan 

83 

AS 

99 

REV-AV  SH  MC  11 

4220 

Plug  Assembly,  (Seoling  Clomp)  Life  Raft  Repoir  Validated  Feo  83 . . . . 

MS-27B24A 

SH 

29  Aug 

75 

SH 

4220 

Pump,  Hand,  Air  USER-ME  MC  REV-CS . . . . . 

MII-P-B258D 

AS 

21  Aug 

81 

AS 

1 

4220 

Regulotor,  Air,  Demand,  Diver  S  Validated  Apr  8 1 . . . 

MII-R-19558A  (1) 

SH 

07  Jon 

43 

SH 

1 

4220 

Release  Systems  For  The  Election  Of  Life  Rofts  From  Novol  Potrol  And 

MII-R-I8370A 

AS 

19  Jun 

87 

AS 

Tronsport  Series  Aircroft,  Desi*  Requirements  For  Validated  Jan  87 

NOTICE  1 

L 

4220 

Releose,  Llfesovlng  Equipment,  Hydraulic  And  Monuol  Validated  Apr  81 

MII-R-15041C 

SH 

4  Apr 

40 

SH 

USER-CS 

L 

4220 

Repoir  Kit,  C02,  Inflatable  life  Preservers  USER-ME  REV-84  CS  . 

MII-R-14417J 

SH 

31  Ocl 

84 

SH 

99 

1 

4220 

Repair  Kit,  Divers  (MK-12)  USER-45  . . . . . . . 

MII-R-87034A 

SH 

22  Ocl 

84 

SH 

4220 

Ring  Buoy,  Lifesaving,  Auto  -  Infiotoble . . . . . . . . 

MIL-R-24441 

SH 

11  Dec 

85 

1 

4220 

Seo  Rescue  Kit,  Droppoble  Validated  May  72 . . . . 

MIL-S-25093B  (1) 

82 

31  Aug 

45 

99 

L 

4220 

Survival  Kit  Contolner,  CNU-68B/P  And  CNU-15S/P  Validated  Avg  8D .............. 

Mll-S-38380e 

82 

05  Moy  70 

99 

L 

4220 

Survivol  Kit,  life  Roft  REV-CS  . . . . . . . . . 

MII-S-4330H  (2) 

82 

19  Jul 

78 

99 

4220 

Volve,  Check,  Inlet,  One-mon  life  Roft,  Type  1  Validated  Avg  83.,...,,,. . . 

MS-29599 

AS 

10  Jun 

45 

ME  AS 

99 

Q  1 

4220 

Voly».  Infiotion,  life  RofI,  flU-4/P  Validated  Oet  84  REV-DS  CS . 

MIL-V-81722A  (1) 

AS 

13  Jon 

78 

AS 

4220 

Volve,  Inlet,  life  Roft  Validated  Jun  87  REV-AV . . . . . . 

Mtl-V-8883B  (2) 

AS 

23  Jun 

87 

MDAS 

11 

NOTICE  1 

4220 

Valve,  Inlet,  20  Mon  life  Roft,  Type  2  Validated  Aug  83  REV-CS....... . . 

MS-29600 

AS 

10  Jun 

45 

ME  AS 

99 

4220 

Volve,  Life  Rofts  Flush  Type,  Topping  Off  (For  Multiploce  life  Rofts)  Validated 

MS-22054A 

AS 

06  Nov 

87 

AS 

82 

Nay  87  USER-MC  SH  REV-CS 

NOTICE  1 

L 

4220 

Wet  Suit,  Neoprene  . . . . . . . . . . . . . . 

MIL-W-82400 

CG 

22  Ocl 

45 

CG 

1 

4230 

Bag,  Delousing  Validated  Jul  66  USER-MC  REV-GS  ................4 

Mll-B-50012 

EA 

18  Jun 

59 

EA 

L 

4230 

Cylinder,  Nitrogen  Filled,  Puncturoble  Seol  ......................................................... 

MII-C-51098E  (5) 

EA 

24  Aug 

87 

EA 

1 

4230 

Decontominoting  Apporotus,  Power  Driven,  Skid-MOUNTED,  Multipurpose, 

MII-D-51091J  (2) 

EA 

29  Dec 

88 

EA 

Noninlegrol,  SOO-GAllON,  M12A1  USER-YD  MC  REV-GS 

L 

4230 

Decontominoting  .&  Reimpregnoting  Kir  Individual,  M13  Validated  Sep  88 

M.I-D-51244A  (1) 

EA 

09  Sep 

88 

EA 

REV-GS 

NOTICE  1 

1 

4230 

Decontominoting  Apporotus,  Porlo^e,  D52,  1  1/2  Quort,  Mil  REV-GS  ....4...... 

MIL-D-51048F  (2) 

EA 

22  Jul 

87 

EA 

1 

4230 

Decontominoting  Solutions  (Metric) . . . . . . . . . . . . 

DOD-D-S1447  (3) 

EA 

10  Feb 

88 

EA 

1 

4230 

Decontominoting  Apporotus:  Portoble  14  liter,  M13,  &  Components  For . . . 

Mll-D-51533 

EA 

19  Jun 

87 

EA 
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L 

4230 

Decontamination  Kit,  Per»onal,  M258A1  . . . . 

MIL-D-51468A  (1) 

EA 

04  Jun 

86 

EA 

L 

4230 

Fluid  Container,  Filled  (For  M13  Oecontominating  Apporatus)  . . 

MIL-F-51531 

EA 

19  Jun 

87 

EA 

4230 

GuidlineS'design  To  Minimize  Contominotion  &  To  Focilitate  Oecontominotion 

Mll-HDBK  764 

EA 

21  Dec 

87 

YD 

99  GS 

01  Military  Vehicles  &  Other  Equipment:  Interiors  &  Exteriors  USER'MC 

REV-AL  AR  AT  AV  34 

4230 

Impregnating  Set,  Clothing,  Field,  M3  Validated  May  65  USER<MC  REV*GS . 

MIL-I-11873C 

EA 

19  Nov 

65 

EA  YD 

99 

L 

4230 

Pump,  Centrifugol,  Decontominoting  Apporatus  REV*GS . . . . . . 

MIL-P-51227B  (2) 

EA 

14  Moy 

87 

EA 

4230 

Shower  Unit,  Solely,  Rocket  Propellont  Neutrotizer,  100  Gollon  Woter  Tank, 

MIL-S-S0001B 

ME 

12  Jul 

78 

ME 

99 

And  Two  Air  Cylinders,  W/heating  Provisions.  Validated  Aug  84  REV>GS 

4240 

Adapter,  Compressed  Air  Breathing  Apporatus,  M4  Validated  Sep  86  REV>GS  .. 

MIL-A-S0093A  (1) 
NOTICE  1 

EA 

19  Sep 

86 

EA 

1 

4240 

Adopter,  Oxygen  Supply,  Chemicol  Biologicol  Mask,  ABC  M8  R£V>GS  . . 

MII-A-5I306A  (2) 

EA 

02  Nov 

87 

EA 

4240 

Air  Cleoning  For  Chemicol  Demilitarization,  Enginering  Design  Hondbook............ 

MIL-HDBK  144 

EA 

15  Dec 

78 

EA 

99 

4240 

Air  Filter  Medium  Validated  Jun  80  USER<MC  REV-1 1  GS . . 

MIL-A-51009A 

EA 

29  Jun 

62 

EA 

99 

QL 

4240 

Aural  Protector,  Sound  USER-ME  REV-MD  GS . . . 

MIL-A-23899B 

AS 

17  Aug 

84 

AS 

4240 

Aural  Protector,  Sound  USER*MI  ME  CG  REV-MD  GS. . . . . . 

MIL-STD-1431 

NOTICE  1 

31  JAN  73 

EA 

31  Jon 

73 

EA  SH 

99 

L 

4240 

Becking  Moteriol,  C18  REV-GS. . . . . . . . 

MIL-B-51097B 

INT  AMD  3  (MU) 

EA 

30  Sep 

64 

EA 

1 

4240 

Backing  Materiel,  C18.. . . . . . 

MIL-B-0OS1O97D  (1) 

EA 

26  Aug 

87 

EA 

L 

4240 

Bag,  Lineman  S,  Glove  . . . . . . 

MIL-B-26599B 

YD 

16  Apr 

84 

YD 

1 

4240 

Bog,  Waterproof,  Chemical  Biological  Mosk,  M1A1  Validated  Jan  82  REV-GS  .. 

Ma-B-514(X) 

EA 

13  Mo, 

74 

EA 

L 

4240 

Bog,  Woterproof,  Chemical  Biological  Mosk,  Ml  REV-GS  . . . . . . 

MIL-B-5n70F  (1) 

EA 

18  Aug 

86 

EA 

4240 

belt,  Linemon  S,  And  Strap,  Pole  Lineman  S  Type  USER-CG  REV-ME  MC  11 

GS 

Belt,  Safety  (Linemons)  . . . . . . 

KIC-B-)5)H  (2) 

/YD 

04  Jun 

82 

EA  YD 

99 

4240 

A-A-1977 

t 

12  Jun 

84 

L 

4240 

Belt,  Safety,  Boot  . . . . . . . . 

MIL-B-51492A 

CG 

20  Nov 

87 

4240 

Breathing  Apporatus,  Oxygen  Generating  Validated  Jun  79  USER-ME  MC  YD 

MII-B-17675B  (2) 

SH 

10  Jul 

69 

AR  SH 

99 

REV-MD  EA  MS  GS 

L 

4240 

Breathing  Apporatus,  Oxygen  Generating,  M20  REV-GS . . . 

MIL-B-51254  (4) 

EA 

24  Aug 

88 

EA 

4240 

A-A-2162 

MIL-STD-1421 

) 

15  Jul 

83 

4240 

Breathing  Apporotus  (Self  Contoined)  Validated  Jan  86  USER-ER  AR  At  MC  50 

EA 

28  Sep 

81 

EA  SH 

99 

REV-CE  YD  OS  04  NA  GS 

4240 

Breathing  Apparatus,  Xygen  Generating,  TYPEA-4  (Metric)  REV-84  GS.. . 

Mll-B-24892 

SH 

26  Oct 

87 

EA  SH 

99 

4240 

Breathing  Apporotus,  Self-contained  (60  Minute)  . . . . 

A-A-2163 

i 

15  Jun 

83 

4240 

Breathing  Apparatus,  Self-contained . . . . . . 

GG-B-675E 

INT  AMD 

/EA 

26  Jun 

86 

EA 

4240 

Breathing  Apparatus,  Self  Contained. . . . . 

A-A-in2 

t 

30  May 

80 

4240 

Breothing  Apporotus,  Self-contoined,  30  Minute . 

A-A-50722 

84 

06  Dec 

88 

AS 

99 

4240 

Breathing  Apporotus,  Oxygen  Generating,  Bock-mounted  Type  REV-GS . 

MS-36402 

EA 

12  Feb 

65 

EA  SH 

99 

4240 

Breothing  Apporotus,  Oxygen  Generoting,  Chest-mounted  Type  REV-GS . . . 

MS-36403 

EA 

12  Feb 

65 

EA-  SH 

99 

L 

4240 

MII-C-13864A  (6) 
MIL-C.10116C  (2) 

EA 

16  Aug 
05  Jun 

88 

EA 

1 

4240 

Conister,  Mil  . . . . . 

EA 

86 

EA 

L 

4240 

Conister,  Mil;  Components  For . . . . . 

MIL-C-10n9C  (1) 

EA 

24  Apr 

86 

EA 

1 

4240 

Conister,  ND-C-2  (For  Nd  Mark  V  Protective  Mask)  REV-EA  GS . 

MII-C-24314C 

SH 

01  Mor 

85 

SH 

L  . 

4240 

Conister,  Oxygen  Breathing  Apporatus,  Type  A-3  Training  Kit . . . . 

MII-C-24382A 

SH 

27  Jul 

88 

SH 

L 

4240 

Conister,  Oxygen  Breathing  Apparatus,  For  Type  A-4..,. . . . 

MIL-C-)7671E 

SH 

23  Sep 

86 

SH 

L 

4240 

Conister,  Particulate,  M14  Validated  Jun  80  REV-GS . . 

MIL-C.)0082C 

EA 

30  Sep 

64 

EA 

1 

4240 

Corrier,  Aircraft  Chemical  Biologicol  Mask,  ABC-M17. . . . . 

MIL-C-51108A  (1) 

EA 

10  Jul 

86 

EA 

L 

4240 

Currier,  Chemical  Biological  Mask,  Field,  M1SA1  . . . 

MIL-C-51285C  (3) 

EA 

06  Oct 

88 

EA 

L 

4240 

MIL-C-5n79B  (1) 
MIL-C-n263B  (1) 

EA 

10  Jul 

86 

EA 

L 

4240 

Carrier,  Field  Protective  Mask,  Mil  REV-GS  . . . . . . . 

EA 

17  Jul 

86 

EA 

4240 

Carrier,  Field  Protective  Mask,  M15  REV-MI  GS.. . . . . . . 

MIL-C-S0062D 
NOTICE  1 

EA 

26  Aug 

86 

EA  MC 

L 

4240 

Carrier,  Hospital  Protector  Headpiece,  M12  REV-GS  . . . 

MII-C-14041B  (4) 

EA 

20  Moy 

87 

EA 

4240 

Cb  Colleclivc  Protection  Of  Mobile  Vehicles,  Vons  And  Shelters  USER-MI  CE 

MIL-HDBK  753 

EA 

31  Aug 

71 

EA  YD 

99 

MC  REV-MD  AS  GS 

4240 

Centrifugal  Fan  And  Motor  Assembly,  12CFM  REV-MI  99  GS  . . . . . 

MIL-C-S0084A  (1) 

EA 

08  Moy  62 

EA  MC 

4240 

Chute,  Contaminoted  Clothing,  Ml  REV-MD  GS . . . 

MIL-C-50007B 

EA 

21  Aug 

68 

EA  YD 

99 

L 

4240 

Chute,  Contominoted  Clothing,  Mi . . . 

MIL-C-0050007C  (1) 

EA 

12  Jun 

87 

EA 

L 

4240 

Clomp,  Wire,  Gos  Mask  Validated  Aug  88  REV-GS . . . . . 

MIL-C-10083C  (1) 
NOTICE  1 

EA 

11  Aug 

88 

EA 

4240 

Climber  Set  Tree  And  Pole,  Steel,  Interchongeoble  Goff,  W/nylon  Neoprene 

A-A-1109 

t 

30  May  80 

Cooted  Strops 

4240 

Climber  Set,  Tree  And  Pole  REV-GS . 

MIL-STD-1433A 

EA 

25  May  88 

EA  YD 

99 

L 

4240 

Cloth,  Anti/fogging  Validated  Aug  88  REV-GS..... . . . . . . 

MIL-C-10857D 
NOTICE  1 

EA 

12  Aug 

88 

EA 

1 

4240 

Collective  Protection  Equipment,  CBR,  Nike  Hercules,  Conus,  Mil  Validated  Jun 

MIL-C-51329 

EA 

04  Sep 

69 

EA 

so  REV-GS 

1 

4240 

Conective  Protection  Equipment,  CBR,  Bottery  Control  Centre!,  MiO  RbV-GS. . 

MIL-C-51230 

EA 

03  Mor 

87 

AR 

L 

4240 

Collective  Protection  Equipment,  CBR,  Nike  Hercules,  Conus,  M12  Validated  Jun 

MIL-C-51330 

EA 

04  Sep 

69 

EA 

so  REV-GS 

L 

4240 

Collective  Protection  Equipment,  CBR,  Nike  Hercules,.Cohus,  M13  Validated  Jun 

MIUC-51331 

EA 

04  Sep 

69 

EA 

so  REV-GS 

L 

4240 

Control  Module  (For  The  XM84  Filter  Unit). . . . . 

MIL-C-51540 

EA 

21  Mar 

89 

EA 

1 

4240 

Converter,  Frequency,  Stotic,  XMS  (For  MSS,  XM59,~Or  XM62-Fiiter  Units)  ...... 

MIL-C-51542 

EA 

29  Sep 

88 

L 

4240 

Core  Moteriol,  CIS  REV-GS . . . . . . 

MIL-C-51096B  (1) 

INT  AMD  2  (MU) 

EA 

13  Aug 

86 

EA 

L 

4240 

Core  Moteriol,  C18 . . . . 

MIL-C-00S1096E 

EA 

08  Aug 

83 

EA 

i 

4240 

Coupling,  Conister,  ABC  Ml  REV-GS  . . . . . 

MIL-C-5n77B  (1) 

EA 

31  Oct 

86 

EA 

4240 

Cover,  Coble.  Weight,  Rescue  Equipment,  Helicopter  Validated  0<l  84 . . 

MIL-C-8592/'4  (1) 

AS 

08  Feb 

78 

AS 

99 

L 

4240 

Cover,  Foxhole,  Overheod  Protection  REV-GS  . . . . . 

MIL-C-52707D 

ME 

30  Nov 

83 

ME 
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I  4240  Cover,  Outlet  Volve  (For  CIS  Outlet  Volve)  REV«GS  . . . . . . 

L  4240  Cover,  Voicemitter  Outlet  Valve,  Cl^ikl  Validated  May  84  REV*GS  . . 

4240  Cover,  VoIcemitter*outlet  Valve,  C13  USER'MC  REV>MD  GS  . . . . 

L  4240  Cover,  Voicemitter'OuHet  Volve,  C13  (Use  In  Lieu  Of  MIL*C*S0072&)  Validated 

Apr  85 

I  4240  DiK,  Inlet  Volve  REV-GS . . . . . . . . . 

4240  Oise,  Volve  REV-GS . 

L  4240  0!k,  Volve . . . . . . . 

4240  Discs,  Inlet  And  Nosecup  Valve  U5ER*MC  REV*M0  GS  . . . . 

L  4240  Discs,  Inlet  And  Nosecup  Volve . . . . . . . 

L  4240  Edgeseol  Moteriols,  Chemical  Biologlcol  Fitter  REV.GS . . . 

L  4240  Edgeseol  Moteriol,  Self  Adhering . . . . . . . . . 

L  4240  Entronce,  Protective,  Pressurized,  Missile  Von,  Collapsible,  M7  Validated  Jan  82 

REV-GS 

4240  Eyering.  Field  Protective  Mosk,  C4  USER-MC  REV.MD  GS . . . 

L  4240  Eyering,  Field  Protective  Mask,  C4  Validated  Apr  85 . . . . . . 

L  4240  Foceblonk  (For  Cd  V-805  Mask)  Validated  Jul  66  REV-GS . 

L  4240  Foceblonk  Lens,  CUR3  REV-GS  . . 

L  4240  Foceblonk,  Chemlcol-biologicol  Mask,  C12R4  REV-GS . . . . 

4240  Foceblonk,  C17  Validated  Apr  85  USER-MC  REV-MD  GS . . . 

L  4240  Foceblonk,  Field  Protective  Mosk . . . . . . . 

L  4240  Foceblonks,  Chemical  Biological  Mask,  C17RI . . . . . . 

4240  Foceblonks,  Field  Protective  Mask,  Natural  Rubber,  General  Speciflcotion 
USER-MC  REV-MI  AS  OS  11  GS 

4240  Foceform,  Field  Protective  Mosk,  MB  USER-MC  REV-MO  GS . . . 

L  4240  Foceform,  Field  Protective  Mosk,  MB  Validated  Apr  85 . . 

4240  Foceform,  Gas  Mask  Validated  May  85  USER-MI  MC  REV-GS  . 

4240  Focepiece,  Combat,  M9  REV-MI  GS . . . 

L  4240  Facepiece,  Combot,  M9.... . . . . . . . 

4240  Foceshield,  Industrial  Validated  Jan  82  USER-MD  YD  MC  REV-ME  SH  GS  . . 

4240  Foceshield,  Industrial  REV-GS  . . . . . 

4240  Foceshield,  Industrial  USER-MO  MC  YD  REV-ME  99  GS . 

L  4240  Fan,  Centrifugal,  12  Cfm . . . . . 

L  4240  Fon,  VaneoKlal,  300  CFM,  400  Cycle,  416  Volts,  0  7  HP  . . 

4240  Fiberboord,  Foceform,  Gos  Mask  Validated  May  85  USER-Ml  REV-GS . 

L  4240  Filter  &  Utilities  Unit,  Chemicol  Biotogicol  Shelter  System,  Troiler  Mounted  M6B 
REV-GS 

t  4240  Filter  Element  And  Ring  Assembly  Validated  Sep  88  REV-GS . 

L  4240  Filter  Element  Set,  Chemicol  Biologicol  Mosk,  M13A2 . . . 

L  4240  Fitter  Element,  Aerosol  Validated  Aug  88  REV-GS  . . . . . 

4240  Filler  Moteriol  REV-GS . . . . . . . . . . . 

L  4240  Filter  Moteriol . . . . . 

4240  Filter  Material,  Gos  Aerosol,  C1SR1  USER-MC  REV-MD  GS  . 

L  4240  Filter  Moteriol,  Gos-oerosol,  C18R1  2 . . . . . . . 

L  4240  Filter  Moteriol,  Laminated  Paper,  Ten  Ply . . . . . . . . 

Q  4240  Filter  Medium,  Fire  Resistant,  High  Efficiency  USER-MC  AS  REV-ME  SH  GS . . 

I  4240  Filter  Panel,  Infont  Protector  Validated  Sep  88  REV-GS  . . . . . 

L  4240  Fitter  Particulate,  200  CFM  (Modular  Collective  Protection  Equipment  (MCPE)  1 

Simplified  Collective  Protection  Equipment  (SCPE)  Applicolions 
I  4240  Filter  Set,  Gos  &  Porticulote,  200  CFM  (Modulor  Collective  Protection 
Equipment  (MCPE)  /simplified  Collective  Protection  Equipment  (SCPE 
Applications) 

4240  Filter  Unit,  Gos  &  Particulate,  GED  (Or  EMD),  300  CFM,  ABC  &  M6  Validated 
May  85  USER-MC  REV-GS 

I  4240  Filter  Unit,  Gos  Porticulote,  Hospitol  Six-mon,  12  CFM.  M7A1  Validated  Apr  85 

REV-GS 

4240  Fitter  Unit,  Gos-porticulole,  400  Cfm,  208V,  400  Hz,  MS9 . . . 

L  4240  Filter  Unit,  Gos-porliculote,  Four  Mon,  12  CFM,  M6a3  REV-GS . . . . 

L  4240  Filler  Unit,  Gos  Porticulote,  EMD,  600  CFM,  M9A2  Validated  Mar  81  REV-GS.. 

L  4240  Filler  Unit,  Gos  Porticulote,  EMD,  1200  C9M,-M\0A7  Validated  Feb  81 

REV-GS 

L  4240  Filter  Unit,  Gos  Porticulote,  Misstie  Von,  EmD,  300~CrM,  Mio  ReV-GS  . 

L  4240  Filter  Unit,  Gos-porticulote,  Tonk,  Three-mon,  12  Cfm,  M8A2  Validated  Apr  85 

REV-GS 

L  4240  Filter  Unit,  Gos-porticulote,  GED  Or  EMD,  300  CFM,  ABCA-M6A1 . 

L  4240  Filter  Unit,  Gos  And  Porticulote,  Emd,  600  Cfm,  M9,  Validated  Apr  85  REV-GS 

L  4240  Filler  Unit,  Gci  And  Porticulote,  Emd,  2,500  Cfm,  Mil.  Validated  Apr  85 

REV-GS 

L  4240  Filter  Unit,  Gos  Porticulote,  Tank,  20  CFM,  M13A1  . . . . . 

I  4240  Filler  Unit,  Gos  Porticulote,  EMD,  300  CFM,  M6A2  REV-GS . 

L  4240  Filter  Unit,  Gos  Porticulote,  12  CFM,  Armored.Ambulonce,  M14  Validated  May 

84  REV-GS 

L  4240  Filter  Unit,  Gos  And  Porticulote,  Emd,  5,0(X)  Cfm,  M12,  Validated  Apr  85 
REV-GS 

4240  Filter  Unit.gos  Portl  Culote,  200  Cfm,  208V, 400  HZ,M56 . . . 


MIL-C-I0113C  (1) 

EA 

18  Jul 

86 

EA 

MIL-C-S12eOB 

EA 

06  Jun 

77 

EA 

MtL-C-50072B 

EA 

30  Sep 

64 

EA 

SH 

99 

MIL-C-0050072C 

EA 

19  Jul 

67 

EA 

MII-0-10131B  (3) 

EA 

08  Moy  86 

EA 

MIL-D-10I32C 

EA 

30  Sep 

64 

EA 

SH 

99 

MIL-D  0010132K  (1) 

EA 

14  Nov 

86 

EA 

MIL-D-S0082D 

EA 

30  Sep 

64 

EA 

SH 

99 

INT  AMD  1  (MU) 

MII-D  0OS0082K  (1) 

EA 

14  Nov 

86 

EA 

MIL-E-51420A 

EA 

11  Apr 

83 

EA 

MtL-E-514S3 

EA 

24  Feb 

87 

EA 

NOTICE  1 

Ma-E-S1223 

EA 

10  Jul 

68 

EA 

MIL'E-30069B 

EA 

30  Sep 

64 

EA 

SH 

99 

MIIE-0050069E 

EA 

30  Jun 

77 

EA 

MIL-F-50022  (1) 

EA 

29  Mor 

60 

EA 

MIL-F-5niOA  (2) 

EA 

22  Sep 

86 

EA 

MIL-F.51109A  (2) 

EA 

18  Jul 

86 

EA 

MILF-S0070C 

EA 

30  Sep 

64 

EA 

SH 

99 

MIL-F.00I013SC 

EA 

16  Dec 

68 

EA 

MIL-F-512S6B  (1) 

EA 

03  Sep 

86 

EA 

M1L-F-1013SB 

EA 

2  Mor 

55 

EA 

YD 

99 

NOTICE  1  (AF) 

MII.-F-50073A 

EA 

30  Sep 

64 

EA 

SH 

99 

MIL-F-0050073B 

EA 

28  Jul 

67 

EA 

MIL-F-12138B 

EA 

1  Jul 

54 

EA 

YD 

Mll-F-10n7A 

EA 

4  Feb 

53 

EA 

YD 

MIL.F-0010n7B 

EA 

14  Aug 

69 

EA 

L  F-36C  (3) 

•EA 

27  Nov 

74 

EA 

99 

MIL-STD-1202A 

EA 

19  Aug 

88 

EA 

SH 

99 

AA-1770 

•EA 

12  Feb 

81 

EA 

99 

MIL-F-OOSOOB4E  (1) 

EA 

12  Jun 

87 

EA 

MIL-F-51228  (1) 

EA 

12  Jun 

87 

EA 

MII.F.11265A 

EA 

23  Jun 

52 

EA  YD 

MII.F.S1347B  (1) 

EA 

27  Apr 

87 

EA 

MII-F-5120B  ()) 

EA 

09  Sep 

88 

EA 

NOTICE  1 

MIL-F-51425A  (1) 

EA 

10  Sep 

86 

EA 

MII-F-10969B 

EA 

12  Aug 

88 

EA 

NOTICE  1 

MIL-F.13785A  (2) 

EA 

01  Jon 

69 

EA 

SH 

MII-F-0013785B  (6) 

EA 

12  Sep 

88 

EA 

Ma.F-5)09JB 

EA 

30  Sep 

64 

EA  SH 

99 

INT  AMD  1  (MU) 

MII-F.00S109JF  0) 

EA 

13  Aug 

86 

EA 

MIL'F-51481 

EA 

24  Feb 

87 

EA 

NOTICE  1 

MIL-F-5I079D 

EA 

14  Mor 

85 

EA  Y' 

INT  AMD  1 

MIL-F-5I357 

EA 

19  Sep 

88 

EA 

NOTICE  1 

MIL-F-51526 

EA 

21  Aug 

87 

EA 

MIL-F-JI527 

EA 

21  Aug 

87 

EA 

MIL-F-10934A  (1) 

EA 

30  Sep 

63 

EA 

99 

MII.-F-14452A 

EA 

30  Nov 

67 

EA 

MII.-F-51539 

EA 

29  Mor 

88 

MI1.  F-51069C  (1) 

EA 

12  Jun 

87 

EA 

MII-F-S1216 

EA 

30  Dec 

65 

EA 

MIL-F.512)7 

EA 

30  Dec 

65 

EA 

MIL'F'S  i220A 

CA 

27"Ati'5 

87 

EA 

MIL-F-50086A 

EA 

29  Dec 

60 

EA 

MII-F.51163A  (1) 

EA 

12  Jun 

87 

EA 

Mll.F.50055 

EA 

30  Jun 

59 

EA 

MIL-F.50057 

EA 

30  Jun 

59 

EA 

MIL.F-5n90C 

EA 

12  Jun 

87 

EA 

MIL-F-51318A 

EA 

29  Mor 

88 

EA 

MIL'F-51174A 

EA 

31  Mor 

67 

EA 

MII.-F-S0058 

EA 

30  Jun 

59 

EA 

Mll.F.51536 

EA 

02  Jun 

88 
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4240 

Filter  Units,  Protective  Clothing  Gas  Motk  Components  And  Reloted  Products, 

Ma-STO-282 

EA 

10  Feb 

89 

EA  ! 

5H 

Performonce  Test  Methods 

NOTICE  2 

NOTICE  3 

L 

4240 

Filter,  Air,  Chemical  •  biological,  M46... . . . 

MIL-F-51440A 

NOTICE  1 

EA 

24  Feb 

87 

EA 

L 

4240 

Filter,  Cotton  Volldoted  Avg  88  REV>GS. . . . . . . . . 

Ma-F-51206 

NOTICE  1 

EA 

31  Aug 

88 

EA 

1 

4240 

Filler,  Ga>  (60,  120  &  2S0  CFM  Modules)  CIO,  C3I  &  C2I  REV-GS  . 

MII-F-51213D 

EA 

29  Mot 

88 

EA 

L 

4240 

Filter,  Gos  And  Porticulate,  1,200  Cfm,  M15  Vatidaled  Apr  85  REV.GS  . . 

MIL-F.50052 

EA 

29  Jon 

59 

EA 

L 

4240 

Filler,  Gas  And  Porticulate,  2,500  Cfm,  Mt6  Validated  Apr  85  REV^GS  ........ — 

MIL-F-50053 

EA 

29  Jon 

59 

EA 

L 

4240 

Filter,  Gos  And  Parlicutole,  5,000  Cfm,  M17  Validated  Apr  85  REV*GS  ............ 

Ma-F-50054 

EA 

29  Jon 

59 

EA 

L 

4240 

Filter,  Gos  Porticulate,  600,  1200,  2500  &  5000  CFM  ABC.MUAI, 

Mll-F-512248 

EA 

18  Sep 

80 

EA 

ABC-M15A1,  ABC-M16A1  &  ABC-MI7A1  REV-GS 

L 

4240 

Filler,  GoS'particulote,  18  CFM,  M41  . . . . . . . . 

Mll-F-51451  (1) 

EA 

12  Jun 

87 

EA 

L 

4240 

Filter,  Gas,  And  Porticulate,  600  Cfm,  M14  Validated  Apr  85  REV.GS  . . . . 

Mll-F-50051 

EA 

29  Jun 

59 

EA 

i 

4240 

Filler,  Got,  FFU-I7/E,  600  Cfm . 

Mll-f-5154l 

EA 

14  Dec 

88 

EA 

L 

4240 

Filler,  Got,  M12A1  REV-GS . 

MIL-F-14512D 

EA 

19  Moy  64 

EA 

L 

4240 

Filler,  Got,  1,200  Cfm,  C32  Validaled  Apr  BS  REV-GS  . 

MIL-F-5004S 

EA 

29  Jon 

59 

EA 

1 

4240 

Filler,  Got,  10  CFM,  M18 . 

MIL-F-51193C  (1) 

EA 

12  Jun 

84 

EA 

L 

4240 

Filler,  Gos,  12  CFM,  M12A1. . 

MII-F-0014S12H 

EA 

01  Dec 

87 

EA 

L 

4240 

Filter,  Gos,  150  CFM,  MIO . . . 

Mlt-F.11)37D 

EA 

03  Feb 

82 

EA 

L 

4240 

Filter,  Gos,  150  CFM,  M23  REV-GS . 

MII-F-51222C 

EA 

29  Mar 

88 

EA 

1 

4240 

Filter,  Gos,  150  CFM,  MIO . 

MIL-F-0011137E 

EA 

01  Dec 

87 

EA 

L 

4240 

Filler,  Gos,  2,500  Cfm,  C29  Validaled  Apr  BS  REV-GS  . 

MIL-F-50049 

EA 

29  Jun 

59 

EA 

L 

4240 

Filter,  Gas,  200  CFM  (Modular  Collective  Protection  Equipment  (MCPE)  / 

Mll-F-51525  (2) 

EA 

06  Sep 

88 

Simplified  Collective  Protection  Equipment  (SCPE)  Applications) 

L 

4240 

Filter,  Gos,  5,000  Cfm,  C23  Validated  Apr  BS  REV-GS  . 

MIL-F-50050 

EA 

29  Jun 

59 

EA 

1 

4240 

Filler,  Gos,  600  Cfm,  C22  Validaled  Apr  BS  REV-GS . 

Mll-F-50047 

EA 

29  Jon 

59 

EA 

L 

4240 

Filler,  Gos,  600,  1200,  2500,  &  5000  CFM,  C22R1,  C32R1,  C29RI  B-  C23R1 

MII-F-S1214C 

EA 

11  Mor 

88 

EA 

REV-GS 

L 

4240 

Filler,  Porticulate  600,  1200,  2500  B,  5000  CFM,  CIBRI,  C19RI,  C30RI  B.  C20RI 

MIL-F-51215C  (1) 

EA 

16  Feb 

84 

EA 

REV-GS 

4240 

Filler,  Porticulate,  150  CFM,  A8C&M9  Validated  May  85  REV*GS . . 

MIL-F-111S0A 

EA 

27  Dec 

61 

EA 

YD 

L 

4240 

Filler,  Porticulate,  150  CFM,  M24  REV-GS . 

MlL-f-51221A 

EA 

01  Oct 

84 

EA 

L 

4240 

Filter,  Porticulate,  5,0(X)  Cfm,  C20  Validated  Feb  87  REV.GS . . . . 

MIL-F-50046 

NOTICE  1 

EA 

24  Feb 

87 

EA 

1 

4240 

Filler,  Porllculole,  150  CFM,  M9A1  REV-GS . 

MII-F-5I165B 

EA 

25  Moy  86 

EA 

L 

4240 

Filter,  Porticulate,  20  CFM,  M19  REV.GS  . . . . . . . . 

MII-F-51194B  (2) 

EA 

20  Mor 

87 

EA 

1 

4240 

Filler,  Porliculote,  1,200  Cfm,  C19  Validated  Feb  87  REV.GS . 

MIL-F-50044 

NOTICE  1 

EA 

24  Feb 

87 

EA 

1 

4240 

Filter,  Porliculote,  2,500  Cfm,  Validated  Feb  87  REV.GS . . . . 

MIL-F-50045 

NOTICE  1 

EA 

24  Feb 

87 

EA 

1 

4240 

Filler,  Porllculole,  12  CFM,  M13  USER-MD . 

MIL-F-52011E  (2) 

EA 

29  Sep 

88 

EA 

1 

4240 

Filter,  Porliculote,  High  Efficiency,  Fire  Resistont,  Biologicol  Use,  Generol 

Ma-f-51477 

EA 

04  Oct 

82 

EA 

Specificotion  For 

1 

4240 

Filter,  Porliculote,  High  Efficiency  Fire  Resistant,  Biologicol  Use,  Type  A,  Closses 

Mll-F-51477/1 

EA 

04  Oct 

82 

EA 

A,  B,  C,  0,  &  Styles  0  B.  1 

L 

4240 

Filler,  Porliculote  High  Efficiency  Fire  Resistant,  Biologicol  Use,  Type  B,  Closses 

MIL-F-51477/2 

EA 

04  Oct 

82 

EA 

A,b,  C,  D,  B.  Styles  0  Bi  1 

L 

4240 

Filter,  Porticulote,  High  Efficiency  Fire  Resistont,  Biological  Use,  Type  C,  Closses 

MIL-F-51477/3 

EA 

04  Oct 

82 

EA 

A,  B,  C,  D,  B.  Styles  0  B,  1 

i 

4240 

Filter,  Porliculote,  High  Efficiency  Fire  Resistant,  Biological  Use,  Type  0,  Closses 

MII-F-51477/4 

EA 

04  Oct 

82 

EA 

A,b,  C,  D,  Bi  Styles  0  &  1 

L 

4240 

Filter,  Porticulote,  High  Efficiency  Fire  Resistont,  Biological  Use,  Type  E,  Closses 

MII-F-51 477/5 

EA 

04  Oct 

82 

EA 

A,  B,  C,  0,  Bi  Styles  0  &  1 

L 

4240 

Filler,  Porliculote,  6(X)  Cfm,  CIS  Validated  Feb  87  REV.GS  . . . . . . 

MIL-F-50043 

NOTICE  1 

EA 

23  Feb 

87 

AR 

L 

4240 

Filters,  Gos.  Recirculotlon  (550  Cfm  And  12(X)  Cfm)  REV.GS. . . 

MIL-F-51369B  (1) 

EA 

04  Jun 

87 

EA 

L 

4240 

Filters,  Porticulote,  Recirculotion  (550  Cfm  And  1200  Cfm)  REV<G$  . . . 

MII-F-51366A  (2) 

EA 

29  Dec 

87 

EA 

4240 

Filters,  Porliculote  (Hfgh>efficiency  Fire  (Superseding  Mll*F'0051068E)  USER*MC 

MIL-F-51068F 

EA 

20  Jon 

86 

EA 

99 

SH  REV-ME  MD  GS 

INT  AMD  3 

4240 

Gos  Mosk  USER-MC  SH  REV-GS . 

MIL-STD-607 

EA 

15  Oct 

68 

EA 

YD 

99 

L 

4240 

Gasket,  Rubber  REV.GS . . . . . . . . . . . 

Mll-G-13210 

EA 

14  Jon 

54 

EA 

4240 

Goggles,  Industriol  (Eyecup,  Cover<up  Type)  USER'AS  OS  MC  MS  REV.EA  99 

A-A-1814 

•EA 

15  Apr 

81 

EA 

99 

4240 

Goggles,  Industriol,  Resilient  Frame  USER>MI  SH  MC  OS  REV<M0  SM  GS ........ 

GGG-G-521D 

/YD 

16  Moy  83 

EA 

YD 

99 

1 

4240 

Goggles,  Industriol,  Eyecup  And  lenses.  Goggles,  Industrial  (Metric)  REV>MD 

GS 

Goggles,  Industriol  And  Speclocles,  Industriol,  Plastic  Validated  Sep  88 

DODG-51510 

EA 

26  Jol 

85 

EA 

4240 

GG-G-531C 

*EA 

23  Sep 

88 

EA 

99 

USER-ME 

NOTICE  1 

4240 

Goooles,  Inefustriol,  Safety  USER-MEiAV  MC-REV-MD  MS  YD  GS  . 

.‘All  STD  1434A 

EA 

2!  Dec 

83 

AS 

SH 

yr 

4240 

Goggles,  Industriol . . . . . . . 

A-A-1110 

t 

11  Apr 

80 

4240 

Grip,  Coble,  Rescue  Validated  Mar  83  REV.GS  . . . . . 

MS-90382 

AS 

24  Jun 

65 

AS 

99 

L 

4240 

Horness,  Heod,  C15  REV>GS . . . 

MII-H-51111B  (2) 

EA 

14  Moy  87 

EA 

L 

4240 

Horness,  Sofety,  Swimmers  Validated  Oct  70-KZV»OS  . . . 

Mll-H-21065 

NOTICE  2  (AS) 

CG 

28  Aug 

57 

CG 

L 

4240 

Horness,  Sofety,  &  lonyords,  Sofety  &  Working  REV.GS . . . . 

MIL-H-24460B 

SH 

28  Dec 

88 

SH 

4240 

Heodbond,  Sweol . . . . . . . . . . . . . . 

A-A-1749 

t 

25  Feb 

81 

4240 

Heodhorneii,  C8R1  USER-MC  REV-MD  GS . 

MII-H-10I20E 

EA 

30  Sep 

64 

EA 

SH 

99 

L 

4240 

Heodhorness,  C6R 1 . . . . . . . . 

MII-H-60)0)?0K  (1) 

EA 

03  Sep 

86 

EA 

L 

4240 

Heodpiece,  Collective  Protector,  Hospitol,  M13  REV'GS . .  ........... 

MIL-H-14040  (1) 

EA 

17  Feb 

66 

EA 

1 

4240 

Heodpiece,  Hospitol  Collective  Protector,  M13A1  REV*GS . . . . . 

MII-H-51182A 

EA 

1 1  Mor 

88 

EA 

1 

4240 

Heoter,  Air,  Electric,  Filter  Unit,  M3  . . . . . . .  .. 

MII-H-51191C 

EA 

06  Mar 

87 

EA 

4240 

Helmet,  Welder'i  USER-AS  MC  OS  MS . 

A-A.1994 

•EA 

01  Nov 

82 

99 
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4240 

Helmet,  Welders  ,  Handshteld,  Welding,  And  Plotes,  Welding  REV>YD  84  GS  .... 

GGG-H-211D 

•EA 

19  Jul 

85 

EA  SH 

99 

4240 

Helmet,  Welders,  Shield,  Welding,  Hand  Held,  And  Lenses,  Helmet,  Welders 

MIL-STO-606A 

EA 

19  Aug 

88 

EA  SH 

99 

REV-GS 

L 

4240 

Hood,  Aircraft  Chemical  Biological  Mosk,  ABC-M7  REV-GS . . . 

MII-H-51290A  (1) 

EA 

18  Jul 

86 

EA 

L 

4240 

Hood,  Chemicol  Biologicol  Mosk  M6A2 . . . . . . 

MIL-H-51291A  (2) 

EA 

16  Apr 

86 

EA 

L 

4240 

Hood,  Field  Protective  Mask,  M6  Validatid  Apr  85  REV-GS  . . . 

MIL-H-S116dA 

EA 

26  Feb 

64 

EA 

L 

4240 

Hood,  Tank  Chemicol  Blc'ogical  Mask,  ABC-MS  Validated  Mar  8J  REV-GS . 

Mll-H-5)143C 

EA 

16  Sep 

74 

EA 

1 

4240 

Hose,  Air  Duct,  For  Filter  Units  USER-MC  84 . . . . . . . 

Mtl-H-(X)14S06G  (2) 

EA 

16  Sep 

86 

EA 

i 

4240 

Hose,  For  Filler  Units  USER-MC  REV.99  CS  GS . 

MIL-H-14S0dG 

EA 

2)  Nov 

88 

EA 

4240 

Industrial  Safety  Belts  And  Strops  USER-ME  REV-MC  SH  AS  GS . 

MIL-STD-1212A 

EA 

21  Dec 

88 

EA  YD 

99 

1 

4240 

Installation  Kit,  Gas  Porticulote  Filler  Unit,  Armored  Vehicle,  M20A1  Validated 

MIL-I-51072C 

EA 

21  Moy 

79 

EA 

Apr  85  REV-GS 

1 

4240 

Inslollation  Kit,  Armored  Vehicle,  Gas  Particulate  Filter  Unit,  M29AI  REV-GS .... 

MIL-t-St192B 

EA 

12  Sep 

79 

EA 

4240 

Inslallotion  Kit,  Gos-porticulate  Filter  Unit,  Combat  Vehicle,  M20  Validated  Apr 

MII-I-S0089A 

EA 

31  Mar 

60 

EA  MC 

85  REV-GS 

L 

4240 

Instoilotion  Kit,  Gas  Porticulote  Filter  Unit,  Armored  Vehicle,  Ambulortce,  M37 

MIL-I-5U75 

EA 

01  Jun 

64 

EA 

VoUdattd  Apr  85  R8V  CS 

L 

4240 

tens.  Cylindrical,  lominated,  3-PLY  (For  Gas  Mosks)  Validated  May  85  REV-GS 

MIL-L-10114A 

EA 

27  Jun 

58 

EA 

4240 

Lens,  Goggles,  Industriol  USER-MS  OS  MC  AS  REV-EA  SH  99  . . 

A-A-1S13 

-EA 

15  Apr 

81 

EA 

99 

4240 

lens.  Ophthalmic,  Simple  (For  M17  Mask)  USER-MC  REV-MD  GS . 

MIL-L-S0064C 

EA 

30  Sep 

64 

EA 

99 

L 

4240 

Lense,  Ophthalmic,  Simple . . . . . 

MII-1-0050064F  (2) 

EA 

11  Aug 

86 

EA 

L 

4240 

Monometer  Assemblies,  M159,  M160,  M161,  M162,  And  Ml  REV-GS  . 

MII-M-S1328  (1) 

EA 

25  Mar 

87 

EA 

4240 

Mosk,  Air  line  USER-SH  CG  REV-MD  MC . 

A-A-1730 

*EA 

16  Apr 

81 

ME  YD 

99 

4240 

Mosk,  Air  line  (Type  C)  USER-SH  CG  REV-MD  MC . 

A-A-1729 

*EA 

16  Apr 

81 

ME  YD 

99 

4240 

Mosk,  Air  line  (Type  Ce)  USER-SH  CG  REV-MD  MC . 

A-A-17f2 

-EA 

16  Apr 

81 

ME  YD 

99 

4240 

Mosk,  Cbr  REV-GS . 

Mll-STD-1422 

EA 

31  Dec 

68 

EA  SH 

99 

4240 

Mask,  Chemicol  Biological,  Tonk,  ABC-M25A1  REV-GS  . 

MII-M-S1178B 

EA 

ISOcI 

74 

EA 

L 

4240 

Mask,  Chemical  Biological,  Aircraft,  A6C-M24  REV.GS  . . . . 

Mll-M-Sni3D 

EA 

22  Sep 

86 

EA 

L 

4240 

Mask,  Chemicol  Biologicol,  Field,  M17A1  . . . 

MIL-M-SI282D 

EA 

14  Nov 

86 

EA 

L 

4240 

Mask,  Chemical  Biologicol,  Field,  M17A2  . . . . . . 

MII-M-S149SA 

EA 

08  Oct 

86 

EA 

4240 

Mask,  Gas  (Industrial) . . . 

GGG-M-131C 

t 

07  Feb 

78 

4240 

Mosk,  Gas  (Industrial) . . . . . . 

A-A-237S 

t 

28  Aug 

85 

4240 

Mosk,  Gos,  M9  Validaltd  May  84  USER-MC  REV-GS . 

MtL-M-10121 

EA 

3  Feb 

50 

EA 

99 

4240 

Mask,  Gas,  Rocket  Propellont,  M26A1  REV-GS . . . . . . . 

MIL-M-5I23I 

EA 

01  Jun 

65 

EA 

99 

INT  AMO  1  (MU) 

1 

4240 

Mosk,  Protective,  Field,  M9A1  REV-GS . . . . . 

MIL-M-12296  (1) 

EA 

11  Sep 

87 

EA 

L 

4240 

Mosk,  Protective,  NO  Mark  V  Validated  Jun  79  REV-EA  SA  OS . 

MIL-M-)7522D 

SH 

16  Oct 

67 

SH 

L 

4240 

Mask,  Protective,  Field  ABC-M 17  . . . . 

MIL-M-00S0079E 

EA 

16  Dec 

68 

EA 

1 

4240 

Mosk,  Proteelive,  Cd  V-805  Validaltd  Jan  82  REV-GS . 

MII-M-50C23 

EA 

23  Jun 

59 

EA 

4240 

Mosk,  Protective,  Field,  ABC-M17  Validated  Apr  85  USER-MC  REV-MO  GS  ...... 

MIL-M-50079D 

EA 

30  Sep 

64 

EA  SH 

99 

4240 

Mounting,  Conister,  Gas  Mosk  REV.GS  . . . . . . 

MIL-M-10156A  (1) 

EA 

6  Aug 

54 

EA  YD 

1 

4240 

Mounting,  Canister,  Gas  Mosk  . . . . . . 

MIL-M-0010156B  (1) 

EA 

17  Dee 

81 

EA 

1 

4240 

Nosecup  Assemblies,  Chemicol  Biologicol  Mask,  CIO....... . . . . . . . . 

MIL-N-5)287C  ()) 

EA 

03  Sep 

86 

EA 

t 

4240 

Nosecup  Deflector,  C11  REV-GS . . . . . 

MII  N-Slli:.'  (2) 

EA 

18  Jul 

86 

EA 

4240 

Nosecup,  CIO  USER-MC  REV-MD  GS . 

MII-N-50071C 

EA 

30  Sep 

64 

EA  SH 

99 

1 

4240 

Outsort,  Eyelens  Antiglare,  Chemical  Biologicol  Mask,  ABC-M2  REV-GS . . 

MII-0-51142B  (2) 

EA 

21  Sep 

87 

EA 

1 

4240 

Outset,  Eyelens,  Mi . . . . . . . 

MIL-0  0050077F  ()) 

EA 

11  Aug 

86 

EA 

L 

4240 

Overboot,  Plostic  Film . . . . . . . 

Mll-O-5)401  (1) 

EA 

11  Jun 

87 

EA 

4240 

Pods,  Knee,  Industriol  USER-ME  REV-EA  99 . 

A-A-1748 

-GS 

20  Feb 

81 

EA 

99 

L 

4240 

Plug,  Air  Inlet  Validated  Jan  82  REV-GS . . . . . . . 

MIL-P-10129A 

EA 

19  Mor 

70 

EA 

4240 

Practices  For  Respirotory  Protection  •  22  Moy  80  USER-AR  REV-MD  GS . 

ANSI  Z8S.2-80 

EA 

11  Mor 

81 

EA  SH 

4240 

Precleaner,  Air  Purifier,  M1A1  REV-GS . . . . . . . . . 

MII-P-50085B 

EA 

19  Jun 

67 

EA 

99 

L 

4240 

Precleaner,  Air  Purifier,  Mioi . . . . . 

MII-P-0050085D  (1) 

EA 

12  Jun 

87 

EA 

4240 

Protection,  Eye  Bi-Foce,  Practice  For  Occupotionol  &  Educotionol  ■  27  Feb  79.... 

ANSI  Z87.1-79 

EA 

02  Oct 

80 

EA  SH 

99 

L 

4240 

Protector,  Infont,  M2 . . . . . . . . . . . 

MIL-P-5)104A  (1) 

EA 

18  Jun 

87 

EA 

Q 

4240 

Protector,  Sound,  Aural  REV-GS . . . . . . . . 

MIL-P-38268C 

84 

02  Aug 

88 

AR  MS 

84 

4240 

Purifier,  Air,  M2A2  USER-MC  REV-MD  GS . 

Mll-P-5]070D 

EA 

14  Mor 

68 

EA 

99 

4240 

Purifier,  Air,  M2A2  . . . . . . 

MIL-P-0051070E  (1) 

EA 

26  Ocl 

87 

EA 

L 

4240 

Purifier,  Air,  M2A1  Validated  Apr  85  REV-GS  . . . . . . . 

MIL-P-50088A 

EA 

9  Sep 

60 

EA 

1 

4240 

Receptocle,  Canister,  Co  2  Absorbent . . . . . . . . . 

MIL-R-241J9A 

SH 

27  Sep 

83 

4240 

Regulotor,  Air-Pressure,  Protective  Shelter,  Ml  Validated  Moy  85  REV-GS- . 

MII-R-327SB 

EA 

18  Dec 

58 

EA  YD 

4240 

Rescue  Equipment,  Helicopter  (Asg)  Validated  Jul  83  REV-11  GS  . . . 

MIL-R-8592B 

AS 

25  Jun 

65 

AS 

99 

4240 

Rescue  Equipment,  Helicopter,  Coble  Grip  Validated  Oct  84  REV-11 . . 

MIL-R-8592/1  (1) 

AS 

03  Feb 

78 

AS 

99 

Q  1. 

4240 

Rescue  Hand  Tool,  Pneumatic  Validated  Oct  87  REV-GS . . . . 

MIL-R-8I574  (1) 

AS 

30  Ocl 

87 

AS 

4240 

Respirotor  And  Respirator  Assemblies;  Air  line;  Non  oowered  Air-purifying  And 

GGG-M-125G 

/YD 

14  Oct 

85 

EA  YD 

99 

Powered  Air-purifying  USER-MC  SH  CG  REV-MD  ME  GS 

4240 

Respirator  Assemblies,  Air  Line,  With  Foce  Piece  (Supplied  Air)  Validated  Avg 

GGG-M-12S/1B 

/YD 

17  Aug 

87 

EA  YD 

99 

87  USER-SH  CG  MC  REV-MD  ME  GS 

NOTICE  1 

4240 

R^tpifotof-Ass*mhli^S/-Air-line,  Hood  And  Helmet,  (For  Abrosive  Blostino 

GGG-M-IZS/PA 

,'YD 

17  Aug 

87 

EA  YD 

99 

Operolionj)  Validaltd  Aug  87  USER-MC  CG  SH  REV-ME  MD  GS 

NOTICE  1 

4240 

Respirotor  Assembly,  Helmet  With  Powered  Air  Purifying  Unit  Validated  Avg  87 

GGG-M-125/10A 

/YD 

17  Aug 

87 

EA  YD 

99 

USER-SH  CG  MC  REV-MO  ME  MC  GS 

NOTICE  1 

4240 

Respirotor  Assembly,  Helmet  With  Powered  Air  Purifying  Unit  (Portoble 

GGG-M-125/nA 

/YD 

17  Aug 

87 

EA  YO 

99 

Bock&pnck)  Validaltd  Aug  87  USER-MC  CG  SH  REV-ME  MD  GS 

NOTICE  1 

4240 

Respirator  Assemblies,  Air  Line,  With  Helmet  (Supplied  Air)  Validated  Avg  87 

GGG-M-125/2A 

/YD 

17  Aug 

87 

EA  YD 

99 

USER-SH  CG  MC  REV-MD  ME  GS 

NOTICE  1 

4240 

Respirotor  Assemblies,  Air  line.  With  Disposoble  Hood  (Suplied  Air)  Validated 

GGG-M-125/3A 

/YD 

17  Aug 

87 

EA  YD 

99 

Aug  87  USER-SH  CG  MC  REV-MD  ME  GS 

NOTICE  1 

4240 

Respirotor  Assembly;  Half  Mosk,  Alr.purifying,  Chemicol  Cortridge.  (For  Organic 

GGG-M-125/4C 

/YD 

14  Ocl 

85 

EA  YD 

99 

Vopors)  USER-SH  CG  REV-MD  ME  MC  GS 

4240 

Respirotor  Assembly,  Holf  Mosk,  Air  Purifing  Porticulote  Filter  (For  Ousts, 

GGG-M-125/SB 

/YD 

14  Oct 

85 

EA  YD 

99 

Fumes,  &  Mists)  USER-SH  MC  CG  REV-ME  MD  99  GS 
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4240 

RespSrotor  Atsembl^:  HoK  Mask,  Air>pur!fying,  Combination  Chemicol  Cortrtdge 

GGG-M-125/6B 

/YD 

14  Oct 

85 

EA  YD 

99 

&  Filler  (For  Paint  Sproy  &  OrgonSc  Vopors)  USER'CG  SH  REV*ME  MD  GS 

4240 

Respirator  Assembly]  HoK  Mask,  Air*purKying,  Combination  Chemicol  Cortridge 

GGG-M-125/7B 

/YD 

14  Oct 

85 

EA  YD 

99 

And  Filter  (For  Pesticides  And  Orgonic  Vopors)  USER>SH  CG  MC  REV*ME 

MO  GS 

4240 

Respirator  Assembly:  HoK  Mosk,  Air  Purifying  Particulatediller  (For  Dusts  And 

GGG-M-I2S/8B 

/YD 

14  Oct 

85 

EA  YD 

99 

Mills)  USER-MC  CG  SH  REV-ME  MD  GS 

4240 

Respirotor  Outfit,  Supplied  Air,  Two-Mon  Validated  Apr  65  USER-CG  SH 

MIL-R.17729C 

EA 

28  Nov 

72 

EA  Y/ 

99 

REV-MD  GS 

4240 

Respirator,  Air  Filtering,  Oust,  A6C*M4  Validated  Mar  7  J  REV«GS . . . 

MII-R-3308B 

EA 

30  Apr 

65 

EA  MC 

4240 

Respirator,  Air  Filtering  USER'ME  AT  MC  SA  AS  SH  REV.GS . . . . 

MIL-STD‘609A 

EA 

30  Mor 

72 

EA  YD 

99 

4240 

Respirotor,  Air  Filtering  (Oust  &  Mist)  USER>MC  CG  SH  REV<MD  GS. . . 

A-A-1A33 

•EA 

14  Moy 

81 

EA  YD 

99 

L 

4240 

Resuscitation  Tube,  Chemical  Blologlcol  Mask,  Ml  Validated  Sep  88  R£V*GS  .... 

MII-R-5I279C 

NOTICE  1 

EA 

09  S.p 

88 

EA 

4240 

Rir.g,  Crimping  (For  ABC-M17  Mask)  USER-MC  REV-MD  GS . 

MIL-R-50068A 

INT  AMD  1  (MU) 

EA 

30  Sep 

64 

EA  SH 

99 

L 

4240 

Ring,  Crimping  (For  ABC>M17  Mask)  . . . . . . . . . . 

Mll-R-OOSOOABD 

EA 

08  Aug 

83 

EA 

L 

4240 

Rubber  Fobricated  Products  For  M17A1/M17A2  Masks . . . . 

MIL-R-512B3C  (1) 

EA 

03  S.p 

86 

EA 

4240 

Safety  Design  Requirements  For  Milltory  Lasers  And  Associoted  Support 

MIL-STD-142S 

EA 

13  D.c 

83 

EA  EC 

99 

Equipment 

4240 

Safety  Equipment,  Climbing  Validated  Dec  63 . . . . . . 

RR-S-001301 

/SH 

22  Jun 

67 

SH 

L 

4240 

Safety  Equipment  Set,  Respiratory,  2>MAN  Validated  May  84  REV*G$ . 

MIL-S-5141A 

EA 

17  Jul 

75 

EA 

L 

4240 

Softy  Belt  And  Horness,  Submarine  Personnel  Validated  Nov  84  REV.GS . 

MIL-S-24298A 

SH 

12  Feb 

69 

SH 

1 

4240 

Screen,  Flocked  Grid  Validated  Apr  85  REV.GS............. . . 

MIL-S-50080A 

EA 

18  Aug 

61 

EA 

L 

4240 

Screening,  Chemicol  Biological  Filter . . . . . . . . . 

MIL-S-51421  (1) 

EA 

10  Sep 

86 

EA 

L 

4240 

Seat,  Outlei.volve,  Alumlnum*base>oIloy  Olecosting  For  Outlet  Valve,  CIS 

MIL-S.10133B  (1) 

EA 

30  Aug 

57 

EA 

REV-GS 

1 

4240 

Seat,  Outiet'valve,  Alumlnum>bose-alloy  Diecasting  For  Outlet  Vofve,  CIS . 

MIL-S-0OI0133D 

EA 

29  Oct 

74 

EA 

4240 

Seporotor,  Oust  REV.YO  GS . . . 

MIL-S-50087C 

EA 

17  Apr 

68 

EA  MC 

99 

L 

4240 

Separator,  Dust . . . . . . . . . . . . 

MIL-S-0050087D 

EA 

25  Jon 

80 

EA 

L 

4240 

Shelter  And  Entrance  Assembly  -  Chemicol  Biological  Shelter  System,  Inflotoble 

MIL-S-51422B 

EA 

22  Dec 

87 

EA 

REV-GS 

L 

4240 

Shelter  System,  Collective  Protection,  Chemical  Biological,  Inflotoble,  10  Mon, 

MIL-S-SI368B  (2) 

EA 

02  Feb 

89 

EA 

Trailer  Transported,  MSI  REV*GS 

4240 

Shield,  Arc  Viewing,  Hand  Held . . . . . . . . . . . 

A-A-2244 

/EA 

19  Mor 

84 

EA 

99 

4240 

Sling,  Survivor  $  Rescue  REV*GS  . . . . . . . . . . . 

MS-90380C 

AS 

15  Dee 

80 

ME  AS 

99 

4240 

Spectacles,  Industriol  (Plastic  Frames)  REV>AR  SH  MS  99 . 

A-A-1995 

•EA 

08  Feb 

83 

AR  SH 

99 

4240 

Spectocles,  Industrialfmetol  Frames)  REV'AR  SH  MS  99 . . . 

A-A-1996 

•EA 

08  Feb 

83 

AR  SH 

99 

4240 

Strop,  Softy,  Industriol  (Pole)  USERiCG  REV-CR  ME  MC  II  . 

A.A-1776 

•EA 

12  Nov 

81 

EA  YD 

99 

1 

4240 

Survival  Kit,  AIrmon  S,  SEEK-1-  VoZ/da/ecf  Mar  85  REV.GS . . . . 

MIL-S-S)296  (1) 

EA 

07  Dec 

67 

EA 

1 

4240 

Survival  Kit,  Individual,  Airman  S  Validated  Jv\  83  REV-GS  . . . . 

Mll-S-8)94IA  (1) 

AS 

06  Dec 

76 

AS 

1 

4240 

Survival  Kit,  Parachute  Pack  SRU-16/P  REV-II . . . . . . . . 

MIL-S.27447A  (1) 

84 

22  Jon 

79 

99 

4240 

Survivor,  Sling,  Rescue  Equipment,  Helicopter  Validated  Oct  84  REV-11  OS  ...... 

MIL-S-8592/3  (1) 

AS 

03  Feb 

78 

AS 

99 

L 

4240 

Test  Procedures  For  Mask  Protective  NO  Mark  V  Validated  Jan  S4  REV.EA  GS 

MIL.T.I9102B  (1) 

SH 

01  Nov 

68 

SH 

4240 

Tool,  Forced  Entry  And  Rescue,  20,000  Pounds . . . . 

A.A-5022) 

ME 

12  Moy 

86 

ME 

4240 

Volve,  Antibock  Oroft,  Protective  Shelter,  M2  Validated  Jul  66  RcV-1 1  GS . 

Mll-V-50010 

EA 

22  Moy 

59 

EA 

99 

L 

4240 

Volve,  Antibock  Draft,  Protective  Shelter,  M2  (Use  In  lieu  Of  Mll-V.5(X)10) . 

Mll-V-OOSOOIOA  (1) 

EA 

12  Jon 

87 

EA 

4240 

Valve,  Inlet,  Chemicol  Blologlcol  Mosk,  C20R1  USER-MC  REV-MD  GS . 

MIL-V-50081F 

INT  AMD  2  (ESA 

EA 

14  Oct 

76 

EA  SH 

99 

4240 

Volve,  Nosecup  USER-MC  REV-MD  GS  . 

MIL-V-50065A 

INT  AMD  1  (MU) 

EA 

30  Sep 

64 

EA 

99 

L 

4240 

Volve,  Nosecup  . . . . . . . . 

MIL-V.0050065C 
NOTICE  1 

EA 

26  Aug 

86 

EA 

L 

4240 

Volve,  Outlet,  Chemicol-blologicol  Mask,  CIS  USER-MC . . . . 

MIL-V.0010134E 

EA 

02  Oct 

74 

EA 

1 

4240 

Volve,  Outlet,  CI9  REV-GS.... . 

MIL-V-51195B  (1) 

EA 

12  Jon 

87 

EA 

4240 

Voive,  Outlot,  Protcellve  Mosk,  C15  USER-MC  REV-GS . 

MII-V.I0134C  (1) 

EA 

12  Jun 

67 

EA  SH 

1 

4240 

Voicemiftsr  Outlet  Volve  Assembly,  Chemicol  Blologlcol  Mosk,  C29RS  REV-GS  .. 

MIL-V.51281C  (1) 

EA 

06  Apr 

87 

EA 

1 

4240 

Voicemilter  Outlet  Volve  Assembly . . . . . 

MIL-V.51496  (1) 

EA 

06  Apr 

87 

EA 

4240 

Volcemitfer&outlet  Volve  Assembly,  C29R1  REV-GS . . . 

Mll-V-SOOAAB 

EA 

30  Sep 

64 

EA  SH 

99 

1 

4240 

Volcemitte.'-outlet  Valve  Assembly,  C29R1... . . . . . 

MIL-V-0050064C  (1) 

EA 

02  Mor 

87 

EA 

1 

4240 

Volcemitter-outlet  Volve,  C29R1  Components  For . . . . . . 

MIL-V.00S0067D 

EA 

22  Jon 

70 

EA 

4240 

Volcemitter-outlet  Volve,  C29R1,  Components  For  USER-MC  REV-MD  GS . . 

MIL-V.50067C 

INT  AMD  1  (MU) 

EA 

30  Sep 

64 

EA  SH 

99 

1 

4240 

Winterixotlon  Kit,  Foceplece,  Chemicol  Blologlcol  Mosk,  Tonk,  M3 ...................... 

MIL-W.51258A  (3) 

EA 

07  Jul 

86 

EA 

4240 

Winterization  Kit,  Chemicol  Blologlcol  Mosk,  M4  REV-GS  . . . . . 

MIL-W-51255C  (1) 

EA 

16  Dec 

86 

EA 

11 

L 

4240 

Winterizing  Kit,  Protective  Mosk,  Ml  REV-GS . . . . . . . . . 

MIL-W.51348  (2) 

EA 

26  May 

87 

EA 

4310 

Compressor  Unit,  Rotory,  Air  Wheelborrow  Frame  Mounted,  Two  Pneumatic 

MIL-C-13899F 

ME 

24  Jun 

85 

ME 

Tires,  Gosollne  Engine  Driven,  60  CFM,  6.5  PSIG  REV-CS 

L 

4310 

Compressor  Unit,  Reciproco ling,' Power  Driven,  Air,  5  CFM,  175  PSf,  For 

MII-C-521S3B 

ME 

25  Aug 

82 

ME 

Testing  Missile  Plumbing  System 

L 

4310 

Compressor  Unit,  Reciprocoting,- Power  Driven,  Air,  15  CFM,  3,500  PSI  REV-BA 

MIL-C-52037E 

ME 

19  Aug 

80 

ME 

t 

4310 

4310 

Ma-C-52972A 

ME 

17  Sep 
07  Feb 

87 

ME 

1 

Compressor  Unit,  Reciprocating,  Gasoline  Engine  Driven,  Air,  4  CFM,  O  To 

MII-C-52477D 

ME 

83 

ME 

3,500  PSIG,  Wh..l  Mounted  REV-AV 

L 

4310 

Compressor  Unit,  20  CFM,  32(X)  PSI,  Diesel-engine-driven  Diving  Air . . . 

Mll-C-52973  (2) 

ME 

12  Dec 

86 

ME 

L 

4310 

Compressor  Units,  Alr/gos,  Generot  Requirerrients  For  . . 

MIL-C-24805G  (2) 

84 

10  Mar 

82 

99 

L 

4310 

Compressor  Units  Diesel  Engine  Driven,  HlgS  Pressure.......... . . . 

Mll-C-29216 

YD 

09  Apr 

82 

YD 

4310 

Compressor,  Air  And  Gos  (Except  Oxygen)  Pockoglng  Of  USER-MC  REV-SM 

MIL-C-36CX)D 

ME 

09  Nov 

76 

ME  YD 

99 

EA  SH 

4310 

Compressor,  Air  Reciprocating  And  Rotory,-Diesel  Engine  Driven  USER-CE 

MIl-C-SSSJ 

ME 

12  Aug 

81 

ME  YD 

REV-MC 

1 

4310 

Compressor,  Air,  Gosollne  Engine  Driven,  15  CFM,  2(X)  PSf,  Type  M.C-2A 

MIL-C-8498D 

84 

14  Apr 

71 

99 

Validated  Oel  84  REV-CS 
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l 

4310 

Compressor,  Air,  Electric  Motor  Driven,  30  CFM,  400  PSi,  Skid  Mounted  Type 
AF/E32A-1 

MIL.C.26165D  (1) 

84 

04 

Dec 

79 

4310 

Compressor,  Air,  Diese]*engtne>driven,  Portoble,  WheeUmounted . . . 

MIL-C-82086C 

YD 

18 

Feb 

89 

4310 

Compressor,  Construction,  Point  Spray  &  Goroge,  Clossificotion  Of  Types, 

Classes,  Styles,  Groups,  &  Capocitles  USER*CG  R£V*AV  CE  ME  MC  99 

MIL-STO-431D 

YD 

14 

Sep 

84 

L 

4310 

Compressor,  High  Pressure  A!r,  100  Cfm,  Navol  Shipboard  Service  Validated 

Feb  84 

MIL-C-23961A  (1) 

SH 

22 

Aug 

44 

1 

4310 

Compressor,  Pneumatic,  3,000  Psi  •>  2  Scfm  Aero  2A  (*),  Aero  2A*1  (*),  Aero 

2B  (♦),  And  Aero  2B.1  (•)  Validated  Aug  87 

MIL-C-7135F 

NOTICE  1 

AS 

05 

Sep 

47 

1 

4310 

Compressor,  Power  Driven,  Air,  Type  MB&8  Validated  Oet  84„, . 

MIL-C-26811C 

84 

21 

Oct 

70 

4310 

Compressor,  Reciprccoting  And  Rotary,  Gasoline  Engine  Driven,  Air  US£R*ME 
REV-CS 

M11.C-52980B 

ME 

29 

Jul 

88 

4310 

Compressor,  Reciprocating  And  Rotary  Power  Driven,  Air,  (Paint  Sproy  Type) 
USER.CE  AR  CG  MC  REV-ME  CS 

MIL-C-3925H 

YD 

18 

Feb 

89 

4310 

Compressor,  Reciprocotlng  &  Rotory,  Air,  Electric  Motor  Driven  USER*MC 

REV-CS 

MIL-C-13B74J 

ME 

17 

Jul 

85 

4310 

Compressor,  Reciprocoting  Or  Rotary,  Power  Driven  (E.M.D),  Air,  Bose 

Mounted,  10  HP  To  300  HP  USER-ER  REV-CS 

MII-C.17596E  (1) 

YD 

27 

Feb 

84 

1 

4310 

Compressor,  Reciprocating,  Electric  Motor  Driven,  Navol  Skipboord  Diesel 

Engine  Air  Starting  Service  Validated  May  61 

MIL-C-1664SA  (4) 

SH 

31 

Jon 

62 

L 

4310 

Compressor,  Rotory,  Power  Driven,  Type  MB&2  Validated  Oct  84. . . . 

M1L-C-8499D 

84 

08 

Jun 

71 

Q  L 

4310 

Compressors,  Centrifugal  Displacement  Type  Motor  Driven,  Oil-free  Air  For 

Noval  Shipboord  Low  Pressure  Air  Service 

MIL-C-19553A  (2) 

SH 

04 

Apr 

84 

1 

4310 

Compressors,  Reciprocating,  Electric  Motor  Driven,  Navol  Shipboard  Low 

Pressure  Air  Service 

MIL  C.19113A  (2) 

SH 

04 

Apr 

84 

1 

4310 

Compressors,  Reciprocating,  Motor  Drivem,  Novol  Shipboard  High  Pressure  Air 
Service  Validated  Feb  84  USER-CS 

MIL-C  18419B  (2) 

SH 

04 

Jon 

45 

1 

4310 

Cylinder,  Air  Purifier  Validated  Sep  77 . 

Mll.C-83952 

84 

19 

Apr 

71 

L 

4310 

Pneumotic  Tool  Outfit,  6(X)  CFM,  Compressed  Air,  Packaging  Of  REV-SM . 

MIL-P.3819C 

ME 

24 

Apr 

73 

L 

4310 

Pump,  Vacuum,  Compound,  Rotary,  Motor  Driven,  12  Cfm  Validated  Dec  81,...,. 

Mll-P-23504 

AS 

19 

Nov 

42 

1 

4310 

Pump,  Vacuum,  Positive  Displocement,  Electric  Motor  Driven  Validated  Feb  78  „ 

MIL-P-83950 

04 

18 

Dec 

49 

1 

4310 

Pump,  Vocuum,  Positive  Displacement,  Air  Rotory  Vane,  Type  1,  Cost  Iron  . 

MIL-P-28824/1A 

EL 

28 

Sep 

84 

L 

4310 

Pump,  Vocuum,  Positive  Displacement,  Air  Rotory  Vane,  Type  2  Cost  Aluminum.. 

MII-P-2B824/2 

EC 

?8 

Sep 

84 

L 

4310 

Pump,  Vacuum,  Positive  Displacement,  Air  Rotary  Vane . . . . 

MIL-P-28824A 

EC 

28 

Sep 

84 

1 

4310 

Regulotor,  Compressed  Air,  High  Pressure  (3500  Psi)  Validated  Dec  81 . 

MIL-R-23057  (1) 

AS 

17 

Sep 

42 

L 

4310 

Took,  Pressure,  600  PSI  Gage  Working  Pressure,  Novel  Shipboord  Use 

Validated  Jan  84 

MIL-M5301D  (1) 

SH 

15 

Jm 

70 

1 

4310 

Vocuum  Pump,  Rotary,  Power  Driven . . . . . 

Ma-V-8419A-(1) 

84 

13 

Moy 

81 

4310 

Vocuum  Pump,  Rotory,  Power  Driven,  Small  Validated  Jun  84  . . . . 

Mll-V.36457 

DM 

04 

.Jen 

44 

L 

4310 

Vacuum  Pump,  Rotory,  Power  Driven,  10  Cfm,  Type  MA&1  Validated  Oct  84  „„ 

MII-V-4788A 

84 

9Me)' 

57 

Q  L 

4310 

Vocuum  Pumps,  Power  Driven,  Centrifugal  Pump  Priming'Service  Novol 

Shipboard 

Ma-V.18683A  (1) 

SH 

10 

Jun 

84 

L 

4320 

Coohng-pumping  Group  AN/AMA-6  Validated  Aug  87 . . . . . 

MIL-C.22809  (1) 
NOTICE  1 

AS 

25 

Aug 

87 

0  L 

4320 

Efector  Assemblies,  Air  . . . . . . . 

MII-E-1546SG  (6) 

SH 

23 

Moy 

80 

L 

4320 

Forword  Area  Water  Point  Supply  System . . . . 

Mll-F.53043 

ME 

20 

Jul 

84 

i_ 

4320 

Hydraulic  Equipment,  Ordnance  Shipboard  (Generol  Specificolion  For) 

Validated  Apr  82 

Mll-H.18766 

OS 

24 

Jun 

55 

L 

4320 

Power  Unit,  Hydraulic . . . . . . . . . . . . . . 

MllP-62495 

AT 

17 

Dec 

84 

L 

4320 

Pump  And  Heater,  Fuel  Oil . . . . . . . 

MIL-P.I7597D 

YD 

26 

Oct 

87 

4320 

Pump  And  Pumping  Units,  Centrifugal,  Power-driven,  for  Woter  Pockoging  Of 
REV-SM 

MIL-P.10603D 

ME 

02 

Dec 

75 

1 

4320 

Pump  Assembly,  Bilge,  Electric  Motor  Driven,  Direct  Current . . . . . . 

MII-P-62331 

AT 

30 

Mor 

84 

L 

4320 

Pump  Assembly,  Flammoble  Liquid,  Centrifugol,  Seif  Priming.  2  Inch  100  GPM 

At  1(X)  Feet  Totol  Dynamic  Head 

MIL  P-52746B  (1) 

ME 

19 

Nov 

84 

4320 

Pump  Centrifugol,  Sump,  Pneumatic  Motor  Driven,  210  GPM  At  25  Foot  Tolo) 
Heod  USER'MC  REV-84 

MII-P-556F 

ME 

02 

Nov 

83 

L 

4320 

^ump  Unit  Centrifugol,  Solt  Water  Engine  Driven . . . . . . 

MILP-17551E 

YD 

u 

Jun 

85 

4320 

Pump  Unit,  Centrifugal,  Portable,  Seif  Primming.  Power  Driven  (Dewatering, 
Conlroclor  And  Trash  Type)  USER-CE  ME  MC  REV-CS 

MII-P-17861E 

YD 

22 

Apr 

85 

L 

4320 

Pump  Unit,  Centrifugal,  Verticol  Sump,  Electric  Motor  Driven,  Automatic, 
Wet-pit-type 

MIIP-21214C 
NOTICE  1 

YD 

30 

Oct 

87 

L 

4320 

Pump  Unit.'Woter  Circulotion,  Electric  Motor  Driven  Skid  Bosed  Mounted . 

Mll-P-29238 

YD 

25 

Mor 

85 

L 

4320 

Pump  Units,  Centrifugal,  Woter,  Horizontal,  Generol  Service  And  Boiler  Feed, 
Electric  Motor  Or  Steam  Turbine  Driven 

MII-P-I7552E 

YD 

27 

Apr 

85 

L 

4320 

Pump-engine  System,  Centrifugol,  Water-gasoline-fuel  Oil,  Skid  Bose  Mounted  .. 

MII-P-17574C 

YD 

10 

Nov 

83 

L 

4320 

Pump,  Centrifugol,  Woter,  Diesel  Engine  Driven,  4  Inch,  600  GPM  At  50  Feet 

Totol  Head  USER-MC 

MII-P-52474B 

ME 

22 

Jon 

85 

4320 

Pump,  Uentrifugoi,  4  inen  And  6  inch,  Gosoiine  cngine  And  Gieset  Engine 

Driven,  For  Woter  USER-MC  CS 

;.UL.M0340F 

.ME 

30 

M=y 

84 

Q 

4320 

Pump,  Centrifugol,  Portoble,  Submerslbles,  Unsealed  Validated  May  81 .............. 

MIL-P.17454B  (1) 

INT  AMO  2  (SH) 

ME 

03 

Jun 

40 

4320 

Pump,  Centrifugol,  Petroleum-pipeline,  Oiesel-englne-driven,  Skid-mounted, 
2-STAGE,  6-INCH,  500  Gpm  At  555  Fool  Head  To  1.400  Gpm  At  275  Foot 
Heod  REV-84 

MIL-P-13620E 

ME 

21 

Jun 

83 

1 

4320 

Pump,  Centrifugol,  Electric  Motor  Driven  (For  Water)  USER-YD  REV-GL  MO  CS 

MII.P-52405B 

ME 

11 

Ocl 

79 

0  L 

4320 

Pump,  Centrifugol,  Submorine  Trim  And  Droin  (Series-Type  Only)  . . . . . 

Mll-P-21343  (2) 

SH 

23 

Aug 

85 

L 

4320 

Pump,  Centrifugol,  Self  Priming,  Diesel  Engine  Driven,  Wheel  Mounted,  6  Inch, 

1500  GPM  At  60  Foot  Head 

MII-P-52S450 

ME 

31 

Ocl 

83 

L 

4320 

Pump,  Centrifugol,  Sewoge  Service  For  Use  On  Novel  Ships  . . . 

MIL-P-24475  (1) 

SH 

23 

Aug 

84 

1 

4320 

Pump,  Centrifugol,  Woter,  Gosoiine  Engine  Driven,  2*1/2  Inch,  Skid  Mounted, 

MIL-P.52469B 

ME 

19 

Dec 

84 

200  GPM  At  300  Feel  Total  Heod  Auxiliory  P/iming 


CUSTODIAN 


YD 
ME  YD 

SH 

AS 


ME  YD 
YD 
ME  YD 
ME  YD 
SH 


SH 

SH 

SH 


ME 

AS 

EC 

EC 

EC 

AS 

SH 


MD  MS 

SH 

AS 

SH 
ME 

OS 
AT 

ME  YD  99 
ME  YD  99 

AT 

ME 

ME  99 
YD 

YD  99 

YD 

YD 

YD 

YD 

ME 

ME  99 
ME  SH 
ME  99 


ME 

SH 

ME 

SH 

ME 
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4320 

Pump,  Cenitifugol,  SeK-PRIMING,  Frome-MOUNTED  1-1/2  Inch,  65  GPM  At  50 

MIL-P-I4S14G 

ME 

18  Aug 

87 

ME 

99 

Feel  Tolol  Heod  (For  Woler)  REV.84  CS 

■NT  AMD  1 

1 

4320 

Pump,  Centrifugol,  Electricol  Motor  Driven,  ShoKow  Well  (For  Woler)  Validated 

MIL.P-52407A 

ME 

05  May 

76 

ME 

Dec  83  REV-MD 

4320 

Pump,  Centrifugal,  For  i>troleum  Products,  Diesel  Engine  Driven,  Self  Priming, 

MIL-P-14321E 

ME 

30  May 

84 

ME 

99 

Skid  Mounted,  Single  Stage,  6  Inch,  Grooved  Adopters,  245  GPM  At  205 

Feel  Heod  To  1120  GPM  REV.84  CS 

L 

4320 

Pump,  Centrlfugo),  Close  Coupled,  Navy  Stondord  For  Use  On  Novo!  Ships........ 

MIL-P-)7840C 

SH 

10  Mar 

86 

SH 

1 

4320 

Pump,  Centrifugol,  Periphero)  Type,  Miscellaneous  Novol  Shlpboord  Service 

MIL.P-17945A 

SH 

13  Ocl 

77 

SH 

Validated  Sep  82 

O  1 

4320 

Pump,  Centrifugol,  Boiler  Feed,  (Multi  Stage)  Validated  May  81 . . 

MIL-P-17881D 

SH 

31  Ocl 

72 

SH 

L 

4320 

Pump,  Centrifugol.  Moin  Condenser  Circuloling,  Novol  Shipboard . . 

MIL-P-186B2D 

SH 

23  Nov 

84 

SH 

Q  1 

4320 

Pump,  Centrifugol,  Condensole,  Feed  Booster  And  Distilling  Plant  USER^CS ........ 

MIL-P-)8472F  (5) 

SH 

22  Aug 

85 

SH 

1 

4320 

Pump,  Centrifugal,  Ga$oline‘engine*driven,  60  G.P.M.  Validated  Apr  67  . . 

MlL-P-22798  (2) 

CG 

20  Feb 

62 

CG 

1 

4320 

Pump,  Centrifugal,  Water  Circulotlng,  Electric  Motor  Driven  REV^CS  . . . 

MIL-P-16077C 

YD 

12  Feb 

85 

YD 

Q  1 

4320 

Pump,  Centrifugal,  Boiler  Feed,  Single  l*'ge . . . . 

MIL-P-22302  (3) 

SH 

23  Aug 

85 

SH 

O 

4320 

Pump,  Centrifugol,  Gasoline  Engine  Driven  Porloble,  Fire  Fighting  Service 

MIL-P-14359C  (2) 

SH 

31  Moy 

8S 

ME  SH 

99 

REV-ll  CS 

4320 

Pump,  Deep  Well,  Pockoglng  Of  REV>SM . . . . . . . . 

M1L-P-710E 

ME 

30  Jun 

80 

ME  YD 

1 

4320 

Pump,  Hydraulic  Rom,  Hand  Driven,  10,000  PSI  USER'AV  AT  REV.CS . 

MIL-P-S2310C 

ME 

30  Jon 

84 

ME 

Q 

4320 

Pump,  Hydroulic,  Power  Driven,  Fixed  Displocement  Validated  Feb  77  REV.MI.... 

MII.P7858  (2) 

AR 

17  Apr 

56 

AV  AS 

4320 

Pump,  Inflotlng  deflating.  Hand-operated,  Air,  Single-cylinder  Plunger  REV.CS  .... 

MIL-P-12647C 

ME 

03  Jul 

80 

ME  MC 

4320 

Pump,  Inflating,  Manual . . . . . . . . . . . 

A-A-53495 

/ 

17  Jun 

88 

4320 

Pump,  fnfloting.  Manual,  (For  Rubber  Tires)  USER'MC  REV'AT  AR  CS . 

XX.P-746E 

*ME 

25  Moy 

78 

ME 

Q  1 

4320 

Pump,  Positive  Displacement,  Main/port  Use,  Main  Boiler  Fuel  Service,  Novol 

MIL-P-18526A  (1) 

SH 

29  Jun 

87 

SH 

Shipboard  Use 

4320 

Pump,  Reciprocoting,  Power  Driven,  Diaphragm,  Gasoline  Engine  Driven,  Wheel 

MIL-P-509F 

ME 

07  Nov 

83 

ME  YD 

99 

Mounted  USER-CE  REV-MC  YD 

NOTICE  1 

L 

4320 

Pump,  Reciprocating,  Hand  Driven  Single  Acting  Bilge  REV*CS... . 

MIL-P-S223S8 

ME 

04  Jon 

85 

ME 

1 

4320 

Pump,  Rotary,  Fuel  Oil  Transfer,  Power  Driven  Validated  Oet  83...,, . . 

MIL-P-18140  (4) 

SH 

19  Ocl 

78 

SH 

L 

4320 

Pump,  Rotory,  Hand  Driven,  And  Motor,  Hydraulic  Remote  Volve  Operolion, 

MIL-P-18niA  (1) 

SH 

12  Aug 

65 

SH 

Novol  Shlpboord  Use  Validated  Jun  81 

L 

4320 

Pump,  Rotory,  Power  Driven,  Viscous  liquids  . . . . . . 

MIL-P-17608C 

YD 

15  Apr 

83 

YD 

1 

4320 

Pump,  Rotary,  Power  Driven  Fuel  Oil,  Skid  Bose  Mounted  . . . . . 

MIL-P-)7739D 

YD 

07  Jul 

88 

YD 

1 

4320 

Pump,  Rotary,  Power  Driven,  Naval  Shipboard  Mom  lubricotlng  Oil  Service 

MIL-P-18547A 

SH 

28  Jun 

63 

SH 

Validated  Jun  81 

1 

4320 

Pomp,  Rotary,  Power  Driven,  20  Gpm  Cop.,  Two  Wheeled  Hood  Corl,  Type 

MIL.P-26795B  (2) 

84 

22  Dec 

64 

99 

MC&l  VaKdated  Feb  78 

1 

4320 

Pump,  Rotory,  Power  Drive,  60  Gpm  Copocity  Mobile  ,  Type  MC&2  Validahd 

MIL-P-249S8A  (1) 

84 

02  Feb 

60 

99 

Feb  78 

1 

4320 

Pump,  Rotary,  Power  Driven,  Misceoloneous  Validated  Jun  81  USER>ME . 

MIL-P-19131  (5) 

SH 

20  Jun 

69 

SH 

1 

4320 

Pump,  Submersible,  Axial  Flow,  Electric  Motor  Driven,  46  GPM  At  6  Ft  Heod 

MIL-P-62IS4A 

AT 

06  Jun 

85 

AT 

(For  Wiler) 

1 

4320 

Pumping  Assemblies,  Aspholt,  Bulk  Transfer . . . . . . . . 

MII-P-23857B 

YD 

08  Nov 

82 

YD 

1 

4320 

Pumping  Assemblies,  Deep-well,  Electric-motor-driven . . . . 

MIL-P-28S01B 

YD 

21  Aug 

86 

YD 

4320 

Pumping  Assembly,  Flommoble  liquid.  Bulk  Transfer,  Centrifugol,  50GPM  At  )(X) 

MIL-P-3230G 

ME 

09  Jun 

87 

ME 

99 

Feet  Totol  Head,  Diesel-engine-driven  USER-MC  REV-MD 

1 

4320 

Pumping  Assembly,  liquid  Bulk  Transfer,  Diesel-engine-driven,  350  Gpm 

MIL-P-S2144E  (1) 

ME 

16  Apr 

87 

ME 

Copocity,  275  Tofol  Head,  Wheel  Mounted  USER-CS 

1 

4320 

Pumping  Assembly,  Flommoble  liquid,  Bulk  Transfer,  600  Gpm  •  Diesel  Engine 

MIL-P-28520A 

YD 

17  Dec 

86 

YD 

Driven 

NOTICE  1 

L 

4320 

Pumping  Assembly,  Water,  Wheel  Mounted,  Diesel  Engine  Driven,  Self  Priming 

MIIP-53054A 

ME 

11  Jun 

87 

ME 

Centrifugal,-6  Inch,  600  GPM  At  350  Feet  Totol  Head 

INT  AMD  I  (ME) 

C 

4320 

Pumping  Assembly,  Flammable  liquid,  Bulk  Transfer  PMU-27/M  Validated  Sep 

77 

Pumping  Assembly,  Flammable  Liquid,  Bulk  Transfer,  Trailer  Mounted 

MIL-P-38193B 

84 

23  Apr 

69 

99 

L 

4320 

MIL-P-38447B  (1) 

84 

11  Aug 

70 

99 

A/M32R'22  Diesel  Engine,  600  Gpm  Validated  Sep  77 

L 

4320 

Pumping  Unit,  Centrifugal,  Diesel-engine-driven,  Self-priming,  600  GPM  At  150 

MIL-P-53051 

ME 

2S  Feb 

8S 

ME 

PSI  And  1250  GPM  At  180  Feet  Tolol  Head 

4320 

Pumping  Unit,  Frome  Mounted,  1*1/2  Inch,  Electric  Motor  Driven,  35GPM  At 

MIL-P-5306S  (3) 

ME 

30  Jun 

87 

ME 

25  Feet  Total  Heod 

1 

4320 

Pumping  Units,  Hydroulic  MX-3196/APQ-83  And  MX-3197A/APQ-83  Validated 

MIL-P-22643B 

AS 

03  Apr 

63 

AS 

Od  84 

Ql 

4320 

Pumps  And  Motors,  Power,  Oil  Hydraulic  (Naval  Shlpboord  Use).. . . 

MIL-P-17869A  (5) 

SH 

08  Jul 

85 

SH 

L 

4320 

Pumps,  Centrifugal,  2-INCH,  Gasoline  Or  Diesel  Engine  Driven  REV-CS . . 

MIL-P-52)09E  (2) 

ME 

06  Jul 

88 

ME 

4320 

pumps.  Centrifugal,  Multistage,  Verticol,  Electric-motor-driven  (For  liquid 

MIL-P-13386D 

ME 

21  Feb 

84 

ME  YD 

99 

Hydrocarbon  Fuels) 

QL 

4320 

Pumps,  Centrifugol,  Cargo  Oil  Service,  Naval  Shipboard  Use . . 

MIL-P-I8I44A 

SH 

2S  Aug 

86 

SH 

4320 

Pumps,  Centrifugol,  Electric  Motor  Driven,  Positive  Prime,  Petroleum  Products, 

MIL-P-52327B 

ME 

04  Ocl 

79 

ME  YD 

Airfield  Defuellng  And  Receiving  USER-CE  ER  REV-AV  CS 

1 

4320 

Pumps,  Reciprocating,  Direct-acting  &  Power  Driven  (Inoctive  For  New  Design) 

MIL-P-19)58A  (1) 

SH 

25  May  64 

SH 

VoUdated-Jun  81 

4320 

Rom,  Hydroulic,  10,(XX)  PSI  REV.84  CS . 

MIL-R-S2411B 

ME 

18  Dec 

84 

ME 

99  CS 

1 

4320 

Seal,  Shaft,  Mechanicol,  low  Pressure  Type,  Self  Lubricating,  For  Generol 

MIL-5-52504C 

ME 

27  Dee 

84 

ME 

Purpose  Centrifugal  Pumps  REV-MI  CS 

L 

4320 

Tocticol  Water  Distribution  Equipment  System  (TWOS-SETS),  10  Milesegmenl..., 

MIL-T-S3023A 

ME 

1 1  Moy  88 

ME 

L 

4320 

Woter  Supply  System,  Automotic  REV-CS.. . . . . . . . . 

MIL-W.28517A 
NOTICE  1 

YD 

17  Dec 

86 

YD 

QL 

4330 

Filter  (Hydroulic),  Filter  Elements  (HIGH  Efficiency),  And  Filler  Differentiol 

MIL-F-24402D  (1) 

SH 

24  Ocl 

83 

SH 

Pressure  Indicators  REV-CS 

4330 

Filter  Assembly,  Fluid  USER-CG..... . . . . 

MIL-F-I76900 

YD 

26  Oct 

84 

ME  YD 

99 

L 

4330 

Filter  Element.  Fluid.  Pressure  FFU-5/E  REV-CS . . . . 

MIL-F-27707H  (2) 

84 

24  Apr 

80 

99 
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4330 

Filter  Eltmtnl,  Fluid  Prtiiurt,  Cocktw,  Oily  Woit«wat«r,  ExptndoU*,  And 

Prtfilttr  Elem*ntt«  Oily  Wott«wottr*  Exp«ndobl«  Volldaftd  Jan  $3 

Mll-F-53847 

ME 

34  Feb 

75 

ME  SH 

99 

1 

4330 

Filttr  Eltmtnt,  Fluid*  Prtsiur*  FFU>3/E  REV*CS . 

Mll-F-276«G  (1) 

84 

18  Mor 

81 

99 

Q 

4330 

Filttr  El«m*ht*  Fluid  Pr«i»urt  USER*MC  REV>AS  99  CS . . 

MII-F-5333SF 

84 

08  Sep 

87 

ME  YD 

99 

1 

4330 

Filttr  Eltmtnt*  Fluid*  Prttiurt  MXU&55>E  Hydrocorbon  Vapor  Rtmovol 

Vdidatad  Fab  7B 

MIL.F.27'' 

84 

33  Dec 

64 

99 

1 

4330 

Filler  El«n«nl,  Fluid  Preuur*  MXU-334/E  Volidattd  S*p  77  REV-CS  . 

Mll-F- 

84 

14  Apr 

71 

99 

L 

4330 

Filter  Element,  Fluid,  Pretture  MXU-333/E  REV-CS . 

Mll-I  ■'€ 

84 

24  Apr 

80 

99 

1 

4330 

Filttr  Eltmtnt*  Ship  Fvtl  Sytttm  Pifhlttr*  Non><ltanoblt*  High  Effkitncy  . . 

Mll-F-.. 

SH 

19  Mar 

86 

SH 

1 

4330 

Filttr  Eltmtnti,  Hydraulic,  Diipoioblt,  Gtntrol  Sptcification  Far  (Mttric) . 

Mll-F-34>a3 

SH 

28  Apr 

88 

SH 

L 

4330 

Filttr  Eltmtnfi,  Hydroulic,  Diipoioblt  Mttric . . . . . 

Mll-F-34702/1 

SH 

28  Apr 

88 

SH 

4330 

Filttr  Stporotori,  Liquid  FutI,  And  Filttr  Cooitictr  Ettmtnti,  Fb'id  Prtiiurt, 
Iniptction  Rtquirtmtnli  And  Ttit  Proetdurti  For  USER*AV  AT  SH  YD 

REV.99  CS 

MII-F-8901E 

ME 

06  Jun 

80 

ME  AS 

11 

4330 

Filttr  Stporotor,  Liquid  FutI,  Skid  Mounttd,  IS  GPM  Copocity  USER*AV 

REV-AS  CS 

MIL-F-53439E 

me 

13  Aug 

82 

ME 

99 

1 

4330 

Filttr  Stporotor,  Liquid  FutI  FFUe18/E  Through  FFU‘24/E  REV'CS  .e.................... 

MII-F-S3243A  (3) 

84 

30  Apr 

82 

99 

4330 

Filttr  Stporotor,  Liquid  FutI,  Fromt  Mounttd,  3S0  GPM  Copectly  USER*AT  AV 

MC  SH  REV-11  84 

MII-F-53M6E 

84 

28  Jul 

86 

ME  AS 

84 

4330 

Filttr  Stporotor,  Liquid  FutI,  Fromt  Mounttd,  IX  GPM  Copocity  USER-AV  AT 

MC  REV44 

MII-F-33S56F 

INT  AMD  1 

ME 

20  Apr 

82 

ME  AS 

99 

Q 

4330 

Filttr  Unit,  Fluid,  Prtiiurt  MXU>406/M,  Abiolutt  S  Micron,  Hydroutk  USER>MI 
REV-ME  11 

MII-F-376S6C 

83 

20  Nov 

87 

AV 

99 

L 

4330 

Flller-SEPARATORS,  liquid  Fuel,  SO  Gpm  (189  lilen)  Copocity  USER-AV 

REV-AT  MO  MR  TE 

MII  F-53667E  (1) 

ME 

29  Jun 

87 

ME 

L 

4330 

Filttr-Mporotor,  Liquid  FutI  FFU-1/E  USER-YO  . . . . . . 

MII-F-37639D  (3) 

84 

13  May 

81 

99 

4330 

Filttr*itperotor,  Liquid  Futit  Fromt  Mounttd,  6X  GPM  Copocity  (^71  Llttr 

Ptr  Minutt)  USER-AV  MC  REV-MR  AT  YD  84 

MII-F-53694D 

ME 

07  Aug 

87 

ME  AS 

99 

L 

4330 

Filler-Mporotor,  liquid  Fuel  FFU-3/E  USER-YD . 

MII-F-37630D  (3) 

84 

12  May 

81 

99 

Ql 

4330 

Filttr-Mporoton  And  Filttr  Eltmtnti,  Fluid,  Prtiiurt,  Aviotion  And  Dltitl  FutI, 
Novol  Shipboord  REV-CS 

MIL-F-1M18F  (4) 

SH 

28  Feb 

85 

SH 

1 

4330 

Fllter-iporolor,  liquid  Fuel  FFU-2S/E  VdidaHd  Jun  83  USER-AS  SH  REV-99  ES 

Mll-F-83403 

84 

11  Jun 

73 

99 

4330 

Filttr/itporotor  Eltmtnl  Kit,  Liquid  FutI  FFU-11/E  REV-CS . . . 

MII-F-38009F  (1) 

84 

13  Moy 

81 

ME 

99 

L 

4330 

Filttri,  Fluid,  Prtiiurt,  Fttdwoftr . . . . . . . . . 

MII-F.17359C 

YD 

12  May 

83 

YD 

Ol 

4330 

Monitor,  Contominotion,  FutI  Oliptniing  Syittm  USER-YO  REV-MC . . . . . 

MII-M-S1380C 

AS 

13  Jon 

86 

AS 

Ol 

4330 

Pumpi,  Ctntrifugol,  MiictHontoui  Strvict  Novol  Shipboord  Uit . . . . 

MII-P-17639F  (3) 

SH 

17  Jun 

87 

SH 

1 

4330 

Purificotion  Unit,  Troniportoblt,  Hydroulic  Fluid  (Novol  Shipboord  Uit) 

Validatad  Fab  80 

Mll-f'-2451S 

SH 

18  Dec 

74 

SH 

Q  L 

4330 

Purifier,  Cenirlfugol,  Oil,  Novol  Shipboord  Validoltd  Mar  83  USER-CS . 

MII-P-30633A  (1) 

SH 

08  Sep 

60 

SH 

Ql 

4330 

4330 

PurHitr,  Ctntrifugol,  Jtt  FutI,  Novol  Shipboord . . . . . . . . . 

Purifier,  Solid  Eiecllng  (SeH  Cleoninq),  Cenirifvqol,  Fuel  &  lube  Oil . 

MII-P-33088A 

Mll-P.34710 

SH 

SH 

07  Mor 
13  Dec 

89 

88 

SH 

SH 

1 

4330 

Stporotor  Syittm,  Oil  Wottr,  CooltKtr  Typt,  S  GPM  CopcKity  VW/dbttd  Jon 

82 

Stporotor,  Oil  Wottr,  Cooitictr  Typt,  Filttr  Eltmtnti,  Fluid  Prttiu^, 

Cooitictr,  Oily  Woittwottr,  Exptndobit,  8i  Prtfilttr  Eltmtnti/  Oily 

Woitfwottr,  Exptndobit  Validafad  Jan  82  USER-TM  CG  SH 

Mll-S-53851 

ME 

31  Mar 

75 

ME 

1 

4330 

Mll-$-3384« 

ME 

X  Mor 

75 

ME 

E 

4330 

Ttrminol,  Choin  To  Tumbuckit  •  Otc  61  W/dod  Exetptioni  Y^idota^  Apr  82 
REV-ME  ER  10 

NA$  388-61 

AS 

14  Jun 

74 

AV  AS 

11 

L 

44GP 

Cortridgt,  Abiorbtnt,  M2 . . . 

MII-C-13380A 

EA 

29  Dec 

55 

EA 

L 

4410 

Ilowtr,  Soot  (Shipboard  Um)  Validatad  Apr  84 . . . . . 

MII-B-1947A  (5) 

SH 

11  Jul 

66 

SH 

4410 

8oiltr,  Fluidiztd  8td,  Sttom  &  Hot  Wottr,  High  &  Low  Prtiiurt,  FirtNbt, 
Pockogtd  Typt  (2,0X,0X  To  SO,OX,OX  ITU/H  USER-MC  CG  REV-CE 

Mll-8-39303 

yd 

17  Dec 

86 

ME  YD 

99 

4410 

Soiltr,  Sttom  8i  Hot  Wottr,  High  8  Low  Prtiiurt,  Firttubt,  Pockogtdtypt 

USER-CE  MC  REV-84  CS 

MII-B-174J3D 

yd 

29  Jul 

83 

ME  YD 

99 

•4410 

Soiltr,  Sttom  8  Hot  Wottr,  High  8  Low  Prtiiurt,  Foretd  Crcvkrtimi,  Pockogtd 
Typt  (4X,0X  8TU  Ptr  Hour  8  Ovtr  Output  Copocity)  USER-CG  REV-CE 

MII-8-17338E 

yd 

10  Aug 

84 

MO  YD 

99 

L 

4410 

Soiltr,  Sttom,  High  Prtiiurt,  Auxiliory  Firt  Tubt  Typt,  Novol  Shipbowd . 

MII-B-16907G 

SH 

37  Moy 

88 

SH 

1 

4410 

Soiltr,  Sttom,  High  Prtiiurt,  Wottr  Tubt  Typt,  Auxiliory  Novy  ^ipboord 
Validatad  Jun  81 

MII-B-16747C 

SH 

32  Apr 

63 

SH 

4410 

Soiltr,  Sttom,  High  Prtiiurt  Wottr  Tubt,  Pockogtd  Typt,  (5,0X  To  50,OX 
Poundi  Ptr  Hour  Firtd  Sy  Cool,  Oil,  Goi  Or  Combinotion  Oil/goi)  USER>CE 

MIL-B-33170A 
NOTICE  1 

YD 

17  Dec 

86 

ME  YD 

99 

L 

4410 

Soiltr,  Sttom,  High  Prtiiurt,  Novol  Ship  Propuliion  Validatad  Jun  8/................ 

MII-8-1B381D 

SH 

33  Sep 

75 

SH 

L 

4410 

Soiltr,  Sttom,  High  Prtiiurt,  Wottr  Tubt,  Foretd  Circulotion  Typt,  Auxiliory, 

Novol  Shipboord  Validatad  Jun  81 

MII-B-31331C 

SH 

19  Jun 

67 

SH 

4410 

Soiltri,  Sttom,  Wottrtubt,  Pockogtd  Typt  (Output  3,(X)0,0X  To  12S,0X,0X 
STU/HR,  Optrotlng  Prtiiurt  IX  To  9X  PSIG)  REV-CE  SA  84 

MII-B-17095F/G 

YD 

07  Apr 

87 

ME  YD 

99 

1 

4410 

Chtmicol  CItoning  Of  Moin  And  Auxiliory  Soiltri  (SuKomic-citric  Acid  Mtthod) 

MII-STD-1607A 

SH 

11  Aug 

87 

SH 

4410 

Fttdtr,  Soiltr  Wottr  Trtotmtnf,  Sy-poii  And  Compound  Rtctivtr  Typti 

USER-ME 

MII-F-18113D 

YD 

06  Feb 

84 

YD 

99 

L 

4410 

Htoltr,  Wottr,  liquid  FutI,  Skid  Mounttd,  6X  GPH,  M2  . . 

Mll-K-5117ir 

CA 

03  Feb 

87 

EA 

.■!410 

Htottr,  Wottr,  Oil  Firtd  Validatad  May  82  USER-CG  . . . 

MII-H-53036D 

ME 

07  Sep 

76 

ME  YD 

99 

1 

4410 

Proetdurti  For  Sttom  Purity  Mtoiurtmtnt  Novol  Propuliion  Soiltri . 

MII-STD-1363A 

SH 

06  Jul 

87 

SH 

4410 

Rtgulotor,  Soiltr  Fttd  Wottr,  Automatic  USER*CG  REV-CE. . . . 

MII-R-18116D 

YD 

38  Oct 

88 

YD 

99 

L 

4430 

Condtfiitr,  Sttom,  Surfoec  Novol  Shipboord . . . . . . 

MII-C-15430J  (3) 

SH 

16  Jun 

S3 

SH 

1 

4430 

Cooltr,  Fluid,  Afttr  Air,  Dititl  Engint,  Novol  Shipboord  Validatad  Jun  8/.......... 

MIL-C.19713A  (3) 

SH 

8  Jun 

62 

SH 

1 

4430 

Cooltr,  Fluid,  Induitriol,  Air  Motor  And  Gtntrotor,  Novol  Shipboord... . . 

Mll-C-198368 

SH 

19  Dec 

88 

SH 

L 

4430 

Cooltr,  Fluid,  Induitriol,  Novol  Shipboord  (Sompit  Wottr  Cooltri) . . . 

MIL-C.175S7E 

SH 

09  Stp 

88 

SH 

1 

4430 

Cooltr,  Fluid,  Novol  Shipboord  (Hull  Cooltn)  Validafad  Apr  $2 . . . . . 

MII-C-163S8C  (1) 

SH 

21  Mor 

66 

SH 

1 

4430 

Cooltr,  Fluid,  Novol  Shipboord,  Lubrieoting  Oil,  Hydroulic  Oil,  And  Frtih  Wottr 

MII-C-1S730K  (3) 

SH 

38  Oct 

83 

SH 

1 

4430 

Eductor,  Goielint.  Oil,  Or  Wottr  Validatad  Apr  82 . . . 

Mll-E-34137  (1) 

SH 

10  Jon 

69 

SH 

Ql 

4430 

4430 

Htottr  (Tonki),  Fluid,  Ototroting,  Soiltr  Fttd  Wottr,  Nov^  Shipboord  Um  ...... 

Htottr,  Fluid,  Ototroting  (For  Wottr  Only)  1,0X  To  1,6X,0X  Poundi  Ptr 

Hour  Copocity  Validatad  Oac  86  REV-CE 

Mll-H-li787F 

MII-H-17660C 

SH 

YD 

19  Dec 
17  Dec 

88 

86 

SH 
ME  YD 
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L 

4420 

Heater,  Fluid,  Fuel  Oil,  Novol  Shipboord. . . . . . . . . 

MIL-H-16313D 

SH 

31  Aug 

82 

SH 

L 

4420 

Heater,  Fluid,  Industrlo)  (Lubricating  Oil)  (For  Naval  Shipboard  Use)  . . 

MIL-H-I7428S 

SH 

02  S.p 

88 

SH 

1 

4420 

lockplate  (issue  Conlrotled*requests  By  Other  Than  Dod  Activities  Must  Be 

MS-18288C 

SH 

14  Aug 

78 

SH 

Submitted  Via  The  Freporing  Activitty  Of  The  Spec.)  Validated  Sep  83 

4420 

Water  Cooling  Of  Shipboard  Electronic  Equipment,  Generol  Specificoilon  For 

MIL-W-21965D 

SH 

05  Feb 

88 

SH 

REV-EC 

4430 

Forges,  Furnoces,  And  Ovens  (Exclusive  Of  Spoce  Heating  And  Cooking), 

MIL-F-3296D 

ME 

11  Oct 

78 

ME  YD 

99 

Packaging  Of  USER-MC  REV-SM  SH 

1 

4430 

Oven,  Thermal  Drying,  Electric  Validated  Aug  87 . . . . . 

MIL-0-SI377 

AS 

08  Sep 

66 

AS 

NOTICE  1 

L 

4430 

Oven,  Thermo!  Drying,  Electric  Validated  Nov  82 . . . . . 

MIL-O-83990  (1) 

84 

11  Mar 

76 

99 

1 

4440 

Air  Dryer  Mark  12  Mod  0  Validated  Feb  84  REV*GS...... . . . 

MIL-A-21713  (2) 

os 

30  Jun 

65 

OS 

1 

4440 

Cobinet,  Drying,  Forochute,  Type  MA*1  REV«11  . . . . . 

Mll-C  4976C 

84 

31  Jan 

89 

99 

1 

4440 

Cortridge,  Desiccant . . . . . . . 

Mll-C-83996  (1) 

84 

20  Jun 

79 

99 

Q  1 

4440 

Cortrldge,  Gas  Furifier,  Extremely  low  Dewpoint,  Type  MA&2  REV'CS . 

MIL-C-260S8C  (2) 

84 

17  Mar 

81 

99 

Q  1 

4440 

Cortridge,  Oxygen  Furifier,  Type  MAO  REV>CS . . . . . . 

MII-C-4952E 

84 

28  Nov 

88 

99 

L 

4440 

Cylinder,  Dehydrator  USER-ME  AV  REV-OS . 

MIL-C-83960A 

84 

28  Nov 

88 

99 

4440 

Dehumidifler,  Dry  Desiccant  Type,  Automatic,  Continuous  Duty  USER*MI  CG 

MIL-D-16886G 

YD 

22  Nav 

82 

ME  YD 

99 

REV-MS 

4440 

Dehumidifier,  Rotary,  Dry  Deslccont  Type,  Automotic,  Contlnous  Duty  USER-CE 

MIL-D-28594A 

YD 

20  Oct 

82 

ME  YD 

99 

GL  MC 

L 

4440 

Dehumidifier,  Space  USER-YD  REV-ME  YD  . . . . . . 

A-A-50746 

84 

07  Aug 

87 

99 

1 

4440 

Dehumidifler,  Space,  Mechanically  Refrigeroted,  Self-contained,  Nova! 

MII-D-19947A  (1) 

SH 

14  Oct 

64 

SH 

Shipboord  Validated  Jun  8i 

L 

4440 

Dehumidifiert,  Rotary,  Desiccant,  Electric  (For  Shipboord  Use)  Validated  Jun  81 

MIL-D-24322 

SH 

02  F.b 

68 

SH 

L 

4440 

Dehydrator,  Condenser-filter  Low  Pressure  Air,  For  Speclol  Applications . 

MIL-D-24693 

SH 

23  Nov 

87 

SH 

L 

4440 

Dehydrator,  Deslccont,  HD‘186-ASQ  Validated  Jan  82  REV-CS . . . 

MIL-D-9394A 

84 

26  Aug 

74 

99 

1 

444^1 

Dehydrotor,  Deslccont,  Electric  (For  Bogged  Desiccant  Validated  Sep  85 . 

Mll-D-21576 

AS 

11  Aug 

58 

AS 

4440 

Desiccant  Contolner,  DehumIdifier  USER-AS  YO  REV-EA  ME  SA  OS  SH  ............ 

MIL-0-32638 

SH 

20  Jul 

87 

ME  SH 

L 

4443 

Drier,  Infrored  Validated  May  82 . . . . . . . 

MIL-D-52277A 

ME 

24  Jun 

76 

ME 

L 

4440 

Dryer,  Air,  Low  Pressure  Validated  Jun  8 1  . . . 

MIL-D-S3934A 

84 

21  S.p 

72 

99 

L 

44S0 

Burner,  Carbon  Monoxide  And  Hydrogen,  Catofytic  Type  (Mark  W  E)  Novol 

MIL-B-23401D 

SH 

04  Oct 

77 

SH 

Submarine  Use  Validated  Sep  82 

L 

44S0 

Burner,  Corbon  Monoxlde  And  Hydrogen,  Cotolytlc  Type  (Mork  V)  Validated 

MIL-B-24535  (2) 

SH 

29  Dec 

78 

SH 

DeeB3 

L 

4460 

Collector  Unit,  Dust,  With  Fan . . . . . 

MIL-C-16703E 

YD 

30  Sep 

87 

YD 

NOTICE  1 

i 

4460 

D-hydralar,  Deticconl,  Semi  Automalie,  High  Pr.Mur.  Air . . . 

MIL-D-17847E 

SH 

26S.P 

87 

SH 

1 

4460 

Dehydrator,  low  Pressure  Air,  For  Special  Appllcotions  REV-EC . . . 

MIL-D-33523D 

SH 

23  Nov 

87 

SH 

L 

4460 

Filter,  Air,  Activated  Corbon,  Submorine  Sanitory  Tank  Vent  And  Woter  Closet 

Mll-F.159190 

SH 

08  Nov 

71 

SH 

Validated  Jun  8! 

L 

4460 

Filter,  Air,  Electrostatic  (Precipitator)  With  Power  Supply  For  Environmentol 

MIL-F-22963B  (1) 

SH 

08  Jul 

85 

SH 

Control  Systems  USER-ME 

4460 

Filters,  Electronic  Air  Cleaning,  Ionizing  Plate  Type  REV-GS . . . 

F-F-320B 

/YD 

23  Jun 

85 

YD 

99 

4460 

Gate,  Blast,  Low  Pressure,  Sheet  Metol  Pipe  Systems . . . . . 

A-A-50468 

YD 

19  May  83 

L 

4460 

Plont,  Corbon  Dioxide  Removal,  Liquid  Absorbent  Type  (For  Submarines) . . 

MIL-P-24082C  (1) 

SH 

01  Jul 

82 

SH 

1 

4460 

Plant,  Corbon  Dioxide  ^emovaVValidated  Apr  82 . . . . . 

MtL-P-24540 

SH 

23  Jul 

76 

SH 

1 

4460 

Precipitator  (Electrostotlc),  Vent  Fog, shipboard  Use  Validated  Jun  81  . . . 

Mll-P-23917  (2) 

SH 

21  Jun 

67 

SH 

4SGP 

Alloys,  Aluminum,  Plane  Stroln  Fracture  Toughness  Testing  OF-24  Feb  1984 

ASTM  B645-84 

YD 

13  Jul 

84 

MR  YD 

99 

REV-IS 

4510 

Amerlcon  Notionoi  Standard  For  Plostic  Lavatories  •  2  May  80  USER-CE  MC 

ANSI  Z124.3-80 

YD 

16  Jon 

81 

YO 

99 

REV-CS 

4510 

American  National  Stondord  For  Plastic  Shower  Receptors  And  Shower  StoHs  • 

ANSI  Z124.2-80 

YD 

16  Jon 

81 

YD 

99 

2  May  80  USER-CE  MC  REV-CS 

4510 

Arresters,  Water  Hammer  -  31  Dec  84  USER-CE  MC  REV-CS.... . . . 

ASME  A112.26.1M-84 

YD 

25  Jon 

85 

ME  YO 

99 

4510 

Both  Unit,  Automoled,  Multi  Heod  USER-MC  REV-MD  ME  CS . . . 

MII-B-43998B  (2) 

GL 

06  Aug 

85 

GL 

99 

4510 

loth  Unit,  Portable,  8  Showerhood,  M-12S8  VoUdattd  Jun  SS  REV-MO  ME  CS.. 

MIL-B-52075F  (2) 

GL 

18  Jul 

80 

GL 

99 

4510 

Bothtub  Units,  Plastic  -  2  Moy  80 . 

ANSI  ZI24.1-80 

YD 

16  Jan 

81 

YO 

99 

4510 

Cleonouts  ■  5  May  63  USER-CE  MC  REV-CS  . . . 

ANSI  A112.36-2M-83 

YD 

16  May 

84 

ME  YD 

99 

4510 

Dispenser,  Poper  Towel  USER-YD  MC  REV-CE  . . . . . 

A-A-2380 

* 

22  Aug 

85 

ME 

99 

4510 

Dispenser,  Soap  Validated  Mar  84 . . . . . . . . . 

FF-D-396H 

•CS 

09  Mor 

77 

YD 

84 

4510 

Dispenser,  Soop,  Waterless  Poste  . . . . . . . . . . . . 

A-A-274 

/GS 

25  Nov 

88 

4510 

Dispenser,  Soop,  Lather........ . . . . . . . . 

A-A-275 

/GS 

25  Nov 

88 

4510 

Dispenser,  Toilet  Paper,  Cobinet  Validated  Nov  88  USER-YD  REV-CS . . 

WW-D-1908A 

•GS 

25  Nov 

88 

4510 

Dispensers,  Soap,  Powder . . . . . . . . . . . . 

A-A-276 

/GS 

25  Nov 

88 

4510 

Drain,  Floor  •  1  D«  80  USER-CE  MC  REV-CS . - 

ANSI  A112.21-IM-80 

YD 

28  May  82 

ME  YD 

99 

4510 

Oroln,  Floor,  Cost  Iron  Valithted  Oct  84  REV-CS . . . . . 

MIL-D-3156C 

ME 

22  Aug 

79 

ME 

99 

4510 

Drain,  Lovotory  And  Stopper,  Waste  Droln  Validated  Nov  88  . . 

WW-D-001991 

/GS 

27  Jon 

78 

4510 

Oroln,  Roof,  American  Ndtionol  Stondord  •  31  Jut  83  USER-CE  MC  REV-CS ...... 

ANSI  A112.21,2M-83 

YD 

21  Sep 

83 

ME  YD 

99 

4510 

Drinking  Fountoln  Portable  (Pressure  And  Gravity) . . . . 

RR-D-640e 

t 

19  Nov 

75 

4510 

Enomeled  Cost  Iron  Plumbing  Fixtures,  American  Notionoi  Standard  For  •  3  Apr 

ASME  An2.17.1M-87 

YD 

13  Jon 

89 

ME  YD 

99 

87  USER-CE  ME  REV-84  CS 

4510 

Eyewosh  &  Shower  Equipment,  Emergency  •  12  June  81  USER-CE  MC  MS 

ANSI  Z358-1-81 

YD 

23  S.p 

83 

ME  YO 

99 

REV-84  CS 

4510 

Faucet  (Drum  And  Borrel)  USER-MC  REV-CS  . . . . . . 

WW.F-25B 

•ME 

31  Oct 

77 

ME 

99 

4510 

Faucet,  Double . . . . . . . . . . 

A-A-231 

/GS 

25  Nov 

88 

4510 

Foucet,  Double,  Single,  And  Lowh  (Loundry  Sink,  Kitchen,  And  lovotory)  (land 

WW-F-001910  (2) 

/ 

02  Aug 

77 

4510 

Foucet,  town . . . . . . . . . . 

A-A-232 

/GS 

25  Nov 

88 

4510 

Foucet,  Single  (Sink,  Hose) . . . . . . 

A-A-233 

/GS 

25  Nov 

88 

4510 

Foucet,  Single  (lovotory) . . . . . . . . . . 

A-A-234 

/GS 

25  Nov 

88 

4510 

Foucet,  Single  (Drum  Biborrel)  USER-MC  REV-CS  . . . . . 

A-A-2079 

•ME 

06  Oct 

82 
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1. 

4510 

FouctI,  Single  &  Double^  Compresiion  &  Sell  Closing  Type„  Novol  Shipboord 

MIL-F.163G 

SH 

13  Dec 

85 

SH 

USER-SH  REV-CS 

NOTICE  2 

4510 

Finished  &  Rough  Brass  Plumbing  Fixture  Fittings  •  16  Nov  79  REV*CS  . . 

ANSI  A112.18.1M-79 

YO 

12  Moy 

82 

ME  YD 

99 

4510 

Floot,  Tonic . . . . . . . . . . . . . . . . 

A-A-246 

/GS 

25  Nov 

88 

4510 

Homme  Arresters,  Woter  •  Sep  77  Validated  Apr  88  REV*CS................... . 

PDI  V7H201-77 

NOTICE  1 

YO 

18  Apr 

88 

ME  YD 

99 

4510 

Hond  Drier,  Blower,  Electric  USER-MC  YD  REV.84  CS . 

W-H-50e  (1) 

/SH 

01  Nov 

85 

Gl  SH 

99 

L 

4510 

Heads,  Sprinkler  &  Washdown  (  Inoctive  For  New  Design)  Validated  Avg  80 

MIL-H-19387A 

SH 

20  Jul 

70 

SH 

REV-CS 

4510 

Holder,  Soop  (Disposoble)  Validated  Nov  88 . . . . . . 

WW-H-560B 

INT  AMD  (1) 

t 

25  Nov 

88 

4510 

Holder,  Toilet  Paper  (Single  Roll)  Validated  Nov  68  USER-YD  CS  . . 

WW.H.1911A 

% 

25  Nov 

88 

1 

4510 

Lovotory  And  Accessories,  Aircralt  REV>CSe.... . . . . . 

MIL-l-38779  (1) 

84 

25  Ian 

82 

99 

4510 

Plostic  Lavatories,  Stondord  For  >  14  Apr  1986  USER>CE  MC  REV*CS  . . . 

ANSI  Z124.3-86 

/YD 

29  May 

87 

99 

4510 

Plumbing  Fixtures  And  Accessories,  Pockaging  01  USER*MC  REV>SM . . . 

MII-P-12808E 

ME 

08  Oct 

81 

ME  YD 

99 

4510 

Plumbing  Fixtures  (Generol  Specilicotion)  USER*MC  REV*CE  MS  CS  . . 

WW-P-541E  (1) 

/YD 

15  Jun 

88 

ME  YD 

99 

4510 

Plumbing  Fixture,  Enameled  Cost  Iron  >  15  Sep  1979  Validated  Jan  83  REV>CS.. 

ANSI  A112.19.1M-79 

YD 

22  Oct 

79 

ME  YD 

99 

4510 

Plumbing  Fixtures  (Water  Closets)  (Detail  Specilicotion)  Validated  May  85 

WW-P-541/1B 

/YD 

01  Aug 

80 

ME  YD 

99 

USER-CE  MS  MC  REV-CS 

4510 

Plumbing  Fixture  (Urinols,  Land  Use)  (Detoil  Specification) May  85  .... 

WW.P.541/2B 

/YD 

01  Aug 

80 

ME  YD 

99 

4510 

Plumb’ng  Fixtures  (Bolhtubs)  (Detoil  Specification)  Validated  May  85  US£R>CE 

WW-P-541/38 

/YD 

01  Aug 

80 

ME  YD 

99 

MS  MC  REV-CS 

4510 

plumbing  Fixtures  (Lovotories)  (Detoll  Specification)  Validated  May  85 . 

WW-P-541/4B 

AD 

01  Aug 

80 

ME  YD 

99 

4510 

Plumbing  Fixtures,  Vitreous  China  •  21  Jun  82  REV.CS. . . . . . . . 

ANSI  A112-19.2M-82 

YD 

21  Jon 

83 

ME  YD 

99 

4510 

Plumbing  Fixtures,  Stainless  Steel,  (Designed  For  Resldentiol  Use)  •  24  Feb  76 

ANSI  A1 12.19.3-76 

YD 

16  Jul 

79 

ME  YD 

99 

Validaltd  Jan  S3  REV-CS 

4510 

Plumbing  Fixtures  (Sinks,  Kitchen,  Service,  8k  Laundry  Trays)  (DetoH 

WW.P.541/SB 

/YD 

01  Aug 

80 

ME  YD 

99 

Specification)  Validated  May  85  MS  MC  REV*CS 

4510 

Plumbing  Fixtures  (Drinking  Fountolns)  (Detoil  Specificotion)  Validated  May  85.. 

WW.P.541/6B 

INT  AMEND  1 

/YD 

01  Aug 

80 

ME  YD 

99 

4510 

Plumbing  Fixtures  (Shower  Both  And  Emergency  Eye  And  Foce  Wosh  Outfits) 

WW.P.S41/7C 

/YD 

01  Aug 

80 

ME  YD 

99 

Volidottd  May  SS  USER-MC  MS  REV-CE  CS 

INT  AMD-1 

4510 

Plumbing  Fixture  (Accessories,  land  Use)  (Detoil  Specificotion)  Validated  May 

WW.P.541/BB 

/YD 

01  Aug 

80 

ME  YD 

99 

SS  USER-MC  CG  REV-MS 

4510 

Plumbing  Fixtures  (Medicol  Focilitles,  Lend  Use)  Validated  May  85  REV.CE  MS 

CS 

Pump,  Positive  Displocement,  Rotory  Validated  Jan  62  REV.CS . . . . . 

WW.P.541/9B 

/YD 

01  Aug 

80 

ME  YD 

99 

L 

4510 

MIL-P-83971  (1) 

84 

17  Nov 

78 

99 

4510 

Rod.  Tank  Floot,  Water  Closet . . . 

A-A-249 

/GS 

25  Nov 

88 

4510 

Sect,  Water  Closet . . . . . 

A-A.2388 

t 

18  Ocl 

83 

4510 

Shower  Heod,  Boll  Joint  (Integral  Flow  Control)  USER.MC  99 . 

WW.S.1913A 

♦ME 

19  Ocl 

77 

99 

4510 

Shower  Head,  Boll  Joint . . . . . . . 

A.A.240 

/GS 

25  Nov 

88 

1 

4510 

Shower  Heods  And  Outfits  (Shipboard  Use)  REV*CS  . . . 

MIL.S.955D 

SH 

17  Feb 

88 

SH 

4510 

Shower  Receptors  And  Shower  Stolls,  Plostic, cmericon  Notionoi  Stondord  For 

ANSI  Z  124.2-87 

YD 

01  Sep 

88 

YO 

99 

-3  Nov  87  USER-MC  REV-84  CS 

L 

4510 

Sink  (Novel  Shipboard  Use)  Validated  May  81  REV'SH  CS . . 

MIL-S.2041A  (1) 

SH 

21  Mof 

66 

SH 

1 

4510 

Sink,  Sonitizing  (Submorine  Service)  Validated  Oct  83  REV'SH  CS . . . . 

MII.S.23566A  (2) 

SA 

22  Apr 

69 

SA 

L 

4510 

Sink,  Service,  Novol  Shipboard  Validated  Apr  81  REV'SH  CS . 

MIL.S.2143B  (1) 

SH 

31  Mor 

69 

SH 

4510 

Sinks,  Scullery  Service,  And  Oroinboords  REV.84  CS  . . . . . 

MIL-S-19114D 

YD 

02  Mor 

87 

YD 

99 

4510 

Soop  Holder,  Disposoble . . . . . . . 

A-A-296 

/GS 

25  Nov 

88 

4510 

Sloinless  Steel  Plumbing  Fixtures  (Designed  For  Resldentiol  Use)  Americon 

ASME  A112.19.3M.87 

YD 

13  Jon 

89 

ME  YD 

99 

Notional  Stondord  For  3  Apr  87  USER.MC  REV.84  CS 

4510 

Stopper,  Woste  Droin  . . . . . . . . . . 

A-A-2124 

t 

08  Jun 

83 

4510 

Supports  For  Off  The  Floor  Plumbing  Fixtures  For  Public-Use  •  15  Nov  79 

ANSI  A112.6.1M.79 

YO 

05  Jun 

87 

me  yd 

99 

REV.CS 

NOTICE  1 

4510 

Tanks,  And  Plostic  Water  Closet  Bowls,  Americon  Notionoi  Stondord  For  14 

ANSI  Z124.4-86 

YO 

18  Moy 

87 

ME  YD 

Apr  86  USER-MC  CS  REV-CS 

4510 

Testing  And  Rating  Procedures  For  Greose  Inteceptor  With  Appendix  Of  Sizing 

PDI  GIOI'81 

YO 

15  Apr 

88 

ME  YD 

99 

And  Instollotion  Doto  •  1  Oct  81  Validated  Apr  88  USER'CE  MC  MS  REV-GS 

NOTICE  1 

4510 

Toilet,  Aircroft,  Chemicol  REV.CS . . . . . . . 

MIL.T-25186A  (3) 

84 

10  Sep 

82 

AS 

99 

4510 

Toilet,  Portoble,  Selhcontained  Validated  Nov  88 . . . . 

WW.T.1765A 

INT  AMD  (1) 

t 

25  Nov 

88 

4510 

Trap,  Droin,  Plumbing  Fixture  (P*lrop),  (Land  Use)  USER.SH . . . 

WV/.T-001914  (1) 

t 

05  Ocl 

77 

4510 

Trim  For  Water  Closet  Bowls,  Tonks,  Ar>d  Urinols  >  30  Jun  79  Validated  Jon  85 

ANSI  A1 12.19.5-79 

YD 

22  Aug 

80 

ME  YD 

99 

USER-CE  MC  REV-CS 

1 

4510 

Tub,  Stotionory,  laundry  Validated  May  81  . . . . . . . 

MIL-T.24297 

SH 

01  Sep 

67 

SH 

4510 

Urinol,  Stotionory,  Aircroft  REV*MD  CS  . . . . . 

MII.U.6632B  (1) 

84 

06  Dec 

82 

AS 

99 

4510 

Volve  Flush,  Bulb,  Flush,  Guide  Arm,  LIFT  Rods.  And -Trip  Lever  Assembly, 

WW.V.001916 

/GS 

25  Nov 

88 

(Water  CIoselTonk)  (Land  Use)  Validated Nov-68 

4510 

Volve,  Floot,  Rod,  Tank  Floot,  And  Floot,  VoIve  fWater  Closet),  (land  Use) . . 

WW-V.001915 

t 

23  Ocl 

75 

4510 

Volve,  Flush  (Flushometer),  Woter  Closet,  Urinol,  And  Service  Sink  Validated 

MIL-V.29193 

YD 

01  Apr 

80 

me  YD 

yy 

Moy  84  REV-CS 

L 

4510 

Volve,  Flush  (Shipboord)  Validated  Apr  1 1  V.CS  . . . 

MIL-V.15020F 

SH 

16  Ocl 

68 

SH 

4510 

Valve,  Inlet,  Antisiphon  (Woter  Closet) ........  ..................................................... 

A-A-248 

/GS 

25  Nov 

8C 

4510 

Woter  Hommer  Arresters  REV>CS  . . . . . . . . . . 

DPI  WH201-77 

YD 

15  Apr 

83 

me  yd 

99 

4520 

Arrester,  Spork,  M  1941  REV<ME  MD  MC  84  CS............ . . . . 

MIL-A-540038 

GL 

30  Sep 

85 

Gl  YD 

99 

4520 

8oiler  And  Related  Equipment,  PockogTng  Of  USER'GL  REV*SM  SH  CS.............. 

MIL-B.31S0D 

ME 

11  Jun 

82 

ME  YO 

99 

4520 

Boiler,  Healing  10,006,600  BTU  Per  Hour  Ma.  USER-MC  REV-CE  ME  CS _ 

MII.B.18897E 

NOTICE  1 

YD 

17  Dec 

86 

YD 

99 

1 

4520 

Boiler,  Heoilng,  low  Pressure,  Hot  Woter  Novel  Shipboord  Validated  Jun  81 

MII-8.17748C  (1) 

SH 

05  Nov 

62 

SH 

USER-ME  REV-CS 

4520 

Boiler,  Sleom,  low  Pressure,  Firelube  USER'CE  MC  R£V'84  CS  . . . 

MIL.B.I6220F 

YD 

25  Aug 

88 

ME  YD 

99 

4520 

Burner  Assembly,  Spoce  Heater  Validated  Jon  89  USER'MC  REV'84  CS  ............ 

MII-B.2029F 

NOTICE  1 

Gl 

12  Jon 

89 

Gl  YO 

99 

247 
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4520 

Cop,  Flue,  4.INCH,  Cyllndricol  USER-MC  REV-MD  ME  CS  . . 

MIL-C-10872E 

GL 

30  Sep 

85 

4520 

Cop,  Fluft  Cytindricol  USER'MC  REV>CS . . . . . . 

A-A-50464 

•YD 

20Ocl 

82 

4520 

Control,  FutI  Flow,  Oil  Burner  USER>CE  MC  REV*CS  . . . . . 

MIL-C-43343B 

Gl 

31  Mor 

86 

4520 

Damper,  Flue,  4  Inch  USER-MD  MC  REV-ME  84  CS . 

MIL-D-1427C 

GL 

09S.P 

88 

4520 

Furnocti,  Worm  Air  &  Heaters,  Unit,  Forced  Air  Circulotion,  Oil  &  Got  Fired 
REV-CE  MO  CS 

MIL-F-17104E 

YD 

08  Jun 

84 

l 

4520 

Heoter,  Convection  Steom  Or  Hot  Woter  REV>CS  . . . . . . . 

MIL-H-18551C 

YD 

20  Jul 

83 

Q  1 

4520 

Heotcr,  Convection,  Steam  And  Hot  Woter  VoHdattd  Jul  84  USER*ME  REV*CS.. 

MII-H-3117C  (1) 

SH 

04  Aug 

65 

L 

4520 

Heater,  Duct  Type,  Portoble,  Trailer  Mounted  H0UO3/M  Val!dot§d  Mar  85 

REV-CS 

MIL-H-27507C 

84 

31  Oct 

83 

L 

4520 

Healer,  Duct  Type,  Electric  REV*C5 . . . . . 

MIL-H-22594A  (1) 

SH 

19  S.p 

80 

L 

4520 

Heater,  Electric,  1,500  Wotts,  115  Volts,  Ac,  With  Fan  Validated  Oet  85 

USER-CE  REV-CS 

MIL-H-52641A 

ME 

18  Apr 

79 

4520 

Heoter,  Engine  &  Shelter,  Ground  REV-CS . . . . . . . 

MIL-H-4507E 

ME 

11  Jun 

87 

4520 

Heoter,  Fluid,  Industrial  (Instantaneous,  Steam,  Water  Converter  Type)  USER-CE 
MS  REV-84  99  CS 

WW-H-191C 

/YD 

16S.P 

83 

4520 

Htat.r,  Spoct  (Yuhon,  M-1950,  With  Acc.itori.i)  USER-CE  MC  MS  REV-ME 

MO  CS 

MIL-H-12340C  (1) 

GL 

08  Moy 

84 

4520 

Heater,  Space,  Electric  (Pc*toble)  REV-CS . . . . . . . . . . . . 

W-H-193D 

•ME 

13  S«p 

77 

1 

4520 

Heoter,  Space,  Electric,  Blower,  Radiant  And  Turret  (Naval  Shipboord) 

Validated  Jun  81  REV-CS 

MtL-H-22663  (3) 

SH 

07  Jon 

65 

1 

4520 

Heater,  Spoce,  Electric,  Radiant,  Ponel  Type  Validated  Apr  82  REV-CS . . 

MIL-H-152898 

SH 

10  Jon 

63 

1 

4520 

Heater,  Space,  Electric  REV-CS . . . 

MIL-H-19910C 

YD 

16  Apr 

84 

4520 

Hnltr,  Spon,  Mullifu.!,  With  Slower  50,000  BTU/HR  USER-MC  REV-MI  84 

CS 

Heater,  Space,  Multi  Fuel,  With  Slower,  15,000  STU/HR  USER-ER  AT  MC 

REV-MI  84  CS 

MIL-H-11511G  (3) 

ME 

19  Oct 

84 

4520 

MIL-H-52204E 

ME 

29  Jul 

88 

4520 

Heoter,  Spoce,  Oil  Fired  70,000  BTU  Per  Hour,  Theater  Of  Operotions  Type 
USER-MC  REV-ME  84  CS 

MIL-H-14516E 

GL 

30  0.C 

87 

4520 

Heoter,  Space,  Radiont  Type,  Portable,  .5,000  8TU/HR  USER-CE  MC  REV-ME 

84  CS 

MIL-H-13514F 

Gl 

30  Mor 

88 

4520 

Heoter,  Vehicular  Compartment,  Heaters,  Coolant,  Engine,  Heoters,  Spoce, 

Heoters>  Ouct-type  USER-MI  MC  REV-AT  CS 

MIL-STD-14078 

ME 

17  D« 

85 

QL 

4520 

Heater,  Ventilation,  Duct  Type,  Shipboord  Validated  Apr  82  REV-CS . 

MIL-H-16335C  (1) 

SH 

01  Oct 

65 

L 

4520 

Heoter,  Water,  Electric,  Novel  Shipboord  (Navy)  Validated  Mar  84  REV-TD  19 

14  15  CS 

MIL-H-965D  (2) 

SH 

16  Dm 

70 

4520 

Heater,  Water,  Electric,  And  Gos  Fired. Reiidentiol  USER-CE  MC  REV-MD  01 

CS 

W-H-196J 

INT  AMD  (1) 

•ME 

14  Dm 

73 

4520 

Heater,  Woter,  Liquid  Fuel,  M-80  REV-MD  CS . 

MIL-H-44086A  (1) 

GL 

06  Aug 

85 

4520 

Heater,  Woter,  Liquid  Fuel,  (Oil  Fired,  Storoge  Type)  USER-MC  REV-CE  84  C$ 

MIL-H-16451E  (1) 
NOTICE  1 

YD 

17  D-< 

86 

4520 

Heater,  Water,  Steom-hat  Woter  Healed  Vo/i'dbred  Not-  8S  USER-CE  REV-MD 

CG  CS 

nMl-H-13322D 

ME 

08  Dm 

78 

L 

4520 

Heoter,  Water,  Steom  Heated,  Non-storoge  Type  (Complete  With  Control 
Accessories)  Validated  Jan  81  REV-CS 

MIL-H-22881D 

SH 

13  Oct 

71 

4520 

Healers,  Stondord  For  Electric  Air  (Second  Edition  Dtd-1  Aug  85)  (With 

Revisions  Thru  Oct  86)  REV-ME  CS 

UL  1025-80 

YD 

12  F.b 

87 

4520 

Heating  Equipment,  Electric  Boseboord,  Standard  For  •  2  Mor  79  •  Second 

Edition  REV.84  CS 

UL  1042-79 

YD 

30  Aug 

86 

4520 

Pipe  And  Elbow,  Air  Conditioning  Heating  USER-MC  REV-ME  64  CS . . 

MIL-P-551E  (2) 

GL 

21  Nov 

88 

L 

4520 

Pumping  Units,  Condensate,  Heoting,  And  Pumping  Units,  Vacuum,  Heoting 
USER-CE  CG  MC  REV-CS 

MIL-P-17749D 

YD 

10  Jun 

83 

L 

4520 

Radiotor,  Heating,  Baseboard  Ponel,  Steom  And  Hof  Woter  REV-C$ . . . 

MIL-R-17772C 

YD 

17  Dm 

82 

4520 

Raditor,  Healing,  Steel,  Multifin  Type  REV-84  CS . . . . 

MIL-R-11723D 

YD 

17  Dm 

86 

4520 

Tonk,  Hot  Woter  Storage  (15  Cation  To  120  Gallon  Capacity)  Validated  Nov 

85  REV-CE  CS 

MII-T-3700C 

ME 

09  Apr 

79 

4520 

Tank,  Hot  Water  Slorag.  USER-MC  CG  REV-CE  MD  CS . 

MIL-T-12295E  (2) 

ME 

23  S.p 

83 

4520 

Unit  Heater,  Air  Circulating,  Steam  Hot  Woter  REV-CS  ...................................... 

MIL-U-17691D 

YD 

23  May  88 

L 

4520 

Unit  Heoter,  Air-clrculoting,  Steam  (Shipboard  Use)  Validated  Feb  89  REV-CS  .. 

MIL-U.17293D 
NOTICE  1 

SH 

03  F.b 

89 

4520 

Volve,  Air  Venting,  Steam,  Thermostatic . . . . 

A-A-244 

t 

12  Apr 

80 

4520 

Va|y.,  Air  Venting  Steam  USER-CE  CG  REV-CS . 

MIL-V-18499E 

YD 

04  Oct 

85 

4520 

Valve,  Drip,  Adju.lable  Feed  Valtdaltd  Apr  81  USER-MC  MS  REV-MD  ME  CS .. 

MIL-V-i:?08B  (1) 

GL 

27  S.p 

72 

4520 

Valve,  Rodialor,  Heoting,  Pocked  Bonnet,  100  8.  150  PSIG  USER-CE  REV-CS  .... 

A-A-50456 

•YD 

15  Jon 

82 

4520 

Volve,  Rodialor,  Heoting  (Pocked  And  Packless)  USCR-CE  REV-84  CS  . . 

ww-v-itoe 

/YD 

18  Aug 

83 

4520 

Volve,  Rodio'or,  Heoting,  Automotic  Thermostoticolly  Controlled  (Self 

Contorned)  USER-MC  REV-ME  84  CS 

MII-V.18524D 

YD 

19  Oct 

84 

4520 

Valve,  Raditor,  Heating,  Pockless  Bonnet,  125  Piig  USER-CE  REV-CS . 

A-A-50457 

•YD 

15  Jon 

82 

4520 

Volvei,  Rodialor,  Hnoting,^  PockkfJS  Bonnet,  25  PSIG  USE.R-CE  .REV  CS  .............. 

A-ASOiiS 

/YD 

15  Jon 

82 

4530 

Burner,  Signol,  Oil,  Gos,  And  Gos  Oil  Combination,  (480,000  BTU  Per  Hour 

And  Over  Input  Copacity)  USER-MC  REV-CE 

MIL-B-18796E 

YD 

09  Moy  84 

L 

4530 

Burner,  Steam  And  Oil  Pressure,  Atomizing  Validated  Mar  79 . . . . 

MIL-8-2128C  (2) 

SH 

19  Apr 

68 

4530 

Burners,  Oil,  Mechonicol-droft,  Automatic  (Under  400,000  BTU/HR  Input 

Copocity)  USER-CE  MC  CG  MS  REV-MO  84 

MIL-8-18797F 

YD 

07  Nov 

83 

4530 

Nozzle,  Oil  Burner,  Pressure  Atomizing  Validated  Oct  85  USER-CE  REV-EA . 

MS-490b7A 

ME 

06  Mor 

67 

4530 

Volve,  Fuel  Selector . . . . . . . . . . 

MIL-V-5018B 

AS 

01  Moy  85 

4540 

Gorboge  Disposol  Mochine,  Commerciol  And  Household  Validated  Jan  82 
USER-MC  MS  REV-CS 

MII-G-15840C  (3) 

Gl 

30S.P 

76 

4540 

Gorboge  Disposol  Mochine,  Commercial . . . . . . . . . . 

A-A-50012 

•GL 

28  Oct 

81 

L 

4540 

Garboge  Disposol  Mochines,  Commercial,  Verticol  Type,  Novel  Shipboard  And 
Submorine  Applicotions  Validated  Feb  82  REV-CS 

MIL-G-24123A 

SH 

02  Aug 

65 

4540 

Gorboge  Disposers,  Household  USER-YD . . . . . . . . 

00-G-1513B 

t 

19  Aug 

76 

CUSTODIAN 


GL 

GL  YD 

Gl 

GL 

ME  YD 

ME  YD 
SH 


SH 

ME 

ME 

YD 
Gl  YD 
ME 

SH 

SH 

YD 

ME 

ME  YD 

GL  YD 

Gl  YD 

ME  MC 

SH 
AM  SH 

ME  YD 

Gl  YD 
ME  YD 

ME  YD 

SH 

YD 

YD 

GL  YD 
YD 

YD 

YD 

ME 

ME  YD 
YD 
SH 


YD 
Gl  YD 
ME  YD 
ME  YD 
ME  YD 

ME  YD 
ME  VO 
ME  YD 

SH 
ME  YD 

ME  YD 
AS 
GL  YD 

YD  99 
SH 
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1 

4540 

Healer,  Electric,  Immersion  (Appticoble  To  A/M32ft‘6  RecKorger)  R£V*CS  . . 

MIL-H-83955  (1) 
NOTICE  2 

84 

29  Oct  82 

99 

L 

4540 

Hcoter,  immersion.  Liquid  Fuel  Fired,  For  Tonk  Troilers.  Vafidott.d  Nov  $5 

MIL-H-52113B  (1) 

Gl 

27  Oct  80 

Gl 

USER-ME  REV-AT  MO  CS 

4540 

Heoter,  Immersion,  M67,  Liquid  Fuel  Fired,  For  Cor'ugoted  Cons  USER*AV  MC 

MIL-H-43S40C 

GL 

IS  Sep  88 

GL  YD 

99 

REV-MO  CS 

4540 

Heoling  Element,  Electrical  (Reploceme..i:  For  Domestic  Applionces)  US£R*MC  .. 

W-H-205B 

/YD 

OS  Fob  80 

YD 

99 

45<0 

Heating  Elements,  Electrical,  Cortridge,  Strip  And  Tubulor  Type  VoUdottd  Jut  B6 

MIL-H-22577C 

SH 

08  Jul  88 

ME  SH 

99 

USER-MC  REV-MO  Ml  MS  CS 

NOTICE  1 

4540 

Incinerotor,  Portoble,  Clossiiied  Paper  Waste,  Security . . . . 

FF-I-S2SA 

INT  AMD  (1) 

t 

22  Jun  70 

Q  L 

4540 

Incinerolor,  Shipboord  Use  . . . . . . . . 

MIL-I-I56S0E  (1) 

SH 

19  Feb  88 

SH 

4540 

Incr,  otor,  Stationory,  Clossified  Waste  (Security) . . . . . . . 

FF-I.00535A  (4) 

t 

12  Oct  72 

4610 

Beg.  jrinking  Woter  Sloroge,  Dispensing,  Cloth,  Cotton  Duck,  Porous  Validated 

MIL-B.273E 

Gl. 

17  Sep  85 

GL  YD 

99 

Jan  86  REV-MD  MC 

4610 

Block.  Vitrified  Cloy  Filter  -  39  Sep  86  USER-SH  . 

ASTM  CI59-86 

YD 

13  Nov  86 

ME  YD 

99 

L 

4610 

Deminerolizer,  Woter,  Ion  Exchange  Unit  &  Demineralization  Equipment  Set, 

MIL-D-S3718A 

ME 

02  Ocl  79 

ME 

Woter,  Ion  Exchonge,  3, (XX)  GPH,  Pockaging  Of 

4610 

Deminerolizer,  Water,  ION  Exchange,  1 15  Volt,  60  Hz,  Ac  Validated  Feb  62.... 

MlL-0-37079 

DM 

14  Feb  74 

MD  MS 

03 

4i10 

Deminerolizer,  Water,  Ion  Exchonge . . . . . . 

AA-S1367 

/MB 

14  Mor  86 

MD  MS 

03 

4610 

Deminerolizer,  Water,  ION  Exchange,  Hand  Operoted  Validated  Feb  82 . 

MIL-D-37524 

DM 

10  Sep  76 

MD  MS 

03  I'M 

4610 

Desolter  Kit.  Sea  Water,  Mark  3  VoUdaled  Jan  82  USER-MC  REV-GL  AV  MO 

11  CS 

Diiplacement  8>  Evacuation  Kit.  6  Inch  Hoteline  . 

MIL-D-SS31E  (1) 

SH 

08  Jul  08 

ME  SH 

99 

L 

4610 

Mll-D-53015  (3) 

ME 

01  Jun  87 

ME 

1 

4610 

Guard,  Roadway  Crossing,  6  Inch  Hoseline . . . . . . . 

MIL-G-53017 

ME 

09  Sep  82 

ME 

4610 

Hypochlorination  Unit,  Water  Purlflcotion,  Frame  Mounted,  Automoticoll/ 

MIL.H-12732E 

ME 

16  Jon  87 

ME  YD 

99 

Controlled  3  To  100  Gpm  Flow  REV-MD  CE  84  CS 

L 

4610 

Ion  Exchonge  Compounds  Validated  Jan  62  REV.MD . . . . 

MIL-I-52695A 

ME 

22  Jun  78 

ME 

4610 

Measures,  Dry  Chemical,  Water  Purilicotlon  USER>MC  YD  REV.CS  . 

MII-M-52373B  (1) 

ME 

09  Jun  87 

ME 

99 

4610 

Meltet  Ice  &  Snow,  Direct  Fired,  Liquid  Fuel,  Wick  Type,  Bose  Mounted,  25 

MIL-M-520I6C 

ME 

29  Oct  84 

ME  YD 

99 

Gollon  Per  Hour  REV-AAD  MC  CS 

4610 

Pocking  Kit,-6  mch  Hoseline . . . 

MIL  P-53016  (1) 

ME 

20  Apr  87 

ME 

L 

4610 

Repair  Kit,  6~inch  Hoseline  REV*CS . . . . 

MII-R-S3013  (1) 

ME 

10  Apr  87 

ME 

4610 

Sleeve,  Filter  Element,  Water  Purificoticn  Units  USER'CG  REV-MO  MC  MS  84 

CS 

Slmg  Assembly,  Flaking  Box,  Lilting  6  Inch  Hoseline . . . 

MIL-S-S2333B 

ME 

04  Jon  84 

ME  YD 

99 

b 

4610 

MII-S-S30I4  (1) 

ME 

08  May  87 

ME 

4610 

Sponge,  Loofo  Validated  Jun  77 . . . . . . . 

JAN-S-1146 

SA 

27  Jun  49 

GL  SA 

99 

L 

4610 

Suspension  Kit,  6  Inch  Hoseline  REV<CS  . . . . . 

MIL-S-53012  (3) 

ME 

01  Apr  87 

ME 

i 

4610 

Water  Pretreatment  Decontominotion  Set,  CB  Agents,  Pockoging  Of  REV-SM  .... 

MII-W-52663A 

ME 

07  Oct  75 

ME 

L 

4610 

Water  Purification  Unit,  Frame  Mounted  Oiotomite  Type,  25  G.P.M  Validated 

MIL-W-16676E 

YD 

18  Aug  86 

YD 

Aug  86  USER-CG  REV-MC 

NOTICE  1 

1 

4610 

Water  Purificdtion  Unit,  &  Water  Purificotion  Equipment  Sets,  3,000  GPH, 

MII-W-52619B 

ME 

09  Oct  75 

ME 

ockoging.Of  REV-SM 

L 

4F" 

*  Purificotion  Unit,  &  Woterpurificolion  Equipment  Set,  420  GPH, 

ting  Of  REV-SM 

MIL-W-52571B 

ME 

21  Mar  74 

ME 

.rIO 

Wo  urification  Unit,  Electric  Motor  Driven,  Erdlotor  Type  Clorifier, 

MII-W-52500C 

ME 

01  Aug  78 

ME 

99 

Diotomite  Type  Fi...  ,  Von  Body  Mounted,  3,000  GPH  Validated  Mar  64 
REV-MD 

4610 

Water  Purificotion  Unit,  Electric  Motor  Driven,  Erdlotor  Type  Clorifier, 

MIL-W.52572D 

ME 

07  Aug  78 

ME 

99 

Diotomite  Type  'liter,  420  Gollons  Per  Hour  Validated  Jan  82  REV-MD 

L 

4610 

Water  Purificotion  Units,  &  Woter  Purificotion  Equipment  Sets,  1,500  GPH, 

MII-W-52604A 

ME 

06  Nov  75 

ME 

Pockoging  Of  REV-SM 

4610 

Water  Purification  Unit,  ‘tnc  Motor  Driven,  Erdlotor  Type  Clorifier, 

M1L-W.52482D 

ME 

01  Aug  78 

ME  MS 

99 

Diotomite -Type  Filter,  Vc  Body  Mounted,  1,500  GPH  Vof/doted  Mar  64 
REV-MD  MC 

INT  AMD  1 

4610 

Water  Purification  Unit,  Electric  Motcr  Driven,  Erdlotor  Type  Clorifier, 

Diatomile  Type  Filler,  Dose  Mounted,  3,000  GPH  Validated  Jon  86  REV-MD 

EL 

V/oter  Purification  Unit,  Reverse  Osmosis,  6(X}  GPH  REV-MD  YD.. . . 

Mlt-W-52492D 

ME 

01  Mo>  80 

ME  YD 

99 

4610 

MII-W-52960A 

INT  AMD  2(ME) 

ME 

12  Dec  84 

ME 

4610 

\-«.!er  Purification  Piont,  Semi  Permanent,  Electric  Motor  Driven,  Erdlotor  Typu 

MII-W-52I87C 

ME 

23  Moy  75 

ME 

99 

Clari.Tcr,  Sand  Filters,  10,000  GPH  Validated  Jan  62  USER-CE  MC  YD 

L 

4610 

Water-Softener  Unit,  Ltme-soda  Type  Validated  Feb  85 . . . 

MIL-W-I7I22C 

YD 

24  Mor  81 

YD 

1 

4630 

Distillotion  Equipment  Set,  Woter,  Therrrocompression  Type,  150  Gollons  Per 

MIL-D-52645A 

ME 

16  Moy  73 

ME 

Hour,  Pockoging  Of  REV-SM 

Q  L 

4630 

Distillotion  Unit,  Woter,  Steam  Or  Flashed  Vapor  Operoted,  Or  Fresh  Water 

MIL-D-18641E  (10) 

5H 

IS  Oct  80 

SH 

Heoted-  Low  Pressure,  Novel  Shipboard 

4630 

Distll'jtion  Units,  Water,  Thermocompression  Type,  Pockoging  Of  Validated  Feb 

MIL-D-3209C 

ME 

16  May  73 

ME  YD 

99 

SO  REV-S.'.VWV  CS 

1 

4630 

Distillotion  Units,  Water,  Thermocompression,  Trailer  Mounted,  150  Gollons  Per 

MIL-D-533B6C 

ME 

02  May  80 

ME 

Hour  Validated  Jan  86  REV-MD  CS 

L 

4630 

Distillotion  Unit,  Woter,  Thermocomprtssio.n . . . . . . 

MII-D-16196D  (S) 

SH 

15  Aug  85 

SH 

4630 

Oistillolion-Units,  Water,  Thoimocomprestlon,  Di<r*el-«ngine-drtven,  Skid  Or 

Mll'D-15691E 

13  Mor  84 

YD 

99 

Troltsf  M?unt.d  (60  To  1,(X)0  GPH)  USER-MC  REV-84 

L 

4630 

Intermittent  Acid  Feed  Treatment  Sys  m.  Shipboard  AppKcotion  Validated  Jun 

8J 

Proporlioni.ng  Unit,  Chemicol  (For  Distilling  Plants  Naval  Shipboord  Use) 

MS-)8295 

SH 

05  Nov  71 

SH 

L 

4630 

MIL-P-21397C 

SH 

28  Nov  71 

SH 

Validated  Ju.n  81 

4630 

Pumping  U^its,  Sewoge,  Duplex,  Centrifugal,  Automatic,  Wet  Pit-Type 

MIL-P-212S1D 

YD 

08  Feb  85 

ME  YD 

99 

USER-CG  MCREV-CE  ER  MS  CS 

1 

4630 

Sewoge  C  mmm<  tr,,  Ano  Associoted  Motor,  Controller,  And  Driv*  Mechonism 

MIL-S-24F'13A 

SH 

05  Ocl  u3 

SH 

For  Shipboord  U:<s 
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4710  Acrylonitrile'butodlene'Styrene  (Abs)  Plostic  Oroltiy  Waste,  &  Vent  Pipe  &  ASTM  02661*87A  YD  30  Oct  87  ME  YD 

Fittings  Stondord  Specification  For  30  Oct  87  USER<CG  REV-CS 

4710  AcryIonilfile*butadlene'$tyrene  (A6S)  Plastc  Drain,  Waste,  &  Vent  Ptpe  &  ASTM  D2661*87A  YD  30  Oct  87  ME  YD 

Fillings  Slandord  Specification  For  30  Oct  1987  USER>CG  REV*CS 

4710  Alloy  Tubing,  Seomless,  Corrosion  &  Heot  Resistant  74NI  •  15.SCR  -  8.0FE  -  15  AMS  5580F'79  20  01  Oct  82  MR  AS  20 

Jon  79 

4710  Alloy  Tubing,  Seamless,  Corrosiots  &  Heot  Resistant  52.SNI  -  19CR  -  3.0MO  .  AMS  5j90A>81  11  04  Mor  88  MR  AS  11 

5.1(CB  &  To)  -  0.90TI  •  0.50A1  •  18FE  Consumable  Electrode  Or  Vocuum  NOTICE  1 

Induction  Melted  1950  Deg.f  (1065  Deg.c)  Solution  Heot  Treoted  •  1  Apr  81 
Vclidafed  Mar  88 

4710  Alloy  Tubing,  Welded  &  Drawn,  Corrosion  &  Heot  Resistont  47,5NI  •  22CR  •  AMS  5588C>80  11  04  Mar  88  MR  AS  11 

1.5CO  •  9.0MO  -  0.60W  ■  18.5fE  ■  15  Oct  80  VaL'dated  Mar  88  NOTICE  1 

4710  Alcminum  &  Aluminum  Alloy  Seamless  Pipe  &  Seamless  Extruded  Tube  •  24  Apr  ASTM  B241/B241M*87  YD  20  Jul  87  ME  YD  99 

1987  REV-CE  CS 

4710  Aluminum  Alloy  Formed  8i  Arc  Welded  Round  Tube  •  27  Aug  82  USER*OS  ASTM  B547*82A  CS  10  May  83  ME  SH  99 

REV.82 

4710  Aluminum  Alloy  2024,  Bor,  Rod,  Shapes,  Tube  Ard  Wire,  Extruded  USER'CR  QO<A>200/3F  /AS  23  Sep  83  MR  AS  11 

MC  SH  REV-AR  EA  Ml  IS 

*4710  Aluminurrt  Alloy,  Bar,  Rod,  Shopes,  Structurol  Shope>  Tube  And  Wire,  OQ>A>200E  (1)  /AS  21  Feb  83  MR  AS  20 

Extruded;  USER-CR  MC  EC  SH  REV-MI  EA  AR  ME  YD  OS  99  IS 

4710  Aluminum  And  Aluminum -alloy  Formed  And  ArC'welded  Round  -  29  Apr  88  ASTM  BS47>&8  CS  17  Feb  89  MESH  W 

USER.OS  REV.82 

4710  Aluminum  And  Atuminum-oHoy  Seamless  Pipe  And  Seamless  Extruded  Tube  29  ASTM  B241B241M-86  YD  0.5  Sep  86  ME  YD  99 

Apr  80  REV-CE  CS 

4710  Aluminum  And  Aluminum-alloy  Seamless  Pipe  And  Seamless  Extruded  Tube  for  ASTM  B345-83A  CS  24  Jul  86  99  CS 

Gos  And  Oil  Transmission  And  Distribution  Piping  Systems  •  29  Apr  1983 
REV-YO 

4710  Aluminum  And  Aluminum-alloy  Drawn  Tubes  For  General  Purpose  Applications  •  ASTM  B483-83  CS  24  Jul  86  ME  99  CS 

26  Apr  1985  REV-ME  OS  82 

4710  Aluminum-olloy  Drawn  Seamless  Tubes  (Metric)  •  21  Nov  1986  REV-SH  CS .  ASTM  B2t0M86  YD  10  Feb  87  MR  YD 

4710  Bending  Of  Pipe  Or  Tube  For  Ship  Piping  Systems. . . . . . .  MIL-STD*1627B  SH  02  Sep  81  SH 

4710  Boiler  Tubes,  Electric  Resistortce  Welded  Carbon  Steel  &  Carbon  Mongoneie  ASTM  A178/A176M-85B  MR  18  Sep  85  MR  SH 

Steel  •  30  Aug  85  REV-SH 

4710  Boiler,  Superheater,  &  Heat  Exchanger  Tubes,  Seamless  Ferritic  &  Austenitic  ASTM  A213-83  SH  08  Nov  83 

Alloy  Steel  •  29  Jul  83 

4710  Bross  Tube,  Seomless  -  27  Jun  1986  USER-ME  SH  99  REV-CS .  ASTM  B135-86  YD  13  Nov  86  EA  YD 

4710  Copiilory  Tube,  Hand- Drown  Copper,  For  Restrictor  Applications  -  27  June  ASTM  B360-86  /CS  07  Moy  87  ME  CS 

1966  USER-ME  REV-ME 

4710  Capper  &  Copper- Alloy  Solar  Heal  Absorber  Panels -27  Jun  1986  REV.82  CS  ASTM  B638-86  rtO  07  Moy  87  ME  YD  99 

4710  Carbon,  Ferritic  Alloy.And  Austenitic  Alloy  Steel  Tubes,  Gentrol  Requirements  ASTM  A450/A450M-87AMR  16  Sep  87  MR  SH 

For  -  31  July  87 

4710  Carbon,  Speciolized,  &  Alloy  Steel  Pipe,  St'^ndard  Specification  For  Oenerol  ASTM  A530/A530M-86A  SH  10  Mor  87  MESH  99 

Requirements  For  -  27  Jun  1986  USER-MR  MC  REV-YO  82 

4710  Cosing,  Tubing,  &  line  Pipe  Threads,  Threading,  Goging,  &  Threod  Inspection  API  5B-79  YD  26  Nov  84  YD  99 

Of  •  Tenth  Edition  .  Mar  79  USER-ME  REV-62  CS 

4710  Chemicol  Cleaning  Of  Soil  Water  Piping  Systems  (Metric) . . .  MtL-STD'2187  SH  17  Aug  87  SH 

4710  Condenser  And  Heat-exchanger  Tubes,  Seamless  Nickel  And  Nickel  Alloy  -  27  ASTM  B  t63-86A  YD  24  Dec  86  YD 

Mor  1986  USER-99  REV-SH  CS 

4710  Condenser  Tube  &  Ferrule  Stock,  Copper  &  Copper  Alloy  Seamless  •  29  Jul  ASTM  8111-88  YD  21  Sep  88  ME  YD  99 

1988  USER-OS  REV-MC  SH  CS 

4710  Condenser  Tubes  &  Ferrule  Stock,  Copper  &  Capper  Alloy  Seamless  (Metric)  -  ASTMBniM-86  YD  27  Jun  86  ME  YD  99 

31  Mor  86  USER-OS  REV-MR  SH  MC  CS 

4710  Condenser,  Seamless  Nickel  Alloy,  And  Heot  Exchanger  Tubes  -  27  May  88  ASTM  B163-88  YD  05  Feb  89  YD 

USER-99  REV-SH  CS 

*4710  Continuous  Idenlificotion  Marking  Of  Iron  And  Steel  Products  USER-MC  YD  FED'STD-183C  /16  01  Sep  84  MR  SH  16 

REV-AR  Ml  OS  AS  IS  CHG  NOT  1 

4710  Copper  &  Copper-alloy  Seamless  Condenser  Tubes  &  Ferrule  Stock  (Metric)  ASTM  BIIIM-SSA  YD  1?  Jon  89  ME  YD  99 

Stondord  Sepcificction  For  29  Jul  88  USER-MC  REV-MR  MC  SH  CS 

4710  Copper  &  Copper- Alloy  Seomless  Condenser  Tubes  &  Ferrule  Stock  -  27  Feb  ASTM  8111-87  YD  15  Jun  87  ME  YD  99 

1987  USER-OS  REV-MC  SH  CS 

4710  Copper  &  Copper-alloy  Tube,  Wrought  Seomless,  General  Requirements  For  •  9  ASTMB  251M-84A  YD  01  Jun  87  ME  YD  99 

Oct  1984  REV-SH  CS 

4710  Copper  And  Copper  Alloy  Pipe  And  Tubing,  Expansion  (Pin  Test)  Of  -  25  Jon  ASTM  8153-85  MR  11  Mor  86  MR  SH 

1985  REV-AT  CS 

4710  Copper  And  Copper-dtioy  Seamless  Condenser  And  Heot  Exchonger  Tubes  With  ASTM  8359-85  SH  22  May  86  ME  SH  99 

Integrol  Fins  -  25~Jan  1985 

4710  Copper  Drainoge  Tube  (DWV)  ■  27  June  1986  USER-SH  99  REV-CS.. .  ASTM  B306-86  YO  24  Dec  86  ME  YD 

4710  Copper  Pipe,  Seomless,  Standard  Sizes  -  30  Aug  1966  USER-Mf  AR  MC  ASTM  642-85  03  Jul  86 

REV.82  CS 

4710  Copper  Tube,  Seomless  For  A|r  Cinditioning  Ano  Refrigerolion  Field  Service  •  ASTMB2''0  86  YO  24  Dee  86  ME  YO  99 

27  June  86  USER-OS  MC  REV-Ml  GL  SH  CS 

4710  Copper  Tube,  Seomless  (Metric)  -  27  June  86  USER-ME  Ml  REV-EA  CG  CS _  ASTM  B75M86  YO  31  Dec  86  MR  YD  99 

4710  Copper  Tubing  .Systems,  Evoluoting  The  Corrosivity  Of  Solder  Fluxes  For  •  24  ASTM  B732-84  MR  11  Mor  86  MR  99 

Feb  1984  REV-AT  82  CS 

4710  Copper  Woter  Tube,  Seomless  -  27  June  1906  USER-AV  Ml  MC  CG  REV-Gl  ASTM  808-86  YD  02  Dec  86  MR  YD 

EA  ME  CS 

4710  Copper,  Rectongulor  &  Squore,  It  Copper  Alloytube,  Angle  Of  Twist  In  •  3)  ASTM  6428-87  MR  21  Mar  88  MR 

July  REV-AT  CS 

4710  Copper,  Stondord  Clossificotton  1  Jon  80  Valtdattd  Nev  85  USER-99 ASTM  B224  80  CS  06  Sep  81 

4710  Copper,  U-bend  Seomless,  And  Copper  Alloy  Heot  Exchonger  And  Coridenser  ASTM  B395M-88A  YD  11  Feb  89  ME  YO  99 

Tubes  (Metric),  Stondord  Specification  For  -  29  Jul  86 

4710  Copper,  Welded  And  Copper-oKoy  Heot  Exchanger  Tube  (25  Jul  86)  REV-SH  ASTM  8543-868  YD  24  Dec  86  ME  YD  99 

CS 
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4710 

Copper,  Welded,  &  Copper-olloy  Heot  Exchanger  Tube  ■  24  &  27  Nov  1987 
REV-SH  OS 

ASTM  B543-87B 

YD 

05  Sep 

88 

ME  YD 

99 

4710 

Copper,  Welded,  &  Copper  Alloy  Tube  For  Air  Conditioning  &  Refrigeration 

Service  -  26  Feb  1988  REV-SH  CS 

ASTM  8640-88E1 

YD 

27  Sep 

88 

me  YO 

99 

4710 

Copper,  Welded,  &  Copper-olloy  Heat  Exchanger  Tube  -  26  Feb  1988  REV-SH 

CS 

Distribution  Systems,  Chlorinoled  Poly  (Vinyl  Chloride)  (CPVC)  Plostlc  Hot  And 

Cold  Woter  ■  31  October  86 

ASTM  B543M-88 

YD 

05  Sep 

88 

ME  YD 

99 

4710 

ASTM  D2846-86E1 

YD 

17  Aug 

87 

MR  YO 

4710 

Distribution  System  Hot  And  Cold  Woter  Polybutylene  (Pb)  Plostk  Stondord 
Specificolion  For  •  29  Jul  88  REV-IS 

ASTM  D3309-88 

YD 

26  Feb 

89 

ME  YO 

99 

4710 

Electric  Resistonce  *  Welded  Coiled  Steel  Tubing  For  Gas  &  fuel  Oil  lines  -  27 

Jul  79 

ASTM  A539-79 

SH 

13  Sep 

82 

ME  SH 

99 

4710 

Flanged  Ductile  Iron  Pipe  With  Threaded  Flanges  •  1  Sep  1988  *onst/ayrwo 
C-115/A21. 15-88  Must  Be  Used  In  Conjunction  With  Awvro  C-llO,  C-111  & 
C-151  USER-CE  MC  99  REV-CS 

AWWA  CI15-88 

YD 

23  feb 

89 

ME  YD 

4710 

Gloss  Pipe,  Borosilicate  &  Fittings  For  Drain,  Woste,  8  Vent  (DWV) 

Applications  >  27  Dec  1985  USER-MC 

ASTM  C1053.85 

YD 

22  May 

87 

ME  YO 

99 

4710 

Heat  Exchonger,  U-bendseomless  Copper  And  Copper  Alloy  And  Condenser 

Tubes  -  27  FE8RUARY1987  USER-SH  REV-CS 

ASTM  8395-87 

YD 

15  Jun 

87 

ME  YD 

4710 

Heat  Exchanger,  U-bendseamtess  Copper  And  Copper  Alloy  And  Condenser 

Tubes  (Metric)  ■  27FEBRUARY  1987  USER-SH  REV-CS 

ASTM  B395M-87 

YD 

15  Jun 

87 

ME  YD 

99 

4710 

Hot-formed  Welded  &  Seomtess  High-strength  Low-olloy  Structurol  Tubing, 

Stondord  Specification  For  29  Jul  88  REV-SH  IS 

ASTM  A6I8-88 

YD 

26  Feb 

89 

ME  YD 

99 

4710 

Joints  For  Droin  &  Sewer  Piostic  Pipes  Using  Flexible  Elostomerlc  Sools  -  30 

May  1986  REV-CS 

ASTM  D3212-86 

YD 

17  Aug 

87 

MR  YO 

99 

4710 

Mechanical  Tubing,  Welded  Stolnleis  Steel  23  Oct  87 . . . . 

ASTM  A554.87 

MR 

22  Ocl 

87 

MR  SH 

4710 

Nickel  Chromiurrt  Iron  Alloy  Heat  Transfer  Tubing  (Issue  To  Other  Thon  DOD 

Act  Req  Prior  Appr  Of  Novol  Seo  Sys  Comd) 

MII.N-24590A 

SH 

0<  Sep 

83 

SH 

4710 

Nickel-chromium-’ron  Alloys-(UNS  N06600  And  N06690)  Seamless  Pipe  And 

Tube  -  28  Feb  1986  USER-99  REV-CS 

ASTM  8157-86 

YD 

23  May 

86 

ME  YD 

4710 

Nickel-copper  Alloy  (UNS  N04400)  Seamless  Pipe  And  Tube, 

Stondardspecificatlon  For  -25  Sept  87 

ASTM  B 165-87 

YO 

20  Nov 

87 

ME  YD 

99 

4710 

Pipe  8  Fitting  Reinforced  Epoxy  Resin  Gos  Pressure  •  26  Jun  81  USER-SH 

REV-MR  CS 

ASTM  02517-81 

YD 

28  Jun 

87 

ME  YD 

4710 

Pipe  i  filling,  Soil,  Ceil  Iron  -  29  Oct  82  OSER-CE  MC  REV-MR  CS . 

ASTM  A74-82 

YO 

08  Aug 

83 

ME  YD 

99 

4710 

Pipe  8  Fittings,  Press*  e,  Ductile-iron  &  Groyiroh,  Rubber  Gosket  loints  For, 
American  Notion/jl  Standard  For  •  23  Jun  85  USER-CE  MC  99  REV-CS 

AWWA  Cl  11/A21. 11-85  YD 

10  Sep 

86 

ME  YD 

4710 

Pipe  &  Fittings,  Standard  Proctice  For  Sofe-Hondling  Of  Solvent  Cements, 

Primers,  &  Cleaners  Used  For  Joining  Thermoplastic  29  JUL88  REV-CS 

ASTM  P402-88 

YD 

10  Mar 

89 

ME  YD 

99 

4710 

Pipe  &  Pipe  Fittings,  Gloss  Fiber  Reinforced  Piostic,  Adhesive  Bonded  Joint 

Type,  For  Condensote  Return  Lin*s 

MII-P.28584B 

YO 

03  Mar 

89 

CE  YD 

11 

4710 

Pipe  8  Pipe  Fittings,  Gloss  Fiber  Reinforced  Piostic,  For  liquid  Petroleum  lines 
REV-Ce  CS 

MII-P-29206A  (1) 

YD 

31  Aug 

88 

MR  YD 

4710 

Pipe  &  Tube,  Carbon  Steel,  Seomleis  USER-MC  REV-Gl  MR  AR  EA  Ml  AS  CS- 

MIL-P-2469I/I 

SH 

23  Sep 

87 

ME  SH 

4710 

Pipe  &  Tube,  Chromium-molybdenum  Steel,  Seamless  USER-MC  REV-MR  AR  EA 

GL  Ml  AS  CS 

MIL-P.24691/2 

SH 

23  Sep 

87 

ME  SH 

4710 

Pipe  &  Tube,  Corrosion-res'stont,  Stainless  Steel,  Seamless  Or  Welded 

USER-MC  REV-MR  AR  EA  Gl  MI  AS  CS 

Mll.p.24691/3 

SH 

23  Sep 

87 

ME  SH 

4710 

4710 

Pipe  &  Tube,  Seamless,  Nlckel-ch'omlum-iron  Alloys  (UNS  N06600  &  N06690) 

-  27  Moy  1988  USER.99  REV-CS 

Pipe  &  Tu^,  Seomless  Copper  Alloy  •  26  Jul  85  USER-ME  SH  MC . 

ASTM  8167-88 

ASTM  B315-85A 

YD 

CS 

30  Jon 

24  Jul 

89 

86 

ME  YD 

4710 

Pipe  &  Tube,  Structural,  Aluminum-olloy  Extruded,  Stondord  Specificotlon  For  - 
29  Apr  1988  REV-CS 

ASTM  8429-88 

YD 

07  Sep 

88 

ME  YO 

99 

•4710 

Pipe  And  Fittings,  Piostic  (Polyvi  .yl  Chloride,  Pvc,  Droin,  Woste,  And  Vent, 

Owv)  Validated  May  83  USER-CG  REV-99  CS 

1-P-320B  (1) 

NOTICE  1 

•ME 

30  Mor 

77 

ME 

4710 

Pipe  And  Fittings,  Drain,  Styrene-rubber  (Sr)  -  26 -June  1981  USER-ME  82 

ASTM  D2852-81 

CS 

14  Sep 

84 

ME 

99 

REV-ME  82 


4710 

Pipe  And  Pipe  Fittings,  Acid  Resistant...... . . . 

MIL-P-22561C 

YO 

10  May  82 

YD 

•4710 

Pipe  And  Pipe  Fittings,  Cast-iron,  Soil  Validated  Sep  80  UScR-CE  REV-M.C  CS>. 

WW-p.40)E 

/ME 

24  Ocl 

74 

ME  YD 

4710 

Pipe  And  Tubirg,  NonmetcHIc  (Piostic) . . . - 

L-P-00315D 

1 

22  Ocl 

76 

4710 

Pipe  Drill  -  15  Mar  88  USER-CE  MC  REV-CS . 

API  5D'88 

YD 

13  Feb 

89 

ME  YO 

4710 

Pipe  Resin  Mochlne  Mode  Reinforced  Thermosetting  >  28  Mor  80........ . . 

ASTM  D2310  8I 

YO 

30  Apr 

82 

ME  YD 

4710 

Pipe  Seomless  Carbon  Steel  High-temperature  Service  For  USER-AR  CE  EA  CG 

MC  REV-SH  CS 

ASTM  0106  88A 

YO 

19  Ocl 

88 

ME  YD 

4710 

Pipe  Seamless  Red  Brass  Stondord  Sixes  ■  27  Jul  84  USER-AR  SH  99  REV-MR 

ASTM  843  84A 

YO 

29  Nov 

84 

ME  YO 

4710 

Pipe  Vent  &  Fittings,  Poly  (Vinyl  Chloride)_(Pvc)  Plastic  Droin,  Woste.  And 
Stondord  Spccif-cot'on  For  -  27  MA4  88  USER-CG  REV-CS 

ASTM  02665-88 

YD 

10  Mor 

89 

ME  YD 

4710 

Pipe,  Aluminum  Alloy,  Drown  Or  Extruded  USER-ME  ReV-EA  YD  CS ................. 

MII-P-25995B 

82 

02  Mor 

82 

4710 

Pipe,  Corbon  Steel  For  High-temperoture  Service  -  12  Moy  38  USER-AR  CE  EA 

CG  MC  REV-SH  CS 

ASTM  AI06-S8A 

YD 

19  Get 

88 

ME  YD 

4710 

Pipe,  Corbon  Steel,  Seamless  (Issue  Controfled-requests  By  Other  Thon  Dod 
Activities  Must  Submitted  Vio  Preparing  Acty  Of  Spec) 

MII-P-24338A 

SH 

10  Ocl 

85 

SH 

4710 

Pipe,  Cost  Groy  And  Ductile  Iron,  Pressure  (For  Water  And  Other  liquids) ........ 

WW.P.4210 

t 

13  Sep 

76 

4710 

Pipe,  Copper,  Seamless,  Stondord  Sizes  Validated  Apr  83  USER-MI  MC 
REV-ARCS 

MS-14302 

82 

15  Jun 

73 

ME 

4710 

Pipe,  Copper,  Scemfess,  Stondord  SHti-VcHdated  Jan  83  REV«C$  ................... 

WW.P-3770  (1) 

/82 

20  Ocl 

76 

MR 

4710 

Pipe,  Corrugated  (Iron  Or  Steel,  Zinc  Coated)  Voudoted  May  83  REV-82  CS  .... 

WW.P.405B  (1) 

•99 

08  Moy  76 

ME  YO 

4710 

Pipe,  Corrugated  Steel,  Zinc  Cooted  (Go(vonized)  *  30  Mor  79 . . . . 

ASTM  A760-79 

YD 

14  Apr 

81 

me  YO 

4710 

ASTM  A762/  \762M-88 

YD 

23  Jon 

89 

ME  YO 

4710 

Pipe,  Corrugoted  (Aluminum  Alloy)  Validated  Mof83  ...................................... 

WW-P.40JC  M) 

NOTICE  1 

« 

22  Aug 

72 

251 
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4710 

Pipe,  Culvert,  Nestoble  USER'CE  REV*MC  82  CS  . . . . . . . 

MIL-P.236H 

ME 

27  Feb 

87 

ME  YD 

99 

4710 

Pipe,  Dro.noge,  Post  Coated  (Bituminous)  Corrugated  Steel  Sewer,  Stondord 

NOTICE  1 

ASTM  A849-88 

YD 

28  Jon 

89 

ME  YD 

99 

4710 

Specificolion  For  -  26  Feb  88  USER-CE  REV-82  CS 

Pipe,  Ductile-iron,  Centrifugoll/  Cost  In  Metol  Molds  Or  Sand-lined  Molds,  For 

AWWA  C151/A21.51-86YO 

30  -lul 

87 

ME  YO 

4710 

Water  Or  Other  Liquids,  Americon  NotionoS  Stondord  FOR'22  June  1987 
USER-CE  MC  99  REV-CS 

Pipe,  Fifoment-wound  Fiberglass  (Gfoss-fiber-reinforced  Thermosetting  Resin) 

ASTM  D2994-88 

YD 

10  Mor 

89 

YO 

99 

4710 

Stondord  Specification  For  >  24  Jun  88  USER-CE  ME  11  REV-CS 

Pipe,  Fittings,  &  Adhesive  Kits,  Gloss  Reinforced  Thermosetting  Epoxy  Resin  For 

MIL-P-24608A 

SH 

05  -lun 

87 

SH 

4710 

Shipboard  Piping  Systems 

Pipe,  line  •  Tfiirly-fourth  Edition  •  31  Moy  84  REV-CS . . . . . . . . 

API  5L-84 

YD 

28  Nov 

84 

ME  YD 

99 

4710 

Pipe,  Plostic  REV-82 . . . . . . . . . . . . 

A-A-996A 

• 

06  Aug 

85 

99 

4710 

Pipe,  Plostic  (SDR*PR)  Acrylonitrile  Butodiene  Styrene  (ABS) . . . 

ASTM  02282-82 

YO 

08  Ocl 

82 

CE  YD 

99 

4710 

4710 

Pipe,  Plastic  (Polyethylene,  Pe,  Sdr-pr)  REV.CS . . . 

Pipe,  Plastic  Drain,  Perforoted  Styrene  Rubber  (SR)  •  26  Jun  81  Vofidoted  Jun 

L-P-315C  (2) 

ASTM  D3298-81 

t 

YD 

01  Apr 
05  Jun 

75 

87 

ME  YO 

99 

4710 

87 

Pipe,  Plastic,  Acrylonitrile  Butodiene  Styrene  (ABS),  Schedules  40  &  80  *  25 

NOTICE 

ASTM  D1527.77R2E1 

YD 

30  Apr 

82 

ME  YD 

99 

4710 

Nov  77  USER-CE  MC  REV-CS 

Pipe,  Plastic,  Under  Constont  Internal  Pressure,  Ttme-to-fotiure  Of  •  28  Feb  1986 

ASTM  D1598  84 

YD 

07  Aug 

87 

ME  YD 

99 

4710 

USER-SH  REV-MR  CS 

Pipe,  Poly  (  Vinyl  Chloride)  (PVC)  Pressure  Rated  (SDR  Series)  -  31  Oct  1986 

ASTM  D2241-84A 

YO 

05  Jun 

87 

YD 

99 

4710 

REV.82  CS 

Pipe,  Poly  (Vinyl  Chloride)  (PVC)  Plastic,  Schedules  40,  80,  &  120  -  26  Nov  82 

ASTM  D 1785-82 

YD 

19  Aug 

83 

YD 

4710 

USER-99  REV-ME  CS 

Pipe,  Poly(vinyl  Chloride)  (PVC)  Pressure-roted  Pipe  (SDR  Series  •  31  July  1987 

ASTM  D2241-87 

♦YD 

12  Nov 

87 

YO 

99 

4710 

REV.82  CS 

Pipe,  Polyethylene  (Pe)  Plostic,  (Sidr-pr)  Bosed  On  Controlled  Inside  Diometer  • 

ASTM  D2239-83 

YD 

19  Sep 

83 

MR  YD 

99 

4710 

6  Apr  83  REV-MD  CS 

Pipe,  Polyethylene  (PE)  Plastic,  Schedules  40  &  8C  Bosed  On  Outside  Diameter, 

ASTM  02447-85 

YD 

31  Aug 

84 

ME  YD 

99 

4710 

Stondord  Specification  For  •  21  Oct  85  USER-CE  MC  REV-CS 

Pipe,  Polyethylene  (PE)  Plostic,  (SIOR-PR)  Bosed  On  Controlled  Inside  Diameter, 

ASTM  D2239-85 

YD 

08  Sep 

84 

ME  YD 

99 

4710 

Stondord  Specification  For  •  21  Oct  85  REV-MD  CS 

Pipe,  Polyethylene  (PE)  Plostic,  (SDR-PR)  Based  On  Controlled  Outside 

ASTM  03035-83 

YD 

12  Nov 

84 

ME  YO 

99 

4710 

Diameter  •  6  Apr  83  USER-CE  MC  REV-CS 

Pipe,  Pressure,  4  In.  Through  12  In.,  For  Woter,  Polyvinyl  Chloride  (PVC)  •  25 

AWWA  C900-81 

YD 

09  Jun 

87 

ME  YD 

99 

4710 

Jon  81  USER-MC  REV.CS 

pipe.  Red  Bross,  (Copper  Alloy  No.  230),  Seamless  Stondaru  Pipe  Sue,  Regulor 

NOTICE  1 

WW-P.3S1A  (1) 

• 

06  Nov 

75 

MR 

CS 

4710 

&  Extra  Strong  VcUdoUd  Apr  82 

pipe.  Seamless  &  Welded  Titonium  &  Titonium  Alloy  •  24  Feb  78  U$ER*AS 

ASTM  8337-78 

MR 

23  Apr 

,2 

MR  SH 

4710 

REV-AR  ME 

Pipe,  Seamless  &  Welded  Austenitic  Stainless  Steel  -  29  Jul  88  USER-CE 

ASTM  A312/A312M-88 

YO 

19  Del 

88 

ME  YD 

4/10 

REV-CS 

Pipe,  Seomless  Corbon  Steel,  For  High  Temperature  Service  31  Jul  87  USER-AR 

ASTM  A 104  87A 

YO 

23  Oel 

87 

ME  YD 

99 

4710 

Ce  EA  CG  MC 

Pipe,  Sewer,  &  Fittings,  Acrylonitrile  Butadiene  Styrene  (ABS)  *  25  Feb  &  6  Apr 

ASTM  D2751-83A 

YD 

28  Apr 

88 

ME  YD 

99 

♦4710 

4710 

83  VaVdottd  Apr  88 

Pipe,  Soil,  Hubless  Cast  Iron,  And  Fittings  For  Sonitory  And  Storm  Oroin, 

Wostc,  And  Vent  Piping  Applications  >  1965  USER-CE  REV-SH  CS 
pipe,  Stoinless  Steel.seomless  And  Welded  Austenitic,  Stondord  Specification 

NOTICE  1 

CISPI  301-85 

ASTM  A312/A3127-87 

YD 

23  Moy  86 

02  Jun  87 

ME  YD 

4710 

For  •  27  Februory  1987 

Pipe,  Standard  Sixes,  Seamless  Red  Bross,  Standard  Specificotlon  For  *  20  Feb 

ASTM  843-87 

YO 

14  Ocl 

87 

ME  YD 

4710 

87  USER-AR  SH  99  REV-MR  CS 

Pipe,  Steel  (Seomless  &  Welded,  Block  &  Zinc  Coaled)  (Golvonized).....-........... 

WW.p.404D  (1) 

• 

17  Mar 

75 

99 

4710 

Pipe,  Steel  (Cool  Tor  Encmel  Or  Cement-mortor  Lining,  And  Cool  Tor  Enamel 

WW.p.l432B 

/ME 

20  Feb 

80 

ME  YD 

4710 

Coated  And  Wropped  USER-CE  REV-CS 

Pipe,  Steel  Water,  6  Inches  And  larger  22  Jun  86  USER-CE  REV-CS . . 

AWWA  C200-84 

YD 

21  May  84 

ME  YD 

99 

4710 

Pipe,  Sleel  Woler,  fielding  Welding  Of  ■  20  May  82  REV.CS . 

AWWA  C204-82 

YD 

21  Moy  84 

ME  YD 

4710 

Pipe,  Steel.  Drive,  Woterwell,  With  Coupling  USER-MC  REV-CS  . . 

Mll-P-3107f 

ME 

20  Apr 

82 

ME  YD 

4710 

Pipe,  Steel,  Block  &  Hot-  Dipped,  Zinc-  Cooled  Welded  8.  Seomless  •  27  Feb 

ASTM  A53-87A 

YO 

29  Moy  87 

-ME  YD 

99 

4710 

1987  USER-CE  CG  MC  SH 

Pipe,  Steel,  Block  Andhot  Dipped,  Zinc-cocted  Welded  And  Seomless  *  29  Jul 

ASTM  A53-88A 

YO 

21  Dec 

88 

ME  YD 

99 

4710 

86  USER-CE  CG  MC  SH  REV-CS 

Pipe,  Steel,  Block  &  Hot  Dipped  Zinc  Cooted  (Golvonized)  Welded  &  Seomless, 

ASTM  AI20  84 

50 

24  Oel 

84 

ME  YD 

99 

4710 

For  Ordinory  Uses  -  27  Jul  84  USER-CE  MC  CG  REV-CS 

Pipe,  Steel,  Electric-fusion  (ARC)-W£lOED  Steel  Pipe  (NPS  4  And  Over)*  31 

ASTM  A139-87B 

YO 

23  Oel 

87 

ME  YD 

4710 

Jul  87  REV-MR  CS 

Pipe,  Steel,  Electric-fusion  (Are)‘WeIded:(Nps  4  And  Over)  ■  29  Jul  88  REV-MR 

CS 

Pipe,  Steel,  Grooved,  Threoded,  Or  Plain  Ends  REV-CS  . . . . 

ASTM  A139-88 

YD 

28  Jon 

89 

ME  YD 

4710 

MIL--‘>.11087f 

ME 

22  Nov 

85 

ME 

4710 

Pipe,  Steel,  Weight  Cooted,  For  Submorine  Pipeline  Systems  REV-CS  . . . 

MII-P-52559B 

ME 

14  Aug 

80 

ME 

4710 

Pipe,  Titonium  &  Titonium  Alloy,  Seomless  &  Welded  -  27  Moy  1983  USER-A$ 

ASTM  B337-83R87E1 

MR 

15  Apr 

88 

MR  SH 

4710 

REV-AR  ME  CS 

Pipe,  Welded  Steel  Electric  Resistance  USER  DS  REV-EA  MR  CS . . 

ASTM  A135-88 

YO 

14  Oel 

88 

ME  YD 

4710 

Pipe!,  Disposoble  Gloss  Micro  Blood  Collection  « 27  Feb  81  Validated  Moy  88 

ASTM  E787-81 

EA 

27  May  88 

EA  MS 

99 

4710 

REV-OP  MB 

Piping  Thermoplostic  Pressure  Proctice  For-Underground  Instollotion 

NOTICE  1 

ASTM  D2774-72R83 

YD 

26  Apr 

89 

ME  YD 

4710 

Recommended  Of  Stondord  REV-MR  CS 

Piping,  Austenitic  Stoinless  Steel  Fitting  >29  Apr  88  REV-SH  CS . . . . 

ASTM  A403/A403M-88AyD 

19  Ocl 

88 

ME  YD 

99 

4710 

Piping,  Thermoplostic  Pressure,  Underground  Installation  Of  •  20  Nov  72 

ASTM  D2774-72R78 

YO 

19  Sep 

80 

ME  YD 

4710 

(Rcopproved  1983)  Validated  Aug  84  REV-MR  CS 

Plastic  Extrusions,  Flexible,  Polyvinyl  Chloride  *  1  Oct  84  . . 

AMS  34300-84 

AS 

06  Jun 

85 

ME  AS 
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4710 

Plastic  Pipe,  Chtorinoled  Poly  (  Vinyl  Chloride)  (CPVC),  Schedules  40  8.  80  •  31 

Oc!  1986  REV-CS 

ASTM  F441.86A 

YD 

29  Moy 

87 

CE  YD 

99 

4710 

Seamless  &  Welded  Titonium  K  Titanium  Alloy  Tubes  For  Condertsers  &  Heat 
Exchangers  Vdlidated  Apr  88  USER*AS  REV-ME  SH 

ASTM  B338-83R87 

MR 

07  Nov 

84 

MR  SH 

4710 

Seomless  Coppur  Woter  Tube,  Stondord  Speclficotian  For  29  Jul  88  USER-AV 

Ml  MC  CG  kEV-GL  EA  ME  CS 

ASTM  B88-88A 

YD 

19  Jon 

89 

MR  YD 

4710 

Sewer  Pipe  &  Fittings  Type  PSM  Poly(vinyl  Chloride)  (PVC)  -  25  Mor  1988 
USER>ME  REV-MD  CS 

ASTM  03034-88 

YD 

27  Sep 

88 

MR  YD 

4710 

Sewer  Pipe  6  Fittings,  Type  PSP  Poly  (Vinvl  Chloride)  (PVC)  -  29  Mcr  1985 
REV-CS 

ASTM  D3033'8S 

/YD 

06. Sep 

86 

ME  YD 

99 

4710 

Sewer  Piping,  Composite,  Acrylonitrile-butadiene-styrene  (ABS)  &  PoIy(VlNYL 
Chloride)  (PVC)  -  27  Feb  1987  REV-CS 

ASTM  D2680-87 

YD 

09  Sep 

87 

ME  YD 

99 

4710 

Sheet  Plastic  Rigid  Poly  (Vinyl  Chloride)  Standard  Specification  For  •  26  Jun  81 
USER-SH  REV-MR  84  GS 

AS1M  D1927-81R88E) 

YD 

10  Mor 

89 

YD 

99 

4710 

Standard  Dimenslans  For  StreomKne  And  Oval  Tubular  Shapes  Validated  Jun 

B1 

Steel  Pipe  Piles,  Welded  &  Seamless  -  29  July  1988  USER-CG  MC  REV-SA  CS 

MS-33534 

82 

26  Jon 

53 

AS 

99 

4710 

ASTM  A252-88 

YD 

30  Jon 

89 

ME  YD 

99 

4710 

Steel  Tubing,  Mechanical  0.50CR  -  O.SSNI  ■  0.25MO  (0.38  •  0.43C)  (Soe  8740) 

-  16  Jul  79 

AMS  6323F.79 

20 

31  Mor 

80 

MR  AS 

20 

4710 

Steel  Tubing,  Mechanical  1.45CR  (0,98  •  1.10C)  (Soe  52100)  For 
Bearingapplicotions  -  1  Oct  81 

AMS  6441G-81 

20 

0)  Oct 

82 

MR  AS 

20 

4710 

Steel  Tubing,  .Mechanicol  0.95CR  -  0.20MO  (0.28  -  0.33C)  (SAE  4130)  •  15 

Oct  79  Vofidaled  Mor  88 

AMS  6371F-79 

NOTICE  1 

20 

15  Mar 

88 

MR  AS 

20 

4710 

Steel  Tubing,  Seamless,  Corrosion  &  Moderate  Heat  Resistant  12.5CR  (Sae 

51410  )(  15  Jon  81) 

AMS  5591F-81 

20 

30  Oct 

81 

MR  AS 

20 

4710 

Steel  Tubing,  Seamless  O.SOCR  ■  0.5SNI  -  0.20MO  (0.28  •  0.33C)  (Soe  8630)  • 

1  Apr  82 

AMS  6S30G-82 

20 

0)  Oct 

82 

MR  AS 

20 

4710 

Steel  Tubing,  Seamless,  Corrosion  &  Heat  Resistant  9.0MN  •  20CR  •  6.5N1  • 

0.28N  Vatidafed  Mar  88 

AMS  5S62A-81 

NOTICE  1 

11 

04  Mar 

88 

MR  AS 

)) 

4710 

Steel  Tubing,  SearrJess,  Or  Welded,  Corrosion  Resistont,  19CR-10NI  (SAE 

30304),  High  Pressure  Hyrajlic,  Cold  Drown  USER-82  REV-82 

AMS  SS66H-86 

/CS 

07  Moy 

87 

CS 

4710 

Steel  Tubing,  Seomless,  Corrosion  &  Heat  Resistant  25CR  •  20Ni,  Solution  Heot 
Treated  (SAE  30310) 

AMS  5572E-82 

20 

0)  Oct 

82 

MR  AS 

20 

4710 

Steel  Tubing.  Toleronces-corrosion  And  Heat  Resistant  •  1  Jan  1986  . . . 

AMS  2243F-86 

MR 

24  Jon 

86 

MR  AS 

20 

4710 

Steel  Tubing,  Welded,  Corrosion  &  Moderate  Heat  Resistont  12CR  •  8.5N1  - 
0.30  (Cb&ta)  •  1.1TI  «  2.0CU  Vacuum  Induction  Plus  Vacuum  Consumoble 
Electrode  Melted  Solution  Heot  Treoted,  Precipitotion  Hardenoble  -  1  July 

1985 

AMS  3578B-SS 

20 

01  Aug 

86 

MR  AS 

20 

4710 

Steel  Tubing,  Welded,  Corrosion  And  Heat  Resistont  18CR  •  10.5NI  •  0.70  (Cb 
&to)  (Soe  30347)  Thin  Woll  •  15  Jon  1979  Valldattd  Mar  88 

AMS  5558C-79 
NOTICE  1 

)) 

04  Mor 

88 

MR  AS 

)) 

4710 

Steel  Tubing,  Welded,  Corrosion  &  Heot-Resistont  18CR  *  105NI  •  0.40TI  Thin 
Woll  Solution  Heat  Treated  (SAE  30321)  •  1  Jan  83 

AMS  5559E-83 

20 

0)  Sep 

83 

MR  AS 

20 

4710 

Thermoplastic  Gos  Pressure  Piping  Systems  •  2*  Oct  1985  REV-MO  C$... . . 

ASTM  D2513-85A 

YD 

19  Aug 

86 

MR  YD 

99 

4710 

Thermoplastics  Gas  Pressure  Piping  Systems,.Stahdard  Specificotionfor  •  26 

Nov  1986  REV-MD  CS 

ASTM  D2513-86A 

YD 

17  Aug 

87 

MR  YD 

99 

4710 

Toleronce-welded  Carbon  And  Alloy  Steel  Tubing  (Asg)  Validated  Avg  85 

REV.99 

MS-33530 

AS 

26  Jon 

53 

AS 

4710 

Toleronce,  Welded  Corrosion-resistant  Steel  Tubing  (Asg)  Validated  Jo!  84 

REV-99 

MS-33531A 

AS 

23  Aug 

57 

AS 

4710 

Tube  &  Pipe,  Nickel-chromium-iron  Alloy  (Issue  Controlled  Requests  By  Other 

Then  Dod  Activities  Must  Be  Submited  Via  The  Preporing  Activity) 

MIL.T-23227E 

SH 

27  Feb 

84 

SH 

4710 

Tube  And  Pipe,  Corrosion-resistant  Steel,  Seamless  (Issue  Controlled-reqsts  By 
Other  Than  Dod  Actys  Must  Be  Submtd  Vio  The  Preparing  Acty  Of  The 

Spec)  Validated  Feb  92  REV-CS 

MIL-T-23226E  (1) 

SH 

28  Aug 

85 

SH 

4710 

Tube  And  Pipe,  Corbon-molybdenum  Alloy  Steel,  Seamless  (Astm  AG35-55R, 

Grode  P-l)  USER-II  REV-CS 

MIL-T-(X)20)55B  (1) 

SH 

28  Dec 

80 

SH 

4710 

Tube  And  Pipe,  t'lickel-copper  Alloy,  Seamless  And  Welded  Validated  Dec  84 
USER-ME  AR  YD  REV-MI  AS  CS 

MIL-T-)368C  (2) 

INT  AMD  3  (SH) 

SH 

2)  Feb 

66 

MR  SH 

99 

4710 

Tube  And  Pipe,  Nickel-copper  Alloy,  Seomless,  Air  Melted  (Issue 

Controlled-requests  By  Other  Thon  Dod  Activities  Must  Be  Submitted  Vio  The 
Preporing  Activities  Of  The  Spec)  USER-ME 

MIL-T.23520C  (1) 

SH 

04  Sep 

84 

SH 

4710 

Tube  Bend  RADI!  REV-ll . 

MS-336))  A 

AS 

01  Apr 

83 

AV  AS 

99 

4710 

Tube,  Aluminum  &  Aluminum  Alloy  Round  Welded  «  27  Aug  82  REV-CS. . . 

ASTM  B3)3-82A 

YD 

)2  Jun 

87 

ME  YD 

99 

4710 

Tube,  Aluminum  Alloy,  Seomless,  Round,  Drawn,  6061,  Aircroft  Hydraulic 

Quolity  Validated  May  83  USER-ME  REV-MI  SH  99  CS 

MIL-T-708)D  (5) 

20 

05-Jun 

73 

AV  AS 

20 

4710 

Tube,  Aluminum  Alloy,  Drown,  Seomless,  5052  Generol  Speclficotion  For 

USER-MC  REV-ME  EA  AR  Ml  SH  OS  99  CS 

WW.T-700F  (1) 

/AS 

09  Jon 

85 

MR  AS 

20 

4710 

Tube,  Aluminum  Alloy,  Drown,  Seamless,  3(X)3  USER-MC  REV-EA  AR  Ml  SH 

OS  99CS 

WW-T-700/2E 

/AS 

29  Dec 

83 

MR  AS 

20 

4710 

Tube,  Aluminum  Aiioy.drown,  Seamless,  2024  USEk-AR'MI  MC‘RcV-cA  OS  99 

CS 

Tube,  Aluminum  Alloy,  Drown,  Seamless,  5052  USER-MC  REV-EA  AR  Ml  SH 
OS99CS 

VVVV-7 -7 0073  F 

/AS 

29  Dec 

83 

IMtV  AS 

20 

4710 

WW-T-700/4F  0) 

/AS 

09  Jon 

85 

MR  AS 

20 

4710 

Tube,  Aluminum  Alloy,  Drawn,  Seomless,  5086  USER-MC  REV-EA  AR  Ml  OS  99 

CS 

Tube,  Aluminum  Alloy,. Drown,  Seomless,  6061  USER-MC  REV-EA  AR  ME  SH 
OS99CS 

WW-T-700/5E 

/AS 

29  Dec 

S3 

MR  AS 

20 

4710 

WW-T-700/6F  ()) 

/AS 

09  Jon 

85 

MR  AS 

20 

4710 

Tube,  Aluminum  Alloy,  Drown,  Seomless,  7075  USER-MC  REV-AR  ME  Ml  OS 

99  CS 

WW.T.700/7B 

/AS 

29  De: 

83 

MR  AS 

20 

4710 

Tube,  Aluminum-olloy,  Extruded  Pipeline  Section,  With  Grooved  Nipple  Welded 

On  Eo'h  End  REV-CS 

Mll-T.)0794G 

ME 

20“Apr 

82 

ME 

99 

4710 

Tube,  Aluminum,  Drown,  Seomless,  11(X)  USER-MC  REV-AR  Ml  SH  OS  99  CS  .. 

WW-T-700/)E 

/AS 

29  Dec 

83 

MR  AS 

20 

4710 

Tube,  Brost  (Red  Broit),  Seomless  USER-AT  REV-MR  Ml  YD  99  CS . 

MIL-T-20)68C 

SH 

04  Aug 

86 

ME  SH 

20 

2S3 


FSC  USTING 


DOCUMENT 


FSC 

TIIIE 

NUMBER 

PREP 

DATE 

CUSTODIAN 

4710 

Tube,  Broil,  Seamless  Validated  May  80  USER>CE  REV-MI  EA  99  CS  . . . 

WW.T.791A 

/20 

12  Jul 

71 

ME  AS 

20 

4710 

Tube,  Brois,  Voice  And  Pneumatic  (Copper  Alloy  No.  260)  USER*OS  REV-CS.... 

MIL-T-202190 

SH 

21  Aug 

86 

MR  SH 

99 

4710 

Tube,  Copillory,  Hord>drawn  Copper,  For  Restrictor  Applications  •  26  Feb  1988 
USER-MC  REV-SH  82 

ASTM  360-88 

•CS 

30  Sep 

88 

ME 

99  CS 

4710 

Tube,  Corbon,  Ferritic  Aloy,&  Austenitic  Alloy  Steel,  Generot  Requirements  For 
-  26  Jul  85 

ASTM  A450/A450M.85AMR 

08  Oct 

85 

MR  SH 

4710 

Tube,  Condenser  And  Heot  Exchonger  With  Integrol  Fins  (Uns  Alloy  Nos. 

C71500,  C70600,  C122(X)) 

Ma-T-222I4B 

SH 

16  Mor 

87 

SH 

4710 

Tube,  Copper  (Seamless)  (Copper  Alloy  Numbers  C10100,  C10200,  C10300, 
C10800.  C12000,  C12200,  And  C14200)  REV-MC  YD  84  CS 

MtL-T-24l07B 

SH 

16  Oct 

87 

SH 

4710 

Tube,  Copper  Nickel  Alloy,  Seumless  And  Welded  (Copper  APoy  Numbers  7)5 

And  706)  USER-ME  YO  REV-CS 

Ma-T.16420K  (1) 

SH 

16  Sep 

88 

SH 

4710 

Tube,  Copper  Silicon  Bronze,  Seomless,  For  Aircroft  Validated  May  65  REV-99 

CS 

Tube,  Copper,  Seomless,  Woter  (For  Use  With  Solder-  Flored-  Or 

Compression-type  Fittings)  USER-MC  CG  99  REV-AR 

MIL-T-823tA 

20 

02  Sep 

70 

20 

4710 

WW.T.799f 

/YD 

20  Aug 

79 

ME  YO 

4710 

Tube,  Copper,  Seamless  (For  Toroedo  Use)  Validated  Apr  82  REV-MI . . 

MIL.T-323SB 

os 

05  Mor 

76 

OS 

4710 

Tube,  Copper,  Seomless  -  27  Jul  94  USER-ME  Ml  REV-EA  SH  CS . 

ASTM  875-84 

YD 

12  Nov 

84 

MR  YD 

99 

4710 

Tube,  Copper,  Welded  Standard  Coecificallon  For  24  Feb  89  USER-OS  REV-CS 

ASTM  8447-89 

YO 

25  Apr 

89 

ME  YD 

99 

4710 

Tube,  Heot  Exchonger,  Welded  Copper  &  Copper-alloy,  Standord  Specificotion 

For  (Metric) 

ASTM  8S43M-86A 

YD 

13  Nov 

86 

ME  YD 

99 

4710 

Tube,  Mognesium-olloy,  Extruded  Validated  Jul  84  USER-ME  AV  OS  REV-AR 

SH  99  CS 

WW-T-82SB 

/AS 

20  Aug 

71 

MR  AS 

20 

4710 

Tube,  Round,  Copper  Alloy  Numbers  330,  331,  332,  And  370  (Leoded  Bross), 
Seamless  Validated  Jan  85  USER-MI  ME  REV-EA  CS 

MIL-T-46072A 

MR 

10  Sep 

71 

MR 

4710 

Tube,  Seamless  Brass,  Stondord  Specification  For  •  25  July  1986  USER-ME  SH 

99  REV-CS 

ASTM  B1347-86A 

YD 

01  Jun 

87 

EA  YO 

4710 

Tube,  Seamless  Bross  (Metric,  Standard  Specification  For  -  25  Jul  86  USER-ME 

99  REV-SH  CS 

ASTM  B)35M-86A 

YO 

24  Dec 

86 

EA  YD 

4710 

Tube,  Seomless  Copper,  Standord  Specificotion  For  >  27  Jun  86  USER-ME  Ml 
REV-EA  SH  CS 

ASTM  B7S-86 

YD 

29  Dec 

86 

MR  YD 

99 

4710 

Tube,  Seomless  Copper,  Bright  Anneoled  -  3  Mcr  80  USER-ME  REV-SH  CS . 

ASTM  868-80 

MC 

17  Jul 

b1 

MC 

99 

4710 

Tube,  Seomless,  Copper-beryllium  6  Jon  88 . . . . . . 

ASTM  B643-8S 

MR 

06  Jon 

88 

MR  SH 

99 

4710 

Tube,  Steel,  Pipeline  Section,  With  Grooved  Nipple  Welded  On  EocK  End. 
USER-MC  REV-CS 

MII-T-425H 

ME 

22  Dec 

86 

ME  YD 

99 

4710 

Tube,  Steel,  Seamless,  Morine  Boiler  Application  USER-ME  REV-CS . 

MIL-M6286E  (1) 

SH 

25  Jun 

80 

SH 

4710 

Tube,  Water,  Seamless  Copper  (Metric),  Standard  Speciflcatiors  For  -  25  Feb 

83  USER-AV  SH  MC  CG  REV-ME  EA  GL  CS 

ASTM  B88M-83 

YD 

12  Oct 

84 

MR  YD 

4710 

Tube,  Welded  Copper  &  Copper  Alloy,  For  Air  Conditioning  &  Refrigeration 

Service  -  27  Jun  1986  REV-SH  CS 

ASTM  8640-86 

/YD 

29  Moy 

87 

ME  YD 

99 

4710 

Tube,  Welded  Copper  USER.OS  REV-CS  . 

ASTM  8447-88 

YD 

14  Oct 

88 

ME  YD 

99 

4710 

Tube,  Wrought  SeomlesKopper  And  Copper-alloy,  Generol  Requirements  For  • 

27  Feb  87  USER-MI  CG  REV-MR  SH  82  CS 

ASTM  B2S1-87 

14  Jun 

87 

ME  YO 

99 

4710 

Tube,  70-30  And  90-10  Copper  Nickel  Alloy,  Condenser  And  Heot  Exchanger 
Validated  Apr  82  USER-MC  REV-MR  YO  CS 

MII-T-)5005E  (2) 

INT  AMD  3  (SH) 

SH 

27  Apr 

64 

SH 

99 

4710 

Tubes,  Aluminum  &  Aluminum  Alloy  Drown,  For  General  Puroose  .  .p>plicotion  • 

26  Apr  85  REV-ME  OS  82 

ASTM  8483-85 

CS 

24  Jul 

86 

ME 

99 

4710 

Tubes,  Aluminum-olloy  Drawn  Seamless  •  29  Apr  1988  RE*  i  CS . 

ASTM  B210-88E1 

YD 

05  Sep 

88 

ME  YO 

99 

4710 

Tubes,  Aluminum-alloy  Drawn  Seamless  •  21  November  1986  REV-ME  CS  . . 

ASTM  8210-86 

YD 

10  Feb 

87 

MR  YO 

99 

4710 

Tubes,  Carbon,  Alloy,  &  Austenitic  Alloy  Steel,  Generol  Requirements 

Fcr  ■  27  Jun  86 

ASTM  A450/A450M-86A  MR 

12  Nov 

86 

MR  SH 

4710 

Tubes,  Carbon,  Ferritic  Alloy,  And  Austenitic  Alloy  Steel,  Generolrequirements 

For  •  26  July  1985 

ASTM  A450M  85A 

MR 

08  Oct 

85 

MRSH 

4710 

Tubes,  Condenser  &  Heat  Exchanger,  Seamless  Nickel  8i  Nickel  Alloy,  Standord 
Specificotion  For  -  28  Dec  84  USER-99  REV-SH  CS 

ASTM  8163-84 

YO 

21  Jun 

85 

YO 

99 

4710 

tubes,  Round,  Aluminum  And  Aluminum-olloy  Extruded,  Generol-purpose 
Applications  29  Apr  1983  USER-ME  OS  REV-ME  SH  OS  82 

ASTM  8491-83 

CS 

14  Sep 

84 

ME  SH 

4710 

Tubes,  Seomi.'ss,  Aluminum  &  Aluminum-olloy  Drawn  (Metric)  •  29  Apr  1988 
REV-SH  CS 

ASTM  8210M-88 

YO 

07  Sep 

88 

MR  YO 

4710 

Tubes,  Steel,  Seomless  &  Electric  Welded  Low-olloy,  Standard  Specification  For 
-  28  Feb  86  USER-MC  SH  REV-CS 

ASTM  A423/A423M-86  YD 

10  Aug 

86 

YD 

99 

4710 

Tubine  Alloy,  Seomless,  Corrosion  And  Heot  Resistant  74NI  •  15.5CR'  S.DFE 
Anneoled  •  1  OCT  88 

AMS  5580G-88 

11 

17  Mar 

89 

MR  AS 

11 

4710 

Tubing  AHoy,  Seomless,  Corrosion  And  Heot  Resistant  52.5NI  •  19CR  *  3.0MO  • 
5.1  (Cb  oo  To)  •  0.90Tf  *  0.50A1  *  18FE  Consumoble  Electrode  Or  Vocuum 
Induction  Melted  1950  Deg  F  (1065  Deg  C)  Solution  Heoted  •  1  Oct  87 

AMS  55908-87 

11 

17  Mor 

89 

MR  AS 

11 

4710 

4750 

tubing  Alloy,  Seomless,  Corrosion  And  Heot  Resistant  72Ni  -  15.5CR  -  0.95  (Cb 

00  To)  -  2.5TI  -  0.79A1  -  7.0Fe  Anmeoled  -  1  Jul  87 

Tubing  And  Costing  *  15  Mcr  So . . . . . . . . 

AMS  55828-87 

A?i  5C7*S5 

11 

YO 

10  Mor 

13  Feb 

89 

S9 

MR  AS 

11 

4710 

Tubing  For  Generot  Service,  Seomless  &  Welded  Austenitic  Stoinless  Steel  •  27 

Feb  1987  U56R-CG  MC  REV-SH  CS 

ASTM  A269-87 

♦YO 

01  Jun 

87 

ME  YD 

99 

4710 

Tubir)g  Plo.tic,  Poly  (Vinyl  Chloride)  (PVC)  •  25  Feb  83  USER-CE  MC  REV-CS.... 

ASTM  D2740-83E1 

YO 

06  Nov 

84 

ME  YO 

99 

4710 

Tubing  Steel  Mechonicol  0.95CR  -  0.20MO  (0.28  -  0.33C)  (Soe  4130)  -  1  Oct 

AMS  6371G-88 

n 

17  Mor 

89 

MR  AS 

11 

4710 

Tubing  Steel,  Mechonicol  0,95CR  -  0.20MO  (0.33-0.38C)  (Soe  4)35)  •  15  Jon 

77  Validated  May  84 

AMS  6372E-77 

20 

08  Jul 

77 

MR  AS 

20 

4710 

Tubing  Steel,  Mechonicol  0.95CR  -  0.20MO  (0.38  -  0.43C)  (Soe  4140)  -  30  Jun 

74  Validated  Apr  8 1 

AMS  6381C- 

20 

15  Jul 

75 

MR  AS 

20 

4710 

Tubing  Steel,  Seomless,  Corrosion  And  Moderote  Heat  Resistont  16.CR  •  4.5NI 
-  2.9MO  -  O.10N  Anneoled  -  1  Jul  88 

AMS  55548-88 

11 

17  Mor 

89 

MR  AS 

11 

4710 

Tubing  Steel,  Seomless  0.22  •  O.20C  (Soe  1025)  Cold  Drown  And  Stress 

AMS  5075-88 

11 

10  Mor 

89 

MR  AS 

11 

Rtlitvtd  ■  1  Oct  88 
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4710 

ubing  Sfeel,  Seomless,  Corrosion  And  Heot  Resistant  25CR  •  20Nt  (See 

3010S)  Solution  Heat  Treated  •  1  Jul  88 

AMS  5572F.88 

11 

17  Mor 

89 

MR  AS 

11 

4710 

Tubing  Tilonium,  Welded,  Annealed,  40,000  Psi  (276  Mpo)  Yield  Strength  >  1 

Jul  56  REV-ME 

AMS  49418-55 

82 

01  Oct 

82 

99 

4710 

Tubing,  At'o/,  Seamless,  Corrosion  &  Heat  Resistant  72N1  •  15.5CR  •  0.95(CB 

Plus  Ta)  •  2.5TI  -  0.7A1  -  7.0FE  -  15  Jul  80  Validated  Mar  88 

AMS  5582A-80 
NOTICE  1 

11 

04  Mar 

88 

MR  AS 

11 

4710 

Tubing,  Alio/,  Seamless,  Corrosion  &  Heat  Resistant 

52.5N|.19CR-3.0MO-5.1(CB  Plus  TA)-0.90TI-0.50AM8FE.  Consutnoble 

Electrode  Or  Vacuum  Induction  Melted  1750  Deg.  F  (955  Deg.  C)  Solution 

Heot  Treated  -  1  Apr  81  Validated  Mar  88 

AMS  5S89A-8I 
NOTICE  1 

11 

04  Mar 

88 

MR  AS 

11 

4710 

Tubing,  Alloy,  Seomless,  Corrosion  &  Heot  Resistant  47.5NI  -  22CR  *  1.5CO  • 
9.0MO  >  0.60W  .  18.5FE  >  15  Oct  80  Validated  Mar  88 

AMS  5587C-80 
NOTICE  1 

11 

04  Mor 

88 

MR  AS 

11 

4710 

Tubing,  Alloy,  Welded,  Corrosion  &  Heat  Resistant  57  Ni  -  19.5CR  •  13.5CO  * 
4,2MO  ■  2.9TI  ■1.4A1  -  0.06ZR  •  0.006B  Consumable  Electrode  Or  Vocoum 
Induction  Melted,  Anneoled  •  1  Apr  85 

AMS  55S5C-85 

20 

01  Aug 

86 

MR  AS 

20 

4710 

Tubing,  Aluminum  Alloy,  Round,  Seamless  (For  Rocket  Motors)  Validated  Apr 

82  REV-CS 

MIL-T-15089C  (1) 

OS 

03  Feb 

76 

OS 

4710 

Tubing,  Brass  Seamless  REV<MR  Ml  AR  ER  20 . . . . . 

MIL-T-5945A 

82 

13  Feb 

84 

99 

4710 

Tubing,  Corbon  &  Alloy  Steel,  Tolerances  •  1  Jan  83 . . . . 

AMS  22S3E-83 

MR 

26  Jul 

84 

MR  AS 

20 

4710 

Tubing,  Corbon  Steel  (1025),  Seomless  And  Welded  (Aircroft  Quolily) 

Validated  Jan  89  USER-ME  REV*MI  99  CS 

MIL-T,50558  (1) 
NOTICE  1 

20 

12  Jan 

89 

MR  AS 

•4710 

Tubing,  Chrome-molybde  Validated  Jan  89  USER*M£  R£V<Ml  EA  99  CS . 

MIL-T-6736B 

NOTICE  1 

20 

12  Jon 

89 

MR  AS 

*4710 

Tubing,  Chrome>motybdenum  (4135)  Steel  Seomless  Validated  Mar  88  R£V*Mt 

CS 

MIL-T-5735A 

NOTICE  1 

11 

04  Mor 

88 

MR  AS 

11 

4710 

Tubing,  Copper  Brazed  Steel  1  Jul  88  USER'AR  ME  MC  REV<AR  82 . 

ASTM  A254-88 

CS 

15  Sep 

88 

ME 

99 

4710 

Tubing,  Mechanical,  Welded  Stainless  Steel  *29  July  1988  REV*CS  GS  . . 

ASTM  A554-88A 

MR 

05  Oct 

88 

MR  SH 

4710 

Tubing,  Mechanical,  Seomless  Stolnless  Steel  *  29  July  1988  REV*CS . 

ASTM  A5n-88A 

MR 

05  Oct 

88 

MR 

4710 

Tubing,  Mechanicol,  Cold*  Drawn  Buttweld  Corbon  Steel  •  8  July  1986 

USER-AV  GL  Ml  OS  YD  REV*AT  ME  SH  CS 

ASTM  A512-86 

MR 

31  Mar 

87 

MR 

20 

4710 

Tubing,  Mechanicol  El  Ectric  Reslslonce  Welded  Carbon  &  Alloy  Steel  *  29  Ju! 

1988  USER-YO  OS  SH  REV-AR  AT  ME  Ml  82  CS 

ASTM  A5I3  88 

MR 

20  Oct 

as 

MR 

99 

4710 

Tubing,  Mechanicol,  Seomless  Corbon  ■  7  October  1986  REV*AR  Ml  AT  SH  CS 

ASTM  ASI9-86B 

MR 

10  Jul 

87 

MR 

4710 

Tubing,  Phosphor  Bronze,  (Cdo  No.  510)  Round,  Seamless  Validated  Jv!  84 
USER-ME  OS  REV-EA  99 

MIL-T-3595B 

AS 

14  Jul 

69 

MR  AS 

20 

4710 

Tubing,  Polyethylene  (PE)  Plostic  -  6  Apr  83  REV-MO  CS . . 

ASTM  D2737.83 

YD 

12  Nov 

84 

MR  YD 

99 

4710 

Tubing,  Round,  Seomless  Alloy  Steel  Validated  Nav  83  . . . 

MIL.T.15119A 

os 

20  Oct 

76 

OS 

4710 

Tubing,  Seamless  &  Welded  Austentic  Stolnless  Steel  Sonltory  •  28  Feb  86 
USER-GL  ME  SH  REV-CS 

ASTM  A270-86A 

YD 

07  Jul 

86 

YD 

99 

4710 

Tubing,  Steel  (tow-carbon)  Mechonicol  Round  USER-AV  REV-AT  Ml  AR  CS . 

MII.T.3520C 

ME 

10  Apr 

84 

ME 

99 

4710 

Tubing,  Steel,  Corbon,  Structurol  REV-EA  GS  CS . . . . . . 

MII-T.16343C  (1) 

OS 

28  May 

86 

AV  OS 

20 

•4710 

Tubing,  Steel,  Corrosion  And  Heot  Resisting. (18-8  Stoblllzed),  Welded  REV-MI 

EA  OS  SH  99  CS 

MIL-T-5737C  (1) 

AS 

30  -Jun 

83 

MR  AS 

20 

•4710 

Tubing,  Steel,  CorrosionSresistont  (304),  Aerospace  Vehicle  Hydraulic  Systems, 
Anneoled,  Seomless  And  -Welded  Validated  Jan  89  USER-ME  REV-MR  Ml  EA 

99  CS 

MII-T-8504A  (2) 
NOTICE  1 

20 

20  Jon 

89 

AV  AS 

4710 

Tubing.  Steel,  Corrosion  Resistont  (18-8  Stoblized  And  Extro  low  Carbon) 
Validated  Jul  87  USER-AFYO  OS  REV-M:  ME  AR  19  99  13  CS 

MIL-T-8506C  (2) 
NOTICE  1 

20 

30  Jul 

87 

MR  AS 

20 

4710 

Tubing.  Steel,  Corrosion-resistant,  (304),  Annealed,  Seomless  And  Welded 
Validated  Jan  89  USER-AV  AT  REV-MI  EA  99  CS  DS 

MII-T-8505A 

NOTICE  1 

20 

20  Jon 

89 

MR  AS 

4710 

Tubing,  Steel,  Corroslon-resistont  (530400),AEROSPACE  Vehicle  Hydroullc 

System  1/8  Hard  Conditlan  Validated  Jan  89  REV-AV  EA  AR  99  CS 

MIL-T-6845D 

NOTICE  1 

20 

20  Jon 

89 

MR  AS 

CS 

4710 

Tubing,  Steel,  Corrosion-resistant  (18*8  Stabilized),  Aircroft  Kydroulic  Quolity 
(Asg)  Validated  Ju!  87  USER-ME  REV-M!  CA  CS 

m:1-T>8808B 
NOT2CE  1 

20 

30  Jul 

87 

AV  AS 

20 

4710 

Tubing,  Steel,  Corrosion  And  Heat  Resistont,  For  Aerospoce  Vehicle  Hydroullc 
Systems  Assemblec  By  Brazing  Validated  May  84  REV-MI  99 

Mll-T-8973 

20 

12  Sep 

69 

AS 

20 

4710 

Tubing,  Steel,  Corrosion-resistant  (304),  Cold  Drown  USER-SH  AS  OS  REV-EA 

13  99  CS 

MII-T-5695D 

NOTICE  1 

20 

30  Jul 

87 

AS 

20 

4710 

Tubing,  Steel.  For  3.25  Inch  And  5.0  Inch  OD  Rocket  Motors  Validated  Dec  83 

Mll.T,18912A 

OS 

14  Oct 

7r, 

OS 

4710 

Tubing,  Steel,  Seomlen  022  •  0.28C  (Soe  1025)  •  1  Jul  81 . 

AMS  5075D-81 

20 

01  Oct 

MR  AS 

20 

4710 

Tubing,  Steel,  Seomless  low  Carbon  Annealed  •  15  Jul  77 . . . . 

AMS  505(X;.77 

20 

27  Feb 

81 

MR  AS 

20 

4710 

Tubing,  Steel,  Seomless,  Corrosion  8>  Moderote  Heot  Resistont  16.5CR  •  4.5NI  • 
2.9MO  -  0.1  ON  Anneoled  -  1  Jan  82 

AMS  5SS4A-82 

20 

01  Oct 

82 

MR  AS 

20 

4710 

Tubing,  Steel,  Seom-free.  Round  0.95CR  -  0.20MO  (0.28  0.33C)  (SAE  4130) 
95,000  Psi  (65SMPA}  Tensile  Strength  -  1  Jul  85 

AMS  6374.85 

20 

01  Aug 

86 

MR  AS 

20 

4710 

Tubing,  Steel,  Welded  &  Drawn,  Corrosion  &  Heot  Resistont  V.OMN  •  20CR  • 
65NI  >  0.28N  High  Pressure  Hydraulic  -  15  Jul  80  Validated  Mar  88 

AMS  5S61A-80 
NOTICE  1 

11 

04  Mar 

88 

MR  AS 

11 

4710 

Tubing,  Steel,  Welded,  Corrosion  &  Moderate  Heot  Resistont  )2CR  -  8.5NI  • 
0.30(CBmTA}  >  l.lTl  *  2.0CU  Vocuum  Irtduction  Plus  Vocuum  Consumoble 
Electrode  Melted  Solution  Heot  Treoted,~PrecIpitatton  Hordenoble 

AMS  55788-85 

20 

01  Aug 

86 

MR  AS 

20 

4710 

Tubing,  Steel,  Welded,  Corrosion  &  Moderote  Heot  Resistont,  17CR  *  7.N1  - 
l.lAl,  Solution  Heot  Treoted,  Precipitalion  Hordenoble  '  1  Jul  81  Validated 

Mar  88 

AMS  55688-81 
NOTICE  I 

11 

04  Mar 

88 

MR  AS 

11 

4710 

Tubing,  St.,1,  Welded  (0,22  -  0,28C  (Soe  1025)  ■  )5  Jon  77  . 

AMS  5077C-77 

20 

01  Oct 

82 

MR  AS 

20 

4710 

Tubing,  Structure!,  Hot  Formed  Welded  &  Seomless  High  Strength  low  Alloy  - 
27  Jul  84  REV-SH  CS 

ASTM  A618-84 

YD 

21  Dec 

84 

ME  YD 

99 

4710 

Tubing,  Structurol,  Cold  Formed  Welded  &-SeamIess  Corbon  Steel,  In  Rounds  & 
Shopes  -  27  Jul  84  REV-SH  CS 

ASTM  A500-84 

YO 

25  Jon 

85 

ME  YD 

99 

47  lO 

Tubing,  Structurol,  Hot  Formed  Welded  &  Seomless  Corbon  Steel  >  27  Jul  84 

USER  OS  REV-SH  CS 

ASTM  A50I-84 

YO 

08  Feb 

85 

ME  YD 

99 

4710 

Tubing,  litonium,  Seomless,  Anneoled,  40,()b0PSl  (275  MPA)  Yield  Strength  -  1 
Apr  1984 

AMS  4942C-84 

AS 

30  Dec 

85 

MR  AS 

20 

255 
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^710 

Tubing,  Titanium  Alio/,  Seomleis,  H/droulic  3.0Al*2.SV  CoM  Worked,  Stress 
Relieved  1  Jon  85 

AMS  4944C-8S 

AS 

02  Oel 

85 

MR  AS 

20 

4710 

Tubing,  Toferonces,  Metric,  Corrosion  &  Heat  Resistant  Steel  ■  T  Jon  1987  ........ 

MAM  2243A-87 

MR 

11  Jun 

87 

MR  AS 

20 

4710 

U'bend  Seamless  Copper  &  Copper  Alio/  Heat  Exchonger  &  Condenser  Tubes, 
Standard  Sepcificotion  For  29  Jul  88  USER>SH  REV<CS 

ASTM  B39S'88 

YD 

28  Jan 

89 

ME  YD 

99 

4710 

Woter  Mains,  Ductile  Iron,  &  TKeir  Appurtenances,  installation  Of  •  1  Feb  82  .... 

AWWA  C600-82 

YD 

25  Jun 

82 

CE  YD 

99 

4710 

Welded  &  Seamless  Steel  Pipe  Piles  >  30  Jul  82  VaUdated  Jun  67  USER*CG 

MC  REV-SA  CS 

ASTM  A252-82 

NOTICE  1 

YD 

12  Jun 

87 

ME  YD 

99 

4710 

Wire,  Coppered  Corbon  Steel,  Stondord  Specification  For  •  26  Feb  1988 

USER-AR  MC  REV.MI  AT  ME  84  IS 

ASTM  A818-88 

YD 

07  Sep 

88 

MR  YD 

99 

4720 

Automotive  Air  Broke  Hose  &  Hose  Assemblies  -  1  Jul  76  . . . . . . . . 

SAE  JU02C.76 

ME 

29  Sep 

81 

ME 

99 

4720 

Automotive  Air  Broke  Systems,  Non  Metallic  Tubing  &  Fitting  Assemblies  Used 

In  •  Jon  76  (Reapproved  Oct  83)  Validafed  Oct  63  USER*ME 

SAE  JB44D-76 

AT 

30  Sep 

81 

AT 

99 

4720 

4720 

Bend  Data,  Minimum,  H/droulic,  Pneumollc,  Fuel  And  Oil  Hose  VoUdoted  Apr 

84  REV-MI  99 

Broke  Hose  Assemblies,  H/droulic,  For  Use  With  Non  Petroleum  Bose  Hydraulic 
Fluids  ^  Jan  78  (Reopproved  Oct  83)  Validated  Oct  83 

MS-33790 

SAE  J1401A-7S 

82 

AT 

6  Oct 

30  Sep 

58 

81 

AS 

AT 

99 

4720 

4720 

4720 

4720 

Chart,  Hose  Selection  Validated  Jul  81 . . . . . . . . 

Coupling,  Flexible,  low  Pressure  Air  Line  •  1 6  Mor  53  Validated  Apr  84  . . 

Coupling,  Flexible,  Low  Pressure,  450  Deg.  Air  Line  •  16  Mor  53  Validated  Apr 

84 

Coupling.  Flexible,  Low  Pressure  •  16  Mor  53  Validated  Apr  84., . 

MS-33620B 

NAS  522-53 

NAS  520-S3 

NAS  521-53 

82 

CS 

CS 

CS 

04  Mar 
20  Jun 
20  Jun 

20  Jun 

64 

78 

78 

78 

AV  AS 

99 

99 

99 

99 

4720 

Cover,  Self'Seoling,  Fuel  Line,  Aircraft  Validated  May  65  REV*99 . 

MII-C-83291B 

82 

28  Feb 

78 

AS 

99 

L 

4720 

Duct  &  Scuff  Cover,  Pneumatic,  Flexible . . . . . . . . 

MII-D-22704E 

AS 

15  Ocl 

85 

AS 

Q  1 

4720 

Duct  And  Duct  Assembly,  Pneumotic,  flexible  REV*CS . . . . . 

MIL-D-26124B 

82 

28  Jun 

77 

9% 

L 

4720 

4720 

4720 

Duct  Assembly,  Ground,  Conditioned  Air,  Insulated,  Flexible  REV*CS . . 

Duct,  Air,  Flexible  And  Semi-rigid  •  30  Jun  72  Validated  Nav  84 . . . 

Duct,  Air,  Flexible,  Helix  Wire  Supported  •  15  Aug  61  Validated  Nov  84 . 

.MIL-D-38386D  (1) 

NAS  1359-72 

REV  1 

NAS  1370THRU1379-61 
REV  1 

M1L-H-52471D 

SUPl  1 

82 

CS 

CS 

22  Nov 
11  Jul 

11  Jul 

85 

78 

78 

99 

Ql 

4720 

Hose  &  Hose  Assemblies,  Rubber,  Hydraulic  Pressure  Type,  General 

Specification  For  USER-AR  99  REV-GL  82  CS 

AT 

31  Jul 

87 

AT 

99 

Q 

4720 

4720 

Hose  &  Hose  Assemblies,  Rubber,  Fuel  &  Oil  USER-MC  REV-ME  AR  Ml  CS . 

Hose  &  Hose  Assemblies,  Nonmetfolic  (Rubber  &  Plastic)  Validated  Jun  87 
USER.CG  REV-CS 

MIL-H-13444E 

I.H.520G 

NOTICE  1 

AT 

/YD 

08  Jon 
25  Apr 

86 

83 

AT  YD 
ME  YD 

L 

4720 

Hose  &  Hose  Assemblies,  Non  Metallic,  Silicone,  Polyester  &  Wire  Reinforced 
(For  Coolant  8i  Heoting  Systems  Of  Diesel  &  Gosolino  Powered  Engines) 
Validated  Dec  8$ 

MIL-H-52217A 

AT 

16  Jon 

81 

AT 

L 

4720 

Hose  &  Hose  Assembly,-  Rubber,  Sleom  REV-EA  SH  CG  CS . . . 

MIL-H-28595B  (2) 

YD 

10  Jun 

88 

YD 

4720 

Hose  And  Hose  Asserhbly,  Rubber,  Cos  (Acetylene  Hydrogen,  Air  And  Oxygen 
USER-GL  AR  MC  REV-ME  Ml  SH  CS 

2Z-H-46ie 

782 

11  Nov 

86 

YD 

99 

L 

4720 

Hose  And  Hose  Assemblies,  Air  Duct,  Air  Breathing,  Oxygen  System,  Oenerol 
Specification  For 

Mll-H-8;961  ;2) 

71 

01  Apr 

83 

99 

Q 

4720 

Hose  And  Hose  Assembly,  Rubber,  Air  And  Vocuum  Broke,  Automotive 

USER-ME  MC  REV-MI  82  CS 

MII-H.3992D  (1) 

AT 

29  Apr 

83 

AT 

99 

4720 

Hose  And  Hose  Assembly,  Nonmelollie,  Suction  And  Discharge  REV-AV  G$  CS 

MII-H-27516D 

82 

03  Aug 

77 

ME  YD 

99 

4720 

Hose  And  Hose  Assemblies,  Nonrrsetollic,  Sproy  USER-AT  CE  SA  CO  MC 

REV-CS 

ZZ-H-521E 

/YD 

01  Ocl 

87 

ME  YD 

99 

L 

4720 

Hose  And  Hose  Assembly,  Rubber,  Oil  And  Gosollne,  Suction  And  Discharge 
REV-SH  CS 

MIL-H-17505D 

YD 

06  Dec 

85 

YD 

4720 

Hose  And  Hose  Assembly,  Rubber,  Noncollopsible,  Smooth  Bore,  light  Weight 
Sewage  Discharge  And  Oily  Waste  Dischorge  USER-CG  82  REV-SH  99  CS 

MIL-H-20175E 

YD 

20  Ocl 

84 

ME  YD 

99 

4720 

Hose  And  Hose  Assemblies.  Rubber  (Yorn  Or  Fabric  Reinforced)  Woter  Service 
Validated  Dec  85  USER-AT  MC  REV-MI  SH  OS  CS 

ZZ-H-601D 

/YD 

09  Feb 

81 

ME  YD 

99 

L 

4720 

Hose  And  Hose  Assembly  For  Woter  Cooling  Of  Electronic  Equipment  Validated 
.fun  8JUSER-EC  CG  REV-CS 

Mll-H-24520 

SH 

30  Jun 

75 

SH 

1 

4720 

Hose  Asseblies,  Polyietrofluoroethylene,  Aromid  Fiber  Reinforced,  5000  And 

8000  PSI,  Dcsign-Stondord  For  Style  45  Degreed  To  45  Degrees 

Mll-H-8580074 

AS 

16  Moy  88 

AS 

4720 

Hose  Assemblles-oxygen  Breathing  Connector  To  Regulator  (Supersedes  AN 
6O03,MS24552>CEL  33C1077  &  078  4  090 

-22055E 

AS 

30  Jun 

83 

AV  AS 

99 

4720 

Hose  Assemblies,  Rubber,  Fuel  And  Woter,  With  Retottochoble  Couplings,  Low 
Tcmperolurc  USER-ME  REV-CS 

Ma-H-6615E  (3) 

82 

06  Jun 

87 

AS 

99 

E 

4720 

Hose  Assemblies,  Polytetrofluoroethyfene,  Aromid  Fiber  REINFORCED, 5(XX)  And 
8000  PSI,  Design  Standard  For  Style  45  Degrees  To  90  Degrees 

MIL-H-85800/5 

AS 

16  May  88 

AS 

L 

4720 

Hose  Assemblies,  Wire  Reinforced  Synthetic  Rubber,  Submarine  Rescue 

Chomber  REV-CS 

MIL-H-2217C  (1) 

SH 

22  Mar 

83 

SH 

L 

4720 

Hose  Assemblies,  Corrugoted  Steel  2(X)  LB/IN  2  And  425  DEG  F.  Moximum 

Steom  Service  Rating  Validated  Nov  84  USER-ME  REV-CS 

MIL-H-18160C  (1) 

SH 

01  Ocl 

79 

SH 

L 

4720 

Hose  Assemblies,  Rubber,  Hydrouiic  Pressure  Type,  Type  100R2  USER-AR  SH  99- 
REV-GLCS 

MII-H-52471/2A 

AT 

31  Jul 

87 

AT 

4720 

Hose  Assemblies,  Air  Broke  Validated  Jan  83  USER-CS  REV-AT  AR . 

MS-39325A 

AT 

04  Sep 

74 

ME 

99 

4720 

Hose  Assemblies,  Rubber:  Hydrouiic  Pressure  Type:  Type  100R12  USER-AR 

REV-GL  82  CS 

MIL-H-52471/10 

AT 

31  Sep 

87 

AT 

99 

L 

4720 

Hose  Assemblies,  Metol,  Liquid  Oxygen  . . . . 

MIL-H-22343A  (2) 

AS 

20  Nor 

d! 

AS 

L 

4720 

Hose  AssemUies,  Polyietrofluoroethylene,  Aromid  Fiber  REiNFORCED,50(X)  And 
8000  PSI,  Design  Stondord  For  Style  90  Degrees  To  90  Degrees 

Mll-H-85800/5 

AS 

16  Moy  88 

AS 

L 

4720 

Hose  Assemblies,  Polytetroftuoroethylene,  Aromid  Fiber  Reinforced,  5000  8 

8000  PSI,  GenerorSpecificaticn  For 

Mll-H-85800 

AS 

16  Jon 

87 

AS 

Q 

4720 

Hose  Assemblies,  Tetrofluoroethylene,  H«gh-lemp«raturc,  High  Pressure,  3000 

PSI,  Hydrouiic  And  Pneumotic  Validated  Apr  83  REV-MI  AV  99  CS 

Mll-H-383508 

11 

15  Apr 

77 

ME  AS 

11 

L 

4720 

Hose  Assemblies,  Polytetrofloureothylene,  Aromid  Fiber  REINFORCED,5(X)0  And 
8000  PSI,  Design  Stondord  For  Style  Stroight  To  Stroight 

MIL-H-85800/1 

AS 

16  Moy  88 

AS 

256 
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L 

4720 

Hose  Assemblies,  Polytelrofloureolhylene,  Aromid  Fiber  REtNFORCEO,5000  And 

MIl-H-85800/3 

AS 

)6  Moy 

88 

AS 

8000  PSi,  Design  Stondord  For  Style  Stroight  To  90  Degree  Stroight  To  45 
Degrees 

4720 

Hose  Assemblies,  Rubberi  Hydraulic  Pressure  Type:  Type  lOORE  U$ER*AR 

Mll-H-52471/8 

AT 

31  Sep 

87 

AT 

99 

REV-GL  82  CS 

4720 

Hose  Assemblies,  Air,  Low  Pressure  Highly  Flexible  REV*99 . .  ... 

MIL-H.81S81/IA  (I) 

AS 

07  Juts 

85 

AV  AS 

11 

L 

4720 

Hose  Assembly . . . . . . . . 

MIL-H-4730S 

Ml 

08  Jul 

87 

Ml 

4720 

Hose  Assembly  &  Detochoble  Swivel  Fitting,  Low  Pressure  Validated  Sep  8J 

AN6270 

82 

19  Aug 

74 

AS 

99 

USER-CS  REV-MI 

REV  7 

4720 

Hose  Assembly  &  Tetrofluoroethylene,  Oxygen  Volidafed  Mar  86 . . . . 

MS.24S48H 

NOTICE  1 

71 

07  Mor 

86 

AV  AS 

99 

L 

4720 

Hose  Assembly  Metal,  Liquid  Oxygen  Validated  Dec  87 . . . . 

MS.90457A 

NOTICE  1 

AS 

15  Dec 

87 

AS 

4720 

Hose  Assembly  Permanently  Attoched  Fittings,  Tetrofluoroethylene  High 

MS-SOOS8 

82 

30  Jun 

85 

AV  AS 

99 

Temperoture  Medium  Pressure,  Flore  To  Flore  REV.CS 

4720 

Hose  Assembly  Permonently  Attached  Fittings,  Tetrofluoroethylene  High 

MS.8006B 

82 

JO  Jun 

85 

AV  AS 

99 

Temperoture  Medium  Pressure,  Flareless  To  Flareless  REV.CS 

4720 

Hose  Assembly  Permonently  Attached  Fittings  Tetrofluoroethylene  High 

MS.8007B 

82 

30  Jun 

85 

AV  AS 

99 

Temperoture  Medium  Pressure,  Flore  To  Flange  REV.CS 

4720 

Hose  Assembly  Permanently  Attoched  Fittings  Tetrofluoroethylene  High 

MS.8008B 

82 

30  Jun 

85 

AV  AS 

99 

Temperoture  Medium  Pressure,  Floreless  To  Flange  REV.CS 

4720 

Hose  Assembly  Permonently  Attoched  Fittings  Tetrofluoroethylene  High 

MS.8009B 

82 

30  Jun 

85 

AV  AS 

99 

Temperature,  Medium  Pressure,  Flonge  To  Flonge  REV.CS 

4720 

Hose  Assembly  Tetrofluoroethylene  «  Nov  64  Validated  Apr  64  . . 

NAS  1688-64 

CS 

11  Jul 

78 

Q  L 

4720 

Hose  Assembly,  Air  Duct,  low  Pressure,  Fabric,  Wire  Stiffened,  Retroctoble, 

MIL-H.IB158D  (1) 

SH 

15  Jul 

87 

SH 

Novol  Shipboord  Portoble  Ventiioting  Set  Use 

1 

4720 

Hose  Assembly,  Air  Duct,  Air  Breathing,  Type  li  Validated  Dec  85..., . . . 

MIL-H-87961/2A 

71 

10  Mor 

80 

99 

L 

4720 

Hose  Assembly,  Air  Duct,  Air  Breathing,  Type  lii  Validated  Oct  66  . 

MIL-H-87961/3 
NOTICE  1 

7\ 

21  Nov 

86 

99 

NQ 

4720 

Hose  Assembly,  Breothing  Oxygen  And  Air,  General  Specificotion  For  Rf:V.99  .. 

MIL-H-BISSIA  (1) 
SUPP  1 

AS 

12  Dec 

86 

AV  AS 

11 

Q 

4720 

Hose  Assembty,-Breathing  Oxygen,  High  Pressure,  With  Connections  For  An 

MtL-H-8158I/2A  (1) 

AS 

07  Jun 

85 

AS 

Integroted  Communication  System  REV-lt 

Q 

4720 

Hose  Assembly,  Breothing  Oxygen,  High  Pressure,  Without  Connections  For 

MIL.H-SIS81/3A  (1) 

AS 

07  Jun 

85 

AV  AS 

11 

Communication  System  REV.99 

Q 

4720 

Hose  Assembly,-Breathlng  Oxygen,  Low  Pressure,  With/without  Connections  For 

MIL-H-81581/4A 

AS 

10  Dec 

82 

AS 

99 

An  Integrated  Communication  System  REV-ll 

Q 

4720 

Hose  Assembly,  Breothing  Oxygen,  Low  Pressure,  Connector  To  Regulator 

MIL-H-81S81/SA 

AS 

10  Dec 

82 

AS 

99 

ReV-n 

0 

4720 

Hose  Assembly,. Breothing  Oxygen  And  Air,  Hose  Kits  And  Moted  Assemblies 

Mll.H-ei581/6A 

AS 

10  Dec 

82 

AS 

99 

REV.ll 

Q 

4720 

Hose  Assembly,  Combined  Assemblies,  Hose  And  Communicotlon  Coble 

Mll.H-eiS8l/7 

AS 

08  Dec 

69 

AS 

99 

VoWo/erf  Mor  84  REV-n 

0 

4720 

Hose  Assembly,  Coble  Assemblies,  CommunlcoHon,  Associated  VoUdated  Mor 

MIL.H-81581/8 

AS. 

08  Dec 

69 

AS 

99 

84REV.il 

4720 

Hose  Assembly,  Detochoble  End  Fitting,  Medium  Pressure  USER*ME  REV.MI  OS 

CS 

Hose  Assembly,  Detochoble  Fittings,  Tetroflooroethyene,  High  Temperoture, 

MS.2e741H 

82 

28  Mor 

83 

AV  AS 

99 

4720 

MS.8000C 

82 

30  Jun 

85 

AV  AS 

99 

Medium  Pressure,  Flore  To  Flore  USER*MI  AR  SH  REV-GL  CS 

4720 

Hose  Assembly,  Detochoble  Fittings,  Tetrofluoroethylene  High  Temperoture, 

MS-8001C 

82 

30  Jun 

85 

AV  AS 

99 

Medium  Pressure,  Floreless  To  Floreless  USER-MI  AR  SH  REV-Gl  CS 

4720 

Hose  Assembly,  Detochoble  Fittings,  Tetrofluoroethylene,  High  Temperoture, 

MS-8002C 

82 

30  Jun 

85 

AV  AS 

99 

Medium  P.-essure,  Flore  To  Flonge  USER*MI  AR  SH  REV-GL  CS 

4720 

Hose  Assembly,  Detochoble  Fittings,  Tetrofluoroethylene,  High  Temperotures 

MS.8003C 

82 

30  Jun 

85 

AV  AS 

99 

Medium  Pressure,  Floreless  To  Flonge  USER-MI  AR  SH  REV-GL  CS 

4720 

Hose  Assembly,  Detochoble  Fittings,  Tetrofluoroethylene,  High  Temperoture, 

MS.8004C 

82 

30  dun 

85 

AV  AS 

99 

Medium  Pressure,  Flange  To  Flange  USER*Ml  AR  SH  REV-GL  CS 

4720 

Hoie  Assembly,  Elastomeric:  Fuel  Discharge,  Collopsible  USER-MC  REV-SH  82 

CS 

Hose  Assembly,-Efosfomeric:  Fuel  Oischorg^,  Collopsible  USER-MC  REV-SH  82 

CS 

Hose  Assembly,  Elostomer  Lightweight  Noncollopsible,  Fuel  REV-CS . . . 

A-A.53073 

ME 

27  Jul 

87 

ME  YD 

99 

4720 

Mll-H.53073 

ME 

27  Jul 

87 

ME  YD 

99 

4720 

Mll.H.53063  (1) 

ME 

02  Apr 

87 

ME 

L 

4720 

Hose  Assembly,  Fluoroelostomer  Tube.  V/ith  Reottochoble  Couplings  For  Jp.7 

MIL.H-83373A 

82 

20  Sep 

83 

99 

Service 

•4720 

Hose  Assembly,  HydrouHc  And  Pneumotic  High  Pressure  (3,000  P.s.i.)  Floreless 

MS-287628 

82 

20  Dec 

68 

AV  AS 

99 

Tube  Vo//8bM<//Mo/7JUSER-ME  REV.MI  CS 

L 

4720 

Hose  Assembly,  Meto!,  Flexible,  Fuel  And  Oil  Validated  Avg  83  REV-EA  CS  ...... 

MII.H.I3524B 

AT 

12  Jun 

74 

AT 

i 

4720 

Hose  Assembly,  Metol,  Cryogenic  Llr'/»l,  Aircraft  Servicing 

Mtl-H-83772A  (I) 

66 

12  Jun 

85 

68 

4720 

Hose  Assembly,  Metol  (Rubber  Covered),  Hydrocarbon  Conveying ...... ............... 

ZZ.H.466C  (1) 

} 

03  Oct 

72 

L 

4720 

Hose  Assembly,  Metob-Cryogcnic  liquid,  Tronsfer  REV.99 . . . . 

MIL.H-2730ID  (1) 

68 

30  Nov 

78 

68 

1 

4720 

Hose  Assembly#  Meosurement  Of  Coupling  Orientation  Ang'e  USER-AR  MC 

MS-39320B 

AT 

14  Sep 

84 

AT 

REV.99 

01 

4720 

Hose  Assembly,  Metol,  Transfer,  Liquid  Oxygen  Validated  Oct  79  . . 

Mll-H-23799  (1) 

AS 

l6  Mar 

66 

AS 

Ql 

4720 

Hose  Assembly,  Metol,  Flexible,  Breathing  Oxygen  REV-CS  . . . . 

MIL.H.26499B 

82 

IS  Jul 

83 

99 

4720 

Hose  Assembly,  Nonnietollic  •  3,0(X)  PSI,  TFE,  Floreless,  Stroight  To-45  Deg., 

AS  Ii6B-84 

11 

20  Jun 

86 

ME  AS 

11 

Lightweight  »-Mdr-1904 

4720 

Hose  Assembly,  Nonmefolhc,  Fuel  And  OU,  Medium  Pressure,  Flored  Tube 

MS.521030 

AT 

06  don 

84 

AT 

USER-MC  YD  SH  REV-ME  AR  CS 

4720 

Hose  Assembly,  NonmetolHe*  3000  PSI,  TFE,  Flored,  90  Deg.  Tt>  90  Deg,, 

AS  158A.84 

11 

20  Jun 

86 

ME  AS 

II 

Lightweight  ■  Mor  84  REV-AV  Ml  99  CS 

4720 

Hose  Assembly,  Non  Metollic  Tetrofluoroethylene,  Oxygen . . . . . 

MII-H.26626C 

71 

05  Oct 

87 

AV  AS 

99 

4720 

Hose  Assembly,  Nonmetol'ic  •  3,000  PSI,  TFF,  Floreless,  Stroieh!  To  90  Deg., 

AS  1178-84 

99 

20  Jun 

86 

ME  AS 

99 

Ushtweighl  ■  Mor  )98<  REV-AV  Ml  V9  82  CS 
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4720 

Hose  Nonmetoilic  >  3,000  PSI,  TFE,  Fioreless,  45  Deg.  To  45  Deg., 

Lightweight  -  Mar  1984  REV-AV  Ml  99  CS 

AS  n8B'84 

11 

20  Jun 

86 

ME  AS 

11 

4720 

Hose  Assembly,  Nonmetollic  •  3,000  PSI,  TFE,  Floreless,  90  Deg.  To  90  Deg., 
Lightweight  -  Mar  1984  REV-AV  Ml  99  CS 

AS  1208-84 

11 

20  Jun 

86 

ME  AS 

11 

4720 

4720 

Hose  Assembly,  NONMETAlLIC-3000  Psi,  Tfe,  Flored,  Stroight  To  Stroight, 
lightweight  Mar  84  REV-AV  Ml  99  CS 

Hose  Assembly,  Non  Metallic  3000  PSI,  TFE,  Flored,  Stroight  To  45  Deg, 
Lightweight  *  1  Feb  79  Validated  Jun  83  REV-ME 

AS  153A-84 

AS  154-79 

11 

82 

20  Jun 

01  Feb 

86 

79 

ME  AS 

11 

99 

4720 

Hose  Assembly,  Nonmetollic  •  3000  PSI,  TFE,  Flored,  Straight  To  45  Deg., 
lightweight  -mor  84  REV-AV  Ml  99  CS 

AS  IS4A-84 

11 

20  Jun 

86 

ME  AS 

11 

4720 

Hose  Assembly,  Nonmetollic  >  3000  PSI,  TFE,  Flored,  Stroight  To  90  Deg. 
Lightweight'  Mor  84  REV-AV  Ml  99  CS 

AS  155A-84 

11 

20  Jun 

86 

ME  AS 

11 

4720 

Hose  Assembly,  Nonmetollic  •  3000  PSI,  TFE,  Flored,  45  Deg.  To  45  Deg., 
Lightweight  -  Mor  84  REV-AV  Ml  99  CS 

AS  156A-84 

11 

20  Jun 

86 

ME  AS 

11 

4720 

Hose  Assembly,  Nonmetollic  •  3,000  PSI,  TFE,  Flored,  45  Deg.  To  90  Deg., 
lightweight  -mor  1984  REV-AV  Ml  99  CS 

AS  157A-84 

11 

20  Jun 

86 

ME  AS 

11 

4720 

Hose  Assembly,  Nonmetollic  •  3,000  PSI,  TFE.  Floreless,  Stroight  To  Straight, 
Lightweight  -  Mor  1984  REV-AV  Ml  99  CS 

AS  1158-84 

11 

20  Jun 

86 

ME  AS 

11 

4720 

4720 

Hose  Assembly,  Oxygen  Mosk  To  Connector  REV-ll  . . . 

Hose  Assembly,  Polytetrolluofothylene,  High  Temperoture,  High  Pressure,  Flored 
.  1  Nov  64  Validated  Nov  85  REV-ME 

MS.90339E 

NAS  1690-64 

AS 

CS 

1 1  Feb 
19  May 

83 

81 

AV  AS 

99 

Ql 

4720 

4720 

Hose  Assembly,  Polytetrolluorcethylene,  Oxygen  USER-11  REV-CS. . . 

Hose  Assembly,  Polytetrofluoroethylene,  High  Temperoture,  High  Pressure, 

Floreless  •  Nov  64  Validated  Nov  84  REV-ME 

MIL-H.26633C 

NAS  1691-64 

82 

CS 

10  Jun 
15  Sep 

85 

80 

99 

4720 

4720 

Hose  Assembly,  Pneumotlc,  High  Pressure  Validated  May  84  USER-ME  REV-MI 

AR  YO  SH  CS 

Hose  Assembly,  Rubber,  Synthetic,  Liquid  Petroleum  Fuels,  Dispensing, 

Collopsible  USER-AT  MC  REV-CS 

MIL-H-25556D  (I) 

MIL-H-1I588E 

INT  AMD  1  (ME) 

82 

ME 

03  Jul 

17  Sep 

78 

86 

AR  SH 

ME 

99 

4720 

Hose  Assembly,  Rubber,  Lightweight,  Medium  Pressure,  General  Specification 

For  Validated  Feb  84  USER-11  REV-AT  ME  CS 

Ml  L-H -83796 

82 

01  Aug 

74 

AV 

99 

4720 

4720 

Hose  Assembly,  Rubber,  Utility,  Gasoline  (1/4-INCH  Inside  Diometer)  REV-MD 

ME  82  CS 

Hose  Assembly,  Rubber.  Fuel  And  Oil,  low  Pressure,  Flored  Tube  USER-MC 

REV-ME  AR  CS 

Mll-H-)0868E  (1) 

MS-521048 

Gl 

AT 

13  Jun 

27  Jun 

86 

84 

GL  YD 

AT  YD 

99 

4720 

Hose  Assembly,  Rubber,  Aerial  Refueling  REV>11  CS  . . . . . . . 

MIL-H-4495D 

AS 

10  Moy 

85 

AS 

99 

4720 

Hose  Assembly,  Rubber,  Lightweight,  Medium  Pressure,  Field  Attochobfe  End 
Fittings,  Flore  To  Flore  Validated  Sep  82  USER-l  1  REV-AT  ME 

MIL-H-83796/1 

82 

01  Aug 

74 

AV 

99 

4720 

Hose-Assembly,  Rubber,  Hydraulic,  High  Pressure  (3,000  PSI)  REV-AV  Ml  CS  .... 

Mll-H-87900 

82 

30  Dec 

SI 

ME  AS 

99 

1 

4720 

Hose  Assembly,  Rubber,  Gosotine,  Refueling,  Low  Temperature  Validated  Mar 

82  REV-CS 

MIL-H-26894C 

82 

13  Jul 

76 

99 

4720 

Hose  Assembly,  Rubber,  Hydraulic,  Fuel  And  Oil  Resistant  REV-MI  AV  CS . 

MIL-H-8795D 

82 

14  Oct 

85 

ME  AS 

99 

L 

4720 

Hose  Assembly,  Rubber,  Hydroulic  Pressure  Type.  Type  100R10  USER-SH  99 
REV-Gl  AR  CS 

MII-H-52471/3A 

AT 

31  Jul 

87 

AT 

1 

4720 

Hose  Assembly,  Rubber,  Aerial  Refueling . . . . . . . 

MIL-H-004495C 

AS 

05  Nov 

83 

AS 

L 

4720 

Hose  Assembly,  Rubber,  Hydroulic,  Pressure  Type,  Length  Meosurement 

USER-SH  REV-AR  99 

MS-392668 

AT 

14  Sep 

84 

AT 

4720 

Hose  Assembly,  Rubber,  Lightweight,  Medium  Pressure,  Field  Attochoble  End 
Fittings,  Flore  To  Flore,  With  lockwire  Hole.  Validated  Sep  82  USER-Tl 

REV-AT  ME 

MIL-H-83796/2 

82 

01  Aug 

74 

AV 

99 

L 

4720 

Hose  Assembly,  Rubber,  Metol  lined.  Wire  Reinforced,  250  Psi,  Soturoted  And 
Superheoted  Steom  Service 

MII-H-29210A 

YD 

26  Moy 

86 

YD 

4720 

Hose  Assembly,  Rubber,  lightweight.  Medium  Pressure,  Field  Attochobfe  End 
Fittings,  Floreless  To  Floreless  Validated  Sep  82  USER-11  REV-ME  AT 

Mll-H-83796/3 

82 

01  Aug 

74 

AV 

99 

4720 

Hose  Assembly,  Rubber,  Hydraulic  And  Pneumolic,  (3,000  Psi),  Flored  Tube(osg) 
(Supersedes  An  6292)  Validated  Jan  89  USER-ME  REV-MI  CS 

MS-287598 

NOTICE  1 

82 

16  Jon 

89 

AS 

99 

4720 

Hose.Assembly,  Rubber,  Lightweight,  Medium  Pressure,  Field  Attochoble  End 
Fittings,  Floreless  To  Floreless,  With  Lockwire  Hole  Validated  Sep  82  USER-l  1 
REV-ME  AT 

MIL-H-e3796/4 

82 

OlAug 

74 

AV 

99 

1 

4720 

Hose  Assembly,  Rubber,  Hydroulic  And  Pneumotic,  Jelling  (400  Psi  Working 
Pressure)  Validated  Dec  85  REV-CS 

MII-H-28523A 

YD 

02  Mor 

81 

YD 

4720 

Hose  Assembly,  Rubber,  lightweight,  Medlurh  Pressure,  Field  Attochoble  End 
Fillings,  Flore  To  Flange  Vo//c/afec/  Jun  83  USER-11  REV-AT  ME 

MIL-H-83796/5 

82 

01  Aug 

74 

AV 

99 

L 

4720 

Hose  Assembly,  Rubber,  Hydroulic  And  Pneumatic,  Medium  Pressure/ Flored 

Tube  Validated  Dec  85  USER-AV  REV-ME  Ml  AR  CS 

MS-500077C 

AT 

01  Jon 

76 

AT  MC 

4720 

Hose  Assembly,  Rubber,  Lightweight,  Medium  Pressure,  Field  Attochobfe  End 
Fittings,  Flore  To  Flonge,  With  Lockwire  Hole  Validated  Sep  82  USER-ll 

REV-AT  ME  CS 

MIL-H-83796/6 

82 

01  Aug 

74 

AV 

99 

L 

4720 

Hosc:A$>embly,  Rubber,  Hydroulic  And  Pneumatic,  High  Pressure,  Flored  Tube 
USER-AV  REV-MI  ME  AR  CS 

MS-500083C 

NOTICE  1 

AT 

09  Sep 

87 

AT 

4720 

Hose.Assembly,  Rubber,.LiQhtweiaht,  Medium  Pressure,  Field  Attochoble  End 
Fittings,  Floreless  To  Flonge  Validated  Sep  82  USER-11  REV-AT  ME 

MIL-H-83796/7 

82 

01  Aug 

74 

AV 

99 

47M 

Hose  Assembly,  Rubber,  Hydroulic,  (3,000  Psi),  Fitting  End  To  Elb^w  45  Deg., 
Flared  Tube  Validated  Jun  81  USER-ME  REV-MI  CS 

MS-28920A 

82 

31  Mor 

69 

AS 

99 

1 

4720 

HoserAssembly,  Rubber,  Hydraulic  Pressure  Type,  Type  100R1  USER-AR  99 

REV-GL  CS 

MIL-H-52471/1A 

AT 

31  Jul 

87 

AT 

4720 

Hose  Assembly,  Rubber,  Hydraulic,  (3,000  Psi),  Fitting  End  To  Elbow  90  Deg, 
Flored  Tube  Validated  Jon  89  USER-ME  REV-MI  CS 

MS-28921A 

NOTICE  1 

82 

16  Jon 

89 

AS 

99 

4720 

Hote  Assembly,  Rubber,  Lightweight,  Medium  Pressure,  Field  Attochoble  End 
Fittings,  Fforeltss  To  Flonge,  With  Lockwire  Hole  Validaled  Sep  82  USER-11 
REV-ME  AT 

MIL-H-83796/8 

82 

01  Aug 

74 

AV 

99 

4720 

Hose  Assembly,  Rubber,  Hydroulic,  (3,000  Psi),-Elbow  90  Deg.  To  Elbow  90 

Deg.,  Flored  Tube  Validated  Jul  81  REV-MI  CS 

MS-28924A 

82 

31  Mor 

69 

AS 

99 

L 

47^ 

Hose  Assembly,  Rubber,  Lightweight,  Collopsible,  4  Inch  REV-AT-CS  . . 

MIL-H-52262D  (2) 

ME 

22  Apr 

87 

ME 
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4720  Hose  Assembly,  Rubber,  Lightweight,  Medium  Pressure,  Field  Atiochoble  End 
Fittings,  Flange  To  Flange  Validated  Sep  82  USER-1 1  REV*AT  ME 

4720  Hose  Assembly,  Rubber,lightweight,  Collopsible  6  Inch:  For  Pol  Service....... . 

4720  Hose  Assembly,  Rubber  (Synthetic),  Fuel,  Discharge,  Collopsible.... . . . 

4720  Hose  Assembly,  Rubber:  Lightweight,  Collapsible,  6*INCH;  For  Orinking 
(Potoble)  Woter 

4720  Hose  Assembly,  Sleeve,  Chafe  Guard,  Tff  Or  Fed  •  Moy  73  W/dod  Exceptions 
Validated  Jul  84  REV-ME  10  82  IS  CS 

4720  Hose  Assembly,  Sleeve,  Chafe  Guard,  Butyrate  Coil  <  Moy  73  W/dod 
Exceptions  Validated  Jul  84  REV-ME  10  82  IS  CS 
4720  Hose  Assembly,  Sleeve,  Chofe  Guord,  Tfe  Coil  -  Moy  73  W/dod  Exceptions 
Validated  Jul  84  REV-82 

4720  Hose  Assembly,  Sleeve,  Chofe  Guord,  Nylon  Coil  •  Moy  73  W/dod  Exceptions 
Validated  Jul  84  REV-ME  10  82  IS  CS 

4720  Hose  Assembly,  Sleeve,  Chafe  Guord,  Neoprene  Rubber  >  May  73  W/dod 
Exceptions  Validated  Jul  84  REV-82 

4720  Hose  Assembly,  Sleeve,  Chafe  Guard,  Heovy  Wall,  Tfe  -  Moy  73  W/dod 
Exceptions  Validated  Jul  84  REV-ME  10  CS  IS 
4720  Hose  Assembly,  Tetrofluoroethylene,  Pneumatic,  High  Pressure  USER-ME  REV-CS 
4720  Hose  Assembly,  Tetrofluoroethylene,  400  Deg.  F,  3,000  Pst  Hydraulic, 

Lightweight  -  July  1983  REV-AV  Ml  99  CS 
4720  Hose  Assembly,  Tetrofluoroethylene,  Hydraulic  And  Pneumotic  (3000  P.s.t.), 
Elbow  45  Degrees  To  Elbow  45  Degrees,  Flareless  REV-MI  99  CS 
4720  Hose  Assembly,  Tetrofluoroethylene,  400  Deg.  F,  3,000  PSt  Hydraulic, 
Lightweight  -  July  1983  REV-AV  Ml  99  6S 
4720  Hose  Assembly,  Tetrofluoroethylene,  High  Temperoture  Medium  Pressure, 

General  Requirements  For  USER-SH  REV-GL  ME  EA  AR  AV  AS  69 
4720  Hose  Assembly,  Tetrofluoroethylene,  21,000  KPA,  FIcreless,  Stroight  To 
Straight,  Metric  -jan  1986 

4720  Hose  Assembly,  Tetrofluoroethylene,  Hydraulic  And  Pneumatic,  (3000  P.s.t.), 
Elbow  45  Degrees  To  Elbow  90  Degrees,  Ftoreless  REV-MI  99  CS 
4720  Hose  Assembly,  Tetrofluoroethylene,  Lightweight,  204. Deg.  C  21,(X)0  Kpo 
Hydraulic,  Metric  July  1983 

720  Hose  Assembly,  Tetrofluoroethylene  Tube,  NoncoKosible,  High  Temperoture . 

4720  Hose  Assembly,  Tetrofluoroethylene,  21,000  KPA,  Flareless,  Stroight  To  45  Deg. 
Metric  ■  Jon  1986 

4720  Hose  Assembly,  Tetrofluoroethylene,  21,000  KPA,  Flareless,  Stroight  To  90  Deg. 
Metric  •  Jon  1986 

4720  Hose  Assembly,  Tetrofluoroethylene,  21,000  KPA,  Floreless,  45  Deg.  To  45  Deg. 
Metric  •  Jon  1986 

4720  Hose  Assembly,  Tetrofluoroethylene,. 21, 000  KPA,  Floreless,  45  Deg.  To  90  Deg. 
Metric  -  Jon  1986 

4720  Hose  Assembly,  Tetrofluoroethylene,  21,000  KPA,  Floreless  90  Deg.  To  90  Deg. 
Metric  •  Jon  1986 

4720  Hose  Assembly,  Tetrofluoroethylene,  400  Deg.  F,  3000  Psi,  Hydraulic,  Heovy 
Braid  -  1  Oct  84  REV-AV  Ml  99  CS 

4720  Hose  Assembly,  Tetrofluoroethylene,  Heovy  Duty,  High  Temperoture,  High 

Pressure,  4,000  PSI  (27,580  Kpo)  Hydraulic  &  Pneumatic  ■  1  Moy  84  REV-AV 
Ml  99  82  CS 

4720  Hose  Assembly,  3000  PSI,  TFE,  Floreless,  Straight  To  Stroight,  Heavyweight  • 

Jul  84  REV-AV  Ml  99  CS 

4720  Hose  Assembly,  3000  PSI,  TFE,  Floreless,  Stroight  To  45  Deg.,  Heovyweight  • 

Jul  84  REV-AV  Ml  99  CS 

4720.  Hose  Assembly,  3000  PSI,  TFE,  Floreless,  Straight  To  ^  Deg.,  Heovyweight  • 

Jul  84  REV-AV  MI  99  CS 

4720  Hose  Assembly,  3000  PSI,  TFE,  Floreless,  45  Oeg.  To  45  Deg.,  Heovyweight  - 
Jul  84  REV-AV  MI  99  CS 

4720  Hose  Assembly,  3,000  PSI,  TFE,  Floreless,  45  Deg.  To  90  Deg.,  Heovyweigh  * 
July  1984  REV-AV  Ml  99  CS 

4720  Hose  Assembly,  3,000  PSI,  TFE,  Floreless,  90  Oeg.  To  90  Deg.,  Heovyweight  - 
July  1984  REV-AV  Ml  99  CS 

4720  Hose  Assembly,  3,000  PSI,  TFE,  Flared,  Strright  To  Stroight,  Heavyweight  •  July 
1984  REV-AV  Ml  99  CS 

4720  Hose  Assembly,  3,0(X)  PSI,  TFE,  Flored,  Steaight  To  45  Deg.,  Heovyweight  - 
July  1984  REV-AV  Ml  99  CS 

4720  Hose  Assembly,  3,000  PSI,  TFE,  Flared,  Straight  To  90  Deg.,  Heovyweight « 

July  1984  REV-AV  MI  99  GS 

4720  Hose  Rubber  Hydraulic,  Pressure  Type,  Minimum  Bend  Rodius . . . . 

4720  Hose  Tetrofluoroethylene,  High  Temperoture,  Medium  Pressure  USER-MI  REV-OL 
Mt  99  tS 

4720  Hose,  Air  Duct,  For  Ground  Healers  USER-GL  ME  REV-MO  AT  CS  .................... 

4720  Hose,  Air  Duct,  Air  Breothing,  Type  I  Validated  Oct.  66  

4720  Hose,  Air  Duct,  High  Temperoture,  Flexible,  Reinforced  REV-YD  84  CS . 

4720  Hose,  Aircraft,  Low-pressure,  Flexible  Validated  Jan  89  REV-CS . 

4720  Hose,  Airduct,  Flexible,  Alrcroft  REV-CS  . . . . . . . 

4720  Hose,  Bronze,  Annulor  Corrugoled  Metal,  Single  Braid,  Flexible,  Gos  Tight 
REV-CS 

4720  Hose,  Coolont  System  Validated  Jen  87  USER-SA  . . . . . 

4720  Hose,  End  Fittings,  &  Hose  Asseml^ies,  Synthetic  Rubber,  Aircraft  Fuels  REV-CS 
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DOCUMENT 


NUMBER 

PREP 

DATE 

CUSTODIAN 

MIL-H-83796/9 

82 

01  Aug 

74 

AV 

99 

Mll-H.53062  (2) 

ME 

06  Mor 

87 

ME 

MIL-H-82127A  (4) 

MC 

18  Oct 

82 

MC 

M11-H-S3027A  (3) 

ME 

19  May 

88 

ME 

AS  1291-73 

AS 

15  Sep 

78 

AV  AS 

99 

AS  1292-73 

AS 

15  Sep 

78 

AV  AS 

99 

AS  1293-73 

AS 

15  Sep 

78 

AV  AS 

99 

AS  1294-73 

99 

15  Sep 

78 

AV  AS 

11 

AS  1295-73 

AS 

15  Sep 

78 

AV  AS 

11 

AS  1298-73 

AS 

15  Sep 

78 

AV  AS 

11 

MIL-H-38390C 

82 

27  Jan 

84 

99 

AS  1339-83 

11 

20  Jun 

86 

ME  AS 

11 

MS-27372F 

11 

20  Jun 

86 

ME  AS 

11 

AS  13398-83 

11 

20  Jun 

86 

ME  AS 

11 

MIL-H-25579E 

82 

24  Jan 

85 

AV  AS 

99 

MA  2086-86 

AV 

IS  Jun 

87 

AV 

MS-27373F 

11 

20  Jun 

86 

ME  AS 

11 

MA  2007-83E1 

AV 

15  Jun 

87 

AV 

MIL-H-24S92  (1) 

SH 

30  Mar 

84 

SH 

MA  2087-86 

AV 

15  Jun 

87 

AV 

MA  2088-86 

AV 

15  Jun 

87 

AV 

MA  2089-86 

AV 

15  Jun 

87 

AV 

MA  2090-86 

AV 

15  Jun 

87 

AV 

MA  2091-86 

AV 

15  Jon 

87 

AV 

AS  604A-S4 

11 

20  Jun 

86 

ME  AS 

11 

AS  614-84 

99 

20  Jun 

86 

ME  AS 

99 

AS  621-84 

11 

20  Jun 

86 

ME  AS 

11 

AS  622-84 

11 

20  Jun 

86 

ME  AS 

11 

AS  623-84 

11 

20  Jun 

86 

ME  AS 

11 

AS  624-84 

11 

20  Jun 

86 

ME  AS 

11 

AS  625-84 

11 

20  Jun 

86 

ME  AS 

11 

AS  626-84 

11 

20  Jun 

86 

ME  AS 

11 

AS  627-84 

11 

20  Jun 

86 

ME  AS 

11 

AS  628-84 

11 

20  Jun 

86 

ME  AS 

11 

AS  629-84 

11 

20  Jun 

86 

ME  AS 

11 

MS-39267C 

AT 

14  Sep 

84 

AT 

99 

MIL-H-272678 

82 

30  Moy 

84 

AV  AS 

99 

MII-H-7365D 

82 

24  Mar 

86 

MC 

99 

MIL-H-87961/1 

71 

20  Oct 

86 

99 

NOTICE  1 
MII-H-62028A 

AT 

08  Dec 

87 

AT 

99 

MIL-H  5593C 

82 

16  Jan 

89 

AS 

99 

NOTIi  E  1 
MIL-H-6796C  (1) 

AS 

15  Apr 

83 

AV  AS 

99 

A-A-50351 

/SH 

29  Jul 

87 

SH 

NOTICE  1 

SAE  J20E-74 

CS 

14  Jon 

87 

SH 

NOTICE  1 
MH-H-17902F 

SH 

23  Dee 

88 

SH 

FSC  LISTING 


DOCUMENT 


FSC 

TIIIE 

NUMBER 

PREP 

DATE 

CUSTODIAN 

4720 

4720 

Hose,  Flexible,  Tube  Assemblies,  Coils,  Fittings  &  Similar  System  Components, 

Fire  TESTING  Of  -  1  Mar  1978  REV-AV  Ml  99  CS 

Hose,  Fuel,  Flame  Thrower,  M8  USER>OS  REV-AR . . . . . . 

AS  10SSB-7SR84 

MIL-H.S1059A  (1) 

INT  AMD  2  (EA) 

11 

EA 

20  Jun 

13  Aug 

86 

85 

ME  AS 

EA  MC 

11 

Q 

4720 

Hose,  Hydroultc,  High  Pressure  REV-MI  AV  CS  . . . . . 

MII-H-8788B  (2) 

82 

26  Jul 

78 

ME  AS 

99 

4720 

Hose,  Metal  (Flexible,  Aluminum  Alloy,  And  Corrosion  Resistant  And  Heot 

Resistant  Steel)  VaUdatcd  Feb  82  REV-MI  CS 

WW-H-)053  (2) 

/Ml 

03  Ocl 

69 

Ml  YD 

20 

L 

4720 

Hose,  Metol,  Corrugated  Bronze,  High  Pressure  Air  Service  Vofidated  Jun  di 
REV-CS 

MII.H-17666A 

SH 

14  Nov 

66 

SH 

L 

4720 

Hose,  Metol,  Flexible,  Corrugoted  Carbon  Steel  And  Corrosion  Resisting  Steel 
Types,  Internal  Combustion  Engine  Air  Intoke  And  Exhaust  Applicotions  (For 
Surface  Vessels  Only)  Voiidated  Jun  81  USER-AT  ME  REV-CS 

MII-H-19034A  (1) 

SH 

23  Mor 

72 

SH 

Q 

4720 

Hose,  Non  Metolllc  And  Hose,  Preformed,  (For  The  Coolant  Systems  Of 

Automotive  And  Other  Liquid  Cooled  Engine  USER-AR  ME  REV-EA  CS 

ZZ-H-428D  (2) 

/AT 

20  Aug 

84 

AT  YD 

L 

4720 

Hose,  Non  Metollic  Stroight,  Silicone,  Polyester  Reinforced  (Rodicror  &  Heoter) 

MIIH.62217/1A 

AT 

06  Aug 

84 

AT 

4720 

Hose,  Nonmetollic,  Straight,  Engine  Coolant  Validated  Apr  85  RFV.CS . 

MS-S2130A 

AT 

12  Dec 

79 

AT  YD 

99 

1 

4720 

Hose,  Oxygen  And  Pressurizotion,  Ozone  Resistor.*  REV-ll  CS  . . . . 

MII-H-26385D 

71 

20  Mar 

88 

AT 

99 

L 

4720 

4720 

Hose,  Oxygen  And  Pressurizotion,  Ozone  Resistant  REV-1 1  82  . . . 

Hose,  Polytetrofluoroethylene,  TFE  Fluorocarbon  Resin,  Wire  Braid  Reinforced  • 

1  July  1983  REV-SH 

MS.27797B 

AMS  3380C-83 

71 

CS 

19  Oel 
07  Moy 

83 

87 

99 

CS 

L 

4720 

Hose,  Preformed,  Silicone,  Polyester  Reinforced  (Radiator)  Validated  Mar  8S  .... 

MIL-H-62217/2 

AT 

12  S.p 

74 

AT 

4720 

Hose,  Preformed,  Flexible,  Engine  Coolant  1-1/4,  1-1/2,  1-3/4,  2,  2-1/4,  2-1/2, 

3  l.d.  Validated  Sep  87  USER-MC  REV-MI  CS 

MS-S1008C 

NOTICE  1 

AT 

10  S.p 

87 

AT 

99 

Q  1 

4720 

Hose,  Preformed,  Semi  Flexible,  Reinforced  Validated  Aug  83  REV-MI  EA  CS  .... 

MIL-H-52079B 

AT 

02  May 

69 

AT 

L 

4720 

Hose,  Preformed,  Flexible,  Silicone,  Polyester  And  Wire  Reinforced  (Rodlotor) 
Validated  Mar  85 

MIL-H.62217/3 

AT 

12  Sep 

74 

AT 

Q  1 

4720 

Hose,  Rubber  And  Hose  Assembly,  Rubber  (Hydraulic,  Flexible  USER-MI  AV  AR 
REV-ME  11  CS 

MIL.H-1353)C  (4) 

AT 

21  Jun 

85 

AT  MC 

99 

L 

4720 

Hose,  Rubber,  Aircraft  Paint  Finish  Remover  REV-CS  . . . . . 

MII-H-6439A  (1) 

82 

22  Apr 

74 

99 

4720 

Hote,  Rubber,  Aircraft,  Self-sealing,  Aromatic  Fuel  REV-AV . . . . 

MIL-H-7061B 

82 

06  Feb 

85 

AS 

99 

4720 

Hose,  Rubber,  And  Hose  Assemblies,-  Rubber,  Pneumatic  (Yorn  Or  Fabric 
Reinforced)  USER-MC  REV-ME  SH  82  CS 

ZZ-H-SOOC 

/YD 

10  Sep 

87 

YD 

99 

4720 

Hose,  Rubber,  And  Hose  Assemblies,  Rubber,  Smooth  Bore,  Water  Suction  And 
Discharge  USER-MC  SH  REV.82  CS 

ZZ-H-561K 

/YD 

26  Jul 

88 

ME  YD 

99 

4720 

Hose,  Rubber,  Flame-resistant  USER-AT  REV-CS . . . . 

MII-H-7938A 

82 

28  Feb 

83 

AS 

99 

L 

4720 

Hose,  Rubber,  Hydraulic  Pressure  Type,  Type  100R1  Single  Wire  Broid 
Reinforcement  Hose  USER-AR  SH  99  REV-GL  CS 

MII-H-52471/4A 

AT 

31  Jul 

87 

AT 

1 

4720 

Hose,  Rubber,  Hydroulic  Pressure  Type,  Type  100R2  Double  Wire  Broid 
Reinforcement  Hose  USER-AR  SK-99  REV-GL  CS 

MII-H-52471/5A 

AT 

31  Jul 

87 

AT 

Q 

4720 

Hole,  Rubber,  Hydroulic,  Fuel  And  Oil  RcUtonl  REV-MI  AT  AV  CS . 

MII-H.8794D  (2) 

82 

15  Feb 

83 

ME  AS 

99 

Q 

4720 

Hose,  Rubber,  Lightweight,  Medium  Pressure,  General  Specificotion  For 

USER-ll  REV-ME  AT 

Mll-H-83797  (1) 

82 

28  Nov 

81 

AV 

99 

4720 

Hose,  Rubber,  Lightweight,  Medium  Pressure,  Fuel  And  Oil  Resistont  Validated 

Dec  85  USER-11  REV-ME  AT  CS 

MIL-H.83797/1 

82 

01  Aug 

74 

AV 

99 

1 

4720 

Hose,  Rubber,  Oil  Suction,  Wire  Aiinforced  Validated  Oct  86  REV-CS  . . 

MII-H-52544B 

ME 

23  Sep 

81 

ME 

1 

4720 

Hose,  Rubber,  Petroleum  Based  Fuels  &  Water  Services,  Oischorge  Only, 

Smooth  Bore,  lightweight  Buoyant  Type  REV-CS 

MII-H.22240E  (1) 

SH 

15  Feb 

89 

SH 

4720 

4720 

Hose,  Rubber,  Sandblost  Validated  Jun  87  REV-CS . . . . 

Hose,  Rubber,  Visuol  Inspection  Guide  For  Validated  Mar  83  REV-YD . 

MIL-H-1J217E 

NOTICE  1 
FED-STO-)62A 
NOTICE  1 

04  JAN  68 

YD 

/SH 

12  Jun 

09  Moy 

87 

67 

YD 

ME  SH 

99 

L 

4720 

Hose,  Rubber,  Wire  Reinforced  (Oil  And  Go*  suction  And  Oischorge 

Smooth  Bore)  Validated  Jun  82  REV-CS 

MIL-H-001S100F  (4) 

SH 

11  Jun 

65 

SH 

4720 

Hose,  Rubber,  Wlre&wound,  Synthetic,  Ice  T  no  ig  System  Validated  Jan  89 
REV-CS 

MIL-H-6399B 

NOTICE  1 

82 

16  Jan 

89 

AV 

99 

Q 

4720 

Hom,  Rubber,  Windihield  Wiper  Volithltd  Nor  82  USER-ME  MC  REV-EA  CS  .. 

ZZ.H-617B  (1) 

/AT 

30  Ocl 

72 

AT  YD 

99 

L 

4720 

Hose,  Rubber:  Hydroulic  Pressure  Type:  Type  100R10  Four  Spirol  Wrop 
Reinforcement  Hose  (Inoctive  For  New  Design  •  Use  MIL-H-52471/7) 

USER-AR  REV-GL  82  CS 

Mll-H-5247)/6A 

AT 

31  Jul 

87 

AT 

99 

4720 

Hose,  Rubber:  Hydroulic  Pressure  Type:  Type  lOORE  Four  Spirol  Wrop 
Reinforcement  Hose  USER-AR  REV-GL  82  CS 

MIL.H-52471/7 

AT 

31  Jul 

87 

AT 

99 

4720 

Hose,  Rubber:  Hydroulic  Pressure  Type:  Type  100R12  Four  Spirol  Wrop 
Reinforcement  Hose  USER-AR  REV-GL  82  CS 

MIL-H.52471/9 

AT 

31  Jul 

87 

AT 

99 

L 

4720 

Hose,  Stroight,  Silicone,  Polyester  Reinforced,  (Seoled  Heeler  Systems) 

Validated  Mar  85 

MIL-H-62217/4 

AT 

12  Sep 

74 

AT 

01 

4720 

Hose,  Synthetic  Rubber,  Wire  Reinforced,  &  End  Fittings,  Reusoble,  For  Flexible 
Hose  Assemblies 

MII-H.24135A 

SH 

18  Jul 

86 

SH 

1 

4720 

Hose,  Synthetic  Rubber,  Wire  Reinforced,  Andend  Fittings,  Reusable,  For 

Flexible  Hose  Assemblies  (Single  Or  Double  Wire  Broid,  Medium  Pressure 

Sires  -4 -Through  -48) 

MILH-24135/10 

SH 

18  Jul 

86 

SH 

1 

4720 

Hose,  Synthetic  Rubber,  Wire  Reinforced,  Andend  Fittings,  Reusable,  For 

Flexible  Hose  Assembly  (Double-wire  Broid  Or  Two-spiral  And  One-wire  Broid 
High  Pressure  SIZES-d  THROUGH-32) 

MIL-H-24135/1 

SH 

18  Jul 

86 

SH 

L 

4720 

Hose,  Synthetic  Rubber,  Wire  Reinforced,  Andend  Fittings,  Reusoble,  For 

Flexible  Hose  Assembles  (Four  Plies,  Spirol-wropped  Or  Two  Plies, 
Spirol-wropped  And  One  Ply,  Braided  High  Pressure  SIZES-6  THROUGH-16) 

MIL-H-24135/2 

SH 

18  Jul 

86 

SH 

L 

4720 

Hose,  Synthetic  Rubber,  Wire  Reinforced;  Andend  Fittings,  Reusable,  For 

Flexible  Hose  Assemblies  (Four  Plies,  Spirol-wropped,  Broided  High  Pressure 
SIZES.16  THROUGH.32) 

Mll-H.24135/3 

SH 

18  Jul 

86 

SH 

L 

4720 

Hose,  Synthetic  Rubber,  Wire  Reinforc^,  Andend  Fittings,  Reusoble,  For 

Mll-H-ZAISS/A 

SH 

18  Jul 

86 

SH 

Fltxiblt  Host  Aistmblies  (DoubIt'Wirt  Braid  For  Mtdtufn  Pressvre 
SIZES-40,-48^ND  -64 
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DOCUMENT 


FSC 

TITIE 

NUMBER 

PREP 

DATE 

CUSTODIAN 

L 

4720 

Holt,  Synthttic  Rubbtr,  Wirt  Rtinforctd,  Andtnd  Fittinfis,  RtuiobW,  For 

FItxibIt  Host  Asitmbliti  (DoMblt*wirt,brQid,  Ptrforattd  Cover,  For  High 

Prtiiure  Air  Sixti  *4  Through  *32) 

MIL-H-24135/5 

SH 

18  Jul 

86 

SH 

L 

4720 

Host,  Synthetic  Rubber,  Wire  Reinforced,  Andend  Fittings,  Reuioble,  For 

Flexible  Hose  Aiiemblles  (Double*wire  droid  Or  Two*sp!r<rf  And  One  Wire 
droid,  Highpreisure,  Sixes  *4  Through  *32,  For  Phosophcte-eiter  Rose 

Hydroulic  Fluids 

MIL-H-2413S/6 

SH 

18  Jul 

86 

SH 

1 

4720 

Hose,  Synthetic  Rubber,  Wire  Reinforced,  Ardend  Fittings,  Reusobte,  For 

Flexible  Hose  Assembliesi  (Four  Heovy  Spiral  Wire  For  High  Pressure 

Phosphote  Ester  In  Sixes  *20,  >24,  And  >32) 

MIL-H-24135/7 

SH 

18  Jul 

86 

SH 

1 

4720 

Hose,  Synthetic  Rubber,  Wire  Reinforced,  Andend  Fittings,  ReusoUe,  For 

Flexible  Hose  Assembliesi  (Four  Plies, spiral  Wropped  Wire,  High  Pressure,  For 
Phosphote  Ester  Bose  Fluids,  Sixes  >6  Through  >16) 

MII-H-2413S/8 

SH 

18  Jul 

86 

SH 

L 

4720 

Hose,  Synthetic  Rubber,  Wire  Reinforced,  Andend  Fittings,  Reusoble,  For 

Flexible  Hose  Assemblies  (Four  Plies,  Heovy  Spiro!  V;rooped  Wire,  High 

Pressure  Sixes  >8  Through  >32) 

MIL-H-2413S/9 

SH 

18  Jul 

86 

SH 

Q 

4720 

Hose,  Tetrofluoroethylene,  High  Temperotjre,  High  Pressure  (3(X)0  Pst), 

Hydroulic  And  Pneumotlc  REV*99  CS 

MIL-H-83298A 

82 

10  Mor 

83 

AV  AS 

99 

L 

4720 

Hose,  Wire  Reinforced  Lorge  Diameter  With  Reuseoble  End  Fittings  For  Flexible 
Connections  Volidettd  Jun  88 

MIL-H-24S9S 

NOTICE  1 

SH 

15  Jun 

88 

SH 

4720 

Hoses  &  Hose  Assemblies,  Nonmetollict  Rubber,  Liquid  Fuel  USER*MC  REV>SH 

82  CS 

MIL-H-370F 

INT  AMD  1  (ME) 

ME 

08  Ocl 

86 

ME  YD 

99 

4720 

H/droulic  How  •  Jun  82  USER-Al  REV-AT  OS  CS . 

SAE  JS17-82 

ME 

20  Sep 

84 

ME  YD 

99 

Q 

4720 

HOSE,  Rubbor  (FutI,  OIL,  COOLANT,  Wottr  And  Alcohol)  USER-MI  AR  REV-EA 

CS 

Lightweight  Collopsible;  Liquid  Fuel . 

MIL-H-8000S  (1) 

82 

01  Dec 

83 

ME  AS 

99 

L 

4720 

MIL-L-53064  (2) 

ME 

01  Ocl 

87 

ME 

4720 

Morking,  Stondord  Hose,  Aircroft  REV>11 . . . . 

MIL-M-8002A 

82 

30  Mor 

82 

AS 

99 

4720 

RuUser  Chloroprene,  Weother  Resistont,  45*55  •  1  Oct  81  USER>SH  ................. 

AMS  3208H-81 

AS 

14  Jun 

82 

MR  AS 

11 

•4720 

Rubber,  Synethic,  Tubing  USER-CE  YD  REV-AR  AT  AV  CR  SH  OS  82  99  CS 

GS  IS 

MIL-R-885S/4 

AS 

16  Feb 

87 

MR  AS 

20 

•4720 

Rubber,  Synethic,  Special  Shope,  Extruded  USER*CE  YO  REV*AR  AT  AV  CR  OS 

SH  *»2  99CS  GS  IS 

MIL-R-8855/6 

AS 

16  Feb 

87 

MR  AS 

20 

*4720 

Rubber,  Synthetic,  Strip  (Or  Tope)  USER-CE  YD  REV-AR  AT  AV  CR  SH  OS  82 

99  CS  GS  IS 

MIL-R-6850/2 

AS 

16  Feb 

87 

MR  AS 

20 

♦4720 

Rubber,  Synthetic,  Rodi  (Or  Round.)  USER-CE  ID  REV-AR  AT  AV  CR  OS  SH 

82  99  CS  GS  IS 

MIL-R-(ia55/3 

AS 

16  Feb 

87 

MR  AS 

20 

*4720 

Rubber,  Synthetic,  Chonnel,  Extruded  USER-CE  YD  REV-AR  AT  AV  CR  OS  SH 

82  99  CS  GS  IS 

MIL-R-6855/5 

AS 

16  Feb 

87 

MR  AS 

20 

*4720 

Rubber,  Synthetic,  Sheet.  USER-CE  YD  REV-AR  AT  AV  CR  OS  SH  82  99  CS 

GS  IS 

MIL-R-8855/1 

AS 

16  Feb 

87 

MR-AS 

20 

4720 

Sleeve,  Ho»e  Aisembty,  Fire  Protection  •  1  Apr  1984  REV>AV  Ml  99  CS . . 

AS- 10728-84 

11 

20  Jun 

86 

ME  AS 

11 

E 

4720 

Sleeve,  Hose  Assembly,  Heot  Shrinkoble  •  Jun  68  W/dod  Exceptions  Volidottd 
yu/84REV*ME  10  IS  CS 

AS  1073-48 

AS 

15  Sep 

78 

AV  AS 

99 

1 

4720 

4720 

Tube  Assembly  Metol,  Swoged  Hydroulic,  (Ml  Tank) . . . 

Tube,  Nonnietollic,  Polyvinyl  Chloride(  Pvc),  Flexible  (For  loborofory  And 

Medical  Use)  Validated  Apr  84  USER-ME  SH 

MIL-T-42410 

L-T.790B 

INT  AMD  (1) 

AT 

/CS 

14  Dec 
14  Apr 

83 

76 

AT 

99  CS 

4720 

Tubing,  Nonmetollic,  Rubber  Validated  Jun  84  REV*MB  . . . . 

MIL-T-36966A 

DM 

12  Jun 

78 

MDMS 

03 

4720 

Tubing,  Nonmetolic  (Rubber) . . . . 

A-A-5384e 

M8 

03  Mar 

89 

MD  MS 

03 

4720 

Tubing,  Rubber  And  Plo.tic  USER-MS  REV-MD  AR  AV  EA  Ml  OS  AS  CS . 

ZZ-T-831D  (1) 

/ME 

05  Mor 

86 

ME  YD 

99 

L 

4720 

Voive,  Solenoid  Operoted . . . . . . 

MIL-V-62381A 

AT 

18  Dec 

85 

AT 

4720 

Visuol  Inspection  Guide  For  Installed  Hose  Asseml^ies  •  1  Mor  82  R£V*AV  CS  .. 

ARP  1658-82 

82 

04  Jon 

84 

AS 

99 

L 

4730 

Adapter  •  For  Connection  Of  Coupling  Per  MtL*C*25531B  (ASG)  Tc  Ooss  11 

End  Fitting  Per  MtL*C*25531  (ASG)  Inoctive  For  New  Design  REV-CS 

MS-18039B 

AS 

18  Dec 

87 

AS 

99 

4730 

Adopter  •  Hose  To  Flared  Tube  Validated  Jun  83 . . . . . 

AN841 

REVS 

82 

19  Apr 

82 

AV 

99 

4730 

Adapter  >  Oxygen  Filler  Validated  Jun  84  REV*AV . . . . 

AND10070 

REV  3 

82 

24  Jul 

70 

AS 

99 

Q 

4730 

Adapter  Assembly,  Reusoble,  Flexible  Hose,  low  Pressure  REV>82  CS  . . 

MIL-A-38726  (3) 

82 

31  Sep 

83 

ME  AS 

99 

L 

4730 

Adopter  Assembly,  Floreless,  Stroight ,  Tube  To  Hose  >  With  Swivel  Nut 

Validated  Mar  83  REV*99  CS 

MS-27429 

82 

17  Mar 

71 

99 

L 

4730 

Adopter  AssemUy,  Flored,  Straight,  Tube  To  Hose  •  With  Swivel  Nut  Validated 
Mar  85  REV-82  CS 

MS-27616 

82 

17  Mor 

71 

99 

4730 

Adopter  Assembly,  Flared,  Stroight,  Tube  To  Hose  (With  Swivel  Nut)  Validated 

Jun  84  USER-ME  REV-MI  99  CS 

MS-27053e 

82 

30  Jun 

72 

AV  AS 

99 

4730 

Adopter  Assembly,  Straight,  Swivel  Fionge  To  Hose  Validated  Jun  84  USER-MI 

ME  AR  REV-99  CS 

MS-27054C 

82 

30  Jun 

72 

AV  AS 

99 

4730 

Adopter  Assembly,  Flored,  45  Deg  Elbow,  Tube  To  Hose  >  With  Swivel  Nut 
Validated  Mar  85  USER-MI  ME  AR  REV-99  CS 

MS-270S5C 

82 

30  Jun 

72 

AV  AS 

99 

L 

4730 

Adapter  Assembly,  Flored,  45  Deg.  F'bow,  Tube  To  Hose  -  With  Swivel  Nut 
Validated  Mar  85  REV-82  CS 

MS-27617 

82 

17  Mar 

71 

99 

4730 

Adopter  Assembly,  45  Deg  Elbow,  Swivel  Fionge  To  Hose  Validated  Mar  85 
USER-MI  ME  AR  REV-99  CS 

MS-270S6C 

82 

30  Jun 

72 

AV  AS 

99 

4730 

Adopter  Assembly,  Floreless,  Stroight,  Tube  To  Hese  With  Swivel  Nut  Validated 
Mar  85  USER-MI  ME  REV-82  CS 

MS-27381A 

82 

30  Jun 

72 

AV  AS 

W 

4730 

Adopter  Assembly,  Flared,  90  Deg  Elbow,  Tube  To  Hose  -  With  Swivel  Nut 
Validated  Mar  85  USER-MI  ME  AR  REV-CS 

MS-27057C 

82 

30  Jun 

72 

AV  AS 

99 

4730 

Adopter  Assembly,  Floreless,  45  Deg  Elbow,  Tube  To  Hose  With  Swivel  Nut 
Validated  Jan  89  USER-MI  ME  AR  REV-82  CS 

MS-273e2A 

NOTICE  1 

82 

16  Jon 

89 

AV  AS 

99 

4730 

Adopter  Assembly,  Floreless,  90  Deg  Elbow,-Tube  To  Hose-  With  Swivel  Nut 
Validated  Mar  85  USER-MI  ME  AR  CS  REV-82 

MS-27383A 

82 

30  Jun 

72 

</> 

< 

> 

< 

99 

L 

4730 

Adopter  Assembly/  Fibred,  90  Degrees  Elbow,  Tube  To  Hose  -  With  Swivel  Nut 

MS-27613 

82 

17  Mar 

71 

99 

ValidotKl  Mar  85  REV-82  CS 
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1 

^730 

Adopter  Assembly,  Flar*)ess,  45  DeQ.  Elbow,  Tube  To  Hose  With  Swivel  Nut 
Volidoted  Apr  85  REW99  CS 

MS-27630 

82 

17  Mor 

71 

99 

4730 

Adapter  Assembly,  Floreless,  45  Deg  Forged  Elbow,  Tube  To  Hose*  With  Swivel 

Nut  Volidoted  Mor  85  USER-ME  Ml  AR  REV.82  CS 

MS-27384A 

82 

30  Jun 

72 

AV  AS 

99 

4730 

Adopter  Assembly,  Floreless,  90  Deg  Forged  Elbow,  Tube  To  Hose  With  Swivel 

Nut  Validated  Mar  85  USER-MI  ME  AR  REV-82  CS 

MS-27385A 

82 

30  •  1 

72 

AV  AS 

99 

L 

4730 

Adopter  Assembly,  Floreless,  90  Deg.  Elbow,  Tube  To  Hose  With  Swivel  Nut 
Validated  Mar  85  REV.99  CS 

MS-27631 

82 

17  Mor 

71 

99 

4730 

Adopter  Assembly,  90  Deg  Elbow,  Swivel  Flonge  To  Hose  Validated  Mar  85 
USER-MI  ME  AR  RCV-CS 

MS-27058C 

82 

30  Jun 

72 

AV  AS 

99 

4730 

Adapter  Assembly,  Flored,  45  Deg  Forged  Elbow,  Tube  To  Hose-  With  Swivel 

Not  Validated  Mar  85  USER-ME  AR  REV-MI  82  CS 

MS-27059C 

82 

30  Jun 

72 

AV  AS 

99 

4730 

Adopter  Assembly,  Flored,  90  Degree  Forged  Elbow,  Tube  To  Hose-with  Swivel 

Nut  Validated  Mar  65  USER-MI  ME  AR  REV.82  CS 

MS-27060C 

82 

30  Jun 

72 

AV  AS 

99 

4730 

Adapter  Body,  Automotive  Air  Broke  Hose  USER-MI  REV-EA  AR  CS  .................. 

MS-39137D 

ME 

15  Aug 

80 

ME 

99 

4730 

4730 

Adopter  Mole  By  Mole  Quick  Disconnect,  Com  Locking  Type,  Type  Xxi 

USER-AT  CG  MC  REV-AV  GL 

Adopter  Port  Cornection  Ring  Locked  To  Flored  Tube  End  -  18  Jul  1988 

REV-CS 

MS-39352C 

AS  1986-88 

ME 

82 

16  Jul 

21  Dec 

80 

88 

ME  YD 

99 

99 

L 

4730 

4730 

Adopter-for  Connection  Of  Coupling  Per  Mil-c  25531  To  MS  17833  REV-v  . 

Adopter,  Air  Pressure  Gage  Validated  Oet  65 . . . . . . 

MS-18040B 

AN6285 

REV  3 

AS 

82 

27  Jan 
21  Mai 

89 

79 

AV  AS 

99 

4730 

Adopter,  Boss  Connection  Ring  Locked  To  Floreless  Tube  •  Jurs  1980  USER-1 1 
REV-ME  82  99  CS 

AS  1299A-80 

AS 

20  Jul 

84 

AV  AS 

11 

E 

4730 

Adopter,  Boss  Connection,  Ring  Locked  Fluid  Type,  Siondord  Dimensions  For  - 
Aug  75  W/dod  Exceptions  Validated  Jul  84 

AS  1300-75 

AS 

15  Sep 

78 

AV  AS 

11 

E 

4730 

Adapter,  Boss  Connection,  Ring  Locked  To  Floreless  Tube  Design,  Instollolion  & 
Removal  01  >  Aug  75  W/dod  Exceptions  Validated  Jut  84 

AS  1301-75 

AS 

15  Sep 

78 

AV  AS 

11 

4730 

Adopter,  Deminerolaed  Woter-Servicing,  Usof  Ground  Equipment  To  Rof 

Aircroft  Validated  Apr  83  REV-99  82  CS 

MS-27586B 

82 

02  Nov 

76 

AS 

99 

4730 

Adapter,  Engine  Oil  Servicing,  Us  Ground  Equipment  To  Rof  Aircroft  Validated 

Apr  83  R6V-99  CS 

MS-27587B 

82 

05  Apr 

76 

AS 

99 

L 

4730 

Adapter,  Floreless  Metric  To  Inch  . . . . . . 

MA  2046-86 

AV 

15  Jun 

87 

AV 

4730 

Adapter,  Floreless  Tuoe  To  An  Flared  Tube,  Precision  Type  USER-GL  ME  OS 

CS  REV-MI  AR  69  n 

M$-24405D 

AS 

29  Apr 

88 

AV  AS 

99 

4730 

Adopter,  Floreless  Tube  To  An  Flared  Tube  USER-AT  ME  Gl  OS  71  REV-MI  AR 

AS  82  CS 

MS-21900E 

AS 

24  Oct 

88 

AV  AS 

99 

4730 

Adopter,  Floreless  Tube  For  3/8  Bulkheod  And  UnWersol  To  An  flored  Tube 
(Asg)  Validated  Mar  82  USER-AT  GL  ME  OS  REV-MI  AR  11  CS 

MS-21901C 

AS 

27  Jun 

69 

AV  AS 

99 

4730 

Adapter,  Floreless  Tube,  Bulkheod  And  Unlversol  To  Flared  Tube  Volidoted  Mor 

87 

MS-21923C 

NOTICE  1 

AS 

03  Mor 

87 

AV  AS 

99 

Q 

4730 

Adopter,  Hose  To  Tube,  Pipe  And  Flonge,  Reusoble,  Hydroulie,  Fuel  And  Oil 

Lines  REV-ME  Ml  EA  AR  CS 

MIL-A-5070D  (1) 
SUPP  1 

82 

27  Aup 

74 

ME  AS 

99 

1 

4730 

Adopter,  Line,  Filling,  1&TON  Container,  Ml  Validated  Oct  84  REV-CS . 

MIL-A-11610B  (1) 

EA 

22  Jun 

67 

EA 

4730 

Adopter,  Nitrogen  Servicing,  Usof  Ground  Equipment  To  Rof  Aircroft  Volidoted 
Apr  83  REV.99  CS 

MS-275B8B 

82 

05  Apr 

76 

AS 

99 

4730 

Adopter,  Oxygen  Servicing,  Usof-Ground  Equipment  To  Rof  Aircroft  Validated 

Apr  83  REV.99  CS 

MS-275B9B 

82 

02  Nov 

76 

AS 

99 

4730 

Adapter.  Pipe  To  Hose,  Straight  Low  Pressure  Validated  Apr  83  USER-AV  OS 

MC  REV-ME  AR  CS 

MS.245228 

AT 

30  Dec 

77 

AT  AS 

99 

1 

4730 

Adopter,  Pneumotic  Storfer  Duct  Nipple  And  Flonge  (Mole)  REV-AV  AS  82  CS.. 

MS-17B34A 

AS 

23  Ocl 

87 

AV  AS 

99 

Q 

4730 

Adopter,  Pressure  Lubricoting  Oil  Servicing,  Aircraft . . . . . . . 

MII-A-25676C  (1) 

82 

27  Jul 

83 

AS 

99 

4730 

Adopter,  Pressure  Lubricoting  Oil  Servicing,  Aircroft  REV-CS  . . . . 

MS-24476r> 

82 

30  Apr 

84 

AS 

99 

L 

•4730 

Adopter,  Pressure  Fuel  Servicing,  Types  A-1  &  A-6  (looctive  See  Ms  24484) 
Validated  Dec  84  USER.71 

MS-29515B 

71 

12  Jun 

56 

99 

4730 

Adapter,  Refrigeront  Cylinder,  Externoi  Florex  Straight  Pipe,  Refrigerotton 

USER-ME  MC  SH  REV-CS 

MS-35870C 

NOTICE  1 

GL 

31  Oct 

86 

GL  YD 

99 

1 

4730 

Adopter,  Stroight,  Pipe  To  Hose  Vb/;Vo/tfc/  Aug  74  REV-AV  ME  CS........... . 

AN840 

REV  9 

82 

1  Jun 

54 

99 

4730 

4730 

Adopter,  Stroight,  Mole,  Refrigeration  Pipe  To  Flored  Tube  USER-CE  AR  SH 

MC  REV-MD  CS 

Adapter,  Stroight,  Tube  To  Hose, . . . . . . . . . 

MS-35869C 

NOTICE  1 

AN807 

REV  6 

GL 

82 

31  Oci 

30  Aug 

86 

82 

GL  YD 

99 

99 

4730 

4730 

Adopter,  Stroight,  Pipe  To  Hose&  Automotive  Air  Broke  Hose  USER-AT  REV-CS 
Adopter,  Straight,  Pipe  To  Tube  . . . . . . . . . 

MS-39I33D 

AN8I6 

REV  13 

ME 

82 

15  Aug 
19  Mor 

80 

79 

ME 

99 

99 

4730 

Adopter,  Straight,  Pipe  To  Tube,  Pipe  Thd  To  Femole  Solder-joint,  Refrigeration 
Validated  Oct  86  USER-MC  REV-ME  SH  GS  CS 

MS-35921C 

NOTICE  1 

GL 

31  Ocl 

86 

GL 

99 

1 

4730 

Adapter,  Straight,  Pipe  To  Tube,  Mole  Pipe  End,  For  Air  lines,  Sphericol  Sleeve 

VutiJotedJau  Si  USER-AtV/.E  M!  MCCC  RC'ACS 

MS-39179E 

AR 

25  feb 

75 

AR 

1 

4730 

Adopter,  Stroight,  Pipe  To  Hose  -  Mole,  Reusoble  Validated  Apr  65  . . . 

MS-39155 

AR 

09  Mor 

62 

AR 

L 

4730 

Adopter,  Stroight,  Tube  To  Hose  -  37  Deg,  Flore,  Femole,  Reusoble  Validated 

Apr  85 

MS-39156 

AR 

09  Mar 

62 

AR 

4730 

Adopft.*,  Stroight,  Pipe  Threod  To.Tube,  Mole  Solder-joint,  Refrigerotirm 

Validated  Feb  88  USER-MC  REV-ME  SH  GS  CS 

MS-3S918B 

NOTICE  1 

GL 

12  feb 

88 

GL 

99 

4730 

Adopter,  Stroight,  Pipe  To  Tobe,-Externol  Flore  To  Female  Solder-jomf, 
Refrigeration  Validated  Oct  86  USER-MC  SH  REV-ME  C3 

MS-35919C 

NOTICE  1 

GL 

31  Oct 

86 

Gl  YD 

99 

1 

4730 

Adapter,  Stroight,  Tube  To  Boss,  Precision  Typo  RE'AMI  AS  CS  ..  . . . 

MS-24398H 

82 

10  Feb 

84 

99 

4730 

Adopter,  Straight,  Reusoble,  Tube  To  Hose,  Low  Pressure  Validated  Jun  88 
USER«MI  REV-CS 

MS-27404 

NOTICE  1 

82 

03  Jun 

88 

AV  AS 

99 

4730 

Adapter,  otroight.  Tube  To  Hose  •  Reusoble,  Hydraulic,  Fuel  Arsd  Oil  Lines 
Validated  Apr  83  USER-AT  REV-CS 

MS-24587B 

82 

07  Jon 

66 

AR  AS 

99 
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4730 

Ad  yttr,  Straight,  Tub*  To  Boss,  0*ring,  Flortitsi  Typo,  Hydraulic  USER*AT  AV 

MS-518430 

AR 

30  Jul 

87 

AR 

99 

MC  OS  REV-GL  ME  82  CS 

4730 

Adoptor,  Straight,  Pjpt  To  Tubo,  Molt  PIpt  End,  Flortlots  Typo,  Hydraulic 

MS-51819E 

AR 

30  Jul 

87 

AR 

99 

USER-AV  OS  MC  REV-ME  GL  AT  82  CS 

4730 

Adoptor,  Straight,  Pipo  To  Tubo,  Pomolo  Pipo  End,  37  Dogroot  Florod  Volidottd 

MS-51503A 

AR 

t7  Jon 

79 

AR  OS 

Mar  BS  USER-AT  VD  MC  REV-ME  CS 

4730 

Adoptor,  Straight,  Tubo  To  Boss,  Long,  0*^ring,  Fiorolosi  Typo,  Hydraulic 

MS-51893A 

AR 

30  Jul 

87 

AR  SH 

99 

USER-MC  REV-ME  AT  OS  82  CS 

4730 

Adoptor,  Straight,  Tubo  To  Boil,  O  Ring,  37  Dogrooi  Florod  (Long)  Voiidott<i 

MS-51526A 

AR 

17  Jon 

79 

AR  OS 

Mar  BS  USER-AT  MC  YD  REV-ME  CS 

4730 

Adoptor,  Tiro  Inflating,  Uiof  Ground  Equipmont  To  Rof  Aircraft  VaUdot^d  Apr 

MS-27594A 

82 

10  Oct 

73 

AS 

99 

B3  REV-99  CS 

4730 

Adoptor,  Wotor  Mothonol  Sorvlcing,  Uiof  Ground  Equipmont  To  Rof  Aircroft 

MS-2758S8 

82 

05  Apr 

76 

AS 

99 

ValldalKl  Apr  B3  REV-99  CS 

4730 

Adoptor,  1/4  Inch,  Pnoumotic  Sorvlcing,  Uiof  Ground  Equipmont  To  Rof 

MS-275848 

82 

02  Nov 

76 

AS 

99 

Aircraft  VaKdalad  Apr  B3  REV-99  82  CS 

4730 

Adaptor,  1/4  inch  Hydroulic  Sorvicing,  Uiof  Ground  Equipmont  To  Rof  Aircroft 

MS-27591C 

n 

30  Sop 

87 

AS 

11 

REV-99  CS 

4730 

Adopter,  3/8  inch,  Hydroulic  Sorvicing,  Ut  Ground  Equipmont  To  Rof  Aircroft 

MS-275908 

82 

05  Apr 

76 

AS 

99 

Valldalar!  Apr  B3  REV-99  CS 

L 

4730 

Adopttr,  37-DEGREE  Flora  To  .0,  Rirtg  Bom  REV-CS . 

MS-39324A 

AT 

09  Moy 

80 

AT 

L 

4730 

Adoptor,  37'DEGREE  Flore,  Fomolo  Swivel  To  Wold  Socket,  3/4-INCH  To 

MS-39322 

AT 

04  May 

67 

AT 

1-INCH  VaKdalad  May  B2  USER-AT  REV-AR 

4730 

Adopter,  45,  Fomolo  Thread  Swivel  Colkir,  Quick  Diiconnoct,  Com  locking, 

MS-700888 

ME 

16  Jul 

80 

ME  YD 

99 

Mol*  (Tonli  Cor)  VaKdalad  Oel  B4  USER-AT  REV-CS 

4730 

Adopter,  9*16  Inch  Pneumatic  Sorvicing,  Uiof  Ground  Equipmont  To  Rof 

MS-2760BC 

11 

3o:*p 

87 

AS 

11 

Aircroft  REV-99  CS 

L 

4730 

Adoptori,  Straight,  Pipe  To  Tubo  Sofety  Sleeve  Comproiiion  Typo,  Pipe 

MS-39206E 

AT 

17  Sep 

87 

End  (Inoctivt  Uie  MS  S1819)  VaKdalad  Sap  B7 

NOTICE  1 

L 

4730 

Adoptori,  Straight,  Pipe  To  Tubo  Sofoty  Sleeve  Comproiiion  Typo,  Fomolo  Pipe 

MS-39203E 

AT 

16  S*p 

87 

End  (Inoctiv*  Um  MS  S1816) 

NOTICE  1 

4730 

Adotor,  Straight,  Pipo  To  Tubo,  Female  Pipe  End,  Floroloit  Typo,  Hydroulic 

MS-518I6E 

AR 

30  Jul 

87 

AR 

99 

USER-OS  MC  REV-ME  GL  AT  82  CS 

4730 

Air  Inlet,  Axiol,  Gonorotor  REV-GS  CS . . . . . . . 

MS-251S9B 

82 

01  S*p 

86 

AS 

99 

L 

4730 

>lloy  Stool  Socket  Welding  Flongot  And  Flongod  Nipples,  1/4  Inch  And  3/8 

MS-18308 

SH 

IB  Jun 

76 

SH 

Inch,  600  Pounds  Per-  Squoro  Inch  At  850  Dog.  F  (Moximum)  Validot9d  Stp 

81  REV-CS 

4730 

Automotive  Pipe,  Filler,  And  Drain  Plugs  *  Doc  73  Validated  Dec  85  USER-MC 

SAE  J531A-73 

AT 

29  Aug 

80 

AT 

REV-SH  CS 

4730 

Body,  Clutttr  Fitting,  On*  Way,  Flar*l*M  USER-ME  GL  AT  REV-MI  AR  82  CS  .. 

MS-31942D 

AS 

24  Jul 

87 

AV  AS 

99 

4730 

Body,  Cluster  Fitting,  Two-woy,  180  Dog.,  Internal  Boss  (Asg)  Volidafd  Jy1 81 

MS-219588 

82 

29  Jul 

75 

AS 

99 

USER-CS 

4730 

Body,  Cluster  Fitting,  Two  Woy,  99  Dog.,  Intornol  Boss  (Asg)  Vnlidot^d  Jyn  81 

MS-219598 

82 

20  Jun 

73 

AS 

99 

REV-CS 

4730 

Body,  Cluster  Fitting,  Three  Wcy,  Internal  Boss  (Asg)  Validotwd  M  81  REV-CS*. 

M5-219508 

82 

13  Jun 

75 

AS 

99 

4730 

Borfy,  Cluittr  Fitting,  Two  Woy,  90  D*g.,  Flortittt  USER-ME  GL  EL  REV-AV  82 

MS-21943C 

AS 

24  Jul 

87 

AV  AS 

99 

4730 

Body,  Cluster  Fitting,  Two  Woy,  180  Dog.,  Florolois  (Inoctivo  For  hMw  Design 

MS-21944C 

AS 

28  Aug 

87 

AV  AS 

99 

Afttr  31  D*c  /987)  USER-EL  ME  REV-MI  AR  11  CS 

4730 

Body,  Cluster  Fitting,  Three-woy,  Fkiroloss  USER-Gl  ME  REV-AR  AV  AS  82  CS.. 

MS-21945C 

AS 

24  Jul 

87 

AV  AS 

99 

4730 

Body,  Cluster  Fitting,  One  Way,  Intornol  Boss  (Asg)  Validated  Jwt  81  REV-CS  .. 

MS-21946C 

82 

28  Jul 

75 

AS 

99 

L 

47‘>0 

Body,  Cluster  Fitting  Onn  Woy,  Flore  Validated  Jut  81  REV-MI  CS  . . . 

MS-21933A 

n 

22  Moy 

75 

99 

4730 

Body,  Cluster  Fitting  Two  Woy  90  Deg.,  Flore  Vah’daf*d  Jm  81  REV-MI  CS . 

MS-21954A 

82 

16  May 

75 

99 

4730 

Body,  Cluster  Fitting  Two  Way  180  Deg.,  Flore  Validated  Jtd  81  REV-CS . 

MS-21955A 

82 

30S*p 

75 

Ml  AS 

99 

4730 

Body,  Cluster  Fitting  Three  Woy,  Fbro  Volidatfd  Jun  81  REV-CS*. . . . 

MS-21956A 

82 

30  Sop 

75 

Ml  AS 

99 

4730 

Body,  Nitrogen  And  Pnoumotic  Sorvicing  Adoptor,  Uiof  Ground  Ec^ipmont  To 

MS-27607C 

11 

30S*p 

87 

AS 

11 

Rof  Aircraft  REV-99  CS 

4730 

Bolt  Florod  Tubo  Fitting  End  Universal  Validated  Apr  84 . 

AN774 

REV  7 

82 

04  Aug 

83 

AV  AS 

99 

4730 

Bolt-universol  Fitting  -30  Jun  81  REV-62  . . . . . . . . . . 

NAS  551-81 

REV  4 

CS 

06F*b 

86 

99 

4730 

Bolt,  Qu.t*r  Fitting,  DoubI*  Port,  Through,  Florflott  USER-GL  ME  CR  REV-AR 

11  CS 

Boll,  CluiMr  Filling,  Singl*  Port,- FlortloH  USER-ME  CR  GL  REV-AR  11  CS _ 

MS-21941C 

AS 

27  Jun 

81 

AV  AS 

99 

4730 

MS-21938C 

AS 

26  Jun 

81 

AV  AS 

99 

L 

4730 

Bolt,  Cluiter  Fitting  Single  Port,  Flore  VaUdal^d  Jm  84  USER-CS  REV-MI . 

MS-21949A 

AS 

13  Moy 

66 

AS 

4730 

Bolt,  Cluster  Fitting  Sirale  Port  Through,  Flore  Valfdahd  Jvt  81  REV-CS 

MS-21950A 

82 

30  Sop 

75 

Ml  AS 

99 

4730 

Bolt,  Cluster  Fitting  Double  Port,  Flore  Validated  Jm  81  REV-CS . 

MS-21951 

82 

15F*b 

56 

AS 

99 

4730 

Bolt,  Cluster  Fitting,  Single  Pert,  Through,  Florolois  USER-CR  ME  Gl  REV-AR  11 

MS-21939D 

AS 

21  Jun 

88 

AS 

99 

4730 

Boll,  Cluiltr  Fitting,  DoubI*  Port,  Floraleti  USER-GL  REV-71  82  CS . 

MS-219400 

AS 

10  Aug 

88 

AS 

W 

1 

4730 

Bo",  FMd  Pauog-,  PrKtjion-Typ*  REV-AY  ME  AS . 

MS-243S7F 

82 

27  Jun 

85 

99 

L 

4730 

Boss  &  instcdlotions,  Air  Connection  (AN  62B7)  Validotfd  Dec  83  USER-ME 

AND  10071 

AS 

14D.C 

66 

AS 

REV-Ml 

REV-5 

4730 

Boss  And  InitoHotions  -  Air  Connection  REV-MI  99 . . . . . . 

MS-33S51B 

82 

03  Moy 

85 

ME  AS 

99 

4730 

Boss  Spocing-hydroulic  Design  Stondord  For  Validaf^d  Jm  84  USER-MI  . . 

MS-21343 

82 

16  Aug 

71 

AV  AS 

99 

4730 

Bosi-itondord  Dimensions  For  Extornol  Pipo  Throod  V^idat^d  May  78  USER-/1 

AND10052 

REV-2 

82 

1  Jun 

54 

Ai 

99 

4730 

Boss,  Fluid  Connection  •  Intornolitroight  Throod  USER-ME  MC  CG  CS  REV-MI 

82 

Boss,  Goiket  Soot  Stroight  Throod  Tubo  Fitting,  Stondord  Dimonii^i  For 

MS-33449C 

82 

02  Aug 

84 

AV  AS 

11 

1 

4730 

MS-16142C 

SH 

21  Jun 

79 

SH 

VaKdalad  Nov  B4  USER-ME  REV-MI 

4730 

Bosses,  Conduit  Connection,  Stondord  Dimensions  For  Voh'daf^d  Ayg  R?  ..*.**....*. 

AN010051 

AS 

1  Jun 

54 

AS 

11 

REV.2 
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L 

4730 

ftuthing  •  Screw,  Ploln  (A$g)  VaVt^i^d  Oct  B3 . . . . 

MS-9016 

AS 

31  Aug 

34 

AS 

4730 

Buihing  •  Screw,  ^in  {M)L*S*S879  Thread)  Validated  Dec  83 . . . 

MS-17319 

AS 

06S*p 

61 

AS 

99 

4730 

lulling  Screw  Thread  Seducer  (Ute  Mt  34397)  REV-MI  AV  11  CS . 

AN893 

REV  10 

83 

03  Ocl 

83 

AV  AS 

99 

1 

4730 

Suthirg,  Pipe  Vo/riAiMdMax  73  REV-AV  ME  CS . 

AN913 

REV  9 

83 

10  Fob 

67 

99 

A 

4730 

•uihing;  Screw  Thread,  Exponder  REV'MI  11  CS  . . . . . 

AN894 

REV  9 

83 

06  Apr 

84 

AV  AS 

99 

4730 

Bulhing.  Screw  Threod  Expor>der  Fioreleit  Tube  Coorwetion  •  Mor  1906.... . 

MA  3037-86 

AV 

15  Jun 

87 

AV 

4730 

Buih'ng,  Screw-thread  Expander,  Floreleu  Tube  Connection  USER-ME  GL  OS 

MS-2191SE 

AS 

13  No-.- 

8f 

AV  AS 

99 

REV-AR  Ml  11  CS 

4730 

Duthingt,  Brots  Or  Bronte  iOutiide  Heod,  Intide  Heod,  A  Foce),  250  Lbi  A  125 

MS-14313A 

YD 

30  Aug 

87 

ME  YD 

99 

Lbi  VoliihmdAug  USER-CE  MC  REV-AR  CS 

NOTICE  1 

4730 

Cop  Attenibly,  Prettut  Sea);  Fioreleit  Tube  Fitting  >  Mor  1986 . . . 

MA  3036-86 

AV 

15  Jun 

87 

AV 

4730 

Cop  Aiienibly,  Tube  A  Amt  5646  (Atg)  Validattd  Apr  64  REV*MI  CS . 

MS-93148 

AS 

30  D*c 

66 

AS 

11 

4730 

Cop  Attembly,  Tub;,  Preiture  Seol... . . . . 

AN939 

REV  11 

83 

33  Mor 

83 

99 

4730 

Cop  Atternbly,  Tube  A  Amt  5646,  Silver  Ploted  Nut  (Atg)  Validated  Apr  84 

MS-93138 

AS 

30D.C 

66 

AS 

11 

USER-M.C  REV-CS 

4730 

CopAlubricot.on  Fitting,  Protective  Pretture  Servicing  Adopter  Validated  Aug  74 

MS-344808 

S3 

18  D*c 

64 

AS 

99 

REV-CS 

L 

4730 

Cop,  Lubricotion  Fitting,  Protective  Validotud  Mar  85  REV-CS  . . . . 

MIL-C-36S16 

AR 

18  Jul 

38 

AR 

4730 

Cop,  Lubricotion  Fitting,  Protective  V^khtad  Apr  85  REV-CS  . . . 

MS-343398 

AR 

30Moy 

60 

AR 

99 

4730 

Cop,  Pipe,  Brott  Or  Bronte,  Threoded,  125  Lb.  Validatad  Aug  87  USER-CE  MC 

MS-1431QA 

YD 

30  Aug 

87 

Me  YD 

99 

REV-AR  CS 

NOTICE  1 

4730 

Cop,  Pr..>ufa  SmI,  Flar.1*..  Tub*  Filling  USER-OS  REV-ME  CR  GL  Ml  AR  11 

CS 

Cop,  Tub*  -  Am.  3046  Validahd  Apr  84  REV-CS . . . 

MS-31914L 

AS 

26  Jun 

81 

AV  AS 

99 

4730 

MS-9313A 

AS 

13  Aug 

64 

AS 

11 

L 

4730 

Cortridge,  Corrotion  Inhibitor  Droin  Vatidotad  Oct  87 . ....* 

MS-36341 

NOTICE  1 

AS 

30  0<t 

87 

AS 

4730 

Cott  Iron  Threoded  Fittingt  Clott  125  A  250  -  30  Aug  77  Validatad  No¥  85 

ANSI  816.4-77 

YD 

06  Aug 

81 

ME  YD 

99 

USER-CE  MC  CG  REV-AL  CS 

0 

4730 

Clomp,  How  USER-AR . 

MIL-C-69838  (4) 

S3 

03  F*b 

87 

AV  AS 

99 

4730 

Clomp,  Hote~(Low  Pretture) . . . . . . . . . . . * 

WW-C-440e  (3) 

» 

38  Aug 

73 

4730 

Clomp,  How  (Flat  land,  300  0*gr**  F)  VoUdcUd  Mar  82  REV-MI  AV  CS  . 

MS-31930C 

83 

06  Doc 

73 

ME 

99 

4730 

Clomp,  Note,  Aircroft  V^idotad  Dec  83  REV>MI  IS  CS . . . 

AN737 

REVS 

AS 

3  Jon 

36 

AS 

99 

4730 

Clomp,  Note,  Bond,  Tongentiol  Worm,  li^t  Weight  •  Dec  80 . 

NAS  1933-80 

REV  1 

AS 

33  May 

84 

AV  AS 

4730 

Clomp,  Note,  Bond,  Tongentkd  Worm,  Light  Weight  •  Dec  1980  . 

NAS  193340 

REV  1 

AS 

33  May 

84 

AV  AS 

0 

4730 

Clomp,  How,  FIdt  Sond  300  0*g.  F  VaUalad  Ana  79  REV-MI  EA  CS . 

MIL-C-S783A 

83 

37  Ocl 

39 

AR 

99 

4730 

Clomp,  How,  Low  Pratwr*  Tpp*  ,>,  Validaiad  Oat  8S  USER-MC:CG  OS  11 

MS-3SS43E 

AT 

30  Jon 

69 

AT  YD 

99 

REV-MI  ME  AR  AV  CS 

4730 

Clomp,  Hote,  Pneemotk,  For  Univertol  Couplingt  Validatad  Oct  84  USER>AT  Ml 

MIl-C-l  17600 

ME 

06  dun 

79 

ME  YD 

99 

CE  MC  REV-AR  CS 

4730 

Clomp,  How,  Wotor,  Umivonol,  3/8-TO  l-INCH  And  1-TO  3  INCH.  WaMoMd 

MIL-C-11369D 

ME 

03  Jul 

79 

ME 

99 

Ot!  84  USER-AR  REV-CS 

4730 

Clomp,  Leok  Repair,  Pipe  Coupling,  Steel  And  Ductile  Iron,  For  Ute  Over 

MIL-C-1 14180 

ME 

14  Aug 

SO 

ME  YD 

99 

Grooved  Type  Couplingt  Vafidalad  Oct  84  USER-CE  REV-CS 

4730 

Qomp,  Oxygen  Hote . . . . . . . 

MS-330648 

83 

13  Jen 

84 

AV  AS 

99 

4730 

Oomp,  Rotch*!,  On*  Pi*<*  -  30  Apr  39  VaKdafad  Oae  83  REV-MI . 

NAS  397-39 

REV  3 

CS 

13  Mor 

79 

ME  SH 

99 

4730 

Clomp,  Repoir,  Pipe.  With  Gotoline-retittonf  Gotket,  Generol  SpecifkoHon  For 

MIL-C-12386E 

ME 

31  Mor 

87 

ME 

99 

USER-MC  REV-CS 

4730 

Qomp,  Repoir,  Kpe,  With  Gotoline  Retittont  Gotket,  Type  1,  Split  A^cotion 

MIL-C-13386/1A 

ME 

34  Jul 

79 

ME 

99 

Validaiad  Doc  83  USER-CE  MC  AS  REV-CS 

4730 

Qomp,  Repotr,  Pipe,  MHth  Gotoline  Retittont  Gotket,  Type  11,  Pinhole 

MIL-C-12386/'3A 

ME 

34  Jul 

79 

ME 

99 

A^kotion  Vaiidatad  Doc  85  USER-CE  AS  MC  REV-CS 

L 

4730 

Qo^,  Sprirtg,  Hote  (Low  Pretture)  Type  (E)  Validotad  Oct  84  REV-AT  AR  CS 

MS-393368 

ME 

13  Aug 

80 

ME 

4730 

Clompt,  Hote  -  Mor  71  Volidatad  Jon  85 . . . . . . 

SAE  J3368-71 

CS 

01  Moy  79 

ME  SH 

99 

L 

4730 

Qeoning  A  Tetting  Of  Shipboord  Oxygen,  Nitrogen  A  Hydrogen  Got  ^ng 

MIL-STD-1330C 

SH 

01  Fob 

83 

SH 

Syitemt 

4730 

Collar  A  Tubing  End  Hote  Connection  Vofidalod  Doc  83  USER-CS . . 

AN876 

REV  3 

AS 

1  Jun 

34 

AS 

99 

4730 

Cc4ler,  Swtvd  Pidleted  O-ring,  Tube  ConnKtion,  6  Bolt,  Amt  6322  (Inoctive 

MS-90638 

AS 

36  Oct 

73 

AS 

11 

10-36-73)  VaHdolad  Apr  84 

4730 

CoNor,  Swivel-piloled  O-ring,  Tube  Connection,  4  Bolt,  Amt  6322  {Atg)( 

MS-9084A 

AS 

31  Jul 

61 

AS 

11 

Validaiad  Apr  84  REV-CS 

4730 

CoNor,  Swivel-piloted  O-ring,  Tt^  Connection,  2  Bolt,  Cret  SteeKotg) 

MS-9378A 

AS 

06  Mor 

63 

AS 

11 

Validaitd'Apt  34  REV-CS 

4730 

CoNor,  Swivel-pHoted  O-ring,  Tube  Connection,  3  Bolt,  Amt  6322  (Atg) 

MS-9083A 

AS 

31  Jul 

61 

AS 

11 

VaKdalad  Apr  84  KV-CS 

4730 

Coiwtumon  VaHdolad  Da .  83  REV-CS . 

AN800 

REV  3 

AS 

1  Jun 

54 

AV  AS 

99 

4730 

Comwclion  End,  InWmcl  Flora,  Rofrig.  USER-MC  SH  REV-ME  Ml  CS _ 

MS-3S867C 

NOTICE  1 

GL 

31  Oct 

86 

GL  YD 

99 

4730 

Connection  End,  Intemol  Pipe  Threod,  Refrigerotion  Vdidotod  Foh_88  USER-MC 

M$-3S936C 

GL 

31  Ocl 

86 

GL  YD 

99 

REV-ME  SH  CS 

NOTICE  1 

4730 

Connection  End,  Solder-ioint,  Refrigerotion  Volidolod  Fob  88  USER-MC  REV-ME 

MS-339338 

GL 

13  Fob 

88 

GL 

99 

SHCS 

NOTICE  1 

4730 

Connection,  Alre^t  Ground  Air  Conditioning,  5  Inch  Minimum  Regvirementt 

MS-33361A 

83 

07  Aug 

67 

AS 

99 

Volidaltd  Jim  U 
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4730 

Conntctlon,  ASrcroft  Ground  Air  Conditiorlng,  8  Inch  Minimum  Roouirtmtnts  .... 

MS-33562C 

82 

15  Mar 

84 

AS 

99 

4730 

Connoction,  By*poss  &  Drain,  Standord  Sptcificotion  For  •  1982  USER^CE  MC 

MSS  SP45-82 

YD 

20  Jul 

84 

ME  YD 

99 

REV-CS 

4730 

Conntction,  End,  Exttmol  Pipt  Thrtod  Rtfrlg^rolion  USER'MC  SH.REV>M£  CS.. 

MS-3S868B 

NOTICE  1 

GL 

31  Oct 

86 

GL  YD 

99 

4730 

Conntction,  End,  Exttrnal  Flare,  Refrigeration  USCR*MC  REV'ME  Ml  CS . 

M5-35873C 

NOTICE  1 

GL 

31  Ocl 

86 

GL 

99 

1 

4730 

Connection,  Flexible;  Pipe  loops  VoH^t^  Sep  . . . . 

MIL-C-234S5  (1) 
NOTICE  1 

MB 

04  Apr 

63 

SH 

«730 

Connection,  Ground  leokoge  Test,  Pressurixed  Cabin,  Atreroft  (Asg)  Volidofed 

MS-33S65C 

AS 

09  Dm 

77 

AS 

11 

Aug  B4  REV-99 

4730 

Connections  Fluid,  Instollotion  Procedures  &  Torques  For  -  15  Jon  80..... . 

AS  6838-80 

11 

01  Mar 

82 

AS 

11 

4730 

Connections,  Stondord  Proctice  For  Use  Of  Bronch  *  30  Jul  82............................ 

ASTM  F681-S2 

SH 

06  Moy 

83 

SH 

4730 

Connector,  Fixed  Flange,  To  FIcred  Tube  REV*ME  AV  CS . . . . . 

MS-2076(X: 

82 

16  Jun 

78 

AS 

99 

4730 

Connector,  Fixed  Flonge,  To  Hose  Volidated  Jun  8/  USER«CS  . . . . . 

MS-20757B 

82 

24  Jul 

75 

AS 

99 

4730 

Connector,  Hose  Quick  Discounnest,  Femole,  Anti  .g,  Swi  Validated  Juf  $) 

MS-27755A 

82 

18  Jul 

75 

AS 

99 

USER-MC  REV-CS 

4730 

Connector,  Hose,  Quic*octing,  Anti  (G)  Suit  (Asg)  Validated  Sep  77  USER^MC 

MIL-C-7942B  (1) 

82 

23  Apr 

70 

AS 

99 

CT  REV-CS 

1 

4730 

Connector,  Hose,  Quick  Acting,  Mole,  Anting  Gornwnt  Validated  Jan  83  REV*99 

.  MIL-C-83390  (2) 

82 

27  Jul 

76 

11 

4730 

Connector,  Multiple  Fluid  Pressure  Line  90  Deg.  REV*MI  CS . . . . 

AN7769 

REV  8 

82 

10  F.b 

88 

AV.AS 

99 

4730 

Connector,  Multiple  Fluid  Pressure  Line  ,  75  Deg. . . . . . . . 

AN777 

REV  9 

82 

19  Mor 

79 

99 

4730 

Connector,  Multiple  Fluid  Pressure  line,  45  Deg.  REV*CS . . 

AN7781 

REV  9 

82 

10F.b 

88 

AV  AS 

w 

4730 

Connector,  Multiple  Fluid  Pressure  Line,  Stroight . . . . . . . 

AN7796 

REVS 

82 

10F.b 

88 

99 

L 

4730 

Connector,  Pneumatic  Storter  Duct,  Do^^de  Ended  REV*CS . . . 

MS-17836D 

AS 

04  Apr 

83 

AS 

4730 

Contour  And  Mounting  End,  Custer  Fitting  Body,  SemMlnished  (Asg)  Vtdidated 

MS-21936A 

AS 

20  Nov 

57 

AS 

99 

Apr  83 

4730 

Coupling  A  Airspeed  Tube  Union  (Brozing) . . . . . . 

AN786 

REV  4 

82 

22  Jufl 

83 

82 

4730 

Coupling  &  Coupling  Holves  Quick  Disconnect,  Air  Hose,  Bowes  Type  Validated 

MIL-C-34868 

SH 

15  Apr 

66 

ME  SH 

99 

Jon  az  USER-YD  REV-AR  CC 

INT  AMD  1  (SH) 

L 

4730 

Coupling  Assembly,  Quick  Disconnect,  Ploin  A  SeK  SeaUoQ  Vatidofed  Oct  85  .... 

MIL-C-S1234  (3) 

EA 

19  Dm 

74 

EA 

Q 

4730 

Coupling  Assembly,  Hydraulic,  Self'seoling,  Quick  Disconnect  Vdidofed  Apr  83 

MIL-C-25427A  (1) 

AS 

08  Jon 

63 

AS 

99 

REV-MI  AT  CS 

4730 

Coupling  Assembly,  lew  Pressure,  Air  Hose,  Quick'disconnect  USER*GL  REV*AR 

MII-C-4109E 

82 

28  Ocl 

76 

ME  AS 

99 

YD  CS 

1 

. 

}upling  AssemWies,  Quick'disconnect,  Sexless  Type  . . . . 

Mll-C-53071 

ME 

08  S.P 

87 

ME 

(ing  Assembly,  Quick  Disconnect,  ComBJockingiType  USER*AV  MC  $H 

MS-27019G 

ME 

04  Ocl 

85 

MEYD 

99 

?L  SM  82  CS 

ig  Assembly,  Hose  (Garden,  Water,  And  Water  Suction)  REV*82  CS  . . 

WW-C-624D  (1) 

/YD 

22  Apr 

85 

MEYD 

99 

Q 

47. 

ng  Assembly,  Quick'diKonnect,  Fuel  REV*SH  CS . . . . . 

MII-C-19179B  (2) 

SH 

06  F.b 

84 

SH 

99 

4/^ 

m<,  «  And  Mender,  Hose,  Hose  (Plastic  And  Rubber) . . . . 

WW-C-1692A 

-ME 

08  Moy 

73 

ME 

99 

4730 

pli  nc'ic,  SeK’Seoiing,  Quick  DiKonnect,  Flored  Fitting  To 

liitemo  1  U5ER>CS  REV-AV  AS  82  CS 

MS-24333E 

AS 

28  Ocl 

87 

AV  AS 

99 

4730 

Coupling  Assemble, .Xc,  Self'»eoling,  Florei.ss  Fitting -To  Intern^  Threod 

MS-24334D 

AS 

30  Ocl 

87 

AV  AS 

99 

Boo  (A.g)  REV-AR  AV  AS  82  CS 

4730 

Coupling  Fuel  Line,  Flexible,  125  PS1,  General  Specificotion  For  Vol’da^  Sep 

MIL-C-222638 

AS 

28  Jun 

72 

AV  AS 

99 

85  REV-82  CS 

4730 

Coupling  HoH,  Fitting  End,  Flexible,  Voriuble  Covity  Threoded,  Ferrule  Type 

AS  1719-82 

82 

19  Jul 

83 

AV 

99 

Design  Slondord  <  Moy  1982  REV<CS 

1 

4730 

Coupli.ng  Hotf,  Quick  Disconnect  REV*CS  . . . . . . . . . 

MII-C-S1073D  (1) 

EA 

16  F.b 

84 

EA 

4730 

Coupling  HoK,  Quick  OiKonnect  Validated  Apr  83  USER-CS  REV-11 . . 

AN6027 

REV  3 

AV 

12  Aufl 

77 

AV  AS 

4730 

Coupling  HoK,  Quick  DiKonnect,  CamAlocking  Type,  Mole,  Intemd  Pipe 

MS-2702(X> 

ME 

04  Ocl 

85 

MEYD 

99 

ThrMd<  Typ.  1  USER-AT  MC  SH  REV-GL  AV  Ml  82  CS 

L 

4730 

Coupling  HoK,  Quick  DiKonnect,  Pneumotic  Storter,  Exterhol,  low  Preswre, 

MIL-C-25531/1 

AS 

19  Dm 

S3 

AS 

Direct  Release 

4730 

Coupling  HoK,  Quick  DiKonnect,  Com-locking  Type,  Cop,  Dust,  Type  lx 

MS-27028E 

ME 

04  Ocl 

85 

ME  YD 

99 

USER-AT  MC  REV-Gl  AV  82  CS 

0 

4730 

Coupling  HoK,  Qu’ek  DiKonnect,  Pneumotic  Storter,  Extemol,  low  Pressure 

MII-C-3S531D 

82 

21  Mor 

86 

AS 

99 

REV-AS  CS 

4730 

Coupling  HoK,  Quick  DiKonnect,  Com&locking  Type,  Plug  Dust,  Type  X 

MS-27029E 

ME 

04  Oct 

85 

ME  YD 

99 

USER-AT  MC  REV-GL  AV  82  CS 

4730 

Coupling  Half,  Quick  DiKonnect,  Com&Iocking  Ty^,  Drilling  Tem^te 

MS-27(X31D 

ME 

31  Aug 

87 

ME  YD 

99 

USER-MC  SH  REV-GL  AV  SM  82  CS 

4730 

Coupling  HoK,  Quick  DiKonnect,  Com  Locking  Type,  Female,  Flonged,  Type 

MS-70091C 

ME 

16  Jul 

80 

ME 

W 

Viii,  (For  D-l  Noul.  AireroH)  USER-AT  SH  MC  REV-GL  AV  CS 

4730 

Coupling  HoK,  Quick  DiKonnecr,  Com  Locking  type.  Nipple  Adopter,  Mole  By 

MS-701(X)C 

ME 

16  Jul 

80 

MEYD 

99 

Externol  Grooved  Pipe,  Type  XIx  USER-AT  MC  REV*GL  AV  CS 

4730 

Coupling  HoH,  Quick  Disconnect,  Com*locking:Type,  Mole,  Internoi  Suoight 

MS-70095C 

ME 

16  Jul 

SO 

ME  YD 

99 

Threods,  Type  Xvii  (For  Use  With  Noto  Equipment  USER-AV  AR  MC  SH 

REV-GL  CS 

4730 

Coupling  HoK,  Quick  DiKonnect,  Corn-locking  Type,  Femole,  Externol  Stroight 

MS-7(X)96C 

ME 

16  Jul 

80 

ME  YD 

99 

ThrMdi,  Typ.  Xvi  (For  Um  With  Nolo  Equipmont)  USER-AT  REV-Gl  AV  CS 

4730 

Coupling  Holf,  Quick  DiKonnect,  Corn-locking  Type,  Femole  Reducer  (Intemol 

M3-70097C 

V.E 

16  Jul 

80 

ME  YD 

99 

Pip.  ThrnrI)  Typ.  Xviii  USER-AV  AR  SH  MC  REV-GL  CS 

4730 

Coupling  HoK,  Quick  DiKonnect,  Com&locking  Type,  Mole,  Hose  Shook,  Type  H 

MS-2702IE 

ME 

04  Ocl 

85 

ME  YD 

99 

USER-AT  MC  SH  CS  REV-Gl  AV  82 
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4730 

Coupling  Half,  Quick  Disconntet,  Com&locking  Typt,  Molt,  Exttrnoi  Pipo 

MS.27022D 

ME 

04  Oct 

8S 

ME  YD 

99 

4730 

Thrtod,  Type  tii  USER-AT  SM  MC  SH  REV-GL  AV  82  CS 

Coupling  HaH«  Quick  Diiconnecl,  Com&locking  Type,  Mole,  Flanged,  lype  Iv 

MS.27023E 

ME 

31  Aug 

87 

ME  YD 

99 

4730 

USER-AT  MC  REV-GL  AV  82  CS 

Coupling  HoH,  Quick  Diiconnecl,  Com&locking  Type,  Female,  Infemol  Pipe 

MS-270240 

ME 

C4  Ocl 

8S 

ME  YD 

99 

4730 

Threod,  Type  V  USER-AT  SM  MC  SK  REV-GL  AV  62  CS 

Coupling  Holf,  Quick  Ottconnecl,  Com4ocking  Type,  Femole,  Hose  Shonk,  Type 

MS-27025E 

ME 

04  Ocl 

85 

ME  YD 

99 

4730 

Vi  USER-AT  MC  REV.GJ^A.V  82  CS 

Coupling  Half,  Quick  Disconnect,  Com&locking  Type,  Female,  Extemol  Pipe 

MS-27026D 

ME 

04  Ocl 

85 

ME  YD 

99 

4730 

Threod,  Type  Vi!  US«R-AT  MC  SN  REV-GL  AV  CS 

Coupling  HoK,  Quick  Dtsconnect,  Com&locking  Type,  Femole,  Flonged,  Type  Viii 

MS.2702/E 

ME 

31  Aug 

87 

ME  YD 

99 

4730 

USER-AT  MC  REV-GL  82  CS 

Coupling  Holves,  Quick-disconnect,  ComTocking  Type  USER-AT  MC  REV-GL  AV 

MIL-C-27487F 

ME 

19  Sep 

86 

ME  YD 

99 

4730 

Ml  CS 

Coupling  Sub-assembly,  Flexible,  Vorioble  Covity,  Threoded,  Ferrule  Type  Tube 

AS  1712A-84 

82 

2f-  Ocl 

88 

AV  AS 

99 

4730 

Ends  -  1  Jon  1984  USER-AR  AT  REV-ME  CS 

Coupling  Tube  Flored  Fitting,  Femole  'Htreod  -  IS  Oct  73  Validated  D^c  65. . 

NaS  424-73 

CS 

12Mor 

79 

ME  SH 

99 

4730 

Coupling,  Automotive,  Air  Broke  Lines  Vah'dattd  Dec  65  USER-ME  MC  REV-CS 

REV  2 

MS-35746F 

AT 

02S*p 

81 

AT 

99 

4730 

Coupling,  Cops,  Plugs,  &  Bushings,  Pipe  Threoded,  Pressure  Class  3000  &  6000 

MS-14304A 

YD 

29  May 

87 

ME  YD 

99 

4730 

Validated  May  87 

Coupling,  Cost  Iron  Soil  Pipe  institutes  Approved,  For  Use  In  Connection  With 

NOTICE  1 

CISPI  310-85 

YD 

11  May 

86 

ME  YD 

99 

4730 

Hubless  Cost  Iron  Soil  Pipe  &  Fittings  For  Sonitory  &  Storm  Drain,  Woste,  & 
Vent  Piping  Applications,  Specification  For  -  1985  USER-CE  REV-SH  CS 

Coupling,  Clomp,  Pipe,  With  Bolts  &  Synthetic  Rubber  Goskets  For  Grooved 

MII-C-10387H  (1) 

ME 

26S*p 

83 

ME  YD 

99 

4730 

End  Pipe  USER-CE  CG  REV-AR  82  CS 

Coupling,  Ferrule  End,  Flexible,  Vorioble  Covity,  threoded,  Ferrule  Type,  Design 

AS  1720-82 

82 

19  Jul 

83 

AV 

99 

4730 

Stondord  -  May  1982  REV-CS 

Coupling,  Fertile,  Flexible,  Voriobly  Covity,  .Threoded,  Ferrule  Tube  End  >  Moy 

AS  1716-82 

82 

19  Jul 

S3 

AV 

99 

4730 

82  REV-CS 

Coupling,  Flexible,  Vorioble  Covity,  Threoded  Ferrule  Type  Ends,  Envek^ 

AS  I7I1A-84 

82 

28  Ocl 

88 

AV  AS 

99 

4730 

Dimtntioni  -  1  Jon  1984  USER-AR  AT  REV-ME  Ml  CS 

Couoling,  FutI  Lino,  Fl«>lbl«,  125  PSI  REV-CS . 

MIL-C-e506l8  (2) 

AS 

22S.P 

86 

AV  AS 

4730 

Coupling,  Fuel,  Flexible,  Vorioble  Cavity,  Threoded  Type  With  Ferrules  •  1  Jon 

AMS  1710A-84 

82 

28  Ocl 

88 

AV  AS 

99 

4730 

1984  USER-AR  AT  REV-ME  Ml  CS 

Coupling,  Ground  Cooling,  Combot  Type  Aireroft  REV-CS . . . . . 

MS-1605IF 

AS 

16  Jon 

87 

AS 

4730 

Coupling,  Hose,  (HoK),  Pneumotic,  Universal  Type  USER-AL  SA  OS  MC  REV-CS 

WW-C-633C 

/ME 

os  D.C 

SO 

ME  YD 

4730 

Coupling,  Hose,  Steam  REV-GL  CS . 

MIL-C-52705A  (1) 

ME 

16  Nov 

84 

ME  YD 

99 

4730 

Coupling,  Hose,  ReattochoUe  Screw-on  REV-AV  YD  CS . 

MIL-C-384040 

82 

06  Nov 

85 

ME 

99 

4730 

Coupling,  Increosers,  Offsets,  Cost-iron  Threoded  Oroinoge  Votidattd  Jua  67 

MS-90526A 

YD 

26  Jun 

87 

MB  YD 

4730 

USER-CE  MC  99  REV-CS 

Coupling,  Pipt  USER-CS  REV-MI . 

NOTICE  1 

AN910 

82 

05  Oct 

83 

AV  AS 

99 

4730 

Coupling,  Pipo  SiraighI  (150  &  300  Pouixb)  USER-GL  AV  MC  REV-ME  AT  CS.. 

REV  10 

MS-39333C 

YD 

11  Jul 

86 

AR  Yr 

99 

4730 

4730 

Coupling,  Pipe,  Hoot  RucoverdMe  . . . . . . 

Coupling,  Quick  Disconnect,  Automatic  Shutoff,  General  SpecificoHon  For 

MIL-C-24706 
MII-C-7413B  (1) 

SH 

82 

13  Jul  88 

16  Moy  73 

ME  AS 

99 

4730 

VatidaMd  May  85  REV-AV  Ml  99  CS 

Coupling,  Quick  Disconnect,  2-1/2  Inch  Pressure  Fuel  Servicing  Nozzle  To  Hose 

MS-26550B 

SH 

29  Ocl 

86 

SH 

4730 

REV-CS 

Coupling,  Quick-disconnect,  Low-pressure  Air  Connection,  Bulkheod  Fitting  End, 

MS-21957C 

AS 

28  S*p 

87 

AS 

99 

i-'JO 

1/4  Tube  Size  (tNACTIVE-28  Dec  1967)  REV-CS 

Coupling,  Retainer,  Flexible,  VorioUe  County,  Threoded  Ferrule  Type  Tube  Ends  • 

AS  1717-82 

82 

19  Jul 

83 

AV 

99 

4730 

Moy  82  REV-Co 

Coupling,  Rigid  Tube  Connector,  Aluminum  (Jon  61}  USER-AR  REV-ME  10  IS  .... 

NAS  591-81 

AS 

0SF*b 

88 

AV  AS 

99 

4730 

Coupling,  Rigid  Tube  Connector,  Corrosion  Resistont  Steel  (Jon  81)  USER-AR 

REVS 

NAS  594-81 

AS 

0SF*b 

88 

AV  AS 

99 

4730 

REV-ME  10  IS 

Coupling,  Rigid  Tub*  BulVhtad  Connuctor  (81)  USER-AR  REV-ME  10  IS . 

REVS 

NAS  652-81 

AS 

05F*b 

88 

AV  AS 

99 

4730 

Coupling,  Segmented,  &  Split  Clomps  Reottochoble,  2-1/2-,  4-,  6-  &  7-  Inch, 

REV  3 

MIL-C-243S6A  (2) 

SH 

01  Mar 

88 

SH 

4730 

For  Refueling-ot-seo  Hose 

Coupling,  Sleeve  Type,  Wrought  Corbon  Steel  -  30  Jul  62  . . . 

ASTM  F682-82A 

SH 

06  May  83 

SH 

4730 

Coupling,  Tube-brazing,  Ams  5646  Vdidatad  Apr  84  REV-CS . 

MS-9381 

AS 

03  Oct 

66 

AS 

11 

4730 

Coupling,  Tube,  With  Stop,  Sot^-{orht,- Refrigeration  USER-MC  REV-ME  SH 

MS-3S927C 

GL 

31  Oct 

86 

GL  YD 

99 

4730 

CS 

Coupling,  Type  11,  Swogged  Femile  Connecting  Fluid  line,  Flexible  Mox 

NOTICE  1 
MIL-C-22263/2 

AS 

28  Jun 

72 

AV  AS 

11 

4730 

Envelope  And  Wei^t  Validated  Sdp  8S  REV-CS 

Coupling,  Type  1,  Rolled  8e6d  Connecting  Fluid  Line,  Flexible,  Moximum 

MIL-C-22263/1 

AS 

28  Jun 

72 

AV  AS 

11 

47M 

Envelope  And  Weight  Validnhd  Sap  65  REV-CS 

Coupling,  Union,  Brazing  VoUdalad-Jan  89  USER-CS  . . . . 

AN785 

82 

16  Jon 

89 

99 

4730 

Couplings  ■  Quick  Disconnect,  Bowts  Type  fAIr  Hose  &  Piping)  USER-At  YD  .... 

REV  6 

A-A-50431 

SH 

29Mor 

89 

AR  SH 

4730 

Oou,  FlofMl  Tub*  (Um  Mf  34403)  Va//dbMd  Jun  S3  REV-MI  CS . 

AN827 

82 

10F*b 

67 

AV  AS 

99 

4730 

Creu,  Flar.i*»  Tub*  Vclldolod  Mor  87  USER-AT  Gl  ME  OS  REV-MI  AR  1 1  CS 

REV  7 

MS-21906E 

AS 

03  Mar 

87 

AV  AS 

99 

4730 

Cross,  Pipe  (Inoctive  For  Design  Except  For  Use  On  Oxygr>,i  Systei  it  &  Ground 

NOTICE  1 

AN9I8 

82 

21  Mar 

79 

99 

4730 

Service  Equipment)  REV-ME  AV  CS 

Ooss,  Reductr,  Florsless  Tube  2  Feb  87  REV-82  CS . 

REV  8 

AS  1006C-87 

AS 

16  Aug 

87 

AV  AS 

99 

4730 

Cron,  Tub*,  FkirM*»  Typ*,  Hydroulic  USER-MC  OS  REV-ME  AT  82  CS . 

MS-51S94A 

AR 

M  Jul 

87 

AR  SH 

99 

4730 

Oest,  Tube,  tnteraol  Threod  Voiidotad  Ckt  '65 . . . . . . 

AN937 

82 

21  Mar 

79 

99 

4730 

Cro«i,  Tub*,  Pr*<ii(on  Typ*  REV-AV  ME  CS  . . . . 

REV  6 

M$-24403E 

82 

04  Apr 

8S 

99 
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4730 

Crois,  Tube,  37  Dtgrats  Flared  Validaltd  Mar  85  USER-AT  YD  MC  REV-ME 

CS 

Cup,  Greoie  USER-GL  EL  MC  SH  AS  REV-AT  CS  . 

MS-51517A 

AR 

17  Jon 

79 

4730 

MIL-C-1213E 

AR 

22  Jon 

86 

4730 

Cup,  GrtoM,  Automatic  Ftcd  VoHdattd  Feb  86  USER'SH  CS  REV>GL . . . 

MS-35759B 

AR 

18  Mar 

71 

4730 

Cup,  Greaie,  Manuol  Feed  USER-GL  SH  AS  REV-AT  82  CS  . 

MS357588 

AP 

2o  Jon 

86 

•4730 

Cup,  Oil,  Lubricoting  And  Oilcn,  Self>foeding  Validated  Oct  87  USER>£R  MC 
REV-MI  1 1  CS 

MIL-C-1258D  (1) 
NOTICE  1 

YD 

14  Ocl 

87 

L 

4730 

Doiign  Stondord  For  Atitmbly  Of  Tctrofluorocthleno  Kom  FIttingi  Validated 

Apr  83  REV-MI 

MS-1S084 

AS 

26  Apr 

6S 

4730 

Dimtniioni  For  Fobricoted  Steel  Water  Pipe  Fittingi  >  30  Jon  83  REV-CS . . 

AWWA  C20S-83 

YD 

21  May 

84 

L 

4730 

Disassembly  Tool  Validated  Mar  BS  REV-^ . . . . . . . 

MS-276.39 

82 

17  Mar 

71 

4730 

Ductile  Iron  8i-Groy  Iron  Fittings,  3  Inch  Through  48  Inch  For  Water  &  Other 
Liquids  -  18  Jun  1987  USER-CE  ME  99  REV-CS 

AWWA  Cl  10-87 

YD 

25  Jul 

88 

4730 

Elbow  •  Union  4S  Deg.  Validated  Dec  83  USER-CS  . . . . . 

AN791 

REV  5 

AS 

20  Aug 

56 

4730 

Elbow  •  Universol  90  Deg.  •  Floreless  •  30  Aug  69  Validated  Dec  85 . 

NAS  1237-69 

REV  1 

CS 

17  S.p 

79 

4730 

Elbow  Flored  Tube  &  Bultcheod  Universol,  90  Deg . . . 

AN833 

REV  8 

82 

04  Aug 

83 

4730 

Elbow  Flared  Tube,  90  Deg. . . . . . . 

AN821 

REV  8 

82 

05  Aug 

83 

4730 

Elbow  Reducer,  90  Deg.,  Floreless  Tube  To  Swivel  •  8  Jun  81  . . 

NAS  1762-81 

REV  1 

AS 

25  Moy 

84 

L 

4730 

Elbow  Sub  Assembly,  Floreless,  90  Deg.  Swivel  Nut  Validated  Mar  85. . 

MS-27634 

82 

17  Mar 

71 

4730 

Elbow  Sub  Assembly,  Floreless,  45  Deg,  Swivel  Nut  Validated  Mar  $5  USER-MI 

ME  SH  REV.62  CS 

MS-273878 

82 

30  Jun 

72 

4730 

Elbow  Sub  Assembly,  Floreless,  90  Deg,  Swivel  Nut  Validated  Mar  85  USER-MI 

ME  AR  REV-82  CS 

MS-273888 

82 

30  Jun 

72 

4730 

Elbow  Sub  Assembly,  Floreless,  45  Deg  Forged,  Sv/ivel  Nut  Vrdidated  Mw  85 
USER-MI  ME  AR  REV-82  CS 

MS-27389A 

82 

30  Jun 

72 

L 

4730 

Elbow  Sub  Assembly,  Floreless,  90  Deg.  Swivel  Nut  Validated  Mar  85.. . 

MS.27636 

82 

17  Mor 

71 

4730 

Elbow  Sub  Assembly,  Floreless,  90  Deg,  Forged,  C  Nut  Validated  Mar  85 

USER-MI  ME  AR  REV-82  CS 

MS.27390A 

82 

30  Jun 

72 

L 

4730 

Elbow  Sub  Assembly,  Floreless,  45  Degrees,  Swivel  Nut  Validated  Mar  85 

REV.99 

MS-27633 

82 

17  Mor 

71 

1 

4730 

Elbow  Sub  Assembly,  Flared,  45  Degree,  Swivel  Nut  Validated  Mar  85  REV-82.. 

MS-27620 

82 

17  Mor 

71 

L 

4730 

Elbow  Sub  Assembly,  Flored,  90  Deg.,  Swivel  Nut  Validated  Mar  85  REV-82  .... 

MS-27621 

82 

17  Mor 

71 

4730 

Elbow  Sub  Assembly,  Flared,  45  Deg.  Swivel  Nut  Validated  Mor  85  USER-MI 

ME  AR  REV.82  CS 

MS.27063D 

82 

30  Jun 

72 

4730 

Elbow  Sub  As«embly,  Swivel  Flange,  45  Deg  Validated  Mar  85  USER-MI  ME 

AR  REV-82  CS 

MS.27064C 

82 

30  Jun 

72 

4730 

Elbow  Sub  Assembly,  Flored,  90  Deg,  Swivel  Nut  Validated  Mar  85  USER-MI 

ME  AR  REV-82  CS 

MS-27065D 

82 

30  Jun 

72 

4730 

Elbow  Sub  Assembly,  Swivel  Flonge,  90  Deg  Validated  Mar  85  USER-MI  ME 

AR  CS  REV.82 

MS.27066D 

82 

30  Jun 

72 

4730 

Elbow  Sub  Assembly,  Flared,  45  Deg  Forged,  Swivel  Nut  Validated  Mar  85 
USER-MI  ME  AR  REV-82  CS 

MS-270678 

82 

30  Jun 

72 

L 

4730 

Elbow  Sub  Assembly,  Flored,  90  Deg  Forged,  Swivel  Nut  Velideled.Mar  85 
USER-MI  ME  AR  REV-CS 

MS.27068B 

82 

30  Jun 

72 

4730 

Elbow  Tube,  90  Deg  (Uied  On  MS27234  And  MS27228  Hom  To  Tube 

Adopter.)  ValldatKl  Ju!  82  USE8-ME  REV-MI  AV 

MS-27234A 

82 

16  Jun 

69 

4730 

Elbow  Univertol  15  Deg.  5  Jun  78  USEP.-ME  AT  OS  REV-ME  MC  IS . 

NAS  553-78 

REV  2 

82 

04  Dk 

81 

4730 

Elbow,  Bulkheod  Universal,  45  Deg.,  Floreless  Tube  Validated  Mar  87  USER-AT 

ME  GL  OS  CS  REV-MI  AR  11 

MS.21907E 

NOTICE  1 

AS 

03  Mor 

87 

4730 

Elbow,  Bulkhead  Universol  90  Deg.,  Floreless  Tube  Validated  Mar  87  USER-AT 

ME  GL  OS  REV-MI  AR  11  CS 

MS.21908F 

NOTICE  1 

AS 

03  Mor 

87 

4730 

Elbow,  Cast-iron  Threoded  Droinoge  Validated  Aug  87  USER-CE  MC  99 

REV-CS 

MS.90522A 

NOTICE  1 

YD 

25  Aug 

87 

4730 

Elbow,  Flored  Tube  &  Universol,  45  Deg.  . . . . . . 

ANB37 

REV  8 

82 

04  Aug 

83 

4730 

Elbow,  Flored  Tube,-Flonged,  Swiver,  45  Degree  Valichted  Apr  83  REV-CS  ........ 

MS-20761A 

82 

11  D.C 

70 

4730 

Elbow,  Flared  Tube,  Flanged,  Swivel  90  Degree  Validated  Apr  83  REV-CS . . 

MS.20762A 

82 

11  Dm 

70 

4730 

Elbow,  Flored  Tube  &  Pipe  Threods,  90  D.eg.  REV-AV  CS . . . . 

MS-20B22F 

82 

26  Dm 

85 

L 

4730 

Elbow,  Flored,  Tube  To  Hose  45  Deg.  Swivel  Nut  Validated  Mar  85  REV-99...... 

MS-27628 

82 

17  Mor 

71 

L 

4730 

Elbow,  Flored,  Tube  To  Hose  •  ^'be^^ees  Svrivel  Nut  Validated  Mar  85 

REV.99 

MS-77627 

82 

17  Mor 

71 

4730 

Elbow,  Floreless,  Tube  To  Hose-  90  Deg  Vah'dafed  Apr  85  REV-82.... . 

MS.27394A 

82 

30  Jun 

72 

4730 

Elbow,  Floreless,  Tube' To  Hose  •  45  Deg.  Swivel  Nut-Vol/doMcf  Apr  85 

USER-MI  ME  AR  REV.82 

MS.2739SA 

82 

30  Jun 

72 

4730 

Plbow,  Flor.l.t<  Tube,  90  D.g.  USER-GL  AT  ME  GS  REV-MI  AR  11  CS _ 

MS.21904F 

AS 

22  Jun 

84 

47^ 

Elbow,  Hose,  Flon^,  Swivel,  45  Degree  REV-CS  . . . 

MS-207S8A 

82 

10  Aug 

82 

I. 

4730 

Elbow,  Hose,  Flanged,  Swivel,  90  Deg.  (Supersedes  AN759)  REV-CS.................. 

MS-20759A 

82 

02  S.p 

82 

4730 

Elbow,  Hose,  45  D^ . . . . . . . . . 

AN846 

REV  7 

82 

20  Mor 

79 

4730 

Elbow,  Hose,  90  Deg. . . . . . . . . 

AN848 

REV  11 

82 

20  Mor 

79 

4730 

Elbow,  Nipple  End,  Swivel  Flungt  To  HOSE-90  Degrees  Validated  Mar  85 
USER-MI  AR  SH  REV.99 

MS.270e2C 

82 

30  Jun 

72 

4730 

Elbow,  Nipple  End,  Swivel  Flonge  To  Hose  •  45'Deg.  Validated  Mar  85 

USER-MI  ME  AR  REV.99 

MS-270848 

82 

30  Jun 

72 

4730 

Elbow,  Nipple  End,-Flored,  Tubo  To  HOSE-90  Degrees  Swivel  Nut  Validated 

MS.27086B 

82 

30  Jun 

72 

Mar  as  USER-MI  ME  AR  REV-?? 


CUSTODIAN 
AR  OS 

AR 
AR 
AR 

AR  YD 
AS 
ME  YD 
ME  YD 
AV  AS 

AV  AS 
AV  AS 
AV  AS 

AV  AS 
AV  AS 
AV  AS 

AS 


AV  AS 
AV  AS 
AV  AS 
AV  AS 
AV  AS 

AS 

AV  AS 

AV  AS 

ME  YD 

AV  AS 

AS 

AS 

AS 


AV  AS 
AS 

AV  AS 
AS 

AV  AS  99 
AV  AS  99 
AV  AS  99 
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CUSTGDIAN 

4730 

Elbow/ Nippit  End,  Floftd,  Tube  To  Host  ■  45  Deg,  Swivel  Nut  Validated  Mor 

MS-27087B 

82 

30  Jun 

72 

AV  AS 

99 

as  USER-MI  ME  AR  REV.99 

4730 

Elbow,  Pipe  Street,  45  Oeg.,  (150  &  300  Poundl)  Vo//db/e</  Aug  87  USEX'AT 

MS-3923IB 

YD 

20  Aug 

87 

AR  YD 

99 

Gl  AV  MC  REV-ME  82  CS 

NGTICE  > 

4730 

Elbow,  Pipe  To  Ho«e,  90  Deg . . . . . . . . . . 

ANe42 

REV  11 

82 

02  S*p 

82 

AS 

99 

4730 

Elbow,  Pipe  To  Hose,  45DEG.  (Low  Pressure)  Vaiidat»d  Apr  83  USER>AV  OS 

MS-245188 

AT 

30  D*c 

77 

AT  AS 

99 

MC  REV-MI  CS 

L 

4730 

Elbow,  Pip*  To  How,  45  D*«.  REV-AV  ME  CS . 

AN844 

REV  11 

82 

02  S*p 

82 

99 

4730 

Elbow,  Pipe:To  Hose,  90  Deg.  Low  Pressure  Vofidat9d  Apr  83  USER*MI  MC 

MS-24519C 

AT 

03  D*c 

73 

AT  GS 

99 

REV-ME  AR  CS 

4730 

Elbow,  Pipe  To  Tube,  45  Degrees,  Mote  Pipe  End,  37  Degrees  Pfored  VoUdot^d 

MS-515C3A 

AR 

17  -Ion 

79 

AR  OS 

mat  as  USER-AT  MC  YD  REV-ME  CS 

4730 

Elbow,  Pipe  To  Tube,  45  Deg.,  Mole  Pipe  End,  Floreless  Type,  Hydrotdic 

MS-51817E 

AR 

30.lul 

87 

AR 

99 

USER-AV  OS  MC  REV-ME  Gl  AT  82  CS 

4730 

Elbow,  Pipe  To  Tube,  90  Degrees,  Mole  Pipe  End,  37  Degrees  Flored  Vofidot9d 

MS-51504A 

AR 

17  Jon 

79 

AR  OS 

Mot  as  USER-AT  YD  MC  REV-ME  CS 

4730 

Elbow,  Pipe  To  Tube,  90  Deg.,  Femole  Pipe  End,  Floreless  Type,  Hy^oulic 

MS-51813E 

AR 

30  Jul 

87 

AR 

99 

USER-AV  OS  MC  REV-ME  Gl  AT  82  CS 

4730 

Elbow,  Pipe  To  Tube,  90  Deg.,  Mole  Pipe  End,  Floreless  Type,  Hydroulic 

MS-5I815F 

AR 

30  Jul 

87 

AR 

99 

USER-OS  MC  REV-ME  Gl  AT  82  CS 

4730 

Elbow,  Pipo-tlTMl,  90  D*s  (150  81  300  Ibt)  Valkhtad  Aug  87  USER-Gl  AV 

MS-392308 

YD 

20  Aug 

87 

AR  YD 

99 

MC  REV-AT  ME  82  CS 

NGTICE  1 

4730 

Elbow,  Pipe,  Bross  Or  Bronze,  Threaded  90*DEG,  Reducing,  125  lb.  Vtdidot^ 

MS-1430eA 

YD 

25  Aug 

87 

ME  YD 

99 

Aug  87  USER-CE  MC  REV-AR  CS 

NGTICE  1 

4730 

Elbow,  Pipe,  Bross  Or  Bronze,  Threoded,  90.DEG,  Reducing,  350  lb.  Vrdidoted 

MS-14312A 

YD 

20  Aug 

87 

ME  YD 

99 

Aug  87  USER-CE  MC  REV-AR  CS 

NGTICE  1 

4730 

Elbow,-Pipe,  Intemol  And  Externol  Threod,  90  Oeg.  (inoctive  For  Design  Exc^t 

AN914 

82 

20  Mor 

79 

99 

For  Use  On  Oxygen  Systems  And  Ground  Service  Equipment) 

REV  9 

99 

4730 

Elbow,  Pipe,  Inferno!  Threod,  90  Deg.  (Inoctive  For  Design  Except  For  Use  On 

AN916 

82 

21  Mar 

79 

Oxygen  Systems  And  Ground  Service  Equipment 

REV  8 

AR  YO 

99 

4730 

Elbow,  Pipe,  Stroight,  90  Deg  Bross  Or  Bronze,  125  li>  VoUdot^d  Aug  87 

MS-518458 

YD 

25  Aug 

87 

USER-aT  Ml  MC  REV-ME  GL  CS 

NOTICE  1 

4730 

Elbow,  Pipe,  Street,  90  Deg.  Bross  Or  Bronze,  125  Lb . 

MS-519528 

NGTICE  1 

YD 

35  Aug 

87 

AR  YD 

99 

1 

4730 

Elbow,  Pip*,  45  D*fl.  Validamd  May  73  REV-AV  ME  CS . 

AN915 

REV  11 

82 

10F*b 

67 

99 

4730 

Elbow,  R*8oc*r,  45  D«g.,  Flor*l*M  Tub*  To  Swivol  -  Jon  81  . 

NAS  1761-81 

CS 

25  May  84 

AV  AS 

REV  1 

4730 

Elbow,  Swivel  Fkmge,  45  Deg,  ReusoWe,  Hose  Validofud  Apr  83  REV>C$ . 

MS-28749D 

AS 

20  Aug 

59 

AS 

99 

4730 

Elbow,  Swivel  Flonged,  90  Oeg,  ReusoWe,  Hose  Validotud  Apr  83  R£V*C$ . 

MS-287500 

AS 

20  Aug 

59 

AS 

99 

4730 

Elbow,  Tub*  8i  Amt  4135,  8oti,  45  VoUdatud  Apr  84  REV-CS . 

MS-9097A 

AS 

11  May  62 

aS 

11 

4730 

Elbow,  Tube  &  Ams  5646,  Boss  90  Validatud  Apr  8-i  REV-MI  CS . 

MS-9194B 

AS 

27  Jul 

67 

AS 

11 

4730 

Elbow,  Tub*  &  Ami  5646,  8olt,  45  Validatad  Apt  84  atV-CS . 

MS-9195A 

AS 

<1  May  62 

AS 

11 

1 

4730 

Elbow,.Tube  •  Ams  4135,  Boss,  90  Oeg.  (Inoctive  10-26-72)  Vrdidotud  Oct  83 

MS-9096B 

AS 

26  Gel 

72 

AS 

REV-CS 

1 

4730 

Elbow,  Tube  -  45  Deg.,  BuHtheod,  Floreless  Tube  Uhiversol  To  Flored 

MS-246543 

AS 

30S*p 

83 

AV  AS 

99 

USER-Gl  ME  OS  REV-MI  AR  11  CS 

L 

4730 

Elbow,  Tube  -  90,  BuHtheod,  Floreless  Tube  Universal  I  o  Flored  Tube  USER-ME 

MS-24651A 

AS 

36  Jun 

81 

AV  AS 

99 

GIGS  REV-AR  11  CS 

4730 

Elbow,  Tube  •  90,  BuHtheod,  Flored  Tube  Universol  To  Floreless  TuEe  USER-ME 

MS-24652A 

AS 

26  Jun 

81 

AV  AS 

99 

GIGS  hV-MI  AR  11  CS 

4730 

Elbow,  tube  To  Boss,  90  Deg,  O-ring,  Floreless  Type,  Hydraulic  USER-AT  AV 

MS-518390 

AR 

30  Jul 

87 

AR 

99 

GS  MC  REV-Gl  ME  CS 

4730 

Elbow,  Tube  Tn  Bos*,  45  Deg.,  O-ring,  Floreless  Type,  Hydroulic  USER-AV  CR 

MS-51842D 

AR 

30  Jul 

87 

AR 

99 

AT  GS  MC  REV-ME  82  CS 

4730 

Elbow,  Tube  To  Hose,  90  Oeg . 

AN83e 

REV  8 

82 

30  Aug 

82 

99 

4730 

Elbow,  Tube  To  Hose,  45  Deg . . 

ANB39 

REV  7 

82 

30  Aug 

82 

99 

4730 

Elbow,  Tube  To  Swivel,  90  Deg.,  Florles*  Type,  Hydroulic  USER-AV  AT  MC  OS 

MS-51852C 

AR 

30  Jul 

87 

AR 

99 

REV-ME  Gl  82  CS 

L 

4730 

Elbow,  Tube,  BWIthbod,  90  Deg.,  Precision  Type  REV-AV  ME  AS  CS 

MS-24394G 

82 

16  Nov 

84 

99 

1 

4730 

Elbow,  tube,  BuHtheod,  45  Deg.,  Precision  Type  REV-AV  ME  AS  CS  .................. 

M5-24396E 

82 

16  Apr 

82 

99 

1 

.<730 

Elbow,  Tube,  Intemol  Thread,  90  Deg.  USER-MI  REV-AV  ME  CS . 

AN939 

REV  7 

82 

22  Mar 

84 

99 

1 

4730 

Elbow,  Tube,  Intemol  Threod,  45  Oeg-  Vatidotud  Oet  83  REV-CS..............*.....—. 

AN941 

REVS 

82 

21  Mar 

79 

AS 

99 

4730 

Elbow,  Tube,xStrvet,.90  And  45  Degree,  Selder-|oint;  Refrioerotion  USER-ME 

MS-35928C 

Gl 

31  Gel 

86 

Gl 

99 

AR  CE  MC  SH  REV-MD  CS  GS 

4730 

Elbow,  tube,  45  Degrees,  Swivel,  37  Degrees,  Flored  Validated  Mor  85 

MS-51522A 

AR 

17  Jon 

79 

AR  OS 

USER-AT  MC  YD  REV-ME  CS 

4730 

Elbow,  Tube,  45  Degrees,  BuHtheod,  37  Degrees  FJored  Validated  Mor  85 

MS-5I509A 

AR 

17  Jon 

79 

ar  os 

USER-AT  MC  YD  REV-ME  CS 

4730 

Elbow,  Tube,  90  Degrees,  Swivel,  37  Degrees,  Flored  Vaftdoted  Jon  86 

MS-51521A 

AR 

17  Jon 

79 

AR  OS 

USER-AT  MC  YD  SH  REV-ME  CS 

4730 

Elbow,  T'.^,  90  And  45  Degree,  Solder-  Joint,  Refrigerotlon  Voli^ted  Oct  86 

MS-35917C 

Gl 

31  Oet 

as 

GL 

99 

USER-AR  CE  me  SH  REV-MD  GS 

NGTICE  1 

47M 

Elbow,  Tube,  90  Degree,  Reducing,  Solder-joint,  Refrigerotlon  V^idoted  Oct  86 

MS-35922C 

Gl 

31  Get 

86 

Gl 

99 

USER-MC  REV-ME  SH 

4730 

Elbow,  Tube'  Degrees,  BuHtheod,  37  Degmes  Flo^  Volidoted  Mor  85 

MS-51507A 

AR 

17  Jon 

79 

AR  OS 

USER'AT  rD  MC  REV-ME  CS 
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FSC  USTINQ 


DOCUMENT 


FSC 

TITLE 

NUMBER 

PREP 

DATE 

CUSTODIAN 

1 

4730 

Elbow,  Tubo,  90  Dog.,  Toportd  Slotvt  (Comprottion)  Typo,  AutomoHvt 

MS-391700 

AR 

17  Moy 

76 

AR 

Volidaltd  Jun  Si  USER-AT  AV  REV-MI  ME  CS 

4730 

Elbow,  Tubo,  90  Dog.,  Bulkhood,  Florolott  Typo,  Hydraulic  USER>AV  AT  MC  OS 

MS-51855C 

AR 

30  Jul 

87 

AR 

99 

RF.V-ME  Gl  82  CS 

L 

4730 

Elbow,  Tubo,  90  Dog..  Frocitlon  Typo  REV-AV  ME  AS  CS . 

MS-244010 

82 

16  Apr 

82 

99 

4730 

Elbow,  Tubo,  90  Dogrtot,  37  Dogroos  fUiwii  Validated  Mor  $S  USEft>AT  MC 

MS-51505A 

AR 

17  Jan 

79 

AR  OS 

YD  REV-ME  CS 

4730 

Elbow,  Tubo,  90  Dog.,  Florolou  Typo,  Hydraulic  USER-AV  OS  MC  REV-ME  GL 

MS-51820E 

AR 

30  Jul 

87 

AR 

99 

AT  82  CS 

4730 

Elbow,  45  Dog.  FlQrod  Tubo  To  Hom,  Attochoblo,  Hydraulic  <3,000  Psi)  REV>CS 

MS-2S780D 

83 

06  Aug 

82 

AS 

99 

4730 

Elbow,  45  Dog-  Pipo  To  Florod  USER-CS  REV-AV  ME  LI . 

MS-20823E 

82 

27  Jul 

84 

AR  AS 

99 

4730 

Elbow,  45  Dog.  Roducor,  Florod  Tubo  •  4  Apr  83  REV>AR  82  IS.... . 

AS  10408-83 

AS 

03  Feb 

84 

AV  AS 

99 

1 

4730 

Elbow,  45  Dog.  Swivol  Fiortgo,  Hoto  Fitting  Ami  5639  Crot  Stool  Voiidot^J  Apr 

83 

Elbow,  45  Dog.,  Roducor,  Florolou  Tubo  ^  2  Fob  1987  REV*82  CS . . . . 

MS-18074 

AS 

26  Apr 

65 

AS 

473 

AS  1010C-87 

AS 

16  Aug 

87 

AV  AS 

99 

L 

4730 

Elbow,  45  Dog.iwivol  Nut,  Hoio  Fitting  Ami  5639  Croi  Stool  Vrdidottd  Jut  84 .. 

MS-18078 

AS 

26  Apr 

65 

AS 

4730 

Elbow,  90  Dog.  Florod  Tubo  To  How,  Attochoblo,  Hydraulic  (3,000  P^)  REV>CS 

MS-28781C 

82 

23  Dec 

82 

AS 

82 

E 

4730 

Elbow,  90  Dog.  Roducor,  Florod  Tubo  >  4  Apr  8?  W/dOO  Excoptioni  USERO 1 

AS  10348-83 

AS 

30  Jul 

84 

AV  AS 

99 

REV-ME  82  99  CS 

L 

4730 

Elbow,  90  Dog.  Swivol  Nut,  How  FitHng,  AMS  5639  CRES  Stool  VoUdotHl  Apr 

83 

Elbow,  90  Dog.  Swivol  Flongo,  How  Fitting  Ami  5639  Croi  Stool  Vdtdatud  Apr 

MS-18077 

AS 

26  Apr 

65 

AS 

L 

4730 

MS-18073 

AS 

26  Apr 

65 

AS 

4730 

Elbow,  90  Dog.  Univoriol,  Floro'oti  Tubo,  Low  Profito  Validet^  Mor  87 

MS-219268 

AS 

03  Mor 

87 

AV  AS 

99 

USER-AT  ME  GL  OS  CS  REV-MI  AR  11 

NOTICE  1 

4730 

Elbow,  90  Dog.,  Roducor,  Sulkhood,  Floroloii  Tubo  -  2  Fob  1987  REV‘82  CS 

AS  1008C-87 

AS 

16  Aug 

87 

AV  AS 

99 

L 

4730 

Elbow,  90  Dog.,  Croi,  Fluid  Connoction  Fitting,  Hi^  Proiiuro  Votidolod  Apr  82 

MS-27866 

12 

14  Jul 

67 

12 

REV-11  14  19 

4730 

Elbow,  90  Dn  -  Rtducor  Flordoti  Tubo  -  15  Jon  81  REV-ME  82  99  CS . 

AS  10048-81 

AS 

30  Jul 

84 

AV  AS 

99 

L 

4730 

Elbow,  90  Dog.,  Aluminum,  Fluid  Connoction  Fitting,  Low  Proiiuro  Voiidofod 

MS-27862 

13 

14  Jul 

67 

12 

Apr  82  REV-19  14  11 

4730 

Elbow,  90  Dog.,  Floroloii  Tubo  To  Molo  Pi^  -  1  Jon  1983  USER-AR  AT 

AS  8f7A-83 

82 

28  Oct 

88 

AV  AS 

99 

REV-ME  Ml  11  CS 

4730 

Elbow,  90  Dog.,  Florolou  Tubo  To  Molo  Pipo  -  15  Jon  76  Vafidotod  Jun  83 

AS  897A-76 

83 

19  Jon 

83 

99 

REV-ME 

4730 

Elbow,  93  Dogroo  Univoriol,  Florolou  Tubo,  High  Profifo~(Aig)  Vtd^ttd  Mor 

MS-219358 

AS 

03  Mor 

87 

AV  AS 

99 

87  USER-ME  EL  GL  OS  REV-MI  AR  II  CS 

NOTICE  1 

1 

4730 

Elbowi,  Pipo  To  Tubo  -  Sofoty  Sloovo  Comproiiion  Typo,  45  Dogroo,  Molo  Pipo 

MS-39204E 

AT 

16  Sop 

87 

AT 

End  (Um  MS51817)  USER-EL  REV-ME  AT  CS 

NOTICE  1 

1 

4730 

Elbowi,  Pipo  To  Tubo  Sofoty  Sloov  Comproiiion  Typo,  90  Dogroo,  Molo  Pipo 

MS-39202E 

AT 

16  Sep 

87 

End  (Inocliv.  Ui«  MS  51815) 

NOTICE  1 

4730 

Elbowi,  Pipe.  Str***^,  ti.^u.Or  Sronto,  Throodod,  45  Dog,  125  lb  Vrdtdolod 

MS-14307A 

YD 

25-Aug 

87 

ME  YD 

99 

Aug  d/UStrl-CE  MC  REV-AR  CS 

NOTICE  1 

L 

4730 

Elbowi,  Tubo  •  Sofoty  Sloovo  Comproiiion  Typo,  90  Dogroo,  Fomolo  Pipo  End 

MS-39200E 

AT 

36  Feb 

82 

AT 

(Uw  MS51S13)  USER-EL  REV-ME  AT  CS 

1 

4730 

Elbowi,  Tubo  Sofoty  Sloovo  Comproiiion  Typo  90  Dogroo  (inoctivo  Uw  MS 

MS-39307E 

AT 

17  Sep 

87 

51820)  Vo/idaMd  S»p  87 

NOTICE  1 

4730 

f.idi,  Bultw.lding  -  15SEP  79  REV-SH  CS . 

ANSI  816.25-79 

YD 

10  Moy 

86 

ME  YD 

1 

4730 

Exhouil  Hood,  Pipo  VolrJattd  Fob  84  USER>CE  . . . . . 

..\IL-E-1S435C 

YD 

16  Apr 

80 

YD 

1 

4730 

Exponiion  Joint,  Pipo,  Synthotic  Rubbor,  Firo.Rotordont  (Novy)  Votidotod  Fob 

MIL  E-15330D  (1) 

SH 

16  Feb 

89 

SH 

89  REV-CS 

NOTICE  1 

4730 

Exponiic.i  Jointi,  Pipo,  Motolltc  Sollowi  REV*CE  SH  82  . . . . 

MI1-E-17813E 

YD 

20  Apr 

84 

ME  YD 

99 

4730 

Exponiion  Jointi,  Pipo,  Slip'typ*  Pockod  U$ER*CE  REV>82 . . . . 

MIL-E-17814E 

YD 

21  Mar 

84 

ME  YD 

99 

4730 

Foctory'modo  Wrought  Stool  Buttwelding  Fittings  ■  15  Juno  1987  USER'CE  MC 

ANSI  816.9-86 

YD 

24  Aug 

87 

AR  YD 

99 

os  SH  REV-ME  82  CS 

4730 

Ferrous  Pipo  Plugs,  Suihingi  Artd  Locknuts  With  Pipe  Throods  •  4  Fob  77  . 

ANSI  816.14-77 

CS 

oeoci 

80 

SH 

4730 

Ferrule,  Brazing,  Tubo  Fitting  •  Croi,  :Ami  5646  (Inoctivo  Uw  MS'9483) 

MS-92358 

AS 

15  May 

68 

AS 

11 

Volidaltd  Apr  84  ny-\S 

4730 

Ferrule,  Brazing,  Tubo  Filt!r.g-omi  5646,  Straight  Validatod  Oct  83  US£R*MI 

MS-94838 

AS 

01  May 

69 

AV  AS 

11 

ME  REV-CS 

4730 

FHfint  End,  Bell  Cluster  Filling,  Single  Port  USER-ME  AT  REV-AV  AS  82  CS . 

MS-21932C 

AS 

27  Jul 

87 

AV  AS 

99 

L 

4730 

Fitting  Bi  Flongoi,  Wrought,  Soomlosi,  Butt  V  Socket  Welding,  Nickel  Chromium 

MIL-F-23506D  (1) 

SH 

08  Sep 

81 

Iron  Alloy  (Issue  ControHod  Request  By  Other  Thon  DOD  ACTYS  Must  Bo 
Submitted  Via  The  Proporing  ACTY  Of  The  Spec) 

4730 

Fitting  •  Initollotion  Of  Florod  Tube,  StroighrThroodod  Connectors,  Design 

M'j-21344 

82 

17  Aug 

71 

AV  AS 

99 

Stondnrd  For  Volidaltd  Nor  8/  USER-MI  REV-AR 

- 

4730 

Fitting  ■  Stylo  Of  Pipo  Throodod,  Florod  Tube  And  Hnsc  Vaf^tod  Mor  85 . 

AND10059 

REV  3 

82 

09  Jon 

64 

AS 

11 

1 

4730 

Fitting  And  Flange,  Wrought  Soomlosi,  Butt  And  Socket  Welding,  70*30  Copper 

MIL-F-24342C 

SH 

27  Mar 

85 

-  SH 

Nickel  Alloy  (iituo  Controllod*requoits  By  Other -Than  Dod  Activities  Myit  Bo 
Submittod'Vio  The  Proporing  Activity-Of  Tho  6poc) 

L 

4730 

Fitting  And  Flongoi,  Wrought,  Soomlosi,  Butt  And  Socket  WoMing,  Austenitic 

MIL-F-33467F 

SH 

11  Mor 

85 

SH 

CorroiioA'roiiitont  Stool  (liiue  Controilod*requoiti  By  Other  Thon  Do6  Aetys 
Mult  Bo  Submitted  Vio  The  Proporing  Ac ty  Of  The  Spec)  REV-CS 

1 

4730 

Fitting'Aiiombly,  Stroight  Throodod,  Fluid  Connoction,  Low  Proiiuro  VoUdatod 

MS -37856 

12 

14  Jul 

67 

12 

Apr  82  REV-)  1  19  14 

4730 

Fitting  End  *  How,  Swivol,  Dotochobfo,  Fionged,  3  Bolt,  Stroight  Vafidatod  Apr 

MS-28742B 

AS 

1  Jul 

54 

AS 

99 

83  REV-AR  CS 

4730 

Fitting  End  «  How,  Swivol,  Dotochoblo,-Flonged,  3  Bolt,  90  Dog  Voh'dotod  Sop 

M$-28744B 

AS 

1  Jul 

54 

AS 

99 

8S  REV-AR  CS 

1 

4730 

Fitting  End  -  How,  Swivoi,~Dotochoblo,  Flanged,  4  Bolt,  45  Dog.  REV-dP . . 

MS-38746C 

82 

30;Aug 

83 

AS 

99 

4730 

Fitting  End  -  Kow,  Swivol,  Dotochoblo,  Flanged,  4  Bolt,  90  Deg  Vofidotod  Apr 

MS-287478 

AS 

1  Jul 

54 

AS 

99 

S3  REV-AR  CS 
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FSC  USTING 


DOCUMENT 


FSC 

TITLE 

NUMBER 

PREP 

DATE 

CUSTODIAN 

L 

4730 

Fittirtf  tnd  •  Tttroflv»oroethyl*n*  Hoi'j  Mtdium  Prtsiurt,  45  D«q,  Swiv*l  FtonQ« 
Cofroiion  RtiUlont  S\9%\  Volidotsd  Apr  63  REV*MI 

MS-18089 

AS 

26  Apr 

65 

AS 

L 

4730 

Fitting  End*  T«trofluoroethyItn«  Host  Mtdium  Prtisurt«  Swlvtl  Flongt  Corrosion 
Rtsistont  StttI  Validol^  Dee  87  REV*MI 

MS-18088 

NOTICE  1 

AS 

31  Dtc 

87 

AS 

L 

4730 

Fitting  End^  Tttrofiuorotthyltnt  Host  Mtdium  Prtssurt,  90  Otg.  Swivtl  Ftongt 
Corrosion  Reilitoni  Sieel-Volidoted  Apr  83  REV*MI 

MS-18090 

AS 

26  Apr 

65 

AS 

1 

4730 

Fitting  End*  Tttrofluorotthyltnt  Host  Mtdium  Prtssurt,  Swivtl  Nut,  Corrosion 
Rtsistont  StttI  Validated  Apr  83  REV*MI 

Ms-isoes 

AS 

26  Apr 

65 

AS 

L 

4730 

Fitting  End*  Tttrofluoroeth)^tr^  Host  Mtdium  Prtssurt,  45  Dtg.  Swlvtl  Nut, 
Corrosionrtsistont  StttI  Validated  Apr  83  REV*MI 

MS-180e6 

AS 

26  Apr 

65 

AS 

1 

4730 

Fitting  End*  Tttrofluorotthyltnt  Host  Mtdium  Prtssurt,  90  Dtg,  Swivtl  Nut, 
Corrosion  Rtsistont  StttI  Validated  Apr  83  REV*MI 

MS-18087 

AS 

26  Apr 

65 

AS 

Q 

4730 

Fitting  End,  Attochoblt  Hydrodic,  High  Prtssurt  Host  REV*MI  AV  CS  _ _ ... _ 

MIL-F-8789C 

82 

01  Dk 

81 

ME  AS 

99 

4730 

Fitting  End,  Attochoblt,  Hydrouiic  And  Pntumotic  High  Prtssurt  Host  (3,000 

Psi)  Flortd  Tubt  Validated  Apr  82  REV-CS 

MS-28760C 

82 

22  May 

70 

AS 

99 

4730 

Fitting  End,  Attochoblt,  Hydrouiic  High  Prtssurt  Host  (3, OCX)  Psi),  Flortitss 

Tubt  Validated  Mar  83  REV*CS 

MS-2E761A 

82 

25  Aug 

70 

AS 

99 

4730 

Fitting  End,  bolt  Clusttr  Fitting, iSingIt  Port  Through,  Flortitss  (Inoctivt  For  Ntw 
Dtslgn  Afttr  31  Dtc  1987)  USER-ME  GL  CS  REV-MI  AR  11 

MS-21933C 

AS 

28  Aug 

87 

AV  AS 

99 

4730 

Fitting  End,  Bolt  Clusttr  Fitting,  Doubit  Port  USER*ME  AT  R£V*AV  AS  62  CS.... 

MS-21934C 

AS 

27  Jul 

87 

AV  AS 

99 

4730 

Fitting  End,  Bolt  Clusttr  Fitting,  Doubit  Port,  Through,  Flortitss  USER*ME  Gl 
REV-Ml  AV  AS  82  CS 

MS-2193SC 

AS 

24  Jul 

87 

AV  AS 

» 

4730 

Fitting  End,  Bolt  Cluster  Fitting  Singit  Port  Through,  Flort  . . . 

MS-21947A 

82 

10  Nov 

84 

AS 

99 

L 

4730 

Fitting  End,  Bullthtod  Flortd  Ts4>t  Conntction  Precision  Type,  Stondord 

Dimensions  REV*MI  CS 

MS-24388G 

82 

16  Jon 

89 

99 

4730 

Fitting  End,  Flortd,  Ftmolt,  Stondord  Dimensions  For  •  1  Nov  85  REV*CS . . . 

AS  1708A-8S 

82 

13  Ftb 

87 

ME  AS 

99 

L 

4730 

Fitting  End,  Flortd  Tubt  Connection,  Precision  Type,  Stondord  Dimensions 

REV-CS 

MS-24385E 

82 

03  Jun 

88 

99 

4730 

Fitting  End,  Flortitss  Acorn,  Stondords  Dimensions  For  REV*CS . . 

NAS  1760-76 

REV  1 

AS 

03  Apr 

68 

AV  AS 

11 

4730 

Fitting  End,  Host  Conntction,  Stondord  Dimensions  For  Volidoted  Jul  61 

USER  ME  MC 

MS-33658A 

82 

30  Jun 

59 

AV  AS 

99 

L 

4730 

Fitting  End,  Self  Seoling  Fuel  Host,  Swivel,  Dttochable-USER*CS . . . . 

MS-28752 

82 

2  D« 

54 

AS 

L 

4730 

Fitting  End,  Self  Seoling  Fuel  Host,  Swivel,  Dttochoble,  Flongtd,  Stroight 

USER-CS 

MS-287538 

82 

24  Jon 

86 

AS 

99 

L 

4730 

Fitting  End,  Self  Seoling  Fuel  Host,  Swivtl,  Dttochoblt,  Flongtd,  45  Dtg 

USER.CS 

MS-287548 

82 

24  Jon 

86 

AS 

99 

4730 

Fitting  End,  StH  Seoling  Fuel  Host,  Swivtl,  Dttochoblt,  Flongtd,  90  Dtg . 

MS-287558 

82 

08  Aug 

85 

ME  AS 

99 

4730 

Fitting  End,  Stondord  Dimensions  For  Cone  Cormection  . . 

AND100S9 

REVS 

82 

07  Jon 

85 

AS 

99 

4730 

Fitting  End,  Stondord  Dimensions  For  Dynomic  Btom  Stol,  Molt.  USER*Gl  ME 

AT  REV-MI  71  82  CS 

MIL-F-S5421/1 

AS 

30  Nov 

88 

AV  AS 

99 

4730 

Fitting  End,  SHirKlord  Dimensions  For  Flortd  Tubt  Connection  And  Goditt  Stol 
USER-AT  ME  REV*AV=CS 

MS-33656J 

82 

12  Mor 

87 

AR  AS 

99 

4730 

Fitting  End,  Stondord  Dimensions  For  Bulkhtod,  Dynomic  Btom  Stol,  Molt 
USER-GL  ME  AT  REV-MI  71  82  CS 

MIL-F-85421/2 

AS 

30  Nov 

88 

AV  AS  99 

4730 

Fitting  End,  Stondord  Dimensions  For  Flortitss  Tubt  Conntction  And  GosEtt 

Stol  \A%9)  Validated  Apr  83  GL  OS  REV-MI  AR  11  CS 

MS-33514F 

AS 

27  Jun 

69 

AV  AF 

99 

4730 

Fitting  End,  Stondord  Dim^sions  For  Bulkhtod, Flortitss  Tubt  Conntctions 
Validated  Sep  85  USER-ME  AT  OS  REV-MI  AR  1 1  CS 

MS-33515J 

AS 

23  Jon 

73 

AV  AS 

99 

4730 

Fitting  End,  Stondord  Dimtnsions  For  Bulkhtad  Fkirtd  Tubt  Conntctions 

USER-ME  REV-MI  AR  CS 

MS-336S7G 

82 

10  Sop 

85 

AR  AS 

99 

4730 

Fitting  End,  Toptr  Pipt  Thr.^,  Stondord  Dimensions  For  Validated  Jan  83 
USER-ME  REV-Gl  Ml  AR  99 

MS-33677A 

62 

31  Aug 

61 

MOAS 

99 

4730 

Fitting  Hshdlotion'Stondord  And  Conduit  Validated  Aag  62  . . . 

AND10380 

REV-2 

^  AS 

24  Stp 

75 

AS 

99 

4730 

Fitting  Installation,  Flortd  Tubt  And  Host,  Swivtl  (Asg)  USER-ME . 

MS-33786A 

82 

01  Ftb 

85 

AS 

99 

4730 

Fitting  Instdlotlon,  Clusttr  (Asg)  Validated  Apr  83 . . . 

M5-21931A 

AS 

20  Nov 

57 

AS 

99 

4730 

Fitting,  Aircraft,  Solder  Type,  Tubt  (Asg)  Validated  Sep  85  REV-CS . . . . 

MII-F-6001A  (1) 

AS 

21  Mor 

60 

AS 

99 

L 

4730 

Fitting,  Butt  Welding,  Seamless  Or  Welded,  70-30  Copper-nickel  Alloy  700  Psi, 

200  Dtg,  F.  REV-MI 

M1L-F-24202  (1) 

SH 

.•>6  Jul 

85 

s:i 

•4730 

Fitting,  Flared  Tubt,  Fluid  Conntction  USER-GL  REV-ME  EA  Ml  AV  CS . . 

MII-F-5509D  (4) 
SUPP  1 

82 

30  Nov 

87 

AR  AS 

99 

4730 

Fitting,  Flortitss  Tube,  Fluid  Conntction  REV-MI... . . . . 

MIL-F-18280E  (1) 
SUPP  1 

AS 

11  Moy 

87 

AV  AS 

99 

1 

4730 

Fitting,  Host  Water,  And  Sttom  (Other  Then  Fitxibit,  Mttollic)  Validated  Oet 

81  USER-ME  REV-CS 

Mll-F.19488  (1.> 

SH 

31  Mor 

65 

SH 

4730 

Fitting,  Hydraulic  Tube,  Flortd,  37  Degree  And  Flortitss,  Steel  U$ER*AT  AV  YD 
MC  REV-ME  GL  5H  82  CS 

Mll-F'1B866H 

SUPPL  1 

AR 

06’Moy-  87 

> 

O 

C/l 

99 

4730 

Fitting,  InstoHotion  OfiUnivtrsol  Elbow  USER-MI  REV-AR  . . . 

MS-21345A 

82 

21  S^> 

84 

AV  AS 

99 

•4730 

Fitting,  InstoKotion  Of.Flortltss  Tubt,  Stroight-threoded  Connector  Volideted  Jul 

87  USER-GL  AT  REV-MI  AR 

MS-3.'15668 

NOTICE  1 

AS 

20  Mor 

75 

AV  AS 

99 

L 

4730 

Fitting,  InstoHotion  Of  Stroight  Thrtodtd  Fluid  Conntction  Validated  A^- 82 

REV-n  19  14 

MS-27850 

12 

14  Jul 

67 

12 

E 

4730 

Fitting,  Lubricotion,  1/8  Inch  Drive,  Flash  Type  -  Mar  76  W/DOD  Exceptimis 
REV-10  CS 

NAS  516-76 

REV  4 

AS 

25  Ftb 

80 

AV  AS 

11 

4730 

Fitting,  Lubricotion  (Hydrouiic)  Acceptoble  Tip  Designs  Validated  May  82 

USER-AT  ME  MC  REV-MI  SA  SH  OS. 

MS-150006 

AS 

1  Aug 

61 

AR  AS 

99 

4730 

Filling,  lubricolion  USER-AT  AR  MC  REV-MI  ME  EA  YO  SH  AS  A9  82  CS _ 

MIL-F-3541B  (2) 

AS 

22  Jon 

82 

AR  AS 

99 

4730 

Fitting,  Lubricotion  (Hydro^)  Surfoct  Check,  1/4-28  Toper  Thrtod,  Steel,  Ty^ 

1  Vdtidafed  Oet  84_USER-AT  ME  REV-MI  AR  CS 

MS-15001A 

AS 

27  Mar 

59 

ME  AS 

99 

4730 

Filling,  lubr'Kalion,  Oriv.  Typ.  USER-CE  MC  REV-AR  Ml  AT  SH  OS  82 _ 

MIL-F-8(U9A 

AS 

23  Dtc 

88 

AV  AS 

99 

270 
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4730 

Fitting,  Lubricotion  (Hydraulic)  Surfoct  Chtck,  Stroight  Thftod,  Sttot,  Typ*  1 1 
Vatidat0d  Oct  84  USER-AT  REV-MI  AR  CS 

MS-15002A 

AS 

27  Mor 

59 

ME  AS 

99 

4730 

Fitting,  Lubricotion  (Hydroulic)  Surfoco  Cbodt,  1/8  Pipo  Throod,  Stool,  Typo  111 
Vaiidot9d  Oct  64  USER-AT  ME  REV-MI  AR  CS 

MS-1S003 

AS 

12  Jul 

51 

ME  AS 

99 

4730 

Fitting,  lubrication  (Hydraulic)  Tbroot  Or  Surfoco  Chock,  1/4-28  T^»or  Thrtodi, 
Corrotion  Rotlitont  Stool,  Typo  Vti  Vo/idbtod  Oct  87  USER-ME  MC  REV-CS 

MS-15720 

NOTICE  1 

AS 

30  Oct 

87 

AS 

99 

4730 

Fitting,  Lubricotion  (Hydroulic)  Throot  Or  Surfoco  Chock,  1/6  Pipo  Throodt, 
CoiTOtion  Rosistont  Stool  Volidohd  Oct  67  USER-MC  REV-AR  CS 

MS-15721 

NOTICE  1 

AS 

6  Jul 

54 

AS 

99 

4730 

Fitting,  Lubricotion  (Hydraulic)  Surfoco  Chock,  1/4*28  Topor  Thrtod, 

Nickol-coppor  Alloy  Typo  Iv  Vtdidat^d  May  82  USER-AT  REV-MI  AR  CS 

MS-15004A 

AS 

27  Mor 

59 

ME  AS 

99 

4730 

Fitting,  Lubricotion,  Throot  Or  Surfoco  Chock,  1/8  Pipo  Throod,  Nickol-coppor 
Alloy,  Typo  V 

MS-15005E 

AS 

12  Fob 

82 

AR  AS 

99 

4730 

Fitting,  Lubrication  (Hydroulic)  Lookproof,  1/6  Pipo  Throodi,  Stool,  Typo  Vi 
Validated  Oct  04  USER-AT  ME  REV-MI  AR  11  CS 

MS-1S005 

AS 

12  Jul 

51 

ME  AS 

99 

1 

4730 

Fitting,  Pipo,  Aluminum  Alloy  (Throodod)  150  Pound  90  Dogroo  ER>owt,  Toot, 
Crotsos,  45  Oogrto  Elbows  And  Couplings  (Stroight  Sitos)  USER-CE  REV-C^ 

MIL-F-5261B/1B 

ME 

20  Aug 

80 

ME 

L 

4730 

Fitting,  Pipo,  Aluminum  Alloy  (Throodod)  150  Pound  Roducors  And  Closo  And 

Opon  Pottom  Rotum  bonds,  (Stroight  Sizos)  USER-CE  REV-CS 

MIL-F-52618/2B 

ME 

20  Aug 

80 

ME 

L 

4730 

Fitting,  Pipo,  Aluminum  Alloy  (Throodod)  150  Pound  90  Dogroo  Elbow 
(Roducing  Sizos)  REV-CE  CS 

MIL-F-52618/3B 

ME 

20  Aug 

80 

ME 

L 

4730 

Fitting,  Pipo,  Aluminum  Alloy  (Throodod)  150  Pound  Toos  (Roducing  Sizos) 

USER-CE  REV-CS 

Mll-F-52618/48 

ME 

20  Aug 

80 

ME 

L 

4730 

Fitting,  Pipo,  Aluminum  Alloy  (Throodod)  150  Pound  90  Dogroo  And  45  Dogroo 
Stroot  Elbows  REV-CE  CS 

MIL-F-52618/58 

ME 

20  Aug 

80 

ME 

L 

4730 

Fitting,  Pipo,  Aluminum  AKoy  (Throodod)  150  Pound,  Gonorol  ^ocHicotion  For 
USER-CE  REV-CS 

MIL-F-52618C 

SUPP  1 

ME 

20  Aug 

80 

ME 

L 

4730 

Fitting,  Pipo,  Aluminum  Alloy  (Throodod)  150  Pound  Cops  USER-CE  REV-CS  ...... 

MIL-F-52618/’68 

ME 

20  Aug 

80 

ME 

L 

4730 

Fitting,  Pipo,  Aluminum  AUoy  (Throodod)  150  Pound  Squoro  Hood  And  Squoro 
Sockot  Plugs  USER-CE  REV-CS 

MIL-F-52618/78 

ME 

20  Aug 

80 

ME 

L 

4730 

Fitting,  Pipo,  Aluminum  AHoy  (Throodod)  150  Pound  Oulsldo  Hood,  Insido  Hood, 
And  Foco  8hshings  USER-CE  REV-CS 

MII-F-52618/88 

ME 

20  Aug 

80 

ME 

L 

4730 

Fitting,  Pipo,  Aluminum  =AHby  (Throodod)  150  Pound  Crossos  (Roducing  Sizos) 
USER-CE  REV-CS 

MILF-52618/9 

ME 

20  Aug 

80 

ME 

4730 

Fitting,  Pipo,  Cost  Srbnzo,  Silvor  Srozing,  Ur.ion  Elbow,  Pipo  &  Union  Too,-Pipo 
REV-CS 

MIL-F-1 183/11 A 

SH 

05  May 

87 

ME  SH 

99 

4730 

Fitting,  Pipo,  Cost  8ronzo,  Silvor  brazing.  With  Flongod  End(s)  Vofidat»d  Jon 

89  REV-CS 

Mll-F-1 183/12 
NOTICE  1 

SH 

25  Jon 

89 

MESH 

99 

4730 

Fitting,  Pipo,  Cost^bronzo,  Silvor  broting,  Oonorol  Spocificotion  For  REV-CS. . 

MII-F-1183J 

SH 

05  May 

87 

MESH 

99 

4730 

Fitting,  Pipo,  Cost.Sronzo,  Silvor  brazing,  bond,  Pipo,  Roturn  Vtdidotod  Jon  89 
REV-CS 

MIl-F0 183/1 
NOTICE  1 

SH 

25  Jon 

89 

ME  SH 

99 

4730 

‘itting,  Pipo;  Coif  bfonzo,  Silvor  brozing.  Cop,  Pipo  Votidotod  Jon  89  REV-CS . 

Mll-F-1 183/2 
NOTICE  1 

SH 

25  Jon 

89 

ME  SH 

99 

4730 

Fitting.  Pipo,  Cost  bronio,  Sihror-brozing,  Coupling,  Pipo  R£V*C$  . . 

Mll-F-1 183/3A 

SH 

05  May 

87 

ME  SH 

99 

4730 

Fitting,  Pipo,  Cost  bronzo,  Silvor.broztng,  Cross,  Pipo  Volidatod  Jon  89  REV-CS 

Mll-F-1 183/4 
NOTICE  i 

SH 

25  Jon 

89 

ME  SH 

99 

4730 

Fitting,  Pipo,  Cost. bronzo,  Sihror  brozing,  Elbow,  Pipo  Voiidotod  Jon  89  REV-CS 

Mll-F;ii83/5 
NOTICE  1 

SH 

25  Jan 

89 

ME  SH 

w 

4730 

Fitting,  Pipo,  Cost  bronzo,  Silvor  brazing,  lotorol,  Pipo  Vofidotod  Jon  89 

REV-CS 

Mll-F-1 183/6 
NOTICE  1 

SH 

25  Jon 

89 

ME  SH 

99 

4730 

Fitting,  Pipo,  Cost  bronzo,  Silvor  brozing.  Plug.  Pipo  REV-CS . 

MIIF-1183/7A 

SH 

05  Moy 

87 

ME  SH 

99 

4730 

Fitting,  Pipo,  Cdst  bronzo,. Silvor  brozing,  Rtducor,  Pipo  REV-CS . 

Mll-F-1 183/8A 

SH 

05  Moy 

87 

ME  SH 

99 

4730 

Fitting,  Pipe,  Cost  bronzo,  Silvor  brozing.  Too,  Pipo  Valfdotod  Jon  ^REV-CS  .. 

MIL-F-1 183/P 
NOTICE  1 

SH 

25  Jon 

89 

ME  SH 

99 

4730 

Fitting,  Pipo,  Cost  bronzo.  Silver  brozing.  Union,  Pipo  REV-CS . . . 

Mll-F-1 183/10A 

SH 

05  Moy 

87 

ME  SH 

99 

4730 

Fitting,  Pipo,  Stod,  Spociol  (For  Tonkor  Unloading  instoUotions)  Votidoted  Nov 

87  USER-CE  REV-b2  CS 

MII-F-3268D 

NOTICE  1 

YD 

12  Nov 

87 

me;  YD 

99 

L 

4730 

Fitting,  Pneumotic  Stortor  Duct  Flongod  (Fomolo)  REV-CS...... . 

MS-17835D 

AS 

04  Apr 

83 

AS 

L 

4730 

4730 

4730 

Fitting,  Pnoumotic  Stortor  Duct  Flongod  (Molo)  USER-CS . . . . 

Fitting,  Pressure,  Cost  Copper  Alloy  Solder  Joint  -21  Nov  76  Vofkhtod  Doc  8S 
USER-SH  MC 

Fitting,  Rigid  Tube  Connector  Florod  Tube  •  Jon  61  Voiidotod  Doc  05  REV-ME 

IS  CS 

MS-17833D 

ANSI  816.18-78 

NAS  5P7-81 

REV  2 

AS 

CS 

AS 

04  Apr 
11  Jon 

25  Moy 

83 

80 

84 

AS 

AV  AS 

99 

0 

4730 

Fitting,  Rubber  Hose,  Ughtwoi^t,  Medium  Pressure,  General  Spocih'cotion  For 
USER-II  REV-ATMEAS  CS 

MII-F-83798A  (1) 

82 

21  Oct 

81 

AV 

99 

4730 

Fitting,  RuUsor  Hose,  Li^twoi^t,  Medium  Pressure,  Florod,  Swivel  Nut, 

Stroight  Voiidotod  Jun  83  USER-11  REV-ME  AT  CS 

MII-F-83798/1A 

82 

12  Jon 

77 

AV 

99 

4730 

Fitting,  Rubber  Hose,^  Lightweight,  Medium  Pressure,  Floreless,  Swivel  Nut, 

Jiff*  83  USER-U-REV-AT  ME  CS 

MIL-F-83798/4A 

82 

12  Jon 

77 

AV 

99 

4730 

Fitting,  Rubber  Hose,  Lightweight,  Medium  Pressure,  Florod,  Swivel  Nut,  45 

Degrees  Vo//dbre0  /un  02  USER-11  REV-ME  AT  CS 

MII-F-83798/2A 

82 

12  Jon 

77 

AV 

99 

4730 

Fitting,  Rr^rber  Hose,  Lightweight,  Medium  Pressure,  Flared,  Swivel  Nut,  90 

Degree.  Voiidotod  Jun  83  USER-II  REV-AT  ME  CS 

MII-F-S3798/3A 

82 

12  Jon 

77 

AV 

99 

4730 

Fitting,  Rubber  Hose,  Lighfwei^t,  Medium  Pressure,  Floreless,  Swivel  Nut,  45 
Degrees  Vo/rdbt^Vvn  02  USER-t  1  REV-AT  ME  CS 

MII-F-83798/5A 

82 

12  Jon 

77 

AV 

99 

4730 

Fitting,  Rubber  Hose,-Lightwe!ght,  Medium  Pressure,  Fioreloss,  Swivel  Nut,  90 
Degrees  Volidatod  Jun  83  USER-11  REV-ME  AT  CS 

MIL-F-837P8/6A 

82 

12  Jon 

77 

AV 

99 

4730 

Fitting,  Rubber  Hose,  Lightweight,  Medium  Pressure,  Swivel  Flonge,  Stroight 
Volidatod  Jun  83  USER-1 1  REV-ME  AT  CS 

MIIF.83798/7A 

82 

1?  Jon 

77 

AV 

99 

4730 

Fitting,  Rubber  Hose,  Lightweight,  Medium  Pressure,  Sw»vol  Flonge,  45  Degrees 
Voiidotod  Jun  83  USER-11  REV-ME  AT  CS 

A1IL-F-83798/8A 

82 

12  Jon 

77 

AV 

99 

4730 

Fitting,  RuUsor  Hose,.Lightweight,  Medium  Pressure,  Swivel  Flonge,  90  Degrees 
Voiidotod  Jun  63  USER-II  REV-AT  ME  CS 

MII-F-83798/9A 

82 

12  Jon 

77 

AV 

99 
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0 

4730 

Fitting,  Tttroffuorotthyknt  Holt,  High  Ttmptroturt,  Medium  Prtiiurt,  General 
Requirement!  For  Validated  Jun  84  USER>MI  REV-99  CS 

MIL-F-27272A  (1) 
SUPP  1A 

82 

06  Mar 

69 

AV  AS 

99 

4730 

Fitting,  TetroRuoroethylene  Hoie  High  Temperature,  Medium  Preiiure 

CloHificotion  Of  Defects  Validottd  Mar  85  USER-MI  ME  SH  REV.99 

MIL-STD-a45A 

82 

30  Jun 

72 

AS 

99 

1 

4730 

Fitting,  Tetrafluoroethylene  Hose  High  Temperature,  High  Pressure  (30CX)  Psi) 
Hydraulic  And  Pneumotic  Clossificotion  Of  Defects  Validottd  Jm  84  REV-99 

MIL-STD-IS14 

82 

17  Mar 

71 

99 

Q  1 

4730 

Fitting,  Tetrofiuoroethylene  Hose,  High  Temperature,  High  Pressure  (3000  PSI, 
Hydraulic  And  Pneumatic  Validattd  Mar  85  REV-99 

MIL-F-S3296 

82 

17  Mor 

71 

11 

4730 

4730 

Fitting,  Tube,  Fluid  Systems,  Seporoble,  Dynomic  Beam  Seol,  Generol 

Requirements  For  USER-AR  AT  ME  OS  REV-MI  AR  11  82  CS 

Fitting,  Tube,  Fluid  Systems,  Seporoble,  High  Pressure,  Dynomic  Beom  Sed, 

Generol  Specificotion  For 

MIL-F-85421 

MIL-F-8S720 

AS 

AS 

11  Feb 

17  Jun 

81 

85 

AV  AS 

AS 

99 

L 

4730 

Fitting,  Wire  Reinforced  Hydraulic  Hose  And  Clomp  Holves,  Field  Attochoye 
(Refusobte),  Screw  On  To  37  Deg.  Flore  Femole  Swivel  45  Deg.  Bent  Tub«, 

Type  B,  Use  With  Type  100R2  For  Double  Wire  Braid  Hose  USER-AR  99 

REV-GL  CS 

MIL-F-52525/2A 

AT 

30  Jun 

87 

AT 

L 

4730 

Fitting,  Wire  Reinforced  Hydraulic  Hose  &  Clomp  Holves,  Field  AttocKoUe 
(Reuseoble),  Scr^w  On  To  37  Deg.  Flore  Femole  Swivel,  90  Deg.  Bent  Tube, 
Short  Drop,  Type  B,  For  Use  With  Type  100R2  Double  Wire  Braid  Hose 

USER-AR  99  REV-GL  CS 

MIL-F-3252S/3A 

AT 

30  Jun 

87 

AT 

L 

4730 

Fitting,  Wire  Reinforced  Hydraulic  Hose  &  Clomp  Holves,  Field  Attochobte 
(Reuseoble),  Screw  On  To  37  Deg.  Flore  Femole  Swivel,  90  Deg.  Bent  TUse, 

Long  Drop,  Type  B,  For  Use  With  Type  1(X)R2  Double  Wire  Braid  Hose 

USER-AR  99  REV-GL  CS 

MILF-i2525/4A 

AT 

30  Jun 

87 

AT 

L 

4730 

Fitting,  Wirt  Reinforced  Hydraulic  Hose  And  Clomp  Halves,  Field  Attoch^le 
(Reuseoble),  Screw  On  To  37  Deg.  Flore  Femole  Swivel,  Straight,  Type  A, 

For  Use  With  Type  100R1  Single  Wire  Braid  Hose  USER-AR  99  REV-GL  CS 

MIL-F-5252S/SA 

AT 

30  Jun 

87 

AT 

L 

4730 

Fitting,  Wire  Reinforced  Hydraulic  Hose  &  Comp  Holves,  Field  Attochoble 
(Reusable),  Screw  On  To  37  Deg.  Flore  Femole  Swivel,  45  Deg.  Bent  Tube, 

Type  A,  For  Use  With  Type  100R1  Single  Wire  Braid  Hose  USER-AR  99 

REV-GL  CS 

MIL-F-32S25/6A 

AT 

30  Jun 

87 

AT 

L 

4730 

Fitting,  Wire  Reinforced  Hydraulic  Hose  &  Clomp  Holves,  Field  Attochoble 
(Reuseoble),  Screw  On  To  37  Deg.  Flore  Femole  Swivel,  90  Deg.  Bent  Tube, 
Short  Drop,  Type  A,  For  Use  With  Type  1(K)R1  Single  Wire  Braid  Hose 

USER-AR  99  REV-GL  CS 

MIL-F-52S2S/7A 

AT 

30  Jun 

87 

AT 

Q  L 

4730 

Fitting,  Wire  Reinforced  Hydraulic  Hose  And  Clomp  Holves,  General 

Specification  For  USER-99  REV-GL  CS 

MIL  F-52S25C  (2) 
SUPP  1» 

AT 

14  Apr 

82 

AT 

1 

4730 

Fitting,  Wire  Reinforced  Hydraulic  Hose  4  damp  Holves,  Field  Attochc^sie 
(Reuseoble),  Screw  On  To  37  Deg.  Flore  Femole  Swivel,  90  Deg.  Bent  Tube, 

Long  Drop,  Type  A,  For  Use  With  Type  100R1  Single  Wire  Braid  Hose 

USER-AR  99  REV-GL  GS  CS 

MIL-F-52525/SA 

AT 

30  Jun 

87 

AT 

1 

4730 

Fitting,  Wirt  Rtinferctd  Hydraulic  Hom  &  Clamp  Holrti,  Fitld  Allochafalt 
(HtuMablt),  Scrtw  On  To  37  Dtg.  Flora  Ftmalt  SwiutI,  StroighI,  Typt  C, 

For  Um  With  Typt  lOORIO  4  Spirol  Wrop  Holt  USEK-AR  99  REV-GL  CS 

MIL-F.S2525/9A 

AT 

30  Jun 

87 

AT 

L 

4730 

Fitting,  Wire  Reinforced  Hydroulic  Hose  4  Clomp  Holves,  Field  Attoch^e 
(Reuseoble),  Screw  On  To  4  Bolt  Split  Flonge,  Straight,  Type  B,  For  Use 

With  Type  100R2  Double  Wire  Braid  Hose  USER-AR  99  REV-GL  CS 

MIL-F.52325/10A 

AT 

30  Jun 

87 

AT 

L 

4730 

Fitting,  >Vire  Reinforced  Hydraulic  Hose  And  Clomp  Holves,  Field  Attochc^le 
(Reuseoble),  Screw  On  To  4  Bolt  Split  Flonge,  ^  Deg.  Bent  Tube,  Type  B, 

For  Use  With  Type  100R2  Wire  Broid  Hose  USER-AR  99  REV-GL  CS 

MILF-52523/nA 

AT 

30  Jun 

87 

AT 

L 

4730 

Fitting,  Wire  Reiniorced  Hydraulic  Hose  And  Clomp  Holves,  Field  AttochoUe 
(ReusedMe),  Screw  On  To  4  Bolt  Split  Flonge,  $K)  Deg.  Bent  Tube,  Type  B, 

For  Use  With  Type  1(X)R2  Double  Wire  Braid  Hose  USER-AR  99  REV-GL  CS 

MIL-F-52525/12A 

AT 

30  Jun 

87 

AT 

L 

4730 

Fitting,. Wire  Reinforced  Hydroulic  Hos.:  nd  Clomp  Holves,  Field  AttochoUe 
(Reuseoble),  Screw  On  To  4  Bolt  Spl't  Flonge,  Strolght,  Type  C,  For  Use 

With  Type  100R10  4  Spirol  Wrop  Hose 

MIL-F-S2J25713A 

AT 

30  Jun 

87 

AT 

L 

4730 

Fitting,  -Wire  Reinforced  Hydraulic  Hose  4  Clomp  Holves,  Field  Attochdsle 
(Reuseoble),  Screw  On  To  4  Bolt  Split  Flonge,  45  Deg.  Bent  Tube,  Type  C, 

For  Use  With  Type  100R10  4  Spiral  Wrap  Hom  USER-AR  99  REV-GL  CS 

MIL-F-52S25/14A 

AT 

30  Jun 

87 

AT 

1 

4730 

Fitting,-Wire  Reinforced  Hydraulic  Hose  4  Clomp  Holves,  Field  Attochcdrfe 
(Reuseoble),  Screw  On  To  4  Bolt  Split  Flonge,  90  Deg.  Bent  Tube,  Type  C, 

For  Use  With  Type  100R10  4  Spiral  Wrop  Hose  USER-AR  99  REV-Gl  CS 

MIL-F.52J25/15A 

AT 

30  Jun 

87 

AT 

1 

4730 

Fitting,  Wire  Reinforced  Hydraulic  Hose  4  Clomp  Holves,  Clomp  Holves  For  4 

Bolt  Split  Flonge  Fitting  USER-AR  99  REV-GL  CS 

MIL-F-52S25/I6I 

AT 

30  Jun 

87 

AT 

1 

4730 

4730 

Fitting,  Wire  Reinforced  Hydraulic  Hose  And  Clomp  Holves,  Flonge  To  Port 
Connections  For  4  Bolt  Split  Flange  Type  Fittings  USER-AR  99  REV-GL  CS 
Fitting,  Wrought  Copper  4  Copper  Alloy  Solder  Joint  Pressure  •  22  Moy  80 
Validottd  Ftb  87  USER-SH  MC 

MIL-F.J2525/')7A 

ANSI  S  16.22-80 
NOTICE  1 

AT 

CS 

30  Jun 

21  Jon 

87 

87 

AT 

99 

L 

4730 

Fittina,ossembiy,  Stroight-ThreodedrFluid  Cenn«<tion,  4Q(X)  Psi  Vi4!dattd  Apr 
52REV.19  14  11 

MS-27851 

12 

14  Ju! 

67 

12 

1 

4730 

Fittings  4  Flonges,  Wrought,  Seamless  Butt  4  Socket  Welding,  Nickel<^per 

AHoy  (NO  Form  Rel  To  Other  Thon  DOD  Act  Req  Pr  Appr  Of  Nov  Sm  Sys 
Com) 

MILF-23S09F 

SH 

04  Jon 

85 

SH 

L 

4730 

Fittings'And  Flonges,  Wrought,  Seomless,  Butt  And  Socket  Welding  Corbw 

Steel  (Issue  Controlled-requests  By  Other  Thon  Ood  Activities  Must  Be 

Submitted  VIo  The  Preporing  Activity  Of  The  Spec) 

MIL-F-24339C 

SH 

22  Ocl 

85 

SH 

L 

4730 

Fittings  And  Flonges,  Cost  Bronie,  Silver-braiing  Suitoble  For  Ultrosonic 

InspecticHi 

MIL-F-24227  (2) 

SH 

20  May 

88 

SH 

4730 

4730 

4730 

Fittings-DWY,  Wrought  Copper  4  Wrought  Copper  Alloy  Solder  Joint  Droinoge 
-  31  Jul  80  Volidattd  Nov  85  USER-ME  REV-CS 

Fittings-dwv  Drainoge,  Cost  Copper  Alloy  Solder  Joint  -  2  Feb  76  Volidattd 

Dec  85  USER-99 

Fittings,  Cost  Bronie  Threoded,  Stondord  For  •  31  Jon  79  REV-SH  CS................ 

ANSI  816.29-80 

ANSI  816.23-76 

ANSI  816.15-78 

YO 

CS 

YD 

02  Jon  81 

13  Ocl  78 

10  Moy  86 

YD 

ME  YD 

99 

99 
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4730 

Fittingly  Coit  Copp«r  Alloy,  For  Flortd  Copptr  Tubot  •  79  Fob  84  REV*CS  ........ 

ANSI  B16.2643 

YD 

12  Moy 

SB 

ME  YD 

4730 

Fittings,  Cost  Iron  Thrtodod  Fittings,  Clossts  125,  A^ricon  Notionol  Siondord 

ASME  B16.4-S5 

YD 

11  Mjr 

88 

ME  YD 

99 

USER-CE  CG  MC  REV-AL  CS 

4730 

Fittings,  Droinogt,  Cost  Iron  Thrtodtd  -  29  Fri>  84  REV>CS . . 

ANSI  B16.12-83 

YD 

14  Sep 

84 

ME  YD 

99 

4730 

Fittings,  Foctory  Mod#  Wrought  Stool  Buttwolding  -  17  Jon  78  Validated  Nov 

85 

Fittings,  Fa€tory.modowrought  Aluminum  And  Aluminum*olloy  Wotdlng  Fittings  • 

ANSI  B16.9-78 

YD 

03  Jul 

78 

YD 

99 

4730 

ASTM  B361-88 

YD 

05  S.p 

88 

ME  YD 

99 

29  Apr  88  REV-SH  CS 

4730 

Fitting.,  Foctory-mod.  Wrought  Stnl  BUTTWELOiNG-15  Jun.  87  USER-CE  MC 

ANSI  B16.9-86 

YD 

24  Aug 

87 

AR  YD 

99 

OS  SH  REV-ME  82  CS 

4730 

Fittings,  Florotoss,  ClossHicotion  Of  Dofocts  Of  ValldaNd  Jut  87  REV.Ml  11  . 

MII-STD-1&55 
NOTICE  1 

AS 

10  Apr 

75 

AV  AS 

99 

4730 

Fittings,  Forgod  Stool,  Sockot  Woldings  &  Throodod  -  15  Doc  80  VoHdotod  Jon 

ANSI  B16.11-S0 

YD 

09  Oct 

81 

ME  YD 

99 

S6  USER-CE  MC  SH  REV-EA  AR  CS 

4730 

Fh!ings,  Hoso,  Wolding  &  Cutting,  Oxygon  &  Acotyltno  REV'AT  ME  SH  CS  ...... 

MS-1501  IB 

82 

01  Moy 

79 

99 

4730 

Fitting.,  Hom,  Hydroi  lie  -  Nov  82  USER-Al  REV-AT  OS  CS  . 

SAE  J516-82 

ME 

26  Nov 

84 

ME  YD 

4730 

Fittings,  Hydroullc  Tubo,  Florod  37  Dogroo  Ano  Floroloss,  Stool;  Adopts, 

MS-51500C 

AR 

16F.b 

88 

AR  OS 

99 

Straight,  Pipoto  Tubo,  Molo  PIpo  End,  37  Dogroo  Florod  USER*AT  YD  MC 
REV-ME  ER  82  CS 

4730 

Fittings,  Hydroulic  Tubo,  90  Dogroo,  Fomalo  Pipo  End,  37  Dogroo  Florod 

MS-51506B 

AR 

16F.b 

88 

AR  OS 

99 

USER-AT  MC  YD  REV-ME  ER  82  CS 

4730 

Fittings,  Hydroulic  Tubo,  Florod  37  Dogroo  And  Floroloss,  Stool;  Adaptor, 

MS-51535B 

AR 

16F.b 

88 

AR  OS 

99 

Straight,  Tub.to  Be..,  O-ring,  37  D.grM  FIar»j  USER-AT  YD  MC  REV-ME 

ER  82  CS 

4730 

Fittings,  Hydraulic  Tubo,  Florod,  77  Dogroo  And  Floroloss,  Stool;  Elbow,  Tubo  To 

MS-5153BB 

AR 

16F.b 

88 

AR  OS 

99 

So..,  43  D.giM,  O-RING,  37  D.gr..  Florni  USER-AT  MC  YD  REV-ME  ER 

82  CS 

4730 

Fittings,  Hydraulic  Tubo,  Florod,  37  Dogroo  And  Floroloss,  Stool;  Elbow,  Tubo  To 

MS-51527C 

AR 

1o  Feb 

88 

AR  OS 

99 

Bo..,  90  D.grM,  O-RING,  37  D^rM  Flar«l  USER-AT  MC  YD  REV-ME  ER 

82  CS 

4730 

Fittings,  Hydroulic  Tubo,  Florod,  37  Dogroo  And  Floroloss,  Stool;  Too,  Tt4>o  To 

MS-5I539B 

AR 

16F.b 

88 

AR  OS 

99 

Boss,  Boss  On  Branch,  O-ring,  37  Dogroo  Florod  USER-YD  MC  REV-ME  GL 

ER  AT  82  CS 

4730 

Fittings,  Hydroulic  Tubo,  Florod  37  Dogroo  And  Floroloss,  Stool;  Cop,  Tubo,  37 

MS-51532B 

AR 

16F.b 

88 

AR  OS 

99 

D.grM  Fkir«l  USER-AT  YD  MC  REV-GL  ME  ER  82  CS 

4730 

Fittings,  Hydroulic  Tubo,  Florod  37  Dogroo  And  Floroloss,  Stool;  Cop  Assombly, 

MS-51S90A 

AR 

16Fri> 

88 

AR  SH 

99 

Tub.,  Floral...  Typ.,  Hydraulic  USER-OS  MC  YD  REV-ME  AT  82  CS 

4730 

Fittings,  Lubricotion  •  Jon  1981  USER-ME . . . . . 

SAE  JS34-81 

CS 

26Mor 

86 

CS 

4730 

Fitting.,  MollMbl.  Iran  Thr«MM  USER-CE  REV-ME  MC  82  CS . 

ASME  B16.3-85 

YD 

11  Mor 

88 

AR  YD 

99 

4730 

Fitting.,  Pip.,  Bra..  Or  Brant.,  Thioddod  (90  D.g  Elbow.,  Tm.,  Cro.M.,  45 

MS-1431 1A 

YD 

20  Aug 

87 

ME  Yb 

n 

D.g  Elbow.  And  Coupling.],  250  lb  Volhhltd  Aug  </-USER-CE  MC  REV-AR 

NOTICE  1 

4730 

Fitting.,  Pip.,  Bra..  Or  Broni.,  ThrMdMl  (Tm.,  Cra.M.,:45  D.g  Ebow.  And 

M$-1430SA 

YD 

25  Aug 

87 

ME  YD 

n 

Coupling.),  125  lb.  Valldattd  Aug  87  USER-CE  MC  REV-AR  CS 

NOTICE  1 

4730 

Fittings,  Pipo,  Brass  Or  Bronio,  Throodod  (Roducors,.CIoso  And  Opon  Rotum 

MS-14306A 

YD 

25  Aug 

87 

ME  YD 

99 

Bmd.  And  4S-DEG  Y-br-jnch..),  125  lb.  Vo/i’dbMd  Aug  87  USER-CE  MC 

REV-AR  Ml  CS 

NOTICE  1 

4730 

Fittings,  Plastic  Insort,  For  Polyothylono  (Po)  Plostic  Pipo  -  27  Doc  74  Volidatod 

ASTM  D2609-74 

CS 

21  Jon 

87 

ME  SH 

99 

Jan  87  REV-YD 

NOTICE  1 

4730 

Fittings,  Plostic  Pipo,  PoIy(vinyl  Chlorido)  (Pvc),  Schodluo  40  •  27  Oct  78 

ASTM  D24M-78 

YD 

02  Mar 

79 

99 

Volidattd  Mar  86  REV-CS 

L 

4730 

Fittings,  Tubo  And  Pipo,  Butt  Wolding,  300  PS  T And  775  Dog  F  Moximum 

MII-F-20234D  (2) 

SH 

25  Jul 

69 

SH 

Validatud  Sup  81  USER-ME  REV-CS 

L 

4730 

Fittings,  Tubo,  Fluid  Systoms,  Soporoblo,  High  Pressure,  Dynamic  Boom  Sool, 

Mll-F-85720/1 

AS 

17  Jun 

85 

AS 

Design  Standard  For  Mo(o  End 

1 

4730 

Fitti.sgs,  Wire  Reinforced  Hydroulic  Hoso  And  Clomp-hohros  Field  Attochoblo 

MII-F-52525/23A 

AT 

30  Jun 

87 

AT 

(Rousoobk),  Clomp-on  To  4-BOLT  Split-fkmgo,  Straight,  Typo  C,  Adopter,  For 
Use  With  Type  100R10  4-SPIRAL  Wrap  Hoso  USER-99  REV-CS 

L 

4730 

Fittings,  Wire  Reinforced  Hydroulic  Hose  And  Oomp-holvos  Field  Attochoblo 

MIL-F-S2S25/'24A 

AT 

30  Jun 

87 

AT 

(Resuooble),  Clomp-on  To  4-BOLT  Split-fbnge,  45  Deg.-Bent  Tube,  Type  C, 
Elbow,  For  Use  With  Typo  100R10  4-SPIRAL  Wrop  Hose  USER-90  REV-CS 

L 

4730 

Fittings,  Wire  Reinforced  Hydroulic  Hose  And  Cfdmp-holves  Field  Attochoblo 

MII-F-52525/25A 

AT 

30  Jun 

87 

AT 

(Rnuraobl.),  Clomp-on  To  4-BOlT  Split-flong.,  W  Dog.  Bml  Tub.,  Short 

Drop,  Typ.  C,  Elbow,  For  Um  With  TYPE100R10  d-SPIRAL  Wrop  Ho.. 

USER.99  REV-CS 

L 

4730 

Fittings,  Wire  Reinforced  Hydroulic  Hose  &  Clomp-hohros  Field  Attoch^e 

Mll-F-52S25A/'1 

AT 

30  Jun 

87 

AT 

(R.uMbl.),  SerMv-on  To  37  DogrM  Flor.  F.mbt.  Swiv.1,  Stroight,  Typ. 

100R2  For  Um  With  Typ.  100R2  Doubl.  Wir.  Braid  Hom  USER-AR  99 

REV-Gl  GS 

4730 

Fittings,  Wir#  Rninforcnd-Hydroulic  Hose  8  Cloffw-holves>= Field  Attochoblo 

MII-F-52S25/29 

ME 

23F.b 

82 

ME 

(Rousooble),  Clamp-on  To  4-BOLT  Split-flonge,.90  Degree  Bent  Tube,  Short 
Drop,  Typo  B,  Elbow,  For  Use  With  Typo  100R2  Doublobroid  Hoso  (Future 
Procumont  Use  MIL-F-5252512A)  USER-99  REV-CS 

1 

4730 

Fittings,  Wire  Reinforced  Hydroulic  Hose  8  Clomp-  Hohres:  Field  Attochoble 

MII-F-S2S25/42 

AT 

30  Jun 

87 

AT 

(Rouseoblo),  Screw-on  To  4-BOLT  Split-flange,  90  Deg.-Bent  TuoaO,  For  Use 

With  Type  100R12  Four-spirol-wrop  Reinforcement  40SE  USER-SH  99 

REV-GL  CS 

L 

4730 

Fittings,  Wire  Reinforced  Hydraulic  Hoso  8  Clomp-  Holves:  Field  Attochoblo 

MIL-F-5252S/31 

AT 

30  Jun 

87 

AT 

(Rouseoblo),  Scrow-on  To  37  Dog.  Flore  Femole  Swivel,  St  oight.  For  Use 

With  Typo  lOORE  Four-spirol-wrop  Reir.forcomopt  Hose  USER-99  REV-GL  CS 

L 

4730 

‘ittings,  Wire  Reinforced  Hydroulic  Hose  8  Clomp- Hotvess  Field  Attochoble 

MII-F-52525/34 

AT 

30  Jun 

87 

AT 

(Rtuttobl*),  Scrtw-on  To  4'BOIT  Spiflong*,  Strolght,  fof  With  Typ#  lOORE 
Four*rol'Wrop  Rtmforctmontit  USER*SH  99  REV>Gl  CS 
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<730 

rittings,  Wirt  Reinforctd  Hydraulic  Holt  &  Clomp*  Hoivti:  Fitid  Attochoblt 
(Rtuitabit),  Scrtw>on  To  4>BOLT  SpHlongt,  45  Dtg.  Btnt  T*  For  Uit  Wirti 

Typt  10E  Four>ipIral>wrap  Rtirctmtnt  Holt  USER‘99  REV'GL  C5 

MIL-F-52525/35 

AT 

30  Jun  87 

AT 

4730 

Fittingi,  Wirt  Rtinforctd  Hydraulic  Hoit  &  Clomp*  HoIvti:  Fiotd  Atfocht^t 
(Rtuitabit),  ScrtW'On  To  4>BOLT  SpHlongt,  90  Dtg.  Btnt  T,  For  Uit  With 
tOORE  R-ipirol-wrop  Rtinforcnt  Hoi'  iJSER-99  REV-GL  CS 

M1L-F-52525/36 

AT 

30Jun  87 

AT 

4730 

Fittingi,  Wirt  Rtinforctd  Hydraulic  Hoit  &  Clomp*  Holvtit  Field  Attochoblt 
(Rtuitoblt),  ScrtW'on  To  37  Dtg.  Flort  Ftmolt  Swivtl,  Strright,  For  Uit 

With  Typt  100R12  Four>ipiroI*wrap  Rtinforcemtnt  Hoit  USER>$H  99  REV*GL 

CS 

Fittingi,  Wirt  Rtinforctd  Hudrolic  Hoit  &  C  lamp*  Hoivtii  Field  Attoclx^ 
(ReuitoUt),  ScrtW'on  To  37  Dtg.  Flort  Ftmolt  Swivtl,  45  Dtg.  Btnt  Tube, 

For  Uit  With  Typt  I00R12  Four*ipirol*wrap  Rtinforctmtnt  Hoit  USER*SH  99 
REV-GL  CS 

MIL-F-52525/37 

AT 

30  Jun  87 

AT 

4730 

MII-F-5252S/3S 

AT 

30  Jun  87 

AT 

4730 

Fittings,  Wirt  Rtinforctd  Hydroulic  Hoto  &  Clomp*  Hoivti:  Field  Attochoblt 
(Rtuitoblt),  Scrtw*on  To  37  Dtg.  Flort  Ftmclt  Swivtl,  90  Dtg.  Btnt  Yubt, 

For  Uit  With  Typt  lOORtg  Four*spirol*wrop  Rtinforctmtnt  Hoit 

MILF-52525/39 

AT 

30  Jun  87 

AT 

4730 

Fittings,  Witt  Rtinforctd  Hydroulic  Host  &  Clomp*  Hoivti:  Field  Attochcdilt 
(Rtuitoblt),  ScrtW'on  To  4*BOLT  Sptit*flongt,  Stroight,  For  Uit  With  Typt 
100R12  Four-ipifol-wrop  Rtinforctmtnt  Host  USER-SH  99  REV*GL  CS 

MIL-F-52525/40 

ME 

30  Jun  87 

AT 

4730 

Flange  &  Straight  Thread  Boss  Welding  REV*MI  CS  . . . . . . . . . 

ANS7I 

REV  7 

AS 

13  Dk  85 

AV 

99 

4730 

Flongt  Assembly,  Adopter,  Host  To  Tube,  Rtusobit,  Hydroulic,  Fuel  And  Oil 
lint,  90  Dtg  Validate  Apr  83  REV*CS 

MS-2722e 

82 

06  Aug  64 

AS 

99 

4730 

Flongt  Aiitmbly,  Adopter,  Host  To  Tube,  Reusable,  Hydraulic,  Fuel  And  Oil 

Lint,  45  Dtg  VoUdaf^d  Apr  83  REV-CS 

MS-27230 

62 

06  Aug  64 

AS 

99 

4730 

Flongt  Nipple  Assembly,  Adkipttr,  Host  To  Tube,  Reusable,  Hydroulic,  Fuel  And 

Oil  Lint,  45  Dtg  Validated  Apr  83 

MS-27229 

82 

06  Aug  64 

AS 

99 

4730 

Flongt  Nipple  Assembly,  Adopter,  Host  To  Tube,  Rtusobit,  Hydraulic,  Fud  And 

Oil  lint,  90  Dtg  Validated  Apr  83 

MS-27227 

82 

06  Aug  64 

AS 

99 

4730 

Flongt,  Bulkhtod  Mounting,  Hydroulic,  StK*itoling  Coupling  Validefed  Apr  83 
REV-n  CS 

MS -243356 

82 

10  Moy  68 

AS 

99 

4730 

Flongt,  Cost'iron  (Cloiiti  125  And  250)  And  Bronte  (Cloiiti  150  And  300) 
Validated  Jut  84  USER-MC  CG  REV-CS 

WW-F-4060 

/YD 

06Otl  60 

ME  YD 

99 

4730 

Flongt,  Pipe  &  Bulkhtod,  Bronze  (Silver  Brozing)  USER*OS  REV*YD  CS... . . 

MIL-F-20042D  (1) 

SH 

22  Nov  85 

ME  SH 

4730 

Flongt,  Pipe,  Carbon  Steel,  150  PS1,  WSP  Validated  Sep  81  REV*CS . 

MIL-F-20<706  (2) 

SH 

24  Apr  68 

SH 

4730 

Flongt,  Swivtl,  Host  Fitting  Ami  5639  Crti  Steal  Validated  Apr  83 . 

MS-16076 

AS 

26  Apr  65 

AS 

4730 

Flongt,  Swivel,  Rtloining  Validated  Apr  81  USER*MI  SH  REV*99 . 

MS-270776 

82 

02  Moy  66 

99 

4730 

Flongt,  Swivel,  Retaining  REV*ME  AV  CS . 

MS-20754C 

82 

16  Jun  78 

AS 

99 

4730 

Flongt,  Thrtodtd,  Crti,  Fluid  Connection  Pitting,  High  Pressure  Validated  Apr 

52  REV-19  14  11 

MS-27e54 

12 

14  Jul  67 

12 

4730 

Flengtri,  Pipe,  Forgtdor  Rolled  Alloy  Steel,  Forged  Fittings,  Vdvti  Bi  PtN'ts  For 
High  Temperoture  Service  •  35MAR  1988  USER-MS  CG  MC  REV-SH  CS 

ASTM  A182/A1827-68 

YD 

14  0(1  86 

YD 

99 

4730 

Flanges  &  Flanged  Fittingi,  Pipe,  Steel,  Clostes  150,  300,  400,  600,  900,  1500 
&  25(X)  Straight  &  Reducing  Size  Bose  Ttts  USER*MC  CG  REV-CS 

MIL-F-I8180/11A 

YD 

30  Moy  86 

ME  YD 

4730 

Flongts  &  Flanged  Fittings,  Pipe,  Steel,  Claiiei  150,  300,  400,  600,  900,  1500 
&  2500,  Stroight  &  Reducing  Size,  Side  Outlet  Ttts  USER*CG  MC  REV>CS 

MIL-'  I8180/12A 

YD 

^  Moy  86 

ME  YD 

4730 

Fking*.  «.  Flongtd  Fitlin«i,  Pip«.  StMl.  ClotMi  130.  300,  400,  400,  900,  1500 
&  2500,  Slraighl  &  Rwlucing  Sim  Crotwi  USER-MC  CG  REV-CS 

MIL-F-18180/I3A 

YD 

30  Moy  86 

ME  YD 

4730 

Flongts  &  Flanged  Fittingi,  Pipe,  Steel,  Classes  150,  300,  400,  600,  900,  1500 
li  2500,  Stroight  &  Reducing  Size,  Side  Outlet  Crosses  USER'MC  CC 

REV-CS 

MIL-F-18180/14A 

YD 

30  Moy  86 

ME  YD 

4730 

Flongts  &  Flongtd  Fittings,  Pipe,  Steel,  Clossts  150,  300,  400,  600,  900,  1500 

5  2500,  45  Dtg.,  Straight  &  Reducing  Sizes  Laterals  USER-MC  CG  REV-CS 

MII-F-18180/15A 

YD 

30  May  86 

ME  YD 

4730 

Flanges  &  Flongtd  Fittings,  Pipe,  Steel,  Classes  150,  300,  400,  600,  900,  1500 
&  2500,  Concentric  Reducers  USER-MC  CG  REV-CS 

MIL-F-18180/16A 

YD 

30  Moy  86 

ME  YD 

4730 

Flanges  &  Flonged  Fittings,  Pipe,  Steel,  Classes  150,  300,  4(XI,  600,  900,  1500 
&  2500,  Eccentric  Reducers  USER-MC  CG  REV-CS 

.VUI-F-18180/17A 

YD 

30  Moy  U 

ME  YD 

4730 

Flongts  &  Flanged  Fittings,  Pipe,  Steel,  Classes  150,  300,  400,  600,  900,  1500 
&  2500,  Stroight  &  Reducing  Size,  True  Wyes  (Y)  USER-MC  CG  REV-CS 

MIIF-18160/18A 

YD 

30  Moy  86 

ME  YD 

4730 

Fbnges  &  Flonged  Fittings,  Pipe,  Steel,  Classes  150,  300,  400,  600,  900,  1500 
&  2500,  Welding  Neck  Flongts  USER-MC  CG  REV-CS 

Mll-F-18160/1 

YD 

30  Apr  81 

ME  YD 

4730 

Flongts  &  Flongtd  Fittings,  Pipe,  Steel,  Classes  150,  300,  400,  600,  900,  1500 
&  2500,  Socket  Welding  Flongts  USER-CG  MC  REV-CS 

MIL-F-18180/2 

YD 

30  Apr  81 

ME  YD 

4730 

Flongts  &  Flanged  Fittings,  Pipe,  Steel,  Clossts  150,  3(X),  400,  600,  900,  1500 
&  2500,  Slip-on  Welding  Flongts  USER-MC  CG  REV-CS 

Mll-F-18180/3 

YD 

30  Apr  81 

ME  YD 

4730 

Flongts  &  Flongtd  Fittings,  Pipe,  Steel,  Oossts  150,  300,  400,  600,  900,  1500 
k  2500,  Lopped  Flongts  USER-MC  CG  REV-CS 

MllF-18130/4 

YD 

30  Apr  61 

ME  YD 

4730 

Flanges  &  Flonged  Fittings,  Pipe,  Steel,  Classes  150,  300,  400,  600,  900,  1500 
^  2500  Threaded  Flenses  USE.®  CG  MC  REV  CS 

Mll-r-)8180/5 

YD 

30  Apr  81 

ME  YD 

4730 

Flanges  &  Flanged  Fittings,  Pipe,  Steel,  Clossts  )50,  300,  400,  600,  900,  15(X) 
li  2500,  Blind  Flanges  USER-MC  CG  REV-CS 

Mll-F-18180/6 

YD 

30  Apr  81 

ME  YD 

4730 

Flanges  &  Flonged  Fittings,  Pipe,  Steel,  Classes  150,  300,  400,  600,  900,  1500 
k  2500,  45  Bi  90  Degree,  Straight  &  Reducing  Size  Elbows  USER-MC  CG 
REV-CS 

MII-F-1B180/7A 

YD 

30  Moy  M 

ME  YD 

4730 

Fhmgts  &  Flanged  Fittings,  Pipe,  Steel,  Clossts  150,  300,  eOO,  600,  900,  15(X) 

&  2500,  90  Deg.,  Stroight  &  Reducing  Sizes  Bose  Elbows  USER-MC  CG 

REV-CS 

MIL-F-18180/8A 

YD 

30  Moy  86 

ME  YD 

4730 

Flongts  k  Flongtd  Fittings,  Pipe,  Steel,  Classes  150,  300,  400,  6(X),  900,  15(X) 
li  2500,  90  Degree,  Stroight  &  Reducing  Size,  Side  Outlet  Elbows  USER-MC 

CG  REV-CS 

MII-F-18180/9A 

YD 

30  Moy  86 

ME  YD 

4730 

Flang*.  1.  Fkmgwl  Filling.,  Pip.,  SImI,  CIoiw.  150,  300,  4006  <00,  9006  1500 

6  2500,  Slraighl  &  R«lu<ing  Sin.  Tm  USER-CG  MC  REV-CS 

MII-F-18180/10A 

YD 

30  May  86 

ME  YD 
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- 

4730 

Flangti  4i  Flongtd  Fittingt/  Clotiti-ISO^  300^  ^iO,  600,  900,  1500 

MIL-F-181800 

YD 

30  Moy 

86 

ME  YD 

&  2500,  Gentrcl  Sptcificotion  For  USER*MC  CO  REV*CS 

SUPP  1 

4730 

Flon9ts,  Forgod  Or  Roittd  AHoy*ittt1  Pipt,  ^orgri  Fittiogs,  6  Volvoi  &  PorH 

ASTM  A182/A1827-87A  YD 

12  Nov 

87 

YD 

99 

For  High-tomporoturt  Sorvic*  -  28  Aug  1987  USER>ME  CG  MC  REV-SH  CS 

4730 

Flort  Nut  And  Floro  Stol  Bonnot,  Rofrigoratlon  REV*Mt  ME  MC  SH  CS..... . 

MS-3S872C 

GL 

31  Oct 

86 

GL 

99 

1 

4730 

Fkxibility  And  Strosi  IntonsilkoHon  Fo€tor$  Volidaf^  Sop  $t  . . . . 

MS-1828S 

SH 

01  Mor 

68 

SH 

4730 

Forgings,  Corbon  Steel,  For  Generoi<purpose  Piping  •  28  Aug  1987  USER*ME 

ASTM  A181/A181M-87 

YD 

12  Nov 

87 

YD 

99 

CG  MC  REV-SH  CS 

4730 

Goge  Piping  Assemblies  24  Apr  81 . . . . 

ASTM  F721-81 

SH 

06  Moy 

83 

SH 

4730 

Gosket  -  Swivel  Fitting,  Flonged  (Notice  2)  VdAcM/td  Ooc  S3  KEV>MI  82  .......... 

AN763 

AS 

06  Au« 

52 

AS 

99 

REV  1 

4730 

Gosket,  Coupling  HoK,  Quick  Disconnect,  Com&iocking  Type  USER*MC  REV'AV 

MS-37030D 

ME 

04  Oct 

85 

ME  YD 

99 

Gl  82  CS 

4730 

HoK  Coupling  Sub*ossembiy,  Flexible,  Vorioble  Covlty,  Threoded,  Ferrule  Type 

AS  1713A-84 

82 

28  Oct 

88 

AV  AS 

99 

Tub.  End,  -  1  Jon  1984  USER-AR  AT  REV-ME  Ml  CS 

4730 

Heod,  Sprinkler,  (Underground  Connected)  USER<ME  SH  82 . . . . . 

WW-H-001220 

•/. 

13  D*c 

66 

L 

4730 

High  Pressure  Droin  Orifice  Plotes  And  Stroiners  Validated  S^p  81 . . . 

MS-1S301A 

SH 

01  Oct 

74 

SH 

L 

4730 

Hose  And  Fittings,  Oil  And  Turbine  Fuel,  Smooth  8ore,  Corruoted  Cover,  7  Inch 

MII-H-34S8S  (1) 

SH 

19  Aug 

87 

SH 

L 

4730 

Hose  Assembly,  Detachable  End  Fitting,  Self  Sealing  Fuel  Validattd  83 

MS-3S756 

AS 

2  Dec 

54 

AS 

USER-CS 

4730 

Hose,  Hydraulic,  Tubing  &  Fitting  Assemblies,  Impulse  Testing  Of  •  1  Sep  85 . 

ARP  603F.85 

AS 

16  Oct 

86 

AV  AS 

99 

QL 

4730 

Hose,  Synthetic  Rul^er,  Synthetic  Fiber  Reinforced,  &  End  Fittings,  Reusoble, 

.MII-H-2413M 

SH 

18  Jun 

84 

SH 

For  Flexible  Hose  Assemblies,  Generol  Specificotion  For 

L 

4730 

Hose,  Synthetic  Rubber,  Synthetic  Fiber  Reinforced,  &  End  Fittings,  Reusoble, 

MIL-H-24134/1  (1) 

SH 

30  Jul 

85 

SH 

For  Flexible  Hose  Assembl'ts  (Low  Pressure  Sixes  *80  Through  **92)  & 

Adopters 

L 

4730 

Hose,  Synthetic  Rubber,  Synthetic  Fiber  Reinforced,  &  End  Fittings.r^sc^,  For 

MIL-H-34138/2  (1) 

SH 

30  Jul 

85 

SH 

Flexible  Hose  Atsembiie$(high  Pressure  Sixes  *4  Through  >32 

1 

4730 

Hose,  Synthetic  Rubber,  Synthetic  Fiber  Reinforced,  &  End  Fittings,  Reusoble, 

MIL-H-34138/3 

SH 

18  Jun 

84 

SH 

For  Flexible  Hose  Assemblies  (Low  Pressure  Sixes  >4  Through  *32) 

L 

4730 

Hose,  Synthetic. Rubber,  Synthetic  Fiber  Reinforced,  &  End  FitHngs,  Reusoble, 

MIL-H-24136/4 

SH 

18  Jun 

84 

SH 

For  Flexible  Hose  Assemblies  (Low  Pressure  Sixes  &  *64)  8l  Adopters 

4730 

Hydroulic  Flonged  Tube,  Pipe  &  Hose  Connections,  4  •  8olt  S^it  Flonge  Type  • 

SAE  JSISC 

AT 

23  D*c 

■0 

AT 

99 

Moy  72  Volidottd  Dtc  BS  USER-ME  SH  CS 

1 

4730 

Insert  Sets,  Sound  Isolotion  For  RISIC*!  Flexible  Connectors . . 

MIL-I-24063B  (1) 

SH 

15F*b 

85 

SH 

L 

4730 

Inspection  And  Acceptance  Stondords  For  Propulsion  Fluid  Cells  And  Fittings 

MIL-STD-801A 

AS 

13  Moy  81 

AV  AS 

USER-AS  REV-MI  99 

4730 

Joint,  Hydroulic  Swivel  REV*99  CS . . . . . . 

MIL-J-S513C  (1) 

82 

05  Oct 

84 

AS 

99 

4730 

Joint.  Swivel,  Aircraft  Fuel  REV*ME  CS . . . 

MIL-J-3M70C 

82 

25  Mor 

74 

AS 

99 

4730 

Joints  For  Plostic  Pressure  Pipes,  Using  Fexible  Elostomerk  Seols  •  28  Oct  77 

ASTM  D3139-77 

YD 

11  F*b 

82 

ME  YD 

99 

USER-CE  SH  MC  REV-CS 

4730 

Joints, -Welded,  For  SMpboord  Piping  Systems  •  30  Jut  82 . . . . . . 

ASTM  F722-82 

SH 

06  Moy  83 

SH 

1 

4730 

Loterols,  Forged  Steel  Socket  Welding  3000  Psi  At  lOCX)  Degree  F  (Mox.) 

M$-18307B 

SH 

02  D*c 

88 

SH 

Steom  Service  Va/idotfd  Nov  8$ 

NOTICE  1 

4730 

Locknut,  Adjustable,  37  Deg.  Flared  And  Floreless  Type,  Hydraulic  Voh'dottd 

ms-51888 

AR 

12  Fob 

87 

AR 

99 

F,b  87  USER-AT  AV  OS  MC  REV-GL  ME  CS 

NOTICE  1 

4730 

Locknut,  Bulkheod,  37  Deg.  Flared  And  Floreless  Type,  Hydroulic  VoUdof0d  Feb 

MS-51840A 

AR 

12  F*b 

87 

AR 

99 

37  USER-AV  AT  OS  MC  REV-Gl  ME  CS 

NOTICE  1 

4730 

Lockwire  Hole,  Stondord  Dimension  •  1  Jon  80  Validated  Jw*  83...... . . 

AS  1043C-80 

82 

04  D*c 

81 

99 

4730 

Mochine  Equipment  And  Operotion,  Stondord  Impulse  •  Nov  72  . . . . . 

AIR  1228-72 

AS 

03  Aug 

81 

AV  AS 

99 

1 

4730 

Mdndrel  Sleeve  Setting  REV*99. . . . . . 

MS-2763S8 

82 

21  Mor 

79 

99 

4730 

Manifold  Assemblies,  Hoseline,  Fueling,  4  Inch  Quick  Coupling  Type  Volidottd 

MII-M-273B5D 

ME 

28  S*p 

79 

ME 

99 

Jan  85  USER-CE  MC  YD  REV-CS 

t 

4730 

Mantfc^d,  Air  Line,  One  To  Seven  Outlets  REV.CS . . . . . . 

MII-M-I1726E 

ME 

18  Moy  82 

ME 

4730 

Mender,  Hose  (Low  Pressure)  Validat9d  Dec  85  USER*AV  OS  MC  REV-ME  AR 

MS-24520A 

At 

27  Dec 

66 

AT  AS 

99 

4730 

CS 

Nipple  Assembly,  Adopter,  Hose  To  Tube,  Reusable,  Hydraulic,  Fuel  And  Oil 

MS-27223A 

82 

27  Mor 

72 

AS 

99 

line,  90  Deg  VaUdat^d  May  84  REV-CS 

4730 

Nipple  Assembly,  Adopter,  Hose  To  Tube,  Reusoble,  Hydroulk,  Fuel  And  Oil 

MS-27225A 

82 

27  Mor 

72 

ME  AS 

99 

Lines,  45  Deg  Voh'datad  May  84  REV-CS 

1 

4730 

Nipple  Sob  AssemUy,  Floreless,  Stroight  ■  With  Swivel  Nut  Volidotad  Mar  85 

MS-27632 

82 

17  Mor 

71 

99 

REV.99 

4730 

Nipple  Sub 'Assembly,  Floreless,  Straight-  With  Swivel  Nut  Vafidafad  Mar  85 

MS-27386A 

82 

30  Jun 

72 

AS 

99 

USER-ME  Ml  AR  REV-82  CS 

4730 

Nipple  Sub  Assembly,  Flored,  Stroight  *  With  Swivel  Nut  Validated  Mar  85 

MS.27061B 

82 

30  Jun 

72 

AV  AS 

99 

USER-Ml  ME  AR  REV-82  CS 

1 

4730 

Nipple  Sub  Assembly,  flared.  Straight  ■  With  Swivel  Not  Validated  Mar  85 

M3-27619 

82 

17  Mor 

71 

99 

REV-82 

4730 

Nipple  Sub  Assembly,  Stroight,  Swivel  Flange  Validated  Mar  85  USER-MI  ME 

MS-27062B 

82 

30  Jun 

72 

AV  AS 

99 

AR  REV-82  CS 

4730 

Nipple,  Adopter,  Servicing,  Usof  Ground  Equipment  To  Rof  Aircroft  REV-99  CS 

MS-27592C 

11 

30  S*p 

87 

AS 

11 

4730 

Nipple,  Adopter,  Hose  To  Tube,  Reusoble,  Hydroulic,  Fuel  And  Oil  lines.  3/16 

MS-34588A 

82 

01  S*p 

86 

AR  AS 

99 

Through  3/4  Inch  Tubing  Sixes  Validated  Sep  86  REV-CS 

NOTICE  1 

4730 

Nipple,  Adopter,  Hose  To  Tube,  ReusoNe,  Hydroulic,  Fuel  And  Oil  lines.  1 

MS-24S89A 

82 

06  Aug 

64 

ar  as 

99 

Through  2  inches  Tubing  Sixe  Validated  Apr  63 

1 

4730 

Nipple,  Flored,  Tube  To  Hose-swivel  Nut  Validated  Mar  85  REV'82,.. . . 

MS-27626 

82 

17  Mor 

71 

99 

4730 

Nipple,  Flared,  Tube  To  Hose*  Swivel  Nut  Validated  Apr  81  USER-MI  ME  AR 

MS-27075B 

82 

30  Jun 

72 

AV  AS 

99 

REV-CS 

4730 

N!ppl«,  Flor.ltM  Tub*  To  Mol*  Pip*  •  1  Jon  1983  USER-AR  AT  REV-ME  Ml  11 

AS  696A-B3 

82 

28  Oct 

88 

AV  AS 

99 

4730 

Ni|^^,  Floreless,  Tube  To  Hose-swivel  Nut  USER-MI  ME  AR  REV-82 .................. 

MS-2739IC 

b2 

23  Aug 

86 

AV  AS 

99 

4730 

Nipple,  Hose . . . . . . . . . . . 

AN849 

82 

02  S*p 

82 

99 

REV  11 
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L 

4730 

4730 

Ntppit/  Hott  Fitting  Ams  5639  Cres  Stt«l  Validated  Apr  83  . . . . 

NippI*,  Pipe  (Inoetive  For  Se>Ign  Except  For  Use  On  Oxygen  Syttemt  And 

Ground  Service  Equipment) 

MS-18081 

AN»)1 

REV  9 

AS 

83 

26  Apr 
20  Mor 

65 

79 

AS 

99 

4730 

Nipf^,  Pipe^  Extra  Strong  Steel  Validated  Apr  88  USER-GL  AT  ME  MC 

REV.99 

MS-S1873A 

NOTICE  1 

AR 

07  Apr 

88 

AR 

11 

4730 

Nipple,  Pipe,  Extro  Strong,  Brosi  Or  Copper  Validottd  Apr  88  USER*MI  ME 

GL  MC  REV-MI  99 

MS-S1872A 

NOTICE  1 

AR 

07  Apr 

88 

AR 

11 

L 

4730 

Nipple,  Pipe,  Stondard,  Brass  Or  Copper  VaUdated  Oct  88  USER*MI  ME  AT 

GL  MC  REV-99 

MS-518488 

NOTICE  3 

AR 

07  Apr 

88 

AR 

11 

4730 

Nipple,  Pipe/  Standord  Steel  USER-AT  GL  MC  REV-ME  Ml  AV  99  . . 

MS-5I953C 

AR 

06  Dec 

83 

AR 

11 

4730 

Nipple,  Pipe,  Threaded  USER-AR  MC  CG  REV-ME. . . . . . 

WW-N-351C 

INT  AMD  (1) 

/AR 

13  Feb 

76 

AR 

99 

4730 

Nipple,  Pneumotic  Starting,  3  Inch  Id,  Outline  Dimensions  Of  REV-AS  99 

MS-337408 

71 

03  Sep 

85 

AS 

99 

L 

4730 

Nipple,  Quick  Disconnect,  2-1/2  Inch  Pressure  Fuel  Servicing,  Open  Flow, 

Wrench  Type  Validated  Oct  84  USER-CS 

MS-365S3 

AS 

17  Mor 

58 

AS 

L 

4730 

Nipple,  Quick  Disconnect,  2-1/2  Inch  Pressure  Fuel  Servicing  With  Check  Volve, 
Wrench  Type  Validated  Oct  84 

MS-36S53 

AS 

17  Mar 

58 

AS 

L 

4730 

Nipple,  Quick  Disconnect,  2-1/2  Inch,  Pressure  Fuel  Servicing  Flange  Type 
Validated  Oct  84  REV-CS 

MS-36549 

AS 

17  Mar 

58 

AS 

4730 

Nipple,  Straight,  Swivel  Flonge  Validated  Mar  85  USER-MI  ME  AR  REV-99  . . 

MS-37076C 

83 

30  Jun 

73 

AV  AS 

99 

L 

4730 

Nipple,  Swivel  Flanpe,  Hose  Fitting  AMS5639  Oes  Steel  Validated  Apr  83 . 

MS-18075 

AS 

36  Apr 

65 

AS 

4730 

NippI*,  Tub.  •  Ami  413),  Boii  VaKdaltd  Apr  84  REV-CS . 

MS-9095A 

AS 

11  Mor 

70 

AV  AS 

11 

L 

4730 

Nipple,  Tube  >  Ams  5639,  Boss  Validated  Oct  83  REV-MI  C$  . 

MS-9193 

AS 

1 1  Apr 

60 

AS 

4730 

Nipple,  Tube,  Bulkheod,  37  Degrees  Flared  Validated  Mor  85  USER-AT  YD  MC 

MS-5)530A 

AR 

17  Jon 

79 

AR  OS 

REV-ME  CS 

4730 

NippI.,  Tube,  Bulkheod,  Florelett  Type,  Hydroulic  USER-AT  AV  MC  OS  REV-ME 

MS-S)S13F 

AR 

30  Jut 

87 

AR 

99 

GL  83  CS 

4730 

Nipple,  Tube,  Large  Hex  For  Use  With  0  Ring,  37  Degrees  Flared  Validated 

MS-51519A 

AR 

17  Jon 

79 

AR  OS 

Mar  as  USER-AT  YD  MC  REV-ME  CS 

4730 

Nip^,  Tube,  Large  Hex,  O-ring,  Florcless  Type,  Hydroultc  USER-GL  OS  MC 

MS-51856C 

AR 

30  Jul 

87 

AR  SH 

99 

REV-ME  AT  83  CS 

4730 

NipF^,  Tube,  Precision  Type  REV-AV  HE  AS  CS . . . . . . 

MS-34393F 

82 

16  Apr 

82 

99 

4730 

Nipple,  Tube,  Regular  Hex,  Flareless  Type,  Hydraulic  USER-AV  OS  .MC  REV-ME 

MS-51S14E 

AR 

30  Jul 

87 

AR 

99 

GL  AT  83  CS 

4730 

Nipple,  Tube,  Regulor  Hex,  37  Deg.  Flored  Vcdidated  Mar  85  USER-AT  MC  YD 

MS-51S01A 

AR 

17  Jon 

79 

AR  OS 

REV-CR  ME  CS 

4730 

Nipple,  Tube,  Regular  hex,  37  Degrees  Flored  (Long)  Valideted  Mar  85 

MS-51503A 

AR 

17  Jon 

79 

AR  OS 

USER-AT  YD  MC  REV-ME  CS 

4730 

Nipple,  Tube,  3/8  Bulkhead,  Precision  Type  REV-ME  AV  AS  CS . . 

MS-34393F 

82 

16  Apr 

82 

99 

4730 

Nifi^,  Tube,  37  Deg  To  45  Deg.  Seat  REV-AV  ME  AS  CS... . 

MS24487C 

82 

32- Mor 

79 

99 

4730 

Nipple,  Union  Validated  Dec  83  REV-CS . . . . . 

AN780 

REV  6 

AS 

33  Jul 

56 

AV  AS 

99 

4730 

Nipples,  Tube  Safety  Sleeve  Compression  Type  Bulkheod  Mounting  (Inoetive 

MS.39199E 

AT 

14  Sep 

87 

Um  MS-518)3) 

NOTICE  1 

4730 

Nipples,  Tube  Safety  t.eeve  Compression  Type  (Inactive  Use  MS  51814) . . 

MS-3930)E 

NOTICE  1 

AT 

16S^> 

87 

4730 

Noz^  &  Aircroft  Fueling  Validated  Oct  82 . . . . . . 

AN3555 

REV  1 

AS 

16  Sep 

44 

AS 

4730 

Nozzle,  Pressure  Lubricoting  Oil  Servicing,  Locking  (Asg).USER-A$  REV-AS  CS.. 

M5-34475E 

82 

19  Sop 

84 

AS 

99 

4730 

Nozzles;  Gordon  Hose,  (For  5/8-  And  3/4-INCH  Hom)  Validated  Oct  87 

A-A-50461 

YD 

06Ocl 

87 

YD 

99 

USER-MC  REV-CS 

NOTICE  1 

4730 

Nozzles,  Hose,  Gordon  (For  5/8  Inch  And  3/4  Inch  Hose) . 

WW-N-7018 

t 

3U  Jul 

77 

4730 

Nul  -  Union  Valldatad  Dtc  83  REV-CS . 

AN80S 

REV  7 

AS 

14  Aug 

56 

AV  AS 

99 

4730 

Nut  Assembly,  Coupling,  Flexible,  Vorioble  Covity,  Threoded,  Ferrule  Type  Tube 

AS  1714A-84 

82 

28  Oct 

88 

AV  AS 

99 

End.  •  1  Jon  1984  USER-AR  AT  REV-ME  Ml  CS 

4730 

Nut  Coupling,  lightweight,  Floreless  -  Mar  83  USER-MI  REV-82  CS . . 

AS  1792-83 

AS 

25  Oct 

84 

AV-AS 

99 

4730 

Nut-swivel  Wired-on,  lightweight  -  July  1986 . . . . . . . . . . . . 

AS  1790C-86 

AS 

30  Jon 

87 

AV  AS 

99 

4730 

Nut,  Adopter,  Servicing,  Us  Ground  Equipment  To  Rof  Aircraft  V^idoted  Apr 

MS-27593B 

11 

05  Apr 

76 

AS 

99 

83  REV-99  CS 

4730 

Nul,  auflH  Filling,  R.loirwr  (Aig)  VoHdoltd  Jul  87  USER-ME  REV-MI  AR  1 1 

MS-2)937B 

AS 

27  Jun 

69 

AV  AS 

99 

CS 

NOTICE  1 

4730 

Nut,  Hose  Coupling,  Automotive  Air  Broke  Hose  Adr^ter  USER-MI  REV-EA  AR 

CS 

Nut,  Rigid  Tube  Connector,  Corrosion  Resistant  Steel  (JAN-61)  USER-AR 

MS-39I35D 

ME 

15  Aug 

80 

99 

4730 

NAS  596-81 

AS 

05  F.b 

88 

AV  AS 

99 

REV-ME  10  IS 

REV5 

4730 

Nut,  Rigid  Tube  Connector,  Aluminum  -  5  Jun  78  Validated  Dec  85  USER-99  .... 

NAS  -593-78 

REV  4 

CS 

08  Aug 

79 

4730 

Nul,  SImv.  Coupling,  Flor.l..l  Vali'dattd  Mar  87  USER-ME  GL  REV-MI  AR  OS 

MS-21921H 

AS 

03  Mor 

87 

AV  AS 

99 

CS 

NOTICE  1 

4730 

Nut,  Sleeve  Coupling  Horeless . . . . . . . . 

MA  2040-86 

AV 

15  Jun 

87 

AV 

4730 

Nut,  Swii^l,  Wired  On  . . . . . . . 

MA  2047-86 

AV 

15  Jun 

87 

AV 

4730 

Nut,  Tube  Voli^ted  Sep  85 . . . . 

AN6269 

REV  7 

83 

0)  s.p 

86 

99 

4730 

Nut,  Tube  CoufMing  •  Cres  Ams  5646,  Silver  Plate  {Aig)  ValiAifed  Oct  83 

.MS-9197C 

AS 

13  0.C 

72 

AS 

USER-MI  MC  REV-CS 

4730 

Nut,  Tube.Coupling,  long  REV-AV  aS  CS . . . . . . . . . 

AN8)7 

REV  12 

82 

31  Mor 

87 

99 

4730 

Nut,  Tube -Coupling  •  Sofety  Sleeve  Compression  Type........................................ 

MS-39210F 

AT 

29  Aug 

86 

4730 

Nut,  Tube  Coupling,  Short  REV-AV  ME  CS . . . . . 

AN818 

REV  17 

82 

14  F.b 

77 

AS 

99 

4730 

Nut,  Tube  Coupling  -  Cres  Ams  5646  (Asg)  Validated.Oct  83  USER-MI  MC 

MS-9)98C 

AS 

13  0.C 

72 

AS 

REVCS 
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4730 

Nut,  Tubt  Couptfng*  flartttu  Typ*,  Hydraulic  '/s/MatM/  B7  USEROS  MC 

MS-S1S23E 

AR 

12  Fob 

87 

AR 

99 

4730 

REV-AT  ME  Ml  GL  CS 

Nut,  Tubt  Coupling  -  Aluminum,  Amt  4121(A5G)  Validate  Oct  S3  USER*MC  .. 

NOTICE  1 

MS-9199A 

AS 

13  D*c 

72 

AS 

4730 

Nul,  Tub*  Coupling,  37  D*gr**t  Florad  USER-AT  YD  MC  REV-ME  Gl  ER  CS  .... 

MS-515318/B 

AR 

01  Jul 

85 

AR  OS 

4730 

Nut,  Tub*  Coupling  •  Swivol  USER-MI  ME  AR  . 

MS-27073E 

82 

12  Aug 

77 

AV  AS 

99 

4730 

Nut,  Tubt,  BuMthtod  And  Univtnol  Fitting  Validated  Oct  S3 . . 

AN924 

82 

21  Mor 

79 

99 

4730 

Nut,  Wirt  Rtlointd  Swivtl  Softty  Wirt  Holts,  Host  Fitting  AMS  5639  CRES 

REV  11 

MS-18079 

AS 

26  Apr 

65 

AS 

4730 

Sttd  Vfdidatad  Apr  S3 

Nut,  Wirt  Rttointd,  Swivtl  Softty  Wirt  Holts,  Host  Fitting  Ams  5639  Crts 

MS-18080 

AS 

26  Apr 

65 

AS 

4730 

stool  Volidoltd  Apr  B3 

Pip*  1.  Fitting*,  High  Silicon  Iron  ■  2S  Jul  1986  USER-MC  REV-SH  82 . 

ASTM  A861-86 

YD 

21  Sop 

88 

ME  YD 

99 

4730 

Pl^  4  Fittings,  Stwtr,  Poly(vinyl  Chloridt)  (PVC),  Stondord  SpocHkotlon  For  • 

ASTM  D2729-8S 

YD 

14  Aug 

86 

ME  YD 

99 

4730 

36  Jul  85  REV-CS 

Pipt  4  Tubing,  Socktt'typt  Polytthyltnt  Fitting  For  Outstdt  Diamtttr<ontrolltd 

ASTM  D2683-87A 

YD 

09  Stp 

87 

ME  YD 

99 

4730 

4730 

Polytthyltnt  -  31  July  1987  USER-CE  MC  REV-CS 

Pipt  And  Fittings,  Plastic,  Rigid  (Styrtnt-rubbtr,  Drain)  USER>Y0  . * . 

Pipt  Fitting,  Brass  Or  Bronst  (Thrtodtd),  125-POUND  And  25&90UND 

L-P-1221A  (1) 
WW-P-460C 

• 

/YD 

12  Apr 
16  Nov 

77 

87 

ME  YD 

99 

•4730 

ValidatHi  Nov  87  USER-MC  REV-EA  AR  CE  CG 

Pipt  Fitting,  Ont  Or  Mort  Ends  Groovtd  USER-MC  REV-CS  . . - . 

NOTICE  1 
MIL-P-10388G 

ME 

20  Apr 

82 

ME  YD 

4730 

4730 

4730 

Pipt  Fitt'-igs,  Cost  Iron,  Scrtwtd  125  4  350  Pound  USER-YD... . . . * 

Pipt  Fittings,  Flongt  Fittings,  And  Flongts,  StttI  And  MoUtoblt  Iren  (Thrtodtd 

And  iutt  Wtiding)  Closs  150 

Pipt  Fittings,  Plastic,  Acrylonitrilt  Butoditnt  Styrtnt  (ABS),  Schtdult  40-3 

WW-P-501E 

WW-P-521G 

ASTM  D246S-80 

% 

t 

YD 

27  Nov 
19  Oct 

29  Apr 

74 

77 

82 

ME  YD 

99 

47.10 

Sop  80  USER-CE  MC 

Pipt  Fittings,  Plostic,  Socktt  Typt  Acrylonitrilt  Butoditnt  Styrtnt  (ABS), 

ASTM  D2469-76 

YD 

24  Doc 

86 

ME  YD 

99 

4730 

Schtdult  SO  1  -  27  Jul  76  ValidaNd  Oae  Sd  USER-CE  MC  REV-CS 

Pipt  Fittings,  StttI,  Thrtodtd.  Prtssurt  Closs  2000,  3(X)0,  And  6000  Pound 

NOTICE  1 
MS-14303A 

YD 

29  May 

87 

ME  YD 

99 

4730 

Wog  VofMoM  May  t7  USER-CE  MC  REV-AR  EA  CS 

Fip*  FiHingt,  Sockot-typ*  Poly  (Vinyl  CMorM*)  (PVC)  Ploitic,  Sdwdul*  80, 

NOTICE  1 

ASTM  D2467-87 

YD 

03  Nov 

87 

YD 

99 

4730 

Stondord  Sptctficdtioh  For  -  27  Ftbrury  1987 

Pipt  Flongts  4  Flongtd  Fittings  -  14  Aug  81  USER-MC  OS  SH  REV-ME  CS  .....* 

ANSI  116.541 

YD 

25  May 

83 

AR  YD 

99 

4730 

Pipt  Flongts  4  Flongtd  Fittings,  Cost  Iron,  Oois  35,  125,  250  4  800  •  28  Moy 

ANSI  816.1-75 

YD 

24  Aug 

81 

ME  YD 

99 

4730 

77  Validate/  Nov  83  USER-AL  CE  OS  MC  REV-CS 

Pipt  Flongts,  Bronxt  4  Flongtd  Fittings,  Standard  For  >  31  A*jg  79  USER-SH 

ANSI  816.24-79 

YD 

09  Moy 

86 

ME  YD 

4730 

CG  REV-CS 

Pipt  NIppIts,  Brass,  Copptr  4  Chromium  Plottd  >  27  Ftb  81  Validated  Nav  83 

.\STM  868741 

YD 

21  Aug 

81 

ME  YD 

99 

4730 

USER-AR  CG  MC  REV-CS 

Pip*  NippI**,  W*ld*<l  4  S*ainl**t  Carbon  Sl**l  4  Autlonilic  Slolnlou  Stool  • 

ASTM  A73346 

•D 

13  Nov 

86 

ME  YD 

99 

47.3 

37  Jun  86  USER-AR  MC  CG  REV^IS 

Pipt  'Thrtods,  Toptr,  Atrdnouticol  Notionol  Form,  Symbol  Anpf,  Gtntrel 

MIL-P-n058  (1) 

99 

08  Aug 

66 

AR 

99 

4730 

Rt<|ulrtmfnts  For  Validated  Apr  81  USER-MI  ME  REV-EA  99 

Pipt  Unions  Socktt  Wtiding  4  Thrtodtd,  Corbon  StttI  >  19F6  Vaikhted  feb 

MSS  SP83-76 

YD 

01  Doc 

81 

ME  YD 

99 

4730 

86  USER-AR  CE  OS  REV-CS 

Pipt  Unions,  MoUtoblt  Iron  Thrtdtd  ■  31  Dtc  1986  USER-AR  CE  MC  OS 

ASME  816.3946 

YD 

22  Aug 

88 

ME  YD 

99 

4730 

REV-CS 

Pipt  Umons,  Thrtodtd,  MoUtoblt  Iron  -  17  Mor  77  Valideted  Nov  83  USER-AR 

ANSI  816.39-77 

YD 

24  Aug 

81 

ME  YD 

99 

4730 

CE  OS  MC  REV-CS 

Pipt-fitting,  Bushings,  locknuts,  Ard  Plugs,  Iron.  StttI,  And  Aluminum, 

WW-P-471C 

/YD 

29  Doc 

81 

ME  YD 

99 

4730 

4730 

(Thrtodtd),  135-150  Pounds  USER-AR  REV-EA  MC  CS 

Pipt,  Bonds,  Trops,  Cops  And  Plugs,  Itod  (For  Indcstriol  Prtssurt,  And  Soil  And 
Wostt  Applicotions) 

Piptlint  Bo^,  Qtontr  Trap,  Incoming  And  Outgoing.  USER-CE  REV-CS . 

WW-P-3258 

MIL-P-14351D 

t 

ME 

09  Jun 

30  Oct 

76 

79 

ME 

4730 

Piping  Fittings  Of  Wrought  Corbon  Sttd  And  Alloy  StttI  For  Modtrott  And 

ASTM  A234/A234M488  YD 

28  Mor 

89 

MR  YD 

99 

4730 

EItvottd  Ttmptroturts  Stondord  Sptcificotion  For  •  7  Stp  88  USER-MC 

REV-SH  CS 

Plastic  Pipt  Fittings,  Schtdult  80,  Thrtodtd  PoIy(vinyl  Chloridt)  (PVC)  •  Jon  76 

ASTM  D2464-76 

YD 

04  Doc 

81 

ME  YD 

99 

4730 

Volidahd  Nor  45  USER-CE  MC  REV-CS 

Plug  4  BIttdtr  •  Sertw  Thrtod  . . . . 

AN814 

82 

17  Aug 

83 

AS 

99 

4730 

Plug  -  Stroight  Thrtod,  (O)  Ring  Stol,  Aluminum  (Inoctivt  7  Junt  72  Valldaled 

REV  14 
MS-123130C 

82 

07  Jun 

72 

AV  AS 

82 

4730 

Mar  79  USER-CS  REV-MI 

Mug  And  Cop,  Tubt,  Sbldtr-joint,  RtfrigtroHon  USER-CE  SH  MC  REV-MD  AR 

THRU  123150C 
MS-3S9248 

GL 

31  Oct 

86 

GL  YD 

99 

4730 

CS 

Plug  Flortd  1\^-Vatidated  Jun  83 . . . . . . . — >• 

NOTICE  1 

AN806 

82 

16  Apt 

82 

AV  AS 

99 

4730 

Mug  For  O  Ring  Gosktt  USER-ME  . . . 

REV  7 

MS-182298 

SH 

30  Oct 

86 

SH 

4730 

Plug-htxogon  Htod-oll  Cookr  Validated  Apr  83  USER-CS  . . 

MS-29S22A 

AS 

03  Fob 

65 

AS 

99 

4730 

Pfug,=4'ttdtr,  Tubt.-Prtcision  Typt  REV-AV-ME-AS  CS 

MS-24391G 

82 

16  Moy  85 

99 

4730 

Mug,  Flortltss  Tt^  -  Mor  1986  . . . 

MA  203546 

AV 

15  Jun 

87 

AV 

4730 

Hug,  Flor*l*u  Tub*  VoKdatad  Jul  87  USER-CR  ME  GL  OS  REV-MI  AR  11  CS.... 

MS-21913E 

AS 

36  Jun 

81 

AV  AS 

99 

4730 

Mug,  Modiint  TItrtod-oms  5646,  Mttol  Gosktt,  Sihrtr  Plottd,  Mil-S-8879 

NOTICE  1 

MS-9405 

AS 

25  Jon 

65 

AS 

4730 

Thrtod  Validated  Oct  83  REV.99  CS 

Mug,  Mochint  Thrtod  ■  Ams  5646,  Prtformtd  Pocking,  Mll-S-6879  Thrtod 

MS-9901 

AS 

11  Mor 

70 

AS 

11 

4730 

VolidttlHl  Apr  U  nV-99 

Hug,  Atochin*  Thr*ad-amt  4121,  Pruformud  Pocking,  MIL-S-887V  Throod 

MS-9953 

AS 

07  Doc 

70 

AS 

11 

4730 

Validaled  Apr.84  USER-MC  CG  REV-99  CS 

Plug,  Mochint  ThTfid-drilltd,  Ams  4121,  Prtformtd  Pocking,  Mll-S'8879  Thrtod 

MS-9954 

AS 

07  Doc 

70 

AS 

11 

4730 

Validoted  Apr  84  USER-MC  CG  REV-CS 

Mug,  Mocnint  Thrtod,  37  Dtg.  Flortd  VNideted  Mor  83  USER-AT  MC  YD 

MS-51518A 

AR 

17  Jon 

79 

AR  OS 

4730 

REV-ME  CS 

Hug,  Hp*  USER-GL  AV  REV-ME  M!  CS . 

MS-30913G 

82 

19  Jul 

84 

AR  AS 

99 
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4730 

nug,  Pi'pt,  Countersink  Hex  Heod  REV>AV  ME  CS . . . 

MS-27769A 

82 

22  Mar 

79 

AS 

99 

4730 

Plug,  Pipe,  Hex  Heod...... . . . . . . 

AN933 

REV  6 

82 

2rMor 

79 

99 

4730 

Plug,  Pipe,  Mognetie,  Heodless,  Iron,  Steel  Or  Aluminum  Alloy  Validattd  Mor 

MII-P-54001A 

AR 

09  Mor 

73 

AR  YD 

99 

S3  USER.AT  Gl  AV  MC  REV-ME  CS 

4730 

Plug.  Pipe,  Mognetic^keodless,  Aluminum,  Iron  Or  Steel  Voltdaftd  Apr  6S 

MS-49006C 

AR 

z 

e 

< 

72 

AR  YD 

99 

USER-MI  MC  REV.ME  AT  AV  CS 

L 

4730 

Plug,  iHostic  (Heat  Exchonger  Tube)  USER'MCREV*AR  SH  CS . . . . . 

MII-P-15742C 

£H 

02  S.p 

88 

ME  SH 

L 

4730 

Plug,  Protective  And  Preservative,  PlotHc  (ror  Interrsol  Threods)  Validottd  Jut  81 

Mll-P-18901 

OS 

30  Jun 

55 

OS 

4730 

Plug,  Tube  Fitting,  Threoded,  Florelest  Type,  Kydroulic  Vatidat^d  feb  87 

MS-51891 

AR 

12  Feb 

87 

AR  SH 

99 

USER-OS  MC  REV-AT  ME  CS 

NOTICE  1 

1 

4730 

Plus,  Tub,,  Pr«ii!on  Type  REV-AV  ME  AS  CS . . . 

MS-24404E 

82 

22  Jun 

83 

99 

4730 

Plugs,  Pipe,  Bross  Or  Bronte,  Threoded,  Squore  Heod  &  Square  Socket,  750 

MS-143148 

YD 

08  Apr 

88 

ME  YD 

99 

lbs  &  125  lbs  USER-CE  MC  REV-AR  CS 

NOTICE  1 

4730 

Rotchet,  Clomp,  Three  Piece  -  31  Oct  1956  Vah'datHi  D»c  85  USER*99..» . . 

NAS  398-58 

CS 

11  S.p 

79 

AS 

4730 

Reducer  Coupling,  Tube,  Female  To  Female  Solder^joint,  RefrigeroHon  V<didot0d 

MS-35933C 

Gl 

18  Dk 

75 

Gl 

99 

Jon  $2  USER-MC  REV-ME  SH  GS  CS 

4730 

Reducer  Coupling,  Tube,  Mole  To  Femole  Solder^joint,  Relrigerotlon  Votidottd 

MS-35920C 

Gl 

31  Oct 

88 

Gl 

99 

Oct  86  USER-MC  REV-MS  SH  GS  CS 

NOTICE  1 

4730 

AN919 

82 

04  Aug 

83 

AV  AS 

99 

REV  9 

4730 

Reducer,  Boss,  Precision  Type  REV<ME  AV  AS  11 . 

MS-24397F 

82 

16  Apr 

82 

99 

E 

4730 

RMluctr,  Cross,  Tlorni  Tub,  •  4  Apr  83  USER-1 1  REV-ME  82  99  CS . 

AS  10388-83 

AS 

20  Jul 

84 

AV  AS 

99  IS 

E 

4730 

Reducer,  Elbow,  9C  Deg.,  ^uHcheod,  Flored  Tube  -  4  Apr  83  W/dOD  Exceptions 

AS  1038883 

AS 

20  Jd 

84 

AV  AS 

99 

USER-11  REV-ME  82  99  CS 

4730 

Reducer,  Exu'rncH  Thread,  Flareless  Tube  USER'ME  GL  OS  REV>MI  AR  11  CS.... 

MS-21918G 

AS 

08  Jun 

88 

AV  AS 

99 

4730 

Reducer,  Externol  Pipe  Threod  By  Quick  Disconnect,  ComAlocking  Type,  Femole 

MS-49002D 

ME 

18  Jul 

80 

ME  YD 

99 

Typo  Xiii  USER-AT  SH  REV-Gl  AV  CS 

4730 

Reducer,  Externol  Pipe  Threod  By  Quick  Disconnect,  ComAlocking  Type,  Mole 

MS-49001C 

ME 

18  Jul 

80 

>4E  SH 

99 

Typo  Xii  USER-AV  AR  YD  MC  SH  REV-Gl  CS 

4730 

Reducer,  Flored  Tube  «  6  Aug  79  Vatidottd  Dec  85  . . . . . . . 

NAS  1564-79 

REV  1 

CS 

15;S*p 

80 

4730 

Reducer  Mole  By  Femole  And  Femcde  By  Mole,  Quick  Disconnect,  Com&lo'xing, 

MS-49000D 

ME 

18  Jul 

80 

ME  YD 

99 

Typo  Xi  USER-AT  SH  MC  REV-Gl  AV  CS 

4730 

Reducer,  Pipe  Right  Hand  Thread  (150  &  300  Pounds)  Validol^  Aug  87 

ms-392328 

YD 

20- Aug 

87 

AR  YD 

99 

USER-AT  Gl  AV  MC  REV-ME  82  CS 

NOTICE  1 

E 

4730 

Reducer,  Tee,  BuKheod  On  Side,  Flored  Tube  -  4  Apr  83  W/dOD  Exceptions 

AS  10398-83 

AS 

20  Jul 

84 

AV  AS 

99 

USER-n  REV-ME  82  99  CS 

1 

4730 

Reducer,  Tube  -  Strbight,  Tube  To  Boss,  Ams  5646  vMaHid  Apr  84  USER'MC 

MS-9789 

AS 

22  Dm 

71 

AS 

CG  REV-99  IS 

4730 

Reducer,  Tube,  Lorge  Hex,  O'Hng,  Floreless  Type,  Hydraulic  USER*MC  OS 

MS-51895A 

AR 

30  Jul 

87 

AR  SH 

99 

REV-AT  ME  82  CS 

4730 

Reducer,  Tube,  Precision  Type  REV'AV  ME  AS  CS  . . . . 

MS-24399F 

82 

70  Jul 

84 

99 

4730 

Reducer,  Tube,  37  Degrees  Flored  Validated  Mor  85  USER-AT  YD  MC  REV-ME 

CS 

Reducer,  Union,  Bulkheod,  Flored  Tube  -  4  Apr  83  W/dOD  Exceptions  USER-11 

MS-51534A 

AR 

17  Jon 

79 

AR  OS 

E 

4730 

AS  10378-83 

AS 

20  Jul 

84 

AV  AS 

99 

REV-ME  82  99  CS 

4730 

Refrigerotion  Tube  Fittings  -  1976  Vatfdofud  Jen  85....... . . . . . 

S4E  J513F.78 

CS 

12=  Mor 

79 

99 

Q 

4730 

R^oir  Kit,  Metollic  Pipe  And  Generol  Purpose,  Domoge  Control  Voifdottd  Jvn 

MII-R-17882D 

SH 

30  Jun 

78 

ME  SH 

S3  REV-MD  CS 

4730 

Ring  Rigid  Tube-Connector,  Corrosion  Resistont  Steel  •  5  Jun  78  Votidofud  Dec 

NAS  595-78 

CS 

21  No. 

79 

AS 

S3 

REV  4 

4730 

Ring-rigid  Tube  Connector,  Aluminum  >  5  Jun  78  REV-CS . . . . . . 

NAS  592-78 

REV  4 

AS 

03  Apr 

81 

AV  AS 

11 

4730 

Ring,  Exponsion,  Hose,  Bross  Volidotud  Oct  84  REV-CS . . . . . 

MII-R-11521F 

ME 

08  Ocl 

BO 

ME  SH 

99 

4730 

Sondtrop  Assembly  (For  Portable  6-lNCH  Petroleum  Pipeline).  Votldatud  Jan  85 

MII-S-10385F 

ME 

28  Jun 

79 

ME 

99 

REV-CS 

L 

•4730 

Schedule  Of  Piping,  Vofvts,  Fittings,  &  Associoted  Piping  Components  For 

MII-STD-438E 

SH 

15  Moy  73 

SH 

Submorines  Service -Voffdotad  Apr  82 

NOTICE  1 

L 

•4730 

Schedule  Of  Piping.  Volves,  Fittings,  And  Associoted  Piping  Components  For 

MII-STD-777E 

SH 

07-f.b 

88 

SH 

Novol  Surfoce  Ships 

L 

4730 

Seol,  Aluminum,  Fluid  Connection  Fitting,  Low  Pressure  Vatidetad  Apr  82 

MS  27880 

12 

14  Jul 

87 

12 

REV-t9  14  11 

L 

4730 

Seol,  Cres,  Nickel  Ploted,  Fluid  Connection  Fitting,  High  Pressure  Validotva  Apr 

MS-37B55 

12 

14  Jul 

87 

12 

82  REV-19  11  14 

4730 

Seomless  &  Welded  Um^oye '  Titanium  &  Titanium  Alloy  Welding  Fittings  -  5 

ASTM  B383-83R87 

MR 

05  Ocl 

84 

MR  SH 

Ocl  84  Volidaltd  Apr  S8  USER-AS  REV-ME  SH 

4730 

Shoulder-desioned-Fori^dSlDeo  And  90  Deg  Swivel  Nut  Has* -To=Tub*-Adant*fS, 

MS-27238 

02 

08A'.'s 

64 

AS 

99 

Reusoble,  Hy^oi^ic,  Fuel  And  Oil  Lines  Velidetad  Apr  83 

4730 

Sleeve,  Otneh,  Tt^  Fitting,  Floreless  Type,  Hydroulic  USER-AV  OS  MC 

MS-5182SG 

AR 

30  Jul 

87 

AR 

99 

REV-ME  AT  Gl  CS 

4730 

Sleeve,  Compression,  Tube  Fitting,  37  Degrees  Flored  Volfdotad  Mar  85 

MS-51S33A 

AR 

17  Jon 

79 

AR  OS 

USER-AT  MC  YD  REV-ME  CS 

4730 

Sleeve,  Compression,  Tubelhose  FittingBioutomotive  Air  Broke  Hose  Adopter 

MS-39I38D 

ME 

15  Aug 

80 

ME 

99 

REV-EA  AR  CS 

4730 

SlMvt,  Coupirng,  FlordM.  USER-AT  ME  OS  REV-El  Gl  Ml  MC  CS  - 

MS-21922F 

AS 

04  Apr 

88 

AV  AS 

99 

4730 

SiMv.,  flond  Tub.  Fillmg  USER-AV  Ml  Gl  REV-ME  CS . 

MS-2C8I9G 

82 

21  Mor 

79 

AS 

99 

4730 

4730 

MS-27623A 

82 

30  Apr 

82 

11 

1 

MS-27070C 

82 

89 

99 

NOTICE  1 

4730 

Sleeve,  Swivel-piloted  0*ring,  Tube  Cormection,  Broxing,  Ams  5645  (Asg) 

M$-90e2B 

AS 

06  Mor 

83 

AS 

11 

VoKdottd  Apr  U  REV-CS 


278 


FSC  LISTING 


DOCUMENT 

FSC  TITLE  NUMBER  ’’"EP  DATE  CUSTODIAN 

4730  SiMve,  Swivel-piloltd  0*rinQ  Tube  Connection^  Brazing,  Ams  S646  Validattd  MS‘9679A  AS  06  Apr  83  AS  1 1 

Apr  84  REV-CS 

L  4730  Sleevei,  Compression,  Tube  Hose  Fitting  Safety  Sleeve  Type  (Inoctive  Use  MS  M5*39212E  AT  18  Sep  87 

51825)  Validated  Sep  87  NOTICE  1 

4730  Socket,  Adopter,  Hose  To  Tube,  Reusobte,  Hydraulic,  Fuel  And  Oil  Lines.  3/16  MS.24590A  82  06  Aug  64  AR  AS  99 

Through  3/4  Inch  Tubing  Size  Validated  Apr  83  REV.CS 


4730 

Socktt,  Adopter/  Hote  To  Tub#/  Rtosoble,  Hydraulic.  Fuel  And  Oil  lines.  1 

Through  2  IrKhes  Tubing -Size  REV^CS 

MS.245918 

82 

08  Mor 

85 

AR  AS 

4730 

Socket.  Hose  Coupling  Validated  Apr  BJ  USER'MI  SH  REV*CS  . . . . 

MS.27069E 

82 

36  Mor 

69 

AV  AS 

L 

4730 

Socket.  Hose  Coupling  Validated  Mar  85  REV*82  CS . . . . 

MS-27622 

82 

17  Mor 

71 

L 

4730 

Socket.  Hose  Fitting  Ams  5639  Cres  Steel  Validated  Apr  83 . . . 

MS.180e2 

AS 

26  Apr 

65 

AS 

4730 

Spring,  Helicol.  Compression.  Mechonicol,  Automotive  Air  Rroke  Hose  Adopter 
USER-EA  REV-AR  CS 

MSG9134C 

ME 

15  Aug 

80 

ME 

4730 

S*ondord  Words  For  Test  Porogrophs  For  Tube  Fittings  &  Tube  AssemUies  •  1 

Mor  83  USER-MI  REV-AR  82  99  CS 

AIR  1378A43 

AS 

23  Jon 

84 

AV  AS 

4730 

Steel  Pipe  Flanges  For  Waterworks  Service-sizes  4  inches  Through  144  Inches. 
AWWA  Stondord  For  -  26  Jon  1986  REV-CS 

AWWA  C207« 

YD 

27  Jon 

87 

ME  YD 

4730 

Steel.  Wrought  Carbon  And  AUoy  Steel  For-Moderote  And  Ek  Bted 

Temperotures.  Pipe  Fittings  Of  •  28  Dec  1984  USER-MC  REV-SH  CS 

ASTM  A234/A234M.85 

YD 

14  Jun 

85 

MR  YD 

4730 

Stroight  Flange  Nipple  Assembly.  Adopter.  Hose  To  Tube.  ReusoWe,  Hydroulic. 

Fuel  And  Oil  lines  Validated  Apr  83 

MS-27231 

82 

06  Aug 

64 

AS 

4730 

Straight  Flange  Assembly  Adopter.  Hose  To  Tube.  Reusoble.  Hydroulic.  Fuel  And 

Oil  Lines  Validated  May  84  REV-CS 

MS.27232 

82 

06  Aug 

64 

AS 

1 

4730 

Stroiner.  Assemblies.  Moin  Sleom.  High  Pressure  (Sizes  4  Inches  Artd  Above) 
Validated  Sep  8 1 

MIL-S-21427A  (2) 

SH 

09  Aug 

66 

SH 

4730 

Stroiner.  Sediment.  Pipeline,  Basket  Type  USER-CE  CG  REV-CS............ . . 

MIL-S-13789C 

ME 

11  Ocl 

79 

ME  YD 

L 

4730 

Stroiner.  Sediment.  Pipeline.  Duplex  (With  Or  Without  Mognet) . 

MIL-S-17849D  (1) 

SH 

05  May  88 

SH 

4730 

Strainer.  Sediment.  Pipeline.  Water.  Air.  Gas.  OH.  Or  Steam  USER-CE  CO  MC 
REV-CS 

MIL.S-16293G  (1) 

YD 

27  May  83 

ME  YD 

4730 

Stroiner.  Sediment.  Jet  Fuel  Unit.  600  GPM . 

MIL-S-27661C 

82 

03  Ocl 

84 

YD 

•4730 

Stroiner.  Suction.  Fire  Hose.  And  Stroiners,  Suction.  Hose  Validated  Oct  84 

REV-EA  CS 

MIL-S-12165F 

ME 

01  Aug 

79 

ME  YD 

4730 

Stroinw,  Well,  Wol.r,  Wir.  Wound  Validated  Ott  84  REV-CE  CS . 

MIL-S.4I6D 

ME 

23  Aug 

79 

ME  YD 

L 

4730 

Stroiners.  Sediment.  Pipeline  (For  Gasoline  Service)  (Inoctive  Fomew  Design) 
Validated  Apr  82  REV-AR 

MIL.S-15S73A 

NOTICE  1 

SH 

10  Apt 

52 

SH 

4730 

Stroiners.  Sleom  (Sizes  3  inches  And. Below)  Validated  Mar  85  REV-Al  AR  CS.. 

MIL-S-2953C 

SH 

04Ftb 

80 

ME  SH 

4730 

Swoge  End  Ferrule.  Vorioble  Covity  Validated  Sep  85 . . . 

MIL.S-22263/3 

AS 

28  Jun 

72 

AV  AS 

4730 

Swivel  Nut  Assembly.  Adapter.  Hose  To  Tube.  Reusoble.  Hydroulic.  Fuel  And 

OH  Use.  90  Deg  Validated  Ape  83  REV-CS 

MS.27224 

82 

06  Aug 

64 

AS 

4730 

Swivel  Nut  Assmnbly.  Adopter.  Hose  To  Tube.  Reusoble.  Hydroulic.  Fuel  And 

Oil  Line.  45  Deg  Validated  Apr  83  REV-CS 

MS.27226 

82 

06  Aug 

64 

AS 

4730 

Tee  &  Flyer  S  Relief  Tube  Validated  Jon  89  REV-AV  CS  . 

AN8019 

REV  1 

82 

16  Jon 

89 

AV  AS 

4730 

T-  .  Flortd  Tube  USER  CS  REV-MI  . 

AN824 

REV  7 

82 

05  Ocl 

83 

AV  AS 

4730 

Tee  Universol  Florelcss  (Inoctive  For  Design  After  8/30/69)  •  30  Aug  69) 

Validated  Dec  85 

NAS  1240-69 

REV  1 

CS 

21  No. 

79 

AS 

L 

4730 

Tee,  Aluminum,  Fluid  Ccinection  Fitting,  low  Pressure  Validated  Apr  82  REV-1 1 

14  19 

MS.27863 

12 

14  Jul 

67 

4730 

Tee,  Bulkhead  &  Universal  Flared  Tube  . . . . . . . . 

AN834 

REV  9 

82 

04  Aug 

83 

AV  AS 

4730 

Tee.  Bulkheod  6  Universol.  Fioreless  Tube  Validated  Mar  87  USER-GL  AT  ME 

OS  CS  REV-AR  Ml  11  82 

MS.21939E 

NOTICE  1 

AS 

03  Mor 

87 

AV  AS 

4730 

Tee.  Bulkheod.  Fioreless  Tube.  Interna!  Threod  On  Side  Val-dated  Mor  87 

USER-GL  AT  ME  OS  REV-MI  11  CS 

MS-2lyl0f 

NOTICE  1 

AS 

03  Mor 

87 

AV  AS 

4730 

Tee.  Bulkheod.  Fioreless  Tube.  Internal -Threod  On  Run  Validated  Mar  87 

USER-AT  ME  GL  OS  REV-AR  Ml  11  CS 

MS.21911H 

NOTICE  1 

AS 

03  Mor 

87 

AV  AS 

L 

4730 

Tee,  Cres.  Fluid  Connection  Fitting,  High  Pressure  Validated  Apr  82  14 

19 

Tee.  Flored  Tube  Interhol  Threod  Oh  Side..., . . . 

MS-27867 

12 

14  Jul 

67 

4730 

AN7831 

REV  9 

82 

10  F*b 

88 

AV  AS 

1 

4730 

Tee.  Flared  Tube.  Intemol  Thread  On  Side,  Precision  Type  REV-AV  ME  AS  CS  .. 

MS.24388H 

82 

16  Apr 

82 

4730 

Tee.  Flored  Tube,  tnternol  Threod  On  Run  REV-MI  CS..... . . . - 

AN784 

REV  12 

82 

05  Ocl 

83 

AV  AS 

L 

4730 

Tee.  Flared  Tube  With  Bulkheod  Oh  Run,  Precision  Type  USER-ME  REV-AV  AS 

CS 

Tee.  Flared  Tube  With  Bulkheod  On'Run................................... . 

MS-24390f 

82 

19  Jul 

64 

4730 

AN804 

REV  6 

82 

05  Aug 

83 

AV  AS 

4730 

Tee  Ftarelcsi  Tube  With  Bulkiteod  On  Run  USER-ME  GL  CR  REV-MI  AR  83  CS 

MS-219I2G 

AS 

31  Aug 

88 

AV  AS 

4730 

T..,  Florcteis  Tub.  Validated  Jal  87  USER•,^T  ME  GL  OS  REV-MI  AR  1 1  CS  .... 

MS-21905E 

NOTICE  1 

AS 

26  Jun 

81 

AV  AS 

4730 

4730 

Tee,  Hose  (  Low  Pressure)  Validated  Apr  83  USER-AV  MC  OS  REV-AR  CS........ 

Tee.  Pipe  (Inoctive  For  Design  Except  For  Use  On  Oxygen  Systems  And  Ground 
Service  Equipment)  REV-Ml 

MS-24S218 

AN917 

REV  8 

AT 

82 

30  Dec 
21  Mor 

77 

79 

AT  AS 

4730 

Tee.  Pipe  To  Tube,  Female  Pipe  On  Sronch,  Florefe>s  Type.  Hydraulic  USER-AV 

OS  MC  REV-ME  GL  AT  82  CS 

MS-51821E 

AR 

30  Jul 

87 

AR 

4730 

Tee.  Pipe  To  Tube.  Amie  Pipe  On  Run.  37  Degrees  Flored  Validated  Mor  85 
USER-AT  MC  YD  REV-ME  CS 

MS-5151IA 

AR 

17  Jon 

79 

AR  OS 

4730 

Tee,  Pipe  To  Tube.  Mole  Pipe  On  Bronch,  37  Degrees  Flared  Validated  Mor  85 
USER-AT  MC  YO  REV-ME  CS 

MS.51512A 

AR 

17  Jon 

79 

AR  OS 

4730 

Tee.  Pipe  To  Tube.  Femole  Pipe  On  Bronch.  37  Degrees  Flared  Validated  Mar 

MS-S15I3A 

AR 

17  Jon 

79 

AR  O., 

85  USER-AT  MC  YD  REV-ME  CS 
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4730 

T«t«  Pip«  To  Tvbt,  Ftmoit  Pipt  On  Run,  37  Dog^t  Fbrtd  Mor  iU 

MS-515)4A 

AR 

17  Jon 

79 

AR  OS 

USER  AT  MC  YD  REV-ME  CS 

4730 

Too,  Pipo  To  Tub*,  Fon.oit  Pipt  On  Run,  Floroltftt  Typo,  Hydraulic  U$ER>AV  OS 

MS-51822E 

AR 

30  Jul 

87 

AR 

99 

MC  REV-ME  GL  AT  82  CS 

4730 

Too,  Pipo  To  Tubo,  Pipo  Throod  On  Sido  (Inoclivo  For  Doiign  Excopt  For  Uso 

MS-20825D 

82 

26  0cl 

83 

ME  AS 

99 

On  Oxygontyttomi  And  Ground  Sorrico  Equipmont)  REV*AV  11 

4730 

T«,  Pipe  To  Tubo,  Pipo  Thfood  On  Run  USER-ME  MC  REV-AV  )1  CS  . . 

MS-20826D 

82 

26  Oct 

83 

ME  AS 

99 

4730 

Too,  Pipo  To  Tube,  Molo  Pipo  On  Run,  Florolosi  Typo,  Hydraulic  USER*AV  MC 

MS-51824E 

AR 

30  Jul 

87 

AR 

99 

os  REV-ME  GL  AT  82  CS 

4730 

Too,  Pipo  To  Tubo,  RofrigoroHon  Vatidohd  Ftb  84  USER<MC  REV*ME  CS . 

MS-35871C 

GL 

24  Fob 

78 

GL  YD 

99 

4730 

Too,  Pipo  To  Tubo,  Molo  Pipo  On  Ironch,  Flaroloii  Typo,  Hydraulic  USER<AV 

MS-51818E 

AR 

30  Jul 

87 

AR 

99 

os  MC  REV-ME  GL  AT  82  CS 

4730 

Too,  Pipo  To  Tubo,  Fomolo  Pipo  End  On  Run,  Molo  Pipo  End  On  Brench,  For 

MS-39189E 

AR 

10  Doc 

76 

AR 

Air  Linos,  Sphoricol  Sloovo  ValUhlt^  Jon  83  USER*AT  MC  REV^MI  ME  CS 

4730 

Too,  Pipo  To  Tubo,  Fomolo  Pipo  End  On  Rwn,  For  Airlinos,  Sphoricol  Sloovo 

MS-39193D 

AR 

10  Doc 

76 

AR 

Valldottd  Apr  Si  USER-AT  MC  REV-ME  Ml  CS 

4730 

Too,  Pipo*roducing  (150  Pounds)  USER*AT  AV-MC  REV*ME  Ml  CS  . . . 

MS-S1954C 

NOTICE  I 

YD 

25  Aug 

87 

AR  YD 

W 

4730 

Too,  Roducor>bulkhoad  &  Intornolly  Throodod  Pori  On  Run,  Fbrod  Tt^  •  4  Apr 

AS  10321  -83 

AS 

20  Jul 

84 

AV  AS 

99 

1983  USER-1 1  REV-ME  82  99  CS 

4730 

Tot,  Roducor,  Buibhood  On  Run,  Inlornolly  Throodod  Sido  Port,  Florod  Tubo  *  4 

AS  103  8-83 

AS 

03  Fob 

34 

AV  AS 

99 

Apr83REV-AR  11  82  IS 

4730 

Too,  Roducor,  Bulkhoodon  Run,  Florotoss  TUBE2  Fob  87  REVo62  CS  . . . 

AS  1003C-87 

AS 

16  Aug 

87 

AV  AS 

99 

4730 

Too,  Roducor,  Bulkhood  On  Run,  Florod  Tubo  •  4  Apr  83  USER-11  REV-ME  82 

AS  10338-83 

AS 

20  Jul 

84 

AV  AS 

99 

99  CS 

4730 

Too,  Roducor,  Bulkhood  On  Sido,  Floroloss  Tubo  •  2  Fob  1987  REV-82  CS . 

AS  1009D-87 

AS 

16  Aug 

87 

AV  AS 

99 

4730 

Too,  Roducor,  Bulkhoodon  Run,  Intornol  Pori  On  Sido,  Floroloss  tubo  2  Fob 

AS  1001C-87 

AS 

16  Aug 

87 

AV  AS 

99 

1987 

4730 

Too,  Roducor,  Florod  Tubo  -  4  Apr  83  USER-11  REV-ME  82  99  CS  . 

AS  1035843 

AS 

20  Jul 

84 

AV  AS 

99  IS 

4730 

Too,  Roducor,  Floroloti  Tubo  •  1  Mor  19SS  USER-11  REV-ME  Ml  AV  82  99  CS.. 

AS  100SC45 

AS 

21  Oct 

87 

AV  AS 

99 

4730 

Too,  Roducor,  Floroloss  Tubo  To  Swivol,  Swivol  On  Run  •  8  Jun  81  Vt^idotod 

NAS  176341 

AS 

25  May 

84 

AV  AS 

Doc  as  REV-ME  IS  CS 

REV  1 

4730 

Too,  Roducor,bulkhood  And  Intornol  Port  On  Run,  Floroloss  Tubo  2  Fob  87 

AS  1002C47 

AS 

16  Aug 

87 

AV  AS 

99 

REV-82  CS 

4730 

Too,  Roducing,  Floroloss  Tubo  To  Swivol,  Swivol  On  Run  -  6  Jun  81 . . . 

NAS  176441 

REV  1 

AS 

25  Moy 

84 

AV  AS 

4730 

Too,  Tubo  8  Ami  56Ai,  Soil  Validottd  Apr  84  REV-CS . 

MS-9196A 

AS 

11  May 

62 

AS 

11 

4730 

Too,  Tubo  To  Boss,  Boss  On  Run,  0-ring,  Floroloss  Typo,  Hydraulic  USER-OS 

M$-51892A 

AR 

30  Jul 

87 

AR  SH 

99 

MS  REV-ME  AT  CS 

4730 

Too,  Tubo  To  Soil,  Beil  On  Run,  O  Ring,  37  Dogroos,  Florod  USER-AT  MC  \D 

MS-51530e 

AR 

16  Fob 

88 

AR  0$ 

99 

REV-ME  ER  82  CS 

4730 

Too,  Tubo  To  Boss,  Boss  On  Bonch,  O-rtng,  Floroloss  Typo,  Hydraulic  USER-AT 

MS-51S41D 

AR 

30  Jul 

87 

AR 

99 

AV  MC  OS  REV-Gl  ME  CS 

4730 

Too,  Tubo  To  Swivol,  Swivol  On  Branch,  Floroloss  Ty^,  Hydraulic  USER-AT  AV 

MS-S1853C 

AR 

30  Jul 

87 

AR 

99 

os  MC  REV-ME  GL  82  CS 

4730 

Too,  Tubo  To  Swivol,  Swivol  On  Run,  37  Oogroos  Florod  YoZ/doM^  44^  85 

MS-51523A 

AR 

17  Jen 

79 

AR  OS 

USER-AT  YD  MC  REV-ME  Ml  CS 

4730 

Too,  Tubo  To  Swivol,  Swivol  On  Bronch,  37  Oogroos,  Florod Mor  85 

MS-51524A 

AR 

17  Jon 

79 

AR  OS 

USER-AT  MC  YD  REV-ME  CS 

4730 

Too,  Tubo  To  Swivol,  Swivol  On  Run,  Floroloss  Typo,  Hydroulic  USER-AT  MC 

MS-S1854C 

AR 

30  Jul 

87 

AR 

99 

os  REV-ME  GL  Ml  82  CS 

4730 

Too,  Tubo-omi  4135,  Boss  (Inoctivo  For  Dosign  26  Oct  1972)  Vo/idbMc^  Oct  83 

MS-90988 

AS 

26  0cl 

72 

AS 

4730 

Too,  Tubo-braxing,  Ams  5648  Volidafod  Apr  84  REV-CS . . . 

MS-9382 

AS 

03Ocl 

66 

AS 

11 

4730 

Too,  Tubo,  Bulkh^  On  Branch,  37  Oogroos  Florod  Volidatod  Mar  85  USER-AT 

MS-51515A 

AR 

17  Jon 

79 

AR  OS 

YD  MC  REV-ME  CS 

4730 

Too,  Tubo,  Bulkhood,  Procision  Typo  REV-ME  AV  AS  CS  . . . . 

MS-24395G 

82 

16  Apr 

82 

99 

4730 

Too,  Tube,  Bulkhood  On  Run,  37  Dogroos  Florod  Validatod  Mar  85  USER-AT  YD 

MS-51516A 

AR 

17  'on 

79 

AR  OS 

MC  REV-ME  CS 

4730 

Too,  Tubo,  Florolou  Typo,  Hydroulic  USER-Gl  AV  REV-AT  ME  OS  MC  82  CS.... 

MS-5181  IE 

AR 

30  Jul 

87 

AR 

99 

4730 

Too,  Tubo,  Flora  Connection,  Rofrigoration  USER-CE  AR  SH  MC  REV-ME  MD 

MS-49008B 

GL 

31  Oct 

86 

GL  YD 

99 

CS 

NOTICE  1 

4730 

Too,  Tubo,  Intornol  Throod  Validatod  Sop  88 . . 

AN93B 

REV  6 

82 

01  Sap 

86 

99 

4730 

Too,  Tubo,  Intornol  Throod  On  Run,  Procision  Typo  REV-AV  ME  AS  CS  .............. 

MS-24389F 

82 

16  Apr 

82 

99 

4730 

Too,  Tubo,  Procilion  Typo  REV-ME  AV  AS  CS  . 

MS-24402D 

82 

16  Apr 

82 

99 

4730 

Too,  Tubo,  Stroight,  Solder  Jolr.t,  Rofrlgorotion  USER-AR  MC  REV-ME  SH  CS 

MS-35929C 

Gl 

12  Fob 

88 

Gl 

99 

CS 

NOTICE  1 

4730 

Too,  Tubo,  37  Dogrooi  Florod  Vjiioattd  Mar  Si  USER-AT  MC  YD  REV-ME  CS .. 

MS-51510A 

AR 

17  Jon 

79 

AR  OS 

.4730 

Tn*,  Union  Vollfh*od  J»l  01  USER-CS  REV-AV 

AN795 

REV  4 

82 

20  Ayg 

56 

AV 

99 

4730 

Toes,  Pipe  To  Tubo  Sofoty  Sloovo  Compression  Typo,  Fomolo  Pipo  Sido, 

M5-39208E 

AT 

17  Sop 

87 

(Inoctivo  Use  MS  51821}  Volidotod  Sop  87 

NOTICE  1 

4730 

Tots,  Pipe  To  Tubo  Sofoty  Sloovo-Comprossion  Typo  Fomolo  Pipo  End  (Inoctivo 

MS-39209E 

AT 

18  Sop 

87 

Uto  MS  51822)  VaMotad  Sap  87 

NOTICE  1 

4730 

Tots,  Pipo  To  Tubo  Sofoty  Sloovo  Compression  Typo,  AAolo  Pipe  End  (Inoctivo 

MS-3921  IE 

AT 

26  Fob 

82 

Um  ms  51824)  VoUdalad  Sap  87 

NOTICE  1 

4730 

Toes,  Pipo,  Bros.  Or  Brcnxo,  Throodod,  Roducing,  250  Lb  VaUdafod  Aog  87 

MS-14313A 

YD 

20  Aug 

87 

ME  YD 

99 

USER-CE  MC  REV-AR  CS 

NOTICE  1 

4730 

Toes,  Pipo,  Bross  Or  Bronxo,  Throodod,  Roducing,  125  Lb.  USER-MC  REV-CE 

MS-14309B 

YD 

24  Fob 

86 

ME  YD 

99 

AR  82  CS 

4730 

Tots,  Tubo  Sofoty  Sloovo  Comprossion  Typo,  Inoctivo.Uso  MS  51811..-  ............ 

MS,39198E 

AT 

14  Sop 

87 

NOTICE  1 
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4730 

Ttti,  Y*branchts,  Crouti,  Cost  Iron  ThrtoM  OromoQt  Validatni  Avg  87 

MS-90523A 

YD 

2S  Aufl 

87 

ME  YD 

USER-CE  MC  EC  99  REV-CS 

NOTICE  1 

4730 

Tomptrt,  Aluminum  Alio/,  Through  Eltctricol  Conductivily  Mooturtmtnt  (Eddy 

ARP  891A.76 

AS 

< 

o 

81 

AV  AS 

99 

Currtnt)  Dotorminotlon  Of  •  il5\lui  76 

1 

4730 

Trop,  Air  And  Wotor,  Boll  Float  (150  PS1). . . . . . 

MII-T-21092C 

YD 

13  Apt 

Y1 

YD 

4730 

Trop,  P*both  And  Running,  Cost  Iron  Thrtodod  L  irogo  Validated  Jm  87 

MS-90S28A 

YD 

26  Jun 

t7 

ME  YD 

USER-CE  lAC  99  REV-CS 

NOTICE  1 

QL 

4730 

Trop,  Sttom,  Intormittont  Ditchorgo  And  Continuous  Flow,  Novol  Shipboord 

MIL-T.9iOE  (2) 

SH 

14  Sep 

81 

SH 

REV-CS 

L 

4730 

Trop,  Stoom,  Thtrmostatic,  Novol  Shipboord  Ust  V-jUdattd  Mor  85  ...... 

MII-T.2I18B 

SH 

04  Feb 

72 

SH 

4730 

Tropi,  Sttom  USER-CE  MC  REV-CS  . 

WW.T-696E 

/YD 

21  Moy 

84 

ME  YD 

99 

1 

4730 

Tubt  -  Rwluetr,  37-DEGREe  flor»  REV-CS . 

MS.39323A 

AT 

09  Moy 

80 

AT 

4730 

Tubt  End,  Coupling  Body,  Floxible,  Vorioblo  Covity,  Threod«d  Fom^  Typo  • 

AS  1718-82 

82 

19  Jul 

83 

AV 

99 

May  1982  REV-CS 

4730 

Tubo  Fitting,  Conptr  And  Copper  Alloy,  Wrought  Or  Cost,  Solder  Ends 

WW.T-725A 

*82 

27  Apr 

73 

ME 

99 

Valldattd  Jun  B3  USER-Gl  CE  AR  CG  MC  REV-MI  CS 

4730 

Tube  Fittings,  Automotive  ■  Oct  80  Validated  Dee  85  USER*SH  YD  REV>AT  62 .. 

SAE  JS12-80 

CS 

22  Jul 

85 

ME 

4730 

Tube  Fittings,  Sphericol  &  Flonged  Sleeve  (Compression)  *  Mar  81  USER*£R  AS 

SAE  J246.SI 

AR 

21  Jon 

86 

AR 

82  REV-ME  AT  GL  MC  CS 

4730 

Tube,  Fitting,  Hydroulk  -  April  1930  VoUdof^J  Dec  85  REV*MC.... . . 

SAE  JS14.80 

CS 

28  Jun 

85 

99  CS 

4730 

Tube,  Piloted  Ring-Seol,  Swivel  Connection  Assembly  •  1  Apr  80  REV-CS  . . 

AS  686A-80 

11 

01  Mar 

82 

AS 

11 

1 

4730 

Tube,  Reducer  Floreless,  Union . . . . . 

MA  2038-86 

AV 

15  Jun 

87 

AV 

1 

4730 

Tube,  Union,- Florelessbi^kheod  A^id  Universol . . . . . 

MA  2043-86 

AV 

15  Jun 

87 

AV 

4730 

Tubing  And  Fittings,  Corrugoted  Polyethylene  (PE)  •  22  Feb  1985  REV-CS . 

ASTM  F405-85 

/YD 

29  Aug 

86 

CE  YD 

99 

4730 

Tuning  End,  Double  Flore,  Stondord  Dimensions  For  Validattd  Oct  84  REV*MI 

MS.33S838 

AS 

25  Aug 

69 

AT  AS 

99 

AV  ME  11 

4730 

Tubing  End,  Hose  Connection,  Standard  Dimensions  For  (Asg)  Vai^t^d  Apr  83 

MS-33660B 

AS 

15  Dec 

82 

AS 

99 

USER-ME  REV-MI 

4730 

Tubing  End,  Stondord  Dimensions  For  Flored  Volidottd  Apr  83  USER*ME 

MS-33S848 

AS 

9  Dec 

60 

AR  AS 

99 

REV^Ml 

4730 

Union  •  Flored  Tube. . . . . . . . . . . . 

AN815 

REV  9 

82 

04  Aug 

83 

AV  AS 

99 

4730 

Union,  flored  Tube,  3/8  Bulidieod  &  Untversol  . . . . . . 

AN832 

REVS 

82 

02  Aug 

83 

AV  AS 

99 

4730 

Union,  Flot.leii  Tubt  USER-Gl  AT  OS  REV-MI  AR  11  CS . 

MS-2I902E 

AS 

07  May 

82 

AV  AS 

99 

4730 

Union,  Floreless  Tube,  3/8  Bultibeod  And  Universol  (Inoctive  Use  Ms  21924) 

MS.31903C 

AS 

27  Jun 

69 

AV  AS 

99 

ValldaKxl  May  34  USER-MtOS  REV-MI  AR  1 1  CS 

4730 

Union,  Flartleii  Tubt,  Bullhtod  &  Univtr$al  USER-Gl  ME  CR  OS  71  REV-AR 

MS.21924B 

AS 

26  Jun 

81 

AV  AS 

99 

82  CS 

1 

4730 

Union,  Nipple  Vafidat0d  Apr  81  USER'MI  SH  REV<99 . . . 

MS.27071B 

82 

02  Moy 

66 

99 

1 

4730 

Union,  Nipple  Validated  Mar  $5  REV*82<.. . . . . . . 

MS.27624 

82 

17  Mor 

71 

99 

4730 

Union,  Pipe,  Forged  Steel,  Threoded,  Water  OtI  Cos  (2,0(X),  3,(XX)  And  6,000 

MII-U-18182D 

YD 

20  Apr 

84 

ME  YD 

99 

ie/IN2)  USER-CE  AR  OS  REV^CS 

4730 

Union,  Pipe,  Steel  Or  Motieoble  Iron,  Threoded  Connection,  150  lb,  250  lb  & 

W\,’.U-531F 

/YD 

16  Apr 

84 

ME  YD 

82 

300  lb  WSP  USER-CE  AR  MC  CG  REV-CS 

4730 

Union,  Reducer,  Sulkhtrod,  floreless  Tube  <  3  Feb  1987  REV>82  CS . . 

AS  1007C-87 

AS 

16  Aug 

87 

AV  AS 

99 

4730 

Union,  Reducer,  BuHheod  Floreless  Tube  •  Mar  1986  . . . . 

MA  20S8-86 

AV 

15  Jun 

87 

AV 

4730 

Union,  Tube  •  Aluminum  Ams  4121,  Conical  End,  Connector  Validated  Apr  84 

M5.9383 

AS 

04  Moy 

70 

AV  AS 

11 

USER-AR  REV-CS 

4730 

Unions,  Brass  Or  Bronze,  Threoded  Pipe  Connections  And  Solder  Joint  Tubt 

WW.0-516B 

/99 

29  Aug 

74 

ME  YD 

82 

Cana*if.aa\  Vatidattd  Nav  35  USER-CE  CG  MC  REV-Gl  YO  82  CS 

1 

4730 

Volve  Manifolds,  High  Pressure  Air  Reducing  Voliated  Sep  81 . . . 

AMl.V.23219 

SH 

26  Mor 

62 

SH 

4730 

Vulve,  Soleir  Rtllef  VaUdaled  Jan  83  USER-AT  Gl  Ml  AV  REV-ME  11  CS ........ 

MS.35670C 

AR 

01  Mor 

77 

AR 

99 

4730 

Wosher,  Bocicup,  37  Deg.  Flored  And  Flore'ess  Type,  H/droulic  Validated  Feb 

MS.51889 

AR 

12  Feb 

87 

AR 

99 

37 

NOTICE  1 

4730 

Wosher,  Coupling,  Flexible,  Vorldble  Cavity,  Threoded,  Ferrule  Type  Tube  Ertdi  • 

AS  1715A-84 

82 

28  Oct 

88 

AV  AS 

99 

1  Jon  1984  USER-AR  AT  REV-ME  Ml  CS 

4730 

Welding  Fittings,  Seamless  & -Welded  Unolloyed  Titoniem  8i  Titonium  Alloy  «  30 

ASTM  8363-83 

MR 

05  Ocl 

84 

MR  SH 

Dec  83  USER-AS  REV-ME  AR 

4730 

Wire,  Nut  Retoining,  Designed  For  Adopter,  Hose  To  Tube,  ReusoHe,  Hydroulic, 

MS.2723e 

82 

06  Aug 

64 

AS 

99 

Fuel  And  Oil  lines  Validated  Apr  83 

1 

4730 

Wire,  Retainer  Validated  Mar  85  REV>82 . . . . . . . . . 

MS.27625 

82 

17  Mor 

71 

99 

4730 

Wire,  Reloiner  Validaltd  Apr  SI  USER-MI  ME  REV.99 . 

MS.27072C 

82 

30  Jun 

72 

AV  AS 

99 

t 

4730 

Wi'e,  Reloiner  Validated  Apr  SI  USER-MI  SH  REV.99 . 

MS.27074B 

82 

02  May 

66 

99 

4730 

Wire,  Retoiner  Tube  Coupling  Nut  -  Mar  83  USER'MI  REV*82  CS  . . 

AS  1791-83 

AS 

25  Oct 

84 

AV  AS 

99 

L 

4730 

Wire,  Retoining,  Swivel  Nut  Ams  5637  Validated  Apr  83 . . . . 

MS.18083 

AS 

26  Apr 

65 

AS 

4730 

Wreneb  Pods,  Fluid  Fitting,  Alternote  Mochined  Sltopes  Cf,  Design  Std  For 

AS  13768-85 

82 

17  Jon 

86 

ME  AS 

99 

(This  Is  A  Design  Std,  Not  To  Be  Usrei  As  A  Port  No.-dec  85  USER-OS 

RtV-AS 

4/ JO 

Y  Brooches,  45  Oeg.,  Stroigni  &  Reducing,  Cost  Iron  Threoded  Oromoge 

MS.?0525A 

V) 

2C  Aug 

87 

.ME  YD 

Validated  Aug  37  USER-CE  MC  99  REV-CS 

NOTICE  1 

4730 

Y-bronch,  Tucker  And  Roof-  Connections,  Cosl-iron  Threoded  Droinoge  Validated 

MS.90527A 

YD 

26  Jun 

87 

ME  YO 

Jun  37  USER-CtMC  99  REV-CS 

NOTICE  1 

4730 

Y-bronches,  90  Deg.  Reducing,-Cast  Iron  Threoded  Droinoge  USER-CE  MC  99 

MS.90S24A 

YO 

20  Aug 

87 

ME  YO 

kEv-cs 

NO-ICE  1 

4730 

Y-connectlon,  Quick  Disconnect,  Corn-locking  Typo,  Flange,  Type  Xx  USER-AT 

MS.39336C 

ME 

21  Feb 

84 

ME  YD 

99 

MC  REV-Gl  AV  82  CS 

48GP 

Volve,  Fittings,  flanges  &  Unions,  Stondord  Morking  System  For  •  178 

MSS  SP25-78 

YD 

25  Mor 

83 

ME  YD 

99 

(Reopproyed  1983)  Validated  Aug  35  REV-70  CS 

1 

4810 

Connector  Tubes  Hyd^Mlic  Component,  Generol  Specification  for . . . . 

Mll-C-24714 

SH 

27  Jon 

89 

SH 

1 

4810 

Connector  Tubes,  Prefened  Sizes,VQlves  And  Subplolts. .  . . . 

Mll.C.24714/1 

SH 

26  Jon 

89 

SH 

1 

4810 

Flonge,  Four  Bolt,  Insert  Rings  For  Hydroulic  Systems . 

Mll.F.24704/5 

SH 

30  Nov 

88 

SH 

4810 

Flonge,  Four  Bolt  Squore,  Hydroulic  Generol  Specification  For . . 

Mll-F-24704 

SH 

30  Nov 

88 

SH 

281 
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L 

4810 

Flon9ti«  Four  Bolt  Squoro,  Socket  WJd  For  H)rdrautie  Syttf>i«  s  . . . . 

MIL-F-24704/1 

SH 

30  Nov 

88 

SH 

L 

4810 

Flonatt,  Four  Bolt  Square.  Butt  Weld  For  Hydraulic  Syttami  l(FV*SH . 

MIL-F-24704/2 

SH 

30  Oct 

88 

SH 

1 

4810 

Fk)r>Qet.  Four  Bolt  Squore.  Broxed  End  For  Hydroulte  Syitemi  REV.SH . 

MIL-F-24704/3 

SH 

30  Nov 

88 

SH 

L 

4810 

Flor>qcs.  Four  Bolt  Squore.  Blind  for  Hydroulic  Syitemi  REV.SH . . 

MIL-F.24704/4 

SH 

30  Nov 

88 

SH 

4810 

Preiiure  Drop  Test  For  Fuel  System  Component  S  •  25  Jun  SS  REV.AV  CS  . 

ARP  848-46 

82 

14  Jul 

83 

AS 

99 

L 

4810 

Valve  Actuator,  Direct  Coupled,-  Geor  Driven  Electrically  Powered  For  Novo) 

DOD-V-24657 

SH 

22  Jul 

85 

SH 

Shipboard  Propulsion  &  Auxiliory  Systems  (Metric) 

1 

4810 

Volve>control,  Aircraft  Pneumatic  28  Volt  D*c  Solenoid  Operated  Voliriotoii  Sep 

M1L.V09593 

AS 

31  Jul 

56 

AS 

1 

4810 

Volve.  B>  Hose  Assembly.  Vent  &  Test  Hydroulic  Service  (Metric) . 

MIL.V.2469S 

SH 

28  Oct 

87 

SH 

4810 

Volvt,  Angit,  Shul-oH,  Pocktd,  Rtceivtr,  REFRIGERANT-12  USER-CG  MC 

MIL-V-228S4B 

GL 

31  Oct 

86 

GL  YD 

99 

REV-GS 

4810 

Valve.  Fluid  Injection.  Solenoid  Operoted  REV.CS . 

MIL-V-47320 

Ml 

30  Oct 

87 

Ml 

4810 

Volve.  Fuel  Shutoff  Solenoid  Operated.  28  Volt,  DC  (ASG)  lISFR.SH . 

MIL-V-86108 

82 

25  Jun 

84 

AS 

99 

4810 

Volvt,  FutI  Shulolf  Soltnoid  Operated;  28-VOLT  Dc  60-PSI  Op«raling  Pm>ur« 

MS.29527B 

82 

02  Mor 

84 

AS 

99 

Q  L 

4810 

Valve,  Globe,  Hydraulically  Operated,  Piston  And  Oiaphram  Type,  Moeoxine 

MIL-V-17501E 

SH 

24  Mo' 

70 

SH 

And  Honqor  Deck  Sprinkling  Vo/fdo/ed  Jun  8i  REV*MI 

L 

4810 

Volvt,  Hydraulic  Rtliof,  1.5  •  3S  8ari  (22  -500  Pounds  Par  Squort  Inch) 

MIL-V-24694 

SH 

28  Oct 

87 

SH 

Cortridge  Type,  General  Specification  (Metric) 

L 

4810 

Valve.  Hydroulic  Relief.  1.5  >  35  Bar.  150  Lpm  Cartridge  Type  (Metric)  . . 

Mll.V.24694/1 

SH 

28  Oct 

87 

SH 

4810 

Valve.  Hyd.aulic  Relief,  1.5  •  35  Bor.  10  LPM  Cortridge  Type  (Metric) . 

MtL-V-24A94/2 

SH 

28  Oct 

87 

SH 

Q 

4810 

Volve,  Remote  Control,  Oiaphram  Actuot^d  (Fluid  Systems,  )50  And  250  P.S.I 

MIL-V-1550d8  (1) 

SH 

10  Doc 

84 

ME  SH 

99 

W.P.  140  Dog.  F.  Maximum)  USER-AT  MC  REV-ME 

4810 

Valve,  Selector.  Solenoid  Operoted..... . . . 

MIL-V-47322/5 

Ml 

30  Doc 

87 

Ml 

4810 

Valve.  Selector,  Three>woy,  Pilot  Operoted . , . 

MlL.V-47322/2 

Ml 

30  Doc 

87 

Ml 

4810 

Volve,  Selector,  Generol  Specificotion  For . . . 

MIL.V.47322 

SUPPI.  1 

Ml 

30  Doc 

87 

Ml 

4810 

Volve,  Selector,  Solenoid  Operoted . . . 

MIL-V-47322/7 

Ml 

30  Doc 

87 

Ml 

1 

4810 

Valve,  Servo.  Hydroulic  Flow  Control  . . . . . 

MIL-V-47308 

Ml 

08  Jul 

87 

Ml 

4810 

Volvo,  Solonoid  REFRIGERANT-12  Volidot»d  Mar  83  USER-MI  CE  REV-ME  MD 

MS-1784i(: 

GL 

18  Nov 

76 

GL 

99 

SH  GS 

QL 

4810 

Volve.  Solenoid,  Three»WAY  Bypass  (Naval  Shipboard  Ute), . . 

MIL-V-165S6E 

SH 

29  Mor 

88 

s>; 

L 

4810 

Valve,  Vent  &  Test  Hydroulic  Service  (Metric . . . . . 

MIL-V-2469S/1 

SH 

28  Oct 

87 

SH 

L 

4810 

Volve,  2  Inch  NPS,  Auxiliary  Turbine  Overspeed  Trip.  Solenoid  Activated 

MIL-V-24642 

SH 

13  Sop 

84 

SH 

L 

4810 

Vent  Bi  Test  Volve  Hose  Assembly  Hydroulic  Service  (Metric) . . . 

MIL-V-24695/2 

Sri 

28  Oct 

87 

SH 

4820 

Sockflow  Provonlion  Dovicot  Roducod  Prossuro  Principio  And  DouUo  Chock 

AWWA  C506.78 

YD 

01  Moy 

87 

ME  YD 

99 

Volvo  Typos  •  28  Jon  1978  (Rodpprovod  1983  Validatfd  May  87  REV-CS 

NOTICE  1 

4820 

8ronio  Goto,  Globo,  Anglo  &  Chock  Volvos,  1987  EDITION-1987  USER-CE  EA 

MSS  SP80-87 

YD 

02  Oct 

87 

ME  YD 

99 

SA  REV-MC  CS 

4820 

Cock  Drain,  Spring  Koy,  50  P.s ,.  Validattd  Sap  M  USER-ME  AV  MC  REV-AT 

CS 

MS.3S7WC 

AR 

05  Sop 

86 

AR  SH 

99 

4820 

Cock,  Air,  Cut-out  USER-CE  REV-82  CS . 

MIL-C-225468 

ME 

26  Mor 

84 

ME 

99 

4820 

Cock,  Oroin,  Contor  Drain,  150  P.s.i.  Validalad  Jan  89  USER-AT  ME  Gl  MC 

MS-357B2C 

AR 

10  Jon 

89 

AR  SH 

99 

REV-AV  Ml  CS 

4820 

Cock,  Drain,  Ground  Key,  150  P.s.i.  Steom  Pressure  Voltdated  Sop  86 

MS-35785B 

AR 

05  Sop 

86 

AR  SH 

99 

USER-MC  REV-ME  AV  AT  CS 

4820 

Cock,  Drain,  Ground  Koy,  8ib  Noztol,  150  P.s.i.  Stoom  Pro...'',  VaHthtad  Sap 

MS-35787B 

AR 

05  Sop 

86 

AR  SH 

99 

86  USER-MC  MS  REV-GL  Ml  CS 

4820 

Cock,  Droln,  With  Hot,  Sib,  150  P.s.i.  Valldalad  Jan  89  USER-MI  .W  MC 

MS-35783E 

AR 

10  Jon 

89 

AR  SH 

99 

REV-ME  AT  CS 

4820 

Cock,  Pkig.  Ground  Koy,  Throodod  Typo,  125  P.s.i.  Validalad  Sap  86  USER-ME 

MS-359318 

aR 

05  Sop 

86 

AR  SH 

REV-MI  AT  GL  CS 

4820 

Cock,  Plug,  Spring  Koy,  Throodod  Typo,  50  P.s.i.  Vo/idotod  Apr  79  USER-ME 

M$-359308 

AR 

28  Sop 

73 

AR  SH 

99 

Ml  REV-AT  GL  CS 

4820 

Cock,  Plug,  Throo  Woy,  Throodod  Typo,  125  P.s.i.  Validalad  Apr  79  REV-ME 

MS-359328 

AR 

28  Sop 

73 

AR  SH 

99 

AT  GL  CS 

4820 

Cock,  Shut'off,  Screw  Stem,  Th'edded  Type,  150  P.s.i.  Valldatod  Sop  86 

MS-359348 

AR 

05  Sop 

86 

AR  SH 

99 

USER-ME  GL  Ml  MC  REV-CS 

4820 

Cocks,  Drain,  Cocks,  Plug,  And  Cocks,  Shutoff,  Screw  Stem  VaUdotod  Sop  86 

MIL-C-1203C 

AR 

31  Jul 

73 

ME 

99 

REV-MI  EA  CS 

NOTICE  1 

•4820 

Disk,  Volvo  REV-CS . 

MS-29521F 

82 

17  May 

84 

AV  AS 

99 

L 

4820 

Disk,  Volvo,  Rubbor,  Insort  Ty^  REV-CS . 

MIL-D-17650B 

SH 

02  Doc 

88 

SH 

L 

4820 

F  Volvo,  Fluid  Prossur  REV-CS  ,.... . 

MIL-F-53265 

AT 

14  Jun 

83 

AT 

4820 

Gote  Volvei.  Cost  Iron.  Flanged  &  Threaded  Ends  -  1984  USER.MC  RFV.CS . 

MSS  S'’70-84 

YD 

15  Nov 

85 

ME  YD 

99 

Q  L 

4820 

Govornors,  Stoom  Orivon  Pump,  Prossuro  Roguloting,  Novol  Shipboord  USER-CS 

MIL-G-18916  (3) 

SH 

08  Jul 

85 

SH 

4820 

Hot  Woter  Supply  Systems,  Relief  Valves  &  Automatic  Gas  Shutoff  Devices 

ANZI  Z2).22-86 

YD 

27  Apr 

87 

ME  YD 

For,  Americon  Sto^ord  For  -  26  Mor  1984  USER*CE  MC  SH  REV*62  CS 

4820 

Iron  Plug  Valves,  Ductile,  Flanged  Ends  (Second  Edition)  •  Aug  1991  USER*C£ 

API  593-81 

YD 

18  May 

87 

YD 

99 

MC  REV-82  CS 

4820 

Performonce  Requirements  For  Water  Pressure  Reducing  Valves  For  Domestic 

ANSI  A1 12.26.2-82 

YD 

25  Nov 

88 

ME  YD 

99 

Water  Supply  Systems  •  21  Dec  82  Vaiidafod  Nov  88  REV'CS 

NOTICE  1 

4820 

Pipolino  Volvos  (Stool  Goto,  Plug,  8all,  8  Chock  Volvos)  Spocificotion  For  1 

API  6D-88 

YD 

o 

x 

o 

89 

ME  YD 

Juno  88  9TH  Ed.  USER-SH  REV-CS 

L 

4820 

Reguloting  And  Control  Volves  Accurocy  Of  Regulotion  Requirement  .,o..oo...oo...o.. 

MS.18284 

NOTICE  1 

SH 

06  Jul 

87 

SH 

Q 

4820 

Rogulotor,  Oxygon,  High  Prossuro,  Typo  MA-1  (Inoetivo  For  Now  Design  After 

MIL-R-9198C 

82 

28  Jun 

85 

AV  AS 

99 

28  Jun  1985  REV-MI  CS 

1 

4820 

Rooulotor,  Oxygon.  Acotylono.  Welding  Applicotion  REV.ME  84  CS . 

MIL-R-13877C 

AL 

27  Mor 

81 

AL  YD 

99 

L 

-120 

Regulotor,  Pressure  . . . . . . . . . . . . . . . 

MIL-R-47321 

Ml 

30  Nov 

87 

Ml 

Q  L 

4820 

Rooulotor.  Pressure.  Compressed  Gas  USER-SH  REV-AR  1 1  CS . 

MIL-R-19180B 

82 

18  Jan 

89 

99 

1. 

4820 

Relief  Valve  Operating  Chorocteristks  Versus  Maximum  Operoting  Pressure  For 

MS.18283A 

SH 

11  Doc 

87 

SH 

Steom  And  Gos.Ser>ice  VoUdotod  Doc  87 

NOTICE  1 

262 
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1 

4820 

Rtlief  Volvt  Operating  ChorocteriiHcs  Versus  Moximum  Op«raling  Pf«uurt  For 

MS-18282 

SH 

08  Jul 

87 

SK 

Liquid  Sorvice 

NOTICE  1 

,L 

4820 

Seltction  And  Instollotlon  Oi  Ptguloting  And  Control  Votvos  For  Novo) 

MIL-HDBK  227A 

SH 

31  Jon 

69 

SH 

Shipboord  Uso  Volio^oted  Jul  80 

4820 

Swing  Chtck  Volvos  For  Wottrworlti  Service,  2  In.  Through  2J  In.  NPS  •  }  Feb 

AWWA  C508-82 

YD 

05  Jun 

87 

ME  YD 

82  REV-MR 

NOTICE  1 

4820 

Volue,  XSote,  3  Through  48  In.  NPS,  For  Water  &  Sewage  Syitem  -  14  Apr  80 

..WWA  C500-80 

YD 

28  May  87 

ME  YD 

99 

REV-CS 

NOTICE  1 

4820 

Volve  ■  Fuel  Oroin,  Setf‘locl(>ng,  Poppet  Vatidated  Jul  88  USEIl>MC  CS  REV>AV 

VS-29528A 

82 

21  Jul 

88 

AS 

99 

Ml  99 

NOTICE  1 

4820 

Volve  •  Fuel  Drain,  SeK'lockIng,  Tonk  Mounted  Validated  Jun  8i  REV>99 . . 

MS-29529D 

82 

19  Mot 

69 

AV  AS 

99 

4820 

Vjive  •  Fuel  Droin,  Self'locklng,  line  Mounted  Validated  Jun  81  USER*MC  CS 

MS-29530D 

82 

19  Mar 

69 

AV  AS 

99 

REV.99 

482C 

Volve  •  High  Pressure  Oxygen  Check,  Style  A  Validated  Sep  87  REV*11  . . 

AN6014 

REV  2 

AS 

30  Sep 

87 

AS 

99 

4820 

Volve  •  High  Pressure  Oxygen  Check,  Style  0  Validated  Sep  80  REV>11 . . 

AN6017 

REV  2 

AS 

14  Jon 

72 

AS 

99 

4820 

Volve  •  High  Pressure  Oxygen  Check,  Style  B  Validated  Sep  87  REV>11  . 

AN601S 

REV  6 

AS 

30  Sep 

87 

AV  AS 

99 

4820 

Valve  •  High*pressure  Oxygen*cy)inder,  Automotic  Opening  (Asg)  Validated  Mar 

MS-22012D 

AS 

20  Nov 

69 

AS 

99 

84  REV-MI  11 

4820 

Valve  •  Hydraulic  Dual  Thermal  Expansion  M\ei  Validated  Apr  83  REV*!!  CS 

MS-2601&8 

AS 

10  Nov 

53 

AS 

99 

1 

4820 

Valve  •  Pressure  Equalizing  Validated  Jun  83  REV«MI  CS . . . . . . 

MS-18014 

OS 

23  Jon 

63 

OS 

4820 

Volve  ‘oir  High  Pressure  3/4  Hex  (Inactive  For  Design  !  Dec  !955)  REV.Mi  ...... 

AN6287 

REVS 

71 

10  Mar 

86 

AV 

99 

4820 

Valve  Assembly  Emergency  Oxygen  Cylinder  REV<MI  AV  GL  1! . . . . 

MS-21964H 

71 

18  Aug 

86 

AV  AS 

99 

Q 

4820 

Volve  Assembly,  Oxygen  Cylinder,  Bailout  REV*!!  CS  . . . . . 

Mll-V-75808  (1) 

71 

15  Aug 

83 

AV  AS 

99 

L 

4820 

Valve  Assembly,  Seal  REV*CS . . . 

MIL-V.232SS8 

AS 

03  Fob 

81 

AS 

4820 

Valve  High  Pressure  Oxygen  Check,  Style  E  Validated  Sep  80 . 

AN6018 

REV  2 

AS 

14  Jon 

72 

AS 

99 

1 

4820 

Valve  Instollation  •  Hydroulic  Bleeder  (Stondard  Dimensions  For)  Validated  Dec 

AND10067 

AS 

1  Jun 

S4 

AS 

83 

REV-3 

1 

4820 

Volve  Monifold,  High  Pressure  Gos  Reducing  REV.CS . . . 

MIL-V-24272B 

SH 

30  Aug 

85 

SH 

4820 

Volve  Manifolds,  Quiet  Design,  High  Pressure  Gos  Reducing  R£V*CS . 

MIL-V-246S8 

SH 

30  Aug 

8S 

SH 

4820 

Volve  high  Pressure  Oxygen  Check,  Stylec  Validated  Sep  87  REV*!! . 

AN601S 

REV  3 

AS 

30  Sep 

87 

AS 

99 

4820 

Valvt-oil  Cooler  Temperoture  Regulating  With  Surge  Prolection  Votidateti  Jun 

83 

Volve.  Air  Relief,  lew  PRESSUR£8(ASG)  Validated  Oel  84  REV-MI  CS . 

MS-29S93 

82 

16D.C 

64 

99 

1 

4820 

MIL-V-87I2A 

AS 

08  Oct 

6S 

AS 

4820 

Valve,  Aircraft  Hydraulic  Flow  Regulator  R£V*MI  CS . . . . . 

MS-2e886C 

NOTICE  1 

AS 

25  Aug 

87 

MO  AS 

99 

Q 

•4820 

Valve,  Aircraft,  Hydraulic  Pressure  Relief,  Type  li-Systems  (Asg)  REV«MI  CS . 

Mll-V-6613  (2) 

AS 

30  Jul 

81 

AV  AS 

99 

1 

4820 

Valve,  Angle  Relief,  For  Liquid  Service  (Navol  Shipboard  Validated  Jon  83 

Mll-V-24332  (2) 

SH 

06F.b 

74 

SH 

REV-CS 

L 

4820 

t’nive,  Angle,  Pressure  Relief,  Naval  Shipboord,  For  Steam  Service  Validated  Jul 

Mlt-V-20045D  (3) 

SH 

14  Mar 

72 

SH 

83  REV-CS 

L 

4820 

Valve,  Angle,  Relief,  For  Gos  And  Oxygen  Service  fSizes  2  Inches  LPS  And 

MII.V.22549D  (1) 

SH 

13  Apr 

77 

SH 

Below),  Novol  Shipboord  Validated  Dec  82  REV.CS 

L 

4820 

Valve,  Astern  (For  Shipboard  Use)  Validated  Jul  80  REV.CS  . . 

MIL-V-22S82A  (2) 

SH 

15  Aug 

63 

SH 

1 

4820 

Volve,  Automotic  Shut  Off,  For  Gos  Service  (Sizes  !/4  To  2  Inches  Ips) 

MIL-V.24394  (I) 

SH 

28  Mot 

78 

SH 

Validated  Jan  84  REV*CS 

4820 

Volve,  Roll  REV-CS  . 

WW-V.35C 

/YD 

31  Jul 

85 

YD 

Q  1 

4820 

Valve,  Ball,  Naval  Shipboord,  For  Air,  Nitrogen,  Helium  Or  Hydraulic  Service 

MIL-V-22687C 

SH 

19  Mor 

88 

SH 

(Size  2  1/2  Inches  IPS  And  Below) 

L 

4820 

Valve,  Boiler  Blow,  Shipboard  Use  REV*CS . . . . . 

MII-V.17737F  (1) 

SH 

28  Jon 

83 

SH 

4820 

Volve,  Bronze  Gate,  Globe,  Angle  Si  Check  ■  1979  USER*EA  CS  REV*CE  MC .... 

AWS  SP-79 

YD 

18  F.b 

83 

ME  YD 

99 

Q  L 

4820 

Volve,  Butterfly,  Wofer  &  Lug  Style,  Shipboord  Service  REV*CS . . . 

Mll-V-24624  (1) 

SH 

13  F«b 

84 

SH 

4820 

Volve,  Butterfly,  Rubber  Seated  ■  24  Jon  80  Validated  May  87  REV-CS............ 

AWWA  CS04-80 

YD 

21  Moy  87 

ME  YD 

99 

NOTICE  1 

4820 

Valve,  Butterfly  (Threoded  Ends)  Brass  Or  Bronze  Validated  Nov  81  USER-YD 

WW-V-1967 

/CS 

09  Jul 

76 

ME 

INT  AMD  (1) 

1 

4820 

Volve,  Check  Swing,  Cnst-iron  And  Steel  U5ER*CtREV*CS  . . 

MIL-V-10386D 

ME 

19  Apr 

77 

ME 

4820 

Volve,  Check,  Aircraft  Low  Ptessurc  Oxygen  Systems  Army  . . . . 

MS-21211B 

71 

27  Nov 

86 

AV  AS 

99 

NOTICE  1 

4820 

Valve,  Check,  Aircraft  low  Pre^^ure  Oxygen  Systems  REV*CS  . . 

MIL-V.7908C  (?) 

71 

OS  Fob 

88 

AV  AS 

99 

0 

4620 

Valve,  Check,  Aircrofi  Fuel  System  REV-Mt  ME  99  82  CS............. . 

MIL-V.7899C 

82 

30  Apr 

79 

AV  AS 

99 

1 

4820 

Volve,  Check,  Bronze  (Navy) . . . . . . . 

MIL-V-17547A 

SK 

09  Nov 

68 

SH 

4620 

Volve,  Check,  Controllable,  Rotory-octlon,  Hydroulic,.3,000  Psi,  Type  li  Systems 

MS-287S4A 

AS 

30  Apr 

57 

AS 

99 

(Asg)  Validated  Oct  84  REV-CS 

t 

4820 

Voive,  Check,  roi  300  PSI  liquid  Oxygen  Ch,i  verier  Systems,  Type  Mn-i 

MlL-V-iSSnE 

71 

03  May  o6 

REV-82  CS 

NOTICE  1 

4820 

Volve,  Check,  Fuel  And  Air,  Poppet  Type,  Zero,  leok  Validated  Apr  84  REV-ME 

MS-21430A 

82 

06  Dec 

77 

AV  AS 

99 

Ml  AV  99  CS 

4820 

Valve,  Check,  Hydroulic,  Internof  Ports,  3,000  Psi,  Type  li  Systems  USER-CS 

MS-28765C 

AS 

01  Moy  86 

AS 

99 

REV-MI  11  CS 

4820 

Volve,  Check,  tow  Pressure,  Internol  Threods  (Asg!  Validated  Apr  83  U3ER*ME 

MS-2B0S0 

AS 

01  Sep 

55 

AS 

99 

REV-CS 

0 

4820 

Voive,  Check,  Minioture,  Hydroulic,  Aircroft  And  *  nssile  Vo.Yctotecf  /R  h  62 

MIL-V-25675B  (4) 

71 

02  Moy  72 

AV  AS 

99 

REV-MI  99  CS 

4820 

Volve,  Check,  Oxygen,  High  Pressure,  Filler  Connection  Validated  Sep  87 

MS-:2035B 

NOTICE  1 

AS 

30  Sep 

87 

AV  AS 

99 

Q 

4820 

Volve,  Check,  Oxygen  Mosk,  Inist  Validated  Jan  84.., . . 

MII-V.21701B  (2) 

AS 

21  Jd 

77 

AV  AS 

4820 

Volve,  Check,  Oxygen  Chorglng  kEV-AS  11  7! . . . . 

MS-2206SC 

71 

06  Jun 

66 

AS 

99 

283 
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4820 

Vo!v#,  Chtck,  Oxygen  Mosk,  Inlet  Validaled  Mar  84  . . . . . . . . . 

MS-220S6B 

AS 

19  May 

70 

AV  AS 

4820 

Volve,  Check*  Pressure  Goge  Lints  Bleeder  And  Filler  (Asg)  Vatldotad  0<t  64 

MS-280S2B 

AS 

29  Nov 

S6 

AS 

99 

REV-n  cs 

4820 

Valve,  Check,  Vacuum  And  Pressure  Systr*^  VaUdoted  Apr  83  REV-CS  .............. 

MIL-V.A129A 

AS 

15  Jun 

64 

AS 

99 

Q  1 

4820 

Valve,  Combined  Vent  Check  For  SubmoiTe  M*bt  Blow  lines  (Sizes  1<)/2  To 

MIL-V-239S3B 

SH 

14  F.b 

SO 

SH 

2-1/2  Inchet)  REV-CS 

4820 

Volve,  Compressor  Service,  Refrigeront  12  REV>ME  GS  CS  . . . 

MI1.-V-22862C 

NOTICE  1 

Gl 

30  Oct 

86 

Gl 

99 

L 

4820 

Volve,  Contrci,  Air  Diophrogm  Operoted  (Complete  With  Initrumentotion 

MIL-V-18030D 

SH 

27  O.C 

76 

SH 

Validottd  Dec  82  REV-GS  CS 

4820 

Volve,  Counterbolonce^REllEF  . . . . . . . . . . . . 

MIL-V-47307 

Ml 

08  Jul 

it 

L 

4820 

Volve,  Distilling  Plont,  Steam  Pressure  Reducing,  Quiet  Design,  For  Submorlne 

MIL-V-24S4S 

SH 

24  Sep 

7S 

SH 

Systems  Vah'doted  Apr  82 

Q 

4820 

Volve,  Exhalation,  Oxygen  Mosk,  Pressure  Compensating,  With  Safety  Relief  .... 

MIL-V-81,»2A  (2) 
NOTICE  1 

AS 

11  Jan 

88 

AV  AS 

4820 

Volve,  Expansion,  Thermostatic,  REFRIGERANT02  And  REFRIGERANT‘'22 

MS-17982C 

Gl 

19  Jun 

74 

Gl 

99 

Voltdoled  Nov  84  USER-SH  REV-ME  MC  CS 

4820 

Volve,  Expansion,  Thermostatic,  Refrigeront  12  USER'MC  REV*ME  GS . 

MIL-V-23450C 
NOTICE  1 

Gl 

31  Oct 

86 

Gl 

99 

Q 

4820 

Valve,  Filhbuildup^vent,  liquid  Oxygen  Converter,  CRU*50/A  VoUdottd  Jon  88 

MIL-V-2S961E  (1) 

71 

21  Jan 

88 

AS 

11 

REV.99  CS 

4820 

Volve.  Filler  low  Pressure  Oxygen  Validated  Jan  88  REV*CS . 

AN6024 

REV  8 

71 

21  Jon 

88 

AV  AS 

99 

O 

4820 

Volve,  Filler,  liquid  Oxygen,  Aircraft  Type  REV>CS . . . . 

MIL-V-25469G  (2) 

71 

15  Apr 

83 

AS 

99 

L 

4820 

Volve,  Flanged,  Boll  And  Lubrlcoted  Plug  For  Combined  Sewage  And  Seo  Wcter 

M1L-V.24509 

SH 

02  Jun 

87 

SH 

Service  VoHdotad  Jun  87  R£V‘CS 

NOTICE  1 

4820 

Volve,  Foot,  Brosi  And  Polyvinyl  Chloride  (For  light  Oil  And  Woter)  USER*M£ 

MIL-V-16720E 

YD 

24  Mor 

86 

ME  YD 

99 

MC  REV-GL  SH  CS 

4820 

Volve,  Foot,  Low  Pressure,  Cost  Iron  (For  Woter  ValidotHi  Nav  8S  USER*CE 

MIL-V-16721D 

YD 

20  Aug 

80 

ME  YD 

99 

MC  OS  REV-CS 

4820 

Volve,  Fuel  Check,  Low  Pressure,  Casket  Seol  Straight  Thread  Connection 

MS-28882F 

82 

10  Jon 

77 

AV  AS 

99 

VoVdated  Sep  82  REV-ME  Ml  99  CS 

4820 

Volve,  Fuel  Check,  Low  Pressure,  Flored  Tube  Connection,  Type  A  Vohdatad 

MS-2B884E 

82 

10  Jon 

77 

AV  AS 

99 

Sep  82  REV-MI  ME  99  CS 

o 

•4820 

Valve,  Fuel  Drain,  Self-locking  Validatad  Sap  87  R6V*MI  99 . . . . . . 

MIL-V-25023B  (2) 

82 

08  Jut 

69 

AV  AS 

99 

L 

4820 

Volve,  Gas  Inlet,  Nonmognetic  Valldatad  Nov  84  REV<CS  . . . . 

MS-168S8A 

SH 

07  Ju' 

78 

SH 

4820 

Volve,  Gate,  Bronze,  Lever  Operoted,  Quick  Opening,  12S  PSI  And  150  PSi 

MII.V-12126D 

ME 

09  Nov 

79 

ME 

USER-CE  SH  YD  REV-EA  AR  CS 

1 

4820 

Volve,  Gate,  Bronze  REV*CS . . . . . . . . . 

MII-V-1189D 

SH 

IS  Dtc 

87 

SH 

Q 

4E20 

Volve,  Gate,  Cost  Or  Forged  Steel,  And  Alley  Steel,  Outside  Screw  And  Yoke 

MIl-V-lBllOE 

SH 

^0  Mor 

78 

SH 

99 

(Sizes  2'l/2  Inches  And  lorger)  REV  CS 

L 

4820 

Vol«,,  Got,,  OeubI,  Diic,  Cotl  Iron  Or  Sl,«l  USER-Gl  REV-CS . 

MII-V.13803D 

ME 

08  Aug 

80 

ME 

4820 

Vohre,  Gate,  Quick^opening,  Class  125,  Cost  iron.  With  Position  lock  REV>CG 

CS 

Volve,  Gate,  Rising  Stem,  Double  Acting  Aluminum  USER>CG  REV>CEXS . 

MIL.V-12125E 

ME 

25  Jul 

80 

ME 

99 

4820 

MII.V-58039E 

ME 

26  Mor 

84 

ME  MC 

Q  L 

4820 

VoUe,  Globe,  Argle,  Quick  Chonge  Cortridge  Trim,  High  Pressure  (H*p.) 

MII-V-24109A 

SH 

31' Aug 

71 

SH 

Hyd’oulic  And  Pneumatic  (Sizes  1/$«  1  1/4  In-ches)  Validated  Jvl  80 

USER-YD 

L 

4820 

Valve,  Globe,  Prtssure  Instrument,  Stem  Test  Connection,  Union  End  REV*CS  ..., 

MIL-V-24578B 

SH 

2/  May 

88 

SH 

4820 

Valve,  High  Pressure  Oxygen  line  Validated  Sep  87  REV>ME  11  . . . . . 

MII-V-8612A  (1) 
NOTICE  1 

AS 

30  Sep 

87 

AV  AS 

99 

4820 

Volve,  High  Pressure  Oxygen  Check,  Flareless  Ends  Validated  Mar  84  . . 

MS-90338 

AS 

30Ocl 

64 

AV  AS 

99 

4820 

Volve,  High  Pressure  Oxygen  line  Validated  Mar  84  . . . . . . 

AN6012 

ReV  3 

AS 

12  Sep 

55 

AV  AS 

99 

4820 

Valve,  Hlgh*presst.re,-Oxygen'Cylinder  Automotic  Opening  (Aeronouticol  Use) 

MIL-V-8622B 

AS 

01  Ocl 

82 

AV  AS 

99 

Aig  REV-11 

L 

4820 

Volve,  HydrouHc,  Pressure  Relief  REV<CS . . . . . . . 

MII-V-62382A 

AT 

26  Mor 

86 

AT 

4820 

Volve,  HydrouHc  Bleeder . . . 

AN6204 

REV  6 

70 

16  Jun 

78 

AS 

99 

L 

4820 

Volve,  HydrouHc  Bleeder,  Aircroft  Wheel  Broke  Validated  Apr  83.... . . . 

MS-2761  ID 

82 

01  Nov 

82 

99 

O  L 

4820 

Valve,  liquid  Oxygen  Droin  REV-CS  . . . . . . . . . . . . . 

MII-V-25962C 

71 

31  Oct 

88 

99 

L 

4820 

Valve,  lithium  Bromide-Steam  Control,  Quiet  Operotion  Validated  Feb  SS. . 

Mll-V-24598 

SH 

20  Feb 

80 

SH 

O 

•4820 

Valve,  lubricotihg  Oil  Cooler,  Petroleum  Bose  Temperoture  Regulating  With 

MII-V.5636B  (2) 

82 

12  Feb 

88 

99 

Surge  Protection 

L 

4820 

Volve,  Needle,  Size  1/4  Inch  &  1/2  Inch,  Union  Bonnet  Construction  REV*MI 

CS 

Volve,  Oxygen  Filler,  low&pressure  REV«1 1  CS  . . . . . 

MII.V-24586A 

SH 

14  Aug 

85 

SH 

Q 

4820 

MIL-V-78MD  (1) 

71 

19  May 

87 

AV  AS 

99 

Q 

4820 

Volve,  Oxygen;  Cylinder,  High  Pressure  REV>11  CS  . . . . 

MII-V-9439D  (2) 

71 

09  Ocl 

87 

AV  AS 

99 

Q  L 

4820 

Valve,  Oxygen,-Helium  And  Helium  Oxygen  Mixture,  High  Pressuie  For  Oos 

MIL-V.2443PA  (1) 

SH 

07  Jon 

88 

SH 

Serv'cs:  .REY-CS 

Q 

4820 

Volve,  Oxygen,  Pressure  Relief,  Aircroft  USER*AV  REV.99  71  CS....................... 

MII-V-9050E  (1) 

71 

05  Nov 

86 

AS 

99 

4820 

Volve,  Oxygen,  Pressure  Buildup  And  Vent  REV.11  CS,... . . 

MIL-V-8057F  (3) 

71 

1 1  Nov 

82 

99 

4820 

Volve,  Pipelin?,-End  Closures,  Connectors  &  Swivles  >  Eighteenth  Edition  •  Jon 

API  6D-82 

YD 

28  Nov 

84 

ME  YD 

82  (CH6  Notic.  1  Did  6-30-88  REV-CE 

CHG  NOTICE  1 

4820 

Valve,  PK'g,  Cost'iron  Or  Steel,  Monuolly  Operated  USER'Cc'99-REV*C$  ......... 

MIL-V-12003f  (1) 

ME 

27  Nov 

84 

ME 

L 

4820 

Volv.,  Piwumotic  4-WAY,  2-POSmON,  Monuoli)  OpaioNd  KEV-CS _ 

MII-V-24232A  (1) 

SH 

09  Apr 

84 

SH 

L 

4820 

Volve,  Pressure  Relief  Validated  Nov  84  REV-CS  . . . . . . . . 

MIL-V-S5341 

ER 

12  Aug 

71 

ER 

L 

4820 

Volve,  Pressure  Reducing,  For  Cos  Service  (Size  1/4  To  2  inches  IPS) 

MIL.V-2961C  (2) 

SH 

06  Ocl 

71 

SH 

Validated  Apr  84  RtV-CS 

1 

4820 

Volve,  Pressure' Reducing,  For  Oxygen  Service  . . . . . . 

MII-V-24336A 

SH 

08  Jul 

88 

SH 

4820 

Volve,  Pressure  Peguloting,  Boiler  Fuel  Oil  Validated  Apr  84  R6V*AR  11  CS 

MIL-V-2962B 

SH 

20  Oct 

61 

ME  SH 

99 

1 

4820 

Volve,  Pressure' Reguloting,  For  low  Pressure  Air  Or  Nitrogen  Systems  REV*CS,. 

MII-V-24384B 

SH 

17  Feb 

88 

SH 

L 

4820 

Val«,  PrM*ur»;R,li«(  REV-CS . 

MIL-V-23255B 

AS 

03  Feb 

81 

AS 
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1 

4820 

Valvt,  Prtsiure  Regulating,  Steam  REV*CS  . . . . 

MIL.V.16733D 

YD 

03  Jon 

89 

YD 

4820 

Valve,  Pressure  Equalizing,  Gaseous  Products  USER*AV  OS  REV>AR  Ml  99  18 

MIL-V-27166C  (1) 

69 

07  May 

87 

Ml  AS 

69 

82  CS 

4820 

Valve,  Pressure  Regulating,  Oxygen  System  Validated  Jun  84 . . . 

MIL-V-18318B  (2) 

AS 

05  Jon 

78 

AV  AS 

99 

Ql 

4820 

Valve,  Pressure' Reducing,  Steam  Service  Validated  Nov  84  REV>CS......... . 

MIL-V-17848C 

SH 

27  Jul 

79 

SH 

ti 

4820 

Volve,  Quick  Closing,  For  Saturoted  Steom  Service  REV*CS . . 

MIL-V-24619 

SH 

12  S.p 

83 

1 

4820 

Volve,  Quick  Closing,  For  Fuei  Oil  And  Auxiliary  Steam  Emergency  Shutdown 

MIL-V-24569  (2) 

SH 

08  Nov 

83 

SH 

REV-CS 

Q  1 

4820 

Volve,  Reducing,  Woter  Service,  For  Novol  Shipboard  Use  VaUdotod  Apr  84 

MIL-V-2042D  (3) 

SH 

07  D« 

71 

SH 

REV-CS 

4820 

Volve,  Regulating,  Fluid  Pressure,  Crankcase,  REFR1GERANT>)2  Validoftd  Doc 

MS-17846B 

GL 

16  May 

75 

GL 

99 

85  USER-CE  MC  REV-MD  GS  CS 

4820 

Volve,  Regulating,  Fluid  Pressure,  Type  C*1  REV*GS  CS . . . . . 

MIL-V-6125D 

82 

29  Dtc 

78 

AS 

99 

4820 

Volve,  Regulating,  Fluid  Pressure,  Crankcose,  REFRIGERANT-12  REV-CE  GS  CS 

MIL-V-23300C 

GL 

31  Ocl 

86 

GL 

99 

NOTICE  1 

L 

4820 

Voire,  Safety  Relief,  Angle,  Brost  Or  Bronze,  Extro*heavy,  For  Gosoline  Service 

MIL-V-11201E 

ME 

36  Dtc 

79 

ME 

■JSER-AT  CE  MC  YD  REV-CS 

4820 

Vcive,  Sofety,  Cobin  Air,  Generol  Specificotion  For  Validated  Jun  82  ................ 

MIL-V.S379A  (1) 

AS 

10  Sep 

57 

AS 

4820 

V>jlve,  Safety,  Relief,  And  Sofety.relief  Validated  Jan  86  REV-CS  . . 

MIL-V-186348 

YD 

03  Apr 

81 

ME  YO 

99 

Q  L 

■1820 

Volve,  Sofetyj  Boiler  (Shipboard  Use)  Inoctive  For  New  Design  REV-CS.............. 

MIL-V-174628 

SH 

11  Mar 

81 

SH 

NOTICE  1 

4820 

Volve,  Selector. . . . . . . . . . . . . 

MIL-V-47322/8 

Ml 

30  Dtc 

87 

Ml 

4820 

Volve,  Selector,  Monuolly  Operoted  . . . . . . . 

MIL-V-47322/1 

Ml 

30  Dtc 

87 

Ml 

L 

4820 

Volve,  Selector,  Hydraidic  Dump  REV-CS . . . 

Mll-V-82198 

AT 

31  May 

S3 

AT 

4820 

Volve,  Selector,  Boll . . . . . . . 

MIL-V-47322/6 

Ml 

30  Dtc 

87 

Ml 

4820 

Valve,  Selector,  Monualy  Operoted,  Stowable  Hondle  . . . . . 

MIL-V-47322/3 

Ml 

30  Dtc 

87 

Ml 

4820 

Volve,  Selector,  Bosed,  Mounted . . . . . . . 

MIL-V-47322/4 

Ml 

30  Dtc 

87 

Ml 

4820 

Volve,  Shuttle,  Hydrouiic,  Direct  Mounting,  3,000  Psi,  Type  11  Systems  (Aig) 

MS-28766A 

AS 

30  Apr 

57 

AS 

99 

Volidafd  Stp  85  REV-CS 

4820 

Volve,  Stati'.  Pressure  Selector  (Asg)  Validated  Oct  84  REV-11  CS  . . . 

MS-38051 

AS 

01  Stp 

55 

AS 

99 

Q  L 

4820 

Volve,  Steom  Pressure  R^ucing,  Quiet  Design  Validated  Dec  82 . 

MIL-V-24517  (2) 

SH 

10  Ftb 

77 

SH 

Ql 

4820 

Vcive,  Stop  And  Stop  Check,  GIo'm,  Angle,  And  Y  Pottern,  Cost  Or  Forged 

MIL-V-23052D 

SH 

20  Mor 

78 

SH 

Carbon  Or  Alloy  Steel,  Outside  Screw  And  Yoke  (Sizes  2-1/2  Inches  And 

Lorger)  REV-CS 

4820 

Volve,  Stop  Lift  Check . . . . . 

MIL-V-47306 

Ml 

12  Ftb 

88 

Ml 

4820 

Volvo,  Tank  .'loot.  Angle  And  Globe  Pattern  USER-CE  REV-82  CS . . 

MIL-V.16271F 

YD 

26  Jul 

88 

ME  YD 

99 

01 

4820 

Valve,  Temperature  Regulating  Ventilation  Heater,  Steom  Contr^,  Novol 

MIL.V.31S5C  (1) 

SH 

20  Ftb 

87 

SH 

Shipboord  Use  REV-CS 

NOTICE  1 

0  L 

4820 

Vai**,  Tenip«ratuf«  R.guloHng  Aulemolit,  Naval  Shipboard . 

MIL.V.19772A  (1) 

SH 

07  Apr 

87 

SH 

L 

4820 

Volve,  Temperoture-reguloiing  (Thermostoticolly  Controlled)  REV-CS . 

MIL-V-18433C 

YD 

03  Jon 

89 

YD 

1 

4820 

Valv.,  Thrtt  Woy,  Mixing,  ChilM  Wal.r,  Quit!  Oaiign  REV-CS . 

MIL-V-24488A 

SH 

05  Ftb 

88 

SH 

4820 

Volve,  Vdcuum  Breaking  Vo//<Rited  Aug  88 . . . 

MIL-V-5461C 

AV 

30  Aug 

88 

AV  AS 

71 

NOTICE  1 

4820 

Volves  Flonged-A-Threoded  Ends,  Cost  Iron  Globe  An  Angle,  Stbhdd'd  Proctice 

MSS  SP85-85 

YD 

16  Mar 

86 

YO 

For  ■  1985  REV-CS 

4820 

Valves  Flonged  4  Buttwelding  ■  81  (W/erroto  5/83)  Validated  Mar  dB  REV-ME 

ANSI  816.34-81 

YD 

31  Mor 

88 

YO 

99 

CS 

NOTICE  1 

L 

4820 

Volves,  Boiler  Blow  Service,  Monel,  Shipboard  Use . . . . . . 

MIL-V-24675 

SH 

18  Aug 

86 

SH 

4820 

Valves, -Bronze  Gate,  Globe,  Angle  &  Check,  1979  Edition  USER-CE  EA  SA 

MSS  SP80-79 

YD 

18  Ftb 

83 

ME  YD 

99 

REV-MC  CS 

4820 

Volves,  Butterfly,  Stondord  Proctice  For  •  1983  USER-CE  MC  REV-82  CS . . 

MSS  SP67-83 

YD 

24  Apr 

87 

ME  YD 

99 

4820 

Volves,-  Cost  Iron  Gote,  Flanged  And  Threaded  Ends  1984  Edition  USER-MC 

MSSS  P70.84 

YD 

15  No. 

85 

ME  YD 

99 

REV-CS 

4820 

Volves,  Cas*-}ron  Plug,  Flonged  &  Threaded  Ends,  Stondord  Proctice  For  -  1987 

MSS  SP78.87 

YD 

09  *jn 

87 

YD 

99 

USER-CE  MC  REV-82  CS 

4820 

Valves,  Check,  Bronze,  Cast  Iron,  And  Steel  Body  OSER-MC  SH  REV-SH  CS . 

MIL-V.18436F 

YD 

06  Nov 

87 

ME  YD 

L 

4820 

Volves,  Check,  In-line,  For  Hydrouiic  Fluid  And  lubricating  Oil  Fluid  REV-CS  . 

MIL-V-24630  (2) 

SH 

18  Apr 

88 

SH 

L 

4820 

Volves,  Check,  In-line,  Non-reversible  Installation  For  Hydrouiic  Fluid  And 

MIL-V.24630/1A  (1) 

SH 

15  Stp 

88 

SH 

lubficoting  Oil  Fluid  REV-CS 

L 

4820 

Volves,  Check,  in-line.  For  Hydrouiic  Fluid  And  lubricating  Oil  Fluid  REV-CS  ...... 

MIL-V.24630/2A  (1) 

SH 

15  Stp 

6d 

SH 

0 

4820 

Volves,  Check, -Oxgcn,  High  Pressure  REV-GL  11  . . . . . . . . 

MIL-V.5027D  (1) 

AS 

08  Apr 

88 

AV  AS 

99 

NOTICE  1 

4820 

Volves,  Diophragm  Type,  Stondord  Practice  For  •  1983  REV-82  CS  . . . 

MSS  SP88-83 

YD 

21  No. 

84 

ME  YD 

99 

4820 

Volves,  Flonged  Knife  Gote,  Stainless  Steel,  Bonnetless,  Standard  Proctice  For  > 

MSS  SP81-81R86 

YD 

17  Nov 

88 

ME  YD 

1981,  Reapprovad  1986  USER-MC  REV-CE  CS 

4820 

Valves,  Gate  Cost  Iron,  Flonged  &  Threaded  Ends  -  1984  USER-MC  REV-CS . 

MSS  SP70  84 

YD 

19  May 

83 

ME  YO 

99 

QL 

4820 

Volves,  Regulating  Fluid  Pressure  REV-62  CS.. . . . . . 

MIL-V.S519D  (2) 

71 

11  Oct 

86 

AS 

99 

4820 

Volves,  Steel  Gote,  Flonged  &  Buttwelding  Ends,  Stondord  For  •  Eighth  Edition 

API  600-81 

YD 

17  Nov 

88 

ME  YO 

(1/81)  With  Enato  Dtd  1/84 

4820 

Volves,bronza-Gate,  G  lobe.  Angle  And  Check  -  1987  USER-CE  EA  SA 

MSS  SP.80.87 

YO 

02  Oct 

87 

ME  YO 

99 

REV-MC  CS 

4910 

Adopter  Set,  Engine  Electricol  Test  USER-ME  ER  REV-MC  . . . . . . . 

MIL-A-13092F 

At 

33  Oct 

85 

AL  YO 

4910 

MIL-A-14295C 

AL 

18  Nov 

85 

AL 

99 

L 

4910 

Alignment  Service  Unit'Motor  Vehicle  With  Frome  Straightening  &  Alignment 

MIL-A-4S016C 

Al 

06  Ftb 

85 

AL 

Copobilities 

L 

4910 

Anolyzer,  Engine,  Electronic,  Console  Type . . . . 

MIL-A-45597A  (1) 

Al 

09  Jon 

86 

AL 

L 

4910 

Balancer,  Vehicle  Wheel,  On-vehicle  Type  USER-AT . . . . . 

MIL-8-36994D 

AL 

13  Nov 

87 

Al 

1 

4910 

Boloncer,  Vehicle  Wheel,  BubMe-type,  Portoble . . — . 

MIL-B-45989C 

Al 

02  Moy 

85 

Al 

1 

4910 

Beod  Breoker,  Pneumatic  Tire,  Portable  Air  Or  Air  Over  Hydraulic  Operoted 

MIL-B-45993 

AL 

21  Ftb 

84 

AL 

USER  ME 

4910 

Beod  Breaker,  Pneumotic  Tire,  Portoble  (Tires  Sizes  14,00  X  24  Through~37.50 

MIL-B-45548D 

Al 

10  May 

88 

AL 

X33) 

4910 

Beod  Breoker,  Pneumotic  Tire  REV-Al . . . . . 

MIL-8-87986 

82 

28  Apr 

89 

YO 

99  CS 

285 
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4910 

Boring  Mochint,  Com  And  Main  Bootings,  Porloblo,  USER*MC . . . 

MIL-B-14154D 

AL 

16  Moy 

85 

Al 

99 

4910 

Boring  Mochint,  Englnt  Cylinder,  (Portoble)  USER'ME  ER  MC  REV*SM  SH . 

OO-B-580D 

/Al 

23  D.C 

86 

AL 

YD 

99 

4910 

Boring  Mochint,  Com  And  Moin  Bearings,  (Stotionory).  USER^MC  REV*82  . 

MIL-B-458S7C 

AL 

03  Apr 

85 

Al 

YD 

99 

L 

4910 

Coble  Assemblies,  Electrical  REV*ER  SM  AT  CS  . . . . . . . 

MII-C-45820D 

AL 

20  Jon 

89 

AL 

4910 

Constrictor,  Beod  Expending  Pneumotic  Tire  . . . . . . . 

MIL-C-4S192B  (1) 

AL 

09  Jon 

86 

Al 

4910 

4910 

KKK-C-650E  (1) 

/Al 

09  Jon 

86 

Al 

YD 

L 

Dynomomefer,  Engine  Run*in,  500  Horsepower  Copocity  USER'AT  REV*ME . 

MIL-D-455A1C 

AL 

26  Mo, 

87 

AL 

L 

4910 

Dynometer,  Engine  Run4n  1,000  Horsepower  Copocity  USER*AT  ME . . 

MIL-D-45S08C  (1) 

Al 

09  Jan 

86 

Al 

99 

L 

4910 

Filler  And  Pressurizotlon  Unit,  Hydroulic  System  REV*Al . . . . 

MIL-F-83766A 

82 

27  D.C 

84 

4910 

Filter>bleeder,  Hydroulic  Broke  System,  Automotive  USER'AV  ME  MC . . 

MIL-F-19849E 

AL 

29  Ftb 

88 

Al 

99 

L 

4910 

Flow  Test  Machine,  Rodiotor  USER>AT  ME  . . . . . . . 

MIL-F-4S95SA 

Al 

05  Jun 

85 

Al 

4910 

Gage,  Compression  And  Compression  And  Firing  Pressure  Diesel  Engine 

MIL-G-15353B 

SH 

28  Apr 

59 

AL 

SH 

99 

Cylinder  VjUdaf^d  Jun  82  USER'ME 

4910 

Gage,  Tire  Pressure,  Air  &  Liquid  Type.... . . . . . . . 

A-A0731 

t 

«.> 

o 

o 

81 

4910 

Goge,  Tire  Pressure,  Generol  Service,  High  Pressure  Type . 

A-A-1732 

t 

30  Moy 

81 

4910 

Goge,  Tire  Pressure,  Self  Contained  And  Inflotor  Gage,  Pneumotic  Tire 

GG.G-91D 

/GS 

15  Dk 

72 

Al 

YD 

99 

USER  AT  AV  MC  REV-ME 

4910 

Goge,  Tire  Pressure,  Precision  Type........... . . . . . 

A-A-1710 

t 

30  Moy 

81 

4910 

Goge,  Tire  Pressure,  Low  Pressure  Type  . . . . . . 

A-A-1724 

* 

30  Moy 

81 

4910 

Goge,  Tire  Pressure,  Heavy*duty,  Generol  Service,  Short  Extension,  Single>chuck 
Foot 

Goge,  Tire  Pressure,  Heavy  Duty,  General  Service,  Long  Extension,  Ouohchuck 

A.A.1725 

t 

30  May 

81 

4910 

AA-1726 

t 

30  Moy 

81 

Foot 


4910 

Grinding  Kit,  Valve  Seat,  Electric  USER'AT  REV.ME  MC  . . . . . . 

W-G-690C 

/Al 

23  Jul 

85 

Al  YD 

99 

4910 

Grinding  Machine,  Cylinderhead  (Wet  Type)  REV*MC  82.... . . . . . . 

MIL-G-45851D 

Al 

11  Jul 

85 

Al  YD 

99 

4910 

Grinding  Mochine,  Volve  Foce  USER*AT  REV.ME  82. . . . 

00-G-686C 

/AL 

22  F.b 

85 

Al  YD 

99 

4910 

Grinding  Machine,  Cronkshoft  USER.AT  REV.82  . . . . 

MII-G-45006F 

AL 

19  Nov 

85 

Al 

99 

4910 

Grinding  Mochines,  Broke  Lining,  Portoble  And  Bench  Mo  . . 

00-G-6S1B 

t 

21  Oct 

76 

4910 

Gun,  Flushing,  Rodiotor  And  Engine  Block..... .  ...  . . . . . . 

MII-G-14562D  (1) 

Al 

09  Jon 

86 

Al  YD 

L 

4910 

Heoter  Test  Stand  . . . . .  . . . 

MIL-H-62519 

AT 

09  Dk 

85 

AT 

L 

4910 

Honing  Mochine,  Horiiontol,  Connecting  Rod,  With  Cop  And  Rod 

MIL-H-45583rf 

AL 

15  Jul 

83 

Al 

Grinder 

L 

4910 

Honing  Mochine,  Cylinder  Resizing  . . . . . . . 

MIL-H-45584B 

AL 

14  Jon 

85 

Al 

4910 

Indicator,  Connecting  Rod  Alignment,,,,... . . . . . . . * 

MIL-I'443D  (1) 

Al 

09  Jon 

86 

AL 

99 

4910 

Jocks,  Dolly  Type,  Hydraulic,  Automotive  USER'AT  REV'ME . . . . 

GGG  J  1564B 

/AL 

21  F.b 

86 

Al  YD 

99 

INT  AMD  (1) 

4910 

Lathe,  Heavy  Duty,  For  Broke  Drum  &  Disc  Broke  Rotors  USER*MC  82  . . . 

OO-1.90D 

/Al 

14  F.b 

86 

Al  YD 

99 

1 

4910 

lothe,medium  Duty,  Br  Ake  Drum  And  Disc  Broke  Rotors . . . . 

MIL-l-45999 

Al 

05  Aug 

88 

Al 

4910 

IKt,  Motor  Ythicl.  US6R-82 . 

00-1-3600 

/Al 

20  Sop 

85 

Al 

99 

4910 

Lift,  Vehicle  Driveline  Components  (4,0(X)  Pourtd  Copocity)  USER*MC  REV<AT 

MII-1-4S047E 

Al 

29  Nov 

85 

Al  YD 

99 

82  CS 

4910 

Light,  Ignition  Timing,  Mogneto . . . . . . . . 

MII-1-20703D  (1) 

Al 

09  Jon 

86 

Al 

4910 

Light,  Ignition,  Timing,  Power  REV'AS  MC  82  CS . . . . . . . . . . 

MII-1-13009F  (1) 

Al 

12  Apr 

88 

Al  YD 

99 

4910 

Mointenonce  Fixture,  Rodiotor,  Air^^roted  Hydroulic  REV.42.., . . 

MII-M-45000D 

Al 

30  Jul 

86 

Al 

99 

4910 

Mounter^demounter,  Pneumotic  Tire,  Stotionory . . . . . 

MIL-M-45083F 

Al 

01  Mor 

89 

Al 

99 

4910 

Oscilloscope,  Engine  Ignition  Analyzing.  Portoble  USER'AT  REV'MC  82 . . 

MIL-O-45801F 

Al 

18  Jun 

85 

Al  YD 

99 

4910 

Pons,  Drain,  Automotive  REV'At  ME  CS, . . . 

MIL-P-45819C 

Al 

15  Aug 

85 

Al  MC 

L 

4910 

Plug  Set,  Rodiotor  Test  USER'AT  ME . . 

MIL-P-455706 

Al 

27  Aug 

85 

AL 

L 

4910 

Polishing  Mochine,  Automotive  Crankshaft  And  Com  Shaft  USER'AT . . . 

MII-P-45805C 

AL 

04  Ok 

85 

Al 

L 

4910 

Rasp,  Buffing,  Tire,  Treod  Validaftd  Mar  83  REV'AT  . . . . . . 

MIL-R-14561A 

AV 

07  Jun 

71 

AV 

4910 

Reliner,  Broke  And  Clutch  Riveting  USER'MC  REV'82  CS . . . 

MIL-R-13495F 

Al 

21  Fob 

86 

Al  YD 

99 

L 

4910 

Rims,  Curing,  Tire  Mold  Vulconizer  Volidatad  May  85  USER'MC . 

MIL-R-45843B 

Al 

08  Jul 

77 

Al 

1 

4910 

Sling,  Engine  And  Tronsmission,  Motor  Vehicle  (Mechonicol  Tilting  REV'ME  AT  .. 

MIL-S-45944B 

AL 

30  Oct 

87 

Al 

4910 

Spreader,  Tire,  (Pneumotically  Operated) . . . . 

OGG-S-630D 

/Al 

19  Fob 

86 

Al  YD 

99 

4910 

Stand,  Mointenonce,  Automotive  Engine  USEk'ME  AT  REV'62 . . 

MII-S-45004E 

Al 

27  Apr 

87 

AL 

99 

4910 

Stond,  RADIAtOR  Test  And  Repoir . . . . 

MII-S-4534C  (1) 

AL 

27  Jon 

89 

Al 

99 

L 

4910 

Tobie,  Folding  Legs,  Automotive  Mointenonce . . . . . . . . . 

MII-T-45549C  (1) 

Al 

01  Apr 

88 

Al 

L 

4910 

Toble,  Work,  Mointenonce  REV'ME  Ml  CS . . 

MII-T.13906G 

Al 

27  Fob 

87 

Al 

4910 

Tonk,  Testing,  Inner  Tube  And  Tubeless  Tire  USER'ME  MC  REV'CS . . 

MII-T-14608F 

AL 

12  Nov 

85 

Al  YD 

99 

L 

4910 

Test  Equipment  (Simplified)  For  Internal  Combustion  Engine  (Ste/ice) . . 

MII-T-62314A 

AT 

19  May  86 

AT 

4910 

Test  Set  Low  Ventage  Circuit,  Automotive,  12ANO  24  Volt  Pc  Systems 

MII-T-10308F 

AL 

31  D.C 

85 

Al 

99 

USER-ME  YD  MC  REV-82 

4910 

Test  Set,  Tochometer'dwell  USER'AT-REV'ME  62 . . . . . . 

MII-T-45568G 

AL 

21  Fob 

86 

Al  YD 

99 

L 

4910 

Test  Set,  Tachometer  Dwell  USER'99..... . . . . . . . . . . 

MII-T-0045568F 

AL 

26  Fob 

82 

AL 

4910 

Test  Stond,  Automotive  Generotor,  Alternotor,  Storter,  Associoted  Equipment 

MIL-T-4544J 

AL 

27  Apr 

87 

Al 

99 

USER-MC  REV-AT 

1 

4910 

Test  Stond,  Ignition  Mogneto  . . . . . . . . . 

MII-T.13007E  (1) 

AL 

09  Jon 

86 

Al 

4910 

Tester,  Cylinder  Compression  (Automotive  Maintenance)  REV'ME  82  CS  . . 

MII-T-13011G 

AL 

18  S.p 

85 

Al 

99 

4910 

Di.Ml  Futl  InjKtor  USER-MtREV-AT  MC  SH  05  82  CS . 

MII-I-45049C 

Al 

31  Dk 

85 

Al  YD 

99 

1 

4910 

Tester,  Hydroulic  Systems,  Portoble  REV'AL... . . . . . 

MII-T-52585B 

AL 

31  May  88 

Al 

4910 

Tester,  Internol'combustion  Engine  (Vocuum  And  Pressure)  . . . 

MII-M3013E  (1) 

At 

09  Jon 

86 

Al 

L 

4910 

Tire  Repoir,  Recapping,  And  Retreoding  REV'AT.............. . . . . 

MII-M4625E 

AL 

17  Jun 

83 

At 

4910 

Tire  Scriber  For  Automotive  Wheel  Alignment....... . . . . . . 

MII-T-640S3 

Al 

27  Jon 

89 

4910 

Towbor,  Motor  Vehicle,  Universol  V>type  USER'MC  REV'AT . . 

MS-S00047A 

AL 

30  Jon 

85 

Al  YD 

99 

4910 

Trestles,  Motor  Vehicle  Mointenonce  And  Storoge  (Vehicle  Support  Stonds) . 

MIL-T.14521D  (1) 

AL 

09  Jon 

86 

Al 

4910 

Tfuek,  ligt,  WKmI  USER-MC  REV-SM . 

MIL-T.14537F 

Al 

21  F.b 

84 

Al 

99 

4910 

Vulconizer,  Hot  Potch  And  Plate,  Inner  tube  USER'AT  MC  REV.SM  ME  CS . 

GGG-V.790D 

/Al 

27  Aug 

85 

Al  YD 

99 

1 

4913 

Fixture  Test,  FIrnI  Inspection' 8237268,  Pockoging  Of  Validatad  Feb  62 . 

MIL-F-45S13 

AR 

19  Aug 

59 

AR 

L 

4920 

Cobinet  And  Bench  Tops . . . . . . . . . . 

MIL-C-58021B  (1) 

AV 

15  Dk 

87 

AV 

1 

4920 

Cobinet,  Electricol  Equipment  C&Y'7687/U&PQ'5. . . . . . . . . 

Mll-C-85441  (1) 

AS 

15  F.b 

85 

AS 

L 

4920 

Cort,  Corrosion  Control,  Jet  Engine  Validated  Sep  82  REV.CS . . . 

Mll-C-81707 

AS 

28  Nov 

68 

AS 

L 

4920 

Cort,  Test  Equipment  Validated  May  82  . . . . . 

MIL-C-81532 

AS 

17  May 

67 

AS 

4920 

Compressor,  Vocuum  Pumps  8  Blowers,  Displocement  •  1970 . . . 

ASME  PTC9-70 

82 

24  Mor 

86 

AV  AS 

99 
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TITLE 

NUMBER 

PREP 

DATE 

CUSTODIAN 

1 

4920 

Filttr  El«m«nt,  Adap4:  Validated  S^p  BO . . . . 

MIL-F-81836/S 

AS 

18  F.b 

72 

AS 

QL 

4920 

Filttr  And  Disposable  Element,  Fluid  Pressure.  Hydraulic.  3  Mtcrors  Absolute, . . 

MIL-F-81836  (1) 

AS 

25  Oct 

85 

AS 

L 

4920 

Filter  Element.  Disposoble.  Fluid.  Pressure.  Hydraulic.  3  Micron  Absolute 

MIL-F-81838/4 

AS 

18F.b 

72 

AS 

Validated  S»p  60 

1 

4920 

Fitter.  Fluid.  Pressure.  Hydroulic.  5000  Psi.  3  Micron  Absolute.  Style  A. 

Mll-F-81838/1 

AS 

18  F.b 

72 

AS 

Mechonical  Indicator  Volidohd  Stp  60 

NOTICE  1 

L 

4920 

Filter.  Fluid.  Pressure.  Hydroulic.  5000  Psi.  3  Micron  Absolute.  Style  B.  Electricoi 

Mll-F-81838/2 

AS 

18  F.b 

72 

AS 

Indicotor  Validated  Sep  60 

L 

4920 

Filter.  Fluid.  Pressure.  Hydroulic.  5000  Psi.  3  Micron  Absolute.  Style  C.  Gouge 

MIL-F-8183i/3 

AS 

18  F.b 

72 

AS 

Indicotor  Validated  Sep  60 

1 

4920 

Hor'  I'est  Bench.  Avionic  Equipment.  General  Speciflcotion  Fo-  Validated 

MIL-H-15362B 

AS 

21  Mor 

88 

AS 

Mof  88  REV-99 

NOTICE  1 

4920 

Inflotor  Assembly  And  Goge  Elements.  Pneumotic  Pressure.  Remote  Control. 

MIL-l-85352  (2) 

AS 

30  Aug 

87 

AV  AS 

99 

Direct  Reoding  REV>GS 

L 

4920 

Noise  Suppressor  Systems.  Engine  Test  Stond  A/F32T*2  And  A/F32T*3.  For 

MII-N-83158A 

11 

26  Sep 

70 

11 

Turbojet  And  TuH)ofan  Engines  Validated  May  62  REV<99 

L 

4920 

Stand,  Fill-drain,  Coolont  Syttam  MT-4730<  (/ANM-23)V(  Validot*d  Mor  81 . 

MIL-S-81996 

AS 

30  Moy 

75 

AS 

L 

4920 

Stand.  Shipboord,  Helicopter  Molntencnce . . . . 

MII-S-85376A 

AS 

01  F.b 

85 

AS 

4920 

Stand.  Test,  Aircraft  Hydraulic  System,  Electric  Motor  Driven.  Type  MK&I  . 

MIL-S-26000C 

82 

01  Apr 

87 

AV 

99 

1 

4920 

Stand.  Test.  Aircraft  Hydroulic  Systems.  Non  Portable  Validated  Nov  88 . . 

MIL-S-26716A 
NOTICE  1 

82 

01  Nov 

88 

99 

4920 

Table  Assembly.  Scorsby  REV*EL . . . . . . . . 

MIL-T-S8060B  (1) 
NOTICE  1 

AV 

09  Jul 

87 

AV  AS 

99 

4920 

Toble,  Gyro  Instrument  Testing,  Type  MA&l . . . . . 

MII-T-9026B  (2) 

82 

07  Fob 

86 

AV 

99 

L 

4920 

Test  Equipment.  Hazordous  Locotion,  (nstoKed,  Basic  Requirements  For  Valideted 

MII-T-21378A 

AS 

28  Jon 

66 

AS 

Aug  $1 

L 

4920 

Test  Set.  Adapter  Group,  OF‘3UV)1/APM  Validated  Jul  81 . . . 

MIL-T-81961 

AS 

17  Jon 

74 

AS 

L 

4920 

Test  Set.  Computer  Memory  Loader  Verifier  AN/ASM  607  (V)  1  . . . . . 

MIL-T-85413A 

SUPPL  1 

AS 

23  Jon 

86 

L 

4920 

Test  Set,  Computer  Memory  Looder  Verifier  AN/ASM  607  (V)  1  . . 

MIL-T-83413/1A 

AS 

28  Fob 

86 

i 

4920 

Test  Set.  Computer  Memory  Looder  Verifier  AN/ASM  607  (V)  2  . . . 

MIL-T-85413/2A 

AS 

28  Fob 

86 

AS 

L 

4920 

Test  Set,  Computer  Memory  loader  Verifier  AN/ASM  607  (V)  3  . 

MII-T-85413/3A 

AS 

28  F.b 

86 

AS 

L 

4920 

Test  Set,  Computer  Memory-Loader  Verifier  AN/ASM  607  (V)  5  . 

M11-T-85413/JA 

AS 

28  Fob 

86 

AS 

1 

4920 

Test  Set,  Computer  Memory.  Loader  Verifier  AN/ASM*607(V}*6  . . . . 

MIL-T-85413/6A 

AS 

28  Fob 

86 

AS 

L 

4920 

Test  Set,  Computer  Memory  Looder  Verifier  AN/ASM  607  (V)  7  . . 

MIL-T-85413/7A 

AS 

28  Ftb 

86 

1 

4920 

Test  Set,  Computer  Memory  Loader  Verifier  AN/ASM  607  (V)  8  . . . . 

MIL-T-8S413/8A 

AS 

28  Fob 

86 

AS 

1. 

4920 

Test  Set,  Computer  Memory  Loader^verifier  AN/ASM<607A(V)1  . 

MIL-T-B5413/10A 

AS 

28  F.b 

86 

AS 

1 

4920 

Test  Set,  Fuel  Quantity  Gage  Capocitonce  Type . . . . . . . . 

MII-T-586920 

AV 

01  Moy 

86 

AV 

Q 

4920 

Test  Set,  lndicalor.generator,  Tochometer  TTU«27/E,  Aircroft  Instruments,  Field 

MIL-T-26219A  (1) 

AS 

02  F.b 

87 

AV  AS 

REV-AV 

1 

4920 

Test  Set,  Mission  Recorder'AN/USM*387  Validated  Jul  63 . 

MIL-T-B1978  (2) 

AS 

01  Dk 

76 

AS 

4920 

Test  Set,  Motor*generator,  AN/GSM*65  REV*GS . 

MII-T-40000 

82 

20  Sop 

83 

EL 

99 

1 

4920 

Test  Set,  Pressure  Temperature  TTU>205C/E . . . . . 

MIL.T-381917-(1) 

82 

10  Aug 

78 

99 

1 

4920 

Test  Set,  Radio  Set  An/arm  165A  Validated  Mar  85 . 

Mll-T-85235 

AS 

19  Jon 

79 

AS 

t 

4920 

Test  Set,  Switching  Unit  TS'3634/ARM  Validated  0<t  84 . . . . . 

MIL-T-8i236 

AS 

25  Aufl 

78 

AS 

1 

4920 

T.tl  $.1,  Vibration  TTK-402/E24T-148  And  Cobl.  Cot.  CNK-357/E24T-14B . 

MIL-T.85587 

AS 

29  Fib 

84 

AS 

L 

4920 

Test  Stond,  Actuator,  Lineor,  \.aad  Validated  Oct  84 . 

MIL-T-81546A 

AS 

18  F.b 

71 

AS 

4920 

Test  Stond,  Aircroft  Hydraulic  System,  Troiler*mounted,  A/M27T*2, 

MlL-T-263980  (1) 

82 

30  Jun 

67 

AV 

99 

Electric*motor*driven,  Triple. System  Validated  May  73 

4920 

Test  Stand,  Aircraft  Pneumatic  Components  . . . . . . . 

MIL-T-837735 

82 

13  Mor 

85 

AV  AS 

99 

1 

4920 

Test  Stand,  Aircraft  Hydraulic  System  TTU*226/E,  Traiier«mounted, 

MIL-T-38381B  (1) 

82 

16  Jon 

89 

99 

Gasoline'engine'driven,  Triple.System-Vdf/dored  Jan  89 

NOTICE  1 

L 

4920 

Test  Stand,  Hydroulic  System,  Gosoline  Engine  Driven,  Type  0*5D . 

MIL.T.7612D 

AV 

22  Jul 

85 

AV 

4920 

Test  Stand,  Hydroulic  System  Components  . . . 

MIL-T-87976 

82 

16  Jun 

85 

AV  AS 

99 

L 

4920 

Test  Stond,  Hydroulic  System,  ElectricMotor  Driven,  Type  D*6A  Vrdidated  Feb 

85 

Test  Stond,  Hydraulic  System  Components,  Type  MK>3A  tstond.  Test.  Aircroft 

MIL-T.7610A  (2) 

82 

02  Mor 

60 

82 

L 

4920 

MII-T-26017C 

82 

01  Nov 

88 

99 

Hydroulic  System,  Electric  Motor  Driven,  Type  MK'3A@  Validated  Sep  88 

NOTICE  1 

1 

4920 

Test  Stond,  Jet  Engine  Accessory  Ovedioul  General  Speciflcotion  For  Validated 

MIL-T-83431 

11 

26  Fib 

88 

11 

F»b  88  REV-99 

NOTICE  1 

1 

4920 

Test  Stond,  Oxygen  System  Components . . 

MIL-T-85476 

AS 

05  Oct 

81 

AS 

L 

4920 

Tester  Set,  Cylinder  Compresslon  Validated  Mar  83 . . . . . . . . 

MIL-T.J8070A 

AV 

03  Apr 

70 

AV 

1 

4920 

Tester&type  MA82  Reception  Coupiing  Break&owoy  Force.  Portoble . . . 

MS-24536A 

NOTICE  1 

82 

01  Nov 

88 

99 

L 

4920 

Tester,  Aircroft.personnel  Sofety  Equipment.......... . . . . . . 

Mll-T.58076 

AV 

26  Jun 

64 

AV 

L 

4920 

Tester,  Gyro  Indicator,  Pitch  And  Roll  USER-AT  REV*ER . . . 

MIL-T*58093A  (1) 
NOTICE  1 

AV 

03  Aug 

87 

AV 

1 

4920 

Tester,  Leokage,  Demand  Oxygen  Regulotor,  Type  MH'2  (Superseded  By 

MII-T-8429S 

82 

11  Jul 

83 

AV 

99 

MIL-T-38180)  REV.82 

NOTICE  2 

1 

4W0 

T#st*r.  Pitot  Anri  Stotlc  Systems- 

MIUT^8078A 

AV 

25F.b 

85 

AV 

L 

4920 

Tester,  Pressurized  Cobin  leokoge.  Aircraft  AF<M24T&3 . . . . 

MII.-T-26139B 

82 

15  Jun 

83 

99 

L 

4920 

Tester,  Pressurized  Cobin  Leakage,  Aircraft  AF/M32T«1  . . . . . . . 

MtL-T*26U1D 

82 

15  Jun 

85 

99 

4920 

Tester,  Storter  Torque,  Type  8&V  (Test  Stand,  Starter,  Aircraft  Prony  Broke, 

MIL-T-6448B 

82 

05  Nov 

80 

AV 

99 

Type  88i1) 

L 

4920 

Tester,  Temperature  Instruments,  Type  MJ&1  . . . . . . . . . . 

MIL-T-4748B 

NOTICE  1 

82 

01  Nov 

88 

99 

L 

4920 

Tester,  Type  MA&2  Reception  Coupling  BreokBowoy  Force,  Portoble.... . . 

MII-T-26561C 

82 

21  Nov 

84 

99 

1 

4921 

Actuator  Assembly  Test  Set,  (For  Torpedo  Mk  46  Mod  1)  Validated  Apr  84„.,» 

MIL-A-824S1  (2) 

OS 

03  Jul 

69 

OS 

L 

4921 

Afterbody  Test  Set  Mk  486  Mod  O  (For  Torpedo  Mk  46  Mod  0/1)  Validated 

MIL-A-82446A  (5) 

OS 

31  Oct 

69 

OS 

Apr  84 

L 

4921 

Automatic  Pilot  Test  Set  (For  Torpedo  Mk  46  Mod  0  And  Mod  1)  Validated 

MII-A-82450B 

OS 

25  Apr 

72 

OS 

AprB4 


287 


FSCLISTING 


L 

L 

L 

I 

L 

I 

I 

I 

I 

I 

L 

I 

L 

I 

L 

I 

I 

I 

I 

I 

L 

I 

I 

L 

I 


L 

L 

L 

L 

I 

L 

L 

L 

L 

L 

L 


I 

Q 

L 

L 

L 


L 

L 


I 

L 


FSC  HUE 

4921  Bittoble  Multivibrator  Asitmbly  Id  546989  (For  Guidance  Control  Test  Set  Mk 
443  Mod  0  And  Mod  1)  Validated  Jan  $0 

4921  Coble  Assembly,  Test  (For  Torpedo  Test  Set  Mark  261  Mod  t)  Validated  Avg 
85 

4921  Computer  Test  Set  (For  Torpedo  Mk  46)  Validated  Apr  84  . . . 

4921  Fire  Control  Assembly  LD546992  (For  Guldonce  Control  Test  Set  Mk  443  Mod 
0  And  Mod  1)  Validated  Aug  85 

4921  Guidance  Control  Test  Set  Mork  443  Mod  1  (For  Toledo  Mk  46  Mod  0  And 
Mod  1 )  Validated  Jul  85 

4921  Light  Circuit  Assembly  10546991  (For  Guidance  Control  Test  Set  Mk  443  Mod 
0  And  Mod  1)  Validated  Aug  85 

4921  Power  Supplies,  Type  Iv  (Torpedo  Testing)  Validated  Apr  82, . . . . . 

4921  Power  Supply  Assembly  ID546974  (For  Afterbody  Test  Set  Mk  442  Mod  0  And 
Electrical  Cable  Test  Set  Mk  444  Mod  0)  Validated  Aug  85 

4921  Power  Unit  Test  Set  (For  Torpedo  Mk  46  Mod  1  Validated  Apr  82^..... . . . 

4921  Sensing  Circuit  Assembly  L0546972  (For  Afterbody  Test  Set  Mk  442  Mod  0 
And  Electricol  Cable  Test  Set  Mk  444  Mod  0)  Validated  Aug  85 
4921  Speed  Control  Assembly  LD546993  (For  Guidance  Control  Test  Set  Mk  443 
Mod  0  And  Mod  1)  Validated  Apr  84 

4921  Test  Set  Mark  292  Mod  1  Validated  Jun  85 . . . . 

4921  Test  Set,  Afterbody,  Torpedo,  Mark  442  Mod  O  (For  Torpedo  Mk  46  Mod  O) 
Validated  Apr  82 

4921  Test  Set,  Electrical  Coble  Mark  444  Mod  0  (For  Torpedo  Mk  46  Mods  0  And 
1)  Validated  Apr  82 

4921  Test  Set,  Electricol,  Torpedo  Control  Cable,  Mark  519  Mod  0  Validafed  Apr  82 
4921  Test  Set,  Exercise  Head,  Mark  485  Mod  0  (For  Torpedo  Mk  46  Mod  0  Through 
5) 

4921  Test  Set,  Gyroscope,  Mork  484  Mod  1  (For  Torpedo  Mk  46  Mod  0  Through  5) 
4921  Test  Set,  Torpedo,  Mork  393  Mod  O  (Inoctive  For  New  Design)  Validated  Apr 
82 

4921  Test  Set,  Torpedo,  Mork  281  Mod  1  Validated  Juft  85 . . 

4921  Voltage  Regulator  Assembly  01  2540850  (For  Guidonce  Control  Test  Set  Mk 
443  Mod  0  And  Mod  })  Validated  Aug  85 

4923  Accessory  Set  Mork  1  Mod  1  Validated  Apr  87 . . . 

4925  Aircraft  Firing  Circuit  Test  Set  AN/AWM>54  Validated  Jun  8t  . . 

4925  Components  Test  Junction  Assembly  Validated  Jan  83  . . . . 

4925  Dispenser  Test  Adapter  Assembly  Validated  Jan  83 . . . 

4925  Equipment,  Leok  Detection,  Helium,  For  Chemicol  Munitions  Validated  Jan  85..,, 
4925  Unker.detinker,  Hond,  7.62MM,  M21A1  Validated  Jul  88  REV.AR=MC  AS . . . 

4925  Shield,  Operotionol  For  Ammunition  Operations,  Criteria  For  Design  Of  And 
Tests  For  Acceptance  Validated  Mar  85 

4925  Stray  Voltoge  Monitor  Assembly  Validated  Jan  83, . . . . . 

4925  Test  Set  Mark  77  Mod  0  Validated  Apr  87 . 

4925  Test  Set  Mk  171  Mod  0  Validated  Apr  82  . . 

4925  Test  Set,  Continuity,  Igniter  Circuit  Validated  Apr  80  REV.MI  SM  MC  A5-70  .... 

4975  Test  Set,  Electronic  Systems,  M91 . . . . . . 

4925  Test  Set,  Electrical  Circuit,  Bomb  Dispenser  A/e  24T*80  Validated  Jan  81 . 

4925  Test  Set,  Electricol  Circuit,  Bomb  Dispenser  A/e  24T>79  Validated  Mw:80„ . 

4925  Test  Set,  Electronic  Systems,  M91,  Repair  Ports  far  Validated  Feb  85  . . 

4925  Test  Set,  Electronic  Systems,  M92,  Repoir  Ports  for-Validated  Feb  85 . 

4925  Test  Set,  Electronic  Systems,  M92  Validated  Jon  86 . . . . 

4927  Test  Set,  Electrical,  Mk  lii . . . . . . . . 

4927  Test  Set,  Electrical,  Mk  W  . . . . . . . . 

4930  Adopter,  Greose  Gun  Coupling,  Hydroulic  Type  Inlet  Fitting,  Pin  Type  Nozzle 
Validated  Jan  82  USER-AT  MC  SH  REV-AT  Ml  YD  CS 

4930  Adopter,  Pomp  Validated  Jan  82  USER-AT  SH  REV-CS . . . 

4930  Air  Eliminotor  Assembly,  Recessed,  Aircroft  Fuel  Filter... . . . . 

4930  Cortrldge,  Greose,  14  Ounce  (For  Cortridge-type  Greose  Gun)  USER-AR  MC 
REV-PS  CS 

4930  Chest,  Coltopsibte  Tank  Validated  May  86  USER-ME  . 

4930  Control,  Pressure,  Filling,  Nonvented  Drum  USER-MC  REV-Gl  MD  99  71............ 

4930  Coupler,  Hydront  Volve  GRU-16/E . . . . 

4930  Coupling,  Greose  Gun,  Shofer  Type  Nozzle  Validated  Jan  A?  USER-AT  SH 
REV-CS 

4930  Coupling,  Greose  Gun,  Hydraulic  Type  Nozzle  Validated  Jan  82  REV-MI . . 

4930  Cowpling,  Greose  Giin,-Flush  Type  NnTTU-V<7t«Var?d=ya"  W  . . 

4930  Dispenser,  Graphite  Validated  Jan  82  USER-MD  GL  MC . . . . . 

4930  Dispensing  Pump,  Hond  Driven,  Drum,  1  Quort  Oil,  (For  15-  To  55  Gollon 
Drums)  USER-MC  CG  REV-82  CS 

4930  Dispensing  Pump,  Hond  Driven,  Liquid  Petroleum  Fuel  USER-AT  CE  CG  MC 
REV-CS 

4930  Droin  Unit,  Waste  Oil,  Portoble  REV-CS . . . . . . . . 

4930  Drum  And  Pump  Units,.liquid  Dispensing,  Trucked  Corrier  Mounting  Validated 
Jan  85 

4930  Envelope  Dimensions  Nozzle,  Pressure  Fuel  Servicing  locking  Aircroft,  Type  D<1 
&D-2 

4930  Filter-seporotor  Element  Kit,  Liquid  Fuel  FFU-9/E...........................— . . . 

4930  Forword  Areo  Refueling  Equipment  (FARE) . . . 


DOCUMENT 

NUMBER 


PREP 


DATE 


CUSTODIAN 


MII.B-82S64  (3) 

OS 

3)  Oct 

72 

OS 

MII-C-B2J76 

OS 

16  Mor 

73 

OS 

MII-C-82449A 

OS 

25  Apr 

72 

OS 

MIL-F-82568  (2) 

OS 

31  Ocl 

72 

OS 

MI1.-G-8244S  (4) 

OS 

20  dep 

74 

OS 

MIL.I-8256S  (2) 

OS 

31  Ocl 

72 

OS 

MIL-P-22497C 

OS 

10  Jun 

70 

OS 

MIL-P-82S63 

OS 

12  S.p 

68 

OS 

MII-P-82448A 

OS 

29  Apr 

69 

OS 

MIL-S-82S62 

OS 

12  Sep 

68 

OS 

MIL-S-82567  (1) 

OS 

29  Jun 

71 

OS 

MIL-T-223938 

OS 

21  S.p 

73 

OS 

MIL-T-81078  (6) 

OS 

16  Apr 

69 

OS 

MIL.T41077A  (2) 

OS 

29  Apr 

69 

OS 

MIL-T.8264) 

OS 

2S  Jon 

74 

OS 

MIL-T-824478 

OS 

26  Aug 

88 

OS 

MIL-T-82458A 

OS 

26  Aug 

88 

OS 

MIL-T-22939B  (1) 
NOTICc  1 

OS 

08  S.p 

75 

OS 

MIL.T-82S75  (1) 

OS 

30  Dm 

71 

OS 

MIL-V.82S88  (2) 

OS 

31  Oct 

72 

OS 

MIL-A-2U30B 

NOTICE  1 

OS 

08  Apr 

87 

OS 

MIL-A'8I917 

AS 

07  Mor 

73 

AS 

MIL-C-63149 

AR 

31  Moy  77 

AR 

MIL-D-63U7 

AR 

31  May  77 

AR 

MIL-STD-1441 

EA 

03  Jun 

68 

EA 

MIL-L-45522A 

NOTICE  1 

AR 

26  Jul 

88 

AR  OS 

Mll-STO-398 

AR 

OS  Nov 

76 

AR 

MIL-S-83148 

AR 

31  Moy  77 

AR 

Mll-T-21451  (1) 
NOTICE  1 

OS 

08  Apr 

87 

OS 

MIL-T-18881 

OS 

30  Jun 

55 

OS 

MIL-T-n393D 

OS 

03  Jun 

74 

OS 

MIL-T-63263  (3) 

AR 

20  No* 

88 

AR 

MIL.T-4829)  (2) 

AR 

25  F.b 

76 

AR 

WIL-T-48295 

AR 

05F.b 

74 

AR 

MIL-T-83278 

AR 

12  Mor 

79 

AR 

MIL-T-W279 

AR 

12  Mor 

79 

AR 

MIL.T-83264  (1) 

AR 

11  Oct 

79 

AR 

WIL.T-47302A 

Ml 

13  Aug 

87 

Ml 

MIL.T.47303  (1) 

Ml 

21  F.b 

85 

Ml 

MS-242048 

ME 

21  Apr 

77 

ME  YD 

MS-24200C 

ME 

21  Apr 

77 

ME  YD 

MII-A-2689IC 

82 

07  Jul 

70 

Mll-C-225878 

AS 

17  Aug 

83 

ME  AS 

MII-C-23044A  (2) 

MC 

30  Moy  86 

MC 

NOTICE  1 
MII-C-43044C 

ME 

08  Apr 

88 

ME 

MIL-C-83260A 

82 

18  Moy  72 

MS-24203B 

ME 

21  Apr 

77 

ME  YD 

MS-24207C 

ME 

21  Apr 

77 

ME  YD 

M5-24205S 

ME 

21  Apr 

77 

ME  YD 

MIL-D-43278A 

ME 

09  May  78 

ME 

XX-D-370D 

/ME 

24  Ocl 

83 

ME 

XX-D-385E 

/ME 

28  Oct 

82 

ME  YD 

Mll-D-432i8A  (1) 

ME 

02  Jon 

85 

ME 

MIL-0-43149B 

ME 

31  Jon 

79 

ME 

MS-29i20G 

AS 

17  Ocl 

86 

ME  AS 

MIL-F-27703D  (2) 

82 

16  Ocl 

78 

Ma.F.}2749B 

ME 

24  Jun 

86 

ME 

99 


99 


288 


FSC  LISTING 


DOCUMENT 


fSC 

TITLE 

NUMBER 

PREP 

DATE 

CUSTODIAN 

1 

4930 

Fuel  Hose  Evocuotion  K!ts  Volidattd  May  $6  REV>CS . . . . . 

MII-F-82191A 
NOTICE  1 

MC 

30  May 

86 

MC 

1 

4930 

Fuel  Monitors,  Frome  Mounted  100«  &  350*  Gallon  Per  Minute  Copocities..... . 

MIL-F-82165B  (1) 

MC 

16  Mar 

83 

MC 

1 

4930 

Fuel  Servicing  Unit,  Aircraft,  Troiler  Mounted,  600  Gpm,  Air  Transportoble . 

Mll-F-285708 

YD 

30  Apr 

84 

YD 

1 

4930 

Fuel  System,  Amphibious  Assult  And  Tacticol  Airfield  Dispensing,  General 

Ma-F-82129B  (1) 

MC 

23  Fib 

79 

MC 

Specificotion  For  Validated  Mar  8S 

1. 

4930 

Fuel  System,  Supply  Point,  Portoble  120,000  Gallons  Capocit/  REV^CS..... . 

MIL-F-43093E 

ME 

15  Aug 

85 

ME 

4930 

Greos,  Cortridge,  201.5  X  904.5  ■  1975 . 

ANSI  MH3,3-7S 

SA 

31  Mar 

81 

ME 

SA 

99 

4930 

Greose  Gun,  Hand  Operoted,  lever.  Push  And  Screw  Type  USER*MC  REV*SH 

CS 

Greose  Guns,  Hond  Operated,  lever,  Push  &  Screw  Type;  Type  1,  lever 

MIL-G-38S9D  (3) 

ME 

15  Mor 

78 

ME 

YD 

99 

4930 

MIL-G-3B59/1 

ME 

12  Feb 

87 

ME 

YD 

99 

Operand  USER-CE  MC  OS  REV-SH  82  CS 

4930 

Grease  Guns,  Hand  Operated,  Lever,  Push  &  Screw  Type;  Type  IV,  Pistol  Grip 

MIL-G-3859/4 

ME 

12  F«b 

87 

ME 

YD 

99 

USER.CE  MC  OS  REV-SH  82  CS 

1 

4930 

Gun,  Spray,  Oil  And  Solvent  Validated  Feb  85 . . . 

MIL-G-952  (1) 

AS 

25  Jul 

85 

AS 

1 

4930 

Hemtt  Tanker  Aviation  Refueling  System  (Htors) . . . . . 

MIL-H-53076 

ME 

08  Sep 

87 

ME 

4930 

Hose  And  Hose  Assembly,  Nonmetollic,  Fuel,  Collopsible,  low  Temperoture  With 

MIL-H-26521F 

82 

25Moy 

83 

Me 

YD 

99 

Reottochable  Couplings  USER'CS  REV>AV  AR  99 

4930 

Hose  Assemblies,  Non'METAlUCt  Grease  Gun  High  And  low  Pressure  USER>AT 

MIL-H-3S58F 

ME 

09  Dec 

85 

ME 

YD 

99 

CG  MC  AS  SH  REV-CS 

INT  AMD  1  NME) 

1 

4930 

Hose  Reel  Assembly,  Fuel  Servicing,  Generol  Requirements  For  Validated  Apr 

MIL-H-3S2098 

82 

07  Moy 

71 

11 

as  REV-99 

1 

4930 

lubricoting  And  Servicing  Unit,  Air  Operated  High  And  low  Pressura  Delivery.... 

MII-L-4541C 

82 

23  Aug 

83 

99 

L 

4930 

lubricoting  And  Servicing  Unit,  Power  Operoted,  Portable,  Industriol  Type. 

MIL-1-1933SE 

YD 

24  Jon 

85 

YD 

4930 

Lubricating  And  Servicing  Unit,  Power  Operoted,  Portable  USER*AT  MC  REV>82 

CS 

lubricoting  Unit,  Power  Operated,  And  Pumping  Units,  Pressure  luWIcoting, 

MIL-L-10369G 

ME 

22  Jun 

84 

ME 

99 

4930 

GGG-1-/95D 

/ME 

25  Apr 

79 

ME 

YD 

99 

Drum  Mounting  USER'AR  MC  REV*CS 

4930 

Lubricating  Unit,  Power^opetoted,  Electric,  Portable  USER'MC  REV^AS  CS . 

MII-1-7312E 

ME 

12  Dk 

84 

ME 

AS 

99 

4930 

lubrication  Dispensing  Equipment  Accessories  USER'MC  OS  SH  REV*CS . . . 

MIL-L-43S7C  (1) 

ME 

16  Nov 

79 

ME 

YD 

99 

1 

4930 

Meter  Assembly,  Skid  Mounted,  PetroVum  Fuels  Validated  Mar  85  REV'ME  CS 

MIL-M-82180A 

MC 

01  D« 

78 

MC 

L 

4930 

Nozzle  Assembly,  Closed  Circuit  Refueling  REV*AV. . . . 

MIL-N-52747C  (1) 

ME 

25  Jon 

88 

ME 

L 

4930 

Nozzle,  Adopter,  Closed  Circuit  To  Gravity  Fill  REV*AV.. . . . 

MIL-N-52748C  (1) 

ME 

07  Apr 

88 

ME 

4930 

Nozzle,  Fuel  &  Oil  Servicing,  Nonautomatic  Shutoff  &  Nozzles,  Fuel  Servicing, 

MII-N-52110F  (1) 

ME 

21  Sep 

83 

ME 

YD 

Aulofflolk  Shutoff  USER-CE  CG  MC  REV-AV  CS 

INT  AMD  1  (ME) 

1 

4930 

Nozde,  Fuel,  Aircroft,  Overwing,  Type  MD  3 . . . . . . . . 

MIL-N.87963 

82 

27  Mor 

79 

99 

4930 

Nozzle,  Oil  Servicing,  Pistol  Grip  Nondrip,  Type  A*26  REV*CS  . . 

MIL-N-7284D 

82 

11  Feb 

85 

AS 

99 

0 

4930 

Nozzle,  Pressure  lubricating  Oil  Servicing,  Locking  Validated  Sep  87 . . 

Mll-N-25«77C 

82 

18  Oct 

68 

AS 

99 

Q 

4930 

Nozzle,  Pressure  Fuel  Servicing,  locking,  Type  0<1  &  0*2,  Nominol  2  /2  Inch 

MIL-N-S877D 

AS 

16  Oct 

86 

AS 

99 

Oiometor  USER-AV  ME  REV-82  CS 

INT  AMD  4  (AS) 

t 

4930 

Nozzle,  Water  Hose,  Servicing,  Aircroft  GRK04/S32A*2 . . . 

MIL-N-38439A 

82 

07  Sep 

66 

99 

4930 

on  Gun,  Pn«omolic  USER-MC  REV-MO  AR  CS . 

MII-0-14559C 

ME 

13  Aug 

81 

ME 

YD 

99 

4930 

Oiler,  Air  Lines  REV*CS... . . . . . . . . . . . . . . . 

A-A-50492 

YD 

28  Feb 

89 

YD 

4930 

Oiler,  Air  lines.  For  Pneumatic  Tools  USER*MC  REV>CS..... . . . . 

Mll-0-134)78 

ME 

12  Apr 

83 

ME 

4930 

Oiler,  Airline  USER-ME  REV-CS . 

MIL-O-82042C 

YD 

18  Feb 

83 

ME 

YD 

99 

4930 

Oiler,  Hand . . . . . . . 

GGG-0-591F 

% 

16  Moy 

77 

L 

4930 

Oiler,  Hond,  Plastic  REV>CS  . . . . . . . . . . 

MII-0-52724A 

ME 

01  Moy 

80 

ME 

4930 

Oiler,  Hand,  Pump  USER'MC  REV>EA  CS . . . 

A-A-50477 

YD 

25  Jon 

84 

ME 

YD 

4930 

Ol'er,  Hand,  Rectangular,  Push  Sides  USER*ME  MC  REV-EA  CS . . . . 

A-A-50471 

YD 

14  Nov 

83 

YD 

4930 

Oiler,  Self'feeding  Validated  Jan  82  REV.CS  . . . . . 

MIL-0-43345B 

ME 

21  Jun 

78 

ME 

YD 

99 

4930 

Oilerj.  Hond,  Filler  USER-ME  MC  REV-EA  CS . 

A-A-50470 

YD 

14  Nov 

83 

YD 

4930 

Oileij,  Hond  Puih  Bottom  USER-MC  REV-GL  ME  CS . 

A-A-50473 

•YD 

21  Nov 

83 

YD 

4930 

Oilers,  Hor.d,  Typewriter  USER'ME  MC  REV>EA  CS  . . . . 

A-A-30474 

YD 

15  Dec 

83 

YD 

L 

4930 

Pre*oiling  And  Pressure  Fill  Tank  3‘GAllON  Copacity,  Type  PON*6  Validated 

Mll-P'235n 

AS 

10  Oct 

62 

AS 

Apr  82 

4930 

Pump,  Automotive  Fuel  Dispensing,  (Service  Station)  USER*CE  MC  REV.CS. . . 

MIL-P-10406G 

ME 

12  Moy 

81 

ME 

YD 

4930 

Pump,  Bucket,  Lubrication,  Hand  Operoted  USER*MC  REV*CS  . . . . . 

A-A-50202 

/ME 

06  May 

83 

ME 

YD 

99 

4930 

Pump,  Bucket,  lubricating,  Hand-operoted  Validated  Dec  84  USER*MC  REV-CS.. 

MII-P-13218C  (2) 

ME 

17  Oct 

79 

ME 

YD 

99 

4730 

Pump,  lubricont  Transfer  (Hand)  USER-MC  REV-MD  CS. . . . . 

MIL-P-43253B 

ME 

10  Jan 

tS 

ME 

YD 

99 

L 

4930 

Reel,  Fueling  Hose,  Manually  Operoted  Validated  Avg  81  . . . . 

MIL-R-159)7F  (1) 

SH 

31  May 

67 

SH 

L 

4930 

Reel,  Static  Dlschorge,  Grounding,  50  Fool,  Generol  Requirements  For  REV-68 

MIL-R-83232B  (2) 

82 

24  Moy 

74 

99 

79  CS 

L 

4930 

Reel,  Slotic  Dischorge,  Grounding  RMU-20/E,  50  Foot  With  Clip  Validated  Jan 

83 

Reel,  Stotic  Dischorge,  Grounding  RMU*25/E,  50  Foot  With  Connector 

MII-R-B3232/1A 

82 

16  Ocl 

78 

99 

L 

4930 

MIL-R-83232/2A 

82 

16  Oct 

78 

99 

Vriidated  Jun  83 

L 

4930 

Reel,  Stotic  Dischorge,  Grounding  RMU*26/E,  50  Foot  With  Plug  Validated  Jun 

83 

Reel,  Slotic  Discharge,  Grounding  RMU'27/E,  50  Foot  Without  Connecting 

MIL-R'e3232/3A 

82 

16  Oct 

78 

99 

1 

4930 

MIL-R-832-32/4A 

82 

16  Oct 

78 

99 

Hordwore  Validated  Jun  83 

1 

4930 

Regulator  Assembly,  Skid  Mounted.  6-INCH  Validated  May  86  . . 

MIL-R-821B4A 
NOTICE  1 

MC 

30  Moy 

86 

MC 

4930 

Sleeve,  locking  Validated  Jan  82  USER-AT  MC  SH  REV.C$..,.,....*»... . . 

MS-24205B 

ME 

21  Apr 

77 

ME 

YD 

99 

1 

4930 

Strainer  Assembly,  Petr^eum  Fuels,  6  INCH,  Frome  Mounted,  600  Gallons  Per 

MIL-S-82183A 

MC 

30  Moy 

86 

MC 

Minute  Validated  May  86 

1 

4930 

Suppressor,  Surge,  Fuel  Transfer  Troiler  Validated  May  71  REV-CS  . . . . . 

MIL-S-26873C 

82 

13  Apr 

65 

99 

L 

4930 

Tonk  &  Pump  Unit,  liquid  Dispensing,  For  Truck  Mounting  &  Kit,  Single  Or  Duel 

MII-T-40136H  (4) 

ME 

22  Nov 

88 

ME 

Tonk  Unit,  Liquid  Dispensing,  For  Trailer  Mounting  REV'82 

L 

4930 

Tank  And  Pomp  Unit  PMU-29/6,  Jet  Oil  Servicing,  3  Gollon  Capacity,  Portoble 

Ma-T-38266C 

82 

10  Jul 

87 

99 

4930 

Vacuum  Pump,  Hond  Operoted  For  Army  Oil  Anolysis  Progrorr.  (AOAP) ............ 

MIL-V-64051 

Al 

31  Mor 

88 

Al 

L 

4931 

Alignment  Device,  Optkol,  Gim  Bore  . . . . . . 

MIL-A-48449A  (2) 

AR 

29  Nov 

85 

AR 

1 

4931 

Am~^ifier,  Pneumatic  . . . . . . . . .  . . 

MIL-A-47309 

30  Sep 

87 

t 

4931 

AN/APM-131  Test  Homess,  Radar  Validated  Mar  81  ...................... 

Mll-A-22815 

AS 

15  Moy 

62 

AS 

269 
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L 

4931 

AN/APM>132  Inclinometer  Set  Volidatfid  Jun  SJ  . . . . . . . . 

MIL-A-22814 

AS 

15  May 

62 

AS 

L 

4931 

Boord  Assembly,  Component  1 1748254  VoUdafed  Jon  83....... . . . . 

Mll-B-48594  (1) 

AR 

29  Apr 

77 

AR 

L 

4931 

Circuit  Cord  Assembly  11747210  Torget  Coincidence  Boord . . . . 

Mll.C-48581  (1) 

AP 

30  Nov 

84 

AR 

L 

4931 

Circuit  Cord  Assembly, torget  Position  BOARO,1 1747 198  . . . 

MII-C-48582A 

AR 

15  D.C 

87 

AR 

1 

4931 

Circuit  Cord  Assembly  Torget  Acceleration  Boord.  1 1747207  . . . . . 

MIL-C-48583  (2) 

AR 

11  Jul 

83 

AR 

L 

4931 

Circuit  Cord  Assembly,  Rdoy  Sense  Resistors  Validated  Mar  63 . . . 

Mll-C-60898/2 

AR 

31  Jul 

69 

AR 

L 

4931 

Circuit  Cord  Assemblies,  Generol  Specificotion  For  Validated  Apr  83 . . 

MIL-C-60898 

AR 

31  Jul 

69 

AR 

L 

4931 

Circuit  Cord  Assembly,  Logic  Function  Resistors  Validated  Feb  63............. . . 

MIL-C-60898/1 

AR 

31  Jul 

69 

AR 

L 

4931 

Circuit  Cord  Assembly,  Reloy  Sense  And  K12  Operolion  Validated  Mar  83  ........ 

MIL-C-60898/3 

AR 

31  Jul 

69 

AR 

L 

4931 

Circuit  Cord  Assemblies,  Test  Set,  AN/MWM*3  Generol  Specificotion  For 

MIL-C-50790 

AR 

13  Jun 

74 

AR 

Validated  Jon  81 

1 

4931 

Circuit  Cord  Assembly,  8438903  (Logic,  D’gito))  Validated  Jon  83 . . 

MII.C.50790/1A 

AR 

19  Jon 

77 

AR 

1 

4931 

Circuit  Cord  Assembly,  K6  Operolion  And  Sequence  Validated  Mar  83 .............. 

Mll-C'60898/4  (1) 

AR 

02  Oct 

70 

AR 

L 

4931 

Circuit  Cord  Assembly,  K8  Operolion  And  Sequence  Validated  Mar  83 . 

Mll-C-60898/5 

AR 

31  Jul 

69 

AR 

L 

4931 

Circuit  Cord  Assembly,  K11  Operation  And  Sequence  Validated  Mar  63 . . 

MII-C-60898/6 

AR 

31  Jul 

69 

AR 

L 

4931 

Circuit  Cord  Assembly,  Relay  Signol  Inverters  . . . . . . . . . 

Mll-C-60898/7  (1) 

AR 

28  Nov 

84 

AR 

L 

4931 

Circuit  Cord  Assembly,  Noise  Suppression  Validated  Mar  84 . . 

Mll-C-60898/8 

AR 

31  Jul 

69 

AR 

1 

4931 

Circuit  Cord  Assembly,  Sight  Cu^ent  Generotor  Validated  Mar  83 . 

MtL-C-60898/9 

AR 

31  Jul 

69 

AR 

L 

4931 

Circuit  Cord  Assembly,  Power  Unit  Validated  Mar  83 . . . . 

Mtl-C-60898/10 

AR 

31  Jul 

69 

AR 

L 

4931 

Circuit  Cord  Assembly,  Servo  Amplifier  Test  Input  Validated  Mar  83  . . 

MlL-C-60898/11 

AR 

31  Jul 

69 

AR 

1 

4931 

Component  Boord  Assembly  10558242 . . . . . . . 

MIL.C-70512 

AR 

30  0k 

86 

AR 

L 

4931 

Fixture,  Coble  Mointenonce  MX*9516/ASO>81(V). . . . . . . 

MIL-F-81959 

NOTICE  1 

AS 

15  Apr 

88 

AS 

L 

4931 

Generotor  Pulse  Assembly,  10556650  Validated  .^ar  86 . . . . 

MIL-G-50758 

NOTICE  1 

AR 

12  Mar 

86 

AR 

1 

4931 

Generotor,  Pulse,  10554892  . . . 

MIL-G-50349A  (2) 

AR 

30  Aug 

84 

AR 

L 

4931 

Generotor,  10558216  Validated  Feb  82  . . 

MIL-G-50351 

AR 

10  Nov 

69 

AR 

L 

4931 

Motor,  Broke  Assembly,  11747088  . . . . . . . 

MIL-M-48598A 

AR 

28  Jun 

84 

AR 

L 

4931 

Power  Supply,  9333063 . . . 

MIL-P-50346A 

AR 

28  Sep 

84 

AR 

1 

4931 

Simulator,  Torget  10558244  . . . 

MII-S-5G347  (2) 

AR 

30  Apr 

82 

AR 

1 

4931 

Synchroniier,  Pulse.  10554894  . . . . . . 

MIL-S*503.;B  (1) 

AR 

13  Jun 

82 

AR 

L 

4931 

Test  Set  Assembly,  Diode  Switch,  11736249 . . . 

MII-T-48S86  (1) 

AR 

29  Jun 

84 

AR 

L 

4931 

Test  Set  Mk  339  Mod  O  Validated  Aug  82 . . . . . . . . 

Mll-T-21719 

os 

29  Jon 

64 

os 

L 

4931 

Test  Set  Subassembly.  10558483  (Cord  Reader)  Validated  Feb  82... . . . . 

M!l-T  50337 

AR 

10  Nov 

69 

AR 

L 

4931 

Test  Set  Subossembty,  11726303  (Test  Socket  Assembly)  Validated  Feb  82 . 

MU- 1-50338 

AR 

10  Nov 

69 

AR 

t 

4931 

Test  Set  Subassembly.  10554898  (Pulse  Generator) . . . . . . . 

Mll.T-50336  (1) 

AR 

30  Dec 

82 

AR 

L 

4931 

Test  Set  Subassembly,  11726333  (Line  Driver  A)  Validated  Feb  82 . . 

MtL-T-50340 

AR 

10  Nov 

69 

AR 

1 

4931 

Test  Set  Subassembly,  1172^35  (Line  Driver  fi/C  Validated  Feb  82 .................. 

MII-T-S0341  (1) 

AR 

28  Fob 

82 

AR 

L 

4931 

Test  Set  Subossembty,  1 1726337  (line  Driver  0)  Validated  Feb  82  . . . 

MIL-T-5b342 

AR 

10  Nov 

69 

AR 

1 

4931 

Tttl  S«l  SubotMmbly,  11726338  (lew  Volfeg.  Filler)  Volldoltd  M  B2 . 

MIL-T-50343 

AR 

10  Nov 

69 

AR 

L 

4931 

Test  Set,  Air  Defense  Artillery, -AN/MWM'3,  8438680  Validated  Feb  85 . 

MII-T-50789A 

AR 

06  Aug 

79 

AR 

L 

4931 

Test  Set,  Antenna  AN/VPM*1  Validated  Apr  85 . 

Mll-r-60860  (1) 

AR 

28  Jul 

71 

AR 

L 

4931 

T.»l  S.I,  Control  9on.l,  TS-2657/TSM-100 . 

MII-T-60880A 

AR 

30  Apr 

S6 

AR 

L 

4931 

T.»t  S.I,  Dijtribollon  8ox,  T5-2659/TSM-100 . 

MIL-T-60877A 

AR 

30  Apr 

86 

AR 

L 

4931 

Test  Set,  Electronics  System  AN/TSMOOO  Validated  Apr  85 . . . . . 

MIL-T-60858  (1) 

AR 

28  Jul 

71 

AR 

L 

4931 

Test  Set,  Inverter,  Converter  Ponel  Assembly.  11747097.. . . . . 

MIL-T.48^A 

AR 

31  Aug 

84 

AR 

L 

4931 

Test  Set,  Inverter,  Converter  Chossis  Assembly,  11748234  . . 

Mll-t-48599  (1) 

AR 

30  Jun 

82 

AR 

L 

4931 

Test  Set,  Loser  Rongefinder,  TS*3375/WG-1,  DS  level  11738661  Validated 

Mll.T.50750 

AR 

13  Jun 

78 

AR 

FtbSd 

1 

4931 

T««l  S.I,  Power  Ponel,  TS-2661/TSM-100A  . 

MII.T-60879A 

AR 

30  Apr 

84 

AR 

L 

4931 

Test  Set,  Power  Supply,  MX>8051/aoPM*22A. . 

MII-T.50335A 

AR 

28  Nov 

84 

AR 

1 

4931 

Test  Set,  Rodor,  AN/'tPtA'77-Validated Apr  65 . . 

MIL-T-60857A 

AR 

15  Jon 

73 

AR 

1 

4931 

Test  Set,  Servo  Amplifier,  TS  2658/T3M  100A.. . . . . . . . 

MIL-T-60876A 

AR 

30  Oct 

85 

AR 

L 

4931 

Test  Set,  Sight  Current  Generator,  T:9'3660/TSM'100A . . . . . . . 

MIL>T*60e78A 

AR 

28  Sep 

84 

AR 

L 

4931 

Test  Set,  Sight  Current  Generotor  Servo,  11747100/TSM'100  Validated  Jen  82 

MII.T.48593A 

AR 

30  Jul 

81 

AR 

L 

4931 

Test  Set,  Subassembly  MX*8050/TPM’22-(Prinled  Circuit  Card  Tester) . 

MlL-T-5a339A 

AR 

31  Mor 

85 

AR 

1 

4931 

Test  Set,  Subossembty  MX8046A/TPM'22  (Receiver  Tronsmilter  Tester). . 

MIL-T.50752A 

AR 

30  Jul 

84 

AR 

L 

4931 

Test  Set,  Subossembty  MX*8046/TPM*23  Receivcr/tronsmitler  Tester(  Validated 

Mll-T-50331 

AR 

10  Nov 

69 

AR 

Feb  82 

L 

4931 

Test  Set,  Subosser.ibly  MX*8047/TPM*22  (High  Voltage  Tester) . . . . 

MIL'T'50332A  (1) 

AR 

09  Nov 

84 

AR 

L 

4931 

Test  Set,  Subossembfy  MX*8048/TPM>22  (Receiver,  Test  Panel) . 

MII.T-50333B 

AR 

30  Aug 

84 

AR 

1 

4931 

Test  Set,  SubossemNy  MX'8049/TPM*22  (Range  Computer  Tester) . . . 

MII-T.50334B 

AR 

30  Nov 

84 

AR 

L 

4933 

Gun,  Fluid,  Direct  Delivery  Validated  Jun  82 . . . . . 

MII-G-13494C 

AR 

16  May 

75 

AR 

L 

4933 

Power  Supply,  Hydroulic  And  Electric,  Portable.. . . . 

MII-P-45969A 

AR 

20O«l 

76 

AR 

4933 

Reflector,  Barrel  Validated  Sep  88  USER*MC  . . . . . 

M1L-R-2978C 

NOTICE  1 

AR 

13  F.b 

76 

AR  OS 

1 

4935 

Coble  Assembly  Set,  Electricol,  Mots,  Specfol  Purpose  Validated  Jul 83..... . 

Ma-C-81954B 

AS 

II  Jul 

77 

AS 

L 

4935 

Colibrator  Set,  Missile  System  Test  Equipment  AN/A$M*624  Validated  Jun  87,. 

MIL-C-85356 

NOTICE  1 

AS 

19  Jun 

87 

AS 

t 

4935 

Cooler,  liquid.  Electronic  Equipment  (0*957)  (/AWM*23)V(  Validated  Jut  63  .... 

MtL-C-819538 

AS 

11  Jul 

77 

AS 

L 

493i 

Cooler,  liquid,  bieclronic  Equipment  HO*908()AWM*23(V)  Validated  May  81 

MII-C-81///B 

AS 

30  Nov 

73 

AS 

L 

4935 

Oislribulion  Box  J-3425C/AWW . 

MIL-D-85859 

AS 

04  Aug 

87 

AS 

L 

4935 

Guided  Missile  launcher  Test  Set,  AN/ASM*464A  . . . . . . . 

MIL-G-85299 

AS 

02  Mor 

87 

AS 

4935 

Guided  Missile  Test  Equipment  Functionol  Categorization  System  Validated  Jun 

MIL-HDBK  I42A 

Ml 

01  Jun 

88 

Ml  OS  99 

88 

NOTICE  1 

NOTICE  1 

L 

4935 

Indicolor  Monitor  Test  Set  Id  ]956/ASy/ -VoUdofed  Mar  81  ............................ 

Mll-1.81987 

AS 

17  Jon 

75 

AS 

L 

4935 

Kil,  Tool.  Spociol  TIC-222(  (/AWM.23)V(  Validated  Dec  83 . 

MII-K.81779C 

AS 

11  Jul 

77 

AS 

4935 

Procedures  For  The  Functional  Categorization  Of  Guided  Missile  Electricol  And 

Mll-STD.1249 

Ml 

25  Jul 

66 

Ml  OS  99 

Electronic  Test  Function  Items  Validated  Apr  80  REV*AS 

1 

4935 

Reference  Oscillotor  &  8517235  . . . . . . . . 

MIL.R-45767A 

Ml 

13  Ocl 

82 

Ml 

L 

4935 

Service  Set,  Hydroulic  System  MX*9043(  (/AWM*23  )v(  Validated  Mar  ........ 

MII-S-81775B 

AS 

06D.C 

74 

AS 

1 

4935 

Speciol  Hondfing  Equipment-Vb/^do/ec/Aug  85 . . . . . 

MIL.S-8178CK: 

AS 

11  Jul 

77 

AS 
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L 

4935 

Standj  Booiter  Test,  Mk  12  Mod  0  Validated  Jun  81  REV<99. . . . . . . . 

MIL-S-22219 

OS 

6  Nov 

59 

Oi 

L 

4935 

Stand,  Sustolner  Test  Mk  13  Mod  0  Validated  Jun  81  REV*99. . . . 

Mll-S-22220 

OS 

6  Nov 

59 

OS 

1 

4935 

Target  Simulator,  ‘"frafed  SM‘630(  (/AWM-23)V(  Validated  Ju!  83  . . 

MIL-T-81784C 

AS 

11  Jul 

77 

AS 

1 

4935 

Test  Set  AN/AVrM*80  For  The  AN/AWGOOA  Missile  Control  System 

MIL-T-85053 

AS 

07  F.b 

77 

AS 

Validated  Ju!  83 

L 

4935 

Test  Set,  Airborne  Weopon  Control  System  AN/AWM*23(V)  Validated  Jut  83 .. 

MIL-T-81734D 

AS 

11  Jul 

77 

AS 

1 

4935 

Test  Set,  Antenna,  Boresight  TS-3568  ( (/AWM>23}V(  Validated  Jan  82 . 

Mll-T-85027 

AS 

lOOtl 

75 

AS 

L 

4935 

Test  Set,  Data  Link  Controller  TS>353l/ASM  . . . 

Mll.T-85378 

AS 

13  Dm 

84 

AS 

L 

4935 

Test  Set,  Electricol  Circuit,  Guided  Missile  Launcher  &  Aircraft,  AN/ASM*149C.. 

MIL-T-81404B  (1) 

AS 

31  Ocl 

85 

AS 

L 

4935 

Test  Set,  Fire  Control  Circuits  REV*99. . . . . . . . . 

MIL-T-48835A 

Ml 

14  Sep 

84 

Ml 

1 

4935 

Test  Set,  Group  OQ*169B/DSM‘96A,  Specification  For . . . 

MIL-T-85472A 

AS 

04  Aug 

87 

AS 

1 

4935 

Test  Set,  Guided  Missile  Louncher  A/E24T>81  Validated  Jun  86. . 

MIL-T-3849)A  (1) 
NOTICE  1 

84 

10  Jun 

86 

99 

1 

4935 

Test  Set,  Guided  Weopon  An/DSM-139A  . . . . . . 

Mll-T-85395 

AS 

22  Aug 

84 

AS 

L 

4935 

Test  Set,  Guided  Weopon  AN/0SMO39B . . . . . . . . 

MII-T-85396A 

AS 

30  Sep 

86 

AS 

1 

4935 

Test  Set,  Guided  Weapon  AN/DSM>77B  Validated  Jan  82 . . 

MIL-T-81809 

AS 

28  Dk 

70 

AS 

L 

4935 

Test  Set,  Guided  Missile  AN/DSM>68  Validated  Jan  82  . . . 

MIL-T-81139  0) 

AS 

15  Nov 

68 

AS 

1 

4935 

Test  Set,  Guided  Weapon  AN/DSM<96B  . . 

MIL-T-850318 

AS 

15  Sep 

87 

AS 

4935 

Test  Set,  Guided  Missile  launcher  AN/AWN-90A  . . . 

MIL-T-85641 

AS 

04Ftb 

85 

AS 

L 

4935 

Test  Set,  Guided  Weopon  AN/DSM‘92C  Validated  Apr  87..,., . . . 

MIL-T-85032A 
NOTICE  1 

AS 

15  Apr 

87 

AS 

1 

4935 

T.st  Sel,  Mistil.  InlerlcK.  (MITS)  TS-3561  (  (/aWM-33)V(  VaKdoltd  Jm  82.... 

MIL-T-85039 

AS 

19  May 

76 

AS 

L 

4935 

Test  Set,  Missile  Electrical  System  MoHc  363  Mod  3  Validated  Apr  82  REV>99  .. 

MIL-T.81290 

OS 

07  Jul 

65 

OS 

L 

4935 

T.«l  Set.  MIsill.  Au.ilioriii  TS-3479  ()/AWM-33(V)  VallSattd  M  83 . . 

MIL-T-81781D 

AS 

11  Jul 

77 

AS 

L 

4935 

Test  Set,  Missile  Control  System  AN/AWM*21  Validated  Jul  83 . 

MIL-T-815178 

AS 

02  Apr 

71 

AS 

L 

4935 

Test  Set,  Torget  Detector  AN/DSM*132A . . . . . . . . . 

MIL-T-85552 

AS 

05  Apr 

83 

AS 

L 

4935 

T.il  Station,  Compute  OJ-216(  (/AWM-23)V(  VolUkHcd  Jul  83 . 

MII-T-81782C 

AS 

11  Jul 

77 

AS 

i 

4935 

Test  Station,  Controls  DIsploys  Doppier  Filter  OJ-2t4(  (/AWM*23)V(  Vo/idoter/ 

MIL-T-81783C 

AS 

11  Jul 

77 

AS 

Jul  83 

L 

4935 

T.>t  Stotion,  low  Frequency  OJ-215  ( (/AWM-23)V(  And  OJ-379) 

MIL-T-81778C 

AS 

11  Jul 

77 

AS 

(/AWM-23)V(  Validated  Feb  84 

L 

4935 

Teit  Station,  Module  OJ-217(  (/AVM-23  )v(  And  OJ-378)  (/AWM-23  (V) 

MII-T-81776C 

AS 

11  Jul 

77 

AS 

Validated  Feb  84 

1 

49.35 

Test  Stotion,  Rodio  Frequency  OJ'213(  (/AWM*23)V(  Validated.  Jut  83 . . . 

MIL-T-81785C 

AS 

11  Jul 

77 

AS 

i 

4935 

Timer,  Sequential,  Bottery  Conditioning,  TD'267/U  Validated  Apr  82  R£V>99  .... 

MIL-T.22012 

OS 

8  Jun 

59 

OS 

4940 

Auger  Machine,  Pipe  And  Sewer,  Power  Operated  Validated  Jun  82  REV>CS  .... 

GGG-A-825A 

• 

03  Apr 

67 

1 

4940 

Auger  Machine,  Pipe  And  Sewer  Cleoner.  Gasoline‘engine*driven,  Troiler 

MIL-A-28872B 

YD 

25  Mar 

85 

YD 

Mounted  REV*C$ 

4940 

Blast  Cleaning  Cabinets  USER*MC  REV>SM  CS . . . 

MIL-8-45022F 

Al 

25  0(1 

85 

Al  AS 

1 

4940 

Blast  Cieoning  Mochine,  Self  Contoined  Tumble  Type,  With  Dust  Collector 

MIL-8-4508ID  (1) 

Al 

13Ftb 

86 

Al 

REV.SM  CS 

L 

4940 

Blast  Cieoning  Machine  REV'CS . . . . . . . . . . . 

MIL-B'83756C 

82 

29Stp 

81 

99 

1 

4940 

Booth,  Spraying,  Point,  Floor  Type  (With  Top  Exhoust  System)  Volidoted  Jul.81 

MIL-B-81993 

AS 

16  Moy  75 

AS 

REV.es 

1 

4940 

Cop,  Electrically  Insulating,  Polydiefin,  Meltoble  Inner  Wall,  Heot  Shrihkoble 

Mll-C-81788/10 

AS 

1L 

< 

o 

cv 

72 

AS 

Validated  Mar  80  REV-CS 

L 

4940 

Cleaner«dryer.  Electronic  Test  Instrument,  Portable  REV.CS  . . 

MIL-C-28998A 

MC 

16  Sep 

80 

MC 

4940 

Cleoner.  Pressure,  Water  USER'MC  REV>SM  CS . . . . . . . 

MIL-C-12788E 

Al 

23  D« 

85 

Al  YD 

L 

4940 

Cleoner,  Pressure,  Hot  Water  Skid  Mounted  REV.CS  . . . . . . 

MIL.C-29222 

YD 

21  Jul 

82 

4940 

Cleoner,  Steom  &  High  Pressure  Hot  &  Cold  Woter  Jet,  Trailer  Mounted 

MllC-45996 

Al 

20Mor 

87 

AL 

USER-ME  YD 

4940 

Cleaner,  Steam,  Pressure  Jet,  Wheel-mounted  USER*MC  REV-CS  . . 

MILC-22894E 

YD 

13  Aug 

84 

Al  YD 

99 

L 

4940 

Cear>er,  Steom,  Pressure  Jet,  Diesel  Fuel  Fired,  Skid  Mounted  USER-ME 

MIL.C-45003F 

AL 

21  Feb 

86 

AL 

REV-SM  CS 

1 

4940 

Cleaner,  Ultrosonic,  With  Rinse  And  Dry,  5.5GALLON  . . . . . 

A-A-50743 

82 

01  Sep 

87 

99 

4940 

Cleoner,  Vopor  Pressure,  Spray  Rinse  REV-CS . 

MIL-C-4036C 

82 

14  D.C 

71 

AL  YD 

99 

i 

4940 

Cleoner,  Wafer  Blest,  High  Pressure,  Troiler-mounted,  D.e.d.  REV-82.  CS  ............ 

Mll  C-285978  (1) 

YD 

25  May  84 

YD 

99 

L 

4940 

Cleoners,  Steam,  Pressure  Jet,  Troiler  Mounted  (For  Bomb  Dispbsol  Operotions) 

MIL-C-82033A 

YD 

27  Jon 

83 

YD 

REV.es 

L 

4940 

Cleaning  Element,  Pipeline  Fluid  Pressure  Brush  Type.  REV-CS  . . 

MIL-C-U0768 

ME 

25  0(1 

83 

ME 

L 

4940 

Cieoning  Mochine,  Small  Aircraft,  Mobile  Validated  Jut  8/-REV-CS . 

MIL-C<81825 

AS 

20  Moy  7 1 

AS 

L 

4940 

Cleaning  Mochine,  Fuel  Con,  Drum  REV-CS . . . . . 

MIL  C.f5071D  (1) 

Me 

15  Moy  86 

ME 

1 

4940 

Cieoning  System,  Ultrasonic,  Console  REV-CS . . . . . . 

MIL-C-24)96A 

SH 

13  Jon 

88 

SH 

4940 

Container,  Fluid.  For  Point  Spray  Equipment  R£V>$M  MC  CS  . . . 

RR.C.550C 

/AL 

28  Jon 

86 

Al  YD 

99 

L 

4940 

Control,  Auxiliary  Hoist  REV>YD  CS  . . . . . . . . . 

MII-C-9940A 

82 

20  Jun 

88 

99 

L 

4940 

Degreoser,  Portobte.  Solvent  Type,  Tank  Immersion  (For  Cieoning  20MM  Gun 

MIL-D'45064D 

AL 

29  Nov 

85 

Al 

Components)  REV-SM  MD  CS 

4940 

Degreoser,  Solvent,  Tonk  Immersion  Type  REV-AR~^l  SH  CS . . . 

MILD-12491E 

AL 

,  10  Mor 

89 

ME  YD 

L 

4940 

Degreoser,  Stationary,  High  Velocity  Centrifugal  Impoct  Type,  Oil  Fired. 

MIL-D-45099D 

Al 

18  Sep 

85 

AL 

USCR.MC  REV-SM  CS 

1 

4940 

Degreoser,  Vopor-sproy,  Stotionory,  Solvent  Type  Steomor  Electricolly.Heoted 

MII-D-45950A  (1) 

Al 

09  Jon 

86 

AL 

REV-MD  SM  CS 

4940 

Enclosure,  Electromognetic-shielding,  Derpountoble,  Prefobricoted  Generol 

MIL-E-8881A 

AS 

31  Jon 

64 

El  AS 

99 

Spedfication  For  Validated  Mar  81  USER-MC  17  REV-MI  CS 

4940 

Gun,  Air  Blow,  (Blost  Cieoning) . . . . . . . . 

GGGG-770B 

t 

09  Moy  73 

INT  AMD-1  (YD) 

L 

4940 

Heoter,  Bolt,  Electric,  For  Bolts  And  Studs  (Issue  Controlled  •  Requests  By  Other 

MIL-H-24134A 

SH 

07  Apr 

77 

SH 

Than  Dod  Activities  Must  Be  Submitted  Via  The  Preparing  Activity  Of  The 

Spec.)  Validated  May  81  REV-CS 

4940 

Hsoter,  Gun  Type,  Electric  REV-82  CS . . . . . . — . . . 

MIL-H.45)93D  (I) 

Al 

09  Jan 

86 

AL 

99 

1 

4940 

Heoting  Torches,  Equipment  Winteriiotion,  Instont  Light{ng.-REV»CS  . . . 

MIL-H-52n2B  (1) 

ME 

28  0(1 

86 

ME 

L 

4940 

Honing  Mochine,  Dry  Portoble  REV-CS . . . . . . . . 

MIL-H-81324  (I) 

AS 

11  Jon 

88 

AS 

4940 

Hose  AssemUy  Outfit  (Reusoble  Adopters) . . . . . . . . . . 

Mll-H-65054 

AL 

15Ftb 

89 

Al 
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1 

4940 

Kit,  Adheilve,  Epoxy,  FItxible  REV-CS . . . . . 

MIL-K-81785/11A 

AS 

21  May 

86 

AS 

L 

4940 

Kit,.Componeitt$,  Molded,  Polyolefin,  Electricolly  Insuloting,  Stroin  REllEVINGS 

MIL-K-81786/6 

AS 

20  Apr 

72 

AS 

Non~  Burning,  Semi>rtgid,  Heot  Shrinkoble  Validattd  Mar  80  REV*CS 

L 

4940 

Kit,- Moinfenonce,  Electricot*electrdnic,  Coble  And  Coble  Homeis  REV*CS . . 

M1L.K.817B6B 

AS 

21  Mcy 

86 

AS 

1 

4940 

Kit,  Tubing,  Elastomeric,  Rubber,  Electricolly  Insulating,  Abiotlon  Resistant, 

MIL-K-81786/4 

AS 

20  Apr 

72 

AS 

Polychloroprene,  Flexible,  Heot  Shrinkable.  Shrink  Rotio  1.7S  To  1.  Volldoted 
Mar  80  REV-CS 

L 

4940 

Kit,  Tubing,  Plostic,  Irrodioted  Polyolefin,  FlexiUe  Efectrkol  Insulotion,  Heot 

Mll-<-81785/5A 

AS 

21  May 

86 

AS 

Shrinkoble,  Shrink  Ratio  4  To  1  REV*CS 

1 

4940 

Kit,  Tubing,  Plastic,  Heot  Shrinkoble,  Electricolly  Insuloting,  Polyolefin,  Ouol 

Mll-K-81786/1 

AS 

20  Apr 

72 

AS 

Wall,  Semi-rigid,  Shrink  Ratio  3  To  1  Validated  Mar  50  REV-CS 

1 

4940 

Kit,  Tubing,  Pfostic,  Heot  Shrinkoble,  Electricolly  Insulating  Irrodioted  Poly 

MIL.K-81786/2 

AS 

20  Apr 

72 

AS 

(Vinylidene  Flouride),  Semi*rigld.  Shrink  Rotio  2  To  1  Validated  Mac  80 

REV-CS 

L 

4940 

Kit,  Tubing,  Plostic,  Heot  Shrinkage' (Low  Recovery  Temperoture),  Electricolly 

MIL-K-81785/3A 

AS 

21  May 

86 

AS 

Insulating,' FlexiUe,  Flome  Retorded,  Irrodioted  Polyolefin,  Shrink  Rotio  2  To  1 
REV-CS 

4940 

lothe  ,  Armoture  And  Undercutter  REV-82  CS . . . . . . . . 

MII-L-14576F 

Al 

24  Mar 

89 

Al 

99 

494C 

Lothe,  Axle,  Joumol  Truing  Railwoy,  Duol  Or  Single  End  Drive  REV-CS . . 

A-A-50220 

/ME 

20  Jan 

84 

ME 

L 

4940 

Leok  Detector,  Fuel  System . . . . . . . . 

MII-1.-83774A 
NOTICE  2 

82 

05  Apr 

89 

99 

4940 

Leok  Detector,  Refrigeront  Gos  (Kit) . . . . . 

-•GG-I.-001508 

t 

03  Dec 

74 

4940 

leok' Detector,  Refriperont  Gos  (Industriol) . . . . . . 

A.A-273 

t 

01  May 

80 

L 

4940 

Leak-Detector,  Refriperont  Gos,  Acetylene  Burning,  With  Seorch  Hose  (For 

MIL-1-3516C 

MC 

03  Jul 

75 

MC 

Noncombustible  Refriperonts)  REV-MI  CS 

L 

4940 

Mechanism,  Valve  Replocement,  Ml  Validated  Aug  88  REV-CS  . . . 

MIL-M-129718 
NOTICE  1 

EA 

17  Aup 

88 

EA 

4940 

Mixer,  Liquid,  Revolving  Shaft  &  Agitotor  Types  USER-ER  MC  62  REV-AL  CS .... 

MIL-M-3070E 

AL 

20  Jul 

84 

AL  YD 

99 

4940 

P<»rts  Cledninp  Con,  Sofety,  Bench  Validated  Apr  81  USER-CE  MC  REV-CS . 

RR.P-125B 

/GL 

16S.P 

75 

GL  YD 

99 

L 

4940 

Pop&value&test  Bench  Assembly  Validated  Jan  83  REV-82  CS . 

MIL-P-4S8598 

ME 

21  Jul 

78 

ME 

99 

1 

49« 

Press,  Connecting  Rod  Straightening,  Hydroulic  REV-CS . . . . 

MIL-P-450S1D  (1) 

AL 

09  Jon 

86 

AL 

4940 

Seporator,  Oil  AiKi  Wotw,  Compmud  AIR  USER  CG  REV-MC  82  CS . 

MII-S-12928G 

Al 

17  Mor 

86 

Al  YD 

99 

L 

4940 

Slitter,  Electrieol,  Equipment  S-487()nSM-S5(V)  Vo//rfaM</  Feb  85  REV-CS . 

MII-S-55316A 

ER 

19  May 

77 

ER 

L 

4940 

Shop  Equipment,  Battery  Servicing,  Shelter  Mounted  AN/TSM-133  REV-CS  ...... 

Mll-S-49442 

CJ 

20  Jul 

84 

ER 

L 

4940 

Shop  Equipment,  Contoct  Mointenonce,  Truck  Mounted  REV-CS . . . 

MIL-S-4S855E 

AL 

14  Mar 

88 

Al 

1 

4940 

Shop  Equipment,  Electronic  Repair,  Semi  Troiler  Mounted  REV-CS. . . 

MIL-S-52377C  (1) 

AL 

11  t.'ou 

85 

Al 

L 

4940 

Shop  Equipment,  Orponiiotionol  Repoir,  Truck  Mounted  REV-CS . . . . 

MIL-S-45537E 

Al 

29  Jul 

85 

AL 

4940 

Shop  Equipment,  Generol  Purpose  Repoir,  Semitroiler  Mounted  REV-MC  CS . 

MII-S-45538D 

Al 

07  Apr 

87 

Al  YD 

1 

4940 

Shop  Equipment,  Electrieol  Repoir,  Semitrbiler^Mouhted  REV-Et  CS . . . . 

MII-S-52330D 

Al 

13  Jon 

89 

Al 

L 

4940 

Shop,  ElMlronic,  Sh«lt«r  Mounted  AN/ASM-14d<  )  &  AN/ASM<147(  )  REV-CS 

MII-S-55257C 

CR 

22  May 

85 

CR 

1 

4940 

Shop,- Electronic,  Semitrailer  Mounted  AN/ARM-109(  )  4  AN/ASM-190(  ) 

MIL-S-55562C 

CR 

02  Jun 

87 

CR 

ValidotKi  Jun  «/  REV-CS 

NOTICE  1 

4940 

Silver  Recovery  Units,  Electrolytic  Validated  May  81  REV-CS  . . . 

MIL-S-24530 

SH 

03  Mor 

76 

SH 

W 

4940 

Sleeve,  Seotinp,- Crimp  Slice,  Tronsporent,  H^ot  Shrinkoble,  High  Temperoture 

MIL-S-81784/98 

AS 

08  Jul 

86 

AS 

Altitude  Immersion  Seol  REV-CS 

L 

4940 

Sleeve,  Termlnotion,  Electrical,  low  Temperature,  Fluxed  Solder  Preform,  Heot 

MIL-S-8178d/7B 

AS 

19  Nav 

82 

AS 

Shrinkoble  REV-CS 

L 

4940 

Sleeve,  Terminotion,  Electrical,  Fluxed  Solder  Perform,  Environment  Resistont, 

MIL-S'8I786/8B 

AS 

08  Jul 

86 

AS 

Heot  Shrinkoble  REV-CS 

4940 

Spray  Gun  And  Accessories,  Point  And  Dope,  Aircroft  Use  Validated  Mar  84 

MII.-S-15847A 

AS 

10  Aug 

53 

AS 

99 

USER-GL  REV-CS 

4940 

Spray  Gun,  Point,  Heovy  Duty,  Pressure  Feed  USER-ME  REV-SM  82  CS . . . 

Mll-S-54052 

AL 

25  Apr 

88 

Al  MC 

99 

4940 

Sproy  Gun,  Point,  Heavy  Duty  REV-ME  SM  SH  CS . . . 

MIL-S-12877H 

Al 

19  Nov 

85 

Al  MC 

99 

4940 

Spray  Gun,  Point,  Heavy  ^  ty  REV-CS . . . . . . . . 

MII-S-O0I2877G 

AS 

06  Apr 

84 

AS 

4940 

Spray  Kit,  Self  Prtssuri?  alidated  Aug  85  USER-AV  ER  YD  SH  REV-OS  CS.. 

MIL-5-22805A  (2) 

AS 

21  Jon 

85 

Al  AS 

99 

4940 

Sproy  Oufit,  Point,  For  Use  With  Strippoble  Compound  USER-SH  REV-CS  ........ 

Mll-S-145«0E 

AL 

26  Sep 

85 

AL 

L 

4940 

Spray  OuHit,~Poinl,  Airless,  Hydraulic  Pressure,  Portoble  Validated  Apr  82 

MIL-S-81749 

AS 

21  Nov 

69 

AS 

REV-CS 

Q 

4940 

Spray  Ouriil,  Point,  Porlobl.  I'SER-Gl  SM  CE  MC  CG  REV-Al  YD  CS . 

MII-S-15297G  (2) 
INT  AMD-3  (SH) 

YD 

05  Jun 

87 

ME  YD 

99 

4940 

Sproy  Outfit,  Undercoatinp,  Automotive  USER-ME  MC  REV-SM  CS . . 

OO-S-630D 

/Al 

06  Aug 

85 

Al 

99 

L 

4940 

Tank,  PrMior.,  Air,  PortaW.  USER-AT  REV-SM  ME  CS  . 

MII-T-45169D 

Al 

10  Feb 

89 

AL 

1 

4940 

Test  Harness,  Direction  Finder  Set  AN1ALM-28(*)  Validated  Mar  81  REV-CS  .... 

MII-T-81409 

AS 

15  Feb 

66 

AS 

L 

4940 

Test  Harness,  Rodor  Set  AU/APM-1S3{*y  Validated  Mar  81  REV-CS . 

MIL-T-23493 

AS 

15  May  63 

AS 

1 

4940 

Test  Harncu,  Rodio  S.t  ANr  ARM-45(*)  Valldaltd  Mm-  St  REV-CS . 

MtL-T-22951 

AS 

24  Jul 

61 

AS 

4940 

Tester,  Hose  Assemblies;  Hydroulic,  Aircraft  And  Missile  USER-AR  REV-Al  ME 

CS 

Tester,  Hose  Assemblies,  Hydroulic,  Pneumotic,  Hydrocarbon  Fuel  And  Oil, 

MIL-T-87971 

82 

12  Mar 

84 

99 

L 

4940 

MII.-T-25456B  (1) 

AV 

03  Aug 

87 

AV 

Aircraft  And  Missile  REV-CS 

NOTICE  1 

L 

4940 

Tool  Outfit,  Hydraulic  Systems  Test  And  Repoir,  Mobile  REV-Al  CS  . . . 

MII-T-52914A  (1) 

AL 

12  Jun 

80 

AL 

4940 

Troiler,  Mointenonce  Power. . . . . . . . . . . . 

A-A-50681 

/82 

30Moy  89 

AL 

99 

o 

4940 

Tube  And  Flue  Cleoner,  Boiler,  Internal,  Air  Motor  Driven  USER-YD  REV-CS  ...... 

Mll-T-1737ir 

SH 

10  Mor 

89 

Al  SH 

99 

4940 

Undercutter,ormoturt  Mica,  Electrically  Operated  REV-SM  82  CS................ . . 

Mll-U-45995 

AL 

25  Nov 

86 

Al 

99 

4940 

Wheel,  Lothe  Roilwoy,  Duol  End  Drive  REV-CS . . . . . . . 

A-A-50219 

/ME 

20  Jan 

84 

ME 

5IGP 

Pdekoping  And  Pocking  Of  Hand  Tools  USER-AR  SA  OS  MC  AS  REV-SM  ME  .. 

PPP.P.40B 

/Al 

16  Dec 

86 

Al  SH 

99 

5110 

GGG-A-151D 

•GL 

26  Feb 

64 

GL  SA 

99 

5110 

Ax,  (Single  Bit,  DouUe  Bit,  Pick  Head  And  Mattock  Heod)  USER-AT  Gl _ ........ 

GGG-A-926C 

INT  AMD  (2) 

•ME 

13  Jul 

61 

ME  SH 

99 

5110 

Blode,-Coping  Sow,  And  Blodr/,^. Jewelers  Sow  USER-AR  MC  . . . . 

GGG-B-471B 

•GL 

03  Sep 

64 

Gl 

99 

Q 

5110 

Blode,  Hond  Hocksow  And  Blo^,  Power  Hocksow  USER-GliMI  99  . . 

GGG-B-451D 

INT  AMD  1 

% 

31  Jan 

68 

*5110 

Broce,  Bit,  Ratchet,  Broce,  Corner,  And  Extensions,  Bit  USER-AV  ME  YD...... . 

GGG-B-671F 

•Gl 

11  Feb 

76 

GL 

99 

5110 

Brooch,  Jeweler  S  And  Pivot . . . . . . . . . 

GGU-BOOI351 

t 

28  Mar 

68 
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7110 

ChM  Erick. . . . . . . . . . . . . 

GGGC-315A 

•Gl 

10  Apr 

67 

GL  SH 

99 

■NT  AMD  (1) 

5110 

CMmI,  Hond^-Cope,  Oiomond  Point,  Cold,  Round  Noit,  And  Side  Cutting... . . 

GGG.C-313C 

•/. 

16  Aug 

76 

5110 

Chiselt  And  Oougts,  Woodworking . . 

GGGC-311C 

t 

23  Jul 

74 

5110 

CItontr,  Volvo,  Stem  Guide.... . . . . . . . . . . 

GGG-C-430A 

t 

24  Mor 

67 

5110 

Cutter,  Angle,  Hond  Operated.. . . . . . . . 

GGG-C-735B 

• 

29F.b 

88 

GL 

99 

5110 

Cutter,  Eorbed  Wire,  Intuloted  Hondlei,  Hond  Operated  ValtdatMi  Apr  81 

MIL-C-3B4D 

GL 

02  Apr 

74 

GL  MC 

99 

USER-ME 

5110 

Culler,  toll  USER-MC  YD . 

GGG-C-740D 

•GL 

11  Jan 

63 

Gl  SH 

99 

INT  AMD  (2) 

5110 

Cutter,  Coble,  Aeriol  Tow  Torget,  MK  VII  (ASG)  Validated  Juf  $1  USER^GL. . 

MIL-C-8514 

AS 

15  S.p 

53 

AS 

5110 

Cutter,  Coble,  Hond  Operated . . . . . . . . . 

GGG.C.749A 

•GL 

29  Mor 

54 

GL  SH 

99 

(INT.  AMD.  2) 

5110 

Cutter,  Coble,  Hond  Operated,  With  Groping  Guide  Validated  Mar  83 

MIL-C-395SC  (2) 

GL 

07  Mor 

77 

Gl  SH 

99 

USER-MC  CG  REV-ME  MD 

5110 

Cutter,  Coble,  Hand  Operated,  Light  Duty . . . . . 

GGG.C-750A 

t 

16  Nov 

65 

5110 

Cutter,  Circle  (AdjuitaUe),  For  Goskets  And  Woiheri  . . . 

GGG.C.748B  (3) 

•GL 

18  Apr 

63 

GL  SH 

99 

INT  AMEND  5 

5110 

Cutter,  Circle  (Adjuitoble)  For  Gosketi  And  Woihers . . . . . . 

GGGC4»748C 

t 

15  Mor 

66 

5110 

Cutter,  Gloii,  Wheel  Type  (For  Sheet  Giost  And  Round  Goge  Gloss. . . 

GGGC-751D 

•GL 

01  Fob 

66 

GL  SH 

99 

5110 

Cutter,  Pipe  (Choin  Type) . . . . 

GGG.C4)0775 

t 

27  Jon 

64 

5110 

Cutter,  Pipe,  And  Cutters,  Tube . . . . . 

GGG.C.771D 

•GL 

31  Jan 

64 

GL  SH 

99 

(INT.  AMD.  1) 

5110 

Cutter,  Rivet,  Shear  Type  Validated  Jun  8S  REV'AR  85 . 

MIL-C.579B 

84 

24  Moy  76 

Gl  AS 

99 

5110 

Cutter,  Steel  Stropping  USER>AR  MC  YD . . . . 

GGG.C435A 

•GL 

04  S.p 

63 

Gl  SH 

99 

INT  AMD  (2) 

5110 

Cutter,  Steel  Stropping . . . 

GGG.C4X»35B 

t 

27  Ocl 

70 

5110 

Cutter,  Tile,  Asphalt,  Plastic,  Rubber  USER-YO  . . . . . . . 

MII.C.9912B 

84 

19  Mor 

80 

GL 

99 

5110 

Cutters,  Wire  Rope,  Hond  Operated  USER'AR  MC  YD . . . . . 

GGG.C.800B 

•GL 

27  F.b 

64 

GL  SH 

99 

INT  AMD  1 

•5110 

Cylinder  Recorwiitiohing  A  Correction  Equipment,  Portable  USER*ME  R£V^84. . 

MIL.C.82069C 

YD 

15  Apr 

85 

Gl  YD 

99 

5110 

Dies,  Metol  Stomping,  Hand,  Steel,  And  Die  Set,  Leother  Ston^ing  ,  Hand 

GGG.D.3S0B 

14  Jon 

66 

(Letter  And  Numeral) 

(INT.  AMD.  1) 

5110 

Drill,  Ereost . . . . . . . 

GGG.D.551D 

•GL 

21  Ocl 

64 

GL  SH 

99 

5110 

Drill,  hond  REV44 . 

AA-2551 

GL 

06F.b 

88 

GL 

99 

•5110 

Drill,  Hond,  And  Push  . . . . . . 

GGG.D.571D 

•GL 

10  Apr 

64 

5110 

Drill,  Moionry,  Hand  (Stor)  (Four  Flute)  Drill . . . . . . . 

AA-2555 

• 

12  Mor 

88 

GL 

99 

5110 

Drill,  Mosonry,  Hond  And  Holder,  Mosonry  Drill  Hond . 

GGGD.591B 

•GL 

27  Sop 

62 

GL  SH 

99 

5110 

Drill,  Rotchet  (Reversible) . 

GGG'D-498A 

•GL 

15  Moy  63 

Gl  SH 

99 

5110 

File,  Hond  (Americon  Pottem),  Aluminum . 

A.A-2307 

t 

27  Sop 

85 

5110 

File,  Hond  (Americon  Pottem),  Eondsow  Elunt . . . 

AA-2308 

t 

27  S.p 

85 

5110 

File,  Hond  (Amen'cen'Pottern),  Contsow . . . . . . . 

AA-2309 

t 

27  S^> 

85 

5110 

File,  Hand  (Americon  Pottern),  Crosscut  . . . . 

A-A-2310 

t 

27  S.p 

85 

5110 

File,  Hond  (Americon  Pottern),  Flot . . . . . . . . 

A-A-2311 

t 

27  Sop 

85 

5110 

File,  Horsd  (American  Pottern),  HoH  Round  . . . . . . 

AA.2312 

t 

27  S.p 

85 

5110 

File,  Hond  (American  Pottem}n  Hond,  Regular....... . . . . . . . . 

AA-2313 

t 

27  S.p 

85 

5110 

File,  Hond  (Americon  Pattern),  Knife  . . . . . . . . 

AA.2314 

t 

27  Sop 

85 

5110 

File,  Hond  (American  Pottern),  Leod  Floot,  Flot . . . . . 

AA.2315 

t 

27  Sep 

85 

5110 

File,  Hond  (American  Pottern)  Mill . . . . . 

A'A-2316 

t 

27  S.p 

85 

5110 

File,  Hond  (Americon  Pottern),  Pillor  . . . . . . . . 

A.A.2317 

t 

27  S.p 

85 

5110 

File,  Hond  (Americon  Pottern),  Round,  Regulor . . . . 

AA-23ie 

t 

27  Sop 

85 

5110 

File,  Hond  (American  Pottern),  Round  Chain  Sow . . . . 

AA-231? 

t 

27  Sop 

85 

5110 

File,  Hond  (Americon  Pottern),  Squore  . . . . . . 

AA-2320 

t 

27  Sop 

85 

5110 

File,  Hond  (Americon  Pattern),  Toper  . . 

A-A.2321 

X 

27  Sop 

85 

5110 

File,  Hond  (Americon  Pottern),  Three  Squore........ . . . . . . 

AA-2322 

X 

27  Sep 

85 

5110 

File,  Hand  (Americon  Pottem),  Wording . . . . . . . . 

AA.2323 

t 

27  S^> 

85 

5110 

File,  Hond  (Arhericon  Pottern),  loi<g  Angle  Lothe  . . . . . .  ..... 

AA-2324 

X 

27  S.p 

85 

5110 

File,  Hand  (American  Pattern),  Mllltd  Curved  Teeth,  Flat  Flexible  Elode . 

AA-2325 

t 

27  Sop 

85 

5110 

File,  Hond  (Swiss  Pottern)  Eorrette . . . . . . . . . 

A-A-242S 

X 

02  Jun 

86 

5110 

File,  Hond  (Swiss  Pattern),  Half 'round . . . . . . 

A'A'2429 

t 

20  Jun 

86 

5110 

File,  Hond  (Swiss  Pattern) . . . . . . . . 

AA-2430 

t 

02-Jun 

86 

5110 

File,  Hand  (Swiss  Pottern),  Knif  . . . . . . . 

A-A-2431 

t 

02  Jun 

86 

5110 

File,  Hond  (Swiss  Pattern),  Piih  jxtro«narrow . . . . 

AA.2432 

t 

02  Jun 

86 

5110 

File,  Hand  (Swiss  Pottem),  Pilloi  Norrow . . . . . 

AA-2433 

t 

02  Jun 

86 

5110 

File,  Hond  (Swiss  Pattern),  Pillor,  Regular . . . . . . . 

A'A-2434 

t 

02  Jun 

86 

5110 

File,  Hond  (Swiss  Pottern),  Pippin... . . . . . 

AA-2435 

t 

02:Jun 

86 

5110 

File,  Hond  (Swiss  Pottern),  Round,  Straight . . . . . . . 

AA-2436 

X 

02'Jun 

86 

5110 

File,  Hond  (Swiss'pottern),  Round,  Toper..... . .  . . . . . 

AA-2437 

X 

02  Jun 

86 

5110 

File,  Hond  (Swiss  Pottern),  Thret'Squore  . . 

AA-2440 

t 

02  Jun 

86 

5110 

File,  Hond  (Swiss  Pottern),  Wording  . . . . . 

AA-2441 

X 

02  Jun 

86 

5110 

File,  Hond  (Swiss  Paltern),-Needle,  Round  . . . . . 

A^A>2442 

X 

02  Jun 

86 

5110 

File,  Hand  (Swiss  Pottern),  Needle,  HoK^round . . . ....... 

A-A-2443 

t 

02  Jun 

86 

5110 

File,  Hord  (Swiss  Pattern),  Needle,  Three^squore  . . 

AA-2444 

} 

02  Jun 

86 

5110 

File,  Hond  (Swiss  Pottem),  Needle  Crossing  . . . . . 

A-A.2445 

X 

02  Jun 

86 

5110 

File,  Hand  (Swiss  Pottem),  Needle,  Knife  ............................................................ 

AA-2446 

t 

02  Jun 

86 

5110 

File,  Hond  (Swiss  Pottern),  Needle,  Flot . . 

AA-2447 

X 

02  Jun 

86 

5110 

File,  Hond  (Swiss  Pattern),  N^le,  Squore..... . . 

A.A-2448 

t 

02  Jun 

86 

5110 

File,  Hond  (Swiss  Pottern),  Needle,  Slitting..... 

AA-2452 

i 

02  Jun 

86 

5110 

File,  Hond  (Swiss' Pattern),  Needle,  Morking,  H<'K*rouno. . . 

AA-2453 

t 

02  Jun 

86 

5110 

File,  Hond  (Swiss  Pottem),  Screwheod  . . . . 

AA-2454 

X 

02  Jun 

86 

5110 

File,  Hond  (Swiss  Pottern),  Contoct^point  . . . . . . . 

AA-2455 

t 

02  Jun 

86 

5110 

File,  Hond,  (Americon  Pattern)  And  Rosp,  Hond  Vo/Zdoted  Apr  82 ...................... 

GGG.F-325B  (3) 

X 

30  Aug 

73 

INT  AMD  5  (SH) 

293 


FSC  USTING 


FSC  TlTie 

5110  Fik,  Hond,  (Swi«  Pottern)  Vo!!dott<i  Apr  82  iiSBH-Gl  MC  YD  REV-EA....... _ 

5110  Filer,  Pislon  Ring  . . . . . . . . . . . 

5110  Frome,  Hond  Hocksow,  Adjustoble  length  . . . . . . . 

5110  Frome,  Hond  Hocksow,  Frome,  Jeweler  S  Sow,  And  Frome,  Coping  Sow ............ 

5110  Frome,  Jewelers  Sow. (Adjustoble  Length) . . . . . . 

51 10  Hondle,  File  (Adjustifioble)... . . . . . . . . . . 

•5110  Hondle.  Wood  Miscellaneous  (For)  Tools  USER-AR  MC  YO  . 

*5110  Hondle,  Wood,  Mtscelloneous  (For)  Tools  . . . . . . . 

5110  Hotchet  (Clew,  HaH,  Lothing,  Brood  And  Borrel) . . . . . . . 

5110  Ice  Scropper  And  Clipper,  SidewoHc  USER«GL . . . . . 

5110  Knife,  Croftsmnn,  (Howkbilt,  Shoe,  Chipping)  Putty  And  Scraping  USER*AR  ME 
MC  YD 

•5110  Knife,  Croftsmon  S,  Multipurpose,  (Stencil,  Etching,  And  Cutting,  Removobte 
Blades) 

5110  Knife,  Orow. . . . . . . . . . . . . . 

5110  Knife,  Pocket,  (Heavy  Duty) . . . . . . . . . . . . 

5110  Knife,  Pocket,  (Heavy  Duly)..... . . . . . . . . 

5110  Knife,  Pocket,  Generol  Purpose  USER<MC  REV*84  GS  . . . . . . ......... 

*5110  Knife,  Pocket,  Hook  Blade  And  Snap  Blade,  Type  MC&t  REV.ll  GS . . . 

5110  Knife,  Stencil  USER-AR  MC . . . 

5110  Knives,  Generol  Purpose  Shop,  Octochoble  Blode . . . 

51 10  Mochete,  Rigid  Hondle  Validated  Feb  64  USER-ME  YD  MC  REV-MD . . 

5110  Miter  Box,  Woodworkers  USER-GL . . . 

•5110  Nippers  And  Pincers  . . . . . . . . . 

5110  Planes,  Block,  Robbet,  Bench,  Matching  And  Routing  USER-MC  YD . . . 

5110  Pliers,  Diogonol  Cutting  . . . . . . . . 

5110  Post,  Drilling  Validated  Feb  87  USER-ME  MC  YD  REV-Ml  . . . 

5110  Punch  And  Die,  Knockout  USER-AR . . . . . . . 

5110  Punch,  Cutting  . . . . . 

5110  Punch,  Cutting,  Revolving  Head  Volidated-0<t  57  USER-ME  MC  YO  REV-EA,,..., 

5110  Punches  And  Dies,  And  Punch  And  Die  Sets— metol  Cutting,  Hood,  And  Punch, 
Oip,  Sheet  Metal  USER-AR  YO 

5110  Rasp  Hond,  Shoe,  HoK  -round . . . . . 

5110  Rosp,-Hond,  Cobinet . . . . . . . . . 

5110  Rosp,  Hand,  Horse,  Ploin,  Regular . . . . . . . 

5110  Rosp,  Hond,  Wood . . . . . . . . . . . 

•5110  Reomer,  Hond  And  Mochine,  Arbors,  Shell  Reomer,  And  Pilots,  Adjustoble  Hond 
Reomer  USER-MC  REV-GL  84 

5110  Riffter,  Ole  $inkers~($wiss  Pottern),-Shape  Number  1 ........  . . . . . . 

5110  Riffier,  Die  Sinkers  (Swiss  Pottern),  SKope  Number  3 . . . 

5110  Riffler,  Die  Sinkers  (Swiss  Pottern),  Shope  Number  4 . . . . 

5110  Riffler,  Die  Sinkers  (Swiss  Pottern),  Shope  Number  5 . . . . . . 

5110  Riffler,  Die  Sinkers  (Swiss  Pattern),  Shope  Number  6 . . . 

5110  Rif^,  Die-Sink^s  (Swiss  Pottern),  Shope'Number  7 . . . . 

5110  Riffler,  Die  Sinkers  (Swiss  Pottern),  Shope  Number  8 . . . . . . . . . 

5110  Riffler,  Die  Sinkers  (Swiss  Pottern),  Shape  Number  9........ . . . . . 

5110  Riffler,  Die  Sinkers  (Swiss  Pottern),  Shape  Number  10. . . . . . 

5110  Riffler,  Die  Sinkers  (Swiss  Pattern),  Shope  Number-11 . . 

5110  Riffler,. Die  Sinkers  (Swiss  Pattern),  Shape  Number  12. . . . . 

5110  Riffler,  Die  Sinkers,  (Swiss  Pattern),  Shopenumber  15 . . . . . 

5110  Riffler,  Die  Sinkers  (Swiss  Pottern),  Shape  Number  16 . . . . . . 

5110  Riffler,  Die  Sinkers  (Swiss  Pottern),  Shape  Number  17 . . . . 

5110  Riffler,  Die  Sinkers  (Swiss  Pottern),  Shope  Number  16...., . . 

5110  Sow  Set,  Hond  . . . . . . . 

5110  Sow  Set,  Hond  . . . . . . ...... _ ........ 

5110  Sow,  Sow  And  Crosscut,  One  Mon  And  Two  Mon . . . . . . 

5110  Sow,  Crosscut,  Hond,  One-man  And  Two-mon  . . . . . . . 

51 10  Sow,  Hood  USER-GL . . . . . . . 

•51 10  Sow,  Hond,... . . . . . . . . . 

5110  Sow,  Hood,  Crosscut,  24  Inch  Blode  Validated  0<t  87  . . . . . 

5110  Sow^  Hond,  Finger  Grip,  Survlvol,  Type. M8-2- REV-GL. . . . . 

5110  Scroper,- Beoring  . . . . . . . 

5110  Scroper,  Ship,  (Point  And  Scole  Removing)  USER-AR  MC.................................... 

51)0  Scroper,  Wood  And  Gloss . . . . . . . . . . . . 

5110  Shears  And  Scissors  USER-MI  ME  MC . . . . . 

5110  Sheors  And  Scissors . . . . . . . 


DOCUMENT 

NUMBER  PREP  date  CUSTODIAN 


GGGF-33IB 

/SH 

14  Ocl 

66 

SH 

99 

INT  AMO  2  (SH) 

GGG-F^1391 

t 

30  Oct 

67 

A-A-453 

t 

05  Nov 

79 

GGG-F-471B  {<) 

•Gl 

9  Aug 

60 

Gl  SH 

99 

(INT.  AMD.  5) 

A-A-452 

t 

OS  Jon 

80 

NN.H0085 

X 

18  Jun 

64 

NN.H-)06  (3) 

•GL 

08  Oct 

52 

NN-H-00106C 

% 

01  Nov 

43 

(GSA&FSS) 

GGG-H.131C  (3) 

-Gl 

11  Jon 

62 

INT  AMD  (5) 

GGGI-100A 

•/. 

10  Jul 

64 

GGGK-481C 

•Gl 

30  Jul 

63 

GL  SH 

99 

GGG-K-00450B 

t 

14  Sep 

70 

(GSA&FSS) 

GGGK-471C 

t 

25  Apr 

63 

GGGK-484C 

t 

23  Aug 

67 

GGG-K-00484D  (1) 

t 

23  Aug 

67 

Mll.K'SISD 

GL 

30  Sep 

85 

GL 

99 

MII.K-25594C  (1) 

84 

27  Nor 

81 

Gl 

99 

GGG  K-S01A  (1) 

•Gl 

18  Ocl 

54 

GL  SA 

99 

GGGK-494B 

-Gl 

10  Apr 

7.1 

Gl  SH 

99 

INT  AMD  2 

GGG-M45D  (1) 

/Gl 

14  Jul 

78 

GL 

99 

GGG-M-4S1C 

•/. 

10  Mar 

76 

GL  SH 

99 

GGG.N.350A 

•GL 

08  Jun 

59 

GL  SH 

99 

(INT,  AMD.  4) 

GGG-P-436C 

•Gl 

09  Mor 

76 

AA-2330 

t 

01  Apr 

85 

MIL-P-12S1A  (1) 

Gl 

27  F.b 

87 

GL 

NOTICE  i 

GGG-P-836  (1) 

•Gl 

16  F.b 

59 

Gl  SH 

99 

(INT.  AMD.  2) 

GGGP-833A 

t 

14  Jon 

66 

INT  AMD  (1) 

MII-P-2001D  (2) 

GL 

01  Ocl 

87 

Gl 

99 

NOTICE  ) 

GGG  P-840A  (1) 

•GL 

17  Jul 

73 

Gl  SH 

99 

A-A-232A 

> 

27  Stp 

85 

A-A-2326 

t 

27  Stp 

85 

A.A-2327 

t 

27  Sep 

85 

AA-2329 

t 

27  Stp 

85 

GGG-R-ieOE  (1) 

/AL 

13  Jon 

87 

AL 

99 

AA.2456 

t 

02  Jun 

36 

A-A-2457 

t 

02  Jun 

86 

AA-2458 

t 

02  Jun 

86 

AA-2459 

t 

02  Jun 

86 

A-A-2440 

t 

02  Jun 

86 

AA-2461 

t 

02  Jun 

86 

AA-2442 

t 

02  Jun 

86 

A-A-2463 

t 

02  Jun 

86 

AA-2444 

t 

02  Jun 

86 

AA-2445 

t 

02  Jun 

86 

A.A-2444 

t 

02  Jun 

86 

AA-2469 

t 

02  Jun 

86 

A-A.2470 

t 

02  Jun 

86 

A-A-247I 

t 

02  Jun 

86 

A-A-2472 

t 

02  Jun 

86 

GGG  S-75  (1) 

•Gl 

15  D.C 

58 

Gl  SH 

99 

(INT.  AMD.  2) 

CGG-S  0075A  (1) 

I 

29  Nov 

66 

GGG-SC064A 

t 

20  Jul 

66 

GGC-S  64  ,2) 

*Gl 

20  Aug 

59 

GL  SH 

99 

INT  AMD  (3) 

GGGS-6SA 

•/. 

05  Apr 

61 

(iNl,  amO.  3) 

GGG  S.00658  (1) 

t 

16  Aug 

76 

MIL-S'43032A  (1) 

GL 

01  Ocl 

87 

Gl 

NOTICE  1 

Mlt.S-9964A  (2) 

84 

19  Moc 

80 

GL 

99 

GGGS-113 

•Gl 

10  Jun 

63 

Gl  SH 

99 

GGG-S-n68  (I) 

•GL 

16  Mor 

66 

GL 

99 

INT  AMEND  2 

GGG-S-IISA 

•Gl 

22  Nov 

63 

GL  SH 

99 

(INT,  AMD.  1 

GGGS.278 

•/. 

27  Nov 

56 

(INT,  AMD,  1) 

GGG-S  00278A  (4) 

t 

01  Mor 

71 

294 


FSC  LISTING 


DOCUMENT 


FSC 

TITLE 

NUMBER 

PREP 

DATE 

CUSTODIAN 

5110 

Shtors,  Mttal  Cutting,  Stnch  And  Hand  USER*GL  AV  AR  MC  YD  REV>99 . 

GGC-S-291F 

% 

12  Mor  76 

L 

5110 

Slotting  Too),  Commutator,  Hond,  And  Slotttr  And  Scroper,  Commutotor,  Hond 

MIL-S-17709C 

GL 

28  Oct  77 

GL 

Validattil  Ftb  84  USER-CE  SH 

•5110 

Stomping  And  Marking  Equipment,  Generol  Specifkotion  Eor  Voh’^ted  Feb  84 

GGG-S-735B 

/GL 

05  Oct  76 

GL  SA 

99 

REV-MD  MS  CS 

SUPP  1 

5110 

Stomping  And  Morking  Equipment,  Diet,  Metol  Stomping,  Hand  Type  VoUdattd 

GGG-S-735/5 

/GL 

OSOcI  76 

Gl  SA 

99  , 

Mor  83  REV-MD  MS  CS 

5110 

Stomping  And  Motking  Equipment,  Dies,  lumber  Stomping,  Hommer  Type 

GGG-S-73576 

/GL 

05  Oct  76 

Gl  SA 

99 

VoUdoled  Mor  83  REV-MD  MS  CS 

5110 

Stripper,  Coble,  Hond,  And  Stripper,  Wire,  Hand . 

GGG-S-MSC 

•GL 

20  Aug  63 

GL  SH 

99 

5110 

Stripper,  Wire,  Bench  USER'EL  MC  YD  OS  . . . . . . . . 

GGG-S-793A 

•GL 

29S.P  64 

Gl  SH 

99 

5110 

Tool,  Fiber  Optic,  Scribe,  Diomond/iopphire,  Type  1  USER*ME  MC  19  REV*MI 

MIL-T-83523/4 

85 

10  May  85 

CR  EC 

85 

AR  AT  GL  SH  OS  AS  11  17  99  ES 

5110 

Tool,  Fibtr  Optic,  Clnving,  Corbid*,  Typ«  1  USER-ME  MC  19  REV-MI  AR  AT 

Mll'T-83523/3 

8S 

10  May  85 

CR  EC 

85 

GL  SH  OS  AS  11  17  99  ES 

5110 

Tool,  Fiber  Optic,  Scribe,  Conical  &  Wedge,  Type  1  USER*ME  MC  19  R£V*MI 

M1L-T-83S23/9 

85 

10  May  85 

CR  EC 

85 

AR  AT  GL  SH  OS  AS  1 1  17  99  ES 

•5110 

Tools  Blocksmith  S  (Chisels,  Plotters,  Fullers,  Hordies,  Bolt  Heoding  Tools, 

GGG-T-S53A  (4) 

•GL 

02  Apr  64 

Gl 

99 

Punches  And  Swoges)  Validated  Feb  75 

•5110 

Tools,  Blocksmith  S  (Chisels,  Plotters,  Fullers,  Hardies,  Bolt  Heading  Tools, 

GGG.T-00563B  (1) 

t 

27  Moy  68 

Punches,  And  Swoges) 

•5110 

Tooli,  Fibtr  Optic  USER-ME  AV  MC  19  REV-MI  AR  AT  OS  AS  SH  11  17  99 

MIL-T-83S23 

85 

27  Aua  C7 

CR  EC 

85 

ES 

SUPL  1A 

5120 

Adopter,  Ratchet,  Socket  Wrench  . . . . . . . . . . . 

A-A-2173 

• 

25  Moy  84 

Gl 

99 

5120 

Adopter,  Socket  Wrench . . . . . . 

AA-2172 

* 

25  Moy  84 

Gl 

99 

5120 

Adjusting  Tool,  Volve  Toppet . . . . . . . 

GGGA-CI0147 

t 

03Ftb  6S 

5120 

Adjusting  Tool,  Broke  Shoe  (Spoon  Type)  USER*MC  . . . 

GGG-A-145A 

•GL 

06  Aug  65 

Gl  SH 

99 

5120 

Alrgnnf>ent  Tool,  Electric  Equipment  . . . . . . . . . . 

GGGA-004SO 

t 

13  Apr  64 

5120 

Anvil,  Blocksmiths . . . . . . . 

GGGA-S76B 

•GL 

11  Jul  73 

GL  SH 

99 

5120 

Auger,  Pipe  And  Sewer,  Hand,  And  Auger,  Woter&closet,  Hond  . . 

GGGA-821C 

•GL 

23S.P  87 

GL  SH 

99 

5120 

Auger,  Posthole,  Hond  Validated  May  87  USER^CE  ME  MC . . . 

MIL-A-3908C  (1) 

GL 

20  May  87 

Gl  YD 

84 

NOTICE  1 

5120 

GGG-A-891A  (3) 

•Gl 

26  Dec  63 

GL  SH 

99 

INT  AMD  (5) 

5120 

Bor,  Chisel,  Pinch,  Pry,  Wrecking,  Digging,  Tomping,  Digging  And  Tomping,  And 

GGG-8-101D  (3) 

•GL 

17  F.b  65 

GL  SH 

99 

Crowbor 

5120 

Bar,  Chisel,  Pinch,  Pry,  Wrecking,  Digging,  lomping.  Digging  And  Tomping,  And 

GGG-B-OOIOIE 

» 

19  Jon  68 

Crowbars 

5120 

Bor,  Combinotion  Pry  And  Scraper . . . . . . . 

GGG-8-110A 

•GL 

14S.P  66 

OL  SH 

99 

5120 

Bors,  Bucking,  Rivet  Validated  Oc/  87  tSER*MC  OS  YD  REV'ME . . . 

MIL-S.920C  (2) 

GL 

01  Oct  87 

Gl 

99 

NOTICE  1 

5120 

Bars,  Nonsporking  And  Nonmognetic  Validated  Apr  81  U.^Ek^CE  YD  MC  OS 

MIL-B-43407  (1) 

GL 

21  Apr  75 

GL  SH 

99 

REV-AR  AS 

5120 

Bellows,  Hond;  Foundry,  Section  4  (Port  5)  USER*Gl . . . . . . 

LLL-8-211  (1) 

% 

04  Dec  50 

5120 

Bender,  Electricol  Conduit,  Hond  (Portoble)  USER'AR  YD  AS  OS . 

GGG-8-175  (3) 

•GL 

01  Apr  64 

GL 

99 

5120 

Bender,  Tube,  Hand,  (Portable)  USER'AR  MC  YD . . . . . 

GGG-8-191A 

•GL 

01  Mor  63 

Gl  SH 

99 

(INT.  AMD.  2 

5120 

Bit,  Screw’driver  USER'EL  AR  MC  YD . . . . . . . . . 

GGG-B-3768 

•GL 

03  Moy  63 

GL  SH 

99 

L 

5120 

Bit,  Screwdriver,  Phillips,  Ribbed,  Cruciform,  long  Shonk,  External  Hexogon 

MIL-B-85643/2 

AS 

18  Mor  87 

Shonk,  Power  Driven 

5120 

Bit,  Screwdriver,  Hi>torque,  Type  1  REV.AV  AR  1 1  GS . . . . . 

MIL-B-9946/1B 

84 

09S*p  87 

Gl  AS 

99 

1 

5120 

Bit,  Screwdriver,  Torq*set,  Ribbed,  Offset  Cruciform,  Externd  Hexogen  Shonk, 

MIL-B-8S643/3 

AS 

18  Mor  87 

Power  Driven 

5120 

Bit,  Screwdriver  (And  Adopter,  Screwdriver  Bit) . . . . . . . . 

GGGB-^1222 

1 

11  Oel  67 

L 

5120 

Bit,  Screwdriver,  Torq^set,  Ribbed,  Offset-Cruciform,  long  Shonk,  Extermri 

MIL-B-85643/4 

AS 

18  Mor  87 

Hexogon  Shonk 

5120 

Bit,  Screwdriver,  Hi  Torque,  Type  11  Validated  Jun  83 . . . . . . 

MIL-B.9946/2 

84 

16F.b  78 

Gl  AS 

99 

1 

5120 

Bit,  Screwdriver,  Insert  Type,  Torq>set,  Ribbed,  Offset  Cruciform,  Externo) 

MIL-B-85643/5 

AS 

18  Mor  87 

Hexagon  Shonk,  Monually  Driven 

E 

5120 

Bit,  Screwdriver,  Phillips,  Specificotlon  For  •  Sep  77  REV>ME  IS....... . . . . 

NAS  7101-77 

AS 

30  Jul  82 

AV  AS 

11 

L 

5120 

Bit,  Screwdriver,  Phillips,  Ribbrd,  Cruciform,  Insert  Type,  Externol  Hexogon 

MIL-B-B5643/1 

AS 

18  Mor  87 

Shonk,  Monuolly  Driven 

5120 

Bit,  Screwdfivef,  Phlllipi  USER-EL  REV-AV  AR  11  GS . 

MIL-B-9945/3A 

84 

09S.P  87 

Gl  AS 

99 

5120 

Bit,  Screwdriver,  Torq  Set . . . . . . . 

MIL-B.9944/4A 

84 

09S.P  87 

Gl  AS 

99 

5120 

Bit,  Screwdriver,  Hi>torque,  Type  V  Validated  Ji/n  83  REV*AV  AR  Ml  11  GS . 

MIL-B-9946/5 

84 

19  Mor  80 

GL  AS 

99 

5120 

Bit,  Screwdriver,  Hex,  Externol  Hex  Shonk,  Monuoily  Driven  REV'AV  80  IS  ........ 

MIL-B.9946/9 

84 

09  Sep  87 

GL  AS 

99 

5120 

Bit,  Screwdriver,  Phillips  Ribbed,  Externol  Hex  Shonk,  Monuolly  Oriven  REV'AV 

MIL-B-9944/15 

84 

09  Sep  87 

Gl  AS 

99 

801$ 

5120 

Bit,  Screwdriver,  Torq^set,  Ribbed,  Externolhex  Shonk,  MonuoRy  D  Riven............ 

MIL-B-9946/16 

84 

09S.P  87 

CL  AS 

99 

5120 

Bit,  Screwdriver,  Uenerol  Specificoiion  for  REV'AV  aR  1)  GS  . . 

Mil’3'9y46c  (1) 

o4 

23  Feu  or 

OL  aS 

99 

L 

5120 

Bits,  Screwdriver,  Ribbed  General  Specificotion  For . . . . . . 

MIL-B-85643 

AS 

18  Mor  87 

AS 

SUPP  1 

5120 

Block,  Dolly,  Sheet  Metol  . . . . . . . 

GGG  B-481A  (2) 

•GL 

09  Apr  63 

5120 

Brush,  Wire,  Boi(er*tube,  Sectionol  Type,  Hond-Push  Validated  Mor  79  . . 

MIL-B.2679A 

SH 

28  Mor  63 

Gl  SH 

5120 

Burnishers.contoct,  H  And  (And  Blodes) . . . . . . . . . 

GGGB-785 

06  Oct  87 

5120 

Coding  Gun,  Bulk  And  Cortridge  Conpounds  USER'MC...................................... 

GGG.C-120A  (2) 

•GL 

26  Dm  63 

Gl  SH 

99 

(INT.  AMD.  3) 

5120 

Colking  Tool.  Hond . . . . . . . . . . 

GGGC-135A 

t 

25  Oct  66 

5120 

Cop,  Vise  Jow  USER'MC . . . . . . . . . . 

GGG.C-137A 

•GL 

11  Jon  65 

Gl  SH 

99 

5120 

Cop,  Vise  Jow, . . . . . . . . . . . . 

GGG.C.00137B 

t 

09  Jon  68 

5120 

Corricr,  Storoge  Bottery,  Hand  R£V>84, . . . . . . 

A-A-50440 

/'to 

01  Mor  83 

GL  YD 

99 

5120 

Corrier,  Timber,  Handled  Volidoted  Jan  80  USER'CE  Ol.............. . . 

MIL-C-426B 

ME 

23  F.b  68 

ME  YD 

99 
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FSCUSTtNQ 


FSC  TITIE 

5)20  Corritri,  Storagt  lotttry,  Hond  . . . . . 

5120  Clomp  And  Hond  Scrtwt..... . . . . . . 

5120  Clomp,  C*  light  Sttvict. . . . . . 

5120  Clomp,  C*,  Htovy  Duty  . . . . . . . 

5120  Clomp,  C‘,  Mtdium  Sorvico  . . . . . . . . 

5120  Ctomp,-C*,  V«ry  Light  $«rvkt . . . . . . . 

5120  Clomp,  Contiitver  Jaw  REV*84  . . . . . . . 

5120  Clomp,  Hond  Scrtw . . . . . . . . . . . . 

5120  Clomp,  Scrtw,  Quick  Adjuiting,  fixtd  Htod  . . . . . . . 

5120  Clomp,  Scrtw,  Quick  Adjuiting,  Sliding  Htod . . . 

5120  Clomp,  Scrtw,  Quick  Adjusting,  Thrtodtd  Htod  . . .  . . . . . 

5120  Clomp,  Wirt  Splicing. . . . . . . . 

5120  Oomping  Tool,  Strop  Bond,  Host . . . . . . . . 

5120  Clow,  Tock . . . . . . . 

5120  Cltontr,  Burntr  Slot,  For  Rongt,  Fitid,  M0937  USER-MC  REV-YO . 

5120  Comp'tstor,  Piston  Ring,  Bond'typt  USER'AR  MC  YD  . . . . . . . . 

5120  Comprtssor,  Piston  Ring,  Bond<typt  USER'GL . . . . . . . . 

5120  Crimp  Tool,  Ttrminol,  Hond,  Wirt  Ttrminotion  For  Sitt  12  Shitidtd  Contocts 
(Outtr  Contoct)  Validate  Jul  87  USER>ME  MC  REV-MI  AR  AV  EC  SH  OS 
99  80  12  17  ES 

5120  Crimp  Tool,  Ttrminol,  Hond,  Wirt  Ttrminotion  For  Slit  12  Shitidtd  CootecH 
(Shitidtd  Crimp  SIttvt)  Volidaftd  Jui  82  USER-AT  ME  70  REV-A^'  AR  Ml 
SH  OS  EC  62  17  80  ES 

5120  Crimptr,  Blosting  Cop, -M2,  Pllor  Typt,  W/lust  Cutttr  Vaiidot^d  Oct  87 
USER-MC:  REV-AR 

Q  5120  Crimping  Too),  Contact,  Eltctric,  Hond  For  ShitUtd  Outtr  Contocts  Voiidot^d 
May  82 

Q  5120  Crimping -Tool,  Ttrminol,  Hond,  Wirt  Ttrminotion,  Lorgt  For  Cdxlol,  Shitidtd 
Contocts  And  Ftrrults,  Ttrminol  Lugs,  Splicts  And  E.sd  Cops  USER-ME  AT 
REV-MI  AR  AV  EC  SH  OS  17  99  12 

L  5120  Crimping  Tool,  Ttrminol,  Hond,  Wirt  Ttrminotion,  Lorgt  For  Cooxiol,  Shitidtd 
Contacts  And  Ftrrults,  Ttrminol  Lugs,  Splicts  And  End  Cops  USER-AT  ME 
REV^AV  AR  MI  EC  OS  SH  12  99 

5120  Crimping  Tool,  Ttrminol,  Hond;  Wirt -Ttrminotion  For  Sixt  16  ShMdtd  . Contacts 
(Outtr  Contoct)  Validated  Jut  82  USER-ME  MC  70  REV-MI  AR  AV  OS  EC 
SH  62  80  17  ES 

5120  Crimping  Tool,  Ttrmino),  Hond, -For  ShitIdtd.SItt  12  Outtr  Contacts  U$ER*AT 
ME  EC  SH  MC  OS  REV-AR  MI  AV  99  17  12  1 1  ES 
L  5120  Crimping  Tools,  Ttrminol,  Hond,  Wirt  Ttrminotion  For- Connectors,  ElKtrico), 

Flat  Coblt  (Typt  2)  REV.12  17  84  99  ES 

5120  Crimping  Tools,  Ttrminol,  Hond,  Wirt  Ttrminotion,  lorgt  For  Cooxiol,  Shitidtd 
Contocts  And  Ftrrults,  Ttrminol  Lungs,  Splicts  &  End  Cops 

Q  5120  Crimping  Tools,  Ttrminol,  Hortd  Or  Powtr  Acfuottd,  Wirt  Ttrminotion,  And 
Tool  Kits  Gtntrol  USER-GL  ME  AT  MC  REV-MI  AV  SH  EC  17  12 
5120  Crimping -'^ools,  Terminal,  Hond,  Wirt  Ttrminotion  For  Wirt  BorrtI  Sisti  12 
Through  20  USER-AT  ME  MC  REV-AR  AV  Ml  SH  OS  EC  17  12  99  11 

Q  5120  Crimping  Tools,  Ttrminol,  Hond,  Wirt  Ttrminotion  For  Wire  Sorrel  Sixes  20 
Through  28  USER-AT  ME  MC  REV-MI  AV  AR  OS  EC  SH  17  12  99  1 1 
L  5120  Crimping  Tools,  Ttrminol,  Hond,  Wirt  Ttrminotion,  For  Crimp  typt  Rtmov^lt 
Contacts  For-MIL-C-28840  Connectors  USER-MC  REV-OS  $H 
5120  Crimping  tods,  Ttrminol,  Hond,  Wirt  Ttrminotion  For  Site  16  Shitidtd 
Contacts  (Shidd  Crimp  SIttvt)  Validate  Jut  82 

Q  .  5120  Crimping  Tools,  Ttrminol,  Hond,  Wirt  Ttrminotion  For  Wirt  8orrtl  Sixes  16,  20 

And  22  Volidattd  May  82  REV-EC 

I  5120  Crimping  Tools,  Ttnninoi,  Hond  Or  Powtr  Actuoted,  Wirt  Ttrminofimi.  Tod, 

For  Lug  Ttrmind  And  Exttrnd  Powtr  Mug  Socket  Contacts,  Sixt  22-10 
USER-MC  REV-OS  EC  SH  ES 

L  5120  Crimping  Tools,  Ttrmind,  Hond  (Comprtsiion  Tod)  Wirt  Ttrminotion  Type  I, 
For  Semirigid  Cooxiol  Coble  (Cottgory  F  Connectors)  USER-19  REV-AR  AV 
SH  EC  OS  TO  ES  17  99  12 

L  5120  Crimping  Tods,  Ttrmirtal,  Hond,  Wirt  Ttrminotion  For  Contocts  Of 
MIL-C.28731  Eltctric  Connectors  Validated  May  82  REV-EC 

5120  Crowfoov  AttochfMnt,  Socket  Wrench  USER-GL . . . . . 

5120  Cutttr,  Abrasive  Sttd  Dresser,  Hond  Vo/fdoM^  Fab  $4  REV-MI  AR  . . 

I  5120  Die,  For  Ms  25441,  Eltctric,  Hydroulic  Crimping  Tod  (For  Use  Wfh  Aluminum 
Wire  TtrminoU)  Valldatad  Jul  82  USER-GL  REV-05 

5120  Digger,-  Posthole,  Hinged . . . . . . . . . . . . . 

5120  Drtsstr,-Abrostvt  Wh^,  Hond,  Rtvdving  Cutttr  Type . . . . . 

5120  Driftpin  (Double  Toper) . . . . . . . . . . 

L  5120  Driftpin,  Steel  Valldatad  Apr  $1  REV-GL . . . 

5120  Drifts,  OriH  USER-AR  YD . . . . . . . . 

5120  Driver,  Armoturt  Wedge  Validate  Oct  87  REV-CR . . 

5120  Driver,  Projtctilt  Unit,  .38  Cdibtr,  Undtrwottr..... . . 

5120  Extension,  Socket  Wrench,  Solid . . . . . . . 

5120  Extansion,  Socket  Wrench,  Flexible . . . . . . . . 

5120  Extroctof,  Cotter-pin  USER-AR...... . . . . 

5120  Extroctor,  Cotter  Pin  . . . . . 

5120  Extroctor,  Cotter  Pin  . . . . . . . . . 
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DOCUMENT 


NUMIEK 

PEEP 

DATE 

CUSTODIAN 

GGQC-196S 

t 

OS  Apr 

76 

NOTICE  1 

GGGC-4060 

♦GL 

11  F*b 

75 

Gl  SH 

99 

A.A.429C 

t 

01  Apr 

83 

AA-433D 

•Gl 

08  Jon 

88 

Gl 

99 

AA-431D 

• 

08  Jon 

88 

Gl 

99 

A-A-430E 

« 

08  Jan 

88 

Gl 

99 

A-A-S48D 

* 

08  Jon 

88 

Gl 

99 

A-AJ47D 

. 

08  Jen 

88 

Gl 

99 

A-A-432C 

t 

01  Apr 

83 

A-A-434C 

t 

01  Apr 

S3 

A-A-435C 

•Gl 

01  Apr 

83 

Gl 

99 

GGG-C-414A 

t 

27  Apr 

65 

GGG  C-00413  (1) 

t 

13  Oct 

66 

GGG-C-415A 

t 

08  Jun 

65 

MIL-C-I429C 

Gl 

31  Mar 

86 

Gl  YD 

99 

GGGC-555 

•Gl 

8  0f< 

55 

Gl  SH 

99 

(INT.  AMD.1) 

GGG  C4»355t  (2) 

% 

12  Moy47 

NOTICE  (1) 

Mll-C-22520/21 

AS 

19  Mar 

76 

CR  AS 

8S 

MII-C22520/22 

AS 

19 

Mor 

76 

CR 

AS 

85 

Mll-C-434380 

OS 

13 

Oct 

87 

Gl 

OS 

99 

NOTICE  1 

MII-C-32S30/4A 

AS 

19 

Mor 

76 

AR 

AS 

85 

MIIC-32S30/5E 

AS 

15 

Moy 

87 

CR 

AS 

8S 

MII-C-33530/10D 

AS 

18 

Jun 

86 

CR 

AS 

85 

INT  AMD  (1) 

MII-C-23S20/19 

AS 

19 

Mor 

76 

CR 

AS 

85 

Mll-C-22530/31 

AS 

28 

No- 

80 

CR 

AS 

85 

Mll-C-33530/33 

85 

05 

Oct 

84 

85 

MllC-0023520/5 

85 

15 

May 

87 

MII-C-23520A 

AS 

09 

Aug 

85 

CR 

AS 

85 

MII-C-33520/1C  (2) 

AS 

06 

Jul 

81 

CR 

AS 

85 

MII-C-22520/2C  (1) 

AS 

28 

Nov 

80 

CR 

AS 

85 

Mll-C-22520/348 

EC 

06 

Mor 

87 

EC 

MII-C-22S20/20 

AS 

19 

Mor 

76 

CR 

AS 

85 

MII-C-22S20/78 

AS 

19 

Mor 

76 

CR 

AS 

85 

MII-C-22520A/24A 

AS 

09 

Aug 

85 

AS 

MII  C-22520/36A  (1) 

85 

20 

Sop 

87 

CR 

AS 

85 

Mll.C-22520/irA 

AS 

19  Mor  76 

AS 

GGGC.1507A 

% 

05S.P  73 

MS-15796 

Gl 

15  Ok  58 

Gl 

99 

MS-25442C 

AS 

02  Jon  64 

AS 

GGGD-326C 

•Gl 

26  Mor  64 

Gl  SH 

99 

GGG0-63rC 

•Gl 

09  Jon  75 

Gl  SH 

99 

GGG0'00643A 

t 

02  Moy  68 

MIID-52353A 

ME 

12  0k  75 

ME 

GGGD-641A 

•Gl 

23  Fob  56 

Gl  SH 

99 

Mll-D-1 15860 

Gl 

01  Oct  87 

Gl  SH 

99 

NOTICE  1 

AA-436 

t 

12  Oct  79 

A-A-2170 

» 

25  May  84 

Gl 

99 

A-A-2171 

. 

25  Moy  84 

Gl 

99 

GGGE-9268 

•Gl 

18S.p  63 

Gl  SH 

99 

INT  AMO  1 

AA-385A 

t 

27  Nov  79 

GGG-E-00926C 

t 

14  Mor  68 

FSC  LISTING 


5120 

Extractor,  Electronic  Tube  VoUdattd  Aug  €5  U5ER*MI  Gl  MC . . . 

MS-25187B 

AS 

07  Jun  65 

AS 

5120 

Extroctor,  Electron  Tube  (Tong  Type)  . . . . . . . . 

GGG-E-00930 

J 

20  Dm  63 

5120 

Extroctor^  Screw  And  Pipe,  Tapered,  Spiro)  Flutes  Or  Ridges,  Drill  Style  . . . 

A-A-283 

» 

11  Oct  79 

5120 

Extractor,  Screw  (Stud  And  Pipe),  And  Extractor,  Top  . . . . . . 

GGG-E-936C 

•Gl 

24  Fob  67 

Gl  SH 

5120 

Extractor,  Stuffing  Box  And  Punftp  Pocking  (And  Tomper),  And  Extroctor, 

GGG-E-950A 

•GL 

29  F.b  88 

GL 

lantern  Gland  USER-AR  MC  YD 

5120 

Fid  Validated  May  87  USER-MC  YD . 

MIL-F-3113D  (1) 

GL 

20  Moy  87 

Gl 

NOTICE  1 

5120 

Finger,  Mechonicol,  And  Retriever  Tool,  Mognetic . . 

GGG-F-360B 

•GL 

05  Oct  64 

GL  SH 

5120 

Finger,  Mechonicol  And  Retriever  Tool,  Mognetic . . . . 

GGG-F-(Y)36CD 

t 

08  Aug  69 

5120 

Fishing  Tool,  Pneumotic  Tire  Volve..... . . . . . . . . 

GGG-F-0042C 

t 

29  Nov  63 

5120 

Floring  Tool,  Tube  Hond  Validated  Jul  72  USER-AT  ME  YD  MC  REV-AV  CE  _ _ 

GGG-F-451C 

•Gl 

13  Jun  68 

GL  SH 

5120 

Force  Cup,  Plumber  S . . . . 

ZZ-F-566B 

•Gl 

03  Moy  63 

Gl  SH 

INT  AMD  (1) 

5120 

Forceps;  Sheet  Holder  REV*AL . . — . . 

A-A-50765 

84 

14  Jon  85 

Gl  SH 

5120 

Forceps,  Sheet  Holder  Volidottd  Jun  $5 . . . 

GGG-F-570A  (1) 

X 

27  Apr  72 

GGG-F-626 

•GL 

25  Ocl  54 

GL  SH 

(INT.  AMD.  1) 

5120 

Fork,  Stone,  Hand,  O*hondle . . . . . . 

GGG-F-00626A 

t 

15  Jon  66 

5120 

Gtuepot,  Electric  (Portoble,  Dry  And  Wet)  USER.GL...... . . . . 

W-G441A 

•Gl 

19  Nov  87 

Gl 

(INT.  AMD.  3) 

5120 

Grip,  Coble  USER-GL  REV-MI . 

MI1.G-16567C 

Ml 

01  Ocl  82 

Ml  SH 

5120 

Grip,  Coble  Jaw  USER>ME . . . . . . . . 

RR.G.691B  (1) 

•GL 

23  Aug  73 

Gl 

5120 

Grip,  Wire,  Strand,  Wire  Rope  And  Coble  USER*ME . . . . . . 

RR-G-7008 

•GL 

03  Sep  63 

Gl 

5)20 

Groover,  Edgers,  And  Corner  Toots**  Concrete,  Hand . . 

GGG.G.00690A 

t 

15  Apr  68 

.Sion 

GGG-G-00695A  (t) 

X 

30  Apr  68 

5120 

Groovers,  Edgers,  And  Corner  Tools  •  Concrete,  Hond  VaUdot^  5^  71. . . 

GGG.G.690 

X 

18  Apr  56 

5120 

Hommer,  Hand  (Optlcol) . . . . . . . 

A-A-53)93 

MB 

15  Sep  87 

MD  MS 

5120 

Hommer,  Hond  (Optical)  VoUdattd  Jun  81 . . . . . . . 

MIL.H-36638 

DM 

15  Apr  75 

MD  MS 

5120 

Hommer,  Hond  (Piton,  Mountoln)  Validated  May  67  REV*MD  . . . 

MIL.H.143I8 

GL 

15  Moy  87 

GL 

NOTICE  1 

5120 

Hammer,  Hond  And  Mollet,  Surface  Protective,  Holder  And  Adopter,  Inserted 

GGG-H-33A  (5) 

•GL 

26  Aug  63 

GL  SH 

Hammer  Foce,  And  Faces,  Hammer,  Inserted 

INT  AMD  (6) 

5120 

Hammer,  Hond,  (Body  And  Fender,  Forged  Steel  Heod) . . . 

GGG.H-20A 

•GL 

06  Jul  61 

Gl  SH 

5120 

Hommer,  Hand,  (Forged  Steel  Head)  USER*MI  ME . . . 

GGG.H-86C 

•Gl 

08  Mor  63 

GL  SH 

(INT.  AMD  2) 

5120 

Hommer,  Hand,  Blocksmiths  Or  Engineers,  Stroight  Feen... . . . . . 

A-A.1291A 

• 

16  Moy  88 

GL 

5120 

Hammer,  Hand,  Blacksmiths  Or  Engineers,  Cross  Peen . . . 

A.A-1292A 

• 

16  May  88 

GL 

5120 

Hammer,  Hond,  Blocksmiths  Or  Engineers  Double  Face . . . . 

A-A.1293A 

* 

16  Moy  88 

Gl  SH 

5120 

Hommer,  Hand,  Carpenters,  Ripping,  Stroight  Clow  . . . . 

A.A.1306A 

• 

16  Moy  88 

Gl 

5120 

Hommer,  Hond,  Corpenters,  Nail,  Curved  Clow . . . . . 

A-A.)307A 

* 

16  Moy  88 

Gl 

5120 

Hommer,  Hond,  Mochinisis,  Riveting  . . . . . . . 

A-A.1304A 

* 

16  Moy  88 

GL 

5120 

Hommer,  Hand,  Machinists,  Boll  Peen . . . 

A-A-1305A 

• 

16  May  88 

GL 

5120 

Hammer,  Hond,  Mou),  Ship  (Top) . . . . . . . . 

A-A.1285 

* 

16  Moy  84 

GL  SH 

5120 

Hommer,  Hond,  Moul,  Spike  (Roilrood) . . . . . 

A-A-12B4A 

• 

16  May  88 

GL 

5120 

Hommer,  Hond,  Scollng . . . . . . . 

A.A.1300A 

• 

16  May  88 

GL 

5120 

Hommer,  Hand,  Sloneworkers,  Masons  . . . . . 

A-A-I286A 

* 

16  Moy  88 

Gl 

5120 

Hammer,  Hand,  Stoneworkers,  Mopping . . . . . 

A.A-1288A 

* 

16  Moy  88 

Gl 

Sion 

A'A*)289 

• 

GL  SH 

5120 

Hammer,  Hond,  Stoneworkers,  Hond  Diilling,  Short  Pattern . . . . 

A-A.1290A 

• 

16  May  86 

GL 

5120 

Hommer,  Hond,  Tinners,  Setting  (Paneing) . . . . . 

A.A.1294A 

* 

16  Moy  88 

GL 

5120 

Hommer,  Hond,  Tinners,  Riveting . . . . . . 

A-A-I295 

* 

16  Moy  84 

GL  SH 

5120 

Hommer,  Hond,  Trimmers,  Tack,  Mognetized . . . . . . 

A.A.1297A 

• 

16  Moy  88 

GL 

5120 

Hommer,  Hond,  Welders,  Chipping  . . . . . . . . . 

GGG.H.35A 

t 

28  Feb  57 

GL  SH 

INT  AMD  4  (GS) 

5120 

Handle.  Ash . . . 

NN-H-00818 

X 

16  Sep  57 

5120 

Hondle,  A»h,  For  Toot.  USER-ME  . 

NN-H-81A  (1) 

•GL 

20  Aug  52 

GL  SH 

•5120 

Handle,  Hickory,  Striking  Tool  USER*AT  AR  YD  MC. . . . . . . 

NN.H-93A  (1) 

•Gl 

20  Aug  52 

GL  SH 

Hondle,  Hickory,  Striking  Tool . - . . . 

Handle,  Hinged  . . . . . . . . . . . . . . 

Handle,  Speeder,  Broce  Type . . . 

Hondle,  Spin  Type . . . 

Handle,  Tee,  Sliding . . . . . . . 

Hondies,  Reversible  Ratchet;  And  12*POINT,  High  Strength,  Thin  Woll,  Hond 
Wrenches-sockets,  Flexible  Sockets,  Box  Wrenches  &  Torque  Adopters  •  T 
Nov  B5  REV.B4 

Hondling  Tool,  Sheet  Moteriol  (Vocuum  Type)  . . . . . 

Hawk,  Plasterer  S . . 

Hoe,  Molipcks  And  Picks  Validated  Aug  6}  USER.ME  Ml  AR  MC  YD . 


5120  Holder  And  Guide,  Drive  Pin . . . . 

5120  Holder,  Sheet  Metal,  Hole  And  Edge  Grip  Validated  Apr  82  USER-Gl  ... — ... 

5120  Hook,  Cont  Validated  Apr  SI  USER-ME  CE  MC  YD . 

5120  Hook,  Chum . . . 

*5120  Hook,  Moleriols  Hondling,  Hand,  Meat,  And  Hooks,  Meot  Honging  Vo/rdoted 
Apr  SI  USER-MS  MC 

5120  HOok,  Steel,  Bolted  Tonk  Erection. Vb//doted  Oct  84 — . 

5120  Hot  line  Sticks . . . .............. 

5120  Igniter,  Friction,  Oxyocetylene-lorch  . . . . 

5120  Installing  &  Removol  Tools,  Connector  Eleciricol  ContocI,  Type  II  Cloit  1 
Composition  A  (For  Use  On  MIUC  2S840  (EC)  Conrwctors) 


NN.H4X)93B  (4) 

AA-2164 

A-A-2166 

A-A.2167 

AA-2168 

AS  P54C-8S 


GGGH00110 

GGG.H-135 

GGG.H.5060 

INT  AMD  (I) 

GGG.H.570A 

GGG.H.S75 

MIL.H.20«3BB  (1) 

RRH-571 

MIL-H.2614E 

Mll-H-52802 
GGG.H001347 
GGI.271C 
(INT.  AMD.  1) 
MIL.I.8I969/34F 


24  Moy  70 

25  May  84 
25  Moy  84 
25  Moy  84 
25  May  84 
13  Jon  86 


t  10  Feb  64 
t  29  Jon  66 
t  21  Aug  62 

T  19  Jon  65 
/AS  10  Nov  66 
Gl  19  Dec  74 
t  4  Apr  33 
GL  25  Sep  73 

ME  07  May  74 
t  24  Mar  69 
t  20  Feb  64 

EC  07  Sep  82 


GL  SH  99 
AS 

GL  99 
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FSC  USTING 


DOCUMENT 


fSC 

TITLE 

NUMBER 

PREP 

DATE 

CUSTODIAN 

5120 

Initaliing  &  Removol  Tools,  Connector  Electrical  Contoct,  (Fork  Type, 
Wroppotl/crimp  Removable),  Type  li,  Closs  1,  Composition  C  (ISER-ME  MC 

19  REV-MI  AR  Gl  AT  EC  OS  SH  99  17  11  ES 

MIL-I-81949/11B 

AS 

"25  Jon 

85 

CR  AS 

35 

5120 

Installing  &  Removol  Tools,  Connector  Electricol  Contoct,  Types  1  &  li,  Closs  2, 
Composition  A  USER-ME  MC  19  REV-MI  AR  AT  GL  EC  OS  SH  99  17  11  ES 

MII-I-81969/8B 

AS 

31  Oct 

86 

CR  AS 

85 

5120 

Installing  &  Removol  Toots,  Connector  Electrical  Contact,  Type  III,  Closs  2, 
Composition  B  USER-ME  AV  MC  19  REV-GL  AT  AR  EC  OS  SH  99  17  11  ES 

MIL-I-81969/14C  (1) 

AS 

16  Sep 

87 

CR  AS 

85 

5120 

Instoliing  And  Removal  Tools,  Connectorelectricol  Contact  Type  li,  Closs  2, 
Composition  A.  VohJafd  Sep  SS  USER-ME  MC  19  REV-MI  GL  EC  SH  OS 

99  17  11  ES 

MIL-I-81969/15A 

AS 

11  Jon 

79 

CR  AS 

85 

5123 

Instoliing  And  Removol  Tools,  Connector  Electrical  Contoct,  Type  lii.  Class  1, 
Composition  B.  Validated  Sep  8S  USER-MC  19  REV-MI  AT  AR  EC  OS  SH  99 

17  11  ES 

MIL-I-81969/16A 

AS 

11  Jon 

79 

CR  AS 

85 

5120 

Instoliing  And  Removal  Tools,  Connector  Electrical  Contact,  Type  1,  Closs  1, 
Composition  C.  USER-ME  MC  19  REV-MI  GL  AT  AR  EC  SH  OS  99  17  11  ES 

MIL-I-8I969/17B 

AS 

21  Feb 

89 

CR  AS 

85 

5120 

Inslollinc  And  Removal  Tool,  Connector  Electrical  Contacts,  Type  lii.  Clots  2, 
Composition  B.  Validated  Sep  85  USER-ME  MC  19  REV-Gl  AT  AR  Ml  EC 

OS  SH  11  99  17  ES 

MIL-I-81969/39A 

AS 

23  Aug 

85 

CR  AS 

85 

5120 

instoliing  And  Removol  Tools,  Connector  Electrical  Contact,  Type  li.  Clots  1, 
Composition  B  Validated  Apr  85  USER-ME  MC  19  REV-AT  Ml  AV  OS  AS 

SH  85  99  11  ES 

MIL-I-81969/40 

CR 

19  Moy 

80 

CR  EC 

85 

5120 

Installing  And  Removol  Tools,  Connector  Electrical  Contact,  Type  li.  Clou  1, 
Composition  C  Validated  Apr  85  USER-MF  MC  19  REV-MI  AV  AT  OS  AS 

SH  85  99  11  £5 

MIL-l-81969/41 

CR 

19  Moy 

80 

CR  EC 

85 

5120 

Instoliing  And  Removol  Tools,  Connector  Electrical  Cc..;.n.i,  Type  lii.  Clou  1, 
Composition  A  Validated  Apr  85  USER-ME  MC  19  REV-MI  AV  AT  OS  AS 

SH  99  85  17  11  ES 

MIL-I-B1969/42 

CR 

19  May 

80 

CR  EC 

85 

5120 

Installing  And  Removal  Tools,  Socket  Heod,  Electronic  Components,  Type  II, 

Closs  1,  Composition  C  Validated  May  88 

Mll-l-819i9/43A 
NOTICE  1 

85 

15  Moy 

88 

CR  EC 

85 

5120 

Installing  And  Removol  Tools,  Connector  Electrical  Contact,  Type  lii,  Closs  2, 
Composition  C  Validated  Apr  82  USEP-AT  19  REV-AR  EC  99  85  17  ES 

MIL-l-81969/25 

AS 

14  Apr 

77 

CR  AS 

85 

5120 

Installing  And  Removal  Tools,  Connector  Electrical  Contact,  Type  li,  Closs  1  Or 

2,  Composition  A  Validated  Oet  8-2  USER-AR  AT  19  REV-MI  EC  11  99  17  ES 

MII-I-81969/26A 

AS 

16  Mor 

78 

CR  AS 

85 

5120 

Installing  And  Removal  Tools,  Connector  Electrical  Contoct,  Type  li,  Closs  1, 
Composition  A  Validated  Sep  85  MC  99  17  11  REV-MI  AR  AT  GL 

OS  SH  EC  ES 

Mll-l-81949/27 

AS 

11  Jon 

79 

CR  AS 

85 

5120 

Installing  And  Removal  Tools,  Connector  Electricol  Contacts,  Type  li,  Class  2, 
Composition  C  USER-ME  MC  19  REV-GL  AT  AR  Ml  OS  SH  EC  11  99  17  ES 

MII-I-81969/28A 

AS 

27  Moy 

88 

CR  AS 

85 

5120 

Installing  And  Removal  Tools,  Connector  Electricol  Contact,  Type  li.  Class  1, 
Composilion  B  Validated  Sep  85  USER-ME  MC  99  REV-AK  Ml  Gl  AT  EC  OS 

SH  99  17  11  ES 

MIL-l-01969/29 

AS 

11  Jen 

79 

CR  AS 

35 

5120 

Installing  And  Removol  Tools,  Connector  Electricol  Contoc.,  Type  li.  Clots  2, 
Composition  C  Validated  Sep  85  USER-ME  MC  19  REV-GL  AT  AR  Ml  OS 

SH  EC  11  99  17  ES 

Mll-l-81949/30 

AS 

11  Jon 

79 

CR  AS 

85 

5120 

Installing  And  Removol  Tools,  Connector  Electrical  Contoct,  Type  lii,  Closs  1, 
Composition  A  Validated  Sep  85  USER-ME  MC  99  REV-GL  AT  AR  Ml  OS 

SH  EC  99  17  11  ES 

MIl-l-81949/31 

AS 

11  Jon 

79 

CR  AS 

85 

5120 

Installing  And  Removal  Tools,  Connector  Electrical  Contact,  Type  1,  Closs  1, 
Composition  A  (For  Use  With  MIL-C-288A0)EC(  Connectors) 

MIL-I-81969/33A  (3) 

EC 

20  Jvn 

83 

EC 

5120 

Installing  And  Removal  Tools,  Connector  Electrical  Contact,  Type  1,  Closs  1, 
Composition  C.  Validated  Sep  85  USER-ME  MC  19  REV-MI  GL  AT  AR  EC 

OS  SH  99  17  11  ES 

MIL.I-81969/18A 

AS 

11  Jon 

79 

CR  AS 

85 

5120 

Installing  And  Remorol  Tools,  Connector  EIpctricol  Contact,  Type  li,  Closs  1, 
Composition  C.  Validated  Sep  85  USER-ME  MC  19  REV-MI  Gl  AT  AR  EC 
OSSH99  17  11ES 

MII-I-81949/19A 

AS 

11  Jon 

79 

CR  AS 

85 

5120 

Installing  And  Removal  Tools,  Connector  Electrical  Contact,  Type  li.  Clots  1, 
Composition  A  Or  B.  Validated  Sep  85  USER-ME  MC  19  REV-MI  AT  AR  GL 

EC  SH  OS  17  99  11  ES 

MII-I-81969/20A 

AS 

11  Jon 

79 

CR  AS 

85 

5120 

Installing  And  Removol  Tools,  Connector  Electrical  Contacts,  Interfociol  Seol, 

Type  lii,  Closs  1,  Composition  A  Validated  Apr  82  KEV-Gl  EC  17  85  99  ES 

Mll-l-81949/21 

AS 

06  Dec 

76 

CR  AS 

85 

5120 

Installing  And  Removal  Tools,  Connector  Electricol  Contact,  (Crimp  Removoble), 
Type  li.  Class  1,  Composition  A  Validated  Apr  82  REV-Gl  AS  EC  17  85 

Mll-l-81969/22 

AS 

06  Dec 

76 

CR  AS 

85 

5120 

Installing  And  Removol  Tools,  Connector  Electrical  Contact,  Generol 

Specillcotion  For  USER-ME  MC  19  REV-MI  Gl  AR  AT  SH  EC  OS  99  11  17 

ES 

installing  AndHemovol  Tools,  Connector  Electrical  Contoct,  Type  lii,  Clott  1, 
Composition  C  Validated  Sep  85  USER-AR  AT  ME  MC  19  REV-MI  AR  EC  OS 

SH  85  17  99  11  ES 

MIL-I-S1969B 

AS 

20  Aug 

82 

CR  AS 

85 

5120 

MIL-I-81949/1A 

AS 

11  Jon 

79 

CR  AS 

85 

5120 

installing  And  Removal  Tools,  Connector  Electricol  Contact,  (Crimp  Removable), 
Type  1,  Closs  1,  Composition  A  Validated  Apr  82  REV-GL  EC  99  85  17  ES 

Mll-I-81969/23 

AS 

06  Dec 

74 

CR  AS 

85 

5120 

Installing  And  Removol  Tools,  Connector  Electricol  Co-itoct,  Type  li,  Closs  1, 
Composition  A,  USER-ME  MC  19  REV-MI  AT  AR  GL  EC  SH  OS  99  17  11  ES 

MII-I-8I969/9B 

AS 

02  Oct 

80 

CR  AS 

85 

5120 

Installing  And  Removol  Tools,  Connector  Electricol  Contoct,  Types  1  And  li,  Closs 

1,  Composition  8-  Validated  Sep  85  USER-ME  MC  19  REV-MI  Gl  AR  AT  EC 

SH  OS  99  17  11  ES 

MII-I-81969/10A 

AS 

11  Jon 

79 

CR  AS 

85 

5120 

Instoliing  And  Removal  Tools,  Connector  Electrical  Contact,  Type  lii.  Clots  1, 
Composition  A-  Validated  Sep  85  USER-ME  MC  19  REV-AR  AT  Ml  GL  EC 

OS  SH  99  17  11  ES 

MIL-I-81969/12A 

AS 

11  Jon 

79 

CR  AS 

85 

5120 

Installing  And  Removal  Tools,  Connector  Electrical  Contact  (Type  Cr),  Type  1, 

MII-I.81969/13A 

AS 

11  Jon 

79 

CR  AS 

85 

CloM  ),  Compolilion  A.  Volidottd  Stp  B5  U$ER-ME  MC  19  REV-MI  AT  AR 
GL  EC  OS  SH  17  99  IT  ES 
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CUSTODIAN 

S120 

InttoHIng  And  Rtmovol  Tools,  Connector  Electrical  Contoct  Type  1,  Closs  1, 

MIL-I'81969/2A 

AS 

11  Jon 

79 

CR  AS 

85 

Composition  C  ValidolKl  Sep  8S  USEK-ME  MC  19  REV-MI  AR  AT  EC  SH  OS 

17  99  11  ES 

5120 

Installing  And  Removol  Tools,  Connector  Electricol  Contoct,  Type  Vt,  Cioss  1, 

M1L-I-81969/3A 

AS 

11  Jon 

79 

CR  AS 

85 

Composition  C.  Validated  Sep  85  USER-ME  MC  19  REV-AT  AR  Ml  Gl  EC 

SH  OS  11  99  17  ES 

5120 

Instolling  And  Removal  Tools,  Connector  Electrice!  Contoct,  (Pork  Type, 

MIL-l-81969/^B 

AS 

25  Jan 

85 

CR  AS 

85 

Wropost/crimp  Removoble),  Type  It,  Class  1,  Composition  C.  U$ER*M£  MC 

19  REV-MI  GL  AT  AR  EC  OS  SH  99  17  11  ES 

5120 

Instolling  And  Removol  Tools,  Connector  Electricol  Contoct,  (Fork  Type,  Crimp 

MIL-I-81969/5A 

AS 

11  Jon 

79 

CR  AS 

85 

Removoble),  Type  1,  Class  1,  Composition  A  Validate  Sep  85  USER-ME  MC 
19-REV.MI  GL  EC  SH  OS  99  17  11  ES 

5120 

Installing  And  Removol  Tools,  Connector  Electricol  Contact,  (Type  Cr 

MIL-I-81969/6B 

AS 

02  Oct 

80 

CR  AS 

85 

Connertor),  Type  ti.  Class  1,  Composition  A  USER-AR  AT  MC  19  REV-MI  AT 

AR  EC  OS  SH  99  17  11  ES 

5120 

Installing  And  Removol  Tool,  Connector  Electrical  Contact  (Type  0  Connector), 

MIL.I.81969/7A 

AS 

11  Jon 

79 

CR  AS 

85 

Type  lii,  Closses  1  And  2,  Composition  A.  VaUdated  Sep  85  USER-ME  MC  19 
REV-MI  AR  GL  AT  EC  SH  OS  99  17  11  ES 

5120 

instolling  Tool  Set,  0*ring . . . . . . . . . . . 

A-A-539 

t 

07  Nov 

79 

5120 

Instolling  Tool,  Solderless  Spring  Contact,  Type  1,  Composition  A  Validated  May 

88 

Intrenching  Tool,  Hond,  Folding,  Lightweight,  And  Corrier  USER-YO  MC.............. 

MIL-I-81969/4S 

85 

29  Jan 

82 

85 

5120 

MIL-I-43684A 

GL 

29  Dk 

80 

GL 

99 

5120 

Iron,  Calking,  Wood  . . . . 

GGG-I-671A 

t 

21  Apr 

53 

5120 

Jock  Kit,  Hydroulic,  Hand  (20  Ton) . . . . . . . . 

A-A-312 

t 

19  S.p 

79 

5120 

Jock  Kit,  Hydraulic,  Hand  (With  Truck  Or  Chest)  Validated  Jut  72  USER-MC 

GGG-J-iOA 

•GL 

11  Jan 

67 

GL  SH 

99 

REV-AR 

5120 

Jock  Kit,  Hydraulic,  Hand  (10  Ton)..... . . . 

AA-313 

01  Oct 

79 

5120 

Jock  Kit,  Hydraulic,  Hand  (4  Ton) . . . 

A-A-314 

t 

20  Sep 

79 

5120 

Jack,  Sumper  (Hydroulic). . . . . 

A-A-380 

t 

08  Oct 

79 

•5120 

Jock,  Hydroulic,  Hand,  Jock,  Bumper  (Hydraulic)  USER-CE  AR  YD . . . . 

GGG-J-63C 

•GL 

09  Jun 

75 

GL  SH 

99 

5120 

Jock,  Hydraulic,  Hand  (SeK  Contained) . . . 

AA-381 

t 

30  Sep 

79 

5120 

Jack,  Hydroulic,  Hond  (Remote  Control) . . . 

AA-382 

t 

19  S.p 

79 

•5120 

Jock,  Mechonicol,  Hond  Operated  (Screw,  Scissors,  Reel,  Ploner,  And  Rock  Bor 

GGG-J-51E 

t 

29  Mar 

67 

5120 

Jointer,  Brick . . . . . . . . . 

GGG-J-55A 

INT  AMD  1 

1 

26  Apr 

65 

5120 

Key,  Cowl  Fastener . . . . . . 

GGG-K-2558  (2) 

t 

28  F.b 

68 

5120 

Key,  Socket  Heod  Screw . . . . . . . . . . 

AA-2473 

t 

30  Jan 

86 

5120 

Key,  Socket  Head  Screw  USER-GL  EA . 

GGG-K-275D 

INT  AMD  1 

•/. 

19Mor 

74 

5120 

Keys  &  Siti,  HtxoflOn.  Me'ric  S.ricl  -  17  May  79  USER-MC  SH  REV-ME  GL  ER 

ANSI  818.3.2M-79 

AR 

30  Apr 

82 

AR  AS 

99 

Ml  AV  MC  NS  IS 

5120 

Knockout  &  Threaded  Toper  Pin  Validated-Jut  83  USER-GL . 

AN85I0 

AS 

24  F.b 

47 

AS 

99 

5120 

Ladle,  Melting,  Hand  Validated  Dee  71  . . . . 

GGG-1-51A 

t 

15  F.b 

57 

5120 

Ladles,  Deck-paying . . . . . . . . 

GGG-L-35A 

t 

14  S.p 

53 

5120 

lodles.  Melting,  Hand . . . . . . . . . 

A'A-2528 

t 

06  F.b 

87 

5120 

Loppers,  Poppet  Volve,  Hond  Powered  Validated  May  87  USER  AT  MC 

MIL  L-18947B  (1) 

GL 

20  May 

87 

Gl  YD 

99 

REV-MD  AR  SH 

NOTICE  1 

5120 

lead  Joint  Runner . . . . . . 

GGG-L-001345 

X 

08  D.C 

67 

5120 

Lifter,  Volve  Spring,  Compressor,  Valve  Spring  Validated  Mar  65  . . . 

GGG-L-350  (3) 

1 

20  F.b 

65 

5120 

Mallet  And  Maul,  Wood  . . . . . . . . . . . . 

LLL-M-71B 
(lA-l)  (NOT-1) 

t 

19  D.C 

63 

5120 

GGG-M-00100 

X 

64 

5120 

Morlinspike  (  Manilo  Rope). . . . . . . . 

AA-2531 

X 

19  F.b 

87 

5120 

Mottock,  Cutter  (Without  Handle)  REV-84  . . . . . 

A-A-345A 

i 

05  Jon 

88 

GL 

99 

5120 

Mottock,  Pick  (Without  Hondic)  . . . . . . . . 

A-A-315A 

• 

05  Jon 

88 

GL 

99 

5120 

Mirror,  Inspection  . . . . 

GGG-M-350A 

INT  AMD  1 

X 

08  S.p 

66 

5120 

Noil  Set  . . . . . . . . . — . . . . . 

GGGN-71C 

•GL 

23  Jul 

76 

GL  SH 

99 

5120 

Nailer,  Manual,  Portoble . . . . . . . . . 

A-A-540 

18  Jon 

80 

5120 

Needle,  Coble  locing . . . . . . . . 

GGGN-185A 

t 

21  Oct 

64 

5120 

Needle,  Etching,  Hand  Validated  Feb  84  USER-ME  MC  . . . . . 

MIL-N-43186A  (2) 

GL 

14  Dec 

77 

gl 

99 

5120 

Opener,  Crate . . . . . . . . . . 

GGG0.599B 

•GL 

11  S.p 

63 

GL  SH 

99 

5120 

Poims,  Sewing  (Solimakers  And  Soddiers)  Validated  Apr  71  USER-MC......... . . 

KK-P-918 

•GL 

16  Aug 

63 

Gl  SH 

99 

5120 

Peavy  USER-MC  . . . . . . . . . 

GGG-P-151A 

•GL 

13  Oct 

53 

GL  SH 

99 

5120 

Peovy,  Hook,  Cant,  And  Corrier,  Timber . . . . 

GGGP-00151B 

t 

01  F.b 

71 

5120 

Pick,  Cloy,  Point  And  Chisel  Ends  (Without  Hondle)  . . . . . . 

AA-338 

X 

10  Nov 

79 

5120 

Pick,  Controctors,  Point  And  Chisel  Ends  (Without  Handle)......,.................—. . 

A-A-308 

t 

05  Jon 

80 

5120 

Pick,  Drifting  (Without  Handle) . . . 

AA-307 

X 

10  Nov 

79 

5120 

Pick,  Tomping  (Without  Hondle) . . . . . . 

AA-337 

X 

05  Jon 

80 

5120 

0^1- 

GGGP-00335A 

1 

24  Apr 

70 

5120 

Pike,  Wire  And  Pikes,  Pole  Validated  Jan  82  . . . . . . 

MIL-P-43I16A  (2) 

GL 

20  Mar 

75 

GL  YD 

99 

5120 

Pin  Stfoightener,  Electron  Tube . . . . . . . . . . . . . 

GGG-P-00340A 

X 

18  Oct 

67 

5120 

Plier,  Slip  Joint  (Line  Clonip). . . . . . . . . . . . . 

GGGP-00477A 

X 

23  Moy 

67 

5120 

Pliers,  Hog  Ring  Stople  (Upholsterer  $),  Broke  Repair  (Broke  Spring),  And  Hose 

GGG-P-00474 

X 

11  Moy  67 

(Wire) 

5120 

Pliers,  Jeweler  S  . . . . . . . . 

GGGP-00475 

t 

01  Jun 

64 

5120 

Pliers,  Pliers,  Slip  Joint  USER-GL  ME  . . . . . 

GGGP-471E 

V. 

06  Apr 

76 

5120 

Pliers,  Retoining  Ring . . . . . . . . 

GGG-P-480E 

•GL 

11  Mar 

74 

gl 

99 

5120 

Pot,  Melting,  (Nonelectric,  Solder  Style)  USER-YD  . . . 

RR-P-5e6A 
(INT.  AMD.  1 

•Gl 

20  Feb 

58 

GL 

99 

5120 

Pot,  Melting,  Electric,  Portoble  USER-AR  YO ..... .............. .................................. 

GGGP-611C 

•GL 

21  Mar 

88 

GL 

99 

5120 

Pricker,  Soilmaker  S  USER*AR  . . . 

GGGP-655B 

INT  AMD  (1) 

•GL 

26  Mor 

64 

GL  SH 

99 

299 


FSC  LISTING 


DOCUMENT 


FSC 

TIIIE 

NUMBER 

PREP 

DATE 

CUSTODIAN 

6120 

Pulltr  AttochmenI,  M«chonico)»  And  Puiltr  Set,  Mechonicol  PEV*YD  . . . . 

GGG-P-781D 

• 

20F.b 

69 

5120 

Puller  Kit,  Mechanlcol  USER-AV  AT  ME  AR  AS  YO  OS  CG . 

GGG-P-443A 

INT  AMO  (1) 

*GL 

17  Jul 

68 

Gl  SH 

99 

5120 

P'jiler  Set,  Pott . . . . . . . . . . . 

A-A-537A 

t 

29  F.b 

80 

5120 

Puller,  Fuie  Validated  Jun  83 . . . . . . . . . . . . 

W-P-796B 

•84 

24  Apr 

74 

GL 

99 

5120 

Puller,  Fuse,  (S'lhope) . . . . . . . . . . . . . . 

GGGP-00770A 

t 

20  Sep 

67 

5120 

Puller,  Mechonicoi,  Watch  And  Clock  Hond . . . . . . 

GGG-P'00788 

t 

24  F.b 

64 

5120 

Puller,  Noil,  Hond  . . . . . . . 

GGG.P-791C  (2) 

•Gl 

11  Dec 

61 

Gl  SH 

99 

5120 

Punch  And  Ole,  Grommet  Inierting  Validated  Oct  81  USER'ME  REV*AR  . . 

MtL-P-15208D  (1) 

Gl 

21  D.C 

72 

Gl 

99 

5120 

Punches  And  Diet,  Grommet  Inserting  Validated  Jan  82  REV*84... . 

MIL-P-0016208E 

Gl 

23  Jun 

75 

Gl 

99 

5120 

Punches,  Center,  Coopers  ,  Drive  Pin,  Aligning,  And  Prick..,., . . . . 

GGG-P-831E 

INT  AMD  (4) 

t 

27  Jon 

66 

5120 

Rake  (Aspholt,  Rood).,.. . . . . . . . . . 

GGG-R-0080 

NOTICE  (1) 

t 

05  Mor 

65 

5120 

Removol  Toot,  Oil  Filter..... . . . . . . . . . . 

GGG-R-200B 

T 

16  Nov 

65 

5120 

Removal  Tools,  Connector  Electricol  Contoct  Validated  Oct  87  USER*EL  AT  ME 

MIL-R-430408  (2) 

Gl 

13  Oct 

87 

Gl 

84 

Ml  OS  AS  SH  REV-AR  EC 

NOTICE  1 

5120 

Rivet,  Set,  Hond  . . . . . . . . . . 

GGG-R-400C 

t 

21  Jon 

65 

5120 

GGG-R-00395  (1) 
A-A-2B4 

t 

10  Aug 
16  Oct 

67 

5120 

Riveter,  Yoke,  Hond  (Rivet  Squeezer,  Hand) . . . . . . . 

t 

79 

5120 

GGG-R-00620  (1) 
A-A-635 

t 

67 

5120 

Rubbish  Picker . . . . . . . . 

t 

24  Jon 

80 

5120 

Screwdriver  And  Screw  Starter,  Hand  USER*MD  REV*ME  Ml  AR . . 

GGG-S-121E  (1) 

*GL 

25  Mor 

76 

Gl 

99 

5120 

Screwdriver,  Jewelers,  (Swivel  Knob,  Interchongeable  Blades)  USER*GL . 

GGG-S-1808 

% 

23  Apr 

73 

5120 

Screwdriver,  Ratchet,  Right  Angle  Offset,  Right  And  Left  Hand  Turning . 

GGG-S-1408A 

INT  AMD  (2) 

•GL 

15  Mor 

73 

GL  SH 

99 

5120 

Scriber,  Diomond  Point  Validated  May  87  . . . . 

MIL-S-15825A  (1) 
NOTICE  1 

GL 

20  May 

87 

Gl 

84 

5120 

GGG-S-I31E  (1) 
GGG-S-190A 

•GL 

24  F.b 

66 

Gl  SH 

99 

5120 

Seomer  Sheet  Metol,  Hand  . . . . . . . 

12  Mar 

65 

5120 

Servicing  Tools  For  Electric  Contocts  And  Connections,  Selection  And  Use  Of 

MIL.STO-16468 

AS 

30  Aug 

83 

CR  AS 

8S 

USER-ME  AT  MC  19  REV-MI  AR  AV  EC  SH  OS  ES  12  17 

5120 

Shovel,  Scoop,  Spode,  Snow  Pusher,  And  Telegraph  Spoon  USER*ME . 

GGG-S-326D 

INT  AMD  (3) 

•GL 

01  Nov 

63 

Gl  SH 

99 

5120 

Socket,  Socket  Wrench,nonpower,  1  Inch  Driv  E,  6*POINT  REV>AL . 

A-A-1393 

Gl 

14  Dec 

82 

GL 

99 

5120 

Socket,  Socket  Wrench.nonpower,  3/4  Inch  Dr  Ive,  12*POlNT,  Regulorlength 

AA-1394 

Gl 

14  Dec 

82 

GL 

99 

REV-Al 

5120 

Socket,  Socket  Wrench,  Nonpower,  1/4  Inch  Drive,  4  And  8  Point  R£V*Al ........ 

A-A-1405 

• 

14  Dm 

82 

5120 

Socket,  Socket  Wrench,  Nonpower,  3/4  Inch  Drive,  12  Point,  long  length 

AA-1395 

13  Jun 

85 

Gl 

99 

REV-Al 

5120 

Socket,  Socket  Wrench,  Nonpower,  1/2  Inch  Drive,  Unlversol  Joint  R£V*AL  ...... 

A-A-1396 

•GL 

14  Dk 

82 

GL 

99 

5120 

Sotk.t,  Sock.l  Nonpflw.r,  1/2  Inch  Ofiv.,  8-POINT  REV-Al . 

A-A-1397 

•Gl 

14  Dm 

82 

GL 

99 

5120 

Socket,  Socket  Wrench,  Nonpower,  1/4  Inch  Drive,  12  Point,  Long  Length 

AA-1406 

» 

14  Dtc 

82 

REV-Al 

5120 

Socket,  Socket  Wrench,  Nonpower,  1/4  Inch  Drive,  12  Point,  RegvIoHength 

A-A-1407 

•Gl 

14  Dec 

82 

Gl 

99 

REV-Al 

5120 

Socket,  Socket  Wrench,  Nenpower,  1/4  Inch  Drive,  6*POINT,  long  length 

A-A-140B 

•GL 

14  D.C 

82 

GL 

99 

REV-AL 

5120 

Socket,  Socket  Wrench,  Nonpower,  1/4  Inch  Drive,  6  Point,  Regular  length 

A-A-1409 

•GL 

14  Dec 

82 

Gl 

99 

REV-Al 

5120 

Socket,  Socket  Wrench, nonpower,  1/2  Inch  Or  Ive,  12*POlNT,  Long  length 

A-A-1378 

Gl 

14  Dec 

82 

Gl 

99 

REV-AL 

5120 

Socket,  Socket  Wrench,  Nonpower,  1/2  Inch  Drive,  12*POINT,  Regulo  R  length 

A-A-1399 

•GL 

14  Dec 

82 

Gl 

99 

REV-AL 

5120 

Socket,  Socket  Wrench,  Nonpower,  3/6  Inch  Drive,  Universe  Joint  REV*Al  . 

A-A-1401 

• 

14  Dec 

82 

5120 

Socket,  Socket  Wrench,  Nonpower,  3/8  Inch  Drive,  8  Point  REVEAL . 

A-A-1402 

•Gl 

14  Dec 

82 

5120 

Socket,  Socket  Wrench,  Nonpower,  3/8  inch  Drive,  12*POlNT,  long  length 

A-A-1403 

Gl 

14  Dec 

82 

GL 

99 

REV-Al 

5120 

Socket,  Socket  Wrench,  Nonpower,  3/8  Inch  Drive,  12  Point,  Regulorlength 

A-A-1404A 

•GL 

07  Dec 

87 

GL 

99 

REV-AL 

5120 

Socket,  Socket  Wrench,  Nonpower,  1  Inch  Drive,  12*POiNT  REV.Al . . . . 

A-A-1392 

Gl 

14  Dec 

82 

GL 

99 

5120 

Spoon,  Body  And  Fender... . . . . . . . 

GGG-S-00625 

t 

06  May 

64 

5120 

Stoke,  Sheet  Metalworking,  And  Plate,  Bench  Stokeholder . . . . . 

GGG-S-00731A 

t 

03  Aug 

67 

5120 

Stokei,  Sheet  Metalworking,  And  Plate,  Bench  Stakeholder . . . . 

GGG-S-731 
(INT.  AMD.  3) 

•Gl 

31  Moy 

56 

Gl  SH 

99 

5120 

Stamping  And  Morking  Equipment,  Press,  lead  Seal,  Hond,  Reversible  Type 

GGG-S.735/7 

/GL 

05  Ocl 

76 

Gl  SA 

99 

ValidattdMar  B3  REV-MD  MS  CS 

5120 

Stamping  And  Marking  Equipment,  Press,  Leod  Seol,  Hond,  Nonreversible  Type 

GGG-S.735/8 

/Gl 

05  Oct 

76 

GL  SA 

99 

Validated  Mar  83 

5120 

Stood,  Pipe  Vise,  And  Vises  And  Stonds,  Pipe . . . . . . . 

GGG-S-740B 

•GL 

05  Nov 

87 

GL  SH 

99 

5120 

Stood,  Pipe  Vise,  And  Vises  And  Stonds,  Pipe . . . . . 

GGG.S.00740A 

t 

15  Jul 

65 

5120 

Stitcher,  Cementing  And  Vutconizing,  And  Rollers,  Hond  Validated  Feb  84 

MIL.S-45179B 

GL 

10  Jon 

70 

Gl 

99 

REV-ME 

5120 

Stud  Remover  And  Setter  Validated  Jan  70  USER*MC . . . . . 

GGG-S-775A  (2) 

•Gl 

11  Jon 

65 

GL  SH 

99 

5120 

Swaging  Tools,  Flexible  Coble  Terminol,  Hand*operoled  Validated  Mar  88 

MIL.S.6180B  (1) 

GL 

04  Mor 

88 

GL  AS 

84 

REV-MI 

NOTICE  1 

5120 

T*wrench,  URT*33  Rodio  Beocon  Vididated  Apr  82 . . . . . . 

MS.14156 

AS 

29  Jul 

76 

AS 

*5120 

Tocker,  Stople  (Compression  Type,  MonuoHy  Operated  For  Round  Crowned 

GGG-T-0030 

J 

10  Dec 

65 

Staples)  And  Stople,  Tocker  (Round  Crowned) 

*5120 

Tocker,  Stople,  (Compression  Type,  MonuoHy  Operated),  Ar.d  Stople,  Tocker 

GGG-T-20B  (3) 

•Gl 

24  Jun 

74 

Gl  SH 

99 

REV-ME 

5120 

Temper,  Armature  Coil  Winding  Validated  Oct  87  USER-MD  SM  YD . . . . 

MIL-T-1 15910  (1) 

Gl 

13  Ocl 

37 

GL 

84 

300 


FSC  USTINQ 


DOCUMENT 


FSC 

TITLE 

NUM8ER 

PREP 

DATE 

CUSTODIAN 

S120 

Tomp«rt,  Hond . . . . . 

GGG-T-0040A  (1) 

t 

15  Mor 

68 

(GSA&FSS) 

5120 

Top«,  Pith/  Stttl . . . . . . . . . . . . . 

GGG-T-001310 

t 

27  Dec 

67 

5120 

Tir*  Lock  Ring  Tool,  Tiro  Romoving  Too),  And  Tiro  Iron................... . 

GGG-T-350B 

t 

28  Jon 

66 

5120 

Tongs,  Blockimiths  USER>AR  MC  YD.,,..,,.. . . . . . 

GGG-T-545 

•GL 

7  Jon 

55 

GL  SH 

99 

5120 

Tool,  Connoclor  Astombljr,  For  MtL‘C‘5015  Connoctors  ValidetHi  Jui  82 

MS-3480 

AS 

21  Jon 

70 

AS 

USER-GL  REV-EC 

5120 

Tool,  Connector  Assembly,  For  MIL>C>26482  Connectors  Validott<i  Jui  82 

MS-3481 

CR 

21  Jon 

70 

AS 

USER-GL  REV-EC 

5120 

Tool,  Connector  Assembly,  For  M1L*C*81511  Connoctors  Validaftd  Jut  82 

MS-3482 

AS 

21  Jon 

70 

AS 

USER-GL  REV-EC 

5120 

Tool,  Contoct  Ihsortion'oxtroction,  Electricol  Connoctor  Validated  Jon  80 

MS-27534A 

85 

06  F.b 

74 

CR  AS 

85 

USER-GL  REV-AR  EC  85 

51.<0 

Tool,  Forming,  For  Adjustobol  Plastic  And  Metal  Cable  Straps  USER*SH  OS 

MIL-T-81305A 

AS 

26  Mar 

86 

CR  AS 

85 

REV-EC  11  17  19 

5120 

Tool,  Hond,  Adjustable,  For  Plastic  Tiedown  Straps  USER*OS  SH  R£V*EC  11  17 

MS-90387G 

AS 

28  Mor 

86 

CR  AS 

85 

5120 

Tool,  Pretensioning,  For  Antenno  Tension  Takeup  (Asg)  Validated  Jut  82 

MS-3S121A 

AS 

18  Jun 

76 

AS 

USER-GL  REV-11 

5120 

Tools  For  Inserting  And  Extrocting  Helical  Coil  Wire  Screw  Threod  Inserts 

MIL-T-21309E 

GL 

28  Fob 

75 

GL  SH 

99 

Valldoitd  Jan  B2  USER-ME  AV  AS  MC  REV-MI 

5120 

Tools,  Fiber  Optic,  Retaining  Bond  Strain  Relief,  Type  Vll  USER'ME  AV  MC  19 

MIL-T-83523/5 

85 

10  May 

85 

CR  EC 

85 

REV-MI  AR  AT  SH  OS  AS  11  17  99  ES 

5120 

Tools,  Fiber  Optic,  Polishing  Fixture  Assembly,  Type  IV  USER>ME  AV  MC  19 

MIL-T-83533/6 

85 

10  Moy 

85 

CR  EC 

85 

REV-MI  AR  AT  OS  AS  SH  11  17  99  ES 

5120 

Tools,  Fiber  Optic,  Wrench  And  Adopter,  Torque,  Strain  Relief,  Type  V 

MIL-T-83533/7 

85 

10  Moy 

85 

CR  EC 

85 

USER-ME  AV  MC  19  REV-MI  AR  AT  OS  AS  SH  11  17  99  ES 

5120 

Tool,,  Fitwr  OpIlc,  Wranch,  Spornitr,  Typ.  V  USER-ME  MC  19  REV-MI  AR  AT 

MIL-T-83523/8 

85 

10  Moy 

85 

CR  EC 

85 

GLSH  OS  AS  11  17  99  ES 

5120 

Tool.,  Hand,  Torqu.  •  24  May  1985  USER-ME  MC  YO  REV-GL  AS  84 . 

ANSI(ASME  8)107.14M-8IlR 

28  Aufl 

87 

AR  SH 

99 

5120 

Tool,,  Hond,  Torqu.  •  24  May  1985  USER-ME  MC  YD  REV-GL  AS  84 . 

ANSI/ASME  8107.14M-8AR 

28  Aug 

87 

AR  SH 

99 

5120 

Tfow.1  USER-MC  YD . 

GGG-T-571A 

•GL 

18  Aug 

55 

GL  SH 

99 

(INT.  AMD.  1 

5120 

Trowel . . . . . 

GGG-T-006718  (1) 

t 

16  Apr 

68 

5120 

Tweezers,  Croftsman  S  . . . . . . . . «... 

GGG-T-870A 

•GL 

11  Jul 

57 

GL  SH 

99 

(INT.  AMD.  2) 

5120 

Tweezers,  Craftsman  S  . . . . . 

GGG-T-008708  (1) 

1 

02  May 

67 

5120 

Universal  Joint,  Socket  Wrench . . . 

A.A.2169 

* 

25  May 

84 

GL 

99 

5120 

VIm,  8.neh,  Clomp  Row,  ShMt  Mtlol  Woriior  S,  8.n<h  And  Pip.,  J.wtl.r  S, 

GGG.V.410A 

» 

26  Moy 

66 

Mochinist  S  And  Multiposition 

INT  AMD  (3) 

5120 

VlM,  Hand,  Pin,  Wir*  Rop*  Splicing,  And  Squor.  End  Sowing,  Tub. . 

GGG.V.412A 

•GL 

29  Jun 

66 

GL  SH 

99 

(lA-l)  (NOM) 

5120 

Vii«,  Pip«  USER-ME  . 

GGO.V.415A 

t 

04  Apr 

67 

INT  AMD  1 

5120 

Vise,  Woodworker  S  And  Patternmaker  S  USER*GL . . . . . . . . 

GGG.V.445A 

•/. 

03  Aug 

66 

5120 

Wedge,  Metal,  Jointing  And  Breaking  USER'AR  . . . . . . . 

GGG.W.201A  (1) 

•GL 

18  S.p 

62 

GL  SH 

99 

5120 

Wedge,  Steel  (Saw) . 

A.A-335 

t 

08  Ocl 

79 

5120 

Wedge,  Steel  (Splitting) . . . . . . . 

A.A-336 

i 

05  D.C 

79 

5120 

Wedge,  Tool  Handle . . . 

GGG.W-181A  (2) 

•GL 

23  Nov 

62 

GL  SH 

99 

5120 

Wedgee,  Steel  (Felling)  REV-Sd . . . . . . 

A.A.316A 

t 

05  Jon 

88 

GL 

99 

5120 

Wedges,  Metal  (Magnesium)  USER*GL  AR  MC  REV<99 . 

GGG.W.171 

• 

16  Jun 

52 

5120 

Wire  Twister  Plier  (With  Side  Cutter) . . . . 

GGG.V/-3408 

•GL 

17  Ocl 

74 

GL  SH 

99 

5120 

Wrench  And  1*2  Inch  Square  Drive  Adjustable  Spanner  (3.5  To  6  Inches  Dio) 

AN8516A 

84 

29  Jut 

75 

AV 

99 

(IfKictive  Use-MS6516  For  Design)  Validated  Jan  83  USER*GL 

5120 

Wrench  Set,  Socket,  Hand . . . . . . . . . 

A.A-534A 

t 

18  Nov 

83 

5120 

Wrench  1/2  Inch  Square  Drive  AdjustoWe  Spanner  (3.5  To. 6  Inches  DIA)..... . 

MS.8S15A 

84 

04  Aug 

81 

99 

5120 

Wrench,  (Box,  Open  End,  And  Combination)  USER'ME  MC  YD . . . 

GGG.W.636E 

t 

13  Jon 

75 

5120 

Wrench,  Adjustable,  Open-end,  Auto  And  Monkey . . 

GGG.W.6318 

•GL 

09  Mor 

76 

GL  SH 

99 

INT  AMD  (5) 

5120 

Wrench,  Angle,  Double  Head,  Open  End,  15  Deg  &  60  Oeg.  Heods  . . . 

A.A-1359 

t 

08  Moy 

80 

5170 

Wrench,  Auto,  Adjustable . . . . . . . . . 

A.A-2346 

t 

26  Oct 

84 

5120 

Wrench,  Box  (Ratcheting) . . . . . 

GGG.W.001405  (1) 

t 

04  Mor 

68 

5120 

Wrench,  Box,  Double  Heod  15  Deg.  Offset  Each  End,  Regular  length . 

A-A.I342 

t 

14  Jon 

80 

5120 

Wrench,  Box,  Double  Heod  15  Deg  Offset  Eoch  End,  Short  Length  . . 

A-A-1343 

t 

14  Jan 

80 

5120 

Wrench,  Box,  Double  Offset  Each  End  (Deep  Or  Modified),  Regular  Length  ...... 

A-A-1344 

t 

14  Jon 

80 

5120 

Wr**'.4.h,  Box,  Double  Offset  Each  End  (Deep  Or  Modified),  Short  length..... . 

A-A-1345 

t 

27  F.b 

80 

5120 

Wrench,  Box,  Double  Heod,  12  Point,  HoK  Moon . . . . 

A.A-1345 

t 

14  Jan 

80 

5120 

Wrench,  Box,  Ratcheting,  Splined,  High  Strength,  Thin  Wall  REV-GL  AR  99. . 

MIL-W-8982/4 

AS 

06  Jun 

86 

AV  AS 

11 

5120 

Wrench,  Box,  Splined,  High  Strength,  Thin  Wall  REV-GL  AR  99 . 

MIL-W.8982/2 

AS 

28  Aug 

86 

AV  AS 

11 

5120 

Wrench,  Box,  Stub  End  Type,  Offset  Handle.. . . . 

A-A-1340 

t 

14  Jan 

80 

5120 

Wrench,- Box,. Stub  End  type,-  Stroight  hondle  . . . . . . 

A.A-1341 

t 

14  Jon 

50 

5120 

Wrench,  Bung,-(Nonsparking  And  Non  Mognetic)  Validated  Jut  77 

GGG.W.6428 

/SH 

06  Aug 

68 

GL  SH 

99 

REV-GS 

5120 

Wrench,  Bung,  And-Wrench,  Droin  Plug  . . . . 

GGG-W.00647 

t 

11  Oct 

66 

5120 

Wrench,  Combination  Box  &  Open  End,  High  Strength,  Thin  Woli  REV-GL  AR 

MIL.W-8982/5 

AS 

06  Jun 

86 

AV  AS 

11 

5120 

Wrench,  Combinotion,  Open  End  And  15  Deg.  Offset  Box  Opening  . . 

A.A-1358 

t 

15  Jon 

80 

5120 

Wrench,  Crowfoot,  Special  Validsted  Mar  81 . . . . . 

MIL-W.4014S8  (1) 

GL 

20  Mor 

75 

GL 

99 

5120 

Wrench,  Engineer  S,  Single  Heod,  Open  End,  15  Deg.  Head  . . . . 

A.A-1357 

t 

09  May  80 

5120 

Wrench,  Engineer  S,  Double  Heod,  Open  End,  15  Deg.  Heod.. . . . . . 

A.A.13S6 

t 

14  Jon 

80 

5120 

Wrench,  Flore  Nut,  Single  Head,  Modified  12  Point. . . . . . . . . 

A-A-1350 

t 

14  Jon 

80 

5120 

Wronch,  Hond  Twelve  Point  High  Strength,  Thin  WoH  -  1  Feb  1988  . . 

AS  95-.D.88 

AV 

31  May  88 

AV 

5120 

Wrench,  Ignition,  Double  Heod,  Open  End,  15  Deg.  And  60  Deg.  Heads............ 

A.A.1355 

t 

14  Jon 

80 

301 


FSC  LISTING 


DOCUMENT 


fSC 

TITLE 

NUMBER 

PREP 

DATE 

CUSTODIAN 

i120 

Wrtnch,  Lintman  S  USER'AR  . . . . . . . . . . . 

GGG-W-648A 

•YD 

25  Nov 

66 

Gl  YD 

99 

5120 

Wrtnch,  Monkty . . . . . . . . . . 

A-A-2347 

t 

26  Oct 

84 

5120 

Wr*nch«  Open  End  Box  (And  Box  Combination,  Crowfoot,  Ratchet,  And 

GGG-W-00645B  (1) 

t 

12  S.p 

68 

Ratchet  Crowfoot) 

(GSA8.FSS) 

5120 

Wrench,  Open  E.id,  And  Wrench  A>iemb1y,  Stamped  Steel  Validatt^  Moy  87 

MIL-W.10698C  (1) 

GL 

20  May  87 

GL  YD 

99 

USER-MC  REV-YO  84 

NOTICE  1 

5120 

Wrench,  Open  End,  Ratchet  (Toe  Pattern),  For  Tube  Pittingi,  Electric  Cable 

GGG-W-645  (3) 

•GL 

15  Jan 

62 

GL  SH 

99 

Terminals  And  Stuffing  Tube  Glond  Nuts 

(INT.  AMD-  4) 

5120 

Wrench,  Open  End,  Adjustable . . . 

A-A-2345 

t 

26  Ocl 

84 

5120 

Wrench,  Open  End.  Thin  Double  Heod  . . . . 

A-A-1351 

t 

14  Jan 

80 

5120 

Wrench,  Open  End,  Single  Thin  Heod,  Straight... . . . 

A-A-I352 

t 

14  Jan 

80 

5120 

Wrench,  Open  End,  Single  Thin  Heod,  30  Deg.  Heod . . . . . 

A-A-1353 

t 

26  Fob 

80 

5120 

Wrench,  Open  End,  Single  Thin  Heod,  15  Deg.  Head . . . 

A-A-1354 

t 

14  Jan 

80 

5120 

Wrench,  Pipe  Wrench  And  Basin  Wrench  USER*MC  REV>Ml . 

GGG-W-651C  (4) 
(INT.  AMD.  5) 

•GL 

20  Aug 

62 

Gl  SH 

99 

5120 

Wrench,  Pipe  Wrench  And  Basin  Wrench . . 

GGG-V,-00651D  (1) 

t 

09  Dk 

71 

5120 

Wrench,  Pipe,  Internol^gripping . . . . . . . 

GGG-W.6438 

INT  AMD  (1) 

t 

03  Apr 

63 

5120 

Wrench,  Plier,  Clomp,  Plier,  And  Pller,  Tubing  Pinch  . . . . 

GGG-W.(X)649 

t 

11  Jon 

66 

5120 

Wrench,  Rotchel,  Reversible  USER*YD  AS . . 

GGG-W.6S38 

•GL 

12  Mar 

64 

Gl  SH 

99 

5120 

Wrench,  Slugging,  Box,  12  Point . . . . . . . . . . . 

A-A-1349 

t 

26  F.b 

80 

5120 

Wrench,  Socket  (Spin  Type,  w.rewdriver  Grip)  USER*AV  GL  SH . . . 

GGG-W-657C 

% 

12  F.b 

76 

5120 

Wrench,  Sock.l  (Rim  Nut)  USER-CE  GL  AR  MC  REV-EA . 

GGG-W-5448 

•YD 

02  Nov 

67 

YD 

5120 

Wrench,  Socket  (And  Sockets,  Hondles,  And  Attachments  For  Socket  Wrenches, 

GGG-W-641E 

t 

16  Jon 

75 

Hand) 

5120 

Wrench,  Socket,  Conventional  Size . . . . . 

A-A-23B2 

t 

09  Aug 

85 

5120 

Wrench,  Socket,  Pocket . . . 

A-A.2383 

t 

09  Aug 

85 

5120 

Wrench,  Socket,  Stubby  . . . . . . 

A-A-2385 

t 

09  Aug 

85 

5120 

W«nrh,  ^fwinndir  II^FP.MP  AAl.Mr  YO  . . 

GGG-W.665B 

• 

30  Ocl 

63 

INT  AMD  1(GSA) 

5120 

Wrench,  Splined,  Socket,  Square  Drive,  High  Strength,  Thin  Well  REV*GL  AR 

99 

Wrench,  Striking,  Box  12  Point . . . . . . . 

MIL-W-8982/1 

AS 

06  Jun 

86 

AV  AS 

11 

5120 

A-A-1350 

t 

14  Jon 

80 

5120 

Wrench,  Top  And  Reomcr,  Adjustoble  USER*MI  AR  YD  MC . . . 

GGG-W.580A  (2) 

•gl 

18  Jul 

73 

Gl 

99 

5120 

Wrench,  Tappe*  Double  Speorheod,  Open  End,  15  Deg.  Head  . . . . 

A-A-1348 

t 

09  May  80 

5120 

Wrench,  Terque  \i$ER>MC . . . . . . . . . . . 

GGG-W.585D 

*84 

26  Mor 

88 

GL  SH 

99 

5120 

Wrench,  Torque  Ao.'oter,  Splined,  Square  Drive,  High  Strength,  Thin  WoH 

Mll-W-8982/3 

AS 

06  Jun 

86 

AV  AS 

11 

REV-Gl  99 

5120 

Wrench,  Torqu.,  Ssrewdrivef  lyp.  Validaltd  f»b  84  REV.AV . 

MII-W-26497C 

GL 

09  Nov 

77 

Gl  AS 

99 

5120 

Wrench,  Torque,  Deflecting  Beam . . . . . . . . 

A-A-1274A 

• 

26  Moy  87 

Gl  YD 

99 

5120 

Wrench,  Universal  Socket,  Splined,  Square  Drive,  High  Strength,  Thin  Wall 

MIL-W-8982/5 

AS 

06  Jun 

86 

AV  AS 

11 

REV-GL  AR  99 

5120 

Wrench,  Valve*removing,  Ml  And  M2  USER*GL . . . . . 

MIL-W.12307C 

EA 

16  Jun 

87 

EA 

5120 

Wrench..,  Adjuitobl.  •  2  Apr  1984  USER-ME  MD  YD  REV-Gl  AS  84 . 

ANSKASME  8)I07.8M-84AR 

28  Aug 

87 

AR  SH 

84 

5120 

Wrenches,  Adjustable . . . . . . 

A-A-2344A 

t 

14  Moy  85 

5120 

Wrenches,  Adjustoble............ . . . . . . . . 

A-A-22344A 

t 

14  Moy  85 

5120 

Wrenches,  Socket,  Wheel  Stud  Nut,  Double  End,  And  Handles,  Bor  Valtdal^d 

MIL-W-43105B  (1) 

GL 

23  Ocl 

87 

Gl  SH 

99 

Oel  87  USER-MD  AT  MC 

NOTICE  1 

5120 

Wrenches,  Sockets,  Hand  (Inch  Series)  -  6  Mov  1976  Reoffirmed  1965 

ANSI  B107.1.78R85 

AR 

28  Aug 

87 

AR  SH 

99' 

USER-ME  MC  YD  REV-Gl  AS  84 

5120 

Wrenches,  Socket,  Power  Drive  (Impoct)  (Inch  Series  •  1  Jon  1975  Reoffirmed 

ANSI  B107.2.78R85 

AR 

28  Aug 

87 

AR  SH 

99 

1985  USER-ME  MC  YD  REV-Gl  AS  84 

5120 

Wrenches,  Spanner  &  Hydrant  (S/s  By  GG9*W<665) . . . . 

MIL-W-10442 

CE 

26  Jon 

84 

CE 

5120 

Wrenches,  Splined,  High  Strength,  Thin  Wall  REV*GL  AR  99 . . . 

MIL-W.8982C 

AS 

06  Jun 

86 

AV  AS 

11 

5130 

GGG.B-001013  (1) 
Mll-B-9946/17 

t 

08  Apr 
09  S.p 

69 

5130 

Bit,  Screwdriver,  Six  Spline,  Stroight,  Longexternol  Hex  Shonk,  Power  Driven 

84 

87 

Gl  AS 

99 

SEV-AV  80  IS 

5130 

Bit,  Screwdriver,  Phillips,  Stondord  And  long  External  Hex  Shank,  Power  Driven 

MIL-B-9946/1B 

84 

09  Sep 

87 

Gl  AS 

99 

REV-AV  80  IS 

5130 

Bit,  Screwdriver,  Phillips  Ribbed,  Stondord  And  long  External  Hex  Shonk, 

MIL-B-9944/11 

84 

09  S.p 

87 

GL  AS 

99 

Pow.r  Drivtn  REV-AV  80  IS 

5130 

Bit,screwdriver,torq  'Set,externol  Hex  Sho  Nk,  Power  Driven  R£V<AV  60  IS ........ 

MIL-B-9946/19 

84 

09S.p 

87 

Gl  AS 

99 

5130 

Bit,screwdriver,torq  ‘Set,  Long  External  Hex  Shank,power  Driven  REV«AV  80  IS.. 

MIL-B.9946/20 

SUPPL  1 

84 

09  Sep 

87 

GL  AS 

99 

5130 

Blode,  Reciprocoting  Sow  . . . . . . . 

GGG-B.435 

% 

01  Moy  75 

5130 

Brush,  Wire,  Boiler  Tube,- (Expending  Type  For  Use  With  Cleoning  Outfits, 

MIL-B-267SB 

SH 

29  Apr 

66 

Gl  SH 

99 

Boilers  Tube,  Electric  &  Air  Motor  Driven)  Validated  Mar  79  USER>YD 

REV-CE  AR 

5130 

Brush,  Wire,  Ro»ofv,-G»n*rol  Purpose . . . . 

K.S77I5 

* 

♦ 

29  Sep 

66 

5130 

Brushes,  Wire,  Rotory,  Cup,  Crimped  Wire . . . . . . . . . 

A.A.2511 

t 

01  Apr 

87 

5130 

Brushes,  Wire,  Rotary,  Cup,  Twisted  Tuft . . . . . . . . . 

.\-A-2512 

t 

01  Apr 

87 

5130 

Brushes,  Wire,  Rotary,  End  Attochment,  Solid  Wire  Filled.................................... 

A-A-2513 

t 

01  Apr 

87 

5130 

Brushes,  Wire,  Rotary,  End  Atachment,  Circular,  Side  Flore  . . . 

A-A.2S14 

t 

01  Apr 

87 

5130 

Brushes,  Wire,  Rotory,  Wheel,  Crimped  Wire  . . . . . 

A-A-2516 

t 

0)  Apr 

87 

5130 

Brushes,  Wire,  Rotory,  Wheel,  Twisted  Tuft . . . . . 

A-A-2517 

t 

01  Apr 

87 

5130 

Chisel,  Tool  Blonk,  Colking  Tool  And  Metohforming  Tool,  Power  Hommer 

GGG.C-330C 

•GL 

15  Moy  67 

USER-ME  MC  YD 

5130 

Crimping  Tool,  Termtnol,  Hydroulic  Operoted,  Wire  Site  8  Thru  4/0  VaUdotad 

MS-25441C 

AS 

15  Apr 

64 

EL  AS 

11 

Jul  81  USER-EL  GL  REV.85 

5130 

Crimping  Tool,  lerminol  And  Connector  Contoct,  Hydraulic  Operated  VoUdoftd 

MIL-C.229098 

AS 

04  D.c 

72 

CR  AS 

11 

Jul  81  USER-OS  REV-GL  EC  85 

SUPP  1 
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5130 

Crimping  Toots,  Terminal,  Hand  Or  Powtr  Actuated,  Wire  Terminotion, 

MIL-C-22520/23 

AS 

02  Jon 

79 

CR  AS 

85 

Pneunatk  Tool  For  Wire  8orrt*l  Sizes  OOCX)  7^*ough  8  Validofini  Sep  85 

USER  AT  TD  MC  19  REV-MI  Gl  AV  AR  SH  OS  EC  99  17  12  11 

5130 

Oimping  Toots,  Tesminol,  Hond  Or  '*ower  Actuated.  Wire  Terminotion, 

MIL-C-22520/2S 

AS 

10  Nov 

77 

CR  AS 

85 

Pneumatic  Tool  For  Wire  Eorre!  Sizes  20  Through  28  Volidoted  Oct  84 

USER-YD  MC  19  REV-AR  MTGL  AV  SH  OS  EC  17  11  99 

5130 

Crimping  Toots,  Terminal,  Hand  Or  Power  Actuated,  Wire  Terminotion, 

MIL-C-22520/29 

AS 

10  Nov 

77 

CR  AS 

85 

Pneumotic  Tool  For  Wire  Barrel  Sizes  12  Through  20  Volidoted  Oct  84 

USER-YD  MC19  REV-AR  Ml  GL  AV  SH  OS  EC  99  17  12  11 

5130 

Oimping  Toots,  Tenninol,  Hond  Or  Power  Actuoted,  Wire  Terminotion, 

MIL-C-22520/30 

AS 

10  Nov 

77 

EL  AS 

85 

Accessory  Hordwore  For  Mll‘C<2252G/28  And  MtL-C-22520/29  Toots 

Validated  Oet  84 

5130 

Cutler  •  Ccble,  Aerial  Tow  Torget,  Mk  V  Validated  Apr  82  USER'GL  MC 

MS-26506 

AS 

15  Sep 

53 

AS 

11 

REV-17 

5130 

Cutter,  Grinder . . . . . . . 

AA-568A 

t 

29  Feb 

80 

5130 

Drill,  Electric,  Portoble,  2  Variable  Speeds  . . . . . 

A-A-576 

t 

10  Oct 

79 

5130 

Orili,  Electric,  Portable,  Battery  Powered,  750  Rpm. . . . . . . . 

AA-446 

t 

25  Sep 

79 

5130 

Drill,  Electric,  Portoble.  Selecti'}  Speed  Control . . . . 

A-A-448 

t 

30  Sep 

79 

5130 

Dr^,  Electric,  Portoble,  Nickel  Cadmium  Bottery  Powered . . . 

A-A-449 

t 

14  Dec 

79 

5130 

Driil,  Electric,  Portoble  (Exclusive  Of  High  Frequency  Types)  And  Stond, 

W-D-661D 

•GL 

13  Oct 

69 

GL 

99 

Portoble  Electric  Dri2.  Vertical 

INT  AMD  (1) 

Q 

5130 

Drill,  Electric.  Portoble,  DoubleMnsutoted  (Dielectric  Housing) . . . 

W-D-llUA 

t 

17  Sep 

70 

INT  AMD  2  (SH) 

5130 

Drill,  Electric,  Portoble  (Bottery.powered)  And  Accessories  USER.YD . 

W-D-550A 

•GL 

15  May 

67 

GL 

99 

5130 

Drill,  Gosoline  Engine  Driven . . . . 

AA-527 

t 

01  Oct 

79 

5130 

Drill,  Mosonry,  Rotory  Driven  (Corcless) . . . . . 

GGG-D-6S08 

t 

31  Aug 

67 

;>130 

Drill,  Masonry,  Rotary  Driven  . . . . . . . . . . 

GGG-D-694A  (2) 

•GL 

18  Nov 

63 

Gl  SH 

99 

INT  AMD  3 

Q 

5130 

Drill,~PneumotK,  Portoble,  &  Borer,  Wood,  Pneumatic  Validated  Apr  82 

00-D-691E  (6) 

/GL 

02  Jun 

81 

GL  SH 

99 

USER-CE  ME  YD  MC  REV-AV 

5130 

Drills,  Electric,  Portoble  . . . . . . . . . . 

A-A-481 

t 

06  Nov 

79 

5130 

Driver,  Projectile  Unit,  Hommer  Actuoted.. . . . . . 

A-A-442 

t 

15  Oct 

79 

Q 

5130 

Driver,  Projectile  Unit,  Powder  Actuated  (High  Velocity)  (Above  Woter  Only) 

GGGD-7778 

t 

31  Oct 

66 

Pin.  Drive,  Powder  Actuated,  Andcortridge,  Powder  Actuated  Too)  Validated 

Aua  77  USER-YD 

5130 

Driver,  Projectile  Unit,  .27  Coliber . . . . 

AA-444 

t 

15  Oct 

79 

5130 

Driver,  Projectile  Unit,  Powder  Actuated  (trigger*fired.  Low  Velocity,  Piston 

GGGD-780A 

t 

18  Feb 

65 

Typ«) 

5130 

Driver,  Projectile  Unit,  .33  Coliber  Driver,  ProjKtile  Unit,  .38  Coliber  kT}07P  .... 

A-A-445 

t 

21  Oct 

79 

5130 

Etchw.  El.ctric  Portoble  120  Volt  AC  Volldottd  Mar  83  USER-AV  MC  YD . 

MIL-E-3118C  (1) 

GL 

07  Mar 

77 

GL  SH 

99 

5130 

Etchers,  Pneumotic,  Portable  Validated  Oct  87  USER*AV  . . . . . 

MIL-E-43058A 

Gl 

01  Oct 

87 

Gl 

99 

NOTICE  1 

5130 

Generol  Suppression  System  Design  Requirements  For  Portoble  Electric  Hond 

MIL-STD-13378 

SH 

08  Apr 

71 

SH 

11 

Tools  Validated  Apr  83  USER<GL 

5130 

Grinder,  Die,  Pneumotic . . . . . . . 

A-A-544 

t 

22  Oct 

79 

5130 

Grinder,  Electric,  Portoble  USER'CE  MC  . . . . . . . 

W-G-6638 

•GL 

30  Oct 

70 

Gl 

99 

Q 

5130 

Grinder,  Electric,  Portoble,  Double*insuloted  (Dielectric  Housing)  . . 

W.G-1115A 

t 

30  Oct 

70 

Q 

5130 

Grinder,  Pneumotic,  Horizontal  And  Verticol  Validated  Jen  83  REV*YD  . . 

OOG-669F 

/GL 

12  Dec 

77 

ME  SH 

99 

INT  AMD  2  (SH) 

L 

5130 

Hommer,  Electric,  .^ortobte,  Hond  Validated  May  82  U$ER*GL  EL . 

MIL-H-52364S  (1) 

ME 

31  Aug 

77 

ME 

5130 

Hommer,  Electric,  Portable  And  Hammer  Drills,  Electric,  Portoble . 

OO-H-103B  (1) 

•Gl 

10  Apr 

75 

GL  SH 

99 

5130 

Hommer,  Electric,  Portoble...... . . . . . . 

A-A-574 

t 

09  Jon 

80 

Q 

5130 

Hommer,  Pheumntic,  Portoble,  (Chipping  And  Scaling) . . . . . . 

OOH-)16D 

t 

20  Jul 

67 

INT  AMD  (2) 

5130 

Hommer,  Pneumotic,  Portoble,  Noil-driving  Validated  Jan  80  U$ER-Gl  YD.......... 

MII-H-11689C 

ME 

08  Nov 

74 

ME 

99 

5130 

Hammer,  Pneumatic,  Noil  Driver . . . . . . . . . 

A-A-543 

} 

15  Oct 

79 

5130 

Hommer,  Rotory,  Electric,  Portoble  . . . . . . . 

A-A-573 

t 

08  Oct 

79 

5130 

Hammer,  Rotory,  Electric . . . . . . . . . . 

A-A-405A 

t 

20  Feb 

81 

5130 

Hammer,  Rotory,  Electric . . . . . . . 

A-A-450A 

t 

20  Feb 

81 

5130 

Hommers,  Pneumotic,  Portable,  Chipping. . . . . . 

A-A-2350 

t 

29  Nov 

85 

5130 

Heod,  Rivet  Pulling. . . . . . . . 

A-A-542 

t 

01  Oct 

79 

5130 

Honing  Unit,  Cylinder... . . . . . . . . . . . 

A-A-541 

1 

28  Sep 

79 

5130 

Iron;  Colking  Wood., . . . . . . . 

AA-2529 

t 

01  Apr 

87 

5130 

Nailer,  Pneumotic,  Adjustoble  Speed.... . . . . . . 

A-A-507 

t 

18  Oct 

79 

5130 

Noiler,  Pneumotic,  Portable . . . . . . . . . 

AA-512 

t 

15  Oct 

79 

5130 

Noiler,  Pneumotic,  Heovy  Duty  . . . . . . 

A-A-516 

t 

15  Oct 

79 

5130 

Nibblers,  Electric,  Portoble . . . . . . . .  . . . 

A-A23S2 

t 

29  Nov 

85 

Q 

5130 

Nut  Runner,  Pneumatic,  Portable . . . 

GGG-N-398A  (3) 

•GL 

06  Aug 

70 

GL  SH 

99 

5130 

Nutrunner..,...,, . .  . . . . 

A-A-477 

t 

27  Nov 

79 

5130 

Nctrunner  And  Screwdriver,  Pneumotic  USER*CE  AV  AR  YD  AS.. . 

GGG-N-1907 

•GL 

04  Jun 

75 

Gl  SH 

99 

5130 

Nutrtinner  And  Screwdriver,  Electric  . . . . . . . . 

A-A-S71A 

t 

28  Feb 

86 

5130 

Ptone  Block,  Electric . . . . . . . . . . . 

A-A-485 

t 

12  Ocl 

79 

5130 

Plumbing  Tool,  Aluminum  Pressure  Chomber  . . . . . 

A-A-500 

t 

10  Dec 

79 

5130 

Plummer  Tool,  Trigger  Actuoted.................  . . . . 

A-A-473 

t 

10  Dec 

79 

5130 

Polisher,  Electric,  Portoble  . . . . . . . 

A.A-569 

t 

19  Nov 

79 

5130 

olisher,  Portoble,  Electric  Validated  Mar  83  USER-CE  REV-ME . . . 

MII-P-40096C  (V, 

GL 

26  Sep 

75 

GL 

99 

5130 

Rivet  Sets,  Pneumotie-Tool  Validated  Jan  85 . . . . . . 

GGGR-425B 

•GL 

20  Feb 

74 

Gl  SH 

V9 

L 

5130 

Riveted,  Power,  Pneumotic  Hydroulic  Or  Pneumotic  Blind  Rivef  Instollotion 

MIL-R-8S188A 

AS 

14  Nov 

86 

AS 

11 

REV-Gl  99  84  IS 

Q 

5130 

Riveter,  Pneumotic,  Jom  And  Hommer,  And  Holder-on,  Portoble  Validated  Jan 

OO-R-4216  (2) 

/Gl 

01  Aug 

80 

GL  SH 

99 

83  USER-ME  MC  CG 

INT  AMD  1  (SH) 

5130 

Riveter,  Yoke,  Pneumatic,  Compression  Type,  Portable,  With  Rivet  Sets 

MII-R-4286E 

Gl 

22  Jun 

72 

GL 

99 

Valldaltd  Jon  83  REV-AV  GS 
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5130 

Rotory  Tool  Kit«  Electric  Validated  Jon  82  USER*ME  MC  REV*MI . . . 

MIL-R-4S024D  (3) 

GL 

21  Nov 

75 

GL 

99 

5130 

Router,  Electric,  Portoble . . . . . . . . 

A-A-482 

t 

10  Oct 

79 

5130 

Router,  Pneumotic  . . . . . . . . . . . 

A-A-508 

t 

12  Oct 

79 

5130 

Sander  Filer,  Pneumotic . . . . . . . . 

A-A-491 

t 

27  Sep 

79 

5130 

Sonder  Polisher,  Tronslotory  Action,  Pneumatic,  Portable  . . . . 

A-A-511 

t 

12  Oct 

79 

5130 

Sonder  Polisher,  Tronslatory  Action,  Electric, -Portoble . . . . . 

A-A-577 

X 

12  Oct 

79 

5130 

Sonder,  Disk  And  Oscittoing  Pod,  Pneumatic,  Portable  USER*M0  ME. . 

OO-S-101B  (1) 

•GL 

05  May  75 

GL  SH 

99 

5130 

Sonder,  Electric,  Portable,  Belt,  Disk,  And  Oscillating  Pad  USER*ME  MC  YO . 

OO-S-90C 

•GL 

22  Jun 

70 

GL  SH 

99 

INT  AMD  (1) 

5130 

Sonder,  Electric,  Portoble,  Belt,  Disk  And  Orbitol  Pod,  Double  Insufoted . . 

00-S-0011I5A 

t 

01  Jul 

71 

5130 

Sander,  Oscillating  Pod,  Electric  Portable  . . . . . . . . . . 

A-A-570 

t 

19Nav 

79 

5130 

Sonder,  Pneumatic . . . . . . . . . . . . 

A-A-475 

1 

27  Nov 

79 

5-30 

Sow,  Circulor,  Gosollne  Engine  Driven,  Portable . . . . . 

A-A-521 

t 

19  Nev 

79 

5130 

Saw,  Circulor,  Portoble,  Electric  U5ER*CE  MC  YO . . . . . . 

GGG-S-5ID 

•GL 

12  Nov 

59 

GL  SH 

99 

INT  AMD  (2) 

5130 

Sow,  Circulor,  Portoble,  Electric,  3800  Rpm...... . . . 

A-A-4B4 

t 

09  Nev 

79 

5130 

Sow,  Circular,  Portoble,  Pneumatic  USER«MC  YD . . . . . . 

GGG-S-53C  (3) 

/GL 

23  F.b 

79 

GL  SH 

99 

5130 

Sow,  Reciprocoting,  Portoble,  Pneumotic,  Metohcuttlng  Validated  Jun  60 

MIL-S-4083C 

ME 

11  Oct 

74 

ME 

99 

USER-GL  YD 

5130 

Sow,  Reciprocoting,  Portoble,  Electric,  Vertical  Drive  . . . 

A-A-489 

t 

26  Sep 

79 

5130 

Sow,  Reciprocating,  Portable,  Electric,  Heavy  Duty . 

A-A-437A 

t 

05  Nev 

80 

5130 

Sow,  ReciprcKOting,  Woodworking,  Pneumotic,  Portoble........ . . . 

00-S-245D 

•GL 

08  Aug 

57 

GL 

99 

5130 

Sow,  Reciprocoting,  Portoble  Electric . . . . . . 

W-S-0090B  (2) 

26  Apr 

73 

5130 

Scoler,  Needle  Type,  Prseumotic,  Portoble  Jidoted  Jon  83  USER^GL . . 

MIL-S-23492B  (3) 

ME 

22  S.p 

78 

SH 

99 

5130 

Scaling  &  Chipping  Tool,  Rotary,  Portable,  Electric,  &  Cutter  Bursdies . . . 

A-A-2351 

} 

29  Nev 

85 

5130 

Screwdriver,  Electric,  Portable,  Bottery  Powered . . 

A-A-630 

X 

27  Nev 

79 

5130 

Shoit  Assembly  Flexible  Drive  With  1/4  Inch  Copocity  Chuck  Validated  Jun  85 

MIL-S-4559C 

84 

23  Oct 

74 

AR  SH 

99 

USER-MC  REV-Gl 

5130 

Shover,  Rivet  Keod,  Portable,  Pneumotic 'Micrometer  Adjustment  USER'MC 

MIL-S-4243C  (2) 

84 

22  Oct 

82 

AS 

99 

REV-GL 

5130 

Shaver,  Weld,  Portoble,  Pneumotic . . . . 

A-A-509 

X 

11  D.C 

79 

5130 

Sheort,  Metol  Cutting,  Electric  (Portoble) . . . . 

GGG-S-282E 

X 

13  Nov 

59 

5130 

Shears,  Metol  Cutting,  Electric  ^Portoble)  REV‘84  . . . . . 

A-A-50459 

YD 

24  May  83 

SH 

99 

5130 

Sheors,  Metol  Cutting,  Pneumotic  (Portable)  USER«GL . . . . . 

GGG-S-2B3A 

% 

0)  Moy  67 

5130 

Socket,  Socket  Wrench  And  Attochments  (For  Power  Driven  Impoct  Wrenches) 

GCG-W-550A 

•GL 

19  Sep 

73 

GL  SH 

99 

USER-ME  MC  YD  REV-MI 

5130 

Splicing,  Coble  Terminol,  Process  For,  Aircroft  Validated  May  82  USER>ME  GL 

MIL-S-5575A  (1) 

AS 

21  Apr 

53 

AV  AS 

99 

REV-MI 

5130 

Stondord  For  Stotlonory  &  Fixed  ElKtric  Tools  •  1  Aug  72  Validated  Jon  82  .... 

UL  987-72 

GL 

20  May  75 

GL  SH 

99 

5130 

Surfocer  (Sonder),  Combinotfon,  Belt  And  Disc,  Floor  Model  Validated  Oct  $4 

Mll-S-18531 

AS 

7  Sep 

55 

AS 

U$ER-GL 

5130 

Swoging  Tool,  Flexible  Coble  Terminol  . . . . . . . . 

GGG-S-00825A 

t 

25  Jan 

71 

5130 

Te;ker,  Stopler,  Pneumotic,  Portoble . . . . . . 

A-A-510 

t 

01  Oct 

79 

5130 

Topper,  Electric,  Portable.. . . . . . . . . . 

A-A-439 

t 

09  Jen 

80 

5130 

WHmI,  Peening,  Rotary  Flop  Validated  Mar  84  . . . . . 

Mll-W-81840 

AS 

09  Feb 

72 

AS 

5130 

Wheels,  Abrosive  (Depressed  Center  Validated  Feb  87  USER'CE  MC  REV*AR  .... 

MIL-W-43050B 

GL 

27  Feb 

87 

GL 

84 

NOTICE  1 

5130 

Wropping  Tool,  Wire  . . . . . . 

A-A-2349 

t 

01  Nov 

64 

5130 

Wrench  Set,  Socket,  Power,  3/4  Inch  Drive . . . . . . . . 

A-A-399A 

X 

25  Oct 

79 

5130 

Wrench,  Impoct,  Electric,  Double  Insuloted  . . . . . 

A-A-438 

X 

08  Nov 

79 

5130 

Wranch,  ImpoO,  El«tric  USER-AV  GL  YD  MC  OS . 

W.W-550C 

% 

22  Jun 

70 

GL 

99 

INT  AMD  (3) 

5130 

Wrench,  Impact,  Pneumotic . .  . . . . . 

A-A-524 

} 

09  Oct 

79 

5130 

Wrench,  Impoct,  Pneumatic,  Portoble  Validated  Jan  83.... . . . . 

00-W-891E  (1) 

/GL 

15  Oct 

67 

GL  SH 

y9 

INT  AMD  7 

5130 

Wrench,  Rotcheting,  Pneumotic . . . . . . . 

A-A-522 

t 

12  Oct 

79 

5133 

til,  Abg.o  Ship,  With  Screw  Point  Vali<hltd  Dk  31  USER-EL  MC  REV-Gl . 

MII-B-52390A 

ME 

02  Dec 

75 

ME 

99 

5133 

Counterbore  Set  . . . . «... . . . . . . 

A-A-SOl 

X 

25  Oct 

79 

5133 

Countersinks,  &  Countersinks  &  Drills  . . . . . . . . . . . . 

GGG-C-513D 

t 

28  Sep 

73 

5133 

Drill  Blonks  And  Drill  Blonk  Sets  USER*GL . . . . . 

GGG-D-547A 

21  Sep 

55 

5133 

Drill,  Set,  Corbide,  Number  Site . . . . . . . . . 

A-A-503 

X 

1?  Nov 

79 

5133 

Drill,  Twitt  (Corbid.  Tip)  USER-AR  ME  MC  REV-84 . 

A-A-2518 

e 

07  Dec 

87 

GL 

99 

5133 

Drill,  Twist,  Double  End . . . . . . . 

A-A-478 

t 

26  Sep 

79 

5133 

Drill,  Twist,  1/4  Inch  Shank . . . 

A-A-517 

X 

25  Sep 

79 

5133 

Drills,  Twist  (Toper*squore,  Stroight,  And  Topcr.round  Shanks)  USER*ME  AR 

GGG-D-751D 

•ME 

19  Jon 

89 

ME  SH 

99 

os  MC  YD  AS  REV-MI 

5133 

Holder,  Countersink,  Adjustable,  Micrometer  Stop  And  Cutters,  Countersink 

MII-H-40S1B  (3) 

84 

23  Mar 

79 

GL 

99  IP 

USER-AV  AR 

5135 

Choser,  Threod,  Hond  (Threod  Comb)  USER'CE  AT  MC  REV'AV  ME  AR  ............ 

MIL-C-45854B  (2) 

GL 

23  Oct 

87 

GL  S-H 

99 

NOTICE  1 

5135 

Die  And  Collet  (Two  Piece  Dies  With  Collets)... . . . . . 

A-A-412 

X 

06  Nov 

79 

5135 

Die  Stock  (For  Round,  Split  Dies) . . . . . . . . . . . . . 

A-A-414 

X 

25  Oct 

79 

5135 

Die,  Crimping  Tool  *  For  Use  With  M$7503b,  Site  8  Through  4/0  Terminols 

MS-23003D 

AS 

21  Mar 

72 

CR  AS 

99 

Volidat.d  Jul  33  USER-EC  MC  REV-GL  AR 

5135 

Di«,  R.thrMding,  Axl*  Validaltd  y./ USER-GS . 

MII-D-14543B 

MC 

07  Aug 

73 

GL  MC  99 

5135 

Die,  Rethreoding  (Hexogon)  . . . . . . . 

A-A-413 

X 

13  Nov 

79 

5135 

Die,  Threod  Cutting  (Round,  Split,  Inch  Series) . . . . . . . . 

A-A-410 

X 

17  Oct 

79 

5135 

Die,  Threod  Cutting  (Rectangulor,  Two  Piece  Pipe  Dies) . . . 

A-A-357 

X 

13  Nov 

79 

5135 

Die,  Threod  Cutting  (Solid  Squore  Dies) . . . . . . . . 

A-A-358 

X 

lOOct 

79 

5135 

Die,  Threod  Cutting  (Round,  Split,  Metric  Series) . . . . . 

A-A-411 

t 

23  Oct 

79 

•5135 

Die,  Threodcutting  And  Rethreoding,  Collet,  Threodlng  Die,  And  Diestock  (Bolt 

GGG-D-295B  (1) 

•GL 

09  Aug 

74 

GL 

99 

And  S<rtw  Thrtoding,  Unifitd,  ArntriLan  Nalionol  And  Mttric  Form  Thrtods) 
USER-CE  YD  MC 
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5136 

Diep  Thrtoding,  Dit  Htod . . . . . 

MIL-0-4S62  (1) 

84 

16  Mor 

81 

99 

5136 

Ditt  For  Oimping  MS3190  Typ«  8  Contact  Wire  Barrels  (tnstoll  Dies  In 

MS-3150 

AS 

01  Apr 

71 

AS 

MS25441-1  Head)  Volidaltd  Aug  8S  \iSa-Gl 

5136 

Dies,  Crimping  Tool,  For  Use  With  MS20659  Uninsulated  Wire  Terminals  (For 

MS-9048SE 

AS 

30  Aug 

74 

CR  AS 

99 

Wire  Sliet  8  Through  4/  0)  VoKdatfd  Jul  82  USER-MC  SH  REV-GL  OS  EC 

5136 

Diestock  (For  Rectongulor,  Two  Piece  Dies) . . . . . . . 

A-A-363 

t 

31  Oct 

79 

5136 

Diestock  (For  Round,  Collet  Dies) . . . . 

A-A-41S 

X 

13  Nov 

79 

5136 

Top,  Threod  Cutting,  (Stondord,  Americon  Notionol  Form  And  Metric  Spork 

GGG-T-70C  (1) 

•GL 

26  Jun 

72 

GL  SH 

99 

Plug  Thread,  High«speed  Steel,  Ground  Threod,  Hand) 

5136 

Top,  Threod  Cutting  (NPT  And  NPS  Series) . . . . . . 

A-A-364 

t 

09  Oct 

79 

5136 

Top,  Thread  Cutting  (High  $peed  Steel,  Ground  Thread,  Hand  And  Spark  Plug) 

GGG-T-0070C  (1) 

t 

26  Jun 

72 

5136 

Top,  Thread  Cutting^Oround,  High  Speed  Steel,  Regulor,  Mochine  Screw  Tops) 

A-A-624A 

t 

07  Dec 

87 

5136 

Tap,  Threod  Cutting,  Carbon  Steel  Hond,  Cut  Threod,  Americon  S|ondord  Toper 

GGG-T-80A 

•GL 

24  Nov 

70 

Gl  SH 

99 

Pipe  Threod.  USER-CE  AR  MC 

5136 

Top,  Thread  Culling  (Regular,  Froctionol  Inch  Sixes) . . . . . 

A-A-625A 

t 

07  Dec 

87 

5136 

Top,  Threod  Cutting  (Spiral  Pointed  . . . . . . 

A-A-1267A 

t 

07  Dec 

87 

5136 

Tap,  Threod.cutting  (High  Speed  Steel,  Ground  Thread,  Hond  And  Spork  Plug).. 

GGG-T-0070C  (1) 

t 

26  Jun 

72 

•5136 

Tops,  Dies,  Diestocks,  And  Threading  Set*  ‘pipe  Threoding,  Hond  Validated  Apr 

GGG-T-581B 

•GL 

17  Oct 

62 

Gl 

99 

68  USER-AR  MC  REV-ME 

(INT.  AMD-  1 

5136 

Tops,  Thread  Cutting,  Carbon  Steel,  Hand  Cut  Threod,  Americon  Notionol  And 

GGG-T-60A 

•Gl 

24  Nov 

70 

GL  SH 

99 

Metric  Thread  form.  Screw  And  Bolt  USER*AR  MC 

5136 

Theod  Cutter,  Receding  Segmental  Die  (Adjustable  Ceored  Diestock) . . 

A-A-305 

t 

10  Nov 

79 

5136 

Thread  Cutter,  Die  Heod,  Hand . . . . . . . . . 

A-A-311A 

t 

07  Dec 

82 

5136 

Threod  Cutter,  Recedin'^  Segmental  Die  (SeK  Contained  Ratchet  Threoder) . . 

A-A-306 

t 

12  Oct 

79 

5136 

Thread  Cutter,  Receding  Segmentol  Die  (Post  Type  Rotchet  Threoder) . 

A-A-345 

t 

18  Oci 

79 

5140 

Bog,  Cooper  S  Tools  Validated  Dec  Bl  USER‘GL . . . . . 

MIL-B-14075B 

ME 

02  Dec 

75 

ME 

5140 

Bog,  Cotton  Duck,  Tools  And  Maintenonce  Ports,  Stove,  Cooking  Outfit 

MIL-B-1291D  (1) 

GL 

01  Oct 

87 

GL  SA 

69 

Validated  Oct  87  USER-ME  MC  REV-CE  99 

NOTICE  1 

5140 

Bog,  Linemon  S  Tool,  Round . . . . . 

GGG-B-50A 

•Gl 

08  Feb 

66 

GL  SH 

99 

INT.  AMD.  0) 

5140 

Bag,  Tool  Sotchel  USER*GL . . . 

GGG-B-0060A  (1) 

•/. 

05  Oct 

70 

5140 

Bog,  Tool,  Envelope  Type  USER*AV  MC . . . 

MIL-B-4364eA 

GL 

10  Sep 

82 

GL  YD 

5140 

8og,  Tool,  Solchei  USER-CE  Ml  MC  REV-EA . 

MIL-B-43663A 

GL 

12  Aug 

82 

GL 

5140 

Cabln.l,  Tool,  Mobil.  USER-AR  MC  REV-AT . 

AAC-45B 

•GL 

29  Jun 

77 

GL 

5140 

Carfl.r  Tool  Valldattd  Nay  75  USER-ME  AV  CE  Ml  MC . 

GGGC-1520 

•GL 

06  Nov 

69 

GL  YD 

99 

5140 

Cose  Twist  Drill  And  Stand,  Twist  Drill . 

GGG-C-00116D 

t 

16  Mor 

71 

5140 

Cose,  Carrying,  Handsaw,  One  Mon  Validated  Apr  81  USER*ME  REV*MD . 

MIL-C-43108A  (1) 

Gl 

02  Dec 

74 

GL 

5140 

Cose,  Twist  Drill  Set,  And  Stoud,  Twist  Drill  Set  •  Empty . . . 

GCG-C-116B  (2) 

•GL 

18  Mor 

63 

GL  SH 

99 

5140 

Chest,  Medicol  Equipment  Mointenonce  And  Repair  Tool  Kit  R£V<MS . . 

MIL-C-3363C 

Gl 

16  Sep 

82 

Gl 

5140 

Chest,  Tool  Kit,  Empty  USER'ME  MC . . . . 

MIL-C-10015D 

Gl 

26  Aug 

82 

GL 

99 

5140 

Chest,  Tool,  Corpenter  Or  Company  USER^GL . . . . . . . 

MIL-C-19437B 

MC 

12  Sep 

83 

MC 

5140 

Rolls,  Tools  And  Accessories,  General  Specificotion  For  Validated  Apr  81 

MIL-R-458040 

Gl 

09  Sep 

75 

GL 

99 

USER-ME  REV-MD 

SUPP  1 

5140 

Rolls,  Tools  And  Accessories,  Size  1  Validated  Oct  d/ . . 

MIL-R-4580471 

GL 

01  Oct 

87 

Gl 

99 

5140 

Rolls,  Tools  And  Accessories,  Size  6  Validated  . . . . . . 

MIL-R-45e04/2 

Gl 

09  Sep 

75 

GL 

84 

5140 

Rolls,  Tools  And  Accessories,  Size  9 . . . 

MIL-R-4S804/3 

GL 

23  May  88 

Gl 

84 

5140 

Rolls,  Tools  And  Accessories,  Size  11  Validated  Oct  87 . . . . . 

MIL-R-45804/4 

Gl 

01  Oct 

87 

GL 

99 

NOTICE  1 

5140 

Rolls,  Tools  And  Accessories,  Size  13 . . . . . . 

MIL-R-45804/6 

Gl 

23  May  88 

GL 

84 

5140 

Rolls,  Tools  And  Accessories,  Size  16 . . . . . 

MIL-R-45804/9 

GL 

23  May  88 

GL 

84 

5140 

Rolls,  Tools  And  Accessories,  Size  17  Validated  Oct  87 . . . 

MIL-R-45804/10 

GL 

01  Oct 

87. 

GL 

99 

NOTICE  1 

5140 

Rolls,  Tools  And  Accessories,  Size  19 . 

MIL-R-45804/12 

GL 

23  Moy  88 

Gl 

84 

5140 

Rolls,  Tools  And  Accessories,  Size  20  Validated  Oct  87 . . . 

MIL-J1-45804/13 

Gl 

01  Oct 

87 

Gl 

99 

NOTICE  1 

5140 

Tool  Box,  Portable,  General  Specificotion  For  USER*MI  ME  AT  MC  YD  REV'EA 

GGG-T-558C  (1) 

•GL 

02  Dec 

76 

GL  SH 

99 

5140 

Tool  Box,  Porlobl.  n.rol  Typ.)  USER-AT  Ml  AV  AR  YO  MC  REV-MD . 

GGG-T-558/2B^ 

•Gl 

09  Apr 

73 

GL  SH 

99 

5140 

Too!  Box,  Parti. ..  (b.  S  Typ.)  USER-MI  MC  YO  REV-MO  AR  _ 

GGG-T-558/3B 

•Gl 

09  Apr 

73 

GL  SH 

99 

5140 

Tool  Box,  Portoble  (Carpenter  S  Type) . . . 

GGG-T-558/4B 

•GL 

09  Apr 

73 

GL  SH 

99 

5140 

Tool  Box,  Porlobl.  (M.chonic  S  ciwii  Typ.)  USER-ME  AV  AT  MC  YO  REV-MD 

GGG-T-558/5A 

•GL 

09  Apr 

73 

GL  SH 

99 

5140 

Too)  Box,  Portoble  (General,  Two*handle  Type)  USER*Mt  ME  AT  YD  MC 

GGG-T-558/6A 

•GL 

09  Apr 

73 

Gl  SH 

99 

REV-MD  AR 

5140 

Tool  Box,  Portoble  (Machinists,  Tilhin>top)  . . . . . . 

GGG-T-558/7B 

•Gl 

09  Apr 

73 

Gl  SH 

99 

5140 

Tool  Box,  Portoble  (Helical  Threod  Repair)  USER'AT  AV  ME  REV<MD  AR  . . 

GGG-T-558/9B 

•GL 

09  Apr 

73 

GL 

99 

5140 

Toolbox,  Portable  (Unlvenol  Type)  USER-AT  AV  ME  YO  MC  REV-MO  AR . 

GGG-T-558/1B 

•Gl 

09  Apr 

73 

GL  SH 

99 

5180 

Crimping  Outpfit,  Hdroulic,  Voicemitter  Outlet  Volve  Assembly,  Mi  Validated 

MIL-C-51404A 

EA 

11  Jul 

78 

EA 

99 

May  84 

5180 

Cutter  And  Floring  Tool  Kit,  T;<be,  Hand,  Cutter,  Flaring  And  Bender  Tool  Kit, 

GvG-C-744A 

•Gl 

15  Moy 

65 

Gl  SH 

99 

Tube  Hand 

INT  AMD  1 

•5180 

Threoding  Set,  Screw . . . . . . . . . . 

GGG-T-330B 

•GL 

17  Aug 

67 

GL 

99 

5180 

Tool  &  Kit,  Electrician's,  Number  One  REV«CE  ME  85 . . . . . 

M1L-T-11196E 

GL 

30  Sep 

86 

Gl 

99 

•  5180 

Tool  Kit,  Electricol  Connectors,  Contacts,  And  Connector  And  Coble  Accessories, 

MIL-T-83507/9 

85 

11  Aug 

86 

CR  AS 

85 

Tool  Kit,  Generol  Purpose,  For  MIL>C>22520/5  Crimping  Tool  And  Dies 

NOTICE  1 

Validated  Aug  86  REV-AR  Ml  Gl  AV  EC  SH  OS  17  11 

5180 

Tool  Kit,  Electricol  Connectors,  Coqtocts,  And  Connector  And  Coble  Accessories, 

MIL-T-83507/10 

85 

11  Aug 

86 

CR  AS 

85 

Tool  Kit  For  0N089SS9,  ON089560,  And  0N089561  Connectors  Validated 

NOTICE  1 

Aug  86  USER-MC  19  REV-GL  AV  AR  Ml  SH  OS  EC  99  17  11  ES 

5180 

Tool  Kit,  Electrical  Connectors,  Contocts,  And  Connector  And  Coble  Accesories, 

MIL-T-83507/11 

AS 

16  Mor 

78 

AS 

Tool  Kil  For  MtL>C*32520/1  Crimping  Tool  And  Turrtts  Valtdoftd  Oct  84 
USER-MC  REV-EC  ES 
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1 

5160 

Tool  Kit,  Electricol  Connectors,  Contacts,  And  Connector  And  Coble  Accessories, 

MIL-T-83507/13 

85 

28  Nov 

77 

85 

Tool  Kil  For  F15  Aircraft  Connector  Systemt  USER-19  REV-II  99  17  ES 

5180 

Too)  Kit,  F.lectricol  Connectors,  Contocts,  And  Connector  And  Coble  Accessories, 

MIL-T-83507/I5 

85 

n  Aug 

86 

CR  AS 

85 

Tool  Kit,  Generol  Purpose,  Bockshell  Hardware  Tools  Votidoftd  Aug  86 

NOTICE  I 

1 

5180 

Tool  Kit,  Electricol  Connectors,  Contacts,  And  Connector  And  Coble  Accessories, 

MIL-T-83507/I5 

AS 

02  Apr 

79 

AS 

Tool  Kit  For  H46/53  Helicopter  Connector  Systems  Validate  Stp  8S 

1 

5180 

Tool  Kit,  Electricol  Connectors,  Contacts,  And  Connector  And  Coble  Accessories, 

MIL.T.83507/8 

85 

11  Aug 

86 

85 

Tool  Kit  For  MlbC>22520/7  Crimping  Tool  And  Positioners  Validated  Aug  86 

NOTICE  1 

USER-MC  19  REV-GL  AV  AR  Ml  OS  EC  SH  17  11  99  ES 

5180 

Tool  Kit,  Leothercraft . . . . . . . . . . . 

GGG-T-00559  (2) 

X 

07  Jun 

68 

5180 

Tool  Kit,  Mechomcol  Molntenonce  &  Repair,  Tool  Kit  For  F«100  Ertgine  USER'19 

MIL-T-83507/I8 

85 

08  Mar 

82 

85 

REV-99  17  11. ES 

5180 

Tool  Kit,  Office  Mochines,  Repoir  Validated  Jan  82  USER'MC  REV*AV . . 

MIL-T-13317F 

GL 

17  Feb 

76 

Gl 

99 

5180 

Tool  Kit,  Pneumotic  Tire  Servicing,  Automotive  Validated  Mar  83  US£R*Cr  MC 

MIL-T-4873B 

GL 

24  Nov 

76 

GL 

99 

YD  REV-AT  AR 

5180 

Tool  Kit,  Valve  Seol  Ring  Inserter  Validated  Jun  87  USER'ME  CE  AT  MC  SH  .... 

MIL-T-13918D 

GL 

25  Jun 

87 

GL 

84 

NOTICE  1 

5180 

Tool  Kits,  Electrical  Connectors,  Contocts,  And  Coble  Accessories  Generol 

MIL-T-S3507  (1) 

85 

15  May 

88 

EL  AS 

85 

Specificotion  For  Validated  May  88  USER*GL  AT  YO  MC  19  REV*M1  AV  AR 

SUPP  1A 

SH  EC  17  12  11  99  ES 

L 

5180 

Tool  Kits,  Electricol  Connectors,  Contocts,  And  Connector  And  Coble  Assoriet, 

MIL.T-83507/17 

AS 

07  Jul 

78 

AS 

Tool  Kit  For  Mlt.*C‘22520/2  Crimping  Tool  And  Positioners  Validated  Oct  84 

USER-MC  REV-EC  ES 

1 

5180 

Tool  Outfit,  Pioneer,  Portoble  Electric  Tools,  Troller  Mounted  USER*GL  . . 

MIL-T-52402C  (2) 

ME 

09  Mar 

87 

ME 

L 

5180 

Tool  Set,  Stud  Remover  And  Setter  Validated  Jut  87 . . . 

MIL-T-43113A 

AV 

17  Jol 

87 

AV 

NOTICE  1 

5180 

Tool  Sets,  Shop  Sets  And  Kits  (Hordwore,  Instollotion,  Modification  And  Tool), 

MIL-T-45542C 

AL 

01  Jun 

84 

AL  YD 

99 

PocEoglna  Of  REV-SM  Gl  EL  AV 

5210 

Bevel,  Sliding  T,  Universal  And  Ship  Corpenters  . . . . 

GGG-B-2I1B 

% 

05  Apr 

67 

INT  AMD  1(GSA) 

5210 

Sliding  T  REV.84 . 

A-A-2532 

* 

15  Jon 

87 

99 

5210 

Coliper,  Generol  Purpose . . . . . . . . 

GGG-C-95A 

% 

26  Jun 

87 

INT  AMD  (4) 

5210 

CoUper,  Micrometer  (Inside,  Outside,  Tube)  And  Goge,  Depth,  Micrometer 

GGG-C-I05B  (1) 

• 

15  Mof 

65 

USER-AR  REV-AR  GL  SH 

INT  AMD  (3) 

5210 

Colip«r»  And  Gogci,  V.fnl.r  USER-MC  YD  REV-GL  SH . 

GGG-C-IIIC 

/SH 

12  Fri> 

87 

Gl  SH 

5210 

Choik  line  And  Reel  (Self-cholking) . . . 

GGG-C-291A 

% 

01  Mof 

63 

5210 

Clomp,  Hondl.,  Steel  Tope  USER-GL  MC  REV-AR . 

MIL-C-11250D 

ME 

28  Jon 

80 

ME  YD 

99 

5210 

Divider,  Mechanics  USER>Gl . . . 

CGG-0.351F 

% 

06  Moy 

87 

5210 

Ooge  Blocks  And  Accessories  (Inch  And  Metric)  USER'ME  CE  MC  YD  OS  AS 

GGG-G-15C  (1) 

% 

16  Aug 

76 

GL  SH 

99 

REV-GL  SH 

5210 

Goge,  Cylinder  Valijaltd  Mcr  83  USER-MI  ME  AT  CE  AV  MC  YD  SH . 

MIL-G-211966  (1) 

GL 

26  Apr 

77 

Gl 

99 

L 

5210 

Goge,  Oiol  Bore  . . . . . . . . . . 

MIL-G-26752B 

84 

09  Moy 

88 

99 

5210 

Ooge,  Generol  Purpose  USER<MI . . . . . . . . . . 

GGG-G-I7C 

7. 

26  Jun 

87 

INT  AMD  (1) 

5210 

Ooge,  Height,  Electronic  Indicating  REV«0$  MC . . . . . 

MIL-G-83989  (1) 

84 

02  Moy 

80 

GL  YD 

99 

5210 

Goge,  Morking  And  Mortising . . . . . . 

GGG-G-3IA 

t 

09D.C 

64 

5210 

Gage,  Sheet  And  Plote,  Twist  Drill,  Drill  Rod,  And  Wire  . . . 

GG-G-86C 

X 

15  Jon 

87 

5210 

Goge,  Wheel  Alignment  USER*AT  MC  . . . . . . . . 

A-A-2293 

/ 

15  Moy 

84 

GL  YD 

5210 

Indicator,  Diol,  Accessories,  And  Test  Sets  USER*SH  REV*84  . . . . . . 

A-A-2346 

/ 

15  Feb 

65 

GL 

99 

L 

5210 

level,  Circulor,  2.S  CM  Diameter,  Mounted  In  Cylinder  Volidoted  Oct  1972 

MIL-L-52045A  (I) 

ME 

29  Mor 

88 

ME 

REV-GS 

5210 

Levels  And  Plumbs,  And  levels  REV<ME . . . . . 

GGG-L-21ID 

% 

27  Aug 

87 

5210 

Opticol  Flol»  Volidaled  Jun  83  USER-AV  YD  OS  MC . 

GGO-635A 

/84 

29  Mor 

77 

AR 

99 

5210 

Plomb  Bob  USER-MC  YD  REV-ME . 

GGG-P-501E 

% 

26  Aug 

63 

(INT.  AMD.  1) 

5210 

Protractor,  Mechanic  S  Bevel  And  Plain  USER'MC  YO . . . . . . 

GGG-P-676A 

% 

05  Jon 

65 

5210 

Repair  Kit,  Steel  Meosuring  Tope  With  Cose  Validated  Apr  81  USER'CE  ME 

MIL-R-11557D 

GL 

29  Mor 

74 

GL 

99 

5210 

Rjfe,  M.ojuring  USER-fD  MC  REV-MI . 

GGG-R-79IG 

•84 

10  Jul 

87 

99 

5210 

Rule,  Steel,  Machinist  S,  English  And  Engllsh*metric  Graduotions  Validated  Oec 

MIL-R-20387C 

AR 

12  Nov 

75 

AR 

99 

81  USER-GL  REV-AR 

1 

5210 

Sheath,  Plumb  Bob  With  Arrows  Holder  Validated  Jan  80  . . . . . . . . 

MIL-S-52420A 

ME 

10  Jan 

73 

ME 

5210 

Squares,  Corpenters,  Diemokers,  And  Mochinists . . . . . . 

GGG-S-456C 

•/. 

05  Fob 

73 

5210 

Stroightedge  (Steel,  Mochinists  And  Tootmokers)  Validated  Oct  87  USER*ME 

MIL-S.15749C 

Gl 

23  Oel 

87 

Gl 

99 

AV  MC 

NOTICE  I 

5210 

Tope,  Meosuring  (Steel,  Surveyors)...... . . . . . . . . 

GG-T-00116A  (1) 

1 

19  Jun 

72 

5210 

Tape,  Measuring,  (Generol  Use)  USER'MC  YD  REV'MI. . . . 

GGG-T-104D 

•/. 

12  Nov 

49 

INI  AMD  (2) 

5210 

Tape,  Measuring,  Steel,  Surveyors . . . . . . . . . . 

GG-T.116 

t 

30Ocl 

51 

1 

5210 

Tope,  Meosuring,  Tonk  Goging  Type,  With  Reel  And  Plumb  Bob  USER<AV  ME 

MIL-T-16644D 

GL 

30  Sep 

86 

Gl 

MC84 

L 

5210 

tope,  Rodio  Frequency  Measuring  (P/O  Anienno  Group  AN/GRA*50}  () 

MIL-T.5537I 

ER 

13  Nov 

72 

ER 

Validated  Sep  80 

5210 

Trommels  And  Trommel  Points  USER*GL  AR  YD . . . . . . 

GGG-T-64IB 

% 

13  Oct 

66 

INT  AMD  (1) 

5210 

Yordstick  (Wood  &  Aluminum . . . . . . . . . . . 

GGG-Y-35B 

» 

24  Nov 

86 

5220 

Anolyier/  Surfoce  Finish . . . . . . . . . 

A-A-50767 

/84 

15  Aug 

83 

99 

5220 

Automoted  Acceptance  Inspection  Equipment  For  Non*electronic  Components, 

MIL-A-70635 

AR 

20  Oct 

86 

AR 

Design,  Testing  &  Approvol,  Of 

5220 

Bor,  Sine,  Plote  Sine  (And  Fixtures)  Validated  Apr  83 . . . . 

GGG-B-131B 

•AR 

04  Jun 

64 

AR  AS 

99 

5220 

Block,  Sl.p,  Mochinlili  ValidoUd  Apr  83  USER-YD  REV-G$  _ _ 

GGG-8-441A 

•,\R 

17  Aug 

66 

AR 

99 
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5220 

Cage,  Plug,  Plain  Cylindrical,  Go  For  Minor  Diameter  Of  Stondord  Oost  Of 

MIL-STD-133B 

AR 

15  Mar 

63 

AR  OS 

Ifliernal  Threod  Volidoled  Jan  81  USER-MC  SH  REV-EA 

5220 

Cost  Surface  Comporison  Stondord  REV*AV  . . . . 

NAS  823-80 

REV  1 

AS 

30  Apr 

83 

AS 

5220 

Comporotor  Goge,  Internol  And  Externol,  Electronically  Amplified  USER'AT  ME 

MIL-C-83997 

84 

26  Sep 

85 

AR 

99 

REV-AV  Ml  AS 

1 

5220 

Comporotor,  Sench  Type,  Verticol  Column.  Electronically  Amplified  Voh'dattd 

MIl-C-83988 

84 

21  Jun 

74 

99 

Jun  8S  REV-23 

QL 

5220 

Crimping  Tools,  Terminol,  Hand,  Wire  Termination,  ln«servico  Inspection  Goges 

M11-C-22520/6B 

AS 

06  Feb 

81 

AS 

For  USER-11  REV-EC  99 

L 

5220 

Crimping  Tools,  Terminal,  Hand,  Wire  Terminotion;  ln<  Service  Inspection  Goges 

M11-C-22520/35C 

EC 

06  Mor 

87 

EC 

For  Mll.C-22520/34  Crimp  TooU  USER-CG  YD  REV-SH  ES 

L 

5220 

Crimping  Tools,  Terminol,  Hond,  Wire  Termination  ln*service  Inspection  Goge 

MIL-C  22520/18A 

AS 

19  Mor 

7o 

AS 

For  Mll-C-22520/17  Crimping  Tool  Validaltd  May  82  REV-EC 

Q 

5220 

Crimping  Tools,  Terminal,  Hand,  Wire  Terminotion,  tmservicc  Inspection  Goges 

MIL-C-22520/30 

AS 

06  Feb 

81 

CR  AS 

85 

USER-ME  GL  MC  REV-AV  Ml  AR  EC  OS  SH  17  99  12  11  ES 

5220 

Goge  Blonks  . . . 

ASME  B47.1AM-82 

AR 

22  Mar 

84 

AR  AS 

99 

5220 

Goge  Bionics  •  23  Mar  81  . . . . . 

ANSI  B47.1-81 

AR 

23  Mar 

81 

AR  AS 

99 

5220 

Goge  Blonks  -  4  Ocl  78  USER-CR  OS  . 

ANSI  847.1A-79 

AR 

11  Jan 

79 

AR  AS 

99 

5220 

Goge  Inspection  (W/notice  1  DTD  9  Sep  63)  Validated  Apr  c5  R£V*M1 . . 

MIL-STD-120 

AR 

09  Sep 

63 

AR  OS 

99 

5220 

Goge  Pin  For  Socket  Contoct  Engagement  Test  REV*AR  ME  Ml  SH  17  99  11 .... 

MS-3197G 

AS 

IS  Jul 

83 

CR  AS 

85 

L 

5220 

Goge*in«service  Inspection,  For  MS3150  Crimping  Dies  Validated  Aug  65  . . . 

MS-3151 

AS 

01  Apr 

71 

AS 

5220 

Gage4nspection,  For  Ms  25442  Crimping  Die  (For  Use  With  Atuminum  Wire 

MS.25472G 

AS 

09  Nov 

72 

CR  AS 

99 

Terminal)  Validated  Aug  65  REV>85 

L 

5220 

Goge,  Cylindricol  Plug  And  Ring,  Plain . . . . 

MIL-G-45553  (2) 

AR 

08  Jun 

83 

AR 

5220 

Gage,  Dimensional  Control  USER*ME  MC  R£V*Ml  . . . . . 

MII.-G-109448  (3) 

AR 

19  Feb 

82 

AR  AS 

99 

5220 

Goge,  In  Service  Inspection,  For  Use  WITH  MS90485  Crimping  D.es,  (For  Use 

MS-90486B 

AS 

09  Nov 

72 

CR  AS 

99 

With  Copper  Uninsulated  Terminals)  Validated  Apr  82  USER*MC  OS  REV.85 

5220 

Goge,  Inspection  For  MIL*T*S5619  Tool,  O'mping,  For  Cooxiol,  Rodiv 

MS.75094 

CR 

06  Mor 

70 

CR  EC 

99 

Frequency,  Connectors  Validated  Oec  75  REV.AS  It 

5-270 

Goge,  Plug  And  Ring,  Plain  And  Threarf . . . . . . . . 

GGG-G-61 

/AR 

23  Aug 

32 

L 

5220 

Goge,  Plug  And  Ring,  Threod . . . . 

MIL-G-45654  (3) 

AR 

23  Aug 

84 

AR 

5220 

Goge,  Plug,  Plain  Cylindricol,  Not  Go  For  Minor  Diometers  Of  Stosdord 

Mll-STD-1348 

AR 

15  Mor 

63 

AR  OS 

Ctassos  3F  Internal  Threod  Validated  Jan  81  USER*MC  SH  REV.EA 

5220 

Goge,  Pljg,  Plain  Cylindrical  Go  Validated  Jan  81  USER  Ml  MC  YD  REV'EA 

MIl-STD-llOA 

AR 

17  Sep 

62 

AR  OS 

99 

SH  Af 

NOTICE  4 

17  SEP  1962 

522? 

Ga;.,  Plug,  Plain  Cylindrical  Nat  Go  Validated  Mat  82  USER-MC  YD  REV-EA 

MIl-STD-lllA 

AR 

17  Sep 

62 

AR  OS 

99 

SH 

NOTICE  3 

17  SEP  1962 

5220 

Goge,  Plug,  Thread  Go  (Closs  X)  For  Unified  Americor.  Notionol  Stondord 

MIL-ST0-114C 

AR 

28  Aug 

64 

AR  OS 

99 

Internal  Threoo  Validated  Apr  85  USER*MI  REV>EA  SH  GS 

NOTICE  1 

28  AUG  64 

5220 

Goge,  Plug,  Thread  Net  Go  Unified*  American  Nationol  Stondord  Internol 

Mll.STD-1158 

AR 

15  Mor 

63 

AR  OS 

99 

ThraoJ  Validated  Jan  81  USER-SH  REV-EA  It 

5220 

Goge,  Plug,  Thread  Setting,  Class  W,  For  Go  Gages  Unified  Stondord. Closses 

MII-STD-273B 

AR 

28  Aug 

64 

AR  OS 

99 

2A  And  3A  And  American  Notional  Stondord  Closs  3  Externol  Thrcods 

NOTICE  1 

Validated  Apr  85  REV-EA 

28  AUG  1964 

5220 

Goge,  Plug,  Threod,  Setting,  Closs  W,  For  Lo  (Not  Go),  Goges,  Unified 

MIL-STD.274B 

AR 

28  Aug 

64 

AR  OS 

99 

Stondord  Classes  2A  And  3A  And  Americon  Notional  Stondord  Closs  3 

NOTICE  1 

External  Threads  Validated  Jan  81  REV-GL  EA  11 

28  AUG  1964 

5220 

Goge,  Ring,  Plain,  Go  Validated  Jun  84  USCR-MC  REV-EA  SH . . . . 

MII-STD-112A 

NOTICE  4 

28  AUG  64 

AR 

28  Aug 

64 

AR  OS 

99 

5220 

Gag.,  Ring,  Plain,  Not  Go  Validated  Jan  81  USER-MC  REV-EA  SH . 

MII-STD-113A 
NOTICE  3 

17  SEP  1962 

AR 

17  Sep 

62 

AR  OS 

99 

5220 

Goge,  Ring,  Spline  (Go-no-go)  Validated  Apr  82  REV-84 . . . . 

MS-90406 

AS 

06  Jun 

67 

AR  AS 

99 

5220 

Goge,  Ring,  Threod  Go  (Closs  X)  And  Reloted  Setting  Plug  Goges,  Go  And 

MIL-STD-n6B 

AR 

15  Mor 

63 

AR  SH 

99 

Not  Go  Ploin  Plug  Minor  Diameter  Acceptonce  Check  Goges  For  Unified  And 
Americon  Notional  Standard  Externol  Threads  Validated  Jun  84  USER-MI 

REV-EA 

5220 

Goge,  Ring,  Thread,  Lo  (Not  Go)  And  Reloted  Threod  Setting  Plug  Goges,  Go 

MII-STD-117B 

AR 

15  Mor 

63 

AR  OS 

And  Not  Go  Plain  Plug  Minor  Diameter  Acceptonce  Check.Goges  For  Unified 
And  Americon  Nationol  Stondord  Externol  Threods  Validated  Jun  84  USER-MI 

YD  MC  SH  REV-EA 

1 

5220 

Goge,  Snap,  Adjustoble,  Dial  Indicating  USER-SH  REV'70  71  80  82  .................. 

MIL-G-879S5A 

84 

16  Sep 

83 

99 

5220 

Goge,  Snop,  Ploin  Adjustoble  Validated  Apr  85  USER-MI  MC  YD  REV-EA  SH.... 

MIL-STD-118 

NOTICE  2 

1  NOV  1962 

AR 

01  Nov 

62 

AR  OS 

99 

5220 

Goge,  Snop,  Thread  Roll  Validated  Feb  80 . . . . . . .  ... 

MIL-G-46382 

AR 

28  Jun 

63 

AR  OS 

99 

E 

5220 

Gage,  Stylus,  Fluthness  For  100  Degrees  Countersunk  Flush  Fosteneri  •  Mor  62 

NAS  526-62 

AS 

14  Jun 

74 

AV  AS 

11 

W/dod  Exciption.  Validated  Apr  82  REV-ME  ER  10 

t 

5220 

Goge,  Surfoce  Plot#  Flatness  Checking  Validated  Jun  85  . . . 

MII-G-839B4 

84 

14  Feb 

74 

99 

5220 

Goge,  Wrench  Opening . . . . . . . . . 

FED-STD-346C 

$ 

28  Apr 

76 

E 

5220 

Goge,  100  Deg.,  Plot  Heod  Ffushness  •  Dec  61  W/dod  Exceptions  Validated 

NAS  518-61 

AS 

U  Jun 

74 

AV  AS 

11 

Apr  82  REV-ME  ER  10 

5220 

Goges,  Inspection  For  MS23()02  Crimping  Dies  (For  Use  With  MS25036 

MS-23003B 

AS 

02  Jon 

64 

AS 

11 

Insulated  Terminals  Validated  Apr  82  USER-MC  REV-65 

5220 

Goging,  General  Principles  Of  Validated  Apr  83  USER-ME  AV  REV>M1  AT ........ 

Mll-STD-1452 

AR 

08  Dec 

70 

AR  AS 

99 

1 

5220 

Inspection  Equipment  Design  Validated  May  77  . . . . . . . . 

Mll-HDBK  204 

AR 

16  Aug 

62 

AR 

5220 

Inspection  Procedure  For  Flush  Fosteners  •  Mar  62  Validated  Apr  82  REV-ME 

NAS  527-62 

AS 

l4Jun 

74 

AV  AS 

11 

ER  10 
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5220 

Initrument,  Trocer,  Surface  Roughneis  V^o/rVo/e^  Ju/i  83 . . . 

MIL-1-45177A 

84 

04  Aug 

81 

99 

5220 

Poralle).  Steel  And  Cost'iron.  Precision  Ground  Validated  Jun  63  USER*MC  SH 

NOTICE  2 

GGG-P-61A  (2) 

/84 

04  Jon 

80 

AR 

99 

5220 

5220 

REV.GS 

Plate,  Angle,  Adjustable  And  Solid  . . . . . . . . . 

Plate,  Surface,  Cast  Iron  Validated  Jun  83  USER>MC  YO  OS . . . 

GGG-P-441A 

GGG  P-453A  (1) 

% 

/84 

09  Apr 
23  Apr 

65 

79 

AR 

99 

5220 

Plote,  Surfoce,  (Gronite)  (Inch  And  Metric)  Validated  Apr  83  USER*MI  SH . . 

GGG-P-463C  (1) 

•AR 

15  Jun 

77 

AR 

99 

5220 

Test  Goge,  Contoct  location  And  Retention  Feature,  MIL'C‘0081511  Series  1 

MS-3434 

AS 

18  Oct 

71 

AS 

5220 

And  2  Connectors  Validated  Sep  8S  REV-EC 

Test  Goge,  Contact  Location  And  Retention  Feoture,  MIL.C*008t5n  Series  3 

MS-3435 

AS 

18  Ocl 

71 

AS 

5220 

And  4  Connectors  Validated  Sep  85  REV>EC 

Test  Goge,  MIL*C>0026482-Series  2  Or-MIL>C'^81703  Series  3  Contact 

MS-3461A 

AS 

05  Sep 

75 

CR  AS 

85 

5220 

Retention  Feature  Validated  May  SI  USER-AV  REV-AK  Ml  SH  EC  17  1) 

Teit  Goge,  MIL-C-254B2  Series  2  (Class  N),  MIL-C-81703  Series  3  (Closs  N) 

MS-3462B 

AS 

05  Sep 

75 

CR  AS 

85 

5220 

And  MtL-C-006151 1  Series  3  And  4  (Class  1)  Contact  Retention  Feoture 
Validated  May  SI  USER-AV  REV-MI  AR  SH  EC  17  11 

Test  Goge,  MIL-C-0026482  Series  1  Or  MIL-C-81703  Series  2  Contoct 

MS-3460A 

AS 

05  Sep 

75 

CR  AS 

85 

5280 

Retention  Feature  Validated  May  8  J  USER-AV  REV-MI  AR  SH  EC  11 

Gage  Kit,  Electrical,  For  Bore  And  Rifling  Of  20MM9  Groove  Gun  Barrels 

MIL-G-175B6 

OS 

2  Jul 

53 

OS 

53GP 

Validated  Jun  8 1 

Aircroft  Fosteners  InstoKotlon  And  Removol  Methods  For  Mil  8  8631  &  Mil  B 

MIL-HDBK  271/104 

AS 

15  No. 

85 

AV  AS 

11 

53GP 

85667  Expondoble  Straight  Shank  Bolls  (Sleevebolts) 

Aircroft  Fosteners  Usage  And  Instollotion  For  Mil  S  85369  Fostenersfeeves 

MIL-HDBK  271/105 

AS 

01  Dec 

85 

AV  AS 

11 

53GP 

REV-AR  99  82  IS 

Aircraft  Fastener  Instollotion  &  Removoll  Methods  For  Attached  Retention 

MIL-HDBK  271/103 

AS 

14  Jon 

86 

AV  AS 

11 

53GP 

Element  (A.R.E.)  Self-locking  Flooting  Nut  Assemblies 

Bolt  Assembly,  Clomp,  And  Component  Ports  REV*Mf  OS  82  IS . . . . . . 

MIL-B-70332 

AR 

25  Moy 

84 

AR  AS 

99 

53GP 

Bolt,  Square  &  Hex,  &  Screws  Inch  Series  ■  24  Jun  81  USER-ME  MC  SH 

ANSI  B18.2.1-81 

AR 

11  Jon 

82 

AR  YD 

99 

53GP 

REV-CR  EA  AT  AV  IS  NS 

Bolts  8i  Nutt,  Track  -  2  Nov  82  USER-ME  REV-IS  82 . 

ASME  B18.10-82 

AR 

15  May 

83 

AR  SH 

99 

53GP 

Bolls  &  Screws,  Nickel  Alloy,  Corrosion  And  Heot  Resistant  Upset  Heoded,  Heat 

AMS  747 IE-80 

11 

15  Mor 

88 

MR  AS 

11 

53GP 

53GP 

Treated,  Roll  Threoded  1950  Deg.  F-(1065  Deg.  C)  Solution  Heat  Treotment  • 

15  Oct  79  Validated  Mar  88 

Bolts  &  Screws,  External  Wrenching,  Unified  Threod  In;^  Series  *  Design 

Porometer;  For  ■  2  Feb  76  Validated  May  84 

Bolts  &  Screws,  UNS  S66266  650  Deg.  C,  900  MPA,  MJ  Thread,  Procurement 

NOTICE  1 

AS  1132B-76 

MA  3374-86 

11 

IS 

15  Sep 

31  Ocl 

78 

86 

AV 

11 

53GP 

Specificolion  For,  Metric  •  Feb  86  REV-AR  99  82 

Bolts  &  Screws,  UNS  G87400  860  Mpo,  MJ  Threod,  Procurement  Specificolion 

MA  3376A-86 

IS 

31  Oct 

86 

AV 

11 

33GP 

For,  Metric  -  Feb  86  REV-AR  99  82 

Bolts  &  Screws,  UNS,  N07718,  Stress-rupture  &  Fotigue  Resistant,  Procurement 

MA  3377-86 

IS 

22  Jun 

87 

AV  AS 

11 

53GP 

Specificolion  For,  Metric  ■  Aug  1986  REV-AR  99 

Bolts  &  Screws,  Usn  N07001,  760  Deg  C,  1210  Mpo,  1065  Deg  C,  Solution 

MA  3378  87 

IS 

20  Ocl 

88 

AV 

99 

53GP 

Heot  Treatment,  Procurement  Specificolion  For  (Metric)  Jul  87  REV-AV  82 

Bolts  &  Studs,  Steel,  Quenched  &  Tempered  USER-CE  OS  REV-ME  SH  1$ . 

A$TM  A449-88 

AR 

18  No. 

88 

AR  YD 

99 

53GP 

Bolt!  And  Sludi,  Carbon  Sttci,  60,000  USER-ME  REV-IS . 

ASTM  A307-86A 

AR 

26  Jon 

87 

AR  YD 

53GP 

Bolts,  &  Studs,  Carbon  Steel,  60,000  PSI  Tensile  Strength  USER-CE  OS 

ASTM  A307-88A 

AR 

18  No. 

88 

AR  YD 

99 

53GP 

REV-ME  SH  IS 

Bolts,  Nonferrous,  Hex  Cop  Screws,-And  Studs  For  General  Use  (Metric  '  31 

ASTM  F468M-B4B 

AR 

26  Aug 

85 

AR  AS 

99 

53GP 

Aug  1984  USER-AT  ME  SH  REV-AV  ER  Ml  MC  82  IS  NS 

Fastener  Recess  Test,  Method  For  Domdge  Toleronce  Evoluation  Validated  Sep 

MIL-STD-1761 

11 

30  Sep 

88 

11 

53GP 

88 

Fastener  Systems  For  Aerospace  Applicollon  REV-MI  AR  10  99  82  IS  . . 

NOTICE  1 
MIL-STD-1515A 

11 

24  Jun 

83 

AV  AS 

11 

53GP 

Fostener  Test  Methods,  Method  27,  Panel  Fostener  Sheet  Pull  Up  REV-AV  SH 

NOTICE  2 
MIL-STD-1312/27 

AS 

26  Jut 

85 

AR  AS 

11 

53GP 

99  82  IS 

Fostener  Test  Methods,  Method  28,  Elevoted  Temperature  Double  Sheer 

MIL-STD-1312/28 

AS 

26  Jul 

85 

AR  AS 

11 

53GP 

REV-AV  AS  SH  99  82  IS 

Fastener  Test  Methods,  Method  29,  Meosuremeni  Techniques  For  Determining 

MIL-STD-1312/29 

AS 

26  Jul 

85 

AR  AS 

11 

53GP 

Shonk  Expanding  Chorocteristics  Of  Deformoble  Fasteners  REV-AV  AS  SH  99 

82  IS 

Fastener  Test  Methods,  Method  30,  Sheet  Pull-up  Of  Blind  Fasteners  REV-AV 

MIL-STD-1312/30 

AS 

26  Jul 

85 

AR  AS 

11 

53GP 

AR  AS  SH  11  IS 

Fostener  Test  Methods,  Method  31,  Torque  REV-AV  AR  AS  SH  11  IS . 

MIL-STD-1312/31 

AS 

26  Jul 

85 

AR  AS 

11 

53GP 

Fostener  Test  Methods  •  Method  1,  Soil  Sproy  REV-AV  AR  AS  SH  11  IS . 

MIL-STD-1312/1 

AS 

19  Ocl 

84 

AV  AS 

11 

53GP 

Fostener  Test  Methods,  Metric  Method  105  Stress  Durobility  REV-AV  AR  AS 

DOD-STD-1312/105 

AS 

26  Mor 

84 

AR  AS 

11 

53GP 

SH  11  IS 

Fastener  Test  Methods,  Metric  Method  107,  Vibration  REV-AV  AR  AS  SH  11  IS 

1312/107 

AS 

26  Mor 

84 

AR  AS 

11 

53GP 

Fostener  Test  Methods,  Metric  Method  1()8  Tensile  Strength  REV-AV  AR  AS  SH 

11  15 

Fostener  Test  Methods,  Metric  Method  109  Stress  Corrosion  REV-AV  AR  AS 

Otyt-  -  312/108 

AS 

26  Mor 

84 

AR  AS 

11 

53GP 

DOD-STD-1312/109 

AS 

26  Mor 

84 

AR  AS 

11 

53GP 

SH  11  IS 

Fastener  Test  Methods,  Metric  Method  111  Tension  Fatigue  REV-AV  AR  AS  SH 

11  IS 

Fostener  Test  Methods,  Metric-Method -1)3  Double  Shear  Test  REV-AV  AR  AS 

DOD-STD-1312/111 

AS 

26  Mor 

84 

AR  AS 

11 

53GP 

DOD-STD-1312/113 

AS 

26  Mor 

84 

AR  AS 

11 

53GP 

SH  It  IS 

Fastener  Test  Methods  •  Method  2,  Interoction  REV-AV  AR  AS  SH  11  IS  . 

MlL-STD-1312/2 

AS 

19  Ocl 

84 

AV  AS 

11 

53GP 

Fastener  Test  Methods,  Method  4,  Lop  Joint  Shear  REV-AV  AR  AS  SH  11  IS.... 

MIL-STD-1312/4 

AS 

19  0cl 

84 

AV  AS 

11 

53GP 

Fostener  Test  Methods,  Method  5,  Stress  Durobility  REV-AV  AR  AS  SH  11  IS...« 

DOD-STD-1312/5A 

AS 

19  Ocl 

84 

AR  AS 

11 

53GP 

Fastener  Test  Methods  •  Method  3,  Humidity  REV-AV-AR  AS  SH  II  IS . 

MIL-STD-1312/3 

AS 

19  Ocl 

84 

AV  AS 

11 

53GP 

Fostener  Test  Methods,  Method  6,  Hordness  REV-AV  AR  AS  SH  11  IS 

MIL-STD-1312/6 

AS 

19  Ocl 

84 

AV  AS 

11 

53GP 

Fastener  Test  Methods,  Metric,  Method  7,  Vibrotion  (S/S  By  DOD  STO 

MIL-STD-1312/7 

AS 

26  Mor 

84 

AR  AS 

11 

1312-107)  REV-AV  AR  AS  SH  11  IS 
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S3GP 

Foit«ii«r  Tttt  Mtthodi/  Mttric«  Mtthod  8,  T«n»ik  StrAngth  (SA  8y  DOO  STD 

DODSTO-1312/8 

AS 

26  Mor  84 

AR  AS 

11 

1313-100)  PEV-AV  AP  AS  SH  11  IS 

S3GP 

Fatltntf  Tt»t  M»thodi<  Mtfric,  Mtthod  9«  Straii  Cerroiion  REV-AV  Alt  AS  SH 

11  IS 

Fotttntr  Ttst  Mtthodt,  Mtthod  10,  Strati  Ruptura  REV*AR  SH  IS . . 

DOD-STO-1312/9 

AS 

26  Mor  84 

AR  AS 

n 

S3GP 

Mll-STD-1312/10 

AS 

19  Oct  84 

AV  AS 

11 

S3GP 

Foittiwr  T«t  MtHwdi,  Mtihed  15,  Terqut  •  Tmtion  REV-AV  AS  SH  99  82  IS.. 

Mll-STD-1312/15 

AS 

28  Jul  85 

AR  AS 

11 

S3GP 

Foittfttr  Tttf  Mtthodt,  Mtthod  16,  Cbmpiog  Foret  For  InttolottOA  Formtd 

MIL-STD-1312/18 

AS 

26  Jul  85 

AR  AS 

11 

Faiittwn  REV-AV  AR  AS  SH  11  IS 

S3GP 

Fotttntr  Ttit  Mtthodt,  Mtthod  17,  Strttt  Rtlotion  REV>AV  AS  SH  99  87  IS  .... 

MIL-STD-1312/17 

AS 

28  Jul  85 

AR  AS 

11 

S3GP 

Fotttntr  Tttt  Mtthodt,  Mtthod  18,  EItvottd  Ttmptrotura  Ttntilt  Strtngth 

Mll-STD-1312/18 

AS 

28  Jul  85 

AR  AS 

11 

REV-AV  AS  SH  99  82  IS 

53GP 

Fotttntr  Tttt  Mtthodt,  Mtthod  19,  Fotttntr  Stoling  REV>AV  AR  AS  SH  11  IS.. 

MIL-STD-1312/19 

AS 

26  Jul  85 

AR  AS 

11 

33GP 

Fotlnwr  T.il  M.lhod>,  M.ri»d  20,  Singl.  Sh«or  REV-AV  AR  AS  SH  11  IS . 

Mll-STD-1312/20 

AS 

26  Jul  85 

AR  AS 

11 

53GP 

Fotttntr  Tttt  Mtthodt,  Mtthod  21,  Shtor  Joint  Fotigut  Conttont  Amplitudt 

MIL-STD-1312/21 

AS 

26  Jul  85 

AR  AS 

11 

REV-AV  SH  99  82  IS 

53GP 

rotttntr  Tttt  Mtthodt,  Mtthod  22,  Rtctptoelt  Puth  Out,  PontI  Fotftntrt 

MIL-STD-1312/22 

AS 

26  Jul  85 

AR  AS 

11 

REV-AV  SH  99  83  IS 

53GP 

Fotttntr  Tttt  Mtthodt,  Mtthod  23,  Ttntilt  Strtngth  Of  Pontl.Fotttntrt 

MIL-STD-1312/23 

AS 

26  Jul  85 

AR  AS 

11 

REV-AV  SH  99  83  IS 

53GP 

Fotttntr  Tttt  Mtthodt,  Mtthod  24,  Rtetptoclt  Torqut  Out,  Pond  Fotttntri 

MIL-STD-1312/24 

AS 

28  Jul  85 

AR  AS 

11 

REV-AV  SH  99  82  IS 

53GP 

Fotttntr  Tttt  Mtthodt,  Mtthod  25,  Driving  Rtettt  Torqut  Quality  Conformonct 

MIL-STD-1312/25 

AS 

28  Jul  85 

AR  AS 

11 

T«l  REV-AV  SH  99  82  IS 

53GP 

Fotttntr  Tttt  Mtthodt,  Mtthod  26,  Structurol  Pont!  Fotttntr  Lop  Joint  Shtor 

MIL-STO-1313/28 

AS 

38  Jul  85 

AR  AS 

11 

REV-AV  SH  99  82  IS 

53GP 

Fotttntr  Tttt  Mtthodt,  Mtthod  12,  Thielinttt  Of  MttoHic  Coolingt  R£V*AV  AS 

MIL-STD-1313/12 

AS 

28  Jul  85 

AR  AS 

11 

SH  99  82  IS 

53GP 

Fotttntr,  Tttt  Mtthodt  Mttrlc,  Mtthod  11,  Ttntion  Fotigut  (S/t  By  OOD  STD 

DOD-STD-1312/11 

AS 

26  Mor  84 

AR  AS 

11 

1312-111)  REV-AV  AR  AS  SH  11  IS 

S3GP 

Fotttntr,  Titonium  And  Titonium  8ott  Alloy,  Dttign  And  Utogt  limltotiort  For 

MS-335^ 

AS 

24  May  65 

AS 

(INACTIVE-34  May  1985)  Velidal*d  Dte  S3  REV-IS 

53GP 

Fotttntr,  Torqut,  For  Thrtodtd  Applieotiont;  Dtfinitiont  Of  •  15  Jon  75 

AS  1310-75 

11 

30Aufl  77 

AV  AS 

11 

Vbf/doftd  Apr  i3 

S3GP 

Fotftntrt  On  Propultion  Equipmtnt,  Mttrk,  Holt  Siut,  Rteomnbndtd  For  - 

MAP  1753-83 

AR 

01  Nov  85 

AR  AS 

99 

Nov  1983  REV-AV  83  IS 

53GP 

Fotttntrt,  AHoy  StttI,  ERttrnolly  Thrtodtd,  1250  MPA.  750  MPA  Shtor, 

NA  0057-79 

15  Jul  85 

AV 

11 

ProcwMimt  SpMiikolion,  M,lric  -  Jul  79  REV-99  82  IS 

33GP 

Fotttntrt,  Corbon  And  AHoy  StttI  ExttrnoHythrtod  Mttrk  -  31AUG  1984 

ASTM  F588-84A 

AR 

27  Aug  85 

AR  AS 

99 

USER-AT  me  SH  REV-AV  ER  Ml  MC  82  IS  NS 

S3GP 

Fotttntrt,  Exttmolly  A  InttrnoHy  Thrtodtd,  Wothtrt  A  Rivttt,  Conducting  Ttttt 

ASTM  F80848 

.^K 

18  Apr  86 

AR  AS 

99 

To  Ootomino  Th*  Mochonicol  Pro^rlitt  Of  •  14  Jon  88  REV-lt  82  IS 

53GP 

Fotttntrt,  idtntificQtion  Of  -  Jul  59  Vofkht^d  May  $4  REV*IS . . 

NAS  1347-59 

11 

15  Dk  77 

AV  AS 

11 

53GP 

Fotttntrt.  MJ  EittmoHy  Thrtodtd,  Artot  For  Cokvioling  Strttt  Or  Lood  Vahttt 

MA  15M47 

IS 

17  Oct  88 

AR 

99 

For  (Mttrlc  -  1  Jul  87  REV-AV 

S3GP 

Fotttntrt,  Mob  Thrtodtd,  Mttric  Dttign,  Poromtttrt  For  -  Moy  82  REV*AV  IS.. 

NA  015842 

IS 

32  May  88 

ar  as 

99 

33GP 

Fotttntrt,  Mtchonicol,  Glottory  A  Ttrtnt  For  •  (Rtopprovtd  1981)  Vofidotad 

ANSI  81S.12-82R81 

AR 

07  Apr  71 

AR  SH 

99 

Apr  85  REV-AV  AT  82 

53GP 

Fotttntrt,  Mttric,  A<286  Crat,  Exttmolly  Thrtodtd,  1100  Mpo  Ttn^b,  660 

NA  0028-77 

IS 

15  Jul  85 

AV 

99  IS 

Mpo  Shtor,  Procuramtnt  Sptcifkotion  •  Nov  1977  REV*99  82  IS 

S3GP 

Fotftntrt,  Mttrk,  Titonium  AHoy,  Exttmolly  Thrtodtd,  1100  Mpo  Ttntilt,  660 

NA  0007-7S 

IS 

15  Jul  85 

AV 

11  IS 

Mpo  Shtor,  Procurtmtnt  Sptcifkotion  -  Morch  1978  REV>99  82  IS 

53GP 

Fotttntrt,  Mttric,  AHoy  StttI,  ExttmoHy  Thrtodtd,  1100  MPA  TMtilt,  660 

NA  0008-78 

AR 

21  Jon  85 

AR  AS 

99 

MPA  Shtor,  Procurtmtnt  Sptcificotiont  •  Mor  78  REV>AV  ME  82  IS 

S3GP 

Fotftntrt,  Ring  lochtd  Inttrft  And  Studt,  IntfoUotion  And  Rtploctmtnt  Of 

MS-51995C 

AR 

12  Frit  88 

AR  AS 

99 

USER-MI  MC  OS  REV-AT  AV  ER  11  82  IS  NS 

S3GP 

Fotftntrt,  Sertw  Thrtodtd,  OtKrfptivt  Foctor  Symbolt  And  O^tr  Of  Nottt 

MS-17855A 

AS 

19  Jon  88 

AV  AS 

99 

For  Enginttring  Documtntt  For  VoliJotoi/  Apr  S2  REV«82  IS 

S3GP 

Fotftntrt,  TttI  Mtthodt  REV*AR  AV  SH  AS  11  IS  . . . . 

Mll-STD-13121 

AS 

19  Oct  84 

AR  AS 

99 

53GP 

Fottntr  Tttt  Mtthodt  Mtthod  14  Strttt  Dupobility  InttmoHy  Thrtodtd  Fotttntrt 

Mll-STD-1312/14 

AS 

05  Jon  87 

AR  AS 

11 

REV-AV  AS  SH  99  IS 

53GP 

Hok  Prtporoticn  -  Ring  Locktd  Inttrft  And  Studt,  Stondord  Dimtntiont  For 

MS-5I994A 

AR 

12  Fob  88 

AR  AS 

99 

USER-MI  MC  OS  REV-AT  AV  ER  11  82  IS  NS 

53GP 

Holt  PrtporatlonTing  Locktd  Inttrft  And  Studt,  High  Strtngth,  Stondord 

MS-51998A 

AR 

11  Mor  85 

AR  AS 

99 

Dimoniioni  Fof  USER-MC  OS  REV-AT  AV  Ml  11  82  IS 

S3GP 

Idtntificotion  Of  Stondord  Utility  Portt  -  Soitt  A  Nutt  -  Nov  83  REV>AV  82  IS .. 

AIR  3280-83 

AR 

01  Nov  85 

AR  AS 

99 

53GP 

Idtntificotion  Symbolt  For  Atrotpoct  Fotttntr  Monufocturtrt  REV'AR  AS  99  82 

IS 

Invert  And  Stud,  locktd  In  •  Kty  locktd,  Hok  Dimtntiont  For  And  Atttmbly.'Of 

MIL-STD-1291A 

AV 

16  Jon  84 

AV  AS 

11 

53GP 

MS-S183SA 

AR 

25  Nov  70 

AR  AS 

99 

VolidaitJ  Apr  S3  USER-EL  MC  REV-MI  AV  AT  82  IS 

S3GP 

Inttrt,  Sertw  Thrtod  •  Thrtod  Forming  Hok  Dimtntiont  For  And  InttoHotion  Of 

MS-51837 

AR 

05  May  88 

AR  AS 

99 

Valldottd  May  S8  USER-El  MC  REV-AT  AV  Ml  82  IS 

NOTICE  1 

53GP 

Inttrt,  Sertw  ThrtodJocktd  In,  Ring  Locktd,  Strroltd,  Dttign  And  Utogt 

MS-51998 

AR 

10  Moy  88 

AR  AS 

99 

llmitotlont  For  Vofidattd  May  8$  REV>83 

NOTICE  1 

* 

S3GP 

Litting  Of  Fotttntr  Monufocturtrt,  Idtntifkotlon  Symbolt.................................... 

MIL-H08K57 

IS 

33S.p  88 

IS 

53GP 

Nut,  Wing,  Thumb  Sertwt  A  Wing  Sertwt  >  68  (Rtopprovtd  83)  Vo//dbMd.5tp 

ANSI  118.17-88 

AR 

07  Apr  7) 

AR  SH 

99 

83  REV-AT  82 

J3GP 

Rtcttt  •  Torq«ttt,  Dimtntiont  Of  Rtcttt,  Gogt,  And  Drivtr  For  Vatitiotad  Moy 

MS-33781A 

AS 

24  Jun  65 

AR 

99 

82  REV-MI  AV  82  IS 

53GP 

Rtcttt,  High  Torqut  And  Conkol  High  Torqut,dimtntiont  Of  Rtcttt,  Cogt,  And 

MS-33750J 

11 

20  Jun  88 

AV  AS 

Oriv.r  For  REV-AV  Ml  IS 

S3GP 

Rtcttt,  PhiHipt,  Dimtntiont  Of  Rtcttt  And  Gogtt  30  Jun  83  US£R>AS  REV4S .. 

NAS  710042 

REV  1 

AS 

11  Fob  87 

AV  AS 

11 
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53GP 

Screw  &  Wosher  Ai»emblies  •  \  Apr  65  (Rtopproved  83}  Validated  Sep  83 

REV-AT 

ANSI  B18.13-65 

AR 

01  Apr 

71 

AR  SH 

99 

S3GP 

Screw,  Mochlrte,  &  Screw  Nutt,  Mochine,  Slotted  &  Rtcetsed  Head  •  72 
(Reopproved  63)  Validated  Sep  83  REV*AV  Ml  AT 

ANSI  B18.6.3-72 

AR 

22  S.p 

72 

AR  SH 

99 

S3GP 

Spacer  &  Wother,  Procurement  Specification  For  (Metric)  Jut  87  REV*AV  82  .... 

MA  1784-87 

IS 

20  Oct 

88 

AV 

99 

S3GP 

Steel,  Corbon  &  Alloy  Externolly  Threoded  Metric  Pastenert  •  26  Peb  1986 
USER*ME  MC  OS  SH  YD  REV-AV  AT  CR  £R  11  83  IS 

ASTM  F568-88 

AR 

26  Oct 

88 

AR  AS 

99 

33GP 

SI..L  Corbon,  '  uck  Belli  And  Null  -  29  July  1983  REV-82  . 

ASTM  A183.83 

YD 

11  Oct 

85 

ME  YD 

99 

53GP 

Structural  Ponel  FoitenerS'inttollotion  &  Removol  Metbodi  For  M!l*F*85616, 
MIL<M5617  &  Mll-F-85618 

MIL-HDBK  271/106 

AS 

20  Jan 

86 

AV  AS 

11 

•53GP 

Stud,  Bolts,  Hex  Cap  Screws,  Socket  Head  Cap  Screws  &  Nuts  USER>AV  AR 

ME  REV-MC  82  IS 

MIL-S-1222H 

SH 

21  Oct 

86 

SH 

99 

53GP 

Stud,  Locked  In  -  Ring  Locked,  Serrated,  Design  And  Usage  Limitations  For 
Validated  Max  88  USER-MC  OS  REV-MI  AV  AT  11  82  IS 

MS-S1999 

NOTICE  1 

AR 

20  May 

88 

AR  AS 

99 

53GP 

Torq*set,  Recess,  Dimension  Of  Recess,  Goge  8i  Drive,  Metric  -  4  Apr  64 

REV-AV  62  IS 

NA  0025-84 

IS 

22  May 

86 

AR  AS 

99 

53GP 

Wrenching  Configurotion,  Double  Hexagon  (12  Point),  For  Threoded  Fosteners  « 

15  Moy  74  Validated  Apr  83  REV-IS 

AS  870-74 

11 

30  Aug 

77 

AV  AS 

11 

i3GP 

Wrenching  Element,  Externol  Spline,  Dimensions  For  REV-ME  AR  99  82  IS  . 

MS-33787D 

AS 

18  Apr 

84 

AV  AS 

99 

J3GP 

Wrenching  Element,  External  Hexagon,  For  Thread  Fasteners  USER-AT  Ml 

REV-ME  AR  SH  OS  99  82  IS 

MS-21 132A 

AS 

25  Mar 

87 

AV  AS 

It 

5305 

Bolt «  100  Deg  Close  Toleronce  High  Strength  >  30  Dec  81  W/dOD  Exceptions 
REV-IS 

NAS  333THRU340-S1 
REV  11 

AS 

30  Jon 

84 

AS 

11 

L 

•5305 

Bolt  Machine,  12  Point  Head  Heat  Resistant  Steel,  .500-20  NS  USER-MC 

REV-IS 

MS.9038C 

AS 

19  Jun 

87 

AS 

11 

L 

•5305 

Boll  Mochin.,  12  Point  HMd  HmI  Rciiitonl  SImI,  .5525-18  NS  REV-IS . 

MS-9039C 

AS 

19  Jun 

87 

AS 

11 

•5305 

Bolt' Mochine,  12  Point  Heod,  Heot  Rosistont,  .5625-18  AMS  5735  (ASG) 
Validated  Sep  a:  REV-Il  IS 

M5-9224A 

82 

20  Nov 

63 

AS 

99 

L 

•5305 

Boll-MACHINE,  12  Point  Hnd  HMt  Rciiitont  St«l  .4375-20  Nt  USER-MC 

REV-IS 

MS-9037C 

AS 

19  Jun 

87 

AS 

11 

L 

5305 

Bolt-machine,  Steel,  Drilled  12  Point  Head,  ,164(NO,6-36  Cadmium  Plote 

REV-IS 

MS-9192B 

AS 

13  Jul 

87 

AS 

11 

5305 

Bolt-ntachine,  Steel,  Drilled,  12  Point  Head,  .164  (N0.8)-36,  Cadm!  Um  Plote 
REV.IS 

MS-9184A 

AS 

13  Jul 

87 

AS 

99 

L 

5305 

Bolt*mochine,  Steel,  12  Point  Head  ,164  (No.^8)-36,  Block  Oxide  (Inoctive  For 
DESIGN-26  OCT  1972)  REV-IS 

MS-9190B 

AS 

13  Jul 

87 

AS 

11 

1. 

•5305 

RoH-niochin.,  12  Point  H«ad  Hoot  R.iittonb  .250-28,  Amt  5735  (Asg)  (tnoctiv. 

6  April  1967)  (Sm  M>  9557)  REV-IS 

MS-9034B 

AS 

29.  Aug 

86 

AS 

11 

1 

•5305 

Bolt-machine,  12  Point  Head  Heat  Resistant,  .3125-24,  Ams  5735  (Asg) 

(lno<tive-6  Apr  1967)  (See  Ms  9558)  REV-IS 

MS-9035B 

AS 

29  Aug 

86 

AS 

11 

L 

5305 

Botf-mochlne,  12  Point  Heod  Heat  Resistont,  .375-24,  Ams  5735  (Asg)  (Inoctive 

6  Apr  1967)  (See  Ms  9559)  REV-IS 

MS.9036B 

AS 

29  Aug 

86 

AS 

11 

•5305 

Bolt-nwchlne,  12  Point  Heod  Heat  Resistont,  .190  (No.  10)-32,  Ams  5735  (Asg) 
Inoctive  6  Apr  1967(  (See  Ms  9556)  REV-IS 

MS-9033B 

82 

29  Aug 

86 

AS 

11 

E 

5305 

Bolt,  Close  Toleronce,  100  Deg.  Reduced  Head,  ,hi  Torque,  Recess  -  W/dod 
Exception  •  Mar  77  REV-ME  10  IS 

NAS  1767-77 

AS 

05  Dk 

80 

AV  AS 

11 

5305 

Bolt,  Hoovy  H.x-metric  •  26  Apr  79  USER-ME  REV-AV  Ml  ER  MC  IS  NS  . 

ANSI  BI8.3.3.6M-79 

AR 

26  Apr 

79 

AR  AS 

99 

5305 

Bolt,  H«i.y  H«,  M.tric  ■  26  Apr  79  VaUdattd  Apr  85  REV-MI  ER  AV  MC  NS 

IS 

Bolt,  Hex  HmU,  CIom  Toloronc.  Titanium  Alloy  -  25  Jun  80  Validator!  Dtc  84 
REV-IS 

ANSI  B18.2.3.6M.79 

AR 

26  Apr 

79 

AR  AS 

99 

E 

5305 

NAS  1266THRU1270-80 
REV  3 

AS 

30  Jon 

84 

AS 

11 

5305 

Bolt,  Hex  Mead,  Cross  Recess,  Full  Thread,  A-386  Cres,  160  Ksi  Ftu  REV-99  82 

IS 

Bolt,  Mochine  •  Double  Hexogon  Extended  .Wosher  Heod,  Drilled,  PO  Shook 

AMS  5731,  .138-40  UNJF-3A  Validated  Sep  81  REV-AR  11  IS 

MIL-B-87114/4 

AS 

24  Oct 

83 

AV  AS 

11 

5305 

MS-9563A 

AS 

17  Nov 

69 

AV  AS 

99 

5305 

B^t,  Pan  Head,  SeK-locking  Optional  -  31  Jan  1985  REV-IS  . . 

NAS  1218-85 

REV  8 

AS 

29  May 

86 

AS 

It 

5305 

Bolt,  Pon  Heod,  Ribbed  Torq  Set  Recess,  Close  Toleronce,  AHoy  Steel,  l^g 
Thread,  95  KSI  FSU  REV-IS 

MII-B.87114/3B 

AS 

23  Nov 

81 

AV  AS 

11 

5305 

Bolt,  100  Dog.  Fluih  Hnd,  S.lf.|o<kin8  ■  31  JAN  1985  REV-IS . 

NAS  1221-85 

REV  9 

AS 

29  Moy  86 

AS 

11 

E 

5305 

Bolt,  \00  Deg.  Flush  Tension  Heod  (Hi  Torque)  Recess  Alloy  Ste^,  160,000  PSI 
.  Mdr  77  W/DOD  Exceptions  Validated  Mar  84  REV-ME  10  IS 

NAS  583THRU590-77 
REV  10 

AS 

15  Sep 

78 

AV  AS 

11 

5305 

Boll,  100  Dog.  Fluih  HMd,  Alloy  SImI,  160,000  PSI  ■  7  Dm  1984  REV-IS- . 

NAS  583THRU590-84 
REV  11 

AS 

29  May  86 

AS 

11 

5305 

Bolt,  100  Deg.  Reduced  Dome  Heod,  Ribbed  Torq  Set  Recess,  Close  Toleronce, 
AHoy  Steel,  Long  Threod,  95  K&si  F&su 

MII-B-87114/2B 

AS 

23  Nov 

81 

AV  AS 

11 

5305 

Bolt,  100  Deg,  Heod,  Ribbed  Torq  Set  Recess,  Close  Toleronce,  Alloy  Ste^, 

Long  Thread,  95  KS!  FS'J  REV-IS 

MIL-B.871 14/IB 

AS 

23  Nov 

81 

AV  AS 

11 

5305 

B^ts,  Hex^Cap  Screws,  &  Studs,  Stainless  Sted  -  29  Aug  86  REV-ME  IS  . 

ASTM  F593.86 

AR 

06  Oct 

86 

AR  YD 

99 

•5305 

Bolts,  Recess  Drive,  General  Specification  For  Validated  Apr  86  REV-AR  Ml  99 

IS 

MII.B.87114A 

SUPP  1 

NOTICE  1 

11 

11  Apr 

86 

AV  AS 

11 

5305 

Cop  Socket,  Shoulder  &  Set  Screws  Inch  Series  -  4  Jon  82  USER-ME  MC  SH 
REV-CtEA  AT  AV  IS 

ASME  818.3-82 

AR 

14  Jun 

82 

AR 

99 

5305 

Fostener,  Exterhoily  Threaded,  Self-locking  Design  And  Usoge  Limitotions  For 
Validated  Apr  82  REV-MI  99  82  IS 

MS-15981D 

AS 

27  Oct 

67 

AS 

99 

Q 

•5305 

5305 

Fastener^  Externolly  Threod,  250  Deg.  F,  Self  Locking  Element  For  Validated 

Oct  84  USER-ME  YD  REV-MI  EA  AR  OS  SH  99  82  IS 

Recessed,  Ribbed  Torq  Set  Dimensions  Of  Recess,  Goge  &  Driver  For................ 

MIL.F-182400  (1) 

MS-14191D 

AS 

AS 

15  Aug 

31  Jul 

78 

87 

AV  AS 

AS 

99 

5305 

Recesses-cross,  Low  Torque  Drive,  Dimensions  And  Goge  Dintensions  For 

Validated  Sep  81  USER-MC  REV-MI  $A  IS 

MS.9OO6C 

AS 

20  Jun 

63 

AR  AS 

99 

310 
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FSC 

TITLE 

NUMBER 

PREP 
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CUSrODIAN 

5305 

Screw  &  Flol  Fillister,  Drilled  Head,  ,250&20  Valtdaftd  May  32  REV>AV  IS. . 

AN1 15851 

99 

4  Oct 

54 

AV  AS 

99 

5305 

Screw  &  Flat  Fillister,  Drilled  Hfad,  .250&28  Validated  May  8J?REV>AV  IS........ 

■  115900  REV  1 

AN1 15901 

99 

4  Oct 

54 

AV  AS 

99 

5305 

Screw  &  Flat  Fillirler,  Drilled  Heod,  .312Sii18  Vah’daled  May  32  ft£V-MI  IS  . 

■  115950  REV  1 

AN1 15951 

99 

4  Oct 

54 

AS 

99 

5305 

Screw  A  Flat  Fillister,  Drilled  Head,  .3125&24  Validated  May  82  REV*I$ . 

-  11600'J  REV  1 
ANllFDO) 

99 

4  Oct 

54 

AS 

99 

5305 

Screw  A  Flat  Fillister,  Drilled  Head,  .37SA16  Validated  May  82  REV*IS . . 

ANlluOSCREV  1 

AN  115051 

99 

4  Oct 

54 

AS 

99 

5305 

Screw  &  Flat  Fillister,  Drilled  Heod,  .375&24  Validated  May  32  REV-IS..... . 

-  116100  REV  1 
AN116101 

99 

4  Ocl 

54 

AS 

99 

5305 

Screw  &  Flat  Fillister  Head,  Drilled  Shank,  .190&32  Validated  May  32  REV-tS  .. 

■  116150  REV  1 

AN1 15601 

99 

4  Oct 

54 

AS 

99 

5305 

Screw  A  Flat  Fillister  Heod,  Drilled  Shonk,  .2S0A28  Validated  May  82  ftEV>IS  .. 

■  115650  REV  1 
AN115651 

99 

1  Aug 

55 

AS 

99 

5305 

Screw  &  Flat  Fillister  Head,  .I90&32  Validated  May  32  REV-MI  AV  IS . 

•  115700  REV  2 

AN1 15401 

99 

4  Oct 

54 

AV  AS 

99 

5305 

Screw  A  Flat  Fillister  Heod,  .260A28  Validated  May  82  REV'AV  IS . 

•  115450  REV  1 
AN115451 

99 

24  Jul 

63 

AV  AS 

99 

5305 

Screw  A  Flat  Fillister  Head,  .312SA24  Validated  May  82  REV*IS . . . 

-  115500  REV  2 
AN11550I 

99 

4  Oct 

54 

AS 

99 

5305 

Screw  &  Flat  Fillister,  Drilled  Head,  .190&32  Validated  May  32  REV-MI  IS . 

•  1 15550  REV  1 

AN1 15801 

99 

4  Oct 

54 

AS 

99 

5305 

Screw  A  Machine,  Drilled  Fillister  Heod, fine  Threod  Validated  Jal  82  REV*IS  . . 

-  115850  REV  1 

AN502 

AS 

11  Moy 

53 

AV  AS 

99 

5305 

Screw  A  Machine,  Drilled  Fillister  Heod.coorse  Thread  Validated  Apr  62  R£V*MI 

REV  6 

AN503 

AS 

11  May 

53 

AV  AS 

99 

5305 

IS 

Screw  A  Oval  Fillister  Heod,  .112A40  Rev  Validated  May  82  REV*Ml  IS . 

REVS 

AN1 16901 

99 

14  Dec 

54 

AS 

99 

5305 

Screw  &  Oval  Fillister  Heod,  .154>i32  Validated  May  32  REV-MI  AV  IS . 

-  116912  REV  1 

ANl  17001 

99 

14  Dec 

54 

AV  AS 

99 

5305 

Screw  &  Oval  Fillister  Drilled  Head,  .164&32  Validated  May  32  REV-AV  IS  . 

■  117040  REV  1 

ANl  17041 

99 

14  Dec 

54 

AV  AS 

82 

53C5 

Screw  &  Oval  Fillister  Drilled  Head,  .112&40  Validated  May  32  REV-AV  IS  . 

-  117080  REV  1 
AN116913 

99 

14  Dec 

54 

AV  AS 

99 

5305 

Screw  A  Oval  Fillister  Head,  .138A32  Validated  May  82  REV.MI  AV  1$ . 

.  116924  REV  2 

ANl  16925 

99 

14  Dec 

54 

AV  AS 

99 

5305 

Screw  &  Oval  Fillister  Drilled  Head,  .138&32  Validated  De<-33  REV-MI  IS  . . 

•  116960  REV  1 

ANl  16961 

82 

31  Mor 

58 

AV  AS 

99 

5305 

Screw  A  Round  Heod  Machine  (For  Electricol  Use)  REV*MI  IS  . . . . 

.  117000  REV- 2 
ANS08 

82 

23  Mar 

84 

AV 

99 

5305 

Screw  A'Thumb,  Necked  (Supersedes  USAF  DWG.  36A448A  In  Port)  Validated 

REV  A 

AN254 

82 

10  Sep 

82 

AS 

99 

5305 

Jw83 

Screw  -  Externally  Relieved  Body  (Inoctlve)  Validated  Jol  82  REV.IS  . 

REV  3 

AN255 

AS 

15  Apr 

74 

AV  AS 

99 

5305 

Screw  *  Installation  And  limllotions  For  Usage  Of  Threod  Cuttirsg  And  Thread 

REV  5 

MS-33749 

82 

20  Feb 

62 

AR  AS 

99 

5305 

Forming  (Supersedes  And  10087)  Validated  Apr  83  USER>YO  MC  SH  REV.$A 

99  IS 

Screw  -  Mochine,  Slotted  Hex  Head,  .190'32  REV'MI  IS  . . 

MS-9122A 

AS 

28  Feb 

84 

AS 

11 

5305 

Screw  -  Washer  Head  USER-ME  REV-MI  IS  . 

AN525 

82 

29  Jon 

85 

AV  AS 

99 

5305 

Screw  *  \00  Deg.  Flat  Head,  Shoulder  •  15  Sep  75  W/dod  Exceptions  REV-IS  .. 

REV  2 

NAS  1299-75 

AS 

30  Jon 

84 

AS 

11 

5305 

Screw  And  Washer  Assembly,  Relay  Socket  Mounting  Validated  Apr  85 

REV  1 

MS-25332 

AS 

01  Nov 

60 

AS 

99 

5305 

USER-MC  REV-IS 

Screw  Assembly,  Ponel  REV-SH  MC  OS  CG  99 . . . . . . . . . . 

MS-3498C 

AS 

24  Jul 

87 

AV  AS 

11 

5305 

Screw  Flot  Fillister  Head,  Drilled  Shank,  .375*24  (Inoctive  10'26*72)  Validated 

ANl  15751 

11 

26  Ocl 

72 

AV  AS 

11 

5305 

Apr  83  REV-AV  IS 

Screw  Flot  Fillister  Heod,  .375-24  (Inactive  10-26*72)  Validated  Apr  83  REV-99 

•  115800  REV  2 

ANl  15551 

11 

26  Oct 

72 

AS 

11 

5305 

IS 

Screw  Hexagon  heod,  Recessed,  Full  Threod  •  Jun  73  W/DOD  Exception 

•  AN  115600 

NAS  1096*73 

AS 

15  Sep 

78 

AV  AS 

11 

5305 

Validated  Mar  84  RtV-MB  10  IS 

Screw  Machine  Hexogon  Heod  Steel  136*40  UNJF-3A  REV-82  IS  . . 

REV  3 

M5-9449A 

AS 

31  Mor 

86 

AS 

11 

5305 

Screw  Machine  Hexagon  Head  Steel  164*36  UNJF'3A  REV'82  IS  . . . 

MS-9450A 

AS 

31  Mor 

86 

AS 

11 

5305 

Screw  Mochine,  Cres  AMS  5735,  Double  Hexagon  Extended  Wosber  Heod, 

MS-9187C 

AS 

13  Jul 

87 

AS 

11 

5305 

Drilled,  .138*40  (Inoctlve  4  6*67)  REV-lS 

Scrfw.flol-Filllster  Heod^  Drilled  Shonk,  .3125>24.(ln6ctIve-For  Design  26  Oct 

ANl  15701 

11 

26  Ocl 

72 

AS 

11 

5305 

1972)  Validated  Apr  83  REV-lS 

Screw*machine,  Flat  Heod,  82  Degree,  Coorse  Thread  Validated  Jvl  81  REV'MI 

-  115750  REV  2 
AN505 

AS 

17  Feb 

59 

AS 

99 

5305 

IS 

Screw-socket  Head  Cop,  Full  Threod,  A-286  Cres  IKX)  MPA,  Metric  -dec  1979 

REV  3 

NA  0069-79 

IS 

08  Jul 

85 

AV 

99  IS 

5305 

REV.99  82  IS 

Screw,  Cop  Hexogon  Head  (Finished  Hexagon  Bolt),  Alloy  Steel,  Grode  8 

MS-S1488 

AR 

01  Aug 

84 

AR  SH 

99 

5305 

USER-MI  MC  OS  REV'AV  EA  IS  NS 

Screw,  Cop-socket  Head,  Flot  Countersunk,  82  Deg.,  Alloy  Steel,  Codmlum 

MS-24667C 

AR 

28  Ocl 

76 

AR  SH 

5305 

Ploled,  UNC-3A  Validated  Apr  33  USER-ME  WV  AR  OS  YD  AS  REV-AV  AT 

IS 

Screw,  Cap,  Formed  Hex  Heod  metric  •  29  Mor  79  (W/errato  12/80)  Validated 

ANSI  B18.2.3.2M-79 

AR 

29  Mor 

79 

aR  as 

99 

5305 

5305 

Apr  85  REV'AV  MI  ER  MC  NS  IS 

Screw,  Cop,  Hex  Head,  Fully  Threoded  (Metric)  USER-ME  REV-AV  EA  IS  . . . 

Screw,  Cop,  Hex  Head  «  Metric  -26  Apr  79  W/errato  (5/81)  Validated  Apr  85 

OS-51474 

ANSI  B18.2,3.1M-79 

AR 

AR 

12  Aug 
26  Apr 

83 

79 

AR  AS 

99 

311 


FSC  LISTING 
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DATE 

CUSTODIAN 

5305 

Scr*w,  Cop,  HfxoQon  (Finishtd  Htxogon  Bolt),  Head  Drilled  For  Loektog  Wire 

Alloy  Steel,  Grode  8,  UNF-2A  USER-ME  Ml  MC  OS  REV-AV  EA  82  IS  NS 

MS-51478 

AR 

01  Aug  84 

AR  SH 

99 

5305 

Screw,  Cop,  Hexogon,  Socket  Buttort  Head  •  Metric  •  9  Aug  1979  VoHdottd 

Apr  85  REV-ER  AV  Ml  MC  NS  IS 

ANSI  B18.3.4M-79 

AR 

09  Aug  79 

AR  AS 

99 

5305 

Screw,  Cop,  Hexogon  Head  (Finished  Htxogon  Bolt),  Htod  Drilled  For  locking 

Wire,  Alloy  Steel,  Grade  8,  Zinc  Cooted,  UNF>2A,  Plain  oo  SetMockir>g 

USER'AT  MC  YD  REV-AV  ME  OS  11  IS 

MS-18I53D 

AR 

04  Nov  88 

AR  SH 

99 

5305 

Screw,  Cop,  Hoxogon  Heod  (Finished  Hexogon  Bolt),  Steel,  Grode  5  UNr«2A 
USER'ME  Ml  OS  MC  REV-EA  82  NS  IS 

MS-51490 

AR 

01  Aug  84 

AR  SH 

99 

5305 

Screw,  Cop,  Hexogon  Head  (Finished  Hexogon  Bolt),  Heod  Drilled  For  locking 

Wire,  Alloy  Steel,  Grode  8,  Zinc  Coated,  UNC*2A,  Ploin  &  Sel(-lo<inp 

USER.GL  MC  YD  REV-ME  AV  AT  OS  IS 

MS-I8154D 

AR 

04  Nov  88 

AR  SH 

99 

5305 

Screw,  Cop,  Hexagon  Head  (Finished  Hexogon  Bolt),  Steel,  Grod'^  5  U(\C*2A 
USER'MI  ME  MC  OS  REV-EA  82  NS  IS 

MS-51491 

AR 

01  Aug  84 

AR  SH 

99 

5305 

Screw,  Cop,  Hexogon  Heod  (Finished  Hexogon  Bell),  Medium  Carbon  Steel, 

Ploin  Finish  UNC-2A  (Concetled  In  Port  Use  Ms  9072S)  VaUdattd  Mor  82 
USER'AT  MC  OS  REV-SA 

MS-35295B 

AR 

09  Jun  67 

AR  SH 

99 

5305 

Screw,  Cop,  Hexagon  Heod  (Finished  Hexagon  Bolt),  Steel,  Grode  5,  Codmium 
Plated,  UNC-2A  USER-ME  MC  YD  AS  REV-MI  AV  AT  OS  IS 

MS-90725D 

NOTICE  1 

AR 

25  Moy  88 

AR  SH 

99 

5305 

Screw,  Cop,  Hexagon  Heod  (Finished  Hexagon  Bolt),  Steel,  Grade  5,  Codmium 
Ploted,  UNF-2A  USER-AT  MC  YO  REV-AV  ME  Ml  0$  IS 

MS-907268 

NOTICE  1 

AR 

25  Moy  88 

AR  SH 

99 

5305 

Screw,  Cop,  Hexagon  Heod  (Finished  Hexocon  Bolt),  Alloy  Steel,  Ploin  Finish, 
UNF-2A  Conceled  In  Port  Alter  6  June  1967  (Use  MS90727)  Votirhted  Apr 

85  USER'AT  AR  MC  OS  REV-MI 

MS-35302C 

AR 

14  Jun  71 

AR  SH 

99 

5305 

Screw,  Cop,  Hexogon  (Finished  Hexagon  Bolt),  Steel,  Corrosion  Resisting, 
Possivoted,  UNC-2A  USER-AT  YO  MC  REV-MI  AV  OS  IS 

MS-3S3070 

NOTICE  1 

AR 

20  Moy  88 

AR  SH 

5305 

Screw,  Cop,  Hexogon  Heod  (Finished  Hexagon  Bolt),  Steel,  Corrosion  Resisting, 
Passivated,  UNF-2A  Validond  May  SS  USER-GL  AT  YD  MC  REV-ME  Ml  OS 

MS-3S30eE 

NOTICE  1 

AR 

20  Moy  88 

AR  SH 

99 

5305 

Screw,  Cop,  Hexogon  Head  (Finished  Hexogon  Bolt),  Alloy  Steel,  Grode  8,  Zinc 
Cooled.  UNF'2A,  Ploin  &  Self-locking  USER-ME  MC  REV-MI  AV  AT  EA  OS 

MS-90727F 

AR 

04  Nov  88 

AR 

99 

5305 

Screw,  Cop,  Hexagon  (Finish  Hexogort  Bolt),  Alloy  Steel,  Grode  8,  Zznc  Cooted 
Plain  oo  Self-locking,  UNC-2A  USER-ME  OS  MC  YD  REV-Mi  AV  AT  EA  62 

MS-90728G 

AR 

04  Nov  88 

AR 

99 

5305 

Screw,  Cop,  Hexogon  Heod  •  Novol  Bross.  Ploin  Finish,  UNC-2A  VoHdettd  Jon 

81  USER-MI  OS  YO  MC  REV-AV  AT  ME  IS 

MS-35309C 

AR 

12  Dee  74 

AR  SH 

99 

5305 

Screw,  Cop,  Hexogon  Head  (Finished  Hexogon  Bolt),  Heod  Drilled  For  locking 
Wire,  Steel,  Grode  S,  Codmium  Plated,  UNC-2A,  Ploin  And  Self  locking 
VaUdafed  Mar  80  USER-ME  MC  YO  AS  REV-MI  AV  OS  11  IS 

MS-51095F 

AR 

02  Jul  74 

AR  SH 

99 

5305 

Sertw,  Cnp,  Htxogon  HmJ  (Finithtd  Hoxogen  Bolt),  Hood  Orilltd  For  locking 
Wiro,  SImI,  Grodo  5,  Codmium  Flotod,  UNF-SA,  Plain  And  SolMorking 

VaVdaltd  Apr  8S  USER-MC  YO  REV-ME  AV  Ml  OS  IS 

MS-S1096E 

AR 

15  Jun  72 

AR  SH 

99 

5305 

Scrow,  Cop,  Htxogon  Htod  (Finithtd  Htxogon  Bolt),  Htod  Orilltd  For  locking 
Wirt,  StttI,  Corroilon  Rttiiting,  Pottivdttd,  UNC-2A  USER-MC  YO  REV-AV 

Ml  OS  IS 

MS-S10998 

NOTICE  1 

AR 

20  Moy  88 

AR  SH 

99 

5305 

Screw,  Cop,  Hexogon  Heod  (Finished  Hexagon  Bolt),  Shonk'Orilled  For  Cotter 

Pin,  Steel,  Grode  5,  Codmium  Ploted,  UNC-2A  USER-AT  GL  Ml  MC  YD 

REV-ME  AV  IS 

MS-SnOSD 

NOTICE  1 

AR 

20  May  88 

AR  SH 

99 

5305 

Screw,  Cop,  Hexogon  Head  (Finished  Hexogon  Bolt),  Shonk  Drilled  For  Cotter 

Pin,  Steel,  Grade  5,  Cadmium  Ploted,  UNF-2A  Vclidatod  Mor  82  USER-AT  Ml 
MC  YO  REV-AV  ME  OS  IS 

MS-Sn06C 

AR 

01  Moy  69 

AR  SH 

99 

5305 

Sertw,  Cop,  Htxogon  Htod  (Finithtd  Htxogon  Bolt),  Shonk  Drilltd  For  Cotttr 

Pin,  Alloy  StttI,  Grodt  8,  Photphott  Coottd,  UNC-2A  USER-AT  Gl  MC  YD 
REV-AV  OS  IS 

MS-51 1078 

NOTICE  1 

AR 

20  Moy  88 

AR  SH 

99 

5305 

Screw,  Cop,  Hexogon  Heod  (Finished  Hexogon  Boll),  Shonk  Drilled  For  Cotter 

Pin,  Alloy  Steel,  Grade  8,  Phosphate  Cooted,  UNF-2A  USER-AT  MC  YD 

REV-AV  OS  IS 

MS-SnOSB 

NOTICE  1 

AR 

20  Moy  88 

AR  SH 

99 

5305 

Screw,  Cop,  Hexagon  Head  (Finished  Hexagon  Bolt),  Shonk  Drilled  For  Cotter 

Pin,  Steel,  Corrosion  Resisting,  Possivoted,  UNC-2A  Volidatod  Mar  82 

USER-AT  Ml  MC  YD  REV-AV  ME  OS  IS 

MS-5n098 

AR 

01  May  69 

AR  SH 

99 

5305 

Screw,  Cop,  Hexagon  Heod  (Finished  Hexagon  Bolt),. Shonk  Drilled  For  Cotter 

Pin,  Steel,  Corrosion  Resisting,  Possivoted,  UNF-2A  USER-MI  AT  GL  MC  YD 
REV-AV  OS  IS 

MS-5ni08 

NOTICE  1 

AR 

20  Moy  88 

AR  SH 

99 

5305 

Screw,  Cop,  Hexagon  Heod  (Finished  Hexogon  Bolt),  Heod  Drilled  For  locking 
Wire,  Steel,  Corrosion  Resisting,  Passivated,  UNF-2A  Validatad  Apr  83 
USER-MC  YD  REV-AV  Ml  OS  IS 

MS-5n008 

AR 

01  Moy  69 

AR  SH 

99 

5305 

Screw,  Cop,  Hexogon  Heod,  Novol  Brass,  Ploin  Finish,  UNF-2A  Votidatad  Apr 

85  USER-GL  MC  YD  REV-AT  AV  OS  IS 

M$-35310B 

AR 

15  Feb  73 

AR  SH 

99 

5305 

Screw,  Cop,  Hexagon  Heod,  Nickel-copper  Alloy,  Plain  Finish  UNF'2A  Voildottd 
Apr  85  USER-MC  OS  YD  REV-AV  AT-SA  .'S 

MS-3531 1A 

AR 

15  Ftb  73 

AR  SH 

99 

5305 

Sertw,  Cop,  Htxogon  Htod  -  Nicktl  Copptr  Alloy,  Ploin  Finith,  UNF-2A 
(INACTIVE  2-15-73)  Validaltd  Apr  85  USER-ME  Ml  YD  OS  MC  REV-AT  AV 

IS 

Sertw,  Cop,  Slolttd  And  Htxogon  Htod  Voi/doMd  Apr  79  USER-CE  ME  MC 

OS  YD  REV-AV  EA  Ml  AS  8S  82  IS 

M$-35312A 

AR 

15  Feb  73 

AR  SH 

99 

5305 

FF-S-85C  (1) 

/AR 

27  Feb  73 

AR  SH 

99 

5305 

Screw,  Cop,  Socket  Heod,  Squore  160  Ksi,  Uts  VoUdatad  Mor  84, . . 

MS-14188 

AS 

18  Aug  78 

AS 

5305 

Sertw,  Cop,  Socktl-htod  USER-AT  Ml  MC  YD  REV-AV  EA  Ml  SH  82  IS - 

FF-S-86E 

/AR 

29  Moy  87 

AR  SA 

11 

5305 

Screw,  Cop,  Socket  Heod,  Undrilled  And  Drilled,  Plain  And  SeK  locking,  Alloy 
Steel  And  Corrision  Resisting  Steel,  UNRF-3A  -  17  Jon  83  REV-IS 

NAS  1351-83 

REV  7 

AS 

20  Moy  83 

AV  AS 

5305 

Screw,  Cop,  Socket  Heod  *  Hexogon,  Alloy  Steel,  Phosphote,  UNF-3A  (Inoctive 
Use  MS-16998)  Validated  Apr  83  USER-MI  MC  REV-IS 

MS-35460B 

AR 

21  Stp  64 

AR  SH 

99 

5305 

Screw,  Cop;  pocket  Head-  Metric  Series  -  29  Aug  1986  USER-ME  SH  MC  OS 
REV-AT  AV  CR  EA  NS  IS 

ASME/ANSI  81S.3.1M-^R 

25  Ftb  87 

AR  AS 
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FSC  title  number  fhep  date  custodian 

5305  Scftw,  Cop,  Sockfl  Heod  Hexogon,  Alloy  Sloel,  Uncootod,  UNC-3A  (Inoclive  MS-35455B  AR  21  Stp  6d  AR  SH  99 

Uie  MS.16997)  Volidoltd  Apr  S3  USER-ME  MC  REV-MI  99  82  IS 

E  5305  Scraw,  Cop,  Socket  Heod,  Undtilled  And  Drilled,  Ploin  And  SoH  Lodting,  Alloy  NAS  1352-83  AV  20  Moy  83  AS  11 

Steel  And  Corrosion  Resisting  Steel,  UNRC-3A  -  17  Jon  83  REV-IS  REV  7 

5305  Screw,  Cop,  Socket  Heod  -  Hexagon,  Steel,  Corrosion  Resisting,  Possivoted,  MS-3S461B  AR  21  Sep  64  AR  SH  99 

UNC-3A  (Inoclive  Use  MS-1699S)  Validated  Apr  S3  USER-ME  MC  REV-MI 
AS  99  82  IS 

5305  Screw,  Cop,  Socket  Heod  (Metric  Series)  -  18  Fed  82  (V//supplement  6/83)  ASME  B18.3.1M-82  AR  21  Jon  82  AR  AS  99 

USER-ME  OS  SH  MC  REV-MI  CR  EA  AT  IS  NS 

5305  Screw,  Cop,  Socket  Heod  -  Hexagon,  Alloy  Steel,  Uncooted,  UNF-3A  (Inoctive  MS-35456B  AR  21  Sep  64  AR  SH 

Use  MS-16998)  Validated  Apr  S3  USER-MC  REV-MI  99  IS 

5305  Screw,  Cop,  Socket  Heod  (Metric  Series)  -  18  Feb  82  (W/supp  A-83)  ANSI/ASME  B18.3.1M-82*AR  21  Jun  82  AR  AS  99 

USER-ME  OS  SH  MC  REV-EA  AT  AV  Ml  NS  IS 

5305  Screw,  Cop,  Socket  Heod  Hexogon,  Alloy  Steel,  Codmium  Or  Zinc,  UNC-3A  MS-35457B  AR  21  Sep  64  AR  SH 

(Inoctive  Use  MS-t6997)  Validated  Apr  S3  USER-MC  REV-MI  99  IS 

5305  Screw,  Cop,  Socket,  Button  And  Flot  Countersunk  Head,  Alloy  Steel  -  25  April  ASTM  F835-86  AR  03  Jul  86  AR  AS  99 

1986 

5305  Screw,  Cop,  Socket  Heod  -  Hexagon,  Alloy  Steel,  Cadmium  Or  Zinc,  UNF-3A  MS-35458B  AR  21  Sep  64  AR  SH  99 

(Inactive  Use  MS-16998)  Validated  Apr  S3  USER-AV  MC  REV-MI  IS 

5305  Screw,  Cop,  Socket  Heod  -  Hexogon,  Alloy  Steel,  Phosphote,  UNC-3A  (Inoctive  MS-3S459B  AR  21  Sep  64  AR  SH 

Use  MS-16997)  Validated  Apr  S3  USER-MI  ME  MC  REV-99  IS 

5305  Screw,  Cop,  Socket  HeodBihexagon,  Corrosion  Resisting  Steel,  UNC&3A  MS-16995D  AR  12  Jul  74  AR  OS  99 

Validated  Mar  SO  USER-MC  SH  REV-MI  1 1  IS 

5305  Screw,  Cop,  Socket  Heod-hexogon,  Corrosion  Resisting  Steel,  UNF-3A  MS-16996D  AR  12  Jul  74  AR  OS  99 

Validated  Mar  SO  USER-MC  SH  REV-MI  1 1  IS 

5305  Screw,  Cop,  Socket-heod-llot  Countersunk,  82  Degrees  Corrosion  Resisting  MS-24671C  AR  20  Feb  74  AR  SH  99 

Steel,  Unc  -  3A  Validated  Mar  SO  USER-MI  MC  OS  REV-GL  IS 

5305  Screw,  Cop,  Socket  Head  And  Screw,  Cop,  Socket  Heod,  SeK  Locking,  Alloy  MS-16997D  AR  31  Dec  76  AR  AS  99 

Steel,  Codmium  Plated,  UNC-3A  Validated  Apr  S3  USER-YD  REV-MI  AT  AV 
AR  EA  OS  IS 

5305  Screw,  Cop,  Socket  Heod  And  Screw,  Cop,  Socket  Heod,  Sell  Locking, olloy  MS-16998E  AR  31  Dec  76  AR  AS  99 

Steel,  Codium  Plated,  UNC-3A  Validated  Apr  S3  USER-YD  MC  SH  REV-MI 
AV  AT  EA  AR  OS  IS 

5305  Screw,  Cop,  Socket  Head,  Hexagon,  Drilled  Corrosion  Resisting  Steel  MS-24673D  OS  09  Nov  84  AR  OS  99 

(UNF-3A).  USER-V/V  ME  AT  MC  YD  AS  SH  REV-MI  MC  11  IS 

5305  Screw,  Cop,  Socket  Heod,  Hexogon,  Drilled  Corrosion  Resisting  Steel  MS-24674D  AR  09  Nov  84  AR  OS  99 

(UNC-3A).  USER-AT  ME  AS  SH  REV-Ml  MC  11  IS 

5305  Screw,  Cop,  Socket  Heod,  Hexogon,  Drilled  Alloy  Steel,  Codmium  Coaled  MS-24677C  OS  05  Apr  86  AR  OS  99 

(UNC-3A).  USER-ME  REV-IS 

5305  Screw,  Cop,  Socket  Heod,  Hexogon,  Drilled  Alloy  Steel,  Cadmium  Cooled  MS-24676D  OS  05  Mor  86  AR  OS  99 

(UNF-3A).  USER-AV  ME  MC  REV-AT  SA  IS 

5305  Screw,  Cop,  Socket  Heod,  Alloy  Steel,  UNC-3A  USER-ME  Ml  MC  REV-AV  EA  MS-51484  AR  01  Aug  84  AR  SH  99 

OS  82  IS  NS 

5305  Screw,  Cop,  Socket  Heod,  Alloy  Steel,  UNF-3A  USER-ME  Ml  MC  REV-EA  OS  MS-51480  AR  01  Aug  84  AR  SH  99 

82  IS  NS 

5305  Screw,  Coplive,  100  Deg.  Fluth  Heod,  Torq-iel,  Alloy  Steel,  660  Mpo  Sheor,  NA  0127-82  IS  27  Moy  86  AR  11 

Metric  -  5-82  REV-AV  IS 

5305  Screw,  Coplive,  100  Deg  Flush  Heod,  Torq-jel,  A-286  CRES,  660  Mpotheor,  NA  0128-82  IS  27  Moy  86  AR  11 

Metric  -  5-82  REV-AV  IS 

5305  Screw,  Coptive,  100  Deg  Flush  Heod,  Torq-set,  Titanium,  660  Mpo  Shear,  NA  0129-82  IS  27  Moy  86  AR  11 

Metric  -  Moy  82  REV-AV  IS 

5305  Screw,  Coptive,  Pan  Heod,  Torq-set,  Alloy  Steel,  660  Mpo  Shear,  Metric  -  May  NA  0130-82  IS  27  Moy  86  AR  11 

82  REV-AV  IS 

5305  Screw,  Captive,  Pan  Head,  Torq-set,  A-286  CRES,  660  MPA  Sheor,  Metric  -  NA  0131-82  IS  27  May  86  AR  II  IS 

May  1982  REV-AV  IS 

5305  Screw,  Coptive,  Pon  Head,  Torq-set,  Tilonium,  660  Mpo  Shear,  Metric  -  Moy  NA  0132-82  IS  27  May  86  AR  11 

82  REV-AV  IS 

5305  Screw,  Close  Toleronce,  100  Deg.  Reduced  Crown  Head,  Torq-set,  Alloy  Steel,  NA  0123-80  IS  27  May  86  AR  11 

660  Mpo  Shear,  Metric  -  Jul  1980  REV-AV  IS 

5305  Screw,  Close  Toleronce,  100  Deg  Reduced  Crown  Head,  Torq-set,  A-286  Cres,  NA  0124-80  IS  27  May  86  AR  11 

660  Mpo  Shear,  Metric  REV-AV  IS 

5305  Screw,  Close  Toleronce,  1(X)  Deg  Reduced  Crown  Heod,  Torq-set,  Titonium,  660  NA  0125-80  IS  27  May  86  AR  11 

Mpo  Shear,  Metric  -  Jul  1980  REV-AV  IS 

5305  Screw,  Close  Toleronce,  100  Deg.  flush  Heod,  Torq-set,  Alloy  Steel,  750  MPA  NA  000060-80  IS  08  Jul  85  AV  11  IS 

Sheor,  METRIC  -  Jon  1980  REV.99  IS 

5305  Screw,  Close  Toleronce,  100  Deg.  Flush  Heod,  Torq-set,  Alloy  Steel,  750  MPA  NA  0060-80  IS  08  Jul  85  AV  99  IS 

Shear,  Metric  -  Jon  1980  REV-99  82  IS 

5305  Screw,  Close  Toleron'e,  Pon  Head,  Torq-set,  A-286  Cres,  660  MPA  Sheor,  NA  0046-78  IS  08  Jul  85  AV  99  IS 

Metric  -  Oct  1978  REV.99  82  IS 

5305  Screw,  Close  Toleronce,  Pan  Heod,  Torq  Set,  Alloy  Steel,  660  Mpo  Sheor,  NA  0035-78  IS  08  Jul  85  AV  99 

Metric  -  Jun  78  REV.82 

5305  Screw,  Close  Toleronce,  Pon  Heod,  Torq-set,  Titonium  Alloy,  660  MPA  Sheor,  NA  0047-78  IS  08  Jul  85  AV  11  IS 

Metric  -  Oct  1978  REV.99  IS 

I  5305  Screw,  Collar,  12-POINT,  External  Wrenching  Unified  Coorse  Threod,  Closs  3A  MIL-S-24240/3  SH  30  Dee  66  SH 

Validated  Jul  SI  REV-IS 

L  5305  Screw,  Collar,  12-POINT,  External  Wrenching  Unified  Fine  Threod,  Close  3A  MIL-S-24240/4  SH  30  Dee  66  SH 

Validated  Jul  SI  REV-IS 

5305  Screw,  Drive,  Round  Heod,  Type  U,  Steel,  Corbon,  Codmium  Ploted  Validated  MS.21318A  AR  13  Oct  65  AR  99 

Apr  SS  USER-ME  REV-MI  AV  IS 

5305  Screw,  Dual  Wrenching,  Hex  Head/TORQ-SET,A.286  Cres,  Full  Threod,  1100  NA  0067-79  IS  08  Jul  85  AV  99  IS 

MPA,  Metric  -  Dec  1979  REV.99  82  IS 

5305  Screw,  Externolly  Relieved  Body,  Flot  Countersunk  Heod,  100  Deg,  Cross  MS-S1494  AR  10  Jul  84  AR  99 

Recessed  USER-AT  Ml  MC  REV-AV  EA  82  IS 
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S305 

Screw,  Externolly  Relieved  Bod/*  Fillister  Heod  USER-MI  MC  REV*AT  AV  82  IS.. 

MS-S1495 

AR 

10  Jul 

84 

AR 

99 

S305 

Screw,  Externoll/  Relieved  Bod/  REV-IS  . . . . . . . 

MS-350S7B 

AS 

28  Jun 

82 

AS 

99 

5305 

Screw,  Externol/  Relieved  Bod/«  Ponheo  D,  Cross-recessed,  Corroston&resisting 
Steel,  UNC-2A  Valldafed  Apr  8S  USER-MI  ME  OS  REV-EA  AV  AT  IS 

MS-S1896A 

AR 

21  Jul 

83 

AR  AS 

99 

5305 

Screw,  Eye  Validaled  Apr  S3  USER-AV  ME  MC  YD  REV-AT  IS . 

FF-S-88B 

/AR 

29  Jun 

77 

AR 

99 

5305 

Screw,  Eye,  Steel  Or  8ra»  Volidattd  Mor  80  USER-WV  AT  AV  MC  AS 

REV-ME  IS 

MS-3S646B 

AR 

22  Mar 

74 

AR 

99 

5305 

Screw,  Foiring  Washer,  AssembI/,  6AL-4V  Titonium  Alloy,  Torq-set,  Full  Threod, 
nOOMPA  Tensile,  Metric  -  Jul  1984  REV-AV  IS 

NA  0160-84 

IS 

27  May 

86 

AR 

11 

5305 

Screw,  Foiring  Washer,  Assembly,  Alloy  Steel,  Torq-set,  Full  Threod,  1100MPA, 
Tensile,  Metric  •  Jul  84  REV-AV  IS 

NA  0159-84 

IS 

27  May 

86 

AR 

11 

5305 

Screw,  Heovy  Hex  Heod  -  Metric  ■  26  Mar  79  Vatidaf^/  Apr  85...,. . . . 

ANSI  B1S.3.3.3M-79 

AR 

26  Mor 

79 

AR  AS 

99 

5305 

Screw,  Hex  Flange  Heod  •  Metric  •  17  Moy  79  USER-ME  AT  REV-ER  Ml  AV. . 

ANSI  B1S.2.3.4M-79 

AR 

17  May 

79 

AR  AS 

99 

5305 

Screw,  Hex  Heod/torq  Set,  Titonium,  Full  Thread,  1100  Mpo,  Metric  >  Nov  80 
REV-99  82  IS 

NA  0113-80 

IS 

08  Jul 

85 

AV 

99 

5305 

Screw,  Hex  Heod/torq  Set,  Alloy  Steel,  Full  Thread,  1100  Mpo,  Metric  -  Nov 

80  REV.99  IS 

NA  0114-80 

IS 

08  Jul 

85 

AV 

11 

5305 

Screw,  Hex  Head,  Phillipi  Recess,  Full  Thread,  A-365  CRES,  160,000  PSI  Tensile 
■  Mar  77  W/DOD  Exceplians  USER-ME  REV-ME  10  IS 

NAS  1802-77 

REV  1 

AS 

05  D.C 

80 

AV  AS 

11 

5305 

Screw,  Hex  Head,  Phillips  Recess,  Full  Thread,  Alloy  Steel.  160,000  Psi  Tensile  ■ 
W/dod  Exception  -  Mor  77  REV-ME  10  IS 

NAS  1801-77 

AS 

05  Otc 

80 

AV  AS 

11 

5305 

Screw,  Hexogon  Socket  Flat  Countersunk  Head  Cop  (Metric  Series)  USER-ME 

SH  MC  OS  REV-AV  AT  EA  CR 

ASME  B18.3.5M-83 

AR 

20  Ocl 

83 

AR  AS 

99 

5305 

Screw,  Hexogon  Socket  Flat  Countersunk  Head  Cap  (Metric  Series)  -  8  Apr 

1983  REV-AV  AT  EA  CR  IS 

ASME  BI8.35M-83 

AR 

20Ocl 

83 

AR  AS 

99 

5305 

Screw,  instrument  •  Filister  Heod  Validated  Dec  82  REV-IS. . . . . . 

MS-21268A 

82 

31  Ocl 

63 

AR  SH 

99 

5305 

Screw,  Instrument  •  100  Deg  Flat  Head  Validated  Dec  82  REV-IS . . . . 

MS-21270A 

82 

31  Ocl 

63 

AR  SH 

99 

5305 

Screw,  Instrument  -  Binding  Heod  Validated  Dec  82  REV-IS . . . 

MS-21271A 

82 

31  Ocl 

63 

AR  SH 

99 

5305 

Screw,  Machine  •  Double  Hexogon  Extended  Washer  Head,  Pd  Shank,  Steel 

Ams  6322,  Codmium  Ploted,  .138-40  UNjF-3A  Validated  Oct  83  REV-99  11 

ms-9912 

AS 

15  Aug 

69 

AS 

99 

5305 

Scrtvr,  Mochine  •  80  Deeg.  And  100  Deg.,  Flat  Countersunk  Heod,  Slotted, 

Plastic  (Nylon)  USER-OS  MC  REV-AV  Ml  SA  IS 

MS-1821 1A 

NOTICE  1 

AR 

20  Moy 

88 

AR  SH 

99 

5305 

Screw,  Machine  •  Flat  Fillister  Head,  Full  Thread  Torq  Set  •  15  Moy  1986 

USER-AS  REV-IS 

NAS  1101-86 

REV  7 

AS 

11  F.b 

87 

AV  AS 

11 

5305 

Screw,  Machine  •  Steel,  Hexagon  Heod,  Slotted,  UNF-2A  And  UNC-2A  REV-AT 

AV  Ml  ME 

MS-51849A 

AR 

15  Ocl 

87 

AR  SH 

99 

5305 

Screw,  Mochine  •  Double  Hexogon  Extended  Washer  Heod,  Pd  Shonk,  Steel 

Ams  6322,  Codmium  Ploted,  .164-36  UNJF-3A  Validaled  Oct  83  REV-99  11 

MS-9913 

AS 

15  Aug 

69 

AS 

99 

5305 

Screw,  Machine  •  Pan  Head,  Structurol,  Cross  Recessed  Validated  Oc*  85 

USER-ME  REV-MI  AV  IS 

MS-27039 

82 

24  May 

62 

AR  AS 

99 

5305 

Screw,  Machine  -  Flot  100  Degree  Heod,  Full  Thr;,od  Torq  Set  -  15  Moy  86 
USER-AS  REV-IS 

NAS  1 102-86 

REVS 

AS 

11  F«b 

87 

AV  AS 

11 

5305 

Screw,  Machine  «  Double  Hexagon  Extended  Wosher  Heod,  Drilled,  Full  Shonk, 
Steel  Ams  6322,  Codmium  Plated,  .138-40  UNJF-2A  Validated  Oct  83 

USER-CG  MC  REV.99  11 

MS-9939 

AS 

30  D.C 

70 

AS 

99 

5305 

Screw,  Machine  -  Steel,  Ams  6304,  Diffused  Nickel  Codmium  Ploted,  Hexogon 
Head,  Drilled,  .138-40  UNJF-3A  (Inactive  12-13-72)  Validated  Oct  83 

MS-9438A 

AS 

13  0«c 

72 

AS 

5305 

Screw,  Mochine  •  Double  Hexagon  Extended  Wosher  Heod,  Drilled,  Pd  Shonk, 
AMS5731,  Silver  Ploted,  .138-40  UNJF-SA  REV-AR  82  IS 

MS.9572A 

AS 

21  Dec 

83 

AV  AS 

99 

5305 

Screw,  Machine  •  Hexogon  Heod,  PD  Shonk,  Titonium  AMS  4967,  .138-40 
UNJF.3A  REV.99 

MS-9631B 

82 

15  Aug 

84 

AS 

99 

5305 

Screw,  Mochine  •  Double  Hexagon  Extended  Washer  Heod,  Drilled,  Pd  Shonk, 
AMS5731,  Silver  Plated,  ,164-36  UNJF-3A  Validated  Sep  81  REV-AR  11  IS 

MS.9573A 

AS 

17  Noy 

69 

AV  AS 

99 

5305 

Screw,  Machine  •  Double  Hexogon  Extended  Washer  Heod,  PD  Shonk,  AMS 

5731,  ,138-40  UNJF-3A  REV-AR  11  IS 

MS-9554A 

AS 

22  Moy 

86 

AV  AS 

99 

5305 

Screw,  Mochine  •  Double  Hexogon  Extended  Wosher  Head,  Drilled,  AMS  5731, 
.164-36  UNJF-3A  Validated  Sep  81  REV-AR  11  IS 

MS-9564A 

AS 

17  Nov 

69 

AV  AS 

99 

5305 

Screw,  Machine  *  Hexagon  Head,  PD  Shonk,  Titonium  AMS  4967,  .164-36 
UNJF.3A  REV.99 

MS-9632B 

AS 

15  Aug 

84 

AS 

99 

5305 

Screw,  Mochine  >  Double  Hexogon  Extended  Wosher  Head,  Drilled,  Full  Shonk, 
Steel  Ams  6322,  Codmium  Plated,  .164-36  UNJF'3A  Validaled  Oct  83 

USER-MC  CG  REV-99  11 

MS-9940 

AS 

30  Dec 

70 

AS 

99 

5305 

Screw,  Mochine  -  Double  Hexagon  Extended  Washer  Heod,  Full  Shonk,  Steel 

Amt  6322  Codmium  Ploted,  .138-40  UNJF-3A  Validated  Oct  83  USER-MC 

CG  REV.99  11 

MS-9930 

AS 

30  Dec 

70 

AS 

99 

5305 

Scriw,  Mochin.  ■  Doubit  H.xogon  ExLnd.d  Waih.r  Htod,  Full  Shank,  SimI 

Ami  6322,  Codmium  Ploltd,  ,164-36  UNJF-3A  Volidattd  Oct  83  USER-CG 

MC  REV-99  11 

MS-9931 

AS 

30  Dec 

70 

AS 

99 

5305 

Screw,  Mochine  -  Hexogon  Heod,  Drilled,  1  Ho’e,  Full  Shonk,  Titonium  AMS 

4967,  .138-40  UNJF-3A  USER-MI  AR  REV-99 

MS-96406 

AS 

09  Nov 

84 

AV  AS 

99 

5305 

Screw,  Mochine  -  Hexogon  Head,  Drilled,  1  Hole,  Full  Shonk,  Titonium  AMS 

4967,  .164-36  UNJF.3A  USER-MI  AR  REV.99 

MS-9641B 

AS 

09  Nov 

84 

AV  AS 

99 

5305 

Screw,  Mochine  -  Hexogon  Heod,  Full  Shonk,  Ami  5643,  .136-40  UNJF'3A 

REV-99  IS 

MS-9781B 

AS 

09  Nov 

84 

AV  AS 

99 

5305 

Screw,  Mochine  •  Hexogon  Heod,  Drilled,  1  Hole,  Full  Shonk,  Ami  5643, 

.164-36  UNJF.3A  REV.99 

MS-9793B 

AS 

31  Ocl 

84 

AV  AS 

99 

5305 

Screw,  Mochine  •  Hexogon  Heod,  Full  Shonk,  Titonium  Ams  4967,  .138*40 
UNJF.3A  USER-MI  AR  REV.99 

MS-9649B 

AS 

09  Nov 

84 

AV  AS 

99 

5305 

Screw,  Mochine  •  Double  Hexogen  Extended  Wosher,  Drilled,  Amt  5708, 

.164-36  UNJF.3A  Validated  Oct  83  REV-11 

MS-9704 

AS 

27  Aug 

71 

AS 

99 

5305 

Screw,  Mochine  •  Hexogon  Heod,  Full  Shonk,  Titanium  Ami  4967,  .164-36 
UNJF.3A 

MS-9650B 

AS 

09  Nov 

84 

AV  AS 

99 

314 


FSC  LISTING 


DOCUMENi 


FSC 

TITLE 

NUMBER 

PREP 

DATE 

CUSTODIAN 

5305 

Screw,  Machine  •  Hexogon  Head,  Pd  Shonk,  Ami  5643  .164'36  UNJF*3A 

REV.99 

MS-9804B 

AS 

31  Oct 

84 

AV  AS 

99 

5305 

Screw,  Machine  •  Hexagon  Heod,  Drilled,  \  Hole,  Pd  Shank,  Ami  5643,  .138*40 
UNJF-3A  REV.99 

MS-98UB 

AS 

31  Ocl 

84 

AV  AS 

99 

5305 

Screw,  Mochine  •  Hexagon  Heod,  Drilled,  \  Hole,  Pd  Shonk,  Ami  5643,  .164*36 
UNJF.3A  REV.99 

MS-9815B 

AS 

31  Oel 

84 

AV  AS 

99 

5305 

Screw,  Mochine  •  Hexogon  Head,  Drilled,  1  Hole,  Full  Shonk,  Ami  5731, 

.164*36  UNJF.3A  REV*MI  AR  IS 

MS-9499C 

AS 

23  Nov 

84 

AV  AS 

99 

5305 

Screw,  Mochine  >  Double  Hexagon  Extended  Woiher  Heod,  Pd  Shonk,  Crei 

Ami  5643,  .138*40  UNJF.3A  Validated  Oct  $3  REV.99  11 

MS-9730 

AS 

03  Mor 

59 

AS 

99 

5305 

Screw,  Mochine  -  Double  Hexogon  Extendeded  Woiher  Heod,  Pd  Shonk,  Crei 

Ami  5643,  .164*36  UNJF.3A  Validated  Oct  83  REV.99  11 

MS-9731 

AS 

03  Mor 

59 

AS 

99 

5305 

Screw,  Mochine  >  Double  Hexogon  Extended  Woiher  Heod,  Drilled,  Pd  Shonk, 

Crei  Ami  5643,  .138*40  UNJF.3A  Validated  Oct  83  REV.99  11 

MS-9739 

AS 

03  Mor 

59 

AS 

99 

5305 

Screw,  Mochine  >  Double  Hexagon  Extended  Woiher  Heod,  Drilled,  Pd  Shonk, 

Crei  Ami  5643,  .164*36  UN.'F-3A  Validated  Oct  83  REV.99  11 

MS-9740 

AS 

03  Mor 

59 

AS 

99 

5305 

Screw,  Machine  •  Double  Hexogon  Extended  Woiher  Heod,  Pd  Shonk,  Titanium 
Ami  4967  .138*40  UNJF-SA  Validated  Oct  83  REV*99  11 

MS-9748 

AS 

03  Mor 

59 

AS 

99 

5305 

Screw,  Machine  *  Double  Hexogon  Extended  Woiher  Heod,  Pd  Shonk,  Titanium 
Ami  4967,  .164*36  UMJF.3A  Validated  Oct  83  REV.99  11 

MS-9749 

AS 

03  Mor 

59 

AS 

99 

5305 

Screw,  Mochine  >  Double  Hexogon  Extended  Woiher  Head,  Drilled,  Pd  Shonk, 
Titanium  Ami  4967,  .138*40  UNJF.3A  Validated  Oct  83  REV.99  11 

MS-9757 

AS 

03  Mor 

59 

AS 

99 

5305 

Screw,  Machine  -  Double  Hexogon  Extended  Woiher  Heod,  Drilled,  Pd  Shonk, 
Titonium  Ami  4967,  .164*36  UNJF-SA  Validated  Oct  83  REV.99  11 

MS-9758 

AS 

03  Mor 

59 

AS 

99 

5305 

Screw,  Machine  Drilled  FiHiiter  Heod,  Slotted,  Corbon  Steel,  UNC.2A  Validated 
Mar  80  USER*AV  MC  YD  REV-MI  AR  ME  AS  IS 

MS-35265C 

AR 

05  Mor 

74 

AR 

99 

5305 

Screw,  Mochine  Double  Hexagon  Extended  Woiher  Head,  Drilled,  Ami  5616, 
.138*40  Unjf  3A  Validated  Oct  83  REV.99  11 

MS-9892 

AS 

21  Apr 

59 

AS 

99 

5305 

Screw,  Machine  Drilled  fillliter  Head,  Slotted,  Aluminum  Alloy,  UNC.2A 

Validated  May  88  USER-AV  MC  REV*MI  SA  IS 

MS-35277B 

NOTICE  1 

AR 

20  Mo, 

88 

AR 

99 

5305 

Screw,  Machine  Double  Hexogon  Extended  Woiher  Heod,  Drilled,  Amt  5616, 
.164*36  UNJF.3A  Validated  Oct  83  REV.99  11 

MS-9893 

AS 

21  Apr 

69 

AS 

99 

5305 

Screw,  Machine  Flot  Counleriunk  Heod,  82  Deg.,  Cron  Receiied,  Broil,  Block 
Chemicol  Finiih,  UNC.2A  USER*MC  YD  SH  AS  REV-MI  AT  EA  ME  AV  IS  IS 

MS-35198C 

NOTICE  1 

AR 

20Moy 

88 

AR 

99 

5305 

Screw,  Machine  Flot  Counleriunk  Head,  82  Deg,,  Groii  Receiied,  Corroiion 
Reiiiting  Steel,  UNF.2A  Validated  May  88  USER-AR  YD  SH  OS  MC  REV-MI 

AV  EA  AT  IS 

MS-519508 

NOTICE  1 

AR 

20  May 

88 

AR 

99 

5305 

Screw,  Mochine  Flot  Counleriunk  Head,  82  Deg.,  Croii*receiied,  Aluminum 

Alloy,  Anodiied,  UNC.2A  Validated  May  88  USER-MC  AS  SH  YD  REV-ME 

Ml  AT  EA  AV  IS 

MS-35202C 

NOTICE  1 

AR 

20  May 

88 

AR 

99 

5305 

Screw,  Mochine  Pon  Heod,  Cron  Receiied,  Aluminum  Alloy,  UNC*2A  USER'AR 

AT  Ml  MC  REV.AV  EA  IS 

MS-35218B 

NOTICE  1 

AR 

20  May 

88 

AR  SH 

99 

5305 

Screw,  Machine  Pan  Head,  Cron  Recened,  Bron,  UNC.2A  USER.ME  AT  CR 

MC  SH  REV*EA  AV  IS 

MS-35214D 

AR 

31  Dec 

87 

AR  YD 

82 

5305 

Screw,  Machine  Steel  AMS  6322,  Cadmium  Plote,  Hexogon  Heod,  .138*40 
UNJF.3A 

MS-9515C 

AS 

22  Moy 

85 

AV  >S 

99 

5305 

Screw,  Mochine  Steel  AMS  6322,  Cadmium  Plate,  Hexogon  Heod,  .164*36 
UNJF.3A 

MS-9517C 

AS 

22  May 

85 

AV  AS 

99 

1 

5305 

Screw,  Mochine  Steel  Ami  6322,  Block  Oxide,  Drilled,  1  Hole,  Hexogon  Heod, 
.164*36  UNJF.3A  (Inoctive  10*26*72)  Validated  Oct  83  REV*IS 

MS-9293A 

AS 

25  Oct 

72 

AS 

1 

5305 

Screw,  Machine  Steel  Ami  6322,  Block  Oxide,  Hexagon  Heod,  .164*36 

UNJF.3A  (Inactive  10*26*72)  Validated  Oct  83  REV-IS 

MS-9282A 

AS 

25  Oel 

72 

AS 

1 

5305 

Screw,  Machine  Steel  Ami  6322,  Block  Oxide,  Hexagon  Heod,  .138*40 

UNJF.3A  (Inoctive  For  Deitgn  26-10-72)  Validated  Apr  84  REV-IS 

MS-928)A 

AS 

25  Ocl 

72 

AS 

5305 

Screw,  Mochine  Steel  AMS  6322,  Codmium  Plote,  Drilled,  1  Hole,  Hexogon 

Heod,  .138*40  UNJF-SA  REV.82 

MS-9527 

AS 

21  Dec 

83 

AV  AS 

99 

5305 

Screw,  Mochine  Steel  AMS  6322,  Codmium  Plote,  Drilled,  1  Hole,  Hexogon 

Heod,  .164.36  UNJF-SA  Validated  Oct  83  REV-11 

MS-9528 

AS 

02  Feb 

58 

AV  AS 

99 

5305 

Screw,  Mochine&pon  Heod,  Cron&recened,  Bron,  Block  Oxide,  UNF8i2A 

USER-AT  MC  SH  REV-ME  AV  EA  IS 

MS-35215C 

AR 

31  Dec 

87 

AR  YD 

82 

5305 

Screw,  Mochine&pon  Heod,  Cron&recened,  Aluminum  Alloy,  Anodized, 

UNF&2A  Validated  May  88  USER-AV  AR  MC  REV-ME  MI  SA  IS 

MS-352198 

AR 

20  May 

88 

AR  SH 

99 

1 

5305 

Screw^  Mochine&steel  Ami  6304,  DIHuied  Nickehcodmium  Plote,  Double 

Hexagon  Extended  Woiher  Head,  Drilled,  .164*36  UNJF*3A  Validated  Oct  83 
REV.IS 

MS-9215 

AS 

10  Dec 

53 

AS 

1 

1 

5305 

5305 

Screw,  Mochine&iteef,  Slotted  Hexagon  Heod,  .190&32,  Ni&cod  Plote 

Validated  Oct  83  REV-IS 

Screv/,  Mochine&iteel,  Slotted  Hexagon  Heod,  .250&28  Ni&cod  Plate  Validated 
Oct  83  REV-IS 

MS-9315 

MS-9317 

AS 

AS 

15  Moy 

15  May 

50 

50 

AS 

5305 

Scre^,  MtCchMiS'  Crei  AAiS  5731,  IleAcgon  Heod,  Cti'led,  1  Hole,  t3S**10 
UNJF.3A  Validated  Oct  83  REV-MI  AR  11  IS 

;.‘.S-949SA 

AS 

17  Nsv 

59 

AV  AS 

99 

1 

5305 

Screw,  Mochine*CRES  Double  Hexogon,  Extended  Woiher  Head,  .138*40 

REV-IS 

MS-9177B 

AS 

31  Mar 

88 

AS 

5305 

Screw,  Mochine*crei,  Double  Hexogon  Extended  Woiher  Heod,  164*36  (Inoctive 
For  New  D^iign)  REV*1S 

MS-9I78B 

AS 

13  Jul 

87 

AS 

99 

1 

5305 

5305 

Screw,  Mochint'cres  Ami  5731,  Hexogon  Heod,  ,138*40  UNJF'3A  Validated 

May  82  REV-IS 

Screw,  Mochine*crei  Ami  5731,  Hexagon  Head,  .164-36  UNJF'3A  Validated 

May  82  REV-MI  AR  IS 

/\S-94e7A 

MS-9488A 

AS 

AS 

17  Nov 

17  Nov 

59 

59 

AS 

AV  AS 

5305 

Screw,  Mochine*crei,  Double  Hexogon  Extended  Woiher  Head,  Drilled,*  164*36 
REV.IS 

MS-9188B 

AS 

13  Jun 

88 

AS 

99 

5305 

Screw,  Mochine*dril(ed  Fiiliiter  Head,  Slotted,  Corbon  Steel,  Codmium  Plated, 
UNF.2A  Validated  May  88  USER-AV  MC  YD  SH  OS  REV-MI  ME  <5 

MS-35255C 
NOTICE  1 

AR 

20  Moy 

88 

AR 

99 
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5305 

S<:rew,  Machine>double  Hexogon  Extended  Washer  Head,  Corrosion  &  Heot 
Resislan)  Steel,  ,164-36  UNJF.3A  REV-AR  11  82  IS 

MS.9555C 

AS 

06  Nov 

86 

AV  AS 

99 

5305 

Screw,  Mochine-drilled  Fillister  Head,  Slotted,  Bross,  Block  Chemicol  Finish, 

UNC-2A  USER-MC  YD  SH  REV-MI  ME  AV  AT  IS 

MS-35273C 

NOTICE  1 

AR 

20  Moy 

88 

AR  AS 

99 

5305 

Screw,  Machine-double  Hexagon,  Extended  Washerheod,  Corrosion  And  Heot 
Resistant  Steel,  138  40  UNJFA-3A  REV-82  IS 

MS-9694A 

AS 

24  Feb 

86 

AV  AS 

99 

5305 

Screw,  Mochine-drilled  Fillister  Head.  Slotted,  Bross,  Block  Oxide  Finish, 

UNF-2A  USER-MC  SH  YD  REV-ME  Ml  EA  AT  IS 

MS-35274C 

NOTICE  1 

AR 

20  May 

88 

AR  AS 

99 

5305 

Screw,  Machine-double  Hexagon  Extended  Washer  Head,  Drilled,  Pd  Shonk, 

Steel  Ams  6322,  Cadmium  Plated  .138-40  UNJF-3A  Validated  Oct  83  REV-99 

11 

Screw,  Mochine-drilled  Fillister  Heod,  Slotted,  Corrosion  Resisting  Steel, 

Passivoled,  UNC-2A  USER-MC  YD  SH  REV-MI  ME  AT  EA  AV  IS 

MS-9921 

AS 

15  Aug 

69 

AS 

99 

5305 

MS-3S275B 

NOTICE  1 

AR 

20  Moy 

88 

AR  AS 

99 

5305 

Screw,  Machine-double  Hexagon  Extended  Washer  Head,  Ams  5616,  .164-36 
UNJF.3A  Validated  Oct  83  REV.99  1 1 

MS-9884 

AS 

03  Mor 

69 

AS 

99 

5305 

Screw,  Mochine-double  Hexagon  Extended  Wosher  Head,  Dri'led,  Pd  Shonk, 

Steel  Ams  6322,  Codium  Plated  .164-36  UNJF-3A  Validated  Oct  63  REV-99 

11 

Screw,  Machine-double  Hexogon  Extended  Wosher  Head,  Ams  5616,  .138-40 
UNJF-3A  Validated  Oct  83  REV-l  1 

MS-9922 

AS 

15  Aug 

69 

99 

5305 

MS-98B3 

AS 

03  Mar 

69 

AS 

99 

5305 

Screw,  Mochine-double  Hexagon,  Extended  Washer  Head,  Corrosion  Andheot 
Resistant  Steel,  164-36  UNJF-3A  REV.82  IS 

MS -9695 A 

AS 

24  Feb 

86 

AV  AS 

99 

5305 

Screw,  Mochine-douLe  Hexogon,  Extended  Wosher  Heod,  Drilled,  Corrosion 

And  Heat  Resistant  Steel,  .138-40  UNJF-3A  RbV-82  IS 

MS-9703A 

AS 

24  Feb 

86 

AV  AS 

99 

5305 

Screw,  Machine-double  Hexogon,  Extended  Washer  Head,  Drilled,  Silver  Ploted, 
Corrosion  &  Heot  Resistant  STEEL..138-40  UNJF-3A  REV-99  11 

MS-9712A 

AS 

24  Feb 

86 

AV  AS 

99 

5305 

Screw,  Machine-double  Hexagon,  Extended  Wosher  Head,  Drilled,  Silver  Plated, 
Corrosion  &  Heot  Resistant  Steel,  .164-36  UNJF'3A  REV-99  It 

MS-9713A 

AS 

24  Feb 

86 

AV  AS 

99 

5305 

Screw,  Mochine-fiot  Countersunk  Head  82  Deg.,  Cross-reccssed,  Brass,  Block 
Chemical  Finish,  UNF-2A  USER-AR  MC  YD  SH  AS  REV-AT  Ml  AV  EA  IS 

MS-35199B 

NOTICE  1 

AR 

20  May 

88 

AR 

99 

5305 

Screw,  Machine-flat  Countersunk  Head,  82  Deg.,  Cross-recessed,  Corrosion 

Steel  UNC-2A  Validated  Apr  85  USER-AR  YD  OS  MC  REV-MI  AV  GL  IS 

MS-5I959C 

AR 

02  Apr 

71 

AR  SH 

99 

5305 

Screw,  Machine  pon  Head,  Cross-recessed,  Corrosion  Resisting  Steel, 

Passivated,  UNC-2A  Validated  Mar  79  USER-ME  MC  REV-MI  AT  AV  IS 

MS-51957B 

AR 

01  Apr 

69 

AR  YD 

99 

5305 

Screw,  Machine-pan  Head,  Cross-recessed,  Corrosion  Resisting  Steel,  UNF-2A 
USER-AR  OS  YD  MC  REV-AV  Ml  IS 

MS-51958C 

AR 

11  Feb 

83 

AR  SH 

99 

5305 

Screw,  Machine-pan  Head,  Cross-recessed,  Carbon  Steel,  Codmium  Ploted, 

UNF.2A  <1N./MM)  Validated  Apr  85  USER-MC  YD  REV-AT  MI  AV  ME  IS 

MS-35207F 

AR 

22  Oct 

70 

AR  AS 

99 

5305 

Screw,  Mochine-pon  Heod,  Cross-recessed,  Carbon  Steel,  Codmium  Ploted 

UNC-2A  Validated  Apr  85  USER-ME  MC  YD  REV-MI  AV  IS 

MS-35206F 

AR 

22  Oct 

70 

AR  AS 

99 

5305 

Screw,  Mochine-steei,  Ams  63C4,  Diffused  Nickel-codmium  Ploted,  Hexogon 

Heod,  Drilled,  .164-36  UNJF-3A  (Inoctive  For  Design)  Validaled  Apr  84 

REV-IS 

MS-9439A 

AS 

13  Dec 

72 

AS 

11 

1. 

5305 

Screw,  Mochine-steei  Ams  6304,  Diffused  Nickel-codlum  F.’ate,  Double  Hexogon 
Extended  Wosher  Heod,  Drilled,  .136-40  UNjF-3A  Validated  Oct  83  REV-lS 

MS-9215 

AS 

10  Dec 

63 

AS 

5305 

Screw,  Machine-steel  Ams  6322,  Black  Oxide,  Drilled,  1  Hole,  Hexagon  Heod, 
,138-40  UNJF-3A  Validated  May  84  REV-IS 

MS-9292 

AS 

24  Sep 

65 

AS 

11 

1 

5305 

Screw,  Machine-steel  Ams  6304,  Diffused  Nlckel-ccdium  Ploted,  Double 

Hexagon  Extended  Wosher  Head,  164-36  UNJF-3A  Validated  Oct  83 

USER-MC  REV-IS 

MS-9207 

AS 

10  Dec 

63 

AS 

5305 

Screw,  MACHINE'82  Den'ee  Flat  Countersunk  Head,  Cross-recessed,  Corbon 

Steel,  Cadmium  Plated,  i>.  '  2A  (IN. /MM)  Validated  Mar  82  USER-MC  YD 
REV-MI  AV  AT  ME  IS 

MS-35191G 

AR 

28  Jul 

76 

AR  AS 

99 

5305 

Screw,  MACHINE-82  Degree  Flat  Countersunk  Head,  Cross-recessed,  Carbon 

Steel,  Cadmium  Plated,  UNC-2  Validated  Mar  62  USER-AV  MC  YD  REV-MI 

SA  IS 

MS-35190F 

AR 

28  Jul 

76 

AR  SH 

99 

E 

5305 

Screw,  Mochine,  100  Deg.  Flat  Head,  Full  Threoded,  Alloy  Steel  •  Nov  73 

W/DOD  Ex.  Validated  Mar  84  REV-ME  10  IS 

NAS  514-73 

REVS 

AS 

15  Sep 

78 

AV  AS 

11 

5305 

Screw,  Machine,  Pon  Head,  Slotted,  Carbon  Steel,  Cadmium  Ploted,  NC-2A 

And  UNC-2A  USER-MC  REV-GL  SA 

MS-35223B 

AR 

15  Jon 

73 

AR  SH 

99 

1 

5305 

Screw,  Mochine,  Steel  AMS  6304,  Diffused  N  Ickel-  Codium  Plated,  Double 
Hexagon  Extended  Washer  Heod,  .138-40UNJF-3A  Validated  Oct  83  REV-IS 

MS-920i 

AS 

10  Dec 

63 

AS 

5305 

Screw,  Machine,  Flot  Countersunk  Head,  Goss-recessed,  Aluminum  Alloy, 

Anodixe  Finish,  NF'2A  &  'JNF.2A  Validaled  Mar  82  USER-MC  SH  YD 

REV-MI  AV  EA  ME  AT  IS 

MS-35203B 

AR 

14  Jun 

76 

AR 

99 

5305 

Screw,  Mochine,  Wosher  Heod,  Full  Thread,  Phillips  Recess,  Alloy  Steel  •  15 

Moy  1984  REV-IS 

NAS  8302THRU8304-84 

AS 

29  May 

86 

AS 

11 

5305 

Screw,  Mochine,  Pon  Heod,  Cross-recessed,  Carbon  Steel,  UNC-3A  USER-ME 

Ml  MC  OS  REV-EA  AV  82  IS  NS 

MS-51492 

AR 

01  Aug 

84 

AR  SH 

99 

1 

5305 

Screw,  Mochine,  Steel,  12  Point  Heod  .138  (Nd.  6)  40,  Block  Uxide  (Inoctive 
12-13-72) 

MS-yiByc 

AS 

U  Jul 

8/ 

AS 

82 

5305 

Screw,  Mochine,  82  Deg.  Flot  Countersunk  Head,  Cross-recessed,  Carbon  Steel, 
UNC-2A  USER-ME  Ml  OS  REV-EA  AV  AM  82  IS  NS 

MS-51481 

AR 

01  Aug 

84 

AR  SH 

99 

E 

5305 

Screw,  Mochine,  Flat  Heod  100  Deg,  Ploin  And  Self  Locking  •  Apr  74  W/DOD 
Exceptions  Validated  Mar  84  REV-ME  10  IS 

NAS  662-74 

REV  6 

AS 

15  Sep 

80 

AV  AS 

11 

5305 

Screw,  Machine,  Pon  Heod,  Cross-recessed,  Corbon  Steel  UNF-2A  OSER-ME  Ml 
MC  OS  REV-EA  82  NS  IS 

MS-51493 

AR 

01  Aug 

84 

AR  SH 

99 

1 

5305 

Screw,  Machine,  Steel, drilled  12  Point  Head,  .138  (NO.6)-40,  Codmium  Pfote 
(ASG)  REV-MI  IS 

MS-9183B 

AS 

13  Jul 

87 

AS 

11 

5305 

Screw,  Machine,  Drilled  Fillister  Heod,  Slotted,  Corbon  Steel,  UNC-2A 

USER-ME  OS  REV-AV  CR  EA  82  IS  NS 

MS-51483 

AR 

01  Aug 

84 

AR  SH 

99 

5305 

Screw,  Mochine,  Flot  Head,  82  Degree,  Fine  Threod  (Inoctive  Use  MS-35191, 
MS-35199,  MS-51960  And  MS-35203)  REV-MI  IS 

AN510 

REV  5 

82 

16  Mor 

83 

AV  AS 

99 
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530S 

Screw<  Mochme,  82  DeQ.  Flol  Countersunk  Head,  Cross-recessed,  Corbon  Steel, 

MS.5t479 

AR 

01  Aug 

84 

AR  SH 

99 

UNF-2A  USER-ME  Ml  MC  OS  REV-EA  GL  82  IS  NS 

1 

5305 

Screw,  Mochine,  Steel,  12  Point  Heod,  .136  (No.  6)-40,  Codmium  Plate 

MS.918SB 

AS 

17  Mar 

72 

AS 

82 

(Inactive)  Vd/Wofed  Oc/  83  REV>IS 

5305 

Screw,  Machine,  CRES,BOOM  Support  Assembly  REV.CR  ES  . . . 

MS.5147SA 

AR 

27  S.p 

88 

AR  EC 

85 

E 

5305 

Screw,  Mochine,  Aircraft,  Pan  Heod,  Phillips  Recess,  160, (KX)  PSI  Tensile  •  30 

NAS  1402THRU1406-81 

AS 

06  Jul 

83 

AS 

11  IS 

Dec  81  (W/DOD  Exceptions) 

REV  4 

5305 

Screw,  Mochine,  Drilled  Fillister  Heod,  Slotted,  Corrosion  Resisting  Steel, 

MS-35276C 

AR 

20  Mo, 

88 

AR  SH 

99 

Postivaled,  UNF-2A(  USER-ME  GL  YD  MC  REV-AT  EA  AV  IS 

NOTICE  1 

L 

5305 

Screw,  Machine,  Slotted  Hex  Head,  260*26  (Inoctive)  REV*MI  IS . . . 

MS.9I23A 

AS 

28  Fob 

84 

AS 

5305 

Screw,  Mochine,  Drilled  Fillister  Head,  Slotted,  Aluminum  Alloy,  Anodized, 

MS.35278B 

AR 

70  Moy 

88 

AR 

99 

NF-2A  And  UNF-2A  VoUdoled  Mo/  88  USER-MC  OS  SH  AS  REV-AV  AT  ME 

SA  IS 

NOTICE  1 

E 

5305 

Screw,  Machine,  Aircraft,  Pon  Heod,  Phillipsrecess,  Full  Threod,  Alloy  Steel  • 

NAS  600THRU606-74 

AS 

15  Sep 

78 

AV  AS 

11 

Apr  74  W/DOD  Exceptions  Validated  Mar  84  REV 'ME  10  IS 

REVS 

5305 

Screw,  Machine,  Pon  Head,  Slotted,  Plostic  (Nylon),  NC*2A  And  UNC>2A 

MS.182I2C 

AR 

02  Apr 

75 

AR 

99 

Validated  Jan  81  USER-ME  AT  Ml  OS  MC  SA  AS  REV-AV  11  IS 

5305 

Screw,  Mochine,  Hexagon  Heod,  Drilled,  1  Hole,  PO  Shonk,  Titonium  AMS 

MS.9622 

AS 

03  Mar 

70 

AS 

99 

4967,  .138-40  UNJF-3A  Validated  Oct  83  REV.99  It 

5305 

Screw,  Mochine,  Slotted,  Cross  Recessed  Or  Hexagon  Head  Validated  Mar  82 

Ff-S.92B  (1) 

/AR 

31  Jul 

75 

AR 

99 

USER-AT  ME  MC  YD  SH  AS  REV-AV  EA  Mi  OS  IS 

5305 

Screw,  Mochine,  Ndn*magnelic  High  Temperature,  Structurol,  100  Deg.  Flush 

NAS  560-61 

AS 

14  Jun 

74 

AV  AS 

11 

Heod  •  Aug  61  Validated  Apr  82  REV*ME  ER  10 

L 

5305 

Screw,  Mochine,  Flat  Countersunk  Heod,  Slotted,  Copper-silicon  Alloy,  UNC>2A, 

MS-16218B 

SH 

08  Mar 

67 

SH 

Nonmognetic  Validated  Jul  82  REV-IS 

5305 

Screw,  Machine,  Hexogon  Heod,  Drilled,  1  Hole,  Full  Shank,  Ams  5643,  .138*40 

MS-9792B 

AS 

31  Ocl 

84 

AV  AS 

99 

UNTF-3A  REV-99 

5305 

Screw,  Machine,  Flot  Countersunk  Head,  1(X)  Deg,  Cross  Recessed,  UNC*2A  & 

MS.24693f 

AR 

11  F.b 

83 

AR  AS 

99 

UNF.2A  (In./MM)  USER-MC  REV-ME  Ml  AV  AT  82  IS 

5305 

Screw,  Machine,  Ponheod,  Self*sealing  O-ring,  Silicone  Rubber,  Integrol 

MS.32t2B 

OS 

23  Ocl 

86 

AR  OS 

99 

USER-ME  EC  MC  REV-MI  AT  AV  IS 

5305 

Screw,  Mochine,  Flat  Countersunk  Head,  100  Deg.,  Structurol,  Cross  Recessed, 

MS.24694C 

AR 

20  Moy 

88 

AR 

99 

UNC-3A  And  UNF-3A  USER-AT  ME  CG  MC  REV-MI  AV  IS 

NOTICE  1 

5305 

Screw,  Mochine,  Hexogon  Head,  Drilled,  1  Hole,  PD  Shank,  Titonium  AMS 

MS -9623 

AS 

03  Mor 

70 

AS 

99 

4967,  .164-36  UNJF-3A  Validated  Oct  83  REV.99  It 

L 

5305 

Screw,  Mochine,  Flat  Countersunk  Heod,  Slotted,  Non-mognetic,  Corrosion 

MS.162I9A 

SH 

19  Aug 

66 

SH 

Resisting  Steel  Possivot  Validated  Jvl  82  USER*ME  REV>IS 

5305 

Screw,  Mochine,  Hexogon  Head,  Full  Shank,  Ams  5643,  .164-36  UNJF-3A 

MS.9782B 

AS 

09  Nov 

84 

AV  AS 

99 

REV.99 

5305 

Screw,  Machine,  Hexagon  Head,  Pd  Shonk,  Amt  5643,  .136*40  UNJF-3A 

MS.9803B 

AS 

31  Ocl 

84 

AV  AS 

99 

REV.99 

5305 

Screw,  Miniature  >  61  (Reopproved  83)  Validated  Sep  83  REV-AV  AT  . . . 

ANSI  818.11-61 

AR 

07  Apr 

71 

AR  SH 

99 

5305 

Screw,  Pon  Head  l(i-torq  Recess,  Full  Threodself-locking  Optionol  15  Moy  86 

NAS  1216  86 

AS 

11  F.b 

87 

AV  AS 

11 

USER-AS  REV-IS 

REV  8 

E 

5305 

Screw,  Pon  Heed,  Assembled  Washers  -  15  Sep  75  W/OOD  Exceptions 

NAS  1301.75R82 

AS 

20  May 

83 

AV  AS 

11 

REV-ME  to  IS 

REV  1 

5305 

Screw,  Pon  Head,  Phillips  Recess,  Alloy  Steel  Full  Threod,  Self-locking  And 

NAS  8000THRU800.83 

AS 

11  Feb 

87 

AV  AS 

11 

Non-locking  30  Nov  83 

REV  2 

5305 

Screw,  Pan  Head,  Phillips  Recess,  A-266,  Cres,  Full  Thread,  SeH  locking  &  Non 

NAS  8100THRUS106-83 

AS 

20  May 

83 

AV  AS 

11 

Locking  •  17  Jon  83  REV*IS 

5305 

Screw,  Pon  Head,  Torq-set,  A-286  Cres,  Full  Threod,  1100  MPA,  Metric  -  Pec 

NA  0068-79 

IS 

08  Jul 

85 

AV 

99  IS 

1979  REV-99  82  IS 

5305 

Screw,  Pan  Heod,  Torq-set,  Alloy  Steel,  Full  Thread,  1 100  MPA,  Metric  •  Dec 

NA  0089-79 

IS 

08  Jul 

85 

AV 

99  IS 

1979  REV.99  82  IS 

5305 

Screw,  Pon  Head,  Torq-set,  Titonium  Alloy,  Full  Thread,  1100  MPA,  Metric  • 

NA  0090-79 

IS 

08  Jul 

85 

AV 

99  IS 

Dec  79  REV.99  82  IS 

5305 

Screw,  Pon  Heod,  Cross  Recessed,  Full  Thread  •  May  71  Validated  May  82 

NAS  1635-71 

AS 

14  Jun 

74 

AV  AS 

11 

REV-ME  ER  to 

5305 

Screw,  Self  Locking,  250  Deg.  F,  Cylindricol  Head  Hexagonol  Wrenching 

M5.21262B 

AS 

20  F.b 

63 

AS 

99 

Socket,  Alloy  Steel,  160  Ksi  Flu  (Socket  Head  Cop  Screw)  (Asg)  Validated 

Dec  83  USER-OS  REV-AR  99  82  IS 

E 

5305 

Screw,  SeK  Locking,  F!ot,  100  Deg.  Head,  Full  Thread  -  28  May  62  W/dOD 

NAS  1189REV9.82 

AS 

20  Moy 

83 

AV  AS 

11 

Exceptions  USER-AS  REV-IS 

5305 

Screw,  Self-locking,  250  Deg.  F,  Cylindricol  Heod,  Hexogonol  Wrenching 

MS.21295A 

AS 

20  F.b 

63 

AS 

99 

Socket,  Corrosion  Resisting  Steel,  80  Ksi  Ftu  (Socket  Head  Cop  Screws) 

(Asg)  Validated  Dec  83  USER-ME  REV-IS 

5305 

Screw,  Self-locking-pon  Heod,  Sheor  Torq  SET15  May  86  USER-AS  REV-IS........ 

NAS  1171THRU1 178-86 
REV  7 

AS 

11  F.b 

87 

AV  AS 

11 

*205 

Scre^M,  Self-'ocLing,  250  D«g  r.,  Sicel,  55  Ksi  rfu,  iCO  Peg.  riot  Head,  Cross 

M5-21Cy38 

AE 

30  Sep 

77 

AS 

99 

Recesied  Validated  Mar  83  USER-ME  REV-MI  99  82  IS 

5305 

Screw,  Self-locking  ■  Flot  Fillister  Heod,  Full  Threod  ■  15  Moy  86  USER-AS 

NAS  1 191-86 

AS 

11  Feb 

87 

AV  AS 

n 

REV-IS 

REV  8 

5305 

Screw,  Self-locking,  250  Deg.  F.,  Sleet,  55  Ksi  Ftu,  Ponheod,  Cross  Recessed 

MS.21090A 

AS 

11  Sep 

67 

AS 

99 

Validated  Mar  83  USER-ME  REV.99  82  IS 

5303 

Screw,  Self-locking  Flot  100  Deg  Head,  Sheortorq  Set  15  May  86  REV-AS ........ 

NAS  1161THRU1 168-86 
REV  9 

AS 

11  Feb 

87 

AV  AS 

11 

5305 

Screw,  Shoulder  Socket  Heod,  Hexagon,  Alloy  Steel,  Codmium  Ploted,  UNC'3A 

MS.S1975C 

AR 

30  Ocl 

84 

AR  OS 

99 

USER-AT  ME  AV  MC  REV-MI  IS 

5305 

Screw,  Shoulder,  Hexogon  Socket-head  &  Slott'*d-heod  REV-ME  OS  IS .............. 

MIL-S.21472C 

AR 

31  Ocl 

88 

AR  OS 

99 

5305 

Screw,  Shoulder,  Slotled-heod,  Corrosion-iesistont  Steel  USER-AT  Ml  MC  OS 

MS.51575 

AR 

09  Dee 

88 

AR  AS 

99 

NS  REV-AV  82  IS 

5305 

Screw,  Shoulder,  Hexogon  Socket  Head-  Metric  Scries  >  19  Sept  1986 

ASME/ANSI  B18.3.3M-86AR 

25  Feb 

87 

AR  AS 

99 

USER-AT  ME  OS  SH  REV-AV  ER  Ml  MC  NS  IS 
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5305 

Screw,  Shoulder,  Socket*heod,  Hexagon,  Corrosion*  Resistont  Steel  USER*ME 

MS-51576 

AR 

09D.C 

88 

AR 

os 

99 

MC  NS  REV-AT  82  IS 

5305 

Screw,  Shoulder,  Hexagon  Socket  Head-metric  •  18  Jul  79  USER*A^  ME  SH 

ANSI  B18.3.3M-79 

AR 

18  Jul 

79 

AR 

AS 

99 

REV-ER  Ml  AV  MC  NS  IS 

5305 

Screw,  Slotted  Heod  Cop,  Squore  Set  Screw  &  Slotted  Heodles  Set  Screws 

ANSI  818.6.2-72 

AR 

22  Sep 

72 

AR 

SH 

99 

1972  (Reopproved  83)  Validaltd  Jon  8d  REV-AV  AT  Ml 

5305 

Screw,  Structural,  Aircraft  USER-MI  IS  REV<AR . . . . . . . . 

MIL-S-7839B  (3) 

82 

06  Mar 

84 

AV 

AS 

99 

5305 

Screw,  Topping  •  Threod  Forming,  Type  Ab,  Plot  82  Deg.  Countersunk  Heod, 

MS-51862A 

AR 

20  May 

88 

AR 

YD 

99 

Cross  Recessed  USER-OS  MC  AS  REV-AV  AT  Ml  WV  AR  IS 

NOTICE  1 

5305 

Screw,  Topping  •  Thread  Cutting,  Types  Bf  And  6t,  Approximate  Hole  Sizes  For 

MS-246338 

AR 

20  May 

88 

AR 

99 

USER-AT  MC  OS  REV-MI  AV  IS 

NOTICE  1 

5305 

Screw,  Topping  Thread  Cutting,  Type  Bf  Or  St,  Pan  Head,  Cross  Recessed, 

MS-24625C 

AR 

20  May 

88 

AR 

99 

Carbon  Sleel  USER-ME  AT  MC  OS  REV-MI  AV  IS 

NOTICE  1 

5305 

Screw,  Tapping  •  Thread  Cutting,  Types  D,  F,  G  dr  T,  Flat  82  Deg. 

MS-24627C 

AR 

15  Moy 

75 

AR 

99 

Countersunk  Heod,  Cross  Recessed,  Carbon  Steel  Validated  Jan  8t  USER-A* 

ME  MC  OS  REV-AV  Ml  IS 

5305 

Screw,  Topping  •  Threod  Forming,  Type  Ab,  Hexogen  Heod,  Slotted  Validated 

MS-51850 

AR 

20  Moy 

88 

AR 

May  88  REV-AV  AT  ME 

NOTICE  1 

5305 

Screw,  Topping  •  Thread  Cutting,  Type  0,  Hexagon  Head,  Slotted  Validated 

MS-51851 

AR 

20  May 

88 

AR 

May  88  REV-AT  ME  AV  Ml 

NOTICE  1 

5305 

Screw,  Tapping  And  Drive  Validated  Apr  85  USER-ME  REV-Mt  EA  OS  82  . . 

FF-S-107C  (2) 

/AR 

01  Sep 

70 

AR 

99 

5305 

Screw,  Topping  High  Performance,  Threod  Rolling,  Types  S(,  Sw  And  Tt,  Pon 

MS-51863 

AR 

31  Aug 

70 

AR 

SH 

11 

Head,  Crosi  Rece.sed  Validaled  Apr  85  USER-AR  MC  REV-MI  AV  99  IS 

5305 

Screw,  Tapping  High  Performonce,  Thread  Rolling,  Types  Sf,  Sw  And  Tt, 

MS-51869 

AR 

29  Sep 

72 

AR 

SH 

99 

Hexagon  Wosher  Heod  Validated  Apr  85 

5305 

Screw,  Tapping  High  Performance,  Zone  Hordened  Structure!  Threod  Roiling, 

MS.51871 

AR 

29  Sep 

72 

AR 

SH 

99 

Hexagon  Washer  Heod  Validated  Apr  85  USER-AT  ME  MC  AS  YD  OS 

REV-AV  IS 

5305 

Screw,  Topping  Thread  Forming,  Type  AB,  Ponheod,  Cross-recessed  USER-ME 

MS-51486 

AR 

01  Aug 

84 

AR 

SH 

99 

Ml  MC  OS  REV-CR  EA  82  IS  NS 

5305 

Screw,  Topping&threod  Cutting,  Types  D,  F,  G,  Or  T,  Pon  Heod,  Cross 

MS-24629C 

AR 

20  May 

88 

AR 

99 

Recessed,  Steel,  Carbon,  Codmium  Ploted  USER-ME  MC 

NOTICE  1 

5305 

Screw,  Topping-high  Performance,  Threod  Rolling,  Types  Sf,  Sw  And  Tt,  Flot 

MS-51870 

AR 

29  Sep 

72 

AR 

SH 

99 

Countersunk  Heod,  Cross-  Recessed  Validated  Apr  85  REV-AV  IS 

5305 

Screw,  Topping-thread  Forming,  Type  Ab,  Pon  Heod,  Cross-recessed  Validated 

MS.51861A 

AR 

20  May 

88 

AR 

YD 

99 

May  88  USER-OS  MC  REV-MI  AT  AV  IS 

5305 

Screw,  Topping-threod  Cutting,  Types  D,f,  G  Or  T,  Flot  82  Deg.  Countersunk 

MS-24628C 

AR 

20  Moy 

88 

AR 

99 

Head,  Cross-recessed,  Corrosion-  Resisting  Sics!  USER-AT  MC  OS  YD  REV-MI 
AV  AR  WV  IS 

NOTICE  1 

5305 

Screw,  Topping-threod  Cutting,  Types  0,  F,  G  Or  T  Pon  Head,  Cross  recessed. 

MS-24630C 

AR 

20  Moy 

88 

AR 

99 

Corrosion  Resisting  Steel  USER-ME  REV-MI  IS 

NOTICE  1 

5305 

Screw,  Topping-threod  Cutting,  Type  Bf  Or  Bt,  Pon  Heod,  Cross-recessed, 

MS-24626D 

AR 

20  Moy 

88 

AR 

99 

Corrosion-resisting  Steel  (Inoctive  For  Design)  USER-ME  AT  YD  MC  OS 

REV-AV  Ml  IS 

NOTICE  1 

5305 

Screw,  Tapping,  &  Metallic  Drive  Screws  (Inch  Series)  Thread  Forming  Bithreod 

ANSI  818.6.4-81 

AR 

11  Jon 

82 

AR 

99 

CulK.is  -  18  Jun  81  Validated  Mar  82  USER-ME  MC  SH  REV-AT  AV  CR  EA 

NS  IS 

5305 

Screw,  Tapping,  Thread  Forming  Types  Ab,  B  And  Bp,  Approximote  Hole 

MS-24632B 

AR 

20  May 

88 

AR 

99 

Sius  For  USER-OS  REV-AV  AT  Ml 

NOTICE  1 

5305 

Screw,  Tapping,  Threod  Forming  Or  Threod  Cutting,  Round  Heod,  Spoced  Thd 

AN530 

AS 

17  Feb 

59 

AV 

AS 

99 

Validated  Jul  81  USER-ME  REV-MI  IS 

REV  6 

5305 

Screw,  Topping,  Threod  Cutting-types  D,  F,  G,  And  T  Approximote  Hole  Sizes 

MS-24634B 

AR 

20  May 

88 

AR 

99 

For  USER-Gl  OS  REV-AV  AT  IS 

NOTICE  1 

5305 

Screw,  Tapping,  Threod  Forming  Or  Threod  Cutting,  82  Deg  Flot  Heod,  Spoced 

AN531 

AS 

17  Feb 

59 

AS 

99 

Threod  Validated  Jul  81  REV-MI  IS 

REV  5 

5305 

Screw,  Tapping,  Threod  Cutting,  Types  D,  F,  G,  Or  T  Pon  Heod, 

MS-5i48S 

AR 

01  Aug 

84 

AR 

SH 

99 

Cross-recessed,  Corbon  Steel  USER-MI  MC  OS  REV-EA  82  IS  NS 

5305 

Screw,  Topping,  100  Deg.  Flat  Heod,  Spaced  Thread  (Asg)  Validated  Jul  81 

M5-21207A 

AS 

29  Dec 

72 

AS 

99 

REV-IS 

5305 

Scriw,  Wood  Validated  Mar  80  USER-MI  CE  AR  MC  REV-ME  EA  SH  OS  82 

IS 

Screw,  Wood,  (Inch  -Seriei)  -  23  Nov  81  USE.'  ME  MC  REV-CR  EA  AT  AV  NS 

IS 

Screw,  Wood,  Flat  Heod,  Crott-recessed,  Steel  And  Brot.  Validated  Jan  8) 

FF-S-111D 

/AR 

27  Aug 

74 

AR 

YO 

99 

5305 

ANSI  818.6.1-81 

AR 

06  Apr 

82 

AR 

SH 

99 

5305 

MS-35492E 

AR 

15  Aug 

74 

AR 

YD 

99 

USER-AV  ME  MC  SH  REV-MI  AT  EA  IS 

5305 

Screw,  Wood,  Flat  Head,  Slotted,  Steel  And  Bross  Validated  Mar  80  USER-AT 

MS-35494E 

AR 

15  Aug 

74 

AR 

YD 

99 

MC  SH  REV-AV  ME  Ml  EA  IS 

5305 

Screw,  Wood,  No,  U,  2-INCH,  Round  Head  Hot  Golvonized  (Pole-line) 

MS.35795 

AS 

19  Nov 

56 

EL 

AS 

99 

Validated  Aus  82  USER-.V.C  YO  SEV-Gi,  SA  IS 

5305 

Screw,  Wood,  Round  Head, .Cross-recessed,  Steel  And  Brass  Validated  Mar  80 

MS.35493E 

AR 

15  Aug 

74 

AR 

YD 

99 

USER-ME  AT  MC  SH  REV-MI  AV  EA  IS 

5305 

Screw,  Wood,  Round  Head,  Slotted,  Steel  And  Brass  Validated  Mar  80 

MS-35495D 

AR 

15  Aug 

74 

AR 

YO 

99 

USER-AT  MC  SH  REV-AV  Ml  EA  OS  IS 

5305 

Screw,  Wood,  Slotted,  Flat  Countersunk  82  Deg.heod,  Copper  Silicon  Alloy, 

MS-16199B 

SH 

08  Mar 

67 

SH 

Nonmognetic  Validated  Jul  82 

5305 

Screw,  Wood,  Slotted  Ovoi  Heod  82  Degree,  Austentic,  Corrosion-resisting 

MS-16215A 

SH 

19  Aug 

66 

SH 

Steel,  Nonmognetic  Validated  Jul  82  REV-MI  IS 

5305 

Strew,  Wood,  Slotted  Round  Heod,  Austenitic  Corrosion  Resisting  Steel,  Non 

MS.16198A 

SH 

19  Aug 

66 

SH 

Mognetic  Validated  Jul  82  REV-MI  IS 

5305 

Screw,  Wood,  Slotted  Round  Heod,  Copper  Silicon  Alloy,  Nonmognetic 

MS-16216B 

SH 

08  Mar 

67 

SH 

Validated  Jul  82  KV-MI  IS 

5305 

Screw,  Wood,  Slotted  Flot  Heod  82  Degree,  Austenrtic,  Corrosion-resisting 

MS-I6217A 

SH 

19  Aug 

66 

SH 

StMl,  Nonmagntlic  Validaltd  Jul  82  REV-MI  IS 
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5305 

Screw«  100  Deg.  flush  Heod,  Torq>ser,  A'286  Cre$«  Full  Thread,  1100  MPA, 

Metric  ■  Dec  1979  REV.99  IS 

NA  000070-79 

IS 

08  Jul 

85 

AV 

11 

IS 

5305 

Screw,  100  Deg.  Flush  Head,  Torq  Set,  Alloy  Steel,  Full  Thread,  1100  Mpa, 
Metric-dec  79  REV.99  82 

NA  (X)91.79 

IS 

08  Jul 

85 

AV 

99 

5305 

Screw,  100  Deg.  Flush  Heod,  Kl-torque  Recess  REV-IS  . . . . 

NAS  1219-77 

REV  6 

AS 

30  Jon 

84 

AV  AS 

11 

5305 

Screw,  100  Deg.  Flush  Head,  Torq  Set,  Titortium  Alloy,  Full  Thread,  1100  Mpo, 
Metric  -  Dec  79  REV.99  82 

NA  0092-79 

IS 

08  Jul 

85 

AV 

99 

5305 

Screw,  100  Deg.  Close  Toleronce  Flat  Heod,  160,000  PSI  •  Nov  73  W/DOD 
Exceptions  Validated  Mar  84  REV-ME  10  IS 

NAS  517-73 

REV  3 

AS 

15  Sep 

78 

AV  AS 

11 

5305 

Screw,  100  Deg.  Flush  Head,  Torq-set,  A.286  Cres,  Full  Thread,  1100  MPA, 

Metric  •  Dec  1979  REV.99  82  IS 

NA  0070-79 

IS 

08  Jul 

85 

AV 

99 

IS 

5305 

Screws,  Alloy  Steel  Socket'heod  Cop  (Metric)  •  31  Aug  1984  USER-ME  SH  MC 

OS  REV-AT  AV  CR  EA  IS  NS 

ASTM  A574M-84 

AR 

19  Apr 

85 

AR  AS 

99 

5305 

Screws,  Hex  Flange  Metric  -  23  Mar  84  USER-AT  ME  SH  REV-AV  Ml  ER  MC 

IS  NS 

ASME  B18.2.3.4M-84 

AR 

30  Jon 

85 

AR  AS 

99 

5305 

Screws,  Hex  Flange  Heavy  Metric  •  23  Mar  84  USER-ME  AT  SH  REV-AV  Ml  ER 

MC  IS  NS 

ASME  B18.2.3.9M-84 

AR 

30  Jon 

85 

AR  AS 

99 

5305 

5305 

Screws,  Mochine-metric  .  23  July  1985  REV.AT  MC  82  IS  . . . 

Screws,  Mochine,  Sell  Seoling,  Iritegrol  O-ring  Validated  Jul  64  REV-Ml . 

ANSI/ASME  B18.6.7M-854R 
MIL-S-82495A  AR 

08  Nov 
30  Apr 

85 

77 

AR  SH 
OS 

99 

5305 

Screws,  Mochine,  Pan  Heod,  Cross  Recessed,  Self  Seoling,  tntegrol 

Fluorosllicone  O-ring,  Plain  And  Self  Locking  Validated  Oct  34  USER-AV  EC 

MC  REV-AT  Mi  IS 

MS-3213A 

os 

30  Apr 

77 

AR  OS 

99 

5305 

Screws,  Steel  Drill,  For  The  Appticolion  Of  Gypsun  Board  •  26  Aug  83  REV.SH 

82 

Screws,  Tapping,  Threod  Forming  &  Thread  Cutting-metric  •  3  Feb  86 . 

ASTM  C1002-83 

YD 

21  Oct 

85 

AR  YD 

99 

5305 

ANSI/ASME  B18.6.5M-8MR 

21  Apr 

86 

AR  AS 

99 

5305 

Self  Topping  Screws-coorse  Thread  (Hole  Siret  For)  Validated  May  87 . 

AND10325 

REV-1 

11 

29  Apr 

49 

AS 

99 

5305 

Self  Topping  Screws-mochlne  Screw  Threod  (Hole  Sizes  For)  Validated  May  82 

AND10326 

REV-1 

11 

12  Apr 

43 

AS 

99 

5305 

Set  Screws,  Metric  Series  Socket  •  16  Oct  86  USER-AT  ME  MC  OS  SH 

REV-AV  ER  Ml  IS 

ASME  Bt8.3.6M-86 

AR 

27  Feb 

87 

AR  AS 

99 

5305 

Setscrew  *  Hexagon  Socket,  Cone  Point,  Alloy  Steel,  Cadmium  Ploted,  UNCGA, 
Plain  And  Self-locking  (Inactive)  Validated  Apr  85  USER-MC  YD  OS  REV-ME 

Ml  AV  IS 

MS-S1973B 

AR 

29  Dec 

72 

AR  AS 

99 

5305 

Setscrew  •  Hexagon  Socket,  Flat  Point,  Alloy  Steel,  Cadmium  Ploted,  UNF'-SA, 

Plain  And  Self-locking  (Inoctive)  Validated  Apr  85  USER-AT  ME  MC  YO  OS 

rev-av  mi  is 

MS-51966A 

AR 

29  Dec 

72 

AR  AS 

99 

5305 

Setscrew  Hexogon  And  Fluted  Socket,  Headless  Validated  Apr  82  USER-ME 

REV-MI  AV  11  is 

ANS55 

REVS 

AS 

23  Jun 

75 

AS 

99 

5305 

Setscrew  Self  Locking  •  Dec  72  W/DOO  Exceptions  REV-ME  10  IS .................... 

NAS  1081-72 

REV  7 

AS 

05  Dm 

80 

AV  AS 

11 

5305 

S.lscrew-hexagon  Sock.l,  Cup  Point,  Alloy  St«.l,  Cadmium  Ploted,  UNC-3A, 

Plain  A-d  Self-locking  Validated  Apr  85  USER-AT  MC  OS  YD  REV-AV  ME 

Ml  IS 

MS-51963C 

AR 

29  Dec 

72 

AR 

99 

5305 

Setscrew-hexagon  Socket,  Cone  Point,  Alloy  Steel,  Cadmium  Ploted,  UNF'3A, 

Plain  And  Self-locking  (Inactive)  Validated  May  88  USER*MC  OS  YO  REV-MI 

AV  ME  11  IS 

MS-51974B 

NOTICE  1 

AR 

29  Dec 

72 

AR  SH 

99 

5305 

Setscrew-hexogon  Socket,  Cone  Point,  Corrosion-resisting  Steel,  Possivoted, 
UNC-3A  And  UNF-3A,  Ploin  And  Self-locking  (Inoctive)  Validated  Apr  85 
USER-MI  MC  YD  OS  REV-ME  IS 

MS-51038B 

AR 

29  Dec 

72 

AR 

99 

5305 

Setscrew-hexogon  Socket,  Cone  Point,  Brass,  Block  Oxide,  UNF-3A  USER-MI 

MC  REV-IS 

MS-51040A 

NOTICE  1 

AR 

20  Moy 

88 

AR  SH 

99 

5305 

Setscrew-hexogon  ScKket,  Holf-dog  Point,  Corrosion-resisting  Steel,  Possivoted, 
ANC.3A  Validated  Apr  85  USER-MC  OS  YO  REV-MI  AV  ME  IS 

MS-51045B 

AR 

29  Dec 

72 

AR 

99 

5305 

Setscrew-hexogon  Socket,  Oval  Point,  Alloy  Steel,  Cadmium  Plated,  UNC-3A 
Validated  Apr  85  USER-AT  GL  ME  MI  MC  YO  SH  OS  REV-AV  IS  NS 

MS-51981C 

AR 

15  Mor 

79 

AR  AS 

99 

5305 

Setscrew-hexogon  Socket,  Ovol  Point,  Alloy,  Cadmium  Plated,  UNC-3A 
(Inactive)  Validated  Apr  85  USER-MI  ME  YO  OS  MC  REV-AR  AV  Ml  NS  IS 

MS-5I982A 

AR 

31  Mar 

72 

AR  AS 

99 

5305 

Setscrew-hexogon  Socket,  Holf-dog  Point,  Alloy  Steel,  Cadmium  Plated,  UNF-3A 
(Inoctivn)  Validated  May  88  USER-AT  Ml  ME  MC  YO  OS  REV-II  1$ 

MS-51976A 

AR 

20  May  88 

AR  SH 

99 

5305 

Setscrew-hcxagon  Socket,  Hoif-dog  Point,  Alloy  Steel,  Cadmium  Ploted, 

UNC-3A  Validated  Apr  85  USER-AT  MC  YD  OS  REV-ME  .V.:  AV  IS 

MS-51977C 

AR 

31  Mar 

72 

AR  AS 

99 

5305 

Setscrew-hexogon  Socket,  Holf-dog  Point,  Corrosion-resisting  Steel,  Possivoted, 
UNF-3A  (.noctive)  Validated  Apr  85  USER-GL  AT  MC  OS  YD  REV-AV  Ml  IS 

MS-51047B 

AR 

29  Dec 

72 

AR 

99 

5305 

Setscrew-hexogon  Socket,  Cup  Point,  Corrosion  Resisting  (Chrome-nick^)  Steel, 
Possivoted,  UNC-3A  Ploin  And  Self  Locking  Validated  Apr  85  USER-MI  AV 

AT  MC  YD  OS  REV-IS 

MS-S102IC 

AR 

29  Dec 

72 

AR 

99 

5305 

Selscrew-hexoQon  Soeket,r  Cup  Point,  Corrosion-resisting  Steel,  Possivoted, 

UNF-3A,  Ploin  And  Self-locking  (Inoctive)  Validated  Apr  85  USER-MI  AV  AT 

MC  OS  YD  REV-IS 

MS-51023C 

AR 

29  D-c 

72 

AR 

99 

5305 

Setscrew-hexogon  Socket,  Flot  Point,  Corrosion-resisting  Steel,  Possivoted, 

UNC-3A,  Ploin  And  Self-locking  (Inoctive)  Validated  Apr  85  USER-AV  MC 

OS  YD  REV-MI  IS 

MS-S1029B 

AR 

29  Dec 

72 

AR 

99 

5305 

Setscrew-hexogon  Socket,  Flot  Point,  Corrosion-resisting,  Possivoted,  UNF-3A, 

Plain  And  SelMocking  (Inoctive)  Validated  Apr  85  USER-MI  AV  MC  YD  OS 
REV-IS 

MS-5103IB 

AR 

29  Dec 

72 

AR 

99 

5305 

Setscrew-hexogon  Socket,  Cup  Point,  Alloy  Steel,  Codmium  Ploted,  UNF-3A, 

Ploin  And  SelMocking  (Inoctive)  USER-MC  YO  OS  REV-AT  Ml  AV  IS 

MS-5I964E 

NOTICE  1 

AR 

15  Sep 

88 

AR 

99 

5305 

Setscrew-hexogon  Socket,  Flat  Point,  Alloy  Steel,  Codmium  Plated,  UNC-3A, 

MS-51955B 

AR 

29  Dec 

72 

AR  AS 

99 

Plain  And  SelMocking  (Inactive)  Validated  Apr  8S  USER*AT  MC  YD  OS 
REV-MI  AV  ME  IS 
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5305 

Setscrew*squore  Head,  Cup  Point,  Carbon  Steel  (Inoeltive  For  Design)  USER«AT 

GL  AR  MC  AS  REV-ME  Ml  IS 

MS-519S5A 

NOTICE  1 

AR 

20  May 

88 

AR  SH 

99 

5305 

Setscrew,  Fluted  Socket,  Alloy  Steel,  Codmium  Plated,  NC*3A  (Inoctive  9*10  69) 
Validated  Mar  82  USER-MC  REV-MI  IS 

MS.51053A 

AR 

10  Sep 

69 

AR  SH 

99 

5305 

Setscrew,  Fluted  Socket,  Alloy  Steel,  Cadmium  Plated  UNC-3A  . . . . . 

MS.21342A 

11 

17  Moy 

85 

99 

5305 

Setscrew,  Hexagon  Socket,  Cup  POINT,A286  Cres,  Metric  •  Apr  83  REV-AV  IS 

NA  0162-83 

IS 

27  May 

86 

AR 

11 

5305 

Setscrew,  Hexogon  Socket,  Flat  Point  Brass,  Uncoated,  NF-3A  USER-AT  AV  MC 
REV-ME  IS 

MS-51033A 

NOTICE  1 

AR 

20  Moy 

88 

AR  SH 

99 

5305 

Setscrew,  Hexagon  Socket-metric  -  14  Aug  79  USER*AT  ME  OS  SH  REV-AV  ER 

Ml  NS  IS 

ANSI  B18.3.6M-79 

AR 

14  Aug 

79 

AR  AS 

99 

5305 

Setscrew,  Hexagon  Socket,  Cup  Point,  250  Deg  F  Sell  Locking  Element,  Alloy 

Steel,  Cadium  Ploted  Validated  Mar  83  USER-OL  AV  ME  REV-MI  IS 

MS-1S063A 

AS 

22  Dec 

64 

AR  AS 

99 

5305 

Setscrew,  Hexagon  Socket  And  Spline  Socket,  Headless  Validated  Mar  82 

USER-CE  El  MC  OS  YD  REV-AV  Ml  EA  IS 

fF-S.200A  (2) 

/AR 

29  Jul 

76 

AR  SH 

99 

5305 

Setscrew,  Hexagon  Socket,  Cup  Point,  250  Oeg  F  Self-locking  Element, 

Corrosion  Resisting  Steel,  Passivated  Validated  Mar  83  USEH-GL  REV-MI  IS 

MS.I8064A 

AS 

22  Dec 

64 

AR  AS 

99 

5305 

Setscrew,  Hexagon  Socket,  Flat  Point,  250  Oeg  F  Self-locking  Element,  Alloy 

Steel,  Cadium  Plated  Validated  Mar  83  USER-GL  ME  REV-MI  IS 

MS-18065A 

AS 

22  Dec 

64 

AR  AS 

99 

5305 

Setscrew,  Hexogon  Socket,  Flot  Point,  250  Oeg  F,  Self-locking  Element, 

Corrosion  Resisting  Steel,  Possivoted  Validated  Mar  83  USER-GL  ME  REV-MI 

IS 

Setscrew,  Hexagon  Socket,  Cone  Point,  250  Oeg  F,  Self  Locking  Element,  Alloy 
Steel,  Cadium  Ploted  Validated  Mar  83  USER-GL  ME  REV-MI  IS 

MS.1S066A 

AS 

22  Dec 

64 

AR  AS 

99 

5305 

MS-18067A 

AS 

22  Dec 

64 

AR  AS 

99 

5305 

Setscrew,  Hexogon  Socket,  Cone  Point,  250  Oeg  F  Self-locking  Element, 

Corrosion  Steel,  Passivated  Validated  Mar  83  USER-GL  REV-M!  IS 

MS-1806SA 

AS 

22  Dec 

64 

AR  AS 

99 

5305 

Setscrew,  Hexagon  Socket,  Ovol  Point,  Alloy  Steel  USER-ME  Ml  MC  OS 

REV-AV  EA  82  IS  NS 

MS.5U89 

AR 

01  Aug 

84 

AR  SH 

99 

5305 

Setscrew,  Hexagon  Socket,  Cup  Point,  Alloy  Steel,  UNC-3A  USER-ME  Ml  MC 

OS  REV-AV  ER  EA  82  IS  NS 

MS.51476 

AR 

01  Aug 

84 

AR  SH 

99 

5305 

Setscrew,  Hexagon  Socket,  Cup  Point,  Alloy  Steel,  UNF-3A  USER-ME  Ml  MC 

OS  REV-EA  82  IS  NS 

MS-S1477 

AR 

01  Aug 

84 

AR  SH 

99 

5305 

Setscrew,  Hexogon  Socket,  Conepoint,  Alloy  Steel,  UNC-3A  USER-ME  Ml 

REV-AV  CR  EA  82  NS  IS 

MS.51482 

AR 

01  Aug 

84 

AR  SH 

99 

5305 

Setscrew,  Slotted  Heedless,  Flat  Point,  Carbon  Steel,  Codmium  Ploted,  Metric 
Validated  May  88  USER-CE  ME  ER  SH  OS  MC  REV-MI  AV  NS  IS 

DS.514I1 

NOTICE  1 

AR 

20  May 

88 

AR 

99 

5305 

Setscrew,  Slotted  Heedless,  Cone  Point  Corbon  Steel,  Cadmium  Ploted,  Metric 
Validated  May  88  USER-CE  REV-MI  AV  NS  IS 

OS-51409 

NOTICE  1 

AR 

20  Moy 

88 

AR 

99 

5305 

Setscrew,  Slotted  Heedless,  Cup  Point,  Carbon  Steel,  Cadmium  Plated,  Metric 
Validated  May  88  USER-CE  ME  ER  SH  OS  MC  REV-MI  AV  NS  IS 

DS-51410 

NOTICE  1 

AR 

20  Moy 

88 

AR 

99 

5305 

Setscrew,  Square  Heed,  Cup  Point,  Carbon  Steel,  UNC-2A  USER-ME  Ml  MC 

OS  REV-EA  IS  NS 

MS.51487 

AR 

01  Aug 

84 

AR  SH 

99 

5305 

Setscrews.  Squore  Heod  (Inch)  &  Slotted  Heedless  (Inch  &  Metric)  USER-ME  ER 

Ce  SH  OS  MC  REV-MI  AV  NS  IS 

FF.S-210B 

/AR 

16  Jul 

81 

AR 

99 

5305 

Socket  Cop,  Shoulder  &  Set  Screws  ( Inch  Series)  -  7  Aug  1986)  USER-ME  MC 

SH  REV-AT  AV  CR  EA  IS 

ASME/ANSI  B18.3.86 

AR 

27  Apr 

87 

AR 

99 

5305 

Thumbscrew  Validated  Apr  86  USER-ME  OS  MC  AS  SH  REV-AV  82  IS  . 

FF-T-SOSC 

NOTICE  1 

/AR 

09  Apr 

86 

AR  YD 

99 

5305 

Thumbscrew  •  15  Sep  75  W/OOD  Exceptions  USER-ME  REV-ME  10  IS . 

NAS  1300-75 

REV  1 

AS 

05  Dec 

80 

AV  AS 

11 

5305 

Thumbscrew  (Shouldered),  Flat  Point,  Carbon  Steel,  Cadmium  Ploted,  UNC-2A 
Validated  Mar  80  USER-ME  MC  OS  AS  REV-MI  EL  AV  IS  NS 

MS.21316C 

AR 

22  Moy 

74 

AR  YD 

99 

5305 

Thumbscrew,  Winy  Heod,  Metric,  Generol  Specification  For  (Metric)  USER-AT 

ME  SH  MC  REV-EA  AV  11  82  NS  IS 

DOD-T.63549 

AR 

07  Sep 

82 

AR 

99 

5305 

Thumbscrew,  Wing  Head,  Metric  Validated  May  88  USER-AT  ME  SH  MC 

REV-EA  AV  11  82  NS  IS 

DOO-T-63549/1 
NOTICE  1 

AR 

05  May 

88 

AR 

99 

5305 

Torq  Set,  Screw,  Machine  •  Flat  Fillister  Heod,  Full  Thread,  •  28  Moy  82 

W/DOD  Exceptions'  USER-AS  REV-IS 

NAS  1101-82 

REV  6 

AS 

20  May 

83 

AV  AS 

11 

5305 

Bolt  &  Clevit  Validated  Jan  83  REV-IS  . 

AN21 

THRU  37  REV  7 

82 

25  Moy 

83 

AV 

99 

5306 

Boll  &  Cres  Hex  Heod  .750-16  (lnocti«e  12-27-66)  Validated  May  82  REV-IS  .... 

AN  105401 
-  105500  REV  2 

99 

27  Dec 

66 

AV  AS 

99 

5306 

Boll  &  Mochine,  AirerofI  Validated  Oet  72  REV-MI  AV  IS  . 

AN3 

THRU  20  REV  9 

AS 

01  Mar 

67 

AV  AS 

7 

99 

5306 

Bolt  &  Machine,  Close  Toleronce,  Aircraft,  Validated  Dec  71  USER-ME  REV-MI 

IS 

AN173 

THRU  186  REV  6 

AS 

21  Jun 

66 

AV  AS 

5306 

Bolt  &  Shoulder,  Anchor  Light  Mounting  Validated  Sep  82 . . . 

AN555 

REV  4 

AS 

05  Oct 

82 

AS 

99 

5306 

Bolt  &  Studs,  Steel,  Quenched  &  Tempered  •  25  Mar  83  USER-OS  REV-SH  IS  .. 

ASTM  A449.83A 

AR 

08  Aug 

83 

ME  YD 

99 

5306 

Bolt  -  Cres  Drilled  Hex  Head,-1. Hole,  .190-32  (Inactive  After  27  Dec  1966) 
Validated  May  82  REV-MI  IS 

AN106401 
-  106500  REV  2 

99 

27  Dec 

66 

AV  AS 

99 

5306 

Bolt  •  Cres  Drilled  Hex  Head,  6  Holes,  ,5625-18  (Inactive  After  27  Dec  1966) 
Validated  May  82  REV-IS 

AN107901 
-  108000  REV  2 

99 

27  Dec 

66 

AV  AS 

99 

5306 

Boll  ■  Cres  Drilled  Hex  Head.  6  Holes.  .625-18  (Inocllve  After  27  Dec  1966) 
Vof/do/ec/ Mo/ 82  REV-IS 

AN108001 
-  108100  REV  2 

99 

27  Dec 

66 

AV  AS 

99 

5306 

Bolt  ■  Cres  Drilled  Hex  Head,  6  Holes,  .750-16  (Inoctive  After  27  Dec  1966) 
Validated  Moy  82  REV-IS 

AN108101 
-  108200  REV  2 

99 

27  Dec 

66 

AV  AS 

99 

5306 

Boll  -  Cres  Drilled  Hex  Head,  1  Hole.  .250-28  (Inoctive  After  27  Dec  1966) 
Validated  May  82  REV-MI  IS 

AN106501 
-  106600  REV  2 

99 

27  Dec 

66 

AV  AS 

99 

5306 

Bolt  -  Cres  Drilled  Hex  Heod,  1  Hole,  .3125-24  (Inoctive  After  27  Dec  1966) 
Validated  May  82  REV-IS 

AN106601 
-  106700  REV  2 

99 

27  Dec 

66 

AV  AS 

99 

5306 

Bolt  -  Cres  Drilled  Hex  Head,  1  Hole,  .375-24  (Inoctive  After  27  Dec  1966) 
VoWoterf  Mo/ 82  REV-IS 

AN106701 
-  106800  REV  2 

99 

27  Dec 

66 

AS 

99 
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5306 

Bolt  ■  Cres  Drilled  Hex  Heod,  1  Hole,  .4375-20  (Inoclive  After  27  Dec  1966) 
Volidaled  May  82 

AN106801 
•  106900  REV  2 

99 

27 

Dec 

66 

AV  AS 

99 

5306 

Bolt  ■  Cres  Drilled  Hex  Heod,  1  Hole,  .500*20  (Inactive  After  27  Dec  1966) 

REV.IS 

AN  10690) 

-)07000  REV  3 

11 

30 

Jun 

86 

AV  AS 

11 

5306 

Boll  •  Cres  Drilled  Hex  Head,  1  Hole,  .5625-18  (Inoclive  After  27  Dec  1966) 
Validated  May  82  REV-I$ 

AN  107001 
*  107100  REV  2 

99 

27 

Dec 

66 

AV  AS 

99 

5306 

Bolt  -  Cres  Drilled  Hex  Heod,  1  Hole,  .625*18  (Inactive  After  27  Dec  1966) 
VaUdated  May  82  REV*IS 

AN107101 
•  107200  REV  2 

99 

27 

Dec 

66 

AV  AS 

99 

5306 

Bolt '  Cres  Drilled  Hex  Head,  1  Hole,  .750-16  (Inactive  After  27  Dec  1966) 
Validated  May  82  REV-MI  IS 

AN107201 
-  107300  REV  2 

99 

27 

Dec 

66 

AV  AS 

99 

5306 

Boll  -  Cres  Drilled  Hex  Head,  6  Holes,  ,190*32  (Inactive  After  27  Dec  1966) 
Validated  May  82  REV-MI  IS 

AN107301 
-  107400  REV  2 

99 

27 

Dec 

66 

AV  AS 

99 

5306 

Boll  ■  Cres  Drilled  Hex  Head,  6  Holes,  .250-28  (Inactive  After  27  Dec  1966) 
Validated  May  82  REV-MI  IS 

AN107401 

107500  REV  2 

99 

27 

Dec 

66 

AV  AS 

99 

5306 

Boll  -  Cres  Drilled  Hex  Head,  6  Holes,  .3125-24  (Inoclive  After  27  Dec  1966) 
Validated  May  82  REV-MI  IS 

AN107501 
-  107600  REV  2 

99 

27 

Dec 

66 

AV  AS 

99 

5306 

Bolt  •  Cres  Drilled  Hex  Heod,  6  Holes,  .375-24  (Inoctive  After  27  Dec  1966) 
Validated  May  82  REV-IS 

AN107601 
■  107700  REV  2 

99 

27 

Dec 

66 

AV  AS 

99 

5306 

Boll  -  Cres  Drilled  Hex  Head,  6  Holes,  .4375-20  (Inactive  After  27  Dec  1966) 
Validated  May  82  REV-IS 

AN107701 
■  107800  REV  2 

99 

27 

Dec 

66 

AV  AS 

99 

5306 

Bolt  •  Cres  Drilled  Hex  Heod,  6  Holes,  ,500-20  (Inactive  After  27  Dec  1966) 
Validated  May  82  REV-IS 

AN107801 
•  107900  REV  2 

99 

27 

Dec 

66 

AV  AS 

99 

5306 

Boll  -  Cres  Hex  Heod,  Drilled  Shank,  .3125-24  (Inactive  12-27-66)  Validated 

May  82  REV-IS 

AN105701 

AN105800  REV  2 

99 

27 

Dec 

66 

AV  AS 

99 

5306 

Bolt  -  Cres  Hex  Heod,  Drilled  Shank,  .190-32  (Inoclive  12-27-66)  Validated  May 

82  REV-IS 

AN105501 

AN105600  REV  2 

99 

27 

Dec 

66 

AV  AS 

99 

5306 

Bolt  '  Cres  Hex  Head,  Orllted  Shank,  .250-28  (Inactive  12-27-66)  Validated  May 

82  REV-IS 

>N105601 

ANl  15650  REV  1 

99 

27 

Dec 

66 

AV  AS 

99 

5306 

Bolt  •  Cres  Hex  Head,  .190-32  (Inactive  After  27  Dec  1966)  Validated  May  82 
USER-ME  REV-MI  IS 

ANt04601 
.  104700  REV  2 

99 

27 

Dec 

66 

AV  AS 

99 

5306 

Bolt  ■  Cres  Hex  Head,  .250-26  (Inactive  After  27  Dec  1966)  Validated  May  82 
REV-MI  IS 

AN104701 
.  104800  REV  2 

99 

27 

Dec 

66 

AV  AS 

99 

5306 

Boll  •  Cres  Hex  Heod  .3125-24  (Inactive  After  27  Dec  1966)  Validated  May  82 
REV-IS 

AN104801 
-  104900  REV  2 

99 

27 

Dec 

66 

AV  AS 

99 

5306 

Boll  -  Cre.  Hex  Head  .375-24  (Inactive  12-27-56)  Validated  May  82  REV-IS . 

AN104901 
.  105000  REV  2 

99 

27 

Dec 

66 

AV  AS 

99 

5306 

Bolt  ■  Cres  Hex  Heod  .4375-20  (Inactive  12-27-66)  Validated  May  82  REV-IS  .... 

AN105001 
-  105100  REV  2 

99 

27 

Dec 

66 

AV  AS 

99 

5306 

Bolt  •  Ctes  Hex  Heod  ,5000-20  (Inactive  12-27-66)  Validated  May  82  REV-IS  .... 

AN105101 

AN105200  REV  2 

99 

27 

Dee 

66 

AV  AS 

99 

5306 

Bolt  -  Cres  Hex  Heod  .5625-18  (Inoctive  12.27-66)  Validated  May  82  REV-IS  .... 

AN105201 
•  105300  REV  2 

99 

27 

Dec 

66 

AV  AS 

99 

5306 

Bolt  •  Cres  Hex  Heod  .625-18  (Inoclive  12-27-66)  Validated  May  82  REV-IS . 

AN105301 
-  105400  REV  2 

99 

27 

Dec 

66 

AV  AS 

99 

5306 

Bolt  •  Cres  Hex  Head,  Drilled  Sho***'  .•  o*24  (Inactive  12-27-66)  Validated  May 

82  REV-IS 

AN105B01 
-  105900  REV  2 

99 

27 

Dec 

66 

AV  AS 

99 

5306 

Boll  •  Cres  Hex  Head,  Drilled  Shonk,  .4375-20  (Inactive  12-27-66)  Validated 

May  82  REV-IS 

AN105901 
•  106000  REV  2 

99 

27 

Dec 

66 

AV  AS 

99 

5306 

Bolt  -  Cres  Hex  Head,  Drilled  Shank,  .500-20  (Inactive  12-27-66)  Validated  May 

82  REV-IS 

AN106001 
-  106100  REV  2 

99 

27 

Dec 

66 

AV  AS 

99 

5306 

Bolt  -  Cres  Hex  Head,  Drilled  Shank,  .5625-18  (Inactive  12-27-66)  Validated 

May  82  REV-IS 

AN106101 
-  106200  REV  2 

99 

27 

Dec 

66 

AV  AS 

99 

5306 

Bolt  •  Cres  Hex  Head,  Drilled  Shank,  .625-18  (Inoctive  12-27-66)  Validated  May 

82  REV-IS 

AN106201 
-  106300  REV  2 

99 

27 

Dec 

66 

AV  AS 

99 

5306 

Bolt  •  Cres  Hex  Head,  Drilled  Shank,  .750-16  (Inoctive  After  27  Dec  1966) 
Validated  May  82  REV-IS 

AN106301 
-  106400  REV  2 

99 

27 

Dec 

66 

AV  AS 

99 

5306 

Bolt  ■  Drilled  Hex  Heod,  1  Hole,  .625-18  (Inoctive  3-3-69)  Validated  May  82 
REV-AV  IS 

AN103501 

THRU  AN  103600 

99 

03 

Mar 

69 

AV  AS 

99 

5306 

Boll  ■  Drilled  Hex  Heod,  1  Hole,  .190-32  (Inoclive  3-3-69)  Validated  May  82 
USER-ME  REV-AV  IS 

AN102801 

THRU  AN  102900 

99 

03 

Mor 

69 

AV  AS 

99 

5306 

Bolt  -  Drilled  Hex  Heod,  1  Hole,  .250-28  (Inactive  3-3-69)  Validated  May  82 
USER-ME  REV-AV  IS 

AN102901 

THRU  AN  103000 

99 

03 

Mor 

69 

AV  AS 

99 

5306 

Bolt  ■  Drilled  Hex  Head,  1  Hole,  .750-16  (Inactive  3-3-69)  VoKdated  May  82 

REV-IS 

AN103601 

THRU  AN  103700 

99 

03 

Mor 

69 

AS 

99 

5306 

Bolt  -  Drilled  Hex  Heod,  6  Holes,  .K  J-32  (Inoctive  3-3-69)  Validated  May  82 
REV-MI  AV  IS 

AN103701 

THRU  AN  103800 

99 

03 

Mor 

69 

AV  AS 

99 

5306 

Bolt  •  Drilled  Hex  Head,  6  Holes,  .250-28  (Inoctive  3-3-69)  Validated  May  82 
REV-AV  IS 

AN103801 

THRU  AN  103900 

99 

03 

Mor 

69 

AV  AS 

99 

Soil  Cfillcd  Ilex  Head,  6  Hates,  3125-24  (t.sacti.o  3-3-6?)  Vulldaied  Atay  82 
REV-AV  IS 

AN1C3901 

THRU  AN  104000 

99 

03 

A*or 

67 

AV  AS 

79 

5306 

Boll  ■  Drilled  Hex  Head,  1  Hole,  >3125-24  (Inactive  3-3-69)  Validated  May  82 
REV-AV  IS 

AN103001 

THRU  AN  103100 

99 

03 

Mor 

69 

AV  AS 

11 

5306 

Bolt  ■  Drilled  Hex  Heod,  1  Hole,  .375-24  (Inoctive  3-3  69)  Validated  May  82 
REV-AVIS 

AN  103 101 

THRU  AN  103200 

99 

03 

Mar 

69 

AV  AS 

99 

5306 

Bolt  •  Drilled  Hex  Heod,  1  Hole,  .4375-20  (lnocti*e  3-3  69)  Validated  May  82 
REV-IS 

AN  103201 

THRU  AN  103300 

99 

03 

Mor 

69 

AS 

99 

5306 

Boll  •  Drilled  Hex  Head,  1  Hole,  .500-20  (Inactive  3*3  69)  Validated  May  82 

rev-mi  is 

ANI03301 

THRU  AN  103400 

99 

03 

Mor 

69 

AS 

99 

5306 

Bolt  -  Drilled  Hex  Heod,  1  Hole,  .5625-18  (Inoclive  3-3.69)  Validated  Feb  82 
REV-IS 

AN103401 
■  103500 

99 

03 

Mar 

69 

AS 

99 

5306 

Boll  •  Drilled  Hex  Heod,  6  Holes,  .375-24  (Inoctive  3-3-69)  Validated  May  82 

AN104001 

99 

03 

Mor 

69 

AS 

99 

REV-IS 
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S306 

Bolt  -  Drilled  Hex  Head,  6  Holet,  ,4375-20  (Inoctive  3*3*69)  VoHdat^d  May  82 
REV-AV  IS 

AN104101 

THRU  AN  104200 

99 

03  Mor 

69 

AV  AS 

99 

5306 

Bolt  -  Drilled  Hex  Heod,  6  Holes,  .500*20  (Inactive  3*3*59)  VoUdalad  May  82 
REV-AV  IS 

AN104201 

THRU  AN  104300 

99 

03  Mor 

69 

AV  AS 

99 

5306 

Bolt  >  Drilled  Hex  Head,  6  Holes,  ,5625'18  (Inactive  3*3*69)  Validated  May  82 
REV-AV  IS 

AN  104301 

THRU  AN  104400 

99 

03  Mar 

69 

AV  AS 

99 

5306 

Bolt  -  Drilled  Hex  Head,  6  Holes,  .625-18  (Inoctive  3-3*69)  Vatidoted  May  82 
REV-IS 

AN  104401 

THRU  AN  104500 

99 

03  Mar 

69 

AS 

99 

5306 

Bolt  ■  Drilled  Hex  Head,  6  Holes,  .750*16  (Inoctive  3*3*67)  Validated  May  82 
REV-IS 

AN104501 

THRU  AN  104600 

99 

03  Mar 

69 

AS 

99 

S306 

Bolt  ■  Fluid  Posioge  USER-AV  CS  REV-IS . 

AN775 

REV  12 

82 

22  Mar 

84 

AS 

99 

S306 

Bolt  ■  Hex  Heod  .3125'24  (Inactive  After  3  Mor  1969)  Validated  May  82 

USER-ME  REV-MI  AV  IS 

AN101201 

THRU  AN  101300 

99 

03  Mar 

69 

AS 

99 

5306 

Boll  •  Hex  Head  ,375-24  (Inactive  AFTER.3  Mor  1969)  Validated  May  82 

USER-ME  REV-AV  IS 

AN101301 

THRU  AN  101400 

99 

03  Mor 

69 

AV  AS 

99 

5306 

Boll  ■  Hex  Head  .250-28  (Inactive  AFTER3  Mar  1969)  Validated  May  82 

USER-ME  REV-AV  IS 

ANlOllOl 

THRU  AN  101200 

99 

03  Mor 

69 

AS 

99 

5306 

Boll  -  He*  Heod  .4375-20  (Inactive  Alter  3  Mor  1969)  REV-IS . 

AN101401 
-101500  REV  3 

11 

30  Jon 

86 

AS 

11 

5306 

Boll  -  Hex  Heod  .500-20  (Inactive  Alter  3  Mar  69  REV-AV  IS . 

AN101501 
-10)600  REV  3 

11 

30  Jun 

86 

AV  AS 

11 

5306 

Ball  ■  Hex  Head  .5625-18  (Inactive  After  3  Mar  1969)  Volidaled  Feb  82  REV-IS 

AN101601 
-  101700 

99 

03  Mar 

69 

AS 

99 

5306 

Bolt  •  Hex  Head  .625-18  (Inactive  After  3  Mar  1969)  REV-AV  IS . . . 

AN101701 
-lOlBOO  REV  3 

11 

30  Jun 

86 

AV  AS 

11 

5306 

Boll  -  Hex  Heod,  Drilled  Shank,  .190-32  (Inactive  After  3  Mar  1969)  REV-AV  IS 

AN101901 
-102000  REV  3 

11 

30  Jun 

86 

AV  AS 

99 

5306 

Bolt  -  Hex  Head,  Drilled  Shank,  .250'28  (Inoctive  3'3-69)  Validated  May  82 
REV-AV  IS 

AN102001 

THRU  AN  102100 

99 

03  Mar 

69 

AV  AS 

99 

5306 

Bolt  •  Hex  Head,  Drilled  Shank,  .3125*24  (Inactive  After  3  Mor  1969)  Validated 
May  82  REV-AV  IS 

AN102101 

THRU  AN  102200 

99 

03  Mor 

69 

AV  AS 

99 

5306 

Bolt  •  Hex  Head,  Drilled  Shank,  .375'24  (Inactive  After  3  Mar  1969)  Validated 
May  82  REV-IS 

AN102201 

THRU  AN  102300 

99 

03  Mor 

69 

AS 

99 

5306 

Bolt  ■  Hex  Head,  Drilled  Shank,  .4375-20  (Inactive  After  3  Mor  1969)  Validated 
May  82  REV-IS 

AN102301 

THRU  AN  102400 

99 

03  Mar 

69 

AS 

99 

5306 

Boll  •  Hex  Heod,  Drilled  Shank,  .500*20  (Inactive  After  3  Mar  1969)  Validated 
May  82  REV-IS 

AN102401 

THRU  AN  102500 

99 

03  Mor 

69 

AS 

99 

5306 

Bolt  -  Hex  Head,  Drilled  Shank,  .5625-18  (Inoctive  After  3  Mor  1969)  Validated 
610/82  REV-IS 

AN102501 

THRU  AN  102600 

99 

03  Mar 

69 

AS 

99 

5306 

Bolt  •  Hex  Head,  Drilled  Shonk,  .625-18  (Inactive  After  3  Mor  1969)  Validated 
May  82  REV-IS 

AN102601 

THRU  AN  102700 

99 

03  Mar 

69 

AS 

99 

5306 

Bolt  •  Hex  Head,  Drilled  Shank,  .750-16  (Inactive  After  3  Mor  1969)  Validated 
May  82  REV-IS 

AN102701 

THRU  AN  102800 

99 

03  Mor 

69 

AS 

99 

5306 

Bolt  •  Hex  Head,  ,190-32  (Inactive  After  3  Mor  1969)  Validated  May  82 

REV-Ml  AV  IS 

ANIOIOOI 

THRU  an  101100 

99 

03  Mar 

69 

AS 

99 

5306 

Bolt  '  Machine  •  Double  Hexagon  Extended  Wother  Heod,  Drilled,  Close 

Tolerance  Shank,  AMS  5643,  .250-28  UNJF-3A  •  15  Mor  76  REV-IS 

AS  3175-76 

11 

11  Jul 

84 

AV  AS 

11 

5306 

Boil  (Screw),  log.  Hex  Head,  Gimlet  Paint  USER-MI  AV  MC  REV-ME  IS . 

MS-16992E 

YD 

07  Sep 

82 

AR  YD 

99 

L 

5306 

Boll  Mochine  Hexogon  Head  Steel  375-24  UNJF-3A  REV-82  IS  . . . . 

MS-9454A 

AS 

31  Mor 

86 

AS 

11 

L 

5306 

Boll  Mochine  Hexogon  Heod  Steel  4375-20  UNJF-3A  REV.82  IS . 

MS-9455A 

AS 

31  Mor 

86 

AS 

1) 

L 

5306 

Bolt  Machine  Hexagon  Head,  Steel  500-20  UNJF-3A  REV-82  IS . 

MS-9456A 

AS 

31  Mor 

86 

AS 

11 

5306 

Boll  Mochine-cres  Ams  5731,  Double  Hexogon  Extended  Washer  Heod, 

Cupwasher  Locked  .250-28  UNJF-3A  REV.82  IS 

M5-9677 

AS 

21  Dec 

83 

AS 

99 

5306 

Bolt  Machine-double  Hexagon  Extended  Wosher  Heod,  Pd  Shonk,  Titonium  Ams 
4967,  4375-20  UNJF.3A  Validated  Oct  83  REV.99  11 

MS-9754 

AS 

03  Mar 

69 

AS 

99 

5306 

Bolt  Mochine-double  Hexagon  Extended  Washer  Heod,  Pd  Shonk,  Titanium  Ams 
4967,  .500-20  UNJF-3A  Validated  Oct  83  REV-ll 

MS-9755 

AS 

03  Mor 

69 

AS 

99 

E 

5306 

Bolt  Mochine,  Hexagon  Head,  Non  Magnetic  &  Heot  Resistonl  -  6  Aug  79 
(W/DOD  Exceptions) 

NAS  1003THRU1020.79 
REV  6 

AS 

30  Jon 

84 

AS 

11  IS 

5306 

Bolt  Mochine,  Hexogon  Heod,  Drilled,  6  Hole  Validated  Apr  84 . . . . 

MS-9964 

AS 

27  Jun 

74 

AV  AS 

11 

5306 

Bolt  Machine,  Steel,  12  Point  Heod,  .164  (No.  8)-36,  Codmium  Plole  (Inoctive 
10-26-72)  REV-IS 

MS-9186B 

AS 

13  Jul 

87 

AS 

11 

L 

5306 

Boll  Mochine,  Steel,  12  Point  Head,  .500-20,  Black  Oxide  (Inoctive  10-26-72) 
REV-IS 

MS-91628 

AS 

22  Jun 

87 

AS 

1 

.■306 

Bolt  Mochine,  Steel,  12  Point  Heod,  .5625-18,  Cadmium  Plote  (Irractive 

10-26-72)  REV-MI  IS 

MS-9152B 

AS 

22  Jun 

87 

AS 

L 

5306 

Bolt  Mochine,  Steel,  12  Point  Heod,  .3125-24,  Black  Oxide  (Inoctive  10-26-72).. 

MS-9159B 

AS 

22  Jun 

87 

AS 

L 

5306 

Bolt  Welding  Fine  Threod  Validated  Mar  82  RCV-ME  IS . . . . . . 

MS-51933 

AR 

05  Apr 

63 

AR 

•6306 

8otl-MA(.HINI:,  Drilled  12  Poinl  Heod,  Sleef,  -3125-18  UNF-3a  XbV-tS _ ..... 

MS-WiOC 

AS 

12  Jun 

67 

AS 

n 

L 

•5306 

Boll-MACHINE,  Drilled  12  Point  Heod,  Steel,  .375-24  UNF-3A  REV-MI  IS _ 

MS-9091C 

AS 

12  Jun 

87 

AS 

11 

L 

•5306 

Boll-MACHINE,  Drilled  12  Point  Head,  Steel,  -4375-20  UNF-3A  REV-IS _ 

MS-9092C 

AS 

12  Jun 

87 

AS 

11 

•5306 

Boll-MACHINE,  Drilled  12  Point  Heod,  Steel,  -500-20  UNF-3A  REV-IS _ 

MS-9093C 

AS 

12  Jun 

87 

AS 

11 

L 

•5306 

Bolt-MACHINE,  Drilled  12  Poinl  Head,  Steel,  ,5625-18  UNF-3A  REV-IS . 

MS-9094C 

AS 

12  Jun 

87 

AS 

11 

L 

5306 

Bolt-MACHINE,  Steel,  12  Point  Heod,  ,4375-20,  Block  Oxide  (Inactive  For 

Design  26  Oct  72)  REV-IS 

MS-9161B 

AS 

22  Jon 

87 

AS 

5306 

Bolt-lock,  Tension,  100  Deg  Heod  (MS  24694)STUMP  Type,  Titonium  Alloy  29 

Dec  81  USER.AS  REV-IS 

NAS  2306THRU2312-81 
REVS 

AS 

11  Feb 

87 

AV  AS 

11 

•5306 

Boll-machine,  Drilled  12  Point  Head,  Steel,  .250-28  UNF-3A  REV-IS . 

MS-9089C 

AS 

12  Jun 

87 

AS 

11 

L 

5306 

Bolt-mochine,  Steel,  12  Point  Head,  .190  (No,  10)-32,  Block  Oxide  (Inoctive  For 
Design  26  OCT1972)  REV-IS 

MS-9157B 

AS 

22  Jon 

b’ 

AS 

L 

5306 

Boll-machine,  Steel,  Drilled  12  Point  Head,  ,138(NO.6)-40,  Block  Oxide  REV-11 

MS-9191C 

AS 

13  Jul 

87 

AS 

82 

L 

5306 

Bolt-mochine,  Steel,  12  Point  Heod,  .250-28,  Block  Oxide  REV-IS....... . . 

MS-9158A 

AS 

22-Jun 

87 

AS 
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L 

S306 

Bolt*mochine,  Steel,  12  Point  Heod,  .5625'18,  Block  Oxide  (tnoctive  For  Detign 

MS-9163B 

AS 

22  Jun 

87 

AS 

26  Oct  1972)  REV-IS 

1 

S306 

Bolt'tnochine,  Steel,  12  Point  Head,  .375*24,  Block  Oxide  REV*IS . . . . . . 

MS-9160A 

AS 

22  Jun 

87 

AS 

L 

5306 

Bolt'Hiochine,  Steel,  Drilled  12  Point  Head,  .190  (No.  t0)>32.  Block  Oxide  (Asg) 

MS-9169A 

AS 

06  Moy 

87 

AS 

REV-IS 

L 

5306 

Bolt'mochine,  Steel,  Drilled  12  Point  Heod,  .375*24,  Block  Oxide  (Asg) 

MS-9172 

AS 

05  Aug 

57 

AS 

11 

Validated  Oct  S3  REV-IS 

L 

5306 

Bolt*mQchine,  Steel,  Drilled  12  Point  Heod,  .4375*20,  Block  Oxide  (A»g) 

MS-9173 

AS 

05  Aug 

57 

AS 

11 

Validated  Oet  S3  REV-IS 

L 

5306 

Bolt*machine,  Steel,  Drilled  12  Point  Heod,  .500*20,  Block  Oxide  (Asg) 

MS-9174 

AS 

05  Aug 

57 

AS 

11 

Validated  Oet  83  REV-IS 

L 

5306 

BoIt*mochine,  Steel,  Drilled  12  Point  Head,  .5625*18,  Block  Oxide  (Asg) 

MS-9175 

AS 

05  Aug 

57 

AS 

11 

Validated  Oct  83  REV-IS 

1 

5306 

Bolt-mochine,  Steel,  Drilled  12  Point  Heod,  .250*26,  Block  Oxide  (Asg)  REV4S  .. 

MS-9170A 

AS 

06  May 

87 

AS 

1. 

5306 

Bolt*mochine,  Steel,  Drilled  12  Point  Head,  .3125*24,  Block  Oxide  (Asg) 

MS-9171 

AS 

05  Aug 

57 

AS 

11 

Validated  Oet  83  REV-IS 

5306 

Bolt'socket  Head,  6  Holes  Drilled,  .250-28  (Inoctive  After  1  Jon  1960)  (See  Ms 

AN1486S1 

99 

1  Aug 

58 

AV  AS 

99 

9089)  Validated  May  82  REV-AV  IS 

•  14B750  REV  2 

5306 

Bolt-socket  Head,  6  Holes  Drilled,  .3125*24  (Inactive  After  1  Jon  1960)  (Se  Ms 

AN  148751 

99 

1  Aug 

58 

AV  AS 

99 

9090)  Validated  May  82  REV-AV  IS 

THRU  AN  148850 

5306 

Bolt-Socket  Head,  6  Holes  Drilled,  .375*24  (Inoctive  After  1  Jon  1960  (See  Ms 

AN  148851 

11 

1  Aug 

58 

AV  AS 

11 

9091)  Validated  Apr  S3  REV-IS 

■  148950  REV  2 

5306 

BoIt*socket  Head,  6  Holes  Drilled,  .4375-20  (Inactive  After  1  Jon  1960)  (See 

AN148951 

99 

1  Aug 

58 

AS 

99 

Ms  9092)  Validated  May  82  REV-IS 

.  149050  REV  2 

5306 

Bolt-socket  Head,  6  Holes  Drilled,  .500*20  (Inoctive  After  1  Jon  1960)  (Use  Ms 

AN149051 

99 

1  Aug 

58 

AS 

99 

9093)  Validated  May  82  REV-IS 

THRU  AN  149150 

5306 

Bolt'Socket  Heod,  6  Holes  Drilled,  .5625*18  (Inoctive  After  1  Jon  1960)  (See 

AN149151 

82 

1  Aug 

58 

AS 

99 

Ms  9094)  Validated  May  82  REV-IS 

THRU  AN  149250 

5306 

Bolt-socket  Head,  6  Holes  Drilled,  .625*18  VaUdat^d  Jun  83  REV-IS . 

AN149251 

82 

01  Aug 

58 

AS 

99 

-  199350 

5306 

Boll-socicet  Htad,  6-HOLE  Drilltd,  .190-32  (Inactive  Alter  1  Jon  1960)  (See  Ms 

AN148551 

82 

1  Aug 

58 

AV-AS 

99 

9088)  Validated  May  82  PEV-AV  IS 

THRU  AN  148650 

5306 

Boll,  (Screw),  tog  Validated  Sep  75  USER-GL  AV  MC  REV-MI . 

FF-B-561C 

• 

01  Dk 

70 

5306 

Boll,  Aircfoll  REV-AV  Ml  EA  AR  OS  11  IS . 

MIL-8-6812D 

82 

20  F.b 

86 

AR  AS 

99 

5306 

Bolt,  Alloy  Steel,  1550  Mpo  Tensile,  Spline  Drive,  Metric  -  Mar  80  R£V*AV  IS  .. 

NA  0062-80 

IS 

22  Moy 

86 

AR  AS 

99 

Q 

5306 

Boll,  Alloy  Steel,  Shear  oo  Tensile  (156  KSIFSU  co  260  KSI  FTU.450DEG.F) 

MII-B-8907A 

AS 

15  Aug 

83 

AV  AS 

11 

Externol  Wrenching.flongcd  Head  USER*MI  REV-AT  99  IS 

5306 

Bolt,  Alloy  Steel,  1800  Mpo  Tensile,  Spline  Drive,  Metric  -  Mar  80  REV*AV  IS  .. 

NA  0063-80 

IS 

22  May 

86 

AR  AS 

99 

Q 

5306 

Boll,  Alloy  Steel,  Shear  oo  Tensile,  (132  KSI  Fsu  oo  220  KSI  Flu,  450  Deg-  F), 

MII-B-S906B 

AS 

12  Moy 

86 

AV  AS 

11 

General  Specification  For  USER*MI  REV*AT  99  IS 

5306 

Bolt,  Alloy  Steel  And  Inconel  718  Shear  And  Tension,  (132  KSI  Fsu  And  220 

Mll-B-008906 

AS 

12  Moy 

86 

AS 

KSI  Flu) 

5306 

Bolt,  Clevis,  660  Mpo  Sheor,  Metric  -  Moy  82  REV-AV  IS . . . 

NA  0155-82 

IS 

22  May 

86 

AR  AS 

99 

5306 

Bolt,  Close  Toleronce,  Hex  Heod,  A-2S6  Cres,  1100  Mpo  Tensile,  Metric  •  25 

NA  0045-79 

IS 

22  May 

86 

AR  AS 

99 

Apr  79  REV-AV  IS 

REV  1 

5306 

Bolt,  Close  Toleronce,  Hex  Head,  Alloy  Steel,  1 100  MPA  Metric  •  Mar  1976 

NA  0036-78 

AR 

21  Jon 

85 

AR  AS 

99 

REV-AV  ME  82  IS 

5306 

Bolt,  Close  Tolerance  •  Hexagon  Head,  Titanium,  .190  To  .500  •  25  Jun  80 

NAS  673IHRU678-80 

AS 

30  Jon 

84 

AS 

11 

W/dOD  Exceptions  -  Rev  6  Validated  Dec  83  REV-lS 

REV  6 

5306 

Bolt,  Close  Tolerance,  Hex  Head,  Titanium  Alloy  IKX)  Mpo,  Metric  -morch  1978 

NA  0037-78 

IS 

15  Jul 

85 

AV 

99 

IS 

REV-99  82  IS 

5306 

Boll,  Eye  USER-ME  REV-MI  IS . 

AN42 

THRU  49  REV  6 

AS 

04  Aug 

82 

AV  AS 

99 

5306 

Bolt,  Eye&tornbuckle  (Generol  Purpose)  Validated  Jan  86  USER-AT  ME  OS  YD 

MS-27950A 

AR 

01  Jun 

88 

AR  SH 

99 

MC  REV-MI  ER  IS 

NOTICE  I 

5306 

Boll,  Eye,  A-286  Crei,  1100  Mpo,  Metric  •  Dec  81  REV-99  IS . 

NA  0)53-81 

IS 

15  Jul 

85 

AV 

11 

5306 

Bolt,  Eye,  Alloy  Steel,  1100  Mpo,  Metric  •  Dec  1981  REV-99  IS  . . . . . 

NA  0152-81 

IS 

15  Jut 

85 

AV 

11 

IS 

5306 

Bolt,  Eye,  Generol  Specification  For  USER-ME  REV-AV  IS  . . . . 

MII-B-45908B 

AR 

26  S.p 

85 

AR 

99 

5306 

Boll,  Eye,  Shoulder  UNC-2A  And  UNF-2A  USER-YD  MC  SH  OS  REV-Gl  tS  NS 

MS-51937C 

AR 

27  S.p 

85 

AR 

99 

5306 

Bolt,  Finned  Neck,  Countersunk  Flathead,  UNC-2A,  Non*mognetic  Validated  Jan 

MS-16204B 

SH 

30  Jun 

86 

SH 

99 

86  REV-IS 

NOTICE  1 

L 

5306 

Bolt,  Firebrick  Anchor  REV-MI  IS.... . . . . . . . . 

MIL-8-153B2C  (1) 

SH 

03  D.C 

87 

SH 

E 

5306 

Bolt,  Flot  Pon  Head  ■  15  Feb  83  W/OOD  Exceptions  USER-AS  REV-IS . 

NAS  1578-83 

REV  6 

AS 

20  Moy 

83 

AV  AS 

11 

IS 

E 

5306 

Bolt,  Flat  Pan  Head,  Full  Thread  •  Sep  71  W/dod  Exceptions  Validated  Moy  82 

NAS  1579-71 

AS 

14  Jun 

74 

AV  AS 

11 

REV-ME  ER  10 

5306 

Bolt,  Hex  ■  Metric  •  26  Apr  79  W/erroto  (5/81)  . . . . . . 

ANSI  B18.2-3.5M-79 

AR 

26  Apr 

79 

AR  AS 

99 

5306 

Bolt,  Hex  Head,  Close  Tolerance  Alloy  Steel,  long  Thread  Self  locking  And 

NAS  6203THRU6220-72 

AS 

14  Jun 

75 

AV  AS 

11 

Non  Locking  >  Feb  72  Validated  Apr  82 

t 

5306 

Boil,  Hex  Heod,  Close  Tolerance,  A-266,  Short  Threod,  Seif  locking  And  Non 

NaS  6303ThRO6320-77 

AS 

05  D.C 

80 

AV  AS 

il 

Locking  -  W/dod  Exception  •  Mor  77  REV-ME  10  IS 

5306 

Bolt,  Hex  Heod,  Close  Toleronce,  GAl'4V  Titonium  Alloy,  Short  Threod,  Self 

NA'  6403THR'l6420-72 

AS 

14  Jun 

74 

AV  AS 

11 

Locking  And  Non  Locking  >  Feb  72  Validated  May  82 

E 

5306 

Bolt,  Hex  Head,  Close  Tolerance,  Alloy  Steel,  Long  Thread,  Self  locking  &  Non 

^\S  66C3THr  16620-76 

AS 

05  Dec 

80 

AV  AS 

n 

Locking  •  Jun  76  W/dod  Exceptions  Rev  3  USER-ME  REV-ME  10  IS 

5306 

Bolt,  Hex  Head,  Close  Tolerance,  A266  Cres,  Long  Threods,  Self  Locking  &  Non 

NAS  6703THRU6720-76 

AS 

11  F.b 

87 

AV  AS 

11 

locking  •  15  Jun.  1976  USER-AS  REV-IS 

REV  3 

5306 

Bolt,  Hex  Head,  Close  Tolerance,  6Al*4V  Titonium  Alloy,  Long  Threads,  Seif 

NAS  6803THRU6820-76 

AS 

11  F.b 

87 

AV  AS 

11 

Locking  &  Non  Locking  >  30  Mar  77  USER-AS  REV-IS 

REV  3 

5306 

Bolt,  Hexogon  And  Squore  Validated  Apr  $3  USER-CE  YD  OS  MC  REV-MI  AV 

FF-B-S75C 

/AR 

26  Moy 

70 

AR 

99 

AT  EA  IS 

E 

5306 

Bolt,  He/ogon  Heod,  Close  Tolerance,  Short  Threod,  Titonium  Alloy  •  Apr  63 

NAS  126ITHRU1265-63 

AS 

15  S.p 

78 

AV  AS 

11 

W/OOD  Exceptions  Validated  Apr  81  REV-ME  10  IS  REV  1 
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5306 

Bolt,  Hook&iurnbuckte  (Gentrol  Purpose)  Vatidattd  Mar  82  USEft>AT  MC  YD 

OS  REV>ME  Ml  IS 

MS-27953B 

AR 

15  Apr 

70 

AR  SH 

99 

Q 

5306 

Bolt,  Internol  Wrenching,  160  KSI  FTU  REV-AV  Ml  ER  IS . 

MII-B-7838C 

AS 

01  Mar 

89 

AR  AS 

99 

5306 

Bolt,  Internol  Wrenching,  160  Ksi  Flu  And  96  Kii  Fsu  USER-AV  REV-ME  ER  Ml 

IS 

MS-2000eD 

THRU  MS  20024 

AS 

10  Aug 

81 

AR  AS 

99 

5306 

Boll,  log,  Cone  Point,  Countersunk  Flotheod,  Slotted,  Copper<sili<on  Alloy, 
Nonmagnetic  Validoted  Jun  86  KEV*IS 

MS-1620IA 

SH 

19  Aug 

66 

SH 

99 

5306 

Bolt,  Log,  Fetter  Drive  Hot  GoUonized  (Pole*iine)  Volidaled  Jon  Si  US£R*MC 
REV-AR  SH  SA  IS 

MS-35E31A 

ER 

10  Aug 

67 

ER  YD 

99 

L 

5306 

Bolt,  Machine  &  Steel  Ams  63C4,  Diffused  NickelBtCodmium  Ploted,  Hexogon 

Head,  .312S&24  UNJF&3A  ,Asg)  REV-82  IS 

MS-9453A 

AS 

31  Mar 

86 

AS 

11 

1 

5306 

Bolt,  Machine  &  Steel  Ams  6'j04,  Diffused  Nickel&codmium  Ploted,  Hexogon 

Head,  Drilled,  .190&32  UNJF&3A  (Asg)  Validated  Oct  83  REV-IS 

MS-9440 

AS 

21  Dec 

62 

AS 

1 

5306 

Bolt,  Machine  &  Steel  Ams  6304,  Diffused  Nicket&codmium  Ploted,  Hexogon 

Head,  Drilled,  .250&28  UNJF&3A  (Asg)  Validated  Oct  83  REV-IS 

MS.9441 

AS 

21  Dec 

62 

AS 

L 

5306 

Bolt,  Mochine  &  Steel  Ams  6304,  Diffused  Nickef&codmium  Plated,  Hexogon 

Head,  Drilled,  .3125&24  UNJF&3A  (Asg)  Validated  Oct  83  REV-IS 

MS-9442 

AS 

21  Dec 

62 

AS 

L 

5306 

Bolt,  Mochine  &  Steel  Ams  6304,  Diffused  NickelAcodmium  Ploted,  Hexogon 

Head,  Dritle  Validated  Oct  83  REV-IS 

MS-9443 

AS 

21  Dec 

62 

AS 

L 

5306 

Bolt,  Mochine  &  Steel  Ams  6304,  Diffused  NickelAcodmium  Ploted,  Hexogon 

Head,  Drilled,  .4375&20  UNjF&3A  (Asg)  Validated  Oct  83  REV-IS 

MS.9444 

AS 

21  Dec 

62 

AS 

1 

5306 

Bolt,  Mochme  &  Steel  Amd  6304,  Diffused  Nickel&codmium  Ploted,  Hexagon 

Heod,  Drilled,  .500&20  UNJF&3A  (Atg)  Validated  Oct  83  REV-IS 

MS-944S 

AS 

21  Dec 

62 

AS 

1 

5306 

Bolt,  Mochine  &  Steel  Ams  6304,  Diffused  Nickel&codmium  Ploted,  Hexogon 

Heod.  Drilled,  .562S&18  UNJF&3A  (Asg)  Vchdated  Oct  83  REV-lS 

MS-9446 

AS 

21  Dec 

62 

AS 

L 

5306 

Bolt,  Machine  &  Steel  Ams  6304,  Diffused  Nickel&codmium  Ploted,  Hexogon 

Heod,  DfilM,  .625&18  UNJF&3A  (Asg)  Validated  Oct  83  REV-IS 

MS.9447 

AS 

21  Dec 

62 

AS 

L 

5306 

Bolt,  Machine  &  Steel  Ams  6304,  Diffused  Nickel&codmium  Ploted,  Hexogon 

Head,  Drilled,  .750&16  UNJF&3A  (Asg)  Validated  Oct  83  REV-IS 

MS-9448 

AS 

21  Dec 

62 

AS 

L 

5306 

Bolt,  Machine  &  Steel  Ams  6304,  Diffused  Nickel&codmium  Ploted,  Hexagon 

Head,  .190&32  UNJF&3A  (Asg)  REV-82  IS 

MS-9451A 

AS 

31  Mor 

86 

AS 

11 

5306 

Bolt,  Machine  •  Steel,  Drilled  Double  Hexogon,  Extended  Wosher,  .3125-24 
(MtL-S-8879  Thread)  (Asg)  Validated  Jul  81  REV-IS 

MS-21290B 

AS 

17  Sep 

63 

AS 

99 

5306 

Bolt,  Mochine  ■  Crowned  Hexogon  Heod,  Adjusting  -  14  May  1980  USER-AS 
REV-IS 

NAS  428-80 

REV  6 

AS 

07  Oct 

84 

AS 

11 

5306 

Boi*,  Mochine  •  Steel,  Double  Hexogon,  Extended  Washer,  .190-32 
(MIL-S-8e79}  (Asg)  Validated  Jul  81  REV-IS 

MS-21279B 

AS 

17  Sep 

63 

AS 

99 

5306 

Bolt,  Mochire  •  Hexagon  Heod,  Full  Shonk,  Ams  5731,  .750-16  UNJF-3A 

REV-MI  AR  IS 

MS.9497C 

AS 

23  Nov 

84 

AV  AS 

99 

5306 

Bolt,  Machine  •  Steel,  Double  Hexogon,  Extended  Wosher,  .250-28 
(MIL-S-8879)  (Asg)  Validated  Jul  81  REV-IS 

MS-21280B 

AS 

17  Sep 

63 

AS 

99 

5306 

Bolt,  Machine  -  Double  Hexogon  Extended  Wosher  Head,  Drilled,  Close 

Tolerance  Shonk,  AMS  5643,  .190-32  UNjF-3A  -  15  Mar  76  REV-IS 

AS  3174-76 

11 

11  Jul 

84 

AV  AS 

11 

5306 

Bolt,  Mochine  •  Steel,  Double  Hexogon,  Extended  Washer,  .3125-24 
(MIL-S-8879  Thread)  (Asg)  Validated  Jul  81  REV-IS 

MS-21281B 

AS 

17  Sep 

63 

AS 

99 

5306 

Bolt,  Mochine  •  Hexogon  Heod,  Drilled,  1  Hole,  Full  Shank,  Ams  5643,  .750-16 
UNJF-3A  REV.99  82  IS 

M5.9802B 

AS 

15  Aug 

84 

AV  AS 

99 

5306 

Bolt,  Mochine  •  Steel,  Double  Hexagon,  Extended  Washer,  .375-24  (MIL-S-8879 
Thread)  (Asg)  Validated  Jul  81  USER-MC  REV-IS 

MS-21262B 

AS 

17  Sep 

63 

AS 

99 

5306 

Bolt,  Mochine  -  Hexagon  Head,  PD  Shank,  AMS  5708,  ,250-28  UNJF-3A  8-85 
REV-AR  IS 

AS  3307-85 

82 

03  Aug 

87 

AV  AS 

99 

5306 

Bolt,  Mochine  -  Steel,  Double  Hexogon,  Extended  Washer,  .4375-20 
(MIL-S-8879  Thread)  (Asg)  Validated  Jul  81  REV-lS 

MS-21283B 

AS 

17  Sep 

63 

AS 

99 

L 

5306 

Bolt,  Mochine  ■  Cres  Ams  5735,  Double  Hexogon  Extended  Wosher  Head, 

Drilled,  .250-28  (Asg)  Validated  Oct  83  REV-IS 

MS-9061A 

AS 

20  Nov 

63 

AS 

5306 

Bolt,  Mochine  >  Steel,  Double  Hexogon,  Extended  Wosher,  .500-20  (MIL-S-8679 
Threod)  (Asg)  Validated  Jul  81  REV-IS 

MS-21284B 

AS 

17  Sep 

63 

AS 

99 

5306 

Boll,  Mochint  ■  H.xogon  Htod,  PD  Shank,  AMS  5708,  .3125  UN3F-3AB-85 
REV-AR  IS 

AS  3308  85 

82 

03  Aug 

87 

AV  AS 

99 

5306 

Bolt,  Mochine  •  Steel,  Double  Hexogon,  Extended  Wosher,  .5625-18 
(MIL-S-8879  Thread}(osg)  Validated  Jul  81  REV-IS 

MS-212B5B 

AS 

17  Sep 

63 

AS 

99 

5306 

Bolt,  Mochine  •  Hexogon  Heod,  Drilled,  1  Hole,  Full  Shank,  Ams  5643,  ,250-28 
UNJF-3A  REV-99  62  IS 

MS-9795B 

AS 

15  Aug 

84 

AV  AS 

99 

5306 

Bolt,  Mochine  •  Steel,  Drilled  Double  Hexogon,  Extended  Wosher,  .375-24 
(MIL-S-8879  Threod)  (Asg)  Validated  Jul  81  REV-IS 

MS-21291B 

AS 

17  Sep 

63 

AS 

99 

5306 

Bolt,  Mochine  •  Double  Hexagon  Extended  Washer  Heod,  Drilled,  Close 

Toleronce  Shonk,  AMS  5643,  .3125-24  UNJF-3A  >  15  Mar  76  REV-IS 

AS  3176-76 

11 

11  Jul 

84 

AV  AS 

11 

5306 

Bolt,  Mochine  •  Steel,  Drilled  Double  Hexagon,  Extended  Wosher,  .4375-20 
(MIL-S-8e79  Threod)  (Asa)  Validated  Jul  81  REV-IS 

MS-21292B 

AS 

17  Sep 

63 

AS 

99 

5306 

Bolt,  Mochine  >  Double  Heogon  Extended  Wosher  Head,  Drilled,  Full  Shonk, 

Steel  Ams  6322,  Cadmium  Ploted,  .3125-24  UNJF'3A  Validated  Oct  83 
USER-MC  CG  REV.99  11 

M5.9943 

AS 

30  Dec 

70 

AS 

99 

5306 

Bolt,  Mochine  •  Steel,  Drilled  Double  Hexagon,  Extended  Wosher,  .500-20 
(MIL-S.8679  Threod)  (Asg)  Validated  Jul  81  REV-IS 

MS-21293B 

AS 

17  Sep 

63 

AS 

99 

5306 

Bolt,  Mochine  •  Double  Hex  Extended  Washer  Heod,  Drilled,  Close  Toleronce 
Shonk,  AMS  5643,  .375-24  UNJF.3A  -  15  Mar  76  REV-IS 

AS  3177-76 

11 

11  Jul 

84 

AV  AS 

11 

5306 

Bolt,  Machine  ■  Steel,  Drilled  Double  Hexogon,  Extended  Wosher,  .5625 
(MtL-S.8879  Thread)  (Asg)  Validated  Jul  81 

MS.21294B 

AS 

17  Sep 

63 

AS 

99 

5306 

Bolt,  Mochine  •  Double  Hexagon  Extended  Wosher  Heod,  Ams  ^616,  .190-32 
UNJF.3A  Validated  Sep  81  REV.99  11 

MS-y88S 

AS 

03  Mor 

69 

AS 

99 

5306 

Bolt,  Machine  -  Hexagon  Head,  PD  Shonk,  AMS  5708,  .190-32  UNJF-3A  8  85 
REV-AR  IS 

AS  3303-85 

82 

03  Aug 

87 

AV  AS 

99 

324 
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5306 

Boll,  Mochine  ■  Double  Hexagon  Extended  Wother  Head,  Drilled,  Full  Shank, 

Steel  Am<  6322,  Cadmium  Plated,  .375-24  UNJF-3A  Validated  Sep  81 

USER-CG  MC  REV-99  11 

MS-9944 

AS 

30  Dec 

70 

AS 

99 

5306 

Boll,  Mochine  -  Hexagon  Head,  PD  Shank,  AMS  5708,  .375-24  UNJF-3A  ■ 

8/85  REV-AR  IS 

AS  3309-85 

82 

03  Aug 

87 

AV  AS 

99 

5306 

Bolt,  Mochine  •  Double  Hexagon  Extended  Woiher  Head  Drilled,  Full  Shank, 

Steel  Amt  6322,  Codmium  Plated  .4375-20  UNJF-3A  Validated  Oct  83 

USER-MC  CG  REV-99  11 

MS-9945 

AS 

30  Dec 

70 

AS 

99 

5306 

fiol^  Mochint  ■  Hexagon  Htod,  DrtKed  1  Hole«  PO  Sfionk,  AMS  5708,  .250*28  - 
August  85 

AS  3401-85 

82 

03  Aug 

87 

AV  AS 

99 

5306 

Bolt,  Mochine  -  Double  Hexogon  Extended  Wather  Head,  Drilled,  Full  Shook, 

Steel  Amt  6322,  Cadmium  Plated,  500-20  UNJF-3A  Validated  Oct  83 

REV-AV  Ml  AR  11  GS 

MS-9946 

AS 

30  Dec 

70 

99 

5306 

Bolt,  Mochtnt  -  Hexogon  Heod,  Drilled  1  Hole,  PO  Shonk,  AMS  5708,  .375*24 
UNJF*3A  ■  August  85 

AS  3403-85 

82 

03  Aug 

87 

AV  AS 

99 

5306 

Bolt,  Mochine  •  Double  Hexagon  Extended  Wosher,heod,  Ams  5708, 
.3125'24UNJF>3A  Validated  Sep  81  REV-99  11 

MS-969S 

AS 

03  Mor 

69 

AS 

99 

5306 

Bolt,  Mochine  -  Hexogon  Heod,  Drilled  6  Holes,  PD  Shonk,  AMS  5708,  ,190*32 
UNJF-3A  U  August  85 

AS  3404-85 

82 

03  Aug 

87 

AV  AS 

99 

5306 

Bolt,  Mochine  •  Double  Hexagon  Extended  Washer  Head,  Drilled,  Ams  5708, 
.4375*20  UN  JF-3A  Validated  Oct  83  REV-1 1 

MS-9709 

AS 

27  Aug 

71 

AS 

99 

5306 

Bolt,  Mochine  -  Hexagon  Heod,  Drilled  6  Holes,  PO  Shank,  AMS  5708, 

.3125*24  UNJF-3A  -august  85 

AS  3406-85 

82 

03  Aug 

87 

AV  AS 

99 

5306 

Bolt,  Machine  •  Double  Hexogon  Extended  Wosher  Head,  Ams  5708,  .500*20 
UNJF-3A  REV-82  IS 

MS-9701A 

AS 

24  Feb 

86 

AV  AS 

99 

5306 

Bolt,  Machine  -  Hexagon  Head,  Drilled  6  Holes,  PO  Shonk,  AMS  5708,  .375*24 
UNJF-3A  -  August  65 

AS  3407-87 

82 

03  Aug 

87 

AV  AS 

99 

5306 

Bolt,  Mochine  -  Double  Hexagon  Extended  Washer  Head,  Ams  5616,  .250*28 
UNJF-3A  Validated  Sep  81  REV-99  11 

MS-9886 

AS 

03  Mor 

69 

AS 

99 

5306 

Bolt,  Mochine  •  Double  Hexogon  Extended  Wosher  Head,  Ams  5616,  .3125*24 
UNJF-3A  Validated  Sep  81  REV.99  11 

MS-9887 

AS 

03  Mor 

69 

99 

5306 

Bolt,  Machine  •  Double  Hexagon  Extended  Wosher  Heod,  Ams  5616,  .375*24 
UNJF-3A  Validated  Oct  83  REV-99  1 1 

MS-9S88 

AS 

03  Mor 

69 

AS 

99 

5306 

Bolt,  Mochine  >  Double  Hexagon  Extended  Wosher  Head,  Ams  5616,  .4375*20 
UNJF-3A  Validated  Oct  83  REV-99  11 

MS-98S9 

AS 

03  Mor 

69 

AS 

99 

5306 

Bolt,  Machine  •  Double  Hexogon  Extended  Washer  Head,  Ams  5708,  .5625*18 
UNJF-3A  Validated  Oct  83  REV.99  11 

MS-9702 

AS 

03  Mor 

69 

AS 

99 

5306 

Bolt,  Mochine  •  Double  Hexogon  Extended  Washer  Heod,  Drilled,  Full  Shonk, 

Steel  Ams  6322,  Codmium  Plated,  .5625*18  UNJF-3A  Validated  Sep  81 

USER-CG  MC  REV.99  11 

MS-9947 

AS 

30  Dec 

70 

AS 

99 

5306 

Bolt,  Mochine  •  Hexogon  Heod,  Pd  Shonk,  Ams  5643,  .5625*18  UNJF>3A 

REV.99  82  IS 

MS-98118 

AS 

15  Aug 

84 

AV  AS 

99 

5306 

Balt,  Mochint  •  H.xagan  Head,  Pd  Shank,  Ams  5643,  .625-18  UNJF-3A  REV-99 

MS-98128 

AS 

31  Ocl 

34 

AV  AS 

99 

5306 

Bolt,  Machine  •  Double  Hexogon  Extended  Wosher  Heod,  Pd  Shonk,  Titonium 

Ams  4967,  .5625*18  UNJF-3A  Validated  Oct  83  ReV*99  11 

MS-9756 

AS 

03  Mor 

69 

AS 

99 

5306 

Bolt,  Machine  *  Hexagon  Head,  Pd  Shank.  Ami  5643,  ,750*16  UNJF-3A  REV.99 

MS-98138 

AS 

15  Aug 

84 

AV  AS 

99 

5306 

Bolt,  Machine  <  Hexogon  Head,  Pd  Shank,  Ams  5643,  .250*28  UNJF-3A 

Validated  Sep  81  REV-1 1 

M5-9806 

AS 

11  Mor 

70 

AV  AS 

99 

5306 

Bolt,  Mochine  •  Hexagon  Head,  Drilled,  1  Hole,  Full  Shank,  Ams  5643,  .375*24 
UNJF-3A  REV.99  82  IS 

MS-9797B 

AS 

15  Aug 

84 

AV  AS 

99 

5306 

Bolt,  Machine  -  Hexagon  Heod,  Pd  Shonk,  Ams  5643,  .375*24  UNJF*3A 

Validated  Sep  81  REY.99  1 1 

MS-9808 

AS 

It  Mor 

70 

AV  AS 

99 

5306 

Bolt,  Ma':hine  •  Hexogon  Heod,  Pd  Shook,  Ams  5643,  ,4375*20  UNJF*3A . 

MS-98098 

AS 

31  Ocl 

84 

AV  AS 

99 

5306 

Bolt,  Mochine  *  Double  Hexagon  Extended  Wosher  Heod,  Drilled,  Pd  Shonk, 

Cres  Ams  5643,  ,3135*24  UNJF-3A  REV-99  82  IS 

MS-9743B 

AS 

31  Ocl 

84 

AS 

99 

5306 

Bolt,  Mochine  •  Hexogon  Heod,  PO  Shonk,  Titanium  AMS  4907,  .190*32 

UNJF'3A  Validated  Sep  81  REV.99  11 

MS-9633 

AS 

03  Mor 

70 

AS 

99 

5306 

Bolt,  Machine  •  Double  Hexogon  Extended  Wosher  Heod,  Drilled,  Pd  Shonk, 

Cres  Ams  5643,  .375*34  UNJF-3A  Validated  Oct  83  REV-99  11 

MS-9744 

AS 

03  Mor 

69 

AS 

99 

5306 

Bolt,  Machine  «  Double  Hexogen  Extended  Wosher  Heod,  Drilled,  Pd  Shonk, 

Cres  Ams  5643,  .4375*20  UNJF-SA  Validated  Oct  83  REV-99  11 

MS-9745 

AS 

03  Mor 

69 

AS 

99 

5306 

Bolt,  Machine  «  Hexogon  Heod,  PO  Shonk,  Titanium  AMS  4967  .250*28 

UNJF-3A  REV.99 

M5-96348 

AS 

09  Nov 

84 

AS 

99 

5306 

Bolt,  Mochine  *  Hexogon  Head,  PD  Shonk,  Titonium  AMS  4967,  .3125*24 

UNJF-3A  REV.99 

MS-9635B 

AS 

09  Nov 

84 

AS 

99 

5306 

Bolt,  Mochine  «  Double  Hexogon  Extended  Washer  Heod,  Drilled,  Pd  Shonk, 

Cres  Ams  5643,  .500*20  UNJF-SA  Validated  Oct  83  REV.99  11 

MS-9746 

AS 

03  Mor 

69 

AS 

99 

5306 

Bolt,  Mochine  •  Double  Hexogon  Extended  Washer  Head,  Drilled,  AMS  5731, 
.190-32  UNJF.3A  Validated  Sep  81  REV-AR  99  11  IS 

MS-9565A 

AS 

17  Nov 

69 

AV  AS 

99 

5306 

Bolt,  Mochine  *  Double  Hexogon  Extended  Wosher  Heod,  Drilled,  PD  Shonk, 

AMS  5731,  .250*28  UNJF'3A  Validated  Sep  81  REV-AR  99  11  IS 

MS-9566A 

AS 

17  Nov 

69 

AV  AS 

99 

5306 

Bolt,  Mochine  *  Double  Hexogon  Extended  Wosher  Head,  Drilled,  Pd  Shank, 
AMS5731,  .4375*20  UNJF-3A  REV-AR  99  82  IS 

MS-9569A 

AS 

21  Dec 

83 

AV  AS 

99 

5306 

Bolt,  Machine  •  Double  Hexogon  Extended  Washer  Head,  Drilled,  Pd  Shonk, 
AMS5731,  500*20  UNJF-3A  REV-AR  99  82  IS 

MS-9570A 

AS 

21  Dec 

83 

AV  AS 

99 

5306 

Bolt,  Mochine  *  Double  Hexogon  Extended  Wosher  Head,  Drilled,  Pd  Shonk, 
AMS5731,  .5625*18  UNJF-3A  Validated  Sep  81  REV-AR  99  11  IS 

MS-9571 A 

AS 

17  Nov 

69 

AV  AS 

99 

5306 

Bolt,  Mochine  *  Double  Hexogon  Extended  Washer  Heod,  PD  Shonk,  AMS 

5731,  .5625-18  UNJF.3A  REV-AR  99  82  IS 

MS-9562A 

AS 

21  Dec 

83 

AV  AS 

99 

j306 

Bolt,  Mochine  •  Double  Hexogon  Extended  Washer  Heod,  Drilled,  Pd  Shonk, 

Cres  Ams  5643,  .5625-18  UNJF.3A  Validated  Oct  83  REV-99  11 

MS-9747 

AS 

03  Mor 

69 

AS 

99 

5306 

Bolt,  Mochine  -  Hexagon  Heod,  Full  Shank,  ritonlum  Ams  4967,  .190*32 

UNJF-3A  Validated  Sep  81  USER-MI  AR  REV-99  11 

MS-9651 

AS 

04  Mo,  70 

AV  AS 

99 

325 
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5306 

Bolt,  MochSne  •  Hexogon  Heod,  Full  Shoak«  Tilonium  Ams  4967«  .250*28 

UNJF-3A  USER-MI  AR  REV*99 

MS-9652B 

AS 

09  Nov 

84 

AV  AS 

99 

5306 

BoIt<  Machine  •  Hexogon  Head,  Full  Shook,  Titanium,  Ams  4967,  .3125-24 

UNJF-3A  USER-M!  AR  REV.99 

MS-9653B 

AS 

09  Nov 

84 

AV  AS 

99 

5306 

Bolt,  Mochine  «  Hexogon  Head,  Full  Shook,  Titanium,  Ams  4967,  .375-24 

UNJF.3A  USER-MI  AR  RE'!'-99 

MS-9654B 

AS 

09  Nov 

84 

AV  AS 

99 

5306 

Bolt,  Machine  •  Hexogon  Head,  Full  Shank,  Titanium  Ams  4967,  .4375-20 

UNJF-3A  USER-MI  AR  REV.99 

MS-96SSB 

AS 

09  Nov 

84 

AV  AS 

99 

5306 

Bolt,  Mochine  •  Double  Hexagon  Extended  Washer  Head,  Ori'led,  Pd  Shook, 
Titonlum  Ams  4967,  .4375-20  UNJF-SA  VoUdated  Oct  83  R6V.99  11 

MS-9763 

AS 

03  Mor 

69 

AS 

99 

5306 

Bolt,  Machine  *  Double  Hexagon  Extended  Wosher  Heod,  Drilled,  Pd  Shook, 
Titanium  Ams  4967,  .500-20  UNJF.3A  VaUdated  Oct  83  REV-99  11 

MS.9764 

AS 

03  Mor 

69 

AS 

99 

5306 

Bolt,  Mochine  •  Double  Hexogon  Extended  Washer  Head,  Drilled,  Pd  Shook, 
Titanium  Ams  4967,  .190-32  UHJF.3A  Vatidal&d  Sep  81  REV-99  11 

MS-9759 

AS 

03  Mor 

69 

AS 

99 

5306 

Bolt,  Mochine  ■  Hexagon  Head,  Full  Shonk,  Titanium,  Ams  4967,  .500-20 

UNJF-3A  USER-MI  AR  REV.99 

MS-96S6B 

AS 

09  Nov 

84 

AV  AS 

99 

5306 

Bolt,  Mochine  •  Hexagon  Head,- Full  Shonk,  Titanium,  Ams  4967,  .5625-18 

UNJF.3A  USER-MI  AR  REV.82 

MS-9657 

AS 

21  Dec 

83 

AV  AS 

99 

5306 

Bolt,  Mochine  •  Hexagon  Head,  PD  Shonk,  Titonlum  AMS  4967,  .375*24 

UNJF.3A  REV.99 

MS-9636B 

AS 

09  Nov 

84 

AS 

99 

5306 

Boll,  Mochine  -  Hexagon  Head,  PO  Shank,  TITANIUM  AMS  4967,  .4375-20 
UNJF.3A  REV.99 

MS-9637B 

AS 

09  Nov 

84 

AS 

99 

5306 

Bolt,  Machine  •  Hexagon  Heod,  PD  Shonk,  Titanium  AMS  4967,  .500-20 

UNJF.3A  Validated  Sep  81  REV.99  11 

MS-9638 

AS 

03  Mor 

70 

AS 

99 

5306 

Bolt,  Mochine  •  Hexagon  Head,  PD  Shank,  Titonlum  AMS  4967,  .5625-18 

UNJF.3A  REV.99 

MS-9639B 

AS 

09  Nov 

84 

AS 

99 

5306 

Bolt,  Machine  •  Hexogon  Head,  Drilled,  1  Hole,  Full  Shonk,  Titonlum  Ams  4967, 
.250-28  UNJF.3A  USER-MI  AR  REV.99 

MS-9643B 

AS 

09  Nov 

84 

AV  AS 

99 

5306 

Boll,  Mochine  •  Hexogon  Head,  Drilled,  1  Hole,  Full  Shonk,  Titonlum  Ams  4967, 
.3125-24  UNJP.3A  USER-MI  AR  REV-99 

MS-9644B 

AS 

09  Nov 

84 

AV  AS 

99 

5306 

Bolt,  Machine  -  Hexogon  Heod,  Drilled,  1  Hole,  Full  Shonk,  Titanium  Ams  4967, 
.375-24  UNJF.3A  USER-MI  AR 

MS-9645B 

AS 

09  Nov 

84 

AV  AS 

99 

5306 

Bolt,  Mochine  -  Hexagon  Heod,  Drilled,  1  Hole,  Full  Shonk,  Titonlum  Ams  4967, 
.4375-20  UNJF-3A  USER-MI  AR  REV.99 

MS-9646B 

AS 

09  Nov 

84 

AV  AS 

99 

5306 

Bolt,  Mochine  •  Hexogon  Head,  Drilled,  1  Hole,  Full  Shank,  Titonium  Ams  4967, 
.500-20  UNJF-3A  USER-MI  AR  REV-99 

MS-9647B 

AS 

09  Nov 

84 

AV  AS 

99 

5306 

Bolt,  Mochine  •  Hexagon  Heod,  Drilled,  1  Hole,  Full  Shonk,  Titonium  Ams  4967, 
.5625-18  UNJF.3A  USER-MI  AR 

MS-9648B 

AS 

09  Nov 

84 

AV  AS 

99 

5306 

Bolt,  Machine  •  Double  Hexogon  Extended  Washer  Head,  Drilled,  Pd  Shonk, 
Titanium  Ams  4967,  .250-28  UNJF-3A  Validated  Sep  81  REV-99  11 

MS-9760 

AS 

03  Mor 

69 

AS 

99 

5306 

Bolt,  Machine  •  Double  Hexagon  Extended  Wosher  Head,  Drilled,  Pd  Shank, 
Titanium  Ams  4967,  .3125-24  UNJF-3A  Validated  Oct  83  REV.99  11 

MS-9761 

AS 

03  Mor 

69 

AS 

99 

5306 

Bolt,  Mochine  •  Double  Hexagon  Extended  Wosher  Head,  Ams  5708, 

.250.28  UNJF.3A  REV-82  IS 

MS-9697A 

AS 

24  Feb 

66 

AV  AS 

99 

5306 

Bolt,  Mochine  •  Double  Hexagon  Extended  Washer  Heod,  Pd  Shonk,  Titonium 

Ams  4967,  .190-32  UNjF.3A  Validated  Sep  81  REV.99  11 

MS-9750 

AS 

03  Mor 

69 

AS 

99 

5306 

Bolt,  Mochine  •  Double  Hexogon  Extended  Wosher  Heod,  Pd  Shank,  Titonium 

Ams  4967,  .250-28  UNJF-GA  Validated  Sep  81  REV.99  11 

MS-9751 

AS 

03  Mor 

69 

AS 

99 

5306 

Bolt,  Mochine  •  Double  Hexogon  Extended  Wosher  Heod,  Pd  Shonk,  Titonium 

Ams  4967,  .3125-24  UNJF.3A  Validated  Oct  83  REV-99  11 

MS-9752 

AS 

03  Mor 

69 

AS 

99 

5306 

Bolt,  Machine  •  Double  Hexogon  Extended  Wosher  Heod,  Pd  Shonk,  Titonium 

Ams  4967,  .375-24  UNJF-3A-Vo//</ofec/  Oct  83  REV.99  11 

MS-9753 

AS 

03  Mor 

69 

AS 

99 

5306 

Bolt,  Mochine  ■  Hexagon  Head,dfilled,  1  Hole,  Pd  Shank,  Steel  Ams  M04, 

Diffused  Nickel  Cadmium  Plate,  .190-32  UNJF.3A  Validated  Oct  83  REV-ll 

MS-9685 

AS 

08  Jul 

71 

AS 

99 

5306 

Bolt,  Mochine  «  Hexagon  Head,  Full  Shonk,  Ams  5643,  ,190-32  UNJF-SA 

Validated  Sep  81  REV-MI  99  11 

MS-0783 

AS 

11  Mor 

70 

AV  AS 

99 

5306 

Bolt,  Mochine  -  Hexagon  Heod,  Drilled,  1  Hole,  Pd  Shank  Steel  Ams  6304, 

Diffused  Nickel  Codmium  Plotc,  .250-28  UNJF-SA  Validated  Oct  83  REV-ll 

MS-9686 

AS 

08  Jul 

71 

AS 

99 

5306 

Bolt,  Machine  -  Hexagon  Head,  Drilled,  1  Hole,  Pd  Shonk,  Steel  Ams  6304, 
Diffused  Nickel  Codmium  Plole,  .3125-24  UNJF.3A  Validated  Oct  83  REV-ll 

MS-9687 

AS 

08  Jul 

71 

AS 

99 

5306 

Bolt,  Mochine  -  Hexogon  Head,  Drilled,  1  Hole,  Pd  Shank,  Steel  Ams  6304, 
Diffused  Nickel  Cadmium  Plote,  .375-24  UNJF-3A  Validated  Oct  83  REV-ll 

MS-9688 

AS 

08  Jul 

71 

AS 

99 

5306 

Bolt,  Machine  -  Hexagon  Head,  Drilled,  1  Hole,  Pd  Shank,  Steel  Ams  6304, 
Diffused  Nickel  Cadmium  Plote,  .4375-20  'JNJF.3A  Validated  Sep  81  REV-ll 

MS-9689 

AS 

08  Jul 

71 

AS 

99 

5306 

Bolt,  Machine  -  Hexogon  Head,  Full  Shank,  Ams  5643,  750-16  UNJF.3A  REV.99 

82  IS 

MS-9791B 

AS 

31  Ocl 

84 

AV  AS 

99 

5306 

Boll,  Mochine  •  Double  Hexagon  Extended  Wosher  Head,  Drilled,  Pd  Shonk, 
Titanium  Ams  4967,  .5625-18  UNJF-SA  Validated  Oct  83  REV.99  11 

MS-9765 

AS 

03  Mor 

69 

AS 

99 

5306 

e..i»  Ck....!.  A-.*  XAX*)  IIN IF.3A 

REy.99 

MS-97a9B 

AS 

31  Ocl 

84 

AV  AS 

99 

5306 

Bolt,  Mochine  ■  Hexogon  Heod,  Full  Shank,  Ams  5643,  ,3125*24  UNJF-SA 
Validated  Sep  81  REV.99  11 

MS-9785 

AS 

1 1  Mor 

70 

AV  AS 

99 

5306 

Bolt,  Machine  -  Hexagon  Heod,  Full  Shank,  Ams  5643,  .375-24  UNJF-SA 

Validated  Sep  81  REV.99  11 

MS-9786 

AS 

11  Mor 

70 

AV  AS 

99 

5306 

Boll,  Machine  •  Hexogon  Head,  Full  Shonk,  Ams  5643,  .4375-20  UNJF.3A 

REV.99  IS 

MS-9787B 

AS 

.11  Ocl 

84 

AV  AS 

99 

5306 

Boll,  Machine  >  Hexagon  Heod,  Drilled,  1  Hole,  Pd  Shonk  Steel  Ams  6304, 
Diffused  Nickel  Codmium  Plote,  .500-20  UNJF-SA  Validated  Oct  83  REV-ll 

MS-9690 

AS 

08  Jul 

71 

AS 

99 

5306 

Bolt,  Machine  ■  Hexogon  Heod,  Drilled,  1  Hole,  Pd  Shonk,  Steel  Ams  6304, 
Diffused  Nickel  Cadmium  Plate,  .5625-18  UNJF-OA  Validated  Oct  83  REV-11 

MS-9691 

AS 

08  Jul 

71 

AS 

99 

5306 

Bolt,  Mochine  •  Hexogon,  Drilled,  1  Hole,  Pd  Shonk,  Steel  Ams  6304,  Diffused 
Nickel  Codmium  Plole,  625'18  UNJF*3A  Validated  Oct  83  REV-11 

MS-9692 

AS 

08  Jul 

71 

AS 

99 
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5306 

Bolt,  Mochine  -  Hexagon  Head,  Drilled,  1  Hole,  Pd  Shank,  Steel  Ami  ^04, 

Diffused  Nickel  Cadmium  Plote,  .750*16  UNJF-3A  Vatidattd  Oci  83  REV-1 1 

MS-9693 

AS 

08  Jul 

71 

AS 

99 

5306 

Bolt,  Machine  •  Double  Hexogon  Extended  Wosher  Head,  Drilled,  Pd  Shonk, 

Cres  Ams  5643,  .190*32  UNJF.3A  Validated  Sep  SJ  REV.99  11 

MS.97-L1 

AS 

03  Mar 

69 

AS 

99 

5306 

Bolt,  Machine  -  Double  Hexogon  Extended  Washer  Head,  Drilled,  PD  Shonk, 

AMS  5731,  Silver  Plated,  .190*32  UNJF-3A  Validated  Sep  81  REV-AR  99  11 

IS 

Bolt,  Mochine  •  Double  Hexogon  Extended  Washer  Head,  Drilled,  Pd  Shank, 

Cres  Ams  5643,  .250*28  UNJF-3A  Validated  Sep  81  REV-99  11 

MS-9574A 

AS 

17  Nov 

69 

AV  AS 

99 

5306 

MS.97-t2 

AS 

03  Mor 

69 

AS 

99 

5306 

Bolt,  Mochine  •  Double  Hexogon  Extended  Washer  Head,  Pd  Shank,  Cres  Ams 
5643,  .190*32  UNJF.3A  Validated  Sep  81  REV-99  11 

MS.9732 

AS 

03  Mar 

69 

AS 

99 

5306 

Bolt,  Mochine  *  Double  Hexagon  Extended  Washer  Head,  Pd  Shonk,  Cres  Ams 
5643,  .250*28  UNJF-3A  Validated  Sep  81  REV-99  11 

MS.9733 

AS 

03  Mor 

69 

AS 

99 

5306 

Bolt,  Mochine  *  Double  Hexogon  Extended  Wosher  Head,  Pd  Shook,  Cres  Ams 
5643,  .3125*24  UNJF-3A  Validated  Sep  81  REV-99  11 

MS-9734 

AS 

03  Mor 

69 

AS 

99 

5306 

Bolt,  Mochine  ■  Double  Hexagon  Extended  Wosher  Head,  Pd  Shank,  Cres  Ams 
5643,  .375*24  UNJF-3A  Validated  Oct  83  REV-99  11 

MS-9735 

AS 

03  Mor 

69 

AS 

99 

5306 

Bolt,  Machine  •  Doible  Hexagon  Extended  Washer  Head,  Pd  Shank,  Cres  Ams 
5643,  .4375*20  UNJF-SA  Validated  Oct  83  REV.99  11 

MS-9736 

AS 

03  Mor 

69 

AS 

99 

5306 

Bolt,  Machine  •  Double  Hexagon  Extended  Wosher  Head,  Pd  Shonk,  Cres  Ams 
5643,  .500-20  UNJF-3A  Validated  Sep  81  REV-99  11 

MS-9737 

AS 

03  Mor 

69 

AS 

99 

5306 

Bolt,  Mochine  -  Double  Hexogon  Extended  Washer  Head,  Pd  Shonk,  Cres  Ams 
5643,  .5625-18  UNJF.3A  Validated  Sep  81  REV.99  11 

MS-9738 

AS 

03  Mor 

69 

AS 

99 

5306 

Bolt,  Mochine  -  Double  Hexagon  Extended  Wosher  Heod,  Drilled,  PO  Shonk, 

AMS  5731,  Silver  Plated,  .250*28  UNJF.3A  Validated  Sep  81  REV-AR  99  11 

IS 

Bolt,  Machine  •  Double  Hexagon  Extended  Wosher  Heod,  Drilled,  PD  Shonk, 

AMS  5731,  Silver  Ploted,  .3125*24  UNjF.3A  REV-AR  99  82  IS 

MS-9575A 

AS 

17  Nov 

69 

AV  AS 

99 

5306 

MS-9576A 

AS 

21  Dec 

83 

AV  AS 

99 

5306 

Bolt,  Machine  •  Double  Hexagon  Extended  Washer  Head,  Drilled,  PO  Shonk, 

AMS  5731,  Silver  Plated,  .375-24  UNJF.3A  Validated  Sep  81  REV-AR  99  11 

IS 

Bolt,  Machine  *  Double  Hexagon  Extended  Washer  Heod,  Drilled,  PD  Shonk, 

AMS  5731,  Silver  Plated,  .4375*20  UNJF-SA  REV-AR  82  IS 

MS-9S77A 

AS 

17  Nov 

69 

AV  AS 

99 

5306 

MS-9578A 

82 

21  Dec 

83 

AV  AS 

99 

5306 

Bolt,  Machine  •  Double  Hexagon  Extended  Washer  Head,  Drilled,  PD  Shonk, 

AMS  5731,  Silver  Ploted,  .500*20  UNJF-3A  REV-AR  82  IS 

MS-9579A 

AS 

21  Dec 

83 

AV  AS 

99 

5306 

Bolt,  Machine  *  Double  Hexagon  Extended  Wosher  Heod,  Drilled,  PD  Shonk, 

ASM  5731,  Silver  Plated,  .5625-18  UNJF-3A  REV-AR  82  IS 

MS-9580A 

AS 

21  Dec 

83 

AV  AS 

99 

5306 

Bolt,  Mochine  *  Double  Hexagon  Extended  Washer  Head,  Drilled,  Full  Shonk, 

Steel  Ams  6322,  Cadmium  Ploted,  .190-32  UNJF-3A  Validated  Oct  83 

USER-CG  MC  rev-99  11 

MS-9941 

AS 

30  Dec 

70 

AS 

99 

5306 

Bolt,  Mochine  •  Double  Hexogon  Extended  Washer  Heod,  Drilled,  Ams  5616, 
.5625-18  UNJF-SA  Validated  Oct  83  REV.99  11 

MS-9900 

AS 

21  Apr 

69 

AS 

99 

5306 

Bolt,  Machine  -  Double  Hexogon  Extended  Washer  Heod,  Drilled,  Full  Shonk, 

Steel  Ams  6322,  Cadmium  Ploted,  .250*28  UNJF-3A  Validated  Sep  81 

USER-CG  MC  REV.99  11 

ms-9942 

AS 

30  Dec 

70 

AS 

99 

5306 

Bolt,  Machine  •  Double  Hexogon  Extended  Washer  Head,  Pd  Shonk,  Steel  Ams 
6322,  Cadmium  Plated,  .190*32  UNJF-SA  Validated  Sep  81  REV.99  11 

MS-9914 

AS 

15  Aug 

69 

AS 

99 

5306 

Bolt,  Machine  •  Double  Hexogon  Extended  Wosher  Heod,  Pd  Shank,  Steel  Ams 
6322,  Cadmium  Plated,  .250*28  UNJF*3A  Validated  Oct  83  REV.99  1 1 

MS-9915 

AS 

15  Aug 

69 

AS 

99 

5306 

Bolt,  Mochine  -  Double  Hexogon  Extended  Washer  Heod,  Pd  Shonk,  Steel  Ams 
6322,  Codmium  Plated,  .3125*24  UNJF.3A  Validated  Sep  81  REV.99 

MS-9916 

AS 

15  Aug 

69 

AS 

99 

5306 

Bolt,  Machine  •  Double  Hexagon  Extended  Wosher  Heod,  Pd  Shonk,  Steel  Ams 
6322,  Codmium  Plated,  .375*24  UNJF.3A  Validated  Sep  81  REV.99  11 

MS-9917 

AS 

15  Aug 

69 

AS 

99 

5306 

Bolt,  Machine  •  Double  Hexagon  Extended  Washer  Heod,  Pd  Shook,  Steel  Ams 
6322,  Cadmium  Plated,  .4375*20  UNJF.3A  Validated  Oct  83  REV.99  11 

ms-9918 

AS 

15  Aug 

69 

AS 

99 

5306 

Bolt,  Machine  •  Double  Hexogon  Extended  Washer  Head,  Ams  5616,  .500*20 
UNJF.3A  Validated  Sep  81  REV-99  11 

MS-9890 

AS 

03  Mor 

69 

AS 

99 

5306 

Bolt,  Machine  •  Double  Hexogon  Extended  Washer  Head,  Ams  5616,  .5625*18 
UNJF.3A  Validated  Oct  83  REV.99  11 

ms-9891 

AS 

03  Mor 

69 

AS 

99 

5306 

Bolt,  Mochine  •  Double  Hexagon  Extended  Wosher  Heod,  Drilled,  Pd  Shonk, 

Steel  Ams  6322.  Cadmium  Ploted,  .375-24  UNJF-3A  Validated  Oct  83 

REV.99  11 

MS-9926 

AS 

15  Aug 

69 

AS 

99 

5306 

Bolt,  Mochine  -  Hexagon  Head,  Drilled,  1  Hole,  Pd  Shank,  Ams  5643,  .190*32 
UNJF-3A  Validated  Sep  81  REV.99  11 

MS.9816 

AS 

11  Mor 

70 

AV  AS 

99 

5306 

Bolt,  Mochine  •  Hexagon  Heod,  Drilled,  1  Hole,  Pd  Shonk,  Ams  5643,  .250*28 
UNJF.3A  REV.99 

MS-98178 

AS 

31  Oct 

84 

AV  AS 

99 

5306 

Boll,  Machine  -  Hexogon  Heod,  Drilled,  1  Hole,  Pd  Shank,  Ams  5643  .3125*24 
UNJF.3A  REV.99 

MS-98188 

AS 

31  Oct 

84 

AV  AS 

99 

5306 

Bolt,  Mochine  •  Hexogon  Heod,  Drilled,  1  Hole,  Pd  Shonk,  Ams  5643,  .375*24 
UNjr-OA  RCV-99 

MS-9819B 

AS 

31  Oct 

84 

AV  AS 

99 

5306 

Bolt,  Mochine  -  Hexogon  Heod,  Drilled,  1  Hole,  Pd  Shank,  Ams  5643,  .4375*20 
UNJF.3A  REV-99 

MS-9820B 

AS 

31  Oct 

84 

AV  AS 

99 

5306 

Bolt,  Machine  <*  Double  Hexogon  Extended  Washer  Heod,  Drilled,  Pd  Shonk, 

Steel  Ams  6322,  Cadmium  Ploted,  .4375*20  UNJF*3A  Validated  Oct  83 

REV-n 

ms-9927 

AS 

15  Aug 

69 

AS 

99 

5306 

Boll,  Machine  •  Hexagon  Heod,  Drilled,  1  Hole,  Pd  Shonk,  Ams  5643,  ,500*20 
0NJF-3A  Validated  Sep  81  REV.99  11 

MS-9821 

AS 

11  Mor 

70 

AV  AS 

99 

5306 

Bolt,  Machine  ■  Hexogon  Head,  Drilled,  1  Hole,  Pd  Shonk,  Ams  5643,  ,5625-18 
UNJF-3A  REV-99 

MS-9S22B 

AS 

31  Oct 

84 

AV  AS 

99 

5306 

Boll,  Machine  •  Hexagon  Head,  Drilled,  1  Hole,  Pd  Shonk,  Ams  5643,  .625*18 
UNJF-3A  REV-99 

MS-9823B 

AS 

31  Oct 

84 

AV  AS 

99 

5306 

Boll, 'Mochine  -  Hexagon  Head,  Drilled,  1  Hole,  Pd  Shank,  Ams  5643,  .750*16 
UNJF.3A  REV.99 

MS-9e24B 

AS 

31  Oct 

84 

AV  AS 

99 
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5306 

Bolt,  Mochint  ■  Ooublt  Htxagon  Exttnded  Woihtr  Htad,  Orilltd,  Pd  Shank, 

Sltcl  Amt  6322,  Codmium  Plaltd,  .500-20  UNJF-3A  Voltdoltd  Ocl  83 

REV.n 

MS-9928 

AS 

15  Aug 

69 

AS 

99 

5306 

Bolt,  Machine  •  Double  Hexogon  Extended  Wather  Heod,  Drilled,  Pd  Shonk, 

Steel  Amt  6322,  Codmium  Ploted,  .5625-18  UNJF-3A  VaHdottd  Oct  83 

REV-n 

MS-9929 

AS 

15  Aug 

69 

AS 

99 

5306 

Bolt,  Mochine  •  Double  Hexagon  Extended  Wather  Heod,  Full  Shonk,  Steel  Amt 
6322,  Codmium  Plated,  .190-32  UNJF-3A  VaKdoHd  Oct  83  USER-MC  CG 
REV-99  n 

MS-9932 

AS 

30  Dec 

70 

AS 

99 

5306 

Bolt,  Mochine  -  Double  Hexogon  Extended  Wather  Heod,  Full  Shank,  Steel  Amt 
6322,  Cadmium  Ploted,  .250-28  UNJF-3/-  Validaltd  Ocl  83  USER-MC  CG 
REV-99  n 

MS-9933 

AS 

30  Dec 

70 

AS 

99 

5306 

Bolt,  Machine  -  Double  Hexogon  Extended  Wother  Head,  Full  Shank,  Steel  Amt 
6322,  Cadmium  Plated,  .3125-24  UNJF-3A  Validated  Ocl  83  USER-MC  CG 
REV-99  11 

MS-9934 

AS 

30  Dec 

70 

AS 

99 

5306 

Bolt,  Mochine  -  Double  Hexogon  Extended  Wather  Head,  Full  Shank,  Steel  Amt 
6322,  Co-lmium  Plated,  .375-24  UNJF-3A  Validalad  Ocl  83  USER-MC  CG 
REV-99  11 

MS-993S 

AS 

30  Dec 

70 

AS 

99 

5306 

Bolt,  Mochine  -  Double  Hexagon  Extended  Wather  Head,  Full  Shank,  Steel  Amt 
6322  Cadmium  Plated,  .4375-20  UNJF-3A  Validalad  Ocl  83  USER-CG  MC 
REV-99  11 

MS-9936 

AS 

30  Dec 

70 

AS 

99 

5306 

Bolt,  Mochine  -  Double  Hexogon  Extended  Wather  Head,  Full  Shank,  Steel  Amt 
6322,  Codmium  Ploted,  .500-20  UNJF-3A  Validalad  Ocl  83  USER-CG  MC 
REV-99  11 

MS-9937 

AS 

30  Dec 

70 

AS 

99 

5306 

Bolt,  Machine  Double  Hexagon  Extended  Wather  Head,  Drilled,  Pd  Shank,  Steel 
Amt,  Codmium  Plated,  .250-28  UNJF-3A  Validalad  Sap  81  REV-99  11 

MS-9924 

AS 

15  Aug 

69 

AS 

99 

5306 

Boll,  Machine  Double  Hexogon  Extended  Wother  Head,  Drilled,  Amt  5616, 

250-28  UNJF-3A  Validalad  Sap  81  REV-99  11 

MS-9895 

AS 

21  Apr 

69 

AS 

99 

5306 

Boll,  Machine  Double  Hexagon  Extended  Wother  Head,  Drilled,  Amt  5616, 

.500  20  UNJF.3A  Validalad  Ocl  83  REV.99  11 

MS-9899 

AS 

21  Apr 

69 

AS 

99 

5306 

Bolt,  Mochine  Steel  AMS  6322,  Codmium  Plote,  Drilled,  1  Hole,  Hexagon  Head, 
.190-32  UNJF-3A  Validalad  Ocl  83  REV-MI  11 

MS-9529 

AS 

02  Feb 

68 

AV  AS 

99 

5306 

Boll,  Mochine  Steel  Amt  6322,  Black  Oxide,  Hexagon  Head,  ,500-20  UNJF-3A 
(Inactive  10-26-72)  Validalad  Ocl  83  REV-IS 

MS-9288A 

AS 

26  Ocl 

72 

AS 

5306 

Bolt,  Mochine  Steel  Amt  6322,  Block  Oxide,  Drilled,  1  Hole,  Hexogon,  .625-18 
UNJF-3A  (Inoctive  10-26-72)  Validalad  Ocl  83  REV-IS 

MS-930IA 

AS 

26  Oct 

72 

AS 

5306 

Bolt,  Mochine  Steel  Amt  6322,  Block  Oxide,  Hexagon  Head,  .625-18  UNJF-3A 
(Inoctive  10-26-72)  Validalad  Ocl  83  REV-IS 

MS-9290A 

AS 

26  Ocl 

72 

AS 

5306 

Boll,  Machine  Steel  AMS  6322,  Cadmium  Plate,  Drilled,  1  Holt,  Hexagon  Head, 
.250-28  UNJF-3A  Validalad  Ocl  83  REV-11 

MS-9530 

AS 

02  Feb 

68 

AV  AS 

99 

5306 

Boll,  Mochine  Steel  AMS  6322,  Cadmium  Plate,  Drilled,  1  Hole,  Hexagon  Head, 
.3125-24  UNJF-3A  Validalad  Ocl  83  REV-11 

MS-9531 

AS 

02  Feb 

68 

AV  AS 

99 

5306 

Bolt,  Mochine  Steel  AMS  6322,  Cadmium  Plote,  Drilled,  1  Hole,  Hexogon  Head, 
.375-24  UNJF  3A  Validalad  Ocl  83  REV-1 1 

MS-9532 

AS 

02  Feb 

68 

AV  AS 

99 

5306 

Bolt,  Mochine  Steel  AMS  6322,  Codmium  Plate,  Drilled,  1  Hole,  Hexagon  Heod, 
.4375-20  UNJF-3A  Validated  Ocl  83  REV-1 1 

MS-9533 

AS 

02  Feb 

68 

AV  AS 

99 

5306 

Bolt,  Machine  Steel  AMS  6322,  Codmium  Plate,  Drilled,  1  Hole,  Hexogon  Head, 
.500-20  UNJF-3A  Validalad  Oct  83  REV-11 

MS-9534 

AS 

02  Feb 

68 

AV  AS 

99 

5306 

Boll,  Machine  Steel  AMS  6322,  Codmium  Plote,  Drilled,  1  Hole,  Hexogon  Head, 
.5625-18  UNJF-3A  Validalad  Ocl  83  REV-11 

MS-9535 

AS 

02  Feb 

68 

AV  AS 

99 

5306 

Boll,  Mochine  Steel  AMS  6322,  Codmium  Plote,  Drilled,  1  Hole,  Hexogon  Head, 
.625-18  UNJF-3A  Validalad  Oct  83  REV-1 1 

MS-9536 

AS 

02  Feb 

68 

AV  AS 

99 

5306 

Bolt,  Machine  Steel  AMS  6322,  Codmium  Plate,  Drilled,  1  Hole,  Hexogon  Hood, 
.750-16  UNJF.3A  Validalad  Ocl  83  REV-11 

MS-9537 

AS 

02  Feb 

68 

AV  AS 

99 

5306 

Bolt,  Machine  Steel  AMS  6322,  Cadmium  Plote,  Hexogon  Head,  .3125-24 

UNJF-3A  REV-11 

MS-9520A 

AS 

22  Me- 

(■j 

AV  AS 

99 

5306 

Bolt,  Machine  Steel  Ami  6322,  Block  Oxide,  Drilled,  1  Hole,  Hexagon  Heod, 
.500-20  UNJF-3A  (Inactive  10-26-72)  Validalad  Ocl  S3  REV-IS 

MS.9399A 

AS 

26  Ocl 

72 

AS 

5306 

Boll,  MochineBiiteel  Amt  6304,  Diffuied  Nickel-codium  Plote,  Double  Hexogon 
Extended  Wother  Head,  Drilled,  .500-20  UNJF-3A  Validalad  Ocl  83  REV-IS 

MS-9222 

AS 

10  Dec 

63 

AS 

5306 

Boll,  MochineBiileel  Ami  6322,  Cadmium  Ploted,  Double  Hexagon  Extended 
Woiher  Head,  Cupwother  Lacked,  .250-28  UNJF-3A  REV-82  IS 

MS-9681 

AS 

21  Dec 

83 

AS 

99 

5306 

Boll,  Mochine-  Cret  AMS  5731,  Hexagon  Head,  .3125-24  UNJF-3A  Validalad 

Ocl  83  REV-MI  AR  11  IS 

MS-9491A 

AS 

17  Nov 

69 

AV  AS 

99 

5306 

Bolt,  Machine-  Crei  AMS  5731,  Hexagon  HEA0,.190-33  UNJF-3A  Validalad 

Ocl  83  REV-MI  AR  11  IS 

MS-9489A 

AS 

17  Nov 

69 

AV  AS 

99 

5306 

Boll,  Mochine-  Cret  AMS  5731,  Hexogon  Heod,  .375-24  UNJF-3A  Validalad 

Oct  03  REV-MI  AR  11  IS 

MS-9492A 

AS 

17  Nov 

69 

AV  AS 

99 

5306 

Soil,  Mochine-  Cret  AMS  573r,  Hexagon  Read,  .4375-20  UNiF-3A  V^ldalad 

Ocl  83  REV-MI  AR  11  IS 

MS-9493A 

AS 

17  Nov 

6? 

AV  AS 

99 

5306 

Bolt,  Machine-  Cret  AMS  5731,  Hexogon  Head,  .500-20  UNJF-3A  Validalad 

Ocl  83  REV-MI  AR  11  IS 

MS-9494A 

AS 

17  Nov 

69 

AV  AS 

99 

5306 

Boll,  Mochine-  Cret  AMS  5731,  Hexogon  Heod,  .5625-18  UNJF-3A  Validalad 

Ocl  83  REV -Ml  AR  11  IS 

MS-9495A 

AS 

17  Nov 

69 

AV  AS 

99 

5306 

Bolt,  Mochine-  Cret  AMS  5731,  Hexogon  Head,  .625-18  UNJF-3A  Validalad 

Ocl  83  REV-MI  AR  11  IS 

MS-9496A 

AS 

z 

o 

< 

69 

AV  AS 

99 

5306 

Bolt,  Mochine-  Cret  AMS  5731,  Hexogon  HEAD,.250-38  UNJF-3A  Validated 

Oct  03  REV-MI  AR  11  IS 

MS-9490A 

AS 

17  Nov 

69 

AV  AS 

99 

5306 

Boll,  Machine-  Cret  AMS  5731,  Hexagon  Heod,  Drilled,  1  Hole,  .190-32 

UNJF-3A  Validalad  Ocl  83  REV-MI  AR  99  11  IS 

MS-9500A 

AS 

17  Nov 

69 

AV  AS 

99 

5306 

Boll,  Machine-  Cret  AMS  5731,  Hexogon  Head,  Drilled,  1  Hole,  .250-28 

UNJF-3A  Validalad  Ocl  83  REV-MI  AR  99  11  IS 

MS-9501A 

AS 

17  Nov 

69 

AS 

99 

32S 
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S30S 

Bolt,  Machine*  Cres  AMS  5731,  Hexogon  Heod.  Drilled,  1  Hole,  .3125*24 

UNJF*3A  Validated  Oct  83  REV-MI  AR  99  11  IS 

MS-9602A 

AS 

17  Nov 

69 

AV  AS 

99 

5306 

Bolt,  Mochine*  Hexagon  Heod,  Drilled,  1  Hole,  Full  Shank,  AMS  5731,  .625*18 
UNJF-3A  REV-MI  AR  99  IS 

MS.950/C 

AS 

23  Nov 

84 

AV  AS 

99 

5306 

Bolt,  Machine*  Hexagon  Head,  Drilled,  1  Hole,  Full  Shank,  AMS  5731,  .750*16 
UNJF-3A  Validated  Oct  83  REV-MI  AR  99  1  llS 

MS.9508A 

AS 

17  Nov 

69 

AV  AS 

99 

5306 

Bolt,  Machine-  Hexogon  Heod,  Pd  Shook,  Ams  5643,  .500-20  UNJF-3A  REV.99 

MS-9BI0B 

AS 

31  Oct 

84 

AV  AS 

99 

5306 

Bolt,  Mochine-cres  Amt  5731,  Double  Hexogon  Extended  Wother  Heod, 

Cupwother  locked,  .190-32  UNJF-3A  Validated  Sep  81  REV-ll  IS 

MS.9676 

AS 

18  Nov 

6S 

AS 

99 

5306 

Bolt,  Mochine-cret  Amt  5731,  Double  Hexagon  Extended  Wother  Heod, 

Cupwother  Locked,  .3125*24  UNJF-3A  REV-82  IS 

MS-9678 

AS 

21  Doc 

83 

AS 

99 

5306 

Bolt,  Mochine-cret  Amt  5731,  Double  Hexagon  Extended  Wa»i..ir  Head, 

Cupwother  locked,  .375-24  UNJF-3A  REV.82  IS 

MS-9679 

AS 

21  Dec 

83 

AS 

99 

5306 

Bolt,  Mochine-double  Hexogon,  Extended  Wother  Heod,  Corrotlon  And  Heot 
Retittont  Steel,  ,190-32  UNJF-3A  Validated  Sep  81  REV-82  IS 

MS-9696 

AS 

03  Mor 

69 

AV  AS 

99 

5306 

Bolt,  Mochine-double  Hexogon,  Extended  Wother  Heod,  Corrotlon  &  Heat 

Retittont  Steel,  Drilles,  .190-32  NS  USER-MC  REV-IS 

MS-9060B 

AS 

08  Aug 

86 

AS 

5306 

Bolt,  Mochine-double  Hexogon  Extended  Wother  Heod,  Corrotlon  &  Heot 

Retittont  Steel,  Drilled,  .4375-20  NS  USER-MC  REV-IS 

MS-9064B 

AS 

08  Aug 

86 

AV  AS 

5306 

Bolt,  Mochine-double  Hexagon,  Extended  Wother  Heod,  Drilled,  Corrotlon  And 
Heot  Retittont  Steel,  .190-32  UNJF-SA  REV.82  IS 

MS-9705A 

AS 

24  Feb 

86 

AV  AS 

99 

5306 

Bolt,  Machine-double  Hexagon  Extended  Wother  Heod,  Drilled,  Pd  Shonk, 
AMS5731,  .3125-24  UNJF-SA  Validated  Sep  81  REV-AR  99  11  IS 

MS-9567A 

AS 

17  Nov 

69 

AV  AS 

99 

5306 

Bolt,  Mochine-double  Hexogon  Extended  Wother  Heod,  Drilled,  Pd  Shook, 
AMS5731,  .375-24  UNJF-3A  Validated  Sep  81  REV-AR  99  11  IS 

MS-9568A 

AS 

17  Nov 

69 

AV  AS 

99 

5306 

Bolt,  Mochine-double  Hexagon,  Extended  Wother  Heod,  Drilled,  Corrotlon  And 
Heot  Retittont  Steel,  .250-28  UNJF-3A  REV-II 

MS -97066 

AS 

24  Feb 

86 

AV  AS 

99 

5306 

Bolt,  Machine-double  Hexogon,  Extended  Wother  Heod,  Drilled,  Corrotion  And 
Heot  Retittont  Steel,  .3125-24  UNJF-SA  REV.82  IS 

MS-9707C 

AS 

24  Feb 

86 

AV  AS 

99 

5306 

Bolt,  Machine-double  Hexogon,  Extended  Wother  Head,  Drilled,  Corrotion  And 
Heot  Retittont  Steel,  .375-24  UNJF-3A  REV.82  IS 

MS-9708A 

AS 

24  Feb 

86 

AV  AS 

99 

5306 

Boll,  Machine-double  Hexogon,  Extended  Wother  Heod,  Drilled,  Corrotlon  And 
Heot  Retittont  Steel,  500-20  UNJF-3A  REV-II 

MS-97  lOA 

AS 

24  Feb 

86 

AV  AS 

99 

5306 

Bolt,  Machine-double  Hexagon,  Extended  Wother  Heod,  Drilled,  Corrotion  And 
Heal  Retittont  Steel,  5625-18  UNJF-3A  REV-82  IS 

MS-971  lA 

AS 

24  Feb 

86 

AV  AS 

99 

5306 

Boll,  Mochine-double  Hexagon,  Extended  Wother  Heod,  Corrotion  And  Heot 
Retittont  Steel,  .375-24  UNJF-3A  REV-82  IS 

MS-9699A 

AS 

24  Feb 

86 

AV  AS 

99 

5306 

Boll,  Machine-double  Hexagon,  Extended  Wother  Heod,  Corrotion  And  Heot 
Retittont  Steel,  4375-20  UNJF.3A  REV.82  IS 

MS-9700A 

AS 

24  Feb 

86 

AV  AS 

99 

5306 

Boll,  Machine-double  Hexogon,  Extended  Wother  Heod,  Drilled,  Silver  Ploted, 
Corrotion  &  Heot  Retittont  Steel,  .190-32  UNJF-SA  REV.99  11 

MS-9714A 

AS 

24  Feb 

86 

AV  AS 

99 

5306 

Bolt,  Mochine-double  Hexogon,  Extended  Wother  Heod,  Corrotion  &  Heot 
Retittont  Steel,  190-32  UNJF-3A  REV-AR  99  U  IS 

MS-9556C 

AS 

06  Nov 

86 

AV  AS 

99 

5306 

Bolt,  Machine-double  Hexogon  Extended  Wother  Heod,  Corrotion  &  Heot 

Retittont  Steel,  Drilled,  .500-20  NS  REV-IS 

MS-9065B 

AS 

08  Aug 

86 

AV  AS 

5306 

Bolt,  Machine-double  Hexagon  Extended  Wother  Heod,  Corrotion  And  Heot 
Rciiitont  Steel,  Drilled,  .5625-18  NS  REV*tS 

MS-9066B 

AS 

08  Aug 

86 

AV  AS 

5306 

Bolt,  Machine-double  Hexogon,  Extended  Wother  Heod,  Corrotion  &  Heot 
Retittont  Steel,  DRILIE0,.3125.24  NS  REV-IS 

MS-9062B 

AS 

08  Aug 

86 

AV  AS 

5306 

Bolt,  Mochine-double  Hexogon,  Extended  Wother  Head,  Corrotion  8>  Heot 
Retittont  Steel,  Drilled,  .375-24  NS  REV-MI  IS 

MS-9063B 

AS 

08  Aug 

86 

AV  AS 

5306 

Bolt,  Mochine-double  Hexagon  Extended  Wother  Heod,  Clote  Toleronce  Shonk, 
Amt  5731  ,190-32  UNJF-3A  Validated  Oct  83  REV-MI  IS 

MS-9nO 

AS 

11  Jon 

65 

mS 

5306 

Bolt,  Machine-double  Hexogon  Extended  Wother  Heod,  Clote  Toleronce  Shonk, 
Amt  5731,  .250-28  UNJF-SA  Validated  Oct  83  REV-MI  IS 

MS-91 11 

AS 

14  Jon 

65 

AS 

5306 

Bolt,  Mochine-double  Hexogon  Extended  Wother  Head,  Corrotion  &  Heot 

Retittont  Steel,  .250-28  UNJF.3A  REV-AR  11  IS 

MS-9557C 

AS 

06  Nov 

86 

AV  AS 

99 

5306 

Bolt,  Mochine-double  Hexogon  Extended  Wether  Head,  Corrotion  &  Heot 

Retittont  Steel,  .3125-24  UNJF-3A  REV-AR  99  11  IS 

MS-9558C 

AS 

06  Nov 

86 

AV  AS 

99 

5306 

Bolt,  Machine-double  Hexogon,  Extended  Wother  Head,  Corrotion  &  Heot 
Retittont  Steel,  ,375-24  UNJF-3A  REV-AR  99  11  IS 

MS-9559C 

82 

06  Nov 

86 

AV  AS 

99 

5306 

Bolt,  Machine-double  Hexogon  Extended  Wother  Heod,  Corrotion  &  Heot 

Retittont  Steel,  ,43  REV-AR  99  82  IS 

MS-9560E 

AS 

06  Nov 

86 

AV  AS 

99 

5306 

Bolt,  Machine-double  Hexagon,  Extended  Wother  Heod,  Corrotion  8t  Heot 
Retittont  Steel,  .500-20  UNJF-3A  REV-AR  99  11  IS 

MS-9561  C 

AS 

06  Nov 

86 

AV  AS 

99 

5306 

Bolt,  Machine-double  Hexagon,  Extended  Wother  Heod,  Drilled,  Silver  Ploted, 
Corrotion  &  Heot  Retittont  STEEL, .250-28  UNJF*3A  REV-99  11 

MS-9715A 

AS 

24  Feb 

86 

AV  AS 

99 

5306 

Bolt,  Mochine-double  Hexogon,  Extended  Wother  Heod,  Drilled,  Silver  Ploted, 
Corrotion  And  Heot  Retittont  Steel,  5625*18  UNJF-3A  REV-99  It 

MS-9720A 

AS 

24  Feb 

86 

AV  AS 

99 

5306 

Bolt,  Mochine-double  Hexogon,  Extended  Wother  Heod,  Drilled,  Silver  Ploted, 
Corrotion  &  Heot  Retittont  STEEL, .3125-24  UNJF-3A  REV.99  11 

MS-9716A 

AS 

24  Feb 

86 

AV  AS 

99 

5306 

Bolt,  Mochine-double  Hexogon,  Extended  Wother  Head,  Drilled,  Stiver  Ploted, 
Corrotion  &  Heot  Retittont  Steel,  ,375-24  UNJF-3A  REV-99  11 

MS-9717A 

AS 

24  Feb 

86 

AV  AS 

99 

5306 

Bolt,  Machine-double  Hexogon,  Extended  Wother  Head,  Drilled,  Silver  Plated, 
Corrotion  &  Heat  Retittont  Steel,  4375-20  UNJF-3A  REV-99  11 

MS-9718A 

AS 

24  Feb 

86 

AV  AS 

99 

5306 

Bolt,  Mochine-double  Hexogon,  Extended  Wother  Head,  Drilled,  Silver  Plated, 
Corrotion  &  Heot  Retittont  STEEl,.500-20  UNJF-3A  REV.99  11 

MS-9719A 

AS 

24  Feb 

86 

AV  AS 

99 

5306 

Bolt,  Mochine-double  Hexagon,  Extended  Wother  Head,  Clote  Toleronce  Shonk, 
Corrotion  And  Heat  Retistonce  Steel ,  .190-32  UNJF-3A  REV-82 

MS-9723D 

AS 

24  Feb 

86 

AV  AS 

99 

5306 

Bolt,  Machine-double  Hexogon  Extended  Wother  Heod,  Drilled,  Pd  Shonk, 

Titonrum  Amt  4967,  .375-24  UNJF.3A  Validated  Oct  83  REV.99  11 

MS-9762 

AS 

03  Mor 

69 

AS 

99 

5306 

Bolt,  Mochine-double  Hexagon,  Extended  Wother  Head,  Clote  Toleronce  Shonk, 
Corrotion  And  Heot  Retittont  Steel,  .250  USNJF-SSA  REV-99  11 

MS-9724A 

AS 

24  Feb 

86 

AV  AS 

99 
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5306 

Bolt,  Machine>doubte  Hexogon,  Exterrded  Wosher  Head,  Close  Toleronce  Shonk, 
Corrosion  And  Heat  Resistant  Steel,  .3125*24  UNJF>3A  REV>99  82  IS 

MS-972iC 

AS 

24  F«b 

85 

AV  AS 

99 

L 

5306 

Bolt,  Ma€hine*doubIe  Hexogon  Extended  Washer  Head,  Close  Tolerance  Shook, 

Ams  5731,  .3125*24  UNJF-3A  Validated  Oet  83  REV-IS 

MS-9112 

AS 

14  Jon 

55 

AS 

5306 

Bolt,  Mochine*double  Hexogon  Extended  Wosher  Head,  Close  Toleronce  Shonk, 

Ams  5731.  .375*24  UNJF-SA  Validated  Oct  83  REV-IS 

MS-9113 

AS 

14  Jon 

55 

AS 

11 

5306 

Bolt,  Mochine-double  Hexogon,  Extended  Washer  Head,  Close  Toleronce  Shonk, 
Corrosion  And  Heot  Resistant  Steel,  .375*24  UNJF*3A  REV-82 

MS-9726C 

AS 

24  Feb 

85 

AV  AS 

99 

5306 

Bolt,  Mochine-double  Hexogon  Extended  Washer  Heod,  Drilled  Ams  5616, 

.190-32  UNJF-3A  Validated  Sep  81  REV.99  11 

MS-9894 

AS 

21  Apr 

59 

AS 

99 

5306 

Bolt,  Mochine-double  Hexagon  Extended  Wosher  Head,  Drilled,  Pd  Shonk,  Steel 
Ams  6322,  Cadmium  Ploted,  .3125*24  UNJF-3A  Validated  Oct  83  REV-99  11 

MS-9925 

AS 

15  Aug 

59 

AS 

99 

5306 

Bolt,  Machine-double  Hexagon  Extended  Wosher  Head,  Drilled  Ams  5616, 

.3125*24  UNJF.3A  Validated  Oct  83  REV.99  11 

MS-9895 

AS 

21  Apr 

59 

AS 

99 

5306 

Bolt,  Machine-double  Hexagon  Extended  Wosher  Head,  Pd  Shonk,  Steel  Ams 

6322,  Codium  Plated,  .500*20  UNJF*3A  Validated  Oct  83  REV-99  11 

MS-9919 

AS 

15  Aug 

59 

AS 

99 

5306 

Bolt,  Mochine-double  Hexogon  Extended  Wosher  Heod,  Full  Shonk,  Steel  Ams 

6322,  Codmium  Ploted,  .5625-18.UNJF.3A  Validated  Oct  83  USER-MC  CG 
REV.99  11 

MS-9938 

AS 

30  Dec 

70 

AS 

99 

5306 

Bolt,  Mochine-double  Hexagon  Extended  Washer  Heod,  Drilled,  Pd  Shonk,  Steel 
Ams  6322,  Codium  Ploted,  .190-32  UNJF.3A  Validated  Sep  8t  REV.99  11 

MS-9923 

AS 

15  Aug 

59 

AS 

99 

5306 

Bolt,  Machine-double  Hexagon,  Extended  Wosher  Head,  Close  Toleronce  Shonk, 
Corrosion  And  Heat  Resistant  Steel,  .4375-20  USNJF-3SA  REV.82 

MS-9727C 

AS 

24  Feb 

85 

AV  AS 

99 

5306 

Bolt,  Machine-double  Hexagon,  Extended  Wosher  Head,  Close  Toleronce  Shonk, 
Corrosion  And  Heat  Resistant  Steel,  .500-20  USNJF.3SA  REV.99  82  IS 

MS-9728D 

AS 

28  Feb 

85 

AV  AS 

99 

5306 

Bolt,  Mochine-double  Hexagon  Extended  Wosher  Head,  Pd  Shonk,  Steel  Ams 

6322.  Cadmium  Plated,  .5625-18  UNJF.3A  Validated  Oct  83  REV.99  11 

MS-9920 

AS 

15  Aug 

59 

AS 

99 

5306 

Bolt,  Machine-hexogon  Head,  Drilled,  1  Hole,  Full  Shank,  Titonium  AMS 
4967..500-20  UNJF-SA  USER-Ml  AR  REV.99 

MS-95428 

AS 

09No» 

84 

AV  AS 

99 

5306 

Bolt,  .Machine-hexogon  Heod,  Drilled,  1  Hole,  Full  Shonk,  Ams  5643,  .500-20 
UNF.3A  REV-99 

MS-97 998 

AS 

15  Aug 

84 

AV  AS 

99 

5306 

Bolt,  Machine-spline  Drive  Extended  Wosher  Head,  Full  Shank,  Long  Threod, 
AMS5662,  Metric  •  July  1987  REV-SH  82 

MA  3343-87 

IS 

15  Sep 

88 

AR 

99 

5306 

Bolt,  Mochine-splined,  Extended  Wosher,  PD  Shank,  long  Threod,  AMS  5731, 
Metric  -  Aug  1987  REV-AR  82  IS 

MA  3287-87 

IS 

25  Aug 

88 

AV 

99 

5306 

Bolt,  Machine-spline,  Extended  Washer,  PD  Shonk,  long  Thread,  AMS  6322, 
Cadmium  Ploted,  Metric  -  Aug  1987  REV-AR  82  IS 

MA  3339-87 

IS 

25  Aug 

88 

AV 

99 

5306 

Bolt,  Machine-steel  Ams  6322,  Cadmium  Ploted,  Double  Hexogon  Extended 

Washer  Head,  Cupwosher  locked,  .3125-24  UNJF-SA  REV.82  IS 

MS-95S2 

AS 

21  Dec 

83 

AS 

99 

L 

5306 

Bolt,  Machine-steel  Ams  6304,  Diffused  Nickle-codmium  Plate,  Double  Hexagon 
Extended  Wosher  Heod,  Drilled,  .190-32  UNJF'3A  Validated  Oct  83  REV-IS 

MS-9217 

AS 

10  Dec 

53 

AS 

5306 

Bolt,  Mochire-steel  Ams  6322,  Cadmium  Plated,  Double  Hexagon  Extended 

Wosher  Head,  Cupwosher  locked,  .375*24  UNJF>3A  REV-82  IS 

MS-9583 

AS 

21  Dec 

83 

AS 

99 

5306 

Bolt,  Mochine-steel  Ams  6322,  Cadmium  Ploted  Double  Hexagon  Extended 

Washer  Head,  Cupwosher  locked,  .190-32  UNJF.3A  REV.82  IS 

MS-9580 

AS 

21  Dec 

83 

AS 

99 

t 

5306 

Bolt,  Machine-steel,  Ams  6304,  Diffused  Nickel-codmium  Plote,  Double  Hexogon 
Extended  Washer  Head,  Drilled,  .250-28  UNJF-SA  Validated  Oct  83  REV-IS 

MS-9218 

AS 

10  Dec 

53 

AS 

1 

5306 

Bolt,  Mochine-steel  Ams  6304,  Diffused  Nickel-codium  Plate,  Double  Hexogon 
Extended  Washer  Head,  .3125  UNJF-3A  Validated  Oct  83  REV-IS 

MS-9219 

AS 

10  Dec 

53 

AS 

L 

5306 

Bolt,  Mochine-steel  Ams  6304,  Diffused  Nickel-codium  Plated,  Double  Hexogon 
Extendedwasher  Head,  ,190-32  UNJF.3A  Validated  Oct  83  REV-IS 

MS-9208 

AS 

10  Dec 

53 

AS 

t 

5306 

Bolt,  Machine-steel  Ams  6304,  Diffused  Nickel-codium  Plated,  Double  Hexogon 
Extendedwosher  Head,  .250-28  UNJF.3A  Validated  Oct  83  REV-IS 

MS-9209 

AS 

10  Dec 

53 

AS 

L 

5306 

Bolt,  Mochine-steel  Ams  6304,  Diffused  Nickel-codium  Plote,  Double  Hexagon 
Extended  Wosher  Head,  Drilled,  .5625-18  UNJF.3A  Validated  Oct  83  REV-lS 

MS-9223 

AS 

10  Dec 

53 

AS 

L 

5306 

Bolt,  Mochine-steel  Ams  6322,  Block  Oxide,  Hexogon  Head,  .190-32  UNJF-3A 
Validated  Oct  83  REV-IS 

MS-9283 

AS 

24  Sep 

55 

AS 

t 

5306 

Bolt,  Mochine-steel  Ams  6322,  Block  Oxide,  Hexagon  Head,  .250-28  UNJF-3A 
Validated  Oct  83  \  IS 

MS-9284 

AS 

24  Sep 

55 

AS 

L 

5306 

Bolt,  Machine-steel  Ams  6304,  Diffused  Nickel-codium  Plate,  Double  Hexogon 
Extended  Washer  Head,  Drilled,  .375-24  UNJF-3A  Validated  Oct  83  REV-IS 

MS-9220 

AS 

10  Dec 

53 

AS 

1 

5306 

Bolt,  Mochine-steel  Ams  6304,  Diffused  Nickel-codium  Plate,  Double  Hexogon 
Extended  Washer  Heod,  Dritlec  .4375-20  UNJF-SA  Validated  Oct  83  REV-IS 

MS-9221 

AS 

10  Dee 

53 

AS 

L 

5306 

Bolt,  Machine-steel  Ams  6304,  Diffused  Nickel-codmium  Plated,  Double  Hexogon 
Extended  Washer  Heod,  .3125-24  UNJF-SA  Validated  Oct  83  REV-IS 

MS-9210 

AS 

10  Dec 

53 

AS 

1 

5306 

Bolt,  Machine-steel  Ams  6322,  Block  Oxide,  Drilled,  !  Hole,  Hexogon  Heod, 
.5625-18  UNJF.3A  (Inactive  For  OESIGN-26  Oct  1972)  Validated  Oct  83 

REV-IS 

.MS-9300A 

AS 

25  Ocl 

72 

AS 

L 

5306 

Bolt,  Mochine-steel  Ams  6322,  Block  Oxide,  Hexagon  Head,  .750-16  UNJF-SA 
(Inactive  For  DESIGN.26  Oct  1972)  Validated  Oct  83  REV-IS 

MS-9291A 

AS 

25  Ocl 

72 

AS 

L 

5306 

Bolt,  Mochine-steel  Ams  6322,  Block  Oxide,  Hexogon  Head,  .3125-24  UNJF'3A 
Validated  Oct  83  REV-IS 

MS-928S 

AS 

24  Sep 

55 

AS 

L 

5306 

Bolt,  Mochine-steel  Ams  6322,  Block  Oxide,  Hexagon  Head,  ,375-24  UNJF-3A 
Validated  Oct-83  REV-IS 

MS-9285 

AS 

24  Sep 

55 

AS 

L 

5306 

Bolt,  Mochine-steel  Ams  6322,  Block  Oxide  Hexagon  Head,  .4375-20  UNJF-3A 
(fnoctive  For  Design  26  Oct  1972  Validated  Oct  63  REV-IS 

MS-9287A 

AS 

25  Ocl 

72 

AS 

L 

5306 

Bolt,  Mochine-steerAms  6322,  Black  Oxide,  Drilled,  1  Hole,  Hexogon  Heod, 
.190-32  UNJF.3A  Validated  Oct  83  REV-IS 

MS-9294 

AS 

24  Sep 

55 

AS 

L 

5306 

Bolt,  Mochine-steel  Ams  6322,  Block  Oxide,  Drilled,  1  Hole,  Hexagon  Heod, 
.250-28  UNJF.3A  Validated  Oct  83  REV-IS 

MS-9295 

AS 

2  Sep 

55 

AS 

L 

5306 

Bolt,  Mochine-steel  Ams  6322,- Block  Oxide,  Drilled,  1  Hole,  Hexogon  Heod, 
.3125-24  UNJF.3A  Validated  Oct  83  REV-IS 

MS-9295 

AS 

24  Sep 

55 

AS 
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5306 

Bolt,  Mochine'Steel  Ams  6322,  Block  Oxidv,  Drilled,  1  Hole,  Kexogon  Head, 

.375-24  UNJF.3A  Validat&d  Oct  83  REV-IS 

MS.9297 

AS 

24  Sep 

65 

AS 

1 

5306 

BolL  Mochine'Steel  Ams  6322,  Block  Oxide,  Drilled,  )  Hole,  Hexogon  Head, 
.4375'20  UNJF'3A  (Inocllve  for  DESIGN'26  Oct  1972)  Vnlldaled  Oct  83 

REV'IS 

MS'9298A 

AS 

26  Oct 

72 

AS 

L 

5306 

Bolt,  Machine-steel  Ams  6322,  Block  Oxide,  Drilled,  1  Hole,  Hexogon  Head, 

.750-16  UNJF-3A  (Inactive  For  Design  26  Oct  1972)  VoHdcted  Oct  83 

REV-IS 

MS'9302A 

AS 

26  Oct 

72 

AS 

L 

5306 

Bolt,  Mochine-steel  Ams  6322,  Block  Oxide,  Hexogon  Head,  .5625-18  UNJF-3A 
(Inactive  For  Design  26  Oct  1972)  Validated  Oct  83  REV-IS 

MS'92B9A 

AS 

26  Oct 

72 

AS 

1 

5306 

Bolt,  Mochine-steel  Ams  6304,  Diffused  Nickel-codlum  Floted,  Double  Hexogon 
Extended  Washer  Head,  .375-24  UNJF-3A  Validated  Oct  83  REV-iS 

MS'92n 

AS 

10  Dec 

63 

AS 

L 

5306 

Bolt,  Mochine-steel  Ams  6304,  Diffused  Nickel-codium  Rioted,  Double  Hexogon 
Extended  Washer  Heod,  .4375-20  UNJF-3A  Validated  Oct  83  REV-IS 

MS'9212 

AS 

10  Dec 

63 

AS 

L 

5306 

Bolt,  Mochine-steel  Ams  6304,  Diffused  Nickel-codium  Plated,  Double  Hexogon 
Extended  Washer  Heod,  .500-20  UNJF-3A  Validated  Oct  83  REV-IS 

MS-9213 

AS 

10  Dec 

63 

AS 

5306 

Bolt,  Mochine,  Aircraft,  Drilled  Head,  Fine  Thread  REV-ME  IS  . . . 

MS-20073B 

82 

12  Apr 

84 

AV  AS 

99 

5306 

Bolt,  Machine,  Aircraft,  Drilled  Head  Coarse  Thread  REV-MI  ME  IS  . 

MS-2007'4B 

82 

13  Jun 

85 

AV  AS 

99 

5306 

Bolt,  Mochine,  Double  Hexegon  Extvnded  Washer  Head,  Steel,  .5625-18 

UNJF-3A  REV-IS 

MS'92I4C 

AS 

19  Jun 

87 

AS 

11 

5306 

Boll,  Mochine,  Double  Hexagon  Extended  Washer  Head,  Close  Tolerance 

Shook,  Ams  5708,  .5625-18  UNJF-3A  REV-99 

MS'9729B 

AS 

31  Oct 

84 

AV  AS 

99 

5306 

Bolt,  Machine,  Double  Hexogon  Extended  Wosher  Heod,  Drilled,  Ams  5616, 

.375-24  UNJF-3A  Validated  Oct  83  REV-99  1 1 

MS.9897 

AS 

21  Apr 

69 

AS 

99 

5306 

Bolt,  Machine,  Double  Hexogon  Extended  Wosher  Heod,  Drilled,  Amt  5616, 
.4375-20  UNJF-3A  Validated  Oct  83  REV.99  1 1 

MS-989S 

AS 

21  Apr 

69 

AS 

99 

5306 

Bolt,  Mochine,  Hexagon  Head,  12(X)  Deg.  F  Validated  Dec  83  USER-ME  MC 
REV-MI  OS 

MS-20033C 

THRU  MS  2004& 

AS 

11  Jun 

70 

AR  AS 

99 

5306 

5306 

Bolt,  Machine,  Hexogon  Heod,  Drilled,  6  Hole,  Pd  Shank,  Steel  Ams  6322, 

Codmium  Plated,  .750'16UNJF-3A  Validated  Apr  84 

Bolt,  Machine,  Hex  Head  Fully  Threaded,  Fine  Thread,  Metric  USER-ME  REV-AV 

EA  IS 

MS-9965 

DS.51417 

AS 

AR 

27  Jun 

12  Aug 

74 

83 

AV  AS 

11 

5306 

Bolt,  Mochine,  Hexagon  Heod,  Drilled,  1  Hole,  PD  Shank,  Titonium  AMS,  4967, 
.190-32  UNJF.3A  REV.99  82  IS 

MS'9624B 

AS 

IS  Aug 

84 

AS 

99 

5306 

Bolt,  Machine,  Hexogon  Heod,  Drilled,  1  Hole,  PD  Shank,  Titanium  AMS,  49S7, 
.250-28  UNJF.3A  REV.99 

MS.9A25B 

AS 

15  Aug 

84 

AS 

99 

5306 

Boll,  Mochine,  Hexagon  Head,  Full  Shank,  Ams  5643,  .500-20  UNJf-3A 

Validated  Sep  81  REV-99  11 

MS-9783 

AS 

11  Mcr 

70 

AV  AS 

99 

5306 

Bolt,  Mochine,  Hexogon  Heod,  Drilled,  6  Hole,  Pd  Shank,  Steel  Ams  6322, 
Cadmium  Ploted,  .190-32  UNJF.3A  Validated  Apr  84 

MS-9957 

AS 

27  Jun 

74 

AV  AS 

11 

5306 

Bolt,  Mochine,  Hexogon  Heod,  Drilled,  6  Hole,  Pd  Shonk,  Steel  Ams  6322, 
Codmium  Plated,  .250-26UMJF.3A  Validated  Apr  84 

MS-99S8 

AS 

27  Jun 

74 

AV  AS 

11 

5306 

Bolt,  Mochine,  Hexagon  Heod,  Drilled,  6  Hole,  Pd  Shonk,  Steel  Ams  6322, 
Cadmium  Plated,  .3125.24UNJF.3A  Validated  Apr  84 

MS-9959 

AS 

27  Jun 

74 

AV  AS 

11 

5306 

Bolt,  Mochine,  Hexagon  Head,  Drilled,  6  Hole,  Pd  Shonk,  Steel  Ams  6322, 
Cadmium  Plated,  .375-24UNJF-3A  Validated  Apr  84 

MS-9960 

AS 

27  Jun 

74 

AV  AS 

11 

5306 

Bolt,  Machine,  Hexogon  Head,  Drilled,  6  Hole,  Pd  Shank,  Steel  Ams  6322, 
Codmium  Plated,  .4375-20IINJF.3A  Validated  Apr  84 

MS-9961 

AS 

27  Jun 

74 

AV  AS 

11 

5306 

Bolt,  Machine,  Hexogon  Head,  Drilled,  6  Hole,  Pd  Shonk,  Steel  Ams  6322, 
Cadmium  Plated,  .5(X)-20UNJF-3A  Validated  Apr  84 

MS-9962 

AS 

27  Jun 

74 

AV  AS 

11 

5306 

Bolt,  Mochine,  Hexogon  Head,  Drilled,  6  Hole,  Pd  Shank,  Steel  Ams  6322, 
Cadmium  Ploted,  .5625-18UNJF-3A  Validated  Apr  84 

MS-9963 

AS 

27  Jun 

74 

AV  AS 

11 

5306 

Bolt,  Mochine,  Hexagon  Heod,  Drilled  1  Hole  ,  PD  Shonk,  Titonium  AMS,  4967, 
.3125-24  UNJF.3A  REV.99 

MS-9626B 

AS 

15  Aug 

84 

AS 

99 

5306 

Bolt,  Mochine,  Hexagon  Heod,  Drilled,  1  Hole,  PD  Shonk,  Titonium  AMS,  4967, 
.375-24  UNJF.3A  pev.99 

MS-9627B 

AS 

15  Aug 

84 

AS 

99 

5306 

Bolt,  Mochine,  Hexogon  Heod,  Drilled,  1  Hole,  PD  Shonk,  Titonium  AMS,  4967, 
.4375-20  UNJF-3A  REV-82 

MS-9628 

AS 

21  Dec 

83 

AS 

99 

L 

5306 

Bolt,  Mochine,  Hexogon  Heod,  Semi-finished,  Corrosion  Resisting  Steel  UNC'2A, 
Nonmagnetic  Validated  Jun  88  REV-ME  Ml  IS 

MS-16208A 

NOTICE  1 

SH 

19  Aug 

66 

SH 

L 

5306 

Bolt,  Mochine,  Hexagon  Head,  Regulor  Semi-finished,  Aluminum  Alloy,  UNC-2A 
Nonmagnetic  Validated  Jun  86  REV-ME  IS 

MS-16206A 

NOTICE  1 

SH 

30  Jun 

86 

SH 

5306 

Bolt,  Mochine,  Hexagon  Heod,  Drilled,  1  Hole,  PO  Shank,  Titanium  AMS,  4967, 
.500-20  UNJF-3A  REV.82 

MS-9629 

AS 

21  Dec 

83 

AS 

99 

5306 

Bolt,  Machine,  Hexogon  Head,  Drilled,  1  Hole,  PD  Shonk,  Titanium  AMS,  4967, 
.5625-18  UNJF.3A  REV.82 

MS.9630 

AS 

21  Dec 

83 

AS 

99 

5306 

Boll,  Machine,  Hexagon  Heod,  Full  Shank,  Ams  5643,  .625-18  UNJF-3A 

Validated  Sep  81  REV.99  11 

MS-9790 

AS 

11  Mar 

70 

AV  AS 

99 

5306 

Bolt,  Machine,  Hexogonheod,  Steel  Cadmium  P  LATEO,.275  24UNJF  -SA 

REV-ll 

MS-952IA 

AS 

22  May 

86 

AV  AS 

99 

5306 

Bolt,  Mochine,  Hexogon  Heod,  Steel,  Cadmium  Ploted,  .4375-20UNJF-3A 

REV.82  IS 

MS-9522C 

AS 

22  May  86 

AV  AS 

99 

5306 

Bolt,  Mochine,  Hexogon  Heod,  Steel,  Cadmium  Ploted,  .500-20UNJF-3A  REV-82 

IS 

Bolt,  Machine,  Hexogon  heod.  Steel,  Cadmium  Ploted  .5625-18UNJF-3A 

REV.82  IS 

MS-9523A 

82 

22  May  86 

AV  AS 

99 

5306 

MS-9524C 

AS 

22  May 

86 

AV  AS 

99 

5306 

Bolt,  Mochine,  Hexogon  Heod,  Steel,  Cadmium  Plated,  .625-I8UNJF-3A  REV-82 

IS 

Boll,  Machine,  Hexagon  Heod,  Full  Shook,  Ams  5643,  .250-26  UNJF'3A 

Validated  Sep  81  REV-MI  99  11 

MS-9525A 

82 

22  May  86 

AV  AS 

99 

5306 

MS-9784 

AS 

11  Mar 

70 

AV  AS 

99 

5306 

Bolt,  Mochine,  Hexogon  Heod,  Steel,  Cadmium  Plated,  ,750-16UNJF-3A  REV-82 

MS-9526A 

82 

22  May  86 

AV  AS 

99 

IS 
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S306 

Bolt,  Mochine,  Hexogon  Head  Steel,  Cadmium  Plated  .190>32UNiF>3A 

Validated  Oct  83  REV-l  1 

MS-9518 

AS 

02  Feb 

68 

AV  AS 

99 

5306 

Bolt,  Mochine,  Hexogon  Heod,  Steel,  Codmium  Plated,  .250*26UNJF-3A  REV>1  1 

MS-9519A 

AS 

22  May 

86 

AV  AS 

99 

6306 

Bolt,  Machine,  Hexogon  Heod,  Drilled,  1  Hole,  Full  Shonk,  Ams  5643,  .4375*20 
UNJF.3A  REV.99 

MS-9798B 

AS 

31  Ocl 

84 

AV  AS 

99 

1 

5306 

Boll,  Machine,  Hexogonheod,  Steel,  5625-18  UNJF-3A  REV-82  IS . 

MS-9457A 

AS 

31  Mor 

86 

AS 

11 

L 

5306 

Bolt,  Mochine,  Hexagon  Head,  Steel,  .625*18  UNJF*3A  REV*IS . . . . 

MS-9458B 

AS 

31  Mor 

86 

AS 

11 

L 

5306 

Bolt,  Mochine,  Hexagon  Head,  Steel,  ,750*16  UNJF>3A  f{EV>tS . . . 

MS-9459B 

AS 

31  Mor 

86 

AS 

11 

5306 

Bolt,  Mochine,  Hexogon  Heod,  Pd  Shank,  Ami  5643,  .190*32  UNJF*3A 

Validated  Sep  81  REV.99  11 

MS-9805 

82 

1 1  Mor 

70 

AV  AS 

99 

5306 

Bolt,  Mochine,  Hexogon  Heod,  Drilled,  1  Hole,  Full  Shonk,  Ami  5643,  .190*32 
UNJF.3A  REV*99 

MS-9794B 

AS 

31  Ocl 

84 

AV  AS 

99 

1 

5306 

Bolt,  Machine,  Hexogonheod,  Steel,  190*32  UNJF.3A  REV*82  IS  ....................... 

MS.9452A 

AS 

31  Mar 

86 

AS 

11 

5306 

Bolt,  Mochine,  Hexogon,  Drilled,  1  Hole,  Full  Shank,  Ami  5643,  .5625*18 

UNJF.3A  REV.99 

MS-9800B 

AS 

31  Oct 

84 

AV  AS 

99 

5306 

Bolt,  Machine,  Hexogon  Heod,  Drilled,  1  Hole,  Full  Shank,  Ami  5643,  .625*18 
UNJF.3A  REV.99  82  IS 

MS-9801B 

AS 

15  Aug 

84 

AV  AS 

99 

5306 

Bolt,  Mochine,  Hexagon  Head,  Pd  Shank,  Amt  5643,  .3125*24  UNJF*3A 

REV.99 

MS-9807B 

AS 

31  Ocl 

84 

AV  AS 

99 

5306 

Bolt,  MochW,  Hexogon  Heod,  Drilled,  1  Hole,  Full  Shonk,  Ami  5643,  .3125*24 
UNJF.3A  REV.99 

MS-9796B 

AS 

31  Oct 

84 

AV  AS 

99 

L 

5306 

Bolt,  Mochine,  Regulor  Semi*llniihed  Hexagon  Head,  Copper.itlicon  Alloy 
(Silicon  Bronie)  UNC.2A,  Non  m  Validated  Jun  66  USER*ME  REV-MI  IS 

MS-16205A 

NOTICE  1 

SH 

30  Jun 

86 

SH 

5306 

•5306 

Bolt,  Machine,  Steel,  Drilled  Double  Hexagon,  Extended  Washer,  .190*32 
(MIL.S*8879  Thread)  Validated  Jul  81  REV-IS 

Bolt,  Mochine,  Steel,  Drilled  12  Pomt  Heod,  .190  (No.  10)*32  (Cadmium  Plote) 
inoctlve  For  New  Deiign  REV*MI  IS 

MS-2128BB 

MS-9088A 

AS 

AS 

17  Sep 

28  Feb 

63 

84 

AS 

AS 

99 

5306 

Bolt,  Machine,  Square  Head  Hot  Galvanized  (PoIe*line)  USER  MC  REV.AR  IS .... 

MS-35798D 

ER 

16  Ocl 

87 

ER  YD 

99 

5306 

Bolt,  Machine,  Steel,  12  Point  Heod,  .250*26,  Codmium  Plote  (inoctlve  For  New 
Deiign)  REV-ME  IS 

MS-9147A 

AS 

28  Feb 

84 

AS 

11 

5306 

Bolt,  Mochine,  Square  Head,  Steel,  Cadmium  Or  Zinc  Plated,  UNC.2A 

Validated  Apr  8S  USER*AT  AV  OS  YO  MC  REV-ME  Ml  IS 

MS-35355B 

AR 

06  Ocl 

71 

AR  SH 

99 

5306 

Bolt,  Machine,  Square  Head,  Steel,  Phoiphote  Cooted,  UNC.2A  Validated  Apr 

85  USER.AV  AT  MC  OS  YO  REV-IS 

MS-35356A 

AR 

06  Ocl 

71 

AR  SH 

99 

Q 

5306 

Bolt,  Mochine,  1200  Deg.  F  REV-MI  IS . 

MIL-B-7e74B 

SUPP  1 

AS 

03  Dec 

82 

AV  AS 

99 

5306 

Boll,  Machine,  12  Point  Heod,  Steel,  -190-32  UNF-3A  REV-IS  . 

MS-9146B 

AS 

04  Nov 

86 

AS 

11 

5306 

Boll,  Machine,  12  Paint  Head,  Steel,  .3125-24  UNF.3A  REV-IS  . 

MS-9148B 

11 

04  Nov 

86 

AS 

11 

5306 

Boll,  Machine,  12  Paint  Herd,  Steel,  .375-24UNF.3A  REV-IS  . 

MS-9149B 

AS 

04  Not 

86 

AS 

11 

5306 

Boll,  Machine,  12  Point  Head,  Steel,  .4375-20  UNF.3A  REV-IS  . 

MS-9150B 

AS 

04  Nov 

86 

AS 

11 

5306 

Bolt,  Machine,  12  Point  Head,  Steel,  .500-20  UNF.3A  REV-MI  IS . 

MS-9151B 

AS 

0-1  Nov 

86 

AS 

11 

5306 

Bolt,  Mochined  •  Hexagon  Heod,  Drilled,  1  Hole,  Full  Shonk,  AMS  5731, 

.375*24  UNJF.3A  Validated  Oct  83  REV-MI  AR  99  11  IS 

MS-9503A 

AS 

17  Nov 

69 

AV  AS 

99 

5306 

Bolt,  Machined  <  Hexogon  Heod,  Drilled,  1  Hole,  Full  Shank,  AMS  5731, 

.4375*20  UNJF.3A  Validated  Oct  83  REV*MI  AR  99  1 1  IS 

MS-9504A 

AS 

17  Nov 

69 

AV  AS 

99 

5306 

Bolt,  Machined  -  Hexogon  Heod,  Drilled,  1  Hole,  Full  Shonk,  AMS  5731,  .^X)'20 
UNJF.3A  Validated  Oct  83  REV-MI  AR  99  11  IS 

MS.9505A 

AS 

17  Nov 

69 

AV  AS 

99 

5306 

Bolt,  Mochined  *  Hexogon  Head,  Drilled,  1  Hole,  Full  Shonk,  AMS  5731, 

.5625-18  UNJF.3A  REV*MI  AR  99  IS 

MS-9506C 

AS 

23  Nov 

84 

AV  AS 

99 

5306 

Bolt,  Nickel  Alloy  718,  Teniion,  High  Strength,  (125  KSI  Fiu  &  220  KSI  Flu) 

High  Temperature,  Spline  Drive  USER-MI  REV-AR  99  IS 

MIL-8-85604A 

AS 

25  Jon 

88 

AV  AS 

11 

5306 

Bolt,  Protruding  Heod,  Externol  Wrenching,  Stroight  Shank,  low  Interference, 
Expandable  Aluminum  Alloy  Sleeve,  Alloy  Steel  Pin,  180  KSI  FTU  REV-AV  AS 

11 

Bolt,  Protruding  Head,  External  Wrenching,  Stroight  Shank,  Expandable 

Aluminum  Alloy  Sleeve,  Alloy  Steel  Pin,  180  KSI  FTU 

MILB-8831/5 

AS 

23  Aug 

82 

AV  AS 

11 

5306 

MlL-B-8831/3 

AS 

23  Aug 

82 

AV  AS 

11 

5306 

Bolt,  Ribbed  Shoulder  Wheel  Mounting,  Metric  Validated  May  88  USER-ME  OS 
REV-AT  MC  SH  NS  IS 

DOD-B-63545/1 
NOTICE  1 

AR 

05  Moy 

88 

AR  AS 

11 

L 

5306 

Bolt,  Ribbed  Shoulder.  Wheel  Mounting  Single  End,  3/4  Inch,  Extended  length 
Validated  Feb  85  USER-AR  E*;  R=V-MI  IS 

MS-i’?47B 

AT 

27  May 

76 

AT 

5306 

Bolt,  Ribbed  Shoulder,  Extended  Shoulder.  Wheel  Mounting,  tAeUlc  Valldated 

May  88  USER-ME  OS  REV-AT  MC  SH  N.S  IS 

DODB-63545/2 
NOTICE  1 

AR 

05  Moy 

88 

AR  AS 

11 

L 

5306 

Bolt,' Ribbed  Shoulder,  Single  End,  Splned,  7/16  And  1/2  Inch  Validated  Oec 

83  USER-ME  AR  ER  REV-IS 

MS-51948C 

AT 

20  Sep 

73 

AT 

5306 

Bolt,  Ribbed  Shoulder,  Wheel  Mounting,  Metric  Generol  Specificotion  For 

USER-ME  OS  REV-AT  MC  SH  NS  IS 

DOD-B-63545 

NOTICE  1 

AR 

19  Feb 

82 

AR  AS 

11 

L 

5306 

Bolt,  Ribbed  Shoulder,  Single  End,  SpKned,  3/4  Inch  USER-ME  REV-IS  . . . 

MS-51946D 

AT 

31  Dec 

86 

AT 

5306 

Bolt,  Round  Heod,  Square  Neck  •  Metric  -  24  Aug  82  USER-ME  SH  MC 

REV-CR  EA  AT  AV  NS  IS 

ANSI  B18.S.2.2M-82 

AR 

03  Nov 

82 

AR  AS 

99 

5306 

Bolt,  Round  Heod,  Short  Square  Neck  -  Metric  -  14  Aug  81  REV-AV  EA  AT  CR 

IS 

Bolt,  Self  locking.  Hexagon  Heod,  Steel,  Metric,  General  Specification  For 
USER-AT  ME  GL  SH  OS  MC  REV-MI  NS  IS 

ANSI  B18.S.2.1M-8I 

AR 

11  Jon 

82 

AR  AS 

99 

L 

5306 

DOD-B.70331 

AR 

21  Apr 

83 

AR 

1 

5306 

Bolt,  Self  Locking,  Hexigon  Heod,  Steel,  SAE  J1199  (10.9)  Type  B,  Metric 
USER-GL  AT  ME  MC  OS  SH  REV-MI  NS  IS 

DOD-B-70331/1 

AR 

21  Apr 

33 

AR 

1 

5306 

Bolt,  Self  Locking,  Hexagon  Head,  Steel,  SAE  J1199  (10.9)  Type  BH,  M 

USER-ME  GL  AT  SH  OS  MC  REV-MI  NS  IS 

DOD-B-70331/2 

AR 

21  Apr 

83 

AR 

5306 

Bolt,  Self  Retaining,  Poiitive  Locking,  Crei  90  Kii  Fsu,  63  Kii  Ftu,  100  Deg. 

Fluih  Heod,  450  Deg.  F  And  650  Deg.  F  REV.99  iS 

MS-21 130E 

AS 

11  Mar 

81 

AV  AS 

99 

Q 

5306 

Bolt  Self  Retaining,  Positive  Locking. . . . . . . . . 

MIL-B-23964C 

AS 

05  Jun 

81 

AS 

99 

5306 

Bolt,  Self  Retaining,  Poiitiva  Locking,  CRES  90  KSI  Fiu,  63KSI  Ftu,  Pon  Head, 

450  Deg.  F  &  650  Deg.  F  REV-99  82  IS 

MS-21 125F 

AS 

30  Apr 

83 

AV  AS 

11 
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5306 

Bolt,  Stif  Retoining,  Po$ltivft  Locking,  CRES  90  KSI  Fsu,  63  KSI  Ftu,  Hexogon 
Slotted  Heod,  450  Deg.  F  And  650  Deg  F.  REV-AV  AS  99  IS 

MS-3369D 

AS 

20  Jun 

85 

AV  AS 

11 

5306 

Bolt,  Self.locking,  Steel,  160  K$!,  Ftu  250  Deg.  F,  12  Point,  External  Wrenching 
(Exlernoll/  Wrenching  Cop  Screws  Vah'dateti  Mar  83  REV*99  82  IS 

MS.21098 

AS 

24  Mor 

65 

AS 

99 

5306 

Bolt,  Self'locking,  Hexogon  Head,  Steel  Validated  Apr  83  REV'MI  IS..... . . 

MII-B-45912A 

AR 

08  Aug 

69 

AR 

99 

5306 

Bolt,  SeK'locking,  Corrosion  Resisting  Steel,  80  Ksi  Ftu,  250  Deg.  F,  12>POINT, 
Externol  Wrenching  (Externolly  Wrenching  Cop  Screws)  Validated  Mar  83 

REV.99  82  IS 

MS-21099 

AS 

24  Mar 

65 

AS 

99 

5306 

Bolt,  Self'locking,  Hexagon  Heod,  Steel,  Grade  5,  UNC>2A  And  UNF*2A 
(Inactive  Use  MS35764  Valldoltd  Mar  82  USER-MI  AT  ME  YD  OS  MC 

REV-iS 

MS.35763E 

AR 

29  Dec 

75 

AR 

99 

5306 

Bolt,  Self'locking,  Hexogon  Heod,  Steel,  Grode  6,  UNC<2A  And  UNF<2A 

Validated  Mar  82  USER-MI  AT  ME  YD  MC  OS  REV-IS 

MS.35764E 

AR 

29  ■'  c 

75 

AR 

99 

5306 

Bolt,  Seif-locking,  250  Deg  F.,  Cres,  48  Ksi  Fsu,  80  Ksi  Ftu,  Hex  Heod  Validated 
Dec  83  REV.82 

MS-21095A 

AS 

13  Apr 

71 

AV  AS 

99 

5306 

Boit,  Seif-locking,  250  Deg.  F.,  Steel  75  Kii  Fsu,  125  Ksi  Ftu,  100  Deg  Flush 

Head  Crass  Recessed  Validated  Apr  82  REV.99  82  IS 

MS-21091 

AS 

02  Nav 

65 

AS 

99 

5306 

Bolt,  Self-locking,  250  Deg.  F.,  Cres  48  Ksi  Fsu,  80  Ksi.ftu,  100  Deg  Flush  Heod, 
Cross  Recessed  Validated  Mar  83  REV-82 

MS-21092A 

AS 

30  Sep 

70 

AV  AS 

99 

5306 

Boll,  Self-locking,  250  Oeg.f.,  Steel,  75  Ks!  Fsu,  125  Ksi  Ftu,  Hex  Heod 

Validated  Apr  82  REV-ME  99  82  IS 

MS-21094 

AS 

02  Nov 

65 

AS 

99 

5306 

Bolt,  Self'locking,  250  Deg  F.,  Steel,  75  Ksi  Fsu,  125  Ksi  Ftu,  Pon  Heod,  Cross 
Recessed  Validated  Jul  81  REV-ME  99  82  IS 

MS-21096 

AS 

02  Nov 

65 

AS 

99 

5306 

Bolt,  Self-locking,  250  Deg  F.,  Cres  46  Ksi  Fsu,  80  Ksi  Flu,  Pon  Heod,  Cross 
Recessed  Validated  Jul  81  REV.99  82  IS 

MS.21097B 

AS 

07  Dee 

73 

AS 

99 

5306 

Bolt,  Seif-retaining,  Impedance  Type,  95  Ksi  Fsu,  Hex  Heod,  450  Deg.  F 

Validated  Jun  84  REV-99  IS 

MS.27576D 

82 

25  Jan 

78 

AV 

99 

Q 

5306 

Boll,  Self-retoining,  lmpedc"ce  Type  USER-82  REV-99  IS . . . . . 

MIL.B-83050D  (1) 

82 

27  Apr 

87 

AV 

99 

5306 

Bolt,  Self-retaining,  Aircraft  Reliability  And  Maintainability  Design  And  Usoge 
Requirements  For  Validated  Apr  82  REV-82 

MS-33602 

AS 

27  Oct 

67 

AS 

99 

5306 

Bolt,  Self-retaining,  Impedance  Type,  95  Ksi  Fsu,  Flush  Heod,  450  Deg.  F 

REV-99  IS 

MS.27577E 

82 

26  Aug 

87 

AV 

99 

E 

5306 

Boll,  Shear,  Hexagon  Head,  Self  locking  -  May  74  W/DOD  Exceptions 

Validated  Mar  84  REV-ME  10  IS 

NAS  1223THRU1235.74 
REV  4 

AS 

15  Sep 

78 

AV  AS 

11 

E 

5306 

Bolt,  Shear,  Hexogon  Head  -  30  Oct  61  W/DODEXCEPTIONS  Rev  10  {Inoctlve 

For  New  Design  After  Oct  30  81}  REV-IS 

NAS  1303THRU1320-81 

AS 

06  Jul 

83 

AS 

11 

E 

5306 

Bolt,  Shear,  95  KSI  FSU  •  23  Jon  80  W/OOD  Exceptions  REV-IS . 

NAS  498-80 

REV  10 

AS 

30  Jon 

84 

AS 

11 

E 

5306 

Bolt,  Shoulder  >  Hexagon  Heod  •  15  Sep  75  W/dod  Exceptions  REV-lS . 

NAS  1297-75 

REV  2 

AS 

30  Jon 

84 

AS 

11 

L 

5306 

Bolt,  Shoulder,  Wheel  Mounting,  Single  End,  Keyed  Heod  U$£R*ME  AR  ER 

REV-MI  IS 

MS.51949B 

NOTICE  1 

AT 

19  Nov 

87 

AT 

5306 

Bolt,  Shoulder,  Hexagon  Heod,  General  Specificotion  For,  Metric  Validated  Apr 

87  USER-ME  CR  MC  AS  OS  REV-MI  AV  AT  SH  11  NS  IS 

DOD.B.63475 

NOTICE  1 

AR 

14  Apr 

87 

AR  SH 

99 

5306 

Bolt,  Shoulder,  Hexogon  Heod,  long  Threod,  Metric  Validated  Apr  87  USER-ME 

CR  AS  OS  MC  REV-AV  AT  Ml  SH  11  NS  IS 

DOD.B-63475/1 

NOTICE  1 

AR 

14  Apr 

87 

AR  SH 

99 

5306 

Bolt,  Shoulder,  Hexagon  Heod,  Short  Threod,  Metric  Validated  Apr  87 

USER-CR  ME  MC  OS  AS  REV-AT  AV  Ml  SH 

DOD.B.63475/2 

NOTICE  1 

AR 

14  Apr 

87 

AR  SH 

99 

5306 

Boll,  Shouldered  (Bolt  Assembly,  Clomp)  REV-MI  OS  82  IS . . . 

MIL.B-70332/2 

AR 

25  Moy 

84 

AR  AS 

99 

5306 

Bolt,  Spline  Drive,  Close  Tolerance,  Alloy  Steel,  1250  Mpo,  Metric  >  July  1979 
REV.99  82  IS 

NA  0058-79 

IS 

15  Jul 

85 

AV 

99  IS 

5306 

Bolt,  Spline  Drive,  Close  Tolerance,  A-286,  1250  Mpo,  Metric  •  Juty  1979 

REV.99  82  IS 

NA  0059-79 

IS 

15  Jul 

85 

AV 

99  IS 

5306 

Bolt,  Square  Neck,  Countersunk,  (Plow)  Steel,  Cadmium  Or  Zinc  Plated,  NC'2A 
And  'JNC-ZA  Validated  Mar  80  USER-AT  MC  YD  OS  REV.ME  IS 

MS-35754'< 

AR 

20  May 

74 

AR 

99 

5306 

Bolt,  Squore  Neck,  (Corrioge  Bolts),  Round  Heod,  UNC'2A,  Copper-silicon 

Alloy,  Nonmop-'etic  Validated  Jun  86  USER-ME  REV-IS 

MS-16207C 

NOTICE  1 

SH 

30  Jun 

86 

SH 

99 

5306 

Bolt,  Square  Necx,  Round  Head  (Corrioge),  Steel,  Cadmium  Orzinc  Ploted, 
UNC.2A  USER-ME  AT  MC  YD  OS  REV-AV  EA  82  IS 

MS.35751D 

AR 

04  Nov 

85 

AR 

99 

5306 

Bolt,  Squore  Neck,  Carriage,  Hot  Galvanized  (Pole  line)  USER-ME  MC  YD 

REV-AR  IS 

MS.20069B 

ER 

06  Oct 

87 

ER  YD 

99 

5306 

Bolt,  Stobilized  Non-mognetic  Corrosion  Resistont  Steel  •  Feb  68  Volidoted  Apr 

82 

Boll,  Stroight  Shank,  Expondoble  Aluminum  Alloy  Sleeve,  Alloy  Steel  Pin, 

Reliobility  &  Moinfoinobility  Requirements  For 

Bolt,  Stroight  Shonk,  Expondoble  Sleeve,  Protrudintg  8>  Flush  Heod . . 

NAS  501-68 

AS 

14  Jun 

74 

AV  AS 

11 

5306 

5306 

Mll.B.8831/1 

Mll-B-85667 

SUPP  1 

AS 

AS 

23  Aug 

14  Mor 

82 

86 

AV  AS 

AS 

11 

L 

5306 

Bolt,  Stroight  Shonk,  Expendable,  1(X)  Oegreereduccd  Flush  Heod,  125  Ksi  Fsu 
(Cres  304  Sleeve,  Nickel-alloy  Inconel  7  18,  450  Degree  F) 

MIL.8-85667/6 

AS 

14  Mor 

86 

AS 

L 

5306 

Boil,  Stroight  Shonk,  Expondoble  Afuminum  Riioy  Or  CRES  Sleeve,  CRES'Or 
Titanium  Pin, 

MII-6-S5667/ 1 

AS 

14  Mor 

86 

AS 

5306 

Bolt,  Structural,  Heavy  Hex  •  Metric  •  26  Apr  79 . . . . . 

ANSI  B18.2.3.7M-79 

AR 

26  Apr 

79 

AR  AS 

99 

5306 

Balt,  Tec  Head  Volltlaletl  Jun  88  USER-ME  MC  AS  OS  REV-AR  AV  IS . 

MS.9072‘9A 

NOTICE  1 

AR 

06  Jun 

88 

AR  YD 

99 

L 

5306 

Bolt,  Tee  Head  &  Ams  5735,  Chamfered,  .190&32  UNJF8i3A  (Asg)  Validated 

Oct  h  REV-IS 

MS.9432 

AS 

21  Dec 

62 

AS 

L 

5306 

Bolt,  Tee  Heod  &  Ams  5735,  Chomfered,  .250&28  UNJF&3A  ,asg(  Validated 

Oct  83  REV-IS 

MS-9433 

AS 

21  Dec 

62 

AS 

L 

5306 

Ball,  Tee  Head  &  Ar  t  5735,  Chamfered,  .3125&24  UNJF&3A  (Aig)  Volidaleil 

Oct  83  REV-IS 

MS.9434 

AS 

21  Dk 

62 

AS 

L 

5306 

Bolt,  Tee  Head  &  Amt  5735,  Chomfered,  .375<.24  UNJF&3A  (A.g)  Validalerl 

Oel  83  REV-IS 

MS-9435 

AS 

21  Dec 

62 

AS 

333 
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L 

S306 

Bolt,  Tee  Head  &  Amt  5735,  Chamfered,  .4375&20  UNJF&3A  (Atg)  Validated 

Ocl  83  REV.IS 

MS-9436 

AS 

21 

D«c 

62 

AS 

1 

5306 

Bolt,  Tee  Head  &  Ams  5735^  Chamfered,  .500&20  UNJF&3A  (Asg)  Voltdoted 

Oct  83  REV.IS 

MS-9437 

AS 

21 

Dec 

62 

AS 

5306 

Bolt,  Tee  Head  -  AMS  5708,  Chamfered  .3750-24  UNJF-3A  •  1  Jul  80  REV-IS  .. 

AS  3235-80 

11 

11 

Jul 

84 

AS 

11 

L 

5306 

Bolt,  Tee  Head  •  Ams  6322,  Chamfered,  .250*28  UNJF*3A,  Cadium  Plotefotg) 
Validated  Oct  83  REV-IS 

MS-9398 

AS 

09 

Moy 

62 

AS 

1 

5306 

Bolt,  Tee  Heod  •  Amt  6322,  CHAMFEREO,.3)25-24  UNJF-3A,  Codmium 

Plotefatg)  Validated  Ocl  S3  REV-IS 

MS-9399 

AS 

09 

Moy 

62 

AS 

L 

5306 

Bolt,  Tee  Heod  •  Ami  6322,  Chamfered,  .375.24  UNJF.3A,  Cadmium  Platefaig) 
Validated  Oct  83  REV-IS 

MS-9400 

AS 

09 

Moy 

62 

AS 

L 

5306 

Bolt,  Tee  Head  •  Ams  6322,  Chomfered,  .4375.20  UNJF*3a,  Codmium 

Platefaig)  Validated  Ocl  83  REV.IS 

MS-9401 

AS 

09 

Moy 

62 

AS 

L 

5306 

Bolt,  Tee  Heod  •  Ami  6322,  Chomfered,  .500*20  UNJF.3A,  Cadmium  Piote(oig) 
Validated  Oct  83  REV-IS 

MS-9402 

AS 

09 

May 

62 

AS 

5306 

Bolt,  Tee  Heod-oMS  5708,  Chamfered,  .2500-28  UNJF-3A  -  1  Jul  80  USER-AS 
REV-IS 

AS  3233-80 

11 

11 

Jul 

84 

AS 

11 

5306 

Bolt,  Tee  Heod-oMS  5708,  Chomfered,  .3125-24  UNJF-3A  -  I  Jul  80  USER-AS 
REV-IS 

AS  3234-80 

11 

11 

Jul 

84 

AS 

11 

5306 

Bolt,  Tee  Heod,Interfoce  Surfoce,  Dlmensloni  For  •  Mar  85  REV-AV  82  IS . 

ARP  1902-85 

AR 

01 

Nov 

85 

AR  AS 

99 

5306 

Bolt,  Tension,  Inconel,  220  Ksl  Ftu,  800  Deg.  F,  Externol  Wrenching,  Spline 

Drive,  Flanged  Heod  REV-82 

M5-1418IC 

AS 

30 

Jon 

89 

AV  AS 

99 

5306 

Bolt,  Tension,  Steel,  180  Ksl  Ftu,  450  Degrees  F.,  Externol  Wrenching,  Spline 

Drive,  Flanged  Validated  Jul  81  USER-MI  REV-AT  82  IS 

MS-21 134 

AS 

28 

Jon 

72 

AV  AS 

99 

5306 

Bolt,  Tension,  Steel,  260  Ksl  Ftu,  450  Deg.  F.,  Externol  Wrenching,  Spline  Drive, 
Flonged  Heod  Validated  Apr  6?  REV-AT  Ml  IS 

MS-21296A 

AS 

06 

Oct 

75 

AV  AS 

11 

5306 

Boll,  Tension,  Steel,  220  Ksl  Flu,  450  Deg.  F.,  External  Wrenching,  Spline  Drive, 
Flonged  Head  Validated  Apr  82 

MS-21297A 

AS 

06 

Oct 

75 

AV  AS 

11 

5306 

Bolt,  Tension,  Steel,  External  Wrenching,  Flanged,  12.POtNT,  180  KSI  ftu,  450 
Deg.  F  REV-MI  82  IS 

MS-212501 

AS 

30 

Jon 

89 

AV  AS 

99 

5306 

Bolt,  Toggle,  And  Expansion  Sleeve,  Screw  Validated  Jan  81  USER-AV  AT  ME 

CE  MC  SH  YD  REV-MI  82  IS 

FF-B-588C  (1) 

♦AR 

30 

Sep 

74 

AR 

99 

E 

5306 

Bolt,  Twelve  Point,  Externol  Wrenching,  Titanium  Alloy  (REV-3)  •  1  Mor  82 

REV-IS 

NAS  1271THRU1280-82 
REV  3 

vs 

20 

Moy 

83 

AV  AS 

11 

1 

5306 

Bolt,  Welding&coarse  Thread  REV-AT  82  IS . . . . 

MS-51934A 

AR 

17 

Aug 

87 

AR 

99 

1 

5306 

Bolt,  Wheel,  Inconnel,  220  KSI  Ftu,  132  KSI  Fsu,  450  Deg.  F  Externol 

Wrenching,  Spllnedrive,  Flanged  Heod 

MS-14490B 

AS 

13 

Jul 

87 

AS 

5306 

Bolt,  Wheel,  Tension,  Flanged,  Steel  220  Ksl,  FTU,  450  Deg.  F.  Externol 

Wrenching,  Spline,  Drive  Validated  Alar  84  REV-82 

MS-14163B 

AS 

15 

Aug 

78 

AV  AS 

99 

5306 

Bolt,  Wheel,  Tension,  Flanged  Steel,  180KS1  Ftu,  450  Degrees  F  Externol  Spline 
Drive  Validated  Mar  84  REV-ME  AT  AR  ER  IS 

MS-14157B 

AS 

15 

Aug 

78 

AV  AS 

99 

E 

5306 

Bolt,  1(X)  Deg  Crown  Reduced  Heod,  Torq  Set  (R)  &  HI  Torque,  (R)  108  KSI 

Shear  •  Aug  80  W/dod  Exceptions  REV-IS 

NAS  2652THRU2860-80 

AS 

30 

Jon 

84 

AS 

11 

5306 

Boll,  1(X)  Deg  Flush  Heas,  0312  Oversixe,  Alloy  Steel,  160,(XX}  PsI  •  30  Mor  77 
USER-AS  REV-IS 

NAS  1603THRU1610.77 
REV  6 

AS 

17 

Ocl 

84 

AS 

11 

5306 

Bolt,  100  Deg  Flush  Tension  Heod  (Hl-torque)  Recess,  long  Thread  TItonlum 

Alloy  -  Sep  70  Validated  Dec  83  REV-ME  10 

NAS  663THRU668-70 

AS 

14 

Jun 

74 

AV  AS 

11 

5306 

Bolt,  100  Deg  Head,  Phillips  Recess,  Close  Toleronce,  Alloy  Steel.long  Threod, 
Self-locking  &  Nonlocking  •  4  Sep  78  USER-AS  REV-IS 

NAS  7103THRU7116-78 
REV  1 

AS 

17 

Ocl 

84 

AS 

11 

5306 

Bolt,  100  Deg  Head,  Phillips  Recess,  Close  Toleronce,  A286  Cres,  long  Threod, 
Self-locking  &  Nonlocking  -  4  Sep  78  USER-AS  REV-IS 

NAS  7203THRU7216-78 
REV  1 

AS 

17 

Ocl 

84 

AS 

11 

5306 

Bolt,  100  Deg  Reduced  Flush  Heod,  low  Interference,  Strolght  Shank, 

Expandobte  Aluminum  Alloy  Sleeve,  Alloy  Steel  Pin,  108  KSI  FSU 

MII-B-B831/4 

AS 

23 

Aug 

82 

AV  AS 

11 

L 

5306 

Bolt,  100  Deg  Reduced . . . 

MII.-B-85667/4 

AS 

14 

Mor 

86 

AS 

5306 

Bolt,  1(X)  Deg  Reduced  Flush  Head,  Straight  Shonk,  Expendable  Aluminum  Alloy 
Sleeve,  Alloy  Steel  Pin,  108  KSI  FSU 

Ma-B-8831/2 

AS 

23 

Aug 

82 

AV  AS 

11 

5306 

Bolt,  100  Deg.  Flush  Reduced  Head  -  28  Moy  82  REV-IS  . . . 

NAS  1580-82 

REV  5 

AS 

20 

May 

83 

AV  AS 

11 

5306 

Bolt,  1(X)  Deg.  Flush  Tension  Heod  Full  Thread  •  Sep  71  Validated  Apr  82 

REV-ME  ER  10 

NAS  1582-71 

AS 

14 

Jun 

74 

AV  AS 

11 

5306 

Boll,  100  Deg,  Flush  Reduced  Head  •  28  May  82  REV-IS . . . . 

NAS  1581-82 

REV  5 

AS 

20 

Moy 

83 

AS 

11 

Q 

5306 

Bolt,  180  KSI  FTU  &  180  KSI  FSU,  450  Deg  F  Protruding  8.  Flush  Head, 

General  Specification  For  REV-82 

MIL-B-8831B  (1) 

SUPP  1 

AS 

09 

Mar 

83 

AV  AS 

99 

5306 

8oIt,machIne.hexogon  Heod.drilled,  6  Holes  ,  Full  SHANK,375.24  S  UNJF-3A 
REV-MI  11  82  IS 

MS-95B6B 

AS 

30 

Sep 

87 

AS 

99 

5306 

BoIt,mochme-hexagon  Heod,dr!IIed,  6  Holes  ,  Full  Shonk,  4375-20  UNIJF-3A 

REV-MI  82  IS 

MS-9587B 

AS 

30 

Sep 

87 

AS 

99 

5306 

BoIt,machIne'hexogon,  Drilled,  6  Holes  Full  1  Shonk,  5(X)-20  UNJF  3A  REV-MI 

IS 

Bolt.machlne-hexogon  Heod,drilled,  6  Holes ,  Full  SHANK,5625-18  UNJF-3A 

REV-MI  82  IS 

MS-9588D 

AS 

30 

Sep 

87 

AS 

99 

5306 

MS-9589D 

AS 

30 

Sep 

87 

AS 

99 

5306 

Bolt,machlne-hexagon  HEAD,DRIllED,6  Hotel ,  Full  Shonli,  635-18  -UNJF-3A 
REV-MI  82  IS 

MS-9590D 

AS 

30 

Sep 

87 

AS 

99 

5306 

Bolt,mochlne-hexogon  Heod.drllled,  6  Holes ,  Full  Shank,  750-16  NJF-3A 

REV-MI  82  IS 

MS-95918 

AS 

30 

Sep 

87 

AS 

99 

5306 

BolKmochine-hexogon  Heod.drilled  6  Holes  Full  Shank,  190-32  S  UNJF-3A 

REV-MI  82  IS 

MS-9583B 

AS 

30 

Sep 

87 

AS 

99 

5306 

Bolt,machIne-hexogon  Heod.drilled^  6  Holes  ,  Full  SHANK,250.28  $  UNJF-3A 
REV-MI  82  IS 

MS-9584B 

AS 

30 

Sep 

87 

AS 

99 

5306 

Bolt.mocine  Hoxogon  Heod.drilled,  6  Holes  ,  Full  SHANK,3125'24  UNJF-SA 

REV-MI  82  1$ 

MS-9585B 

AS 

30 

Sep 

87 

AS 

99 
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S306 

Bolt, tee  Head  •  Ams  6322,  Chomfered,  .190*32  UNJF*3A»  Codmtum  P]ole(osg) 
Validated  Oet  83  R^V*tS 

MS-9397 

AS 

09  May 

62 

AS 

5306 

Bolting  Alloy  Steel  MoterioU  For  low  Temperature  Service  Slondord 

Specification  For  •  29  Apr  88 

ASTM  A320/A320M-88 

YD 

26  Feb 

89 

AR  YD 

99 

5306 

Bolting  Lengths  For  P  Iping  System  Flonged  Joints,  Selecting  -30  Jon  81 . 

ASTM  F704-8I 

SH 

06  Moy 

83 

SH 

5306 

Bolls  &  Screws  •  Roll  Threaded  -  Nov  70  Validated  Apr  8t . . . . . . . 

AMS  7473C-70 

NOTICE  1 

11 

15  Nov 

74 

MR  AS 

11 

5306 

Bolls  &  Screws,  Steel,  Corrosion  Resistant  Upset  Heoded,  Heot  Treoted,  Roll 
Threoded  -  1  Nov  70  Validated  Mar  86 

AMS  7474A-70 

NOTICE  2 

11 

15  Mar 

88 

MR  AS 

11 

5306 

Bolts  8t  Screws,  Steel,  Corrosion  &  Heat  Resistont  Upset  Heoded,  Heot  Treoted, 

Roil  Threoded  1800  F  (982.2C)  Solution  A  Preclpitotlon  Heot  Treoted  >  1  Nov 

70  Validated  Mar  88 

AMS  74778-70 

NOTICE  2 

11 

15  Mor 

88 

MR  AS 

11 

5306 

Bolts  &  Screws,  Steel,  Corrosion  &  Heot  Resistant  Heot  Treoted,  Roll  Threoded 
>  1800  F  (982.2C)  Solution  &  Precipitation  Heat  Treated  >  1  Nov  70 

Validated  Mar  88 

AMS  7478G-70 

NOTICE  2 

11 

15  Mor 

88 

MR  AS 

11 

5306 

Bolts  &  Screws,  Steel,  Corrosion  &  Heot  Resistont  Heot  Treoted,  Roll  Threaded 
•  1650  F  (89899C)  Solution  &  Precipitotlon  Heot  Treoted  •  1  Nov  70 

Validated  May  82 

AMS  7479C-70 

NOTICE  2 

11 

> 

o 

2 

74 

MR  AS 

11 

5306 

Bolts  &  Screws,  Steel,  low  Alloy  Heot  Resistant  195,000  Psi  (1,345  MPA) 

Tensile  Strength  Hardened  &  Tempered,  Roll  Threoded  •  15  Jon  80  Validated 

Mar  88 

AMS  74S9C-80 

NOTICE  2 

11 

15  Mor 

88 

MR  AS 

11 

5306 

Bolts  8k  Screws,  Steel,  Corrosion  Resistant  Roll  Threaded  •  1  Nov  70  Validated 

Mar  88 

AMS  7472H-70 

NOTICE  2 

11 

15  Mar 

88 

MR  AS 

11 

5306 

Bolts  8k  Screws,  Nickel  Alloy,  Corrosion  8k  Heot  Resistont  Upset  Heoded.  Heot 
Treated,  Roll  Threaded  2050  Deg.  F.  (1120  Deg.  C)  Solution  &  1650  Deg.  F. 
(900  Deg.  C)  Precipitation  Heat  Treotment  >  15  Apr  80  Validated  Mar  86 

AMS  74698-80 

NOTICE  2 

11 

15  Mar 

88 

MR  AS 

11 

5306 

5306 

Bolts  8k  Screws,  Steel,  Corrosion  8i  Moderate  Heot  Resistont  «  Heot  Treoted, 

Roll  Threaded  •  1  Nov  70  Validated  Mar  88 

Bolts,  Finned  Neck,  Key  Heod,  Machine,  Ribbed  Neck,  Squore  Neck,  Tee  Heod 
Validated  Jun  82  USER-AT  AV 

AMS  7470F-70 

NOTICE  2 

FF-B-584E  (1) 

11 

% 

15  Mor 

19  Oct 

88 

77 

MR  AS 

11 

5306 

Bolts,  Kigh'Strength  For  Structurol  Steel  Joints  •  29  Aug  86  R£V*ME  IS . 

ASTM  A325-86A 

AR 

06  Oct 

86 

AR  YD 

99 

5306 

Bolti,  Plow  .  71  VaUdattd  Jan  81  REV-AT . 

ANSI  818.9-71 

AR 

07  Apr 

71 

AR  SH 

99 

5305 

Bolts,  Round  H«od  (Inch  Series)  •  8  Sep  78  Validated  Mar  82  REV-CR  AV  AT 

IS 

Bolls,  Shear,  Steel,  132  KSI  FSU,  450  Deg  F  Validated  Mat  84  REV-99  IS . 

ANSI  818.5-78 

AR 

27  Aug 

79 

AR  YD 

99 

5306 

MIL-B-8906/2A 

AS 

28  Feb 

78 

AV  AS 

11 

5306 

Bolts,  Structural,  Heat  Treated  Steel,  150  Ksl  Minimum  Tensile  Strength  •  26 

Aug  83  USER’ME  SH  REV-CE  EA  IS 

ASTM  A490.83A 

AR 

30  Dec 

83 

AR  YD 

99 

5306 

Eyebolt,  Forged  ■  17  Jul  85  REV-AT  MC  82  IS . 

ANSI/ASME  818.15-85 

AR 

30  Sep 

85 

AR  SH 

99 

5306 

Eyebolts,  Forged  •  17  Jul  85  REV-AT  MC  82  IS . 

ANSI  818.15  85 

AR 

30  Sep 

85 

AR  SH 

99 

5306 

Fastener  Titanium  Alloy.  Procurement  Specification  •  Dec  73  W/DOD 

Exceptions  Validated  Mar  84  REV'ME  10  IS 

NAS  621-73 

REV  8 

AS 

15  Sep 

78 

AV 

11 

5306 

Fastener,  Externolly  Threoded,  450  Deg.  F  And  1,200  Deg.  F,  SelMockIng 

Element  For  Validated  Jul  81  REV*99  IS 

Mll-F-8961 

AS 

27  Sep 

67 

AS 

11 

5306 

Joints,  Structurol  Steel,  High  Strength  Bolts  For  (Metric)  •  31  Aug  84  USER*CE 

99  REV-IS 

ASTM  A325M-84A 

AR 

29  Aug 

85 

AR  YD 

5306 

Rod,  Continuous  Threod,  Double  Arming,  Hot  Galvonized,  (Pole  line)  USER'ME 

MC  NS  REV-AR  GL  ME  82  IS 

MS-35799C 

ER 

20  Oct 

87 

ER  YD 

99 

5306 

Screw  8.  Bolls  Preferred  For  Design,  listing  Of  USER'AT  SH  MC  REV*AV  EA 

ME  WV 

MIL.STD-12S1A 

AR 

15  Sep 

81 

AR  OS 

5306 

Screw,  log.  Hex  Heod-metric  -  16  Jun  81  USER-AT  ME  SH  REV-AV  Ml  ER  MC 

IS  NS 

ANSI  B18.2.3.8M-81 

AR 

16  Jun 

81 

AR  AS 

99 

5306 

Screw,  log.  Hex  Head  -  Metric  -  16  Jun  81  USER-AT  ME  SH  REV-ER  Ml  AV 

MC  IS  NS 

ANSI  B18.2.3.8M-81 

AR 

16  Jun 

81 

AR  AS 

99 

5306 

Screw,  Mochine  •  Steel,  Double  Hexogon,  Extended  Wosher,  .138*40 
(Ma*S*8879  Threod)  (Asg)  Validated  Apr  62  REV-lS 

MS-212778 

AS 

17  Sep 

63 

AS 

99 

5306 

Screw,  Machine  •  Steel,  Drilled  Double  Hexagon,  Extended  Wosher,  .138*40 
(MIL-S-8879  Thread)  (Asg)  Validated  Jul  81  REV-IS 

MS-212868 

AS 

17  Sep 

63 

AS 

99 

5306 

Screw,  Machine  -  Steel,  Drilled  Double  Hexagon,  Extended  Wosher,  .164*36 
(Mll-S-8879  Thread)  (Asg)  Validated  Jul  81  REV-IS 

MS-21287B 

AS 

17  Sep 

63 

AS 

99 

5306 

Screw,  Mochine  *  Steel,  Double  Hexogon,  Extended  Wosher,  .164*36 
(MIL-S-8879  Thread)  (Asg)  Validated  Jul  81  REV*IS 

M5-21278B 

AS 

17  Sep 

63 

AS 

99 

5306 

Screw,  Machine-double  Hexogon,  Extended  Washer  Heod,  Closed  Toleronce 

Shank,  Corrosion  And  Heot  Resistant  Steel,  .164*36  UNJF*3A  REV-82 

MS-9722C 

AS 

24  Feb 

86 

AV  AS 

99 

5306 

Screw,  Machine,  Fillister  Head,  Fine  Threod  Validated  Apr  83  REV.69 . . 

AN501 

REV  6 

AS 

12  Aug 

59 

69 

5306 

Screw,  Shoulded,  Hex-wcket  Head  .375,.500,.625  UNC-3A,  Unploted  USER-Gl 

MC  SA  NS  REV-AR  82  IS 

MS-21301A 

FR 

21  Dec 

87 

ER  YD 

99 

5306 

Steel,  Alloy,  Bolting  Moteriols  For  low-temperoture  Service  Stondord 

Specificotion  For 

ASTM  A320/A320M-88 

YD 

26  Feb 

89 

AR  YD 

99 

•5307 

Bolt,  Stud,  And  Socketcop  Head  Screw,  Nickel-copper-oluminum  Alloy(use 
MIL-S-1222) 

MS-18116H 

SH 

21  Apr 

88 

SH 

5307 

Bolts  &  Studs,  High  Strength  Nonheoded  •  28  Jan  83  USER-ME  82  REV>1S ........ 

ASTM  A687-83 

AR 

23  Dec 

83 

YD 

5307 

Rod  Control,  Solid  Steel  -  Oct  73  W/DOD  Ex,  Validated  Mar  84  REV-ME  10 

IS 

NAS  354-73 

REV  4 

AS 

15  Sep 

78 

AV  AS 

11 

5307 

Rod,  Continuous  Thread,  Metric  USER-GL  CE  OS  YD  MC  REV-ME  ER  EA  SH  IS 

DOD-R-63543/2  (1) 

AR 

08  May  86 

AR  AS 

99 

5307 

Stud  8i  Rod,  Threoded,  Metric,  Generol  Specificotion  For  USER*CE  YD  OS  MC 
REV-ME  ER  EA  AV  SH  IS 

DOD-S-63543 

AR 

19  Feb 

82 

AR  AS 

99 

5307 

Stud  &  Stepped,  Drilled,  1.5  Dio  Engogement,  .3I25&18  X  .250&28  REV-IS  NS 

ANI52901 
-  15320C  REV-2 

82 

14  Oct 

81 

AS 

99 

5307 

Stud  8t  Stepped,  Necked,  1.5  Dio  Engogement,  ,4375&14  X  .3758i24  Validated 
Apr  83  REV-AV  IS 

AN158901 
•  AN  159200 

11 

25  Mor 

55 

AV  AS 

11 

5307 

Stud  8i  Stepped,  2  Dio  Engogement,  .2508i20  X  .1908i32  Validated  May  82 

R£V*I$  NS 

AN154701 
-155000  REV.2 

82 

14  Oct 

81 

AV  AS 

99 

335 
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S307 

Stud  &  Stepped,  Drilled,  Necked,  2  Dio  Engagement,  .4375&M  X  .37  Votidoted 
May  82  REV-AV  IS 

AN162501 
.  AN  162800 

99 

25Mor  55 

AV  AS 

99 

5307 

stud  &  Straight,  Necked,  .375&16  X  .375&24  VoUdattd  may  32  REV-AV  IS . 

AN126e81 
.  127192  REV  1 

99 

23  Jun  58 

AV  AS 

99 

5307 

Stud  &  Straight,  Necked,  .4375&U  X  .4375&20  Validaltd  May  32  REV-IS . 

AN127193 

AN127492  REV  1 

99 

23  Jun  58 

AS 

99 

5307 

Stud  &  Straight,  Drilled,  Necked,  .375&16  X  .375&24  Validated  May  82 

REV-IS 

AN  129293 
.  129604  REV  1 

99 

23  Jun  58 

As 

99 

5307 

Stud  &  Straight,  Drilled,  .250&20  X  .250&28  Validated  May  32  REV-AV  IS . 

AN128363 
■  128686  REV  1 

99 

23  Jun  58 

AV  AS 

99 

5307 

Stud  &  Straight,  .375t.15  X  .375&24  Validated  May  32  REV-IS . 

AN126587 
.  126652  REV  1 

99 

23  Jun  58 

AS 

99 

5307 

Stud  &  Straight,  Drilled,  .312S&18  X  .3125&24  Validated  May  82  REV-lS  . 

AN128687 
-  128998  REV  1 

99 

23  Jun  58 

AS 

99 

5307 

Stud  -  Plain,  General  Purpose  USER-ME  AT  CE  MC  OS  REV-AV  IS . 

MS.51864 

NOTICE  1 

AR 

01  Jun  88 

AR 

99 

5307 

Stud  And  Stepped,  Drilled,  Necked,  Wrench  Pad,  2  Dio  Engagement,  .625*U  X 
.562S08  (Inactive  For  Design)  Volidatad  Apr  83  REV.IS 

AN17060I 
-  AN  170900 

11 

25  Mar  55 

AS 

11 

5307 

Stud  Stepped  1.5  DtA  Engogement  250'20  S  .  190*32 . . . 

AN150S01 
-150800  REV  3 

82 

22  Jul  88 

AV  AS 

99 

L 

5307 

Stud  Stepped,  Drilled,  2  Dia  Engogement,  Steel  .250*20  Unji  X  .190*32  Unjf 
Volidatad  Oct  83 

MS.9834 

AS 

27  Aug  71 

AS 

5307 

Stud  Stepped,  Drilled,  Necked,  Wrench  Pad,  2  Dla.  Engogement,  .4375*14  X 
.375*24  (Inactive  10*26*72)  Validated  Apr  S3 

AN169701 
.  AN  170000 

It 

26  Oct  72 

AS 

11 

1 

5307 

Stud  Stepped,  Drilled,  2  Dla  Engagement,  Steel  .3125*18  Unjs  X  .250*28  Un|( 
Voh'dafad  Oct  83 

MS.9B35 

AS 

27  Aug  71 

AS 

5307 

Stud  Stepped,  Drilled,  Necked,  Wrench  Pad,  1.5  Dio.  Engagement,  .500*13  X 
.4375*20  (Inoctive  10*26*72)  Validated  Apr  83  REV-IS 

AH166401 

AN1667(X)  REV  2 

11 

26  Oct  72 

AS 

11 

5307 

Stud  Stepped,  Drilled,  Necked,  Wrench  Pod,  2  Dio.  Engagement,  .3125*18  X 
.250*28  (Inoctive  10*26*72)  Validated  Apr  83  REV*tS 

AN169101 
-  AN  169400 

11 

26  0cl  72 

AS 

11 

5307 

Stud  Stepped,  Drilled,  Necked,  Wrench  Pad,  1.5  Ola.  Engagement,  .5625*12  X 
.500*20  (Inactive  10*26*72)  Validated  Apr  83  REV-IS 

ANI66701 
-  AN  167000 

11 

26  Oct  72 

AS 

11 

5307 

Stud  Stepped,  Drilled,  Necked,  Wrench  Pad,  1.5  Ola.  Engagement,  .625*11  X 
.5625*18  (Inactive  10*2672)  Validated  Apr  83  REV-IS 

AN167001 
-  AN  167300 

11 

26  Oct  72 

AS 

11 

5307 

Stud  Stepped,  Drilled,  Necked,  1.5  Ota.  Engogement,  .4375*14  X  .375*24 
(Inactive  10*26*72)  Validated  Apr  83  R^VAS 

AN160101 
■  an  160400 

11 

25  Oct  72 

AS 

11 

5307 

Stud  Stepped,  Drilled,  1.5  Dio.  Engogement,  .625*11  X  .5625*16  (Inoctive 

10.26*72)  REV*IS  NS 

AN154401 
-  154700  REV.3 

11 

14  Oct  81 

AS 

11 

5307 

Stud  Stepped,  Drilled,  2  Oio.  Engogement,  .500*13  X  .4375*20  (Inoctive 

10*26*72)  REV.IS 

AN158001 
.  158300  REV  3 

11 

UOcI  81 

AS 

11 

5307 

Stud  Stepped,  Drilled,  1.5  Dio.  Engogement,  .375*16  X  .3125*24  (Inoctive 

10*26*72)  REV*IS  NS 

AN153201 
.  153500  REV.3 

11 

14  Ocl  81 

AS 

11 

5307 

Stud  Stepped,  Drilled,  Necked,  Wrench  Pod  1.5  Dio.  Engogement,  .375*16  X 
.3125*24  (INACTIVE  10*26*72)  Validated  Apr  33  RtV AS 

AN  165801 
■  AN  166100 

11 

26  Oct  72 

AS 

11 

5307 

Stud  Stepped,  Drilled,  Necked,  1.5  Dio.  Engagement,  .5625*12  X  .500*20 
(Inoctive  10*26*72)  Validated  Apr  83  REV*IS 

AN160701 
■  AN  161000 

11 

26  Ocl  72 

AS 

11 

5307 

5307 

Stud  Stepped,  Drilled,  2  Dio.  Engogement,  .375*16  X  .3125*24  (Inoctive 

10*26*72)  REV-IS 

Stud  Stepped,  Necked,  Wrench  Pod,  1.5  Oio.  Engagement,  .625*11  X  ,5625*18 
(Inactive  10*26*72)  Validated  Apr  83  RV/AS 

AN157401 
.  157700  REV  3 
AN165201 
-  AN  165500 

11 

11 

14  Oct  81 

26  Oct  72 

AS 

11 

11 

5307 

Stud  Stepped,  Necked,  1.5  Dia.  Engogement,  .5625*12  X  .500*20  (Inactive 
10*26*72)  Validated  Apr  83  REV*IS 

AN159501 
-  AN  159800 

11 

25  Ocl  72 

AS 

11 

5307 

Stud  Stepped,  Necked,  Wrench  Pod,  2  Dio.  Engagement,  .500*13  X  ,4375*20 
(Inactive  10-26-72}  Validated  Apr  83  REV-IS 

AN16e201 
-  AN  168500 

11 

26  Ocl  72 

AS 

11 

1 

5307 

Stud  Stepped,  Necked,  Wrench  Pod,  1.5  Dio.  Enlorgement,  .500*13  X  .4375*20 
(Inactive  10*26*72)  Validated  Apr  83 

AN  164601 
-  an  164900 

11 

26  Oct  72 

11 

1 

5307 

Stud  Sl.p|Md,  1.5  DIA  Engag«m.nl,  .375-16  X  .3125-24  (MIL-S.8879THREAD) 
Validated  Apr  82  KV-M\  IS 

M5-17295 

AS 

07  Sep  61 

AS 

11 

5307 

Stud  Stepped,  1.5  Dia.  Engagement,  .5625-12  X  .5(X)*20  (Inactive  10*26*72) 
REV-ll  IS 

AN152001 
-  152300  REV  3 

11 

14  Ocl  81 

AS 

5307 

Stud  Stepped,  2  Dia.  Engagement,  .625*11  X  .5625*18  (Inactive  10*26*72) 

REV*IS 

AN  156501 
-  156800  REV  3 

11 

14  Oct  81 

AS 

11 

5307 

Stud  Stepped,  2  Dia.  Engagement,  .5(X)*13  X  .4375*20  (Inactive  10*26*72) 

REV.IS 

AN155901 
-  156200  REV  3 

11 

14  Ocl  81 

AS 

11 

5307 

Stud  Strolght,  .5625*12  X  .5625*16  (Inactive  10*26*72)  Validated  Apr  83 

REV-IS 

AN126767 
•  126820  REV  2 

82 

26  Oct  72 

A3 

99 

5307 

Stud  Straight,  .500-13  X  .500-20  (Inactive  10-26-72)  Validated  Apr  33  REV-IS  .. 

AN126713 
■  126766  REV  2 

11 

26  Ocl  72 

AS 

11 

5307 

Stud  St.-eight,  D.-ilfcd,  .Necked,  .4375*14  X  .4375*20  (Inacllve  10*26*72) 

Validated  Apr  83  REV-IS 

ANi29505 
■  129904  REV  2 

II 

26  Ccl  72 

AS 

11 

5307 

Stud  Straight,  Drilled,  .5625*12  X  .5625*18  (Inoctive  For  Design  26  Oct  1972) 
Validated  Apr  83  RSVAS 

AN129179 
-  129232  REV  2 

11 

26  Ocl  72 

AS 

11 

5307 

Stud  Straight,  Drilled,  Necked,  .5625*12  X  .5625*18  (Inactive  10*26*72) 

Validated  Apr  83  nVAS 

AN130199 
.  130498  REV  2 

11 

26  Ocl  72 

AS 

11 

5307 

Stud  Strolght,  Drilled,  .4375*14  X  ,4375*20  (Inoctive  10*26*72)  Validated  Apr 

83  REV-IS 

AN129065 
.  129124  REV  2 

11 

26  Ocl  72 

AS 

11 

5307 

Stud  Stroight,  Necked,  ,500*13  X  .500*20  (Inactive  10*26*72)  Validated  Apr  83 
REV-IS 

AN127493 
AN127786  REV  2 

11 

26  Oct  72 

AS 

11 

5307 

Stud  Stroight,  Necked,  .625*11  X  .625*18  (Inoctlvn  10*26*72)  Validated  Apr  83 
REV-IS 

AN128087 
■  128362  REV  2 

11 

26  Ocl  72 

AS 

11 

L 

5307 

Stud-tlepped,  DriM,  1.S  Dia  Engagtmtnl,  .3125-18  X  .l'0-28  (MIL-S-8879 

MS-17297 

AS 

07  Sep  61 

AS 

ThrMd)  Validated  Apr  32  REV*|S 
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5307 

Stud>$tepped«  Drilled,  Necked,  Wrench  Pod,  2  Dio  Engagemervt,  .500*13  X 
.4375-20, (INACTIVE  For  Design)  Validated  Apr  83  REV-IS 

AN17000) 

■  AN  170300 

11 

26  Ocl 

72 

AS 

11 

L 

5307 

Stud-itepped,  Drilled,  2  D1A  Engagement,  Steel  .375*16  Unjs  X  .3125-24  Unjf 
Valldafed  Oct  83 

MS-9836 

AS 

27  Aug 

71 

AS 

5307 

Stud-stepped,  Drilled,  2  Dio  Engagement,  ,5625-12X  .500-20  (Inactive  For 

Design  26  Oct  1972)  REV-IS 

AN1S8301 
-  158600  REV  3 

11 

14  Ocl 

81 

AS 

11 

5307 

Stud-stepped,  Drilled,  2  DIA  Engagement,  Steel  .4375-14  Unjs  X  .375-24  Unjf 
Validated  Apr  84 

MS-9837 

AS 

27  Au9 

71 

AS 

11 

5307 

Stud-stepped,  Drilled,  2  Dia  Engagement,  .4375-14  X  .375-24  (Inoctive  For 

Design  26  Oct  1972)  REV-IS 

AN157701 
■  158000  REV  3 

11 

14  Ocl 

81 

AS 

11 

1 

5307 

Slud-slepped,  Drilled,  1.5  Dio  Engagemenl,  .375-15  X  .3125-74  (MIL-S-8879 
Thread)  Validated  Apr  82  REV-IS 

MS-17298 

AS 

07  Sep 

61 

AS 

5307 

Stud-stepped,  Drilled,  1.5  Dio  Engogement,  .4375-14  X  .375-24  (Inactive  For 
Design)  REV-IS  NS 

AN153S01 
-  153800  REV-3 

11 

14  Oct 

81 

AS 

11 

L 

5307 

Stud-stepped,  Drilled,  2  DIA  Engagement,  Steel  .500-13  Unis  X  .4375-20  Unjf 
Validated  Oct  83 

MS-9S3S 

AS 

27  Aug 

71 

AS 

5307 

Stud-stepped,  Drilled,  Necked,  Wrench  Pod,  2  Dia  Engogement,  .5625-12  X 
,5000-20  (Inactive  For  Design  26  Oct  1972  Validated  Apr  83  REV-11  IS 

AN170301 
-  AN  170600 

11 

26  Ocl 

72 

AS 

11 

L 

5307 

Stud-stepped,  Drilled,  2  DIA  Engagement,  Steel  .5625-12  Unis  X  .500-20  Unjf 
Validated  Oct  83 

MS-9839 

AS 

27  Aug 

71 

AS 

5307 

Stud-stepped,  Drilled,  Necked,  Wrench  Pod,  2  Dia  Engagement,  .375-16  X 
.3125-24  (Inactive  For  Design  26  Oct  1972)  Validated  Apr  83  RV/AS 

AN169401 
-  AN  169700 

11 

26  Ocl 

72 

AS 

11 

L 

5307 

Stud-stepped,  Drilled,  2  DIA  Engogement,  Steel  .625-11  Unjs  X  .5625-18  Unjf 
Validated  Oct  83 

MS-9640 

AS 

27  Aug 

71 

AS 

5307 

Stud-stepped,  Drilled,  1.5  Dia  Engagement,  .5CX)-13  X  .4375-20  (Inoctive  For 

Design  26  Oct  1972)  REV-IS  N3 

AN153601 
■  154100  REV-3 

11 

14  Ocl 

81 

AS 

11 

5307 

Stud-stepped,  Drilled,  Necked,  Wrench  Pad,  1.5  Dia  Engogement,  .3125-18  X 
.250-28  (Inactive  For  Design  26  Oct  1972)  Validated  Apr  83  REV-IS 

AN16SS01 
-  AN  165800 

11 

26  Ocl 

72 

AS 

11 

5307 

Stud-stepped,  Drilled,  Necked,  Wrench  Pad,  1.5  Dio  Engogement,  .4375-14  X 
.375-24  (Inactive  For  Design  26  Oct  1972)  Validated  Apr  83  REV-IS 

AN166101 
-  AN  166400 

11 

26  Ocl 

72 

AS 

11 

5307 

Stud-stepped,  Drilled,  Necked,  1.5  Dio  Engogement,  .500-13  X  .4375-20 
(Inactive  For  Design  26  Oct  1972)  Validated  Apr  63  REV-IS 

AN160401 
-  AN  160700 

11 

26  Ocl 

72 

AS 

11 

5307 

Stud-stepped,  Drilled,  1.5  Dio  Engagement,  .5625-12  X  .500-20  (Inoctive  For 

Design  26  Oct  1972)  REV-IS  NS 

AN154101 
-  154400  REV-3 

11 

14  Oct 

81 

AS 

11 

5307 

Stud-stepped,  Drilled,  2  Dio  Engagement,  .3125-18  X  .250-28  (Inoctive  For 

Design)  REV-AV  IS 

AN157101 
•  157400  REV  3 

11 

14  Ocl 

81 

AV  AS 

11 

5307 

Stud-stepped,  Drilled,  Necked,  2  Dio  Engagement,  ,5625*12  X  .5CK)-20  (Inactive 

For  Design  26  Oct  1972)  Validated  Apr  83  REV-IS 

AN163101 
■  AN  163400 

11 

26  Oct 

72 

AS 

11 

1 

5307 

Stud-stepped,  Necked,  Wrench  Pod,  2  Dio  Engogement,  .3125*18  An 

167600-REV  1  (Inoctive)  Validated  Apr  83 

AN167301 
-  AN  167600 

11 

26  Ocl 

72 

11 

5307 

Stud-stepped,  Nocked,  1.5  Dio  Engagement,  .5(X)-13  X  4375-20  (Inactive  For 
Design  26  Oct  72)  Validated  Apr  83  REV-IS 

AN159201 
•  AN  159500 

11 

26  Oct 

72 

AS 

11 

5307 

Stud-stepped,  Necked,  Wrench  Pod,  2  Dio  Engogement,  .375*16  X  .3125-24 
(Inoctive  For  Design)  Validated  May  80  REV-t$ 

AN167601 
■  AN  167900 

11 

26  Ocl 

72 

AS 

11 

5307 

Stud-stepped,  Necked,  Wrench  Pad,  2  Dio  Engagement,  4375*14  X  .375-24 
(Inoctive  For  Design  26  Oct  1972)  Validated  Apr  83  REV-IS 

AN167901 
AN168200  REV  2 

11 

26  Oct 

72 

AS 

11 

5307 

Stud-stepped,  Necked,  2  Dio  Engagement,  .625-1 1  X  .5625*18  (Inoctive  For 

Design  26  Oct  1972)  Validated  Apr  83  REV-IS 

AN162201 
-  AN  162500 

11 

26  Ocl 

72 

AS 

11 

L 

5307 

Stud-stepped,  Necked,  Wrench  Pod,  1.5  D^a  Engagement,  .5625*12  X  ,500-20 
(Inactive  For  Design  26  Oct  1972)  Validated  Apr  83  REV-IS 

AN164901 
-  AN  165200 

11 

26  Oct 

72 

11 

5307 

Stud-stepped,  Necked,  Wrench  Pod,  2  Dio  Engogement,  15625*12  X  ,5(X)-20 
(Inactive  For  Design)  Validated  Apr  83  REV-IS 

AN168501 
-  AN  168800 

11 

26  Ocl 

72 

AS 

11 

5307 

Stud-slepped,  Necked,  1.5  Dio  Engagement,  .625*11  X  .5625*18  (Inactive  For 
Design  *26  Oct  1972)  Validated  Apr  83  RtVAS 

AN159801 
■AN  160100 

11 

26  Oct 

72 

AS 

11 

5307 

Stud-slepped,  Necked,  Wrench  Pod,  2  Dia  Engogement,  .625*11  X  ,5625*18 
(Inactive  For  Design  26  Oct  1972)  Validated  Apr  83  REV-IS 

AN168801 
■  AN  169100 

11 

26  Ocl 

72 

AS 

11 

1 

5307 

Stud-stepped,  1.5  Dio  Engagemenl,  .250-20  X  .190-32  (MIL-S-8879  Threod) 
Validated  Apr  82  REV-IS 

MS-17293 

AS 

07  Sep 

61 

AS 

5307 

Stud-slepped,  1.5  Dio  Engogement,  .375-16  X  .3125-24  (Inoctive  For  Design) 
REV-AV  IS 

ANlSllOl 
-  151400  REV  2 

11 

14  Oct 

81 

AV  AS 

11 

L 

5307 

Stud-slepped,  1.5  Dio  Engagement,  .3125-18  X  250-26  (M!L.*S-8879  Threod) 
Validated  Apr  82  REV-IS 

MS-17294 

AS 

07  Sep 

61 

AS 

5307 

Stud-stepped,  1.5  Ola  Engogement,  .5(X)-13  X  .4375-20  (Inactive  For  Design  26 
Oct  1972)  REV-AV  11  IS 

AN151701 
■  152000  REV  3 

11 

14  Oct 

81 

AV  AS 

11 

L 

5307 

Stud-stepped,  1.5  Dia  Engagemenl,  .4375-14  X  ,375-24  (MIL-S-8879  Threod) 
Validated  Apr  82  REV-IS 

MS-17296 

AS 

07  Sep 

61 

AS 

5307 

Stud-stepped,  1.5  Oto  Engagemenl,  .625-11  X  .5625*18  (Inactive  For  Design  26 
Oct  1972)  Validated  Apr  83  REV-IS 

AN152301 
-AN  152600 

11 

26  Ocl 

72 

AS 

11 

L 

5307 

Stud-stepped,  2  DIA  Engagement,  Steel  .250-20  Unjs  X  .190-32  Unjf  Validated 
Oct  83  R6V.99 

MS-9827 

AS 

27  Aug 

71 

AS 

5307 

Slud-slepped,  2  Dio  Engogement,  .5625-12  X  .500-20  (Inoctive  26  Oct  1972) 
REV-IS 

AN156201 
.  156500  REV  3 

11 

14  Ocl 

81 

AS 

n 

1 

5307 

Stud-stepped,  2  DIA  Engagemenl,  Steel  ,3125-18  Unjs  X  .250-28  Unjf 

Validated  Oct  83  REV.99 

MS-9828 

AS 

27  Aug 

71 

AS 

5307 

Stud'Sfepped,~2'Dio  engagemenl,  .•*373-14  X  .373-24  (iiiaclive  rvr-Dcsign  26 

Oct  1972)  REV-MI  IS 

,  « pr  44S- 

.  155900  REV.3 

" 

14  Oit 

01 

•  C 

1 » 

1 

5307 

Stud-stepped,  2  DIA  Engagement,  Steel  .375*16  Unjs  X  .3125  Unjf  Validated 

Oct  83 

MS-9829 

AS 

27  Aug 

71 

AS 

L 

5307 

Stud-slepped,  2  DIA  Engogement,  Steel  .4375-14  Unjs  X  .375*24  Unjf 

Validated  Oct  83 

MS-9830 

AS 

27  Aug 

71 

AS 

1 

5307 

Stud-stepped,  2  DIA  Engagement,  Steel  .5(X)'13  Unjs  X  .4375-20  Unjf 

Validated  Oct  83 

MS-9831 

AS 

27  Aug 

71 

AS 

337 


FSC  LISTING 


FSC 

TITLE 

DOCUMENT 

NUMBER 

PREP 

DATE 

CUSTODIAN 

5307 

Stud'Slepped,  2  DIA  Engagement  Steel  .5625*12  Unjs  X  .500*20  Unit 

Vofidated  Oct  83 

MS-9832 

AS 

27  Aug 

71 

AS 

5307 

Stud'Stepped,  2  D1A  Engagement^  Steel  .625*11  Unjs  X  .5625*18  Unjf 

Vatidated  Oct  83 

MS-9B33 

AS 

27  Aug 

71 

AS 

5307 

Slud.jlroighl  .190-24  X  .190-32  (MIL-S-8879  Threod)  Validated  Apr  87  REV-IS.. 

MS-17299 

AS 

07  Sep 

61 

AS 

5307 

Stud*straighl«  .4375*14  X  .4375*20  (Inoctive  For  Design  26  Oct  1972)  Votidoted 
Apr  83  REV.IS 

AN126653 
■  126712  REV  2 

11 

26  Oct 

72 

AS 

11 

5307 

Stud-ttraighf,  .250-20  X  .250-28  (Mll-S-8879  Thread)  Validated  Apr  82 

USER-ME  REV-IS 

MS-17300 

AS 

07  Sep 

6‘ 

AS 

5307 

Stud'StroIght,  .250*20  X  .250*26  (Inoctive  For  New  Design)  Validated  May  82 
REV-IS 

AN125951 
■  126274  REV  1 

99 

23  Jun 

58 

AV  AS 

99 

5307 

Slud-«lra!ghl,  .3125-18X  .3125-24  (MIL-S-8879  Threod)  Validated  Apr  82 

REV-IS 

MS.17301 

AS 

07  Sep 

61 

AS 

5307 

3tud*stralght,  .625*11  X  .625*18  (Inactive  For  Design  26  Oct  1972)  Validated 

Apr  83  REV-IS 

AN126821 
■  126880  REV  2 

11 

26  Oct 

72 

AS 

11 

5307 

Stud-strolght,  .3125*18  X  .3125*24  (Inoctive  For  New  Design)  Validated  May 

82  REV-AV  IS 

AN126275 
■  126586  REV  1 

99 

23  Jun 

58 

AV  AS 

99 

5307 

Stud-straight  Drilled,  .250*20  X  .250*28  (MIL*S‘8879  Thread)  Validated  Apr  82 
REV-IS 

MS-17302 

AS 

07  Sep 

61 

AS 

5307 

Stud-straight,  Drilled,  .500*13  X  .500*20  (Inactive  For  Design  26  Oct  1972) 
Validated  Apr  83  REV-IS 

AN129125 
-  129178  REV  2 

11 

26  0cl 

72 

AS 

11 

5307 

Slud-itrorghl,  Drilled,  .3125-18  X  .3125-24  (MIL-S-8879  Thread)  Validated  Apr 

82  REV-IS 

MS.17303 

AS 

07  Sep 

61 

AS 

5307 

Slud'Siralght,  Drilled,  ,625*11  X  .625*18  (Inactive  For  Design  26  Oct  1972) 
Validated  May  80  REV-IS 

AN129233 
-  129292  REV  2 

82 

26  Oct 

73 

AS 

11 

5307 

Stud-straight  Drilled,  Necked,  .625*11  X  .625*18  (Inactive  For  Design  26  Oct 

1972)  Validated  Apr  83  RBVAS 

AN  130499 
.  130774  REV  2 

11 

26  Oct 

72 

AS 

11 

5307 

Stud-strolght  Drilled,  Necked,  .500*13  X  ,500*20  (Inactive  For  Desigrs  26  Oct 

1972)  Validated  Apr  83  REV-IS 

AN129905 
■  130198  REV  2 

11 

26  Ocl 

72 

AS 

11 

5307 

Stud-straight,  Necked,  .5625*12  X  .5625*18  (Inactive  For  Design  26  Oct  1972) 
Validated  Mar  85  m-U  IS 

AN  127787 
.  128086  REV  2 

11 

26  Oct 

72 

AS 

11 

5307 

Stud,  Aluminum  Alio/  For  Direct  Energy  Arc  Welding  And  Arc  Shields  (Ferrules) 
USER-MI  REV-EA 

MIL-S-24149/2D 

SH 

27  Mar 

89 

SH 

5307 

Stud,  Are  Welding,  Type  Viti,  Class  1,  2,  3,  Corrosion  Resistont  For  Stored 

Energy  (Copoeitor  Dischorge)  Are  Welding  USER-MI  REV-IS 

MIL-S-24149/6B 

SH 

01  Jun 

81 

AR  SH 

5307 

Stud,  Bolt  Stud,  Bolt  Nut  Corrosion-resistant  And  Non-ferrous  Moteriols  (For 
Fatigue  Applicotlons)  (Issue  Controlled-requests  By  Other  Than  Dod  Activities 
Must  Be  Submitted  Vio  The  Preporing  Activity  Of  The  Spec.) 

MIL-S-24354E 

SH 

03  Apr 

85 

SH 

5307 

Stud,  Bolt-stud,  Bolls,  Nuts,  Alloy  Steel  (For  Service  To  700  Degrees  F  And 

Fatigue  Applications  (Issue  Controlled-requesis  By  Other  Thon  Dod  Actys 

Must  Be  Submitted  Vio  The  Preporing  Acty  Of  The  Spec) 

MIL-S-24287C 

SH 

11  Apr 

85 

SH 

5307 

Stud,  Carbon  Steel,  For  Direct  Energy  Arc  Welding  And  Arc  Shields  (Ferrules) 
USER-AR  ER  REV-IS 

MIL-S-24149/1C 

SH 

01  Jun 

81 

AR  SH 

5307 

Stud,  Continous  Threod  (Bolt-stud),  B16  Alloy  Steel  High  Temperature  Service 
(875  0  EG.1000  Deg  F)  Validated  Jan  81  REV-82  IS 

MS-161B7B 

AR 

01  Ocl 

63 

AR  SH 

99 

5307 

Stud,  Cantinous  Thread,  Metric  USER-AT  CE  GL  MC  YD  OS  IS  REV-ER  ME  SH 

DOD-S-63543/3  (1) 

AR 

08  May  86 

AR  AS 

99 

5307 

Stud,  Fine  Thread  -  16  Oct  80  REV-ME  11  82  IS . 

NAS  184-80 

REV  3 

AS 

06  Moy  83 

AS 

99 

5307 

Stud,  Keyring  Locked,  125  And  160  Ksi,  Flu.  Generol  Specification  For 

Validated  Apr  85  USER-ME  GL  MC  REV-AV  AT  11  IS 

MIL-S-45933 

SUPP  1 

AR 

30  Jun 

71 

AR  AS 

99 

5307 

Stud,  Keyring  Locked,  125  Ksi  Ftu,  Single  Step  Validated  Apr  83  REV-AV  EL 

NS  IS 

MIL-S-45933/1A 

AR 

22  Sep 

77 

AR  AS 

99 

5307 

Stud,  Keyring  Locked,  160  Ksi  Flu,  Multiple  Step  Validated  Apr  83  REV-AV  1$  „ 

MIL-S-45933/2A 

AR 

22  Sep 

77 

AR 

99 

5307 

Stud,  Keyring  Locked,  Hole  Dimensions  For  And  Assembly  Of  Validated  Apr  83 
USER-ME  MC  REV-AV  AT  11  IS 

MIL-S-45933/3A 

AR 

22  Sep 

77 

AR  AS 

99 

5307 

Stud,  Lacked  In  ■  Ke)-  Locked,  Heavy  Duty  USER-AT  ER  ME  MC  REV-AV  Ml  SH 

11  82  IS 

MS-S1B34D 

AR 

07  Dec 

84 

AR  AS 

99 

5307 

Stud,  Lacked  In  -  Key  Lacked  Validated  Apr  85  USER-GL  MC  REV-MI  AV  AT 

SH  IS 

MIL-S-45915  (1) 

AR 

25  Nov 

70 

AR  AS 

99 

5307 

Stud,  Locked  In  •  Ring  locked,  Serroted,  UNJF  Threod  Nut  End,  Increosed  Stud 
End  Length  USER-MI  MC  OS  REV-AT  AV  ER  GL  MS  11  82  IS 

MS-51551 

AR 

12  May  87 

AR  AS 

99 

5307 

Stud,  Locked  In  •  Ring  locked  Serrated  USER-ME  MC  OS  YD  REV-AT  AV  ER 

GL  11  82  IS  NS 

MIL-S-45909B 

SUPL  1 

AR 

11  Mar 

85 

AR  AS 

99 

5307 

Stud,  Locked  In  ■  Ring  Locked,  Serroted  Validated  Jun  88  USER-OS  REV-MI  AT 
AV  IS 

M5-51989A 

NOTICE  1 

AR 

06  Jun 

88 

AR 

99 

5307 

Stud,  Locked  In  ring  locked,  Serroted,  High  Strength  USER-GL  Ml  MC  OS 

REV-AT  AV  ME  1 1  82  IS  NS 

MS-51992B 

AR 

12  May  85 

AR  AS 

99 

5307 

Stud,  locked  In-ring  Locked,  Serrated,  High  Strength,  Oversize  Repfocer 

USER-MI  MC  OS  REV-AT  AV  GL  ME  11  82  NS  IS 

MS-51497 

AR 

11  Mor 

85 

AR  AS 

99 

5307 

Stud,  Locked  In,  Key  locked,  lightweight  USER-ER  ME  MC  REV-MI  AV  AT  SH 

82  11  IS 

MS-51833D 

AR 

07  Dec 

84 

AR  AS 

99 

5307 

Stud,  Plain,  Generol  Purpoie  Validated  Apr  83  USER-AT  Ml  EL  CE  OS  MC  YD 
REV-AV  IS 

FF-S-1362 

/AR 

18  May  70 

AR 

99 

5307 

Stud,  Ploin,  Metric  (1.25  Dio  &  2  Dio  Engagement)  USER-GL  MC  YO  OS  IS 
REV-MI  AT  AV  EA  SH  IS 

OOD-S-63543/1  (1) 

AR 

08  May  86 

AR  AS 

99 

5207 

Stud,  Scrce*  Thread,  Locked  In,  Ring  Locked,  Serraled,  Metric  &  Ring,  Lock, 
Serroted,  Metric,  General  Specificotion  For  USER-MC  OS  REV-AT  AV  CR  ER 

Ml  SH  IS 

DOD-S-63275A  (1) 

AR 

22  Apr 

83 

AR  AS 

5307 

Stud,  Self  Locking,  Flush  &  Protruding  Head  Validated  Feb  89  USER-ME  Ml  SH 
REV-AV  AT  82  MNS  IS 

MIL-S-63540/2 
NOTICE  1 

AR 

14  Feb 

89 

AR 

99 

5307 

Stud,  Self  Locking,  Generol  Specification  For  USER-ER  OS  SH  REV-AT  ME  11 

82  NS  IS 

MIL-S-63540A 

SUPP  1 

SUPP  1 

AR 

31  Mor 

86 

AR  MC 

99 
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5307 

Stud,  Self'locking,  Flush  Heod,  Ribbed  Clinch  Type  USER*ER  OS  REV*AT  ME  1 1 

MIL-S-63540/1A  (1) 

AR 

01  Aug 

84 

AR  MC  99 

82  NS  IS 

5307 

Stud,  Self-locking,  Flush  Heod,  Hex  Clinch  Type  USER-ER  SH  OS  NS  REV-AT 

Mll-S -43540/3 

AR 

31  Mar 

84 

AR  MC 

99 

ME  11  82  IS 

5307 

Stud,  Self'locking,  Concealed  Head,  Knurled  Clinch  USER*ER  SH  OS  NS 

MIL-S-43S40/4 

AR 

31  Mar 

84 

AR  MC 

99 

REV-AT  ME  11  82  IS 

5307 

Stud,  Self'Iocking,  Concealed  Head,  Hex  Clinch  Type  USER*ER  SH  OS  NS 

Mll-S-43540/5 

AR 

31  Mar 

84 

AR  MC 

99 

REV-AT  ME  11  82  IS 

5307 

Stud,  Self-locking,  Non-flush,  Ribbed  Clinch  Type  USER-MI  NS  REV-AT  82  IS  .... 

MIL-S-43540/4 

AR 

26  Sep 

88 

AR  MC 

99 

5307 

Stud,  Shouldered,  Wheel  Mounting  Validated  Jut  82  USER'ME  AR  REV*M1  IS .... 

MS-51950C 

AT 

26  Jon 

77 

AT 

99 

L 

5307 

Stud,  Shouldered,  Hexagon  Wrenching,  Steel,  .I90<32  Nf*3A  X.  190-32  NF‘3A 

MS-9303B 

AS 

22  May 

84 

AR  AS 

99 

REV-IS 

5307 

Stud,  Shouldered  And  SteppedSi  Wheel  Mounting  Validated  Jul  82  US£R<M£ 

MS-S1951C 

AT 

26  Jon 

77 

AT 

99 

AR  REV-MI  IS 

1 

5307 

Stud,  Shouldered  &  Stepped,  Hexagon  Wrenching,  STEEL,.190-32  NF-3A  X 

MS-9304B 

AS 

22  Moy 

84 

AR  AS 

99 

.250-28  UNF-3A  REV-IS 

1 

5307 

Stud,  Shouldered,  Hexogon  Wrenching,  Steel,  .250-28  UNF>3A  X  .250*28 

MS-9305B 

AS 

22  Moy 

84 

AR  AS 

99 

UNF.3A  USER-ME 

1 

5307 

Stud,  Shouldered  &  Stepped,  Hexagon  Wrenching,  Steel.  .250-28  UNF>3A  X 

MS-9304B 

AS 

22  May 

84 

AR  AS 

99 

.3125-24  UNF.3A  REV-IS 

1 

5307 

Stud,  Shouldered,  Hexogon  Wrenching,  Drilled,  Sleet,  .250*28  UNF*3A  X 

MS-9310B 

AS 

22  May 

84 

AR  AS 

99 

.250-28  UNF-3A  REV-IS 

L 

5307 

Stud,  Shouldered  &  Stepped,  Hexagon  Wrenching,  Drilled,  Steel,  .250*28 

MS.9311B 

AS 

22  May 

86 

AR  AS 

99 

UNF.3A  X  .3125-24  UNF-3A  REV-IS 

1 

5307 

Stud,  Shouldered  &  Stepped,  Hexogon  Wrenching,  Drilled,  Steel,  .250*28 

MS-9312B 

AS 

22  May 

86 

AR  AS 

99 

UNF-3A  X  .375-24  UNF-3A  REV-IS 

L 

5307 

Stud,  Shouldered  &  Stepped,  Hexagon  Wrenching,  Steel,  .250*28  UNF*3A  X 

MS-9307B 

AS 

22  Moy 

86 

AR  AS 

99 

.375-24  UNF.3A  REV-IS 

L 

5307 

Stud,  Shouldered,  Hexagon  Wrenching,  Drilled,  Steel,  .190-32  NF*3A  X  .190-32 

Ml  V.308B 

AS 

22  May 

84 

AR  AS 

99 

NF-3A  REV-IS 

L 

5307 

Stud,  Shouldering  &  Stepped,  Hexogon  Wrenching,  Drilled,  Steel,  .190*32 

MS-93093 

AS 

22  May 

86 

AR  AS 

99 

UNF-3A  X  .250-28  UNF-3A  REV-IS 

5307 

Slud,  Stepped,  Drilled,  1.5  Dia  Engagement,  .250-20  X  .190-32  REV-AV  IS . 

ANI52401 

99 

14  Oct 

81 

AV  AS 

99 

-  152900  REV  2 

5307 

Stud,  Stepped,  Drilled,  2  Dio,  Engagement,  .625-11  X  .5625-18  (Inoctive 

AN158401 

11 

14  Oct 

81 

AS 

11 

10-24-72)  REV-IS 

-  158900  REV  3 

5307 

Stud,  Stepped,  Drilled,  2  Oia  Engogement,  .250-20  X  .190-32  REV-AV  IS . 

AN154801 

11 

14  Oct 

81 

AV  AS 

11 

-  157100  REV  2 

5307 

Stud,  Stepped,  1.5  Dio  Engagement,  .3125-18  X  .250*28  Validated  Jun  83 

AN150801 

82 

14  Oct 

81 

AV  AS 

99 

REV-AV  IS 

-150800  REV  3 

5307 

Stud,  Stepped,  1.5  Dia  Engagement,  .4375.14X  .375-24  REV-AV  IS . 

AN151401 

82 

14  Oct 

81 

AV  AS 

99 

-  151700  REV  2 

5307 

Stud,  Stepped,  2  Dia  Engagement,  .3125-18  X  .250-28  REV-AV  IS . 

AN155001 

99 

14  Oct 

81 

AV  AS 

99 

-  155300  REV-2 

5307 

Stud,  Stepped,  2  Dio  Engogement,  .375-16  X  .3125-24  REV-AV  IS  . . 

AN155301 

82 

14  Oct 

81 

AV  AS 

99 

-  155400  REV-2 

5307 

Stud,  Stroight,  Drilled,  .375-16  X  .375-24  (Inactive  For  Design  26  Oct  1972) 

AN128999 

11 

24  Oct 

72 

AS 

11 

Vah'daled  Apr  S3  REV-IS 

.  129064  REV  2 

5307 

Stud,  Welding&turnbuckle  (General  Purpose)  (Monuol  Weld  Applicotion) 

MS-27951A 

AR 

06  Jun 

88 

AR  SH 

99 

Volldattd  Jun  88  USER-AT  YD  OS  MC  REV-MI  ME  82  IS 

NOTICE  1 

5307 

Studs  Preferred  For  Design,  listing  Of  Validated  Jun  64  USER-YO  OS  REV*GL 

MIL-STD-1598 

82 

07  Apr 

78 

AR 

99 

CE  AV  AT  MC  15  99 

5307 

Studs,  Steel,  Corrosion  &  Heat  Resistant  Heot  Treated,  Roll  Threoded  >  15  Jon 

AMS  7481A-43 

11 

15  Mar 

88 

MR  AS 

11 

63  Validated  Mar  88 

NOTICE  1 

5307 

Studs,  Steel,  Low  Alloy,  Heat  Resistant  Normalized  And  Tempered,  Roll 

Threaded  135,000  Psi  (931  M  Pa)  Tensile  Strength  •  16  Jul  79  Validated  Mar 

88 

Studs,  Welding,  And  Arc  Shields  (Ferrules),  Generol  Specificotion  For  USER-AR 

AMS  7458E-79 
NOTICE  1 

11 

15  Mor 

88 

MR  AS 

11 

1 

5307 

MII-5-24149C 

SH 

27  Mor 

89 

SH 

ER  Ml  REV-IS 

L 

5307 

Studs,  Welding,  And  Arc  Shields  (Ferrules);  Type  V,  Class  1,4,5,5A, 

MIL-S-24149/3C 

SH 

01  Jun 

81 

SH 

Corrosion-resistont  Steel,  For  Direct  Energy  Arc  Welding  USER-AR  ER  Ml 

REV-IS 

5307 

Studs,  Welding,  Type  Vi,  Class  1,2,3,  Carbonsteel,  For  Stored  Energy 

MIL-S-24149/4C 

SH 

27  Mar 

89 

SH 

(Capacitor  Dischorge)  Arc  Welding  USER-EL  Ml  REV-IS 

1 

5307 

Studs,  Welding,  Type  Vii,  Class  1,2,3,  Aluminum  Alloy,  For  Stored  Energy 

MIL-S-24149/5C 

SH 

27  Mor 

89 

SH 

(Copacitor  Dischorge)  Arc  Welding  USER-AR  ER  Ml  REV-IS 

5310 

Clip  Retaining  Reploceoble  Nut  Plate  •  Nov  78  USER-A$  REV-IS . . . 

NAS  1795-78 

AS 

17  Oct 

84 

AS 

11 

E 

5310 

Meltrc  Hex  NuH,  Style  1  -  6  Dec  79  (W/errala)  REV-AV  ER  Ml  MC  NS  _ 

ANSI  818.2-4.1M-79 

AR 

06  Dec 

79 

AR  AS 

99 

5310 

Nut  (Fastener),  Internolly  Threaded,  Hexagon,  Reduced  Height  125  KSI  8i  200 

MIL-N-853S3/1  (1) 

AS 

15  Oct 

85 

AV  AS 

11 

KSI  FTU,  450  Deg.  F  REV.AR  99  IS 

5310 

Nut  &  Hex,  Check  Validated  Jun  S3  REV-AV  IS . 

AN150401 

THRU  AN  150425 

82 

9  Jun 

50 

AV  AS 

99 

5310 

Nut  &  Hex,  Sheer,  Slotted  Validated  Jun  83  REV-AV  IS  . . 

AN150424 

AN150450  REV  1 

82 

9  Jun 

50 

AV  AS 

99 

5310 

Nut  &  Plain  Validated  May  82  REV-MI  AV  IS . 

AN121501 

99 

25  Mor 

55 

AV  AS 

99 

-  121525  REV  1 

5310 

Nut  &  Self  locking.  Right  Angle  Plote  (Supersedes  Usof  35A2939)  REV-MI  EC 

AN254 

82 

24  Feb 

83 

AV  AS 

99 

IS 

REV  5 

5310 

Nut «  Hex,  Boss  Connection,  Aluminum  Validated  Oct  83  USER-AT  Ml  ER . 

MS-9099B 

AS 

23  Oct 

74 

AV  AS 

5310 

Nut  -  Hex,  Boss  Connection.  Cres  Validated  Oct  83  USER-MI  AT  ER  . . . . . 

MS-9100B 

AS 

23  Oct 

74 

AV  AS 

5310 

Nut  Assembly,  Floating,  Self  locking,  Rivetless,  Attached  Retention  Element, 

MS-14199 

AS 

25  Jon 

85 

AR  AS 

11 

(A.R.E), maintainability  &  ReKobilit/  Design  &  Usoge  llmitallons  For 
REV-MI  AV  MC  SH  99  82  IS 
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5310 

Nut  Atiembly,  Torqu«  Limiting,  600  Deg  F  Application,  2500*28  UNJF>3E 

Thread  -  1  Nov  77  USER-AS  REV-IS 

NAS  1871-77 

REV  1 

AS 

17  Oct 

84 

L 

5310 

Nut  Drilled  Jom  Voh'dated  Avg  82  REV'IS . . . . . . . 

ms-21254 

AS 

7  Mar 

50 

5310 

Nut  Element,  Attached  Retention  Element  (A.r.e.),  ^50  Deg.  F,  Steel  (AtSl  1050 

Of  4130),  r*''-  KSI  Ftu  REV.MI  AV  SH  99  82  IS 

MS-14214 

AS 

21  0«c 

83 

L 

5310 

Nut  Element,  Reploceoble,  Attached  Retention  Element  (A.r.e.),  450  Deg.  F. 

CRES  (A-286),  125  KSI  Flu 

MS-14213 

AS 

13  Mar 

84 

5310 

Nut  For  Boll>,  Carbon  &  Alio/  Sleet  For  High.pressure  &  High*lemperoture 

Service  -  27  Dec  85  USER-CE  99  REV-lS 

ASTM  A194/A194M-85AAR 

12  F«b 

85 

5310 

Nut  Hex,  Bo5S  Connection,  Cres  Volldated  Apr  64  . . . . . 

MS-9553 

AS 

16  Mar 

70 

5310 

Nut  Ploin,  Hex,  Boii  Connection,  Aluminum  USER*AT  ER  ME  REV*82  IS  . 

MS.9200C 

AS 

30  Sep 

85 

5310 

Nut  Ploin,  Hexogon,  Mounlirig  (Inactive  6  Dec  1971)  Validaled  Apr  84 

USER-ME  MC  REV-MI  AT  OS  11  ES 

MS-24017C 

EC 

06  Dec 

71 

5310 

Nut  Ploin,  Wing,  UNC>2B  Inocllve  For  Oeitgn  VaUdated  Apr  83  USER*ME  YD 

MC  REV-AV  MI  AT  IS 

MS-35425E 

AR 

14  Mor 

77 

5310 

Nut  Replocement  For  Self  Locking  Plate,  Floating,  Two  Lug,  Steel,  (Vetpel 

Injerl)  500  Cycles  Reuse  160  KSI  Flu,  450  Deg.f.  VaUdated  Apr  85  REV-AR 

99  82  IS 

MS-14180 

AS 

30  Jan 

79 

L 

5310 

Nut  Self  locking,  Thin,  250  Deg.  F  (Inactive  7*22-69)  Validated  Avg  82  REV*MI 

AN364 

REV  4 

AS 

22  Jul 

59 

E 

5310 

Nut  Spocer,  Plate  Countersunk  •  May  73  W/DOD  Exceptions  Validated  Oct  84 

NAS  500-73 

REV  7 

AS 

15  Sep 

78 

5310 

Nut  Spacer,  Plate  Ploin  •  14  Feb  1986  USER*AS  REV*IS  . . . 

NAS  453-85 

REV  5 

AS 

n  Feb 

87 

5310 

Nut'ploin,  Hex,  Boss  Connection,  Cres  (Asg)  USER*AT  Ml  ER.... . . . . 

MS-92018 

AS 

30  Sep 

85 

5310 

Nut'ploin,  Hexagon,  Nylon  Validated  Apr  84  USER‘ME  AM  MC  REV-MI  AT  OS 

11  ES 

Nut'plote,  Countersunk,  82  Deg.  F  Validated  Avg  82  REV«99  82  IS . . 

MS-24127C 

EC 

13  Dec 

71 

5310 

AN367 

REV  2 

AS 

14  Apr 

49 

5310 

Nut*plole,  Non*countersunk,  250  Deg.  F  (Inactive  After  7  April  1967)  (Use  Ms 
21047  OR  Ms  21048)  Validated  Jut  8)  REV-MI  82  IS 

AN366 

REV  6 

AS 

21  Jul 

72 

5310 

Nut*self*locking,  Plate,  Countersunk  100  Deg.  To  250  Deg.  F  (Inoctive  After  7 

April  1967)  (Use  Ms  21049)  Validated  Aug  82  REV-MI  82  IS 

AN373 

REV  4 

AS 

21  Mor 

72 

5310 

Nut*sponner,  Beorlng  Retoinlng.  Aeronautical  (Asg)  Validated  May  82 

USER-MC  REV-IS 

MS-172235B 

THRU  1722708 

82 

15  Dec 

74 

5310 

Nut,  (Fostener),  Hex,  Preload  locking,  CRES,  450  Deg,  F,  800  Deg.  F  And 

1200  Deg  F.  REV-AR  99  IS 

MII-N-85353/2A 

AS 

23  Jun 

85 

E 

5310 

Nut,  Blind  Rivet  Flolheod,  Internol  Threod,  Non  Locking  (Free  Running)  Or  Self 
Locking  (Prevoling  Torque)  •  Moy  69  W/dod  Exceptions  Validated  Apr  82 
REV-ME 

NAS  1329-59 

AS 

14  Jun 

74 

E 

5310 

Nut,  Blind  Rivet,  Countersunk  Heed,  Internol  Thread,  Now  Locking  (Free 

Running)  Or  Self  Locking  (Prevoiling  Torque(  -  May  69  W/dod  Exceptions 
Validated  Apr  82 

NAS  133059 

AS 

14  Jun 

74 

5310 

Nut,  Blind  Rivet  •  Flotheod,  Internol  Thread,  Non*locking  (Free-running)  And 
Self-locking  (Prevoiling  Torque)  31  Oct  85  USER-AS  REV-lS 

ASTM  1329-85 

REV  5 

AS 

11  Feb 

87 

E 

5310 

Nut,  Blind,  Elliptical  Heod,  Self  locking.  Closed  End,  450  Deg.  F  •  Apr  68 

W/dod  Exceptions  Validated  May  82  REV-ME  ER  10 

NAS  1735-58 

AS 

14  Jun 

74 

E 

5310 

Nut,  Blind,  Serrated  Heod,  Self  Locking,  450  Deg.  F  -  Jul  74  W/DOD 

Exceptions  Validated  Apr  84  REV-ME  10  IS 

NAS  1731-74 

REV  1 

AS 

15  Sep 

78 

1 

5310 

Nut,  Captive  Washer,  Self  Locking,  Steel,  180  KSI  Ftu,  450  Deg.  F,  (12  Spline) 
Wrenching  Element 

Mll-N-8985/3 

AS 

23  Aug 

82 

5310 

Nut,  Coptive  Woiher,  Seif-locking,  Nickel  Alloy  718,  220  KSI  FTU,900  Degree 
(12-SPLINE)WRENCHING  Element 

Mll-N-85730/1 

AS 

01  Feb 

88 

5310 

Nut,  Costellated,  Hexagon,  Counterbored  Assembled  Washer,  450  Deg.  F  (For 

Self  Retoining  Bolts)  Validated  Sep  82  REV-AV  ER  IS 

MS-21244B 

AS 

28  Aug 

81 

5310 

Nut,  Costelloted,  Hex  <  UNS  G87400,  Cadmium  Plate,  MJ  Threod,  Metric  -  Dec 
1985  REV-AR  99 

MA  3425-85 

IS 

16  Jun 

85 

5310 

Nut,  Castellated,  Hexagon  REV-AR  . . . . . . . 

MS.21025E 

82 

09  Apr 

83 

5310 

Nut,  Caitellaled,  HEXAGON-A-284  USER-AR  ER  REV-MI  82  85  IS . 

MS-9358B 

AS 

30  Sep 

85 

5310 

Nut,  Costellated,  Hex  ■  UNS  S66286,  Silver  Plote,  MJ  Thread,  Metric  -  Dec 

1985  REV-AR  99 

MA  3425-85 

IS 

16  Jun 

85 

5310 

Nut,  Castellated,  Hexogon  •  A-286,  Silver  Ploled,  MIL-S-8879  USER-ER  REV-MI 

82  85  IS 

MS-9359B 

AS 

17  Jun 

85 

5310 

Nut,  Costelloted,  Hex,  Thin  UNS  G87400,  Cadmium  Plate,  MJ  Threod,  Metric  • 

Feb  1986  REV-AR  99 

MA  3427-85 

IS 

21  Jon 

87 

5310 

Nut,  Castellated,  Hex  ^  Thin,  UNS  S66286,  Silver  Plate,  MJ  Threod,  Metric  - 
Dec  85  REV-AR  99 

MA  3428-85 

IS 

16  Jun 

85 

5310 

Nut,  Costelloted,  Hex  •  UNS  S66286  MJ  Threod,  Metric  -  Dec  85  REV-AR  99..., 

MA.3350  85 

IS 

16  Jen 

86 

L 

5310 

Nut,  Clinch  Validated  Apr  82  REV-MI  . . . . . . . . . . . . 

Mll-N-82512 

OS 

04  Sep 

58 

E 

5310 

Nut,  Cylinder  lock  -opr  74  W/DOD  Exception  REV-ME  10  IS  . . . 

NAS  699-74 

REV  4 

AS 

06  Jun 

88 

5310 

Nut,  Double  Hexogon,  Cupwosher  locked,  Ams  5737,  Cres  Validated  Apr  84 
USER-MC  REV.99 

MS-9755B 

AS 

20  Dec 

72 

5310 

Nut,  Double  Hexogon  •  Copwosher  Locked,  Ams  6322,  Codium  Ploted  MIL  5 

8879  Validated  Apr  84  REV.99 

MS-9757B 

AS 

05  Jan 

83 

E 

5310 

Nut,  Drilled  Jom  •  Sep  72  W/dod  Exceptions  Validated  Apr  82 

NAS  509-72 

AS 

14  Jun 

74 

5310 

Nut,  Eye,  Thimble  Hot  Dip  Golvanized  (Pole  Line)  Validated  Sep  80  USER-MC 
REV-AR  SA  IS 

MS-2I303B 

ER 

26  Apr 

58 

5310 

Nut,  Flonge,  Hex  Metric  -  21  Jun  82  USER-SH  MC  REV-ER  Ml  CR  EA  AT  NS 

IS 

Nut,  Floating,  Self  Locking,  Attoched  Retention  Element  (A.R.E. ),  450  Deg.  F, 

Cres  (ASTM  A'286),  KSI  Ftu,  Reploceoble  Nut  Element,  1/64  Oversize  Repolr 

ANSI  BI8.2.4.4M-82 

AR 

30  Jun 

82 

5310 

MS.l42n 

AS 

13  Mat 

'  84 

CUSTODIAN 
AS  II 
AS 

AR  AS  99 

AS 

AR  YD 

AS  11 
AV  AS 
ER  EC  99 

AR  99 

AV  AS  99 

AS 

AV  AS  11 

AV  AS  11 

AV  AS 
ER  EC  99 

AS  99 

AV  AS  99 

AV  AS  99 

AV  AS  99 

AV  AS  11 

AVAS  11 

AV  AS  11 

AVAS  11 
AVAS  11 
AV  AS  11 
AS, 

AV  AS  11 

AV  AS  99 

AV  AS  11  IS 

AV  AS  99 
AVAS  II 
AV  AS  11  IS 

AV  AS 

AV  AS  11 

AVAS  II 

AV  AS  II 
OS 

AVAS  11 

AS  II 

AS  II 

AVAS  11 
ER  YD  99 

AR  AS  99 

AS 
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CUSTODIAN 

S310 

Nut,  Floating,  SoK  Locking,  Attochtd  Kttontlon  Elomont  (A.r.o.)  450  Dog.  F, 

MS-14200 

AS 

21  Dk 

83 

AR  AS 

99 

SImI,  125  KSl  Ftu,  X«ploctabl«  Nul  Ehnwnl  REV-MI  AV  SH  99  82  IS 

5310 

Ngl,  Flootinsi  S*lf  Lodting,  Attach«l  RtItnKen  Elmwnt  (A.r.*.),  450  Dig.  F, 

MS-14201 

AS 

21  Dk 

83 

AR  AS 

99 

Stool,  125  KSl  Ftu,  Koplocooblo  Nut  Elomont,  1/64  Ovonito  ftopoir  REV*Mi 

AV  SH  99  82  IS 

5310 

Nut,  HMvy  Hix  -  Mtiric  ■  6  Dt<  79  (Errolo  4/81)  REV-MI  ER  AV  MC  IS  NS.... 

'  2.4.6M-79 

AR 

06  Dk 

79 

AR  AS 

99 

5310 

Nut,  Hox,  Froo  Running,  Procuromont  Spocifkotion  For,  Motric  -  Doc  1985 

;5 

/IS 

05  Dk 

86 

AV 

99 

REV-AR 

1 

5310 

Nul,  Htxugon  (Synchro)  Volidottd  Apr  82  REV-ES  IS  . 

0-1/1878 

OS 

09  Apr 

65 

OS 

L 

5310 

Nut,  Htiogon,  Finithod,  UNC.2B  And  8N.38  High  Tomporoluro-le  1000  Dogrto 

MS-16286 

SH 

30  Jun 

86 

SH 

F  Validoltd  Jun  86  REV-IS 

NOTICE  1 

L 

5310 

Nut,  Hoxogon,  Somifinithod,  Hoovy,  UNC*28  And  8N«28,  High  Tmoporoturo'to 

MS-16285 

SH 

23  Stp 

57 

SH 

1000  DtgrM  F  Valldaltd  Oct  82  REV-MI  ME  IS 

E 

5310 

Nul,  Jam,  Htx  -  Mtiric  •  5  Ok  79  W/trrolo  •  May  8)  USER-AT  ME  SH 

ANSI  B18.2.4.5M-79 

AR 

06  Dk 

79 

AR  AS 

99 

REV-AV  ER  Ml  MC  IS  NS 

5310 

Nut,  Jam,  Hoxogon  Volidot^  Apr  $2  REV*IS . 

AN316 

REV  10 

AS 

29  Dk 

72 

AV  AS 

99 

5310 

Nut,  Plain  8i  SoK>locking,  Clinch,  Floating,  Motric  (SoK  Clinching,  Knurlod 

DOD-N-70333/2 

AR 

18  Jun 

85 

AR  AS 

99 

Collor)  USER-MC  REV-AT  AV  ME  Ml  82  IS  NS 

L 

5310 

Nut,  Ploin  -  Hoxogon,  Finiihod,  Loft  Hand  Validated  Apr  $5  REV>MI  ER  IS  . . 

MS-45905A 

AR 

20  Jon 

65 

AR 

5310 

Nut,  Plain  And  SoK'tockIng,  Oinch,  Fixod,  Motric  (SoH  Cinching,  Knurlod  Collor) 

DOD-N-70333/1 

AR 

18  Jun 

85 

AR  AS 

99 

USER-MC  REV-AT  AV  ME  Ml  82  IS  NS 

5310 

Nut,  Ploin  And  SoKJocking,  Clinch,  Motric  (Solf*clinching,  Knurlod  Collor)  Fixod 

DOD-N-70333 

AR 

18  Jun 

85 

AR  AS 

99 

And  Floating  USER-MC  REV-AT  AV  ME  Ml  82  IS  NS 

5310 

Nul,  Plain  Cap,  law  Crown,  UNC-2B,  And  UNF-28.  USER-AT  ME  MC  OS  AS 

MS-24679D 

AR 

22  Nov 

88 

AR 

82 

SH  REV-MI  AV  IS 

5310 

Nut,  Ploin  Clinch  &  Nvt,  Solf  Locking  Clinch,  (Knurlod  Collar,  Minioturo,  450 

Mll-N-45938 

AR 

02  Apr 

86 

AR  OS 

Dtg  F)  ValidattdApr  86  USER-AT  ER  MC  YO  REV-AV 

SUPP  1A 

NOTICE  1 

5310 

Nut,  Plain  Hox  -  ORLD,  UNS  G87400,  Codmium  Ploto,  MJ  Thrtod,  Motric  -  Doc 

MA  3421-85 

IS 

16  Jun 

86 

AV  AS 

11 

85  REV-AR  99 

5310 

Nul,  Plain  Htx  -  UNS  S66285,  Silvtr  Platt,  MJ  Thrtad,  Mtlrk  •  D  REV-AR  99.. 

MA  3422-85 

IS 

16  Jun 

86 

AV  AS 

11 

5310 

Nul,  Plain  Htx  -  ORLD.  UNS  S65285,  Silvtr  Platt,  MJ  Thrtad,  Mtiric  REV-AR 

99 

Nut,  Plain  Htx  -  Thin,  UNS  S662Bd,  Silvtr  Plolt,  MJ  Thrtad,  Mtiric  -  Dk 

MA  342385 

IS 

16  Jun 

86 

AV  AS 

11 

5310 

MA  342485 

16  Jun 

86 

1985  REV-AR  99 

5310 

Nut,  Plain  Hox  •  Thin,  UNS  G87400,  Codmium  Ploto,  MJ  Thnod,  Motric  •  Doc 

MA  335485 

IS 

16  Jun 

86 

AV  AS 

11 

85  REV-AR  99 

5310 

Nut,  Plain  Htxogon,  Jam,  Itfl  Hond  Volidohd  Jun  88  USER-AT  REV-MI  IS . 

MS-27952A 

NOTICE  1 

AR 

06  Jun 

88 

AR  SH 

99 

5310 

Nut,  Plain  Htxogon,  Ploitlc  Nylon  Valiihlad  Apr  85  USER-ME  AT  Ml  MC 

MS-518588 

AR 

26Mor 

73 

AR 

99 

REV-AV  11  IS 

L 

5310 

Nut,  Ploin  Round  (Inoctlvt  For  Dtlign  31  Dk  1964)  Valldatt^  ftb  85  REV-IS  .. 

M$-35134A 

ER 

31  Dk 

64 

ER 

5310 

Nut,  Plain&round,  Sponntr  Validattd  Apr  $5  REV'AV  IS . . . 

MS-27955A 

AR 

16  Ftb 

67 

AR  AS 

99 

5310 

Nut,  Ploin,  Airfromt  Valldatad  Jul  8t  USER-AT  AV  REV-MI  IS . 

AN315 

REV  10 

AS 

29  Dk 

72 

AV  AS 

99 

L 

5310 

Nut,  Plain,  Aitombltd  Washor,  7/16  Inch  (Floating  Typo)  Yafkht^d  Avp  83 

MS-53069D 

AT 

02  Oct 

78 

AT 

USER-AR  ER  REV-IS 

5310 

Nut,  Plain,  Blind  Rivot*flat  And  Counttnunk  Hoad,  Opon  End  U5ER*AT  ME  MC 

MS-27130E 

AR 

29  Jan 

85 

AR  AS 

99 

REV-MI  AV  AR  OS  IS 

5310 

Nut,  Plain,  Blind  Rivot<flat  Hoad,  Clotod  End  (Inoctivo  For  Dotign)  Volidot^d 

MS-27131C 

AR 

18  Apr 

73 

AR  AS 

99 

Apr  85  USER-ME  AT  MC  REV-AV  Ml  OS  IS 

5310 

Nut,  Plain,  Cop,  High  Crown,  UNC-2B  And  UNF-2B  USER-ME  AT  MC  OS  AS 

MS-34680E 

AR 

22  Nov 

88 

AR 

82 

SH  REV-AV  IS 

5310 

Nut,  Ploin,  Cattollatod,  Airfromo  REV'MI  AV  IS  . 

AN310 

REV  8 

AS 

29  Dk 

72 

AV  AS 

99 

5310 

Nut,  Pbin,  Coitollatod  Hoxogon  (Inoctivo  Um  AN  121562  V9lidot$d  Apr  83 

AN121551 

11 

25  Mor 

55 

AV  AS 

99 

REV-AV  IS 

-  121575  REV  1 

5310 

Nut,  Ploin,  Coittlloltd,  Shtor  Validalad  Apr  82  USER-AT  REV-MI  AV  IS . 

AN320 

REV  10 

AS 

29  Dk 

72 

AV  AS 

99 

5310 

Nul,  Plain,  Clinch  VaKdaUd  Apr  85  USER-El  ME  ER  MC  REV-AT  AV  IS . 

MS-213318 

AR 

30  Sop 

71 

AR  OS 

5310 

Nut,  Ploin,  Clinch  And  Nut,  SoK  Locking,  Clinch  (Solf  Clinching)  Round 

MIL-N-45938/10 

AR 

18  Dk 

80 

AR  OS 

99 

Validattd  Apr  87  USER-AV  MC  REV-ER  AT  Ml  AS  11  IS  NS 

NOTICE  1 

1 

5310 

Nut,  Ploin,  Clinch'fluih  Validat$d  Apr  62  REV'MI . 

MS-3214 

AR 

04  Sop 

68 

OS 

1 

5310 

Nut,  Ploin,  Clinch  &  Nut,  SoH  LcKking,  Clinch  (Footing,  400  Dog.  F)  USER'AT 

MIL-N-45938/11 

AR 

16  Moy  83 

AR 

Ml  MC  REV-AV  IS  82 

5310 

Nut,  Plain,  Clinch  (Solf*clinching,  Round)  USER'MC  REV<AV  EA  IS . 

MIL-N-45938/18 

AR 

02  Oct 

84 

AR  OS 

5310 

Nut,  Plain,  Clinch  &  Nut,  SoK  Locking,  Clinch  (Hoxogon  Hood  8i  Shonk,  Swogo 

MIL-N-45938/2A 

AR 

18  Aug 

87 

AR  OS 

Clinch)  USER-AT  ER  MC  REV-AV  Gl  IS 

5310 

Nut,  Plain,  Clinch  And  Nut,  Solf'locking,  Clinch  (SoK'clinching,  Knurlod  Collar, 

MIL-N-4S938/38 

AR 

04  Mar 

88 

AR  AS 

450  Dtg.  F.  And  600  Dtg.  F.)  USER-AT  ER  MC  SH  REV-AV  Ml  CR  AS  IS 

5310 

Nut,  Plain,  Clinch  (Stif-clinching,  Fluth)  USER-AT  ER  MC  SH  AS  REV-AV  Gl  IS 

MII-N-45938/4A 

AR 

18  Aug 

87 

AR  OS 

5310 

Nut,  Ploin,  Clinch  And  Nut,  Solf'locking,  Clinch  (SoK'clinching,  Knurlod  Collor, 

MIL-N-45938/13 

AR 

10  Ftb 

84 

AR  OS 

99 

Mlnlaturt,  Floating,  450  Dtg.  8.  600  Dtg.)  USER-MI  ME  AT  SH  AS  MC  82 
REV-AV  1)  NS  IS 

5310 

Nut,  Ploin,  Clinch  And  Nut,  Solf'locking,  Oinch  (SoK'clinching,  Knurlod  Collor, 

MIL-N-4S938/14 

AR 

10  Feb 

84 

AR  OS 

99 

Floating,  450  Dtg,  @  600  Dtg  USER-MI  ME  AT  SH  AS  MC  82  REV-AV  11 

NS  IS 

L 

5310 

Nut,  Plain,  Cant  Stol,  Htxogon.  WhttI  Mounting,  1/2  Inch  Velidoltd  Dtt  85 

MS-51984F 

AT 

10  Jul 

80 

AT 

USER-ME  AR  ER  REV-IS 

5310 

Nul,  Plain,  Htx  -  Thin,  UNS  S66286,  MJ  Thrtad,  Mtiric  •  Dk  85  REV-AR  99  .. 

MA  3344-85 

IS 

16  Jun 

86 

AV  AS 

11 

5310 

Nut,  Plain,  Hox  >  Drillod,  Ami  6322,  Codmium  Ploto  MIL'S'BB/P  Votidol^d  Oct 

MS-9882 

AS 

27  Moy  68 

AV  AS 

99 

t3  REV-W  82 
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5310 

Nul,  Plain,  Hex  -  UNS  S66286,  MJ  Threod,  Metric  ■  Dec  85  REV-AR  99 _ 

MA  3288-85 

IS 

16  Jun 

86 

AV  AS 

11 

5310 

Nul,  Plain.  Hex  •  UNS  87400.  Cadmium  Plole.  MJ  Threod.  Metric  -  Dec  65 

REV-AR  99 

MA  3302-85 

IS 

16  Jun 

86 

AV  AS 

11 

5310 

Nut,  Plain,  Hex-drilled  -  A-286,  Silver  Ploled,  MIL-S-8879  Validottd  Oct  S3 
USER-ER  REV-MI  82  85  IS 

MS-9360A 

AS 

27  Moy 

68 

AV  AS 

5310 

Nut,  Plain,  Hex.  Style  2  •  Metric  ■  6  Dec  1979  -  W/dOD  Exceptiont  W/errolo 
-  Jon  82 

ANSI  B18.2.4.2M-79 

AR 

06  Dec 

79 

AR  AS 

99 

5310 

Nut.  Plain,  Hexagon-corbon  Steel,  Codium  Ploted,  UNC*2&  Validated  Jun  88 
USER-ME  MC  OS  SH  REV-MI  GL  AV  MC  IS 

MS-51967D 

NOTICE  1 

AR 

06  Jun 

88 

AR 

99 

5310 

Not,  Plain,  Hexagon,  CHECK-A-286  REV-MI  IS . 

MS-93618 

AS 

30  Sep 

86 

AV  AS 

5310 

Nut.  Plain,  Hexagon  •  Carbon  Steel,  Codmium  Ploled,  UNF-2B  (1N./MM) 

Validated  Jun  88  USER-MC  YD  OS  REV-MI  AT  AV  IS 

MS-51968C 

NOTICE  1 

AR 

06  Jun 

88 

AR 

99 

5310 

Nul.  Ploin,  Hexogon.  Non*structurol,  Coarse  Thread  (Inactive.  Use  Ms  35649) 
Validated  Aug  82  REV-MI  99  IS 

AN340 

REV  5 

AS 

30  Sep 

70 

AV  AS 

5310 

Nut,  Ploin,  Hexogon  Brass,  Block  Chemicol  Finish,  UNC*2B  Validated  Apr  6S 
USER-MI  MC  YD  REV-AV  AT  ME  IS 

MS-519698 

AR 

24  Jul 

72 

AR  SH 

99 

5310 

Nul.  Plain,  Hexogon.  Check  •  Ams  5735.  Silver  Ploled  (Asg)  Validated  Oct  83 
USER-AT  REV-IS 

MS-9362A 

AS 

27  May 

68 

AV  AS 

5310 

Nut,  Plain,  Hexogon-bross,  Block  Chemicol  Finish.  UNF-2B  Validated  Apr  85 
USER-MI  MC  YD  REV-AV  ME  AT  11  IS 

MS-51970A 

AR 

24  Jul 

72 

AR  SH 

99 

5310 

Nut,  Ploin,  Hexogon,  Mon-structurol,  Fine  Threod  (Inactive  For  Design  After  31 
Morch  1970.  Use  MS35650)  Validated  Aug  82  REV-MI  IS 

AN345 

REV  6 

AS 

31  Mor 

70 

AV  AS 

99 

5310 

Nut,  Ploin,  Hexogon-steel.  Corrosion  Resisting,  300  Series.  Passivated.  UNC-2B 
Validated  Apr  85  USER-MI  MC  REV-AV  AT  IS 

MS-519718 

AR 

29  Jan 

69 

AR 

99 

5310 

Not,  Plain,  HEXAGON-A-284  REV-MI  ER  82  IS . 

MS-9356E 

AS 

30  Sep 

86 

AV  AS 

99 

5310 

Nul.  Plain,  Hexagon  (Mochine  Screw),  Carbon  Steel.  UNF-2B  USER-MC  REV-MI 

EA  NS  IS 

MS-51470 

AR 

10  Jon 

83 

AR  SH 

99 

5310 

Nut.  Ploin,  Hexogon,  Drilled  Jam,  Thin  -  Sep  72  Validated  Apr  82  REV-ME  10 .. 

NAS  1423-72 

AS 

14  Jun 

74 

AV  AS 

11 

5310 

Nut.  Plain,  Hexogon-steel,  Corrosion  Resisting.  300  Series,  Possivoted.  UNF-2B 
Validated  Jun  88  USER-MI  MC  REV-AT  AV  IS 

MS-51972A 

NOTICE  1 

AR 

06  Jun 

88 

AR 

99 

5310 

Nut,  Ploin,  Hexagon  -  AMS  6322,  Cadmium  Plate  MIL-S-8679  Validated  Oct  83 

MS-98818 

AS 

16  Apr 

82 

AV  AS 

5310 

Nut.  Plain,  Hexagon  (Jam).  Corbon  Steel,  UNC-2B  USER-ME  MC  REV-MI  EA 

NS  IS 

MS-51471 

AR 

10  Jon 

83 

AR  SH 

99 

5310 

Nut,  Plain,  Hexagon  •  A-285,  Silver  Plated,  MIL-S-8879  REV-MI  82  85  IS _ 

MS-93578 

AS 

17  Jun 

86 

AV  AS 

5310 

Nut,  Plain,  Hexagon,  Carbon  Steel,  UNC-2B  USER-ME  MC  REV-MI  EA  NS  IS.... 

MS-51472 

AR 

10  Jon 

83 

AR  SH 

99 

5310 

Nut,  Ploin,  Hexagon,  And  Hexagon  Jom,  UNC-2B,  Nonmognetic  Validated  Mar 

82  USER-SH  REV-ME  AT  AV  Ml  MC  IS 

MS-16203C 

AR 

29  Jon 

69 

AR 

99 

5310 

Nut,  Ploin,  Hexagon,  Carbon  Steel,  UNF-2B  USER-MC  REV-MI  EA  AV  NS  IS  .... 

MS-51473 

AR 

10  Jon 

83 

AR  SH 

99 

5310 

Nut,  Ploin,  Hexogon,  Wheel  Mounting,  Metric,  Generol  Specificotion  For 

USER-ME  MC  REV-EA  AT  IS  NS 

DOD-N-63548 

AR 

17  Mor 

82 

AR 

11 

5310 

Nut.  Ploin,  Hexogon  (Mochine  Screw),  Corbon  Steel,  UNC<26  USER-MC 

REV-MI  EA  NS  IS 

MS-51469 

AR 

10  Jon 

83 

AR  SH 

99 

5310 

Nul,  Ploin.  Hexogon,  Cone  Seot,  Wheel  Mounting,  Metric  Validated  May  88 
USER-ME  MC  REV-AT  EA  NS  IS 

DOD-N-63548/1 
NOTICE  1 

AR 

05  Moy 

88 

AR 

99 

5310 

Nul,  Plain,  Hexogon-oximuth  (With  lockwire  Holes)  Validated  May  82  . . 

MS-21392A 

11 

07  Sep 

76 

11 

5310 

Nut,  Plain,  Hexogon,  Electricol,  Thin  (With  Lockwire  Holes)  Validated  Mar  85.,.» 

MS-21340B 

82 

17  Sep 

73 

AS 

99 

5310 

Nut,  Plain,  Hexagon,  Machine  Screw,  UNC-2B  USER-AT  Ml  MC  YD  OS  NS 

REV-EA  82  IS 

MS-35649H 

AR 

12  Feb 

88 

AR 

99 

5310 

Nut,  Plain,  Hexagon,  UNC-2B  &  UNF.2B  USER-ME  MC  NS  REV-AV  EA  82  IS  .. 

MS-35690E 

AR 

29  Aug 

84 

AR  SH 

99 

5310 

Nut,  Ploin,  Hexogon,  Electrical-thin  USER-MC  REV-ER  AV  EC  IT  IS . 

MS-25082M 

AS 

18  Feb 

81 

AR  AS 

99 

5310 

Nut,  Plain,  Hexagon,  Machine  Screw,  UNF-28  USER-AT  Ml  MC  YD  OS  REV-AV 

EA  82  IS 

MS-35650G 

AR 

07  Oct 

85 

AR 

99 

5310 

Not,  Plain,  Hexogon  (JAM)  (UNC-26  &  UNF-2B)  USER-ME  EA  MC  SH  REV-AT 

ME  82  IS  NS 

MS-35691D 

AR 

29  Aug 

84 

AR 

99 

5310 

Nut,  Plain,  Knurled  USER-OS  SH  REV-MI  IS . 

MS-16994D 

AR 

07  Dec 

79 

AR 

99 

5310 

Nul,  ploin,  Plate  REV-MI  ME  IS . . . . . . 

MS-519418 

AR 

28  Feb 

85 

AR 

5310 

Nut,  Ploin,  Plate,  Non-counler$unk  Validated  Jun  80  REV-IS.. . . . . 

MS-15983A 

AS 

5  Apr 

57 

AS 

5310 

Nut.  Ploin,  Round,  Boll  &  Roller  Bearing,  Metric,  USER-ME  AT  SH  MC  REV-EA 

11  NS  IS 

DOD-N-70329 
NOTICE  1 

AR 

16  Aug 

82 

AR  OS 

99 

5310 

Nut,  Plain.  Round,  Ball  &  Roller  Bearing,  Norrow  Series,  Metric  Validated  May 

88  USER-AT  ME  MC  SH  REV-EA  11  NS  IS 

DOD-N-70329/1 
NOTICE  1 

AR 

05  Moy 

88 

AR  OS 

99 

5310 

Nul.  Plain,  Single  Ball  Seot.  Hexogon.  Wheel  MOUNTING-3/4  And  i-l/8  Inch 
USER-ME  REV-MI  ER  82  15 

MS-51983E 

AT 

30  Aug 

82 

AT 

99 

5310 

Nut,  Plain,  Spline,  Round  USER-MI  MC  REV-AV  ER  IS  11  82 . 

MIL-N-45938/128 

AR 

21  Apr 

88 

AR  OS 

99 

5310 

Nul,  Ploin,  Squore  Validated  Sep  SO  USER-AV  YD  REV-AR  SA  IS . 

MS-21304A 

ER 

10  May 

60 

ER  MC 

99 

5310 

Nut,  Ploin.  Squore.  Regular,  Unfinished,  Copper-silicon  Alloy,  UNC-2B, 

Nonmagnetic  Validated  Oct  82  REV-IS 

MS-16211  A 

SH 

19  Aug 

66 

SH 

5310 

Nut,  Plain,  Square-steel,  Codmium  Ploled  Validated  Mar  80  USER-MC  YO 

REV-AV  Ml  ME  IS 

MS-270408 

AR 

01  Feb 

74 

AR  SH 

99 

5310 

Nut,  Plain.  Welding,  General  Specification  For,  Metric  Validated  Apr  87 

USER-ME  MC  AS  REV-AV  CR  NS  IS 

DOD-N-63476 
NOTICE  1 

AR 

27  Apr 

87 

AR 

99 

5310 

Nut,  Plain,  Welding,  Metric  Validated  Apr  87  USER-ME  MC  AS  REV-AT  AV  CR 

IS  NS 

DOO-N-63476/1 
NOTICE  1 

AR 

17  Mor 

81 

AR 

99 

5310 

Nut,  Plain,  Wing,  Metric  Validated  May  88 . . . . . 

DS-51402 

NOTICE  1 

AR 

20  Moy 

88 

AR 

99 

5310 

Nut,  Ploin,  Wing  (Inoctive  For  Design  Use  MS35425  And  MS35426)  Validated 

Jul  82  REV-MI 

AN350 

REVS 

AS 

30  Sep 

70 

AV  AS 

99 

5310 

Nut,  Ploin,  Wing,  Corbon  Steel,  UNC-2B  USER-ME  MC  REV-MI  EA  AV  NS  IS  .. 

MS-51468 

AR 

10  Jan 

83 

AR  SH 

99 

5310 

Nul,  Plain,  Wing,  UNF.2B  Validated  Apr  83  USER-YD  REV-ME  Ml  IS _ 

MS-35426E 

AR 

14  Mar 

77 

AR 

99 

5310 

Not,  Ploin,  Wing,  Inch  And  Metric  USER-ME  AV  REV-EA  IS . 

FF-N-8450 

/AR 

08  May 

81 

AR 

99 

5310 

Nut.  Plate,  Self  locMng,  Floating,  Spring  looded  W/DOD  Exceptions  >  Mor  77 
USER-AS  REV-IS 

NAS  1803-77 

AS 

20  Moy 

83 

AV  AS 

11  IS 
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5310 

5310 

Nui,  Plole,  Self  locking.  Floating,  Two  lug,  Reduced  Rivet  Spoctng,  Steel, 

(Vespet  Insert)  500  Cycles  Reuse,  Reptoceoble  Nut,  160KSt  Flu,  450  Oeg.  F 
REV.AR  99  IS 

Nut,  Push'on,  Steel  Votidated  Jun  88  USER>AT  ER  MC  REV*Ml  AV  IS . 

MS.I4179A 

MS.S1857 

NOTICE  1 

AS 

AR 

30  Sep 

01  Jun 

83 

88 

AV  AS 

AR  OS 

99 

£310 

Nut,  Sealing,  Self>locking,  250  Oeg.  F,  450  Oeg.  F  Generol  Specilkatiors  For 
REV.MI  AV  SH  OS  99  IS 

MIL-N.8S6I5 

AS 

01  Sep 

86 

AR  AS 

11 

5310 

Nut,  Sell  >  Locking,  Plote  •  One  lug,  Flooting,  Voriable  Counterbore, 

Replacement  Nut  Element,  125  KSI  FTU,  450  Degrees  F  &  800  Degrees  F  • 

Nov  78  USER-AS  REV-IS 

NAS  1792-78 

AS 

17  Oct 

84 

AS 

11 

5310 

Nut,  Self  •  locking,  Plote,  One  Lug,  Metric,  Floating,  low  Height,c*bored,  1100 
MPA,  250  Degree  C,  450  Degree  C  ■  Apr  80  REV-AV  ME  IS 

NA  0073&0074.80 

AR 

21  Jon 

85 

AR  AS 

11 

5310 

Nut,  Seif  Aligning,  Self  locking,  Plate  •  Two  Lug,  Flooting,  125  KSI  Ftu,  450 

Oeg.  F  &  800  Deg.  F  •  May  73  REV-IS 

NAS  1765-73R82 

AS 

20  Moy 

83 

AV  AS 

11 

Q 

5310 

Nul,  Self  locking.  Sled,  250  KSI  FTU,  450  Oeg  F  Votidaled  Apr  82  i}SK-M 
REV-AT  82  IS 

MIL-N-8984 

AS 

28  Jon 

72 

AV  AS 

99 

5310 

Nut,  Seif  locking,  Spline  Drive,  Assembled  Washer,  Nickel  Alloy  718,  220  KSI 

Flo,  900  Deg.  F 

MIL-N-85730 

AS 

01  Feb 

88 

AV 

11 

1 

5310 

Nut,  Self  locking,  Hexagon  Prevailing  Torque,  For  Criticol  Inttollolioni,  250 

Deg.  F,  0NC-3B  And  UNF-3B  Validaltd  Mar  82  USER-AV  ME  MC  YD 

REV-MI  AT 

MS-51943C 

AR 

23  Jun 

76 

AR  OS 

99 

5310 

Nut,  Self  Locking,  Plate  •  Corner,  Counterbored,  Floating,  125  KSl  Ftu,  450 

Oeg.  F  &  800  Oeg.  F  -  May  73  REV-IS 

NAS  1744-73R82 

AS 

20  May 

83 

AV  AS 

11 

Q 

5310 

Nut,  Self  Locking  Steel,  180  KSI  FTU,  450  Degree  F  Validated  Oct  83 

USER-MI  REV-AT  82  IS 

MIL.N-898S  (1) 

AS 

30  Nov 

76 

AV  AS 

99 

5310 

Nut,  Self  Locking,  lightweight,  Castellated,  450  Oeg.  F. . . . . 

MS.14144A 

AS 

30  Nov 

88 

AV  AS 

99 

5310 

Nut,  Self  locking,  Hexagon  Prevoiling  Torque,  Generol  Purpose,  250  Deg.  F, 
UNC-2B  And  UNF-2B  USER-MC  YD  REV-MI  AT  EA  AV  IS 

MS.51922E 

NOTICE  1 

AR 

06  Jun 

88 

AR  OS 

99 

5310 

Nut,  Self  Locking,  Plote  Two  lug,  Deep  Counterbore,  Floating,  125  Ksi  Flu,  450 
&  800  Oeg,  F  -  Jun  71  Validated  May  82  REV-ME  ER  10 

NAS  1870-71 

AS 

14  Jun 

74 

AV  AS 

11 

Q 

5310 

Nut,  Self  locking  Alloy  Steel,  220  Kti  Ftu,  4S0  Deg  F.  REV.82  IS . 

MII-N-8922A 

AS 

23  Moy 

88 

AV  AS 

99 

5310 

Nut,  Self  locking,  Castellated,  Hexagon,  C  Bored,  Captive  Wosher,  450  Deg.  F. 

MS-14145A 

AS 

30  Nov 

88 

AV  AS 

99 

5310 

Nut,  Self  Locking,  Spline  General  Purpose,  250  Deg.  F  USER-AR  OS  SA  MC 

SH  REV-AV  Ml  AT 

MS-S1865A 

NOTICE  1 

AR 

0)  Jun 

88 

AR 

99 

5310 

Nut,  Self  Locking,  Spline  Drive,  Alloy  Steel  1800  Mpo,  235  Deg.  Cmetric  *  Oct 

81  REV.82  99  IS 

NA  0061-81 

IS 

09  Sep 

85 

AV 

11 

Q 

5310 

Nut,  Sell  locking,  1200  Deg.  F  Validated  Oat  83  REV-Ml  AR  IS _ _ 

MII.N-7873A  (1) 

AS 

05  Feb 

71 

AV  AS 

11 

1 

5310 

Nut,  Self  locking,  Reduced  Height,  Steel,  450  Oeg.  F,  12  Point,  Coptive 

Washer  Validated  Oct  84  REV-EC 

MS-3376B 

AS 

01  Jun 

71 

AS 

5310 

Nut,  Self  locking,  Hexogon-regulor  Height,  250  Deg.  F,  125  K$t  Ftv  And  60  Ksi 

Ftu  (Asg)  REV-MI  AR  AV  ME  11  IS 

MS.21044D 

AS 

28  Oct 

86 

AR  AS 

99 

5310 

Nut,  Self  locking,  Plate  Two  lug.  Cop,  Floating  •  8  iun  81  W/dOD  Exceptions 
USER'AS  REV-IS 

NAS  1473-81 

REV  8 

AS 

17  Oct 

84 

AS 

11 

5310 

5310 

Nut,  Self  locking,  Plate,  Side  By  Side  Reduced  Rivet  Spocing,  low  Height, 

Steel,  125  KSI  FTU,  450  Oeg.f  Validated  Jul  1973  REV-99  82  1$ 

Nut,  Self  locking,  Clinch  (Swage  Clinching,  Knurled  Shank,  250  Deg.  F)  REV-MI 

MS-2 10868 

MII-N.45938/8A 

AS 

AR 

30  Sep 

20  Aug 

87 

85 

AV  AS 

AR  OS 

99 

L 

5310 

Nut,  Self  locking.  Steel,  160KSI,  450  Oeg.  F.,  12  Point,  Captive  Wosher . 

MS.90415C 

AS 

30  Nov 

88 

AS 

5310 

Nut,  Self  locking,  Plate  Corner,  Floating,  Voriable  Counterbore,  Reploceoble 

Nut  Element,  125  Ksi  Ftu,  450  Deg  F  &  800  Oeg  F  •  Nov  78  USER-AS 

REV-IS 

NAS  1793-78 

AS 

17  Oct 

84 

AS 

11 

5310 

Nut,  Self  locking,  Hexagon-regular  Height,  450  Deg.  F,  125  Ksi  Ft-  (Asg) 

USER-GL  MU  REV-MI  AV  AT  SH  OS  82  11  IS 

MS.21045G 

AS 

06  Jun 

88 

AR  AS 

99 

1. 

5310 

Nut,  Self  Locking,  Clinch  (Swage  Cinching,  Knurled  Shonk,  250  Deg.  F, 

UNJF-3B)  USER-AS  MC  YD  REV-ME  11  82  NS  IS 

MII-N-4593B/9A 

OS 

27  Jun 

85 

OS 

99 

5310 

Nut,  Self  Locking,  Steel,  180  Ksi  Ftu,  450  Oeg.  F„  Flanged,  MS33787 

Wrenching  Element  Validated  Jul  6  J 

MS-21133 

AS 

28  Jon 

72 

AV  AS 

11 

5310 

5310 

Nut,  Self  Locking,  Counterbore,  Reploceoble  Element  >  Nov  78  USER-AS  REV-I$ 
Nut,  Self  Locking,  Castellated,  Hexogon,  Counterbored,  Assembled  Washer,  250 
Deg.  F,  Non-metalllc  Insert  (For  Self  Retaining  Bolts)  REV-ER  AR  AS  IS 

NAS  1794-78 
MS-21224C 

AS 

AS 

17  Oct 
30  Nov 

84 

88 

AS 
AV  AS 

11 

5310 

Nut,  Self  Locking,  Hexogon,  Regullar  Height,  (Non  Metollic  Insert)  250DEG.  F., 
Nickel  Copper  Alloy  Validated  Apr  87  REV-AV  AS  SH  99  82  IS 

MS-17838H 

NOTICE  1 

AS 

11  Feb 

80 

AV  AS 

99 

5310 

Nut,  Self  Locking,  Steel,  220  Ksi  Ftu,  450  Deg.  F.,  Flonged,  MS33787 

Wrenching  Element  USER-MI  AS  11  99  REV-AT  99  82  IS 

M$.21084B 

AS 

17  Oct 

86 

AV  AS 

99 

E 

5310 

Nut,  Self  locking,  Plate,  Side  By  Side,  Floating,  low  Height,  Reduced  Rivet 
Spocing,  C.  Bored,  160  Ksi,  450  Oeg.  F,  800  Deg.  F  •  Mar  75  W/dod 

Exceptions  Validated  Mar  84  REV-ME  10  IS 

NAS  1789-75 

AS 

15  Sep 

78 

AV  AS 

11 

5310 

Nut,  Seif  locking,  Hexogon-regulor  Height,  800  Oeg.  F,  125  Ksi  Ftu  (Asg) 

USER-GL  OS  REV-MI  AV  £R  SH  11  82  IS 

MS-21046D 

AS 

09  Jon 

87 

AR  AS 

99 

5310 

Nut.  Self  locking.  Plote  Two  Lug.  Flooting  Variable.  Counterbore.  Reploceoble 

Not  Element.  125  Ksi  ftu  •  Deg  F  &  800  Deg  F  -  (Nov  78  USER-AS 

REV-IS 

NAS  1791-78 

AS 

17  Oct 

84 

Ab 

11 

5310 

Nut,  Self  locking,  Hexogon,  :..J0  Deg.  F,  125  Ksi  Ftu  REV-ME  IS . . . 

MS-20500E 

AS 

22  Aug 

86 

AV  AS 

99 

5310 

Nut,  Self  locking,  Plote  Two  Lug,  Cop,  Flooting,  Reduced  Rivet  Spocing  •  8  Jun 

81  W/dOD  Exceptions  USER-AS  REV-IS 

NAS  1474-81 

REV  8 

AS 

17  Oct 

84 

AS 

11 

5310 

Nut,  SeH  Locking,  Plote,  Two  lug,  1200  Deg,  F,  125  Ksi  Flu  Vof'dated  Dec  83 
USER-ME  REV-IS 

MS-20501C 

AS 

14  Jul 

69 

AV  AS 

99 

5310 

Nut,  Self  Locking,  Plate,  One  lug,  Low  Height,  Alloy  Steel,  125  Ksi  Ftu,  450 

Deg.  F  USER-MI  ER  REV-AV  AS  11  82  IS 

MS-21051F 

AS 

30  Sep 

87 

AV  AS 

99 

5310 

Nut,  Self  locking.  Floating,  Plote,  Corner,  low  Height,  C'bored,  11(X)  Mpo, 

Metric,  235  Deg  C,  425  Deg.  C  -  Feb  80  REV.82  99 

NA  0093AN00094-80 

IS 

09  Sep 

85 

AV 

11 

5310 

Nut,  Self  locking,  Plote,  Corner,  low  Height,  C'bored  1100  Mpo,  Metric,  235 

Deg.  C,  425  Deg.  C  -  Feb  80  REV-82  99 

NA  0095AND0096-80 

IS 

09  Sep 

85 

AV 

11 
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5310 

Nut,  Stif  Locking,  Plate*on  lug,  Low  Height  C  Bore,  Reduced  Reduced  Rivet 

Spocing  •  H  Dec  74  W/DOD  Exception  USER-ME  REV-ME  10  IS 

NAS  69674 

REV  9 

AS 

06  Dk 

80 

AV  AS 

11 

5310 

Nut,  Seif  Locking,  Plate,  Two  Lug,  Fixed  low  Height,  C'bored,  1100  Mpo, 

Metric,  235  Deg  C,  425  Deg  C  •  Dec  78  REV-82  99 

NA  0040AND004178 

IS 

09  Sep 

86 

AV 

99 

5310 

Nut,  Self  Locking,  425  Deg  C,  Metric,  Procurement  Speclficotion  For  >  Nov  79 
REV-e2  99  IS 

NA  004479 

IS 

09  Sep 

86 

AV 

99 

5310 

Nut,  Self  Locking,  Coptive  Wosher,  Sheor  Type,  450  Deg.  P  And  800  Deg.  F  > 

1  Nov  82  REV-IS 

NAS  1726-82 

REV  1 

AS 

20  May 

83 

AV  AS 

11 

5310 

Nut,  Self  Locking  -  Reduced  Hex  Drive,  UNS  5662S6,  Silver  Plated  MJ  Threod, 
Metric  -  Moy  REV-AV  IS 

MA  3349-87 

IS 

26  Aug 

88 

AV 

IS 

5310 

Nut,  Seif  Locking,  Spline  Drive,  Extended  Wother,  UNS  N07001,  Silver  Plote, 

MJ  Threod,  Metric  •  July  1987  REV-SH  11 

MA  3429-87 

IS 

16  Sep 

88 

AR 

99  IS 

5310 

Nut,  Self  Locking  -  UNS  N07001,  760  Deg.  C,  1250  Mpo  &  UOO  Mpo,  MJ 

Thread,  Procurement  Specification  For,  Metric  •  July  1987  REV-IS 

MA  1943-87 

IS 

25  Aug 

8c 

AV 

99 

5310 

Nut,  Self  Locking  -  UNS  566266,  425  Deg.  C  &  658  Deg.  C,  1100  Mpo,  MJ 
Thread,  Procurement  Specification  For, metric  •  July  1967  REV-IS 

MA  1668-87 

IS 

26  Aug 

88 

AV 

99 

5310 

Nut,  Self  Locking,  Spline  Drive  1250  Mpo,  235  Deg.c,  425  Deg.c  Metric 

REV.82  99 

NA  0029AND0030-79 

IS 

09  Sep 

86 

AV 

99 

5310 

Nut,  Self  Locking,  Barrel,  Floating,  108  KSI  FTU  •  4  May  83  W/DOD 

Exceptions  REV-iS 

NAS  677-83 

REV  12 

AS 

30  Jon 

84 

AS 

11 

5310 

Nut,  Self  Locking,  Castellated,  Reduced  Hexagon,  600  Mpo  Sheor,  Metric  •  Jan 

81  REV.82  99  IS 

NA  0049-81 

IS 

09  Sep 

86 

AV 

99 

5310 

Nut,  Self  Locking,  Castellated.  Reduced  Hexagon,  1100  Mpo  Tensile,  Metric  > 

Jon  81  REV.83  99  IS 

NA  0060-81 

IS 

09  Sep 

86 

AV 

99 

5310 

Nut,  Self  Locking,  Hexogon  Extended  Wosher,  1100  Mpo,  Metric,  235  Deg.c, 

425  Oeg.c  -  Mar  78  REV.a2  99 

NA  0033AND003478 

IS 

09  Sep 

86 

AV 

99 

5310 

Nut,  Self&locking,  Hexagon-thin,  Unc  38  (Non  Metollic  Insert)  Austenitic 

Corrosion  Resistant  Steel,  Nonmagnetic,  250  Deg.  F  Validated  Jul  61  REV-ME 

Ml  SH  99  82  IS 

MS-16228A 

AS 

04  Ocl 

68 

AV  AS 

99 

5310 

Nut,  Self-  Locking,  Plote,  Soccer,  Light  To  Medium  Duty  USER-AT  ER  ME  Ml 
REV-II  62  IS 

MS-21448 

99 

02  Mar 

87 

AV  AS 

99 

5310 

Nut,  S«l(-  lacking,  Plait,  Spocar,  light  Duty  USER-AT  ER  ME  Mt  REV-11  82  IS 

MS-21449 

99 

02  Mor 

87 

AV  AS 

99 

5310 

Nut,  Self-cooking,  A-286,  160  Ksi  Ftu,  450  Deg.  F,  Generol  Specifi  Cation  For 
REV.82  IS 

MII-N-S5729 

AS 

07  Mor 

88 

AV  AS 

99 

5310 

Nut,  Self-locking,  Assembled  Washer,  Alloy  Steel,  220  KSI  Ftu,  450  Degree  F, 
(12-SPLINE  REV-ll  82 

MII-N-8922A71 

AS 

26  Jul 

88 

AV  AS 

5310 

Nut,  Self-lacking,  250  Deg.  F,  450  Deg.  F,  And  800  Deg.  F  REV-MI  AV  SH  OS 

IS  82 

MII-N-26027E  (4) 
SUPPl  1 

AS 

31  Mor 

88 

AR  AS 

99 

5310 

Nut,  Self-locking,  Castellated,  Hexagon  •  800  Deg.  F  Validated  Mar  63  REV-82 

MS-2122SA 

AS 

22  Jul 

68 

AS 

99 

5310 

Nut,  Seif-locking,  Floating,  Plate,  Two-tug,  Metric,  low  Height,  C  Bored,  1 100 
MPA,  235  Deg.  C,  425  Deg.  C  •  Mar  1978  REV.82 

NA  0027THRU0028-78 

AR 

21  Jon 

85 

AR  AS 

99 

5310 

Nut,  Self-locking,  Hexogon-thin,  450  Dog.  F,  80  Ksi  Ftu  REV-AR  AL  AS  1$  . 

MS-21246D 

AS 

30  Nov 

88 

AV  AS 

99 

5310 

Nut,  Self-locking,  Assembled  Washer,  A.286,160  KSI  Ftu  450  Deg.  Fspuine 
Wrenching  Elem  Ent  REV-82  IS 

MIL-N-8S729/1 

AS 

07  Mor 

88 

AV  AS 

99 

5310 

Nut,  Self-locking,  Plote,  One  Lug,  Low  Height,  Cres,  125  Ksi  Ftu,  450  Oeg  And 

800  Deg  F  USER-MI  REV-AR  ER  99  82  IS 

MS-21062F 

NOTICE  1 

AS 

30  Sep 

87 

AV  AS 

99 

5310 

Nut,  Self-locking,  Barrel,  Floating,  1550  MPA,  Metric  •  June  1981  REV-AV  IS.... 

NA  0133-81 

IS 

23  Moy  86 

AR 

11  IS 

5310 

Nut,  Self-locking,  Cop-general  Purpose,  250  Degrees  F  U$ER-SH  OS  MC  AS 
REV-GL  EA  AV  AT  IS 

MS-S1866A 

NOTICE  1 

AR 

01  Jun 

88 

AR 

99 

5310 

Nut,  Self-locking,  Castellated,  Hexogon  •  250  Oeg.  F,  Thin,  Non  Metallic  Insert 
REV-AR  Ml  AS 

MS-I7826H 

AS 

30  Nov 

88 

AV  AS 

99 

5310 

Nut,  Self-locking,  Flanged,  Prevailing  Torque,  Steel,  Cadmium,  Unc  And  Unf 
Validated  Mar  82  USER-AV  AT  OS  MC  REV-MI  IS 

MS-6I988B 

AR 

22  Jun 

70 

AR 

5310 

Nut,  Self-locking,  Plate,  Fixed,  One  Lug  Reduced  Rivet  Spacing,  Low  Height,  C 
Bored  1100  MPA,  Metric  235  Deg.c.  425  Deg.  C  -  June  1980  REV-AV  IS 

NA  007780078-80 

IS 

23  Moy  86 

AR 

11 

5310 

Nut,  Self-locking  Plate,  Two  lug.  low  Height,  Steel,  125  Ksi  Ftu,  450  Oeg. 

(Asg)  USER-CR  REV-MI  82  IS 

MS-21047E 

AS 

30  Sep 

87 

AV  AS 

99 

5310 

Nut,  Self-locking,  Hexagon,  Regular  Height,  250  Oeg.  F.,  (Non  Metollic  Insert) 
Non-corrosion-resistont  Steel  REV-MI  AV  SH  11  IS 

MS-17829E 

AS 

30  Jon 

87 

AV  AS 

11 

5310 

Nut,  Self-locking,  Plote,  One  Lug,  100  Oeg.  Csk  low  Height,  Alloy  Steel,  125 

Ksi  Ftu,  450  Oeg.  F  Validated  Mar  84  USER-MI  ER  REV.82  IS 

MS.210S3D 

AS 

15  Mor 

78 

AV  AS 

99 

5310 

Nut,  Self-locking,  Plate,  Fixed,  Two  Lug  Reduced  Rivet  Spocing,  Low  Height, 
C'boord,  1100  Mpo,  Metric  235  Deg.c,  425  Oeg.  C  -  Jun  80  REV-AV  IS 

NA  0079AND0080-80 

IS 

23  May  86 

AR 

11 

5310 

Nut,  Self-locking,  Plate,  Two  Lug,  Low  Height,  Cres,  125  Ksi  Ftu,  450  Deg.  And 
800  Deg.  F.  Validated  Apr  85  REV-MI  82  IS 

MS-21048E 

AS 

08  Jun 

79 

AV  AS 

99 

5310 

Nut,  Self-locking,  Hexogon-regulor  Height,  250  Oeg.  F.,  (Non  Metollic  loser*) 

300  Series  Corrosion  Resiitonl  Steel  Validated  Jvl  81  REV-ME  Ml  SH  99  82 

MS-17830C 

AS 

04  Oct 

68 

AV  AS 

99 

5310 

Nut,  Self-locking,  450  Deg.  F,  Reduced  Hexogon,  Reduced  Height,  Ring  Bose, 
Ncn*corroslon  Reststonl  Sleei  UScR-cR  ncV-AR  Mi  AS  62  l5 

MS-21042K 

AS 

30  Nov 

88 

AV  AS 

99 

5310 

Nut,  Self-locking,  Plote,  Fixed,  Corner,  Reduced  Rivet  Spocing,  Low  Height, 
C’bored,  1100  Mpo,  Metric  235  Deg  C,  425  Deg  C  ■  Jun  80  REV-AV  IS 

NA  0081AND0082-80 

IS 

23  May  86 

AR 

11 

5310 

Nut,  Self-locking,  800  Deg.  F,  Reduced  Hexagon,  Reduced  Height,  Ring  Bose, 
Corrosion  Resistoni  Steel  (Aig)  USER-ER  Ml  OS  REV-AR  SH  99  82  IS 

MS-21043D 

AS 

27  Sep 

86 

AV  AS 

99 

5310 

Nut,  Self-locking,  Spanner  REV-MI  99. . . . . . . . . . . . . 

MII-N-8S764 

AS 

02  Dec 

86 

AS 

II 

5310 

Nut,  Self-locking,  Plate,  One  Lug,  100  Deg.  Csk,  Low  Height,  Cres,  125  Ksi  Ftu, 
450  Oeg.  And  800  Oeg.  F.  (Asg)  USER-MI  ER  OS  REV-MI  SH  99  82  IS 

MS-21054E 

AS 

11  Oct 

86 

AV  AS 

99 

5310 

Nut,  Self-locking,  Steel,  260  Ksi  Ftu,  450  Degrees  F.,  Flonged,  MS33787 
Wrenching  Element  Validated  Mar  84  REV-d2 

MS-2101, 5A 

AS 

15  Mor 

78 

AV  AS 

99 

5310 

Nut,  Seif-locking,  Costelloted,  Hexogon  >250  Degrees  F  Non-metollic  Insert 

REV-MI  AR  AS 

MS-17826G 

AS 

30  Nov 

88 

AV  AS 

99 

5310 

Nut,  Self-locking,  Plate,  Corner,  low  Height,  Alloy  Steel,  125  Ktl  Ftu,  450  Oeg. 

MS-2106SF 

AS 

30  Sep 

87 

AV  AS 

99 

F.  USER-MI  ER  REV-AV  AS  11  82  IS 
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5310 

Nut,  Self'locking,  Plate,  Corner,  Low  Height,  Cre<  125  Ksi  Ftu,  450  Deg.  And 

800  Deg.  F.  (Asg)  USER-MI  ER  OS  REV-AR  SH  W  82  IS 

MS-21056F 

AS 

30  Sep 

87 

AV  AS 

99 

5310 

Nut,  Self-locking,  Sponner,  Aluminum  REV-MI  99  . . . . . 

MIL-N-85754/1 

AS 

02  Dec 

85 

AS 

11 

5310 

Nut,  Self-locking,  Plate,  Corner,  100  Deg.  Csk,  Low  Height,  Aiioy  Steel,  125  Ksi 

Ftu,  450  Deg.  F.  USER-MI  ER  REV-AV  AS  11  82  IS 

MS-21057F 

AS 

30  Sep 

87 

AV  AS 

99 

5310 

Nut,  Self-locking,  Plate,  Fixed,  Side  ‘ly  Side  Reduced  Rivet  Spacing,  Low 

Height,  Cboard,  1100  Mpo,  MeK.  235  Deg.c,  425  Deg.c  -  Jun  80  REV-AV 

IS 

Nut,  Self-locking,  Plate,  Corner,  100  Deg.  Csk,  Lo/r  Height,  Cres,  125  Kst  Ftu, 

450  Deg.  And  800  Deg.  F.  (Asg)  Validated  Mar  84  USER-MI  ER  REV-82  IS 

NA  00S3AND0084-80 

IS 

23  May 

86 

AR 

11 

5310 

MS-21058D 

AS 

15  Mar 

78 

AV  AS 

99 

5310 

Nut,  Self-locking,  Lightweight,  Thin,  Castellated,  450  Degrees  F . . . . 

MS-14145A 

AS 

30  Nov 

88 

AV  AS 

99 

5310 

Nut,  Self-locking,  Plate,  Two  Log,  Floating,  Low  Height,  Alloy  Steel,  125  Ksi 

Ftu,  450  Deg.  F.  USER-MI  ER  REV-AV  AS  11  82  IS 

MS-21059G 

AS 

30  Sep 

87 

AV  AS 

99 

5310 

Nut,  Self-locking,  Plate,  Floating,  Two  Lug  Reduced  Rivet  Spoctng,  Low  Height, 
C’bored,  1100  Mpo,  Metric  235  Deg.  C,  425  Deg  C  ■  Jon  80  REV-AV  IS 

NA  0"‘‘FP'V66-80 

IS 

23  May 

86 

AR 

11 

5310 

Nut,  Self-locking,  Plate,  Two  Lug,  Floating,  Low  Height,  Cres,  125  Ksi  Ftu,  450 

Deg.  And  800  Deg.  F.  (Asg)  USER-M!  CR  OS  REV-AR  SK  99  82  IS 

MS-21050F 

AS 

30  Sep 

87 

AV  AS 

99 

5310 

Nut,  Scif-tockin,  Cha  Nne),  Floating,  Corbon  Steel,  125  KSI,  Flu . 

MS-14493 

AS 

03  Apr 

87 

AV  AS 

11 

5310 

Nut,  Self-locking,  Plate,  One  Lug,  Flootmg,  Low  Height,  Alloy  Steel,  125  Ksi 

Ftu,  450  Deg.  F.  USER-MI  ER  REV-AV  AS  11  82  IS 

MS-21061F 

AS 

30  Sep 

87 

AV  AS 

99 

5310 

Nul,  Self'lockingj  Plat.,  Floating,  Side  &y  Sid.  Reduc.d  fliv.t  Spocing,  low 

H.ight,  C'bor.d,  1100  Mpo,  M.tric  235  O.g  C,  425  D.g  C  •  Jun  80  REV-AV 

IS 

Nut,  Sulf-Iocking,  Plat.,  One  Luj,  Floating,  Low  H.ight,  Cr.i,  125  K.i  Ftu,  450 

O.g-  And  800  D.g.  F.  (Aig)  USER-MI  ER  REV-82  IS 

NA  0087AND0088-80 

IS 

23  May 

86 

AR 

11 

5310 

MS-21062E 

AS 

30  Sep 

87 

AV  AS 

99 

5310 

Nut,  Self-locking,  Extended  Wosher,  Round, nickel  Alloy  718,  220  Ksi  Ftu,  450  F 

And  800  F,  Spline  Drive 

MS-14182A 

AS 

30  Jon 

89 

AV  AS 

5310 

Nut,  Self-locking  Gong  Chonnel,  Floating,  Low  Height,  Steel,  125  Ksi  Ftu,  250 

Deg.  F  USER-MI  CR  REV-IS 

MS-21063G 

AS 

21  Nov 

88 

AV  AS 

99 

5310 

Nut,  Self-locking-spline  Drive,  Extended  Washer,  UNS  S66286,  Silver  Plate,  MJ 
Thread,  Metric  •  July  1987 

MA  3266-87 

IS 

17  Oct 

88 

AV 

99 

5310 

Nut,  Self-locking,  Channel,  Floating,  Low  Height,  Steel  125KSI,  Ftu,  450  F 

USER-MI  ER  REV-82 

MS-21064F 

AS 

30  Sep 

87 

AV  AS 

99 

5310 

Nut,  Self-locking,  450  Deg.  F,  Hexogon,  Reduced  Head  Height,  Ring  Bose, 
Corrosion  Resistant  Stet'  JSER-ER  CR  REV-MI  AR  99  82  IS 

MS-14222 

AS 

27  Sep 

84 

AV  AS 

99 

5310 

Nut,  Self-locking,  Channel,  Flooling,  Low  Height,  Cres,  125KSI  Flu,  450  Deg.t 

And  800  Deg.f  Validated  Mat  84  USER-MI  ER  REV-82 

MS-2106SE 

AS 

15  Mor 

78 

AV  AS 

99 

5310 

Nut,  Self-locking,  Plote,  Non-countersunk,  550  Deg.  F.  (Inactive  4-7-678  Use 
MS-21047  Of  MS-21048)  Validated  Aug  82  REV-MI  82  IS 

AN352 

REV  6 

AS 

25  Moy 

72 

AV  AS 

99 

5310 

Nut,  Self-locking,  Channel,  100CSK,  Floating,  Low  Height,  Steel,  )25KSI  Ftu, 

250F  Validated  Jul  88  USER-MI  AT  ER  REV-99  82  IS 

MS-21066F 

AS 

30  Sep 

87 

AV  AS 

99 

Nut,  Self-locking,  Clinch  (Swoge-clinchlng,  Knurled  Shook,  Minioture,  250  Deg. 

F.)  USER-AT  ER  AS  MC  SH  REV-AV  Gl  IS  NS 

MIL-N-4S938/5A  (1) 

AR 

31  Jul 

86 

AR  OS 

■  1.  ’ 

'ut,  Self-locking,  CHANNEL.100CSK,  Flouting,  Low  Height,  Steel,  125K5I, 

450F  USER-ER  REV.82  IS 

MS-21067F 

AS 

30  Sep 

87 

AV  AS 

99 

5310 

Hut,  Self-lock-**  Clinch  (Swage-clinching,  Knurled  Shank,  Minioture,  450  Deg 

F.)  USER-GL  aT  MC  REV-AV  Ml  IS 

MII-N-45938/5A 

AR 

21  Aug 

87 

AR  OS 

5310 

Nut,  Self-locking,  Chonnel,  100  Deg  Csk,  Fleeting,  Low  Height,  Cres,  125KSI 

Ftu,  450  Deg  F  And  800  Deg  F  USER-MI  ER  REV.82  IS 

MS-21058F 

AS 

30  Sep 

87 

AV  AS 

99 

5310 

Nut,  Self-locking,  Clinch  (Self-clinching,  Knurled  Collor,  Minioture,  450  Dug.  F.) 
USER-AT  ER  SH  MC  REV-AV  Ml  IS 

MIL-N-45938/7B 

AR 

18  Jul 

88 

AR  OS 

5310 

Nut,  Self-locking,  Plate,  Two  Lug,  Reduced  Rivet  Spacing,  Low  Hi-tght,  Steel, 
125KSI  Ftu,  45C  .  >  F  USER-ER  Ml  REV-AV  AS  82  IS 

MS-21059F 

AS 

30  Sep 

87 

AV  AS 

99 

5310 

Nut,  Self-locking,  Pi.  r.  Side  By  Side  Reduced  Rivet  Spacing,  Low  Height,  Cres, 
125  Ksi  Ftu,  450  Deg.  And  800  Deg  F  Validated  Apr  85  REV-99  82  IS 

MS-21087A 

AS 

15  Feb 

79 

AV  AS 

99 

5310 

Nut,  Self-locking,  Plote,  One  Lig,  Reduced  Rivet  Spacing,  Low  HeigV>t,  Steel, 
125KSI  Ftu,  450  Deg  F  USER-MI  ER  REV-AV  AS  82  IS 

MS-21071F 

AS 

Sep 

87 

AV  AS 

99 

5310 

Nut,  Self-locking,  Plate,  One  lug,  Redued  Rivet  Spocing,  Low  Height,  Cres, 

125KSI  Flu,  125KSI  Flu,  450  Deg  F  And  800  Deg  F  USER-ER  REV-MI  82  IS 

MS-21072f 

AS 

30  Sep 

87 

AV  AS 

99 

531'' 

Nut,  Self-locking,  Plote,  Cornet,  Reduced  Rivet  Spacing,  low  Height,  Steel, 

125KSI  Ftu,  450  Deg  F  USER-MI  CR  REV-82  IS 

MS-21073F 

AS 

30  Sep 

87 

AV  AS 

99 

5310 

Nuh  S.HTocIcing,  Plot.,  Two  lug,  R.ducd  Riv.t  Spacing,  low  Height,  Cr.s, 

125KSI  flu,  450  D.g  F  And  800  O.g  F  USER-MI  ER  OS  REV-AR  SH  99  82 

IS 

Ntil,  Self-IOckIng,  Plot.,  Two  lug,  100  D.g,  Ctk  low  H.ight,  Steel,  125  Ksi  Ftu, 
450  Deg.  F.  (Asg)  USER-MI  AT  ME  ER  REV-AV  AS  11  82  IS 

MS-21070F 

AS 

30  Sep 

87 

AV  AS 

99 

5310 

MS-21049E 

AS 

24  Sep 

86 

AV  AS 

99 

5310 

Nu«,  Seif-lockirg,  Plate,  Two  lug,  100  Deg  Csk.  Low  Height,  Cres,.  125  Ksi  Ftu, 

450  Deg  And  800  Deg  P  Validated  Mar  84  USER-MI  AT  ME  ER  REV-AS  11 

82  IS 

Nut,  Self-locking,  Plote,  Corner,  Reduced  Rivet  Spacing,  low  Height,  Oes, 

125KSI,  Ftu,  450  Deg  F  And  800  Deg  F  USER-MI  ER  RbV-82  IS 

MS-21050D 

AS 

15  Mar 

78 

AV  AS 

99 

5310 

MS.21074F 

AS 

30  Sep 

87 

AV  AS 

99 

5310 

Nut,  Self-locking,  Plate,  Two  Lug  Floating,  Reduced  Rivet  Spacing,  low  Height, 
Steel,  126i<Sl  Ftu,  450  Deg  F  USER-MI  ER  OS  REV-AR  ME  SH  99  82  IS 

MS-21075F 

AS 

24  Ocl 

88 

AV  AS 

99 

j310 

Ni  r,  S.IMock'ng,  Plot.,  Two  Lun,  Flooltng,  Reduced  Rivet  Spacing,  low  Height, 
Ctei,  125KSI  Flo,  450  Deg  1  ..nd  800  Deg  F  USER-ER  Ml  ME  AT  REV-MI  SH 

99  82  IS 

MS-21074F 

^S 

24  Ocl 

88 

AV  AS 

99 

5310 

Nut,  Self-locking,  P/ote,  Two  tug,  Floating,  Non-metoilic  Insert,  Steel,  125KS1 
FTU,250  F.  USER-MI  ER  REV-AV  AS  11  82 

MS-21077f 

AS 

30  Sep 

8/ 

AV  AS 

99 

5310 

Nut,  SelMockVg,  Plote,  Two  lug,  Non-metollic  insert.  Steel,  125K$1  Ftu,  25^0  F 
USEP-MI  REV  ME  99  82  ES 

MS-21073E 

AS 

30  Sep 

87 

AV  AS 

99 

5310 

Nut  Self-!o.\mg,  Gong  Channel,  Non-metollic  Insert,  125K$1  Ftu,  250  Deg  F. 
USER-MI  C«  REV  87  IS 

MS:  10791 

AS 

30  Jon 

89 

AV  AS 

99 

345 
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5310 

Nut^  Self'locking,  Plate,  One  Lug,  Non*melolltc  Insert,  Steel,  125KS1FTU,  350  P 
USER-MI  CR  REV-82  IS 

MS-21080C 

AS 

30  Sep 

87 

AV  AS 

99 

5310 

Nut,  Self-locking,  Plate,  Right  Angle  Flooting,  125  KSI  Flu  450  Oeg.f  USER-80 

84  REV-AT  AV  CR  ER  Ml  IS 

MS-51552 

AR 

15  Sep 

87 

AR  AS 

99 

5310 

Nut,  Self-locking,  Plate,  Corner,  Non-metalllc  Insert,  Steel,  125KS1  Ftu,  250  F 
USER-AT  Ml  ME  ER  REV-99  82  IS 

MS-21081C 

AS 

30  Sep 

87 

AV  AS 

99 

5310 

Nut,  Self-locking,  Plate  One  Lug.  Flooting,  Non-metallie  Insert,  Steel,  125  Ksl 

Flu,  250  F  USER-MI  ER  REV-ME  AV  AS  11  82  IS 

MS-21082D 

AS 

30  Sep 

87 

AV  AS 

99 

5310 

Nut,  Self-locking,  Hexogon,  Non-metallic  Insert,  Low  Height,  250  Deg.  F 

USER-ER  Ml  REV-MI  AR  IS 

MS-21083E 

AS 

30  Nov 

88 

AV  AS 

99 

5310 

Nul,  Self-rocking,  Wing  USER-AV  MC  REV-ME  Ml  IS . 

MS-51553 

AR 

01  Aug 

87 

AR 

99 

5310 

Nut,  Shear,  Self&locking,  Steel,  180  KSI  FTU,  450  Degrees  F  Voh'dated  Oct  83 

MIL-N-8985/2 

AS 

26  Oct 

76 

AV  AS 

11 

5310 

Nul,  Sheet  Sprlng&  J  T/pe  Validated  Apr  83  REV-MI  IS . . . . 

MS-90723 

AR 

28  Feb 

63 

AR  AS 

99 

5310 

Nul,  Sheet  Spring,  Instrument  Mounting  Validated  May  82  REV-MI  ER  IS  . . 

MIL-N-3336A  (2) 

AS 

OSfeb 

73 

AV  AS 

5310 

Nut,  Sheet  Spring&  U  Type  Validated  Mar  82  REV-MI  IS . . . 

MS-90724 

AR 

28  Feb 

63 

AR  AS 

99 

5310 

Nut,  Sheet  Spring  REV-MI  IS  . . . . . . . . 

MIL-N-3337C 

82 

14  Jen 

85 

AV  SH 

99 

5310 

Nut,  Sheet  Spring,  Limitations  For  Usage  On  Aircraft  Validated  Mar  85  REV-99 

IS 

Nut,  Sheet  Spring,  Instrument  Mounting  REV-MI  ER  IS . . . 

MS-33S38A 

82 

15  Oct 

58 

AS 

99 

5310 

MS-33737S 

AS 

18  Jon 

88 

AV  AS 

99 

5310 

Not,  Slotted,  Hex  Metric  •  6  Dec  79  W/dod  Exceptions  W/errota  ■  Moy  81 

REV-ER  Ml  AV  MC  NS  IS 

ANSI  B18.2.4.3M-79 

AR 

06  Dec 

70 

/R  AS 

99 

5310 

Nul,  Slolted,  Hexagon,  UNC-2B  And  UNF-2B  VeUdated  Mar  79  USER-MC  YD 
REV-AV  ME  Ml  IS 

MS-3S592B 

AR 

21  Mor 

66 

AR  SH 

99 

5310 

Nul,  Slolted,  HEXAG0N-SHEAR,A-285  USER-AT  REV-ER  82  85  IS . 

MS-93638 

AS 

30  Sep 

86 

AV  AS 

5310 

Nut,  Slotted,  Hexogon  •  Shear,  Ams  5735,  Silver  Plated  (Asg)  Validated  Apr 

84  USER-AT  REV-IS 

MS-9364A 

AS 

27  Mo, 

68 

AV  AS 

11 

5310 

Nut,  Sponner  End  Slots,  Cupwasher  Locked,  Steel  Ams  6322  MIL-S-8879 

Validated  Sep  8)  REV-II 

MS-99S1 

AS 

29  Jun 

70 

AS 

99 

5310 

Nul,  Spanner,  Aeronautical  REV-IS  . . . . . . . . . 

MS-172321B 

THRU  172370A 

11 

28  Feb 

84 

AV  AS 

99 

5310 

Nu*  Spanner,  End  Slots,  Cupwasher  Locked,  A-286,  Silver  Plated,  MiL*S-8d79 
Validated  Apr  64 

MS-9984 

AS 

11  Apr 

74 

AV  AS 

11 

5310 

Nut,  Spline  Drive-extenoed  Washer,  Cupwasher  Lock,  UNS  S66286,  Silver 

Plate,  MJ  Thread,  Metric  -  Jul  87  REV-SH  11 

MA  3351-87 

IS 

17  Oct 

88 

AR 

99  IS 

5310 

Nut,  Squore,  Hexogon,  Cap,  Slotted,  Costle,  Knurled,  Welding  And  Single  Boll 

Seat  USER-GL  AT  YO  MC  AS  REV-AV  EA  Ml  OS  IS 

FF-N-S36D  (2) 

/AR 

25  Apr 

84 

AR  SH 

99 

5310 

Nut,  Slamped&standord  Type  Validated  Mar  82  USER-AT  AR  MC  OS  AS  $H 
REV-AV  Ml  ME  IS 

MS-27151B 

AR 

19  Jon 

76 

AR  YD 

99 

5310 

Nul,  Thin,  With  Optlonol  Lockwlre  Hole,  Metric  ■  Oct  79  REV.82  99 . 

NA  0064THRU0066-79 

IS 

09  Sep 

85 

AV 

11 

5310 

Nut,  Torque  limiting  900  Deg.  F  Applicotlon  1/4-28  UNJF-3B  Threod  «  Nov 
>5  USER-AS  REV-IS 

NAS  1872-75 

AS 

17  Oct 

84 

AS 

II 

5310 

Nut,  Universal  Port  Fitting  •  Nov  67  W/OOD  Exceptions  Validated  Mar  84 
REV-ME  10  IS 

NAS  1410-67 

REV  1 

AS 

15  Sep 

78 

AV  AS 

11 

5310 

Nut.  Wosher,  Self  Aligning,  450  Degrees  F  &  800  Degrees  F  •  Sep  73  W/dod 
Exceptions  Validated  Mar  84  REV-ME  10  IS 

NAS  1727-73 

AS 

15  Sep 

78 

AV  AS 

11 

5310 

Not,  Welding  -  Without  Pilot  Validated  Mar  82  USER*0$  MC  SH  AS  REV-AT 

Ml  GL  EA  AV 

MS-27127D 

AR 

15  Jon 

76 

AR  SH 

5310 

Nut,  Welding  pilot  Validaled  Mar  S2  USER-ME  AV  OS  MC  SH  AS  REV-MI  AT 

GL  IS 

MS-27128D 

AR 

15  Jon 

76 

AR 

99 

5310 

Nut,  Wheel,  Self  Locking,  Flanged,  Steel,  220  Ksi  Ftu,  450  Deg.  F.  Spline  Drive 
Validated  Apr  82  RV/-B2 

MS-14164 

AS 

03  Dec 

75 

AV  AS 

99 

5310 

Nut,  V/heel,  Self  Locking,  Flanged,  Steel,  180  Ksi  Flu,  450  Degrees  F.  Spine 

Drive  Validated  Jul  81  REV-ME  AR  ER  82 

MS-14156 

AS 

13  Sep 

74 

AV  AS 

99 

5310 

Not,  Wheel,  SELF-LOCKING,  Flanged,  Inconel  718,  220  KSI  Flu,  450  Deg.  F, 
Spline  Drive 

MS-144918 

AS 

13  Jul 

87 

AS 

5310 

Nut.floating,  Self  Locking,  Attached  Retention  Element  (A.R.E.),  450  Deg.  F, 

Cres  (A-286),  125  KSI  Ftu,  Replaceable  Nul  Element 

MS-14210 

AS 

13  Mor 

84 

AS 

5310 

Nut.ploin,  rfexogon  *  Small  Pattern,  Nonstructural  >  8  Jun  81  W/dOD 

Exceptions  USER-AS  REV-IS 

NAS  671-81 

REV  3 

AS 

17  Ocl 

84 

AS 

11 

5310 

Nuts  (Fosteners),  Internally  Threaded,  Preload  Locking,  450  Deg.  F,  800  Deg.  F, 
1200  Deg.  F,  Reliobility  And  Mointoinobility  Design  Requirements  For  REV-AV 

99  82  IS 

MS-M194 

AS 

15  Jul 

81 

Ml  AS 

99 

5310 

Nuts  (Fosteners),  Internolly  Threoded,  Preload  Locking,  450  Deg.  F,  800  Deg.  F 
And  1200  Deg.  F,  Generol  Specification  For  REV-AV  99  IS 

MIL-N-85353 

AS 

IS  Jul 

81 

Ml  AS 

11 

5310 

Nuts  And  Plate  Nuts  •  Self  Locking,  Functional  Limltotions  Of  (Use  MS33588) 
Validated  Sep  85 

AND10068 

REV.3 

AS 

13  Ocl 

77 

AS 

11 

5310 

Nuts  Preferred  For  Design,  Listing  Of  USER-ME  SH  MC  NS  REV-AT  AV  GL  SH 

AS  11  17  IS 

MIL-STD-1903 

AR 

26  Aug 

88 

AR 

99 

5310 

Nuts,  Carbon  &  Alloy  Steel  (Metric)  ■  7  Apr  83  USER-ME  CE  REV-IS  ................ 

ASTM  A563M-83 

YO 

12  Sep 

83 

AR  YD 

5310 

Nuts,  Hex  &  Sauore  (Inch-S<*rl^s)  -  27  Ffb  1^87  .  . . 

^-NS!  213.2.2  S7 

AR 

2S’Scp 

S7 

AR  SH 

99 

5310 

Nuts,  Nonferrous,  for  General  Use  (Metric)  -31  Aug  1984  USER-AT  ME  SH 
REV-AV  ER  Ml  MC  IS  NS 

ASTM  F467-84A 

AR 

19  Apr 

85 

AR  AS 

99 

5310 

Nuts,  Plain,  Round,  Retoining,  Boll  And  Roller  Beoring,  light  Series  Validated 

Apr  82  USER-ME  MC  SA  REV-AV  M'  AR  AS  82  IS 

MS-19067A 

AT 

03  Jun 

76 

AT  OS 

99 

5310 

Nutt,  Plain,  Round,  Retaining,  Boll  And  Roller-Bearing  Regulor  Series  Validated 
Oct  34  USER-ME  MC  SA  REV-MI  AV  AR  IS 

MS.19068A 

os 

03  Jun 

77 

AT  OS 

11 

5310 

Nuts,  aelf-locking,  Hexogon,  Provoiling-torque  Validated  Apr  86  USER-AV  AT 

MC  OS  REV-MI  82  IS 

MIL-N-459138 

NOTICE  1 

AR 

02  Apr 

86 

AR 

99 

5310 

Nuts,  Self-locking,  Aircraft,  Reliobility  And  Mointoinobility  Usage  Requirements 

For  USER-ME  REV-MI  99  82 

MS-33S88E 

AS 

28  Dec 

84 

AV  AS 

99 

5310 

Nuts,  Self-locking,  235  Deg,  C,  Metric,  Procurement  Specification  For  -  12  Moy 
1980  REV-82  99  IS 

NA  0009-80 

IS 

09  Sep 

85 

AV 

99 

5310 

Nuts,  Squore  &  Hex  •  72  (Reopproved  83)  Validated  Sep  83  REV-ER  AV  AT 

ANSI  818,2.2-72 

AR 

20  Nov 

72 

AR  SH 

99 

346 
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5310 

Nuts,  Stainless  Steel  •  29  Aug  86  REV*M£  IS . . . . . . . 

ASTM  f594-86 

AR 

06Ocl 

86 

AR 

YD 

99 

5310 

Pin,  Grooved,  Heoded>longitudinol  Grooved,  Round  Head,  Corbonsteel 

DOD-P-53542/1 

AR 

10  Moy 

88 

AR 

os 

99 

Volidated  May  88 

e 

5310 

Retoiner,  Flooling  Barrel  Nut  •  May  73  W/OOD  Exceptions  Validated  Mar  84 

NAS  578-73 

AS 

15  Sep 

78 

AV 

AS 

11 

REV-ME  10  IS 

REV  5 

5310 

Retoiner,  Nut,  Flooting  Barrel,  Metric  •  June  1981  REV-AV  IS . . . . 

NA  0134-81 

IS 

23  May 

86 

AR 

11  IS 

5310 

Steel  Alloy  And  Carbon  Nuts  For  Bolts  For  High  Pressure  &  High  Temperoture 

ASTM  A196-81 

YD 

26  Feb 

82 

AR 

YD 

Service  31  Jul  81 

5310 

Steel,  Nuts,  Corbon  And  Alloy  -  24  Feb  1984  USER-AI  ME  SH  REV-AV  ER  Ml 

ASTM  A563-84 

AR 

28  Aug 

85 

AR 

AS 

99 

MC  IS  NS 

L 

5310 

Wosher  Validated  Apr  85 . . . . . . . . . . . . . . . 

MIL-W-48105 

AR 

23  Jun 

72 

AR 

5310 

Woiher  &  Flat,  Electricol  Validated  Jun  84  REV-Ml  AV  IS  . . . 

AN961 

REV  2 

82 

10  Aug 

67 

AR 

AS 

99 

5310 

Wosher  &  Toper  Pin  Validated  Apr  82  REV-AV  IS  . . . 

AN97S 

REV  3 

AS 

29  Dec 

72 

AS 

99 

5310 

Woiher  •  lock.  Spring  Validated  Feb  82  USER-ME  REV-MI  IS . 

MS-122026A 

82 

17  Jun 

57 

AS 

99 

-  122075 

5310 

Wosher  •  7075  Alummumalloy  Flat  *  7  Dec  19  84  REV-IS  . . . 

NAS  1252-84 

REV  2 

AS 

29  Moy 

86 

AS 

11 

5310 

Washer  Preferred  For  Design,  Listing  Of  Validated  Feb  86  USER-ME  SH  EC 

MIL-STD-1754 

AR 

31  Jon 

80 

AR 

REV-Ml  EA  OS  IS 

NOTICE  1 

E 

5310 

Wosher  Seoling  -  Jul  74  W/OOD  Exceptions  Validated  Aor  64 . . . 

NAS  1598-74 

REV  1 

AS 

15  Sep 

78 

AV 

AS 

11 

5310 

Wosher-for  Use  With  Aircraft  Aluminum  Terminals  Validated  Jut  82  REV.IS . 

MS-25440C 

AS 

15  Apr 

74 

ER 

AS 

11 

Q 

5310 

Wosher,  Aircraft  Hydraulic  Pocking  Bocic-up  USER-AT  REV-AR  IS . 

MIL-W.5521B  (1) 

82 

07  Feb 

83 

AV 

99 

5310 

Wosher,  Concove  &  Wosher  Convex  (Spherical  Set),  Steel,  Metric  USER-AT 

DOD-W.63546/8 

AR 

16  Mor 

87 

AR 

OS 

MC  REV-AV  SH  IS  NS 

5310 

Woiher,  Contcve,  Steel,  Alloy  USER-EC  NS  REV-AV  ER  11  82  IS . 

MIL-W.45595/7 

AR 

16  Aug 

85 

AP 

99 

53:0 

Woiher,  Convex,  Steel,alloy  USER-EC  NS  REV-AV  ER  11  82  IS . 

MIL.W.45595/6 

AR 

16  Aug 

85 

AR 

9 

5310 

Washer,  Countersunk  And  Plain,  High  Strength  Validated  Jul  8)  REV-AV  ME  AT 

MS-20002E 

AS 

29  Dec 

72 

AR 

AS 

9 

Ml  IS 

5310 

Wosher,  Countersunk  &  Plain,  For  Use  With  Bolts  &  Nuts  Up  To  &  Including 

MS-141838 

AS 

30  Jon 

89 

AV 

Af 

9V 

220  KSI  Ftu  USER-NI  REV-AT  11  IS 

5310 

Washer,  Countersunk  And  Ploin,  For  Use  With  Bolts  And  Nuts  Up  To  And 

MS-21206 

AS 

28  Jon 

72 

AV 

AS 

99 

Inelut'  ig  220  Kii  Flo  Validated  Dec  83  REV.82 

5310 

Washer,  Countersunk  And  Plain  For  Use  With  Bolts  And  Nuts  Up  To  And 

MS-21299 

AS 

28  Jon 

72 

AV 

AS 

99 

Including  Ftu  Validated  Dee  83  REV-82 

5310 

Wosher,  Cup,  Lock  •  Cres  Ams  5510  Validated  Apr  84  REV-MI . . . . 

MS-9880 

AS 

21  Moy 

68 

AS 

11 

5310 

Wosher,  Cup,  Lock-sponner  Nut  Cres,  Ams  5646  Validated  Oet  83  REV-99  11  .. 

MS-9952A 

AS 

13  Aug 

71 

AS 

99 

5310 

Wosher,  Cup,  lock  -  Cres  Ams  5510  (INACTIVE  Use  MS-9880)  Validated  Apr 

MS-9684A 

AS 

15  Moy 

68 

AS 

11 

84  REV-99  11  IS 

5310 

Washer,  Dimpled,  100  Deg.,  Metric  *  June  1981  REV-AV  IS  . . . . 

NA  0140THRU0144  81 

IS 

23  Moy 

86 

AR 

11  IS 

E 

5310 

Wosher,  Dimpled,  100  Deg  -  15  Jon  83  W/DOD  Exceptions  REV-IS  . . 

NAS  1169-83 

REV  4 

AS 

30  Jon 

84 

AS 

11 

5310 

Woiher,  FiniihingJcounterionk.  USER-WV  AT  YD  MC  82  REV-MI  AV  AS  IS . 

MS.27129C 

AR 

18  Aug 

87 

AR 

99 

5310 

Woiher,  Flat  REV-AV  Gl  Ml  IS . 

AN970 

REV  6 

82 

04  Dec 

84 

AR 

SA 

99 

5310 

Woiher,  Flol  REV-AR  AV  EA  IS  . 

AN960 

REV  20 

AS 

01  Apr 

86 

AS 

99 

5310 

Woiher,  Flol  (Ploin)  Validated  Mar  80  USER-MC  YD  SH  AS  REV-ME  AT  AV 

FF.W.92B 

/AR 

09  Moy 

74 

AR 

OS 

99 

CE  82  IS 

L 

5310 

Woiher,  Flol  (Round),  Crei  USER-ME  REV-MI  ES  IS . 

MS'17188B 

AR 

31  Aug 

87 

99 

L 

5310 

Wosher,  Flat  &  Ams  5510  (Asg)  Validated  Oet  83  REV-ME  Ml  IS . 

MS-9321 

AS 

06  Feb 

63 

AS 

L 

5310 

Wosher,  Flol  •  Ams  5510  Validated  May  82  REV-MI  AR  IS  . . . 

M5-9549 

AS 

19  Apr 

65 

AS 

5310 

Washer,  Flol  •  Round,  Steel,  Generol  Purpose  USER-ME  MC  REV-GL  EA  AV  ER 

MS-51412A 

AR 

28  Feb 

83 

AR 

SH 

99 

82  15  NS  IS 

E 

5310 

Washer,  Flat  •  Reduced  Ou.side  Diameter  •  30  Jun  81  W/DOO  Exceptions 

NAS  620-81 

AS 

30  Jon 

84 

REV-IS 

REV  3 

5310 

Wosher,  Flat  >  Steel  Ams  6437  Or  Ams  6485,  Diffused  Ntckel-codmium  Pioled, 

MS-9482 

AS 

15  Nov 

65 

AS 

11 

Countersunk  Validated  Apr  64  REV-IS 

5310 

Wosher,  Flat  -ams  6350  Validated  Oet  83  REV-MI  ME  AR  IS . . . 

MS-9320A 

AS 

05  Aug 

64 

AV 

AS 

5310 

Woiher,  flol  (Burr)  USER-AT  MC  REV-MI  Gl  ME  SA  IS  . 

MS-51936B 

AR 

31  Dec 

87 

AR 

YD 

L 

5310 

Woiher,  flol  (Round)  USER-AT  TS  MC  SH  84  REV-AR  AT  OS  82  IS _ 

MS-2I306B 

ER 

20  Aug 

87 

ER 

99 

5310 

Woiher,  Flol  (Squore)  Validated  Feb  8S  USER-MC  REV-AR  IS . . . . 

M5.21307A 

ER 

19  Nov 

69 

ER 

YD 

5310 

Washer,  Flol  Cres  AMS  5525  Or  AMS  5737,  Countersunk  Validated  Apr  84..,.., 

M5-9768B 

AS 

05  Jon 

83 

AS 

11 

5310 

Wosher,  Flol  Metal,  Round,  Generol  Purpose  (In./mm)  USER-ME  ER  MC  SH  YD 

MS-1579SG 

AR 

10  Jul 

86 

AR 

AS 

99 

REV-MI  AV  AT  IS  NS 

5310 

Woiher,  flol  Ploilic  Nylon  USER-ME  AT  OS  MC  REV-AV  Ml  11  IS _ 

MS-51859S 

AR 

20  Moy 

87 

AR 

99 

5310 

Wosher,  Ffot-norrow  Senes  USER-Mt  mC  5h  KtV-Al  AV  Ol  8/  t$ ................... 

mS-5 14968 

AK 

0/  Oct 

So 

aR 

99 

5310 

Wosher,  Flot-round,  Steel,  Cadmium  Plated,  Generol  Purpose  USER-ER  MC  AS 

MS-27183E 

AR 

25  Apr 

86 

AR 

OS 

82 

SH  REV-MI  AV  IS  NS 

5310 

Washer,  Flot,  For  Oversize  Fosteners  &  Fastener  Sleeve........ . . . 

MS-14226 

AS 

24  Sep 

82 

AV 

AS 

11 

L 

5310 

Washer,  Flat,  Metcl,  Round,  Medium  Series,  Nonmagnetic  Validated  Oet  82 

MS-16212B 

SH 

08  Mor 

67 

SH 

REV-ME  Ml  tS 

5310 

Washer,  Flol,  Metric  Generol  Specificotion  For  USER-CE  GL  Ml  MC  SH  YD 

MIL-W.70342 

AR 

04  Nov 

88 

AR 

AS 

99 

REV-ER  IS 

5310 

Wosher,  Flot,  Norrow  Series  (Type  II),  Carbon  Steel,  Metric  USER-CE  Gl  Ml 

Mll-W.70342/3 

AR 

04  Nov 

88 

AR 

AS 

99 

REV-ER  MC  SH  YD  IS 

5310 

Woiher,  flol,  Ploin  -  Metric  1981  (W/errolo  7/83)  USER-ME  MC  REV-MI  CR 

ANSI  B18.22M-8I 

05  Apr 

82 

AR 

SH 

99 

EA  AT  YD  NS  IS 

5310 

Wosher,  Flat,  Regular  Series  (Type  1),  Corbon  Steel,  Metric  USER-CE  Gl  Ml 

MIL-W.70342/ 1 

AR 

> 

o 

2 

o 

83 

AR 

AS 

99 

MC  SH  YD  REV-ER  IS 
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5310 

Washer,  flot,  Rcgulor  Series  (Type  1),  CRES,  Metric  USER>CE  GL  Ml  MC  SH 

YD  REV-ER  IS 

MIL-W.70342/2 

AR 

04  Nov 

88 

AR  AS 

99 

5310 

Wosher,  Flot,  Round,  Corrosion  Resisting  Steel  (For  Electricol  Applicotions 

VoUdoted  Apr  87  REV-ER  80 

MS-14151 

NOTICE  1 

AS 

16  Jul 

73 

AV  AS 

99 

5310 

Washer,  Flat,  Wide  Series  (Type  lii).  High  Strength,  Alloy  Steel,  Metric 

USER-CE  GL  Ml  MC  SH  YD  REV-ER  IS 

MlL-W.70342/4 

AR 

04  Nov 

88 

AR  AS 

99 

53)0 

Wosher,  Flot,  Wide  Series  (Type  lii),  Corbonsteel,  Metric  US£R*C£  GL  Ml  MC 

SH  YD  REV-ER  IS 

MIL-W.70342/5 

AR 

04  Nov 

88 

AR  AS 

99 

5310 

Wosher,  Key  Validated  Oet  85  REV-ME  IS  . . . . . . . . . 

MS-25081J 

82 

16  Aug 

77 

AS 

99 

5310 

Washer,  Key  •  Cres,  AMS  5510,  90  DEG,  Locking  Validated  Jut  8t  OSER-AT 

Ml  GL  REV-ME  CG  SH  11  IS 

MS-95SI8 

82 

12  Jon 

73 

AV  AS 

99 

5310 

Wosher,  Key  -  Single,  Ams  6350  (Asg)  Validated  Feb  82  REV>MI  IS . . 

MS-17227! 
MS172320  REV  2 

82 

07  Sep 

62 

AS 

99 

5310 

Washer,  Key  -  Single,  Bearing  Retoimng,  Ams  8350  (Asg)  Validated  May  62 
USER-MC  69  REV-Ml  99  IS 

MS-172201 

MS  172235  REV  2 

82 

07  Sep 

62 

AS 

99 

5310 

Wosher,  Key  •  270  Deg.  lucking  Cres,  AMS  5510,  Metric  -  Aug  87  R£V*AV  82 

IS 

Wosher,  Key  Double,  Beoring  Retaining,  Ams  5510  (Inactive  10-26-72) 

Validated  Apr  84  USER-MC  REV-99  IS 

MA  4039-87 

IS 

25  Aug 

8S 

AR 

99  IS 

5310 

MS-9274S 

AS 

26  Oct 

72 

AS 

11 

5310 

Washer,  Key  90  Deg  locking  Cres,  AMS  5510,  Metric  •  Aug  87  REV-AV  82  IS.. 

MA  4037-87 

IS 

17  Oct 

88 

AV 

99  IS 

5310 

Washer,  Key-  Cres,  AMS  5510,  270  DEG.  Locking  Validated  Oct  83  USER-SH 
REV-CG  n 

MS-95828 

AS 

12  Jon 

73 

AV  AS 

99 

5310 

Wosher,  Key-cres,  Ams  5510,  180  Deg.  Locking  Validated  Apr  84  USER-AT  Ml 

ER  REV-ME  IS 

MS-9274B 

AS 

12  Jan 

73 

AV  AS 

11 

5310 

Washer,  Key-double,  Heorlng  Retoing,  Ams  6350  Inactive  For  Design  26  Oct 

1972  Validated  Apr  84  REV.99  IS 

MS-9081B 

AS 

26  Oct 

72 

AS 

11 

5310 

Wosher,  Key-drive  (Synchro)  Validated  Aug  8J  REV-Ml  £S  . . . 

MS-17186A 

AS 

09  Apr 

65 

AS 

5310 

Washer,  Key,  Dual  Tob  >  Jun  63  W/dod  Exceptions  Validated  May  82  REV-ME 

ER  10 

NAS  1636  63 

AS 

14  Jun 

74 

AV  AS 

11 

5310 

Wosher.  Key,  External,  Steel,  Metric  Validated  May  88 . 

DOD-W.63546/5 
NOTICE  1 

AR 

05  Moy  88 

AR 

11 

5310 

Wosher,  Key,  Externol,  Bross,  Metric  Validated  May  88 . . . . . . 

OOD-W-63546/6 
NOTICE  1 

AR 

05  Moy 

88 

AR 

11 

5310 

Washer,  Key,  flat.  General  Purpose.  Validated  Mar  82  USER-AT  MC  OS 

REV  ME  Ml  AV  99  82  IS 

MS-27)  llA 

AR 

01  Aug 

68 

AR 

99 

5310 

Washer,  Key,  Flat,  Long,  Steel,  Metric  Validated  May  88  USER-ME  SH  REV-AT 

AV  EA  Ml  IS 

DOD-W.63544/1 
NOTICE  1 

AR 

05  Moy  88 

AR 

11 

5310 

Washer,  Key,  Flat,  long,  Bross,  Metric  Validated  May  88  USER-ME  SH  REV-EA 

AV  MI  AT  IS 

DOD-W-63546/2 
NOTICE  1 

AR 

05  Moy  88 

AR 

11 

5310 

Washer,  Key,  flot.  Long  &  Short,  Steel,  Metric  Validated  May  88  USER-ME  SH 
REV-EA  Ml  AT  AV  IS 

DOD-W-63546/3 
NOTICE  1 

AR 

05  Moy  88 

AR 

11 

5310 

Wosher,  Key,  Flat,  Long  &  Short,  6rost,  Metric  Validated  May  88  USER-ME  SH 
REV-EA  Ml  AT  AV  IS 

DOD-W-63544/4 

NOTICE 

AR 

05  Moy  88 

AR 

11 

5310 

Woihtr,  Key,  Internal,  Steel,  Metric  USER-AT  ME  SH  MC  REV-AV  EA  IS . 

DOD-W-63546/7 

AR 

02  Apr 

84 

AR 

11 

5310 

Washer,  Key,  Metric  General  Specificotion  for  USER-ME  SH  REV-EA  Ml  AT 

AV  82  IS 

OOD-W.63546A 
SUPP  lA 

AR 

05  Nov 

82 

AR 

99 

5310 

Wosher,  Key,  Retaining,  Wheel  Bearing  REV-99  . . . . . 

MS-21258A 

82 

28  Dec 

84 

82 

5310 

Washer,  Key,  Retoining  Boll  And  Roller  Bearings  Validated  Apr  82  USER-GL  YD 
MC  REV-Ml  AV  AR  SH  82  IS 

MtL-W.21338A 

AT 

15  Jan 

70 

AT  OS 

99 

5310 

Washer,  Lock  •  Helical  opring.  Regular  (Medium)  Series  USER-ME  YD  MC 

REV-GL  EA  AV  NS  IS 

MS-514)5B 

AR 

20  Aug 

87 

AR  SH 

5310 

Waiher,  Lack  -  Helical  Spring,  Heavy  Duty  USER-ME  VO  MC  REV-Gl  EA  AV 

NS  IS 

MS-51416 

AR 

18  Oct 

82 

AR  SH 

5310 

Wosher,  lock  -  72  (Reopproved  83)  Validated  Sep  83  REV-AT  Ml  AV  ER  SH 

OS 

Wosher,  lock  (Spring)  USER-Gl  OS  YD  REV-AT  Ml  AV  EA  .S _ _ 

ANSI  818.21.1-72 

AR 

20  Nov 

72 

AR  AS 

99 

5310 

FF.W.84A  (3) 

/AR 

07  Mor 

80 

AR 

99 

5310 

Wosher,  lock  (Tooth)  USER-SH  SEV-AT  IS . 

FF-W-IOOC  (1) 

/AR 

01  Oct 

80 

AR  AS 

99 

5310 

Wosher,  lock  Countersunk,  1(X)  Deg.,  Externol  Tooth  (1N./MM)  Validated  Apr 

85  USER-ME  YD  MC  OS  REV-Ml  AT  AV  GL  IS 

MS-35790E 

AR 

20  Mor 

72 

AR 

99 

5310 

Washer,  Lock  Countersunk,  80  OEGe-82  Deg.,  External  Tooth  (IN./MM) 

Validated  Mar  82  USER-ME  MC  OS  YD  REV-Ml  AV  IS 

MS-35336D 

AR 

30  Mar 

70 

AR 

99 

5310 

Washer,  lock  Flat,  Internol  Tooth  (Metric)  USER-AT  CR  ER  ME  MC  REV-AV  SH 

82  IS  NS 

DOD-W-70334/3 

AR 

08  Jon 

88 

AR  OS 

99 

5310 

Washer,  Lock-helical  Spring,  Hi-collor  Validated  Jun  88  USER-AT  OS  MC  YD 
REV-AV  ME  MI  SH  99  82 

MS-51848B 

NOTICE  1 

AR 

01  Jun 

88 

AR  AS 

99 

5310 

Wosher,  lock-spring.  Helical,  Regular  (Medium)  Series  USER-CR  ME  MC 

REV-Ml  AV  82  IS 

MS-35338H 

AR 

29  Nov 

83 

AR  AS 

99 

5310 

Washer,  lock-spring,  Helicol,  Extro  Duty  (Extra  Heovy)  Series  Validated  Mar  80 
USER-YD  SA  REV-GL  Ml  AV  IS 

MS-35340D 

AR 

20  Mor 

74 

AR  AS 

99 

5310 

Washer,  lock,  Flot,  Externol  Tooth  (Metric)  USER-AT  CR  ER  ME  MC  REV-AV 

SH  82  IS  NS 

DOD.W.70336/4 

AR 

08  Jon 

83 

AR  OS 

99 

5310 

Wosher,  lock.  Flat  Internol  Tooth  USER-ME  MC  YD  OS  REV-AT  Gl  ER  AV  IS 

NS 

Wosher,  lock,  Flot,  External  Tooth,  Nonmognetic  Validated  Oct  8?  REV-ME  Ml 

MS-35333J 

AR 

09  Feb 

81 

AR  AS 

99 

5310 

MS-16213B 

SH 

02  Dec 

68 

SH 

5310 

Washer,  lock,  Flot  -  Internol  Tooth  Type  USER-ME  YD  MC  REV-Gl  EA  AV  15 

82  NS  IS 

MS-514I3A 

AR 

17  Mor 

86 

AR  SH 

99 

5310 

Washer,  Lock,  flat,  Heovy,  Internol  Tooth  Validated  Mar  80  USER-AT  ME  MC 

YD  OS  REV-MI  AV  IS 

MS-35334D 

AR 

06  Feb 

74 

AR 

99 

5310 

Washer,  lock,  flat-external  Tooth  (In./mm)  Validated  Apr  85  USER-MC  OS  YD 
REV-GL  Ml  AV  IS 

MS-35335E 

AR 

20  Mor 

72 

AR 

99 

5310 

Wosher,  lock.  Flat  External  Tooth  UIfER-ME  YD  MC  REV-GL  EA  AV  NS  IS 

MS-514I4A 

AR 

17  Mor 

86 

AR  SH 

99 

5310 

V/asher,  lock.  Internal  And  External  Tooth  Validated  Mar  60  USER-AT  AV  YO 

MS-45904B 

AR 

06  Feb 

74 

AR  OS 

99 

MC  REV-MI  ME  IS 
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5310 

Wosher,  Metol,  Flat,  Ploin,  Rectongulor  USER-GL  AV  AT  OS  MC  REV-ER  IS 

MS-51867A 

AR 

31  Dec 

87 

AR  YD 

5310 

Washer,  Nonmelollic,  Insulating  Electrical  •  15  Sep  69  W/dOD  Exceptions 

NAS  549-69 

AS 

17  Ocl 

84 

AS 

11 

USER-AS  REV-IS 

REV  3 

5310 

WaihiT,  Ploin  •  20  SEP65  REV-EA  CR  ER  AV  AS . 

ANSI  B18.22.1-65R81 

AR 

20  Nov 

81 

AR  SH 

99 

5310 

WasI  sr.  Plain  And  Countersunk  1200  Deg  •  Sep  73  W/OOD  Exceptions 

NAS  1587-73 

AS 

15  Sep 

78 

AV  AS 

11 

Validated  Apr  84  REV-ME  10  IS 

5310 

Waiher,  Radius  •  7  Nov  80  W/DOD  Exceptions  REV-IS . 

NAS  1401-80 

REV  1 

AS 

30  Jon 

84 

AS 

11 

5310 

Washer,  Recessed  Countersunk  Two  Surfaces,  For  Use  With  Wheel  Bolts  And 

MS-1415S 

AS 

13  Sep 

74 

AS 

99 

Nuts  Up  To  And  Including  180  Ksi  Ftu  Validated  Jul  81  REV-ME  AT  ER  82 

5310 

Woshet.  Recessed.  Aluminum  Alloy  USER-EC  REV-AV  ER  11  87  IS  NS . 

MIL-W.45595/3 

AR 

16  Aug 

85 

AR 

99 

5310 

Wosher,  Recessed  Countersunk  Two  Surfoces  For  Use  With  Wheel  Bolts  And 

MS-14177A 

AS 

21  Sep 

77 

AV  AS 

99 

Nuts  Up  To  And  Including  220KSI  Ftu  VoUdated  Mar  83  REV>82 

5310 

Washer,  Recessed,  Soddle  And  Shouldered-metol  USER-GL  ER  OS  REV-AV  Ml 

MIL-W-4559SD 

AR 

16  Aug 

85 

AR  YO 

IS 

SUPL  1 

5310 

Wosher,  Rod  End  Locking  •  Dec  61  W/dod  Exceptions  Validated  Apr  62 

NAS  513-61 

AS 

14  Jun 

74 

AV  AS 

11 

5310 

Washer,  Saddle  Squore,  Curved  (Pole  Line)  Validated  Sep  80  USER*MC 

MS-21308C 

ER 

09  Sep 

67 

ER  YD 

99 

REV-GL  AR  SH  85 

5310 

Wosher,  Saddle.  Steel.  Corbon  USER.NS  REV-AV  ER  EC  11  87  IS  . 

MIL-W.45595/4 

AR 

16  Aug 

85 

AR 

99 

5310 

Wosher.  Soddle.  Aluminum  Alloy  USER.EC  NS  REV.AV  ER  11  87  IS . 

MIL-W-45595/5 

AR 

16  Aug 

85 

AR 

99 

5310 

Washer,  Shouldered,  Phenolic . . . . . . . . . 

MIL-W-45595/8 

AR 

12  Nov 

85 

AR 

99 

5310 

Washer,  Shouldered,  Polytetrofluaroelhylene  USER-EC  1 1  REV-AV  ER  82  IS  NS 

MIL-W-45595/2 

AR 

16  Aug 

85 

AR 

99 

5310 

Washer.  Shouldered  (Boll  Assembly,  Clamp)  REV>MI  OS  M  15  . 

MIL-W-70332/4 

AR 

25  May 

84 

AR  AS 

99 

5310 

Wosher,  Shouldered,  Polyomlde  (Nylon)  USER-EC  REV-AV  ER  11  82  IS  NS 

MIL-W-45595/1 

AR 

16  Aug 

85 

AR 

99 

5310 

Washer,  Split,  Part  Of  Series  C  Connectors  Validated  Feb  85  REV*AR  SA  IS  .... 

MS-91820 

ER 

25  Nov 

53 

ER  SH 

99 

5310 

Washer.  Spring  Tension  (Bolt  Assembly,  Clamp)  REV.MI  OS  M  IS  . 

MIL.W.70332/5 

AR 

25  May 

84 

AR  AS 

99 

5310 

Washer,  Spring  Tension,  Belleville  Spring,  Spring  Steel  USER'ME  AT  MC  YO 

MIL-W-12133/1B 

AR 

25  Apr 

86 

AR  OS 

99 

REV-AV  GL  Ml  SH  AS 

5310 

Washer,  Spring  Tension  Cylindrically  Curved  And  Woved,  Metric  Validated  Feb 

DOD-W-03474/1A 

AR 

14  Feb 

89 

AR  SH 

89  USER-ME  MC  REV-AV  AS  IS 

NOTICE  1 

5310 

Wosher,  Spring  Tension,  Series,  Lc  Connectors  Validated  Jan  66  USER*MC  SH 

MS-916n 

EC 

21  Sep 

54 

ER  EC 

99 

REV-AR  SA  11  IS 

5310 

Woiher,  Spring  Tentlon,  (Belleville  Spring)  Metric  USER-AT  ME  CR  MC  REV-AV 

DOD-W.63474/2A 

AR 

18  Apr 

86 

AR  OS 

AS  SH  11  IS 

5310 

Washer,  Spring  Tensionbelleville  Spring,  Corrosion  Resistont  Steel  USER^AT  ME 

MII-W-12133/2A 

AR 

18  Apr 

86 

AR  OS 

99 

Ml  MC  YD  REV-CR  AS  EC  11  82  IS 

5310 

Wother,  Spring  Teniion,  Serroled  (Ribbed)  (Belleville  Spring),  Metric  USER-MC 

OOD.W-63474/3 

AR 

28  Moy 

86 

AR  OS 

99 

YD  REV-AV  ER  AS  SH  11  82  IS 

5310 

Washer,  Spring  Tension,  Series  Lc  Connectors  Validated  Apr  83  USER»MC  SH 

MS-91612 

EC 

21  Sep 

54 

CR  SH 

99 

REV-AR  SA  11  IS 

5310 

Washer,  Spring  Tension,  Cylindrically  Curved  &  Waved  General  Specificotion 

DOD-W-63474A 

AR 

15  Moy 

84 

AR  SH 

For,  Metric  USER-ME  AT  MC  YO  RFV-AV  AT  Gl  AS  IS 

5310 

Wosher,  Spring  Tension,  Wove,  Copper-beryllium  USER*Mi  AT  ME  MC  YD 

MIL-W-12133/3 

AR 

30  Jul 

84 

AR  OS 

99 

REV-AV  AS  11  82  IS 

5310 

Wother,  Spring  Teniion,  Wove,  Crei  302  USER-AT  ME  MC  YO  IS  REV-AV  Gl 

MIL-W.12133A/4A 

AR 

28  Feb 

86 

AR  OS 

99 

AS  SH  11  82 

5310 

Wosher,  Spring  Tension,  Curved,  Spring  Steel  USER'AT  ME  MC  YO  REV.MI  AS 

Mll-W-12133/5 

AR 

28  Apr 

86 

AR  OS 

99 

11  82  IS 

5310 

Woiher,  Spring  Teniion,  Wove,  Spring  Steel  USER-CR  MC  YO  REV-ER  Ml  AS 

MIL-W.12133/6 

AR 

24  Apr 

86 

AR  OS 

99 

11  82  IS 

5310 

Washer,  Spring  Tension,  Finger  Type,  Steel  USER-MC  YD  REV-ER  Ml  AS  82  IS 

Mll-W-12133/7 

AR 

18  Apr 

86 

AR  OS 

99 

5310 

Woiher,  Spring  Teniion,  Curved,  CRES,  302  USER-AT  GL  MC  YD  REV-AV  Ml 

Mll-W-12133/8 

AR 

18  Jun 

87 

AR  OS 

99 

AS  11  82  IS 

5310 

Washer,  Spring  Tension,  Curved.  Copper,  Beryllium  USER-CR  MC  YD  AS 

MIL-W-12133/9 

AR 

09  Oct 

87 

AR  OS 

99 

REV-AT  ER  Ml  11  82  IS 

5310 

Washer,  Spring  Tension  Generol  Specification  For  USER-AT  ME  MC  REV-AV 

MIL-W.12133C 

AR 

24  Apr 

86 

AR  OS 

99 

Ml  AR  SH  AS  99  IS 

SUPL  1 

5310 

Washer,  Spring  Tension,  Curved,  Spring  Steel  USER-AT  ME  Ml  AS  MC  YD  IS 

Ma-W-12 135/5 

AR 

30  Jul 

84 

AR  OS 

99 

REV-AV  11  82 

5310 

Wosher,  Spring,  Port  Of  Rf  Coaxiol  Connectors  Validated  Feb  85  USER-AV 

MS-90217A 

ER 

25  Nov 

53 

ER  SH 

99 

REV-SA  IS 

5310 

Washer,  Steel,  Ploin  (Flot),  Unhordened  For  Generol  Usa  -  28  Oct  83  USER-AT 

ASTM  F844-83 

AR 

01  Aug 

86 

AR  SH 

99 

os  REV-AV  EA  ER  CR  AS  MC  IS 

5310 

Washer,  Tooth  lock  (Inactive)  Validated  Jul  82  REV-MI  AR  1S..„. . 

AN936 

REV  7 

AS 

28  Sep 

70 

AV  AS 

99 

5310 

Wosher,  5052  Aluminum  Alloy  ■  20  Nov  78  W/000  Exceptions  REV-IS _ ...... 

NAS  1197-78 

REV  2 

AS 

30  Jan 

84 

AS 

11 

5310 

Washers  •  Plostic  And  Synthetic  Rubber  *  15  Jun  83.. . . . 

NAS  1515-83 

REV  3 

AV 

20  Moy 

83 

AV  AS 

11 

5310 

Woshers  Hordened  Steel,  Stondard  Specificotion  For  -  25  Mor  83  USER-ER  MC 

ASTM  F436-83B 

AR 

16  Apr 

84 

AR  YD 

r,g 

os  REV-ME  AV  AT  Ml  SH  IS  NS 

5310 

Woiheri,  lotk,  (Metric)  USER-AT  MC  REV-AV  SH  82  IS . 

DOD-W-70336 

AR 

31  Dec 

87 

AR  OS 

9 

5310 

Wrenching  Feotures  For  Cyltndricol  Nuts,  Design  Standard  For  Validated  Apr  82 

MS-33784 

AS 

22  D.C 

66 

AV  AS 

99 

USER-AT  ER  REV-MI  99  82 

5315 

Clevis  ^ins  &  Cotter  Pins  >  10  Moy  72  (Reopproved  83)  Validated  Sep  63 . . 

ANSI  B18.8.1-72R77 

AR 

10  Jun 

81 

AR  OS 

99 

5315 

Corrosion  Resistont  Split  Keys,  Buoy  Shockte  . . . . 

MIL-C-82408 

CG 

18  Jun 

71 

CG 

5315 

Foilener,  Corrugated,  Wood  Joint  USER-SH  AS  99  REV-SA  GS  _ _ 

A-A-1957A 

•IS 

21  Feb 

84 

AR  YD 

99 

•5315 

Fastener,  Screw  Threaded,  And  Reloted  items,  Non*magnetic  REV-MI  99  IS........ 

MIL-F-1V700A 

SH 

12  Nov 

87 

SH 

5315 

Fasteners,  Wood  Joint,  Corrugated  (Sow  Edge)  Validated  May  82  USER-AT 

FF-F.133A 

/AR 

05  Ocl 

67 

AR  YD 

82 

MC  SA  REV-Gl  ME  IS 

5315 

Guord,  Pin  Pulley  •  Dec  72  W/DOD  Exceplioni  USER-ME  REV-ME  10  IS  . . 

NAS  427-72 

REV  6 

AS 

05  Dec 

80 

AV  AS 

11 
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5315 

Ke/>chomfered  Woodruff  (Inociive  After  29  Jon  1960)  Validated  May  62 

AN122776 

99 

29  Jul 

59 

AV 

99 

REV-AV  IS 

AN  122802  REV  1 

5315 

Key,  Machine  Validated  Mar  82  REV'MI  IS . . . . 

OO-K-220A 

/AR 

08  Sep 

66 

AR 

AS 

99 

5315 

Key,  M'jchine&gib  Head  Validated  Mar  82  REV>IS . . . . . 

MS.51935 

AR 

16  Apr 

63 

AR 

5315 

Key,  Machine,  Rectongulor  In  Cross*secllon,  Both  Endi  Squore  Validated  Apr  83 

MS-2(X)55A 

AR 

13  Nov 

64 

AR 

OS 

99 

USER-Gl  MC  REV-SA  IS 

5315 

Key,  Mo:hine,  Squore  In  Cros»>section,  Both  Ends  Squore  Validated  Apr  65 

MS-20066A 

AR 

13  Nov 

64 

AR 

AS 

99 

USER-AV  MC  REV-ME  SA  IS 

5315 

Key,  Mochii  c.  Square  In  Cross*section,  One  End  Square,  Other  End  Round 

MS-20067A 

AR 

13  Nov 

64 

OS 

99 

Validated  .'an  81  USER-AT  MC  REV-ME  SA  IS 

5315 

Key,  Machine,  Squore  In  Cross*secllon,  Both  Ends  Round  Validated  Apr  83 

MS-20068A 

AR 

13  Nov 

64 

AR 

OS 

99 

USER-AV  MC  REV-ME  SA  IS 

5315 

Key,  Squore  &  Rectongulor  •  30  Mov  73  W/DOD  Exceptions  REV*ME  10  IS...... 

NAS 

REV  4 

AS 

05  Dec 

80 

AV 

AS 

11 

5315 

Key,  Woodruff  »  Chamfered  Cres  AMS5640  Validated  0<t  83  REV-99................ 

MS-9841 

AS 

15  Moy 

68 

AS 

5315 

Key,  Woodruff,  Alloy  Steel  Validated  Apr  83  REV-AV  Ml  IS . . . . . 

MIL-K-27545A  (1) 

AR 

05  Apr 

71 

AR 

OS 

99 

5315 

Key,  Woodruff,  Steel,  Alloy,  With  Keywoy  And  Key  Slot  Dimensions  Validated 

MS-35756D 

AR 

01  Jun 

88 

AR 

OS 

99 

Jun  as  USER-ME  AT  GLMC  SH  REV-MI  AV  AS  IS 

NOTICE  1 

5315 

Keys  And  Pins  Preferred  For  Design,  listing  Of  Validated  Mar  85  USER-A\C  99 

MIL-STD-1755 

AR 

15  Jan 

79 

AR 

REV-MI  ER  EA  SH  OS  IS 

5315 

Noil  (Box,  Brlp'il)  USER-ME  REV-AR  MC  IS . 

A-A-1962 

-IS 

17  Mar 

83 

AR 

YD 

99 

5315 

Noil  (Box,  Cement  Coaled)  USER-ME  AS  99  REV-AR  MC  IS . . . . 

A-A-1963 

-IS 

17  Mor 

83 

AR 

YD 

99 

5315 

Noil  (BroJ,  Fine)  USER-ME  AS  99  REV-AR  MC  GS . 

A-A-1960 

•IS 

17  Mar 

83 

AR 

YD 

99 

5315 

Noil  (CoSing)  USER-ME  AS  99  REV-AR  MC  GS . 

A-A-1959 

•IS 

17  Mor 

83 

AR 

YD 

99 

5315 

Noll  (Common)  USER-ME  AS  99  REV-AR  MC  GS  . 

A-A-1958 

*1S 

17  Mar 

83 

AR 

YD 

99 

5315 

Noil  (Roofing  Composition)  USER-ME  AS  99  REV-AR  MC  GS.. . . . 

A-A-1951 

•IS 

17  Mor 

83 

AR 

YD 

99 

5315 

Noil,  Boot  Validated  Apr  8S  USER-SA  REV-GL  MC  IS . 

MS-90709 

AR 

18  Dec 

62 

AR 

YD 

99 

5315 

Noil,  Box  USER-AV  CE  ME  Ml  MC  REV-GL  SA . 

MS-51549 

AR 

28  Oct 

86 

AR 

YD 

99 

5315 

Noil,  Brod  Type  (Brads,  Noils,  Cosing,  Noils,  Finishing)  USER-AV  CE  AS  SH 

MS-907  lOA 

AR 

12  Feb 

86 

AR 

YD 

99 

MC  REV-GL  Ml  ME  SA  IS 

5315 

Noil,  Brads,  Stoples  &  Spikes,  Wire,  Cut  &  Wrought  Validated  Apr  67 

FF-N-105B  (3) 

/AR 

04  Oct 

74 

AR 

YD 

82 

USER-MI  ME  CE  AV  MC  SH  AS  SS  REV-EA  SA  OS  82  IS  GS  OS 

INT  AMD  (4) 

5315 

Noil,  Clout,  Cut  USER-SA  REV-GL  MC  IS . 

MS.90711A 

AR 

25  Jon 

88 

AR 

YD 

99 

5315 

Noil,  Common,  Cut  VaVdated  Apr  85  USER-SA  REV-GL  MC  fS . . 

MS-90712 

AR 

ID  Dec 

62 

AR 

YD 

99 

5315 

Noil,  Common,  V/ite  USER-CE  AV  AS  SH  REV-GL  Ml  ME  MC  SA  IS  . . 

MS-90713A 

AR 

12  Feb 

86 

AR 

YD 

99 

5315 

Noil,  Composition  Roofing  USER-SA  REV-OL  MC  IS . . . . . . . 

MS-90714A 

AR 

25  -Ion 

88 

AR 

YD 

99 

5315 

Noil,  Consrete  USER-AV  CE  ME  Ml  MC  REV-GL . 

MS.51547 

AR 

28  Oct 

86 

AR 

YD 

99 

5315 

Noll,  Cooler  USER-AV  CE  ME  Ml  REV-GL  . 

MS-51548 

AR 

28  Oct 

86 

AR 

YD 

99 

5315 

Noll,  Corker  USER-AV  CE  ME  Ml  REV-GL . 

MS-51545 

AR 

28  Oct 

86 

AR 

YD 

99 

5315 

Noil,  Oouble-heoded  USER-SA  REV-GL  AR  MC  IS . 

MS-90715A 

AR 

08  Oct 

85 

AR 

YD 

99 

5315 

Noll,  Fine  USER-AV  CE  ME  Ml  MC  REV-GL  SA . 

MS-51545 

AR 

28  Oct 

86 

AR 

YD 

99 

5315 

Noil,  Foundry  Validated  Mar  80  USER-SA  REV-GL  MC  IS  . . . . . 

MS-90716 

AR 

18  Dec 

62 

AR 

YD 

99 

5315 

Noil,  Pollet  USER-AV  Ml  AS  SH  REV-CE  GL  ME  MC  SA . 

MS-51540 

AR 

28  Oct 

86 

AR 

YD 

99 

5315 

Noil,  Ringed  (Fetter  Ring)  Validated  Apr  81  REV-99  IS  . . . . . . . 

MS-17106B 

SH 

06  Apr 

64 

SH 

5315 

Noil,  Sinker  USER-AV  Ml  AS  SH  REV-CE  GL  /.  -C  SA  . 

MS-51541 

AR 

28  Oct 

86 

AR 

YD 

99 

5315 

Noil,  Underloyment  USER-AV  Ml  AS  S'  ~*'-CE  GL  ME  MC  SA . . 

MS-51542 

AR 

28  Oct 

86 

AR 

YD 

99 

5315 

Noils  For  The  Application  Of  Gypsum  oord  •  30  Dec  83  REV-IS . . . 

ASTM  C514-83 

YD 

22  May 

84 

AR 

YD 

99 

5315 

Noils,  For  The  Applicotion  For  Gypsum  Wollboord,  Standard  Speciflcotior.  For  • 

ASTM  C5 14-84 

YD 

19  Apr 

89 

AR 

YD 

99 

31  Aug  84  REV-84  IS 

5315 

Pin  &  Lock  (Supersedes  AN405)  Validated  Apr  82  REV-MI  IS . . . . 

AN415 

REV  2 

AS 

16  Sep 

75 

AV 

AS 

99 

5315 

Pin  &  Lock,  Brass  Validated  May  82  REV-AV  IS . . . . . 

AN150301 

THRU  AN  150400 

82 

26  Jul 

49 

AV 

AS 

99 

5315 

Pin  &  Retaining,  Safety  REV-MI  IS . . . . . . . 

AN416 

REV  2 

82 

04  Jon 

85 

AV 

99 

5315 

Pin  &  Threaded  Taper  Validated  Apr  82  REV-IS  . . . . . . 

AN366 

REV  3 

AS 

23  Feb 

54 

AV 

AS 

99 

5315 

Pin  “dowif.  Steel  Validated  May  82  REV-MI  AV  IS  . . 

AN122676 

82 

06  Nov 

73 

AV 

AS 

99 

-  122775  REV  2 

5315 

Pin  Cotter,  CRES  AMS  7211,  Metric  Series  •  IS  Jon  81  REV-IS . . 

MA  3259-81 

11 

11  Jul 

84 

AS 

11 

5315 

Pin  Escrutcheon  Validated  Aug  62  REV-IS . . . . 

AN302 

AS 

6  Jun 

48 

AV 

AS 

99 

5315 

Pin-spring,  Corrosion  Resistant  Steel  (Asg)  Validated  Jut  88  USER-MC  REV-MI 

MS-171401C 

82 

08  Jul 

88 

AV 

AS 

99 

AR  AV  IS 

NOTICE  1 

5315 

Pin-spring,  Steel,  Phosphote  Finish  (Asg)  Validated  Apr  84  REV-MI  ME  IS . . 

MS-9047A 

AS 

03  Nov 

80 

AS 

11 

5315 

Pin-spring,  Steel,  Codmium  Plated  (Asg)  Validated  Apr  84  REV-MI  ME  AR  IS  .... 

MS-9048A 

AS 

03  Nov 

80 

AS 

5315 

Pin,  Cotter  (Split)  USER-AT  ME  Ml  YD  REV-AV  ER  11  82  IS  NS . 

MS-24665F 

AR 

18  Jun 

86 

AR 

OS 

99 

5315 

Pin,  Colter  &  Crei,  AMS721 1  Validated  Oel  83  REV-MI  AR  IS . 

MS-9245A 

AS 

31  Jon 

67 

5315 

Pin,  Colter.  (Solit)  Validated  Aor  85  REV-MI  EA . . . 

FF-P-386D  (1) 

/AR 

16  Dec 

71 

AR 

OS 

99 

5315 

Pin,  Drive,  Guided  And  Pin  Drive,  Powder  Actuated  (Fasteners  For  Powder 

FF-P-395B 

•YD 

15  Oel 

73 

YD 

99 

Actuoted  And  Hand  Actuated  Fostening  Tools)  USER-ME  CG  REV-IS 

5315 

Pin,  Groove,  Keoded  Longitudlnol  Groove,  Metric,  General  Specificotionfor 

DOD-P-63542 

AR 

o 

o 

88 

AR 

OS 

99 

Validated  May  88 

NOTICE  1 

5315 

Pin,  Grooved,  Htodless  (Holf  length  Toper  Groove)  Corrosion-resisting  Sleef 

MS-5I605B 

AR 

15  Moy 

78 

AR 

AS 

Validated  Apr  84  USER-AT  SH  OS  REV-MI  IS  NS 

5315 

Pin,  Grooved,  Heodless,  Longitudlnol  Groove  Validated  Apr  83  USER-AT  MC 

MIL-P-20700A 

AS 

17  Mar 

65 

AR 

AS 

99 

YD  SH  REV-AV  EA  IS 

5315 

Pin,  Grooved,  Heodless  (Holf  Length  Reverse  Toper  Groove)  Corrosion-resisting 

MS-51606B 

AR 

15  Moy 

78 

AR 

Stt.l  Validated  Apr  84  USER-AT  SH  OS  REV-MI  EA  AV  IS 

5315 

Pin,  Grooved,  Heodless  Longitudinol  Center  Groove,  Corbon  Steel,  Metric 

DOD-P-63464/5A 

AR 

05  Moy 

88 

AR 

OS 

99 

Validated  May  88  USER-MI  ME  MC  YD  REV-EA  AT  IS 

NOTICE  1 

5315 

Pin,  Grooved,  Heodless,  Longitudinol  Toper  Groove,  Brass  Validated  Apr  83 

MS-35673A 

AR 

17  Mor 

65 

AR 

AS 

99 

USER-MC  YD  REV-MI  SH  IS 
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5315 

Pin^  Grooved,  Heodless  longitudlnol  Toper  Groove,  Corbort  Steel,  Metric 

Val!dai&,i  May  SB  USER-MI  ME  YO  MC  REV-EA  AT  IS 

DOD-P-63464/1A 
NOTICE  1 

AR 

05 

Moy 

88 

AR 

OS 

99 

5315 

Pin,  Grooved,  Headless,  Longitudinol  Toper  Groove,  Corbon  Steel  Vofidated 

Apr  83  USER-MC  YD  SH  REV-MI  AV  ME  IS 

MS-35571A 

AR 

17 

Mar 

65 

AR 

AS 

99 

5315 

Pin,  Grooved,  Headless  Longitudinol  Toper  Groove,  Corrosion  Resisting  Steel, 
Metric  ValidofedMay  88  USER-MI  ME  YO  MC  REV-EA  AT  NS  IS 

DOD-P-63464/2A 
NOTICE  1 

AR 

05 

May 

88 

AR 

os 

99 

5315 

Pin,  Grooved,  Headless,  Longitudinol  Toper  Grooved,  Corrosion-resisting  Steel 
Validated  Jon  81  USER-AR  MC  YD  SH  REV-MI  AV  ME  EA  IS 

MS-35672B 

AR 

22 

Aug 

75 

AR 

AS 

99 

5315 

Pin,  Grooved,  Heodless  Longitudinol  Straight  Groove,  Carbon  Steel,  Metric 
Validated  May  88  USER-MI  ME  MC  YD  REV-EA  AT  IS 

DOD-P-63454/3A 
NOTICE  1 

AR 

05 

Moy 

88 

AR 

OS 

99 

5315 

Pin,  Grooved,  Headless,  Longitudinol  Straight  Groove,  Corbon  Steel  Validated 

Apr  83  USER-AT  ME  MC  YD  REV-MI  AV  IS 

MS-35674A 

AR 

17 

Mar 

65 

AR 

SH 

99 

5315 

Pin,  Grooved,  Headless  Longitudinol  Straight  Groove,  Corrosion  Resisting  Steel, 
Metric  Validated  May  88  USER-MI  ME  MC  YD  REV-AT  EA  IS  NS 

D0D-P-63464/4A 
NOTICE  1 

AR 

05 

Moy 

88 

AR 

OS 

99 

5315 

Pin,  Grooved,  Headless,  Longitudinol  Straight  Groove,  Corrosion-resisting  Steel 
Validated  Jan  81  USER-YO  MC  REV-MI  AV  ME  SH  IS 

MS-35675B 

AR 

22 

Aug 

75 

AR 

AS 

99 

5315 

Pin,  Grooved,  Headless  Longitudinal  Groove,  General  Specilicotion  For,  Metric 
USER-MI  ME  YD  MC  REV-EA  AT  NS  IS 

DOD-P-63464A 

SUPP  lA 

AR 

21 

Apr 

82 

AR 

OS 

99 

5315 

Pin,  Grooved,  Headless,  longitudinol  Stroight  Groove,  Sross  Validated  Mar  62 
USER-YD  REV-MI  AV  ME  SH  IS 

MS-35676A 

AR 

17 

Mar 

65 

AR 

AS 

99 

5315 

Pin,  Grooved,  Heodless  Longitudinol  Center  Groove,  Corrosion  Resisting  Steel, 
Metric  Validated  May  88  USER-MI  ME  MC  YD  REV-AT  E\  IS  NS 

DOD-P-53464/6A 
NOTICE  1 

AR 

05 

May 

88 

AR 

OS 

99 

5315 

Pin,  Grooved,  Heodless,  Longitudinal  Center  Groove,  Corbon  Steel  Validated 

Apr  83  USER-MC  YD  REV-MI  ME  SH  IS 

MS-35677A 

AR 

17 

Mar 

65 

AR 

AS 

99 

5315 

Pin,  Grooved,  Heodless  Longitudinol,  Half  Length  Toper  Groove,  Corrosion 
Resistant,  Steel,  Metric  Validated  May  88 

DOD.P.A3464/7 

AR 

01 

May 

88 

AR 

OS 

99 

5315 

Pin,  Grooved,  Headless,  Longitudinal  Center  Groove,  Corrosion-resisting  Steel 
Validated  Jun  88  USER-ME  MC  YO  REV-MI  AV  SH  IS 

MS-35678B 

NOTICE  1 

AR 

01 

Jun 

88 

AR 

AS 

99 

5315 

Pin,  Grooved,  Headless  Longitudinol,  Holf  Length  Reverse  Taper  Groove, 

Corrosion  Reslstont  Steel,  Metric  Validated  May  88  USER-ME  Ml  YD  MC 

REV-EA  AT  NS  IS 

DOD-P-63464/8 

AR 

01 

Moy 

88 

AR 

OS 

99 

5315 

Pin,  Grooved,  Headless,  Longitudinal  Center  Groove,  Bross  Validated  Apr  63 
USER-MC  YD  REV-MI  SH  IS 

MS-35579A 

AR 

17 

Mor 

65 

AR 

AS 

99 

5315 

Pin,  Hinge  REV-AV  IS  . 

MS-20253D 

AS 

17 

Oct 

S3 

AS 

99 

5315 

Pin,  Spring-tabular,  Coiled,  Medium  Duly  Validated  Mar  82  USER-AT  ME  MC 
REV-MI  AV  SA  IS 

MS-51923C 

AR 

23 

Moy 

69 

AR 

99 

5315 

5315 

Pin,  Spring,  Tubular,  (Coiled  And  Slotted),  General  Specificotion  For,  Metric 
USER-AV  ME  CE  YO  MC  REV-MI  ER  NS  IS 

Pin,  Spring,  Tubular,  Coiled,  Light  Duly  Validated  Mar  82  USER-AT  ME  MC 
REV-AV  Ml  SA  IS 

OOD-P-63477 

SUPP  1 

MS-51987A 

AR 

AR 

29 

23 

Moy 

Moy 

81 

69 

AR 

AR 

OS 

99 

5315 

Pin,  Spr'ng,  Tubular,  Slotted,  Corbon  Steel,  Metric  USER-CE  AV  ME  YO  MC 
REV-MI  ER  NS  IS 

OOD-P-63477/1 

AR 

29 

Mojr 

81 

AR 

OS 

99 

5315 

Pin,  Spring,  Tubular,  Coiled,  Heavy  Duty  Validated  Mar  82  USER-AT  Et  MC 
REV-MI  AV  IS 

MS-39085B 

AR 

23 

Moy 

69 

AR 

99 

5315 

Pin,  Spring,  Tubular,  Slotted,  Cres  420,  Metric  USER-AV  ME  CE  YO  MC 

REV-MI  ER  NS  IS 

DOD-P-63477/2 
NOTICE  1 

AR 

14 

Apr 

87 

AR 

OS 

99 

5315 

Pin,  Spring,  Tubular,  Coiled,  Light  Duty,  Carbon  Steel,  Metric  USER-AV  CE  ME 

MC  YD  REV-MI  ER  NS  IS 

DOD-P-63477/3 
NOTICE  1 

AR 

14 

Apr 

87 

AR 

OS 

99 

5315 

Pin,  Spring,  Tubulor,  Colled,  light  Duly,  Crei  302,  Metric  USER-AV  ME  CE  YD 

MC  REV-MI  ER  NS  IS 

DOD-P-63477/4 

AR 

29 

Moy 

81 

AR 

OS 

99 

5315 

Pin,  Spring,  Tubulor,  Coiled,  Standord  Duly,  Carbon  Steel,  Metric  USER-CE  ME 

AV  MC  YD  REV-MI  ER  IS  NS 

DOO-P-63477/5A 

AR 

23 

Feb 

84 

AR 

OS 

99 

5315 

Pin,  Spring,  Tubulor,  Coiled,  Standord  Duly,  Crej  302,  Metric  Validated  Apr  87 
USER-AV  CE  ME  MC  YO  REV-MI  ER  NS  IS 

DOC-P-63477/6 
NOTICE  1 

AR 

14 

Apr 

87 

AR 

OS 

99 

5315 

Pin,  Spring,  Tubular,  Slotted,  Standord  Duty,  CRES  420,  Metric  Validated  Apr 

87  USER-ME  CE  AV  YO  MC  REV-ER  Ml  IS  NS 

DOD-P-63477/7 
NOTICE  1 

AR 

14 

Apr 

87 

AR 

OS 

99 

5315 

Pin,  Spring,  Tubular,  Coiled,  Heavy  Duty,  Carbon  Steel,  Metric  Validated  Apr 

87  USER-ME  CE  AV  YO  MC  REV-MI  ER  NS  IS 

DOD-P-63477/8 
NOTICE  1 

AR 

14 

Apr 

87 

AR 

OS 

99 

5315 

Pin,  Spring,  Tubulor,  Colled,  Heovy  Duty  CRES  420,  Metric  USER-CE  ME  AV 

YD  MC  REV-ER  Ml  NS  IS 

DOD-P-63477/9 
NOTICE  1 

AR 

1.* 

Apr 

87 

AR 

OS 

99 

5315 

5315 

Pin,  Spring,  Tubular,  Slotted  USER-SH  MC  REV-MI  ME  AV  IS  NS . . 

Pin,  Stroight&heodless,  Drilled  For  Colter  Pins  Validated  Mar  82  REV-IS  ............ 

MS-16562C 

MS-51932 

AR 

AR 

} 

05 

Mor 

Apr 

86 

63 

AR 

AR 

OS 

99 

5315 

Pin,  Stroight,  Headed  •  .125  Nom.  Validated  Apr  83  REV-IS  . . . 

AN121601 
■  121650  REV  2 

11 

28 

Aug 

62 

AR 

AS 

11 

5315 

I’rn,  Slroighl,  Headed  USER-MI  REV-AV  ME  82  IS . 

MII-P-5673C  (21 

AS 

12 

Jul 

84 

AR 

AS 

99 

5315 

5315 

Prn.  Straight,  Headless  (Dawel),  USER-CE  Gl  REV-MI  EA  MCYD  IS . 

P.n,  Straight,  Headless  USER-AT . . . . . . . . . . . 

MIL-P'21143B  (1) 
MS-51400 

AR 

AR 

It 

04 

Jun 

Nov 

86 

80 

AR 

AR 

OS 

99 

5315 

Pin,  Stroight,  Heodless  (Dowel)  •  Jun  75  W/DOO  Exception  REV-ME  10  IS  ...... 

NAS  507-75 

REV  3 

AS 

05 

Dec 

80 

AV 

AS 

11 

5315 

Pin,  Stroight,  Heoded  (Clevis  Pin)  Steel,  Cadmium  Or  Zinc  Plated.  Validated 

Mar  82  USER-AT  MC  OS  YO  REV-MI  ME  IS 

MS-35810B 

AR 

21 

Mor 

69 

AR 

SH 

99 

5315 

Pin,  Stroight,  Headless  (Dowel)  (.0002  Over  Nomlnol  Size)  USER-AR  YO  AS 
REV-EA  AT  AV  Ml  82  IS 

MS-16555C 

AR 

19 

Aug 

85 

AR 

os 

99 

5315 

Pin,  Stroight,  Heoded,  Swoged  CoHor,  Limilotions  For  Use  Of  (Asg)  Validated 

Nov  73  REV.99  IS 

MS-25420A 

82 

21 

Jur 

62 

AS 

99 

5315 

Pin,  Stroight,  Headed  ■  .167  Nom,  Validated  Apr  83  REV-IS  _ _ .... _ ...... 

AN12I551 
-  121700  REV  2 

11 

28 

Aug 

62 

AR  AS 

11 

5315 

Pin,  Stroight,  Headed  (Clevis  Pins)  Validated  Mar  82  USER-CE  AV  ME  YD  05 

MC  REV-MI  IS 

MII-P-27235A 

AR 

27 

Nov 

68 

AR 

99 

5315 

Pin,  Stroight,  Heoded  >  ,250  Nom.  Validated  May  82  REV-IS,, . . . 

AN121701 
-  121750  REV  2 

99 

28 

Aug 

62 

AR 

AS 

99 

5315 

‘^in,  Stroight,  Headless  (Dowel),  General  Specificoiron  For,  Metric  Validated 

Apr  87  USER-ME  REV-AT  1 1  NS  IS 

OOD-P-53478 
NOTICE  1 

AR 

14 

Apr 

87 

AR 

99 
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5315 

Pin,  Straight,  Headed  •  .312  Norn.  Vol!<fated  May  82  REV-IS...... . . . 

AN121751 
■  121800  REV  2 

99 

28  Aug 

62 

AR  AS 

99 

5315 

Pin,  Stroight,  Headless  (Dowel)  (.0002  Over  Size)  Cres  303  USER-CE  GL  MC 

MIL-P-2114371A 

AR 

10  Apr 

87 

AR  OS 

99 

YO  REV-EA  ER  Ml 

5315 

Pin,  Straight,  Heeded  •  .375  Nom.  Validated  Apr  83  REV-IS . . . . . 

AN121801 

11 

28  Aug 

62 

AR  AS 

11 

•  121850  REV  2 

5315 

Pin,  Straight,  Heedless,  (Dowel)  Stondard  Size,  Metric  USER*ME  REV*AT  1 1 

DOD-P-63478/1 

AR 

14  Apr 

87 

AR 

99 

NS  IS 

NOTICE  1 

5315 

Pin.  Straight,  Headed  •  .500  Nom.  Validated  May  82  REV<IS....................... . 

AN121851 

99 

28  Aug 

62 

AR  AS 

99 

•  121925  REV  2 

5315 

Pin,  Slroight,  Headless,  (Dowel)  (.0002  Under  Size),  CRES  303  USER-CE  Gl 

MIL-P-21 143/2 

AR 

20  -lun 

84 

AR  OS 

99 

MC  YD  REV-EA  ER  Ml  IS 

5315 

Pin,  Straight,  Heedless  (Dowel)  Oversize,  Metric  USER*ME  REV*AT  11  NS  IS.... 

DOD-P-63478/2 

NOTICE  1 

AR 

14  Apr 

87 

AR 

99 

5315 

Pin,  Straight,  Heeded  (Clevis  Pin)  General  Specification  For,  Metric  USER*ME 

OOD-P-53479 

AR 

29  May 

81 

AR 

99 

REV-AV  AT  11  IS 

5315 

Pin,  Stroight,  Headless  (Dowel),  (.001  Over  Nominal  Size)  Validated  Mar  82 

MS-16556B 

AR 

08  Sep 

76 

AR  OS 

99 

USER-YO  AS  REV-MI  ME  AV  SA  IS 

5315 

Pin,  Stroight,  Headed  (Clevis  Pin),  Metric  USER-ME . . . . . . . . . 

DOD.p.63479/1 

NOTICE  1 

AR 

14  Apr 

87 

AR 

99 

L 

5315 

Pin,  Straight,  Keoded  .0937  Diometer,  AMS5616  Validated  Oct  83  REV‘99  ...... 

MS-9842 

AS 

29  Feb 

68 

AS 

5315 

Pin,  Straight,  Heeded  -  Drilled  Shook  REV-MI  AV  IS . . . . . . . . 

MS-20392E 

AS 

12  Jul 

84 

AR  AS 

99 

L 

5315 

Pin,  Straight,  Heeded  .1249  Diameter,  AMS5616  Validated  Oct  83 . . 

MS-9843 

AS 

29  Feb 

68 

AS 

5315 

Pin,  Straight,  Headed  .1874  Diameter,  AMS5616  Validated  Oct  33 . 

MS-9844 

AS 

29  Feb 

68 

AS 

5315 

Pin,  Straight,  Heeded  .2499  Diometer,  AMSS616  Validated  Oct  83..,...., . 

MS-9845 

AS 

29  Feb 

68 

AS 

5315 

Pin,  Straight,  Headed  .3124  Diameter,  AMS56t6  Validated  Oct  83 . 

MS-9846 

AS 

29  Feb 

68 

AS 

5315 

Pin,  Straight,  Headed  .3749  Diameter,  AMS5615  Validated  Oct  63 . 

MS-9847 

AS 

29  Feb 

68 

AS 

5315 

Pin,  Straight,  Heeded  ,4999  Diameter,  AMS5616  Validated  Oct  83  REV-99 

MS-984B 

AS 

29  Feb 

68 

AS 

5315 

Pin,  Straight,  Heodless-ams  5688,  Lo«k  Validated  Apr  84  REV-MI  IS  . 

MS-9I05B 

AS 

01  Feb 

80 

AV  AS 

11 

L 

5315 

Pin,  Stroight,  Headless  •  Ams  5735,  Lock  (Asg)  Validated  Oct  83  REV-MI  ME 

IS 

Pin,  Straight,  Heedless  >  Cres,  Ams  5735,  Dowel  Standard  And  Oversize  (Asg) 

MS-9389 

AS 

01  Aug 

61 

AS 

L 

5315 

MS-9390B 

AS 

01  May 

69 

AS 

Validated  Oct  83  REV-MI  ME  IS 

5315 

Pm,  Straight,  Heodfesi-steel,  Oversize  (Asg)  Validated  Apr  84  REV-MI  IS . . 

MS-9164B 

AS 

06  Nov 

73 

AV  AS 

11 

L 

5315 

Pin,  Stroight,  HEADE0-.124  Diameter,  Ams  5735  (Asg)  Validated  Oct  83 

MS-9462 

AS 

06  Nov 

64 

AS 

REV-IS 

1 

5315 

Pin,  Straight,  Keoded-  .186  Diameter,  Ams  5735  (Aig)  Validated  Oct  83 

MS-9463 

AS 

06  Nov 

64 

AS 

REV-MI  IS 

L 

5315 

Pin,  Straight,  Heeded-  ,248  Diameter,  Ms  5735  (Asg)  Validated  Oct  83 

MS-9464 

AS 

06  Nov 

64 

AS 

REV-ME  Ml  IS 

L 

5315 

Pin,  Stroight,  Heeded-  .311  Diameter,  Ams  5735  (Asg)  Validated  Oct  83 

MS-9465 

AS 

06  Nov 

64 

AS 

REV-IS 

1 

5315 

Pin,  Stroighl,  HEADED--373  Oiouelcr,  Am.  5735  Validated  Oct  S3  REV-IS . 

MS-9466 

AS 

06  Nov 

64 

AS 

1 

5315 

Pin,  Straight,  Headed  .436  Diometer,  Ams  5735  Validated  Oct  83  REV-I$ . 

MS-9467 

AS 

06  Nov 

64 

AS 

1 

5315 

Pin,  Straight,  Headed-  .497  Diameter,  Ams  5735  (Asg)  Validated  Oct  83 

MS-9468 

AS 

06  Nov 

64 

AS 

REV-MI  IS 

1. 

5315 

Pin,  Straight,  Headless-oms  5132,  Lock  Validated  May  82  REV-MI  15.......... . 

MS-9486A 

AS 

17  Jon 

65 

AS 

L 

5315 

Pin,  Stroight,  Steel-drill  Rod  Validated  Mar  82  USER-AT  REV-AV  Ml . 

MS-51838 

AR 

19  Sep 

67 

AR 

5315 

Pin,  Tapered,  Plain  Validated  Apr  85  REV-99  IS . . . . 

MIL-P'166106 

AR 

25  Apr 

73 

AR  OS 

5315 

Pin,  Topered,  Ploln  USER-AT  ME  SH  MC  AS  REV-AV  IS  . 

MS-24692D 

AR 

28  Sep 

87 

AR  OS 

99 

5315 

Pins,  Spring,  Tubulor  (Coiled  And  Slolled)  USER-ME  SA  MC  SH  REV-MI  AV  EA 

IS 

Spike,  Borge  And  Boot  USER-SA  REV-GL  MC  . 

MII-P-10971E  (2) 

AR 

30  Aug 

85 

AR  OS 

99 

5315 

MS-907 17A 

AR 

25  Jon 

88 

AR  YD 

99 

5315 

Spike,  Common,  Wire  USER-SA  REV-GL. MC  IS . 

MS-90718A 

AR 

25  Jan 

88 

AR  YD 

99 

5315 

Stopte,  Cable,  Electrican  S  Validated  Mar  80  USER-SA  REV-Gl  AR  MC  IS . 

MS-90719 

AR 

18  Dec 

62 

AR  YD 

99 

5315 

Staple,  Fence  Validated  Apr  85  USER-SA  REV-GL  MC  IS............. . . . 

MS-90720 

AR 

18  Dec 

62 

AR  YD 

97 

5315 

Stople,  Ground  Wire  Validated  Feb  85  USER-MC  REV-ME  AR  SA  IS  . . 

MS-21309A 

ER 

10  Aug 

67 

ER  YD 

99 

5315 

Staple,  Wiring,  Electricon  S  Validated  Apr  85  USER-SA  REV-GL  MC  IS  . . 

MS-90721 

AR 

18  Dec 

62 

AR  YD 

99 

5315 

Tock  USER-SA  REV-Gl  MC  IS . 

MS.90722A 

AR 

25  Jon 

88 

AR  YD 

99 

5315 

Tock  Validated  Jan  81  USER-AT  SA  SH  MC  REV-ME  IS  . 

FF.M813 

/AR 

31  Jul 

73 

AR  YD 

99 

5320 

Aircraft  Fotteneri  Instolletion  &  .Removal  Methods  For  MS14218  120  Deg. 

MIL-HDBK  271/102 

AS 

15  Aug 

84 

AS 

Rivets 

5330 

Alio/  Rivets,  Corrosion  And  Heot  Resistont  74NI  -  15.  Cr  >  8.0FE  -1  Oct  87  ...... 

AMS  7232G-87 

11 

17  Mor 

89 

MR  AS 

11 

5320 

Bolt  -  lock.  Shear,  Protruding  Head,  Stump  T/pe,  Titanium  Alfo/  *  29  Dec  1981 

NAS  2605THRU2612-81 

AS 

11  Feb 

87 

AV  AS 

11 

USER-AS  REV-IS 

REV  4 

5320 

Bolt  -  Lock,  Shear,  1(X)  Deg.  Head,  Stump  T/pe  Titonium  Alio/  •  29  Dec  1981 

NAS  2705THRU2712-81 

AS 

11  Feb 

87 

AV  AS 

11 

USER-AS  REV-IS 

REV  4 

E 

5320 

Bolt  Lock,  Shear,  Protruding  Head,  Stondard  And  Oversize,  Pull  T/pe,  Titomum 

NAS  2406TKRU2412-73 

AS 

15  Sep 

78 

AV  AS 

11 

Alio/  -  Dec  73  W/dod  Exceptions  Validated  Mar  84 

REVS 

Soil  Lock,  Tention,  Prorrudlng  lUisd,  Strvp  Type,  Titonlwnt  A'lo/  27  Dec  *781 

•  AAv5b}{|\S/2*  BA'G  1 

AS 

11  Feb 

07 

AV  AS 

11 

USER-AS  REV-IS 

REVS 

E 

5320 

Bolt,  Lock,  Shear,  100  Deg.  Head,  Slondord  &  Over  Size,  Pull  T/pe,  Titonium 

NAS  2506THRU2512-73 

AS 

15  Sep 

78 

AV  AS 

11 

Alio/  -  Dec  73  W/DOD  Exceptions  Validated  Mar  84 

REVS 

E 

5320 

Bolt,  Lock,  Tension,  Protruding  Heod,  Stondard  And  Oversized,  Pull  Type, 

NAS  2005THRU2012-73 

AS 

15  Sep 

78 

AV  AS 

11 

Titanium  Alloy  •  Dec  73  W/DOD  Exceptions  Validated  Apr  84 

REV  4 

E 

5320 

Bolt,  Lock,  Tension,  100  Deg.  Heod  (MS24694),  PuH  T/pe,  Titanium  Alloy  •  Dec 

NAS  2105THRU21 12-73 

AS 

15  Sep 

78 

AV  AS 

11 

73  W/DOD  Exceptions  Validated  Apr  84 

REV  4 

5320 

Cop,  Rivet  Validated  Apr  83  USER-ER  MC  REV-AR  Ml  Gl  IS  . 

MS-51924A 

AR 

07  Jul 

70 

AR  YD 

5320 

Coilor,  Hi-sheor  Rivet,  1200  Degrees  F  -  Feb  63  Validated  May  82  REV-ME  ER 

10 

Collor,  Swoge  locking.  For  Pull  Type  A  Stump  Type  Lock  Bolts  -  15  Aug  1985 

NAS  1585-63 

AS 

14  Jun 

74 

AV  AS 

11 

5320 

NAS  1080-85 

AS 

II  Feb 

87 

AV  AS 

11 

USER-AS  REV-IS  REV  7 
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5320 

Control,  Collar  Assembly,  Steel,  With  Flosh  \/eIded  Clevis  &  Threoded  Rod 

Ends  •  Jon  64  Validated  Apr  82  REV-ME  ER  10 

NAS  528-64 

AS 

14  Jun 

74 

AV  AS 

11 

5320 

Fostener  (Bolts),  Blind,  High  Strength,  Corrosion  Resistant  And  Keot  Reslstont 

Steel.  Flush  Head  REV-AR  99  IS 

MIL-F-8975/2A 

AS 

29  Sep 

82 

AV  AS 

11 

5320 

Fastener  Blind,  High  Strength,  Pull  Type,  Positive  Mechanical  lock.  Protruding 

Keod,  Alloy  Steel  112  K.s.i  Fsu  REV-MI  99  87  IS 

MS-90354P 

AS 

23  Moy 

88 

AV  AS 

99 

5320 

5320 

Fostener,  (Bolts),  Blind,  High  Strength,  installation  Formed,  Corrosion  Resistont 

Steel.  Heot  Resistant  Steel  And  Titanium,  Design  And  Usoge  Umitotions  For 
Fastener,  Blind,  High  Strength,  Instollotion  Formed,  Alloy  Steel,  Design  &  Usage 
Limitations  For  REV-MI  AR  99  IS 

MIL-F.8975/1A 

MIL-F-8n77/l 

NOTICE  1 

AS 

AS 

29  Sep 

09  Mar 

82 

88 

AV  AS 

AV  AS 

11 

5320 

5320 

Fostener,  Blind,  High  Strength,  Pull  Type,  Positive  Mechoniccl  lock,  1(X>  Degrees 
Flush  Heod,  Corrosion  Resisting  Steel  95  Kst  Fsu  REV-MI  11  IS 

Fostener,  Blind,  High  Strength,  Instollotion  Formed.  Threoded,  Self  locking,  100 
Oeg.  Flush  Heod.  450  Deg.  F,  Alloy  Steel  112  Ksi  Fsu 

MS-21 140F 

MIL-F-8 1177/2 

NOTICE  1 

AS 

AS 

23  May 

09  Mar 

88 

88 

AV  AS 

AV  AS 

99 

5320 

Fastener,  Blind,  High  Strength,  Instollotion  Formed,  Corrosion  Resistont  Steel, 

Heot  Resistont  Steel  &  Titonium,  Generol  Specification  For  USER-SH  REV-AR 

Ml  OS  SH  99  82  IS 

MII-F.8975B  (1) 

SUPPL  1 

AS 

27  May 

88 

AV  AS 

99 

5320 

Fastener,  Blind.  High  Strength.  Installation  Formed.  Threaded.  Self  locking. 
Protruding  Head,  450  Deg.  F,  Alloy  Steel,  112  KSI,  Fsu  REV-MI  AR  99  IS 

MIL-F.81 177/3 

NOTICE  1 

AS 

09  Mar 

88 

AV  AS 

11 

5320 

Fostener,  Blind,  High  Strength.  Pull  Type,  Positive  Mechanicol  lock.  Protruding 
Head,  Corrosion  Resisting  Steel,  95  KSI  Fsu  REV-MI  11  IS 

MS-21141F 

AS 

23  May 

88 

AV  AS 

99 

5320 

Fostener,  Blind,  Titanium,  Protruding  Heod  Type  2  Class  2  R6V-99  IS . . . 

MIL-F-8975/5A 

AS 

29  Sep 

82 

AV  AS 

11 

5320 

Fasteners,  Blind.  High  Strength,  Tilonium/cres,  Flush  Heod,  Type  1,  Closs  2 . 

MIL-F-897S/6 

AS 

06  Jun 

88 

AV  AS 

99 

Q 

5320 

Fosteners,  Blind,  High  Strength,  Installation  Formed,  Alloy  Steel  REV-AR  99  82 

IS 

Fasteners,  Blind,  Titonium,  Flush  Head,  Type  2,  Class  2  REV-AR  99  IS . . . 

MILF-81177E 

AS 

15  Feb 

84 

AV  AS 

99 

5320 

MIL-F-8975/3A 

AS 

29  Sep 

82 

AV  AS 

11 

5320 

Fasteners,  Blind,  High  Strength,  Corrosion  Resistont  &  Heat  Resistont  Steel 
Protruding  Heod,  Type  2  Class  1  REV-AR  99  IS 

MIL-F.8975/4A  (1) 

AS 

15  Ocl 

85 

AV  AS 

11 

5320 

Goges,  Pins  &  Collar  Inspection.  Swage  Locking  >  7  Dee  84  W/OOD 

Exceptions  REV-IS 

NAS  1563-84 

REV  6 

AS 

29  May 

86 

AS 

11 

E 

5320 

Gages,  Pins  And  Collar  Inspection  Swage  Locking  -  26  Apr  82  W/OOD 

Exceptions  REV-IS 

NAS  1563-82 

REV  5 

AS 

20  May 

83 

AV  AS 

11 

5320 

Nonstructurol  Rivets  For  Blind  Attachment,  Limltotlons  For  Design  And  Usoge 
REV-AV  me  99  IS 

MS-33557A 

AS 

15  Sep 

81 

AS 

11 

L 

5320 

Pin  &  Flathead,  Hi&shear,  Oversize,  160,000  Psi  Validated  May  84  REV-IS . 

MS-21000 

82 

06  Jun 

66 

99 

L 

5320 

Pin-rivet,  Grooved,  Brazier  Head,  Stroight  Shonk,  Six  locking  Grooves, 

Aluminum  Alloy,  Corrosion-resistont  &  Corbon  Steels  Validated  Apr  81 

MIL-P-23469/2A 

SH 

31  Moy 

67 

SH 

L 

5320 

Pin-rivet,  Grooved,  Brazier,  Truss  &  Flush  Head,  Straight  Shonk,  Wide  Grip 

Ronge,  Multiple  Locking  Grooves.  Aluminum  Alloy  &  Carbon  Steel  Validated 

Apr  81 

M1L-P-23469/3A 

SH 

31  Moy 

67 

SH 

1 

5320 

Pin-rivet,  Grooved.  Round  Heod,  Stroight  Shonk,  Multiple  locking  Grooves, 
Aluminum  Alloy,  Corrosion-resistont  &  Corbon  Steels  Validated  Apr  81 

MIL-P-23469/4A 

SH 

31  Moy 

67 

SH 

1 

5320 

Pin-rivet,  Grooved,  Truss  Head,  Stroight  Shank,  Six  locking  Grooves  &  Multiple 
Locking  Grooves,  Aluminu,  Alloy,  Corrosion-resistont  &  Corbon  Steels 

Validated  Apr  81 

MII-P-23469/5A 

SH 

31  May 

67 

SH 

1 

5320 

Pin-rivet,  Grooved,  Flot  90  Oeg.  Countersunk  Head,  Stroight  Shook,  Six  locking 
Grooves  &  Multiple  locking  Grooves,  Aluminum  Alloy,  Corrosion-resistont 

Steel  &  Corbon  Steels  Validated  Apr  81 

MII-P-23469/6A 

SH 

31  Moy 

67 

SH 

L 

5320 

Pin-rivet,  Grooved,  Oval  60  Deg.  Countersunk  Head,  Topered-section  Shonk, 
Multiple  locking  Grooves,  Aluminum  Alloy,  Corrosion-resistont  Steel  & 

Corbon  Steels  Validated  Apr  81 

MII-P-23469/7A 

SH 

31  Moy 

67 

SH 

L 

5320 

Pin-rivet,  Grooved  &  Collor,  Grooved  Pin-rivet.  Swoge-locked  (lockpin)  Generol 
Specificotion  For 

Ma-P-23469C 

SUPP  1 

SH 

19  Feb 

88 

SH 

E 

5320 

Pin,  Flot  Head,  Hi-sheor  Rivet,  Close  Toleronce,  1200  Degrees  F  •  Feb  63 

W/dod  Exceptions  Validated  Apr  82  REV-ME  ER  10 

NAS  1584-63 

AS 

14  Jun 

74 

AV  AS 

11 

E 

5320 

Pin,  Hi-sheor  Rivet,  120  Deg  F,  Procurement  Specificotion  For  W/OOD 

Exceptions  REV-IS 

NAS  1590-81 

REV  1 

AS 

06  Jul 

83 

AS 

11 

5320 

Pin,  Spring,  Functionol  Umitotions  Of  (Aig)  Validated  Mar  83  USER-AT  REV-MI 

MS-33547C 

AS 

15  Feb 

57 

AS 

99 

E 

5320 

Pin,  Swog  locking.  Steel,  Stondord  And  Oversize,  Protruding  Heod,  Tension, 

Pull  Type  -  Dec  73  W/000  Exceptions  Validated  Mar  84  REV-ME  10  IS 

NAS  1465THRU1472-73 
REV  2 

AS 

15  Sep 

78 

AV  AS 

n 

E 

5320 

Pin,  Swage  locking.-Aluminum  Alloy,  Protruding  Head,  Tension,  Pull  Type  •  Dec 

73  W/DOO  Exceptions  Validated  Mar  84  REV-ME  10  IS 

NAS  1525THRU153273 
REV  2 

AS 

15  Sep 

78 

AV  AS 

11 

E 

5320 

Pin,  Swoge  locking,  108  Ksi  Steel  100  Deg.  Shear/tension  Heod,  Pull  Type  - 
Dec  73  W/DOD  Exceptions  Validated  Mar  84 

NAS  7024THRU7032-73 

AS 

15  Sep 

78 

AV  AS 

11 

5320 

Pin,  Swage  Locking,  l^’'  Ksi  Steel,  Protruding  Head,  Shear/lension,  Pull-Type  • 

Dec  73  W/dod  Exception's  Validated  Mar  84  REV-ME  10  IS 

NAS  7034THRU7042.73 

AS 

15  Sep 

78 

AV  AS 

11 

E 

5320 

Pin,  Swoge  locking.  Aluminum  Alloy,  1(X)  Deg,  Heod  (MS24694),  Tension, 

Slump  Type  -  Dec  73  W/DOD  Exceptions  Validated  Mar  84  REV-ME  10  IS 

NAS  1546THRU1552-73 
REV  2 

AS 

15  Sep 

78 

AV  AS 

11 

5320 

Pin,  Swage  locking.  Aluminum  Alloy,  Protruding  Head,  Tension,  Stump-  Type  • 

29  Dec  1981  USER-AS  REV-IS 

NAS  155SrHRU1562-S1 
REV  3 

AS 

11  Feb 

87 

AV  AS 

11 

E 

5320 

Pin,  Swage  locking.  Aluminum  Alloy,  1(X)  Deg.  Heod  (MS20426)  Tension,  Pull 

Type  -  Dec  73  W/dod  Exceptions  Validated  Mar  84  REV-ME  10  1$ 

NAS  1535THRU1542-73 
REV  2 

AS 

IS  Sep 

78 

AV  AS 

11 

E 

5320 

Pin,  Swage  locking.  Aluminum  Alloy,  100  Oeg.  Heod  (MS24694),  Tension,  Pull 
Type  .  Dec  73  \V/dod  Exceptions  Validated  Mat  84  REV-ME  10  IS 

NAS  1516THRU1522-73 
REV  2 

AS 

30  Jon 

84 

AV  AS 

11 

5320 

Pin,  Swoge  locking,  Sfeel-lOO  Deg<  Shear  Heod  Slump  Type  -  29  Dec  1981 
USER-AS  REV-IS 

NAS  1414THRU1422-81 
REV  3 

AS 

11  Feb 

87 

AV  AS 

11 

5320 

Pjn,  Swage  locking,  Steel,  Protruding  Head  Shear,  Slump  Type  « 29  Dec  1981 
USER-AS  REV4S 

NAS  1424THRU1432-81 
REV  3 

AS 

11  Feb 

87 

AV  AS 

11 

5320 

Pin,  Swage  Locking,  Steel,  Slondord  And  Oversize,  Protruding  Head,  Sheor, 

Pull  Type  (Use  Nos  7C34  Thru  7042)  Validated  Oct  84 

NAS  1446THRU14S2 

AS 

30  Oel 

63 

AR  SH 

11 

353 
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E 

532a 

Pin,  Swoge  Locking,  Steel,  Stondord  And  Oversize,  100  Deg,  Head  (MS20426), 
Tenson,  Poll  Type  ■  Dec  73  W/DOD  Exceptions  Validated  Mar  84  R£V*ME 

10  IS 

Pin,  Swage  locking.  Steel,  100  Deg.  Head  (MS24694),  Tension,  Stump  Type  > 

Dec  73  W/dod  Exceptions  Validated  Mar  84  REV-ME  10  IS 

NAS  1475THRU1482-73 
REV  2 

AS 

15 

Sep 

78 

AS 

11 

E 

5320 

NAS  1486THRU 1492-73 
REV  2 

AS 

15 

Sep 

78 

AV  AS 

11 

5320 

Pin,  Swage  Locking,  Steel  100  Deg.  Head  (MS24694)  Tension,  Stump  Type  • 

29  Dec  1981  USER-AS  REV-IS 

NAS  1486THRU1492-81 
REV  3 

AS 

11 

Feb 

87 

AV  AS 

11 

E 

5320 

Pin,  Swage  Locking,  Steel,  Stondord  &  Oversize,  100  Deg.  Sheer  Head,  Pull 

Type  ■  Oct  73  W/dod  Exceptions  (See  Nas  7024  Thru  7032)  Validated  Oct 

84 

Pin,  Swage  locking.  Steel,  Protruding  Head,  Tension,  Stump  Type  •  Dec  73 
W/DOD  Exceptions  Validated  Mar  84  REV.ME  10  IS 

NAS  1434THRU1442 

AS 

14 

Jun 

74 

AV  AS 

11 

E 

5320 

NAS  I496THRU1502-73 
REV  2 

AS 

15 

Sep 

78 

AV  AS 

11 

5320 

Pin,  Swage  locking,  Steel,  Protruding  Head,  Tension,  Stump  Type  -  29  Dec 

1981  USER-AS  REV-IS 

NAS  I496THRU1502-81 
REV  3 

AS 

11 

Feb 

87 

AV  AS 

11 

E 

5320 

Pin,  Swoge  locking,  Steel,  Standard  And  Oversize,  100  Deg.  Heed  (MS24S94), 
Tension,  Pull  Type  >  Dec  73  W/dod  Exceptions  Validated  Mar  84  REV*ME  10 

IS 

Pin,  100  Deg.  Countersunk  Head,  Hi-shear,  Oversize,  160,000  Psi  Validated 

May  84  REV-IS 

NAS  14S6THRU1462-73 
REV  2 

AS 

15 

Sep 

78 

AV  AS 

11 

L 

5320 

MS-21001 

82 

06 

Jun 

66 

99 

5320 

Pin,  100  Degrees,  Countersunk  Heed,  Hi-shear  Rivet,  Close  Toleronce,  1200 

Degrees  F  -  Feb  63  Validated  Apr  82  REV-ME  ER  10 

NAS  1583-63 

AS 

14 

Jun 

74 

AV  AS 

11 

5320 

Pins  &  Collars,  Swoge  Locking  -  15  Aug  1985  USER-AS  REV4S. . . 

NAS  1413-85 

REV  5 

AS 

11 

Feb 

87 

AV  AS 

11 

L 

5320 

Pins  And  Collors,  Swoge-locking,  Regular  Height,  Flonged  And  low  Profile, 
Aluminum  Alloy,  Corrosion  Resistant  Steel,  Carbon  Steel  And  Alloy  Steel 
Validated  Apr  81 

MIL-P-23469/1A 

SH 

31 

May 

67 

SH 

5320 

Rivet  &  Countersunk  Head,  High  Temperature,  AMS7232  Validated  May  80 
REV-AV  IS 

AN123501 
■  123750  REV  4 

82 

27 

Jun 

74 

AV  AS 

99 

5320 

Rivet  &  Countersunk  Head,  High  Temperature,  Ams  7229  Validated  May  80 

REV-MI  AV  IS 

AN123451 
■  123600  REV  A 

99 

27 

Jun 

74 

AV  AS 

82 

5320 

Rivet  &  Universol  Head,  High  Temperature,  AMS7232  Validated  May  SO 

REV-AV  IS 

AN123301 
-  123450  REV  4 

99 

27 

Jun 

74 

AV  AS 

82 

5320 

Rivet  &  Universol  Head,  Mild  Steel  Validated  May  80  REV-AV  IS  . 

AN125551 
-  125700  REV  3 

82 

27 

Jun 

74 

AV  AS 

99 

5330 

Rivet  &  Universol  Head,  High  Temperature,  AMS7229  Validated  Apr  81 

REV-AV  IS 

AN123151 
■  123300  REV  4 

99 

27 

Jun 

74 

AV  AS 

82 

5320 

Rivet  &  Universal  Head,  Corrosion  Resistant  Steel  Validated  May  80  REV-M) 

AV  IS 

AN125401 
■  125550  REV  3 

82 

27 

Jun 

74 

AV  AS 

79 

E 

5320 

Rivet  •  Blind  Protruding  Head,  Mechonicolly  locked  Spindle,  Bulbed  •  17  Apr  78 
W/DOO  Exceptions  REV  IS 

NAS  1738-78 

REV  2 

AS 

30 

Jon 

84 

AS 

11 

E 

5320 

Rivet «  Blind  100  Deg  Flush  Head,  Mechonicolly  locked  Spindle,  Bulbed  •  17 

Apr  78  W/DOO  Exceptions  R=V.1S 

NAS  1739-78 

REV  2 

AS 

30 

Jon 

84 

AS 

11 

E 

5320 

Rivet  •  Blind,  Protruding  Head,  locked  Spindle  -  13  Nov  76  W/DOD  Exceptions 
REV-IS 

NAS  1398-78 

REV  4 

AS 

30 

Jon 

84 

AS 

11 

E 

5320 

Rivet  •  Blind,  Protruding  Heod,  Mechanically  locked  Spindle,  Bulbed  •  1  Aug  83 
W/dod  Exceptions  REV-IS 

NAS  1768  83 

REV  2 

AS 

30 

Jon 

84 

AS 

11 

5320 

Rivet  •  Blind,  Protruding  Heod,  locked  Spindle  •  31  Aug  84  W/DOD  Exceptions 
REV-IS 

NAS  1398-84 

REV  5 

AS 

29 

Moy 

86 

AS 

11 

5320 

Rivet  -  Blind,  KW  Deg.  flush  Head,  Locked  Spindle  •  31  Aug  1984  REV-IS  . 

NAS  1399-84 

REVS 

AS 

29 

Moy 

86 

AS 

11 

E 

5320 

Rivet  •  Blind,  100  Degflush  Head,  Mechanically  locked  Spindle,  Bulbed  •  1  Aug 

83  W/OOO  Exceptions  REV-IS 

NAS  1769-83 

REV  2 

AS 

30 

Jon 

84 

AS 

11 

5320 

Rivet  •  flot  Head,  Hi-  Shear,  Close  Tolerance  Shank  -  Mor  1980  USER-AS 

REV-IS 

NAS  529-80 

REV  5 

AS 

n 

Feb 

87 

AV  AS 

11 

5320 

Rivet  .  Tubular,  Oval  Head  USER-ME  ER  MC  REV-MI  GL  EA  82  IS  NS . 

M5-I6535G 

AR 

04 

Jon 

89 

AR  OS 

99 

5320 

Rivet  •  Tubulor,  150  Deg.  Flot  Countersunk  Heod  Validated  Apr  83  USER-Gl  AT 

ER  MC  YD  REV-MI  IS 

MS-16536A 

AR 

12 

Nov 

69 

AR 

99 

5320 

Rivet «  1(X)  Deg.  Countersunk  Heod  Corrosion  Resistoni  Steel  Validated  May  80 
REV-MI  AV  IS 

AN  124951 
.  125100  REV  3 

82 

27 

Jun 

74 

AV  AS 

99 

L 

5320 

Rivet  For  Sofety  Choin  Type  li,  Closs  6,  No.  O  Validated  Apr  81  REV-IS  . . 

M5-17312 

SH 

31 

Jul 

61 

SH 

5320 

Rivet-blind,  Protruding  Head,  Mechonicolly  locked  Spindle,  Bulbed  -  11  Apr  85 
W/OOD  Exceptions  REV-IS 

NAS  1768-85 

REV  3 

AS 

29 

Moy 

86 

AS 

11 

5320 

Rivet-blind,  100  Deg.  Flush  Heod,  Mechonicolly  locked  Spindle,  Bulbed  >11  Apr 

85  W/DODEXCEPTIONS  REV-IS 

NAS  1769-85 

REV  3 

AS 

29 

May 

86 

AS 

11 

5320 

Rivet-solid,  Countersunk  100  Deg  Heod,  A286  Corrosion  Resistont  Steel,  Metric 
-  Moy  79  REV-AR  IS 

NA  0053-79 

IS 

08 

Nov 

85 

AV 

11 

5320 

Rivet-solid,  Countersunk  100  Deg  Heod,  Monel,  Metric  •  May  79  REV-AR  IS...... 

NA  0054-79 

IS 

08 

Nov 

85 

AV 

11 

5320 

Rivet-solid,  Reduced  Countersunk  100  Deg  Heod,  A266  Corrosion  Resistont 

Steel,  METRIC-MAY-79  REV-AR  IS 

NA  0055-79 

IS 

03 

Nov 

85 

AV 

11 

5320 

Rivet-solid,  Reduced  Countersunk  100  Deg  Heod,  Monel,  Metric  >  Moy  79 

REV-AR  IS 

NA  0056-79 

IS 

08 

Nov 

85 

AV 

11 

5320 

Rivet-solid,  Univetsol  Heod,  Monel,  Metric  >  May  79  REV-AR  IS . 

NA  0052-79 

IS 

08 

Nov 

85 

AV 

11 

5320 

Rivet,  Blind  >  Generolpurpose,  Bulbed,  Self  Plugging  Mechonicolly-locked  Spindle 
-  Nov  77 

NAS  1900-77 

REV  2 

AS 

06 

Moy 

83 

AS 

99 

5320 

Rivet,  Blind-countersunk  Heod,  Drive  Type  USER-MI  ER  GL  AT  MC  SH  AS 

rev-me  is 

MS-24661C 

AR 

12 

Mor 

87 

AR 

82 

5320 

Rivet,  Blind,  Drive  Type  Validaled  Apr  85  USER-AT  GL  MC  REV-AV  ME  IS . 

MIL-R-27384B 

AR 

28 

Oct 

70 

AR  YD 

99 

5320 

Rivet,  Blind,  High  Strength,  Pull  Type,  Positive  Mechonicol  lock,  100  Degrees 

Flush  Head,  Alloy  Steel,  112  K.si.  Fssu  REV-Ml  99  82  IS 

MS-90353R 

AS 

23 

Moy 

88 

AV  AS 

99 

5320 

Rivet,  Blind,  Nonstructurol,  Universol  Head,  Class  1  REV-AV  Ml  SH  82  IS  .......... 

MS-206O4G 

AS 

15 

Sep 

87 

AR  AS 

99 

5320 

Rivet,  Blind,  Nonstructural  Type  USER-SH  REV-MI  AR  IS  . 

MIL-R-8814A 

AS 

31 

Oct 

83 

AS 

99 

1 

5320 

Rivet,  Blind,  Nonstructurol,  Retained  Mondrel  General  Specificotion  For 

USER-ME  NS  REV-MI  AV  11  82 

MIL-R-24243B 

AS 

21 

Sep 

87 

AR  AS 

99 

354 


FSC  USTING 


DOCUMENT 


ESC 

TITLE 

NUMBER 

PREP 

DATE 

CUSTODIAN 

5320 

Rivet,  Blind,  Nonstructural,  100  Deg.  Flush  Heod,  Class  2  REV*AV  ME  SH  82  IS 

MS-20505H 

AS 

31  Oct 

83 

AR  AS 

99 

L 

5320 

Rivet,  Blind,  Nonstructurol,  Retoined  Mandrel,  Open-end,  Domed  Heod, 

Aluminum  Alio/,  Corbon  Steel,  Corrosion  Resistont  Steel  USER*NS  REV*AV 

Ml  1 1  82 

MIL-R-24243/1D 

AS 

21  Sep 

87 

AR  AS 

99 

1 

5320 

Rivet,  Blind,  Nonstruciurol,  Retained  Mandrel,  Open-end,  Domed  Head, 
Nickel-copper  Alio/  USER-NS  REV-AV  Ml  11  82 

MIL-R-24243/2B 

AS 

21  Sep 

87 

AR  AS 

99 

L 

5320 

Rivet,  Blind,  Nonstructurol,  Retained  Mondrel,  Open-end,  3D  Domed  Heod, 

Aluminus  Alio/,  Carbon  Steel  USER-NS  REV-AV  Ml  11  82 

MII-R-24243/3C 

AS 

21  Sep 

87 

AR  AS 

99 

L 

5320 

Rivet,  Blind,  Nonstructurol,  Retained  Mandrel,  Open-end,  100  Deg.  Countersunk 
Heod,  Aluminum  Alio/  USER-NS  REV-AV  Ml  11  82 

MIL-R-24243/4C 

AS 

21  Sep 

87 

AR  AS 

99 

1 

5320 

Rivet,  Blind,  Nonstructurol,  Retained  Mandrel,  Open-end,  120  Deg.  Countersunk 
Head,  Aluminum  Alio/,  Corbon  Steel,  Nickel-copper  Alloy  USER-NS  REV-MI 

AV  11  82 

MII-R-24243/5C 

AS 

21  Sep 

87 

AR  AS 

99 

L 

5320 

Rivet,  Blind,  Nonstructurol,  Retained  Mandrel,  Closed-end,  Domed  Head, 

Aluminum  Alloy  USER-NS  REV-AV  Ml  1 1  82 

MIL-R-24243/6C 

AS 

21  Sep 

87 

AR  AS 

99 

L 

5320 

Rivet,  Blind,  Nonstructurol,  Retained  Mondrel,  Closed-end,  120  Deg. 

Countersunk  Heod,  Aluminum  Alloy  USGR-NS  REV-MI  AV  11  82 

MII-R-24243/7C 

AS 

21  Sep 

87 

AR  AS 

99 

L 

5320 

Rivet,  Blind,  Nonstructurol,  Retained  Mandrel,  Open-end,  Snop  Heod  Aluminum 
Alloy  USER-NS  REV-AV  Ml  11  82 

MII.-R-24243/8B 

AS 

21  Sep 

87 

AR  AS 

99 

L 

5320 

Rivet,  Blind,  Nonstructurol,  Retoined  Mondrel,  Open-end,  120  Deg.  Countersunk 
Heod,  Aluminum  Alloy  USER-NS  REV-AV  Ml  11  82 

MIL-R-24243/9B 

AS 

21  Sep 

87 

AR  AS 

99 

L 

5320 

Rivet,  Blind,  Nonstructurol,  Retained  Mandrel,  Open  end.  Domed  Heod, 

Aluminum  Alloy  USER-NS  REV-AV  Ml  11  82 

MtL-R-24243/10B 

AS 

21  Sep 

87 

AR  SH 

99 

E 

5320 

Rivet,  Blind,  Sell  Plugging,  Mechanically  Locked  Spindle,  Bulbed  >  Aug  83 

W/DOD  Exceptions  Vofidated  Sep  85  REV-ME  10  IS 

NAS  1740-83 

REV  3 

AS 

15  Sep 

78 

AS 

11 

E 

5320 

Rivet,  Blind,  Self  Plugging,  Mechonicolly  Locked  Spindle  •  Dee  72  W/DOD 
Exceptions  Validated  Mar  84 

NAS  1400-72 

REV  3 

AS 

15  Sep 

78 

AV  AS 

11 

5320 

Rivet,  Blind,  Structurol,  Mechonicolly  locked  &  Friction  Retoiner  Spindle, 

(Reliability  Maintainability)design  &  Construction  Req.  U$ER-GL  Ml  REV-ME 

Ml  AR  99  82  IS 

MS-33522C 

AS 

19  Oct 

84 

AV  AS 

99 

5320 

Rivet,  Blind,  Structural  Pull  Stem,  Self  Plugging,  Protruding  Heod,  Type  t 

Validated  Dec  83  USER-SH  REV-AV  MI  ME  ER  IS 

MS-20600G 

AS 

23  Sep 

77 

AR  AS 

99 

5320 

Rivet,  Blind,  Structural  Pull  Stem,  Sell  Plugging,  100  Deg.  Flush  Head,  Type  K 
Validated  Dec  83  USER-SH  REV-AV  Ml  ME  ER  IS 

MS-2050IG 

AS 

23  Sep 

77 

AR  AS 

99 

5320 

Rivet,  Blind,  Universal  Head,  Drive  Type  Validated  Apr  83  USER-GL  ME  MC 
REV-AV  Ml  AT  IS 

MS-24662B 

AR 

28  Oct 

70 

AR  YD 

99 

E 

5320 

Rivet,  Hi-sheor  1(X)  Deg.,  Flush  Close  Tolerance  Heod,  Sup.  NA$177  -  Dec  72 
W/dod  Exceptions  Validated  Apr  82  REV-ME  ER  10 

NAS  1055-72 

AS 

14  Jun 

74 

AV  AS 

II 

5320 

Rivet,  Lorge  •  72  (Reapproved  83)  Validated  Sep  83 . . . . . 

ANSI  818.1.2-72 

AR 

20  Nov 

72 

AR 

99 

5320 

Rivet,  Protruding  Head,  High-sheer,  Sup.  NAS178  •  Dec  72  Validated  Apr  82 
REV-ME  ER  10 

NAS  1054-72 

AS 

14  Jun 

74 

AV  AS 

II 

5320 

Rivet,  Semi  Tubulor,  General  Purpose  Metric  *  24  Ju!  84  USER-ME  AT  SH 

REV-AV  Ml  ER  MC  IS  NS 

ASME  BI8.7.1M-84 

AR 

30  Jon 

85 

AR  AS 

99 

5320 

Rivet,  Slug,  Sleevelejj  ■  31  Oct  1985  USER-AS  REV-IS  . 

NAS  1321-85 

REV  2 

AS 

11  Feb 

87 

AV  AS 

11 

5320 

5320 

Rivet,  Smoll  Solid  -  72  (Reopproved  83)  Validated  Avg  83 . . . . . 

Rivet,  Solid  -  Tinner  S  VaMaled  Apr  83  USER'ER  MC  REV-MI  ME  IS . 

ANSI  B18.1.1-72 
MS-51931A 

AR 

AR 

20  Nov 
07  Jul 

72 

70 

AR 

AR-YD 

99 

5320 

5320 

5320 

5320 

5320 

5320 

Rivet,  Solid  •  Universal  Head,  Ams  5737(ASG)  Validated  Apr  84  USER-ME  MC 

Rivet,  Solid  ■  Universal  Head,  Ams  7233(ASG)  Validated  Oct  83  REV-IS 

Rivet,  Solid  •  100  Deg  Flush  Head,  Ams  7233(ASG)  Validated  Oct  83 

USER-ME  REV-IS 

Rivet,  Solid  -  100  Deg  Flush  Head  Ams  7235  (Asg)  Validated  Oct  P3  USER-ME 

MC  REV.99  IS 

Rivet,  Solid  Countersunk  Head  Brass  Or  Copper  Validated  Apr  83  USER-ER  MC 
REV-MI  GL  ME  IS 

Rivet,  Solid  Universal  Head,  Aluminum  Alloy  &  Titanium  Columbion  Alloy 

USER-ME  REV-EA  GL  82  IS 

MS.9403A 

MS.9019A 

MS.9318A 

M5-9460A 

MS.5I945A 

MS-20470E 

AS 

AS 

AS 

AS 

AR 

AS 

27  Jun  74 

27  Jun  74 

27  Jun  74 

27  Jun  74 

07  Jul  70 

10  May  84 

AS 
AV  AS 
AV  AS 

AV  AS 

AR  YD 

AR  AS 

11 

E 

5320 

Rivet,  Solid  1(X)  Deg.  Flush  Sheor  Head,  Aluminum  Alloy,  Titanium  Columbion 

Alloy  -  31  Mar  82  W/DOD  Exceptions  USER-AS  REV-IS 

NAS  1097-82 

REVS 

AS 

20Moy  83 

AV  AS 

11 

5320 

Rivet,  Solid  universal  Heod,  Steel,  Corbon,  And  Steel  Corrosion-resistant 

USER-ME  AT  MC  REV-MI  GL  SA  YO  IS 

MS-206I3E 

82 

13  Jon 

89 

AR  OS 

99 

5320 

Rivet,  Solid-universal  Head,  Brass,  Copper  And  Nickel-copper  Alloy  REV-AT  AR 

SH  IS 

MS-20615E 

82 

29  Mor 

85 

AV  AS 

99 

5320 

Rivet,  SOLID-KXI-OEG.  Countersunk  Heod,  Carbon  Steel,  Corrosion-resistont 

Steel,  Monel  And  Copper  USER-CE  MC  REV-GL  ME  AV  IS 

MS-20427F 

82 

26  Dec 

84 

AR  AS 

99 

L 

5320 

Rivet,  Solid,  Aluminum  Alloy,  Grade  7277,  Tempered  REV-IS . . . . 

MIL-R-1222tD 

ME 

25  Feb 

85 

ME 

5320 

Rivet,  Solid,  Belt  Voli'daled  Mar  82  USER-CE  AT  MC  REV-Gl  Ml  IS . 

MS-35745A 

AR 

12  Dec 

68 

AR  YD 

99 

5320 

5320 

Rivet,  Solid,  Button  Head,  Steel  (Inactive)  Validated  Aiar  60  USER-ME  AT  WV 
REV-AV  EA  IS 

Rivet,  Solid,  Countersunk  1(X)  Deg.,  Precision  Head,  Aluminum  And  Aluminum 

Alloy  USER-MC  REV-M!  GL  AV  ME  OS  82 

MS-51829A 

MS-20425H 

AR 

AS 

20  Mar 

25  Jun 

74 

<84 

AR 

AR  AS 

99 

5320 

Rivet,  Solid,  Countersunk  100  Deg.  Precision  Head,  Corbon  Steel,  Metric 

Validated  May  88  USER-ME  AT  MC  REV-MI  AS  NS  IS 

DS.S1406 

AR 

20  Moy  88 

AR 

99 

5320 

Rivet,  Solid,  Countersunk  100  Deg.  Precision  Heod,  Copper,  Metric  Validated 

May  88  USER-AT  MC  MS  REV-MI  GL  AS  NS  IS 

DS-51408 

AR 

20  May  88 

AR  YD 

99 

5320 

Rivet,  Solid,  Smoll  Metric  -  8  Sep  83  USER-ME  MC  YD  REV-AV  AT  Gl  Ml  85 

IS  NS 

ASME  B18.1.3M.84 

AR 

09  Apr 

84 

AR  AS 

99 

5320 

Rivet,  Solid,  Smoll;  Rivet,  Split,  Smoll;  R.'vet,  Tubular,  Small  Flot  Woshcr  (Burr); 
And  Cop,  Rivet,  General  Pnrpose  USER-ME  YO  MC  REV-AT  Mi  Gl  85  IS  NS 

FF.R-556D 

/AR 

17  Jul 

81 

AR 

99 

5320 

Rivet,  Solid,  Smoll  -  Metric  -  8  Sep  83  USER-ME  MC  YD  REV-AV  AT  Gl  Ml  85 

IS  NS 

ANSI/ASME  BI8.I.3M-83AR 

09  Apr 

84 

AR  AS 

99 

5320 

Rivet,  Solid,  Smoll,  Pon  Heod,  Steel,  Annecled  Validated  Apr  83  USER-AT  CE 

MC  REV-MI  IS 

MS-35743A 

AR 

12  Dec 

68 

A..  YO 

99 

355 
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5320 

Rivet,  Solid.  Smell.  Countersunk  Head.  Steel,  Annealed  VoUdoted  Apr  63 

USER-AT  CE  MC  CS  REV-MI  IS 

MS-357 44A 

AR 

12  0« 

68 

AR  YD 

99 

5320 

Rivel,  Solid,  Tinnerj  USER-AT  ME  OS  MC  REV-Ml  Gl  NS  IS  . 

MS-51401 

AR 

18  Dec 

80 

AR 

99 

5320 

Rivet,  Solid,  Universal  Head,  A266  Corrosion  Resistant  Steel  •  Sep  67  Validated 
Apr  82  REV-ME  ER  10 

NAS  1198-67 

AS 

14  Jun 

74 

AV  AS 

11 

5320 

Rivet,  Sol'd,  Universal  Heod,  Copper,  Metric  Validated  May  88 . . . 

DS-S1407 

NOTICE  1 

AR 

20  Moy 

88 

AR 

99 

5320 

Rivet,  Solid,  Universol  Head,  Brass,  Metric  (Metric)  Validated  May  88  USER-ME 

AT  MC  REV-GL  Ml  AS  NS  IS 

DS-S1404 

AR 

20  May 

88 

AR 

99 

5320 

Rivet,  Solid,  Universol  Head,  Carbon  Steel,  Metric  Validated  May  68  USER-ME 

AT  MC  REV-GL  MI  AS  NS  IS 

DS-51405 

AR 

20  Moy 

88 

AR 

99 

5320 

Rivet,  Solid,  1(X)  Deg.  Flush  Head,  A286  Corrosion  Resistont  Steel  •  Sep  67 

W/dod  Exceptions  Validated  Apr  82  REV-ME  ER  10 

NAS  1199-67 

AS 

14  Jun 

74 

AV  AS 

11 

5320 

Rivet,  Solid,  \00  Deg,  Flush  Shear  Head  A286  Corrosion  Resistont  Steel  And 

Monel  ■  13  Nov  78  W/DOD  Exceptions  REV-IS 

NAS  1200-78 

REV  5 

AS 

30  Jan 

84 

AS 

11 

5320 

Rivet,  Solid,  120  Deg.  Flush  Interference  Shear  Head  REV-AR  99  62  IS.... . 

MS-14218C 

AS 

25  Jan 

85 

AV  AS 

99 

5320 

Rivet,  Solid,  120  Oeg.  Flush  Interferb.nct,  Tension  Type  Heod . . . . 

MS-14219C 

AS 

25  Jan 

85 

AS 

5320 

Rivet,  Split,  Oval  Heod,  Steel  Validated  Apr  83  USER-AT  ER  MC  REV-AR  Ml  IS 

MS-35684A 

AR 

14  Mar 

69 

AR  OS 

99 

5320 

Rivet,  Split,  Ovol  Heod,  Brass  Validated  Apr  83  USER-ME  AT  ER  MC  REV-MI 

IS 

Rivet,  Steel,  Corrosion  &  Heat  Resistant  18CR  -  10.5NI  -  (Cbooto)  Solution 

Heot  Treated  •  1  Jon  86 

MS-35685A 

AR 

14  Mar 

69 

AR  OS 

99 

5320 

AMS  7229F-86 

20 

01  Aug 

86 

MR  AS 

20 

5320 

Rivet,  Steel,  Corrosion  Resistant  18CR  •  9NI  Solution  Heat  Treoted  -  1  Oct  85.. 

AMS  7228G-85 

20 

01  Aug 

86 

MR  AS 

20 

5320 

Rivet,  Strueturol,  Aluminum  Alloy,  Titanium  Columbium  Alloy,  Generol 

Specification  For  REV-AR  99  82  IS 

MIL-R-5674D  (1) 

AS 

09  Mar 

84 

AV  AS 

11 

5320 

Rivet,  Titonium,  Bimetol  95  Ksi  F  Su  Generol  Specification  For  Validated  May 

84  REV-89  99  IS 

MIL-R-83459A 

82 

29  Sep 

78 

AV  AS 

11 

5320 

Rivet,  Titonium,  Bimetal,  95  KSI  Su,  Protruding  Heod,  Type  1  REV-82  IS . . 

MIL-R-83459/1B 

82 

16  Jan 

86 

AS 

11 

5320 

Rivet,  Titonium,  Bimetal,  95  Ksi  Fsu,  1(X)  Oeg.  Tension  Crown  Heod,  Type  li 

REV-99  82  IS 

MIL-R-83459/2B 

82 

16  Jan 

86 

AS 

11 

5320 

Rivet,  Titonium,  Bimetal,  95  Ski  F  Su,  100  Degrees  Reduced  Flush  Crown  Head, 
Type  lii  REV-99  82  IS 

MIL-R-83459/3B 

82 

16  Jon 

86 

AS 

11 

5320 

Rivet,  Tubular  -  Flat  Heod  Val’dated  Apr  83  USER-ER  MC  RSV-MI  GL  ME  IS  .... 

MS-51942A 

AR 

07  Jul 

70 

AR  YD 

5320 

Rivet,  Tubular  (Inactive  Use  MS16535  And  MS16536)  Validated  Jut  8f.. . . 

MS-20450C 

AS 

15  Oct 

68 

AS 

99 

5320 

Rivet,  Tubular,  100  Deg,  Countersunk  Head  USER-ER  ME  MC  REV-EA  GL  Ml  82 

IS  NS 

MS-51499A 

AR 

04  Jon 

89 

AR  OS 

99 

5320 

Rivet,  Tubulor,  Round  &  Flol  Type  Head,  Metric  Validated  May  88  USER-ME 

AT  MC  REV-Ml  GL  AS  NS  IS 

DS-51403 

AR 

20  Moy 

88 

AR 

99 

5320 

Rivets  And  Rivet  Type  Fosteners  Preferred  For  Design,  Listing  Of  Validated  Mar 

85  USER-ME  GL  YO  OS  REV-MI  ER  EA  SH  99  IS 

MIL-STD.1759 

11 

10  Jul 

79 

AR 

11 

5320 

Rivets,  Alloy,  Corrosion  &  Heol  Resistont  52CO  -  20CR  -  10NI  •  15W  •  15  Oct 

79 

Rivets,  Alloy,  Corrosion  &  Heat  Resistant  74NI-15.5CR  -  8.0FE  •  01  Apr  81 
Validated  Mo'  88 

AMS  7236B-79 

20 

27  Feb 

81 

MR  AS 

20 

5320 

AMS  7232F-81 
NOTICE  1 

11 

15  Mar 

88 

MR  AS 

11 

5320 

Rivets,  Aitoy,  Cc  osion  &  Heal  Resistant  47,5NI  -  22CR  •  1.5CO  •  9.0MO  • 

0.60W  ■  18.5FE  Solution  Heat  Treoted  1  Apr  83 

AMS  7237A-83 

20 

01  Sep 

83 

MR  AS 

20 

5320 

Rivets,  Blind,  Structural,  Mechanically  Locked  Spindle  And  Friction  Locked 

Spindle,  General  Specification  For  USER-MC  REV-AV  Ml  IS 

MIL-R-7885D 

AS 

18  Apr 

88 

AR  AS 

99 

5320 

Rivets,  Blind,  Self  Plugging,  Preparation  For  And  Installation  Validated  Mar  82 .. 

MIL-R-47195 

Ml 

12  Jul 

74 

Ml 

5320 

Rivets,  Blind,  Structural,  Universal  Protruding  Head,  5056  AL  Alloy  Sleeve, 
Mechanically  Locked  Alloy  Steel  Spindle  (Type  1,  Style  A,  Closs  1)  USER-MC 
REV-AV  82  IS 

MIL-R-7885/2C 

AS 

18  Apr 

88 

AR  AS 

99 

5320 

Rivets,  Blind,  Siructura',  ICX)  D  -  h  Head,  5056  AL  Alloy  Sleeve, 

Mechanically  Locked  Alloy  S'  ndle  (Type  1,  Style  A,  Class  2)  USER-MC 

REV-AV  82  IS 

M1L-R-7885/3C 

AS 

18  Apr 

88 

AR  AS 

99 

5320 

Rivets,  Blind,  Structural,  Universal  Protruding  Head,  Nickel-copper  Alloy  Sleeve, 
Mechanicolly  Locked  15-7PH  CRES  Spindle  (Type  1,  Style  A,  Class  1) 

USER-MC  REV-AV  82  IS 

MII-R-7885/4C 

AS 

18  Apr 

88 

AR  AS 

99 

5320 

Rivets,  Blind,  Structural,  1(X)  Oeg,  Flush  Head,  Nickel-copper  Alloy  Sleeve, 
Mechanicolly  locked  15-7PH  CRES  Spindle  (Type  1,  Style  A,  Closs  2) 

USER-MC  REV-AV  82  IS 

MII-R.78B5/5C 

AS 

18  Apr 

88 

AR  AS 

99 

5320 

5320 

Rivets,  Blind,  Structural,  Universal  Protruding  Head,  5056  AL  Alloy  Sleeve, 
Mechanicolly  Locked  8740  Alloy  Steel  Spindle  Oversize  Oianr.eter  (Type  1, 

Styll  B,  Closs  1)  USER-MC  REV-AV  82  IS 

Rivets,  Blind,  Structural,  1(X)  Deg.  Flush  Head,  5056  Al  Al*oy  Sleeve, 

Mechonicoliy  Locked  8740  Alloy  Steel  Spindle,  Oversize  Diometer  (Type  1, 

Style  B,cIoss  2) 

MIL.R.7885/6C 

MIL-R-7885B/7B 

AS 

AS 

18  Apr 

30  Aug 

88 

85 

AR  AS 

99 

5320 

Rivets,  Blind,  Structural,  Universal  Protruding  Heod,  Nickel-copper  Alloy  Sleeve, 
Mechanically  Locked  15-7PH  CRES  Spindle  Oversize  Diometer  (Type  1,  Style 

B,  Class  1)  USER-MC  REV-AV  82  IS 

MIL-R-7885/8B 

AS 

14  Apr 

88 

AR  AS 

99 

5320 

Rivets,  Buck  Type,  Preporation  For  And  Instoilation  Of  Validated  Jun  56 

MII-R-4/196A  (1) 

Ml 

13  bep 

// 

Ml 

5320 

Rivets,  Generol  Purpose  Semi  Tubulor  Rivets,  Full  Tubular  Split  And  Rivet  Cop  • 

72  Validated  Jan  81  REV-AT  AV  Ml 

ANSI  B  18.7-72 

AR 

06  Dec 

72 

AR  SH 

99 

5320 

Rivets,  Solid,  Alloy,  Corrosion  Resistont  67N!  -  31CU  -  1  Apr  81  Validated  Mar 

88 

AMS  72:  .<081 
NOTICE  1 

11 

15  Mor 

88 

MR  AS 

11 

5320 

Rivets,  Steel,  Corrosion  &  Heal  Resistant  15CR  -  26NI  -  1.3MO  -  2.171  -  0.30V 
1650  Deg,-F  (900  Dsg.  C)  Solution  Heat  Treated  &  Portiolly  Precipitation 

Heot  Treated  -  15  Oct  79 

AMS  7235B-79 

20 

27  Feb 

81 

MR  AS 

20 

5320 

Steel,  Rivet  Solid,  Universol  Heod,  A266  Corrosion  Resistont,  Metric  *  May  79 
REV-AR  iS 

NA  0051-79 

IS 

08  Noy 

85 

AV 

11 

5325 

Bolt  Assembly,  Clomp  REV-MI  OS  82  IS . . . 

Eyelet  &  Locing  Validated  May  77  OS  IS  . . 

MIL-B-70332,  1 

AR 

25  Moy  84 

AR  AS 

99 

5325 

AN240 
•REV  1 

Ml 

15  Apr 

13 

Ml 

99 

356 
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•5325 

Eyelet,  Metollic,  And  Eyelet  Waihers,  Metollic.  Generol  Specificotion  For 

MIL-E-20452F  (1) 

GL 

30  Jun 

88 

GL  NU 

99 

USER-ME  AT  MC  REV-AR  82  IS 

E 

5325 

Eyelet,  Metallic,  Electrlcoi,  Printed  Circuit  Board,  Funnel  Type  •  Dec  65  W/dod 

NAS  1453-65 

AS 

05  Dec 

80 

AV  AS 

11 

Exceptions  USER-ME  REV-ME  10  IS 

•5325 

Eyelet,  Metolllc,  Rolled  Flange  Type,  And  Eyelet  Washer  USER*ME'AT  MC 

MIL-E-20652/1B 

GL 

28  Mnr 

86 

GL  NU 

99 

REV-AR  82  IS 

•5325 

Eyelet,  Metolllc,  Flat  Flange  Type  USER-AT  ME  MC  REV-82  IS . 

MIL-E-20652/28 

GL 

28  Mar 

86 

GL  NU 

99 

•5325 

Eyelet,  Metallic,  Telescopic  Type  Validated  Mar  83 . . . . . 

Mll-E-20652/3 

GL 

31  Mor 

72 

GL  SA 

99 

5325 

Fostener  &  Cowl,  Post  Type  {See  AN10076)  Validated  Aug  82  REV*IS . 

AN226 

AS 

18  Nov 

48 

AS 

99 

5325 

Fastener  &  Snopslide  (Supersedes  An  3195)  Validated  Jun  81  REV>M|  AV  IS  .... 

MS-21332A 

82 

04  Mor 

68 

GL  AS 

99 

5325 

Fastener  *  Blind,  Internolly  Threoded,  External  Sleeve,  General  Purpose,  Flush 

NAS  1670-83 

AS 

30  Jon 

84 

AS 

11 

Head,  Self  Locking  ■  7  Sep  83  REV*IS 

REV  2 

5325 

Fastener  ■  Blind,  Internall  Threaded,  Externol  Sleeve,  General  Purpose, 

NAS  1699-83 

AS 

30  Jan 

84 

AS 

11 

Protruding  Heod,  Self  Locking  REV*IS 

PEV  2 

5325 

Fastener  •  Blind,  Internally  Threaded,  External  Sleeve,  High  Temperoture, 

NAS  1671-83 

AS 

30  Jan 

84 

AS 

11 

Protruding  Head,  Self  Locking  -  7  Sep  83  REV*IS 

REV  4 

5325 

Fastener  •  Blind,  Internally  Threaded,  External  Sleeve,  lightweight.  Protruding 

NAS  1673-83 

AS 

30  Jon 

84 

AS 

11 

Head,  Self  locking  -  7  Sep  83  REV-IS 

REV  2 

5325 

Fostener  •  Blind,  Internally  Threoded,  Externol  Sleeve,  Lightweight,  Milloble 

NAS  1674-83 

AS 

17  Oct 

84 

AS 

11 

Head,  Self  Locking  -  7  Sep  83  REV-IS 

REV  2 

5325 

Fostener  ■  Interlocking  Slide  Validated  Mar  83  REV*MI  IS.... . . . 

AN229 

REV  5 

AS 

15  Aug 

68 

AV  AS 

99 

E 

5325 

Fastener  Blind,  Internally  Threaded,  Externol  Sleeve,  High  Temperoture,  Flush 

NAS  1672-83 

AS 

30  Jon 

84 

AS 

11 

Head,  Self  Locking  •  7  Sep  83  (W/dod  Exceptions)  USER*AS  REV-IS 

REV  2 

E 

5325 

Fastener  Blind,  Internally  Threaded,  External  Sleeve,  General  Purpose, 

NAS  1569-83 

AS 

30  Jan 

84 

AS 

11 

Protruding  Head,  Self  Locking  •  7  Sep  83  (W/dod  Exceptions)  USER*AS 

REV-IS 

REV  2 

5325 

Fostener  Installation  Snopslide  Validated  Jun  83  REV*MI  IS . . . . . 

MS-21327D 

82 

29  Jun 

82 

GL  AS 

99 

5325 

Fastener,  Blind,  Internally  Threaded,  External  Sleeve  •  Jun  72  Validated  May  82 

NAS  1675-72 

AS 

14  Jun 

74 

AV  AS 

11 

REV-ME  ER  10 

5325 

Fastener,  Cose,  For  Equipment  Rock  System  In  Aircraft......... . 

MIL-F-8490A  (4) 

82 

14  Mor 

85 

AS 

99 

L 

5325 

Fastener,  Control  Ponel,  Aircroft  Equipment  Validated  Aug  7^  REV-MI  99  IS . 

MIL-F-25173A  (2) 

AS 

23  Nov 

59 

AS 

E 

5325 

Fastener,  Recommended  Shank,  Hole  &  Head  To  Shank  Fillet  Rodius  Limits  For  • 

NAS  618-58 

AS 

14  Jun 

74 

AV  AS 

11 

Jun  58  W/dod  Exceptions  Validated  Apr  82 

5325 

Fastener,  Refrigerator  Ponel  '/alidatec  Jon  86  USER-MD  MC  REV-IS . 

MIL-F-14187D 

GL 

30  Jun 

80 

GL 

99 

5325 

Fastener,  Rotary,  Quick  Operating,  Protruding  Head,  Floating  Type,  2210  lbs 

MS-17732C 

AS 

19  Jul 

71 

AV  AS 

11 

Min  Tensile  Strength  Validated  Jul  81  REV>MI 

Q 

5325 

Fastener,  Rotary,  Quick-operoting,  High-strength  (Asg)  Validated  Apr  62 

MIL-F-22978A 

AS 

10  Jun 

63 

AS 

99 

REV-MI  99  82  IS 

5325 

Fostener,  Rotory,  Quick  Operoting,  Flush  Head,  Flooting  Type,  2210  lbs  Min 

MS-17731C 

AS 

19  Jul 

71 

AV  «S 

11 

Tensile  Strength  Validated  Jul  81  REV-MI  82 

1 

5325 

Fastener,  Self  Locking  Cose  Mounting,  Electronic  Equipment  Inoctive  For  New 

MS-27600D 

82 

26  Jul 

78 

99 

0««cgn  VaMaied  Jun  6*  REV-99  85  GS  IS 

5325 

Fatlcner,  Slide,  Interlocking  USER-ME  MC  SA  OS  NU  REV-MI  IS . 

V-F-106F 

INT  AMD  1 

/GL 

23  Jun 

87 

GL  AS 

99 

1 

5325 

Fastener,  Snop  Validated  Sep  88  REV-IS  . . . . . . . . . . 

MIL-F-51184A 
NOTICE  1 

EA 

09  Sep 

88 

EA 

5325 

Fostener,  Snap,  Syyie  lb  (Mud-proof  Curtain  Type)  Validated  feb  88  USER-AV 

MS-27979C 

GL 

12  Feb 

88 

GL  AS 

99 

ME  AT  ER  MC  MS  REV-AR 

NOTICE  1 

1 

5325 

Fastener,  Snop,  Plastic  Validated  Apr  81  USER-AT  Ml  ER  REV-ME.. . . 

MII-F.43573A 

GL 

28  Jun 

68 

GL 

5325 

Fastener,  Snap,  Style  2  (Regular  Wire  Spring  Clamp  Type)  USER-MC  REV-AV 

MS-27980E 

GL 

30  Nov 

84 

GL  AS 

99 

AT  ER  OS 

5325 

Fastener,  Snap,  Style  2A  (Small  Wire  Spring  Clomp  Type)  Validated  Mar  83 

MS-279818 

GL 

05  Moy 

71 

GL  AS 

99 

USER-ME  AT  MC  MS  REV-MI  AR 

5325 

Fastener,  Snop,  Style  3  (Pronged  Ring  Head  Type  Validated  Feb  84  USER-AT 

MS-27982C 

GL 

31  Jul 

78 

GL  AS 

99 

ME  ER  MC  MS  REV-MI  AR  SA 

5325 

Fostener,  Snop,  Style  A  Validated  Mar  83  USER-ME  AT  MC  MS  REV-MI  AR  ER 

MS-27983B 

GL 

05  May 

71 

GL  AS 

99 

SA  IS 

5325 

Fostener,  Snop,  Style  5  (Scolloped  Button  Head  Type  Validated  Mar  83 

MS-27984B 

GL 

05  Moy 

71 

GL  AS 

99 

USER-AT  ME  MS  MC  REV-MI  AR  SA  IS 

5325 

Fastener,  Snap,  Style  6  (Funnel  Neck  Button  Heod  Type)  Validated  Mar  83 

MS-27985B 

GL 

05  May 

71 

GL  AS 

99 

USER-SM  EL  AT  ME  MC  MS  REV-AR 

5325 

Fostener,  Snop,  Style  7  (Rivet  Type)  Validated  Feb  88  USER-AR  AT  ME  ER  MS 

M5-27986C 

GL 

12  Feb 

88 

GL  AS 

99 

MC  REV-SA 

NOTICE  1 

5325 

Fastener,  Snap,  Style  1  (Lorge  Curtain  Type)  USER-ME  REV-AT  AV  ME  ER  MS 

MC 

Fasteners  •  Snop  And  Curtoin  (Inactive  Use  MS27977  Thru  MS27986  Validated 

MS-27977D 

GL 

30  Apr 

86 

GL  AS 

99 

5325 

AN227 

AS 

22  May 

70 

AV  AS 

99 

Oct  84  REV-MI  IS 

REV  9 

Q 

5325 

Fasteners;  Panel;  Nonstructural  USER-ME  MC  REV-MI  AV  EA  82  IS  CS .............. 

M11-F-5591C  (1) 

AS 

20  Jun 

88 

AR  AS 

99 

5325 

Fottensrj,  Snop  USER-ME  '  REV-MI  AR  OS  IS . 

MIL-F-10884F 

GL 

30  Dec 

88 

GL  AS 

99 

5325 

Fc:tc.n!.‘‘.g  Devices  Preferred  For  Design,  Listing  Of  Vdidafid  Mar  8S  iSSZIf-fAC 

.•.•.IL-STD-1754 

AP 

29  Dec 

78 

GL 

99  REV-MI  ER  EA  AV  AT  SH  OS  NS  IS  DM 

1 

5325 

Fostening  Systems,  Mechonicol,  Air  Vehicle. . . . . . . . . 

MIL-STD-1792 

11 

23  Dec 

85 

11 

5325 

Grommet  &  Drainage,  Plostie  Validated  Jul  82  REV-IS  . . . . . . 

AN231 

REV  4 

AS 

14  Jul 

69 

AV  AS 

99 

E 

5325 

Grommet  •  Plastic  Fliptype  •  17  Jon  83  W/OOD  Exceptions  REV-IS . 

NAS  1368-83 

REV  3 

AS 

20  Jun 

83 

AV  AS 

11 

5325 

Grommet,  Elostic,  Hot  Oil  &  Coolant  Resistont  Validated  Jul  85  USER-MC  AS 

MII-G-3036C  (1) 

AR 

15  Nov 

78 

AR  OS 

99 

SA  EC  YD  REV-MI  EA  GL  ER  IS  NS 

5325 

Grommet,  Hard  Sect,  Swaged,  Countersink;  General  Specificotion  For  REV-AR 

Mll-G-85613 

AS 

05  Oct 

83 

AV  AS 

11 

Ml  99  IS 

5325 

Grommet,  Hard  Sect,  Relioblllty  And  Maintoinoblllty  (New  Construction  And 

MIL-G-BSBn/l 

AS 

05  Ocl 

83 

AV  AS 

11 

Ripoir)  Requirements  For 
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5325 

Grommei,  Hord  Seat,  Swaged.  Countersink,  Qulck>release,  Panel  Fastener.......... 

MIL-G-85613/2 

AS 

05  Oct 

83 

AV  AS 

11 

5325 

Grommet,  Hord  Seal,  Swogcd,  Countersink,  Tension  Head,  Ponel  Fastener  ........ 

MIL-G-85513/3 

AS 

15  May 

84 

AV  AS 

11 

5325 

Grommet,  Metollic,  Plain,  With  Toothed  Wosher  (Type  li)  USER>MC  SA  SH 

MIL-G-16491/1 

82 

01  May 

89 

AR  YD 

99 

REV-Gl  Ml  AS  IS 

5325 

Grommet,  Metallic,  Plain  And  Spur,  With  Wosher.  Type  1  And  Type  111  (Asg) 

MS-20230D 

AS 

28  Mor 

69 

AS 

99 

VoMaled  Dec  83  REV-ME  AR 

5325 

Grommet,  Metollic,  Oblong,  Witn  Raised  Wosher  (Type  V)  USER*MC  SA  SH 

MIL-G-16491/3 

82 

01  Moy 

89 

AR  YD 

99 

REV-GL  Ml  AS  IS 

5325 

Grommel,  Melollic  USER-MC  SA  SH  REV-GL  Ml  AS  IS . 

MIL-G-154910  (1) 

82 

10  Jul 

78 

AR  YD 

99 

5325 

Grommet,  Plastic,  Edging  USER-ER  MC  EC  REV-MI  AV  IS . 

MS-21265E 

AS 

15  Jun 

81 

GL  AS 

99 

5325 

Grommet,  Plostic,  Unicellutor,  High  Density  Validated  Apr  8)  REV*99  IS  . . 

MIL-G-r594B 

SH 

16  Oct 

67 

SH 

5325 

Grommet,  Plostic  REV*MI  IS . . . . . . . . . . 

MIL-G  22529B 

AS 

05  Oct 

84 

AS 

5325 

Grommet,  Synthetic  And  Silicone  Rubber,  Hot  Oil  And  Coolant  Reslstont 

MS-35489J 

AR 

17  Feb 

89 

AR  OS 

99 

USER-MC  EC  SA  AS  YD  REV-GL  Ml  ER  IS  NS 

5325 

Identificotion  Markings  For  Fosteners  (Handbook  H*131)  Validated  Feb  82 . 

MIL-HDBK  131 

AR 

15  Sep 

66 

AR  SH 

99 

5325 

Stud  *  Style  lii  Snopslide  Fastener  (Su  REV>MI  IS . 

MS-21325B 

82 

17  Dec 

82 

GL  AS 

99 

5325 

Stud,  Style  1  Snopslide  Fastener  Validated  Dee  82  USER'MC  REV*IS  . . . 

MS-21323A 

82 

14  Dec 

62 

GL  AS 

99 

5325 

Stud,  Style  Iv  Snopslide  Fastener  (Supersedes  An  3199)  Validated  Dec  62 

MS-21326A 

82 

14  Dec 

62 

GL  AS 

99 

REV-MI  IS 

5325 

Support,  Snop  Fastener  Validated  Apr  81  USER-SM  MC . . . 

MIL-S-1733C 

GL 

06  Dec 

71 

GL 

99 

5330 

A  Guide  To  The  Selection  Of  Rubber  O-rings  USER'MD  REV*AR  AV  EA  GL  82 

IS 

Age  Controls  Of  Age>sensilive  Elastomeric  Materiel  (For  Aerospoce 

MIL-HDBK  692B 

MR 

14  Oct 

83 

MR 

99 

•5330 

MIL-STD-I523A 

OS 

01  Feb 

84 

ME  OS 

99 

Applications)  USER-SH  REV-OS  11  82 

5330 

Asbestos  Felt  Or  Mot,  Resin  Impregnated  Validated  Jul  81  REV*IS . . 

MIL-A-81264 

OS 

17  Moy 

65 

OS 

5330 

Asbestos  Pocking  &  Gasketing  Moteriol,  Impregnoted  (Issue  Controiled*requests 

MIL-A-24058A  (1) 

SH 

19  Apr 

85 

SH 

By  Other  Than  Ood  Activities  Must  Be  Submitted  Vio  The  Preporing  Activity 

Of  The  Spec.)  REV-IS  ES 

5330 

Asbestos  Rubber  Compressed  Sheet,  For  Fuel,  Lubricant,  Coolont,  Water  & 

MIL-A-7021C  (1) 

AS 

23  Jun 

83 

AV  AS 

20 

Temperature  Resistont  Goskels  USER*ME  MC  YD  REV^MI  EA  AR  SA  99  IS 

5330 

Colking  leod  (Packing  &  Gosketing) . . . . . . 

A-A-1189 

•SH 

07  Moy 

81 

MR  SH 

99 

•5330 

Colking,  Leod  Wool  And  Leod  Pig  Validated  Sep  81  REV-YO  82  . . . . 

QQ-C-40  (2) 

/SH 

17  Nov 

70 

MR  SH 

99 

5330 

Cork  And  Rubber  Composition  Sheet,  For  Aromatic  Fuel  And  Oil  Resistont 

MIL-C-6183B 

AS 

13  Feb 

81 

MR  AS 

20 

Gotk.-ts  USER-ME  REV-EA  AR  YD 

5330 

Cork  Sheet  (Pockaging  &  Gasketing)  . . . . 

A-A-118S 

•OS 

30  Jun 

81 

OS 

99 

5330 

Cork  Sheet  (Goskets,  Sheets,  And  Strips)  Validated  Apr  82  USER*AT  CS 

HH-C-575B 

/OS 

05  Sep 

62 

OS 

99 

REV-MI  ME  EA  82  IS  DS 

(INT.  AMD.  1) 

5330 

Distributed  Isolotion  Moteriol  Type  R*50*21/64 . . . . . . 

MIL-D-24709 

SH 

04  Nov 

88 

SH 

5330 

Elostomeric  Seals  (Gaskets)  For  Joining  Plastic  Pipe  «  8  Nov  76  REV«62 . . 

ASTM  F477-76R8I 

YD 

10  Feb 

82 

MR  YD 

99 

5330 

Fell  Strip,  Pocking  Gland  (Asg)  Validated  Apr  83  USER<M£  REV*MI  82  IS . 

MS-28932A 

AS 

26  Sep 

77 

AS 

99 

5330 

Fiber,  Asbestos  Validated  Jul  81  REV<IS . . . . . . . . . . 

MIL-F-81265 

OS 

17  Moy 

65 

OS 

5330 

Goikel  (Aibestaj)  USER-AR  REV-MR  SH  85 . 

A-A-l  187 

•IS 

29  Sep 

81 

MR  SH 

85 

5330 

Gasket  A  Circular  Formation  Light  Cover  Validated  Jun  81  REV>82  GS . 

AN887 

REV  1 

AS 

30  Apr 

51 

AS 

99 

5330 

Gasket  A  Common,  Toil  Position  Light  Validated  Jun  81  R£V>82  GS... . 

AN3119 

REV  2 

AS 

31  Jon 

51 

AS 

99 

5330 

Gosket  A  Metal  Tube  Connection  Seal  Validated  May  81  REV>MI,.... . . 

AN901 

REV  8 

AS 

11  Jun 

68 

AV  AS 

99 

5330 

Gasket  A  Upward  Recognition  Light  Cover  Validated  Jun  81  REV«GS . . . 

AN904 

REV  1 

AS 

30  Apr 

43 

AV  AS 

99 

5330 

Gasket  •  Adapter  locking  Flange,  Pressure  Fuel  Servicing  (Asg)  Validated  May 

MS-29524 

AS 

28  Jul 

53 

AS 

99 

83  REV-AR  82  IS 

5330 

Gasket  •  Airport  Marker  Light  Base  Validated  Jun  84  REV4S . . . . 

MS-26577B 

82 

06  Oct 

71 

ME  AS 

99 

5330 

Gasket  -  Melol  0  ring,  .035  Tube  X  .006  Wall,  Cres  Validated  Apr  84 ... . . . . 

MS-9141 

AS 

29  Feb 

68 

AS 

11 

5330 

Gosket  ■  Metol  0>ring,  .035  Tube  X  .006  Wall,  Silver  Plated  Validated  Apr  84 

MS-9371A 

AS 

20  Jan 

67 

AS 

11 

REV-IS 

5330 

Gosket  >  Metol  O-ring,  .062  Tube  X  .006  Wolf,  Silver  Plated  Validated  Apr  84 

MS-9372A 

AS 

20  Jun 

67 

AS 

11 

REV-IS 

5330 

Gosket  ■  Metol  Oaring,  ,062  Tube  X  .010  Wall  Silver  Plated  Validated  Apr  84 

MS-9373A 

AS 

20  Jnn 

67 

AS 

11 

REV-lS 

5330 

Gasket  •  Metol  0*rlng,  .094  Tube  X  .006  Well,  Silver  Plated  Validated  Apr  84 

MS-9374A 

AS 

20  Jen 

67 

AS 

11 

REV-IS 

5330 

Gasket  -  Metol  0*rlng,  .094  Tube  X  .010  Woil,  Silver  Plated  Validated  Apr  84 

MS-9375A 

AS 

20  Jon 

67 

AS 

11 

REV-IS 

5330 

Gosket  •  Melol  O-ring,  .062  Tube  X  .006  Well,  Cres  Validated  Apr  84  REV*iS  .. 

MS-9142A 

AS 

23  Jan 

67 

AS 

11 

5330 

Gosket  ■  Metal  0*ring,  ,125  Tube  X  ,010  Well,  Silver  Ploted  Validated  Apr  84 

MS-9376A 

AS 

20  Jan 

67 

AS 

11 

REV-IS 

5330 

Gosket  •  Melol  0-RING,  .062  Tube  X  .010  WoH,  Cres  (Asg)  Validated  Apr  84 

MS-«C-2A 

AS 

23  Jan 

67 

AS 

11 

REV-IS 

5330 

Gosket  ■  Melol  0-RlNG,  .094  Tube  X  010  Woll,  Cres  (Asg)  Validated  Apr  84 

MS-9204A 

AS 

23  Jan 

67 

AS 

11 

RpV.lS 

5330 

Gosket  ■  Melol  0-RING,  .125  Tube  X  ,010  Woll,  Cres  (Asg)  Validated  Apr  84 

MS-9205A 

AS 

23  Jon 

67 

AS 

11 

REV-IS 

5330 

Gosket  -melol  0-RING,  .094  Tube  X  .006  Woll,  Cres  (A*p)  VoUchted  Apr  84 

MS-9203A 

AS 

23  Jon 

67 

AS 

11 

REV-IS 

5330 

Gosket  And  Packing  Moteriol,  Oil  ResisKrnl  Rubber,  Access  Hull  Applications 

MIL-G-23983 

SH 

24  Jan 

64 

SH 

VaUdaleJ  Jul  82  REV-IS 

•5330 

Gosket  Ar.d-Pocking  Moteriol,  Rubber,  For  Use  With  Polar  Fluids,  Steom,  And 

MIL-G-22050C 

SH 

25  Jan 

)-3 

SH 

Air  At  Moderotely  High  Temperotures  Validated  Jul  82 

5330 

Gasket  For  Ballistic  DoorrA  Hatches  REV-AV  IS . . . . 

MIL-G-20O78C 

SH 

07  Jul 

83 

AR  SH 

5330 

MIL-G-12803B  (1) 
ASTM  F38-88 

MR 

23  Feb 

82 

MR 

5330 

Gosket  Materiol,  Creep  Reloxotfon  Of  <  24  Jun  1986  USER*ME  AS  OS  YD 

MR 

27  Jon 

89 

MR  SH 

99 

REV.AI  AV  ER  IS 
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5330 

Gotktl  Material,  General  Purpoie,  Rubber  Sheeti,  Stript,  And  Special  Shopes 

HHG-156D 

/SH 

25  Sep 

67 

SH 

99 

Validated  may  81  USER-AV  MC  REV-ME  EA  AR  YD  OS  AS  SH  82  IS 

INT  AMD  (1) 

5330 

Gosket  Materiol,  Wool  Felt,  Impregnoted,  Adhesive,  Pressure'sensitive  USER*AT 

MIL-G-20241D  (1) 

SH 

12  Apr 

84 

MR  SH 

ME  REV-IS 

5330 

Gosket  Materiol,  Synthetic  Rubber,  50  And  65  Ourometer  Hardness  USER^ME 

MIL-G-1I49C 

SH 

09  Nov 

88 

AV  SH 

REV-MI  EA  AS  IS  CS 

5330 

Gasket  Materiol,  Synthetic  Rubber  (For  Bolted  Steel  Tanks)  Validate  D^c  81 

MIL-G-10S6E 

ME 

21  Feb 

75 

ME  YD 

99 

USER-AV  AT  REV-EA  11  85  82 

5330 

Gasket  Materials  Sealobllity  •  8  Aug  87  REV-82 . . . . . . . 

ASTM  F37-87 

MR 

02  Ocl 

87 

MR  SH 

99 

5330 

Gosket  MaterioU  Seolability  Of  Slondard  Test  Method  For  2  Oct  1987  . 

ASTM  F37-87 

MR 

02  Oct 

87 

MR  SH 

99 

5330 

Gosket  Moterlals,  Seolability  Of  •  30  Dec  88 . . . . . . . . 

ASTM  F37-88 

MR 

12  Apr 

89 

MR  SH 

99 

5330 

Gosket  Moteriols,  Nonmetollic,  Classification  System  For  •  27  Februory  1978 

ASTM  F 104-87 

MR 

27  May 

87 

MR  YD 

99 

USER-ME  CG  REV-AR  AT  EA  Ml  SH  OS  SA  82  IS  CS 

5330 

Gasket  Materiols(nonmetollic)  Validated  Apr  88 . . . . . . 

MIL-HDBK  212 

NOTICE  1 

MR 

19  Apr 

88 

MR  AS 

5330 

Gasket  Materials  To  Metol  Surfoces,  Adhesion  Of  >  27  Jan  84  USER-ME  OS 

ASTM  F607-84 

MR 

11  Jul 

84 

MR  SH 

99 

YD  AS  REV-AT  AV  CR  ER  82  IS 

5330 

Gosk.t  Material.,  Nanmetallic  •  24  Jun  1988  USER-ME  CG  REV-AR  AT  EA  Ml 

ASTM  F104-88 

MR 

27  Jon 

89 

MR  YD 

99 

SH  OS  SA  82  IS 

5330 

Gasket  Materiols,  Nonmetollic,  Tension  Testlnc  Of  •  25  July  1986  USER-ME  AS 

ASTM  F 152-86 

MR 

12  Jan 

87 

MR  SH 

99 

os  YD  REV-AT  AV  82  IS 

5330 

Gasket  Materiols,  Fluid  Resistonce  Of  •  27  Jon  84  USER-ME  AS  OS  YD  SH 

ASTM  F146-84 

MR 

22  Ocl 

84 

MR 

20 

REV-AT  AV  ME  ER  IS 

5330 

Gosket  Moteriols  Contoining  Asbestos  Or  Cork  Flexibility  Of  •  1  Atrg  1980 

ASTM  F147-8CR8S 

MR 

09  Feb 

87 

MR  SH 

99 

(Reapprovtd  1985  USER-ME  AS  OS  YD  REV-AT  AV  82  IS 

NOTICE  1 

5330 

Gaikel  Nan  Metallic,  Synthetic  Rubber  USER-CG  AS  REV-MR  AR  AT  MC  82  IS 

MII-G-432F  (3) 

GL 

30  Jun 

88 

Gl  SH 

99 

5330 

Gasket,  (O)  Ring  Hydraulic  (Inactive  After  July  13  1961  Use  M$28775) . 

AN6230 

REV  9 

82 

01  Nav 

82 

AV  AS 

99 

5330 

Gosket,  (Rectangular,  For  Use  With  Woveguide  Flange)  Validated  Apr  88 

MS-90065A 

EC 

15  Jun 

61 

EL  EC 

99 

USER-SA  AS  SH  REV-AR  II  82  IS 

5330 

Gasket,  Aluminum  osbestos,  Annulor  Validated  Apr  83  REV'tl  IS  . . . 

AN123020 
-  1231)9  REV  6 

99 

02  Nov 

73 

AV  AS 

82 

5330 

Gasket,  Asbestos  Metallic  Cloth  Validated  Mar  88  REV-MR  SH  85  . . . . 

HH-G-76C 

NOTICE  1 

-SH 

01  Mor 

88 

MR  SH 

99 

5330 

Gasket,  Asbestos  Metallic  Cover,  Rubber  Core  REV-IS  . . . . . 

MII.-G-17927C 

SH 

24  Dec 

86 

MR  SH 

5330 

Gasket.  Cop,  Outlet  Fitting,  Booster  Pump  Validated  Jul  81  REV-AR . . . 

MS-29537 

82 

22  Jun 

54 

AS 

99 

L 

5330 

Gasket,  Cylinder  liner  Seal,  Synthetic-rubber  Validated  Apr  81  REV-IS . 

MIL-G-21569B 

SH 

05  Feb 

65 

SH 

5330 

Gosket,  Fusclogo  light  &  Cover  Screw  Validoted  Aug  82  REV-62  GS . 

AN899 

REV  2 

AS 

23  Aug 

55 

AV  AS 

99 

1 

5330 

Gosket,  Heat  Exchanger,  Various  Cross  Section  Ring.  Synthetic  Rubber 

MII-G-21610B  (1) 

SH 

29  Nov 

68 

SH 

Validated  Apr  81  REV-IS 

5330 

Gosket,  lock  Strip  •  24  Sep  76  (Reapproved  1982)  Validated  Oec  82 . 

ASTM  C542-76 

YD 

06  Jun 

80 

YD 

5330 

Gosket,  Metallic  Encoted  Validated  Mar  88  USER-CE  ME  CG  REV-AT  AR  82  IS 

HH-G-101D  (1) 
NOTICE 

/MR 

01  Mor 

88 

MR  YD 

99 

Ql 

5330 

Gosket,  Metallic  Asbestos,  Spiral  Wound,  For  Boilers  Validated  Jut  82 . . 

MII-G-15342D 

SH 

05  Jun 

76 

SH 

5330 

Gasket,  Metallic6encosed,  Annular,  Copper  And  Asbestos  Validated  Mar  82 

MS-35769A 

AR 

13  Dec 

63 

AR  SH 

99 

USER-AT  REV-MI  ME  82  IS 

5330 

Gosket,  Metollic,  Boiler,  Economizer  And  Superheater  Handhole  Validated  Apr 

MIL-G-16959B 

SH 

12  Dec 

67 

SH 

99 

81  USER-ME  REV-82  IS 

5330 

Gosket,  Metallic  Asbestos,  Spirol  Wound  (For  Navy  Flanged  Joints  In  Piping 

Ma-C-16265E 

SH 

10  Jul 

73 

MR  SH 

99 

Systems)  Validated  Apr  81  USER-ME  OS  REV-YD  82  IS 

INT  AMD  1  (SH) 

SH 

L 

5330 

Gosket,  Metallic  Asbestos,  Spirol  Wound  Validated  Oec  84  REV-YD . 

MII-G-0021032E  (2) 

SH 

18  Moy  79 

5330 

Gosket,  Metallic  Asbestos,  Spiral  Wound  (ForaSA  Commercial  Fionged  Joints  In 

MII-G-21032D 

SH 

28  Apr 

72 

SH 

99 

Piping  Systems)  Validated  Apr  81  USER-AT  ME  MC  REV-YD  82 

AT 

L 

5330 

Gasket,  Rubber,  Synthetic  Validated  Jul  88  REV-MI  IS  GS . . . . 

MS-52000A 

NOTICE  1 

AT 

08  Jul 

88 

L 

5330 

Gosket,  Rubber,  Fluid  Resistant,  Oils,  Synthetic  Oils,  And  Fuels  (Minus  65  To 

MS-27196B 

W 

05  Apr 

72 

99 

Pius  400  Deg.  F)  Mold  In  Groove  Validated  May  84  REV-IS 

5330 

Gasket,  Rubber,  Synthetic  Validated  Apr  85  USER-AT  MC  REV-AV  ME  Ml  AS 

82  IS 

Gasket,  Series  Ic  Cannrctors  Validated  Jan  86  USER-MC  AS  REV-SA  AS  11 

MS-51007C 

AR 

10  Aug 

71 

AR 

99 

5330 

MS-91607B 

EC 

26  Mor 

80 

El  EC 

68 

99  IS 

L 

5330 

Gosket,  Sheet,  Non-osbestos . . . . . . . . . 

Mll-G-24696 

SH 

21  Mor 

89 

SH 

L 

5330 

Gosket,  Sheet,  Refrigerotion,  Non-osbestos... . . . . 

Mll-G-24717 

SH 

31  Mar 

89 

SH 

5330 

5330 

MII-G-29170B 

YD 

28  Oct 

88 

YD 

1 

Gasket,  Synthetic  Rubber,  Oil  Resistont,  Slide  Valve  (For  21  Inch  Submerged 

M11.G-19769B 

os 

05  Jon 

76 

O' 

Torpedo  Tubes)  Validated  Apr  82 

L 

5330 

Gosketing,  Rf  And  Pressure  Validated  Mar  85  USER-AR  REV.Ml . . 

MIL-G-46898  (1) 

Ml 

15  Nov 

74 

Ml 

5330 

Goskets,  Ring-joint,  And  Grooves  For  Steel  Pipe  Flanges  -1)  Sept  1973 

ANSI  B16.30-73 

YD 

09  May  86 

MR  YD 

99 

REV-87 

5330 

Goskets,  Rubber,  For  Cost  Iron  Soil  Pipe  Andfittings,  Standard  Specificotion 

ASTM  C564-88 

YD 

19  Apr 

89 

CE  YD 

99 

Far  -  29  Apr  88 

1 

5330 

Leother,  Cottlehide,  Chrome-tonned,  Hydraulic  Packing  For  Recoil  Mechonisms. 

MIL-L-13188C 

MR 

17  Jul 

84 

MR 

USER-AT  REV-AR  IS 

5330 

Materiols,  Compressibility  And  Recovery  Of  27  February  1987  USER-AT  YD 

ASTM  F36-87 

MR 

27  Moy  87 

MR  SH 

99 

REV-AV  Gl  ME  82 

1 

5330 

Metollic  Seol  Rings,  Non-integrol  General  Specification  For  (Issue 

MIL-M-24130B  (1) 

SH 

14  Sep 

S3 

SH 

Controlled-requests  By  Other  Thon  Dod  Activities  Must  Be  Submitted  Via  The 
Preporing  Activity  Of  The  Spec.) 

SH 

L 

5330 

Metallic  Seol  Rings,  Non  Integrol  Nickel  Chromium  Iron  Alloy  (Issue  Controlled  • 

MIL-M-24130/1C 

SH 

29  Dec 

83 

Requests  By  Other  Thors  Ood  Activities  Must  Be  Subrssitted  Via  The  Preporlng 
Activity  Of  The  Spec.) 
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L 

S330 

MftoHIc  Seol  Rings,  Non*inttgrol  Corrosion«r«iistont  (Usut 

MII-M-24130/2C 

SH 

08  Apr 

85 

SH 

Contfotltd*r«quests  By  Othtr  Then  Dod  Activitits  Must  Be  Submitted  V>q  The 
Preporing  Activity  Of  The  Spec*) 

L 

S330 

Metallic  Seol  Rings,  Non'integrol  Nickel  Copper  Alloy  fitsue  ControPed^equesti 

Mll-M-24130/38 

SH 

09  Jon 

86 

SH 

By  Other  Thon  Dod  Activities  Must  Be  Submitted  Vio  The  Preporing  Activity 

Of  The  Spec.) 

5330 

O^rings,  Acrospoce  Size,  Stondord  For  •  1  jul  74 . . . . . . 

AMS  568A-74 

11 

17  Mor 

89 

MR  AS 

11 

5330 

Ookum  \Packing,  Jute,  Twisted) . . . . 

A-A-1186 

» 

23  Jul 

81 

5330 

Ookum,  Marint  Validattd  Oet  82  USER-YO  REV-AR  SA  82  IS . 

T-0-56A 

/SH 

22  Dk 

70 

SH 

99 

L 

5330 

Pocking  &  J  Cup  Hydroulic  REV>MI  IS  . . . . 

AN6226 

REV  6 

82 

31  Jon 

79 

82 

1 

5330 

Packing  (Wiper  Ring),  Synthetic  Rubber,  Cloth  Insertion.  REV*AR . . . 

MII-P-14574B 

MR 

05  Jun 

84 

MR 

L 

5330 

Packing  Assemblies  For  NyKi  Stuffing  Tube,  Size  1 . . . . 

MII-P-19622/16A 

SH 

24  Jun 

86 

SH 

Q 

5330 

Packing  Assembly,  Hydrouli;  Conical  And  V  Typtes  Voiidattd  Jun  St  USER*AV 

MII-P-2911A  (1) 

SH 

7  Dk 

60 

AR  SH 

REV-MI  IS  CS 

1 

5330 

Packing  Assembly  For  Nyion  StuKing  Tube,  Size  S  (Issue  Controlled*re<)uests  By 

MII-P-19622/20G 

SH 

24  Jun 

86 

SH 

Other  Thon  Dod  Activities  Must  Be  Submitted  Via  The  Preporing  Activity  Of 

The  Spec.) 

Q  1 

5330 

Pocking  AssemUy,  Hydroulic  Conicol  And  V  Types,  Fire  Resistant  Type  Hydroulic 

Mll-P-21099  (3) 

SH 

31  -Ion 

61 

SH 

Flu’di  Valldoltd  Sfp  82  REV-IS 

5330 

Pocking  Moteriol  (Asbestos,  Pkistic/teflon . . . 

A-A-1184 

t 

29  Sop 

81 

1 

5330 

Pocking  Moteriol  (Leod,  Shredded)  Vo/fdoMd  0ec  84  REV^AR  IS  . . . 

MII-P-1342A 

SH 

12  Aug 

52 

SH 

Q  1. 

5330 

Pocking  Moteriol,  RIostic  Metallic  And  Plastic  hicnmetollic . . 

MII-P-17303D  (1) 

SH 

01  Nov 

84 

SH 

5330 

Pocking  Material,  Asbestos,  Metallic  Cloth  And  Tope  REV'AT  AV  MC  82  IS  ...... 

HH-P-31F 

/SH 

05  Jun 

87 

MR  SH 

99 

O  1 

5330 

Packing  Material,  Metallic,  FlexiUe  (Symbol  1430)  REV*AR  IS  . . . 

MII-P-17416C 

SH 

12  Sop 

83 

SH 

5330 

Pocking  Moteriol,  Sewer  Joint,  Asphott  Soturoted  Cellulosediber  Validoftd  Dec 

72 

Pocking  Moteriol,  Grophitic,  Corrugoted  Ribbon  Or  Textured  Tope  And 

HH-P-119A 

< 

16  Fob 

67 

L 

5330 

MII-P-24503A 

SH 

12  Apr 

84 

SH 

Preformed  Ring 

L 

5330 

Packing  Moteriol,  Braided  Tfe  (PolytetroRuoroethylene  Validated  Moy  $1 . . 

Mll-P-34396 

SH 

15  Sep 

70 

SH 

L 

5330 

Pocking  Material,  Asbestos,  Braided,  IMPREGNATED  With  Tfe 

MII-P-24377A 

SH 

31  May 

88 

SH 

(Polytretrofluoroeth)4ene),  Surfoce  Lubricated  Validated  Moy  88  R^-ME 

NOTICE  1 

L 

5330 

Pocking  Moteriol,  Grophitic,  Broided  Yom  (Metric) . . . . . . . 

DOD-P-24583  (1) 

SH 

09  Jul 

85 

SH 

E 

5330 

Pocking  With  Retainer  •  IS  Sep  77  W/OOD  Exceptions  REVdS . 

NAS  1523-77 

REV  2 

AS 

30  Jon 

B4 

AS 

11 

5330 

Pocking,  ,d.  Ring,  Shock  Strut  Volidattd  Oct  78  REV>MI  IS  ................................ 

MS-38772B 

82 

27  Jon 

71 

AV  AS 

99 

5330 

Pocking,  Asbestos  Voiidatod  Apr  82  USER'AV  REVdS  . . . . . 

Mll-P-164048 

OS 

20  Sop 

73 

AR  OS 

5330 

Pocking,  Atbtilos,  Rop.  And  Wick  U$ER-AT  ME  AV  REV-EA  83  IS . 

HH-P-4ID 

•AR 

14  Moy 

86 

AR  SH 

99 

5330 

Packing,  Aibottos,  ShMt,  ComprttMd  USER-OS  MC  YD  REV-AT  IS _ 

HH-P-46E  (2) 

/SH 

26  Jul 

85 

MR  SH 

1 

5330 

Pocking,  Hydroulic,  leother,  Cottlehide,  MineroNtenned,  Impregnated . . 

MII-P-34393A 

SH 

19  Aug 

87 

SH 

1 

5330 

Pocking,  Moloriol  And  Packing  ProTormod  (ShiMing  Tufat  For  Ehclric  Cobfot) 

MII-P-16685D 

SH 

30  Apr 

70 

SH 

Valithttd  Apr  81  USER-EC  OS 

11  IS 

E 

5330 

Pocking,  Porfomiod,  Straight  Thraod  Tub.  Fitting  Sou,  Synthetic  lubricant 

NAS  617-78 

AS 

30  Jon 

84 

AS 

Roiiitont  •  20  Nov  78  W/DOD  Euoption  USER-AS  REV-IS 

REV  2 

5330 

Packing.  Pwfomwd-omi  7374  (O)  Ring  ValldoltJ  Jun  83  REV-MI  AV  11  IS  . 

AN123851 

82 

6  Jun 

49 

AV  AS 

99 

-  123950  REV  1 

Ql 

5330 

PcKking.  Preformed,  Condenser  Tube  (Symbol  1435)  Validatod  Jun  86  REVdS.... 

Mll-P-38638  (1) 
NOTICE  1 

SH 

30  Jun 

86 

SH 

5330 

Packing,  Preformed,  (O)  Ring  REV>Mt  ME  AR  1 1  83  IS . . . . 

MS-90208 

AS 

25  Jul 

86 

AV  AS 

99 

5330 

Pocking,  Prtfomwd,  Hydraulic,  Plui  375  Dog  F,  \,o.  Ring)  USER-CS  REV-MI  AT 

MS-28775E 

82 

23  Mor 

84 

AV  AS 

99 

AR  AV  OS  11  IS 

5330 

Pocking,  Preformed,  Pneumotic  Hose  Couplings,  Universol  USER>CS  REV*AT  82 

IS 

Pocking,  Preformed,  O  Ring,  Synthetic  Rubber  Ydidofod  Apr  82 . . . 

MII-P.117I9E  (1) 

ME 

25  Sop 

84 

ME  YD 

99 

L 

5330 

MII-P-17553A 

OS 

22  Jun 

76 

OS 

5330 

Pocking,  Preformed,  Stroight  Threod  Tube  Fitting  Boss  USER-CS  REV-MI  AT  ME 

MS-28778C 

82 

12  Apr 

84 

AV  AS 

99 

AR  IS 

Q 

5330 

Pocking,  Preformed,  Stroight  Threod  Tube  Fitting  Boss,  Type  1  Hydrmilic  (  Minus 

MII-P-5510C 

20 

30  Jul 

87 

AR  AS 

20 

65  Dog-  To  160  Dog-  F)  REV-99  82  IS 

NOTICE  1 

5330 

Packing,  Prafonnod,  (O)  Ring  REV-MI  GL  ME  AR  11  IS . . . 

Ma-9021D 

82 

25  Jul 

86 

AV  AS 

99 

5330 

Pocking,  Preformed,  Air  Coupling  Vdidattd  Doe  83  USER<ME  MC  YD  REV*83  .. 

MS-35748E 

AT 

28  Jon 

74 

AT 

99 

Q 

5330 

Pocking,  Preformed,  Petroleum  Hydroulic  Fluid  Resistant,  140  Deg.  F  (Use 

MII-P-5516C  (2) 

11 

12  Jon 

89 

WCAS 

11 

MIL-P-25732  Or  Mtl-P-83461)  Volldofd  Jan  89  USER-ME  MC  CC  REV-AV 

AT  Ml  EA  SH  71  IS  CS 

NOTICE  2  (11) 

Q 

5330 

Pocking,  Preformed,  Petroleum  Hydroulic  Fluid  Resistont,  limited  Sem'ce  At  275 

MII-P-25732C  (1) 

20 

17  Moy 

84 

AV  AS 

30 

Dog.,  (135  Dog.,  C-)  USER-ME  OS  REV-MR  SH  99  82  IS 

5330 

Pocking,  Preformed,  0  Ring,  Synthetic  lubricont  Resistant  Votidotod  Sop  87 

MS-29561A 

82 

04  Jon 

66 

MR  AS 

99 

USER-MC  REV-MI  ME  AR  11  IS 

Q 

5330 

Pocking,  Prefoimed,  Hydrocorbon  Fuel  Resistont  USER-CS  REV-MI  EA  AR  99  82 

MII-P-531S8  (1) 

20 

30  Jul 

87 

AV  AS 

30 

IS 

NOTICE  1 

5330 

Pocking,  Preformed,  PTFE  (Polytetrofluoroethylene) . . . 

Mll-P-70341/1 

AR 

23  Sop 

88 

AR  SH 

99 

3330 

Pocking,  Preformed,  Tube-fitting,  Mehic  USER-MC  REV-49... . 

DS-22125 

11 

12  Sop 

88 

AV  AS 

11 

5330 

Pocking,  Praformod  (Inoctira  12-16-52)  VolUaltd  Jun  84  REV-AV  IS _ 

AN6225 

REV  7 

82 

22  C;t 

71 

AV 

99 

5330 

Pocking,  Preformed,  Hydrocorboc.  Fuel  Resistont,  Tube  Fitting,  ,0  Ring  USER-AT 

MS-29512C 

20 

30  Jul 

87 

AV  AS 

20 

REV-MI  ME  99  82  IS 

NOTICE  1 

- 

33&. 

Pecking,  Preformed,  PTFE  (Polytetrofluoroethylene) . . . 

Mll-P-70341 

AR 

23  Sop 

88 

AR  SH 

99 

333i'> 

Pocking,  Preformed,  Round  (For  Use  With  Woveguide  Fionges  And  Dummy 

MS-90064E 

EC 

29  Fob 

88 

El  EC 

68 

load.  USER-CR  MC  82  85  NS  REV-82  IS 

5330 

Pocking,  Prtfornwd  -  AMS  7276  SmI  -  16  Fob  76 . 

AS  3206-76R82 

20 

01  Sop 

83 

MR  AS 

20 

5330 

Pocking,  Preformed,  Hydrocarbon  Fuel  Resistant,  ,e  Ring  USER-AT  CS  REV-ME 

MS-29513C 

20 

30. ul 

87 

AV  AS 

20 

Ml  AR  99  82  IS 

NOTICE  1 

5330 

Pocking,  Preformed  -  Ams  3304,  0  Ring  (Asg)  Volidotod  Apr  84  REV-.MI  ME 

MS-9068 

AS 

23  Sop 

60 

AS 

11 

AV  1$ 
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5330 

Packing,  Preformed,  For  Electricol  Use  USER-AV  ME  NU  MC  SH  REV-MI  AT  IS.. 

MS-28900A 

AS 

01  Moy 

86 

El  AS 

11 

5330 

Pocking,  Pretormed  •  AMS  7276  0,ring  •  16  Feb  76 . . . . 

AS  3209-76R82 

20 

01  S.p 

83 

MR  AS 

20 

5330 

Pockt.ig,  Preformed^oeronouticol,  Elastomeric,  Range  Of  Siiet  (Asg)  VoUdat&d 
JulSI  REV-MI  n  82  IS 

MS-33666C 

AS 

18  Jul 

75 

AV  AS 

99 

5330 

Packing,  Preformed,  0  Ring  Validated  Apr  83  REV<11  IS...... . . . . 

MS-9355 

82 

01  Jun 

61 

AV  AS 

99 

5330 

Packing,  Preformed,  Elostomeric,  Tube  Fitting,  Ronge  Of  Siies  Validated  Jvl  81 
REV.99  82  IS 

MS-33668B 

AS 

18  Jul 

75 

AV  AS 

5330 

Packing,  Preformed,  Petroleum  Kydroulic  Fluid  Resistant,  Phosphonitrilic 
Fluoroelostomer,  Grode  70  Sizes  &  Tolerances  Validated  Jut  87  REV-99  82 

MIL-P-87175/1 
NOTICE  1 

20 

30  Jul 

87 

20 

5330 

Packing,  Preformed,  Petroleum  Hydraulic  Fluid  Resistant  Phosphonitrilic 
Fluoroelostomer,  Grode  80,  Sizes  &  Toleronces  Validated  Jut  67  REV-99  82 

MIL-P-87 175/2 
NOTICE  1 

20 

30  Jul 

87 

20 

5330 

Packing,  Preformed  O-ring  Sect,  AAAS  7267,  Metric  -  Mar  1987  REV-AV  62 . 

MA  3442-87 

IS 

17  Oct 

88 

AR 

99  IS 

5330 

Pocking,  Preformed  O-ring  Seol,  RMS  7276,  Metric  •  Mor  1987  REV-AV  82  ...... 

MA  3352-87 

IS 

17  Ocl 

88 

AR 

99 

5330 

Packing,  Preformed,  Ams  7267,  O-ring  Validated  Apr  83  USER-AS  REV-AS  1 1 

82  IS 

Pocking,  Preformed,  Stroight  Thread  Tube  Fitting  Boss,  Type  li  Hydroulic  ( 

Minus  65  Deg  F  To  Plus  275  Deg  F  (  Validated  Apr  83  USER-MI 

MS-9385A 

AS 

17  Jon 

75 

AS 

99 

5330 

MIL-P-81716 

AS 

14  F.b 

69 

MR  AS 

11 

5330 

Pocking,  Preformed  O-ring  Seol,  Stondord  Sizes  &  Size  Codes,  Metric  •  July 

1987 

Packing,  Preformed  -  Ams  7267,  (0)  Ring  Validated  Apr  63  USER-MC  SH 

REV-MI  OS  1 1  82  IS 

MA  2010-87 

IS 

17  Oct 

88 

AV 

99 

5330 

MS-93 868 

AS 

17  Jan 

75 

AS 

99 

5330 

Pocking,  Preformed  O-ring  Seal,  AMS  7273,  Metric  >  July  1987  . . . 

MA  3434-87 

IS 

17  Oct 

88 

AR 

99  IS 

5330 

Packing,  Preformed  ■  Ams  7278,  Seal  Validated  Jun  83  REV-11  82  IS . 

MS-9387A 

AS 

17  Jan 

75 

AV  AS 

99 

5330 

Packing,  Preformed  -  Ams  7276  (0)  Ring  Validated  Apr  83  USER-ME  REV-IS  .... 

MS-93888 

82 

17  Jon 

75 

AV  AS 

82 

5330 

Pocking.  Preformed,  Stroight  Threod  Tube  Fitting  Boss,  Hydroulic,  Minus  65 

Deg.  F.  To  Plus  275  Oeg.  F.  Validated  Apr  83  REV-82 

MS-3393 

AS 

14  F.b 

69 

MR  AS 

99 

5330 

Pocking,  Prtform«l  ■  Rubbor,  O  Ring  USER-MC  REV-ME  Ml  11 . 

MS-9241D 

82 

25  Jul 

86 

AV  AS 

99 

5330 

Pocking,  Preformed,  Petroleum  Hydroulic  Fluid  Resistont,  Improved  Performonce 

At  275  Degrees  F  (135  Degrees  C)  Validated  Jul  87  USER-ME  71  REV-82  99 

IS 

Pockinn,  Preformed,  Petroleum  Hydrouh.  Fluid  Resistant  Improved  Performonce 

Ot  275  Degrees  F  (135  Degrees  C)  Sizes  And  Tolerances  Validated  Jul  67 
USER-ME  71  REV-82  99  IS 

MIL-P-83461B 

NOTICE  1 

20 

25  Fsb 

80 

AV  AS 

20 

5330 

MIL-P-83461/1A 
NOTICE  1 

20 

08  S.p 

76 

AV  AS 

20 

5330 

Pocking,  Preformed,  Otto  Fuel  Compatible,  (Code  Ident  53711)  REV-IS . . 

MIL-P-82744 

OS 

22  Nov 

85 

OS 

5330 

Pocking,  Preformed  >  Ams  3668,  .o,  Ring  Validated  Apr  84  REV-OS  99  82  )S.... 

MS-9955 

AS 

22  D.C 

71 

AS 

11 

5330 

Pocking,  Preformed  -  Ams  3668,  Seal  Validated  Apr  84  REV-AS  IS . . 

MS-9956 

AS 

22  Dec 

71 

AS 

11 

5330 

Packing,  Preformed,  Hydroulic  Oil  Compotible  (Code  Ident  53711) . . . 

MIL-P-82745 

OS 

22  Nov 

85 

OS 

5330 

Packing,  Preformed  -  Ams  7273  Seal  Validated  Apr  84  REV-99  82 . 

MS-9966 

AS 

22  Ok 

7) 

AS 

11 

5330 

Pocking,  Preformed  •  Ams  1273,  ,o.  Ring  Validated  Apr  84  REV-99  82  IS  .......... 

MS-9967 

AS 

22  Dm 

71 

AS 

11 

5330 

locking,  Preformed  -  Ams  7279,  O  Ring  Validated  Apr  84  REV-MI  99  82 . . 

MS-9970 

AS 

09  Jun 

72 

AS 

11 

'-ing.  Preformed  -  Ams  3650,  ,o.  Ring  Validated  Apr  84  REV-99  82  IS  .......... 

MS-9770 

AS 

22  Dm 

71 

AS 

11 

t< 

,  Preformed  •  Ams  3550,  SmI  Voildaled  Apr  84  REV-99  82  IS . 

MS-9771 

AS 

22  Dm 

71 

AS 

11 

5: 

’reformed  •  Ams  3617,  ,o.  Ring  Validaltd  Apr  84  REV.99  82  IS . 

MS-9772 

AS 

22  Dm 

71 

AS 

11 

51 

Preformed  -  Ams  3617,  Seal  Validaltd  Apr  84  REV-OS  99  32  IS . 

MS-9773 

AS 

22  Dm 

71 

AS 

11 

533>, 

Rubber-sheet,  Cloth-insert  USER-AT  ME  REV-82  IS . . . 

HH-P-ISIF 

/SH 

19  Jul 

85 

AR  SH 

99 

533v 

V  VofedJ.' S3  REV-IS . 

MIL-P-1991B  (1) 

AS 

30  Stp 

57 

AS 

5330 

.gi  ''ressure  (For  Hydropneumatic  Systems)  Validated  Oct 

6/>USEn 

MII-P-19152A 

OS 

20  Dec 

74 

OS 

5330 

Paper,  Gasket,  Fiber  Or  PlonI)  Sheet  REV-FA  ME  AR  82  IS . 

HH-P-96G 

/Ml 

05  Nov 

86 

Ml 

99 

5330 

ripe  Si  riflings,  Ru^r  Goskeis  For  Cost  iron  Soil  •  29  May  70 . . 

ASTM  C564-70R82 

YD 

01  Dec 

81 

CE  YD 

99 

5330 

Pipe  Flonges,  Nonmetollic  Flat  Gaskets  For  >  1  Aug  1976  REV-82  . . . 

ANSI  816.21-78 

YD 

10  Moy 

86 

MR  YD 

99 

5330 

Plug,  Machine  Threoded  -  .o.  Ring  Seal  (Inactive  7-26-74)  Validated  Apr  64 
USER-ME  SH  MC  CS  REV-MI  IS 

MS-9015B 

AS 

26  Jul 

74 

AV  AS 

11 

5330 

P'ug,  Stroight  Threod,  O  Ring  Seal,  Steel  Validated  May  82  REV-AV  - - - 

AN125901 

THRU  AN  125950 

82 

01  S.p 

55 

AV  AS 

99 

5330 

Polytetrol’uoroethylene  Parts  Si  Coatings  Si  Polyamide  Ports  (Rel  To  Other  Thon 
OOD  Req  Prior  Appr  Of  NAVSEASYSCOMD)  REV-MI  EA  IS 

MIL.P.24074B 

SH 

05  Dec 

83 

SH 

5330 

Rodiol  Up.  Testing  Of  •  Nov  78  REV-YO . . . . . . . . . 

SAE  jllOC.78 

AT 

30  Sep 

81 

AT 

99 

5330 

Retainer,  Packing,  Hydraulic,  And  Pneumatic,  TetrofiMoroelhylene  Resin 

USER-ME  SH  REV-MI  AV  AR  IS 

MIL-R.8791D  (1) 

82 

21  Feb 

89 

MR  AS 

99 

5330 

Retoiner,  Pocking  Backup,  Tetroffuoroethylene,  Stroight  Threod  Tube  Fining  Boss 
Validated  Jul  81  REV-MI  IS 

MS-28773 

82 

04  Nov 

66 

AV  AS 

99 

5330 

Retoiner,  Pocking,  Hydroulic  And  Pneumatic,  Polytelrofluoroelhylene  Resin, 

(Single  Turn) 

MIL-R.8791/1 

82 

21  Feb 

89 

MR  AS 

99 

5330 

Retoiner,  Pocking  Bockup,  Single  Turn,  Tetraflurorethylenc  Validated  Apr  83 
USER-SH  REV-ME  Mi  AR  AV  11  IS 

MS-28774J 

82 

21  F*b 

77 

MR  AS 

99 

5330 

Retoiner,  Pocking,  Back-up,  Teflon  Validated  Jun  84  USER-ME  REV-MI  AR  IS  .... 

MS-2B7d2D 

82 

12  Jun 

58 

AV  AS 

99 

5330 

Retoiner,  Pocking  Bockup,  Continuous  Ring,  Tetrofluoroethylene  Votldoted  Jjn 

84  REV-AV  Ml  SH  IS 

MS-27595D 

32 

06  Jon 

78 

MR  AS 

99 

5330 

Retoiner,  Pocking,  Bock-up  Ring.  leother  Validated  Mar  76  USER-AT  RbV-MI 

ME  AR  IS 

mS-35b03a 

82 

ou^on 

70 

AV  AS 

99 

5330 

Ring  Bock  Up,  Boss  Connection,  Ams  3651  Validated  Apr  84  REV-MI  AR  IS  ...... 

MS-9058C 

AS 

10  Jun 

69 

AS 

11 

5330 

Ring-bock-up,  Port  Connection,  AMS3660  Metric  REV-AR  99 . . . . . 

MA  2515-86 

IS 

16  Jun 

87 

AV  AS 

11 

5330 

Ring,  Gosket,  Bock-up,  Teflon  Validated  Sep  86  REV-MI  AR  IS  . . . 

MS.28763E 

NOTICE  1 

82 

08  Sep 

86 

AV  AS 

99 

5330 

Ring,  SeoKng,  Butadiene-ocrylonitrile  Rubber  Fuel  Resistont,  (.ovr  Shrlnkoge  NBR 
Type,  65-75  -  1  Apr  86 

AMS  7258A-86 

20 

01  Aug 

86 

MR  AS 

20 

5330 

Ring.  Seoling,  Fluorocorbon  Ru^er  High  Temperature  Fluid  Resistont  Very  Low 
Compression  Set  FKM  Type  85-95  -  1  Jon  83 

AMS  7259-83 

20 

01  S«p 

83 

MR  AS 

20 

5330 

Ring,  Seoling,  Fluorocorbon  Rubber  High  Temperoture  Fluid  Res  .font.  Very  Low 
Compression  Set  FKM  Type  70-80  -  15  Jul  80 

'.MS  7276A.80 

20 

01  Sep 

83 

MR  AS 

20 

5330 

Rings,  Rubber,  For  Asbestos  Cement  Pipe  -  28  Apr  76  Validated  Noy  84  REV-IS 

ASTM  0)869-78 

YD 

26  Jul 

82 

MR  SH 

99 
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5330 

Rings,  Seoling,  Phosphonltrilic  Fluoroeiosfomer  High>ttmperature>{luid  Resistant 

AMS  7251/18-87 

11 

17  Mar 

89 

MR  AS 

11 

65  ■  75FZ  Type  Fr  Type  •  1  Oct  87 

5330 

Rings,  Sealing.  Phosphonitrilic  Fluoroelostomer  Hlgh*temperoture*fluid  Resistant 

AMS  7251/28-87 

11 

17  Mar 

89 

MR  AS 

11 

75  •  85FZ  Type  -  1  Oct  87 

5330 

Rubber  Gasket  Material,  45  Durometer  Hordness  Validoftd  Dec  84  USER*MC 

MIL-R-900F 

SH 

30  Mar 

73 

ME  SH 

99 

REV-MI  ME  EA  AR  YD  82  IS 

5330 

Rubber  Gasket  Materiol,  50  Durometer  Hardness  (Maximum)  Validated  Apr  8) 

MIL-R-15524E 

SH 

15  Jul 

55 

AR  SH 

99 

USER-GL  ME  YD  AS  MC  OS  REV-MI  MR  EA  IS  CS 

5330 

Rubber  Gosket  Materiol,  35  Durometer  Hordness  Validated  May  81  USER>OS 

ZZ-R-710A 

/SH 

11  Moy 

57 

ME  SH 

REV-EA 

L 

5330 

Rubber  Sheet,  Solid,  Synthetic,  Shipboard  Water  Evaporotor  Gotketing  REV4S 

MIL-R-21252B 

SH 

08  Sep 

87 

SH 

L 

5330 

Rubber  Sheet,  Solid,  I'nvulconized,  High  Graphite,  Gasket  Use,  Symbol  2352 

MIL-R-2778B 

SH 

03  Jul 

85 

SH 

Validated  Jul  86  REV-IS 

NOTICE  1 

5330 

Rubber  Sheet,  Strip,  Extruded,  And  Molded  Shapes,  Synthetic,  Oil  Resistant 

MIL-R-2755D 

SH 

24  Sep 

85 

AR  SH 

USER-ME  REV-MI  EA  IS 

L 

5330 

Rubber  Sheet,  Synthetic,  Medium  Soft,  GeneroNpurpose  Gasket  Moteriol  (For 

MIL-R-U328B 

ME 

12  Dec 

75 

ME 

Extreme  Climatic  Conditions)  Validated  Dec  81  REV*AR  AV  MD  IS 

5330 

Rubber,  Ethylene  Propylene  (EPDM)  Hydrozine'bose  Fluid  Resistant,  75  •  85  -  1 

AMS  32-498-87 

AS 

23  Oct 

87 

MR  AS 

20 

Jan  1987 

L 

5330 

Rubber,  Ethylene>propylene,  Hydrazine  Resistant,  0  Rings  Sites  And  Tolerances 

MIL-R-83412/1 

20 

30  Jul 

87 

20 

Validated  Jul  87 

NOTICE  1 

5330 

Rubber,  Ethylene^propylene,  Hydrazine  Resistant  Validated  Jul  87  REV>99  82  IS 

MIL-R-83412A 
NOTICE  1 

20 

30  Jul 

87 

OS 

20 

L 

5330 

Rubber,  Ethylene-propylene,  General  Purpose  Validated  Jul  87  REV*99  82 . 

MIL-R-83285 

NOTICE  1 

20 

23  Jul 

70 

20 

L 

5330 

Rubber,  Fluorocarbon  Elostomer,  High  Temperature,  Fluid,  And  Compression  Set 

MIL-R-83248/1A 

20 

10  Jul 

75 

20 

Resistant,  O-rings,  Closs  1,75  Hordness  Validated  Jul  87 

NOTICE  1 

L 

5330 

Rubber,  Fluorocarbon  Elostomer,  Improved  Performance  At  low  Temperatures, 

MIL-R-83485/1 

20 

08  Sep 

75 

20 

0-rings,  Sizes  And  Tolerances  Validated  Jul  87 

NOTICE  1 

L 

5330 

Rubber,  Fluorocarbon  Elostomer,  High  Temperoture,  Fluid,  And  Compression  Set 

MIL-R-83248/2  (1) 

20 

08  Nov 

73 

20 

Resistant,  0-RtNGS,  Closs  2,  90  Hordness  Validated  Jul  87 

NOTICE  1 

1 

5330 

Rubber,  Fluorocarbon  Elostonver,  Improved  Performonce  At  low  Temperotures 

MIL-R-83485  (1) 

20 

23  Apr 

81 

20 

Validated  Jul  87  REV-99  82  IS 

NOTICE  1 

5330 

Rubber,  Fluorocorbon  Elastomer,  High  Temperature,  Fluid,  And  Compression  Set 

MIL-R-83248A 

20 

17  Feb 

84 

MR  AS 

20 

Reiiitont  Validated  Jul  87  USER-YO  REV-SH  99  82  IS 

NOTICE  1 

L 

5330 

Rubber,  Fluorosillcone  Elostomer,  Oil-ond-fuel-resistont,  Sheets,  Strips,  Molded 

MIL-R-2598B8 

20 

30  Jul 

87 

MR  AS 

20 

Parts,  And  Extruded  Shapes  Validated  Jul  87  USER-SH  REV*MI  OS  99  82  IS 

NOTICE  1 

L 

5330 

Rubber,  Fluorosillcone  Elostomer,  Oil-ond-fuel-resistant,  O-RINGS,  Closs  1, 

MIL-R-25988/1A 

20 

30  Jul 

87 

20 

Grade  70  Validated  Jut  87  REV-MI  OS 

NOTICE  1 

L 

5330 

Rubber,  Fluorosillcone  Elostomer,  Oil-ond-fuel  Resistant,  0-rings,  Closs  3 

MIL-R-25988/2  (1) 

20 

30  Jul 

87 

20 

Validated  Jul  87  KV-OS 

NOTICE  1 

1 

5330 

Rubber,  Fluorosillcone  Elostomer,  Oil  And  Fuel  Resistant,  0  Rings,  Ooss  1, 

MIL-R-25988/3  (1) 

20 

30  Jul 

87 

20 

Grode  50  Validated  Jul  87  REV-OS 

NOTICE  1 

L 

5330 

Rubber,  Fluprosilicone  Elastomer,  Oil-  And  Fuel  Resistant,  0  Rings,  Closs  1, 

MIL-R-2598B/4  (1) 

20 

30  Jul 

87 

■:o 

Grade  80  Validated  Jul  87  REV-OS  99  82 

NOTICE  1 

•5330 

RuU>er,  Polyurethane,  Castable,  Humidity  Resistant  REV-AS  99  82  IS  DS  .......... 

MIL-R-83397A 
NOTICE  1 

20 

30  Jul 

87 

MR  SH 

20 

5330 

Rubber,  Sheet,  Solid  USER-AS  OS  REV-MI  SH  85 . 

A-A-1719 

•SH 

23  Jul 

81 

AV  SH 

5330 

Rubber,  Synthetic  Ethylene  Propylene  Terpolymer,  Generol  Purpose  45-55  •  15 

AMS  3250-73 

AS 

14  Moy 

87 

MR  AS 

11 

Moy  73 

NOTICE  1 

5330 

Rubber,  Synthetic,  Sheet,  Strip  And  Molded  Validated  Apr  82  REV-MI  AR  AS 

IS 

Rubber,  Synthetic,  Solid,  Sheet,  Strip  And  Fabricated  Ports,  Synthetic  Oil 

MIL-R-35338  (2) 

OS 

15  Nov 

57 

MR  OS 

99 

5330 

MIL  R-73520  (2) 

20 

30  Jul 

87 

MR  AS 

20 

Reiittont  USER-ME  SH  REV-MI  EA  AR  99  82  IS 

NOTICE  1 

5330 

Seal  •  O  Ring,  Ams  7270  Validated  Jun  83  REV-AT  11  IS  . . . . 

AN123951 
•  124050  REV  2 

82 

24  Dec 

64 

AV  AS 

99 

5330 

Seal  Assembly  •  3/8  inch  Conduit  Boss  Validated  May  84  . . . . 

AN3067 

REV  3 

82 

9  Jul 

54 

99 

L 

5330 

Seal  Plain,  Rubber,  (Hot  Air  Resistant  4(X)  Deg  P)  Mold  In  Groove  Validated 

MS-27197B 

82 

09  Jun 

72 

99 

May  84  REV-IS 

5330 

SmI  Ring,  Aluminum,  Flol,  Metric  USER-AT  AV  GL  AS  YD  58  REV-MI  MR  OS 

82  IS 

Seal  Ring,  Aluminum,  Flot,  M.tric  USER-GL  ME  AT  AS  YD  58  REV-MI  MR  OS 

82  IS 

S.ol  Ring,  Pr.tiboard,flat,  Metric  USER-AT  AV  Gl  ME  AS  YD  58 . 

DOD-S-70339/1 

AR 

22  Jul 

88 

AR  SH 

99 

5330 

DOD-S-70339/2 

AR 

22  Jul 

88 

AR 

99 

5330 

DODS-70339/7 

AR 

22  Jul 

88 

AR  SH 

99 

5330 

Seol  Ring,  Steel,  Flat,  Metric  USER-GL  ME  AS  YD  58  REV-MI  AR  AT  OS  82  IS 

DOD-S-70339/3 

AR 

22  Jul 

88 

AR  SH 

99 

5330 

Seol  Ring,  Vulcontzed  Fiber,  Flat,  Metric  USER-AT  GL  ME  AS  YD  68  REV-MI 

DOD-S-70339/4 

AR 

22  Jul 

88 

AR  SH 

99 

MR  OS  82  IS 

L 

5330 

Seol,  Oil,  Plain  Or  Ptoin  Encased  Validated  Mar  84  REV-MI  IS  . . . 

MIL-S-21558A 

os 

28  Sep 

73 

OS 

L 

5330 

Seol,  Plain  Enrosed,  DuoVSeol,  Spring  looded  Validated  Nay  84  USER-GL........ 

MS-51905C 

AT 

09  Jul 

80 

AT 

L 

5330 

Seal,  Ploin  Encosed.  Duel  SeoKng  Members,  Opposed,  Spring  loaded  REV-ME 

MS-51907E 

AT 

27  Oct 

85 

AT 

AR  IS 

1 

5330 

Seol,  Ploin  Encased,  Single  Seoiing  Member,  Spring  Loaded  USER-ME  REV-AV 

MS-51000F 

AT 

27  Oct 

85 

AT 

Ml  AR  IS 

L 

5330 

Seol,  Ploin  Encased,  Spring  Looded,  Flonged  Type  REV-AR . . . 

MS-51908D 

AT 

27  Oct 

85 

AT 

1 

5330 

Seol,  Ploin  Encased,  Single  Seoiing  Member,  Spring  Loaded,  Shoulderwd  Cose 

MS-51909E 

AT 

27  Oct 

85 

AT 

USER-AV  ME  REV-AR  IS 

L 

5330 

Seol,  Ploin  Encosed,  Single  Seol,  External  Type,  Spring  Loaded . . . . 

MS-519100 

AT 

27  Oct 

85 

AT 

1 

5330 

Seol,  Ploin  Encosed.  Duol-Seol,  Internol  Seal  Spring  Looded  REV-AR  .................. 

MS-5191 1C 

AT 

27  Oct 

85 

AT 

1 

5330 

Seol,  Ploin  Encosed.  Duol  Seoiing  Members,  Opposed,  One  Seal  Spring  looded 

MS-51912E 

AT 

27  Oct 

85 

AT 

USER-AV  ME  REV-AR  IS 

L 

5330 

Seol,  Ploin  Encosed,  Duol  Seal,  Externol  Seol  Spring  looded  REV-AR.................. 

MS-51913D 

AT 

27  Oct 

85 

AT 
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L 

S330 

Seal,  Plain  Encased.  Dual  Seals,  One  Seal  Spring  loaded,  Shouldered  Case 

MS-51914D 

AT 

27  Oct 

85 

AT 

REV-AR 

L 

5330 

Seol,  Ploin  Encosed.  One  Felt,  Plus  One  Leather  Or  Synthetic  Elostomer  Seoling 

MS-51915C 

AT 

09  Jul 

80 

AT 

Member  Spring  loaded  Validated  Nov  84  REV«AR 

1 

5330 

Seal,  Plain  Encased,  One  Felt  And  One  leather  Or  Synthetic  Elostomer  Sealing 

-‘4S-51915C 

AT 

25  Jun 

72 

AT 

Members,  Spring  Looded,  Shouldered  Case  Validated  Feb  8S  USER*AV 

REV.ME  AR  IS 

L 

5330 

Seol,  Plain  Encosed*fluid,  Rodiol,  Single  Felt  Sealing  Member,  Interne}  Type 

MS-51917E 

AT 

27  Oct 

85 

AT 

USER-AV  REV-ME  Ml  AR  IS 

L 

5330 

Seal,  Ploin  Encosed'fluid,  Rodiol,  Single  Felt  Seoling  Member,  Extemoi  Type 

MS-519I8E 

AT 

27  Ocl 

85 

AT 

USER-AV  REV-ME  Ml  AR  IS 

L 

5330 

Seal,  Plain  Encased,  Single  Felt  Seoling  Member,  Internol  Type,  Shouldered 

MS-51919E 

AT 

27  Oct 

85 

AT 

Cose  USER-AV  REV-ME  Ml  AR  IS 

L 

5330 

Seal,  Ploin  Encosed,  Single  Sealing  Member,  Extended  Cose  USER*M£  REV*M1 

AR 

Seal,  Plain  Encased,  Single  Seating  Member,  Face  Type  USER*ME  REV*AR  . 

MS-51920F 

AT 

27  Oct 

86 

AT 

L 

5330 

MS-51921F 

AT 

27  Oct 

85 

AT 

1 

5330 

Seal,  Ploin  Or  Seol,  Ploin  Encosed,  Non*spring  Looded,  Single  Seoling  Member 

MS-51001F 

AT 

27  Oct 

85 

AT 

USER-ME  REV-AR  IS 

Q  1 

5330 

Seol,  Plain,  And  Seol,  Plain,  Encased,  Fluid,  Radiol,  Single  And  Multiple  Up 

MIL-S-4S005C 

AT 

15r«b 

88 

AT 

Seol.  REV-MI  AR  IS 

L 

5330 

Seal,  Ploin,  Rubber,  Synthetic  Oil  Resistont,  (Minus  65  To  Plus  275  Deg  F), 

MS-27195A 

82 

IS  Jul 

75 

99 

Mold  In  Groove  Validated  Jun  84  REV*MI  IS 

L 

5330 

Seol,  Ploin,  Rubber,  (Minus  65  To  Plus  350  Deg  F  Fuel  Resistont)  Mcdd  In 

MS-27 1988 

82 

09  Jun 

72 

99 

Groove  Validated  May  84  REV>IS 

L 

5330 

Seal,  Ploin,  Rubber,  (Minus  65  To  Plus  160  Deg  F  Fuel  Resistont),  Mold  In 

MS-27194 

82 

20  Jul 

52 

99 

Groove  VoUdattd  Jul  81  REV-ME  IS 

1 

5330 

Seal,  Rf  And  Pressure  Validated  Jun  88 . . . . . 

MIL-S-45874 

NOTICE  1 

Ml 

06  Jun 

85 

MI 

1 

5330 

Seal,  Rubber  Extrusions,  Non  Cellular  Validated  Sep  dd . . . 

MIL-S-47147 

NOTICE  1 

Ml 

30  Sep 

85 

Ml 

L 

5330 

Stuffing  Tube,  Nylon,  Size  6,  PorVing  Assemblies  For . . 

MIL-S-19622/21D 

SH 

24  Jun 

85 

SH 

L 

5330 

Stuffing  Tube,  Nylon,  Size  2,  Packing  Assemblies  For . . . 

MIL-S-19522/17C 

SH 

24  Jun 

85 

SH 

1 

5330 

Stuffing  Tube,  Size  3  Pocking  Assemblies  For  Nylon .  . . . 

MIL-S-19522/188 

SH 

24  Jun 

85 

SH 

L 

5330 

Stuffing  Tube,  Size  4  And  4T  Packing  Assemblies  F or  Nylon  . . 

MIL-S-19522/19C 

SH 

24  Jun 

85 

SH 

L 

5330 

Stuffing  Tube,  Size  7  Pocking  And  Assemblies  For  Nylon . . . 

MIL-S-19522/22A 

SH 

24  Jun 

85 

SH 

L 

5330 

Stuffing  Tube,  Size  8  Packing  Assemblies  For  Nylon . . . 

MII-S-19522/23B 

SH 

24  Jun 

85 

SH 

1 

5330 

Stuffing  Tube,  Size  9  Pocking  Assemblies  For  Nylon . . . . . . . 

MIL-S-19522/24B 

SH 

24  Jun 

85 

SH 

5330 

Test  Slobs,  Acrylonitrile  Butadiene  (NBR*H),  High  Acrylonitrile,  65*75  ■  1  Jul  83 

AMS  3217/1-83 

AS 

28  S«p 

84 

MR  AS 

20 

REV-IS 

5330 

Test  Slobs,  Acrylonitrile  Butadiene  (NBR*L),  Low  Acrylonitrile,  65*75  •  1  Jul  83 

AMS3217/2-83 

AS 

28  S.p 

84 

MR  AS 

20 

REV-IS 

5330 

Test  Slobs,  Chloroprene  (CR),  55-75  •  1  Jul  83  REV-IS . 

AMS  3217/3-83 

AS 

28  Sep 

84 

MR  AS 

20 

5330 

Test  Slobs,  Ftuoroeloslomer  (FKM),  65*75  •  1  Jul  83  REV*IS . 

AMS  3217/4-83 

AS 

28  S«p 

84 

MR  AS 

20 

5330 

Test  Slobs,  Fluorosilicone  (FVMQ,  55-55  -  1  Jul  83  REV-IS  . 

AMS  3217/5-83 

AS 

28S.P 

84 

MR  AS 

20 

5330 

Test  Slobs,  Stondord  Elostomer  Stocks  •  1  Jul  83  REV*IS  . . 

AMS  3217-83 

AS 

28  S.p 

84 

AS 

L 

5330 

V  Ring  Femole  Hydraulic  Pocking  (Inactive  12*16*52)  Validated  May  84  REV*AV 

AN5228 

82 

10  Dec 

71 

99 

IS 

REV  5 

5330 

Visuol  Inspection  Guide  For  Elastomeric  0*rings  Validated  Jun  87  U$ER*AT  MC 

MII-STD-4I3C 

SH 

19  Jun 

87 

Ml  SH 

99 

REV-OS  AS  11  82 

NOTICE  1 

5335 

Cloth  8i  Screens,  Industriol  Wire  (Square  Opening  Series)  Stondord 

ASTM  E437-85 

YD 

03  Jul 

85 

ME  YD 

Specification  For  ■  26  Jul  85  USER'AT  CE  MC  REV*IS 

5335 

Cloth,  Hardware  (Woven  Or  Welded  Galvanized  Steel  Wire  Fobric)  -  1979 

ASTM  A740-79 

ME 

2S  Jul 

SO 

ME  YD 

99 

(Reapproved  1985)  Validated  Dee  85  REV*84 

5335 

Wire  Fobric  (Insect  Screening)  USER*MC  REV*EA  Ml  MD  0$  MS  IS . . 

A-A-10368 

•ME 

12  Jon 

87 

ME  YD 

99 

5335 

Wire  Fobric  (Splint,  Wire  Mesh) . . . . . . 

A-A-1190 

t 

27  Apr 

81 

5335 

Wire  Fabric  (For  Surgicol  Use)  Validated  Feb  82  REV*IS  . . . 

MIL-W-35359A 

DM 

10  Dec 

75 

AV  MS 

03 

5335 

Wire  Fobric  (Insect  Screening)  Validated  Jan  85  USER*MC  REV-MO  Ml  EA  MS 

RR.W-365A 

/ME 

05  Sep 

80 

ME  YD 

99 

os  82  IS  D-S 

INT  AMD  1  (ME) 

5335 

Wire  robfic,  Induitriol  USER-AT  AV  Ml  ME  MC  OS  REV-EA  YD . 

RR-W-350A 

* 

01  Dec 

70 

5335 

Wire  r&bric,  Industriol . . . . . . . . . 

A-A-1037A 

• 

15  Moy  87 

ME  YD 

99 

5335 

Wir,  fobric,  Steel,  Welded  Validated  May  82  REV-MI  AR  IS . 

MII-W-585E 

ME 

04  Feb 

75 

ME  YD 

5335 

Wire  Fobric,  Steel . . . . . . . . . 

A-A.1035A 

t 

13  Feb 

87 

5335 

Wire  Fobric,  Steel,  Hot*dipped  GaVaniced  Validated  Mar  78 . . 

RR-W-370B 

t 

30  Ocl 

70 

5335 

Wire,  Fobric,  Steel,  Welded,  (For  Reinforced  Concrete)  . . . . 

RR-W.375A  (1) 

X 

06  Jon 

72 

L 

5340 

Adopter,  Mctunling  MX*4773(*)/A5Q*56A  Validated  Mar  6!  REV  IS.................. 

MIL-A'81008 

AS 

15  Apr 

54 

AS 

5340 

Adopter,  Reversible,  Quick  Fit,  500  Lbs  1*3/4  Inch  REV*82........ . . 

MS-70101C 

01 

30  Apr 

85 

GL  AS 

99 

L 

5340 

Adopter,  Reversible,  Quick  Fit,  1*3/4  Inch  Validated  Jon  82* . . . . . . 

MIL-A-4357.  (1) 

GL 

15  Apr 

76 

01 

5340 

Amer>con  Notiono!  Stondord  For  Exit  Devices  >  24  Oct  78  Validated  Aug  84 

ANSI  A1S5.3-78 

YD 

28  Nov 

80 

AR  YD 

99 

REV-IS 

L 

5340 

Anchor,  Guy,  Shield,  Exponsion  Validated  Jon  85  . . . . 

MII-A-S2818 

ME 

27  Jun 

74 

ME 

L 

5340 

Anode,  Corrosion  Preventive,  Magnesium  Alloy,  Cost  Or  Extruded  ShopeS'With 

MIL-A-21412A 

SH 

04  Sep 

64 

SH 

Cost'in  Cores  Validated  Aug  8J  REV-lS 

AR  SH 

5340 

Anode,  Corrosion  Preventive,  Zinc,  Slob  Disc  And  Rod  Shoped  USER'ME  OS 

MIL-A-18001J  (2) 

SH 

13  Mar 

89 

99 

REV-CE  AT  YD  IS 

1 

5340 

Anode,  Corrosion  Preventive,  Zinc,  And  Plugs,  Zinc  Anode  Retaining,  Design  Of 

MII-A-1952IA  (3) 

SH 

15  Aug 

57 

SH 

And  Instoilotion  In  Shipboord  Condensers  And  Heot  Exchongers  Validated 

Aug  8J  REV.IS 

L 

5340 

Anode,  Corrosion  Preventive,  leod  FVoy,  Rod  Shoped  Validated  Jul  82  REV.GS 

MIL-A-2387IA  (1) 

SH 

19  Dec 

57 

SH 

5340 

An6des,-Co$t  And  Wrought  Golvonic  Zinc  •  26  Feb  88  REV*SH . . 

ASTM  8418-88 

YD 

10  Mor 

89 

AR  YD 

99 

L 

5340 

Anodes,  Corrosion  Preventive,  Plotinum  Ploted  Niobim  Wire  Type,  Cotodic 

Mll-A-24525 

SH 

14  Nov 

83 

SH 

Protection 

L 

5340 

Bockplote,  Retaining  Strop  &  Ams  5510  (Asg)  Validated  Oet  83  REV*IS  ............ 

MS-9395 

AS 

21  Dec 

52 

AS 

5340 

Bolt  Assembly,  Door  For  Wads . . . . . . . . . . 

MIL-8-53954 

AR 

26  Apr 

88 

363 
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FSC  TITIE 

5340  Bolt,  Barrel . 

5340  Bolt,  Choin . . . . . . . . . . . 

5340  Boss,  18‘1,50  fAm  Spark  Plug  Threod  Helical  Insert,  Standard  Dimensions  For. 
(Asg)  VaUdaledApr  84  REV.99  IS 

5340  Broce,  Corner,  Box,  1  Quorter.round  And  2  Cut  Flonges,  4  Mounting  Holes. 
Validated  Sep  80  REV-IS 

5340  Broce,  Corner,  Box,  3  Quorter  Round  Flanges,  3  Mounting  Holes.  Validated  Sep 
80  REV.IS 

5340  Broce,  Corner,  Box,  Large,  1  Quorter.round  And  2  Cut  Flanges,  3  Mounting 
Holes.  Validated  Sep  80 

5340  Broce,  Corner,  Box,  Spoil,  1  Quorter  Round  And  2  Cut  Flanges,  3  Mounting 
Holes  Validated  Sep  80 

5340  Brore,  Corner,  Box,  2  Quorter.ellipse  Flanges,  4  Mounting  Holes.  Validated  Sep 
80  REV-MI  IS 

5340  Broce,  Corner,  Box,  Large,  2  Quorter.eilipse  Flonges,  2  Mounting  Holes. 
Validated  Sep  80  REV.IS 

5340  Broce,  Corner,  Box,  Small,  2  Quorter.etlipse  Flanges,  2  Mounting  Holes. 
Validated  Sep  80  REV-IS 

5340  Broce,  Corner,  Box,  3  Quorter.round  Flonges,  6  Mounting  Holes.  Validated  Sep 
80  REV-IS 

5340  Brocket-flat,  Cres  Ams  5510,  .190  Bolt  (Inactive)  (Use  MS9552)  Validated  Apr 
84  REV.99  IS 

5340  Brocket-flat,  Cres  Ams  5510,  .190  X  .250  Bolt  (Inactive)  (Use  MS9552) 
Validated  Apr  84  REV-99  IS 

5340  Brocket-flat,  Cres  Ams  5510,  .250  Bolt  (Inoctive)  (Use  MS9552)  Validated  Apr 

84  USER-MC  REV.99  IS 

5340  Brockel-flot,  Steel,  Ams  6350,  Cod.  Plate  (Asg)  Validated  Apr  84  REV-IS . .... 

5340  BRACKET.90  Deg.  Angle,  Ams  5504,  .190  X  .250  Boll  (Inactive)  (Use  MS960I) 
Vo/idofed  Apr  B4  REV-IS 

5340  BRACKET-90  Deg.  Angle,  Ams  6350,  .190  Boll  (Inactive)  (Use  MS9596) 
Validated  Apr  84  KV -IS 

5340  BilACKET-90  Deg.  Angle,  Ams  6350,  .190  X  .250  Boll  (Inactive)  (Use  MS9597) 
Vof/doted  Apr  B4  REV-IS 

5340  BRACKET.90  Deg.  Angle,  Ams  6350,  .190  X  .312  Boll  (Inoctive)  (Use  MS959B) 
Validated  Apr  84  REV-IS 

5340  BRACKET-90  Deg.  Angle,  Ams  6350,  ,190  X  .375  Boll  (Inactive)  (Use  MS9599) 
Vofidoted  Apr  B4  REV-IS 

L  5340  Brocket,  Angle,  Coble  Clomp  Support  (Inoctive  5-25-73)  Validated  Apr  85 
REV-IS 

5340  Brocket,  Angle,  90  Deg.  .150  Bolt  REV-IS . 

5340  Brocket,  Angle,  90  Deg.,  CRES,  .190  Bell  REV-IS . 

5340  Brocket.  Angle,  90  Oeg„  CRES,  .190  X  .250  Boll  REV-IS . 

5340  Bracket,  Angle,  90  Deg.  .190  Boll  REV-IS . 

5340  Brocket,  Angle,  90  Deg.  .190  X  .250  Bolt  REV-IS . 

5340  Brocket,  Angle,  90  Deg.  .190  X  .312  Bolt  REV-IS . 

5340  Brocket,  Angle,  .0  Deg.  .190  X  375  Bolt  REV-IS . 

5340  Brocket  Angle,  90  Deg.  .190  X  312  Bolt  REV-IS . 

5340  Brocket,  Angle,  90  Deg.  .190  X  375  Boll  REV-IS . 

5340  Brocket,  Angle,  90  Deg.,  CRES,  .190  X  .312  Bolt  REV-IS . 

5340  Bracket,  Angle,  90  Deg,,  CRES,  .190  X  .375  Boll  RGV.99  1 1  IS . 

5340  Brocket,  Angle,  90  Deg.,  Steel,  .190  Bolt  REV-IS  . 

5340  Brocket,  Angle,  90  Deg.,  Cadmium  Plated,  .190  X  .250  Boll  REV-IS . 

5340  Brocket,  Angle,  90  Deg.,  Cadmium  Ploled,  .190  X  .312  Bolt  REV-IS  . 

5340  Brocket,  Angle,  90  Deg.,  Cadmium  Ploled,  .190  X  .375  Bolt  REV-IS . 

5340  Brocket,  Angle,  90  Deg.,  Cres,  .190  Boll  REV-1 1  IS . 

5340  Brocket,  Angle,  90  Deg,  Cres,  .190  X  .250  Bolt  REV-1 1  IS . 

5340  Brocket,  Angle,  20  Deg.,  Cres  .190  X  .312  Boll  REV-IS . 

5340  Brocket,  Angle,  90  Deg.,  Cres  .190  X  .375  Bolt  REV.IS . 

5340  Brocket,  Shelf  . . . 

5340  Bracket,  Stop  (Boll  Assembly,  Clomp)  REV-MI  OS  82  IS  . 

5340  Bracket,  Support  Clomp . 

5340  Buckle,  Center  Bor  With  Tongue  USER-AR  MC  REV-ME  82  IS . 

5340  Buckle,  End  Bor  V*ith  Tongue  (For  Leather)  USER-AR  MC  REV-IS . 

5340  Buckle,  End  Bor,  With  Tongue  USER-MI  ME  REV-IS . 

5340  Buckle,  End,  1  Inch  REV-IS . 

L  5340  Buckle,  Parachute  Container  Validated  May  84  REV-IS . . . 

L  5340  Buckle,  Spring  Action  Vof/doted  Afor  82  USER-AT  ER  REV-GL  Ml  IS  . . 

5340  Buckle,  Tongueless  And  Web  Strop  USER-ME  MC  SA  REV-AR  Ml  EA  AV  82  IS 
CM 

5340  Buckle,  TO.NGUELESSS2iSAR  Validated  Mar  SO  USE.R-.ME  AV  AT  GL  -REV  EA 
IS 

5340  Buckle,  TONGUELESSBil&BAR  USER-ME  GL  WV  AT  MC  REV-MI  IS . 

L  5340  Bumper,  Rubber,  Duplex  Round . . . 

L  5340  Bushing  -  Screw,  Slotted  (Inoctive  After  1  Oct  1965)  Validated  Oet  83  REV-IS.. 

5340  Butts  a  Hinges  -  7  Dec  81  USER-MC  REV-82  IS . 

5340  Cobinet  Hordwore  -  2  Nov  82  Validated  Aug  86  USER-CE  SH  SA  REV-IS  CS  .... 

5340  Cop  And  Plug,  Proleclive,  Dust  And  Moislure  Seol  (Plug  Tubing)  Validated  Apr 

85  USER-ME  Ml  AT 

5340  Cop  And  Plug,  Protective  Dust  And  Moisture  Seol  (Cop  Juhing)  Validated  Apr 
85  USER-ff  1C  YD  REV-AV  ME  AT  OS  IS 


DOCUMENT 
NUMBER  FREF 


A-A-466 

t 

A-A-480 

t 

MS-9071 A 

AS 

MS-35260A 

ER 

MS-35254A 

ER 

MS-35255A 

ER 

MS-3S256A 

ER 

MS-35261» 

ER 

MS.35257A 

ER 

MS.3S258A 

ER 

MS-352S9A 

ER 

MS.9365A 

AS 

MS-9366A 

AS 

MS.9367A 

AS 

MS-9551A 

AS 

MS-9229B 

AS 

MS.9165B 

AS 

MS-9166B 

AS 

MS-9167B 

AS 

MS-9168B 

AS 

MS-39085A 

AR 

MS-9228C 

AS 

MS-9S92A 

AS 

MS-9593A 

AS 

MS-910IC 

AS 

MS-9102C 

AS 

MS-9103C 

AS 

MS-9I04C 

AS 

MS-9230C 

AS 

MS-9231C 

AS 

MS-9594A 

AS 

MS-9595A 

AS 

MS-959^ 

AS 

MS.9597B 

AS 

MS.9598B 

AS 

MS-9599B 

AS 

MS-960bS 

AS 

MS-9601B 

AS 

MS.96028 

AS 

MS-9603B 

AS 

A-A-465A 

t 

MIL-B.70332/3 

AR 

AN743 

AS 

REV  7 

MIL.B.2505G 

GL 

MIL.B-3493D 

GL 

MIL-B-2331D 

GL 

MIL-B.1962C 

GL 

MS-90297 

AS 

MS-51929A 

AR 

MIL.B-543F  (2) 

GL 

.y.S  5I944A 

AR 

MS-51927A 

AR 

NOTICE  1 
MIL-B-4792D  (1) 

82 

MS-9017A 

AS 

ANSI  A1.S6.I.81 

YD 

ANSI  A156.9.82 

YD 

NOTICE  1 
Mll-C.5501/8 

AR 

MIL-C-5501/9 

AR 

DATE  CUSTODIAN 

10  Sep  80 

10  Sep  80 

01  Oct  63  AS  11 

02  Nov  67  ER  YD  99 

02  Nov  67  ER  YD  99 

02  Nov  67  ER  YD  99 

02  Nov  67  ER  YD  99 

02  Nov  67  ER  YD  99 

02  Nov  67  ER  YD  99 

02  Nov  67  ER  YD  99 

03  Nov  67  ER  YD  99 

22  Nov  66  AS  11 

22  Nov  66  AS  11 

22  Nov  66  AS  11 

28  Feb  84  AS  11 

22  Nov  66  AS  11 

22  Nov  66  AS  11 

22  Nov  66  AS  11 

22  Nov  66  AS  11 

22  Nov  66  AS  11 

25  Moy  73  AR 

18  Jun  87  AR  AS  82 

IBJun  87  AS  82 

ISJun  87  AS  82 

16  Jun  87  AR  AS  82 

18  Jun  87  AR  AS  82 

18  Jun  87  AR  AS  82 

lb  Jun  87  AR  AS  32 

18  Jun  87  AR  AS  82 

18  Jun  87  AR  AS  82 

18  Jun  87  AS  82 

18  Jun  87  AS  82 

18  Jun  87  AS  82 

05  Jun  87  AS  11 

as  Jun  87  AS  11 

05  Jun  37  AS  11 

05  Jun  87  AS  11 

18  Jun  87  AS  11 

05  Jun  87  AS  11 

05  Ji-.  87  AS  11 

15  Jon  88 

25  Moy  84  AR  AS  99 

16  Aug  82 

28  Dec  84  GL  99 

30  Sep  85  GL  99 

30  Sep  85  GL  99 

31  Dec  85  GL  YD  82 

03  Feb  65  AS 

25Mor  70  AR 

13  Mar  84  GL  YD  99 

25Js.n  74  AR  99 

22  Jon  74  AR  99 

30  Jun  78  99 

01  Oct  65  AS 

12  Nov  82  AR  YD  99 

21  Aug  86  AR  ID  99 

20Mor  73  AR  99 

20  Mor  73  AR  AS  99 
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DOCUMENT 


fSC 

TITIE 

NUMBER 

PREP 

DATE 

CUSTODIAN 

5340 

Cop  And  Plug,  Prottctivt,  Dull  And  Moiiturt  Stol  (Plug^mochin*  Scrow) 

MIL-C-5501/10A 

AR 

05 

May 

88 

AR  AS 

99 

5340 

Validated  May  88  USER  ME  Ml  YD  MC  OS  SH  REV-AR  GL  IS 

Cop  And  Plug,  Protoctivo,  Dust  And  Moitfur*  Stol  (Cop  Mochin*  Scrow) 

NOTICE  1 
MIL-C-5501/11 

AR 

20 

Mor 

73 

AR  AS 

99 

5340 

Vo/ida/ad  Apr  85  USER-YO  OS  MC  REV-GL  AT  ME  ER  IS 

Cop  And  Plug,  Protoctlvt^  Oust  And  Moisturo  Sool  (Cop*un;  Throod)  Volidotad 

MIL-C-5501/12 

AR 

20 

Mar 

73 

AR  AS 

99 

5340 

Apr  85  USER-ME  AT  GL  YD  MC  OS  REV-AV  IS 

Cop  And  Plug,  Protoctivo,  Oust  And  Mnisturo  Sool  (Plug  Uni  Thrtod)  Votidotad 

MIL-C-5501/13 

AR 

20 

Mor 

73 

AR  AS 

99 

5340 

Apr  85  USER-ME  AT  GL  MC  OS  YD  REV-ER  IS 

Cop  And  Plug,  Protective,  Dust  And  Moisture  Seol  For  Resisloflex  Dynotube 

MIL-C-5501/15 

AR 

05 

May 

88 

AR  AS 

99 

5340 

Fittings  Volidatad  May  88 

Cop  And  Plug,  Protective,  Dust  And  Moisture  Seat  For  AV-8  Aircroft  Fittings 

NOTICE  1 
MIL-C-5501/16 

AR 

05 

Moy 

88 

AR  AS 

99 

5340 

With  Brutish  Site  Pipe  Threods  Volidatad  May  88 
^ ip  And  Plug,  Protective,  Dust  And  Moisture  Seol  For  AV-6  Aircroft  Fittings 

NOTICE  ) 
MIL-C-5501/17 

AR 

05 

Moy 

88 

AR  SA 

99 

5340 

With  British  Size  Pipe  Threods  Vah'dofad  May  88 

Cop  And  Plug,  Protective,  Dust  Ar.d  Moisture  Seol  Validahd  Jan  8i  USER-ME 

NOTICE  1 
MIL-C-5501F  (1) 

AR 

18 

Jul 

75 

AR  AS 

99 

5340 

AT  MC  YD  REV-AV  EA  OS  IS 

Cop  And  Plug,  Protective,  Dust  And  Moisture  Seol  (Pli*g  Flared  Tube  End  And 

SUPP  2 
MIL-C-5501/1 

AR 

20 

Mor 

73 

AR  AS 

99 

5340 

Straight  Thrtoded  Bolt)  VcliJafd  Apr  8S  USER.A1  SH  OS  YD  MC  REV.Gl 

AV  ER  IS 

Cop  And  Plug,  Protective,  Dull  And  MoiiUre  Seal  (Plug.floreleM  Tube  End) 

Mll-C-5501/2 

AR 

20 

Mar 

73 

AR  AS 

99 

5340 

Validated  Apr  85  USER-AT  MC  YD  OS  REV-AV  GL  ER  IS 

Cop  And  Plug,  Protective,  Dust  And  Moisture  Seal  (Cop  Flared  And  Fioreless 

MIL-C-5501/3 

AR 

27 

Mor 

86 

AR  AS 

99 

5340 

Fitting)  Vclidatad  Mar  8d  USER-ME  GL  OS  MC  YD  REV-AV  ER  IS 

Cop  And  Plug,  Protective,  Dust  And  Moisture  Seol  (Cop-beoded  Hose 

NOTICE  1 
MIL-C-5501/4 

AR 

20 

Mor 

73 

AR  AS 

99 

5340 

Connection)  Volidotad  Apr  85  USER-MI  ME  AT  YD  OS  MC  REV-AV  IS 

Cop  And  Plug,  Protective,  Oust  And  Moisture  Seol  (Plug  Pipe  Threod)  Volldottd 

MIL-C-5501/5 

AR 

20 

Mor 

73 

AR  AS 

99 

5340 

Apr  85  USER-ME  AT  OS  YO  MC  REV-GL  ER  IS 

Cop  And  Plug,  Protective,  Dust  And  Moisture  Seol  (Cop-pipe  Threod)  Voiidatad 

MIL-(.-550l/6 

AR 

20 

Mor 

73 

AR  AS 

99 

5340 

Apr  85  USER-AT  GL  OS  YO  MC  REV-EL  AV  ER  IS 

Cop  And  Plug,  Protective,  Dust  And  Moisture  Seol  (Cop  Plug,  Gwierol  Purpose) 

MIL-C-5501/7 

AR 

20 

Mor 

73 

AR 

99 

5340 

VoZ/doMd  Apr  85  USER-ME  AT  REV-AV  EA  OS  IS 

Cop-propeller  Shaft  Threod,  Shipping  Volldatad  Oet  85  REV-IS . . . 

MS.27417 

82 

30 

Jun 

65 

AV  AS 

» 

5340 

Cop,  Dust,  Plostic,  Electric  Connectors  Validated  Jul  84  USER-AV  REV-AR  AV 

IS 

Cop,  Protective,  Dust  And  Moisture  Seol  For  Resistoflex  Dynotube  Fittings 

MS-90376C 

AS 

19 

Apr 

78 

ER  AS 

85 

5340 

Mll-C-5501/14 

'  AR 

05 

Moy 

88 

AR  AS 

99 

5340 

Validated  May  88 

Coster,  Industflol  USER-AT  MC  REV-SA  IS . . . 

NOTICE  1 
MS-24380D 

82 

31 

Mor 

83 

AV  AS 

99 

5340 

Co«t»r,  Induslriol  USER-ME  AV  AT  MC  SA  REV-GL  Ml  IS . 

MII-C-7474E 

82 

22 

Jun 

78 

AR  YD 

99 

5340 

Cc)t»r,  Rigid  (INDUSTRIAL  Duty)  OSER-YD  MC  REV-ME  MC  IS . 

A'A-2n4 

•IS 

17 

Mor 

83 

AR  YD 

99 

5340 

Cosier,  Rigid  And'SwiveL-Precislon  Pneumotic  Tired  Validated  Jan  84  USER-AT 

SA  11 

Coster,  Rigid  Andsswi  Viecis'on,  Hecvy  Duty  Validated  Jan  84  USER-CE  11 

MS-24373A 

82 

03 

Sep 

65 

Mb  SA 

99 

5340 

MS-27 149B 

82 

03 

Sep 

65 

AR  YD 

99 

5340 

REV-GL  15  IS 

Coster,  Rigid  And  Swivel,  Precision,  Spring  Mounted  Validated  Jan  84  USER-MI 

MS-24374B 

82 

03 

$.p 

65 

ME  YD 

99 

5340 

5340 

5340 

5340 

AT  SA  11  REV-IS 

Ca$t«r,  Swivol  (Choir)  USER-YD  MC  REV-ME  MC  IS  . 

Coster.  Swivel  (Industrial  Duty)  USER-YO  MC  REV-ME  MC  IS . . . 

Caster,  Swivel  Choir  . . . . . . 

Costers,  Rigid  And  Swivel,  Precision  Heovy  Duty,  And  Shock,  Absorbing 

A-A-1011 

A-A-1012 

FF-C-82B  (2) 
MIL-C-4751D  (1) 

* 

* 

82 

06 

17 

06 

16 

Jon 

Mor 

May 

Dec 

83 

83 

72 

83 

AR 

99 

5340 

5340 

USER-ME  GL  MC  11  REV-MI  SA  IS 

Cosrers,  Rigid  And  SwiveL  lndustriol  Duty  USER-ME  CE  GL... . . . . 

Costers,  Rigid  And  Swirel  (Institutional  Duty) . . . . . 

FF-C-BBC 

FF-C-77C  (1) 

% 

/GL 

12 

2: 

Jon 

Aug 

71 

88 

GL  YD 

5340 

Costers,  Rigid  And  Swivel  Industriot  Duty  USER-CE  GL  ME  REV-IS . . 

MSB7968 

82 

05 

Jul 

84 

AR  YD 

99 

5340 

Casters, rigid  And  SwI  VeLgenerol  Speciflca  Tion  For  USER-AT  AV  ME  REV-GL 

MILC-87972A 

82 

07 

Dm 

?7 

AR  AS 

82 

5340 

AS  IS 

Catch,  Clamping  And  Strike  (Conceoted  Spring  Type)  Validated  Oet  84 

MS-1B015B 

OS 

19 

Oct 

72 

AR  OS 

IS 

5340 

USER-ER  REV-ME  Ml  AS 

Clomp  -  Loop  Type  Support  (Heat  Reslstont)  .265  Hole  (Asg)  Validated  Apr  84 

MS-9025A 

AS 

15 

May 

68 

AV  AS 

11 

5340 

REV-ME  MI  99  IS 

Clomp  Assembly,  Soddle  Typo,  Cushion,  Genera!  Speclficotior.  For  kEV-II  IS  .... 

MIL-C-85449  (1) 

AS 

22 

F.b 

85 

AV  AS 

99 

5340 

Clomp  Assembly,  Saddle  Type,  Cushioned,  NBR  Rubber,  321  Cres,  275  Deg.  F, 

MIL-C-85449/1B 

AS 

28 

Aug 

87 

AV  AS 

99 

5340 

Fuel  Resistont,  Geherol  Purpose  RFV-'  1  IS 

Clamp  Assembly,  Cushioned  Saddle,  Metric  USER-MI  REV-AT  AV  Gl  EC  MC 

MS-14298 

AS 

15 

Oct 

84 

AR  AS 

99 

5340 

YD  1 1  IS 

Clomp  Assembly,  Saddle  Type,  Cushioned,  EPR  Rubber,  321  Cres,  275  Deg.  F, 

MII-C-65449/28 

AS 

20 

Get 

87 

AV  AS 

99 

5340- 

Generol  Purpose  REV-11  IS 

Clomp  Assembly,  Soddle-Type,  Cushioned,  Silicone  Fabric,  Reinforced  321-Cres, 

MILC-8S449/3B 

AS 

20 

Oct 

87 

AV  AS 

99 

5340 

500  Deg.  F,  Generol  Purpose  REV-ll  IS 

Clomp  Assembly,  Soddfe-type  Cushioned,  Teflon,  321  Cres,  >320  Deg.  F  To  450 

MIL-C-8S449/4A 

AS 

28 

Aug 

87 

AV  AS 

99 

5340 

Deg.  r,  Genvfui  PgrpvSe'RCV-l  *  S2  'S 

Clomp  loop  Type  Support  (Heot  Resistont)  .204  Hole  Validated  Apr  83 . . . 

MS-1229008 

82 

15 

May 

68 

AV  AS 

99 

5340 

Clomp  Support  •  Loop  Clomp  Validated  Jan  84  REV-11 . . 

THRU  1229398 
MIL-C-85052/'4 

AS 

07 

Oel 

77 

AV  AS 

99 

5340 

Clomp-tube  VoUdatedzSep  66  . . . . . . . 

MS-27405A 

32 

02 

Sep 

86 

AV  AS 

99 

5340 

Clomp,  Instrument  Mounting,  Aircroft  Validated  Aag  79  REV-IS  . . . 

NOTICE  1 
MIL-C-6818D 

82 

08 

Mor 

73 

AV  AS 

99 

5340 

Clomp,  Instrument-Mounting,  Aircroft  . . . . . . 

MS-2S042F 

82 

04 

Nov 

82 

AV  AS 

99 

5340 

Clomp,  loop  &  Multiple  Tube,  Oetochoble  Cushion,  Ams  5510  (Asg)  Validated 

MS.939IA 

AS 

29 

F«b 

68 

AS 

5340 

Oct  83  REV-MI  IS 

Clomp,  loop -Cushioned,  Center  Mounting  -  Dec  1968  W/dod  Exceptions 

NAS  1713-58 

AS 

05 

Dm 

80 

AV  AS 

1) 

5340 

REV-ME  10  IS 

Clomp,  Loop  Cushioned,  Joggled,  Corrosion  Resisting  Steel,  .204  Hole  (Inoctive 

REV  1 

MS-9825A 

82 

07 

Sep 

72 

AS 

99 

9.7.72)  VplidaleJJul  81  REV.ll  IS 


365 


FSC  LISTING 


TSC  title 

J340  Clo  p,  loop  Type,  Cuitiicned,  Support  USER-ME  REV-MI  AV  IS . 

5340  Clomp,  Loop  Type  Bonding  Validated  Jut  81  USER-CS  REV-MI  99  IS . 

5340  Clomp,  loop  Type,  Cushioned  Support,  Metric  USER-Eh  REV-AR  IS  >1  82 . 

5340  Clomp,  loop  Type,  Bonding,  Metric  REV-AT  AV  ER  ME  Ml  YD  CS  . 

5340  Clomp,  loop-oluminum,  Ploin  And  Cushioned  Validated  Apr  85  USER-AT  ME 

MC  OS  REV-MI  ER  IS 

L  5340  Clomp,  loop-oluminum,  .204  Hole  (Asg)  Validated  Oct  83  USER-ME  REV-IS . 

I  5340  Clomp,  loop-oluminum,  .265  Hole  (Asg)  Validated  Oct  83  USER-ME  REV-IS . 

L  5340  Clomp,  loop-cushioned.  Joggled,  Aluminum,  ,204  Hole  REV-99  IS  . 

5340  Clomp,  loop-cushioned.  Joggled,  .204  Hole  (Asg)  Validated  Apr  84  REV-MI  ME 
99  IS 

5340  Clomp,  loop-cushioned.  Joggled,  Corrosion  Resisting  Steel,  ,265  Hole  Validated 
Jun83KV-99  11  IS 

L  5340  Clomp,  loop-cusnloned.  Joggled,  Aluminum,  .265  Hole  USER-ME  REV-99  IS  . 

5340  Clomp,  Loop-double,  Coble  Or  Tube,  Steel,  Plain  And  Cushioned  Validated  Apr 
85  USER-AT  OS  MC  REV-MI  AV  AR  IS 

5340  Clomp,  loop-plastic.  Wire  Supperl  Validated  Jul  84  USER-AR  SH  MC  REV-AV 
Ml  OS 

5340  Clamp,  loop-steel  ploin  And  Cushioned  USER-ER  MC  SA  SH  REV-AV  Ml  IS . 

5340  Clomc.  loop.  Cushioned,  1200  Deg.  F..  Cres  Type  Iv,  Class  B  Validated  Apr  83 

5340  Clamp,  loop.  Cushioned,  Joggled,  Cres,  .204  Hole  REV-MI  . 

5340  Clomp,  loop,  Cushioned,  Wedge,  Polytetrolluoroethylene  Type  V,  Closs  A  And 
B  USER-ME  REV-MI 

5340  Clomp,  loop.  Cushioned,  Joggled,  Cres,  .265  Hole  REV-MI  ME  99  IS  . 

I  5340  Clomp,  loop.  Cushioned,  Center  Mounting,  Metric  REV-AR  Ml  YD  II  IS . 

5340  Clomp,  loop,  Cushioned  Elongoled,  Metric  USER-EC  REV-AR  Ml  YD  II  IS . 

5340  Clamp,  loop.  Cushioned,  Rectangular,  Metric  USER-Al  ME  Ml  EC  MC  YD 
REV-AV  ER  82  IS 

5340  Clomp,  Loop,  Cushion,  General  Specificolion  For  REV-1 1  IS . .... 

5340  Clamp,  Loop,  MuHler  Validated  Nav  87 . . . 

5340  Clomp,  loop.  Nylon,  Metric  USER-EA  EC  MC  99  REV-Al  AR  GL  IS  82 . 

5340  Clomp,  loop.  Plastic,  Wire  Support,  Metric  USER-MC  OS  SH  REV-AT  AV  CR 
ER  GL  EC  85  IS 

5340  Clomp,  Loop,  Plostic,  Wire  Support,  Ribbed  Inner  Diameter,  Metric  USER-MI 
MC  OS  SH  REV-AV  CR  EC  82  IS 

W40  Clomp,  loop.  Tube  17-7  Ph  Cres,  275  Deg.--F,  Fuel  And  Petroleum  Bosed 
Hydroulic  Fluid  Resistonl  REV-11  IS 

5340  Clomp,  loop.  Tube  -  17-7  PH  CRES,  275  Deg.  F,  Phosphole  Ester  Fluid 
Resistont  REV-IMS 

5340  Clomp,  loop.  Tube-  17-7  PH  Cres,  500  Deg.  F  REV-1 1  IS . 

5340  Clomp,  loop.metol,  Ploin,  Support,  Aircro(t,metrlo  USER-MI  MC  OS  SH  REV-AV 
CR  EC  82  IS 

E  5340  Clomp,  Loup  Cushioned,  Reclongulor  -  Dec  68  W/DOD  Exceptions  REV-ME  10 
IS 

5340  Clom;..  Plain,  Support,  loop-type.  Aircraft  Volidbred  Jv!  81  REV-MI  IS . 

5340  Clomps  And  Instruments,  Aircrofi,  Inslollolion  Of  Validated  Mar  81  USER-AR 
REV-GL  IS 

5340  Clomps,  loop  Type,  And  Straps,  Support  REV-II  82  IS . 

5340  Clevis  End,  Turnbuclle,  Clip  locking,  (For  Booring)  USER-MC  REV-IS . . 

5340  Clevis  Engine  Control  Rod,  Adjustable  -  16  Oct  80  REV-ME  IS.... . . 

5340  Clevis,  Rod  End&odjusloble  And  Ploin,  Steel  USER-MI  AT  GL  ME  YD  OS  MC.... 
5340  Clevis,  Rod  End&odjusling,  Wide  And  Norrow  Forks  Validated  Mar  8** 

USER-ME  Gl  at  YD  MC  OS  REV-AV  Ml  SH  IS 
5340  Clevis,  Rod  EndBpIoin,  Wide  And  Norrow  Forks  Validated  Mar  82  USER-ME 
AT  YD  MC  REV-AV  SH  IS 

5340  Clevis,  Rod  End,  Turnbuckle,  Clip  locking  Vo/Wo/ed  Moy  84  USER-MC  REV-IS  .. 

L  5340  Clevis,  Rod  Engilurnbuckle  (General  Purpose)  Validated  Mar  82  USER-AT  AV 
ER  MC  REV-ME  IS 

5340  Oevises  And  Connectors  (Rod  £rt6)  Validated  Mar  82  USER-Gl  ME  MC 
REV-AV  Ml  AT  SH  IS 

L  5340  Clip,  Component,  Non-electricol,  GeneroTSpecificotion  For  Validated  Apr  84 
USER-ME  REV-MI  EA  AV  GS 

I  5340  Clip,  Cry-slol  Holder  Vo/k/oW  Apr  82  REV-GS.,.. . 

L  5340  Clip,- Double  fint.  Spring  Tension  REV-AV'AS  . .  . . 

5340  Clip,  End,  Strop  USER-MC  REV-MI  ME  MO  EA  AR  CG  82  IS  _ _ 

5340  Clip,  End,  Strop  Type  li,  Closs  1  USER-ME  MD  MCCG  REV-MI  IS _ 

5340  Clip,  End,  Strop  Type  I,  Closs  1  ArJ  Class  2  USER-ME  MD  AV  REV-MI  IS  ... _ 

I  5340  Clip,  Holder  For  Neon  lomp  Validated  Apr  83  REV-GS . 

5340  Clip,  locking,  Turnbuckle  USER-ME  MC  REV-AR  IS . . . 

t  5340  Clip,  Single  Slot,  Spring  Tension  REV-MI  EA  AS  GS  ......................................... 

I  5340  Clip,  Solid,  Spring  Tension  REV-AV  AS  GS  . . . 

5340  Clip,  Spring  Tension  Validated  Apr  85  USER-AT  ME  ER  CG  SA  REV.82  IS . . 

E  5340  Clip,  Spring  Tension  -  W/dod  Exception  -  Jul  60 . . . .,„ . 

E  5340  Clip,  Spring  Tension  -30  Aug  82  W/DOD  Exceptions. . . . . 


DOCUMENT 


NU.MBER 

PREP 

DATE 

CUSTODIAN 

MS-219I9E 

AS 

30  Sep 

81 

AS 

99 

AN735 

AS 

29  Dec 

72 

AS 

11 

REV  4 

OS-)424)6 

AS 

08  Jon 

88 

AV  AS 

99 

DS.14244 

AS 

30  Jul 

83 

AR 

MS.21322D 

AR 

22  Jun 

72 

AR  YD 

99 

MS-9353A 

AS 

03  Mor 

69 

AS 

MS.9354A 

AS 

03  Mor 

69 

AS 

MS-935  IB 

AS 

11  Jun 

86 

AS 

11 

MS-9024C 

82 

15  May 

68 

AV  AS 

11 

MS-9826A 

AS 

07  Sep 

72 

AS 

99 

MS-9352B 

AS 

11  Jun 

86 

AS 

11 

MS-21334B 

AR 

22  Jun 

72 

AR  YD 

99 

MS.25281K 

AS 

29  Dec 

78 

AR  AS 

99 

MS-2I333F 

AR 

06  Nov 

87 

AR  YD 

99 

MS-21 106A 

AS 

02  Dec 

70 

AV  AS 

99 

MS-9349B 

AS 

11  Jun 

86 

AS 

11 

MS-21 122B 

AS 

14  Feb 

89 

AV  AS 

99 

MS-9350B 

AS 

11  Jun 

86 

AS 

11 

DS-14242A 

AS 

25  Moy 

84 

DS-14272 

AS 

23  Dec 

83 

AV  AS 

99 

DS-14290 

AS 

10  Aug 

84 

AR  AS 

99 

MII-C-8S052A 

AS 

30  Moy 

84 

AV  AS 

99 

MS-52150 

AT 

17  Nov 

87 

AT  YD 

99 

NOTICE  1 

DS-14243 

AS 

30  Jul 

83 

AV 

DS-14487 

AS 

18  Dec 

85 

AR  AS 

99 

DS-14486 

AS 

02  Apr 

86 

AR  AS 

99 

MII-C-85052/1B 

AS 

30  Moy 

84 

AV  AS 

99 

MII-C-85052/2B 

AS 

30  Moy 

84 

AV  AS 

99 

MIL-C-85052/3B 

AS 

30  Moy 

84 

AV  AS 

99 

D5-14489 

AS 

02  Apr 

86 

AR  AS 

99 

NAS  1712-68 

AS 

05  Dec 

80 

AV  AS 

11 

REV  1 

AN742 

AS 

17  Dee 

68 

AR  AS 

99 

REV  9 

MII-C-6390B 

AS 

13  Nov 

59 

AV  AS 

99 

MIL-C-8603B  (1) 

AS 

18  Moy 

87 

AV  AS 

99 

SUPPL  1 

MS-21253J 

82 

01  Jul 

83 

AV  AS 

99 

NAS  170-80 

AS 

06  May 

83 

AS 

11 

REV  3 

MS-35812E 

AR 

27  Feb 

87 

AR  AS 

82 

MS-27975C 

AR 

08  Moy 

70 

AR  AS 

99 

MS-27976D 

AR 

08  Moy 

70 

AR  .\5 

99 

MS-21252G 

82 

11  Aug 

78 

AV  AS 

99 

MS-27120A 

AR 

26  Jun 

68 

AR 

MIL-C-45918 

AR 

04  Dec 

68 

AR  AS 

99 

MIL-C-24066A 

EC 

18  Oct 

68 

EC 

SUPP  1 

MII-C-24066/1A 

EC 

28  Jul 

65 

EC 

Mll-C  24056/40 

er- 

09  Oct 

86 

EC 

MIL-C-496D 

Gl 

14  Dec 

82 

GL 

99 

MS-70109A 

Gl 

12  Feb 

88 

Gl  YD 

99 

NOTICE  1 

MS-51926B 

GL 

12  Feb 

88 

GL  YD 

99 

NOTICE  1 

MIL-C-34066/5A 

EC 

28  Jul 

65 

EC 

MS-21256C 

82 

15  Mor 

83 

AV  AS 

99 

MIL.C-24066/3C 

EC 

09  Oct 

86 

EC 

MIL-C-24066/2E 

EC 

09  Oct 

86 

EC 

MS-51928B 

AR 

19  Sep 

72 

AR  YD 

99 

NAS  1463-60 

AS 

05  Dec 

80 

AV  AS 

11 

NAS  1464-82 

AV 

20  Moy 

83 

AS 

11 

REV  4 
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FSC  LISTING 


DOCUMENT 


FSC 

TITLE 

NUMBER 

PREP 

DATE 

CUSTODIAN 

S340 

Closer  Holder  Releose  Devices.  American  Notional  Standard  For  •  7  Dec  1986 

BHMA  A156.15-86 

YD 

17  Aug 

87 

AR  YD 

99 

USER-CE  MC  SH  REV-IS 

5340 

Closer.  Door  . . . . . . . . 

A-A-1926A 

t 

15  Jon 

88 

5340 

Clowr,  Door  Control  -  05  Nov  60  Validoltd  Aug  S6  USER-CE  ME  SH  MC  IS.... 

ANSI  A156  4-80 
NOTICE  1 

YD 

29  Aug 

86 

AR  YD 

99 

5340 

Closer,  Holder,  Releose  Devices  ■  09  Mor  Vch'dattd  Aug  86  USEft'CE  MC 

ANSI  A156.1S-S1 

YD 

21  Aug 

86 

AR  YD 

99 

SH  REV.IS 

NOTICE  1 

5340 

Conntclor,  Rod  End&ttcel  USER-MI  ME  GL  OS  MC  YD  REV-SH . 

MS-35813D 

AR 

27  F.b 

87 

AR  AS 

99 

5340 

Connector,  Rod  End,  Turnbuckle,  Clip  Locking . . . . . . . . 

MS-21254L 

82 

18  Ocl 

82 

AV  AS 

99 

:'40 

Coupling  Flanges,  V>band,  Profile  Dimensions  F6r.(lnociive  For  New  Disign  • 

MS-24563F 

82 

30  May 

85 

AS 

99 

Fig.  2,  Only  REV.IS 

5340 

Coupling,  Clomp,  Grooved,  V*band  REV*11  IS . . . . . . . . 

MIL-C-275368 

82 

13  Mor 

87 

AS 

99 

5340 

Coupling,  Clomp,  Grooved,  V  Bond,  1.750  To  14.750  Flange  Od,  (Minus  65 

MS-271 14C 

82 

02  S.p 

86 

AV  AS 

99 

Dtg.  To  Plus  800  Deg.  F)  Volidaiud  Sep  86  USER-AT  ME  REV.IS 

NOTICE  1 

5340 

Coupling,  Clomp,  Grooved,  V  Bond,  1.750  To  6.250  Flange  Od  (Minus  450 

MS-271 15C 

82 

02  Sep 

86 

AV  AS 

99 

Deg.  To  Plus  200  Deg.  F)  USER-AT  REV-IS 

NOTICE  1 

5340 

Coupling,  Clomp,  Grooved,  V  Bond,  1.750  To  14.250  Flonge  Od  (Minus  320 

MS-271 16C 

82 

02  Sep 

86 

AV  AS 

99 

Deg.  To  Plui  1500  Deg.  F)  Validated  Sep  86  USER-AT  ME  REV-IS 

NOTICE  1 

5340 

Cup  Furniture . . . . . . . . . . . 

A-A-1196 

t 

09  Jun 

81 

5340 

Cushion,  loop  Clomp  &  Multiple,  3&TUBE,  Ams  3303  (Asg)  Validottd  Oct  83 

MS-9392 

AS 

21  Dec 

62 

AS 

REV-MI  IS 

5340 

Cushion,  loop  Clomp>mu{tipl«,  3*TU6E,  Ams  3639  Validated  Apr  84 . . 

MS-9514 

AS 

17  Aug 

67 

AS 

11 

5340 

Cushion,  loop  Clomp-multiple,  2*TUBE,  Ams  3839  Validated  Apr  84 . . 

MS-9515 

AS 

17  Aug 

67 

AS 

11 

5340 

Cushion,  loop  Clomp  &  Multiple,  2&TUBE,  Ams  3303  (Asg)  Validated  Oct  83 

MS-9393 

AS 

21  Dk 

62 

AS 

REV-IS 

5340 

Door  Assemblies,  Swinging,  Security  Of,  Stondord  Test  Method  For  >  25  Moy 

ASTM  F476-84 

YD 

04  Nov 

85 

ME  YD 

1984  USER-CE  REV-IS 

5340 

Door  Controls  *  Overhead  Holders,  Americon  Notional  Stondord  For  •  28  Jun 

ANSI  A156.8.82 

YD 

21  Aug 

86 

AR  YD 

99 

82  Validated  Aug  86 

NOTICE  1 

5340 

Door  Controls  •  Closers,  Americon  Notional  Standard  For  -  31  Dec  1986 

BHMA  A  156.4-86 

YD 

10  Aug 

87 

AR  YD 

99 

USER-CE  ME  MC  SH  REV-IS 

5340 

Door  Hordwore,  Sliding  &  Folding,  Americon  Nationol  Stondord  For  •  23  Jul  85 

BHMA  A156.14-85 

YD 

28  Nov 

85 

AR  YD 

99 

USER-ME  CE  REV-IS 

5340 

Door  Trim,  Architectural,  American  Notionol  Stottdord  For  •  13  Aug  1986 

BHMA  A156.6-86 

YD 

17  Aug 

87 

AR  YD 

99 

USER-ME  REV-IS 

5340 

Doors,  Power  Assist  8  low  Energy  Power  Operoted,  Americon  Notionol 

BHMA  A156.19-84 

YD 

24  F.b 

86 

AR  YD 

99 

Stondord  For  •  13  Feb  84 

5340 

Exit  Devices,  American  Notionol  Stondord  For  -  20  Aug  1984  REVdS  . . 

BHMA  A156.3-84 

YD 

28  Nev 

85 

AR  YD 

99 

5340 

Eye  End,  Turnbuckle,  Clip  Locking,  (For  Wire  Rope)  REVdS . 

MS-21255K 

82 

03  No. 

82 

AV  AS 

99 

5340 

Fostener^contoiner  Closure  REV«MI  IS . . . . . . . . 

MS-34535A 

82 

29-Mor 

85 

GL  AS 

99 

5340 

Fostener,  Electronic  Equipment,- Positive. SelMocking . . . . 

MIL-F-85731/1 

AS 

14  Apr 

66 

ER  AS 

11 

5340 

Fastener,  Electronic  Equipment,  Positive  SeH*locking,  Force  limiting  . . 

MIL-F-85731/2 

AS 

14"Apr 

86 

5340 

Fostener,  Positive  Locking,  Electronic  Equipment  Generol  Spec  For  REV>I$... . 

MIL-F-B5731 

AS 

14  Apr 

86 

AV 

11 

5340 

Fostener,  Positive  Self  locking  Cose  Mounting,  Electronic  Equipment  (WiH> 

MS-14109A 

mS 

15  Moy 

72 

AS 

Holding  Clamp)  Validated  Sep  85 

5340 

Fastener,  Quick  Releose,  Aluminum  REV'IS  . . . . . . . . . 

MIL-F-11698D 

GL 

16  Aug 

88 

GL 

5340 

Fostener,  Self  locking.  Cose  Mounting,  Electronic  Equipment  (With  Holding 

MS-27601C 

82 

26  Jul 

78 

99 

Clomp)  (Inoctive  Use  Ms  14109)  Validated  Jun  84  REV>GS  IS 

5340 

Fitting,  Tie  Down  Strop  End  (light  Duty  >  15  Mor  1977  (Reoffirmetf  4  Moy 

NAS  1382-77 

AS 

17  Ocl 

84 

AS 

11 

1983)  USER-AS  REV-IS 

REV  1 

5340 

Fitting,  Tie  Down  Strop  End  ■  Jun  61  W/DOD  Exceptions  REV>ME  10  IS 

NAS  1211-61 

REV  1 

AS 

05  Dec 

80 

AV  AS 

11 

5340 

Foam,  Plastic,  Flexible,  Open  Cell,  Polyester  Type  Pofyurethone  Validated  Mar 

83 

Fuxe,  Bomb  An  -  M173A1  (Inoctive  For  New  De:lgn)  USER'MD  ME  AR  MC 

MIL-F-81334B 

AS 

05  Jul 

77 

AS 

5340 

MIL-F-11075G 

GL 

30  Dec 

88 

Gl 

99 

REV-MI  MD  IS 

NOTICE  1 

5340 

Glide,  Furniture  . . . . . . . . . . . 

A-A-1194 

t 

09  Jun 

81 

5340 

Handle,  Boll,  Chest,  Surfoce  Mounting,  Countersunk  Holes  Vcdidated  Mar  82 

MS-35791B 

AR 

27  Mor 

70 

AR  OS 

99 

USER-AV  ME  Ml  MC  REV-GL  IS  DS 

5340 

Hondl.,  Boil,  Ch.sl,  R.c.ss.d  Validated  Mar  82  USER-AV  ME  Ml  MC  REV-Gl 

IS 

Hondl.,  Soil,  Ch.$t,  Surfoc.  Mounting,  Ploin  Hot..  Validated  Mar  82  USER-AV 

■•S-35792B 

AR 

27  Mor 

70 

AR  OS 

99 

5340 

MS-3S793B 

AR 

27  Mor 

70 

AR  OS 

99 

ME  MC  REV-GL  Ml  IS 

5340 

Hondl.,  Bow  USER-ER  AT  ME  REV-MI  AV  I S . 

MS-39087D 

AR 

31  Jul 

80 

AR 

5340 

Hondle,  Coupling,  Pneumatic  Storter . . . . . . 

MS-14271C 

AS 

30  Jun 

87 

AS 

5340 

Hondle,  Metal,  Spring  Boil  Type  Validated  Oct  84  REV*MI  ME  IS . . . 

MS-18012A 

OS 

15rJun 

78 

OS 

5340 

Hondwheehrevolving  Handle,  With  Keywoy  Validated  Apr  83  USER'AT  Ml  MC 

MS-21312A 

AR 

29  Aug 

68 

AR  OS 

99 

REV-ME  IS 

5340 

Hondwheel,  Ordnance  Validated  Mar  79-USER<AT  Ml  MC  REV.ME  IS....,,..,.,,.,.. 

MIL-H-9859A 

AR 

28  Aug 

68 

ar  os 

99 

5340 

Hunger,  Picture  (Mognetic) . . . . . . . . . . . 

A*A*»  193 

.'IS 

27  Apr 

81 

AR  YD 

9?  IS 

5340 

Ho.-g.r,  Pip.  USER-ME  CE  MC  REV-IS . 

A-A-1192 

•YD 

13  May  81 

YD 

99 

♦5340 

Mongers  &  Supports,  Pipe  (For  DOD  Use  •  AN$I/MSS>SP«58, 

WW-H-171E  (1) 

t 

05  Apr 

78 

ANSI/MSS-SP-59,  Nfpo  11,  12,  13,  14,  15,  16  &  17 

5340 

Hordwore,  Auxiliary,  Stondord  For  *  II  Aug  81  USER'Gl  ME  CE  REV<EA  IS  .... 

ANSI  AI56.16-61 
NOTICE  1 

YD 

29  Aug 

86 

AR  YD 

99 

5340 

Hordwore,  Builders  Locks  8  Door  Trim  REV«IS-.. . . . . . 

FF-H-106C 

t 

19  Jul 

74 

5340 

t'ordwore,  Builders,  locks  8  Door  Trim,  Cylinder  Entronce  Door  lock  Type 

FF-H-106/1 

/YD 

19  Jul 

74 

12IA  Bi  I22A 

5340 

Hordwore,  Builders,  Locks  8  Door  Trim,  Cylinder  Entronce  Door  lock  Type 

fF-H.|06/2 

/YD 

19  Jul 

74 

123A  &  1236 

5340 

Hardware,  Builders,  Locks  And  Door  Trim.^  Letter  Box  Plates  REV»IS . . 

FF-H-106/3 

i 

19  Jul 

74 

5340 

Hordwore,  Builders,  Auxiliary  locks  REV.IS . . . . . . . . 

FF-H-1819 

•/. 

14  Aug 

74 

5340 

Hordwore,  Builders,' Exit  Devices . . . . . . 

FF-H-1820 

t 

30  Jul 

74 
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L  S340  Hdrdwor*,  Individuol  Load  Corrying  Equipmont,  And  Hardwore«  Mimtioneous  MIL>H‘9690E  GL  29  Jul  88  GL 

REV-MI  EA  IS 

S340  Hordworo,  Univtrxil  Lood  Carrying  Sling  REV-AV  IS . . . .  MIL-H-9896C  GL  12  Aug  88  GL  MC  99 

S340  Hatp,  High  Sicurity  Podlocki  USER-AR  CG  SH  AS  REV-AR  ER  Gl  OS  NM  82  MIL-H-43905B  YD  20  Feb  8S  YD  99 

IS 


5340 

Hoipe  Hiph  Sfcurityi  Shrouded  For  Shipboord  Doors  And  Kotchti  USING-High 

And  Mtdium  Security  Padlock. 

MIL-H-24653 

SH 

30  May  85 

SH 

5340 

Hasp,  High  Stcurlty,  Shrouded  For  Shipboard  Doors  And  Hotches  Using  High 

And  Medium  Security  Podlock,  Style  1 

MIL-H-24653/1 

SH 

30  Moy  85 

SH 

5340 

Hosp,  High  Security,  Shrouded  For  Shipboord  Doors  And  Hatches  Using  High 

And  Medium  Security  Padlock,  Style  7 

MIL-H-24653/3 

SH 

30  May  85 

SH 

5340 

Hasp,  High  Security,  Shrouded  For  Shipboard  Doors  And  Hotches  Using  High 

And  Medium  Security  Padlock,  Style  3 

M'L-H-24653/3 

SH 

30  Moy  85 

SH 

5340 

Hosp,  High  Security,  Shrouded  For  Shipboard  Doors  And  Hatches  Using  High 

And  Medium  Security  Padlock,  Style  A 

MIL-H-24653/4 

SH 

30  May  85 

SH 

5340 

Hosp,  High  Security,  Shrouded  For  Shipboard  Doors  And  Hatches  Using  High 

And  Medium  Security  Podlock,  Style  5 

MIL-H-24453/5 

SH 

30  May  85 

SH 

5340 

Hosp,  High  Security,  Shrouded  For  Shipboord  Doors  And  Hotches  Using  High 

And  Medium  Security  Prjdlock,  Style  6 

MIL-H-24553/6 

SH 

30  May  85 

SH 

5340 

Hasp,  High  Security,  Sh*ouded/For  High  And  Medium  Security  Padlock  Generol 
Specification  For 

MIL-H-29tB1A 

YD 

21  Dk 

87 

YO 

5340 

Ha*p,  Hingtd  REV-AR . 

A-A-472A 

t 

21  Mor 

86 

5340 

Hosp,  Hinged,  Double  Safety,  With  Fixed  Stople,  Steel  Validate  Mar  82 

REV.IS 

MS-27971A 

AR 

30  Oct 

75 

AR  YD 

5340 

Hosp,  Hinged.  Open  With  Fixed  Staple,  Steel  Validated  Mar  82  USEft<ME  AV 

MC  REV.MI  EA  GL  SH  IS 

MS-27969A 

AR 

30Ocl 

75 

AR  YO 

5340 

Hosp,  Hinged,  Safety,  With  Swivel  Staple  Steel  Validatad  Mar  82  USER*ME 

REV-MI  IS 

MS-27965A 

AR 

30  Oct 

75 

AR  YO 

5340 

Hinge  &  Pivots,  Standard  For  SeK  Closing  -  21  Sep  81  REV-MI  EA  IS . 

ANSI  A156.17-8I 
NOTICE  1 

YD 

21  Aug 

86 

AR  YD 

5340 

Hin^  Dimensions,  Template  -  8  Jun  81  Volidatad  Aug  86  USER-ME  REV-IS  ...... 

ANSI  A1S5.7-81 
NOTICE  1 

YD 

29  Aug 

86 

AR  YD 

5340 

Hing.-tlrop  USER-ME  AV  MC  REV-MI  GL  EA  SH  IS  . 

MS-27972B 

AR 

21  Dm 

87 

AR  YD 

5340 

Hing.,  Butt  (Cobintl)  USER-MC  YD  REV-ME  MC  IS . 

A-A-2)9 

• 

2rApr 

81 

5340 

Hih^,  Butt  (General  Purpose)  USER-MC  YO  REV-ME  MC  IS . 

A-A-218 

• 

23  Apr 

81 

5340 

Hingt,  Bull  (Spring)  USER-MC  YD  REV-ME  MC  IS . 

A-A-220 

• 

22  Apr 

81 

5340 

HIng.,  Bull  (Traniam)  USER-MC  YD  REV-ME  MC  IS  . 

A-A-226 

• 

23  Apr 

81 

5340 

Hing.,  8ull.(Far  Shipboard  Um)  Volldattd  M  SS  USER-MC  OS  REV-EA  IS . 

MIL-H-1237C  (2) 

SH 

20Ocl 

67 

AR  SH 

5340 

Hing.,  Bull-norrow,  Nan-I.mplal.  USER-ME  AV  MC  REV-GL  EA  SH  IS . 

MS-27966B 

AR 

21  D.C 

87 

AR  YD 

5340 

Hinge,  Butt,  Brood,  Non-temptote  USER-ME  REV-IS . . . 

MS-27968B 

AR 

21  Dm 

87 

AR  YO 

5340 

Hing.,  Bull,  Brood,  Non-l.mplal.  USER-ME  AV  MC  REV-GL  EA  SH  IS . 

MS-27961B 

AR 

21  Dm 

87 

AR  YD 

5340 

Hingo,  Bull,:Conlinou<,  Piano  VatidaUd  F*b  83  USER-ME  AR  MC  AS  REV-Mi 

EAIS 

MIL-H-9850C 

SUPP  1 

ER 

lO-lun 

77 

ER 

5340 

Hinge,  Butt,  Continuous  (Piono)  ,032  Thickness,  .063  Pin  Dio  USER-MC  REV-AT 

Ml  GL  AV  62  IS 

MS-3582  IE 

AR 

06  Jon 

89 

AR  AS 

5340 

Hinge,  Butt,  Continuous  (Piono)  .040  Thickness  ,091  Pin  Dio  USER-MC  REV-AT 

Ml  GL  AV  82  IS 

MS-35822E 

AR 

06  Jon 

89 

AR  AS 

5340 

Hinge,  Butt,  Continuous  (Piano)  .030  Thickness,  .125  Pin  Dio  USER-MC  REV-GL 

Ml  AT  AV  82  IS 

MS-35823E 

AR 

06  Jon 

89 

AR  AS 

5340 

hinge.  Butt,  Continuous  (Piono)  .075  Thickness,  .187  And  .250  Pin  Dio 

USER-MC  REV-MI  EA  ER  AT  NS  IS 

MS-35829F 

AR 

06  Jon 

89 

AR  AS 

5340 

Hinge,  Butt,  Continuous  (Piano)  .090  Thickness  .250,  And  .375  Pin  Dio 

USER-MC  REV-GL  AT  Ml  AV  82  IS 

MS-35830E 

AR 

06  Jon 

89 

AR  AS 

5340 

Hinge,  Butt,  Continuous,  (Piono)  .125  Thickness,  .375  Pin  Dio  USER-MC  REV-Gl 

Ml  AT  AV  82  IS 

M5-35831E 

AR 

06  Jon 

89 

AR  AS 

5340 

Hinge,  Butt,  Continuous  (Piano)  .060  Thickness  .125  Pin  Dio  USER-MC  REV-GL 

Ml  AT  AV  82  IS 

MS-35e25E 

AR 

06  Jan 

89 

AR  AS 

5340 

Hinge,  Butt,  Confinuous(piono)  .060  Thickness  .187  Pin  Dio  USER-MC  REV-Gl 

Ml  AT  AV  82  IS 

MS-35826E 

AR 

06  Jon 

89 

AR  AS 

5340 

Hinge,~Butt,  Norrow  And  Brood,  Template,  Steel  (Inoctive  For  Design)  Vah’dotad 
Mor.82  USER-ME  AR  AV  REV-MI  SH  IS 

MS-27955B 

AR 

30Ocl 

75 

AR  YD 

5340 

Hinge,  Butt,  Narrow  And  Brood,  Template,  Bross  (Inoctive  For  Design) 
VoitdohdApr  SS  USER-ME  AV  MC  REV-GL  EA  Ml  SH  IS 

MS-27958B 

AR 

01  Nov 

77 

AR  YD 

5340 

Hinge,  Butt,  Norrow  Light,  Non-tempfote  USER-ME  MC  REV-EA  AR  GL  $H  IS  .. 

MS-27960e 

AR 

21  D.c 

87 

AR  YO 

5340 

Hirtge,  Butt,  Spring,  Screen  Door,  Adiustoble  USER-AV  ME  MC  REV-Gl  EA  SH 

IS 

Hinge,-~Butt,  Spring  Single  Acting,  &  Double  Acting,  Adjustoble  USER-ME  AV 

MC  REV-EA  GL  SH  IS 

MS-27962B 

AR 

21  Dm 

87 

AR  YO 

5340 

MS-27963B 

AR 

21  O.C 

87 

AR  YD 

5340 

Hinge,  Butt,  Structurol,  Extruded  REV-IS  . . . . . . . 

M5-2(X)01K 

AS 

30  Aug 

85 

AV  AS 

5340 

Hinge,  ChsH,  Q«itVVai:Jali<I  Ai,t  $1  USER-MC  SA  REV-AR  IS _ _ 

Mll-H-)0044B 

GL 

ios.p 

64 

GL 

5340 

Hinge,  Continuous  (Asg)  REV-MI  99  62  IS  . . . 

MS-20257C 

AS 

13  Apr 

84 

AS 

5340 

Hinge,  Continuous  (Piono)  .060  Thickness  .250  Pin  Dio  (Inactive  For  Design) 
USER-MC  REV-GL  Ml  AT  82  IS 

MS-3S827D 

AR 

06  Jon 

89 

AR  AS 

5340 

Hinge,-  Continuous,  Metric  REV-IS  . . . . . . . . . . 

DS-U259 

AS 

28  Oct 

83 

AS 

5340 

Hinge,  Continuous,  (Piano)  .060  Thickness  ,312  And  .375  Pin  Dio  USER-MC 
REV-GL  AT  AV  Ml  82  IS 

MS-35828D 

AR 

06  Jon 

89 

AR  AS 

5340 

Hinge,- Continuous  (Piono)  .050  Thickness,  .187  Pin  Dio  (Inoctive  For  Design) 
USER-MC  REV-GL  Ml  AT  AV  82  IS 

MS-3S824D 

AR 

06  Jon 

89 

AR  AS 

5340 

Hirfge,  Strop  REV-IS  . . . . . . . . . 

A-A-225B 

• 

23  Jul 

87 

5340 

Hing.,  Strop  (OHmI)  USER-ME  AV  MC  REV-EA  GL  SH  IS . 

MS-27973B 

AR 

21  D.C 

87 

AR  YD 

5340 

Hinge,  Strop,  Cobinet  REV-IS  . . . . 

MS-279648 

AR 

21  D.c 

87 

AR  YO 

5340 

Hin^,  Tm  REV-SH  IS . 

MS-27970B 

AR 

21  D.C 

87 

AR  YD 

5340 

Hing.,  Tm  USER-MC  YD  REV-ME  AR  MC  IS . 

A-A-224B 

* 

23  Jul 

87 
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5340 

Hingei  &  Hoips,  Strap  &  Tee,  Americon  Notlonol  Stondord  For  >  13  Feb  84 

BHMA  A156.20-84 

YD 

14  Mor 

86 

AR  YD 

REV.82  is 

5340 

Holder,  Door . . . . . . . . . . . . . . . . 

A-A-1384 

t 

10  Sep 

80 

5340 

Hook  &  Eye,  Door.. . . . . . . . . . . . . . 

A-A.462 

\ 

10  Sep 

80 

'340 

Hook  (For  Belli,  Strops,  And  Equipage  Items)  USER>ME  REV>EA  iS .................... 

MII-H-639D 

Gl 

30  Sep 

86 

GL  YD 

99 

'0 

Hook  Snap,  Spring  •  Sep  75  USER*ME  REV*ME  10  IS  . . . 

NAS  1281-75 

AS 

05  Dec 

80 

AV  AS 

11 

REV  3 

5340 

Hook,  Cool  &  Hot  (Robe  Hook,  Bolhtoom)  USER-CE  Gl  SH  CG  MC  REV-AR 

A.A-1721A 

*VD 

31  Jul 

87 

Al  YD 

99 

5340 

Hook,  Snop  Bolt,  Swivel*eye,  And  Rings  Validoffd  Avg  81  USER*MC  R£V*GL 

MII-H.15021A  (2) 

SH 

04  Nov 

59 

AR  SH 

SA  IS 

5340 

Hook,  Support  (Ofiv.)  VolldattJ  Stp  BO  USER-MC  REV-AR  SA  IS  . 

MS.21310A 

ER 

10  Aug 

67 

ER  YD 

99 

5340 

Insert  •  Cres  Helicol  Coil  Fine  Threod,  1  Dia  Nominal  length  VoUdottd  Moy  82 

MS-124651D 

82 

24  Feb 

76 

AV  AS 

11 

USER-ME  ER  MC  OS  REV-MI  AR  99 

THRU  124690D 

5340 

Insert  •  Cres  Helical  Coil  Fire  Threod,  1  1  2  Dio  Nomtnol  length  VoUdottd  Feb 

MS.124691E 

AS 

24  Feb 

76 

AV  AS 

99 

82  USER-MI  ME  ER  MC  OS  REV-AR  99 

-  124730 

5340 

Insert  >  Cres  Helicol  Coil  Fine  Thread,  2  Dia  Nomlnol  length  Validated  Moy  82 

MS-124731D 

AS 

24  Feb 

76 

AV  AS 

99 

USER-MI  ME  ER  MC  OS  REV-AR  99 

THRU  124770D 

5340 

Insert  •  Cres  Helical  Coil  Fine  Thread,  2  12  Dia  Nominal  length  Validated  Feb 

MS-124771D 

99 

24  Feb 

76 

AV  AS 

99 

82  USER-MI  ME  ER  MC  OS  REV-AR  99 

■  124811 

5340 

Insert  <  Cres  Helical  Coil  Fine  Thread,  3  Dio  Nominal  length  Valldated-May  62 

MS.124BI1D 

AS 

24  Feb 

76 

AV  AS 

99 

USER-ME  ER  OS  MC  REV-MI  AR  99 

THRU  124850D 

5340 

Insert  Cres  Helical  Coil  Coarse  Thread  1  Dio,  Nominoi  length  Validated  Moy  82 

MS-122076D 

82 

24  Feb 

76 

AV  AS 

99 

USER-ER  OS  MC  REV-MI  ME  AR 

THRU  1221150 

5340 

Insert  Cres  Helical  Coil  Coarse  Threod  112  Dio,  Nomino)  length  Validated 

MS.122116D 

82 

24  Feb 

76 

AV  AS 

99 

May  82  USER-ER  OS  MC  REV-MI  ME  AR  99 

THRU  122155D 

5340 

Insert  Cres  Helical  Coll  Coarse  Thread  2  Dia.  Nominoi  length  Validated  Moy  82 

MS.122156D 

82 

24  Feb 

76 

AV  AS 

99 

USER-ER  MC  OS  REV-ME  Ml  AR  99 

THRU  122195D 

5340 

Insert  Cres  Helical  Coil  Coarse  Thread  2  1/2  Dio.  Nominoi  length  Validated 

MS.122196D 

82 

24  Feb 

76 

AV  AS 

99 

Ftb  82  USER-ER  MC  OS  REV-ME  Ml  AR  99 

.  122235 

5340 

Inserl'cres  Helicol  Coil  Coorse  Thread,  3  Dio  Nominoi  length  (Asg)  Validated 

MS.122336D 

82 

24  Feb 

76 

AV  AS 

99 

May  82  USER-ER  OS  MC  REV-AR  ME  Ml  99 

THRU  122275D 

5340 

Insert,  Helical  Coil  Installation  Threod,  Design  Standard  For^Validated  Jut  81 

MS.17820 

AS 

28  Mor 

62 

AV  AS 

REV-IS 

5340 

Insert,  Molded  In,  Bind  Threoded,  Sell  locking  Non  Sell  Locking,  Flooting, 

NAS  1835-74 

AS 

15  Sep 

78 

AV  AS 

11 

Sondwich  Ponel*  Jut  74  W/DOD  Exc  Epiions  Validated  Ape  84 

REV  2 

5340 

Insert,  Molded  In,  Countersunk  P  Thro  Cleoronce  Hole.  Sondwich  Ponel  •  Jol  74 

NAS  1834-74 

AS 

15  Sep 

78 

AV 

11 

W/dod  Exceptions  Validated  Mar  84 

REV  1 

5340 

Insert,  Molded  In,  Thro  Threaded,  SelMocking,  Non  Sell  locking,  Sondwich 

NAS  1833-74 

AS 

15  Sep 

78 

AV  AS 

11 

Pnnel  Jul  74  W/dod  Exceptions 

REV  2 

5340 

Insert,  Molded  In,  Blind  Threod,  Sell  locking.  Non  Sell  locking,  lightweight. 

NAS  1836-74 

AS 

15  Sep 

78 

AV  AS 

11 

Sondwich  Ponel  •  Jul  74  W'OOO  Exceptions -V'o//ddrec^  Apr  84 

REV  3 

5340 

Insert,  Motded*in,  Thru  Cleoronce  Hole,  Sondwich' Panel,  Al  Alloy  And  CRES, 

NA  168AN  0169-83 

IS 

14  Feb 

86 

AR 

99  IS 

Mttfic  REV-AV  82  IS 

5340 

Insert,  Molded*in,  CSK  Cleoronce  Hole,  Sondwich  Panel,  Al  Alloy  And  CRES, 

NA  166AND167-83 

IS 

14  Feb 

86 

AR 

99  IS 

M«lf!c  ■  April  1983  REV-AV  82  IS 

5340 

Insert,  Screw  Threod,  Helicol  Coil  Validated  Apr  83  USER-AT  ME  SH  REV-MI 

MII-I-8846B  (1) 

82 

09  Moy 

77 

AV  AS 

11 

EA  AS  99  IS 

5340 

Insert,  Screw  Thread,  Preferred  For  Design,  listing  .Of  Vd//cte/ed  Mar  8S 

MIL-STD-1758 

AR 

15  Feb 

79 

USER-AT  YO  SH  EC  REV-MI  EA  ER  AV  OS  IS 

5340 

Insert,  Screw  Threod,  Coorse  And  Fine,  Free  Running,  Helicol  Coil,  Cres 

MS-212088 

82 

15  Oct 

69 

AV  AS 

W 

(Inccliv,  Ui«  MS-122076  Thru  MS-12227S  And  MS-124651  Thru  MS-124850) 

Validated  Mar  8$ 

5340 

Insert,  Screw  Threod,  Heiicol  Coil,  Metric  Series,  Screw. locking,  Cres  REV-AV 

MA  3329THRU3331-85 

/.R 

23  Mo/ 

85 

AR  AS 

11 

82  IS 

5340 

Insert,  Screw  Threod,  Coorse  And  Fine,  Screw  locking,  Helicol  Coil,  Cres 

MS-21209E 

82 

21  Feb 

78 

AV 

11 

Va''dattd  May  84  USER-AS  OS  REV-MI  AR  ER  99  IS 

5340 

Insert,  Screw  Threod  locked  in  &  Ring  lOCKEDl  Serroted  Oenerol 

MII-I-45910C 

AR 

11  Mor 

85 

AR  AS 

99 

Specllicalisn  For  USER-MC  OS  REV-MI  AT  AV  ER  Gl  11  82  IS  NS 

SUPL  1 

5340 

Insert,  Screw  Threod  -  Threod  Cutting  Validated  Apr  83  USER-AV  Ml  REV-MI 

MS-35914F 

AR 

20  Sep 

77 

AR 

99 

AT  AR  IS 

5340 

Insert,  Screw  Thread,  Key  locked,  A-286  Corrosion  Resisting  Steel,  Heovy  Duty, 

NA  0151-81 

IS 

14  Feb 

86 

AR 

99 

Metric  -  Oct  81  REV-AV  82  IS 

5340 

Insert,  Screw  Thread  •  locked  In,  Ring  locked.  Serrated,  High  Strength 

MS-51993A 

AR 

28  Jun 

76 

AR  AS 

99 

VoUdotfd  Mar  82  USER-OS  MC  YD  REV-MI  AV  AT  AR  IS 

5340 

Insert,  Screw  Thread,  locked  In,  Ring  locked.  Serrated,  Metric-And  Ring,  lock. 

DOD-I-63276A 

AR 

06  Feb 

89 

AR  OS 

99 

Serroted.  Metric  Validated  Feb  89  USER-Gl  CR  YO  REV-AV  Ml  AT  IS 

NOTICE  1 

5340 

Insert,  Screw  Threod  Locked  In,  Key  Locked,  Minioture  &-lightweight  USER-AT 

MS-51830D 

AR 

07  Dec 

84 

AR  AS 

99 

ER  Gl  MC  EC  REV-MI  AV  82  11  IS  NS 

5340 

Insert,  Screw  Threod,  Key  Locked,  Inslollotion  &  Removol  Procedure,  Metric  « 

NA  0145-81 

IS 

14  reb 

S6 

ar 

99 

Oct  81  REV-AV  82  IS 

5340 

Insert,  Screw  Thread  -  Locked  In,  Key  locked,  Heovy  Duty  USER-ER  AT  GL  MC 

MS.51831E 

AR 

06  Sep 

85 

AR  AS 

99 

REV-AV  SH  IS  NS 

5340 

Insert,  Screw  Thread  •  Thin  Wall,  locked  In,  Metric,  Generol  Specifi€o*'>n  For 

OOD-I.63274A  (1) 

AR 

23  Jan 

84 

AR  OS 

99 

USER-CR  AT  ME  MC  REV-AV  Ml  11  IS 

5340 

Insert,  Screw  Threod  -  locked  In,  Key  locked.  Extra  Heovy  Doty  USER-AT  ER 

MS.5 18328 

AR 

07  Due 

84 

AR  AS 

99 

MC  EC  REV-MI  AV  SH  IS 

5340 

Insert,  Screw  Thread,  Key  locked,  Alley  Steel,  Mimoture,  Metric  •  Oct  81 

NA  0146-81 

IS 

14  Feb 

86 

AR 

99 

REV-AV  82  IS 

5340 

Insert,  Screw  Thread  *  locked  In,  Ring  locked,  Serroted  Validated  Mar  82 

MS-51991C 

AR 

28  Jun 

76 

AR  AS 

99 

USER-OS  REV-MI  AV  AT  IS 

5340 

Insert,  Screw  Threod  -  locked  In,  Key  locked  Validated  Apr  86  USER-AT  ER 

Mll-1.45914  (1) 

AR 

02  Apr 

86 

AR  AS 

99 

MC  REV-AV  Ml  SH  IS  NOTICE  1 
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5340 

Inter*,  Screw  Threod  •  Thread  Forming  Validafeti  Mar  82  USEft'ER  MC  REV-MI 

MS-5I836A 

AR 

25  Apr 

69 

AR  AS 

99 

AT  AV  IS 

5340 

Inter*,  Screw  Thread,  Ke/  Locked,  A>266  Corrotiort  Retitting  Steehmirtloture, 

NA  0147-81 

IS 

14  F«b 

86 

AR 

99 

Metric  -  O  Cl  81  REV-AV  82  IS 

5340 

Inter*,  Screw  Threod  *  Thread  Cutting  And  Thread  Forming  VoUdottd  Jon  Si 

MII-I-45916B 

AR 

24  Jul 

75 

AR 

USER-ME  AV  MC  OS  REV-AT  Ml  E*  IS 

5340 

Inter*,  Screw  Threod,  Ke/  locked.  Alloy  Steel,  lightweight,  Metric  •  Oct  81 

NA  0148-81 

IS 

14  Feb 

86 

AR 

99 

REV-AV  82  IS 

5340 

intert,  Screw  Threod,  Thin  Well,  Locked  In,  Generot  Specification  For  Validated 

MII-I-4S932  (1) 

AR 

02  Apr 

86 

AR 

99 

Apr  86  USER-AT  OS  MC  AS  REV-AV  ME  82  IS 

SUPP  lA 

NOTICE  1 

5340 

Inter!,  Screw  Thread,  Key  locked,  A-286  Corrotion  Retitting  Steel,  lightweight. 

NA  0149-81 

IS 

14  Feb 

86 

AR 

99 

Metric  •  Oct  81  REV-AV  82  IS 

5340 

Insert,  Screw  Thread  -  Thin  Wall,  lacked  In  USER-ER  ME  AT  OS  MC  YD 

MII-I-4S932/1A 

AR 

21  Oct 

80 

AR 

11 

REV-AV  Ml  99  IS  NS 

5340 

Inter*,  Screw  Thread,  Key  locked,  Alloy  Steel,  Heovy  Duty,  Metric  •  Oct  81 

NA  0150-81 

IS 

MF.b 

86 

AR 

99 

REV-AV  82  IS 

5340 

Intert,  Screw  Thread  •  Thin  Wall,  locked*ln.  Non  Metallic  locking  Element  (-60 

MII-I-45932/2B 

AR 

20  S.p 

77 

AR 

99 

Deg.  Ta  Plus  250  Deg.  F)  Validattd  Apr  83  REV-AV  IS 

5340 

Inter*,  Screw  Threod,  locked  In,  Ring  locked,  Serrated,  Metric  USER-ER  CR 

DOD-I-63276/1A 

AR 

21  Oct 

83 

AR  OS 

99 

REV-AT  Ml  AV  IS 

NOTICE 

5340 

Inter*,  Screw  Threod  Thin  Wall,  Locked  In,  Metric  USER-AT  CR  MC  REV-AV  ME 

IS 

Intert,  Screw  Thread  -  Thin  Wail,  Locked  In,  Overtize  Replaccr  USER-ME  AT 

MC 

Intert,  Screw  Thread,  Keyring  Locked,  Self  locking  And  Non  Self  locking,  125, 

DOD-I-63274/1A 

AR 

14  Feb 

83 

AR  OS 

99 

5340 

MII-I-45932/3A 

AR 

01  Mar 

89 

AR 

11 

5340 

Mll-l-45934 

AR 

30  Jun 

71 

AR  AS 

99 

180,  And  220  Kti  Ftu,  General  Specification  for  Validated  Apr  8S  USER-MC 
REV-El  AV  ATER  n  IS 

SUP?  1 

5340 

Intert,  Screw  Threod  Keyring  Locked,  Self  Locking  And  Non  Self  locking,  125 

MII-I-45934/1 

AR 

30  Jun 

71 

AR  AS 

99 

Ksi  Ftu  ValidoltdApr  85  USER-MC  REV-AV  AT  ER  11  IS 

5340 

Inter!,  Screw  Threod-keyring  Locked,  Self-locking  And  Non  Self-locking,  180  Kti 

Mll-l-45934/2 

AR 

30  Jun 

71 

AR  AS 

99 

Ftu  VatidaledApr  85  USER-MC  REV-AV  AT  ER  11  IS 

5340 

Inter*,  Screw  Threod  Keyring  Locked,  Self  Locking,  And  Non  Self  Locking,  220 

Mll-l-45934/3 

AR 

30  Jun 

71 

AR  AS 

99 

Ksi  Ftu  ValidoltdApr  85  USER-MC  REV-AV  AT  ER  11  IS 

5340 

Inter*,  Screw  Threod,  Keyring  Locked  Hole  Oimentiont  For  And  Assembly  Of 

Mll-l-45934/4 

AR 

30  Jun 

71 

AR  AS 

99 

ValidoltdApr  85  USER-MC  REV-AV  AT  ER  11  IS 

5340 

Insert,  Self-locking,  Thermol,  Bonded  Honeycomb  Ponel  *  June  1976  USER-AS 

NAS  1873-76 

AS 

17  Oct 

84 

AS 

11 

REV-IS 

5340 

Insert, screw  Threod-locked  In,  Ring  locked,  Serroted,  High  Strength,  Oversize 

MS-51498 

AS 

11  Mar 

85 

AR  AS 

99 

R*placer  USER-MI  MCOS  REV-AT  AV  GL  ME  11=82  IS  NS 

5340 

Inserts,  Screw  Thread,  Helicol  Coil,  Metric  Series,  Procurement  SpecHIcotions 

MA  1S65-8I 

AR 

16  -Ian 

85 

AR  AS 

11 

Far  •  31  Aug  81  REV-AV  82  IS 

5340 

Inserts,  Screw  Threod,  Helicol  Coll,  Metric  Series,  Standard  AstemWy 

MA  1567-80 

AR 

16  Jon 

85 

AR  AS 

11 

Oimentiont  For  ■  July  1980  REV-AV  82  IS 

5340 

Key  Chain,  Reel  (Door  Key  And  Drill  Chuck  Keys)  . . . . . . 

RR-K-795A 

t 

19  Aug 

74 

5340 

Key  Chain,  Reel  (Door  Key  And  Drill  Chuck  Keys)  . . . . . . . 

A-A-1’40 

: 

04  Sep 

80 

5340 

Link,  Snap,  Quick  Release,  1-3/4  Inch  USER-AT  ME  MC  . . . . 

MS-70098B 

Gl 

31  Mor 

84 

Gl  AS 

5340 

Lock  Office  Mochine  REV-ME  MC  IS.. . . . . . 

A-A-1013 

* 

17  Mor 

83 

5340 

lack  Set  (Bof.d)  USER-ME  REV-IS . 

A-A-1931A 

• 

31  Mor 

88 

AR  YD 

99 

5340 

lock  Set,  Rim  USER-ME  REV-IS . 

A-A-1932 

•IS 

09  Apr 

d2 

AR  YD 

99 

5340 

Lock,  Auxiliary  &  Associoted  Products  -  4  Oct  76  Validated  Aag  84  USER-ME 

ANSI  A  156.5-78 

YD 

28  No. 

80 

YD 

99 

REV-IS 

5340 

Lock,  Combination  (Sofe  And  Sofe  locker)  USER-CE  SH  MC  REV-AR  Gl  IS . 

MII-1-15596G 

YD 

17  Jun 

88 

YD 

5340 

Lock,  Combinotion,  Stdndord  For  •  14  Jun  84  (Fifth  Edition)  REV-82 . 

Ul  768-84 

YD 

06  Jun 

85 

YD 

99 

L 

5340 

Lock,  Flush,  Metol  And  Wood  Door  And  Drawer,  Novol  Shipboord  Validated 

MIL-1-2898D 

SH 

05  Nov 

68 

SH 

Dtc  84  REV-MI  IS 

1 

5340 

Lock,  Flush,  Type  A,  Dead  Bolt . . . . . . . . . . 

".l',-l-2898/l 

SH 

17  Apr 

89 

SH 

1 

5340 

Lock,  Flush,  Type  8,  Deed  Bolt  . . . . . . . . 

Mll-l-2898/2 

SH 

17  Apr 

89 

SH 

5340 

Lock,  Key,  Stondard  For  •  Fifth  Edition  -  3  Feb  1986  USER-SH  REV'82  .............. 

Ul  437-86 

YD 

21  Aug 

86 

YD 

99 

E 

5340 

lock.  Rod  End  (K.,  Type)  .  15  Nov  79  W/DOD  Exceptions  REV-ME  ER  10  IS- 

NAS  559-79 

REV  3 

AS 

30  Jon 

84 

AS 

11 

5340 

Lock,  Rod  End,  Extro  Strength,  High  Profile  Lug  REV-MI  99  . . 

MS-14198A 

AS 

17  Jon 

83 

AV  AS 

5340 

Lock,  Rod  End,  Improved  Strength,  Nos  lug  REV-MI  IS  . . . . . . . . . . 

MS-14227 

AS 

22  Dec 

82 

AV  AS 

11 

E 

5340 

Locking  Device,  Positive  Index  *  17  Mar  78  W/DOD  Exceptions  REV-IS  . 

NAS  1193-78 

REV  7 

AS 

30  Jon 

84 

AS 

11 

L 

5340 

Locking  Devices  (Issue  Controlled-requests  By  Other  Than  Ood  Activities  Must 

MII-STO-763D 

SH 

OJ  May 

84 

SH 

8e  Submitted  Vio  The  Preporing  Activity  Of  The  Spec.)  USER-YD 

5340 

locking  Devices  (For  Rod  End  Beorings)  Validated  Jun  82  . . . . . 

MII-1-8193S/3  (1) 

AS 

08  Sep 

76 

AV  AS 

11 

5340 

locks  &  Lotches,  Bored  &  Preotsembled,  American  Nationol  Stondord  For  -  23 

ANSI  A156.2-83 

YO 

04  May  84 

AR  YD 

99 

Dec  83  USER-ME-Mf  REV-IS 

5340 

Locks  And  Lotches,  Interconnected  >  10  Oct  79  Validated  Aug  86 . . . 

ANSI  A156.12-79 
NOTICE  1 

YD 

29  Aug 

86 

AR  YD 

99 

5340 

Locks  And  latches.  Interconnected,  Americon  Notionol. Stondord  For  -17  July  86 

8HMA  A156.12-86 

YD 

10  Aug 

87 

AR  YD 

99 

USER-ME  REV-IS 

5340 

Locks,  Auxiliory,  And  Associoted  Products,  Americon  Notionol  Stondord  For  • 

8HMA  A156.5-84 

YD 

28  Nov 

85 

YP 

99 

20  Aug  1984  USER-ME  REV-IS 

5340 

Locks,  Cobinet,  Americon  Notionol  Stondard  For  •  4  Feb  85  USER-ME  REV-iS.... 

BHMA  A156.11-8S 

YD 

08  Nov 

85 

AR  YO 

99 

5340 

FF-H*16B7A 

t 

74 

5340 

Locks,  Office  Mochine  . . . . . . . . . . . . . . . . . . 

FF-H-001687B 

t 

16  Mor 

76 

5340 

Loop,  Slide  (For  Equipoge)  Validated  Mar  83  USER-AV  Ml  MD  ME  REV-EA 

Mll-l-38510 

Gl 

14  Jun 

71 

Gl 

99 

MC  YD  IS 

5340 

loap.  Slid.  (For  Equipog.)  Validaltd  Jon  86  USER-MI  MO  ME  AV  REV-AR  MC 

MS-51940C 

Gl 

14  Jun 

71 

Gl  YD 

99 

IS 
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S340 

Loop,  Strop  Fostener,(for  Nonequipoge  Ittmi)  Validated  Ftb  84  USER*AV  ME 

MII-1-2045B  (1) 

Gl 

18  Oct 

77 

Gl  YD 

99 

MC  REV-EA  IS 

1 

5340 

loop,  Strop  Fostener  (Footmans  loop)  Volidaftd  Mar  82  UStR'ME  R£V«M1  IS  .. 

MS-51939 

AR 

26  May 

63 

AR 

5340 

Magnotic  ritrlp...... . . . . . . . . . . . 

A-A-1718 

•IS 

27  Apr 

81 

AR  YD 

99 

5340 

Maltrials  &  Fin.shtd.  25  Nov  1987  REV-MI  IS . 

8HMA  156.18-87 

YD 

20  Jul 

89 

AR  YD 

99 

5340 

Moteribls  &  Finishes  Stondord  •  1980  REV*Ml  IS  . . . . . 

BHMA  1301-80 

YD 

18  Dec 

81 

AR  YD 

99 

5340 

Mortiw  locks  &  Lolches  -  31  Dtc  1987  REV-ME  IS . 

BHMA  A156.13-87 

YD 

21  Jul 

88 

AR  YD 

99 

5340 

Mortis*  locks  &  lotclics  -  7  Nov  80  REV-ME  IS . 

ANSI  A156.13-80 

YD 

06  Apr 

81 

AR  YD 

w 

L 

5340 

Mount,  Resiltnt,  Generol  Specifications  And  Tests  For  (Shipboord  Appllcotlon) 

MII.M-17185A  (1) 

SH 

27  Oct 

59 

SH 

Validated  Aug  81  REV-MI  MC  IS 

0  L 

5340 

Mount,  Resifent,  Portsmouth  Bonded  Spool  Type  Validatad  Ftb  82  R£V*]S.......... 

MII-M-17191D 

SH 

22  Sep 

70 

SH 

Q  1 

5340 

Mount,  Rtsili.nt.  Types  5E2000,  6E900,  5E9008B.  7E450.  7E4S08B,  5E1S0, 

MII.M-1750SE  (2) 

SH 

22  Feb 

77 

SH 

And  5E100  Validated  Aug  82  REV-IS 

1 

5340 

Mount,  Resilient,  Types'7M50,  6M150,  6M450  And  6M900  Votidatad  Aug  82.*,. 

MtL-M-24476A 

SH 

10  Feb 

77 

SH 

L 

5340 

Mount,  Resilient,  Mare  Islond  Types  11M15,  11M25,  And  10M50  Validated  Feb 

Mll.M-193798 

SH 

21  Mor 

61 

SH 

82  REV-IS 

Q  1 

5340 

Mount,  Resilient,  Type  S8SOOOH  Validated  Aug  81  REV'IS . . . . . . 

MII-M-19863C  (1) 

SH 

15  Aug 

67 

SH 

Q  1 

5340 

Mount,  Resilient,  Type  5MI0,000-H  REV-IS . . . 

MII-M-21649C 

SH 

27  Apr 

83 

SH 

1 

5340 

Mount,  Shipping  Contolner,  Resilient  ■  Shock  And  Vibrotlon  Damping  REV*IS  .... 

MII.M-4S907A  (1) 

AT 

09  Mar 

87 

AT 

1 

5340 

Mount,  Vibrotion  (Vibration  Mounts  MT-1177/U,  MT-1178/U,  MT-1179/U 

MII-M-12S63 

ER 

1  Jul 

53 

ER 

Validated  feb  85  REV-IS 

5340 

Mount,  Vibration,  Beom*type,  Gosses  A  And  B,  (For  Use  With  Electronic 

MS-91526A 

AS 

8  Dec 

58 

AV  AS 

99 

Equipment  In  Aircraft  Validated  Aug  82  REV<MI  AR  1 1  IS 

5340 

Mount,  Vibrotion,  Cup'type,  Gosses  A>b  (For  Use  With  Electronic  Equipment  In 

MS.915278 

AS 

31  Dec 

87 

AV  AS 

99 

Aircrolt)  REV-MI  AR  1 1 

NOTICE  1 

5340 

Mount,  Vibration,  Beom*type,  Gosses  A*b,  Coarse  Thread  (For  Use  With 

MS.914068 

AS 

8  Dec 

58 

AV  AS 

99 

Electronic  Equipment  In  Aircraft)  Validated  Jul  82  R£V>11  IS 

L 

5340 

Mounting  Boses,  .‘lexible  Plostic  Foom  Validated  May  82 . 

MII-M.8I28S  (1) 

AS 

15  Jul 

68 

AS 

1 

5340 

Mounting-plenum  MT.2243(‘)/ASQ-54  Validated  Mar  8)  REV-IS . 

Mll.M.22673  (2) 

AS 

15  Feb 

68 

AS 

1 

5340 

Mountingvpienurrs  /.VT'2244(*}/ASQ  And  MT  3S59(*)/ASQ  Validated  Apr  83 

MII-M-22674A 

AS 

15  Aug 

66 

AS 

REV-IS 

L 

5340 

Packing  Moteriol,  Plastic  (For  Dogs  For  Watertight  Closures)  (Symbol  1425) 

MII-P.17578A 

SH 

12  Aor 

67 

SH 

(See  MIL-G-6032)  REV  IS 

5340 

Pod  Eye  Welding  Validated  Mat  82  USER-ME  OS  MC  REV-MI  IS . 

MS.5I930A 

AR 

05  Apr 

68 

AR  YD 

99 

5340 

Podlock  USER-MC  CG  REV-AR  YD  82  IS . 

FF-P-IOIF 

/YD 

30  May 

84 

99 

5340 

Podlock  (Combinolion)  USER-CE  ME  MC  CG  REV-AR  YD  IS  ..., . 

A.A-1928 

-YD 

02  Aug 

82 

ME'SH 

99 

5340 

Padlock  (Diik-Of  Bloc*  Turry*f)  USER-ME  CE  MC  CG  REV-AR  YD  IS . 

A-A-1930 

•IS 

29  Jul 

82 

ME  SH 

99 

5340 

Padlock  (Pin  Tumbler  Mechonitm)  USER-ME  CE  MC  CG  REV-AR  YD  IS . 

A-A.1927B 

•YD 

15  Dec 

87 

ME  YD 

99 

5340 

Podlock  And  Padlock  Sets,  Key  Operated,  Medium  Security,  Regulor  Shockte 

M,.  P-43951A 

YD 

18  Feb 

89 

YD 

99 

USER-CE  ME  MC  CG  SH  AS  REV-MI  AR  OS  01  IS 

5340 

Podlock  And  Padlock  Sets,  low  Security,  Key  Operoted,  Regular  (Open) 

MII-P-I7802E 

YD 

18  Nov 

87 

Gl  SH 

99 

Shockle  REV-IS 

5340 

Padlock  Set,  Individuotfy  Keyed,  And  Keyed  Alike  Validated  Mar  79  . . . . 

MS.2I313E 

AR 

31  Aug 

70 

AR  SH 

99 

Q 

5340 

Podlock,  Chongeobte  Combination  (Resistant  To  Opening  By  Monipuiotion  And 

JI-P-IIOG 

/YD 

31  Dec 

87 

Gl  YD 

99 

Surreptitious  Attack)  USER-MC  OS  SH  REV-AR  CE  AV  82  IS 

INT  AMD  2 

5340 

Podlock,  Key  Operoted,  High  Security,  Shrouded  Shackle  USER-CE  CG  SH  MC 

MII-P-43607G  (3) 

YD 

02  Jun 

87 

AR  YD 

99 

os  REV-Gl  NP  IS 

5340 

Padlock,  Key  Operoted  USER-MC  SA  REV-MI  AV  ER  YD  IS . 

M5-35647D 

AR 

22  Moy 

87 

AR  SH 

99 

5340 

Panel  Sondwich,  Insert,  Molded  In  Blind  Threoded,  Self  locking  Non  Self 

NAS  1832-74 

AS 

15  Sep 

78 

AV  AS 

11 

Locking  •  Jul  74  Validated  Apr  8S  REV-ME  10  IS 

REV  3 

1 

5340 

Per  (Aig)  (Inactive  13. June  1960)  Validated  Oct  83  REV-MI  IS . 

MS-9012A 

AS 

13  Jun 

60 

AS 

5340 

Pin  Hinge,  Metric  REV-IS.. . . . . . . . . . . 

DS-14270 

AS 

28  Oct 

83 

AS 

5340 

Pin,  Quick  Release.  Positive  locking,  Single  Action,  Detent  Wrench/safety  Pin 

MS-I4274A 

AS 

30  Apr 

86 

AS 

(Slotted) 

5340 

Pin,  Quick-Release,  Positive  locking  Single  Acting,  Metric,  Procurement 

NA  0161-83 

13 

14  Feb 

86 

AR 

99 

Specificotion  For  .  Oct  83  REV-AV  82  IS 

5340 

Pin,  Quick  Release,  Detent  Generol  Specificotion  For  Volldatea  Apr  86 

Mll.P-45952 

AR 

05  Mor 

73 

AR  OS 

11 

USER-ME  MC  REV-AV  Gl  AT  99  IS 

5340 

Pin,  Quick  Releose,  Self  Retoining,  Positive  locking.  Single  Acting,  (T)  Handle, 

NA  015740158-83 

IS 

14  Feb 

86 

AR 

99 

Metric  .  Oct  83  REV-AV  82  IS 

5340 

Pin,  Quick  Releose,  Positive  locking.  Double  Acting,  ,t.  Handle  (Asg)  Validated 

MS.I7988C 

AS 

10  Aug 

72 

AV  AS 

99 

Jul  81  USER-Gl  ME  REV-MI  AR  82  IS 

5340 

Pin,  Quick  Release,  Positive  Locking,  Double  Acting,  ,1,  Hondle  (Asg)  Validated 

M5-I7989C 

AS 

10  Aug 

72 

AV  AS 

99 

Jul  81  USER-Gl  ME  REV-mI  AR  82  IS 

5340 

Pin,  Quick  Release,  Positive  Locking,  Double  Acting,  Ring  Hondle  (Asg) 

MS-17990C 

AS 

10  Aug 

72 

AV  AS 

99 

Validated  Jul  8'  USER-Gl  REV-ME  Ml  AR  99  82  IS 

5340 

Pin,  Quicc  Release,  Self-retoining,  Positive  lockirg.  Single  Acting  (T)  Hondle 

MS.r985E 

AS 

17  Jon 

83 

AV  AS 

99 

USER-Gl  REV-82  IS 

5340 

Pin,  Quick  Releose,  Self  Retoining,  Positive  locking.  Single  Acting.  ,1,  Hondle 

MS-I7986E 

AS 

17  Jon 

83 

AV  AS 

99 

UScR'Gl  ncV-S2.'iS 

5340 

Pin,  Quick  Releose,  Self  Retoining  Positive  locking,  Single  Acting,  Ring  Hondle 

MS-I7987E 

AS 

11  Aug 

75 

AV  AS 

99 

Validated  Jul  81  USER-Gl  REV-AR  99  82  IS 

5340 

Pin,  Quick  Releose,  Self*feldining,  Positiv*  locking.  Single  Acting,  Button 

MS-17984D 

AS 

15  Apr 

74 

AV  AS 

99 

Hondle  Validated  Jul  81  USER-Gl  REV-99  82  IS 

0 

5340 

Pin,  Quick-releose,  Self-retcining,  Positive-locking  USER-SH  REV*Mi  82-lS 

MII-P-23460D 

AS 

11  Apr 

84 

AV  AS 

99 

5340 

Pin,  Quick-releose,  Detent  Validated  Apr  66  USER-ME  MC  REV-AT  AV  GL  99 

MIl-P-45952/1 

AR 

02  Apr 

86 

AR  OS 

11 

IS 

NOTICE  1 

5340 

Pin,  Straight,  Hinjje,  P'ono  USER-ME  AS  MC  REV-MI  AR  IS 

MS-27990B 

AR 

23  Mor 

88 

AR 

99 

5340 

Pipe  Hongers  &  Supports,  Moreriols,  Design  &  Monufocture  *  1983  USER-ME 

MSS  SP58.83 

YD 

09  Dec 

83 

YD 

CE  REV-MC 

5340 

Pipe  Hongers  &  Supports,  Selection  &  Appllcotlon  -  1983  USER-ME  CE 

MSS  SP.59.83 

YD 

0?  Dec 

83 

YD 

rev-mc 

5340 

Pipe  Hongers,  Rigid,  Design  &  Instollotio  N  Of  -  27  Feb  81  Validated  Jon  89.... 

ASTM  F708.81E1 

SH 

27  Jon 

89 

SH 
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5340 

Pip#  Support  Devi<es  (Mongers  And  Swaybroces,  Shipboard  Use)  Votldaled 

MII-P.I5877D 

SH 

29  Jun 

73 

SH 

99 

Avg  «;  REV.IS 

5340 

Ptole,  Mending  USER*ME  REV>IS. . . . . . . . . . . . 

MS-9552A 

AS 

18  Jun 

87 

AR  AS 

11 

5340 

Plug,  ExponsTon  USER>AV  ME  MC  REV*82  IS  .......  . . . . . . 

MII-P-20691C 

AT 

16  Mof 

87 

AT  AS 

99 

5340 

Plug.  Exponsion'iopered,  Ams  5040  (Asg)  Validated  Oct  83  REV.IS . . 

MS-9176 

AS 

02  Feb 

62 

AS 

5340 

Plug,  Exponsion^oms  5510  (Asg)  Validated  Apr  84  RgV^MI  IS  . . 

MS-9379 

AS 

2  Feb 

62 

AS 

11 

5340 

Plug,  Expansion*ams-4003  (Asg)  Validated  Apr  84  USER'ME  REV-MI  IS  . . 

MS.9380A 

AS 

19  Dec 

66 

AS 

11 

5340 

Plug,  Expansion,  Ploln  USER-MC  REV*GL  Ml  AR  IS  . . . 

MS-35648A 

AT 

09  Sep 

87 

AT  AS 

99 

5340 

Plug,  Exponsion,  Metric.  Generol  Specification  For  USER'ME  mC  REV*ER  EA 

OOD-P-70330 

AR 

16  Aug 

82 

AR 

99 

AV  AT  IS 

5340 

Plug,  Expansion,  Topered  Metric  REV-AT  AV  EA  £R  YD  IS............. . . . . 

DS-21445 

11 

01  Mar 

84 

YD 

11 

5340 

Plug,  Exponsion,  Carbon  Steel,  Metric  USER'ME  MC  REV-AV  AT  ER  EA  iS 

OOD.P-70330/I 

AR 

16  Aug 

82 

AR 

99 

5340 

Plug,  Expansion,  Cres,  Metric  Validated  May  68  USER-ME  MC  REV-AR  EA  AV 

DOD.p-70330.2 

AR 

05  Moy  88 

aR 

99 

AT  IS 

NOTICE  1 

5340 

Plug,  Expansion,  Aluminum  Alloy^  Metric  Validated  May  88  REV'AT  EA  AV  ER 

OOD.P-70330-3 

AR 

05  Moy  88 

AR 

99 

IS 

NOTICE  1 

5340 

P-up.  Fusible,  Refrigcront  12  Validated  Apr  81  USER'MD  REV-IS  . — ................... 

AMI-P-21769A 

Gl 

31  Jon 

69 

Gl  yo 

99 

5340 

P|j9,  fulible,  REfRIGERANI.12  VoUdoltd  Feb  84  USER-MO  REV-MI  IS..., . 

MS-16993B 

Gl 

22  Jun 

78 

Gl  Y'o 

99 

5340 

Pljg,  MJt  Thread,  0  -  Ring  Seol,  AMS  5640  •  Jan  1966........ . . . 

MA  2039-86 

AV 

15  Jun 

87 

AV 

5340 

f’oker  Vondoted  Feb  84  USER-CE  MC  REV-MI  IS . 

MIL-P-S84B  (2) 

Gl 

07  Jul 

77 

GL  YD 

99 

5340 

Post,  Electrical'mechcnkol  Equipment,  Swage  Type,  Motrlc  -  Jon  1983  REV-AV 

82  IS 

Post,  Electrlcahmechanical  Equipment.  Stud  Type,  Metric  « Aug  1985  REV-AV 

82  (S 

Post,  Electflcohmechanicol  Equipment,  Swoge  Type,  Metric  -  Aug  85  REV-AV  82 

IS 

Post.  Electncol'mechonlcal,  Internal  Threod  Type,  Metric  *  Aug  85  REV-AV  82  IS 

NA  167.83 

IS 

14  Feb 

86 

AR 

99  IS 

5340 

NA  201THRU204-85 

IS 

14  Feb 

86 

AR 

99  IS 

5340 

NA  2nTHRU212-85 

IS 

14  Feb 

86 

AR 

99  IS 

5340 

NA  221THRU224-85 

IS 

14  Feb 

86 

AR 

99  IS 

5340 

Post,  Electrlcol  Mechanicol  Equipmenl  -  Dec  1974  W^dod  Exceptions....... . . 

NAS  1786 

AS 

05  Dec 

80 

AV  AS 

1! 

5340 

Post.  Electrlcahmechanicdl  Equipment,  Swage  Type,  Metric  •  Jon  83  REV-AV  82 

IS 

Post,  Electrical  Mechanicol  Equipment,  Swoge  >ype.  Metric  •  Aug  85  REV-AV 

82 

Post,  Electncol'mechonical  Equipment,  fnternol  Thread  Type,  Metric  •  Aug  85 

NA  016S-83 

IS 

14  Feb 

86 

AR 

99 

5340 

NA  02nTHR02l2-85 

IS 

14  rsh 

36 

AR 

99  IS 

5340 

NA  0221THR0224-85 

IS 

14  Feb 

86 

AR 

99  IS 

REV-AV  82 

5340 

Release,  Two  Points «  Single  Pelf,  Porochutist  S  Equipment  Pock  REV-lS  . . 

MII-R-45906D  (1) 

Gl 

06  Apr 

87 

Gl 

5340 

Ring  -  Lock  (Inactive) -Vd//</oter/  Avg  32  REV-AV  IS  . . . . . . 

AN996 

REV  2 

AS 

15  Apr 

74 

AS 

99 

5340 

Ring  Retaining,  Interno),  Steel  (Asg)  (inactive  13  June  1960)  Validated  Oct  83 

MS-9014A 

AS 

13  Jun 

60 

AS 

REV-MI  IS 

5340 

Ring-retaining,  External,. Steel  (Asg)  (Inactive  3  June  1960)  Vafidated  Oct  $3 

MS-90138 

AS 

13  Jun 

60 

AS 

REV-MI  AR  IS 

5340 

Ring,  Oee&&medium  Validated  Apr  85  USER-AT  Ml  ME  REV-Cl  tS . . 

MS-SI925B 

AR 

22  Jon 

71 

AR 

5340 

Ring,  Lock  REV>I$  . .  . . . . . . . . . . . . . 

MS-25086C 

AS 

02  Feb 

87 

AS 

5340 

Ring,  Lock  ^^rroted,  Metric  Validated  Apr  83  REV-AV  AT  MI  IS . 

OOD-R-63276'2 

AR 

26  Sep 

77 

AR  OS 

99 

5340 

Rod  End  &  Threoded,  Aircraft  Validated  Jvl  82  REV-IS . . . . . . . 

AN490 

REV  8 

AS 

12  Oei 

70 

AV  AS 

99 

5340 

hod  End,  Threoded  Llnkoge,  Rigid  Validated  Jvl  83  USER-MI  05 . . . 

MS-63043C 

AT 

20  Aug 

73 

AT 

99 

5340 

Rod  End,  Threaded,  Alloy  Steel,  Flosh  Welding  Type  •  Sep  73  W  OOD 

NAS  5-73 

AS 

15  Sep 

78 

AV  AS 

11 

Excptlons  Vo//ddrec^  Mar  84  REV-ME  10  IS 

REV  5 

5340 

Screw  Threod,  Insert,  Hetlcol  Coil,  Metric  Series  Free  Running,  Cres  •  1  Mor 

MA  3279THRU328I'8S 

AR 

16  Apr 

85 

AR  AS 

11 

1985  REV-AV  82  IS 

5340 

Seol,  AntIpilfefage~(SeIf-lockIng)  . . . . . . . . . . 

A-A-1038A 

* 

30  Jun 

81 

5340 

Seal,  Antlpliferage . . . . .  . . . . . . . 

A.A.1039 

t 

26  Mar 

80 

5340 

Seel,  MeloHIc,  Lebd  And  WIre  Validated  Mar  62  USER-AT  AV  ER  MC  REV-mI 

MS'519J8B 

AR 

23  Aug 

68 

AR  AS 

99 

os  IS 

5'»40 

S.ol,  Se«ur!ly  USER-ME  MC  SH  99  REV-SA  IS  DS . 

MII-S-23769C 

YD 

12  Mo,  80 

AR  YD 

5340 

Shield,  Exponsion,  Noll,  Exponsion,  And  Nall,  Drive  Screw  (Devices.  Anchoring, 

FF-S-325 

AR 

10  Sep 

57 

ME  YD 

99 

Masonry)  Validated  Apr  86  REV-MI  EA  IS 

(INT.  AMO.  3) 

5340 

Shield,  Exponsion  (Coulklhg  Anchors,  Single  Leod) . . . . . . 

A-A-1922 

•IS 

02  Mo,  83 

AR  YD 

99 

5340 

Shield,  Exponsion  (log  Shield).............. . . . . . . . 

A.A-1923 

•IS 

02  Mo,  83 

AR  YD 

99 

5340 

Shield,  Expansion  (Seif  DriHIng  Tvbufor  Exooniion  Shell) . . . . . . 

A-A-1924 

•IS 

02  Mo,  83 

ar  yd 

99 

5340 

Shield,  Expansion  (Noli  Anchors) . . . . . . . 

A-A-1925 

•IS 

02  Mo,  83 

AR  YD 

99  IS 

5340 

Shock  Mount  M-447,  M'446,  M*449  And  Brocket  FT.512  Validated  Nov  75 

Mll-S.12100 

ER 

8  Jul 

52 

ER 

REV-MI  IS 

5340 

Snap  hfook.  Cost  Body,  Fixed  Loop  Eye  With  Roller,  Fiot  Spring  Closure,  Wide 

Mll-S-43770  4 

Gl 

12  Feb 

88 

GL  YO 

99 

Moulh  Validated  Feb  88  USER-MI  AT  ME  CG  SA  REV-AV  AR  MC 

NOTICE  1 

5340 

Snop  Hook,  Cost  Body,  Fixed  Eye,  Sliding  Bolt  Closure  Validated  Feb  88 

MIL-S-43770  5 

Gl 

12  Feb 

83 

Gl  YD 

99 

USER-MI  AT  me  Sa  CG  REV-AV  MC 

NOTICE  1 

5340 

S.ncp  .Hsek.  Cost  Bed/,  E^re,  SllJliiy  Suit  O'uSvre  Validated Fch  So 

Ma-S’43770  6 

Gu 

12  tea 

85 

Ou  to 

yy 

USER-AT  Ml  ME  CG  SA  REV-AV  MC  IS 

NOTICE  1 

5340 

Snap  Hook,  Cost  Body,  Loop  Eye  Swivel  USER-ME  MI  AT  SA  CG  REV-AV  MC 

MII-S-43770  7 

Gl 

12  Feb 

88 

Gl  YO 

99 

IS 

NOTICE  1 

5340 

Snop  Hook,  Cost  Body,  Jlound  Eye  Swivel  USER-ME  AT  Ml  CO  SA  REV-AV 

MIL-S-i'lTTO  8 

12  Feb 

88 

GL  YD 

99 

MC 

NOTICE  I 

5340 

Snop  Hook,  Cost  Body,  Fixed  Loop  Eye,  '  gger  Closure  USER'MI  AT  ME  SA 

MIL-S-43770  9 

Gl 

12  Feb 

88 

Gl  YD 

99 

CG  REV-AV  MC 

NOTICE  1 

5340 

Snop  Hook,  Cost  Body,  Fixed  loop  Eye  W  o  Roller,  Ffot  Spring  Closure,  Wide 

Mll-S-43770  10 

Gl 

12  Feb 

88 

Gl  YD 

99 

Moulh  Validated  Feb  88  USER-Ml  ME  AT  SA  CG  REV-AV  MC  IS 

notice  1 

5340 

Snap  Hook,  Cost  Body,  Fixed  loop  Eye  W  o  Roller,  riot  Spring. Closure,  light 

Mll-S-43770  11 

Gl 

12  Feb 

83 

Gl  YD 

99 

Out,  Validated  Feb  88  USER-MI  CG  REV-ME  AV  AT  MC  IS 

NOTICE  1 

5340 

Snop  Hook,  Cost  Body,  Fixed  Round  Eye  WlO  Roller,  flot  Spring  Closure 

Mll-S-43770  I2A 

Gl 

12  Feb 

88 

Gl  YD 

99 

Validated  Feb  88  USER-AT  ME  Ml  CG  REV-AV  MC  IS 

NOTICE  1 
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$340 

Snop  Hook,  Cost  Fixod  Loop  Eyo  W/e  Roil.  .  Fiot  Spriofl  Ctosoro, 

Harrow  Mouth  Volidotod  M  88  USER-AT  ME  Ml  CG  REV-AV 

MIL-S-43770/13 
NOTICE  1 

GL 

12  F*b 

88 

GL  YD 

99 

$340 

Snop  Hook.  Cost  lody.  Opon  Eyt.  Sliding  iolt  Closurt  VaiiSalod  Fob  88 

USER-CG  REV-MC 

MIL-S-43770/14 
NOTICE  1 

GL 

12  F*b 

88 

GL  Yb 

$340 

Snop  Hook.  Cost  Eody.  FIxtd  Loop  Eyt  With  RoHor*  Flot  Spring  Oosuro. 

Norrow  Mouth  Validafd  Fab  88  USER-MI  AT  ME  CG  SA  REV-AV  AR  MC 

MIL-S-43770/3 
NOTICE  1 

GL 

12F*b 

88 

GL  YD 

99 

$340 

Snap  Hook,  Quick  RMmm  USER-ME  AT  MC  REV-IS . 

MS-70099C 

GL 

1$  F*b 

8$ 

GL  AS 

$340 

Snop  Hook.  Wirt  lody.  Fixtd  Loop  Eyt.  Sidt  Rttoinlng  Closurt  V^dotad  Mar 

83  USER-AT  ME  CG  SH  AS  REV-AV  EA  AR  MC 

MIL-S-43770/2A 

GL 

28  Jon 

77 

GL  YD 

99 

$340 

Snap  Hook,  Wirt  Sody.  Fixtd  Loop  Eyt,  Flat  Spring  Closurt.  With  Rttointr 
Volidotad  Fab  88  USER-AT  ME  SA  CG  REV-AV  EA  AR  MC 

MIL-S-43770/)A 
NOTICE  1 

GL 

12  F*b 

88 

GL  YD 

99 

$340 

Snap  Hooks  Gtntrol  Sptcifieotion  For  Vaiidatad  Mar  83  USER-AT  ME  AR  CG 

SH  REV-AV  MC  IS 

MIL-S-43770  (3) 
SUPP  1 

GL 

27  Jon 

77 

GL  YD 

99 

•$340 

Socktts,  TumbuckItS/  And  Tumbuckk  Asstmblits-wirt  Ropt,  Wtdgt,  And 

Thrtodtd  Lock  SIttvt  Valtdatad  Aug  81  REV-IS 

MIL-S-21433A  (3) 

SH 

07  Jun 

66 

SH 

$340 

Spoctr,  Groovtd.  SoH-rttoIning  Solt.  Aluminum  Alloy  Vtdidefad  Apr  82  REV-S2 

MS-21126 

AS 

27  Oct 

67 

AS 

99 

$340 

Spoctr,  Groovtd.  StK-rtloining  Ibit,  Crts  Vaiidatad  Ape  82  REV-S2 . 

MS-21128 

AS 

26  Oct 

67 

AS 

99 

$340 

Spring,  Htiicol,  Aircraft  Vo/icfaMcf  Mar  M  USER-AV  REV-MI  AR  99  IS  _ 

MIL-S-671$  (2) 
NOTICE  3 

AS 

15  Mar 

88 

AS 

11 

$340 

Strop  Asstmbly,  Two  Port  Adjustobl#  •  IS  Mar  77  W/dod  Exctptions . . 

NAS  1383-77 

REV  2 

AS 

0$D*c 

80 

AV  AS 

11 

$343 

Strop,  Clomps.  And  Mounting  Hordwort.  Plostic  For  Cobk  Hemtss  Tying  And 
Support  Vaiidatad  Aug  81  USER-MI  ME  AV  SH  OS  MC  EC  REV-EA  AR  99 

MIL-S-23190/1A 

AS 

27  S*p 

74 

EL  AS 

8$ 

$340 

Strop,  Rttoinlng,  Rtctongulor.  Cushiontd  Vaiidatad  Mar  82  USER-ER  REV-MI 

OS  IS 

MS-63044A 

AR 

2$  Aug 

69 

AR  YD 

$340 

Strop.  Rttoinlng  Cushiontd.  Rtctongulor,  Two  Pitct  -  Stp  77  W/DOD 

Exctptions  USER-ME  REV-ME  10  IS 

NAS  1677-72 

REVS 

AS 

0$  D*c 

80 

AV  AS 

11 

$340 

Strop.  Rttoinlng.  Ont  Holt.  For  Pipt,  Rigid  Conduit  And  C<^  USER-EL  ME  ER 
MC  REV-GL  Ml  IS 

MS-3$I40D 

AR 

12  Fob 

87 

AR  YD 

99 

$340 

Strop.  Rttoining.  Two  Holt.  For  Pipt,  Conduit.  And  Cohit.  Vaiidatad  Apr  8S 
USER-ME  ER  MC  REV-MI  IS 

MS-21314A 

AR 

22  Mor 

66 

AR  YD 

99 

$340 

Strop,  Rttoinlng,  (Mttol,  For  Conduit.  Pipt.  And  Cobit)  Vaiidatad  Apr  83 
USER-ME  REV-EA  Ml  IS 

FF-S-760A  (2) 

-AR 

26  Aug 

66 

AR  YD 

99 

$340 

Strop,  Rttoinlng.  Cudtlontd,  Rtctongulor.  Mttrk  USER-Mt  REV-YD  92  IS^ . 

DS-14273 

AS 

09  D*c 

83 

AR  AS 

99 

$340 

Strop.  Rttoining.  Ont  Holt,  For  Thin  Woll  Conduit  (Emt)  Vedidaiad  Apr  8S 
USER-ER  MC  REV-ME  Ml  IS 

MS-$19$6A 

AR 

22  Mor 

66 

AR  SH 

99 

$340 

Strop.  Rttoining.  Two  Hok.  For  Tubing  Vaiidatad  Apr  85  USER-EL  ME  ER  MC 
REV-IS 

MS-2131$A 

AR 

22  Mor 

66 

AR 

99 

$340 

Strop,  Kthiining  USER-CR  Ml  MC  RCV-AR  SH  YD  99  IS . 

A-A-1191 

•AR 

22  Jul 

81 

AR  YD 

99 

3^ 

Strop.  Rttoinlng  4  Multipk  Tubt,  Dttochobk  Cushion.  Ams  5510  (Asg) 

Vaiidatad  Apr  84  USER-ME  REV-IS 

M$-9394 

AS 

21  D*c 

62 

AS 

11 

$340 

$340 

$340 

Strop.  Rttoining,  Cushiontd.  Rtctongulor.  Two  Pitct,  Mttric  REV-AT  AV  EA 
SMECMC  11  IS 

Strop.  Wtbbing . . . . . . . . 

Strop,  Wtbbing. . . . . . . . 

DS-14289 

A-A-$$6 

JJ-S-7$0A 

AR 

t 

% 

23  Apr 

07  Aug 
0$  Apr 

84 

81 

67 

AR  AS 

99 

$340 

T-boit.  180,000  PsI.  Typt  431  Stoinkss  Stttl.  Monufocturing  Proctu 

Rtguirtffltnts  Vaiidatad  Jul  81  REV-IS 

MIL-T-81364  (1) 

AS 

27  May 

66 

AS 

$340 

Tonk.  LIquId  Storogt.  Nonmtfollic.-Morint  Oil  And  Wottr  Strvict  Vaiidatad 

Aug  81  REV-IS 

MIL-T-19247A  (1) 

SH 

24  Apr 

61 

SH 

$340 

Ttrmind.  Thrtodtd  Ckvis  Typt  Tit  Rod  Vaiidatad  Jui  81  REV-MI  IS-.... . 

AN66$ 

REV  4 

AS 

2$  Mor 

6$ 

AS 

99 

$340 

Ti*  Rod  A  Inlirnol  8000  Lb  (3-8A34)  VolidbMd  Jun  84  REV4S  . 

AN706 

REVS 

82 

15  Jun 

66 

AS 

99 

$340 

Tit  Rod.  Round  4  Squort,  Aircroft  REV-AV  IS . . . 

MIL-T-$684B 

82 

18  Nov 

81 

AS 

99 

•$340 

Tio,  Con.  And  Crvich,  9Mm  Valkhltd  fob  82  USER-ME  REV-IS  — . 

ZZ-T.3$1C 

/DM 

04  Mor 

76 

MD  MS 

03 

$340 

Trim,  Door.  Archittcturol  •  01  Nov  79  Vdidafad  Aug  86  USER-/At  REV-IS  . . 

ANSI  A1$6.6-79 
NOTICE  1 

YD 

29  Aug 

86 

AR  YD 

99 

$340 

Turnbuckl*  Validettd  Aug  82  USER-ME  OS  MC  YD  REV-MI  EA  ER  IS . 

FF-T-791B  (1) 

/SH 

14  F*b 

69 

AR  SH 

99 

$340 

Tumbuckk  AsstmUits.  Clip  Locking  Of  (Asg)  Vaiidatad  Jid  81  REV-IS . 

MS-33736B 

AS 

2$  Nov 

63 

AS 

99 

$340 

Turnbuckl*  tody.  Clip  Locking  Volldafd  Aug  79  USER-ME  REV-MC  1 1 . 

MS-312$1E 

82 

29  Jon 

71 

AV  AS 

99 

$340 

Tumbuckk  Sprtod  lody.  Jaw  4  Jow  (Typt  1.  Form  2  Ckss  7)  USER-ME  YD  AS 
MC  OS  REV-CR  82  IS 

MS-$1S66 

AR 

11  F*b 

88 

AR  SH 

99 

$340 

Tumbuckk  Sprtod  Body.  Eyt  4  Eyt  (Typt  1,  Form  2  Qoss  4)  USER-ME  YD  AS 

MC  OS  REV-CR  82  IS 

MS-$1$67 

AR 

12  F*b 

88 

AR  SH 

99 

$340 

Tumbuckk  Sprtod  Body,  Jaw  4  Eyt  (Typt  1,  Form  2  Ckss  8)  USER-AS  MC  YD 

DS  REV-CR  ME  82  IS 

M$-$l$69 

AR 

1$  Fob 

88 

AR  SH 

99 

$340 

Tumbuckk.  Body  (Gtntrol  Puipost)  Vrdidatad  Mar  82  USER-AT  OS  YD 

REV-MI  ME  ER-IS 

MS-279$4B 

AR 

21  Mor 

69 

AR  SH 

99 

$343 

Tumbuckk,  fkl  8od)v£y5  4  Eyo  (Type  1,^  Fem  3.  Ckss  4)  USER-ME  AS  MC 

YD  REV-CR  82  IS 

MS-51571 

AR 

16  Aug 

88 

AR  SH 

99 

$340 

Tumbuckk.  Flot  Body  Jow  4  Eyt  (Typt  1.  Form  1.  Closs  8)  USER-ME  AS  OS 

MC  YD  REV-CR  82  IS 

MS-$1$72 

AR 

16  F*b 

88 

AR  SH 

99 

$340 

Turnbuckl.,  Flot  Body,  Hook  A  Ey*  (Typ*  1,  Form  1  Cloi.  6)  USER-ME  YD  AS 

OS  MC  REV-CR  82  IS 

MS-$1$73 

AR 

17  F*b 

88 

AR  SH 

99 

$340 

Tumbuckk.  Fkt  Body  Jow  4  Jow  (Typt  1.  Form  2,  Ckss  7)  USER-ME  AS  MC 

OS  YD  REV-CR  82  IS 

MS-$I$74 

AR 

17  Fob 

88 

AR  SH 

99 

$340 

Tumbuckk.  Lock  Wiring  Of  (Asg)  Vo/idk/td  Apr  82  REV-MI  IS . 

M$-33$91B 

AS 

01  Moy  67 

AS 

$340 

Turnbuckl*,  Pip*,  Bod)  Ey*  A  Ey*  (Typ*  It,  Clou  4)  USER-ME  YD  AS  MC  OS 
REV-CR  87  IS 

MS-$I$70 

AR 

1$F*b 

88 

AR  SH 

99 

iUO 

Tumbuckk.  Pusitivt  Softtylng  REV-ME  AV  MC  IS  . . . . . 

MIL-T-8878C  (1) 

82 

30  Oct 

87 

AR  AS 

99 

$340 

Tumbuckk,  Round  Body.  Horde  4  Eyt,  (Typt  l.form  2.  Ckss  6)  USER-ME  AS 

MC  OS  YD  REV-CR  82  IS 

MS-$I$68 

AR 

11  F*b 

88 

AR  SH 

99 
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S340 

Turnbuckie,  Round  Body,  Hook  &  Eye  (Type  ),  Form  1,  Class  6)  USER*ME  YD 

MS-5156S 

AR 

11  Feb 

88 

AR  SH 

99 

AS  MC  OS  REV-CR  82  IS 

5340 

Unsert,  Screw  Threod/  Heiko!  Coll,  Coorse  And  Fine  Threod,  Slondord 

MS-33537D 

82 

27  Jgn 

74 

AV  AS 

99 

Dimenitons  For  Validated  Apr  83  USER*ME  AT  AR  REV>MI 

5345 

Bell,  Abrosive  (Coaled  Clolh,  Power  Machine  Validated  Jun  83  USER*ME  SH 

A-A-1014 

/84 

21  Apr 

81 

MR 

99 

SD  REV.IS 

5345 

Bells  And  Bonds,  AbrosWe  (Coaled  Clolh,  Power  Machine)  Validated  Jun  83 

P-8-172B 

/84 

16  Mor 

73 

MR 

99 

USER-ME  YD 

5345 

Brush  Mandrel,  Flop,  Rotary,  Abrasive  Valido*ed  Jul  81 . . . . . . . 

MIL-B-81949/2 

AS 

28  May 

74 

AS 

5345 

Brushes,  Flop,  Rotary,  Abrosive  Validated  Jul  8h . . . . 

MIH-81949/1 

AS 

28  Moy 

74 

AS 

5345 

Brushes,  Flop,  Rotory,  Abrasive,  General  Specificolion  For  Validated  Jut  8J 

MIL-8-81949 

AS 

28  May 

74 

AS 

99 

REV-84 

5345 

Disk,  Abrasive  (Aluminum  Oxide,  Atumino  Zircomo  And  Ceromic  Aluminum 

A-A-I0168 

•YD 

20  Apr 

87 

MR  YD 

99 

Ox!*)  USER.ME  SH  YD  REV.MR  84 

5345 

Disks,  Abrosive,  Aluminum  Oxide  . . . . . . . 

P-D-455D 

t 

14  Jan 

75 

INT  AMD  (1) 

5345 

Slone,  Commutator  Burnishing  (Flexible  Abrasive)  Validated  Apr  88  USER-AV 

MIL-S-17345B  (1) 

84 

11  Apr 

88 

MR 

99 

AR  MC 

NOTICE  1 

5345 

Slone,  Commulolor  Surfoclng  USER*ER  ME  REV*84  IS . . 

A>IL-S-17243D 

YD 

21  Apr 

81 

AR  YD 

99 

5345 

Stone,  Sharpening . . . . . . . . . . . 

FED-STD-115B 

t 

06  Jan 

70 

5345 

Slone,  Sharpening  Validated  Aug  8}  USER*AV  GL  MC  YO  . 

SS-S-736C 

•SH 

08  Moy 

69 

MR  SH 

5345 

Wheel,  Abrasive,  Non*woven  Nylon,  Resin  Reinforced  Validated  Apr  83  REV*I$ 

MIL-W-81319A  (1) 

AS 

12  F*h 

71 

AS 

99 

5350 

Abrasive  Moterial,  For  Blostlng  Validated  Aug  85  USER*MI  MC  YO  REV-AR  84 

MIL-A-213808  (1) 

AS 

15  Aug 

79 

MR  AS 

99 

5350 

Abraiiv*  Mot>,  Non-WOVEI.,  Non.METAllIC  Validaitd  Jun  81  REV-AR  15  IS 

MIL-A-9962A  (4/ 

84 

05  Apr 

77 

MR  AS 

99 

5350 

Abrasives  And  Abrasive  Products,  Packaging  Of  Validated  Feb  83  USER*YD  MC 

MIL-A-3815E 

AR 

20  Sep 

76 

AR  SA 

99 

REV-SM  84 

5350 

Aluminum  Wool  Validaitd  Jun  85  USER-AV  REV-IS  DS . 

MIL-A-4854A 

84 

10  Feb 

60 

99 

5350 

Buffing  And  Polishing  Compounds  (ASG)  Validated  Apr  80  REV-84  IS . . . 

MIL-t-16909B 

AS 

08  Nov 

61 

AS 

99 

*5350 

Clolh  And  Disks,  Abrasive,  Open  Mesh,  Waterproof  Validated  Jun' 83 

GGG-C-5208  (1) 

/84 

17  Jul 

69 

MR 

99 

USER-MD  MC  AS  OS  REV-DS 

5350 

Cloth,  Abrasive  &  Paper,  Abrosive  (Emery)  USER*YD . . . 

A-A-1049A 

•/. 

22  Feb 

85 

5350 

Clolh,  Abroiivo,  Crooui  Vulidalid  Jan  84  USER-AV  MC  YD  REV-AR  84  IS  05  .. 

P-C-458C 

•MR 

07  Apr 

65 

MR  SH 

99 

INT  AMD  (1) 

5350 

Cooled  Abrasive  Cloth,  Aluminum  Oxide . . . . . 

A-A-1048 

t 

17  Apr 

80 

5350 

Coaled  Abrosive  Poper,  Flint . . . . . . 

A-A-1202 

» 

17  Apr 

80 

5350 

Coaled  Abrosive  Cloth,  Crocus . . . . 

A-A.1206A 

» 

16  Apr 

87 

ME  YD 

99 

5350 

Cooled  Abrosive,  Cloth,  Aluminum  Oxide  Or  Silicon  Corbide  Volidofed  Jun  $3 

P-C-451E 

784 

17  Mar 

75 

MR  SH 

99 

REV-OS 

5350 

Cooled,  Abrosive  Cloth,  Silicon  Corbide . . . . . . . . 

A-A-1200 

t 

17  Apr 

SO 

•5350 

Diamond,  Industriol  Val'dated  Oc/  84  REV-MI  IS  . 

MIL-D-9914A  (1) 

84 

05  Aug 

65 

99 

5350 

Gloss  Beod  Peening  Procedures  Validated  Apr  88  REV-I$ . . . . 

MIL-STD-852 

84 

18  Apr 

88 

99 

NOTICE  1 

5350 

Glass  Beods,  For  Cleaning  And  Peening  USER*CO  REV-AR  YO  IS  . . . . 

MIL-G-9954A  (3) 

84 

15  on 

87 

MR  AS 

99 

5350 

Groin,  Abrasive  (Mineral) . . . . . . . . . 

A-A-1045 

X 

26  Jun 

80 

5350 

Groin,  Abrasive  (Soft  Blasting)  '  'aUdated  Jun  83  USER'MC  REV-ME  AR  SH  ...... 

AA-I722 

/84 

05  Feb 

81 

MR 

99 

5350 

Groin,  Abrosive,  Soft,  For  Corbon  Removal  Validated  Jun  85  USER*MC 

MIL-G-5534C  (3) 

84 

22  Jor 

79 

MR 

99 

f’EV-ME  AR  SH 

5350 

lopping  &  Grinding  Compound  (Volve)  REV-YO  . . . . . 

A-A-12038 

• 

21  Mor 

86 

5350 

Lopping  And  Grinding  Compound, -Volve  Validated  Apr  77  . . . . 

SS-L-16e2 

t 

28  Jan 

71 

5350 

Poper,  Abrosive  (Gornet  Coated)  . . . . . . 

A-A-1201A 

X 

02  Jon 

86 

5350 

Poper,  Abrasive,  Silicon  Corbide,  Woterproof . . . . . . . . 

A-A-I047A 

% 

01  Apr 

87 

5350 

Poper,  Abrosive,  Flint  USER-AV  MC . . . . 

P-P.105C 

•/. 

28  Sep 

70 

5350 

Poper,  Abrasive,-Gornet  Validated  Jun  83  USER-MI  ME  MC  OS  YO  AS  REV-IS 

P-P-121D 

/84 

27  Aug 

74 

MR 

99 

5350 

Poper,  Abrasive,  Silicon  Corbide,  Woterproof  Validated  Jun  83  USER-MI  ME 

P-P-IOIE  (1) 

/84 

14  Jun 

78 

MR 

99 

AS  YD  OS  MC 

5350 

Plostic  Medio,-For  Re.novol  Of  Orgonic  Cooling, . . . . . . . . 

MIL-P-85891 

AS 

06  May  88 

AS 

5350 

Pumice,  Ground,  Abrasive-V’d//d(oeed  Feb  86  REV.S4  IS  OS  . . . . . 

SS-P-821B 

•MR 

17  Aug 

66 

MR  SA 

99 

5350 

Ruf^'ng  Compound,  lacquer  USER-AT  ME  Ml  MC  REV-MR  AS  SH  84 . 

A-A-1197A 

•84 

04  Feb 

87 

99 

5350 

Sond,  Sondblost  Validated  Nov  83  REV-MI  AR  84 . . . . 

MIL-S-17726C 

YD 

12  Dec 

80 

MR  YD 

99 

5350 

Sond,  Sondblost, -And  Groin,  Abrosive-- ship  Hull  Blost  Cleoning . . . 

MIL-S-22262  (2) 

SH 

14  Feb 

89 

SH 

5350 

Stee!  Grit  . . . . . . . . . . . 

A-A-1041A 

t 

28  Apr 

86 

5350 

Steel  Orit,-8i  Cut  Wire  Shot,  &  Iron  Grit  &  Shot  Blast  Cleaning  8i  Peening 

MIL-S-8S1C  (1) 

84 

10  Aug 

79 

AR  SH 

99 

‘.alldaltd  Jun  85  USER-AR  REV-AS 

5350 

Steel  Shot . . . . . . . . . . . . . 

A-AO042A 

X 

28  Apr 

86 

5350 

Steel  Wool . . . . . . . . . . . . 

A-A-1043 

t 

04  Sep 

80 

5350 

Wool  And  Gauze,  Metallic  Validated  Jan  84. USER-ME  REV-82»„..,.». — 

FF-W-1825A 

0ttO 

O-S  Ccl 

76 

MR 

9? 

5350 

Wool,  MetoRtC'fCopper  And  Aluminum)  . . . . . 

A-A-1044 

t 

04  Sep 

80 

5355 

Adopter-control  Lever  Connection  fhoctive  For  OESlGN-26  Oct  )P72) 

MS.9227A 

AS 

26  0el 

72 

AS 

11 

Validated  Apr  84  REV-IS 

5355 

Diol,  Consol,  Multi-turn  Counters  Generol  Specification  ForUSER-ME  AR 

MIL-D-287288 

EC 

03  Sep 

86 

ER  EC 

11 

REV-MI  AV  AS  OS  SH  17  99  82 

5355 

Diol,  Control.  Multiturn  Counters,  Vernier,  1,81  Diameter  USER-ME  OS  SH  AS 

Mll-D-28728/18 

EC 

03  Sep 

86 

ER  EC 

11 

17  REV-MI  80  ES 

5355 

Diol,  Control,  Multitum  Counters  10  Turn  Counter,  Concentric  (.125  Inch  High) 

MIL-D-38728/2A 

EC 

06  Dec 

71 

ER  EC 

11 

Validoltd  Apr  84  USER-ME  AR  OS  REV-MI  AV  SH  AS  17  99  80  IS 

5355 

Diol,  Control,  Multiturn  Counters  10  Turn  Counter,  Concentric  (1.810  Inch 

MIL-D-28728/3A 

EC 

06  Dec 

71 

ER  EC 

11 

Olomtlvy  Vtdidattd  Apr  84  USER-ME  OS  17  REV-MI  99  ES 

5355 

Diol,  Contr^,  Multitum  Counters,  Vernier,  1.16  Diameter  USER-ME  AR  REV-MI 

MIL-D-78728/48 

EC 

03  Sep 

86 

ER  EC 

11 

AV  AS  OS  SH  17  so  IS 
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5355 

Dial,  Control,  Multilurn  Counters,  Three  Digits  USER*AR  ME  AS  17  ftEV>MI  AV 

MIL-D.28728/5B 

CR 

03  Seo 

84 

ER  EC 

11 

os  SH  80  IS 

5355 

Diol,  Control,  Multiturn  Counters,  Three  Digits,  Illuminated  And  Noniiluminoted 

MIL.0.28728/4B 

EC 

03  Sep 

86 

ER  EC 

11 

USER-ME  AR  MC  AS  17  REV-MI  AV  OS  SH  AS  83  IS 

5355 

Diol,  Control,  Multiturn  Counters  100  Turn  Counters,  4  Digit  Volidattd  Apr  $3 

MIL-D-28728/7 

CR 

15  Moy 

70 

ER  EC 

11 

USER-ME  MC  AS  17  REV-MI  OS  99  ES 

5355 

Diol,  Control,  Multiturn  Counters,  Vernier,  .SB  Diometer  USEft*ME  AR  MC  17 

MIL-D.28728/88 

EC 

03  Sep 

84 

ER  EC 

11 

REV-MI  AV  OS  SH  AS  80  IS 

L 

5355 

Hole,  Control  Knob  Shoft  VoUdottd  Jon  B4  REV>11  . . . . . . 

MS.33743A 

AS 

12  Jun 

41 

AS 

5355 

Knob  Control  1.25  Spher,  Plostic  -  15  Dec  61  REV-ME  IS  . . 

NAS  198-61 

REV  3 

AS 

06  Moy 

83 

AS 

11 

L 

5355 

Knob  Non-Hluminoted,  Smoli  REV*IS . . . . . . 

MS-2I382E 

82 

18  Aug 

80 

11 

1 

5355 

Knob  Rodiol  Indicator,  llluminoted  And  Non  iKuminoted  . . . 

MS.21383F 

11 

18  Aug 

80 

11 

1 

5355 

Knob  Rourtd,  llluminoted  And  Non  IKuminoted,  Smoll  REV4S........... . . . 

MS-21384E 

11 

18  Aug 

80 

11 

L 

5355 

Knob  Round,  llluminoted  And  Non  Illuminated;  Smoll  REV4S . . . . 

MS.21387E 

82 

18  Aug 

80 

11 

L 

5355 

Knob&control,  Broitte,  Metal  Voh'dated  May  82  REV*99  ES  IS . . . 

MS-24244 

11 

3  Aug 

59 

11 

5355 

Knob^control,  Plostic  (Round,  Concentric,  Pointer,  Spinner,  Spinner  Slip  Clutch, 

MS.91528J 

EC 

06  Feb 

84 

ER  EC 

11 

Bor,  Tochle,  Knob  Lock  Pointer,  And  Knob  Lock.)  USER-OS  C~  REV-AV  AT 

ME  Ml  EA  AS  MC  IS 

5355 

Knob,  Bor  (Asa)  Validated  Mar  82  REV-99  IS . 

MS-2S170F 

AS 

27  Dec 

45 

AS 

11 

5355 

Knob,  Bor,  Small  (Asg)  Validated  Mar  82  REV<99  IS  . . 

MS.25I49G 

AS 

27  Dec 

45 

AS 

11 

Q 

5355 

Knob,-Control  (Tor  Use  With  Electronic,  Communicotions,  &  Allied  Ec^uipment) 

MIL-K-3924B  (1) 

EC 

25  Feb 

81 

GL  EC 

99 

USER-MC  OS  CG  REVeME  Ml  AT  AV  EA  IS 

SUPP  IB 

5355 

Knob,  Control  Selection  Of  USER-AR  CG  MC  19  REV-ME  Ml  OS  17  ES . 

MIL-STD.1348A 

EC 

20  Apr 

88 

ER  EC 

11 

5355 

Knob,  Control,  Bor,  Plostic  (Inoctive  For  New  Design)  Validated  Apr  83  REV'MI 

ES 

Knob,  Control,  Crank,  Metal  Validated  May  65 . . . . . . . 

MS.9012pC 

EC 

06  Feb 

70 

ER  EC 

11 

5355 

MS.91522A 

EC 

20  Sep 

72 

ER  EC 

11 

Q 

5355 

Knob,  Control,  Electronic  Equipment,  Generol  SpecHicotion  For  REV<M1  AR  AV 

MIL-K-2M49C 

AS 

28  Mor 

84 

ER  AS 

11 

os  SH  99  82  IS 

SUPL  1 

5355 

Knob,  Control,  Lever,  Metal  (Inoctive  9'18*68)  Validated  Apr  83  DStH-MC 

MS.915238 

EC 

06  Feb 

70 

ER  EC 

11 

REV-AV  IS 

5355 

Knob,  Control,  Round,  Plostic  (V/ith  Fluted  Grip)  Inoctive  20  Aug  1971 

MS.9I53IE 

EC 

20  Aug 

71 

ER  EC 

11 

Validated  Apr  84  USER-AR  OS  MC  CG  REV-AT  AV  ME  Ml 

5355 

Knob,  Control,  1  Inch  Sphericol  -  31  Jon  63  REV>ME-[S.. . . . . . 

NAS  121-43 

REV  5 

AS 

06  Moy 

83 

AS 

5355 

Knob,  Control,  1  Inch  Dio.  X  5/8  Ovol,  Plo.tic  -  31  Jon  43  REV-ME  C2  IS . 

NAS  123-43 

RtV  5 

AS 

06  Moy 

83 

AS 

99 

E 

5355 

Knob,.Control,  3/4  Sphericol  •  31  Jon  63  W/DOD  Exceptions  R£V>M£  10  IS.... 

NAS  120-43 

REV5 

AS 

05  Dec 

80 

AV  AS 

11 

E 

5355 

Kncb,  Hchd,  Ground  Support  Equipment  •  Jul  74  W/OOD  Exceptions  R£V>ME 

NAS  1553-74 

AS 

05  Dec 

80 

AV  AS 

11 

10  IS 

REV  4 

5355 

Knob,  Pointer,  Illuminated,  Small  (Asg)  Validated  Mar  82  USER*ME  MC  ............ 

MS-25145E 

AS 

17  Jun 

75 

ER  AS 

11 

5355 

Knob,  Pointer,  Illuminated  .Va//do/ed  Mar  83  USER>ME-AR  REV4S . . . . . 

MS.25144E 

AS 

24  No. 

64 

ER  AS 

11 

5355 

Knob,  Round  (Asg)  Validated  Mar  82  REV.Stp  IS  . . . 

MS-25148F 

AS 

27  Dec 

45 

AS 

11 

1 

5355 

Knob.-Round,-Concentric  Illuminated  And  Non*iliuminoted  REVdS . . 

MS.21384E 

82 

18  Aug 

80 

11 

5355 

Knob,  Round,  Smoll  (Ajg)  Validated  Mar  «2  USER-ME  REV-AR  99  IS . 

MS-25T47F 

AS 

27  Dec 

45 

AS 

11 

L 

5355 

Knob,  Setting  Validated  Apr  85  . . . . . . . . 

MIL-K-48213 

AR 

16  Mor 

73 

AR 

L 

5355 

Knob,  Tactile  Series,  Illuminated  And  Non'illuminoted  REV'Ml, . . . 

MS-2138SE 

82 

18  Aug 

80 

11 

5355 

Knobs  Control,  Short  Bor,  Metal  And  Plostic  Validate  Jan  86  USER'AR  MC 

MS-91524E 

EC 

14  Aug 

80 

ER  EC 

11 

CG  os  REV-AT  ME  AV  Ml  SH  AS  IS  NS 

5355 

MIL-K-3926/1A 

82 

28  Moy 
14  Aug 

87 

ER  EC 

11 

5355 

Knobs7  Control,  Bor,  Metal  And  Plostic  Validated  Jon  86  USER'AR  MC  CG  OS 

MS.91575F 

EC 

80 

ER  EC 

11 

REV-AV  AT  ME  EA  SH  AS  IS  NS 

5355 

MIL-K-3926/2A 

82 

28  May 
28  -May 
12  Jun 

87 

ER  EC 

11 

5355 

MII-K.3926/3A 

82 

87 

ER  EC 

11 

1 

5355 

Shoft,  Control  Kn<^  Validated  Apr  83  REV.MI  11  . . . 

MS-33742A 

AS 

41 

AS 

5355 

Skirt,  Control  Knob  (Asg)  Validated  Apr  83  USER*MC . . . 

MS.25144E 

AS 

24  Nov 

44 

AS 

11 

L 

5340 

Spring,  Helicol,  Age>hordenable  Nickel  Chromium  Iron  Alloy  (Issue 

MIL-S-231920 

SH 

11  Mor 

86 

SH 

Controlled>requests  By  Other  Thon  Dod  Activities  Must  Be-Submitted  Via  The 
Preporing  Activity  Of  The  Spec.)  REV.IS 

5340 

Spring,  Helicol,  Compression  And  Extension  USER>MC  YO  REV>Ml  AR  AT  AV 

MIL-S-)3572C 

AR 

09  Mor 

88 

AR  OS 

99 

EA  82  IS 

5340 

Spring,  Helicol,  Compression,  For  Loods  Below  20  Pounds  USER*MC  REV'AT  Ml 

MS-245e5b 

AR 

05  Mor 

88 

AR  OS 

99 

AV  ME  82  IS 

5340 

Spring,  Helicol,  Extension,  For  loads  Below  30  Poandi  Validated  Apr  84 

M3.245840 

AR 

01  Moy 

78 

AR  OS 

99 

USER-Gl  EL  MC  REV-ME  AV  Ml  82  IS 

5340 

Si.el  Springs,  Highly  Slr«ss<d  0.95CR  -  0.2V  (O.AS  ■  0.53C)  (SAE  4150)  ■  15 

AMS-730ID-79 

20 

27  Feb 

81 

MR  AS 

20 

Ocl:79 

5345 

Aluminum  Alloy  Rings,  Rolled  Or  Forged  5.6  ZN-2.5  MG'1.6  CU>0.26  Cr, 

AMS  4311-76 

AS 

13  Aug 

82 

MR  AS 

20 

MechonTcolly.  Stress  Relieved  >  1  Jul  76 

5365 

PIug,-Mochine~Thredd,  Mognetic,  (Drain)  Vofidcicd  Apr  8S  USER'OS  CS 

ms-358440 

AT 

23  Feb 

78 

AT  YD 

99 

REV-ME  MC  IS 

5345 

Plug,  Mochine  Threoo  •  Ams  5646,  Preformed  Pocking  (Inoctive  See 

MS-9404A 

AS 

09  Jun 

72 

AS 

11 

MIL-S-8879)  Validated  Apr  8d  USER-ME  CS 

5345 

Plug,  Marhine  Threod,  O-tIng  USER-ME  CR  MCREV-Gl  ER  EA  IS  _ 

MS-51840C 

AR 

21  Apr 

83 

AR  OS 

5345 

Plug,  Mochine  Threod  •  Drilled,  Ams  5646,  Prefor.ned  Pocking,  MiL>S>8679 

MS.9902A 

AS 

30  Sep 

87 

AS 

11 

Threod  REV-99  IS 

5345 

Ring  Retaining,  Ext;»rnol,  ,e,  (Reduced  Ser.\\an-lype)-Volidafed  Oet  84  USER'AT 

MS-)6633A 

OS 

15  Apr 

69 

AR  OS 

99 

MC  YO  REV-MI  GL  AV 

5345 

Ring,  Connecting,  Round  Validated  Mar  83  USER*ME  REV-EA  IS ....................... 

MIL-R-2327F;(1) 

GL 

07  Jul 

77 

GL  YO 

99 

1 

5345 

Ring,  Dee  USER'ME  MC . . . . . . . . . 

MIL.R-3390F 

GL 

08  Sep 

88 

GL 

99 

5345 

Ring,  Flosh  Welded  Corrosion  &  Heot  Resistant-Austenitic  Steels  &  Austenitic 

AMS  7490L-82 

20 

01  Oct 

82 

MR  AS 

20 

Type  Alloys  -  I  Jon  82 
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5365 

Ring,  Flosh  Wtidtd,  Titonium  &  Titonium  AUoys  •  1  Oct  82  . . . . 

AMS  7498H-82 

20 

01  Sep 

83 

MR-AS 

20 

5365 

Ring,  Lock,  Strrated-high  Strength  USER-MC  REV-AV  ER  AT  GL  82  NS  IS . 

MS-51997C 

AR 

19  Jon 

89 

AR  AS 

99 

5365 

Ring,  Lock,  Serrated  U«R-MC  REV-AV  AT  ER  CR  82  IS  NS . 

MS-519908 

AR 

19  Jon 

89 

AR  AS 

99 

5365 

Ring,  Retulntr,  Externol  Validated  Apr  02  REV*MI  IS . . . . 

MS-321 1A 

OS 

24  Mar 

76 

OS 

5365 

Ring,  Rttoining  (Toptrtd  And  Rtductd  Section  Type)  Validated  Jul  64 

USER-SH  YD  MC  P.EV-MI  AR  AV  EA  11 

MIL-R-21248B 

OS 

01  Aug 

69 

AR  OS 

99 

5365 

Ring,  Retaining,  Externol  Grip  Validated  Apr  82  USER-AT  MC  YD  REV.MI  GL 

MS  99  82  IS 

MS-90707A 

OS 

18  Apr 

69 

AR  OS 

99 

5365 

Ring,  Retaining,  Externol,  E  .  Reinforced  (Reduced  Section  Type)  Validated  Apr 

82  USER-ME  AT  MC  REV-MI  99  82 

MS-3215 

OS 

20  Nov 

68 

AR  OS 

99 

5365 

Ring,  Retaining,  Externol  Interloclcif^)  Vd//Va/e^  Apr  82  USER-AT  MC  YO 

REV-MI  AV  GL  99  82  IS 

MS-90708A 

OS 

15  Apr 

69 

AR  OS 

99 

5365 

Ring,  Retaining,  Splrol  (Uniform  Crou  Section)  Validated  Apr  62  USER-ME  YD 

SH  MC  REV-MI  IS 

MIL-R-27426A 

OS 

01  Moy 

72 

AR  OS 

99 

5365 

Ring,-Retaining,  Externol,  Sowed  E~(Reduced  Section  Type)  Validated  $4 

USER-GL  AT  REV-MI  MC  IS 

MS-16634A 

OS 

21  Jul 

66 

AR  OS 

99 

5365 

Ring,  Retaining,  Externol,  Bosic  (Topered  Section  Type)  USER-AT  MC'YD'AS 
REV-MI  AVOLER  99  11  82  85 

MS-16624B 

OS 

08  Nov 

84 

AR  OS 

99 

5365 

Ring,  Retaining,  Internol,  Sasic  (Topered  Section  Type)  Validated  Apr  62 

USER-ME  YD  REV-MI  99  82 

MS-16625C 

OS 

13  Aug 

68 

AR  OS 

99 

5365 

Ring,  Retaining,  Externol,  Inverted  (Topered  Section  Type)  Validated  Apr  62 
USER-ME  AT  YD  MC  REV-AV  Ml 

MS-16626A 

OS 

23  Apr 

69 

AR  OS 

99 

5365 

Ring,  Retaining,  Internol,  Inverted. (Toured  Section  Type)  Validated  82 

USER-ME  AT  REV-AV  Ml  IS 

MS-16627A 

OS 

15  Apr 

69 

AR  OS 

99 

5365 

Ring,  Retaining,  Externol,  Sowed  (Topered  Section  Type)  Validated  82 

USER-YO  MC  REV-AR  GL  AV  Ml  99  82 

MS-16628A 

OS 

27  Jun 

69 

AR  OS 

99 

5365 

Ring,  Retaining,  Internol,  Bowed  (Topered  Section  Type)  Validated  Apr  62 
USER-AT  ME  MC  REV-MI  AV  99  82  IS 

MS-16629C 

OS 

13  Aug 

68 

AR  OS 

99 

5365 

Ring,- Retaining,  Externol,  Beveled  l(tdpered  Section  Type)  Validated  Apr  62 
USER-ME  AT  MC  YO  REV-MI  GL  AV 

MS-16630A 

OS 

15  Apr 

69 

AR  OS 

99 

5365 

Ring,  Retaining,  Internol,  Beveled  (Tc^red  Section  Type)  Validated  Apr  M 
USER-AV  AT  MC  REV-MI  AV  99  82  IS 

MS-16631C 

OS 

13  Aug 

68 

AR  OS 

99 

5365 

Ring,  Retaining,  Externol,  Prong-lock. (Reduced  Section  Type)  Validoted  Apr  62 
USER-ME  AT  MC  REV-MI  99  82 

MS-3216 

OS 

20  Nov 

68 

AR  OS 

99 

5365 

Ring,  Retaining,  Externol,  Heovy-duty: (Topered  Section  Type)  Validated  Apr  82 
USER-AT  ME  MC  REV-MI  99  82 

MS-3217A 

OS 

29  Jon 

69 

AR  OS 

99 

5365 

King,  Retaining,  External,  Creuent  (Reduced  Section  Type)  Validattd  Apr  82 
USER-GL  EL  AT  MC  YO  REV-MI  IS 

MS-16632A 

OS 

21  Jul 

66 

AR  OS 

99 

5365 

Ring,  Retolning,  Preferred  For  Design,-Liiling  Of  USER-MC  REV-ER  SH  AS  99 

IS 

Ring,  Retaining,  Round  Section  USER-ME  OS  SH  NS  REV-AT  ER  61  Ml  82  IS .. 

MIL-STD-1756 

AR 

15  Jon 

79 

AR  OS 

5365 

MIL-R-70337 

AR 

15  Jon 

88 

AR 

99 

5365 

Ring,  Retaining,  Round  Section,  E.teinol,  CloMd  Type  USER-OS  SH  NS 

REV-AT  ER  GL  Ml  ME  82  IS 

Mll-R-70337/1 

AR 

15  Jon 

88 

AR 

99 

5365 

Ring,  Seoling,  Tubulor  Metal,  Corrosion  &  Heot  Resistant  Steel  . . . . 

AMS  7325E-86 

20 

01  Aug 

86 

MR  AS 

20 

5365 

Ring.,  Aluminum  Alloy  Floth  WeMed,  5-6  ZN-3.5  MG-1.6  CU-0.26  Cr, 

(7075-T73)  •  15  Jon  76  REV-IS 

AMS  4174-76 

AS 

13  Aug 

82 

MR  AS 

20 

5365 

Rings,  Flash  Welded  Titanium  Alloys---1  Oct  88 . . . . . . . . . 

AMS  7498J-8S 

11 

17  Mor 

89 

MR  AS 

11 

5365 

Rings,  Flosh  Welded  Aluminum  &  Aluminum  Alloys  ^  15  Jul  77  Validated  A4ar 

88 

AMS  7488D-77 
NOTICE  1 

11 

15  Mor 

88 

MR  AS 

11 

5365 

Rings,  Flash  Welded  Non  Austenitic. Corrosion  Resistant  Steels « 15  Jul  80 
Validated  Mar  88 

AMS  7493H-80 
NOTICE  1 

11 

15  Mor 

88 

m;.  as 

11 

5365 

Rings,  Flash  Welded,  Corbon  VLow-olloy  Steels  -  15  Jon  78  Vtdidoted  Mar  38 

AMS  74966-78 
NOTICE  1 

1) 

15  Mor 

88 

MR  AS 

11 

5365 

Shim,  Cres,  Metric  Validated  May  86 . . . . . 

DOD-S-63S44/1 
NOTICE  1 

AR 

10  Moy 

88 

AR 

5365 

Shim,  Metric,  General  SpeedkaVton' Validated  May  88...... . . . 

DOD-S-63544 
NOTICE  1 

AR 

10  Moy 

88 

AR 

5365 

Shim,  Minioture  Anchor  Nut «  Apr  63  W/dod  Exertions  Validated  Apr  82 
REV-ME  ER  10 

NAS  119563 

AS 

14  Jun 

74 

AV  AS 

11 

5365 

Steeve_(Grommet),  Hord  Seot,  Reduced  Heod,  Swoged,  Countersunk,  Pon^ 
Fostener  REV-AR  99  82  IS 

MIL-S-85069/10 

AS 

14  Nov 

86 

AV  AS 

99 

5365 

Sleeve  (Grp.mmet),  Hord  Seot,  Tension  Heod,  Swaged,  Countersunk,  Ponel 

Fastener  REV-AR  99  82  IS 

MILS-e5069/11 

AS 

14  Nov 

86 

AV  AS 

99 

5365 

Sleeve,  Fostener,  Grooved,  100  Deg.  Flush  Heod,  1/32  Oversize  REV-AR  99  82 

IS 

Sleeve,  Fastener,  Grooved,  100  Deg^  Flush  Heod,  1/64  Oversize  REV-AR  99  82 

IS 

$Ufv*- Fostener^  Grooved,- Protrud*nn~  Sh^f-And  Tenjinn,  1/39.0versiz* 

REV-AR  99  82  IS 

MIL-S-85069/SA 

AS 

30  0cl 

80 

AV  AS 

99 

5365 

MIL-S-8S069/4A 

AS 

30  Oct 

80 

AV  AS 

99 

5365 

MII-S-85069/AA 

AS 

30  Oct 

80 

AV  AS 

99 

5365 

Sleeves,  Fastener,  Grooved,  1(X)  Deg.-Flush  Reduced  Heod,  Sheor,  1/32 

Oversize  REV-AR  99  82  IS 

MIL-S-85069/7A 

AS 

30  Oct 

80 

AV  AS 

99 

5365 

Sleeves,  Fastener,  Grooved,  100  Deg.  Flush  Full  Heod,  Tension,  1/64  Oversize 
REV-AR  99  82  IS 

MIL-S-85069/5A 

AS 

30Ocl 

80 

AV  AS 

99 

5365 

Sleeves,  Fostener,  Grooved,  100  Deg.  Flush  Full  Heod,  Tension,  1/32  6>^iize 
REV-AR  99  82  IS 

MIL-S-S5069/9A 

AS 

30  Oct 

80 

AV  AS 

99 

53^ 

Sleeves,  Fostener,  Generol  Specification  For  REV-99  82  IS . . . . 

MIL-S-850698 

SUPP  1 

AS 

12  0cl 

82 

AV  AS 

99 

5365 

Sleeves,  Fostened,  Grooved,  Design  And  Usoge  Limitations  For  REV-82 .............. 

MIL-S-85069/1A 

AS 

16  Sep 

81 

AR  AS 

99 

5365 

Sleeves,- Fostener,  Grooved,  Protruding  Heod,  Sheor  And  Tension,  1/64 

Oversize  REV-AR  99  82  IS 

MIL-S-85069/2A 

AS 

30  Oct 

80 

AV  AS 

99 

5365 

Sleeves,  Fostener,  Grooved,  100  Deg.  Fkiih  Reduced  Head,  Sheor,  1/64 

Oversize  REV-AR  99  82  IS 

MIL-S-85069/3A 

AS 

30  Oct 

80 

AV  AS 

99 
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S345 

Spocer«  Ring,  Mttric,  Gtntrol  Specification  For  Validated  Moy  88  USER*ME  AT 

DOO-S-70328 

AR 

>15  May  88 

AR  99 

SH  REV-MI  EA  AV  MC  11  IS 

NOTICE  1 

S365 

Spocer,  Ring,  Metric  Volidattd  May  88  USER>ME  AT  SH  REV*MI  EA  AV  MC 

nD-S-70328/'l 

AR 

L'5  May  88 

AR  99 

11  IS 

NOTICE  1 

E 

S36S 

Spocer,  Sleeve  •  Rivet,  High  Temperature,  ^r.-Mognetic  •  30  Jun  82  W/OOD 

NAS  1056-82 

AS 

20  un  83 

AV  AS  11 

Exctolioni  USER-AS  REV-TS 

REV  4 

E 

S36S 

Spocer,  Sleeve  >  Screw  And  8olt,  High  Tcmperoture,  Non  Mognetic  •  30  Jun  82 

NAS  1057-82 

AS 

20  May  83' 

AV  AS  11 

W/DOD  Exception  USER-AS  REV-IS 

REV  6 

5365 

Spocer,  Sleeve  •  For  6MM  Bolt,  AMS4901  Or  AMS4921,  {Metric)  Aug  87) 

MA  3438-87 

IS 

20Ocl  88 

AV  99 

REV-AV  82 

5365 

Spacer,  Sleeve  >  For  SMM  Boll,  AMS4901  Or  AMS4921,  (Metric)  Aug  67) 

MA  3437-87 

IS 

20Ocl  88 

AV  99 

REV-AV  82 

5365 

Spocer,  Sleeve  •  Rivet  •  30  Jun  82  REV'iS . . . . 

NAS  42-82 

REV  6 

AS 

20  May  83 

AV  AS  11 

5365 

Spacer,  Sleeve,  Non  Metollic,  Screw  &  Boll  >iun  82  USER'AS  REVOS  ................ 

NAS  47-82 

AS 

20  May  83 

AV  AS  11  IS 

5365 

Spocer,  Stepped,  Swoge  Type  •  Apr  1965  REV.IS . . . 

NAS  186-85 

AS 

29  Moy  86 

AS  11 

5365 

Spacers  •  Screw  &  Boll-  IS  Aug  1985  USER-AS  REV-IS . 

NAS  43-85 

AS 

11  F.b  87 

AV  AS  11 

L 

5410 

Adopter,  Air  Lock,  Must  REV*MD  CS  . . . . . . . . . . 

MII-A-43759A 

GL 

21  May  81 

GL 

1 

5410 

Air  Lock,  (Must)  REV<MD  . . . . . . . . . . 

MIL  A-43S20B 

GL 

26  Jun  81 

Gl 

L 

5410 

Bellows,  Expondoble  Shelter  (Must)  RFV<MD  CS........ . . . . 

MIL-8-43909A 

GL 

26S.P  88 

GL 

L 

5410 

Building  Addition,  Prefobricoted,  Reody  Cut,  Metal  Rigid  Frome,  For  40  By  100 

MIL-B-29194A 

YD 

24  Jun  88 

YD 

Foot  Building 

5410 

Building  Components,  Ponelized,  Prefobricoted,  Reody  Cut,  Reiocotoble 

MIL-8-28658D 

YD 

28  F.b  85 

GL  YD 

USER-CE 

5410 

Building,  Portable . . . . . . . 

A-A-50724 

64 

09S.p  88 

99 

5410 

Building.  Portable,  Skid  Mounted,  Knockdown  REV*CE . . . 

MIL-8-29172A 

YD 

08  Jul  85 

GL  YD 

L 

5410 

Building,  Prefobricoted,  Sectional,  Metol,  Two  Story,  Voriobte  Spon  And  Length 

MIL-8-52755 

GL 

05  Mar  73 

GL 

Validated  Apr  81  USFR-CE 

1 

5410 

Building,  Prefobricoted,  Steel  Arch,  Decontamination  Center. . . . . 

MIL-8-29176A 

YD 

13  Jor.  84 

YD 

5410 

Building,  Prefabricated,  Reody  Cut,  Borrocks  Type  VaUdattH  Apr  $i  R£V>CE . 

MIL-8-52071C 

GL 

19  Apr  73 

Gl  YD  99 

5410 

Building,  Prefobricoted,  Reody  Cut,  Metdl,  Rigid  Frame,  40  By  KKI  Feet 

MrL-B-28536C 

YD 

30  Jan  89 

Gl  YD  99 

REV-MC  84  CS 

L 

5410 

Building,  Prefobricoted,  Sectionol,  Metol,  Generol  Purpose  VoKdattd  Apr  5)...... 

MIL-8-52745 

GL 

19  Dk  72 

GL 

L 

5410 

Building,  Prefabricated,  Reody  Cut,  Mogozine,  Steel  Arch,  16  And  25  Foot 

MIL-8-1604IE 

YD 

05  Aug  83 

Gl  YD 

Span  (Extensible) 

5410 

Building,  Prefobricoted,  Reody  Cut,  Worehouse  Type  Validated  Feb  84  REV.84  .. 

MIL-8-520558 

GL 

28  Aug  76 

GL  99 

5410 

Buildings,  Reiocotoble,  Insuloted,  Metol,  Folding  Frame . . 

MIL-8-29171A 

YD 

31  May  85 

YD 

L 

6110 

Connector,  Corridor  (Must)  Validated  Jan  86  USER*MC  R£V>MD . 

MIL-C-438688 

GL 

03  S.p  80 

Gl 

1 

5410 

Electronic  Shop,  Shelter  Mounted  AN/MSM>108  (  ) . 

MIL-E-49294 

CR 

16  Apr  87 

CR 

5410 

Floors  &  Flat  Roofs,  Gravity  Lood  testing  Of,  Standard  Proctice  fw  •  1  Aug  80 

ASTM  E196-80R85 

YD 

30  Moy  86 

Gl  YD 

USER-CE 

L 

5410 

Repoir  Kit,  Inflatable  Shelter,  (Mutt)  Validated  Jan  86 . . . 

MIL-R -44024 

Gl 

38Mor  80 

GL 

1 

5410 

Repoir  Kit,  Seals,  Expendable  And  Multi*purpose  Shelter  (Mutt)  Validated  Jon 

MIL-R-44032 

GL 

15  S.p  80 

GL 

86  REV-MD 

1 

5410 

SMter  Electrico!  Equl?m.til  S-583(  )/TRC.151(V) . 

MIL-S-49I81  (1) 

CR 

22  Aug  84 

CR 

L 

5410 

Shelter  Electrical  Equipment  S>330(  )/TRC'117(V)  Validated  Jvn  86..,..„ . . . 

MIL-S-55557A  (1) 
NOTICE  1 

CR 

12  Jun  86 

CR 

L 

5410 

Shelter,  Electrical  Equipment  (With  Or  Without  Equipment),  Pockoging  Of 

MIL-S-55507E 

CR 

11  F.b  87 

CR 

REV-SM 

L 

5410 

Sh.ll«r,  Electrical  Eqjlpmeni  S-584(  i/TRC-lSRCV) . 

MIL-S-49182  (1) 

CR 

22  Aug  84 

CR 

L 

5410 

Shelter,  Electrical  Equipment  S«39'(  )/TGC'3C  Validated  Jun  86.,.,... . 

MrL-S-5M94A 
NOTICE  1 

CR 

12  Jun  86 

CR 

5410 

Shelter,  Electrical  Equipment  S>541(  (/TTC>38)V(  Vo/f</ate<J  Jun  86  . . 

MIL-S-4903B 

NOTICE  1 

CR 

12  Jun  86 

CR  99 

5410 

Shelter,  Electrical  Equipment  S'536(  (/TSO-64  Validated  Jun  86 . . . . 

MIL-S-4902B 

CR 

12  Jun  86 

CR  99 

1 

5410 

Shelter,  Equipment,  Multipurpose  USER*CE . . . . . . . 

MIL-S-28633C 

YD 

20  Moy  88 

YD 

1 

5410 

Shelter,  Expondoblefor  Medical  Unit  Self*contained,  Tronsportoble  (Must) 

MIL-S-43915A  (1) 

GL 

05  Apr  79 

GL 

Validated  Jan  85  REV-MO 

L 

5410 

Shelter,  Inflatoble,  With  Airlock  And  Connector,  Corridor,  In^toWe  (Must) 

MIL-5-43869B 

Gl 

20Mor  79 

GL 

Validated  Jan  85 

L 

5410 

Shelter,  Inflotoble,  One  Section  Assembly  (Must)  Validated  Jon  85  REV*MD  ...... 

MIL-S-43893A 

GL 

24  Apr  79 

GL 

L 

5410 

Shelter,  Multi-purpose  (Musi)  Validated  Mar  82  REV*MD . . . . . . 

MIL-S-43898B 

Gl 

21  Jul  77 

Gl 

1 

5410 

Support  Assembly,  Arch,  Inflatoble  Shelter  Section  (Must)  R£V>MD  CS . . 

MIL-S-43766A 

GL 

26S.P  88 

Gl 

L 

5410 

Tie  Down  Assembly,  Corgo  (Must)  Validated  Jan  88  REV>MD  YD . 

MIL-T-43821 

NOTICE  1 

GL 

25  Jon  88 

GL 

1 

5410 

Worehouse,  Refrigerated,  Prefobricoted,  tAeiaWalidated  Apr  81  REV*CE  GL  .... 

MIL-W-52B50 

GL 

16  Apr  75 

Gl 

5411 

Engineering  &  Design  Criteria  For  Shelters;  Expandable  &  Nonexpondoble 

MIL-STD-907B 

Gl 

09  Sep  8i 

Gl  MC  99 

REV-84  CS 

L 

5411 

Sneiter  Assemblies,  10  Foot  &  20  Foot,  Eleciromognetic  fnterterence  ReV-CS..... 

Mll-S-2y4nB 

MC 

20  Jon  oe 

MC 

1 

5411 

Shelter  Assembly,  Knockdown  REV*CS. . . . . . . . . 

MIL-S-29409A  (1) 

MC 

22  Mar  85 

MC 

5411 

Shelter  Assembly,  10  Foot  Rigid,  (xenerol  Purpose  REV'CS.................................. 

MIL-S-29434 

MC 

20  Jon  88 

1 

5411 

Shelter  Assembly,  Rigid,  Generol  Purpose  REV^CS  . . 

MIL-S-294101 

MC 

02F.b  88 

MC 

1 

5411 

Shelter,  Complexing  KU  For  REV*C$ . . 

MIL-S-39412B 

MC 

20  Jon  U 

MC 

1. 

5411 

Shelter,  Electricol  Equipment  S'280()/G  REV-CS ......................................  . . 

MIL-S-552S6E  (1) 

GL 

21  May  85 

Gl 

L 

5411 

Shelter,  Electricol  Equipment  S-250  /  }/G  REV-CS . . . . . 

MIL-S-55541G 

GL 

01  Aug  84 

Gl 

1 

5411 

Shelter,  Electronics  Mointenonce  Complex  (EMC);  10  Ff.  Electr^'mognetic 

MIL-S-2943S 

MC 

20  Jon  38 

MC 

Interference,  20  Ft,  Electromagnetic  Interference,  10  Ft.  RlOiO-20  Ft.  Rigid 
REV-CS 

L 

5411 

Shelter,  Electronic  Equipment  S-639/G  &  S-640/G  REV-CS 

MIL-S-49248B 

CR 

12  Fob  87 

CR 

l 

5411 

Shelter,  Joining  Corridor  For  REV-CS  . . . . .  . . . 

MIL-S-29413B 

MC 

20  Jon  88 

MC 

5411 

Shelter,  Tocticol,  Expondoble,  Two  Side  REV-80  CS  ............................................ 

MIL-S-44195 

GL 

30S.P  85 

Gl  MC  99 

5411 

Shelter,  Tocticol,  Non  Expondoble  REV-80  CS...... . . 

MIL-S-44196 

Gl 

30  Sep  85 

Gl  MC  99 

5411 

Shelter,  Tocticol,  Expondoble,  One  Side  REV-80  CS . . 

MIL-S-44197 

GL 

30S.P  85 

Gl  MC  99 
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1 

S420 

Adopters,  For  Bridge,  Flooting,  Aluminum,  Highway  T‘/pe,  Deck  hvk 

Superstructure  Ort  Pneumotic  Floats.  Validated  May  82  fiEV*MC  CS 

MIL-A-52100B  (1) 

ME 

10  May 

74 

ME 

L 

S420 

Anchor  Assembly,  Hond  Winch,  For  Medium  Coblewoy  Validated  Feb  84 

REV.es 

MIL-A-52318A 

ME 

26  Apr 

71 

ME 

L 

5420 

Bog,  Boiiey  Bridge  Ports  And  Tools,  Cloth,  Cotton.duck  REV.MC  CS- . 

MM.-B-20179D 

ME 

03  Mar 

86 

ME 

1 

5420 

Solk,  Deck  Volidoled  May  82  USER-MC  REV-CS  . 

MIL-B-52I18D 

ME 

31  tan 

75 

ME 

1 

5420 

Bor  Alining,  Bridge  Truss  REV.CS  . . . . . . 

MIL-B-52785A 

ME 

16  Aug 

82 

ME 

1 

5420 

Bor,  Corrying,  Light  Tactical  Bridge  REV.CS  . . . . . . . 

MIL-B-52467C 

ME 

28  Nov 

88 

ME 

L 

5420 

Bor,  Corrying,  Multiple  And  Single,  M4  Balk  Validated  May  82  REV.CS  . 

MIL-B-52097A 

ME 

07  Jon 

75 

ME 

1 

5420 

Bor,  Connecting,  Bridge,  Steel,  For  Pontort  Floot,  Half,  Sectional,  Pneumotic, 
12BiTON  REV.MC  CS 

MIL-B-52239C 

ME 

12  Ftb 

85 

ME 

L 

5420 

Base,  Troverslng,  Jock,  50  Ton  Jack  Val'dated  Feb  84  REV.CS . . . . 

MIL-B-52426  (1) 

ME 

06  Mar 

72 

ME 

L 

5420 

Belt  Assemblies,  Hook,  Tie,  With  Hexogon  Nut  And  Trlongulor  Washer 

VoWoW  fe6  54REV.es 

MIL-B-52209A 

ME 

31  Jul 

72 

ME 

L 

5420 

Bracket  Assembly,  Chain  Holst  Support  REV.MC  CS . . . . . . 

MIL-B-52301C 

ME 

23  Jan 

84 

ME 

L 

5420 

Bracket  Pushing,  Bow  Attochment,  12  Ton  Pneumatic  Half  Fioot  REV.CS . 

MIL-B-52690A 

ME 

08  Jul 

87 

ME 

L 

5420 

Bracket,  Outboard  Motor,  Bow  Attachment,  12  Ton  Pneumotic  Holf  Floot. 

REV.MC  CS 

MIL-B-)4036D 

ME 

24  Apr 

85 

ME 

L 

5420 

Brocket,  Outboard  Motor  For  Aluminum  Half  Ponton  REV.CS . . . 

MIL-8-52 199B 

ME 

13  Jul 

83 

ME 

L 

5420 

Brocket,  Roft.  For  Bridge,  Floating,  Pneumotic  Float,  Class  60  REV.CS . . . . 

MIL-B-52293B 

ME 

22  Apr 

85 

ME 

L 

5420 

Brocket,  Sling  Attachment,  For  Beams  And  Girders  Of  Line  Of  Communicotlon 
Bridges  REV-CS 

MIL-B-52251B 

ME 

02  Sep 

80 

ME 

1 

5420 

Bridge  Conversion  Set,  Fixed  Bridge,  Bailey,  Construction  Of  One  Panel  Crib 

Pier,  31  Feet  7  Inches  High,  U5  Ton  Validated  Feb  84  USER-MC  REV-CS 

MIL-B-2213C 

ME 

20  Apr 

73 

ME 

L 

5420 

Bridge  Erection  Set,  Fixed  Bridge,  Bosic  Set,  For  Bridges,  Steel,  Rollwoy. 

Validated  May  82  REV-CS 

MIL-B-12745A 

ME 

16  0cl 

73 

ME 

L 

5420 

Bridge,  Armored  Vehicle  Lounched,  Scissoring  Type,  Closs  60,  ALUMINUM,60 

Foot  Spon  REV-CS 

MIL-B-52D')8E  (2) 

ME 

11  Oct 

85 

ME 

L 

5420 

Bridge,  Fixed.  Steel,  Portable  Panel,  Bailey  Type  M2  (Widened  Roodway} 

REV-CS 

MIL-B-11844D  (1) 

ME 

26  Sep 

80 

ME 

L 

5420 

8rIdge,~FIxed,  Line  Of  CommunIco*ion,  Highway  And  Roilwoy, .Components  Of 
REV-MCCS 

MIL-B-52215B 

ME 

Z 

o 

< 

82 

ME 

L 

5420 

Bridge,  Fixed,  Steel,  Highway,  Semipermonent,  90-FOOT  Truss  Spon.  Validated 
M6y  82  REV-CS 

MIL-B-13164A 
NOTICE  2  (ME) 

ME 

14  Dec 

73 

ME 

L 

5420 

Bridge,  Flootlrig,  Roft  Section,  Light  Tocticol,  Superstructure  Components 

Validated  May  82  REV-CS 

MIL-B-52706  (3) 

ME 

09  Nov 

76 

ME 

1 

5420 

Bridge,  Flooting,  Aluminum,  Foot,  Pockoglng  Of  'JSER*MC  REV«$M.CS. . 

MIL-B-11353D 

INT  AMD  1 

ME 

02  Jun 

76 

ME 

1 

5420 

Bridge,  Flooting.' Ribbon,  Interior  Boy  And  Romp  Boy  REV-CS- . . . . 

MIL-B-52734B 

ME 

05  Oct 

83 

ME 

1 

5420 

Bridges,  Fixed,-  Steel,  Roilwoy,  Unit  Construction,  70‘FT.,  2-GIROER  Spon:  And 
Conversion -Setss  Components  Of  REV-CS 

MIL-B-13265C 

ME 

24  Apr 

85 

ME 

1 

5420 

Corrioge  Assembly,  Coblewoy,  Medium  Validated  May  82  REV-CS  . . 

MIL-C-52323A 

ME 

03  Ftb 

75 

ME 

1 

5420 

Corrioge, .Coblewoy  REV-CS . . . . . . . . 

MIL-C-52828A 

ME 

24  Nov 

81 

ME 

1 

5420 

Corrier,  Tromwoy  Or  Coblewoy  REV-CS . . . . 

MIL-C-52829A 

ME 

16  Aug 

82 

ME 

1 

5420 

Clomp  Assembly,  Trestle  Brocing  REV-MC  CS . . . 

MIL-C-52299C 

ME 

31  Aug 

83 

M'. 

5420 

Clorhp,  Hinge,- Bridge,  Steel,  Trtodwoy  Bridge,  Floating,  Foot,  Aluminum 

Validated  Feb  84  REV-CS 

MIL-C-52269A 

ME 

02  Aug, 

71 

ME  MC 

L 

5420 

Column  Assembly,  Trestle  REV-MC  CS . . . . 

MIL-C-52298C 

ME 

13  Ocl 

83 

ME 

5420 

Connector,  Bridle  Line  (Sheove  Type)  USER-MC  REV-SM  CS . 

MIL-C-14518D 

ME 

24  Sep 

85 

ME 

1 

5420 

Crodle,-  Ponton  Boot,  Half  Section,  Aluminum  Hull  REV-CS  . . . . 

MILC-52093C 

ME 

17  Moy 

83 

ME 

L 

5420 

Crodle,  27  Foot  Bridge  Erection  Boot  Validated  Feb  83  REV-CS . . . 

MIL-C-52774A  (2) 

MF 

13  Jul 

77 

ME 

L 

5420 

Cylinder  Assembly,  Actuating,  Linear,  Hydraulic,  For  Bridge  And  Bridge  Launcher 
REV-CS 

MIL-C-52454B 

ME 

26  Jul 

82 

ME 

1 

5420 

Depressor  Assembly,  Hydroulic,  Bolk,  For  Bridge,  Floating,  Aluminum,  Hi^woy, 
Deck-Balk  Superstructure  Vo/Zda/ed  Feb  84  REV-MC  CS 

MIL-D-52328B 

ME 

01  Jun 

73 

ME 

L 

5420 

Driver,  Deck  Pin  Validated  Feb  84  REV-CS . . . . . . 

MIL-D-52462A 

ME 

26  Apr 

71 

ME 

L 

5420 

Equipment,  Coble  Reinforcement,  For  Pone!  Bridge,  M-2  (Boiiey  Type)  REV-CS  .. 

MIL-E-52714B 

me 

23Aut 

84 

ME 

1 

5420 

Erection  And  Molntenonce  Equipment  For  Coble  Reinforcement  Set  For  Ponel 

Bridge  M-2  (Boiiey  Type)  REV-CS 

MIL-E-52715B  (1) 

ME 

23  Apr 

86 

ME 

1 

5420 

Erection  Equipment-For  Bridge,  Fixed,  Steel,  Pone),  Boiiey  Type  REV-CS  . . 

MIL-E-3477C 

ME 

07  Ftb 

85 

ME 

1 

5420 

Footwolk  Assembly,  Aluminum,  For  Bridge,  Boiiey  REV-CS  . . . . . 

MIL-F-52569B  0) 

ME 

23  Apr 

86 

ME 

L 

5420 

Goge,  Air,  Low  Pressure,  Pneumstic  Flooting  Equipment  USER-AT  REV-CS . 

MIL-G-458nC 

ME 

14  Aug 

84 

ME 

L 

5420 

Gin  Pole  AssemUy,  Coblewoy,  Medium  Validated  Feb  84  REV-CS  . . 

MIL-G-52321A 

ME 

28  Mcy 

71 

ME 

L 

5420 

Honger,  Track  Coble,  Tromwoy  REV-CS . . . . . . . . . . 

MIL-H-52826A 

ME 

16  Aug 

82 

ME 

L 

5420 

Holdfast  Assembly,  Chain  Type  USER-MC . . . . . . 

MIL-H-3585b 

ME 

24  Mor 

88 

ME  MC 

1 

5420 

Holdfost  Assembly.  Bor  Type  REV-MC  CS . . . . . . 

M1L-H-52297D 

ME 

28  Nov 

88 

ME 

1 

5420 

Hull  Assembly,  Welded,  For  Bridge  Ferry  Tronsporter  Validated  Feb  83  REV-CS.. 

MIL-H-52702  (2) 

ME 

22  Mor 

77 

ME 

L 

5420 

Keeper  Assembly,  Coblewoy,  Medium  Validated  Feb  84  REV-CS  . . 

Ma-K-52338A 

ME 

15  Jun 

71 

ME 

L 

5420 

Launcher.-Trons^orter,.BrIdae,  M46A5-Or  M60A1  Tonk  ChossU^REV-CS . 

MIL-L-52325D 

ME 

14  Mor 

88 

ME 

L 

5420 

Lever,  Bolk  Depressing,  Clow-bor  Type  Validated  Feb  84  REV-MCCS . . 

MIL-L-11547D 

ME 

31  Aug 

72 

ME 

L 

5420 

Marine  Driver  Assembly  For  Bridge/ferry  Superstructure  Marine  DrivelnstoKotlon 
Assembly  (Inactive  For  New  Design)  Validated  Feb  83  REV-CS 

MIL-M-52662A  (2) 
NOTICE  1 

ME 

18  Ftb 

77 

ME 

L 

5420 

Poilet,  Cargo,  For  Ribbon  Bridge  Tionsporter  REV-CS........... . . . . 

MIL-P-52910B 

ME 

11  May 

88 

ME 

1 

5420 

Pi«k.l,  St..I  REV-MC  CS . 

MIL-P-52258B 

ME 

18  Moy 

81 

ME 

L 

5420 

Plotes,  Beoricg  And  Cover,  For  Bridge,  Floating,  Aluminum,  HIghwoy,  Deck  Bolk 
Superstructure  REV-MC  CS 

MIL-P-52I01D 

ME 

11  Mor 

83 

ME 

L 

5420 

Ponton  Boat,  Holf  Section,  Aluminum  Hull,  Spoon  Bow  Validated  Feb  84 

REV-CS 

MIL-P-52200B 

ME 

07  Jon 

72 

ME 

W."' 

Ponton  Boots,  Aluminum,  For  Flooting  Footbridge  USER-CG  REV-CS . 

MIL-P-n859G 

ME 

12  Ftb 

85 

ME 

L 

5420 

Ponton  Floot,  Pneumotic,  Tnree-tube  HoK  Float,  12-TON  Capacity  REV-MC  CS.. 

MtL-P-n386G 

INT  AND  ) 

ME 

12  Fob 

85 

ME  MC 

L 

5420 

Post,  Handroil  And  Approoch  Validated  Feb  84  REV-MC  CS  . . . . . 

MIL-P-52099B 

ME 

26  Aug 

71 

ME 

1 

5420 

Post,  Hondroil,- Footbridge  REV-MC  CS . . . . . . 

MIL-P-52284B 

ME 

21  Stp 

83 

ME 

378 


FSC  LISTING 


DOCUMENT 


FSC 

TIIIE 

NUMBER 

PREP 

DATE 

CUSTODIAN 

L 

5420 

Romp,  Roll  USER-MC  REV-CS . . 

MIL-R-52t05C 

ME 

06  Dec 

79 

ME 

L 

5420 

Retoiner  Assembly,  Sliding  RE'^'CS . . . . . . . 

MIL-R-52224C 

ME 

08  Jan 

86 

ME 

L 

5420 

Rttoiner,  Bridge  Pin  REV.MC  C$ . . . . . . . 

MI!.-R-52243B 

ME 

12  Sep 

79 

ME 

1 

5420 

Roller  Assembly,  Bridge  lounchmg,  40  Ton  Copoclly  Vdtdattd  Moy  82  R£V*CS 

MIL-R-52J05A 

ME 

08  Nov 

73 

ME 

5420 

Roller,  Rubberized,  Pneumatic,  Bridge  Erection  REV*CS . . . . . 

AtlL-R-t4364F 

ME 

18  Mar 

85 

ME  MC 

1 

5420 

Roller,  Transom,  Boiley  Bridge  REV«CS  . . . . . . . . . 

V1L-R-52807A 

ME 

16  Aug 

62 

ME 

L 

5420 

Saddle  Assembly,  Steel  And  Plywood,  For  24*TON,  2^PART  Pneumatic  Floot, 

Mll-S-128.fCG 

ME 

12  F.b 

85 

ME 

Ponton  Bridge  REV-MC  CS 

L 

5420 

Shoe  Assembly,  Trestle  R£V>MC  CS  . . . . . . . . . 

MH-S-52300C 

ME 

21  Sep 

83 

ME 

5420 

Sling,  Multiple  leg,  5/8  Inch  BY6  Foot  Choin,  With  Speciol  Hooks  &  Ring 

Mll.-S-52t59B 

ME 

27  Sep 

71 

ME  MC 

ViHdated  Feb  84  REV-CS 

L 

5420 

Slings,  Multiple  Leg,  And  Chain  Assembly,  Single  leg.  For  Medii'm  Coblewoy 

MIL-S-523t7B 

ME 

21  Sep 

83 

ME 

REV-CS 

1 

•5420 

Stoke,  Anchor  And  Drive  Cop,  Cableway,  Medium  Validaftd  Feb  84  REV>CS  .... 

MIL-S-52320A 

ME 

30  Apr 

71 

ME 

L 

5420 

Stiffener  Assembly,  Bolk  Connecting  Validated  May  82  REV*MC  CS . 

MIL-S-52098B  (t) 

ME 

10  May 

74 

ME 

L 

5420 

Strut/  Bracing,  Trestle  REV*MC  CS  . . . . 

MIL-S-52302C 

ME 

13  Oct 

83 

ME 

5420 

Superstructure,  Steel,  For  Bridge,  Floating,  Pneumotic  Float,  Closs  SO  Validated 

Mll-S-tt7t6C 

ME 

03  Apr 

72 

ME  MC 

Feb  84  REV-CS 

1 

5420 

Superstructure,  Interior  A  End  Bay,  For  Mobile  Floollng  Assojit  Bridge  Ferry 

MIL-S-S2356D  (t) 

ME 

22  Mar 

77 

ME 

Validated  Feb  83  REV-CS 

L 

5420 

Supplementory  Set,  Bridge,  Troop  Sup(:»>  t,  Pockoging  Of  REV^SM  CS . 

MIL-S-52S36 

ME 

22  Nov 

74 

ME 

L 

5420 

Support,  Overheod  Bracing,  For  Portable  Ponet  Bridge  (Boiley^typS).  REV>CS  ... 

MIL-S-tt846D 

ME 

30  Oct 

84 

ME 

L 

5420 

Tool,  Aiming,  Deck  Validated  Feb  84  R£V*CS . . . . . . . . 

MIL-T-52463A 

ME 

07  Sep 

71 

ME 

1 

5420 

Tool,  Horizontol  Connecting,  Erection  Equipment  For  Bridge,  Flooting,  Pneumotic 

MIL-T-52332A 

ME 

04  Jon 

74 

ME 

Floot,  Class  60  Validated  May  82  REV*CS 

L 

5420 

Tool,  Vertical  Connecting,  Erection  Equipment  For  Bridge,  Flooting,  Pneumotic 

Ma-T-52340A 

ME 

08  Jon 

74 

ME 

Float,  Class  60  Validated  May  82  REV.CS 

L 

5420 

Tower  Assembly,  Cableway,  Medium  Validated  Feb  84  REV.CS . 

MII-T-52369A 

ME 

28  May 

71 

ME 

L 

5420 

Tower,  Cable  Anchor  Validated  May  82  REV.CS  . . . . . 

MIL-T-t2442C  (t) 

ME 

25  Jun 

75 

ME 

L 

5420 

Tronsom  Assembly,  60  Ton  Universr*!  Tronsom  REV>MC  CS.... . . . . 

MII-T-52296C 

ME 

13  Oct 

83 

ME 

L 

5420 

Transporter,  M812  Chossis,  For  Ribbon  Flooting  btldqe -Validated  May  82 

MII.-T-52735A 

ME 

18  Nov 

76 

ME 

REV-CS 

L 

5420 

Transportert-M945  Chossis,  For  Ribbon  Floating  Brioge  REV.CS . 

MIL-T-5303t 

ME 

02  Dec 

83 

ME 

L 

5420 

Tronsporter:  Welded  Hull,  For  Mobile  Flooting  Assoult  Brldge/ferryfinoctive  For 

MIL-T-52703A  (t) 

ME 

22  Mor 

77 

ME 

New  Design)  Validated  Feb  83  R£V*CS 

1 

5420 

Tro».l«r,  Bieycl.  REV-CS . - . 

MIL-T.t2t73C 

ME 

26  Oct 

84 

ME 

5420 

Treodway,  Superstructure  Bridge,  Flooting,  Foot,  Aluminum,  Validated  May  82 

MIL-T  tt838D  (1) 

ME 

27  Nov 

73 

ME  MC 

REV-CS 

1 

5420 

Trestle  Asserhbly,  Universol  Tronsom,  60  Ton,  For  Flooting  And  Fixed  Bridges 

Mil-T-52t50D 

ME 

03  Feb 

83 

ME 

REV-MCCS 

L 

5420 

Trestle,  Roilwoy,  Standard  Steel  Unit  (T<iype}  REV>CS . . . 

Mll-T-t22t9D 

ME 

12  Feb 

85 

ME 

1 

5420 

Trestle,  Roilwoy,  Steel  Unit,  Light  Standard  {L*type)  Validated  May  82  REV>CS.. 

Mll-T-t2220C 

ME 

02  Oct 

73 

ME 

1 

5420 

Valve  Assembly,  Pneumotic  Floot  Repoir,  Mechonicol  Type  Validated  Feb  84 

MIL-V-52456A 

ME 

13  Apr 

73 

ME 

TEV-MC-CS 

1 

5420 

Wire  Rope  Assemblies,  Single  leg,  For  Medium  Coblewoy  Validated  May  62 

MIL-W-523t2A 

ME 

07  Jon 

75 

ME 

REV-CS 

1 

5420 

Wrench, -Coupling,  Medium  Cableway  Validated  Feb  84  REV.CS . 

Mll-W-523t9A 

ME 

03  Moy 

71 

ME 

L 

5420 

Wrench,  Structural,  Bridge  REV.CS . . . . . . . . . 

MII-W-52799A 

ME 

16  Auo 

82 

ME 

5430 

Berm  liner  Asserblies . . . . . 

MIL-B-5308t 

ME 

29  Jut 

88 

L 

5430 

Cop,  Fuel  Storoge  Tank  REV.CS . . . . . . . . 

Mll-C.t9908D 

YD 

30  Sep 

86 

YD 

99 

1 

5430 

Cop,  Vent,  Fuel  Storage  Tonk  REV >99  C$ . . . 

MIL-C-t9902C 

YD 

30  Sep 

86 

YD 

L 

5430 

Corgo  Tank  Cleaning . . . . . 

MIL-HDBK  29t 

SH 

26  Sep 

86 

SH 

L 

5430 

Chest,  Collapsible  Tonk  . . . . . . . . 

MIL-C-52978 

ME 

07  A*ay 

80 

ME 

L 

5430 

Hood,  Flexible,  Gasoline  Resistont,  Protective  Validated  Jan  82  USER'AR  SS 

MII-H-43048B 

Gl 

12  Jun 

81 

GL 

REV-MD  SM  ME 

5430 

Kit,  Re-erection,  For  Tonks,  liquid  Storoge,  Metal,  Verticol,  Bolted  USER-CE  SM 

MIL-K-t2215E 

ME 

06  Apr 

83 

ME  YD 

99 

PEV-MD  82 

L 

5430 

Module,  Fuel  Pump  (Sixcon)  . . . . . . . . . . . 

MIL-M-294t7 

MC 

20  Nov 

84 

MC 

L 

5430 

Module,  Water  Tonk  . . . . . . . . . . . . . 

MII.-M-294t4 

MC 

16  Apr 

84 

MC 

•5430 

Repair  Kit  &  Repair  Kit  Components,  For  Collopsible  Fobric  Tonks,  Drum<,  & 

MII-R-52255D 

ME 

20  Dec 

88 

ME  YD 

99 

Booti  USER-MC  YD  GS  RcV-82  CS 

5430 

Resin  Chemlcol,  Filomenf-wound  G(os^*f«ber-reInforced-Thermoset*  Resistont 

ASTM  D3299-8t 

YD 

1 1  Mor 

86 

ME  YD 

Tanks  -  26 Jun  St  USER-MC 

L 

5430 

Tcnk  Assembly,  Fobric  Collapsible  10,000  Gallon  Copocity,  Petroleum  Products, 

MIL-T-52073C  (t) 

MS 

18  Feb 

76 

ME 

Packoglns  Of.  REV-SM  99 

5430 

Tonk  Entry  &  Cleoning,  Guide  For  Controllmg  The  leod  Hozord-Associoted 

API  20t5A'82 

•YD 

06  Apr 

87 

ME  YD 

99 

With  (Second  Edition)  ■  June  t982  USER-CE  ME  REV-82  CS 

L 

5430 

Tonk,  Asphalt  Storoge,  Wheel  Mounted  . . . . . . . . . 

MII-T-23759D 

YD 

28  Feb 

89 

ME  YD 

5430 

To«fr,  Co»ap}'b’-.  5000  de-'e'  Pcfrc'eu*-  .REV  MC  CS . . 

.*.*.11  T  53066  (1) 

A'Jr 

t-J  Apr 

27 

MC  YD 

99 

5430 

Tonk,  Fabric^  Collapsible,  Water,  Nylon,  Rubber-coated  USER-MC  REV-MD  32 

CS 

Tank,  Fobric,  Collopsiblei  Woter  Storage  3,000  Gallons . 

MIL-T-I4398J 

ME 

12  Aug 

82 

ME  YD 

99 

L 

5430 

MIL-T-5304SB 

ME 

09  Feb 

89 

ME  YD 

5430 

Tonk,  Faibric,  Collapsible,  3.000,  10,000,  20,000,  And  50,000  Gollon,  Petroleum 

MIL-T-52983D 

ME 

20  Apr 

86 

ME  YD 

99 

USER.82  REV-MC  CS 

5430 

Took,  Fobric,  Collapsible,  Pillow  Type  (For  Potobic  Water)  REV-MO  ......  .......... 

MIL-T.52943 

ME 

18  .Ion 

78 

ME  YD 

5430 

Tank,  liquid-Storoge,  Metol  For  Petroleum  Products,  Horizontal  W/skids.  600 

MH.-T-22238H  (1) 

ME 

18  Oct 

88 

ME 

99 

Gallon  Copocity  REV-AT  CS 

5430 

Tank,  liquid  Storoge,  Metol,  Fuel  Oil,  Horlzoniol  USER-MC  REV'84  CS . . 

MII.-T-462E 

ME 

16  Sep 

85 

ME  YD 

99 

5430 

Tank,  liquid  Storage,  Metal,  Vertical,  Bolted  USER-MC  REV-MD 

MIL.T-I0086H 

ME 

08  Aug 

bO 

ME  YD 

5430 

Tank,  Storage,  Underground,  Gloss  Fiber  Reinforced  Ftostic  USER-AT  AV  CE 

M1L-T.52777A 

ME 

06  Jui 

78 

ME  YD 

99 

REV-CS 

1 

5430 

Tonk,  3000  Gollon  &  5000  Gollor  '^obric,  Collopsible,  Drinking-Woter,  Semi 

MIL-T.53055  (2) 

ME 

08  Mcy 

87 

ME 

Troiler  Mounted 
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5430 

Tonks,  Cleaning  Petroleum  Storoge  (Third  Edition)  September  T985  U$ER*C£ 

API  2015-85 

YD 

22  Apr 

87 

ME  YD 

99 

MC  REV.82  CS 

5430 

Tonks<  Fobric.  CoHopsiblet  10,000*  70,000^  A>nd  50,000  Cfoilon*  Drinking  Woter 

MII.T-53029A 

ME 

23  Mor 

87 

ME  YD 

99 

USER-MC  REV-CS  82 

5430 

Tanks,  Field  Welded*  For  Storoge  Of  Production  Liquids,  API  SpecUkotton  For* 

API  120-82 

YD 

06  Aug 

e-i 

ME  YD 

99 

Ninth  Edition*  Supplement  1  >  Jon  82  REV>82  CS 

5430 

Tanks,  Floating^roof*  Cleonlng  Open«top  &  Covered  (First  Edition)  -  Aug  1981 

API  20158-81 

•YD 

06  Apr 

87 

ME  YD 

99 

USER-CE  MC  REV.82  CS 

5430 

Tonks,  Horizontol,  Stondord  Method  For  Measurement  &  Colibrotion  Of  (First 

API  2551-65 

•Vt'. 

24  Apr 

8:- 

ME  YD 

99 

Edition)  .  Oct  1965  USER-CE  MC  REV.82  CS 

5430 

Tanks*  lightvi^eight*  Collapsible*  Pillow  160  Gollon  (Nominol),  Drinking  Water.... 

Mll-T.53068  (1) 

ME 

29  Apr 

8? 

ME 

5430 

Tanks,  Method  For  Liquid  Colibrotion  OF>1966  USER<MC  REV*62  CS  . . . 

API  2555-66 

YD 

24  Apr 

8? 

ME  YD 

99 

5430 

Tanks,  Venting  Atmospheric  And  low<pressure.standard  For  •  1982  Jonuory 

API  2000-82 

YD 

24  Apr 

87 

ME  YD 

99 

Third  Edition  USER-CE  MC  REV.82  CS 

5430 

Tonks,  Welded  Steel,  For  Oil  Storoge,  Stondord  Specificotion  •  FE884  Seventh 

API  650-84 

YD 

24  Apr 

87 

ME  YD 

99 

Edition  USER-CE  MC  REV.82  CS 

REV  1 

1 

5430 

Tester,  Leok  Detector*  Vocuum  Type,  For  Seems  In  Eolted  And  Welded  liquid 

MIL-T-14419C 

ME 

20  Dec 

88 

ME 

Storage  Tonks 

1 

5440 

Eracket,  Scaffold,  Folding  Validated  0<t  84 . . . . . . . . . 

MI1.8-52817A 

ME 

20  -Ion 

79 

ME 

5440 

ladder.  Aluminum,  Three  Woy  Combination,  Step,  Stroight,  Extension  USER>C£ 

MtL-l.540028 

ME 

03  Feb 

83 

ME 

99 

REV.84 

1 

5440 

Lodder,  Hanging  . . . . . . . . . . . . 

MII-1-52825A 

ME 

14  Apr 

83 

ME 

5440 

lodder,  Portable,  Wood,  Extension  And  Stroight  USER'MC  YD  OS  SH  REV.CS 

111-1-51D 

•ME 

04  Sep 

85 

ME 

99 

5440 

ladder.  Portable  (Wood)  USER<MC  YD,.... . . . . . . . . . 

A.A.1997 

* 

02  Jur< 

82 

5440 

ladder,  Safety  Step  (Steel,  Rolloble) . . . . . . 

A-A-2296 

t 

ISOcI 

84 

5440 

ladder.  Safety  Step  (Metol,  Rolloble) . . . . . 

RR-l-IOOE 

% 

23  Stp 

77 

5440 

lodder.  Straight  (Wood) . . . . . . 

A.A-199B 

•ME 

02  Jun 

82 

ME 

99 

5440 

lodders  Single;  Extension  (Aluminum)  . . . . . . 

A-A-2295 

t 

28  Aug 

84 

5440 

leveling  Device,  ladder . 

A.A-2278 

t 

19  Jun 

85 

1 

5440 

Scaffolding  Components,  Stee  (Pipe*  Tube,  &  Coupler).. . . . . . 

MIL.S-29I80A 

SH 

10  Dec 

81 

SH 

5440 

Shoe,  Sofety,  ladder . . . . . . . . 

A.A-1952 

•ME 

15  Mor 

82 

ME 

5440 

Shoes,  Safety,  ladder  And  leveling  Devices,  ladder... . . . . 

RR.S-1862 

INT  AMD  (1) 

X 

24  Mor 

75 

5440 

Steplodder  And  PIbtform  ladders.  Aluminum  Mognesium,  Fibergloss . 

RR.S-720E 

i 

20  Mor 

78 

5440 

Steplodders,  Wood . . . . . . . . . . . 

111-S.710H 

INT  AMD  (1) 

X 

16  Sep 

77 

5445 

Tower  (Components  Of)  Validated  Aug  83  REV>CS  . . . . . . 

MII.T-10767F 

INT  AMD  1  (El) 

CR 

21  Moy 

68 

CR 

99 

L 

5443 

Tower  AB-305  (fPS) . . . 

MII-T.9640C  (1) 

84 

29  Sep 

77 

99 

1 

5445 

Tower  AB'565(  )/G  Vafidated.Jun  86 . . . . . . . 

MIL-T-.55441  (1) 
NOTICE  1 

CR 

12  Jun 

86 

CR 

1 

5445 

Tower,  ASR«4,  10  Foot  And  17  Foot  Sections . . . . . . 

MII.T-83956A 

84 

17  Jon 

77 

99 

L 

5445 

Tower,  Porochute  Drying  Validated  Jut  8S . . . . . . . . 

MIL-T.8619 

AS 

15  Jul 

53 

AS 

1 

5445 

Tower,  Prefobricated,  Steel,  For  100  Eorrel  Water  Tank . . . . . . 

MIL-T-82096A 

YD 

01  Dec 

76 

YD 

5445 

Tower*  Self  Supporting.  Type  GP*1  USER>OS  MC  AS  . . . . 

MII-T-83958A 

84 

17  Jon 

77 

ME 

99 

5450 

Bleache.s*  Portable  USER-MC  REV-CS. . . . . . 

RR-8.425C  (1) 

•Gl 

27  Jun 

85 

Gl  YD 

L 

5450 

Component,  Prefobricoted  Strong  Room,  Portoble,  For  Small  Arms  And 

MII-C.14522C/D 

Gl 

20  lor 

87 

GL 

Equipment  REV>64  CS 

5450 

Lotrine  Box,  Prefabricated,  Portable,  M-2  Validated  Jun  81 . . . . 

MIL-L  361 15 

DM 

13  Feb 

62 

MD  MS 

03 

1 

5450 

Revetment  Kit,  Prefabricated  Modulor  Type,  Corrugoted  Steel  Ponels. . . 

MII-R-2E653B 

YD 

22  Mor 

84 

YD 

55GP 

Inipeclion  Monuol  ■  10  F.b  83  USER-ME  SH  OS  REV-CS  . 

AlIC  200-83 

YD 

09Oel 

84 

YD 

55GP 

lumber  &  Allied  Products  REV-CS . . . . . 

MIL-HDBK  78 

ME 

06  Aug 

82 

ME 

99 

5510 

Block,  Floor,  Wood.- (Hardwood,  Solid,  laminated.  Slat)  . . . . . . . 

NN.8-350B 

: 

08  Sep 

64 

5510 

Brands  Used  On  Forest  Products  USER-YD  REV-CE  84 . . . . . . . . 

AWAP  M6-86 

CS 

31  Mor 

88 

ME  SH 

99  CS 

5510 

Cedor,  Western  <^ed.  And  Alaska  Yellow  Cedor  Poles  •  Preservotive  Treotme nt 

AWPA  C8-73 

CS 

31  Mar 

88 

ME-SH 

99 

By  The  Full  LengfS  Thermol  Process  REV.CE  84 

5510 

Cedor,  Western  Red*  Northern  White  Cedor  Andolo'.ko  Yellow  Cedor  Poles,- 

AWPA  C7.73 

CS 

31  Mor 

88 

ME  SH 

99 

Preservative  Treotment  Of  Incised  Pole  Butts  By  The  Thermol  Process  (1973) 
USER-CE  REV.84 

5510 

CroHorm,  Wood  USER-CE  MC  REV-CS . 

MIL-C.12436C  (1) 

ME 

21  Feb 

73 

ME  YD 

99 

5510 

Dow.l,  Wood  REV.84 . 

A- A- >975 A 

•CS 

03  Apr 

86 

ME 

99 

5510 

Equipment,  Tioyground,  Treoted  With  Inorgonlc  Preservotives «  Preservotive 

AWPA  C17-B7 

CS 

31  Mor 

88 

ME  SH 

99 

Treatment  By  Pressure  Processes  (1987)  REV-CE  84 

5510 

Fence  Posts  •  Preservoth.  Treatment  By  Pressure  Processes  (1987)  USE'^-CE  YD 

AWPA  C5-87 

CS 

31  Mor 

88 

ME  SH 

99 

REV.84 

5510 

Fire  Retordont  Treoted  Wood*  Stondord  Method  For  Determining  The 

AWPA  M20-83 

CS 

31  Mor 

88 

ME  SH 

99 

Equilibrium  Moisture  Content  Of  >  1963  USER-SM  REV-CE  84 

5510 

Guide  To  Stondords  Foriesling  Plont  Effluents  -  1974, . . . . . . . 

AWPA  M15-74 

CS 

31  Mor 

88 

ME  SH 

99 

5510 

tnformolion.  Procedures,  And  Miscellaneous  Methods  •  ty78  U$bR-SM  REV*CE 

84 

loborotory,  Controliedvelocily,  Corrosion  Tests,  Stondord  Method  Of  -  1972 

AWPA  MT7  78 

CS 

31  /«*uf 

8S 

MC  SH 

9? 

5510 

AWPA  M14.72 

CS 

31  Mor 

88 

ME  SH 

99 

USER-SM  RtV-CE  84 

Ql 

5510 

lumber  8.  Plywood,  Fire  Retordont  Treoted  USER-CG  REV<YD  JS 

Mll.t-19140E  (1) 

SH 

01  Ocl 

85 

ME  SH 

5510 

lumber  8.  Timbers  For  Cooling  Towers  >  Prtservt’'iva  Titotme'il  By  Pressure 

AWPA  C30-79 

CS 

31  Mor 

88 

ME  SH 

99 

Pro<*H.s  -  1979  USER-YD  REV-CE  SM  84 

Ql 

5510 

Lumber  And  Plywood,  Fire-retordont  Treoted  lUse  MIL'L'19U0C).....,..........». _ _ 

MIL-1-0019140D 

SH 

21  Ocl 

82 

SH 

5510 

Lumber  To  Be  Used  For  The  Horves*ing,  Storoge  &  Tronsportation  Of  Food 

AWPA  C29-82 

CS 

31  Mor 

88 

ME  SH 

99 

Stuffs  ■  Preservotive  Treotment  By  Pressure  Processes  •  1982  USER-CE  REV-84 

5510 

lumber*  Hordwood  REV-CS . . . . . . . . . . . 

A-A-2208 

* 

13  Sep 

85 

ME 

5510 

lumb«f,  Hordwood  USER-CE  SH  MC  REV-SG  OS  CS  . 

MM-L-736C  (1) 

/ME 

11  Mar 

33 

ME  YD 

9? 

5510 

lumber*  Oak,  White  A.nd  Red,  For  Ship  And  Soot  Construction  Validated  Aug 

Mlt-t-2037D 

SH 

30  Dec 

65 

SH 

99 

S4  USER-ME  REV-CS 

1 

5510 

lumber*  Ship  &  BootXonstruction*  Cedor*  Mohogony*  &  Oouylos  Fir  REV-CS  .... 

MIL.l-25940 

SH 

14  Mor 

88 

ME  H 

99 
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SS10 

lumbtr,  Softwood  Volidoltd  Jun  SO  USER-OS  MC  REV-MS  AS  CS . 

MM-1-751H 

/ME 

13  Aug 

70 

ME  SH 

84 

3510 

Umber,  Softwood,  Timbor  &  Plywood  Pressure  Treated  With  Woter>bome 
Preservotives  For  Above  Ground  Use,  Stondord  For  >  Mor  80  USEi(*CE  MC 
REV-AT  SM  84  CS 

AWPB  IP2-80 

YD 

13  Oct 

86 

ME  YO 

99 

5510 

Umber,  Softwood,  Board  REV*CS . . . 

A-A-1920A 

* 

31  Oct 

85 

ME 

5510 

Umber,  Softwood,  Timber  &  Plywood  Pressure  Treated  With  Ught  Hydrocorbon 
Soivent'pento  Solution  For  Above  Ground  Use  •  Mor  1978  REV*AT  SM  CS 

AWPB  LP3-78 

YD 

10  Sep 

86 

ME  YD 

99 

3310 

Umber,  Softwood,  Timber  &  Plywood  Pressure  Treoted  With  Voiotile 

Hydrocarbon  Solvent^pento  Solution  For  Above  Ground  Use,  Stondord  For  • 

Mor  1978  USER-CE  MC  REV-SM  AT  CS 

AWPB  IP4-78 

YD 

16  Oct 

86 

ME  YD 

99 

5510 

Umber,  Softwood,  Timber  K  Plywood  Pressure  Treoted  With  Light  Hydrocorbon 
Solvent>pento  Solution  For  Ground  Contact  Use  •  Mor  1978  USER^CE  MC 
REV-AT  SM  CS 

AWPB  LP33-78 

YD 

19  Sep 

86 

ME  YD 

99 

5510 

lumber.  Softwood,  Timber  &  Plywood  Pressure  Treoted  With  Voiotile 

H)  drocorbcfi  Solvent  Penta  Solution  For  Ground  Contact  Use,  Standard  For  - 
Mor  78  USER-CE  MC  REV-SM  AT  CS 

AWPB  LP44-78 

YD 

16  Oct 

86 

ME  YO 

99 

5510 

lun  ^r,  Softwood,  Timber  A  Plywood  Pressure  Treoted  With  Creosote  Or 

Creosote  Coal-tar  Solutions  For  Ground  Contact  Use  >  Mor  1978  USER-CE 

AC  REV-AT  SM  CS 

AWPB  IP55-78 

YD 

22  Sop 

86 

ME  YD 

99 

5510 

Umber,  Softwood,  Timber  A  Plywood  Pressure  Treoted  For  Morlne  (Soltwoter) 
Exposure,  Standard  For  •  April  80  USER-CE  MC  REV-SM  AT  CS 

AWPB  MlP-80 

YD 

19  Sep 

86 

ME  YD 

99 

5510 

Lumber,  Structural,  *  Fire-retordont  Treatment  By  Pressure  Processes  (1984) 

REV-CE  84 

AWPA  C20-84 

CS 

31  Mor 

88 

ME  SH 

99 

5510 

Lumber,  Timbers,  Bridge  Ties  And  Mine  Ties  •  Preservotive  Treotment  By 

Pressure  Processes  (1987) 

AWPA  C2-87 

CS 

31  Mor 

88 

ME  SH 

99 

5310 

Lumber,  Unitizing  And  Looding  Of  USER-GL  REV-SM . . . . . 

MIL-L-14362E 

INT  AMD  1 

ME 

18  Jon 

84 

ME 

99 

5510 

Morine  Woters,  Marine  Piling  Pressure  Treoted  With  Woter-bome  Preservatives 

A  Creosote  For  Use  1,  Stondord  For  -  Jul  79  USER-CE  REV-SM  AT  CS 

AWPB  MP1-79 

YD 

30  Sep 

85 

ME  YO 

3510 

Morine  Wotars,  Marine  Piling  Pressure  Treoted  With  Creosote  For  Use  In  •  Moy 

79  USER-CE  REVoM  AT  CS 

AWPB  MP2-79 

YD 

30  Sop 

85 

ME  YD 

5510 

Mo.'ihe  Woters,  Marine  Piling  Press  jre  Treoted  With  Woter  Borne  Preservotives 

For  Use  In  •  Jun  75  USER-CE  REV-SM  AT  MR  CS 

AWPB  MP4-75 

YD 

30S.p 

85 

ME  YD 

3510 

Moterlol,  Pressure  Treated,  In  Morine  Construction,  Stondord  For  USER-YD 

REV-CE  84 

AWPA  C1B-86 

CS 

31  Mor 

88 

ME  SH 

99 

3510 

Performonce  Index  Of  Preservotives  In  Stake  And  Post  Tests,  Stondord 

Procedure  For  The  Colculotion  Of  The  Preservotives  In  Stake  Andpost  Tests  - 
1983  REV-a4  CS 

AWPA  M 14-83 

CS 

31  Mor 

88 

ME  SH 

99 

5510 

Pil«,  And  Pol«,  Wood  REV-CE  CS . . . 

MM-P-371C 

/ME 

14  Dk 

72 

ME  YD 

99 

5510 

Pilti-prtwrvotivo  Trootment  By  Prttiur,  Pro<««Mi  Standard  1988  (No  Spocific 
Doto  Of  l»u*)  REV-AT  SM  CS 

AWPA  C3-88 

YD 

27  Fob 

89 

ME  YD 

3510 

Piles,  Prtsorvotivo  Trwtmtnt  By  Protsuro  ProMSSts  •  1988 . . 

AWPA  C3-86 

YD 

15  Moy 

85 

ME  YD 

3510 

Pole,  Structurol  Wooden,  For  High  Frequency  (Hf)  Antennos  Valldot^d  Apr  $3 
REV-CS 

MIL-P-28786  (1) 

EC 

24  Aug 

72 

EC 

5510 

Poitt  -  Prosorvotivo  Troolmonl  By  Prossurt  Proctssos  USER-CE  YD  REV-S4 . 

AWPA  C4-B7 

CS 

31  Mor 

88 

ME  SH 

99 

5510 

Poles  In  Service,  A  Guideline  For  The  Physical  Inspection  •  1972  . . . 

AWPA  Ml 3-72 

CS 

31  Mor 

88 

ME  SH 

99 

5510 

Poles,  lodgepcie  Pine,  •  Preservotive  Treotment  By  The  Full  Lengd>  Thermo) 

Process  REV-CE  84 

AWPA  ClO-73 

CS 

31  Mar 

88 

ME  SH 

99 

5510 

Poles,  Western  larch,  •  Full  Length  •  Preservative  Treatment  By  Thermol  Process 
(1983)  REV-CE  84 

AWPA  C12-83 

CS 

SlMor 

88 

ME  SH 

99 

5510 

Preservotive  Treatment,  Plywood  (Ship  And  Boat. Use)  REV.AR  CS . . . 

MIL-P-19550B 

SH 

23  Moy 

84 

SH 

5510 

Preservative  Treatment  By  Pressure  Processes  >  1985  USER-MC  REV-CE  SH  84 

CS 

Products,  Round  Forest,  Stondord  Volumes  Of  1978  REV.84  CS . . . 

AWPA  C25-85 

YD 

29  Moy 

87 

ME  YD 

99 

5510 

AWPA  F3-78 

CS 

31  f.Ljr 

88 

ME  SH 

99 

5510 

Round  Poles  A  Posts  Used  In  Building  Construction  •  Preservotive  Treotment  By 
Pressure  Processes  •  1984  USER-CE  REV-84 

AWPA  C23-84 

CS 

31  Mor 

88 

ME  SH 

99 

5510 

Rules  For  The  Measurement  A  Inspection  Of  Hardwood  A  Cypress  -  1  Jon  86 
USER'SH  REV-CE  84 

NHLARULE  BOOK-86 

CS 

31  Mar 

88 

ME  SH 

99 

5510 

Sandwich  Construction  Core  Moterlol,  Bolso  Wood  VaUdattd  Oct  84  REV-MI 

99  CS 

MII-S-7998A  (1) 

AS 

13  F.b 

78 

ME  AS 

20 

5510 

5510 

Sown -Timber  Piles  Used  For  Residentiol  A  Commerciol  Building  •  1986  USER-CE 
REV-84 

Stoke,  Wood . . . . . . . . . . 

AWPA  C24-86 

NN-S-730C 

CS 

T 

31  Mor 

03  Oct 

88 

72 

ME  SH 

99 

5510 

Stoke,  Wood,  Antenna  USER*ER  MC  REV-84  CS  . . . . . . . . . 

MS-75018A 

ER 

30  Oct 

86 

ER 

5510 

Stondord  for  Preservotive  Treotment  Of  Structurol  Glued  lominoted  Members  A 
Ldminotions  Before  Gluing  Of  Southern  Pine,  Pocific  Coosf  Douglas  Fir, 

Hemfir  A  Western  Hemlock  By  Pressure  Processes  ■  1985  USER-CE  REV.84 

AWPA  C28-85 

CS 

31  Mor 

88 

ME  SH 

99 

5510 

Stondord  For  The  Proservotive  Treotment  Of-Crossarms  By  Non-pressure 

Proff^s-j.  Do"3io}  fir,  Wfjiffn  lo'cH  ft -Wf ste'h  Herrt*wk  -  1957  USER-CE 
REV.84 

AWPA  C24-57 

CS 

31  Mor 

88 

ME  SH 

99 

5510 

Standard  For  The  Purchose  Of  Treated  Wood  Products  -  1986  USER-CE  YD 
REV-SM  84 

AWPA  MI-86 

CS 

31  Mor 

88 

ME  SH 

99 

5510 

Termites  Subterroneon  Resistance  To  Stondord  Method  For  loborotory 

Evaluation  To  Determine  USER-YO  REV-CE  84 

AWPA  M12-72 

CS 

31  Mor 

88 

ME  SH 

99  CS 

5510 

Ti.,  Roarood,  Wood  (Cro»  And  Switch)  USER-YD  REV-CE  CS  . 

MM-T-371E 

/ME 

31  Jul 

75 

ME 

5510 

Ties,switch  And  Crossties,  Preservotive  Treatment  8y  Pressure  Processes  (1983) 
USER-CE  YD  REV-84 

AWPA  C4-83 

CS 

31  Mor 

88 

ME  SH 

99 

5510 

Timbor  Piloj,  Round  -  28  fob  1986  USER-SM  REV-CS . 

ASTMD  25-86 

YD 

15  May  87 

ME  YD 

99 

5510 

Timber  Products  Treated  Stondord  For  Inspection  Of  USER-YD  REV-CE  SM  64  „ 

AWAP  M2-83 

CS 

31  Mor 

88 

ME  SH 

99  CS 

5510 

Timber,  Structurol  Glued  lominoted  •  3  Jun  83  VoUdaMd  Mor  89  USER-ME 

REV-SH  OS  CS 

AITC  A190.I-83 
NOTICE  1 

YD 

30  Mor 

89 

YD 

3510 

Timer  Products-preservolive  Treatment  8y  Pressure  Processes  Stondord  For  All 

19^  (No  Specific  Dote  Of  Issue)  USER-CE  REV-AT  SM  CS 

AWPA  Cl-88 

YO 

27  F.b 

89 

ME  YD 
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5510 

Wat*r«  Rtpt)l«ncy,  Of  Presiure  Treoftd  Wood,$tandord  Method  Of  )978 

AWPA  M18-78 

CS 

31  Mor 

88 

ME  SH 

99 

USER-SM  REV-CE  84 

5510 

Wood  RIonk  For  Smoll  Armi  Validated  Apr  7?  USER‘MC  REV*CS  . . . . 

MIL-W.13871B  (1) 

AR 

09  Sep 

68 

AR  OS 

5510 

Wood  Block  Flooring  For  Interior  Use,  Creosoted  End*  Grain  •  )0  Sept  1959 

ASTM  D1031-59RB6E1 

YD 

15  May 

87 

ME  YD 

REV-CS 

5510 

Wood  Btocks  For  Floors  And  Platforms  *  Preservotive  Treotment  By  Pressure 

AWPA  Cl  1-80 

CS 

31  Mar 

88 

ME  SH 

99 

Pro<*tMi  (1980)  REV-CE  84 

5510 

Wood  For  Commerciohresidentiol  Construction  ‘preservative  Treotment  By 

AWPA  C15-87 

CS 

31  Mar 

88 

ME 

99 

Pruiure  Proctstet  (1987)  REV-CE  84 

5510 

Wood  For  Highway  Construction  Preservation  Treatment  By  Pressure  Processes 

AWPA  C14-86 

CS 

31  Mor 

88 

ME  SH 

99 

(1986)  REV-CE  84 

5510 

Wood  Laminote,  Ook  (For  Ship  And  Boat  Use  Validated  Aug  8t  USEft*ME 

MH-W-15154E 

SH 

01  O.C 

65 

SH 

REV-CS 

5510 

Wood  Lominotes,  Oougtos  Fir  (For  Ship  And  Boot  Use)  Validated  Aug  84 

MIL-W-2038C  (2) 

SH 

01  D.C 

65 

SH 

REV-CS 

5510 

Wood  lominotes,  Southern  Pine  (For  Ship  And  Boat  Use)  Validated  Aug  8) 

MIL-W-24126  (1) 

SH 

01  D.C 

65 

SH 

REV-CS 

5510 

Wood  Poles,  Speeificotions  A  Dimensions  For  *  10  Jul  79  . . . . . 

ANSI  05.1-79 

ME 

21  May 

81 

ME  YO 

99 

5510 

Wood  Preservotion,  Treoting  Proctices  UStR*YO  SH  REV*MD  AT  CS . 

TT.W.571I  (2) 

•ME 

03  Ocl 

72 

ME 

84 

5510 

Wood  Preservotion.  Treoting  Proctice  REV*EA  YO  CS. . 

TI.W.00571J 

•ME 

31  Ocl 

74 

ME  SH 

84 

5510 

Wood  Preservatives  Evoluoting  By  Field  Tests  With  Stakes  StC’idord  Method  Of 

AWPA  M7.83 

CS 

31  Mar 

88 

ME  SH 

99  CS 

USER-YO  REV-CE  84 

5510 

Wood  Preservatives  Glossary  Of  Terms  Used  In  USER*YD  REV.CE  SM  64.......... 

AWAP  M5.78 

CS 

31  Mar 

88 

ME  SH 

99  CS 

5510 

Wood  Preservatives  Determining  The  leochibllity  Of  Standard  Methodof 

AWAP  Ml  1-87 

CS 

31  Mar 

88 

ME  SH 

99  CS 

USER-YD  REV-CE  84 

5510 

Wood  Preservatives  Testing  By  Laboratory  Soil  Block  Ccitires  Stondord  Method 

AWPA  M 10-77 

CS 

31  Mar 

88 

ME  SH 

99  CS 

0<  USER-YD  REV-CE  84 

5510 

Wood  Preserving  Plontsstantord  Quolity  Control  Proccthjr-i  For  ')'>£R*YO 

AWAP  M3-81 

CS 

31  Mar 

88 

ME  -SH 

99  CS 

REV-ME  SM  84 

5510 

Wood  Used  On  Forms  •  Preservative  Treotment  By  r  •<  '  (u  t  r>uesses  (1986) 

AWPA  C16-<16 

CS 

31  Mor 

88 

ME  SH 

99 

REV-CE  84 

5510 

Wood,  Moiiturt  Conttnl  OI  •  29  Apr  74  USER-AR  SH  O'.  Rc.'-MI  GL  ME  MR 

ASTM  D2016-74 

AS 

30  Sep 

81 

SM  AS 

69 

YD  SA  99  CS 

5520 

Windows,  Storm,  Replacement  W'ndows,  Multi‘glaxing,.bt.*tm  Doors,  And 

ASTM  E737-84 

YD 

19  Aug 

88 

ME  YO 

Replocement  Doors,  Installation  Of  *  24  Feb  1984  USER*MC  CS  REV'AR 

NOTICE  1 

5530 

Plywood  (Construction  &  Industriol)  USER*MC  SS  REV.Mt  SM  EA  GL  SK  OS 

A-A-1417A 

•ME 

ISFtb 

86 

ME  YD 

99 

DS  CS 

5530 

PlywQod  •  Fir.  R.lordonl  Treatm«nl  8y  Pr.siur.  Pra<tHts  •  1984  USER-CE 

AWPA  C2744 

CS 

31  Mar 

88 

ME  SH 

99 

REV-84 

5530 

Plywood  •  Preservative  Treotment  By  Presiureprocesses  (1985)  REV*CE  84.. . 

AWPA  C9-85 

CS 

31  Mar 

88 

ME  SH 

99 

5530 

Plyweod  And  Veneer,  Aircroft  Ftot  Ponel  USER*0$  AS  SH  REV<CS . 

Mll-P-6070e 

84 

24F.b 

86 

SH 

99 

5530 

Plywood,  Construction  &  Industriol  -  Moy  1984  REV'84  CS . . . 

PS  1-83 

ME 

20  Mar 

87 

ME 

99 

5530 

Plywood,  Flol  Pon.1  USER-MC  SH  OS  SS  REV-Gl  SM  Ml  EA  AR  CS . 

NN-P-530E  (2) 

/ME 

15  Apr 

85 

ME  YD 

5530 

Plywood,  Hordwood,  Oecorotive  REV'ME  . . 

A-A-2205 

• 

11  S.p 

85 

5530 

Plywood,  Metol'foced  Validated  Oct  87  R£V*CS,.... . . . 

MIL-P.8053C 

GL 

23  Ocl 

87 

CL 

NOTICE  1 

5530 

Plywood,  Pockaging,  Pocking,  And  Morking  Of  REV*SM  OS  CS  . 

PPP-P-1260B 

•ME 

18  Apr 

74 

ME  AS 

99 

NOTICE  (1) 

5530 

Plywood,  Ship  And  Bool  Conilruction  USER-MR  MC  YD  REV  69  CS  DS . 

MIL-P-18066C 

SH 

31  Jul 

85 

ME  SH 

99 

5530 

Venter,  Paper  Overloid,  Contoiner  Grade  Validated  Feb  84  USER'MC  03 

PPP-V-205C 

/GL 

13  Ocl 

69 

GL  SA 

99 

REV-ME  SM  CS 

55GP 

Building  Moteriols,  Surfoce  Burning  Choracteristics  Of  •  8  Jon  1967....... . 

ASTM  E84-87 

YD 

28  Stp 

88 

ME  YO 

56GP 

Stone,  Abrosion  Restslance  Of,-Subiected  To  Foot  Traffic  •  27  Dec  1985  . . 

ASTM  C241-85 

YD 

27  Nay 

86 

CE  YO 

11 

5610 

ACI  Detailing  Monuol  •  1968 . . . . . . . 

ACI  SP66-8B 

YD 

03  Mar 

89 

YD 

5610 

Absorptive  Moteriols  Applied  By  Trowel  Or  Spray  •  25  Jan  85  USER*CE 

ASTM  E1042-85E1 

YD 

30  Mar 

88 

ME  YD 

99 

REV-MC  84 

5610 

Adhesive.  Bonding,  Chloroprene,  Air  Field  Membrane  Surfocing  Validated  Feb 

Mll-A-52685 

ME 

13  F.b 

87 

ME 

99 

87 

NOTICE  1 

5610 

Aggregate  By  Abrosion  8i  Impoct-ln  The  Los  Angeles  Machine,  Resistonce  To 

ASTM  C535-81R87 

•YD 

09  D.C 

87 

YD 

Degrodotion  Of  Lorge>size  Coarse,  Standard  Test  Method  For  •  24  Aor  1961 

5610 

Aggregote  For  Rood  &  Bridge  Construction  •  27  Mar  1986  USER*CE  MC  . . 

ASTM  D448-S6 

YD 

30  Apr 

87 

ME  YD 

99 

5610 

Aggregote,  (For)  Portlond‘cement*concre(e.(For  DOD  Uset  ASTMC33) . 

SS-A-281B  (1) 

t 

25  Jan 

57 

5610 

Aggregote,  Coorse,  Stondord  Test  Method  For  Specific  Grovity  8i  Absorption 

ASTM  C127.84 

YD 

20  Jul 

84 

ME  YD 

99 

Of  -  27  Apr  84 

5610 

Aggregote,  Coorse,  Resistonce.  To  Degradation  Of  Smoll  Size  By  Abrosion  & 

ASTM  C131-81 

YD 

01  Jun 

82 

YO 

99 

Impoct  In  The  Los  Angeles  Mochine  -  24  Apr  81  USER<CE  MC 

5610 

Aggregote,  Fine,  For  Bituminous  Paving  Mixtures  *  6  Jon  81  USER*CE  MC . . 

ASTM  D1073-81 

YO 

15  May 

87 

YD 

99 

NOTICE  1 

5610 

Aggregote,  Gravity  &  Absorption  OI  Fine  Stondord  Test  Method  For  Specific  • 

ASTM  C12S  o4 

YD 

25  Nov 

oo 

ME  YD 

99 

27  Apr  84  Valldattd  Nov  88  USER-CE  MC 

NOTICE  1 

5610 

Aggregote,  Mineral,  Used  On  Built  Up  Roofs,  Stondord  Specificotion  For  •  3 

ASTM'D1863-86 

YD 

29  May  87 

YD 

99 

Ocl  86 

5610 

Aggregote,  Minerol,  Used  On  Built>up  Roofs,  Stondord  Specificotion  For  •  3 

ASTM  D1863-86 

YO 

29  May  87 

YD 

99 

Oct  1986  USER-CE  MC 

5610 

Aggregate,  Unit  Weight  &  Voids  In,  Stondord  Test  Method  For  -  13  July  1987.. 

ASTM  C29-87 

YD 

30  Mar 

88 

ME  YD 

5610 

Aggregotes  (Chemicol  Method),  Stondord  Test  Method  For  Potentiol  Reoctivity 

ASTM  C289-86 

YD 

02  S.p 

86 

ME  YD 

Of  -  May  1986  USER-CE  MC  99 

5610 

Aggregotes  For  Mosonrygrout  •  28  Aug  87..... . . . . 

ASTM  C404-87 

YD 

16  Nov 

87 

CE  YO 

5610 

Aggregotes,  (Chemicol  Method),  Potential  Reoctivity  Of,  Stondord  Test  Method 

ASTC  C289-87 

MD 

12  Apr 

88 

ME  YD 

For  •  27  Mor  87  USER-CE  MC  99 

5610 

Aggregotes,  Fine  &  Coorse,>  Sieve  Analysis  Of,  Stondord  Method  For  « 26  Ocl 

ASTM  C136-84A 

YO 

25  Noy 

88 

CE  YD 

84  Volldetod  Nov  88 

NOTICE  1 
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5610 

Aggrtgoteti  Soundntts  Of,  5/  Ut«  Of  Sodium  Sulfafe  Or  Mognoitum  Sulfott  * 

ASTM  C88-83 

YO 

12  0«  83 

ME  YD 

5610 

26  Oct  83  USER-84 

Atpholt  (lifumtnt)  Kinematic  VUcosity  Of,  Stondord  Tett  Method  For  -  16  Jun 

ASTM  D2170-85 

YD 

13  Oct  86 

YD 

5610 

85  USER-CE  MC 

Aiphalt  Cement,  Penetration  Groded,  For  Use  In  Pdvement  Construction  -  5  Feb 

ASTM  0946-82 

YD 

12  Jun  87 

ME  YD 

99 

5610 

82 

Asphalt  Cut  Bock  (Rapid  Curing  Type  •  9  Apr  1986  (Reopproved  1986) 

NOTICE  1 

ASTM  D202S-76E 

YO 

29  Aug  80 

ME  YD 

5610 

Volidoted  Feb  86 

Asphalt  Cut  Bock  (Medium  Curing  Type),  >  9  Apr  1976  (Reopproved  1986) 

ASTM  D2027-76E 

YD 

29  Aug  80 

ME  YD 

5610 

Yah'  f  Feb  86 

Aspholt  Mostic  Used  In  Woterproofing  •  27  Apr 79  (Reopproved  1983) 

ASTM  D491-79 

YD 

06  Jun  80 

ME  YD 

5610 

VaV,daf<i  F0b  86  USER-CE  SH  OS 

Aspholt  primer  Used  In  Roofing,  Dompproofing,  &  Waterproofing,  Stondord 

ASTM  D41-85 

YD 

10  Aug  86 

ME  YD 

5610 

Specification  For  •  21  Oct  85  USER-CE 

Asphalt  Used  In  Dompproofing  &  Waterproofing  •  27  Apr  79  (Reopproved 

ASTM  D449-79 

YD 

21  Jan  83 

YD 

99 

5610 

1983)  Volidaltd  Mo/  84  REV-CE 

Aiphalt  Uted  In  Rooling  -  30  N«v  84  USER-CE  . 

ASTM  D3 12-84 

YO 

21  Jun  85 

YD 

99 

5610 

Aspholt,  Cotionic  Emulsified,  Stondord  Specification  Fo.  >  22  Feb  85. . . 

ASTM  D2397-85 

YO 

25  Aug  86 

CE  YD 

99 

5610 

Aspholt,  Cut  Bock,  (Slow  Curing  Type  •  29  Dec  72  (Reopproved  1985) 

ASTM  D2026-72ER79 

YD 

29  Aug  80 

ME  YD 

5610 

VaUdatwdAog  85  USER-CE  CG  MC 

Aspholt,  Emulsified,  Stondord  Specificotion  For  •  17  Jul  86 . 

ASTM  D977-86 

YD 

21  Aug  86 

ME  YD 

99 

5610 

5610 

Aspholt,  liquid.  Stow  Curing,  Medium  Curing,  And  Rapid  Curing  . . 

Asphalt,  Petroleum  (Built-up  Roofing,  Woter-proofing  And  Dompproofing) 

SS-A-671C 

SS-A-6660 

t 

• 

08S.P  66 

07  Moy  68 

ME  YD 

84 

o  o  o  o 

REV.ME  YO  84 

Aspholt,  Petroleum  (Primer,  Roofing,  And  Woterproofing)  Valfdaftd  Apr  78 . 

Aspholt,  Petroleum  (Primer,  Roofing  &  Waterproofing) . . . . . . 

Aspholt,  Roofing  (Hot  Cement,  Mopping  Coat) . . . . . . . . . 

Aspholt,  Woterproofing  (For  Use  In  Manufocture  Of  Fiber  Ammunition 

NOTICE  (1) 

SS-A-7018 

A-A-913A 

A-A-916 

MIL-A-3029  (1) 

t 

t 

t 

AR 

15  Jul  74 

20  Moy  82 

24  Jan  80 

29  Apr  50 

AR  OS 

5610 

Containers)  Validal^d  Jan  8J  REV-EA 

Asphots,  Stondord  Method  Of  Testing  Emulsified  -  23  Jun  83  REV>d4  . . 

ASTM  D244-S3A 

YO 

28  Jun  84 

ME  YO 

99 

5610 

Belt  Conveyers,  Placing  Concrete  With  -  1975. (Revised  1985) . . . . . 

ACI  304.4R-75R85 

YD 

11  Oct  88 

YD 

5610 

Bitumen  Aggregate  Mixtures,  Cooting  &  Stripping  Of  •  31  Oct  60  (Reopproved 

ASTM  D1664-80 

YD 

05  Jun  81 

CE  YD 

5610 

1985)  Validotad  Feb  86 

Bituminous  Distributors,  Proctice  For  Determining  Applicotion  Rote  Of  •  27  Apr 

ASTM  02995-84 

YD 

14Ftb  85 

YD 

5610 

79  USER-CE  MC 

Bituminous  Moteriols,  Standard  Test  Method  for  Specific  Grovity  Of  Semi 

ASTM  070-82 

AS 

21  May  84 

ME  AS 

20 

5610 

Solid  .  30  Apr  62  USER-CE  MC  REV-AR  Ml  YO 

Bituminous  Moteriols,  Sompling  <  27  Feb  70  Validated  Mcy  87  . . 

ASTM  D140-70R76 

YD 

29  May  87 

CE  YO 

99 

5610 

Bituminous  Mixtures  Using  MorshoH  Apporotus,  Resistonce  To  Piostic  Flow  Of  > 

NOtiCE  1 

ASTM  01559-82 

YO 

08  Apr  88 

YO 

99 

5610 

30  Apr  82  Validated  Apr  88  USER-CE  REV-MC 

Bituminous  Paving  Mixtures,  Coorse  Aggregote,  Stondord  Specificotion  For  •  26 

NOTICE  1 

ASTM  0692-88 

YO 

31  Jan  89 

YD 

99 

5610 

Feb  88  USER-CE  MC 

Bituminous  Surface  Treotments,  Quonlitles  Ofmoteriols  For  •  30  Mor  84 

ASTM  01369-84 

YO 

11  Oct  84 

CE  YD 

99 

5610 

USER-MC 

Cement  5  Concrete  Terminology  «  Dec  1985 . . . . . . 

ACI  116R-85 

YD 

11  Oct  88 

YO 

5610 

Cement  Mortor  Protective  Lining  6  Cooting  For  Steel  Woter  Pipe  •  4  Inch  8i 

AWWA  C205-85 

YD 

27  Apr  87 

YD 

99 

5610 

Lorger  <  Shop  Applied  >  23  Jun  1985  USER-CE  MC 

Cement,  Aggregote  Comblnotions  (Mortor-bor.  Method)  ■  20  Feb  87  USER-CE 

ASTM  C227-87 

YD 

31  Jul  87 

MEYO 

99 

5610 

MC  11 

Cement,  Aspholt  Roof,  Stondord  Specification  For  •  24  Jun  1988  USER-CE ........ 

ASTM  02822-88 

YO 

05Nav  88 

ME  YD 

99 

5610 

Cement,  Bituminous,  Plastic  USER-ME  CE . . . 

SS-C.153C 

• 

13Dtc  74 

YD 

5610 

Cement,  Cool  Tor  Roof  -  17  Sep  61  Validated  May  87  USER-CE  REV-EA  . . 

ASTM  04022-81 

YD 

29  May  87 

ME  YD 

99 

5610 

Cement,  Gypsum  Keene  S29  Oct  76  Validated  Mar  88  REV-84  . . 

NOTICE  1 

ASTM  C61-76R8I 

YD 

31  Mar  88 

ME  YD 

99 

5610 

Cement,  Hydroulic,  Sompling  3^  Acceptonce  Of  «-18  Feb  1988  USER-CE  MC  SH 

NOTICE  1 

ASTM  C183-88 

YD 

26Nav  88 

ME  YD 

99 

5610 

REV-CE  84 

Cement,  Hydraulic,  Density  Of,  Stondord  Test  Method  For  -  24  Feb  84 

ASTM  C 188-84 

YO 

23  Jon  85 

YO 

5610 

5610 

USER-CE  MC 

Cement,  Mosonry......... . . . . . . 

Cement,  Mosonry  •  27  Mor  1987  . . . . . . . . 

SS-C-1960/1A 

ASTM  C91-87A 

X 

CE 

24  May  77 
07  May  87 

CE  YO 

99 

5610 

Cemint,  Portland  -  9  0«  1986  REV-CE  SH  . 

ASTM  Cl 50-86 

YD 

01  May  87 

YD 

99 

5610 

Cement,  Portlond,  Air*  Entroining  Additions  For  Use  In  The  Monufocture  Of  Air- 

ASTM  C226-86 

YD 

22  Moy  87 

YD 

99 

5610 

Entroining  -  30  Moy  1986  USER-CE 

Cement,  Viscosity  Groded  Aspholt,  For  Use  In  Povement  Construction  -  12  Sep 

ASTM  03381-83 

YD 

10  Aug  84 

ME  YD 

99 

5610 

83  USER-CE 

Cement, mortor  lining  For  Ductile  Iron  Pipe  &  Fittings  For  Woter,  Americon 

AWWA  C104-85 

YD 

02  Oct  85 

ME  YD 

99 

5610 

Nationol  Stondord  For  -  31  Moy  85  USER-MC 

C^m^nts^-Rfend^d  HydfOoUc  -  29  Mo'  85  . 

ASTMC595-85 

YD 

29  Apr  85 

ME  YD 

99 

5610 

Cements,  Blended  Hydraulic  -  17  July  1966  USER-CE  SH  . . . . . . 

ASTM  C595-86 

YO 

15  May  87 

ME  YD 

99 

5610 

Chemicol-resistonl  Mortors,  Grouts,  And  Monolithic  Surfocings,  Flexural 

ASTM  080-85 

YO 

01  May  87 

ME  YD 

o  o 

Strength  And  Modulus  Of  Elosticity  Of, standard  Test  Method  For  •  28  Jun  85 
REV-CE  MC 

Cool  Tor  (Cutbock)  Roof  Coating,  Brushing  Consistency(  . . 

Cool  Tor  Bitumen  Used  In  Roofing,  Dompproofing  &  Woterproofing  •  3  Jon  76 

SS-C-5408 

ASTM  0450-78 

t 

YO 

11  Jun  75 
24  Apr  80 

ME  YD 

5610 

(Reopproved  1984)  Validated  May  84 

Cool  Tor,  (For  Use  In  Rood  Construction) . . . . . 

R-C-1424A 

s 

10  Moy  74 

ME 

99 

5610 

Concrete  &  Mortors  Ground  Gronuloted  Blost  furnace  Slog  For  Use  In  •  4  Moy 

ASTM  C989-8S 

YO 

15F«b  89 

ME  YO 

99 

5610 

88  REV-CE 

Concrete  Aggregotes,  Stondord  Test  Method  Fo>  Stroing  Moteriols  Inlightweight 

ASTM  C641-82 

YD 

02  Sep  83 

CE  YD 

99 

5610 

-  26  Nov  1982 

Concrete  Aggregates,  Stondard  Specificotion  For  •  Mor  86  USER-MC . . 

ASTM  C33-86 

YD 

30  Moy  66 

ME  YD 

363 


FSC  LISTING 


DOCUMENT 


FSC 

TITLE 

NUMBER 

PREP 

DATE 

CUSTODIAN 

SSIO 

Concrete  At  Atmospheric  Pressure  Stote  Of  The  Art,  Acceleroted  Curing  Of  - 
1980 

ACI  517,2R-80 

YD 

21  Mor 

84 

5610 

Concrete  Construction  (Nonextruding  &  Resilient  Types),  Stondord  Methods  Of 
Testing  Preformed  Expansion  Joint  Filters  For  -  1-Mor  84  USER'CE 

ASTM  0545-84 

YD 

18  Sep 

84 

YD 

5610 

Concrete  Curing  Test  Specimens  In  The  Field  Standard  Proctice  For  Making  And 
USER-SH 

ASTM  C31-88 

YD 

28  Oct 

88 

ME  YD 

5610 

Concrete  Curing  MoterioU,  Woter  Retention  By  -  26  Sep  80  VoUdaitd  Stp  85 
USER-CE  MC 

ASTM  C156-80A 

YD 

28  Moy 

8- 

ME  YD 

5610 

Concrete  Fiber  Reinforced,  State  Of  The  Art-Report  •  1982. . . . . 

ACI  544.1R-82 

YD 

19  0el 

84 

YD 

5610 

Concrete  Flexural  Strengthof  (Using  Simple  Beam  With  Third  Point  Loodlng)  *  1 

Mor  84  Validated  Nov  88  USER*CE  MC 

ASTM  C78-84 

YD 

25  Nov 

88 

ME  YD 

99 

5610 

Concrete  Floor  &  Slob  Construction,  Guide  For*  May  1987  . . . . . . . 

ACI  302.IR-80 

YD 

14  Oct 

87 

YD 

5610 

Concrete  For  Compressive  Strength,  Stondord  Test  Method  For  Securing, 

Preparing  And  Testing  Specimens  From  Hordened  Lightweight  tnsutotlng  31 

Oct  86 

ASTM  CS13-86 

YD 

11  May 

87 

CE  YD 

99 

5610 

Concrete  In  Hydraulic  Structures,  Erosion  Of  >  1987 . . . . 

ACI  210R-87 

YD 

11  Oct 

88 

YD 

5610 

Concrete  In  Service,  Guide  For  Making  A  Condition  Survey  C*  •  1968  . . 

ACI  201.1R-68RU 

ACI  201.1R-68  CJ  84 

YD 

11  Oct 

88 

YD 

5610 

Concrete  in  Service,  Guide  For  Making  A  Condition  Survey  Of  •  1968  . 

YD 

11  Oct 

88 

YD 

5610 

Concrete  In  Service,  Guide  For  Moklng  A  Condition  Survey  Of  *  1968  . . 

ACI  201.1R-68R84 

YD 

11  Oct 

88 

YD 

5610 

Concrete  Moklng  &  Curing  Concrete  Test  Specimens  In  The  Loborolory 

Stondord  Proctice  For  8  Oct  1987  USER-CE  MC99 

ASTM  C192-87 

YD 

08  Oct 

87 

CE  MC 

99 

5610 

Concrete'Moking  &  Curing  Concrete  Test  Specimens  In  The  Loborotory 

Stondord  Proctice  For  8  Oct  87  USER-CE  MC  99 

ASTM  C 192-87 

YD 

08  Oct 

87 

CE  MC 

99 

5610 

Concrete  Mosonry  Units,  Hollow  Load-  Beoring  •  29  Mor  1985  USER-CE  CG 
REV-MC 

ASTM  C90-S5 

YD 

20  Apr 

87 

YD 

99 

5610 

Concrete  Masonry  Units,  Non-  load-  Bearing  -  29  Mar  1985  USER-CE  MC  CG.. 

ASTM  C129-85 

YD 

27  Feb 

87 

YD 

99 

5610 

5610 

Concrete  Recommended  Practice  For  Meosuring,  Mixing,  Tronsportlng  And 

Plocing  -  Apr  1973  (Reaffirmed  1983)  Validated  Jan  82 

Concrete  Reinforced,  Building  Code  Requirements  For  -  Nov  83  (1ST  Printing).... 

ACI  304-73 

ACI  318-83 

YD 

YD 

03  Aug 

21  Mor 

78 

84 

YD 

5610 

Concrete  Reinforced,  Commentary  On  Building  Code  Requirements  For  •  Nov  83 
(1ST  Print) 

ACI  3I8R-83 

YD 

21  Mor 

84 

YD 

11 

5610 

Concrete  Resistonce  Of  To  Rapid  Freezing  &  Thawing,  Standard  Test  Method 

For  >  25  May  84  Validated  Nov  88 

ASTM  C666-84 
NOTICE  1 

YD 

25  Nov 

88 

CE  YD 

5610 

Concrete  Specimens,  Compressive  Strength  Of,standard  Test  Method  For  •  27 
Morch  1986  USER-SH 

ASTM  C39-86EI 

YD 

23  Mor 

87 

CE  YD 

5610 

Concrete  Test  Specimens  In  The  Field,  Moklngond  Curing,. Stondord  Method  For 

29  May  87  USER-SH 

ASTM  C31-87A 

YD 

27  Jul 

87 

ME  YD 

5610 

Concrete,  A  Guide  To  The  Use  Of  Waterproofing,  Oompproofing,  Protective  8> 
Oecorotive  Barrier  Systems  For  Concrete  -  June.  1987 

ACI  S15.1R-79R85 

YD 

21  Sep 

88 

YD 

5610 

Concrete,  Abrosion  Resistance  Of,. By  Sandblostlng  *  30  Oct  61  Volidafed  Sep 

85  USER-CE  MC 

ASTM  C418-8I 

YD 

14  Jul 

82 

ME  YD 

5610 

Concrete,  Accelerated  Curing  Of  At  Atmospheric  Pressure  -state  Of  The  Art  • 

1987 

ACI  517.2R-87 

YD 

11  Nov 

88 

YD 

5610 

Concrete,  Air  Entraining  Admixtures  -  29  OCT82  Validated  Sep  $5  REV-CE  MC 

ASTM  C233-82 

YD 

25  Moy  83 

ME  YD 

5610 

Concrete,  Air  Entraining  Admixtures  For  Concrete  ■  29  Mar  86  USER-SH . . 

ASTM  C360-86 

ME 

31  Jul 

87 

ME  YD 

5610 

Concrete,  Drilled  Core  &  Beams,  Obtaining  8i  Testing  Of  •  31  Dec  1987) 

USER-SH 

ASTM  C42-87 

YD 

15  F  eb 

89 

ME  YD 

5610 

Concrete,  Duroble,  Guide  To  -nov  1986  . . . . . 

ACI  201.2R-77R82 

YD 

14  Oct 

87 

YD 

5610 

Concrete,  Fiber  Reinforced,  Properties  Of,  Meosurement  Of  -  1978 . . 

ACI  S44.3R-78RS3 

YD 

30  Mor 

89 

YD 

5610 

Concrete,  Formwork,  Recommended  Practice  For  -july  1978  (Reofflrmed  1984} 
Validated  Sep  82 

ACI  347-78 

YD 

03  Aug 

78 

YD 

5610 

Concrete,  Freshly  Mixed,  Air  Content  Of,  By  The  Pressure  Method  •  28  Moy  82 
USER-SH 

ASTM  C231-82E1 

YD 

06  Moy  -83 

ME  YD 

5610 

Concrete,  Freshly  Mixed,  By  The  Volumetric  Method,  Air  Content  Of  *  27  Apr 

78  Validated  Nov  88 

ASTM  C173-78 
NOTICE  1 

YD 

25  Nov 

88 

ME  YD 

5610 

Concrete,  Gypsum  -  29  Oct  76  Validated  May  87  USER-MI . . 

ASTM  C317-76R81 
NOTICE  1 

YD 

08  Moy  87 

ME  YD 

99 

5610 

Concrete,  Heovyweight,  Measuring,  Mixing,  Tronsportlng,  8  Pfocing  -  1975 
(Revised  1985) 

ACI  304.3R-75R85 

YD 

11  Oct 

88 

YD 

99 

5610 

Concrete,  Insuloting,  Lightweight  Aggregotesfor  >-27-March  67.. . 

ASTM  C332-87 

YD 

20  Jul 

87 

CE  Y3 

5610 

Concrete,  lightweight  Insuloting,  Compressive  Strength  Of  -  31  Oct  1986 . . 

ASTM  C495-86 

YD 

11  Moy  87 

CE  YD 

99 

5610 

5610 

Concrete,  Lightweight  Botching, mixing  &  Job  Control  Of  ■  1982  Validated  Mor 

89 

Concrete,  Moklng  8  Curing  Test  Speclmentsinthe  Loborotory  Stondord  Proctice 
-  27  May  88  USER-CE  MC  99 

ACI  304.SR-82 

ASTM  C192-88 

YD 

YD 

30  Mor 

28  Oct 

89 

88 

YD 

5610 

Concrete,  Mosonry  Units,  lightweight  Aggregotes  For  •  27  Feb  87.... . . . 

ASTM  C331-87 

YD 

10  Apr 

87 

CE  YD 

99 

5610 

Concrete,  Moss  *  Sept  1987  . . . . . . . . . 

ACI  207.1R-87 

YD 

22  Sep 

88 

YD 

5610 

Concrete,  Moss,  Cooling  8  Insuloting  Systems  For  *  1986 . . . . . 

ACI  207.4R -30886 

YD 

llOcI 

YD 

5610 

Concrete,  Massive,  Effect  Of  Restrolnt,  Volume  Change,  8  Reinforcement  On 
Crocking.Of  -  1973  (Reapproved  1986 

ACI  207.2R-73R86 

YD 

11  Oct 

88 

YD 

5610 

Concrete,  No  Slump,  Selecting  Proportions  For  •  Oct  80  (Reapproved  1981)...... 

ACI  211.3-75R80 

YD 

30  Moy 

83 

YO 

5610 

Concrete,  Normol,  Heavyweight,  8  Moss,  Standard  Proctice  For  Selecting 
Proportions  For  •  Mar  1986 

ACI  211.1-81R8S 

YD 

16  Mor 

87 

YD 

5610 

Concrete,  Normol,  Heovyweight  8  Moss,  Selecting  Proportions  For,  Stondord 
Proctice  For  -  Jon  84 

ACI  21I.1-81R84 

YD 

16  Mor 

85 

YD 

5610 

Concrete,  Pipe,  Cost  In  Ploce  Nonrelnforced  And  Concrete,  Pipe, 

•Recommendotions  For  Cost  In  Ploce  Nonremforced  *  May.81 

ACI  346/346R-81 

YD 

30  Mar 

89 

YD 

5610 

Concrete,  Portlond  Cement,  Ball  Penetrotlon  !h  Fresh  -  30  Apr  82  Validated  Sep 
85 

Concrete,  Portlond  Cement,  Slump  Of,  Stondord  Test  Method  For  •  30  Jun 

1978  USER-SH 

ASTM  C360-82 

YD 

22  0ct 

82 

ME  YD 

5610 

ASTM  D143-78E1 

YD 

31  Jul 

87 

ME  YD 

5610 

Concrete,  Portlond  Cement,  Fly  Ash  And  Raw  Or  Calcined  Nolurot  Pozzolon 

Ofr  Use  As  A  Mlnerol  Admixture  In  •  14JUN  85  USER-SH 

ASTM  C618-85 

YD 

20  Jul 

87 

ME  YD 

99 

384 
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5610 

Concrete,  Preformed  Exponslon  Joint  Filter  For  (Bituminoui  Type)  *  22  Nov  71 

ASTM  D994-71R82 

YD 

23  May 

80 

YD 

Vaf!dot0d  Feb  86 

5610 

Concrete,  Ready>m]xed  -  31  Oct  1986  . . . . . . . . . . 

ASTM  C94-86B 

YO 

30  Jon 

87 

ME  YD 

99 

5610 

Concrete,  Recommended  Proctice  For  Evaluotiort  Of  Strength  Te»t  Retults  •  1977 

ACI  214-77 

YO 

03  Aug 

78 

YO 

(Reopproved  83)  Validated  Jan  65 

5610 

Concrete,  Slump  Of  Portlond  Cement  -  30  Jun  78  Validated  Jon  84 . 

ASTM  C143-78 

YD 

08  Ftb 

so 

ME  YD 

5610 

Concrete,  Standard  Practice  For  Curing  •  Aug  SI . . . . . 

ACI  308-81 

YD 

26  Jul 

84 

YD 

5610 

Concrete,  Stondord  Practice  For  Contolldotion  Of '  May  82  . . . . 

ACI  309-72R82 

YD 

20  Jul 

84 

YD 

5610 

Concrete,  Structural  Lightweight,  Selecting  Proportions  For «  Moy  81  Validated 

ACI  211-2-81 

YD 

01  Dec 

86 

YO 

Dtc86 

NOTICE  1 

5610 

Concrete,  StruLturol  Lightweight,  Unit  Weight  Of  >  26  April  85  USER*SH . 

ASTM  C567-85 

YD 

20  Jul 

87 

ML  YD 

5610 

Concrete,  Structural,  Lightweight  Aggregatesfor*  27  Mar  87  USER'^SH . . . 

ASTM  C330-87 

YD 

20  Jul 

87 

ME  YO 

99 

5610 

Concrete,  Surfoce  Preparation  Of,  For  Appllcotion  Of  Chemicohreslstant  Resin 

ASTM  C811-81 

YD 

29  Mor 

88 

ME  YD 

99 

Monolithic  Surfoclngs,  Stondord  Proctice  For  -  28  Aug  1981  USER*CE  MC  SH 
REV.84 

5610 

Concrete,  Unit  Weight,yie!d,  And  Air  Content(gravimetric)  Of  Concrete  26  Jnn 

ASTM  C138-8IE1 

YD 

19  Feb 

87 

ME  YD 

81  USER-CE  MC 

5610 

Concretes  On  Basis  Of  The  Bond  Developed  With  Reinforcing  Steel,  Stondord 

ASTM  C234-86 

YD 

29  Mar 

88 

ME  YD 

99 

T«tt  Method  For  Coirporing  ■  31  Oct  1986  USER-CE  MC  SH  REV-84 

5610 

Concreting  Hot  Weather  •  Apr  83  1ST  Printing,... . . . 

ACI  30SR-77R82 

YD 

21  Mor 

84 

YD 

1 

5610 

Concreting,  Cold  Weother,  Standard  Specification  For  *  June  1987 . 

ACI  306.1-87 

16  Oct 

87 

YO 

5610 

C>mcreting,  Cold  Weather,  Recommended  Practice  For  •  1  Aug  78. . . . 

ACI  306R-78RS3 

YD 

01  Oct 

85 

YO 

5610 

Concreting,  Recommended  Practice  For  Cold  Weoiher  •  1  Aug  78 . 

ACI  306-76R78 

YD 

28  Jul 

81 

YD 

5610 

Cutbock  Asphalt,  Rapid  Curing  . . . . . . . . 

A.A.9I4 

t 

25  Mor 

80 

QL 

5610 

Deck  Covering  Materials  USER>CG  YD . . . . 

MIL.D.3134J 

SH 

05  Oct 

88 

SH 

L 

5610 

Deck  Covering  Moterlols,  Interior,  Cosmetic  Polymeric . . . 

MIL.D.24613  (2) 

SH 

01  Mor 

85 

SH 

QL 

5610 

Deck  Covering  Magnesia  Aggergote  Mixture . . . . . 

MIL.D-16680D 

SH 

17  S.p 

82 

SH 

L 

5610 

MIL.D-188738  (3) 
MIL.D.3135G  (4) 

SH 

15  Jul 

82 

SH 

Q 

5610 

Deck  Covering  Underlay  Materials  REV>CG  99  CS . 

SH 

14  Nov 

86 

SH 

99 

QL 

5610 

Deck  Covering,  Latex  Concrete  Validated  Apr  82 . . . . 

MIL.D.21631A  (1) 

SH 

17  Nov 

81 

SH 

Q  L 

5610 

Deck  Covering,  Spray*on,  Nonslip  (S/s  By  DOD*C*24667) . . . . . . 

MIL.D.24483A  (3) 

SH 

02  Apr 

84 

SH 

L 

5610 

Deck  Underlay  And  Covering,  Insulating,  Magnesia  Aggregote  Mixture . . 

MIL.O-23134A 

SH 

14  5.p 

88 

SH 

5610 

Epoxy  Compound  With  Concrete,  Use  Of  •  Jul  85 . . . . . . . 

ACI  503R.80RB4 

YD 

27  Ocl 

85 

5610 

Epoxy  Compound  With  Concrete,  Use  Of  •  Jul  85 . . . 

ACI  5503R.eORB4 

YD 

27  Ocl 

85 

YD 

L 

5610 

Epoxy  Resin  Systems  For  Concrete  Repair . 

MIL-E-29245 

YD 

22  Dec 

85 

YD 

5610 

Fil.jr,  Exponslon  Joint,  Bituminous  (Aspholt  And  Tor)  And  Nonbituminous 

HH.F-34IF  (1) 

t 

06  Jun 

77 

(Preformed  For  Concrete) 

5610 

Flexurol  Strenght  Of  Concrete  (Using  Simple  Beom  With  Center  Point  Loadinq) 

ASTM  C293.79 

YD 

24  Sep 

82 

YD 

•  27  Apr  79  Validated  Sep  85 

5610 

Flexurol  Strength  &  Modules  Of  Elasticity  Of  Chemicol  Resisfont  Mortors, 

ASTM  C580.74R78 

YD 

01  Jun 

82 

ME  YD 

Grouts,  &  Monolithic  Surfoclng  •  28  Jon  74  R£V>CE  MC 

5610 

Footing  &  Mats,  Combined,  Suggested  Design  Procedures  For,  Stondord 

ACI  336.2R.66R80 

YD 

17  Sep 

84 

YD 

Specif icotion  for  •  1980 

5610 

Grout  For  Reinforced  &  Nonreinforced  Masonry  •  25  Mar  83  . . . 

ASTM  C476-83 

YO 

02  Sep 

83 

CE  YD 

99 

QL 

5610 

MIL.G-81830A  (2) 
ASTM  C65a.74R80E 

AS 

07  Nov 

86 

AS 

5610 

Grouts,  Chemico(*resistont  Resin,  Standard  Specification  For  >  28  Jon  74 

YD 

14  Mor 

86 

ME  YD 

USER-CE  MC 

5610 

Grouts,  Chemicahresistont  Resin,  For  Brick  Or  Tile,  Stondord  Specification  For  « 

ASTM  C658.87 

YO 

28  Ocl 

88 

ME  YD 

31  July  87 

5610 

Gypsum  Boord,  Joint  Compound  8  Joint  Tope  For  Finishing,  Stondord 

ASTM  C475-a3 

YD 

29  Jon 

89 

ME  YD 

99 

Specification  For  REV<84 

5610 

Gypsum  Plasters  8>  Gvpsum  Concrete,  Physical  Testing  Of  •  3)  Aug  79 

ASTM  C472-79 

YO 

05  Dec 

80 

YD 

Validated  Jan  84  JSLR*CE 

5610 

Gypsum  Plasters  •  26  Sept  1986  REV>84  . . . . . . . 

ASTM  C28-e6 

YD 

18  Moy  87 

ME  YD 

99 

5610 

Gypsum  Veneer  Plaster  •  26  Aug  83  Validated  Mar  89  REV*84  CS  . . 

ASTM  C587-83 

YD 

19  Mor 

89 

ME  YO 

99 

5610 

Gypsum,  Colcined  Validated  Feb  82  USER'MI  REV-MD  . . . . 

MIL.G.20098C 

AR 

31  Jon 

69 

AR 

99 

L 

5610 

Inert  Lood  Bi.ider  For  Drill  Mines  Validated  Apr  82.. . . . . . 

MIL-l-23775 

OS 

25  Jun 

63 

OS 

5610 

Joint  Fillers  For  Concrete  Poving  And  Structural  Construction  (Nonextruding 

ASTM  01751-83 

YO 

20  Jul 

84 

YD 

And  Resilient  Bituminous  Types)  Preformed  Exponsion  For  «  30  Sept  1983 
USER-CE 

5610 

Joint  Fillers,  Preformed  Sponge  Rubber  &  Cork  exponsion.  For  Concrete  Poving 

ASTM  01752-84 

YD 

20  Jul 

84 

YD 

&  Structural  Construction,  Stondord  Spec.  For  •  1  Mor  84  USER-CE 

5610 

Joint  Treatment  Moferials  For  Gypsum  Wallboord  Construction  -  26-Jun  81 

ASTM  C475.81 

YD 

31  Mor 

88 

ME  YD 

99 

Validated  Mar  88  REV-84 

NOTICE  1 

5610 

Lime  &  limestone  Products,  Sompling,  Inspection,  Pocking  &  Morking.Of  •  31 

ASTM  C50.78 

YO 

30  Nov 

79 

EA  YD 

68 

Mor  78  (Rrapproved  1983)  Validated  Feb  86 

5610 

lime  &  Limestone  1  (As  Used  By  The  Industry)  •  25  Jui  71 . . 

ASTM  C51-71R76 

EA 

30  Nov 

79 

EA  YO 

68 

5610 

lime  And  limestone  Products,  Somptmg,  Inspection,  Pocking  And  Morking  Of  * 

ASTM  C50.86 

YD 

01  Moy  87 

EA  YO 

99 

26  SEPTEMBER  1986  USER-CE  MC  REV-SM 

5610 

Ltme,  Finishing  Hydrated  -  25  May  64  USER-CE  MC......... . . . . 

ASTM  C206  84 

YD 

19  Dec 

64 

EA  YD 

99 

5610 

Lime,  Hydrated  For  Mosonry  Purposes  •  31  Aug  79  (Reapproyed:1984) 

ASTM  C207.79 

YD 

26  Oct 

79 

EA  YO 

99 

Validated  Nov  64 

5610 

lime,  HydrouIIc  Hydrated,  For  Structural  Purposes  *  29  Mor 85  USER-CE  MC 

ASTM  C14*.-85 

YD 

16  Apr 

86 

ME  YD 

99 

REV-84 

5610 

limestone  Building  Stone  •  27  July  1979  USER-CE  MC, . . . . . . . 

ASTM  C568.79R85 

YO 

27  Apr 

87 

YD 

5610 

limestone.  Quicklime  &  Hydroted  lime,  Stondord  Methods  Of  Chemicol  Anolysis 

ASTM  C25-83 

EA 

18  May  84 

EA 

99 

-  25  Mor  83  USER-CE  MC  REV-ME  84 

5610 

Linings,  Cloy  Flue  -  29  Dec  78  (Reopproved  1983)  Validated  Avg  84.................. 

ASTM  C315-78C 

YO 

01  Dec 

81 

CE  YD 

99 

5610 

Macodom  Povements,  Crushed  Aggregate  For  -  27  Apr  84... . . . . 

ASTM  0693-84 

YO 

3’  Jon 

85 

ME  YD 

99 

5610 

Monuol,  Aci  Detoiling  -  1  Oct  80  . . . . . . . . 

ACI  SP-66.80 

YD 

28  Jul 

81 

YD 

5610 

Moteriols  Finer  Thon  75-UM  (No.  200)  Sieve  In  Mtnerol  Aggregotes  By 

ASTM  Cl  17-87 

YO 

22  Moy  87 

ME  YO 

99 

Woihing  ■  9  Feb  1987  USER-CE  MC 

5610 

Mineral  Aggregote  Used  On  Built-up  Roofs  >  3  Oct  1986  USER-CE  MC . . 

ASTMD  1863-86 

YO 

29  Moy  87 

YO 

99 

385 
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5610 

Mixing  Pionts  For  Hot  Mixed,  Hot'lold  Bituminous  Povlng  Mixtures  •  8  Jon  81 
USER*CE  MC 

ASTM  0995  81  El 

YD 

24  Jon 

85 

YD 

5610 

Mixtures,  Bituminous  Povlng,  Moisture  Or  Volatile  Distillates  In,  Stondord  Test 
Method  For  -  25  Oct  1985  REV-MC 

ASTM  D1461-85 

YD 

11  Nov 

88 

ME  YO 

99 

5610 

Mixtures,  Compocted  Bituminous,  Using  Saturated  Surtoce^dry  Specimens,  Bulk 
Specific  Gfovity  &  Density  Of  •  30  Moy  1986  REV*CE  MC 

ASTM  02726  C6 

YD 

13  Nov 

86 

ME  YD 

5610 

Mixtures,  Comproted  Bituminous,  Using  Paroffin  Coaled  Specimens,  Buck 

Specific  Grovity  &  Density  Of,  Stondord  Test  Method  For  «  25  Mor  1968 
USER.MC 

ASTM  D11S8  88 

YO 

04  Nov 

88 

CE  YD 

5610 

Mixtures,  Effect  Of  Water  On  Cohesion  Of  Compocted  Bituminous,  Stonord 

Test  Method  For,  ■  27  Nov  81 

ASTM  01075-81 

YD 

11  Nov 

88 

ME  YD 

99 

5610 

Mixtures,  Effect  Of  Woter  On  Cohesion  Of  Compucted  Bituminous,  Stondord 

Test  Method  For  >  27  Nov  Sl  USER-CE  MC  REV*84 

ASTMD  1075-81 

YD 

11  Nov 

88 

ME  YD 

99 

5610 

Mixtures,  Paving,  Stondord  Spectfkotion  Formlxing  Plants  For  Hot*mixed, 

Hot-loid  Bituminous  Povlng  Mixture  •  9  February  1988  USER«CE  MC 

ASTM  D995-88 

YO 

31  Jan 

89 

YD 

5610 

Mixtures,  Paving,  Stondord  Specification  Formixing  Plants  For  Hol*mixed, 

Hotdoid  Bituminous  Paving  Mixture  <  9  Februory  1988  USER*CE  MC 

ASTM  0995-88 

YO 

31  Jon 

89 

YD 

5610 

Mortar  &  Concrete,  length  Chonge  Of  Hordened  Hydraulic  Cement,  Stondord 

Test  Method  For  •  30  May  1986  USER-CE  ME 

ASTM  C1S7-86E1 

YD 

25  Mor 

88 

ME  YD 

5610 

Morlor  For  Unit  Mosonory  29  August  1986  . . . . . 

ASTM  C270-86B 

YD 

23  Mor 

87 

CE  YD 

99 

5610 

Mortor  To  Masonry  Units,  Bond  Strong  •  29  Moy  87  USER'ME  OS. . 

ASTM  C952-86 

YD 

30  Jul 

87 

YD 

99 

5610 

Mortor,  Chemicol  resistont,  Grouts,  And  Monolithic  Surfaces,  Tensile  Strength 

Of  .  30  Sept  83  USER-CE  REV-MC 

ASTM  C307-83 

YD 

26  Ok 

84 

ME  YD 

5610 

Mortar,  Effect  Of  Organic  impurities  In  Fine  Aggregote  On  Strength  •  26  Oct 

83  USER-CE  MC 

ASTM  C87-83 

YD 

11  F.b 

85 

YD 

5610 

Mortor,  Grouts  &  Monolithic  Surfoclngs,  Stondord  Test  Method  for  Chemicol 
Resistonce  Of  •  31  Dec  62  Vaffdated  Mar  89  USER-CE  REV-MC 

ASTM  C267-82 

YD 

27  Mor 

89 

ME  YO 

5610 

Mortcrs,  Compressive  Strength  Of  Hydraulic  Cement  (Using  2-iN.  Or  50-MM 

Cube  Specimens  •  30  Moy  86 

ASTM  C109-86 

YD 

31  Jul 

87 

CE  YD 

99 

5610 

Mortors,  Compressive  Strength  Of  Hydraulic  (Using  2-INCH  Or  50-MM  Cube 
Specimens)  •  27  Nov  87 

ASTM  C 109-87 

TO 

07  Oct 

88 

CE  YO 

99 

5610 

Mortars,  Grouts,  &  Monlithio  Surfocing,  Chemical  Resistant,  Compressive 

Strength  Of  -  31  Dec  82  Validated  Mar  88  USER-SK  REV-CE  MC 

ASTM  CS79-82 

NOTICE  1 

YD 

31  Mor 

88 

ME  YD 

5610 

Mortors,  Grouts,  6  Monoliithle-Surfdclngs.obsorption  Of  Chemicol  Reslsont  •  28 
Nov  83  USER-CE  MC  REV-SH 

ASTM  C4n-80 

YD 

21  Dec 

84 

ME  YD 

5610 

Mortors,  Grouts,  &  Monolithic  Surfoclngs,  Chemicol  Resis*ont,  lineor  Shrinkoge 

6  Coefficient  Of  Thermol  Exponslon  Of  -  28  June  1985  USER-CE  SM 

REV.MC 

ASTM  C531-85 

YD 

11  Moy 

87 

ME  YD 

99 

5610 

Paving  Mixture,  Bituminous,  Theoretlcol  Moximum  Specific  Grovity  Of  -  10  Mor 
1978  REV-MC 

ASTM  02041-78 

10  Mor 

89 

ME  YD 

99 

5610 

Paving  Mixtures,  Bituminous,  Codrse  Aggregote  For  •  31  May  1985  USER-CE 

MC 

Paving  Mixtures,  Sompling  Bituminous,  Stondord  Methods  For «  30  Oct  87 

REV-CE  MC 

ASTM  0692-85 

YO 

30  Apr 

86 

YD 

99 

5610 

ASTM  0979-87 

YD 

30  Mor 

88 

ME  YD 

99 

5610 

Paving,  Bituminous  Mixtures,  Mineral  Filler  For  <  22  Feb  1985  USER-CE  MC . 

ASTM  0242-85 

YD 

10  Stp 

86 

ME  YD 

99 

5610 

Pitch,  Cool  Tar  Validated  Jvl  67 . . . . . . . . . . . . . . 

MIL-P-87124A  (1) 
NOTICE  1 

11 

30  Jul 

87 

20 

5610 

Pitch,  Cool  Tor,  Emulsified  (Mineral  Colloid  Type  •  1 1  Jun  79  (Reopproi^d 

1984}  Validated  Nov  84  USER-CE 

ASTM  03320-79 

YD 

10  Oct 

80 

ME  YD 

99 

5610 

5610 

Plonk,  Asphalt  -23  Oct  61  Validated  Jon  86  . . . . 

Plaster,  Gypsum  (SpacVIing  Compound) . . . . . .  . . 

ASTM  D517-70R81 
A.A.1272 

YD 

X 

19  Stp 
15  Mor 

80 

82 

ME  YO 

5610 

Plaster,  Gypsum  Costhg  &  Molding  «  26  Aug  83  Validated  Mar  88  REV-84  ...... 

ASTM  C59-83 

NOTICE  1 

YD 

31  Mor 

88 

ME  YD 

99 

5610 

Ploster,  Gypsum . . . . . . . . 

SS-P-00402B 

•ME 

22  Sep 

70 

ME  YD 

84 

5610 

Master,  Gypsum,  inorgonic  Aggregates  For  Use  In  31  Dec  87  RCV-84  . . 

ASTM  C35-87 

YD 

07  Oct 

88 

ME  YD 

99 

5610 

Plastering,  Exterior,  Surfoce  Applied  Bonding  Agents  For  28-MAR-80 

Ireopproved  19851  Validated  Sep  83 

ASTM  C932-80 

YO 

10  Ocl 

80 

ME  YD 

99 

5610 

Plosters,  Veneer,  Gypsum  Bose  For  •  31  Aug  84  REV-84  . . . . . . 

ASTM  C5S8-84A 

YD 

25  Jon 

85 

ME  YO 

99 

5610 

Quontitotive  Extraction  Of  Bitumen  From  Bituminous  Paving  Mixtures  •  8  Jon 

81  REV-MC 

ASTM  02172-81 
NOTICE  1 

YO 

12  Jun 

87 

CE  YD 

99 

5610 

Quartzite  Aggregote  Validated  Apr  82... . . . . . . . 

MIL-0-23774 

OS 

25  Jun 

63 

OS 

5610 

Quicklime  For  Structural  Purposes  *  30  Nov  79  (Reopproved  1984)  Validated 

Aug  85  USER-CE 

ASTM  C579 

YD 

25  Jon 

80 

EA  YO 

99 

5610 

Quicklime,  Hydroted  Lime,  &  linestone.  Physical  Testing  Of,  Stondord  Test 

Method  For  -  30  Jon  1987  USER-CE  MC 

ASTM  Cl  10-87 

YO 

05  Stp 

88 

EA  YD 

99 

5610 

Refroctorie*,  Costoble,  Stondord  Ciossificafion  For  •  27  Jon  84  USER-CE  MC  .... 

ASTM  C401-84 

YO 

18  Jon 

85 

YO 

5610 

Resin  Mortars,  Chemicol-  Resistant  -  28  Jun  1985  USER-CE  REV-MC . . 

ASTM  C395-85 

YD 

01  Moy 

87 

ME  YO 

99 

5610 

Rood  And  Paving  Materials,  Sieve  Analysis  Of  Minerol  Ziller  For  11  Jon  1985 
USER-MC 

ASTM  0546  85 

YO 

22  Sep 

85 

CE  YD 

99 

5610 

.Rood-Tc',  Sto^dord-VolMm*  r<>rr*ction-Tnhl*  For  --27  Mor  1987  USER-CE ........ 

ASTM  0633-87 

YD 

07  Aug 

87 

YD 

20 

5610 

Rood  Tors,  Sulfonotlon  Index  Of  •  30  Apr  82 . . . . . 

ASTM  0872-82 
NOTICE  1 

YD 

12  Jun 

87 

CE  YD 

5610 

5610 

Root  Cootings,  Aspholt  -  26  Nov  75  Validated  Feb  86  USER-CE  _ _ _ _ _ — ....... 

Roofing  Coating,  Asphalt  Emulsion  . . . . . 

ASTM  D2S23-75R81 
A-A-912 

YD 

1 

24  Aug 
26  Jun 

81 

80 

ME  YD 

5610 

Sompling  Aggregotes  •  26  Mor  B2  Validated  Jun  87  .......................................... 

ASTM  075-82 

YO 

12  Jun 

87 

YD 

99 

5610 

5610 

5610 

Sond  Equivalent  Volue  Of  Soils  &  Fine  Aggregote  *  27  Jun  74  Validated  Oct 

86  USER-CE  REV-MC 

Sand,  Fine,  Aggregote.. . . . . . . . . . . . . . . 

Sand,  For  Use  In  Sheet-ospholt  Or  Bituminous-concrete  Pavements . . 

ASTM  D2419-74R79E1 
NOTICE  1 

SS-S-00718 

SS.S-71A 

YD 

t 

t 

16  Oct 

08  Aug 
28  Aug 

86 

68 

42 

YD 

5610 

Sandstone  Building  Stone  -  27  Dec  1985  USER-CE  MC  . . 

ASTM  C616-85 

YO 

22  Nov 

86 

YO 

5610 

Seal,  Slurry,  Design,  Testing,  &  Construction  Of,  Stondord  Proctifes  For  -  11 

Sept  1964  USER-MC  REV-CE  84 

ASTM  03910  84 

•YO 

12  Jun 

87 

ME  YD 

99 

5610 

Shotcrete,  Fiber  Reinforced,  Slote-of-the-ort  Report  On  •  1984  . . . 

ACI  506.1R-84 

YD 

14  Ocl 

87 

YO 

366 
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CUSTODIAN 

5610 

Shotcrtte,  Nozzlemen,  Guide  To  Certificotlon . . . . . . . 

ACI  506.3R-82 

YD 

14  Ocl 

87 

YO 

5610 

5610 

5610 

Shotcreting^  Recommended  ProcHce  For  •  Jun  83  . . . . . . . 

Slog.  Stone  &  Grovel.  Cruihed  For  Bituminoui  Paving' Mixtures . . . 

Soil  &  Rock  As  Used  N  Engineering  Design  &  Construction.  Evoiuotion  0( 

ACI  506  66R83 
SSS-445A 

ASTM  D3740-80 

YD 

t 

YD 

25  Jul 

13  Jun 

11  Ftb 

84 

74 

85 

YD 

ME  YO 

5610 

Agencies  Engoged  In  The  Testing  And/or  Inspection  Of  •  28  Nov  80  USER>CE 

MC 

Soil  &  Rock.  Investigating  &  Sompting  For  Engineering  Purposes  <•  16  Dec  69 

ASTM  OAM-SRRyE 

YD 

05  Ok 

80 

YD 

99 

5610 

Validated  Dec  84  USER-CG 

Soil  &  Soil  Aggregate  Mixtures  Using  5.5*18  (2.49  Kg)  Rammer  &  12  In.  (305 

ASTM  0698-78 

YD 

29  Oct 

82 

ME  YD 

99 

5610 

Mm)  Drop.  Moisture  Density  Reiotions  Of  •  27  Apr  78  Validated  Oct  65 

Soil  &  Soil  Aggregate.  Density  Of.  In  Place  8y  Nuclear  Methods  (Shollow 

ASTM  D2922-81 

YO 

17  0« 

82 

ME  YO 

99 

5610 

Depth)  •  29  May  1981  Validated  Oct  85 

Soil  &  Soil  Aggregote.  Moisture  Content  Of.  in  Place  Sy  Nucleor  Methods 

ASTM  D3017-78 

YD 

11  0« 

78 

ME  YO 

99 

5610 

(Sholow  Depth)  -  27  Jon  78  Validated  Oct  85  USER-CG 

Soil  &  Soil  Aggregate  Mixtures  Using  10  Lb  (4.54  Kg)  Rammer  &  16  In.  (457 

ASTM  D1557-7S 

YD 

16  Oct 

86 

ME  YO 

99 

5610 

Mm)  Drop.  Moisture  Density  Reloticns  Of  •  27  Apr  76  Validated  Oct  86 

USER.CE  MC  REV.82  71 

Soil  *  Aggregate  Subbase.  Bose  And  Surfoce  Courses.  Moteriols  For  *  13  Sep 

NOTICE  1 

ASTM  D1241.6SR79 

YD 

04F.b 

85 

YD 

56.0 

68  USER-CE  MC 

Soil  Cement  Cylinders.  Compressive  Strength  Of  Molded.  Stondord  Test  Method 

ASTM  01633^4 

YD 

18  Feb 

85 

ME  YD 

99 

5610 

For  -  28  SEP84  USER-CE  MC 

Soil  Cement  Mixtures.  Moisture  Density  Relations  Of  -  1  Oct  62  Validated  Oct 

85 

Soil  Cement  Mixtures.  Compacted.  Wetting  A  Drying  Test  Of  >  30  Jul  82 

ASTM  0558-82 

YD 

17  0« 

82 

ME  YD 

5610 

ASTM  0559-82 

YD 

17  0.C 

82 

ME  YD 

5610 

Validated  Oct  65  USER-CE  MC 

Soil  Cement  Mixtures,  Compocted.  Freezing  8  Thowing  Tests  Of  •  30  Jul  82 

ASTM  0560-82 

YD 

17  Dec 

82 

ME  YO 

5610 

Valiihted  Oct  85  USER-CE  MC 

Soil  In  Ptoce  By  The  Sand-cone  Method.  Density  Of  •  26  Nov  1982  USER-MC 

ASTM  D1556-82E1 

YD 

16  Dec 

86 

CE  YO 

99 

5610 

REV.71  82 

Soil  In  PIdce  By  The  Drive-cylirKler  Method.  Density  Of  •  28  Nov  83  USER-CE 

MC 

Soil  In  Place  By  The  Rubber  Balloon  Method.  Density  8  Unit  Weight  Of. 

ASTM  02937-83 

YD 

11  Feb 

85 

ME  YD 

5610 

ASTM  02167-84 

YO 

24  Apr 

85 

YD 

5610 

Stondord  Test  Method  For  •  30  Nov  84  USER-CE  MC 

Soil  Samples  For  Porti:le-size  Anolysis.  Wet  Preporotion  Of.  And  Determinotion 

ASTM  D2217-8S 

YD 

20  Dec 

85 

YD 

99 

5610 

Of  Soil  Constonts.  Stondord  Proctice  For  •  26  July  85  USER-CG 

Soil.  Lobdrotory  Compocted.  Beoring  Ratio  *  27  Jun  77  Validated  Oct  65 

ASTM  D1883-73R7S 

YD 

05  Dec 

80 

YO 

99 

5610 

USER-CG 

Soil.  Liquid  limit.  Plostic  Limit..&  Plosticity  Index  Of.  Stondord  Test  Method  For 

ASTM  04318-84 

YD 

19  Apr 

85 

YO 

5610 

-  26-Oct  84  USER-CE  MC 

Soil.  Rock.  &  Soil  Aggregote  Mixtures.  Loboroiory  Determinotion  Of  Woter 

ASTM  02216-80 

YD 

08  Feb 

85 

YO 

5610 

(Moisture)  Content  Of/  Stondord  Test  Method  Of  •  30  Moy  80  USER-CE'MC 
Soils  &:Co!culation  Of  Relotive' Density.  Minimum  Index  Density  Of  •  27  Moy 

ASTM  042S4-83 

YD 

24  Dec 

84 

YO 

5610 

83  (Must  Be  Used  In  Conjunction  With  Astm  D4253-83)  USER-CE  MC 

Soils  For  Engineering  PurposeSrClossificolion  Of.  Stondord  Test  Method  For  * 

ASTM  02487-85 

YO 

14  Mor 

86 

YD 

n 

5610 

25  Oct  85  USER-CE  YD  REV.80 

Soils  Using  A  VIbrotory  Toble.-Moximum  Index  Density  Of  •  27  Moy  83  (Must 

ASTM  04253-83 

YO 

24  Sep 

84 

ME  YD 

5610 

Be  Used  In  Conjunction  With  Astm  D4254-83)  USER-CE  MC 

Soils.  Amount  Of  Moteriol  In.  Finer  Thon  The  No.  200  Sieve  -  15  Sep  54 

ASTM  D114054R71 

YO 

22  Sep 

77 

ME  YD 

99 

5610 

Validated  Oct  85 

Soils.  Porticle-size  Analysis  Of/ Stondord  Method  For  21  Nov  63  USER-CE- MC.. 

ASTM  D422-63R72E1 

YD 

04  Feb 

85 

YD 

5610 

Soils.  Penetration  Test  &  Split  -  Borrel  Sampling  Of  •  11  Sep  84  USER-CG........ 

ASTM  01586-84 

YD 

18  Feb 

85 

YO 

99 

5610 

Soils,  Thin  Wolled  Tube  Sompling  Of,  Stondord  Proctice  For  •  17  Aug  83 

ASTM  01587-83 

YD 

19  Jul 

84 

YD 

99 

5610 

USER-CG 

Specimens.  Compacted  Bituminous  Mixtures  Using  Porrofin-cooted,  Bulk  Specific 

ASTM  D1 188-88 

YD 

04  Nov 

88 

CE  YO 

5610 

Gravlty-&~Density  Of.  Stondord  Test  Method  For  -  25  Mcr  1968  USER-MC 
Stondord.Clossiftcation  Of  Castable  Refractories  •  25  Nov  77  USER-CE  MC  ...... 

ASTM  C401-77R3E1 

YO 

1D>ug 

84 

YO 

5610 

Stone.  Crushed.  Crushed  Slog.  And  Gravel  For  Single  Or  Multiple  Bituminous 

ASTM  01139-83 

YD 

11  Feb 

85 

YD 

5610 

Surface  Treatments  •  29  April-1983 

Stone,  Granite  Building  -  27  Dec  85  USER-CE  MC . . . . 

ASTM  C615  85 

YO 

02  Dec 

86 

YD 

5610 

Stone,  Slate  Building.  Stondord  Specification  For  •  25  Jon  80  (Reopproved 

ASTM  C629-e0 

YO 

24  Jon 

85 

YD 

5610 

1985)  USER-CE  MC 

Slones,  Terms  Relotlngto  Nolural  Building,  Stondord  Definitions  OF'16  Nov  87.. 

ASTM  C119-87A 

YO 

30  Mor 

88 

ME  YD 

99 

5610 

5610 

Stfucturol  Concrete  For  Buildings,  Specifications  For  -  Feb  84.... . . 

Tor  •  25  Mor  77  (Reopproved -1983)  Validated  Mar  88 . . . . . 

ACI  301-84 

NOTICE  1 

ASTM  0490-77 

YD 

YO 

05  Sep 

31  Mor 

84 

88 

YD 

CE  YO 

99 

5610 

Wolkwoy  Compound,  Nonslip  And  Walkway  Motting,  Nonslip  Validated  Avg 

NOTICE  1 
M1L*W'5044C(1) 

84 

19  Jun 

74 

ME  AS 

99 

5610 

84  REV-MI  AV 

Wolkwoy,  Coating  And  Motting,  Nonslip,  Aircrofl.  Applicotion  Of  (Asg) 

MII-W-5050A 

AS 

31  Jan 

58 

AV  AS 

99 

5620 

5620 

Voiiddied  Feb  84  REV-MI 

Brick  Building,  Concrete . . . . . . . . . . . . 

Brick  Facing  (Solid  Mosonry  Units  Mode  From  Cloy  Or  Shole)  -  4  Apr  81 . . 

SS-B-663B 

ASTM  C216-81E1 

t 

YD 

09- Jun 
22  Aug 

65 

83 

ME  YD 

99 

5620 

Brick  Fireclay  &  High  Alumino  Refroctory  >-  27  Jon  84  USER-CE  MC  . 

ASTM  C27-84 

YO 

2TDee 

84 

ME  YD 

99 

5620 

Brick,  Building.  (  Solid  Mosonory- Units  Mode  From  Cloy  Or  Shole  •  10  Feb 

ASTM  C62-87 

/YD 

22=Moy  87 

ME  YD 

99 

5620 

1987 

Brick,  Colcium  Silicate  Face.  (Send  Lime  Brick) «  2  Jun  75  USER-CE  REV-MC  .... 

ASTM  C73-75 

YD 

24  Sep 

82 

ME  YD 

5620 

Brick,  Concrete  Building  •  2  Jun-75 . . . . . . . . . 

ASTM  C55-80 

YD 

01  Ocl 

81 

ME  YO 

99 

5620 

Brick,  Feeing,  (Solid  Mosonory-Units  Mode  From  Cloy  Or  Shole  •  26  Sept  1986 

ASTM  C2I6-86 

YD 

19  Nov 

86 

ME  YD 

99 

5620 

Brick,  Hollow,  (Hollowmosonry.  Units  Mode  From  Cloy  Or  Shole  •  28  Aug  87  .... 

ASTM  C652-87 

YO 

09-Nov 

87 

ME  YD 

99 

5620 

Brick,.Sewer  &-MonhoIe  (Mode  From  Cloy  Or  Shole)  -  18  Jun  73  (Reopproved 

ASTM  a2-73R79 

YO 

01  Ocl 

81 

ME  YO 

99 

5620 

1984) 

Concrete  8'Col<ium  Silicote  Mosonry  Units  Prefoced  (R85)  USER-CE  REV-MC.... 

ASTM  C744-79E1 

YD 

22  Aug 

83 

ME  YO 

99 

387 
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5620 

Concrete  &  Colcium  Sillcote-Matonry  Unlts  Prefoced  •  27  Apr  73  VoUdoted  Mar 

ASTM  C744-7379E1 

YD 

22  Aug 

83 

ME  YD 

99 

86  USER-CE  REV-MC 

5620 

Concrete  &  Concrete  Aggregotes  •  8  Mor  1988  USER‘CE  MC  . . . . 

ASTM  C125-88 

YD 

21  S.p 

88 

ME  YD 

5620 

Concrete  Block,  Drying  Shrinkage  Of  >  27-Feb  70  (Reopproved  1982)  VoUdottd 

ASTM  C426-70R76 

YD 

10-Jun 

81 

Ct  YD 

11 

Jon  85 

5620 

Concrete  Cores^  Drilled,  Measuring  length  Of,  Stondord  Test  Method  For  •  9 

ASTM  C174-87 

YD 

31  Jul 

87 

YD 

Mor  1987  USER-CE  MC 

5620 

Concrete  Masonry  Units,  Solid  lood>beoring  -  29  Mar  1985 . . . . . . 

ASTM  C145  85 

YD 

19  Aug 

86 

ME  YD 

99 

5620 

Gloss  Flat,  Standard  Specification  For  -  26  Apr  85  USER*C£  MC  REV*64  . . . 

ASTM  C1036-8S 

YD 

31  Jul 

86 

YD 

99 

5620 

Gloss  Units,  Seoled  Insuloting,  In  Verticol  Position,  Dew/frost  Point  Of  •  26  Jon 

ASTM  E576-79 

YD 

06  Jun 

80 

YD 

1979  Validated  Jan  84 

5620 

Gloss  Units,  Stondord  Test  Method  For  rrost  Point  Of  Seoled  Insuloting  •  25 

ASTM  E546-83 

YD 

20  Jon 

84 

YD 

Feb  83  USER-CE  OS  SH  REV-GS 

5620 

Gloss,  Fioot  Or  Plate,  Sheet,  Figured  (Flot,  For  Glazing,  Mirrors  And  Other 

DD-G-451D 

X 

25  Apr 

77 

Uses) 

5620 

Gloss,  Fioot,  Sheet,  Figured,  Cooted  (Heot*strengthened  And  Tempered) 

DD-G-1403C 

*YD 

13  Sep 

83 

ME  YD 

99 

USER-CE  MC  REV-84 

5620 

Gloss,  Heot'treoted,  Glazing,  Rectongulor  (For  Bridge  Windows) . . 

MIL-G-28578 

SH 

10  Nov 

88 

ME  SH 

84 

5620 

Gloss,  Heot'treoted  Flot  >  Kind  HS,  Kind  FT  Cooled  &  Uncooted  Gloss  •  27  Sep 

ASTM  C1Ci48-85 

YD 

31  Jul 

86 

YD 

99 

85  USER-CE  REV-MC  84 

5620 

Mosonry  Assembloges,  Diogonot  Tension  (Sheer)  In  •  20  Apr  81  USER>CE . 

ASTM  E519-81 
NOTICE  1 

yp 

05  Jun 

87 

ME  YD 

99 

5620 

Mosonry  Units,  Concrete,  For  Construction  Ofcotch  Boslns  &  Monhotes  •  27  Apr 

ASTM  C139-73R79 

YD 

28  Jul 

81 

ME  YD 

99 

73  (Reopproved  1985)  Validated  Mar  86 

5620 

Mosonry  Units,  Sampling  &  Testing  Concrete  •  02  Jun  75  Validated  Jon  66...,,... 

ASTM  C140-75R80 

YD 

10  Jun 

81 

CE  YO 

11 

5620 

Mosonry,  Flexural  Bond  Strength  Of  •  1  Aug  80 -Validated  Dee  $5. . . 

ASTM  E518-80 

YD 

22  Moy 

81 

ME  YD 

99 

5620 

Stone,  Noturol  Building,  Absorption  &  Bulk  Specific  Grovity  Of  24  June  1983 

ASTM  C97-83R88 

YD 

21  Sep 

88 

YD 

USER-CE  MC 

5620 

Tile,  Focing.  Structural  Cloy  >  19  Sept-1960  (  Reopproved  1986  . . 

ASTM  C212-60R86 

YD 

29  Moy 

87 

YD 

99 

5620 

Tile,  Gypsum  (Interior,  Floor  And  Roof,- Precost) . . . 

SS-T-3158 

t 

10  Jul 

74 

5620 

Tile,  Structurol  Cloy  Focing  •  19  Sep  M  Validated  Jen  85 . . 

ASTM  C2 12-60-75 

YD 

30  Mor 

81 

YD 

99 

5620 

Tile,  Structural  Coy  Non<  Load*  Beoring  (^Reopproved  1986)  •  15  Apr  1971...... 

ASTM  C56-71R86 

YD 

07  Moy 

87 

ME  YD 

84 

5620 

Tile,  Wall,  Structural  Cloy  Lood-beoring-'  26  Oct  1964  Validated  Feb  85.,..,,....., 

ASTM  C34-84 

YD 

25  Sep 

85 

ME  YO 

99 

5620 

Water  Penetrotion  And  leokoge -Through  Masonry,  Stondord  For  •  3  Oct  86 . 

ASTM  E5 14-86 

YD 

03  Nov 

87 

ME  YO 

99 

5630 

Cement  Asbestos  Pressure  Pipe  • -25  Mar  83 . . . . . 

ASTM  C296-83 

YD 

11  May 

84 

ME  YD 

99 

5630 

Cement  Tronsmission  &  Feeder  Main  Pipe,  Sizes  18  Inches  Thru  42  Inches  (450 

AWWA  C403-84 

YD 

31  Jon 

85 

YD 

MM  T  Ru  1050  MM),  The  Selection  Of  Asbestos  ■  30  Jon  84 

5630 

Cloy,  Vitrified,  Pipe  lines,  Stondord  Proctice  For  Installing  -  26  Sept  1966  . 

ASTM  C12-86 

YD 

31  Ocl 

86 

CE  YD 

99 

5630 

Concrete  Arch  Culvert,  Storm  Drain,  &  Sewer  Pipe,  Reinforced,  Stondord 

ASTM  C506-84B 

YD 

25  Jul 

85 

YD 

SpMlflcotion  For  ■  28  0«  84  USER-CE  MC 

56' 

o«r»l«  Arch  Culvorl,  R.lnforced,' Storm  Oroin,  And  S.v>v  Pip.  (Mttric)  •  28 

0.C  1984  USER-CE  MC 

ASTM  C:506M  84A 

YD 

25.Jul 

85 

YD 

563<. 

.oncrete  Drain  Tile,  Stondord  Specifiedtibn  For «  25  Feb  83  USER*CE  MC . 

ASTM  C412-83 

YD 

25  Moy 

84 

YD 

99 

5630 

Concrete  Pressure  Pipe,  Reinforced,  Steel  Cylinder  Type,-' For  Woter  &  Other 

AWWA  (:300-82 

YD 

02  Apr 

85 

YD 

Liquids,  Awwo  Stondord  For  >  16  May  82  USER>CE  MC 

5630 

Concrete  Pressure  Pipe,  Prestressed,-Steei  Cylinder-Type,  For  Water  &  Other 

AWWA  C30T-84 

YD 

02  Apr 

85 

YO 

Liquids,  Awwo  Stondord  For  •  30  Jon  1984  USER*CE  MC 

5630 

Concrete  Sewer,  Storm  Drain,  &  Culvert  Pipe.(Metric)  •  1  Apr  1^2  USER*CE 

MC 

Culvert,  Reinforced  Concrete  Ellipticol,.Storm  Droin,  &  Sewer  Pipe  *28  Dec 

ASTM  C14M-82 

YD 

31  Jul 

87 

YD 

99 

5630 

ASTM  C507-84A 

YD 

16  Ocl 

86 

YD 

99 

1984  USER-CE  REV-MC 

5630 

Culvert,  Reinforced  Concrete  D-lood,~Storm  Drain,  &  Sewer  Pipe,  Stondord 

ASTM  C655-85A 

YD 

26  Moy 

86 

YD 

■>: 

Sp«!f!cat:on  For  ■  27  Dec  85  USER-^E  MC  REV-84 

5630 

Culvert,  Storm  Droin,  &  Sewer  Pipe  irorced  Concrete,  Stondord 

ASTM  C76-BSA 

YD 

12  Jon 

86 

YO 

99 

Specificotion  For  •  Dec  85  USEk'ME  MC 

5630 

Insertion  Of  Flexible  Polyethylene  Pipe. Into  Existing  Sewers  ^  29  Jun  78 . 

ASTM  F585-78 

ME 

03  F.b 

81 

ME  YD 

99 

5630 

icint.  Grooved  &  Shouldered  Type  •  25  Jon  81  USER'MC.. . . 

AWWA  C606  81 
NOTICE  1 

YD 

08-Jun 

87 

ME  YD 

99 

5630 

Joints  For  Circular  Concrete  Sewer  &  Culvert  Pi^,  Using  Rubber  Goskets 

ASTMC  443-85AE1 

YD 

01  Jun 

88 

YD 

99 

(M.lric  •  27  D.e  1985  USER-CE  MC 

5630 

Joints  For  CIrculor  Concrete  Sewer  ^  Culvert  Pipe,  Using  Rubber  Goskets  *  27 

ASTM  C443-85AE1 

YD 

04  Sep 

88 

YO 

99 

D.C  85  USER-CE  MC 

5630 

Joints,  Compression,  For  Vitrified  Cloy  Pipe  &  Fittings,  Stondord  Specificotion 

ASTM  C425-86 

YD 

13  Ocl 

86 

ME  YD 

99 

For  ■  26  S.p  86  USER-MC  REV-CE 

5630 

Monhole  Sections,  Precost  Reinforced  Concrete,  Stondord  Specification  For  •  27 

ASTM  C478-8SA 

YD 

3'  Aug. 

86 

YD 

99 

Dk  85  USER-CE  MC 

5630 

Monhole  Sections,  Precast  Reinforced  Concrete,  Stondord  Specificotions  For 

ASTM  8478M-S5A 

YD 

08  Sep 

36 

YO 

99 

(M.tric  ■  27  Dk  85  USER-CE  MC 

5630 

Pipe  &  Fittings,  Moklng.Solvent  >  Cemented. Joints  With  Poly  (Vinyl  Chloride) 

ASTM  D2855-83 

YD 

20  Mor 

89 

YD 

99 

(Rve)  -  25  Mor  83  USER-ME  CE  REV-MC 

5630 

Pipe  And  Fitting,  Heotjoining  Polyolefin  '  27  Feb  1987  USER'MC . . 

ASTM  D2657-87 

yd 

31  Jul 

87 

CE  YD 

5630 

Pipe  Pressure  For  Water-&  Other  Liquid  Nonc)dinder  Type  Reinforced  Concrete 

AWWA  C302.74 

Yd 

08  Jun 

87 

ME  YD 

99 

■  28  Jon  74 

NOTICE  1 

5630 

Pipe,  Asbestos  Cement  Distribution,  4  In,  Through  16  In.  (100  Mm  Through  400 

AWWA  C401-83 

YD 

04  Sep 

83 

ME  YD 

99 

Mm)  For  Woter  &  Other  liquids,  The  Seleclion  Of  •  30  Jon  1983 

5630 

Pipe,  Asbestos  Cement  Underdroin  Pipe  •  25  Mor  83 . . . . . . . . 

ASTM  C508-83 

YD 

10  Moy  84 

YO 

99 

5630 

Pipe,  Asbestos  Cement,  Work  Practices  For  -  1978  Validated  Jun  87  USER'MC.. 

AWWA  Ml 6-78 

YD 

12  Jun 

87 

ME  YD 

99 

5630 

Pipe,  Asbestos*cement,. linings  For,  Stondord  Specification  For  •  30  Sep  83 

ASTM  C541-83 

YD 

06  Sep 

84 

ME  YD 

99 

USER-CE 

5630 

Pipe,  Bituminiied  Fiber  (And  Fittings) . . . . . . 

SS-P-1540e 

t 

25  Sep 

73 

5630 

Pip.,  Cloy  (Droin)  USER-CE  CG  MC . 

SSP.1229A 

•/. 

02  Moy  68 

5630 

Pipe,  Cloy,  VitrifiedfStondord  Methods  Of  *  30  Jon  87  USER'MC  REV'84 . . 

ASTM  C301-87 

YD 

15  Jul 

87 

YO 

99 

368 
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5630 

Pipe,  Concrete  (Nonreinforced,  Sewer,  Storm  Droin,  And  Culvert)  Validated  Jan 

69 

Pipe,  Concrete,  Perforated  -  31  Dec  80  Validated  Feb  86  USER*CE  MC.. . 

SS-P-371E 

t 

28  Aug 

68 

6630 

ASTM  C444-80 

YD 

14  Aug 

81 

YO 

99 

6630 

Pipe,  DIttribution,  Asbestos  Cement,  4  Through  16  Inch  (100  MM  Through  400 

AWWA  C400-80 

YD 

10  May 

82 

ME  YD 

99 

MM)  NP5,  For  Woter  &  Other  Liquids  -  15  Jun  74  (W/addendum  Dtd  30 

Jan  83)  USER-MC 

6630 

Pipe,  Droin  &  Sewer,  Laminated  Woli  Bituminized  Fiber  •  30  Sep  77 

ASTM  D1862-77 

YD 

18  Moy 

81 

ME  YO 

99 

(Reapproved  1981)  Validated  Apr  83  USER'ME  CE 

6630 

Pipe,  Droin  &  Sewer,  Lominoted  Woll  Bituminized  Fiber  •  1  Feb  88  USER«ME 

CE 

Pipe,  Perforoted,  Lominoted>woII  Bituminized  Fiber,  For  Genera)  Deoinoge, 

ASTMD  1862-88 

YD 

17  Nov 

88 

ME  YD 

99 

6630 

ASTM  D2417-88 

YD 

17  Nov 

88 

ME  YD 

99 

Stanard  Specification  For  •  1  Feb  88 

6630 

Pipe,  Perforated  Concrete,  Stondord  Specification  For  (Metric)  -  2  Apr  1967 

ASTM  C444-87 

YD 

17  Nov 

88 

YD 

99 

USER-CE  ME 

6630 

Pipe,  Perforated  Concrete,  Stondord  Specificotion  For  (Metric  •  2  Apr  1987 

ASTM  C444M-87 

YD 

17  Nov 

88 

YD 

99 

USER-CE  ME 

6630 

Pipe,  Porous  Concrete  -  27  Aug  1982  USER*CE  MC . 

ASTM  C664-82 

YD 

27  Sep 

85 

YD 

6630 

Pipe,  Porous  Concrete  (Metric)  •  30  Mar  1984  USER*CE  MC . . 

ASTM  C6S4M-S4 

YD 

27  Sep 

86 

YD 

6630 

Pipe,  Pressure  Concrete  -  1979  USER<MC . . . . 

AWWA  M9-79 

NOTICE  1 

YD 

12  Jun 

87 

ME  YD 

99 

6630 

Pipe,  Pressure,  Asbestos  Cement,  Installation  Of  •  28  Jan  78  USER*MC . 

AWWA  C603-78 

YD 

08  Apr 

82 

ME  YD 

99 

6630 

Pipe,  Reinforced  Concrete  Low-heod  Pressure,*  21  Oct  1985  USER*MC . 

ASTM  C361-8SA 

YD 

23  Dec 

86 

YO 

99 

6630 

Pipe,  Reinforced  Concrete  Low*heod  Pressure,  (Metric  •  21  Oct  1985  US£R*MC 

ASTM  C361M-86A 

YD 

23  Dec 

86 

YD 

99 

6630 

Pipe,  Sewer  And  Fiber  Drain,  laminoted-wall  Bituminized,  Stondord 

ASTM  D 1862-88 

YD 

17  Nov 

88 

ME  YO 

99 

Specification  For «  1  Peb  88 

6630 

Pipe,  Sev'er,  Asbestos  Cement  Nonpressure  •  30  Oct  81  USER*CE . . . 

ASTM  C428-81 

YD 

26  Feb 

82 

YD 

99 

6630 

Pipe,  Sewer,  Flexible  Thermoplastic,  Standard  Practice  For  Underground 

ASTM  D2321-83A 

YD 

24  Mor 

89 

CE  YD 

Installation  Of  •  30  Dec  63  USER<MC 

6630 

Pipe,  Storm  Drain,  AsbesfoS'cement,  Standard  Specificotion  For  •  22  Mor  83  .... 

ASTM  C663-83 

YD 

11  Moy 

84 

YD 

99 

6630 

Pipe,  fronsmission,  Asbestos  Cement,  18  In.  Through  42  In.,  For  Water  &  Other 

AWWA  C402-77 

YD 

10  May 

82 

ME  YD 

99 

liquidi  •  30  Jan  77  USER-MC 

6630 

Pipe,  V  trifled  Cloy,  Extro  Strength,  Standard  Strength,  &  Perforoted,  Stondord 

ASTM  C700-88 

YD 

17  Nov 

88 

ME  YD 

99 

Specification  For  •  29  Jon  88 

6630 

Reinforced  Concrete  Pressure  Pipe,  Steel  Cylinder  Type,  Pretensioned,  For 

AWWA  C303-87 

YD 

05  Sep 

88 

YD 

99 

Woter  &  Other  Liquids  -  14  Jun  1987  W/erratum  1*88  USER'CE  MC 

6630 

Sewer,  Concrete,  Storm  Droin,  &  Culvert  Pipe  *  1  Apr  82  Validated  Jun  87 

ASTM  Cl 4-82 

YD 

05  Jun 

87 

YD 

99 

USER-CE  MC 

NOTICE  1 

6630 

Spring,  Helical  Torsion . . . . . . 

Ma-S-826e4  (1) 

OS 

29  Moy 

86 

OS 

6630 

Tile  Clay  Drain  Perforated  *  27  Dec  65 . . . . . . . . . . 

ASTM  C498-65R86 
NOTICE  1 

YD 

04  Aug 

88 

YD 

99 

6630 

Tile,  Concrete  Droin,  Standard  Specificotionfor,  (Metric)  ■  25  FE81f^3  USER*CE 
MC 

Tile,  Droin,  Perforated  Cloy  •  27  Dec  65  Validated  Feb  86 . . . 

ASTM  C412M-83E1 

YD 

31  Jul 

87 

YD 

99 

6630 

ASTM  C498-6^1 
ASTM  C4-62  O  86 

YD 

21  Aug 

81 

YD 

99 

6630 

Till.,  Cloy  Droin  USER-CE  REV-CS . 

YD 

04  Sep 

88 

ME  YD 

99 

6640 

Acoustical  Absorptive  Boord,  Fibrous  Glass,  Perforated  Fibrous  Gloss  Cloth 

MII-A-230S4A  (1) 

SH 

25  Jun 

84 

SH 

Foced 

6640 

Acousticol  Transmission  Loss  Barrier  Material . . . . . . . 

MIL-A-24699 

SH 

24  Feb 

88 

SH 

6640 

Asbestos  Cement  Flot  Sheets,  Roofing  And  Siding  Shingles  And  Clopboords, 

ASTM  C459-63R76 

YD 

08  Oct 

76 

YD 

99 

Sampling  And  Testing  -  30  Sept  1963  (Reopproved  1984)  Validated  May  82 

6640 

Asbestos  Cement  Sheetsfor  Bulkheoding  *  28  July  1978  (Reopproved  1984) 

ASTM  C746-78 

YD 

06  Feb 

79 

YD 

Vclidaled  Jan  64  USER-CE  REV-99 

6640 

Barrier  Moteriol  Vapor  (For  Pipe,  Duct  And  Equipment  Thermo),  Insulotion) ........ 

HH-B-100B 

•YD 

28  Sep 

73 

ME  YD 

6640 

Blanket,  Minerahfiber,  Thermal  Insulation  For  Light  Frame  Construction  And 

ASTM  C665-84 

YD 

29  Jul 

85 

YD 

99 

Monufactured  Housing  •  27  Jon  1964  R£V*84 

6640 

Blonket,  Mineral  Fiber,  &  Felt  Insulation  (Industrial  Type)  •  29  Moy  70  Validated 

ASTM  C553-70R77 

YD 

20  Mor 

80 

ME  YD 

Jon  S4  USER-CG  REV-MI  MC 

6640 

Boord  &  Coreboord,  Gypbum  Becking  •  31  Aug  84  REV.84 . . . . 

ASTM  C442-84A 

YD 

25  Jon 

86 

ME  YD 

99 

6640 

Boord  &  Coreboard,  Gypsum  Backing  •  30  Sept  1988  REV*84 . . 

ASTM  C442-84AR8EI 

YD 

10  Mar 

89 

ME,  YD 

99 

6640 

Boord,  Woter'resistont  Gypsum  Backing,  Stondord  Specificotion  For  -  26  Jul  85 

ASTM  C63038510-85 

YD 

13  Ocl 

86 

YO 

99 

REV-84 

6640 

Building  Boord  (Wood  Porticleboord'  rd  Pressed,  Vegetable  Fiber  . . . 

111-8-8008 

t 

20  Aug 

74 

6640 

Building  Boord  (Hard  Board)  Hord  Pre  zd.  Vegetable  Fiber............ . . 

111-8-8108 

INT  AMD  (1) 

t 

28  Sep 

73 

6640 

Building  Boord,  Hard  Pressed  Vegetable  Fiber  (Hardboard)  USER*ME  CE  MC  84 

A-A-2243 

/YD 

15  Mor 

84 

YD 

6640 

Building  Poper,  Vegetoble  Fiber  Or  Inorganic  Fiber  Reinforcement,  Reflective...... 

UU-B-1780 

INT  AMD  (1) 

t 

02  Nov 

72 

6640 

Building  Poper,  Vegetoble  Fiber,  (Kraft,  Woterproofed,  Woter  Repellent  And 

UU-B-790A 

•YD 

05  Feb 

68 

ME  YO 

99 

Fire  Resistant)  USER-CE  REV*MD 

INT  AMD  (1) 

6640 

Colcium  Silicate  Block  &  Pipe  Thermol  Insulotion  «  29  Aug  80  Validated  Dee  85 

ASTM  C533-80 

YD 

14  Aug 

81 

ME  YO 

USER-CG  R£V-MR 

6640 

Calcium  Silicate  Block  &~Pipe  Thermo.  InsuloMon  •  27  Sept  1965  USER-CG 

ASTM  C533-85 

YD 

15  Moy  87 

ME  YD 

REV-MR 

6640 

C.llulor  dost  Thermal  Intulolron  •  26  Aug  1986  USER-CG  SH  REV-CE  . 

ASTM  C552-86 

YD 

15  Moy  87 

ME  YO 

6640 

Cement,  Corbonoceous  Validated  Dec  82 . . . . . . 

MIL-C-46876 

Ml 

14  Dec 

73 

Ml 

6640 

Cement,  Expanded  Or  Exfoifoted  Vermiculite  Thermol  Insuloting  *  27  Feb  1987 

ASTM  C196-87 

YD 

01  Jun 

87 

YD 

99 

Validated  Jul  87  USER-MI 

6640 

Cement,  Finishing,  Minerol  Fiber  Hydraulic  Setting  Thermol  Insuloting  •  25  Jun 

ASTM  C449-82 

YD 

06  Jun 

87 

YD 

99 

82  USER-MI  REV-EA  SH 

NOTICE  1 

6640 

Cement,  Insulation,  High-Temperoture  REV>Mf.».. . . . . . . . 

MII-C-2861E 

SH 

05  Aug 

88 

ME  SH 

99 

6640 

Cement,  Mineral  Fiber  Thermal  Insulotion  -  30  Sep  77  fReopproved  1983) 

ASTM  C195-77 

YD 

31  Mor 

88 

YD 

99 

VaUdaied  Mar  88  USER-MI  REV-EA  SH 

NOTICE  1 

6640 

Cloth,  Asbestos  . . . . . . . . . . . . . 

SS-C-1783 

X 

29  Mar 

73 
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5640 

Cloth,  thread,  And  Tope>osbestos  Validated  Apr  52.... . . . . . . 

SS-C-466E 

INI  AMD  (2) 

X 

02  -lul 

64 

5640 

Compound,  Iniutoiing,  High,  Temperature  Validated  Jvl  84  USER*MI  R£V'>OS  .... 

MII-C-22608B 

AS 

09  Sep 

66 

AS 

99 

5640 

Cork  Boord  And  Cork  Type  thermol  Insulation, specificotion  For  Adopted  26  Jon 

ASTM  C640-83 

84 

06  Aug 

86 

ME  YD 

99 

83  U5ER.MC  REV.CE 

5640 

Fiber  Block  &  Boord  Thermol  insulation,  Minerol  •  25  Mar  83  USER*CG  REV*MI 

MC 

Fiber,  Ceilylostc  (  Wood*  Base)  Loose*  Fill  Thermol  Insulation  •  1  Moy  1986 

ASTM  C612-83 

YD 

20  Jon 

84 

ME  YO 

5640 

ASTM  C739-86E1 

YD 

27  Apr 

87 

YO 

99 

REV-84 

5640 

Fiber,  Mineral,  Preformed  Pipe  Insulotion  *  29  Jul  77  Validated  Mar  89.............. 

ASTM  C547-77 

YO 

24  Mar 

89 

ME  YO 

5640 

Gypsum  Backing  Boord,  Standard  Specification  Fc*  •  26  Jul  85  REV>84  . . 

ASTM  C630-85 

YO 

13  Oct 

86 

YD 

99 

5640 

Gypsum  Bose,  Appllcolion  Of,  To  Receive  Gypsum  Veneer  Ploster  -  30  Apr 

ASTM  C844-85 

YO 

27  Aug 

85 

YD 

1985  USER-CE 

5640 

Gypsum  Boord,  Applicot<on  &  Finishing  Of,  Stondord  Specificotion  For  •  31 

ASTM  C840-84A 

YO 

16  Aug 

85 

YO 

Aug  84  USER-CE 

5640 

Gypsum  Board,  Predccorated  •  16  Oct  1981  REV*84 . . .  . . . 

ASTM  C960  8I 

YD 

22  Moy 

87 

ME  YO 

99 

5640 

Gypsun,  Boord,  Sheathing  Stondord  Specification  For  REV*99 . . . 

ASTM  C79-87 

YO 

09  Dec 

87 

ME  YO 

99 

5640 

Gypsum,  Boord,  Sheothing  Standard  Specification  For  REV*99 . . 

ASTM  C79-87 

YD 

09  Dec 

87 

ME  YD 

99 

5640 

Heat  Flux  Meosurements  And  Thermol  Transmission  Properties  By  Meons  Of  The 

ASTM  C177-85 

AS 

22  -Ji/I 

86 

SM  AS 

69 

Guordcd'hot'plote  Apparatus,  Steody*slate*  22  Oct  1985  REV.GL  Ml  AR  ME 

MR  OS  SH  SA  YD  99 

5640 

Insulating  Boord  (Cellulosic  Fiber),  Structurol  &  Decorative  •  4  Dec  72 

ASTM  C208-72E 

YD 

31  Mor 

88 

ME  YD 

(Reapproved  1982)  Validated  Mar  88 

NOTICE  1 

5640 

Insuloting  Board  (Cellutosic  Fiber),  Structurol  And  Decorotlve  30  Nov  84 

ASTM  C209-84 

YD 

11  Moy 

87 

ME  YD 

REV-CE  MC  SH 

5640 

Insulation  Bott,  Nylon,  Thermol  . . . . . . . 

MIH-52172C 

Ml 

12  Aug 

83 

Ml 

99 

5640 

Insulation  Blanket,  Thermol  (Mineral  Fiber,  For  Ambient  Temperatures), . 

HH-I-S21F 

t 

04  Sep 

80 

5640 

insulotion  Blanket,  Thermol,  Fibrous  Mineral  Validated  Jul  80 . . . 

MIL-l-28188 

SH 

15  Moy 

68 

ME  SH 

5640 

Insulotion  Blanket,  Thermal  Acousticol  REV-MI. . 

MIL-I-7171C  (1) 

AS 

09  Oct 

81 

AV  AS 

99 

Q 

5640 

MIL-I-2819F  (2) 

INT  AMD  1  (SH) 

SH 

08  -lul 

82 

me  SH 

99 

5640 

Insulation  Boord,  Thermal,  Faced,  Polyurethone  Or  Polyisocyonurote  REV*CE  . . 

HH.I-1972  (1) 

/YD 

03  Ocl 

85 

ME  YO 

99 

5640 

insulation  Boord,  Perlite  Thermol  •  29  Jon  82 . . . . . . 

ASTM  C728-82 
NOTICE  1 

YD 

04  Jun 

87 

ME  YD 

5640 

Insulotion  Board,  Thermol,  Polyurethane  Or  Polyisocyonurote,  Foced  With 

HH  1-1972/1 

/YD 

12  Aug 

81 

ME  YD 

99 

Aluminum  Foil  On  Both  Sides  Of  The  Foam  Validated  Aug  6S  REV.CE 

5640 

Insulation  Boord,  Thermal,  Fibrous  Glass . . . . . 

MIL-I-742F  (1) 

SH 

30  Apr 

81 

ME  SH 

99 

5640 

Insulotion  Board,  Thermol,  Polyurethane  Or  Polyisocyonurote  Foced  With 

HH-l.1972/2  (1) 

/YD 

03  Ocl 

85 

ME  YD 

99 

Aspholt/orgonic  Felt,  Aspholi/osbestos  Felt  Or  Aspholt/gloss  Fiber  Felt  On 

Both  Sides  Of  The  Foom  REV-CE 

5640 

Insulation  Boord,  Thermol,  Polyurethane  Or  Polyisocyonurote  Foced  With  Pedite 

HH-1.1972/3 

/YO 

12  Aug 

81 

ME  YD 

99 

Insulation  Boord  On  One  Side  &  Aspholt/orgonic  Felt  Or  Aspholt/gloss  Fiber 

Felt  On  The  Other  Side  Of  The  Foom  Validated  Aug  3S  REV-CE 

5640 

Insulation  Board,  Thermol,  Polyurethane  Or  Polyisocyonurote  Faced  With 

HH-l-1972/4 

/YD 

12  Aug 

81 

ME  YD 

99 

Gypsum  Board  On  One  Side  &  Aluminum  Foil  Or  Aspholt/orgonic  Fell  On 

The  Other  Side  Of  The  Foom  Validated  Aug  85  REV-CE 

5640 

(nsulotion  Board,  Thermal,  Polyurethane  Or  Polyisocyonurote  Foced  With  Perlite 

HH-l-1972/5 

/YD 

12  Aug 

81 

ME  YD 

99 

Boord  On  Both  Sides  Of  The  Foam  Validated  Aug  85  REV-CE 

5640 

Insulation  Board,  Thermol,  Polyurethane  Or  Polyisocyonurote  Foced  With 

HH.|.1972/6 

/YD 

12  Aug 

81 

ME  YO 

99 

Minerol  Flberboord  On  One  Side  Of  The  Form  And  Gloss  Mot  On  The  Other 
Side  Of  The  Form  REV-CE 

5640 

Insulotion  Felt,  Thermol  And  Sound  Absorbing  Felt,  Fibrous  Gloss,  Flexible 

MII-I-22023D  (1) 

SH 

21  Feb 

84 

ME  SH 

99 

REV-MI  YO 

5640 

Insulation  Felt,  Thermol,  Glass  Fiber  USER-MC  OS  REV-AT  . . . 

MIL-I-16411F 

SH 

14  Nov 

88 

ME  SH 

L 

5640 

Insulotion  Mot'l,  With  Special  Corrosion,  Chloride,  &  Fluoride  Requirements 

MII-I-24244C 

SH 

21  Sep 

87 

SH 

(Use  Controlled  Further  Dissemination  Only  As  Directed  By  Novseosyscoom 
(Seo  9  B2) 

5640 

Insulation  Ponel,  Thermol  And  Acoustic  Absorptive,  Open-cell  Polyimide  Foom 

OOD-l-24688 

SH 

18  Aug 

87 

ME  SH 

99 

USER-MR  Ml  CG  REV-CE  YO  84 

L 

5640 

Insulotion  Sheet,  Cellular,  Plostic,  Thermol  USER-AV  REV-MI  MR  AR  84... . 

MII-I-14511C  (1) 

AT 

16  Feb 

88 

AT 

1 

5640 

Insulotion  Sleeving,  Thermol,  Tubulor,  Flexible  Validated  Apr  83  USER-ME . . 

MII-I-13042A  (1) 

AT 

22  Feb 

83 

AT 

5640 

Insulation  Thermal  (Loose  Fill  For  Pneumatic  Or  Poured  Applicotion),  Cellulosic 

HH-I-51SD  (1) 

t 

11  Ocl 

79 

Or  Wood  Fiber 

5640 

Insulotion,  Blocks,  Boards,  BlonVets,  Fells,  Sleeving  (Pipe  And  Tube  Covering), 

HH-I-558B  (3) 

t 

24  Aug 

76 

And  pipe  Filling  Covering,  Thermol  (Mineral  Fiber,  Industriol  Type) 

5640 

Insulation,  Efectricol,  Posted-mico  REV-MR . . . . . . . . 

HH-t-538B 

•Mi 

18  Mor 

64 

Ml  AS 

20 

5640 

insulation,  Exponded  Perlite  Block  &  Pipe  Thermal  '  29  Mor  1985  USER-CE  MC 

ASTM  C610-85 

YO 

30  Mor 

88 

ME  YD 

99 

REV-84 

1 

5640 

MIL-1  62521 

AT 

22  Jul 

87 

AT 

1. 

5640 

Insutotion,  Molo’co*,  Nolsc-borficf . . . .  — .......... 

.•.111 !  62520 

AT 

22  /■/' 

87 

AT 

L 

5640 

Insulation,  Ponel,  Noise-ond  Thermot-borrier  . . . 

MII-I-62S22 

AT 

22  Jul 

87 

AT 

L 

5640 

Insulation,  Panel,  Vibrotion-dompenlng  And  Thermol-borrier  . . . 

MIL-l-62523 

AT 

22  Jul 

87 

AT 

5640 

Insulation,  Perlite  Loose  Fill  -  30  Oct  1931  (Rcopproved  1986)  USER-C^  MC — .. 

ASTM  C549-81R86 

YO 

15  May 

87 

ME  YO 

99 

5640 

Insulotion,  Pipe,  Polyphosphorcne,  Sheet  &  Tubulor  USER-ME  OS  MC  REV-EA 

Mll-l-24703 

SH 

05  Apr 

88 

ER  SH 

20 

Ml  GS 

o 

5640 

Insulotion,  Pipe,  Thermal  . . . . . . . . . 

M1L-I-2781E  (2) 

INT  AMD  1  (SH) 

SH 

03  Jul 

82 

ME  SH 

99 

5640 

Insulation,  Pipe,  Thermol,  Fibrous  Glass....... . . 

Mll-l-22344 

SH 

26  Moy 

81 

SH 

99 

L 

5640 

Insulation,  Plastic,  Cellulor  Polyurethone,  Rigid,  Preformed  &  Foom  In  Piece 

MIL-I-24172A 

SH 

19  Nov 

86 

SH 

USER-YO 

5640 

Insulation,  Preformed,celIulor,  Polystrene,  Thermal,  Stondord  Specificotion  For  - 

ASTM  C578.87A 

YD 

30  Jul 

87 

ME  YO 

29MAY87 
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5640 

Insulotion,  Thermo),  For  Piping  &  Mochinery,  Selection  &  Applicotion  Of  •  31 

ASTM  F683-80 

SH 

06  Moy 

83 

SH 

Ocl80 

5640 

Insulolion,  Thermo)  (Expended  Periite) . . . . . . . . . 

A-A.903 

X 

15  Apr 

80 

5640 

(nsuiotion,  Thermo)  High  Temperoture  Alumina  Silica  Fiber  *  15  Jun  75 

AMS  3679-75 

AS 

06  Ok 

77 

AS 

11 

VaUdated  Jvl  84 

5640 

Insulation,  Thermo),  Silica  Fiber  •  1  Oct  1985  REV<ME . . . 

AMS  36808-85 

AS 

30  Dec 

86 

AS 

20 

5640 

Insulotion,  Unfaced  Preformed  Rigid  Cellular  Polyurethane  Thermo!  -  95  Jon 

ASTM  C591-85 

YD 

n  Moy 

87 

YD 

1985  RE''-CE 

5640 

Joint  Compounds  And  Tope,  Woilboord  (For  G/psum  Woliboord  Construction) .. 

SS.J-570B 

INT  AMD  1 

X 

09  Aug 

77 

5640 

Lothing  &  Furring,  Interior,  Instollotion  Of  -  15  Moy  1987  USER*C£  ME  REV-99 

ASTM  C841-87 

YO 

20  Jul 

87 

YO 

5640 

lothing  &  Furring,  Interior,  Installation  Of  •  30  Jon  81  USER-CE  . . . . . 

ASTM  C841-81 

YD 

09  Sep 

83 

YD 

5640 

Metol  Suspension  System  For  Acoustical  Tile  &  Lay  In  Pone!  Ceilings «  28  Aug 

ASTM  C635-87 

YD 

25  Mof 

88 

YO 

1987  USER-ME  CE 

5640 

Millboord,  Asbestos  VaUdated  Dee  82  USER-MC.. . . . . . 

KH-M-351E  (2) 

INT  AMD  (1) 

/Ml 

05  Moy 

77 

5640 

Mineral  Fiber  &  Mineral  Fiber,  Rigid  Celiulor  Polyurethone  Composite  Roof 

ASTM  C726  81 

YD 

31  Mar 

88 

ME  YO 

99 

Insulation  Boord  •  25  Sep  81  VaUdated  Mar  88  USER-Cc  CO 

NOTICE  1 

5640 

Minerol  Fiber  Blanket  Insulation  &  Blanket  Type  Pipe  Insulotion  (Meto)  Mesh 
Covered)  (Industrial  Type)  -  25  Nov  80  VaUdated  Jt/n  87  USER-CG  REV-M! 

MC 

Poper  Honeycomb,  60  Lb  /25  Kg)  Paper  -  1  Jan  1988 . . . 

ASTM  C592-80 
NOTICE  1 

YD 

01  Jun 

87 

ME  YD 

5640 

AMS  3720A-88 

AS 

10  Jun 

88 

MR  AS 

11 

5640 

Poper  Honeycomb,  125  Lb  (55  Kg)  Poper  <  1  Jon  1988..... . . 

AMS  3722A-88 

AS 

10  Jun 

88 

MR  AS 

11 

5640 

Paper,  Asbestos . . . . . 

HH.P.1784 

INT  AMD  (2) 

X 

19  Apr 

73 

5640 

Poper,  Honeycomb  (125  Lb  Poper)  VaUdated  Mar  8) . 

AMS  3722 

AS 

29  Jon 

71 

MR  AS 

11 

5640 

Paper,  Honeycomb  (60  lb  Poper)  -  15  Jun  53  VaUdated  Mar  81 . . 

AMS  3720-53 

AS 

29  Jon 

71 

MR  AS 

11 

5640 

Portitions,  Building,  laboratory  Meosurementof  Airborne  Sound  Tronsmission 

ASTM  E90-87 

YD 

30  Mor 

88 

YD 

99 

loss  Of 

5640 

Plaster,  Gypsum  Veneer,  Application  Of  *  30  July  1976  (Reopproved  1985 

ASTM  C843-76 

YD 

10  Sep 

83 

YD 

VaMalcd  Jut  85  USER-CE 

5640 

Ptoslic  Mcteriol,  Unicellular  (Sheets  And  Tubes)  USER-ME  OS  MC  YO  REV-MI 

MIL-P.15280J 

SH 

19  Dec 

88 

ER  SH 

20 

EA  GS 

5640 

Preformed  Flexible  Elostomeric  Cellular  Thermal  Insulation  In  Sheet  &  Tubulor 

ASTM  C534-«2 

YD 

01  Sep 

83 

ME  YD 

fomi  -  26  Nov  82  USER-CE  SH  REV.MC 

5640 

Procedures  For  Instollotion,  Inspection,  Maintenance,  And  Repoir  Of*  Absorber, 

MIL-STD-2184 

SH 

04  Nov 

85 

SH 

Reflector,  And  Decoupler  Acoustic  Moteriols  (Request  For  Issue  Other  Thon 

OOD  Must  Be  Sent  Via  Prep  Act  ■  Comd.,  NAVSEASYSCOM,  SEA-5523, 

Dept  Of  Novy,  Wash  DC  20362-5101 

5640 

Sheothing,  Fiberboord  Noil  Base  -  27  Feb  1987  USER-CE  MC . . . 

ASTM  02277-87 

YO 

28  Sep 

88 

ME  YD 

5640 

Sheet,  Corrugated  Asbestos-cement  -  27  Moy  1988  US6R-CF«.... . 

ASTM  C221-88 

YO 

27  Moy 

83 

YD 

99 

5640 

Sheets,  Flol  Asbestos  Cement  •  30  Sep  77  (Reopproved  1984)  Validated  Jan 

ASTM  C220-77 

YO 

06  Feb 

79 

YO 

99 

83  USER-CE 

5640 

Siding,  Fiber,  Semidense  Minerol  -  28  Jul  78  (Reapproved  84  VaUdated  Jon  84 

ASTM  025-78 

YO 

06  Feb 

79 

YD 

USER-CE  Rev-89 

5640 

Sound  Absorption  And  Sound  Coefficients  By  The  Reverberlion  Room  Method, 

ASTM  C423-84A 

YD 

14  Jon 

85 

ME  YD 

99 

Stondord  Tell  Mclhod  For  ■  IS  Jun  &  27  Jul  84  USER-CE  MC  11 

5640 

Sound  Controlling  (Acoustical)  Tiles  &  Ponels  REV-YD . . 

SS-S-118B 

•YO 

13  Jun 

80 

ME  YO 

85 

5640 

Sproyed  Fire  Resistive  Moterio)  Applied  To  Structure)  Members,  Theckness  & 

ASTM  E605-77R82 

YO 

05  Jun 

81 

CE  YD 

99 

Density  Of  ■  29  Aug  77  (Reapproved  1982)  Validated  Mar  89 

5640 

Steady-state  Thermo)  Performance  Of  Building  Assemblies  By  Means  Of  A 

ASTM  C236-87 

YD 

09  Ocl 

87 

ME  YD 

Guorded  Hot  Box,  Standard  Test  Method  For «  31  July  87  USER-CE  OS  SH 

5640 

Steel  Framing,  Instollotion  Of,  Members  To  Receive  Screw  Attoched  Gypsum 

ASTM  C754-82 

YO 

31  Mor 

88 

YD 

Wollboard,  Backing  Board,  Or  Water  Resistant  Becking  Boord  •  9  Feb  82 
VaUdated  Mar  83  USER-CE 

NOTICE  I 

5640 

Structurol  Insulating  Formboord  (Ceilulosic  Fiber)  •  20  Sep  66  . . . . 

ASTM  C532-66R9E 
NOTICE  1 

YO 

14  Jun 

82 

ME  YD 

5640 

Tope,  Asbestos  . . . . . . . . . . . . 

HH-T-1782 

t 

30  Oct 

73 

5640 

Tope,  Pressure  Sensitive  Adhesive  (Duct) . . . . . . .  .. 

A-A.2231 

X 

19  Mor 

84 

5640 

Tope,  Pressure  Sensitive  Adhesive  (Duct) . . . 

A-A-2232 

X 

15  Mor 

84 

5640 

Thermal  Insulotion  Requirements  Fc  Machinery  &  Piping . . 

MIL-STD-769H 

SH 

08  Apr 

85 

SH 

5640 

Thcrmol/ocoustic  Insulotion  Barrier  Moterir  Moterio),  Polyimide  Foom . . 

MIL-T-2470B 

SH 

29  Jul 

88 

SH 

5640 

Tile,  Acoustfcol,  And  Loy-in  Panels,  Stondord  Practice  For  Instollotion  Of  Metol 

ASTM  C636-86 

YO 

23  May  86 

ME  YD 

99 

Ceiling  Suspension  Systems  For  >  31  Jon  1986  USEF-CE  MC 

5640 

Tile,  Acousticol,  &  loy  In  Panels  In  Areos  Requiring  Seismic  Restroint, 

ASTM  E580-78 

YO 

28  Apr 

80 

YD 

Applicotion  Of  Ceiling  Suspension  Systems  Fo.^  S'ondord  Recommended 

Practice  For  (Reopproved  1984)  Validated  Mar  So 

5640 

Verm'culite  loose  Fill  Thermal  Insulation  -  31  Oct  8U  USER-CE  ME  MC  SH 

ASTM  C516-80E1 

YO 

20  Jon 

84 

YD 

99 

REV-OS 

5640 

Wo!)  Covering,  Acoustical  (NCR/80)., . . . . . . . . . . . . 

A-A.2274 

t 

06  Sep 

84 

5640 

Well  Covering,  Acousticol  (NRC/60). . . . . . . . 

A-A-2300 

1 

29  Au9 

84 

5640 

Woll  Covering,  Vinyl  Cooled  USER-SH  REV-ME  . . . . . . . 

CCC-W-408B  (2) 

/YD 

23  Dec 

83 

YD 

99 

5640 

Wollboard,  Gypsum,  Stondord  Specificotion  For  •  27  Sep  85  REV.84  . . 

ASTM  C36-85 

YD 

24  Dee 

86 

ME  YD 

99 

5640 

Wollboard,  Gypsum . . . . . . . . . . . . . 

A-A-2304 

} 

09  Nov 

84 

5640 

Woilboord,  Pockoging  Of  REV-SM  . . .  . . . . . . . . 

MIL-W-3448D 

ME 

25  Feb 

80 

ME  YO 

99 

5650 

Aspholt  Gloss  Felt  Used  In  Roofing  &  Weterproofing  -  26  Sept  1986  USER-CE .. 

ASTM  02178-86A 

YD 

29  Moy  87 

YO 

99 

5650 

Aspholt  Roll  Roofing  (Orgonic  fell)  Surfaced  With  Minerol  Cronules  -  8  Jon  81 

ASTM  0249-81 

YD 

06  Feb 

81 

ME  YO 

99 

Validated  Jon  86 

5650 

Aspholt  Roll  Roofing  (Gloss  Felt)  Surfoced  With  Minerol  Gronules  •  29  Aug 

ASTM  03909-86 

YO 

30  Jon 

87 

YD 

1986 

5650 

Asphalt  Roll  Roofing  (Organic  Fell)  Surfaced  With  Minerol  Gronules,  Wide 

ASTM  0371-80 

YO 

23  Jon 

81 

ME  YD 

Selvage  »  30  Woy  80  (Reapprovcd  1984)  Votidaled  May  85  REV-SM 
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5650 

Aspholt  Shingles  Made  From  Gloss  Felt  &  Surfaced  With  Mineral  Gronuies  •  17 

ASTM  D3462-83 

YD 

24  Sep 

84 

ME  YD 

99 

Aug  83  REV.CE  MC 

5650 

Asphalt  Shingles  (Orgonic  Felt)  Surfaced  With  Mineral  Gronuies  •  31  Moy  1985 

ASTM  D225-85A 

/YO 

22  Aug 

86 

ME  YD 

USER-CE  MC 

5650 

Asphalt*  Saturated  Asbestos  Felt  Used  In  Roofing  &  Waterproofing  •  29  Aug 

ASTM  D250-86 

YD 

06  Feb 

87 

ME  YD 

1986 

5650 

Aspholt*  Saturated  &  Cooted  Organic  Felt  Bose  Sheet  Used  In  Roofing  >  29 

ASTM  02626-86 

YD 

12  Feb 

87 

ME  YD 

99 

Aug  1986  USER-CE  MC  REV-EA 

5650 

Aspholt'soturoted  Asbestos  Felt  Used  In  Roofing  8i  Waterproofing.  Stondord 

ASTM  D2S0-88 

YD 

29  Jon 

89 

ME  YD 

Specification  For.  13  June  88 

5650 

Aspholt.  Emulsified.  Used  As  A  Protective  Coat'ng  For  Roofing.  Stondord 

ASTM  D1227-87 

YD 

15  Jul 

87 

ME  YD 

99 

Specification  For  USER*CE 

5650 

Burlop  Fobrics.  Bilumen*saturoted  Woven  Burlap  Fabrics  Used  In  Roofing  And 

ASTM  D1327-86 

YO 

30  Jan 

87 

YD 

99 

WATERPR00FINC(29  Auguil  1986)  USER-CE 

5650 

Burlap  Fobrics.  Bitumen  Saturated  Woven.  Used  In  Roofing  And  Wolerproofing 

ASTM  D1327-86 

YO 

30  Jon 

87 

YD 

99 

-  29  Aug  86  USER-CE 

5650 

Cloth.  Impregt'Oted  (Woven  Colton  Cloth.  Aspholt  Impregnoted.  Cool  Tor 

SS-C-450A 

t 

10  Apr 

67 

Impregnoted} 

5650 

Fabrics.  Bitumen  Saturated  Colten.  Used  In  Roofing  &  Woterproofing  *  27  Nov 

ASTM  0173-81 

YO 

17  Mar 

82 

ME  YO 

99 

81  USER-CE 

5650 

Fobrics.  6itumen>saturated  Cotton.  Used  In  Roofing  &  Wate^roofing.  Stondord 

ASTM  0173-86 

YD 

27  Jon 

87 

ME  YD 

99 

Specification  For  •  29  Aug  1986  USER*CE 

5650 

Fobrics.  Bitumen  Saturoled  Cotten,  Used  In  Roofing  And  Waterproofing  •  27 

ASTM  0173-86 

YD 

27  Jon 

87 

ME  YD 

99 

Nov  81 

5650 

Felt  Or  Woven  Fabric.  Bitumen  Saturated  For  Roofing  And  Waterproof 

ASTM  01 46-78 A 

YD 

30  Jon 

80 

ME  YD 

Validated  Feb  86 

5650 

Felt.  Aspholt  Soturoted  Asbestos.  Used  In  Roofing  &  Waterproofing  •  1  Mar  84 

ASTM  0250-84 

YO 

25  Jun 

84 

ME  YD 

5650 

Felt.  Aspholt*soturoted  Orgonic.  Used  In  Rodfing  &  Waterproofing  >  29  Apr  86.. 

ASTM  D226-88 

YO 

03  Nov 

88 

YD 

99 

5650 

Felt,  Coal  Tar  Soturoted  Organic.  Used  In  Roofing  &  Waterproofing  •  25  Jun 

ASTM  D227-82 

YO 

12  Jun 

87 

YD 

99 

82  USER-CE 

NOTICE  1 

5650 

Fire  Resislonce  Of  Roof  Covering  Materials.  Standard  For  Tests  For  •  5  Oct  83 

UL  790-83 

YO 

21  Mar 

89 

ME  YD 

(Fifth  Edition.  First  Impression)  Validated  Mar  89  USER'CE  REV>MC 

5650 

Gloss  Fobrics  (  Woven  &  Treated  For  Roofing  &  Woterproofing  •  29  Aug  1986 

ASTM  01668-86 

YD 

12  Feb 

87 

ME  YD 

99 

5650 

Roof'Coaling.  Aspholhbase  Emulsion . . 

SS-R-1781 

t 

02  Ocl 

72 

5650 

Roofing  Felt  (Aspholt.  Mineral  Surfoced) . . . 

A-A-2007 

•ME 

20  Moy 

82 

5650 

Roofing  Felt  (Asbestos.  Aspholt  Soturoted) . . . . . 

A-A-1705 

•ME 

20  May 

82 

5650 

Roofing  Felt  (Asphalt  Saturated  Base  Sheet)  USER*MC  R£V*CE.. . 

A-A-1708 

•ME 

20  Moy 

82 

ME  YD 

99 

5650 

Roofing  Felt  (Smooth  Surfaced  Asphalt)  USER*MC  REV*CE  . . . . . . 

A-A-1707 

•ME 

20  Moy 

82 

ME  YD 

99 

5650 

Roofing  Felt  (Asbestos.  Aspholt  Soturoted . . . . 

HH-R-590B 

t 

28  Jul 

76 

5650 

Roofing  Felt.  In  Rolls.  Pockaging  Of  REV*SM  CS  . . . 

MIL-R-3423D 

ME 

01  Jul 

81 

ME  YD 

99 

5650 

Roofing  Felt.  Asphalt  Prepared.  Smooth  Surfoced . . . . . . . 

SS-R-501D 

INT  AMD  (2) 

t 

20  Jun 

69 

5650 

Roofing.  Asphalt  Roll.  Smooth  Surfoced  (Orgonic  Felt)  •  8  Jon  81  (Reopproved 

ASTM  0224-81 

YD 

13  Feb 

81 

YD 

99 

1984)  LVolfdaltd  ■  30  Jul  85)  USER-CE 

5650 

Roofing,  Asphalt  Roll.  (Gloss  Felt)  Surfoced  With  Mlnerol  Gronuies  •  30  Mar  84 

ASTM  03909-84 

YO 

22  Get 

84 

YD 

5650 

Roofing.  Venting  Asphot*solurated  &  Cooted  Inorgonic  Felt  Bose  Sheet,  Used  In 

ASTM  D3672-86 

YO 

27  Jon 

87 

ME  YD 

99 

•  29  Aug  1986  USER-MC  REV-SM 

5650 

Shingle.  Roofing  (Gloss  Felt) . . . . . . . 

A-A-2201 

31  Ocl 

84 

5650 

Shingles.  Asbestos  Cement,  (Roofing)  Validated  Mar  73 . . . . . . 

SS-S-291D 

22  Jul 

68 

5660 

Shingles.  Aspholt  Class  A.  Surfaced  With  Minerol  Gronuies  •  24  Sep  82 

ASTM  03018-82 

YO 

31  Mor 

88 

ME  YD 

99 

VaVdoted  Mar  S8  USER-CE 

NOTICE  1 

5650 

Siding  (Shingles.  Clopboords.  And  Sheets)  Asbestos*cement  Validated  Mar  73..,. 

SS-S-346C 

} 

07  Ocl 

68 

5650 

Wind  Resistonce  Of  Prepored  Roof  Covering  Moteriols  •  Fourth  Edition  •  1  July 

UL  997-81R85 

YD 

24  May 

87 

ME  YD 

1981.  Reaffirmed  21  Nov  1985  As  Revised  To  28  Apr  1986  USER*CE 

REV-MC 

5650 

Wire  For  Prestressed  Concrete.  Uncoated  Stress  Relieved  •  1  Aug  80  Validated 

ASTM  A421-80 

YD 

06  Feb 

81 

ME  YD 

99 

Sep  85  USER-MC  REV-SH 

5660 

Adopter.  Arctic.  Drive  Type  Picket . . . . . . . 

MIL-A-52401B 

ME 

25  Mor 

81 

ME 

5660 

Bofbed  Tope.  Concertina  USER*YO  CS . . . . . . . . . . . . . 

MIL-B-52489E 

ME 

26  Mor 

87 

ME 

5660 

Borbed  Tape  Steel,  Zinc  Cooled.  Flot,  Serrated  Edges.  50  Meter  Reels.  And 

MIL-B-5248BA 

ME 

03  Jul 

74 

ME 

Carrying  Cose  Validated  Jul  85  REV>CS 

5660 

Fence  Posts  And  Accessories  (Deto'l  Specificolion)  USER*ME  CE  CG  R£V*CS  .... 

RR-F-221/3A 

•MC 

02  Jun 

76 

MC 

5660 

Fencing  Wire  (Barbed  Wire)  (Detail  Specification)  USER*ME  C£  CG  R£V*CS  .... 

RR-F-221/1A 

•MC 

11  Jun 

76 

MC 

5660 

Fencing  Wire  (Woven  Wire  And  Netting.  Fobrie)  (Detoil  Specificolion) 

RR-F-221/2A 

•MC  03  Sep 

76 

MC 

USER-CE  ME  CG  REV-CS 

5660 

Fencing.  Wire  &  Post  Metol  (Chain  Link  Fence  Gates)  (Detoil  Specificolion) 

RR-F.191/2C 

/YD 

22  Jul 

81 

ME  YD 

99 

Valldoled  Nov  85  USER-CE  CG  MC  REV-C3 

5660 

Fencing.  Wire  &  Post  Metal  (Choin  Link  Fence  Posts.  Top  Roils  &  Broces) 

RR-F.191/3C 

/YO 

22  Jul 

81 

ME  YD 

99 

(Detail  Specification)  Validated  Nov  85  USER*CE  CG  MC  REV*CS 

5660 

Fencing.  Wire  &  Post  Metol  (Chain  Ltnk  Fence  Accessories)  (Detail 

Rfi-f-lVl/4C 

/YU 

22  Jul 

81 

ME  YD 

99 

Specificolion)  Validated  Nov  85  USER-CE  CG  MC  REV-CS 

5660 

Fencing.  Wire  &  Post  Metol  (Chain  Link  Fence  Fobrie)  (Detoil  Specificolion) 

RR-F.191/1C 

/YD 

22  Jul 

81 

ME  YD 

99 

Validated  Nov  85  USER-CE  CG  MC  REV-CS 

5660 

Fencing.  Wire  And  Post  Metol  (And  Gates,  Choin  Link  Fence  Fobrie.  And 

RR-F-191J 

/YO 

22  Jul 

81 

ME  YD 

99 

Accessories)  (  General  Specification)  Validated  Nov  85  US£R*C£  REV-CS 

5660 

Fencing.  Wire.  Fence  Posts  And  Accessories  (Borbed  Wire,  Woven  Wire.  And 

RR-F.221G 

•MC 

28  Aug 

73 

MC 

Netting)  (Generol  Specification)  USER*CE  ME  CG  REV>CS 

5660 

Post.  Fence.  Metal.  Drive-type,  Spodeless  USER-CE  MC  REV-CS  ........................ 

MIL-P-20636F 

INT  AMD  1  (ME) 

ME 

25  Mor 

81 

ME  YD 

99 

5660 

Post,  Screw.  Metol  Validated  Jun  80  REV-CS . . . . . . 

MIL-P-2063SB 

ME 

16  Mor 

76 

ME  YD 

99 

5660 

Stay,  Fence . . . . . . . . . . . . 

A-A-1000 

t 

17  Sep 

80 

5660 

Steel  Borbed  Wire.  Zinc-  Coated  (  Golvonized)  •  29  Aug  1986  REV-CS.............. 

ASTM  A121-86 

YD 

18  Moy  87 

ME  YD 

99 

392 


FSC  LISTING 


DOCUMENT 


FSC 

TITLE 

NUMBER 

PREP 

DATE 

CUSTODIAN 

5660 

Zinc>coated  (Golvonized)  Steel  Woven  Wire  Fence  Fabric  *  77  Feb  87 

USER-CG  MC  REV-SH  CS 

ASTM  A1 16-87 

YD 

30  Sep 

87 

ME  YD 

99 

5670 

Door  &  Frome  Assemblies/  Sleet,  Stondord  Test  Procedure  &  Aeceptonce 

Criteria  For  Role  Of  Air  Flow  Through  Closed  *  1979  USER*C£ 

SDI  116-79 

YD 

30  Ocl 

84 

ME  YD 

5670 

Door  &  Frome  Assemblies,  Steel,  Test  Procedure  &  Acccptonce  Criterio  For 
Acousticol  Performance  For  •  1979  USER>CE 

SDI  114-79 

YD 

30  Ocl 

84 

ME  YD 

5670 

5670 

Door  Fromes,  Steel,  &  Frome  Anchors,  Performonce  Test  Procedures  For  *  18 

Nov  83  USER-CE 

Door,  Metol,  Sliding  And  Swinging,  Door  Frame,  Metol  (Flush  And  Semlflush).... 

SDI  1 19-83 

RR-D-575B 

YD 

t 

30  Ocl 

02  Dec 

84 

71 

ME  YD 

5670 

Door,  Steel,  &  frome  Assemblies,  Apporent  Thermal  Performance  Of,  Test 
Procedure  &  Aeceptonce  Criteria  For  •  1979  USER^CE 

SDI  113-79 

YD 

30  Ocl 

84 

ME  YD 

5670 

Doors,  Fire,  Swinging  Hordwore  For  Stondord  Tin  Clod,  Mounted  Sing!/  &  In 

Pairs  (Fifth  Edition  -  4  Jon  79  (Reopproved  1984  Vafidated  Feb  86  0SER*C£ 

MC  REV.84  04 

UL  14C-79 

YD 

29  Ocl 

84 

YD 

99 

5670 

Doors,  Fire,  Tin  Clod,  Stondord  For  «  Eighteenth  Edition,  First  Impression  •  15 

Feb  80  USER-CE  MC  REV-04  84 

UL  IOA'80 

NOTICE  1 

YD 

20  Aug 

88 

YD 

99 

5670 

Doors,  Gloss,  Aluminum  Sliding,  Voluntary  Specifications  For  •  1 1  Moy  77 
Validated  Jan  85 

ANSI/AAMA  402.9-77 

YD 

08  Feb 

79 

ME  YD 

99 

5670 

Doors,  Pedestrian,  Power  Operoled,  American  Notionol  Stondord  For  •  25  Apr 

85  REV-CS 

BHMA  AI56.I0-8S 

YD 

31  Ocl 

85 

ME  YD 

5670 

Doors,  Sliding  Hordwore  For  Stondord  Korizontolly  Mounted  Tin  •  Clod  Fire  •  4 
.  sn  79  (Sixth  Edition,  Second  Impression,  As  Reviied  To  10  Feb  84  USER-CE 

MC  REV.04  84 

UL  148-84 

YD 

24  Oct 

84 

YD 

99 

5670 

Doors,  Storm,  Aluminum,  Voluntory  Specifications  For  14  Jun  77  . . . 

ANSI/AAMA  1102.7-77 
NOTICE  1 

YD 

25  Mor 

88 

ME  YD 

99 

5670 

G’Oting,  Metol,  Bor  Type  Flooring,  Novol  Shipboord  Validated  Apr  8J 
■JSER-ME 

MIL-G-180148  (1) 

SH 

12  Feb 

68 

SH 

5670 

Groting,  Metol,  Other  Than  Bor  Type  (Floor,  Except  For  Novel  Vessels) 

USER-ME  CE 

RR-G.1602B 

/YD 

21  Mar 

84 

YD 

99 

5670 

Groting,  Metol,  Other  Thon  Bor  Type  (Shipboard  Use)  REV.99 . . 

MIL-G-18015A  (3) 

SH 

03  Jon 

83 

SH 

5670 

Metol  Bor  Grating  Monuol  -  14  Aug  1981  RFV-84 . . . . 

NAAMM  A202.1.81 

YD 

10  Mor 

89 

ME  YD 

99 

5670 

Porlition,  Toilet,  Complete  USER-CE  ME  CG  SA  MC . . . . . 

RR-P-1352C 

/YD 

08  Feb 

89 

YD 

99 

5670 

Steel  Doors  A  Frames,  Recommended  Specifications  Standard  -  7  Jon  1985 
USER-CE  REV.99 

SDI  100  85 

YD 

20  Jul 

87 

ME  YD 

5670 

Steel  Doors  For  Open  Bock  Strikes  Preporotion  Americon  Notionol  Stondord 
Specificotion  >  Aug  82  REV.84 

ANSI  A115.I4-82 

YD 

17  Nov 

88 

ME  YD 

99 

5670 

Steel  Frome  &  Steel  Door  Preporotion  For  Borud  Or  Cylindricol  locks  tnstolled 

In  Prehung  Insuloted  American  Notionol  Stondord  Specificotions  For  >  Oct  85 
Rev.84 

ANSI  A1 15.15-85 

YD 

17  Nov 

88 

ME  YD 

99 

5670 

Steel  Frome  &  Steel  Door  Preporotion  For  Floor  Closers,  light  Duty,  Center 

Hung,  Single  Or  Double  Acting  Center  Hung,  Single  Or  Double  Acting,  Offset 
Hung,  Single  Acting  Americon  Notionol  Stondord  Specificotion  For  ->  Aup 

1982  Rev.82 

ANSI  A1 15.7-82 

YD 

17  Nov 

88 

ME  YD 

99 

5670 

Steel  Frome  &  Steel  Door  Preporotion  For  Offset  Intermediote  Pivot  Americon 
Notionol  StonOord  Specificotion  For  •  Aug  82  REV-84 

ANSI  A115.12-82 

YD 

17  Nov 

88 

ME  YD 

99 

5670 

Steel  Frame  &  Steel  Door  Preporotion  For  Tubular  Deadlocks  American 

Notional  Stondord  Specification  For  •  Aug  82  REV.84 

ANSI  A115.13-82 

YD 

17  Nov 

88 

ME  YD 

99 

5670 

Steel  Frame  Preparation  For  181  Series  &  190  Series  Deed  lock  Strikes, 

American  Notionol  Stondord  Specification  For  •  Aug  1982  REV.84 

ANSI  A1 15.5-82 

YD 

17  Nov 

88 

ME  YD 

99 

5670 

Treods,  Metallic  And  Nonmetallic,  Skid  Resistond  USER-CE  CG  REV.84...., . 

RR.T.650D 

/YD 

22  Sep 

88 

ME  YD 

99 

5670 

Voluntory  Specificotion  For  Aluminum  Insulating  Storm  Products  For  Window  & 
Sliding  Glass  Doors  •  3  Jan  83  REV-ME  MC  84 

AAMA  1002.10-83 
NOTICE  1 

YD 

25  Mor 

88 

YD 

99 

5670 

Windows,  Aluminum  Prime,  Voluntory  Specificotion  For  •  11  Moy  77  Validated 

Jan  85 

ANSI/AAMA  302.9-77 

YD 

08  Feb 

79 

ME  YD 

99 

5680 

Anchor,  Surfocing  Membrone,  12  Inch  USER-MC........ . . . . . . 

MIL-A-52679A 

ME 

25  Ocl 

83 

ME  YD 

99 

5680 

Axle-  Steel  Deformed  &  Ploin  Bors  For  Concrete  Reinforcement  -  8  Jon  1987 
REV.84 

aSTM  A617/A617M-87 

YD 

01  Jun 

87 

CE  YD 

99 

5680 

Bor  Mots,  Fobricoted  Deformed  Steel,  For  Congrete  Reinforcement  -  27  Oct 

1986 

ASTM  A184/A184M-86 

YD 

20  Jul 

87 

ME  YD 

5680 

Bors,  Deformed  And  Plain  Billet-steel,  For  Concrete  Reinforcement  (Metric)  29 

Jon  88  USER-ME 

ASTM  A615M.88 

YD 

05  Sep 

88 

YD 

5680 

Bors,  Epoxy  Coated  Reinforced  Steel  >  18  May  88  REV-CE . . . 

ASTM  A775/A775M-88AYD 

28  Ocl 

88 

ME  YD 

99 

5680 

Concrete  Curing,  Sheet  Motcriols  For  -  3  Oct  69  Validated  Nov  85 . . 

ASTM  C171-69R80 

YD 

28  Jul 

81 

CE  YD 

99 

5680 

Concrete  Povements,  Preformed  Polychloroprene  Elastomeric  Joint  Seals  For, 
Stondord  Specificotion  For  -  27  Nov  1981  USER-MC  REV.84 

ASTM  D2528.81 

YD 

11  Nov 

88 

ME  YD 

99 

5680 

Concrete  Reinforcement,  Deformed  &  Ploin  Billet-steel  Bors  For .  9  Jun  1987 
REV.84 

ASTM  A6 15-87 A 

YD 

07  Sep 

88 

ME  YD 

99 

5680 

Concrete  f  einforcement.  Roil-  Steel  Deformed  &  Ploin  8ors  For  •  22  Aug  1986 
USER-ME  R6V.84 

ASTM  A616/A616M.85 

YD 

22  Moy 

87 

CE  YD 

99 

5680 

Concrete,  Curing,  liquid  Membrone  Forming  Compounds  For  -  24  Apr  -81 

VaV.dsicd  .Vok*  85 

ASTM  C309-81 

YD 

24  Sep 

81 

CE  YD 

99 

5680 

Concrete,  Prestressed,  Steel  Strand,  Uncooted  Seven  Wire  Stress  Relieved  For  - 
21  Nov  1988  USER-CE  MC  REV-SH 

ASTM  A416  888 

YD 

06  Mor 

89 

YD 

99 

5680 

Concrete,  Rail-steel  Deformed  And  Plain  Sorsfor  Reinforcement,  Stondord 
Specificotion  ®or  ■  21  Aug  87  USER-ME  REV.84 

ASTM  A616,A516M  87 

YD 

07  Sep 

88 

CE  YD 

99 

5680 

Core  Moteriol,  Aluminum,  For  Sandwich  Construction  USER.AV  OS  REV-MR  Ml 

99 

Core  Material,  Metallic,  Heat-resisting,  For  Structurol  Sandwich  Construction 
Validated  Aug  85 

MIL.C-7438G  (1) 

AS 

26  Feb 

86 

ME  AS 

20 

5680 

MIL-C-2I275C 

AS 

13  Mor 

79 

AS 

20 

5680 

Core  Moteriol,  Plostic  Honeycomb,  Nylon  Paper  Bose,  For  Aircraft  Stn;cturol 
Appllcotions  Validated  Feb  82 

MIL-C-81986  (1) 

AS 

15  Dec 

75 

AS 

99 

5680 

Core  Material,  Pt-.stic  Honeycomb,  Laminated  Gloss  Fobne  Bose,  For  Aircroft 
Structurol  And  Electronic  Applicotions  USER-AV  REV>MI  99 

MIL-C-8073D  (!) 

AS 

05  Dec 

79 

ME  AS 

20 

393 
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5680 

Coro,  Sandwich,  Mcojurement  Of  Thickness  Of,$tondord  Method  for*  T  Jen  80 

ASTM  C366  80 

AS 

16  May 

85 

AS 

20 

^680 

Door,  Strip  (Vinyl)  USER'ME... . . . . . . . . . 

A-A-2203 

* 

11  Dec 

85 

5680 

Frame,  Covers,  Gratings,  Steps,  Sump  And  Catch  Basin,  Manhole  U»ER<CE  MC 

RR-F-621E 

/YD 

23  Feb 

89 

YD 

99 

rev-84 

5680 

High  Solids  Content,  Cold  liquid^opplied  Elostomeric  Waterproofing  Membrone 

ASTM  C836-84 

YD 

26  Mor 

85 

CE  YD 

99 

For  Use  With  Seporofe  Weoring  Course  •  25  Moy  1984 

5680 

Honeycomb  Moteriols,  Water  Migrotion  Resistont  Type,  Strueturol,  Poper  Bose 

MIL.H.21040C 

84 

16  Jul 

74 

EC 

99 

Validated  Jul  82 

5680 

loth  Metol  •  26  feb  88 . . . . . . . . . 

ASTM  C847.88 

YD 

26  Aug 

88 

ME  YD 

99 

5680 

Lath,  Gypsum,  Stonord  Specification  For  USER*CE  MC  . . . 

ASTM  C37-87 

YD 

20  Jul 

87 

ME  YD 

5680 

Loth,  Metol,  (And  Other  Metol  Plaster  Bases  ( . . 

QQ-l-lOlC 

t 

27  Apr 

72 

5680 

Mat,  lending,  Airfle'd,  AM2  Validated  Sep  82  REV-YO . . 

MII-M-81345B 

AS 

25  Jun 

68 

ME  AS 

99 

5630 

Mot,  Lending,  Aluminum,  Heovy  Duty,  And  Ancillary  Items  Validated  May  82 

MIL-M-52863 

ME 

14  May 

75 

ME  YD 

99 

USER-CE  AS  MC 

5680 

Mat,  lending,  Steel  Non  Perforoted  (M8A1)  REV*MC . . . . 

MIL-M-52738A 

ME 

08  Jul 

81 

ME  YD 

1 

5680 

Mots,  landing,  Aluminum  Medium  Duty  XM19 . . . 

MIL-M-52612A 

ME 

14  Moy 

87 

ME 

5680 

Membrone  Set,  Heavy  Duty,  Airfield  Surfacing,  Packaging  Of . 

MIL-M-52892 

ME 

23  Feb 

76 

ME  YD 

99 

5680 

Membrane  Surfacing,  Runways,  TAXIWAYS,  Helipads  &  Splicing  Validated  Mar 

MIL-M-52599A 

ME 

17  Mft 

83 

ME  YD 

99 

83  REV-CE  84 

5680 

Membrone,  Surfacing.  Airfield,  Heovy  Duty  Validated  May  82  USER*AV  MC 

M1L.M.52769 

ME 

27  Dec 

>3 

ME  YD 

99 

REV-CE  MD 

5680 

Metol,  Expended,  Steel  USER-EA  OS  YO  REV-MI  AR  ER  ME  84 . 

MIL.M.17194D 

SH 

01  Aug 

8-1 

MR  SH 

99 

5680 

Moldings  And  Extrusions,  Ceramic,  Dense,  Ultra>high  Alumina  (99%  A12()3) 

AMS  3870C-34 

AS 

20  Moy 

8J 

MR  AS 

20 

REV.ME 

L 

5680 

Ponels,  Fiber «  Reinforced  Plostic  For  Rapid  Runwoy  Repair  . . 

MII.P.29242 

YD 

23  Jun 

85 

YD 

5680 

Ploster,  Instollotion  Of  lolhing  And  Furring  For  PortloM  ^e"t‘'l*bosed. 

ASTM  C1063-86 

YD 

17  Nov 

88 

ME  YD 

99 

Standard  Specificotion  For  -  27  Mar  86 

5680 

Rodomes,  Foom  Sondwleh,  Polyimide/quortz  Cloth  Construction  'jul  85 . 

AMS  3912A.85 

AS 

27  Aug 

85 

AS 

20 

L 

5680 

Sandwich  Construction,  Aluminum  Alloy  Focings,  Boise  Wood  Core  Validated 

MII-S-17917A  (1) 

AS 

31  Aug 

71 

AS 

Jul  84  REV-MI 

5680 

Sondwleh  Constructions  And  Core  Moteriols,  Generol  Test  Methods  Validated 

MIL-STD-401B 

AS 

26  Sep 

67 

ME  AS 

20 

Apr  80  USER-MI  AV  YD  REV-MR  99 

5680 

Sandwich  Construction,  Plostic  Resin,  Glass  Fobric  Bose,  laminated  Focings  And 

MII-S-9041B 

AS 

19  Mor 

75 

AV  AS 

20 

Honeycomb  Core  For  Aircroft  Structural  Applications  Validated  Mar  8J 

USER-ME  AR  REV-MI  99 

5680 

Shelters,  Fobricotlon  Of  Sondwleh  Panels  For  light  Weight  Portable  •  1  Apr  83 

AMS  3911A-83 

AS 

13  Mor 

84 

MR  AS 

20 

REV-ME 

5680 

Shoes,  For  Wood  Piles . . . . . . . . . . 

RR-S-33'C 

•YD 

15  Aug 

85 

YD 

5680 

Steel  Bar,  Reinforcing  (For  Concrete)  . . . . . . . . 

QQ-S-632C 

% 

21  Mor 

73 

5680 

Steel  Bar,  Reinforcing  USER*CE . . . 

A-A.1003 

* 

05  Apr 

85 

ME  YD 

84 

5680 

Steel  Strond,  Uncooted  Seven^wire  Stre«s  Relieved  For  Prestressed  Concrete  • 

ASTM  A416  87A 

YD 

12  Feb 

88 

YD 

99 

19  Oct  1987  USER-CE  MC  REV-SH 

5680 

Steel  Wire,  Ploin,  For  Concrete  Reinforcement  >  26  July  85  USER*C£  MC . . 

ASTM  A82-S5 

YD 

3-3  Moy 

86 

ME  YD 

99 

5680 

Structures,  Sandwich  Glass  Fabric*resin  >ow  Pressure  Molded  Heot  Resistont  • 

AMS  3710  61 

AS 

29  Jon 

71 

MR  AS 

11 

15  Jul  61  Validated  Mar  82 

5680 

Tip,  Driving,  Steel  Pile . . . . . . . . . 

MII-T-28631B 

YD 

11  Apr 

86 

ME  YD 

99 

5680 

Valve,  Anti  Back  Draft,  Protective  Shelter,  Mi . . . . . 

M1L-V.3293A 

EA 

10  Dec 

56 

EA 

56C0 

Wotibose,  Rubber,  And  Vinyl  Plostic  (Notice  (1)(  REV*YD . . . . . . . . 

SS-W-40A 

INT  AMD  (1) 

1 

28  Mar 

66 

5680 

Woler  Penetrotion  Of  Exterior  Windows,  Curtain  Wolls,  8.  Doors  By  Uniform 

ASTM  E331-86 

YO 

05  Jun 

87 

YD 

99 

Stotic  Air  Pressure  Difference  •  25  July  1986 

5680 

Window,  Curtoin  Well,  &  Doors,  Rote  Of  Air  leakage  Through  Exterior, 

ASTM  E283-84 

YD 

21  Mor 

85 

YD 

99 

Stondord  Test  Method  For  ■  27  Jul  84 

5680 

Windows,  Exterior,  Curtoin  Wolli,  And  Doors  By  Uniform  Stotic  Air  Pressure 

ASTM  E330-84 

YD 

21  Mor 

85 

ME  YD 

Difference,  Standard  Test  Method  For  Structural  Performonce  Of  USER*SH 

5680 

Wire  Fabric,  Steel  Welded,  Deformed,  For  Conciete  Reinforcement,  Stondord 

ASTMA  497-86 

VO 

04  Aug 

86 

ME  YD 

Specificotion  For  •  31  Jan  86 

5680 

V/ire  Fabric,  Steel  Welded,  Ploin,  For  Concrete  Reinforcement,  Stondord 

ASTM  A18S  85 

YD 

21  Mor 

86 

ME  YD 

Specification  For  -  30  Aug  85  REV-MC 

5680 

Wire,  Steel,  Deformed,  For  Concrete  Reinforcement  *  26  Jul  85. . . . . 

ASTM  A496-85 

YD 

14  Mar 

86 

ME  YD 

99 

58GP 

Definitions,  IEEE  Standard  Radar  -  15  Oct  82  USER*84  REV.AR  80  11  . . 

IEEE  686  82 

99 

15  Oct 

84 

ER 

99 

58GP 

Rodor  Frequency  Bonds,  IEEE  Stondord  letter  Designotions  For  *  30  Nov  76 

IEEE  521-76 

99 

13  May 

83 

ER 

99 

USER-84  REV-AR  80  11 

58GP 

Test  Signols  For  Electronic  Tacllcol  Air  Navigation  Equipment  (Tocon)  Validated 

MIL-STD-287A 

AS 

8  May 

58 

AS 

Jul  83 

L 

5805 

Adopter,  Tone  Signoliing  TA*977(  )/pt  Validated  Mar  86.., . . . 

Mll-A-49186 

NOTICE  1 

CR 

31  Mar 

88 

CR 

1 

5805 

Amplifier,  Audio  Frequency,  Sound  Powered  Telephone  System  Validated  Apr 

81 

Buffer,  Dola  TD'1065(  )/g  Validated  Feb  88  . . . 

MH-A-16749E  (2) 

SH 

17  Jun 

68 

SH 

L 

5805 

MIL-B.49101A  (1) 
NOISCS  1 

CR 

02  Feb 

88 

CR 

Q 

5805 

Coll  Signol  Stotion  (Type  1C/0)  (Hond  Crank  Magneto  &  Coll  Signol)  . . . 

MIL-C.15306F  (1) 

SH 

21  Nov 

86 

CR  SH 

L 

5805 

Carrier  Telegroph  Termlnol  Equipment  AN/UCC'1C(V)  Validated  Apr  82, . 

MII-C-23361C  (1) 

EC 

10  Mar 

70 

EC 

5805 

Centrol  Office,  Telephone  MonucI  AN/TTC*77  (Components  Of)  Validated  Nov 

69 

Centrol  Office,  Telephone,  Monuol  AN/TTC*23(  )  Validated  Aug  83  REV.99 ...... 

MII-C-14255A  (5) 

CR 

03  Aug 

64 

CR 

99 

1 

5805 

Ma-C.55537A 

CR 

16  Moy 

69 

CR 

L 

5805 

Centrol  Office,  Telephone,  Monuol  AN/MTC-1(  (  Validated  Aug  83.................... 

MII-C-S5618 

CR 

31  Moy 

68 

CR 

1 

5803 

Control  Unit'rectificr,  C’7673/PCC>1  Validated  Jan  85.... . . . . 

MIL-C-28914  (1) 

MC 

30  Jul 

69 

MC 

1 

5803 

Control,  Orderwire  C>10716(  )/trc . . . . . . . . 

MII-C.49244A 

CR 

29  Apr 

88 

CR 

5805 

Conirol,  Orderwire  C.10717(  )/TRC  REV-80 . 

Ma-C-49245 

CR 

19  Nov 

81 

CR 

99 

L 

5805 

Control,  Power  Supply.  C-7674/VCC,  And  Control,  Terminal  Set,  C*7827/VCC 

MIL-C-28917  (2) 

MC 

05  Jun 

70 

MC 

Validated  Jan  85 

1 

5805 

Converter,  Telephone  Signol  (Converter  TA*187)  (U)  Validated  Doe  75  .............. 

Mll-C-14463 

CR 

4  Feb 

57 

CR 
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L 

5805 

Converter,  Telephone  Signal  CV»1919(  (/g  Validated  Mar  86. . . . 

MIL-C-49073  <1) 
NOTICE  1 

CR 

03  Mar 

86 

CR 

L 

5805 

Converter,  Telephone  Signal  CV'1548(  )/G . . . . . . . 

MIL-C-55607A  (3) 

CR 

10  Nov 

83 

CR 

L 

5805 

Diol,  Telephone  (Doil  Validated  Mar  86  REV.99 . 

MIL-D-128S2A  (1) 
NOTICE  1 

CR 

03  Mar 

86 

CR 

1 

5805 

Generator,  GN-41  And  GN-41B  Validated  Mar  88  REV.99 . 

MlL-G-12268  (2) 
NOTICE  1 

CR 

31  Mor 

88 

CR 

5805 

Generator,  Ringing,  Hand  G'42/PT  Validated  Mar  88  REV>.MC  99  . 

MIL-G-n994A 
ADDENDUM  (3 

CR 

31  Mar 

88 

CR 

17 

L 

5805 

Generotor.ringing,  Ho  Nd  GN«38‘3  Validated  Mar  88  REV*99. . . 

MIL-G-12519  (2) 
NOTICE  1 

CR 

31  Mor 

88 

CR 

L 

5805 

Modem,  Coble  Driver  MD>1025(  )/G  . . 

MIL-M-49233A 

CR 

29  Apr 

88 

CR 

L 

5805 

Modem,  Coble,driver,  MD>1023{  )/G . . . 

MIL-M-49231A 

CR 

29  Apr 

88 

CR 

1 

5805 

Modem,  Coble.drlver,  MD>1024  (  }/G  . . . . . . . . 

MIL-M-49232A 

CR 

29  Apr 

88 

CR 

5805 

Modem,  Digital  Dola  MD-10650(P)/G  USER>80  . . . . . 

MIL-M-49235A 

CR 

29  Apr 

88 

CR 

99 

L 

5805 

Modem,  Telegraph  Telephone,  MD791/GCC  Validated  Jan  85 . . . 

MIL-M-2S9I5  (1) 

MC 

10  Sep 

69 

MC 

L 

5805 

Monitor,  Telegraph,  Multichannel  TH09(  )/FG  Validated  Apr  73 . . . 

MIL.M-55029 

CR 

23  Jul 

68 

CR 

5805 

Mounting  MT*791  ()/o  Validated  Apr  73  USER*MC  R£V*99 . . . . 

MIL-M-10289B 

CR 

21  Jul 

58 

CR 

17 

L 

5805 

Multiplexer  TD*202(  )/U  Validated  Mar  88 . . . . . 

MIL-M-49258 

NOTICE  1 

CR 

11  Mor 

88 

CR 

L 

5805 

Multiplexer  TD>754{  (/g  Validated  Jun  86  . . . . 

MIL-M-55649A 
NOTICE  1 

CR 

06  Jun 

86 

CR 

L 

5805 

Ma-M-55650B  (1) 
NOTICE  1 

CR 

11  Mor 

88 

CR 

L 

5805 

Multiplexer-  Combiner  T00234  (  )/TTC . . . . . . . . 

MIL-M-49239A 

CR 

30  Oct 

86 

CR 

L 

5805 

Multiplexer,  Asynchronous  Digital  Combiner  TO‘976(  (/g,  Restorer,  Pulse  Form 

MIL-M-49103 

CR 

03  Moy  88 

CR 

TO‘982)  (/g  And  Ancillory  Items  Validated  May  88 

NOTICE  1 

L 

5805 

Multiplexer,  TD-1233(  )/TTC . 

MII-M-49238A 

CR 

30  Oct 

86 

CR 

L 

5805 

Multiplexer,  T0-1236/G  . . . . . . . . . 

MtL*M.49241A 

CR 

15  Jun 

87 

CR 

1 

5805 

Multiplexer,  TO-1237(  )/g . . . . 

M1L-M-49242A  (1) 

CR 

06  Nov 

88 

CR 

L 

5805 

Multiplexer,  Time  Division  Digital  TD*1069(  (/g  Validated  May  68. . . . 

MIL-M-49143 

CR 

03  Moy  88 

CR 

NOTICE  1 

L 

5805 

Panel,  Sound  Powered  Telephone  /type  IC/A  Validated  Apr  8i . 

MIL-P-15570  (3) 

SH 

23  Aug 

56 

SH 

5805 

Panel,  Telephone  Switchboard  (Ponel  BD«132)  Validated  Jon  72  REV-99 . 

MII-P-13905A 

CR 

10  Mor 

59 

CR 

17 

L 

5805 

Repeoler,  Telegroph  TH-18(  )/FG  Validated  Apr  73 . . . . . . 

Ma-R-550I5A 

CR 

27  May  60 

CR 

5805 

Repealer,  Telephone  (Repealer  AN/TCC01)INACT1V£  For  New  Design) 

MIL-R-10622C 

CR 

17  Jul 

59 

CR  SH 

99 

Validated  Feb  73  USER-MC 

NOTICE  1 

1 

5805 

Repeoter,  Telephone  TA*287(  )/G  Validated  Mar  86  US£R*MC . . . . 

MIL-R-55044  (2) 
NOTICE  1 

CR 

03  Mor 

86 

CR 

5805 

Repeoter,  Telephone  (Telephone  Repealer  TP-14)  ( )  Validated  Feb  72 

MIL-R-132I5B 

CR 

17  Feb 

58 

CR 

USER-MC 

NOTICE 

L 

5805 

Restorer,  Pulse  Form  TD-2056/G . . . . . . 

MIL-R-55602A  (2) 

CR 

08  Moy  85 

CR 

5805 

MtL-R-10374B 

CR 

03  Mor 

86 

CR 

NOTICE  1 

1 

5805 

Semitrailer,  Von,  Electronic  Equipment  V-189(  )/MSC-25  Validated  Jart  86 . 

MIL-S-S5329 

NOTICE  1 

CR 

12  Jun 

86 

CR 

L 

5805 

Shelter,  Elecirleol  Equipment  S-333(  )/TCC'65  . . . 

MIL-S-55588B  (1) 

CR 

02  Mor 

76 

CR 

L 

5805 

Shelter,  Eleetricol  Equipment  S-412(  )/TCC72  . . . . . . . . 

MIL-S-55606C  (1) 

CR 

10  Sep 

76 

CR 

5805 

MIL.S-55616A 

CR 

12  Jun 

86 

CR 

NOTICE  1 

1 

5805 

Shelter,  Electrical  Equipment  S-403(  )/TSC76  Validated  Aug  83 . . . 

MIL-S-55579 

CR 

29  Sep 

67 

CR 

L 

5805 

Shelter,  Electrical  Equipment  S-404(  )/MSC  Validated  Avg  83 . . . 

MIL.S-55580 

CR 

29  Sep 

67 

CR 

L 

5805 

Shelter,  Electrical  Equipment  S-381(  )/TCC‘69  Validated  Aag  83 . . . . . 

MIL-S-55584 

CR 

30  Oct 

67 

CR 

L 

5805 

Shelter,  Electrical  Equipment  S-302(  )/TCC-62  Validated  Sep  83 . 

MIL-5-55585 

CR 

20  Nov 

67 

CR 

L 

5805 

Shelter,  Eleetricol  Equipment  S-561(  )/TCC'41(V) . . . . . 

MIL.S.49160A 

CR 

07  Aug 

87 

CR 

L 

5805 

Shelter,  Eleetricol  Equipment  S*419(  )/TCC73(V)  Validated  May  87 . 

Mll-S-55307  (1) 

CR 

02  Moy  72 

CR 

NOTICE  1 

1. 

5805 

5805 

MIL-S-55646 

CR 

31  Oct 

68 

CR 

L 

Switch  Sox,  SA  1997/U  . . . . . . . . . . . . 

MIL-S-28858 

EC 

10  Nov 

81 

EC 

5805 

Switchboord,  Patching,  Communicotion  (Telegroph  Switchboord  SB8>6)(-GG} 

MIL.S-3723B 

CR 

31  Mar 

88 

CR 

99 

Validated  Mar  88  USER-MC  17 

NOTICE  1 

L 

5805 

Switchboard,  Telephone,  S6-3614/TT,  Automatic  . . . . . . . . . . . . . 

MIL-S-29354B 

MC 

27  Jon 

86 

MC 

L 

5805 

Switchboord,  Telephone  Monuol  SB-22(  (/pi  Validated  Feb  87  USER-YD  MC 

MIL-S.103990 

CR 

05  Feb 

87 

CR 

REV-MI  99 

NOTICE  1 

L 

5805 

MIL-S'10446B 

CR 

86 

CR 

NOTICE  1 

5805 

Switchboord,  Telephone,  Monuol  (Telephone  Switchboord  SB'55)(-FTC) 

MIL-S-13I71B 

CR 

31  Mar 

88 

CR 

99 

Validated  Mar  88 

NOTICE  1 

L 

5805 

Switchboord,  Telephone,  Monuol  SB-993/GT  (Units  Of)  Validated  Mar  88  . . 

MII-S-I2479B  (1) 
NOTICE  1 

CR 

31  Mor 

88 

CR 

1 

5805 

Telegraph  Terminal,  TronsistorJzed  Voice  Frequency  Carrier  AN/rCC-66(  ( 

Mil-T '28757 

EC 

•4  De^ 

70 

EC 

Validated  Apr  83 

L 

5805 

Telegroph  Tcrminol,  Transistorized  Frequency  Corner  AN/FCC-67(  (  Validated 

MIL.T.28758 

EC 

14  Dec 

70 

EC 

Apr  83 

L 

5805 

Telephone  Centrol  Office  Group,  Monuol  AN/GTA-5(  . . . 

MIL-T-2583IB  (3) 

80 

10  Jun 

83 

99 

L 

5805 

Telephone  Circuit,  line  Reloy  TA-452(  (24/GTA-14  Validated  Mar  86 ......... ...... 

MIL-T-49081 

NOTICE  I 

CR 

03  Mor 

86 

CR 

L 

5805 

MII  T-1943C  (3) 
MIL-T-I4358A 

SH 

09  Jon 

87 

SH 

5805 

Telephone  Sel  TA-3)2(  )/PT  Validated  Apr  66  UbiK-MC  REV-MI  17 . 

CR 

31  Oel 

58 

CR  YD 

99 

5805 

Telephone  Sel  TA-105  FTC  Validated  Jun  86  REV-99 . 

MII-T-I4145A 
NOTICE  1 

CR 

06  Jun 

86 

CR 

17 

5805 

Telephone  Set  TA-I/PT  Validated  Mar  86....... . . . 

MIL-T-13625B  (1) 

CR 

04  Mor 

86 

CR 

99 

NOTICE  I 
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1 

S805 

Telephone  Sel  TA-312(  )/PT . 

MIL-T-0014358B 

CR 

24  Jul 

75 

CR 

5805 

Telephone  Sci  TA*263>PT  Validated  Mar  86 . . . . . 

MIL-T-13460  (2) 

CR 

04  Mor 

86 

CR  99 

NOTICE  1 

L 

5805 

Telephone  Sel  TA>838(  (/It.... . . . . . . 

MIL-T.49110 

CR 

12  Apr 

77 

CR 

1 

5805 

Telephone  Sel,  TA-840/U  Validated  Apr  8)  . . . . . . . . . . . 

MII-T-28721B  (2) 

EC 

03  Sep 

74 

EC 

L 

5805 

Telephone  Sel,  TA.264/PT  Volidottd  Mor  86  REV.99 . 

MIL-T.13420A 

CR 

04  Mor 

86 

CR  99 

NOTICE  1 

L 

5805 

Telephone  Sell,  TA-970/U,  TA-980/U,  &  TA-990/U . 

MIL-T-28842A  (2) 

EC 

25  Jun 

82 

EC 

L 

5805 

Termlnol,  Telegioph  Telephone  AN/TCC-29(  )  REV-99 . 

MIL-T.55255A  (1) 

CR 

17  Feb 

89 

CR 

L 

5805 

Terminol,  TeIegraph>te!ephone.  TH‘81/CCC  Validated  Jon  . 

MIL-T-28916  (1) 

MC 

30  Jul 

69 

MC 

1 

5805 

Tcrminol,  Telegraph  Telephone.  TH>85/GCC  Validated  Apr  84  . . . . . 

MIL-T-82169A  (3) 

MC 

08  Jul 

74 

MC 

i 

5805 

Terminol,  Telegraph,  Transistorized  Voice  Frequency  Corrier  Validated  Apr  81.-- 

MIL.T.28709 

EC 

15  Nov 

68 

EC 

1 

5805 

Terminal,  Telephone  AN/TCC»24  Validated  Apr  73 . . . . . . 

Mll-T.55020  (1) 

CR 

12  Sep 

58 

CR 

1 

5805 

Terminol,  Voice  Frequency  Carrier  Telegraph  (VIct),  AN/UCCO  (V)..... . 

Mll-T-29500 

EC 

10  Mor 

86 

EC 

L 

5805 

Troniceivcr  Mulliplexers  T0.1288()/GRC  And  TO-12890(V)/GRC . 

MIL-T-49247  (1) 

CR 

10  Jun 

81 

CR 

5810 

Anthracene,  Technical  (Metric)  Validated  Mar  89  REV.MI  AR  MO  OS . . . 

MIL-A.202C 

EA 

06  Mar 

89 

EA  OS 

NOTICE  1 

5810 

Corbon  Monoxide  In  The  Atmosphere  Slondord  Test  Method  For  (Continuous 

ASTM  D3162-78E1 

EA 

16  Mar 

84 

EA  68 

Meosurement  By  Non  Dispersive  Infrored  Spectrometry)  •  18  Aug  78 

USER-SH  OS  REV-MD  ME  GS 

1 

5810 

Communicolions  Centrol  AN/ASC<26  . . . . . . 

MIL'C-85642 

AS 

14  May 

85 

AS 

L 

5810 

Control  Group,  Communication  Security,  Integration  &  Housing  Group 

MIL-C-28863A 

EC 

31  Jul 

85 

EC 

Components 

L 

5810 

Control,  Communications  Mode  Selector,  Cmse,  C*10377(  )/gtc  Validated  May 

MIL-C-49206 

CR 

03  Moy 

88 

CR 

88 

NOTICE  1 

L 

5810 

Iniiiotor,  Oestruet  Igniter  MX*8278  ()/asq  Validated  Mar  82  . . . . . 

MIL-l-81616 

AS 

30  Oct 

68 

AS 

L 

5810 

Interfoce  Adopter  Unit . . . 

MIL-I-28892A 

EC 

16  Sep 

85 

EC 

1 

5810 

Mounting  MT*3802(  )/ARC  Validated  Jul  83  . . . . . 

Mll-M-55325  (2) 

CR 

15  Moy 

72 

CR 

1 

5810 

Tacticol  18.75  KB  Oigltol  Data  Regenerative  Repeoter  Portoble  HYL‘3(  )/TSEC 

MIL-T-55346 

CR 

11  Mar 

88 

CR 

(Units  Of)  Validated  Mar  86 

NOTICE  1 

L 

5810 

Test  Sel,  TSEC'ST-23(  (  VaUdated  Nov  82 . 

MIL-T-49066A 

CR 

10  Jan 

77 

CR 

1 

5810 

Tronsceiver,  Integroted  Tocticol  Voice  Security  Equipment,  TSEC/KY*67, 

MIL-T.49129K 

CR 

01  Jun 

88 

CR 

Boncrofi,  And  Ancillary  Equipment 

L 

5810 

Transceiver,  Secure,  TSEC/KY.67,  Boncrofi  &  Ancillory  Equipment . 

MIL-T-0049I29A 

EC 

09  Mor 

83 

EC 

1 

5815 

Amplifier  Mixer  AM'7157/DKT*59 . . . . . . 

Mll-A-85652 

AS 

08  Nov 

84 

AS 

1 

5815 

Converter  •  Shift  Register  Group  AN/UGA«3  ()  Validated  Apr  St . . . . 

MII-C-22873A 

EC 

17  Sep 

68 

EC 

1 

5815 

Converter,  Signal  Dota  CV*395(U)  Validated  Jon  72 . 

MII-C-14470A 

CR 

27  Jon 

61 

CR 

1 

5815 

Converter,  Voltoge  To  Frequency  CV*3746/DKT*59.. . . . . 

MIL-C-85651 

AS 

08  Nov 

84 

AS 

1 

5815 

Display  Unit,  Teletypewriter  TT'581/AG  And  Mounting  MT*4088/AG  Validated 

MIL-D-81607  (1) 

AS 

02  Aug 

71 

AS 

Mar  81 

5815 

Focsimile  Sel  An/tC*1()  Inoctivo  For  New  Design  Validaled  8eb  73 . 

Mll-F-55006  (1) 

CR 

12  Jon 

59 

CR  99 

NOTICE  1 

5815 

Inslaliation  Kit,  Electronic  Equipment,  MK<2488/G . . . . . 

MIL-l-49287 

CR 

03  Mor 

88 

i 

5815 

Low  Level  Signoling  Device  TT<523(  )/GGC  Validated  Apr  66 . . . . 

MIL-l-55658  (1) 

CR 

28  Apr 

86 

CR 

NOTICE  1 

L 

5815 

Modem,  Rodio  Teletypewriter  Sel  MD*522(  )/GRC  Validated  May  86 . 

MIL-M.55529A 

CR 

28  Moy 

86 

CR 

L 

5815 

Power  Supply  PP-7816/0KT-59 . 

Mll-P'85654 

AS 

08  Nov 

84 

AS 

L 

5815 

Power  Supply,  Teletypewriter  PP4473()/UG  Validated  Apr  82 . . . . 

MIL-P-28711  (1) 

EC 

08  Jon 

70 

EC 

1 

5815 

Power  Supply,  Teletypewriter,  Low  Level  Validated  Apr  82. . . 

MIL-P-28722 

EC 

01  Dec 

69 

EC 

L 

5815 

Power  Supply,  Teletypewriter  PP«1767  (  (/ug  Validated  Apr  81 . . 

MIL.P.28701  (1) 

EC 

23  Apr 

69 

EC 

L 

5815 

Printer,  High  Speed,  Dlgitol  Dota,  TT624(V)/UG  . . 

MIL-P-28808A 

EC 

30  Apr 

87 

EC 

L 

5815 

Rodio  Teletypewriter  Sot  AN/GRC-142  &  AN/GRC-122(  ) . 

MIL-R-55347B  (1) 

CR 

22  Nov 

88 

CR 

L 

5815 

Rodio  Teletypewriter  Set  AN/GRC'142(  )  In  S<318  Shelter  Validated  Aag  83,... 

MIL-R-55587 

CR 

08  Feb 

68 

CR 

L 

5815 

Shelter,  Electrical  Equipment  S*368(  )/MGC<9A  Validated  Aug  83 . . 

MIL-S-55581A 

CR 

02  Oct 

70 

CR 

1 

5815 

Switchboard,  Teletypewriter  Signal  Distribution,  S6'3959/BGC . 

MIL-S-28852A 

EC 

28  Feb 

83 

EC 

L 

5815 

Teletypewriter  Reloy  Central  AN/MGC'23(  )  Validated  Aug  83 . . 

MIL-T.55418  (2) 

CR 

23  Jon 

67 

CR 

1 

5815 

Teletypewriter  Terminol  AN/MGC*22(  )  8>  Teletypewriter  Operotions  Centrol 

MIL.T-55417  (2) 

CR 

23  Jon 

67 

CR 

AN/MGC-32(  )  Validated  Aua  83 

i 

5815 

Teletypewriter,  TT*264/AC  Validated  Oet  84 . . . . 

MII-T.22143A  (3) 

AS 

01  Oct 

64 

AS 

L 

5815 

Terminol,  Communications  An/UGC'74A(V)  . . . . . . 

MIL-T-49260 

CR 

10  Jun 

82 

CR 

1 

5815 

Transmitter,  Radio  M459/DKT'59 . . . . . . . . . 

Mll-T-85653 

AS 

08  Nov 

84 

AS 

1 

5815 

Tronsmilling  Set,  Telemelric  Dota  An/OKT.59 . . . . . . 

MIL-T-85650 

AS 

08  Nov 

84 

AS 

1 

5820 

Amplifier  Converter  -  AM>6879/URC . . . . . . . . . 

MIL-A-29420 

MC 

22  Oct 

85 

MC 

L 

5820 

Amplifier  Power  SuppIyaM'598/U  Validated  Jen  72  REV-MC  99 . . . 

MIL-A-10894C  (1) 

CR 

04  Jon 

60 

CR 

L 

5820 

Amplifier,  Audio  Frequency,  AM*3729(  (/sr  Validated  Apr  83  . . 

MIL-A-287I6  (1) 

EC 

28  Mor 

77 

EC 

L 

5820 

Amplifier,  Audio  Frequency  AM>I780A/VRC . . . . . . 

MlL'A-49277 

CR 

26  Jun 

85 

CR 

1 

5820 

Amplifier,  Audio  Frequency  AM<3198()/URC  Validated  Apr  82  . . 

MIL-A-23088A 

EC 

24  Jun 

63 

SH 

L 

5820 

Amplifier,  Audio  Frequency  . . . . . . . . . . . 

MIL-A-62488  (1) 

AT 

27  Moy 

87 

AT 

Ql 

5820 

Amplifier,  Distribution  AM'2123(V)/U  Validated  Dec  86 . 

MIL-A-22305C  (7) 

EC 

18  Dec 

86 

EC 

L 

5820 

Amplifier,  Power  Supply  AM'7152/GRC*213  &  Adapter  Kit,  Vehicle 

Mll-A-49273 

CR 

26  Jan 

88 

CR 

MK-2154/GRC-213 

L 

5820 

Amplif*''',  Power  Supply  Group  OA*3633(  )/GRC  Validated  Feb  88  USER-MC 

MII-A-55147B  (1) 

CR 

16  Feb 

88 

CR 

REV-W 

NOTICE  1 

L 

5820 

Amplifier,  Rodio  Frequency,  AM‘6545/GRC*193 . . . . . . 

MII-A-28988B 

MC 

07  Dec 

82 

MC 

L 

5320 

Antenna  Group  AN/TRA'37(  )  Validated  Jan  76 . . . . . . 

MII-A-55674A 

CR 

19  Nov 

69 

CR 

1 

5820 

Antenno  Group  OA*249(  )/GRC-l0  Components  Of  Validated  Dec  72  REV.MC 

MIL-A-11892  (5) 

CR 

19  Dec 

61 

CR 

i 

5820 

Antenno  Group  P/O  Direction  Finder  Set  AN/TRQ*30{  )  (V)  Validated  Jut  83 .. 

MII-A-55379A 

CR 

01  Aug 

79 

CR 

L 

5820 

Buoy  Inlerfoce  Unit  (BIU),  J-3958/BRT-6 . 

MIL-B-295I1 

EC 

26  Jon 

88 

EC 

L 

5820 

Buoy,  Radio  Transmitting  T*616(  (/srt  Validated  Apr  83,... . . . 

MIL-B-28799  (1) 

EC 

14  Mor 

77 

EC 

L 

5820 

Charger,  Battery,  PP.7806/6RT'6  . . . 

MIL-C-29512 

EC 

26  Jon 

88 

EC 

1 

5820 

Coder>bur$t  Tronsmission  Group  AN/GRA<71(  )  (Units  Of) . 

MIL-C-55416  (I) 

CR 

01  Apr 

86 

CR 

1 

5820 

Communication  System,  Flight  Deck,  AN/SRC*22(V)  Validated  Apr  63  . . 

MIL-C-23212B 

EC 

05  Mor 

71 

EC 

1 

5820 

Communicotions  CenfroIoN/TSC*99.... . . . . . . . 

Mll-C-49187 

CR 

29  Apr 

85 

CR 
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L 

5870 

Communicoilons  Sets,  UHF  AN/WSC*3(V)  Satellite  And  lOS  Versions . 

MIL-C-28838C  (2) 

EC 

10  Nov 

87 

EC 

L 

5820 

Control  System,  Remote, oN/fSQ*98(A)(V)  Validated  May  85 . . . . 

MIL-C.28792A 

EC 

03  Aug 

84 

EC 

L 

5820 

Control,  Frequency  Selector  C*2742(  )/VR  Validated  Feb  88  REV-99 . 

MiI-C-551270 
NOTfCE  1 

CR 

16  Feb 

88 

CR 

1 

5820 

Control,  Intercommunicotlon  Set  Control,  Intercommunicatlort  Set 

Mll-C-4919)A 

CR 

16  Feb 

88 

CR 

C-10456()1VRC  Validated  feb  88 

NOTICE  ) 

L 

5820 

Control^  Radio  Set  C-1138()/UR  Validated  Apr  84 . . . 

MIL-C-22954B  (1) 

EC 

08  Aug 

78 

EC 

L 

5820 

Control,  Rodio  Set  C*6709(  )/g . 

MIL-C.49208 

NOTICE  1 

CR 

10  Mar 

86 

CR 

99 

1 

5820 

Conlrol,  Radio  Set  C.1207()/UR  Validated  Apr  82  REV-SH . . 

Mll-C.22959  (1) 

EC 

09  Apr 

62 

EC 

5820 

Conlroli,  Inlereommonitotion  Set  C-2296(  )/VRC,  C-2297(  )/VRC,  C.2298( 

MIL-C.55)26D 

CR 

16  Feb 

88 

CR 

99 

)/VRC,  i  Conifol  Radio  Set  C-2299(  )/VRC  Validated  Feb  88 

NOTICE  ) 

L 

5820 

Converter  Polch  Panel  CV.3022/UG  Validated  Dee  86  . . . . . . 

MIL.C-28807A  ()) 

EC 

18  Dec 

86 

EC 

1 

5820 

Converter,  Electronic  Frequency,  CV-1 159A/WLR-1(  (,  CV-n60A/WlR-l)  {, 

MIL-C-28802 

SH 

18  Dec 

86 

SH 

CV-nSlA/WlR-l)  (  Validated  Dec  86 

1 

5820 

Converter,  Single  Sideband,  CV-157/URR  Validated  Jan  72  REV-99....... . 

MIL-C.11957C 

CR 

04  Jon 

66 

CR 

L 

5820 

Coupler,  Antenna,  CU-2064/GRC-193 . . . . . . . 

MIL-C-289898 

MC 

07  Dec 

82 

MC 

1 

5820 

Dynamolor  Power  SupplydV  I05/GRC-9X  Validated  May  86 . 

MIL-D-]30608 
NOTICE  1 

CR 

28  Moy 

86 

CR 

1 

5820 

Field  Change  Kit  For  Vorioble  Output  Power  Copobility  For  Transmitter 

MIL-F-28874  (1) 

EC 

30  Apr 

84 

EC 

AN/URT.23(C) 

L 

5820 

Indicolor  Chonnel  Alignment  tD-1l89(  )1PR . . . . 

MIL-l-555108 

CR 

01  Apr 

86 

CR 

L 

5820 

MIL-l-62481  (1) 
Mll-1.29502  (1) 

AT 

14  Sep 
20  Nov 

87 

AT 

L 

5820 

Interconnecting  GROUP, ON-l43(V)6/U5Q  . . . . . . 

EC 

86 

EC 

1 

5820 

Interconnecting  Box  J-3175(  {/ULR-17)V{  Val.dated  Oet  63 . . . 

Mll-l-49178 

CR 

19  Juf 

78 

CR 

1 

5820 

Interconnecting  GROUP.ON.I43(V)  9/U5Q  . 

Mll-l-29503 

EC 

21  Apr 

86 

EC 

1 

5820 

Kit,  Installation  Of  Communicotions  Equipment  In  1«)/4  Ton  Commerciol  Truck 

MIL-K-49054 

CR 

04  Mor 

75 

CR 

Validated  Aug  83 

5820 

MtL-M-29515 

EC 

29  Apr 
20  Apr 

88 

EC 

L 

5820 

Modem,  Oigilol  Doto,  MD-1026(  )(P)/G . 

M1L-M-49234A 

CR 

87 

CR 

L 

5820 

Modlficotion  Kit,  Radio  Relay  Equipment  AN/GRC*201  Validated  Jon  85 . . 

Mll-M-29358 

MC 

10  Jun 

76 

MC 

1 

5820 

Mounting  For  Stondordized  Series  Equipments  Validated  Jut  74,. . . . . 

MIL-M-12575A  (2) 

CR 

12  Oct 

60 

CR 

L 

5820 

Mounting  MT.1029(  )/VRC  i  MT.1898(  )/VRC . 

MIL-M-55167B 

CR 

05  Jon 

88 

CR 

1 

5820 

Mounting  MT.6232/GRC-193A  And  Mounting  MT-6233/GRC.T93A  . 

MIL-M-49272 

CR 

13  Feb 

87 

CR 

L 

5820 

Multiplexer,  TO-12330/TTC . 

MIL-M.49240A 

CR 

21  Apr 

87 

CR 

1 

5820 

Power  Supply  P  P(  </URC*9  Validated  Apr  84 . . . 

MIL-P-24218 

EC 

27  Moy 

66 

EC 

1 

5820 

Power  Supply  PP-4743(  )/GRC  Validated  Jul  83 . 

MII-P-S5695  0) 

CR 

30  Oct 

74 

CR 

L 

5820 

Power  Supply,  Variable  Output  (0  To  50  Volfs,  0  To  5  Amperes)  Validated 

MII-P-28785  (2) 

EC 

29  Aug 

73 

EC 

May  85 

1 

5820 

Radio  Frequency  Tronsmission  line  Assembly  CG*10)3/U  (Units  Of)  Validated 

MIL.R-12)70A 

CR 

11  Sep 

62 

CR 

Jan  72 

L 

5820 

Radio  Group,  VlF,  IF,  MF,  And  HF  . . . . . 

MIL.R.28887 

EC 

05  Oct 

84 

EC 

1 

5820 

Radio  Receiver  R.392(  )/URR  Validated  May  86  REV-MI . 

MIL-R-55054A  (3) 

CR 

05  Apr 

65 

CR 

5820 

Radio  Relay  Equipment,  Transhorizon  (Tropospheric  Scatter)  AN/TRC>97 

MIL-R-28704 

EC 

05  Sep 

69 

EC 

99 

Validated  Apr  82 

L 

5820 

Radio  Repeoler  Set  AN/TRC-174 . 

MIL-R-49210A 

CR 

08  Feb 

85 

CR 

L 

5820 

Rodio  Repeater  Set  AN/TRC-138A . . . . . . . . 

MIL-R-49276A 

CR 

16  Aug 

88 

CR 

i 

5820 

Radio  Set  AN/GRC*50(V)  (Units  Of)  Validated  May  86 . . . 

MIL-R-55219B 
NOTICE  1 

CR 

28  Moy 

86 

CR 

L 

5820 

Rodio  Set  AN/GRC-105(  )  (Unit.  Of)  Validated  May  86  DSER-MC . 

MII-R-55238C 
NOTICE  1 

CR 

28  May 

86 

CR 

1 

5820 

Rodio  Set  AN/GRC*144(  )  (Units  Of)  &  Indicator,  Anteono  Alignment  ID-1708( 

Mll-R-55333  (1) 

CR 

08  Feb 

78 

CR 

)/GRC 

L 

5820 

Rodio  Set  AN/GRC-109()  (Units  Of)  Validated  May  86  REV.99 . 

Mll  R-55242  (4) 

CR 

05  Jul 

67 

CR 

L 

5820 

Rodio  Set  AN/PRC-104(V) . 

MIL‘R-2941B  (1) 

MC 

18  Nov 

86 

MC 

L 

5820 

Rodio  Set  AN/PRC.77(  )  (Units  Of)  USER-MC  REV-MI  . 

MIL-R-55499B  ()) 

CR 

17  Mar 

87 

CR 

t 

5820 

Rodio  Set  AN/TRC.68(  )  (Units  Of)  Validated  Jan  86  REV.99 . 

Ma-R'55016B  (3) 
NOTICE  1 

CR 

06  Jun 

86 

CR 

L 

5820 

Rodio  Set  An/TRC-29  Validated  Jal  76  REV.99  . 

MIL-R-13963A  (1) 

CR 

23  Aug 

60 

CR 

1 

5820 

Rodio  Set  AN/GRC-103(V)3 . 

MIL-R-49185 

CR 

17  Aug 

78 

CR 

L 

5820 

Rodio  Set  AN/GRC-103(V)4 . 

MIL-R-49100(1) 

CR 

03  Jul 

85 

CR 

5820 

Rodio  Set  AN/GRC-103  (V)  1  . 

MIL-R-49023 

CR 

21  Jon 

74 

CR 

99 

5820 

Radio  Set  AN/GRC.I03  (V)  2 . 

MIL-R-49024 

CR 

21  Jon 

74 

CR 

99 

1 

5820 

Rodio  Set  An/pRC-70(  (  And  )UNIIS10F(  . 

MILR-491I8 

CR 

25  Mor 

77 

CR 

5820 

Rodio  Set  AN/PRC-126 . 

MI1.-R-49304 

CR 

20  Sep 

88 

5820 

Rodio  Set  AN''PRC-90. . . . . . . . 

MII-R-81493A  (1) 

82 

18  Jan 

84 

AV  AS 

99 

L 

5820 

Rodio  Set  AN/SRC-23A  Validated  Apr  81 . . . . 

Mll-R-288)2 

EC 

18  Mor 

75 

EC 

L 

5820 

Rodio  Set  AN/URC-80(V)5  Validated  Apr  84 . 

MIL-R-28823  (3) 

SH 

04  Nov 

77 

SH 

L 

5820 

Rodio  Set  AN/URC.94(V) . 

Mll-R-28848  (2) 

EC 

16  Dec 

85 

EC 

L 

5820 

Rodio  Set  AN/URC*35(  (  Validated  Apr  84 . . . . . 

MIL-R-28707C 

EC 

28  Oct 

77 

EC 

1 

5B20 

Rodio  S*t  Conffol  Gfovp  (Control  Group  AN/GRA.<V  (Compo*'f*'H  For) 

MII.R.13028B 

CR 

11  Jul 

86 

CR 

99 

tnoctive  For  New  Design  USER-AR  Ml  REV.99 

NOTICE  1 

L 

5820 

Radio  Set  Control  Group  AN/GRA'39(  )  (Units  Of)  REV-Ml . . . . 

MIL-R-5S154B  (1) 

CR 

30  Moy 

85 

CR 

L 

5820 

Radio  Set  Group  OA‘1387(  )/GRC  (Units  Of)..... . . . . . . 

MII-R-55698A 

CR 

21  Jon 

72 

CR 

5820 

Radio  Set,  (Non-tacticol  Radio  Equipment)  (Components  Of)  Validated  Jut  74 

Mll-R-1 15398  (2) 

CR 

25  Jon 

60 

CR 

99 

L 

5820 

Radio  Set,  AN/GRC-103(  )  (V)  Basic  Validated  May  86  . . . . . . 

MIL-R-55656  (2) 
NOTICE  1 

CR 

00 

Q 

86 

CR 

L 

5820 

Radio  Set,  Portoble,  Seorch  And  Rescue  Operotion  AN/PRC*96(  )  Validated 

MII-R-28713A 

EC 

07  Feb 

79 

EC 

May  85 

L 

5820 

Radio  Set:  AN/PRC-58A . . . . . . . . . . . . 

MIL-R-29401B 

MC 

31  Mar 

86 

MC 

L 

5820 

Rodio  Set:  AN/PRC-75B  . . . . . . . . . 

MaR-82)95B 

MC 

06  Jun 

86 

MC 

5820 

Rodio  Sets  AN/VRC-24(  )  (Units  Of)  &  Controf,  Radio  Set  C-I439  (  )/U 

MII-R-55002B  (3) 

CR 

28  Moy 

86 

CR 

99 

VoUdoled  May  86  NOTICE  1 
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1 

5820 

Rodio  Selj  AN/GRC-144()  {V)3  And  (V)4 . 

MIL-R-49226 

CR 

18  Nov 

80 

CR 

L 

5820 

Rodio  Seti  AN/SRC*20A  And  AN/SRC*21A  (Including  Radio  Sel  AN/URC*9A 

Ma-R-24182A 

EC 

22  Nov 

71 

EC 

And  Rodio  Set  Control  C»3866/SRC)  Validated  Apr  64 

1 

5820 

Radio  Termlnol  Asicmbloge  AN/TRC*175 . . . . . . . . 

MII-R-49229B 

CR 

16  Aug 

88 

CR 

L 

5820 

Radio  Terminol  Set  AN/TRC‘173 . . . . . . . . 

M1L-R-49209A  (1) 

CR 

29  Dec 

86 

CR 

1 

5820 

Rodio,  Squod,  Receiving  And  Tront^nitting  (Units  Of)  REV*Mi . 

MII-R-55444A  (1) 

CR 

03  Nov 

75 

CR 

1 

5820 

Rodome  CW.364/OPN.24 . 

MIL-R-19293A 

AS 

14  Aug 

67 

L 

5820 

Receiver  Tronsmitter,  Radio  RT  246(  )/VRC  &  Receiver  Transmitter,  Rodio  RT 

MII-R-5S100D 

CR 

29  Feb 

72 

CR 

524(  )/VRC  REV-MI  MC  99 

L 

5820 

Receiver  Tronsmitter  •  RT-’1209/URC  . . . . . . . . . 

MIL-R-29421 

MC 

22  Oct 

85 

MC 

Q  1 

5820 

Rcceiver-comporolor  R*1407(  (/urq  Validated  Apr  82.... . . . . . . 

MIL-R-24195  (3) 

EC 

30  Jon 

70 

EC 

L 

5820 

Receiver,  lov/  Frequency,  Medium  Frequency,  And  High  Frequency 

MIL-R-28886A 

EC 

23  May 

85 

EC 

Communicotions 

1 

5820 

Receiver,  Programmoble  Scanning  Communications . . . 

Mll-R-28877 

EC 

17  Feb 

84 

1 

5820 

Receiver,  Radio  R  442(  )/VRC  REV-MI  MC  99 . 

MII.R-S5099D 

CR 

29  Feb 

72 

CR 

1 

5820 

Receiver,  Rodio  R‘1051(  (/urr . . . . . 

MIL-R-23637J 

EC 

29  Nov 

85 

EC 

L 

5820 

Receiver,  Radio  (Radio  Receiver  R-390/URR  Validated  May  86  USER*M1 

MIL-R-13947B  (7) 

CR 

28  Moy 

86 

CR 

REV.99 

NOTICE  1 

L 

5820 

Receiver,  Radio  R*1419(  }/GR  Validated  May  72..., . . . . . 

MIL.R-5S487  (1) 

CR 

10  Jun 

66 

CR 

L 

5820 

Receiver,  Radio  R>1418(  )/GR  Validated  Sep  74 . . 

MIL-R-55467  (1) 

CR 

10  Jun 

66 

CR 

L 

5820 

Receiving  Set,  RADIO>AN/WRR*3()  Validated  Apr  82 . . . . 

M1L-R-2B715 

EC 

15  Dec 

69 

EC 

L 

5820 

Receiving  Sel,  Rodio  AN/(j.,'  70  &  Kit,  Accessory  MK*1517/UR . . . . 

MIL-R-55317A 

CR 

13  Dec 

82 

CR 

5820 

Receiving  Sel,  Rodio,  AM/URR'27  Validated  Apr  8J  USER'CG  . . 

MIL-R-15872D  (1) 

EC 

24  Jon 

69 

CR 

EC 

99 

1. 

5820 

Receiving  Set,  Rodio  AN/URR«71  . 

MII.R-S5319A 

CR 

13  Dec 

82 

CR 

1 

5820 

Receiving  Set,  Rodio  AM/URR*3S  Validated  Apr  82  REV*99 . . . 

MII-R-16620A  (4) 

EC 

11  Jul 

57 

EC 

L 

5820 

Receiving  Set,  Satellite  Signal,  AN/SSK<lA  . . 

MII-R-28866A 

EC 

23  Dec 

87 

EC 

L 

5820 

Restorer,  Pulse  Form,  T0'1218  (  )/G  . . . . 

MIL-R-49236A 

CR 

30Oel 

86 

CR 

1 

5820 

Restorer,  Pulse  Form,  T00219(  )/G  . . . . 

MIL-R-49237A 

CR 

30  Oct 

86 

CR 

L 

5820 

Shelter,  Eleciricol  Equipment  S<298(  }/TRC>110(V)  Validated  Avg  83 . 

MIL-S-SSS28A 

CR 

27  Ocl 

71 

CR 

1 

5820 

Shelter,  Eleclrico)  Equipment  $*393  (  (/TRC>138  Validated  Aug  83  . 

MIL-S-SS6488 

CR 

05  Sep 

72 

CR 

L 

5820 

Shelter,  Electrical  Equipment  S‘338(  )/TRC*)21  Validated  Aug  63 . . . 

MIL-S-S5306 

CR 

05  Mar 

73 

CR 

L 

5820 

Shelter,  Electrical  Equipment  S*33S(  )/TRC'113  Validated  Aug  83 . 

MIL-S-55589A 

CR 

09  Sep 

70 

CR 

L 

5820 

Shelier,  Eleciricol  EquipmenI  S-390(  )/TRC.145(V) . 

MIL-S.55590C  (1) 

CR 

22  Feb 

73 

CR 

1 

5820 

Shelter,  Eleciricol  Equipment  S‘336(  )/TRC*112  Validated  Aug  83 . . . . 

MII-S-S5696 

CR 

09  Jun 

71 

CR 

5820 

Speakers  For  Sound  Equipment,  Retmo  Stondard  For  <  Apr  49 . . . 

EIA  SE103-49 

80 

24  Sep 

81 

80 

1 

5820 

Switchboord,  Audio,  Design,  Test  And  Monufacture  Of  Validated  Apr  82 . 

MIL-S-28825  (1) 

EC 

11  Feb 

76 

EC 

1 

5820 

Switchboard,  Transmitter  Control,  SB*3916/BRT  . . . . . 

MIL-S-28853A 

EC 

28  Feb 

83 

EC 

L 

5820 

Switching  Group,  Tronsmitter  Antenna  OK<261/6RC . . . 

MIL-S-28854  (2) 

EC 

30  Mor 

84 

EC 

5820 

Tope  Recording,  Vtdeo,  Bosic  System  &  Transport  Geometry  Porometers  For  \ 

ANSI  C98.18M-79 

80 

22  Jul 

81 

CR 

CG 

99 

In  Type  C  Helicol  Scan  •  9  Aug  79  Validated  Jun  83  REV*ES 

5820 

Tope  Recording,  Video,  Frequency  Response  &  Reference  level  Of  Recorders  & 

ANSI  C98.20M-79 

80 

22  Jul 

81 

CR 

CG 

99 

Reproducers  For  Audio  Records  For  \  In  Type  C  Helicol  Scon  •  9  Aug  79 
Validated  Jun  83  REV-ES 

5820 

Tope  Recording.video,  Dimensions  &  location  Of  Records  For  \  In  Type  C 

ANSI  C98.19M-79 

80 

22  Jul 

81 

CR 

CG 

99 

Helical  Scon  -  09  Aug  79  Validated  Jun  83  REV-ES 

L 

5820 

Tope,  One  Holf  Inch  Viedo  Cossette  Broodcost  Format . . . . . . 

MIL-STD-1697 
NOTICE  1 

BC 

03  Ocl 

88 

BC 

5820 

Tope,  Video,  Mognetlc,  Recording,  Formats  For . . . . . . 

FED-STO-359 

* 

21  Jon 

77 

5820 

Television  System  (High  Definition  For  Cic  Data  Pickup,  Distribution  And 

MIL-T-22309A 

EC 

03  Apr 

63 

CR 

EC 

11 

Ditploy)  Validated  Apr  S2  USER-MC  OS  AS  REV.99 

L 

5820 

Tronsceiver,  Secure,  And  Ancillary  Equipment . . . . . . 

Mll-T-29516 

EC 

15  Jon 

88 

EC 

L 

5820 

Transceiver,  Vhf/uhf  Validated  May  85 . . . . . . . . 

Mll.T-28849  (2) 

EC 

13  Jul 

79 

EC 

L 

5820 

Tronsmitter  T-827(  (/uri . . . . . . . . . . . 

MIL-T-23645H 

EC 

29  Nov 

85 

EC 

1 

5820 

Transmitter,  Radio  AN/URT-24{  (  Validated  Apr  84 . . . . 

MII-T-24038D 

EC 

28  Ocl 

77 

EC 

L 

5820 

Transmitter,  Radio,  AN/FRT*83(B)  1000  Wotls  Peak  Envelope  Power  4 

MIL-T-28885 

EC 

06  Aug 

84 

EC 

Average,  High  Frequency,  irdependent  SIdebond 

L 

5820 

Transmitter,  Radio  AN/URT<23(V) . . . . . . 

MIL-T-28706F 

EC 

29  Nov 

85 

EC 

t 

5820 

Transmitter,  Radio,  AN/FRT-85(V)  40  Kw  Pep  High  Frequency,  High  Stobillly 

MIL-T-28784  (2) 

EC 

02  Moy  72 

EC 

Independent  Sidebond  Validated  Apr  84 

L 

5820 

Tfonsmitling  Sel,  Radio  AN/PRT-5(*)  Validated  Jul  63 . . . . . . 

MIL-T-23449A  (1) 

AS 

20  Ocl 

69 

AS 

1 

5820 

Transmitting  Set,  Radio  Validated  Apr  82  RE^'^SH . . . 

Mll-T-19835  (2) 

EC 

04  Feb 

60 

EC 

L 

5821 

AtnpIifier«powcr  Supply*receiver  AM»2349(*)/a»."Q*19  Validated  Mar  81 . 

Mll-A-22765  (2) 

AS 

15  Oct 

67 

AS 

L 

5821 

Amplifier,  Radio  Frequency  AM*7177A/ARC . . . . 

Mll-A-85672 

AS 

07  Jut 

87 

L 

5821 

Antenno  AM108(  )/ARC  REV-CR . 

MII-A-55680A  (2) 

CR 

25  Nov 

81 

CR 

L 

5821 

Antenno  AT‘450/ARC  Validated  May  86  REV<ES  . . . . 

MIL-A-14053C 

CR 

14  Moy  86 

CR 

NOTICE  1 

L 

5821 

Antenna  Group  AN/ARA*31(  )  (FM  Homer),  Bench,  Pro  Flight  &  Flight  Test  Of 

MIL-A-55031 

CR 

22  Jul 

58 

CR 

Validated  May  84 

5821 

Antenno,  Broodbond  AS>3191/A,  AS'3792/A,  ANDAS‘3793/A.„ . . . 

MII-A-85670A 

AS 

15  Mar 

88 

1 

582? 

Seczer.  Szt,  Red.®  AN/URT-33 . 

MiL*5*38401A 

82 

05  Mor 

73 

99 

L 

5821 

Comero  Set,  Television,  AN/AXXO . . . . . . . . 

MI1.-C-85437B 

AS 

09  Feb 

89 

AS 

1 

5821 

Computer  Sel,  Dfgitol  AN/ASQ>1 14(V)  . . . . . . . 

MIL-C-S1332D 

AS 

26  Nov 

81 

AS 

1 

5821 

Confrol  Indicator  C-8157(  )/ARC  REV-CR . 

MIL-C-55688  (1) 
NOTICE  1 

CR 

31  Jul 

86 

CR 

1 

5821 

Control  Monitor  DCU75/A  Validated  Jul  63 . . . . 

MIL-C-22802  (2) 

AS 

20  Sep 

61 

AS 

1 

5821 

Control  Unit,  Communicotion  System  C*T04l4(V)  (  }/ARC  . . . . 

MIL-C-49227A  (1) 

AV 

16  Mor 

87 

AV 

L 

5821 

Control  Unitr  C-1 1628/ARC,  C-10777A/ARC  And  C-1 1132/ARC  C.10320/ARC 

MIL-C-85674 

AS 

07  Jul 

87 

And  C-10777/ARC 

L 

5821 

Controhmonifor  DCU*74/A  Validated  Jul  81 . . . . . . 

MIL-C-22937 

AS 

10  Jul 

61 

AS 

1 

5821 

Control,  Communicotion  System  C*6533(  )/ARC  Validated  May  86 . . 

MII-C-55653A 

CR 

14  May  86 

CR 

NOTICE  1 

L 

5821 

Control,  Radio  Sel  C-10319A/ARC,  C-10776A/ARC,  And  C-11131/ARC. . 

MIL-C-8S666 

AS 

07  Jul 

87 

AS 
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L 

5321 

Control,  Radio  Set  C-4684(*)/ASQ'56A . . . . . . 

Mll-C.81009 

NOTICE  1 

AS 

15  Apr 

88 

AS 

L 

5821 

Control,  Rodio  Set  C<6684(*)/ASQ  Validated  Mar  8 1 . . . . 

MIL-C-81441 

AS 

15  Aug 

66 

AS 

L 

5821 

Control,  Rodio  Set  C*8057  {•)/ofC  Validated  Jun  87  . . . . 

M1L.C81470  (2) 
NOTICE  1 

AS 

19  Jun 

87 

AS 

L 

5821 

Coupler,  Antenna  CU-942(  )/AR,  CU.1894(  )/AR  &  Anienno  AS-1703(  )/AR 

MIL-C-55693  (3) 

CR 

27  Jon 

76 

CR 

Validated  Jul  83 

1 

5821 

Discriminotor,  Discrete  Signol  MO*736(  )/A  . . . . . . 

Mll-D-55367 

NOTICE  1 

CR 

31  Jul 

86 

CR 

L 

5821 

Filter,  Uhf  Bondposs  F0556/ARC  . . . . 

MIL-F.85675 

AS 

07  Jul 

87 

AS 

L 

5821 

Indicator,  Frequency  Chonnel  tD<2121A/ARC,  IO>2229A/ARC,  And 

MlU-85671 

AS 

07  Jul 

87 

ID-2303/ARC 

L 

5821 

Mounting,  Electricol  Equipment  MT*6330/ARC  . . 

MIL-M-85677 

AS 

07  Jul 

87 

L 

5821 

Multiplexer,  Pulse  Code  Modulation  Validated  Jun  87. . . . 

MIL-M-S5139 

NOTICE  1 

AS 

19  Jun 

87 

AS 

L 

5821 

Power  Supply  PP*2581  (‘j/o  Validated  May  80 . . . . . 

MIL-P-81001  (1) 

AS 

08  Sep 

70 

AS 

L 

5821 

Radio  Communication  System,  Airborne  (Request  For  Issue  Other  Thondod  Must 

MIL-R-87245 

11 

29  Aug 

86 

Be  Sent  Via:  Asd/enes,  Wrighi>potterson  Afb  Oh  45433*6503 

L 

5821 

Radio  Set  AN/ARC*44  And  Associoted  Components,  Instollotion  01  Validated 

Ma-R-14304 

CR 

14  Moy 

86 

CR 

May  86 

NOTICE  1 

L 

5821 

Rodio  Set  AN/ARC‘114(  )  Validated  Jul  83 . . . . . . 

MIL-R-55662 

CR 

02  Ocl 

70 

CR 

L 

5821 

Radio  Set  AN/ARC*44  And  Associoted  Components,  Bench,  Prellight  And  Flight 

MIL-R.13427A 

CR 

24  Jul 

63 

CR 

Tell  0(  Vol!dt.led  Ftb  81 

1 

5821 

Radio  Set  AN/ARC*131(  )  (Units  Of)  Validated  Sep  83 . . . . . 

MIL-R-55563  (1) 

CR 

24  Sep 

70 

CR 

L 

5821 

Radio  Set  AN/ARC-1 14(  )  REV-CR . 

MIL-R-55664A 
NOTICE  1 

CR 

31  Jul 

86 

CR 

1 

5821 

Radio  Set  AN/ARC-73{  )  (Unit.  01)  REV-CR . 

Mll  R-552-)lA  (2) 
NOTICE  1 

CR 

31  Jul 

86 

CR 

L 

5821 

Rodio  Set  AN/ARC-54(  )  (Unili  01)  Validated  Jul  83 . 

MIL-R-55256A 

CR 

05  Apr 

65 

CR 

L 

5821 

Rodio  Set  An/ARC*44  (Components  Of)  Validated  May  86  REV.99 . . . 

MII-R-12483B  (5) 
NOTICE  1 

CR 

14  Moy 

86 

CR 

L 

5821 

Radio  Set  AN/ARC*94  Validated  Mar  81 . . . . . 

MtL-R-23016  (3) 

AS 

15  Dec 

64 

AS 

L 

5821 

Rodio  Set  AN/ARC'38A  Validated  Mar  81. . . . . . . . 

MIL-R-22604  (3) 

AS 

07  Jan 

63 

AS 

L 

5821 

Radio  Set  AN/ARC-150(V)1  Validated  Aug  81  REV-ll  . 

MIL-R-83316 

84 

11  Aug 

71 

99 

1 

5821 

Radio  Set  AN/ARC*161  Validated  Mar  81 . . . 

MIL-R.81686  (1) 

AS 

07  Apr 

75 

AS 

1 

5821 

Rodio  Set  AN/ARC-143B  Validated  Aug  65...., . . . . . 

Mll-R-816288  (2) 

AS 

08  Mor 

79 

AS 

1 

5821 

Rodio  Set  AN/APC-142  Validated  Mar  81 . 

MIL-R-81627 

AS 

01  Jul 

71 

AS 

i 

5821 

Rodio  Set  AN/$RC*40  Digital  Ooto  Tronsmitter  Terminol  Validated  Mar  61 . 

MIL-R-81462 

AS 

01  Nov 

72 

AS 

1 

5821 

Radio  Set,  AN/ARC-1 15(  ) . 

MIL-R-55663 

NOTICE  1 

CR 

31  Jul 

86 

CR 

1 

5821 

Rodio  Set,  AN/ARC-39  Validated  Mar  81 . . . . . 

Mll  R-19506  (3) 

AS 

25  Jun 

62 

AS 

L 

5821 

Radio  Sell  AN/ARC-159  And  AN/ARC-159(V)  . 

MIL-R-81877B 
NOTICE  1 

AS 

15  Apr 

88 

AS 

1 

5821 

Rodio  Sell  AN/ARC-51A,  AN/ARC-518,  AN/ARC-51AX,  And  AN/ARC-S18X 

MIL-R-22659D 

AS 

19  Jun 

87 

AS 

Validated  Jun  87  USER-MC  REV-CR 

NOTICE  1 

L 

5821 

Rodio  Tronsmitter  Rodio  RT-1250A/ARC . . . . . 

Mll-R-85664  (1) 

AS 

07  Jul 

87 

AS 

1 

5821 

Receiver  •  Tronsmitter  Rodio  Set  AN/APX*1(X)(V) . . . . . . . 

MIL-R-818768 

AS 

04  Ocl 

88 

AS 

L 

5321 

Receivcr-jraosmitler  Radio  RT-546/ASQ*19,  RT*546A/ASQ*19,  RT*853/ASQ*19 

MIL-R.22762  (5) 

AS 

12  Aug 

68 

AS 

And  RT-5453/ASQ-19  Validated  Oct  84 

L 

5821 

Receiver-transmitter,  Radio  RT-1324A/ARC,  RT-1327A/ARC  4  RT-1407/ARC  .... 

Mll-R-85665 

AS 

07  Jul 

87 

AS 

L 

5321 

Receiver-transmiller  Rodio  RT-542/ASO  And  .RT-542A/ASQ  Validated  Jun  81  „ 

MIL-R-22678  (4) 

AS 

12  Aug 

68 

AS 

1 

5821 

Receiver-lronsmilter,  Radio  RT-059(  i/APX-72  Mountings  MT-38()9)  {/APX-72 

MIL-R-81435A 

AS 

23  Moy  88 

AS 

And  MT-3948)  (/APX-72  Validated  May  88  REV-CR 

NOTICE  1 

L 

5821 

Receiver-tronsmitter  Radio  RT-559/ASQ-58  And  RT-559A/A$0-58  Validated 

MIL-R-22679  (4) 

AS 

12  Aug 

68 

AS 

Mar  8 1 

1 

5821 

Receiver-transmitter,  Rodio  RT-793/ASQ  And  RT-793A/ASQ  Validated  Mar  81 

MII-R-81443  (2) 

AS 

28  Mor 

68 

AS 

L 

5821 

Receiving  Set,  Radio  ANVARR'41  Validated  Mar  81 . . . . . 

MII-R-18265A  (2) 

AS 

10  Jan 

62 

AS 

1 

5821 

Receiving  Set,  Radio  AN/ARR*69  And  AN/ARR-69A  Validated  Mar  81 . 

MIL-R-23767B  (1) 

AS 

03  Jon 

72 

AS 

L 

5821 

Recording  Group,  Video  Signol  OA-8962/ASH . . . . . 

Mll-R-85509 

AS 

11  Sep 

81 

AS 

1 

5821 

Scoring  Set,  Missile,  Non  Cooperolive  System  An/DSQ-37(V) . 

MIL-S-85688A 

AS 

15  Mor 

85 

AS 

5821 

MIL-S-33160B  (3) 
Mll-S -85673 

84 

15  Dec 

86 

99 

1 

5821 

Switching  Unit  SA-2498/ARC  . . . . . . 

AS 

07  Jul 

87 

L 

5821 

Television  Oisptoy  Requirements  For  Theweopon  System  For  Guided  Weopon 

MIL-T-81624  (1) 

AS 

30  Dec 

69 

AS 

Merle  1  All  M  Ods  (Wolleye)  And  Guided  Weopon,  Proclice  Mit  4  Mod  0/1 
Validated  Mar  62 

L 

5821 

Ten  Set  Group,  Radio  00-273()/A8C-154(V) . . 

MIL-T.49386 

CR 

05  Nov 

82 

CR 

1 

5821 

Transmitter  Group,  Telemetrie  Doto  OA-1208(  (/dpn  Validated  Jun  81 .............. 

MIL-T-23369B  (1) 

AS 

01  Moy  69 

AS 

L 

5821 

Tronsmitter,  Angle  01  Attack  Or  Sideslip,  locol  Validated  Oee  87  . . 

MS-2S066H 

NOTICE  1 

AS 

11  Dec 

87 

AS 

L 

5321 

Tronsmitter,  Digitol  Telemetry  . . . . . . . . 

MIL.T.85375 

AS 

14  Dec 

82 

AS 

L 

5821 

Tronsmitter,  Pulse  Code  Modufolion  (For  Secure  Telemetry  Applications) 

MIL-T-85138 

AS 

19  Jun 

87 

AS 

Validated  Jun  87 

NOTICE  1 

L 

5821 

Tronsmitting  Set,  Telemetrie  Doto,  AN/0XT-16A(V)  (And  Accessories)  Validated 

MII-T-23335 

OS 

08  Jun 

62 

os 

Apr  82 

L 

5821 

Transmitting  Se»,  Rodio  AN/ART'28  Validated  Sep  65  REV-MI  . . . 

MIL-T-6853  (1) 
NOTICE  1  (AER) 

AS 

15  Jon 

56 

AS 

5821 

p.onsmilting  Set,  Telemetrie  Data,  AN/AKT-22(V}u  . . . . . . . 

MII-T.85663 

AS 

20  Feb 

86 

AS 

L 

5821 

Transmitting  Set,  Telemetry  Date  AN/AKT-21  Validated  Jun  81 . . 

Mll-T-240153 

AS 

18  Sep 

70 

AS 

1 

5821 

Transmitting  Set,  Telemetrie  Dote  AN/0KT-61(V). . . . . 

MII-T-85595 

AS 

21  Jun 

84 

AS 

5821 

Transmitting  Set  AN/AKT-22  (V)  Telemetrie  Doto . . . . . . 

MIL-T.81695A 

AS 

29  Jul 

77 

i 

5821 

Tronsponder  Set  AN/DKW.2A(V) . . . . . . . .  ...... 

MIL-T-35397A 

AS 

14  Ocl 

83 

AS 

1 

5821 

Ttonipor.der  Ssl  AN/DKW-3A(V) . 

MII-T.85398C  (2) 

AS 

24  Aug 

84 

AS 

1 

5825 

Antenno  Group,  TACAfl,  OE*273(V)/URN . . . . . 

Mll.A-29505 

EC 

12  Sep 

86 

EC 

399 
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L 

5825 

Beacon  Set,  Raciio  AN^TRN  30[  )  (Uni)s  Of)  Validated  Jul  83 . . . . . 

Ml  L-B -55366 

CR 

03  Aug 

72 

CR 

1 

5825 

CU'2113(  )/$RC  Coupler  liolotor  Validated  Dec  86  . . . . . . . 

MIL-C-28855 

EC 

18  Dec 

86 

EC 

L 

5825 

Cobinei,  Equipment  Stowoge  •  Boiler/  Charging  BCU03/E  Validated  Moy  80...^ 

MIL-C-8)972 

AS 

24  Moy 

74 

AS 

L 

5825 

Control  Set,  Approoch  Power  AN/ASN*54  (V)  Validated  Jun  57.... . . 

MIL-C-23866A 

NOTICE  ) 

AS 

19  Jun 

87 

AS 

1 

5825 

Direction  Finder  Set  AN/TRD*23(  )  (Unit  Of)  Validated  Feb  80 . . . 

MIL-D-555)8 

CR 

22  Nov 

66 

CR 

1 

5825 

Direction  Finder  Set  AN/TRO>15(  )  (Units  Of)  Validated  Feb  80 . . . . 

MIL.D.55453  (1) 

CR 

14  Sep 

66 

CR 

L 

5825 

Mixer,  Tronsponder  Suppression  TO«937(  {/spx  Validated  Apr  8} . . . . 

MII-M-28743A 

EC 

08  Moy 

74 

EC 

1 

5825 

Novlgotion  Set,  Position  Fixing,  loron  AN/PSN‘6(  (  And  )units  Of(  Validated 

MIL.N.49094 

CR 

04  Jun 

76 

CR 

.ul83 

1 

5825 

Ntjvigotionol  Set,  AI^/URN*25,  TACAN  . . . . . . . 

Mll-N-29510 

EC 

12  Sep 

86 

EC 

L 

5825 

Rndio  Novigotion  Receiving  Set,  Omego,  AN/BRN*7,  AN/SRN*17 . . 

Mll.R-28819  (1) 

EC 

03  Jon 

83 

EC 

1 

5825 

Tccticol  Novigotion  Set  AN/ASN>123,  Ground  Support  Equipment  Electronic 

Mll.T.85288 

AS 

09  Mor 

79 

AS 

Systems  Test  Set,  AN/ASM‘614  Validated  Sep  85 

L 

5826 

Altimeter  Set,  Electronic  AN/APN*171(V)  REV-CR  . . . . . . 

MII-A-81296D 

AS 

22  Jul 

85 

AS 

Qt 

5826 

Altimeter  Set,  Electronic  AN/APN‘194(V) . . . 

MII.A-81605D  (1) 

AS 

29  Jul 

85 

AS 

L 

5826 

Amplifier  AM'203C''ARA*19  Validated  Avg  86  REV>AS . . 

MIL-A-6348D  (2) 
NOTICE  1 

84 

20  Aug 

86 

99 

1 

5826 

Antenno  AS0304(  )/ARN<30  Validated  Dec  86  . . . 

MIL-A.55359 

NOTICE  1 

CR 

08  D«c 

86 

CR 

t 

5826 

Anienna  AT&172()-ARN«,14 . 

Mll-A.25487a 

84 

16  Moy 

87 

99 

L 

5826 

Antenno  AT&536'ARN..„..,. . . . . . . . . 

MII-A-25367A 

84 

25  Moy 

88 

99 

1 

5826 

Antenno  AT-983/ARN  And  Antenno  AT*983A/AF  '  Validated  Moy  86 . . 

MII-A-38I87A  (1) 
NOTICE  1 

84 

o 

o 

86 

99 

1 

5826 

Antenno  Subsystem  For  Aircraft  Morker  Beocon  Equipment  Generol 

MIL-A-5999B 

11 

30  Jon 

87 

11 

Specificotlon  For 

NOTICE  1 

1 

5826 

Computer  Set,  Novigotionol  AN/ASM*39  (  Validated  Apr  83 . . . 

MIL-C-81169 

AS 

15  Oct 

64 

AS 

1 

5826 

Computer  Set,  Toclicol  AN/ASN‘91B(V)  Validated  Jul  83  . . 

Mll-C'85016 

AS 

04  May 

77 

AS 

5826 

Course  Indicator  ID-2S0A/ARN  USER'MI  . . . . 

MIL.C-5824A  (1) 
NOTICE  1 

CR 

31  Jul 

86 

CR  AS 

L 

5826 

Direction  Finder  Group  AN/ARA>50 . . . . . . . 

MII-D-38402A 

84 

23  Apr 

87 

99 

L 

5826 

Direction  Finder  Set  AN/ARN-89(  )  Validated  Nov  60  REV<R  . . . . . . 

MIL-D-55647  (2) 

CR 

08  Aug 

75 

CR 

1 

5826 

Direction  Finder  Groups  AN/APA‘69A  &  AN/APA>69C . . . 

MII-D.5025C 

NOTICE  1 

AS 

31  Dec 

87 

t 

5826 

Indicotor  •  Course,  IO‘250A/ARN  Validated  May  84 . . . . . . 

MS-28027A 

84 

8  Moy 

59 

99 

5826 

Indicotor  Coupler  CU*395/ARN.21A  Validated  Sep  85 . . . 

MIL.I-8693 

AS 

15  Apr 

55 

AS 

99 

1 

5826 

Indicotor,  8eoring>distonce*heoding  100103/ARN  Validated  Mar  87  REV>)1 . 

MIL.I-38357A  (3) 

84 

03  Mor 

87 

99 

1 

5826 

Indicotor,  Course  1D387/ARN . . . . . . 

MIL-I.9229A 

84 

20  Oct 

86 

99 

1 

5826 

Instollotion  And  Acceptonce  Teesting  Of  Network,  Antenna  Compensotion, 

MILI-49105 

AV 

22  Nov 

76 

AV 

CN>1404/ARN*89,  In  Army  Aircraft  Validated  Jan  85 

1 

5826 

Instollotion  And  Acceptonce  Testing  Of  Receiver,  Radio  R*1963/ARN  Validated 

MIL-l-49076 

AV 

15  Mor 

78 

AV 

Jan  85 

1 

5826 

installation  And  Acceptance  Testing  Of  Receiving  Set,  Rodio  An/orn  123(V)( ) 

M1L4.49075 

AV 

14  Ocl 

77 

AV 

Validated  Jan  85 

1 

5826 

Navigation  Display  Set,  AN/ASN'124 . 

MIL-N-850O5A  (1) 

AS 

31  Mor 

82 

AS 

1 

5826 

Navigation  Set,  Loron  AN/ARN-85(V)  Validated  Dee  81 . . 

MIL-N-38466 

13 

22  Mor 

66 

13 

1 

5826 

Navigation  Set,  Inertial,  AN/ASN«84  (  (  Validated  Apr  88 . . . . . . 

M1L-N.81497A  (2) 
NOTICE  1 

AS 

25  Apr 

72 

AS 

1 

5826 

Novigotion  Set,  Inertial  AN/ASN*92(V)  Validated  Jul  83 . . 

MII-N-81604C 

AS 

03  Dec 

76 

AS 

L 

5826 

Navigation  Set,  Inertial  AN/ASN039 . . . . . 

Mll-N-85414  0) 

AS 

07  Dee 

83 

AS 

5826 

Navigation  Set,  Ineitiol  AN/ASNO30A,  Aircroft  . . . . . . . 

MII.N.85516A 

AS 

13  Jul 

87 

AS 

1 

5826 

Navigation  Set,  Tocticol  AN/ASN«123 . . 

MII.N-85100A 

AS 

30  Mor 

87 

AS 

1 

5826 

Novigotion  Set,  Tocon  AN/DRN')3  . . . . . . 

Mll-N-85450  0) 

AS 

15  Aug 

88 

AS 

L 

5826 

Novigotionol  Set,  Tccan  AN/ARN<52  (V)  Validated  Jul  83  . . . 

MII-N.22239C  (1) 

AS 

15  Jon 

70 

AS 

1 

5826 

Novigotionol  Set,  Omego  AN/ARN*99(V)  1  Validated  Jul  83  . . . . 

MIIN-81675A 

AS 

09  Nov 

76 

AS 

1 

5826 

Novigotionol  Set,  Tocon  AN/ARN>84  (V)  Validated  Aug  82  . . . . 

Mlt.N.81207A  (1) 

AS 

19  Jul 

76 

AS 

1 

5826 

Novigotionol  Set,  Omego  AN/ARN*99(V)  Validated  Oct  84  . . . . . 

MII-N.81678B 

AS 

14  Feb 

77 

AS 

1 

5826 

Novigotionol  Set,  Tocon,  AN/ARNO03  (V)  Instollotion  And  Acceptonce  Testing 

Mll.N-49042 

CR 

27  Feb 

75 

CR 

Of  Validated  Nov  80 

L 

5826 

Novigotionol  Set,  Tocon  AN/ARN*105  Validated  Jan  81 . . . . 

Mll.N.81857 

AS 

24  Oct 

72 

AS 

1 

5826 

Network,  Antenna  Compensotion  CN«1404/ARN*89  Validated  Jan  55...>........«... 

Mll-N-49116 

AV 

08  Feb 

77 

AV 

L 

5826 

Radio  Receiving  Set  An/ARN*XX . . . . . . . . . 

MII-R-85690A 

AS 

19  Feb 

85 

AS 

1 

5826 

Receiver-tronsmitter,  Rodio  RT«736(*)/ASQ-88  And  Decoder,  Pulse 

MII.R.81I05 

AS 

15  Jon 

66 

AS 

KY.531(‘)/ASQ.88  Validoled  Mar  31 

1 

5826 

Receiver,  Radio  R'1047A/A  Validated  Mar  82 . . 

Mll-R-24008 

AS 

23  Jan 

64 

AS 

L 

5826 

Receiver,  Rodio  R>1041B/ARN  Validated  Jon  85  . . . . . . . 

Mll-R.55504  (2) 

AV 

12  Feb 

70 

AV 

L 

5826 

Receiving  Set,  loron  AN/ARN78  Validated  Dee  81.... . . . . . 

MII.R.38327B  (1) 

13 

02  Feb 

67 

13 

1 

5826 

Receiving  Set,  Rodio  AN/APN70B  Validated  Dec  81 . . . . . 

MII-R-7276C  (1) 

13 

14  Mar 

69 

13 

L 

5836 

ReceIving.d<‘Codtn2  Group  AN/ARA.63  Validated  4pf  $$ 

(2) 

NOTICE  1 

AS 

15  May 

81 

AS 

5826 

Stondord  Tocticol  Air  Novigotion  (Tocon)  Signol  Validated  Dec  86  REV*AS  SH 

MIL-STD-29I8 

EC 

12  Dec 

86 

AV  EC 

11 

85 

NOTICE  1 

L 

5826 

Test  Set,  Indicator,  AN/ARM'155  Validated  Mar  88  . . . . . 

MIL-I-81988 

NOTICE  1 

AS 

21  Mcr 

88 

AS 

L 

5826 

Tronsmitter,  Beacon,  locator  T0438/D . . . . . . . . 

MIL-T.85350A  (2) 

AS 

25  Jun 

84 

AS 

L 

5830 

Amplifier  Assembly,  AM'2316/SIA  . . . . . . . . 

MIL  A.2)577/6A  (I) 

SH 

29  Oct 

82 

SH 

1 

5830 

AmpIIfier'Control  Group,  Type  AN/SIA>U9  Validated  Sep  82  . . . 

MII-A-21577/7B 

SH 

15  Aug 

68 

SH 

L 

5830 

AmpIIfier*control  Group,  AN/SIA020  Validated  Oct  82 . . . . 

MIL-A-21577/8A 

SH 

27  Feb 

67 

SH 

L 

5830 

Ampllfier^control  Group,  AN/SIA'122(V)  Validated  Apr  81  . . . 

MIL-A-2)577/9 

SH 

31  Jon 

64 

SH 

1 

5830 

Amplifier*control  Group,  AN/SIA0 15 . . . . 

MlL-A-21577/2  (1) 

SH 

29  Oct 

82 

SH 

1 

5830 

Amplifiencontrol  Group,  AN/SfA*116 . . . . . . . . . 

Mll-A-21577  '3  (1) 

SH 

29  Oct 

82 

SH 

L 

5830 

Ampllfier>oscillotor  Group,  AN/SIA*117  Validated  Sep  02 . . 

MIL.A.21577/4B 

SH 

15  Aug 

68 

SH 

1 

5830 

Amplifier*osciIlotor  Group,  AN/SlA*n8  Validated  Sep  82.......... . . . 

MIL-A-21577/5A  0) 

SH 

15  Aug 

68 

SH 

400 


FSC  USTING 


DOCUMENT 


FSC 

TITIE 

NUMBER 

PREP 

DATE 

CUSTODIAN 

1 

5830 

Ampti{ier*oscil!ator  Group  AN/SIA>114 . f, . . . . . 

M1L-A-21577/1A  (1) 

SH 

29  Oct 

82 

SH 

L 

5830 

Amplifier,  Audio  Frequency  AM>6747(  (/v  Validated  Jut  63 . . . 

M1L-A-49095A 

CR 

07  Jul 

78 

CR 

L 

5830 

Amplifier,  Audio  Frequency,  And  Amplifier^eontrol  Groups*shlpboord 

MIL-A-21577A  (1) 

SH 

29  Oct 

82 

SH 

Announcing 

SUPP  lA 

L 

5830 

Amplifier,  Audio  Frequency  (Amplifier  Loudspeaker  Equipment,  Frequency  Range 

M1L-A-16294C 

SH 

18  Apr 

63 

SH 

100  To  7000  CPS)  Validated  Apr  81 

L 

5830 

Amplifier,  Audio  Frequency^emergency  Report  System  Validated  Sep  82 . 

MIL-A-21577/10 

SH 

31  Jul 

68 

SH 

L 

5830 

Amplifier,  Audio  Frequency,  Booster  Amplifier  •  Audio  *  20  Watt  Shipboard 

Mll-A-21577/11  (1) 

SH 

17  Jon 

83 

SH 

Announcing 

Q 

5830 

Announcing>equipment,  Shipboord . . . . . . . 

MIL-A-20222  (1) 

SH 

18  Apr 

88 

CR 

SH 

L 

5830 

Audio  Enlertoinment  System  Equipment,  Shipboard  Validated  Apr  81  . 

MIL-A-17053E 

SH 

03  Nov 

67 

SH 

L 

5830 

Communicotions  Systems  Integrated  Voice..... . . . . . . . . 

Mll-C-24629 

SH 

21  Fob 

84 

SH 

5830 

Control  Assembly,  Inletphone^radio,  AN/AIA*2A  (For  Atrcrofl)  Validated  Jol  83 

MIL-C-5d19 

AS 

30  Jon 

50 

CR 

AS 

USER-AV 

L 

5830 

Control,  Inte.communication  Set  C  ni34/VlC<2  (V) . 

MIL-C-29456 

23  Moy 

88 

5830 

Intercommunicotion  Station  And  loudspeaker,  Mognetic  Intercommunkotion 

Mll-l-124468 

CR 

18  Sep 

86 

CR 

99 

Station  IS*130>P1  And  Loudspeaker  LS<114/U  Validated  Sep  66 

NOTICE 

L 

5830 

Intercommunication  Stotions  Naval  Shipboard  Validated  Apr  81 . . . . 

MIL-1-24078  (1) 

SH 

14  Jen 

65 

SH 

L 

5830 

InI.rcommunicalion  Slationt  IS-124(  (/FI,  LS-125)  (/FI,  lS-126)  (/FI,  lS-127) 

MIL-1-126378 

CR 

18  Sep 

86 

CR 

(/FI,  LS028)  (/FI,  LS-138)  (/FI,  IS.200)  (/FI,  LS-201)  (/FI,  LS.202)  (/FI 
Validated  Sep  86 

NOTICE  1 

1 

5830 

Interior  Communication  Equipment,  Naval  Shipboard,  Bosic  Design  Requirements 

MIL-1-983E  (1) 

SH 

22  Dec 

67 

SH 

For  (Inactive  For  Newdesign  Use  MIL^E'16400  in  Lieu  Of)  Validated  Mar  79 
USER-ME  REV-EA 

L 

5830 

Loudspeoker,  Control  Of  Vc*  rme,  Automotic  (Metric) . . . 

DOD-L-246S1 

SH 

12  Jon 

87 

SH 

L 

5830 

Loudspeaker,  Microphone,  (Megaphone,  Electronic^portoble)  Validated  Jul  82 

MIL-L-22250 

SH 

18  Nov 

59 

SH 

USER-Gl  REV-99 

5830 

Microphone,  Intercommunication  And  Announcing  System,  Novol  Shipboord 

MIL-M.23813A 

SH 

21  Dec 

64 

CR 

SH 

Validated  Ape  81  USER*MC 

L 

5830 

Public  Address  Set  AN/UIH-6(  (  )units  Of( . . . . . . . 

MIL-P-49029 

NOTICE  1 

CR 

25  Jul 

86 

CR 

♦5830 

Public  Address  Set  (Reproducing  Equipment  MC*364  And  Public  Address  Set 

MIL-P-12953A  (1) 

CR 

12  Mar 

87 

CR 

99 

AN/UIH-2  Validated  Mar  87 

ADDENDUM  (1 

L 

5830 

Public  Address  Set,  AN/U1Q*10  Validated  Mar  85. . . . . . 

MIL.P-28991 

MC 

22  Dec 

72 

MC 

L 

5830 

Public  Address  Set,  Type  AN/UIQ7  Validated  Apr  81 . . . . . . 

MIL-P-167908  (1) 

SH 

26  Aug 

67 

SH 

1 

5830 

Recorder>reproducer,  Sound,  Portoble,  Mognetically  Coated  Tope  Validated  Apr 

M1L-R-22717  (3) 

SH 

01  Mor 

67 

SH 

81  REV-MI 

5830 

Sound  Systems  •  01  Dec  51  . . . . . . . . 

EIA  RS160-51 

YD 

18  Sep 

81 

CR 

YD 

99 

1 

5830 

Submorine  Intercommunicotion  System  An/vric*(v)  Validated  Apr  $1  . 

MIL-S-23012A  (1) 

SH 

25  Feb 

66 

SH 

5830 

Washer,  Flol,  Aircraft  Hydroulic  Backup  USER*ME  RGV*AR  Ml  IS.......... . 

MS-28777C 

82 

16  Moy 

84 

AV  AS 

99 

1 

5831 

AF  Amplifier  AM<476(AIC*10)  Validated  Aug  86  . . . . . 

MIL-A-92S6C  (1) 
NOTICE  1 

84 

12  Aug 

86 

99 

1 

5831 

Amplifier,  Audio  Frequency  AM<944/AIC03 . . . . . . . . . . 

MIL-A-25546C  (1) 
NOTICE  1 

84 

04  Aug 

86 

99 

5831 

Amplifier,  Audio  Frequency,  AM  4325B/A  . . . . . . . . 

MIL-A-23595/2B  (1) 

AS 

17  Mor 

89 

AS 

5831 

Amplifier,  Audio  Frequency,  AM  7067/A . . . . . 

MIL-A-23595/3B  (1) 

AS 

T7  Mor 

89 

AS 

5831 

Amplifier,  Audio  Frequency,  AM*3597C/A  . . . . . . 

MIL-A-23595/1  (1) 

AS 

17  Mor 

89 

AS 

5831 

Amplifier,  Interphone,  AM'40/AIC  (For  Aircraft)  Validated  Jul  83  USER*AV 

MIL-A-5618 

AS 

30  Jon 

50 

CR 

AS 

L 

5831 

Amplifier.audlo  Frequ  Ency . . . . . 

MIL-A-23595C/A  (1) 

AS 

17  Mar 

89 

AS 

L 

5831 

Control  Ponel  C&824-AIC«,10  Validated  Aup  86  REV-GS . 

MIL-C-9226A 

NOTICE  1 

84 

12  Aug 

86 

99 

L 

5831 

Control,  Intercommunicotion  Set  C'1611(  )/AlC  Validated  Jut  63 . . 

MIL-C-55194  (3) 

CR 

21  Aug 

64 

CR 

L 

5831 

Control,  Interphone  C'2644/AIC'14  Plostic  lighting  Plate,  Configurotion  Of 

MS-25491K 

AS 

10  Aug 

84 

AS 

(Inoclive  For  New  Design  After  10  Aug  1984  «  No  S/s) 

1 

5831 

Control,  Public  Address  Set  CM6I4-A1C&13  Validated  Aug  66 . . . 

MIL-C-25548C  (1) 
NOTICE  1 

84 

12  Aug 

86 

99 

1 

5831 

Harness,  Test  Bench,  For  lnterphone*rod(o  Control  Set  AN/AIC*4  Validated  Jul 

83 

Intercommunication  S  $  Ai  VIC*14A  oo  AN/AIC*14,  Generol  Specificotion 

M1L-H.8541 

AS 

12  Dec 

52 

AS 

1 

5831 

MIL-I-22352D  (1) 

AS 

15  Aug 

86 

AS 

For 

SUPP  1 

5831 

Intercommunicotions  Set  AN/AIC«14A  R/t  Interphone  Control  Panel 

MIL-l-85843 

AS 

15  Jun 

88 

C-4949/A1C-14A 

1 

5831 

Intercommunicotion  Sets,  AN/AIC*14  &  AN/AIC-14A  Monitor  Amplifier  Module 

MIL-l-22352/9 

AS 

10  Aug 

84 

AS 

L 

•5831 

Intercommunicotion  Sets,  AN/AIC*5A  And  AN/AIC*5B  Validated  Mar  81  .......... 

MIL-l-60488 

AS 

1  Jun 

56 

AS 

L 

5831 

Intercommunicotion  Sets,  AN/AtC*14  oo  AN/A(C*14A  Amplifier  Module 

MIL-l-22352/1 

AS 

10  Aug 

84 

AS 

(Inactive) 

5831 

Intercommunicotion  Set,  AN/AIC«14  Active  Interphone  Control  Panel 

MIL-l-85844 

AS 

14  Jun 

88 

C-2646/A1C-14 

L 

5831 

tntercemmunlcotion  Sets  AN/AiC-14  oo  AN/'A{C-t4A  Ampiltier  Module 

nS 

lO  Aug 

o4 

AS 

(Inoctive) 

•5831 

Intercommuf  kotion  Sets,  AN/AIC'4  And  AN/AIC*4A  Validated  Jul  83  REV-AV.. 

MIL-l-60528 

AS 

16  Dec 

52 

CR 

AS 

1 

5831 

Intercommunicotions  Sets,  AN/AtC-14  &  AN/AIC>14A  Amplifier  Module .......... . 

MIL-l-22352/3 

AS 

10  Aug 

84 

AS 

5831 

Intercommunicotion  Sets,  AN/AIC>14  Amplifier  Module  . . . . . 

MIL-I-85844/1 

AS 

14  Jun 

88 

1 

5831 

Intercommunicotion  Sets,  AN/AIC>}4  &  AN/AIC*14A  Filter  Module . 

MIL-l-22352/10 

AS 

10  Aug 

84 

AS 

5831 

Intercommunication  Sets,  AN/AIC‘14A  Master  Interphone  Control  Ponel 

MIL-l-85845 

AS 

14  Jun 

88 

C-2645D/AIC-14 

5831 

Intercommunication  Sets,  AN/AIC>14  &  AN/AIC>14A  Microphone  Mixing 

MIL-I-22352/4 

AS 

10  Aug 

84 

AS 

Module 

5831 

Intercommunicotion  Sets,  AN/AIC*14A  Ampllfer  Module. . . . . . 

MIL-l-85845/1 

AS 

14  Jun 

88 

i 

5831 

Intercommunicotion  Sets,  AN/AlC-14  &  AN/AIC>14A  Lomp  Driver  Module . 

MIL.I-22352/5 

AS 

10  Aug 

84 

AS 

5831 

Intercommunicotion  Sets,  /N/AIC-14A  Vox  Module . . . . . 

MIL-l-85845/2 

AS 

14  Jun 

88 

1 

5831 

Intercommunication  Sets,  AN/AIC*14  &  AN/AIC*14A  Vox  Module  (Inactive  ...... 

MIL  I-22352/6  (1) 

AS 

15  Aug 

86 

AS 

5831 

Intercommunicotion  Sets,  AN/AIC*14A  Filter  Module  . . . . . . . . 

MIL-l-85845/3 

AS 

14  Jun 

88 

401 
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1 

5831 

5831 

Intercommunicotlon  Sets.  AN/AIC-14  &  AN/AtC-14A  Vox  Module . . 

Intercommunlcotion  Set  AN'AIC*14A  Audio  Freqvency  Amplifier 

AM-3889/AIC-14A 

MIL-l.22352/7  (1) 
MlL-h85846 

AS 

AS 

15  Aug 
15  Jun 

86 

88 

AS 

L 

5831 

5831 

Intercommunication  Stations  IS*459(*)/AIC  And  LS*460J*)/AIC  Validated  Mar 

81 

Intercommunication  Sets.  AN/AIC-14A  Microphone  Mixine  Module  .................... 

MIL-I-22767A 

MIL-1  85846/1 

AS 

AS 

15  Oct 

15  Jun 

67 

88 

AS 

1 

5831 

5831 

Intercommunicotions  Set.  AN/AIC*14  &  AN/AIC'14A  Passive  Interphone 

Control  Ponel  C-2642A/AIC-14  (tnoctive  Use  MIL-l-22352/17  Or 

MlL-I.22352/11) 

Intercommunicotion  Sets.  AM/AIC*14A  Duel  Output  Amplifier  Module . 

MIL.1-22352/11 

MIL-1'85846/2 

AS 

AS 

10  Aug 

14  Jun 

84 

88 

AS 

1 

5831 

Intercommunicotions  Set.  AN/AIC>14  &  AN/AIC«14A  Possive  Interphone 

Control  Panel  C-2644/AIC04  (Inoctive  MIH.22352/17  Or  MIU-22352/18) 

MIL-1-22352/12 

AS 

10  Aug 

84 

AS 

L 

5831 

Intercommunicotion  Sets  An/AIC<14  And  An/AIC*14A  Possive  Interphone 

Control  Panel  C*2647A/A1C<14  (Inactive  For  New  Design  After  10  Aug  1984 
.  For  New  Design  Use  MIL-l.22352/23) 

MIL-1-22352/ 13 

AS 

10  Aug 

84 

AS 

L 

5831 

Intercommunicotion  Sets  AN/AIC*14  And  AN/AIC'14A  Possive  Interphone 

Control  Ponel  C*2647A/AIC>14  (Inactive  For  New  Design  After  10  Aug  1984 
.  For  New  Design  Use  MIL.I.22352/17  Or  /18) 

MIL-1-22352/14 

AS 

10  Aug 

84 

AS 

L 

5831 

Intercommunicotion  Sets  AN/AIC*14  And  AN/AIC04A  Passive  Interphone 

Control  Ponel  C-2648B/AIC-14  (Inactive  For  New  Design  After  10  Aug  1984 
•  For  New  Design  Use  MtL-l-22352/23) 

MIL-l-22352/15 

AS 

10  Aug 

84 

AS 

L 

5831 

Intercommunications  Set,  AN/AIC*14  0  AN/AIC*14A  R/t  Interphone  Control 

Ponel  C-4949/AIC-14A 

MIL-l-22352/17 

AS 

10  Aug 

84 

AS 

1 

5831 

Intercommunication  Sets,  AN/AtC>t4  &  AN/AIC‘14A  R/T  Interphone  Control 

Ponel  C-4952A/AIC*14A 

MIL-l-22352/18 

AS 

10  Aug 

84 

AS 

L 

5831 

Intercommunications  Sets.  AN/A1C‘14  &  AN/AIC*14A  Active  Interphone  Control 
Panel  C>2646/AIC04  (Inactive) 

MIL-l-22352/19 

AS 

10  Aug 

84 

AS 

L 

5831 

Intercommunications  Set.  AN/AtC>14  &  AN/AIC^UA  Master  Interphone  Control 
Ponel  C-264SB/AIC-14  (Inactive  Use  MIL-l-22352/22} 

MlL-l-22352/20 

AS 

10  Aug 

84 

AS 

L 

5831 

Intercommunications  Set.  AN/AIC*t4  &  AN/AIC-14A  Moster  interphone  Control 
Panel  C-264SC/AtC-14  (Inactive  Use  MlL-l-22352/22) 

MlL-1-22352/21 

AS 

10  Aug 

84 

AS 

L 

5831 

Intercommunicotions  Set,  AN/AIC*I4  &  AN/AIC*14A  Master  Interphone  Control 
Panel  C-26450/AIC04A 

MIL-l-22352/22 

AS 

10  Aug 

34 

AS 

L 

5831 

Intercommunications  Set,  AN/AtC*14  &  AN/AIC*14A  Station  Interphone 

Control  Panel  C*4951/AIC>14A 

MIL-l-22352/23  (1) 

AS 

15  Aug 

86 

AS 

L 

5831 

Intercommunicotions  Set.  AN/AIC«14  &  AN/AIC-14A  Audio  Frequency 

Amplifier  AM*3889/AtC-14A 

MlL-1-22352/24 

AS 

10  Aug 

84 

AS 

1 

5831 

Intercommunicotions  Set.  AN/AIC*14  &  AN/AIC-14A  Mounting  Plate 
MT.2075/AIC-14 

MIL'l-22352/25 

AS 

10  Aug 

84 

AS 

i 

5831 

Intercommunications  Set^  AN/AtC*14  &  AN/AtC>14A  Possive  interphone 

Coniroi  Ponei  C-2443/AtC-14  (inactive  Use  MIL-i-22352/17  Or 

MiL-i.22352/t8) 

MIL-1-22352/26 

AS 

10  Aug 

84 

AS 

1 

5831 

Intercommunication  Sets.  AN/AIC04  &  AN/AIC04A  Duel  Output  Amplifier 
Module 

MIL'l-2235:/8 

AS 

10  Aug 

84 

AS 

Q  1 

5831 

Interconnecting  Box  J>1013A/A1C  Validated  Oet  84 . . . . 

MIL'1-22062A  (1) 

AS 

01  Oct 

70 

AS 

1 

5831 

Possive  Interphone  Control  Ponel  C*2648B/AIC-14  (Inoctive  Use  MIL*I*22352/17 

Or  /18 

61IL-P-22352/16 

AS 

10  Aug 

84 

AS 

L 

5831 

Plate.  Plastic.  Lighting  For  Interphone  Control  C«4951/ATC-14A  Validated  Sep 

85 

Plate.  Plastic.  Lighting  For  Interphone  Control  C'2643/AIC'14  (Inactive  For 

Design  After  10  Aug  1984  ■  No  S/s)  R6V-6S 

M5-18049B 

AS 

08  Dec 

78 

AS 

L 

5831 

',>5-254200 

AS 

10  Aug 

84 

AS 

L 

5831 

Plote.  Plastic.  Lighting  For  Interphone  Control  C*4952A/AIC-14A  Validated  Jvn 

83 

Plote.  Plastic.  Lighting  For  Interphone  Control  C»2647A/AIC«14  (Inoctive  For 

New  Design  After  10  Aug  1984  •  No  S/s)  Validated  Sep  85 

M5-18050 

AS 

20  Nov 

72 

AS 

L 

5831 

M5-25492J 

AS 

10  Aug 

84 

AS 

L 

5831 

Plote.  Plastic.  Lighting  For  Interphone  Control  C-4949/AIC-14A  Validated  Jvn 

83 

Plote.  Plastic,  Lighting  For  Interphone  Control  C«2648B/AIC-14  (Inoctive) 

Validated  Sep  85  REV-EC- 

MS-18047B 

AS 

02  Oct 

72 

AS 

L 

5831 

MS.25493L 

AS 

10  Aug 

84 

AS 

5835 

5835 

5835 

Cortridge.  Co  Planor.  Mognelic.  Type  CPU  (Compact  Cassette).  Audio  Visual 

Use  Of  Validated  May  87  USER-AV  Ml  REV-AS 

Cosseite.  Mognelic  Tope.  3/44NCH.  U^motic.  Video  Color.... . . . . 

Cassette.  Mognelic  Tope,  Audio  Recording  (Twin*hob.  Coplonor)  Validated  Mar 

83 

FED-STD-360 
NOTICE  1 

A-A-1827 

W-C-1684 

INT  AMD  (1) 

♦CR 

•CR 

* 

08  Mor 

24  Jul 
04  Apr 

76 

81 

77 

CR  EC 

CR 

99 

L 

5835 

Flight  Data  Recorder.  Funclionot  Standards  For  REV<80 . . . . . . 

MIL-STD-2124A 
NOTICE  1 

AS 

02  Jul 

84 

AV  AS 

99 

L 

5835 

Head,  Magnetic  Tope.  Instrumentation.  IRIG  Wide  Bond  Group  li  REV>CR  EC.... 

MIL-H'87969 

80 

01  Mar 

83 

99 

1. 

5835 

intercommunicotion  Stations  (Hondsdree  Operoted  Reply  Reproducer)  Novol 
Shipboord 

MIL-I-22560B  (1) 

SH 

02  Sep 

86 

SH 

L 

L 

5835 

5835 

Intercommunicotion  Stotlon,  Type  LS‘S40/SIC.  Naval  Shipboord  Validated  Apr 

81 

Recorder  •  Reproducer  Set,  Digitol  Doto,  AN/ASK*33  . . . . . . . 

MIL-l-24185  (2) 

MIL-R-85535  (2) 

SH 

AS 

05  Jul 

26  Aug 

66 

86 

SH 

L 

5835 

Recorder  Reproducer.  Sound  (Magnetic  Tope).  Type  RD*2I9/U  Validated  Apr 

81 

Recorder  Reproducer  Set,  Sound  AN/UNQ*7(), . . . . . 

MIL-R-22754 

SH 

03  Aug 

61 

SH 

Q  1 

5835 

MIL-R-2109IE  (1) 

SH 

31  Jon 

84 

SH 

t 

5835 

Recorder  Reproducer.  Acoustic  AN/AQH'4«(V)2.,.. . . . . . . 

MIL-R-85308 

AS 

28  Jul 

83 

AS 

L 

5835 

Recorder  Reproducer  Set,  Sound  A/TNH'23(  ) . . . . . . 

MIL-R-49203  (2) 

CR 

31  Jan 

89 

CR 

L 

5835 

Recordenreproducer  Set,  Sound.  AN/UNQ-8()  Validated  Apr  87........................ 

MIL-R-23412 

SH 

01  Oct 

62 

SH 

5835 

Reel  And  Hub  For  Magnetic  Recording  Tope.  General  Specificotion  For 

USER-AS  REV-NV  OM  80  ES 

W.R-175D 

/SH 

22  Dec 

86 

CR  SH 

99 

5835 

Reel,  Hobs.  Fibergloss  &  Mctcllrc,  With  3*1NCH  Center  Hole  USER-AS  NY 

REV-OM  80  ES 

W-R-175/2D  (1) 

/SH 

23  Mar 

88 

CR  SH 

99 

402 
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5835 

RecU,  Plastic  &  Fiberglass,  With  5/16  INCH  Center  Hale  USER-AS  REV-OM  NV 

W-R-175/1D  (1) 

/SH 

23  Mor 

88 

CR  SH 

99 

80  ES 

5835 

Reels,  PlostlCf  Fibergtoss,  Metallic,  &  Metallic  Flange  Phenolic  Hub,  With  3^1NCH 

W-R-175/3D  (1) 

/SH 

23  Mor 

88 

CR  SH 

99 

Center  Hole  USER-AS  REV-OM  NV  80  ES 

5835 

Reels,  Pfeeijion,  Aluminum,  With  34NCH  Center  Hole  USER-AS  REV-OM  NV  80 

ES 

Reels,  Precision,  Gloss  Flange  With  Aluminum  Hub,  3*tNCH  Center  Hole 

V/-R.175/4D  (1) 

/SH 

23  Mor 

88 

CR  SH 

99 

5835 

W-R-175/6A  (1) 

/SH 

23  Mor 

88 

CR  SH 

99 

REV-OM  NV  80  ES 

5835 

Tape,  Audio,  Magnetic,  1/4  Inch,  Recording  Formats  For  Vohdated  Moy  87 

fED-STD-351 

•CR 

01  Sep 

75 

CR  EC 

99 

USER-MI  AV  TD  REV-AS 

NOTICE  1 

5835 

Tope,  Recording,  Instrumentoiion,  Mognetic  Oxide*cooted  USER-AS  REV-NV 

W.T-1553A  0) 

SH 

04  Mar 

87 

CR  SH 

99 

OM  80  ES 

Q 

5835 

Tope,  Recording,  Audio,  1/4  Inch  Magnetic  Oxide  Cooted  VoUdaied  Jon  82 . 

W-T.001572 

•82 

17  Moy 

72 

5835 

Tope,  Sound  R£CORDlNG,1/4-INCH,  Generol  Purpose  Vo*>dat^d  Jon  83 

A-A-1895 

/80 

24  Jul 

81 

CR  NV 

99 

REV-CG 

5835 

Tape,  Sound  Recording,  1/4>INCH,  Mostering  VoUdated  Jon  83. . 

A-A-18P6 

/80 

24  Jul 

81 

CR  NV 

99 

L 

5840 

Blonkers,  Interference,  MX-8757/UPX,  MX-8758/UPX,  And  MX-8758A/UPX . 

Mll-B-28850  (7) 

EC 

15  Sep 

86 

EC 

1 

5840 

Control  Enclosure  CY-6816/APX-72  For  Tronsponder  Set  Control  C-6280(  ( 

M1L-C-28742A 

EC 

15  Oct 

86 

EC 

)p(/cpx  Volidaled  Oct  86 

NOTICE  1 

L 

5840 

Control  Units,  Remote  Switching,  C-10315/U  And  C-10979/0  VaUdoted  May 

MIL-C-2SS43A 

EC 

08  May 

87 

EC 

a? 

NOTICE  1 

1 

5840 

Control,  Remote  Switching,  C‘7594(  (/u  And  C-7595)  (/u  Oe*ierol  SpecKicotion 

MIL-C-28724A  (1) 

EC 

15  Oel 

86 

EC 

For  Validated  Oct  86 

NOTICE  1 

L 

5840 

Decoder,  Video  KY-8710/TKQ-2B . 

MIL-D-4W75 

CR 

05  Nov 

82 

CR 

5840 

Oeloy  Line,  Pulse,  Electromognetic,  Lumped  Constant  Validated  Jol  84  USER*MI 

MIL-D-23859/23C 

85 

06  Apr 

78 

ER  EC 

85 

MC  REV-AR  SH  OS  AS  17 

5840 

Oelo/  Line,  Pulse,  Electromagnetic,  Fixed  Style  Pb  Validated  Apr  84  USER-MI 

MIL-D-23859/2 

85 

20  Sep 

67 

ER  EC 

99 

MC  REV-AR  OS  17 

1 

5840 

Detecting  Transmitting  Set,  Electromognetic  AN/GSQ-160(  )  (Inactive) 

MIL-D-55362A 

CR 

04  Sep 

74 

CR 

Validated  Nov  83 

NOTICE  1  (ER) 

5b40 

Oisploy  Set,  Mission  Recorder  AN/UPQ«5  Validated  Jo!  83. . . . 

MIL-D-S1688A 

AS 

01  May 

77 

AS 

L 

5840 

Electronic  Search  Centrol  AN/GSS-1  (Inactive)  REV-GS . . . . . . . 

MIL-E-10826 

NOTICE  1 

CR 

29  Mar 

82 

CR 

i. 

5840 

Generoior,  Aims  Pretrigger  SG*841(  (/upx  Validated  Apr  84.....,,, . . . . 

MII-G-28744A 

EC 

22  Mor 

78 

EC 

1 

5840 

Gyroscope,  Rate  integioting  Validated  Jan  89 . . . . . . 

MIL-G-81168/1A 
NOTICE  1 

OS 

27  Jon 

89 

OS 

1 

5840 

Ove*noul  Of  Rodar  Sot  AN/TPS*32 . . . . . 

MIL-0-29359 

MC 

24  Jun 

76 

MC 

L 

5840 

Rodor  Oota  Distribution  Groups  AN/GPA-106()  (Rodor  Site)  AN/GPA-107(V) 

MII-R-2409B 

EC 

15  Sep 

64 

EC 

(Operotions  Site)  Validated  Apr  83 

•5840 

Rodar  Equipment,  United  Stotes  CH*1  1  Mar  79  Validated  Jon  82 . 

MIL-HDSK  1628 

PART  1 

VOL  1 

99 

15  Dee 

73 

EL  SH 

99 

1 

5840 

Radar  Indicators  For  Naval  Surface  Ships,  Submorines  And  Shore  Instollotlons 

MIL-R-22960A 

SH 

08  Jon 

87 

SH 

REV  rc 

1 

640 

Rodor  Outputs,  Novol  Ship  And  Shore  Standard  For . . . . 

MIL-STD-751A 

SH 

03  Sep 

87 

SH 

L 

5840 

Rodor  Set  AN/PPS-5(  )  (ilniU  Of)  Validated  Jan  88  REV-CR  . 

MIL-R-5S348A 
NOTICE  1 

CR 

29  Jon 

88 

CR 

L 

5840 

Rodor  Set  AN/PPS-15(  (  Validated  Feb  88 . 

MIL-R-49126A 
NOTICE  1 

CR 

16  Feb 

88 

CR 

1 

5840 

Rador  Set  An/spS'(  (  Validated  May  81 . 

MlL-R-24510 

SH 

30  Apr 

75 

SH 

Q  L 

5840 

Radar  Transponder  AN/DPN*78((  Validated  JU  81  . 

MIL-R-81113B 

AS 

20  Nov 

72 

AS 

•5840 

Radome,  General  Specification  For  Validated  Feb  88 . . . . 

MIL-R-7705B 

NOTICE  1 

11 

26  Feb 

88 

AV  AS 

11 

L 

58.'0 

Repoir  And  Rehobilitotion  Of  Radar  Sets,  Generol  Specificotion  For . 

MIL-R-82173D 

MC 

12  Feb 

76 

MC 

L 

5840 

Synchronizer,  Video,  SN-501/UPX  . . . . . . . 

MIL-S-28856A 

EC 

06  Aug 

82 

EC 

L 

5840 

Transmitter,  Rodor,  T-494(  )/FPN-40  &  Power  Supply  PP-2489/FPN-40  (Inoclive 

m;i-T-55237 

CR 

16  Aug 

82 

CR 

For  New  Design) 

NOTICE  1 

1 

5840 

Tronsmilling  Set,  Radio,  AN/FRT*84B(V)  . . . . . 

MIL-T-28783B  (1) 

EC 

10  Nov 

82 

EC 

1 

5841 

Aliimeler  Set,  Electronic  AN/APN-209(V)  (UnlU  Of)  REV-ER  AV . 

MIL-A-49079A 

CR 

09  Jun 

86 

CR 

L 

5841 

Altimeter  Set,  Electronic  AN/APN.141(V)  Validated  Sep  6S . . . 

MII-A-23887A  (1) 

AS 

01  Mor 

66 

AS 

1 

5841 

Amplifier  Converter  AM'3127(*)/APS-32 . . . 

MIL-A-22980 

AS 

10  Aug 

61 

1 

5841 

Beocon  Set,  Radar  AN/APN-202  . . . . . . . 

MIL-B-81856 

NOTICE  1 

AS 

15  Apr 

88 

AS 

1 

5841 

Beocon,  Rodor  AN/APN.154(  ( . 

MIL-8-23431A  (1) 
NOTICE  1 

AS 

17  Nov 

88 

AS 

L 

5841 

Converter  Group,  (Enhonced)  Digitol  Scon  O0-(  )/APQ-126(V) . . 

MIL-C-85456 

AS 

22  Feb 

83 

AS 

L 

5841 

Converter,  Rodar  Oota  CV-1607D/AVA-1 . . . . . 

MIL-C-85638 

AS 

26  Jun 

85 

AS 

L 

5841 

Emitter,  Integroted  Expendoblo  AN/OPT-1  . . 

Mll-E-85379  (1) 

AS 

12  Mor 

82 

AS 

1^ 

5S41 

E.-n-tt;,-,  l-.tcgrsicd  E.-perdob'e  AN/OPI-2 . 

MII-E-B5380A 

AS 

02  Mor 

89 

AS 

1 

5841 

Encoder,  Video  KY-865()/AKT-lSB,  Control,  Dolo  link  C-10546()/AKT-18B  A 

MIL-E-49387 

CR 

05  Nov 

82 

CR 

Mounting  Bose  MT*6016/AKT'18B 

1 

5841 

Forward  Looking  Radar  Set,  AN/APQ-126(V}  . . . . . . . . 

MII-F-81898A  (1) 

AS 

10  Jun 

82 

AS 

1 

5841 

Indicotor,  Azimuih-elevation-range  IP*446/APG-53A  Validated  Sep  85................ 

MIL-l-22231  (1) 
NOTICE  (1) 

AS 

20  Feb 

61 

AS 

L 

5841 

(nstallotion  &  Acceptonce  Testing  Of  Electronic  Altimeter  Set  AN/APN-171A(V) 

MIL-l-55684 

AV 

06  Jul 

70 

AV 

Validated  Jan  85 

1 

5841 

Instollotion  And  Acceptance  <esling  Of  Altimeter  Set,  Electronic 

MIL-I-49077A 

AV 

22  Apr 

88 

AV 

AN/APN-209(V)  In  Army  Aircraft  Validated  Apr  88 

NOTICE  1 

1 

5841 

Instollotion  Of  Segmented  Lightning  Diverter  Strips  On  Aircroft  Rodomes, 

MIL-l-83456  (2) 

20 

04  Mor 

88 

20 

Generol  Specificotion  For  Validated  Mar  88 

NOTICE  1 

1 

5841 

Navigolion  Set,  Radar  AN/APN.153(V)  Validated  Apr  68...... . . . . 

MIL-N-23407B  (1) 
NOTICE  1 

AS 

15  Apr 

88 

AS 

1 

5841 

Navigation  Set,  Rodor  AN/APN-182(V)  Validated  Mar  83. . . 

MII-N-81460B 

AS 

08  Feb 

77 

AS 

403 
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L 

5841 

Navigolionol  Sel,  Doppler  AN/ASN*128(  (  )XE'2(  Valtdafed  Mor  86  REV-CR 

AV 

MIL-N.49098  (1) 
NOTICE  1 

CR 

31  Mar 

86 

CR 

5841 

Novigotlonol  Set,  Doppler  AN/ASN037  (  ) . . . . . . . . 

MIL-N-58107  (1) 

AV 

30  Apr 

88 

AV 

L 

5841 

Pod  Tro/  SubossembI/,  Simulating  Set  . . . . . . . . 

MIL-F-S5484 

AS 

19  Feb 

82 

AS 

1 

5841 

Rodar  Altimeter  Worning  Set  AN/APQ‘107(*)  Validated  Sep  84, . . 

MIL-R-24011A 

AS 

15  Mar 

65 

AS 

1 

5841 

Rodar  Set  AN/APS-82  . 

MtL-R09829 

AS 

15  Mar 

57 

1 

5841 

Rodor  Set  AN/APS>96  . 

MIL-R-21371 

AS 

15  Aug 

58 

L 

5841 

Rodor  Set  AN/APN*117  Validated  Mar  83 . . . 

MIL-R-210.9 

AS 

01  Oct 

57 

AS 

L 

5841 

Rodor  Set  AN/APS>45A  Validated  Mar  83 . . . . . 

MIL-R.7957B 

6  FEB.  1962 

AS 

01  May 

5/ 

AS 

L 

5841 

Rodor  Set  An/ops  1 16  Validated  Sep  85 . . . . . 

MtL-R-8164&B 

AS 

26  Ocl 

78 

AS 

L 

5841 

Rodar  Sets  AN/APS-IISB  And  AN/APS-122  Validated  Mar  S3. . 

MIL-R-8185B  (1) 

AS 

22  -lul 

77 

AS 

L 

5841 

Receiver,  Rodor  Augmentor  R*1623/APN  Modulator,  X*bond  Beocort 

MD'817/APN  And  Anienno,  Ko'bond  Rodor  AS-2406/APR  Validated  Mor  8i 

MIL-R-S1614  (1) 

AS 

15  Mar 

72 

AS 

1 

5841 

Recorder  Processor  Viewer,  Rodor  Mapping  RO*49S()/U . . . . . . . 

MtL-R-49444 

CR 

30  Jun 

83 

CR 

L 

5841 

Transmitting  Set,  Rodor  Data  AN/AKT*18&  oo  Receiving  Set,  Rodor  Doto 
AN/TKQ-2B  (System  Of)  Validated  Feb  88 

MIL-T-49438 

NOTICE  1 

CR 

17  Feb 

88 

CR 

L 

5845 

Bathythermograph  •  Tronsmliter  Set  AN/SSO‘36  Validated  Sep  85  REV^GS . 

MIL-B-22355F 

AS 

20  Feb 

85 

AS 

L 

5845 

Beocon,  Underwoter  Acoustic  Aircroft  Generoi  Specificotlors  for  . . 

MIL-B-85130  (1) 

AS 

19  Mor 

82 

AS 

L 

5845 

Compensator  Group,  Magnetic  AN/ASA*6S(V)  . . . 

MII-C-81451E 

AS 

23  Feb 

84 

AS 

L 

58-  i 

Computer,  Sonar  Doto,  CP*1323/AQS*13E  And  Mounting  Bose, 
MT-4948/AQS-13E 

Mll-C-85301 

NOTICE  1 

AS 

15  Apr 

88 

AS 

1 

5845 

Detecting  Group,  Submorlne  Anomoly  (Sod)  AN/ASA>64A . 

MIL>D-81465A 
NOTICE  1 

AS 

15  Apr 

88 

AS 

L 

5845 

Detecting  Ronging  Set,  Sonar  AN/AQS‘13A  . . . . . 

MIL-D-81622A 
NOTICE  1 

AS 

15  Apr 

88 

AS 

L 

5845 

Detecting*ranging  Set,  Sonor  AN/A0S03B  Validated  Avg  82 . . 

MIL-D-81873 

AS 

17  Dee 

75 

AS 

L 

5845 

Dome,  Sonar,  Rubber,  60-INCH,  Type  CW«1770/U  Validated  Apr  81  ................ 

MIL-0-22994 

SH 

01  Sep 

61 

SH 

L 

5845 

Domes,  Sonor,  Steel,  Types  CW-553/SQS,  CW*554/SQS  And  CV/*559/SQS 

And  Mountings,  Sonar  Dome,  MT*2327/SQS,  MT*2328/SQS  And 

MT.2369/SQS  Validated  Apr  31 

MIL-D-22955  (1) 

SH 

9  Ocl 

62 

SH 

L 

5845 

Generator  Transmitter  Group  AN/ASA*76  (U) . . . . 

MIL-G-8t665 

AS 

10  Mor 

71 

L 

5845 

Pallet  Load  Assembly  For  Sonobuoys . . .  . . 

MIL-P-81887A  (2) 

AS 

26  Oct 

85 

AS 

1 

5845 

Pieroelectric  Cerc.mic  For  Sonar  Transducers  (Hydrophones  And  Projectors) 
'Validated  Dec  £8 

MIL-STD-1376A 

SH 

20  Dec 

88 

SH 

1 

5845 

Receiver,  Advonced  Sonobuoy  Commun'cotlon  Link,  AN/ARR*78(V)  (2)  S*3B 
Configuration 

MIL-R-85693/2 

AS 

31  Ocl 

86 

AS 

1 

5845 

Receiver,  Radio  R*1651^ARA . . . . . . 

MIL-R-8I680 

NOTICE  1 

AS 

15  Apr 

8e 

AS 

L 

5845 

Signol,  Underwater  Sound,  Mark  82  Mod  0  And  Mork  128  Mod  1  Validated 

Oct  84 

MIL-S-85064 

AS 

08  Ju.i 

77 

AS 

1 

5845 

Signal,  Underwoter  Sound  (Sus)  Mark  84  And  Mods  Validated  Sep  85.............. 

MIL-S-81340B 

AS 

29  Jun 

79 

AS 

L 

5845 

Sonor  Dome  CW.307C/U  (50  INCH,  Sl««l)  Validated  Apr  St  . 

MII-S-22956A 

SH 

27  Dec 

63 

SH 

L 

5845 

Sonar  Set  AN/BQC-1  Validated  Apr  81 . . . . . . . 

MII-S-15232B  (1) 

SH 

05  Jul 

66 

SH 

L 

5845 

Sonor  Systems,  Cable,  Terminol,  And  Wire  Tobies  For  Valldatea  Apr  81 . . 

MII-5-21294B 

SH 

06  Feb 

64 

SH 

5845 

Sonobuoy  AN/SSQ*53B . . . . . . . . 

Mll-S-814370 

AS 

01  Apr 

85 

AS 

1 

5845 

Sonobuoy  AN/SSQ*57A  Validated  Sep  85... . . . . . . . . 

MII-S-81478C 

AS 

01  Apr 

85 

AS 

1 

5845 

Sonobuoy,  Detection  Devices,  Preservation,  Pockoging  And  Pocking,  Procedures 

For  Validated  Sep  83  REV-SM 

MIL-S-23655B  (2) 

AS 

01  Sep 

72 

AS 

L 

5850 

Light,  Signol  (SIgnoI  Lomp  Equipment  SEOl)  Validated  Feb  85  REV>99 . 

MIL-l-12625  (1) 

ER 

09  Aug 

65 

ER 

L 

5850 

light,  Signol,  Hond  Held,  Aircroft,  Typa  MA&1  Validated  Oct  85.,,.... . . 

MIL-L-7569A  (1) 

INT  AMD  3  (99) 

80 

24  Sep 

70 

99 

L 

5850 

light,  Signol,  Multipurpose,  Kit,  Nonmagnetic,  Symbol  106.1  Validated  Avg  61.. 

MIL-l-24282 

SH 

03  Jul 

68 

SH 

L 

5850 

Receiver,  Infrored  (Viewing  Set),  AN/SAR*7(  (  Validated  Apr  82. . . . 

MIL-R-23489A 

EC 

12  Moy 

70 

EC 

L 

5850 

Tronsmitting  Set,  Infrored  AN/UAT'2  Validated  Apr  82  . . . . . . 

MIL-T.24075B 

EC 

21  Jan 

71 

EC 

L 

5850 

Tronsmitting  Set,  Infro'ed  AN/SAT'2  Validated  Apr  83  . . . 

MIL-T-169670 

EC 

16  Feb 

71 

EC 

L 

5855 

Afocol  Assembly,  AN/VSG'2  Validated  Apr  86 . . . . . . 

MlL-A-49382 
NOTICE  1 

CR 

28  Apr 

86 

CR 

1 

5855 

Auxiliary  Control,  Video  PL>1402/UA  REV.CR . . 

MIL-A-49167A 
NOTICE  1 

CR 

03  Mor 

87 

CR 

L 

5855 

Sinoculofs,  Electronic  AN/PAS*5  Validated  Apr  85  REV-AV  ME  AR . . 

MII-B-52371A 

CR 

14  Jon 

71 

CR 

L 

5855 

Collimotor,  Visual  SU*98/UA  Validated  May  87  REV*CR . . . . . . 

MII-C-49I71A 
NOTICE  1 

CR 

28  May 

87 

CR 

L 

5855 

Collimolor,  Vijuol  SU-102/UA  Validated  May  87  REV-CR . 

MIL-C-49174A 

CR 

11  Jun 

82 

CR 

L 

5855 

Commander  S  Disploy  For  AN/VSG*2  Validated  Apr  86 . . . . . . 

Mll-C-49380 

NO-  ' 

MIL-i- 

CR 

28  Apr 

86 

CR 

5855 

Converter  For  Searchlight,  Infrored  28  Volt,  1 10  Ampere  Validated  Apr  85 
USER-MC 

CR 

26  Jon 

76 

CR  EC 

L 

5855 

Cooler,  Cryogenic,  Mechcnicol  HD'1033/UA  REV>CR  11 . . . 

MIL-C-49175E 

CR 

06  Mar 

86 

CR 

L 

5855 

Detecting,  Ronging  Set  AN/AAS*33A  . . . . . . . 

MIL-D-85445 

AS 

01  Jun 

82 

AS 

L 

5855 

Detector  Dewor  DT>594/UA  . . . . . . 

MIL-D-49172A 

CR 

06  Mar 

86 

CR 

L 

5855 

Detector  Dewor  DT‘591A/UA . . . . . . . . . 

MIL-D-49445A 

CR 

06  Nov 

87 

CR 

L 

5855 

Detector  Dewar  OT.6)7/UA  REV.CR . . . . . . 

MIL-D-49419  (1) 

CR 

15  Mor 

83 

CR 

1 

5855 

Detector  Dewor  DT>617A/UA  . . . . . . . . . . 

MIL-D-49457A 

CR 

06  Nov 

87 

CR 

L 

5855 

Oetector/cooler  Assembly  For  AN/PAS-7  Validated  Apr  85  USER-AR  . 

MIL-D-49088 

CR 

12  Apr 

76 

CR 

L 

5855 

Electron  Tube,  Image  Converter  (Infrored  Sensitive),  Type  8598  Validated  Apr 

85  REV-AV  ME  AR 

MIL-E-55332 

CR 

01  Mor 

71 

CR 

L 

5855 

Electronic  Control  Assembly  Viewer,  Driver  S  Night  Vision,  AN/WS-2 

Validated  Apr  86  REV-CR 

MIL-E-49I49A 
NOTICE  1 

CR 

28  Apr 

86 

CR 

1 

5855 

Entronce  Housing  Assembly  Viewer,  Driver  S,  Night  Vision,  AN/VVS-2 

Validated  Apr  36  REV-CR 

MII-E-49150A  (1) 
NOTICE  1 

CR 

04  Nov 

80 

CR 

1 

5855 

Eyepiece  Assembly  For  AN/PAS-7  Validated  Apr  85  . . . . . . . 

MIL-E-49084 

CR 

12  Apr 

76 

CR 
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L 

5855 

Eyepiece,  Binocutor,  AN/VSG*2  VoUdoted  Apr  86 . . . . . . . 

MIL-E-49383 

NOTICE  1 

CR 

28  Apr 

86 

CR 

L 

5855 

Filter  Kit,  Infrared,  For  General  Purposes  Vehicles  Validated  Apr  85 . 

MIL-F-52393A 

CR 

04  Jun 

71 

CR 

5855 

Filter,  Infrored  Interference  Type  (Pink)  For  Seorchlight,  Infrored,  AN/VSSG  23 

MIL-F-4S289B 

CR 

26  Mar 

76 

CR 

EC 

Volt,  50  60  Ampere  Validated  Apr  85 

L 

5835 

Filter,  Infrored,  Interference  Type,  For  AN/TVS*3  Validated  Apr  85 . . 

MII-F-5S608  (1) 

CR 

28  Map 

75 

CR 

5855 

Filter,  Infrared,  Interference  Type  (Pink)  For  Searchlight,  Infrared,  28  Volt,  110 

MIL-F-55614B 

CR 

26  Jon 

76 

CR 

EC 

Ampere  Validated  Apr  85 

5855 

Filter,  Infrared  Interference  Absorption  Type,  For  Seorchlight,  Infrored,  28  Volt, 

MtL-F-52443D 

CR 

20  Oct 

75 

CR 

EC 

99 

110  Ampere  Validated  Apr  85  REV-AT  OS 

L 

5855 

Gunner  S  Display  For  AN/VSG*2  Validated  Apr  86 . . . . . . 

MIL-G-49377 

CR 

28  Apr 

86 

CR 

L 

5855 

Ignitor  For  Seorchlight,  Infrored,  28  Volt,  110  Ampere  Validated  Apr  85  . . . 

MIL-I-S5557C 

CR 

05  Jan 

77 

CR 

1 

5855 

Imoge  Intensifier  Assembly  18  Millimeter  With  Autcmotic  Brightness  Control 

MIL-l-49043 

CR 

29  Jul 

74 

CR 

Validated  Apr  85 

5855 

Inioge  Intensifier  Assemblies,  Performonce  Parameters  Of  VaUdated  Apr  86 . 

MIL-STO-1858 
NOTICE  1 

CR 

28  Apr 

86 

CR 

5855 

Image  Intensifier  Assembly,  18  Millimeter  MIcrochonnel  Wofer  Mx  9916/UV 

MIL-I-49052O  (1) 

CR 

28  Apr 

86 

CR 

11 

Validated  Apr  86  USER-99  REV-AT  CR  AS  99 

NOTICE  1 

5855 

Imoge  Intensifier  Assembly  25  Millimeter.  MicroChannel  Inverter  MX*9644/UV 

MIL-I-49040C  (1) 

CR 

28  Apr 

86 

CR 

EC 

99 

Validated  Apr  86  REV-CR 

NOTICE  1 

5855 

Imoge  Intensifier  Assembly  25  Millimeter  With  Automatic  Brightness  Control 

MIL-I-55340A 

CR 

14  Feb 

77 

CR 

EC 

99 

Validated  Apr  85  REV*AR  CR 

1 

5855 

Image  Intensifier  Assembly  40  Millimeter  With  Automatic  Brightness  Control 

MIL-I-55345A 

CR 

17  Mar 

77 

CR 

MX-7854A/UV  Validated  Apr  86  REV-CR 

5855 

Image  Intensifier  Assembly  40  Millimeter,  MX*7856/UV  Validated  Apr  85 

MIL'I-55473A 

CR 

20  Feb 

70 

CR 

EC 

99 

USER-AT  AV  MC  REV-AR  ME  OS  13 

5855 

Image  Intensifier  Assembly  25  Millimeter  USER*AV  MO  MC  REV*AR  CR  13 . 

MIL-I-55535A  (2) 

CR 

22  Oct 

82 

CR 

EC 

99 

L 

5855 

Image  Intensifier  Assembly,  18  Millimeter,  MX6200/UV  Validated  Apr  85 . 

MIL-I-555S3 

CR 

20  Feb 

70 

CR 

L 

5855 

Imager,  Optical  SU021/UA  Validated  May  87  REV<CR  . . . 

MIL-I-493B4A 

CR 

i1  Jun 

82 

CR 

L 

5855 

Imog.f,  Opiitol  SU-103/UA  Validated  May  87  REV-CR . 

MIL-I-49I73A 

PDl-2 

CR 

28  May 

87 

CR 

L 

5855 

Imager,  Optical  SU*97/UA  Validated  May  87  REV-CR . 

MIL-I-49170A 
NOTICE  1 

CR 

28  May 

87 

CR 

1 

5855 

Infrored  Thermol  Imoging  Systems  Nmetric) . . . . . . . 

MIL-;-24698 

SH 

12  Feb 

88 

SH 

5855 

Interface  Control  Document  For  1NFRATED  Detecting  Set  AN/AAS-36 

MIL-HD8K  258 

AS 

03  Aug 

79 

AS 

Validated  Sep  85 

L 

5855 

Kit,  Filler,  Infrared,  Interference  Type  For  AN/TVS*3  Validated  Apr  85 . 

MIL-K-55609  (1) 

CR 

29  May 

75 

CR 

1 

5855 

len  Assembly  Eyepiece  Viewer,  Driver  S  Night  Vision,  AN/VVS-2  REV-CR . 

MIL.I-49147A  (2) 
NOTICE  1 

CR 

03  Mor 

87 

CR 

L 

5855 

leu.  Assembly,  Eyepiece,  AN/PVS-4  And  AN/TVS-5  Validated  Apr  86 

MIL-l-49368 

CR 

2'a  Apt 

86 

CR 

USER-AR  REV-CR 

NOTICE  1 

5855 

lens  Assembly,  Eyepiece,  For  Night  Vision  Goggles,  AN/PV$*5A  Validated  Apr 

MIL-1-49155A  (1) 

CR 

26  Apr 

86 

CR 

11 

86  USER-99  REV-AT  CR  AS  99 

NOTICE  1 

5855 

lens  Assembly,  Obiective  For  Night  Vision  Goggles,  AN/PVS-5A  Validated  Apr 

MIL-1-47157A  (1) 

CR 

28  Apr 

86 

CR 

11 

86  REV-CR 

NOTICE  1 

1 

5855 

lens  Assembly,  Objective  Viewer,  Driver  S  Night  Vision,  AN/VVS-2  Validated 

MIL-1-49148A  (1) 

CR 

28  Apr 

86 

CR 

Apr  86  REV-CR 

NOTICE  1 

L 

5855 

lens  Assembly,  Objective,  95MM  AN/PVS-4  Validated  Apr  86  REV-CR . 

M1L-L.49366 

NOTICE  1 

CR 

28  Apr 

86 

CR 

L 

5855 

lens  Assembly,  Objective,  155MM  AN/TVS-5  Validated  Apr  86  REV-CR . . 

MIL-L.49347 

NOTICE  1 

CR 

28  Apr 

86 

CR 

L 

5855 

light  Emitting  Diode  Arroy  REV-CR . . . . . . . 

MIL-1-49169A  (1) 
NOTICE  1 

CR 

03  Mar 

87 

CR 

L 

5855 

light.  Aiming.  Infrared  AN/PAQ-4  Validated  May  87 . . . 

Mll-l-49434 

NOTICE  1 

CR 

03  May 

82 

CR 

L 

5855 

Magnifier,  Topered  Fiber  Optic  Viewer,  Driver  S  Night  Vision,  AN/VVS-2 

MII-M-49351A 

CR 

28  Apr 

86 

CR 

Validated  Apr  66  REV-CR 

NOTICE  ) 

L 

5855 

Metoscope,  AN/PAS-6  Validated  Apr  85  REV-CR  MC  . . . . . . 

Mll-M-455318 

CR 

26  Dec 

68 

CR 

L 

5855 

Module,  Imoge  Intensifier  18  Millimeter,  Type  8057  Validated  Apr  85 . 

Mll-M-55650 

CR 

26  Dec 

69 

CR 

L 

5855 

Module,  Image  Intensifier  25  Millimeter,  Type  8585  Validated  Apr  85 

Mll-M'55554A 

CR 

26  Dec 

69 

CR 

AT  Ml  REV-MD  AR 

5855 

Module,  Imoge  Intensifier  40  Millimeter,  Type  8605  Validated  Apr  85  USER-AT 

MIL-M-55555A 

CR 

26  Dec 

69 

CR 

EC 

99 

AV  MC  REV-ME  AR  OS  13 

5855 

Multiplier,  High  Voltoge,  Direct  Current  Validated  Apr  85  USER-AV  REV-M!  CR 

MIL-M-55S20A 

CR 

19  Jan 

77 

CR 

EC 

99 

5855 

Night  Vilion  Goggle.  AN/PVS-5A  Valldoled  Apr  86  USER-99  REV-AT  CR  AS 

MIL-N-49055E 

CR 

28  Apr 

86 

CR 

11 

99 

NOTICE  1 

5855 

Night  Vision  Sight,  Individual  Served  Weopon,  AM/PVS-4  Validated  Apr  86 

MIL-N'47053B 

CR 

28  Apr 

86 

CR 

99 

USER-AR  REV-CR 

NOTICE  1 

5855 

Night  Visicr.  Sight,  Tripod  Mounted  AN/TVS-4(U)  Validated  Apr  85  USER-AR 

MIL-N-55491A 

CR 

26  Jan 

76 

CR 

EC 

99 

ME  OS  REV-CR 

5855 

Night  Vision  Sight,  Crew  Served  Weopons  AN/TVS'2  Validated  Apr  85 

MII-N-55489C 

CR 

27  Jon 

77 

CR 

EC 

99 

REV-MI  MO  AR  CR 

5855 

Night  Vision  Sight,  Crew  Served  Weopon,  AN/TVS-5  Validated  Apr  86 

MII-N-49054B 

CR 

05  Mor 

80 

CR 

99 

REV-CR 

NOTICE  1 

5855 

Night  Vision  Sight,  Indlvlduol  Served  Weopon  AN/PAS-4A  Validated  Apr  85 

MIL-N-55145B 

ER 

26  Sep 

68 

ER 

EC 

USER-AR  MD  MC  AS 

L 

5855 

Objective  lens  Assembly  For  AN/PAS-7  Validated  Apr  85  REV-AR  . . . . 

MIL-O-49086 

CR 

12  Apr 

76 

CR 

1 

5855 

Oscillolor,  High-voltoge  Validated  Apr  85  [JSBH'OS  REV-CR  . . . . . 

MIL-0-52374C 

CR 

11  Apr 

75 

CR 

5855 

Panel  Assembly,  Reloy  For  Seorchlight,  Infrared,  28-VOLT,  110-AMPERE 

MIL-P-55700B 

CR 

26  Jon 

76 

CR 

EC 

99 

Validated  Apr  85  USER-MC 

1 

5855 

Postomplifier  Control  Driver,  Video  AM-6924/UA  REV-CR . . . 

MIL-P-491648 

CR 

18  Nov 

85 

CR 

L 

5855 

Power  Adopter  Assembly  Viewer,  Driver  S  Night  Vision,  AN/VVS-2  Validated 

MIL-P-49151A 

CR 

28  Apr 

86 

CR 

Apr  B6  REV-CR  NOTICE  1 
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1 

5855 

Power  Converter  For  AN/VSG*2  Validated  Apr  86  . . . 

MIL-P-49378 

NOTICE  1 

CR 

28  Apr 

86 

CR 

L 

5855 

Power  Supply  18  M'ill!mcter,  MicroChannel  Wofer . . . . . . . 

MIL-P-49I46  (2) 
NOTICE  1 

CR 

03  Mo' 

87 

CR 

L 

5855 

Power  Supply  25  Millimeter,  Mlcrochon.V!l  Inverter  Validated  Apr  8S  US£R*AP 

M1L-P-49090B 

ER 

02  Jun 

77 

CR 

REV-CR 

L 

5855 

Power  Supply,  Tronsistorlzed,  12&KILOVOLT  Validated  Apr  85  REV*CR  . . . 

MII.P.45535A 

INT  AMO  1 

CR 

14  Moy 

64 

CR 

L 

5855 

Power  Supply,  Tronsittorized,  16&KIIOVOLT  Validated  Apr  65 . . . 

MI1.-P-45536A 

CR 

14  Moy 

64 

CR 

1 

5855 

PfeompIKicr,  Video  AM-6923/UA  REV-CR  11 . 

MIL-P-49163A 
NOTICE  1 

CR 

03  Mor 

87 

CR 

5855 

Rodlotlon  Source,  Infrared  For  Searchlight,  Infrared,  AN/VSS*3  Validated  Apr 

85 

Reflector,  Light,  Porobollc,  30  Inch  Diameter  For  AN/TVS-3  Validated  Apr  85 

MII.-R-553448 

CR 

26  Mar 

76 

CR 

EC 

L 

5855 

MIL-R-52351A  (1) 

CR 

08  Apr 

74 

CR 

USER-MD  REV-AT  Ml 

L 

5855 

MIL-R-49404 

CR 

03  Jun 

82 

CR 

L 

5855 

Regulator,  Voltage,  Bias  CN>-1503/UA  REV.CR . . . . . 

,Mil-R-49176A 
NOTICE  1 

CR 

03  Mor 

87 

CR 

L 

5855 

Scan  Interlace  PL'1408/UA  Validated  May  87  REV*CR . . . . . 

MIL-S-49177A 

CR 

08  Apr 

82 

CR 

1 

5855 

Scori  inictlaee  PL-1403/UA,  PL-1403A/UA  REV-CR . 

MIL-S-49168B 

CR 

02  Nov 

87 

CR 

L 

5855 

Sconner  Aiicmbly  For  AN/PAS*7  Validated  Apr  85  USER>AR . . . 

MlL-S-49087 

CR 

12  Apr 

76 

CR 

5855 

Sconner,  Mcchonical  MX'9872(V)7/UA . . . . . . . . 

MIL-S-49166/7 

CR 

18  Jul 

88 

CR 

1 

5855 

Sconner,  Meehonicol  MX*9872(V)/UA  Validated  May  87  KEV*CR  . . . 

MIL-S-49166A 
NOTICE  1 

CR 

28  Moy 

87 

CR 

5855 

Sconner,  Mechanicol  MX''10717(V)4/U  . . . . . . . 

MII--S-49301/4 

CR 

18  Jul 

83 

CR 

5855 

Scanner,  Mechanicol  MX'10717(V}5/U . . . . . . . . . 

MIL-S-49301/5 

CR 

18  Jul 

88 

5855 

Sconner,  Mechanical  MX*10717(V}6/U  . . . . . . . . . . . 

Mll-S-49301/6 

CR 

18  Jul 

83 

5855 

Sconner,  Mechanicol  MX*10717(V)7/U . . . . . 

MIL-S-49301/7 

CR 

18  Jul 

88 

L 

5855 

Sconner,  Mechanicol  MX'9872{V)1/UA.... . . . . 

MIL-S-49166/1 

CR 

04  Aug 

82 

CR 

5855 

Scanner,  MechonTcol  MX'107t7(V)1/U  . . . . 

MIL-S-49301/1 

CR 

18  Jul 

88 

5855 

Sconner,  Mechanical  MX'10717(V)2/U . . . 

MIL-S-49301/2 

CR 

13  Jul 

88 

CR 

5855 

Sconner,  Mechanicol  MX-10717(V)3/U . . . 

MIL-S-49301/3 

CR 

18  Jul 

88 

L 

5855 

Scanner,  Meehonicol  MX'9872{V)2/UA . . . . 

MtL-S-49166/2 

CR 

04  Aug 

82 

CR 

L 

5855 

Scanner,  Mtchonlcol  MX>9372(V)3/UA . . 

MIL-S-49I66/3 

CR 

04  Aug 

82 

CR 

L 

5855 

Sconner,  Meehonicol  MX'9872(V)4/UA . . . . 

MIL-S-49166/4 

CR 

04  Aug 

82 

CR 

L 

5855 

Scanner,  Mechanical  MX*9872(V)5/UA . . . . 

Mll-S-49166/5 

CR 

03  Nov 

82 

CR 

L 

5855 

Sconner,  Mechanicol  MX'9872(V)6/UA . . . . . . . . 

Mll.S-49166/6  (1) 

CR 

29  Mor 

84 

CR 

5855 

Seo-cWighl,  Introred  28  Volt,  50-60  Ampere  AN/VSS-3  USER-AR  REV-CR  84.„. 

MIL-S-553438  (1) 

CR 

08  Feb 

83 

CR 

EC 

99 

5855 

Sight,  Night  Vision  Individuol  Served  Weopons  AN/PVS*2  Validated  Apr  85 

Mll-$-5548B8 

CR 

16  Aug 

76 

CR 

99 

USER-MI  REV-ME  CR 

L 

5855 

Test  Set,  Thermal  Sight,  TS*368l/V5G'2  Validated  Apr  86  . . . 

MIL-T-49381 

NOTICE  1 

CR 

28  Apr 

86 

CR 

5855 

Thermal  fmoging  Devices,  Performonce  Porometers  Of  Validated  Apr  86  . . 

Mll-STO-1859 
NOTICE  1 

CR 

28  Apr 

86 

CR 

L 

5855 

Viewer,  Ofirer  S,  Night  Viiion.  AN/VVS-2  Validated  Apr  86  REV-CR . 

MIL.V-49082B  (1) 
NOTICE  1 

CR 

28  Apr 

86 

CR 

L 

5855 

Viewer,  Infrared  AN/PAS*7  Validated  Apr  85  USER*AR  REV-CR . . 

MIL-V-49074 

CR 

12  Apr 

76 

CR 

L 

5860 

Loser  Infrored  Observation  Set,  AN/GVS*5 . . . . . 

MIL-l-49n9A  (1) 

CR 

01  Feb 

83 

CR 

L 

5860 

Mounting  Group,  Azimuth  Elevotlon,  OA-8933(  (/GVS-5  Validated  Apr  65. . 

MIL-M-49125 

CR 

25  Moy 

77 

CR 

L 

5865 

Amplifier,  Traveling  Wave  Tube  AM>6937/OLO*3B . . . . 

MIL-A-85434A 

AS 

09  Mor 

83 

AS 

1 

5865 

Amplifier,  Troveling  Wove  Tube . . . . . . . 

MlL-A-85648 

AS 

13  Oct 

83 

AS 

1 

5865 

Chaff  Cortridge  (Type  Pr-(~)/a)),  General  Specification  For . . . 

MIL-C-85003B  (1) 

AS 

21  Oct 

86 

AS 

L 

5865 

Chall  Cortridge  (Type  RR-129/AIE)  Validated  Jul  83 . 

MIL-C-850037129 

AS 

13  Apr 

76 

AS 

L 

5865 

Choff  Pockoge  (Type  RK>0/AI)  Generol  Specification  For . . . . 

MII-C-85P02B 

AS 

12  Oct 

82 

AS 

L 

5865 

Chaff  Package  (Type,  RR'153A/AL)  . . . . . . . . . . 

MII-C-85002/1A 

AS 

12  Oct 

82 

AS 

L 

5865 

Choll  Poekoge  (Type  RR-152AMI) . 

MIL-C-85002/2A 

AS 

12  Ocl 

82 

AS 

L 

5865 

Choff  Pockoge  (Typo  RR073/AL) . 

MII.-C-85002/3A 

AS 

12  Ccl 

82 

AS 

L 

5865 

Chaff  Pockoge  (Type  RR-177/AL. . . . . . 

MIL-C-85002/4 

AS 

12  Oct 

82 

AS 

L 

5865 

ChoK  Roll  (Type  RR-171/AIE>  Validated  Jul  83 . 

MIL-C-8500I/171 

AS 

13  Apr 

76 

AS 

L 

5865 

ChoK  Roll  (Type  RR-172/AIE)  Validated  Jul  83 . 

,VML-C-85001/172 

AS 

13  Apr 

76 

AS 

5865 

Choff  Roll,  (Type  Rr*)  (/ole).  General  Specificotion  For  Validated  Jul  88 . 

MIL-C-85001B 

AS 

17  May 

83 

AS 

99 

5865 

Chaff  Roving  Bundle  (Type  RR'(  )/Al},  Generol  Specificotion  For  ...................... 

Mll-C-85691 

AS 

12  Nov 

86 

AS 

5865 

Choff  Roving  Bundle  (Type  RR>179/AL)m . 

Mll-C-85691/I 

AS 

12  Nov 

86 

AS 

1 

5865 

Choff,  Countermeasures,  Air  Lounch,  Type  RS*()/Al . . . . . . 

Mll-C-85669 

AS 

13  Ocl 

87 

AS 

L 

5865 

Choff,  Countermeosures  (  Type  RR-(}/Al) . . . . 

MIL-C-85728 

AS 

18  Mcr 

87 

AS 

L 

5865 

Countermeasure,  Choff,  M*1  . . . . . . . . . 

MIL-C-63106A  (2) 

AR 

31  Jon 

86 

AR 

L 

5865 

Countermeasures  Set  AN/DLQ*5(V)  . . . . . . . 

MIL-C-8557B 

AS 

16  Nov 

82 

5865 

Countermeosures  Set,  B  Bend . . . . . . . . . . . 

MIL-C-85579 

AS 

26  Moy 

83 

AS 

L 

5865 

Dispensing  Set,  Countermeosures  Chaff  AN/AlE-41  Validated  Sep  85 

MIL-D-8I893A 

AS 

18  Dec 

78 

AS 

L 

5865 

indicator.  Control  C  1G250A/ALR'67  (V) . . . . . . 

MIL-l-SSSoVA 

AS 

2U  Moy 

«/ 

AS 

L 

5865 

Oscillator,  Voltage  Controlled . . . . . . . . . 

MII.-0-85432B 

AS 

31  Aug 

83 

AS 

L 

5865 

Preompllficr,  Troveling  Wove  Tube  AM*6965/DIQ*3B(V) .... .  . . . 

MIL-P-85433A 

AS 

22  Apr 

83 

AS 

1. 

5865 

Test  Set,  Countermeasures  Chaff  Dispensing  Set,  AN/AIM*181  Validated  Jul  83 

MIL-T-85066 

AS 

17  Jon 

77 

AS 

1 

5865 

Test  Set,  Countermeosures  Set  TS*3614(  )/ALQ*135(V)1 . . . . 

MIL.T-49363 

CR 

21  Mor 

80 

CR 

L 

5865 

Test  Set,  Countermeosures  Set  TS  3615  (  )/aLQ  t36(V)1  . . . 

M!L-T-49364 

CR 

21  Mcr 

80 

CR 

1 

5865 

Test  Set,  Countermeasures  And  Chaff  Dispenser  AN/ALM-164  Validated  May 

MIL-T-81990 

AS 

31  May 

88 

AS 

88 

NOTICE  1 

L 

5895 

Adopter  Unit,  Input,  Ntds  Interfoce  Validated  Mar  79. . . . . . . 

Mll.A-28782  (I) 

EC 

14  Dee 

72 

EC 

1 

5895 

Air  Trallie  Control  Control  AN/TSW-7A  REV-AV . 

MII-A-49067A 

CR 

30  Mor 

84 

CR 

L 

5895 

Airborne  Data  Annotation  System  AN/AYA*10(  )  Validated  Jul  83 . . . 

MIL-A-55368 

CR 

19  Dec 

72 

CR 

L 

5895 

Amplifier-power  Supply-receiver  AM-2310(*)/ASO  And  Antenno 

MI1.-A-22669  (1) 

AS 

15  Dec 

61 

AS 

AS-909(-)7ARA-48  Validated  Mar  81 

L 

5895 

Amplifier,  Audio  Frequency  AM*243/U  Validated  Aug  74 . . . . 

MIL-A-12945 

CR 

5  Aug 

53 

CR 

406 
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L 

5895 

Amplifier,  Intermcdiotc  Frequency,  AM*761(  )/TPX  Validated  Jul  7d  . . . 

Mll-A-55218 

CR 

27  Feb 

63 

CR 

L 

5895 

Antsnno  AT  309  (GPX)  Vatidated  Oct  8^,. . . . . . . . . . . . . . 

MIL-A-9597B  (2) 

80 

01  Aug 

78 

99 

1 

5895 

Anlenno  Group  OE'4(  }/GR  Validated  Jul  63 . . . . . . . 

MIL-A-55468A 

CR 

30  Jun 

76 

CR 

5895 

Coder  Decoder  Group  OX-54/TYC*39(V)  Validated  Jun  88 . . . . . . 

Mll-C-49245 

NOTICE  ) 

CR 

20  Jun 

88 

CR 

99 

1 

5895 

Coder  Receiver  Tronsmitter  K&Y532A/ASQ  Validated  Oct  60  . . 

MIL-C-22764C  (2) 

AS 

15  Aug 

66 

AS 

L 

5895 

Coder‘receiver*tran$mitter  KY*533(*)/ASQ  Validated  Oct  8^....... . . . .  .. 

MIL.C-22472B  (2) 

AS 

15  Aug 

66 

AS 

L 

5895 

Communicotion  Cenirol  AN/ASC*)5()(V)1,2 . . . 

MIL-C-49248 

CR 

16  Jun 

81 

CR 

L 

5895 

Commumcotions  Control  Monitor  Group,  Air  Troffie  Control  AN/F$A*58(V) 

MIL-C-287718 

EC 

07  Mor 

77 

EC 

Validated  Apr  83 

L 

5895 

Control  Monitor  DCK-143/A24B*4(V)  Validated  Mar  83... . . 

MIL-C-8I757 

AS 

30  Nov 

70 

AS 

L 

5895 

Control  Unit,  Communication  System  C«11746  (V)(  )/oRC . . . . . . 

MllC.58ni 

AV 

30  Mar 

87 

AV 

1 

5895 

Control,  Ccnitol  C-3076(*)/ASQ-19  And  C-6248(*)/ASQ-88  Validated  Oel  80 

MIL  C-22765  (2) 

AS 

15  Jan 

66 

AS 

1 

5895 

Control,  Integrated  Electronic  Central  C*4850(  *  (/ASQ‘05  Validated  Jul  61 . 

MIL-C.23768A  (1) 

AS 

08  Nov 

71 

AS 

1 

5895 

Control,  Pressurizing  Set,  C-n73/ASQ  Validated  Avg  86  USER*80, . . . 

MII-C.8052C  (1) 
NOTICE  1 

84 

20  Aug 

86 

99 

1. 

5895 

Converter  Group,  Rodar  Scon  AN/ASA»69(*)  Validated  May  62 . 

MIL-C-81343C 

AS 

01  Mar 

70 

AS 

L 

5895 

Converter,  Signal  Dato  CV-1053A/ARC  Validated  Mar  81 . . . 

MIL  C-22553  (3) 

AS 

28  Mor 

73 

AS 

1 

5895 

Coupler,  Monitor  CU737/URC  Validated  Apr  82  REV*3H  . . . . 

MIL-C-22720  (1) 

EC 

11  Jun 

63 

EC 

L 

5895 

Doto  Analysis  Progromming  Group  AN/AYA*8(*) . . . . 

MIL-D-81347C 
NOTICE  1 

AS 

15  Apr 

88 

AS 

L 

5895 

Decoder  Group  OA*3369(*)/APX-7  Validated  Mar  81 . . . . . . . 

MIL  O-23000  (2) 

AS 

15  Jun 

63 

AS 

L 

5895 

Decoder  Group,  AN/UPA*59(V)  Ilf  Mk  Xii  (SIF),  With  Active  Reodoul  And 

MIL'D-28736B  (5) 

EC 

10  Jur. 

77 

EC 

Associated  Modificotion  To  Indicotors  (PP1)  Validated  Apr  63 

L 

5895 

Decoder  Group,  AN/UPA*60  (V)  Iff  Mk  Yii  (Sif),  With  Active  Reodout  And 

MIL-0-28755  (3) 

EC 

15  Ocl 

86 

EC 

Assoclrted  Functions  Validated  Oct  66 

NOTICE  1 

L 

5895 

Detecting  Set,  Magnetic  AM/AS0'81  (V) . . . . . 

M1L-D.8I609C  <1) 

AS 

10  Sep 

86 

AS 

L 

5895 

Digitizer,  Voice,  Full  And  Half  Duplex  Speech  Compression  And  Digitol 

MIL  O-28795  (I) 

EC 

04  Feb 

75 

EC 

Encoding  Validated  Apr  81 

L 

5895 

Dispensing  Set,  Countermeosures  &  Chaff  AN/AIE«39 . . . . . . . 

MIL-D-81694  (5) 

AS 

25  Jon 

84 

AS 

L 

5895 

Display  Group,  Tociicol  Doto  AN/ASA70  Validated  Oct  64 . . 

MIL-D-81357A  (1) 

AS 

05  Apr 

71 

AS 

1 

5895 

Flight  Coordination  Central  AN/TSC‘6l(  )  Validated  Jul  63 . . . . 

MIL-F-55355 

CR 

09  Dec 

71 

CR 

L 

5895 

Indicator,  Analog  Oisoloy  IP722F/AVA*!  . . . . . . 

MIL-I-85083A 

AS 

26  Jun 

85 

AS 

L 

5895 

Indicotor,  Remote  ID<2403/ARC  . . . . . . 

MIL-l-581 10 

AV 

30  Mor 

87 

AV 

L 

5895 

Indicators,  Frequency  Chonnel  ID-808(*)/ASQ  And  10*131  U*VASQ  Validated 

MIL-l-22748  (2) 

AS 

15  Feb 

66 

AS 

Oct  80 

5895 

Inductor,  Audio  *  01  Dec  56  . . . . . . 

EIA  RS175-56R75 

YD 

18  Sep 

81 

CR  YD 

99 

1 

5895 

Integrated  Electronic  Centrals  AN/ASQ*57,  AN/ASQ*57A,  AN/ASQ*57B, 

MIL-I-22668A  (4) 

AS 

28  Sep 

67 

AS 

AN/ASQ.109,  AN/ASQ-58,  AN/ASQ.58A,  AN/ASO-58B  And 

AN/ASQ-nO  Vatidated  Mar  SI 

1 

5895 

Integroted  Electronic  Centrals  AN/ASQ-56A  And  AN/ASQ*56B  Validated  Mar 

81 

Integrated  Electronic  Centrols  AN/A5Q*19A,  AN/ASQ*198,  And  AN.ASQ-107 

MIL-l-81007  (1) 

AS 

28  Sep 

67 

AS 

1 

5395 

MIL-I-18309C  (3) 

AS 

28  Sep 

67 

AS 

Validated  Mar  81 

1 

5895 

Integrated  Electronic  Centrols  AN/ASQ-88,  AN/ASQ-88A,  AN/ASQ-88B  And 

MIL-l-81036  (2) 

AS 

28  Sep 

67 

AS 

AN/aSQ*108  Validated  Mar  81 

1 

5895 

Inlerfoce  Standard  For  Shipboard  Emission  Monitor*control  Set,  AN/$SO'82 

MIL-STD-I633 

EC 

02  Jul 

84 

EC 

(V)  Mule  System  REV-SH 

5895 

Interfaces  For  High  Capacity  C3  local  Area  Networks  . . . 

MIL-5TD-1779 

17 

01  Nov 

83 

17 

1 

5895 

Interrogator  Set,  AN/UPX>27  . . . . . . . . . . . . . 

MIL-I-28753C  (2) 

EC 

30  Aug 

85 

EC 

L 

5895 

Interrogotor  Sets,  Components  For  Validated  Jul  63  REV*MC........... . 

MIL-I-10536A  (5) 

C? 

15  Aug 

63 

CR 

5895 

Interrogator  Set  AN/TPX*46(V)7, . . . . . . . . . 

MIL-I-49394 

CR 

13  Jon 

86 

CR 

L 

5895 

Messoge  Processing  And  Distribution  System  (For  CVA)N(*68)  Validated  Apr 

82 

Microphone,  Ribbon  (Microphone  T*23)  REV.ES  . . . . . . 

MIL-M-24281  (3) 

EC 

10  Apr 

70 

EC 

1 

5895 

MIL  M-12624C  (1) 

CR 

19  Sep 

72 

CR 

L 

5895 

Offensive  Avionics  System. . . . . . . . . . . . . 

MIL-O-87243 

11 

30  May 

86 

11 

1 

5895 

Plotoon  Eorly  Worning  System  AM/TRS*20  . . . . . . . . 

MIL-P-49n5A  (2) 

CR 

26  Feb 

88 

CR 

L 

5895 

Rodor  Identification  Tronsponder  Set  AN/APX*71A  Validated  Avg  82 .... ........... 

MIL-R-23757C 

AS 

03  Feb 

75 

AS 

5895 

Rodor  Recognition  Set,  AN/APX*7  Validated  May  88  . . . . . . 

MIL-R-5532E  (1) 
NOTICE  I 

AS 

23  Moy 

88 

AS 

11 

O  1 

5895 

Rodor  Tronsponder  AN/OPN*77((  Validated  Jul  81  . . 

MIL'R-23864B 

AS 

20  Nov 

72 

AS 

1 

5895 

Reccivcr*tfon$milter,  Radio  RT'547(*)/  ASQ*19  And  Decoder,  Pulse 

MIL-R-22763  (2) 

AS 

01  Apr 

65 

AS 

KY-3I2(*)/ASQ-19  Validated  Oct  84 

1 

5895 

Receiving  Set,  Electronic  Countermeasures.  AN/WIR*U()  Validated  Apr  81 ...... 

MIL-R-28810  (1) 

SH 

10  Jul 

75 

SH 

L 

5895 

Receiving  Set,  Radio  AN/TRQ*23(  )  Validated  Jan  72 . . . . . . 

MIL-R-55465  (1) 

CR 

14  Jun 

66 

CR 

1 

5895 

Refoy  Assembly,  Arming,  Magnetic  RYU*7(*)/A24  And  Rock,  Electricol 

MIL-R-23014 

AS 

22  Dec 

61 

AS 

Equipment  MTU'6(*)/A24  Validated  Mar  82  R£V*GS 

NOTICE  1  (WP) 

1 

5895 

Reloy  Panel  RYK-13/A24S-4(V)  Validated  Mar  S3 . 

MILR-81756 

AS 

30  Nov 

70 

AS 

L 

5895 

ReproduceMcl,  Voice  Warning  AN/ASH*I9(*)  Validated  Jun  81............. . 

MIL-R-81000 

AS 

!8  Feb 

64 

AS 

1 

5895 

Shelter  Focitily,  blectncot  tquipment,  S>372(  )/MSC32A  VoUdoted  Aug  S3 ... 

MILS  555!!  A 

CR 

14  Joe 

70 

CR 

L 

5895 

Shelter  Focil.ty,  Electricol  Equipment,  S*371(  )/MSC*31A  Validated  Avg  63 . . 

MIL-S-55498A 

CR 

30  Jon 

70 

CR 

1 

5895 

Shelter,  Electricol  Equipment  S*348{  )/TSC*58  Validated  Avg  63 . . . . 

MIL-S-55578A 

CR 

17  Sep 

70 

CR 

L 

5895 

Simulotor,  Recognition  Signol,  SM*140(  )/TPX  Validated  Jul  63.. . . . . . 

MIL-5-55!60 

CR 

0!  Feb 

62 

CR 

t 

5895 

Switchboord,  Teletypewriter  Signol,  Secure  SB*3917/BGC  And  Receiver  Audio 

MIL-S-2885IB 

EC 

28  Feb 

83 

EC 

SB-39I8/BRR 

1 

5895 

Tociicol  Imogery  Interpretation  Focilily  AN/TSQ*43(  )  Validated  Jul  83 . . 

MIL-T-55420A 

CR 

08  Mor 

68 

CR 

L 

5895 

Tfoiler,  Communicotion  Equipment  V*415(  )/TRC*l45(V)  Validated  Aug  S3 

MIL-T-55652 

CR 

29  Nov 

68 

CR 

L 

5895 

Tronsformer  Rectifier  T6K*9/A24B*4(V)  Validated  Mar  83  . . . . 

MILT-8!758 

AS 

30  Nov 

70 

AS 

5895 

Tronsponder  Set  AN/PPN*19(V)  . . . . . . 

MIL-T-49303  (!) 

CR 

20  Dec 

88 

1 

5895 

Tronsponder  Set  AN/OPN-SB  . . . . . . . . . . . 

MIL-T-85351A 

AS 

25  Jon 

82 

AS 

1 

5895 

Transponder  Set  AN/APX*44(  )  Validated  Jul  83 . . . . . . . 

MIL-T-55044A  (2) 

CR 

28  Jon 

63 

CR 

1 

5895 

Tronsponder  Set,  Forward  Air  Control,  AN/PPN*18  REV*CR........................ . 

MIL.T-29357  (1) 

MC 

13  Jun 

80 

MC 

1 

5895 

Tronsponder,  Miss  Distonce  AN/DRO*4B  . . . . . 

MIL-T-85469  (!) 

AS 

15  Aug 

88 

AS 

407 
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5895 

Tronspondefp  Rodor  Tracking . . . . . . . 

Mll-T-85675  (1) 

AS 

15  Aug 

88 

59GP 

Alloy  Powder,  Corrosion  &  Keot  Resistant  59.5NI  •  12CR  •  10CO  •  3.0MO  • 

6.0W  .  3.0TI  -  1.5TA  •  4.5A1  ■  0.015B  ■  O.IOZR  (0.30  -  0.35C)  -  01  Jul  81 

AMS  5855A.t  l 

20 

30  Oct 

81 

59GP 

Assessment  01  Outgoing  Nonconforming  Levels  In  Ports  Per  Miltiors  (Ppm).......... 

EIA  554-88 

ER 

14  Ocl 

88 

59GP 

Circulotor,  Radio  Frequency,  Generoi  Specificotion  For  Validated  May  65 

USER-OS  MC  REV-U  99  ES 

MIL-C-28790 

SUPP  1 

EC 

10  Jon 

73 

59GP 

Common  Termination  System  For  Electrical  And  Electronic  Ports  USER-MI  SH 
REV-AV  EC  OS  10  17  n  99  80  ES 

MII-STD-1542A 

85 

22  Apr 

88 

59GP 

Determining  Fast  Neutron  Flux  By  Radiooetivation  Of  Iron  ■  27  Moy  77 

USER-OS  AS  CG  MC  19  REV-MI  SH  85  19  11 

ASTM  E243-77 

ES 

01  Jun 

82 

59GP 

Determining  Post  Neutron  Flux  By  Rodioactivalion  Of  Nickel  •  27  Moy  77 

USER-AR  MC  OS  CG  AS  19  REV-MI  SH  99  85  19  11  ES 

ASTM  8264-77 

ES 

01  Jun 

82 

59GP 

Electronic  Device,  Thermoluminescence  Dosimetry  (TLD)  Systems  For 

Determining  Absorbed  Dose  In  Rodiotion  Hordness  Of  •  29  Dec  78  Votid'i'ed 

Aug  34  REV-MI  SH 

ASTM  E668-78 

ES 

11  Jun 

80 

S9GP 

Electronic  Devices.  Controlling  Quality  Of  Rodiogrophic  Testing  Of  •  24  Apr  81 
USER-AR  CG  AS  MC  OS  19  REV-MI  SH  85  19  11  99  ES 

ASTM  E801-81A 

ES 

05  Apr 

82 

L 

59GP 

Electronic  Equipment  Parts  Selected  Standards,  Radio  Frequency  Components 
USER-MC  REV-AS  SH 

MIL-ST0.242/nG 
PART  11 

EC 

30  Sep 

83 

59GP 

Electronic  Equipment  Paris  Selected  Standards  Hordwore  &  Insutolors  Port  12 
USER-MC  PEV-AS  SH 

MIL-STD-242/12H 

EC 

18  Nov 

86 

59GP 

Electronic  Equipn'ent  Paris  Selected  Standards  USER-MC  REV -AS  SH  OS . 

MIL-STD-242G 

EC 

03  Mor 

87 

L 

59GP 

Electronic  Equipment  Ports  Selected  Standards  Synchros,  Blowers,  And  Aoustico! 
(Port  ')  REV-AR  ES 

MIL-STD.242/1H 

PART  1 

EC 

25  Mor 

85 

1 

59GP 

Electronic  Equipment  Ports  Selected  Standards  Crystols,  Deloy  lines.  Coils,  And 
Transformers  (Port  2) 

MtL-STD.242/2H 

PART  2 

EC 

22  Ocl 

85 

1 

59GP 

Electronic  Equipment  Ports  Selected  Standards  Resistors  (Port  3)  USER-MC 

REV-SH  OS  AS 

MII-STD-242/3H 

PART  3 

EC 

20  May  86 

L 

59GP 

Electronic  Equipment  Ports,  Selected  Standards  For  Copacitors  (Port  4) . 

MIL-STD-242/4G 

PART  4 

EC 

20  Dee 

83 

L 

59GP 

Electronic  Equipment  Ports  Selected  Standards  •  Relays  (Part  6) . 

MII-STD-242/6H 

PART  6 

EC 

14  Aug 

85 

L 

59GP 

Electronic  Equipment  Ports  Selected  Standards  •  Switches  (Port  7), . . . . . 

MtL-STD-242/7 

PART  7 

EC 

23  Feb 

84 

59GP 

Electronic  Equipment  Ports  Selected  Standards  Connectors  And  Sockets  *  Port  8 

MIL-STD-242/8G 

PART  8 

EC 

09  Jun 

83 

1 

59GP 

Electronic  Equipment  f  orts  Selected  Standards  Circuit  Breokers,  Fuses,  Lomps,  & 
Meters  (Port  9)  USER-MC  REV-AS  SH 

MIL-STD-242/9J 

PARI  9 

EC 

30  Oct 

87 

59GP 

Electronics,  Radrotion  Hardness  Testing  Of,  Charoeterizlng  Neutron  Energy 
fluence  Soeetro  In  Terms  Of  An  Equivalent  Monoenergetic  Neutron  Ffuence 

For  -  3  Mar  80 

ASTM  E722-80 

ES 

05 

82 

59GP 

Electronics,  Radiation  Hordness  Testing  Of,  Determining  Neutron  Energy 

Spectra  With  Neutron  Activation  Foils  For  •  24  Mar  80  USER-AR  CO  AS  OS 
MC  19  REV-MI  SH  19  11  85  99  ES 

ASTM  E721-80 

ES 

05  Apr 

82 

59GP 

Electronics,  Selection  Of  Neutron  Activotlon  Foils  For  Determining  Neutron 

Spectra  Used  In  Radiation,  Hardness  Testing  Of  -  2  Jun  80  USER-AR  OS  MC 

CG  AS  19  REV-MI  SH  99  85  19  11 

ASTM  E720-80 

ES 

05  Apr 

82 

59sTP 

Failure  Rote  Sompllng  Plans  And  Pro-'edures  REV-MI  AR  19  11  99  ES . 

MIL-STD-690B 

NOTICE  2 

ER 

28  Apr 

87 

59GP 

Filfers  8i  Copacitors,  Rodio  Fr«quenc//eIectromagnel!c  Interference  Suppression, 
Hermetically  Seoled  On  One  End  Only,  Style  FS72  USER-AT  AV  ME  AS  CG 

MC  OS  SH  19  REV-AR  Mill  99  ES 

MIL-F-2886)/13A 

EC 

02  Nov 

88 

59GP 

Filters  &  Copocitors,  Radio  Frequency/electromognelic  Interference  Suppression, 
Hermelicolly  Seoled  On  One  End  Only,  Style  FS73  USER-AT  AV  ME  AS  CG 

MC  OS  SH  19  REV-AR  Ml  11  99  ES 

MII-F-28861/14A 

EC 

02  Nov 

88 

59GP 

Filters  And  Copacitors,  Radio  Frequency/electromagnetic  Interference 

Suppresion,  Hermetically  Sealed  On  One  End  Only,  Style  F$74  USER-AT  AV 

ME  AS  CG  MC  OS  SH  19  REV-AR  Ml  11  99  ES 

MILF-2886)/)5A 

EC 

02  Nov 

88 

1 

59GP 

Filters  And  Copocitors,  Radio  Frequency  Interference,  HermeticoHy  Seoled,  Style 
FL93  USER-ME  AV  AT  OS  MC  AS  SH  19  REV-MI  SH  99  11  ES 

MIL-F-f5733F/49G 

EC 

02  Nov 

88 

59GP 

Filters  And  Copocitors,  Rodio  Frequency/electromagnelic  Interference 

Suppresion,  Hermelicolly  Sealed,  Style  FS66  USER-AT  AV  ME  AS  CG  MC 

OS  SH  REV-AR  MI  11  17  99  ES 

Mll-F-28861/16 

EC 

29  Aug 

86 

•59GP 

Filters  And  Capacitors,  Radio  Frequency/electromognotic  Interference 

Suppression,  Nonhermeticolly  Sealed,  Style  FS60  USER-AT  AV  ME  CG  MC 

AS  OS  SH  REV-AR  Ml  ES  99  11  ES 

MIL-F-2886I/6B 

EC 

02  Nov 

88 

•59GP 

Filfers  And  Copocitors,  Rodio  Frequency/electromagnetic  Interference 

Suppression,  Hermcficolly  Seoled  On  One  End  Only,  Style  FS70  And  FS71 
USER-AT  AV  ME  CG  MC  AS  OS  REV-AR  Ml  ES  99  H  ES 

MIL-F-28861/12C 

EC 

02  Nov 

88 

•59GP 

Filters  And  Capacitors,  Radio  Frequency/electromaoneiic  Interference 

Suppression,  Nonhermeticolly  Seoled,  Style  FS61  USER-AT  AV  CG  MC  AS 

OS  REV-AR  Ml  ME  17  85  99  19  ES 

MII.F.988A1/7B 

Ff 

31  0«c 

87 

•59GP 

Filters  And  Copocitors,  Rodio  Frequency/electromognetie  Interference 

Suppression,  Hermelicolly  Seoled  Style  FS62  USER-AT  AV  ME  AS  CG  MC 

OS  SH  19REV.AR  Ml  11  99  ES 

MIL-F-28861/8C 

EC 

02  Nov 

88 

*59GP 

Fillers  And  Copacitors,  Radio  Frequency/electromagnetic  Interference 

Suppression,  Nonhermeticolly  Seoled,  Style  FS63  USER-ME  AT  AV  CO  MC 

AS  OS  19  REV-AR  Ml  ES  85  99 

MIL-F-2886I/9B 

EC 

31  Dec 

87 

i 

59GP 

Fillers  And  Copacitors,  Radio  Frequency  Interference,  Hermeticollyseoled,  Style 
FL63  USER-AV  AT  ME  MC  AS  OS  19  REV-MI  SH  11  99  ES 

MIL-F-15733/58B  (1) 

EC 

31  Aug 

88 

•59GP 

Filters  And  Copicitors,  Rodio  Frequency/electromognelic  Interference 

Ma-F-2886)/)0C 

EC 

02  Nov 

83 

Suppression,  HermelicoII/  Seoicd,  Ssyle  FS64  USER'ME  AT  AV  CG  MC  AS 
OS  SH  19  REV-AR  Ml  ES  85  99  11  ES 


CUSTODIAN 

AS 

MR  AS  20 

ER  EC  85 
ER  EC  85 

CR  AS  85 

ER  EC  17  NA 

ER  EC  17  NA 

ER  EC  17 

ER  EC  17  NA 

EC 

EC 

EC 

EC 

EC 

EC 

EC 

EC 

EC 

EC 

EC 

eR  EC  17 

ER  EC  17  NA 

ER  EC  17  NA 

ER  EC  85 
ER  EC  85  NA 

ER  EC  85  NA 

ER  EC  85  NA 

ER  EC  85 
ER  EC  85 

ER  EC  85  NA 

ER  EC  85  NA 

ER  EC  85  NA 

ER  EC  85  NA 

ER  EC  85  NA 

ER  EC  85 
ER  EC  85  NA 
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FSC  LISTING 


FSC  TITLE 

59GP  Flux,  Determining  Fast  Neutron  By  Rodioactivation  Of  Sulfur  •  27  Moy  77 
USER-AR  CG  AS  OS  MC  19  REV-MI  SH  99  85  19  11  ES 
59GP  Gammo  Or  X  Radiation,  Absorbed  Dose  From  •  24  Nov  78  Votidated  Avg  64 
USER-AR  OS  MC  CG  AS  REV-Ml  SH  99  85  11  ES 
59GP  Guidelines  For  Identification,  Marking,  Lobeling,  Storage,  And  Tronsportation 

Of  Rodloactive  Commodities  VaUdated  May  85  USER-SM  ME  CG  OS  MC  99 
REV-EA  AV  SA  EC  03 

59GP  Lineor  Accelerator  Pulsed  Rodiotion  Effects  Tests,  Dose  Meosurement  For  Use  In 
-  29  Apr  77  Validated  Avg  84 

59GP  Morking  Of  Electricol  And  Electronic  Ports  USER-AT  AR  AS  OS  MC  YO  REV-MI 
ME  SH  99  17  ES 

59GP  Materiols  Exposed  To  X-roy  Output  Of  Flosh  X-roy  Machines,  Determining 

Absorbed  Dose  Versus  Depth  (n  -  24  Nov  78  Validated  Avg  84  USER-AR  MC 
CG  AS  OS  19  REV-MI  SH  85  11  99 

59GP  Noso  Ports  Applicotion  Hondbook,  Generol  Introduction,  Copocitors,  Resistors, 
Thermistors,  Volume  1  Thru  5 

59GP  Naso  Stondord  (EEE)  Ports  List. . . . . . 

59GP  Neutron  Hardness  Assurance  Guidelines  For  Semiconductor  Devices  And 

Microcircuits  USER-SM  CG  MC  AS  OS  REV-Ml  AR  SH  11  19  85  99  DS  ES 
59GP  Test  Methods  For  Electronic  And  Electricol  Component  Ports  USER-AT  MC  YO 
19  REV-TE  MI  AV  ER  OS  SH  AS  17  99  85  NS  ES 
59GP  Total  Dose  Hardness  Assuronce  Guideline  For  Semiconductor  Device 

&microcifcuit  USER-SM  AS  CG  MC  OS  ES  REV-AR  Ml  SH  11  19  85  99  ES 
OS 

59GP  Wire  i  Coble  (Port  10)  USER-MC  REV-AS  SH . 

5905  Attenuator.  Vorioblc  CN.7/URA-11  Validated  Oet  8t . 

5905  Bracket  Assembly,  Resistor  (Power  Type)  Validated  Aug  83  USER-ME  MC  99 
REV-Ml  AR  17  11  ES 

5905  Cop,  Protective,  Dust  And  Moisture  Seal  For  MIL-R-8903  Resistor  (Asg) 

Validated  Jun  8J  USER-MC  REV-99  ES 

5905  Clomp-rim,  Clenching  For  MIL-R-8903  Resistor  Validated  Mar  65  USER-MC 
REV.99  ES 

5905  Contoct,  Electricol,  leof  Top  For  Use  With  MIL-R-8903  Resistor  (Asg)  Validated 
Jun  80  R6V-99  ES 

5905  Coupling,  Insuloted,  Bushing  Shoft,  For  MIL-R-8903  Resistor  (Asg)  Validated 
May  SO  USER-MC  REV.99  ES 

5905  Eio  Standard  Colors  For  Color  Identificotion  &  Coding  -  Aug  68  Validated  feb 
85 

5905  Filter,  High  Poss,  Low  Poss,  Bond  Poss,  Bond  Suppression,  And  Ouol 

Functioning,  Generol  Specificotion  For  USER-ME  MC  19  REV-AR  Ml  OS  A$ 

11  17  ES 

5905  Preferred  Voices  -  Dec  70  Validated  feb  85 . . . . . 

5905  Resister,  Current  Reguloting  (Bollost  Tubes)  Type  TJ791K01  Validated  Oct  81 
USER-MC  AS  REV-OS  17  11  99  ES 

5905  Resistor  &  Thermocouple  Leod  Spool  REV-99  ES.. . . . . . . . 

5905  Resistor  And  Rheostots  Novol  Shipboord.. . . . . . 

5905  Resistor  Networks,  Fixed,  Film,  &  Resistor-copocitor  Networks,  Fixed  Film 

Resistors  &  Ceramic  Capacitor  USER-ME  AV  AT  CG  MC  19  11  REV-AR  Ml 
OS  AS  17  ES 

5905  Resistor  Network,  Fixed,  Film,  Style  RZOlO,  14  Pon  Dip  USER-ME  AV  AT  MC 
CG  19  REV-Ml  AR  OS  AS  17  ES 

5905  Resistor  Network,  Fixed,  Film,  Style  RZ020,  16  Pin  Dip  USER-ME  AV  AT  MC 
CG  19  REV-MI  AR  OS  AS  17  ES 

5905  Resistor  Network,  Fixed,  Film  Style  RZ030,  14  Pin  FIol  Pock  USER-ME  AV  AT 
MC  CG  19  REV-AR  Ml  OS  AS  17  ES 

5905  Resistor  Network,  Fixed,  Film,  Style  RZ040,  6  Pin  Sip  USER-AT  ME  AV  MC  CG 
19  REV-Ml  AR  OS  AS  17  ES 

5905  Resistor  Network,  Fixed,  Film,  Style  RZ050,  8  Pin  Sip  USER-ME  AV  AT  MC  CG 
19  REV-Ml  AR  OS  AS  17  ES 

5905  Resistor  Network,  Fixed,  Film  Style  RZ060,  10  PIN  Sip  USER-ME  AV  AT  MC 
CG  19  REV-AR  os  AS  17  ES 

5905  Resistor  Network,  Fixed,  Film  Style  RZ070,  6  PIN  Sip  USER-AT  ME  AV  MC 
CG  19  REV-Ml  AR  OS  AS  17  ES 

5905  Resistor  Network,  Fixed,  Film  Style  RZ080,  8  PIN  Sip  USER-AT  ME  AV  MC 
CG  19  REV-MI  AR  OS  AS  17  ES 

5905  Resistor  Network,  Fixed,  Film  Style  RZ090,  10  PIN  Sip  USER-AT  ME  AV  MC 
CG  19  REV-MI  AR  OS  AS  17  ES 

5905  Resistor  Network,  Fixed,  Film  Style  RZ100,  16  Pin  Flot  Pock  USER-AT  AV  ME 
CG  MC  19  REV-AR  Ml  AS  OS  17  85  ES 

5905  Resistor  Network,  Fixed,  Film  Style  RZ180,  6  Pin  Sip  REV-ll  ES . - . 

5905  Resistor  Network,  Fixed,  Film  Style  RZ190,  8  Pin  Sip  REV-11  ES . . . 

5905  Resistor  Vorloble,  Wirt-  Wound  (low  Operoting  Temperature)  Style  RA  10 
Validated  Oct  8)  USER-ME  AT  MC  19  14  REV-AR  Ml  OS  11  17  99  ES 
5905  Resistor  Vorioble,  Wire  Wound  (Low  Operoting  Temperolure)  Style  RA  20 
Validated  Oct  8J  USER-AT  ME  A'C  14  19  REV-AR  Ml  OS  11  17  99  ES 
5905  Resistor  Vorioble  Wirewound,  Power  Type  (Unenclosed)  Style  RP  1  0  Validated 
Apr  83  USER-ME  MC  REV-AR  Ml  17  85  ES 
5905  Resistor  Vorioble,  Wire  Wound  (Low  Operoting  Temperoture  Style  RA30 

Validated  Oct  81  USER-AT  AV  ME  MC  19  14  REV-AR  EA  OS  11  17  99  ES 


DOCUMENT 


NUMBER 

PREP 

DATE 

CUSTODIAN 

ASTM  E265-77 

ES 

01  Jun 

82 

ER 

EC 

17  NA 

ASTM  E666-78 

ES 

11  Jun 

80 

ER 

EC 

17 

MIL-HDBK  600 

ES 

01  Sep 

76 

El 

YO 

85 

ASTM  F52677T 

ES 

11  Jun 

80 

ER 

EC 

17 

MIL-STD-1285A 

ER 

26  Aug 

83 

ER 

EC 

11 

NOTICE  3 

ASTM  E665-78 

ES 

11  Jun 

80 

ER 

EC 

17 

MIL.HDBK  9788 

NA 

01  Mar 

88 

MIL.STD-97SG 

NOTICE  1 

NA 

01  Ocl 

86 

NA 

MIL-HDBK  280 

EC 

17  Feb 

85 

ER 

EC 

17  NA 

MIL-STD-202F 

85 

11  Apr 

86 

ER 

EC 

85 

NOTICE  9 

MIL-HDBK  279 

EC 

25  Jan 

85 

ER 

EC 

17  NA 

MIL-STD-242/10J 

PART  10 

EC 

23  -lun 

86 

EC 

MIL-A-13196 

ER 

7  Jon 

54 

ER 

MS-75009f 

ER 

01  Jun 

77 

ER 

EC 

85 

MS-2893)A 

AS 

30  Jun 

64 

AS 

85 

MS-28927A 

AS 

14  Feb 

66 

AS 

85 

MS-28902A 

AS 

14  Feb 

66 

AS 

85 

MS-28928A 

AS 

14  Feb 

66 

AS 

85 

EIA  RS359-68 

ER 

20  Dec 

78 

ER 

EC 

11 

MII-F.18327E  (2) 

SUPP  lA 

EC 

29  Apr 

88 

ER 

EC 

85 

EIA  RS385-70 

ER 

20  Dec 

78 

ER 

EC 

11 

MII-R-3080/2A 

ER 

24  Jun 

70 

ER 

EC 

85 

AN5534 

85 

30  Jon 

87 

AS 

85 

REV  1 

MII-R-15109C 

SH 

17  Feb 

89 

SH 

MIL-R-8340IE  (1) 

85 

22  Dec 

87 

ER 

EC 

85 

MII-R-83401/1E  (2) 

85 

29  Apr 

88 

ER 

EC 

85 

MIL-R-83401/2E  (2) 

85 

29  Apr 

88 

ER 

EC 

85 

MII-R-83401/3C  (2) 

85 

29  Apr 

88 

ER 

EC 

85 

MIL-R-83401/4B  (1) 

85 

29  Apr 

88 

ER 

EC 

85 

MII-R-83401/6B  (1) 

85 

29  Apr 

88 

ER 

EC 

85 

MIL-R-83401/6A  (1) 

85 

29  Apr 

88 

ER 

EC 

85 

MIL-R-83401/7A  (1) 

85 

29  Apr 

88 

ER 

EC 

85 

MII-R-83401/8A  (1) 

85 

29  Apr 

88 

ER 

EC 

85 

MIL-R-83401/9A  (1) 

85 

29  Apr 

88 

ER 

EC 

85 

MIL-R-83401/10 

85 

09  Mar 

87 

ER 

EC 

85 

MIL-R-83401/18  (1) 

85 

30  Mar 

87 

85 

MIL-R-83401/19  (1) 

85 

30  Mar 

87 

85 

MIL-R-19/1B 

ER 

23  Jun 

67 

ER 

EC 

85 

M1L-R-19/2B 

ER 

23  Jun 

67 

ER 

EC 

85 

MIL-R-22/3B 

EC 

22  Jun 

65 

ER 

EC 

85 

MIL-R-19/3B 


ER  23  Jun  67  ER  EC  85 


FSC  LISTING 


DOCUMENT 


FSC 

TITIE 

NUMBER 

PREP 

DATE 

CUSTODIAN 

Q 

5905 

Resisloo  Adjuslabte,  Wirewound  Power  Validated  Oct  8)  USER-ME  AT  MC  CG 

19  REV.MI  AS  OS  17  99  ES 

MIL-R-19365C  (2) 

ER 

24  Nov 

70 

ER 

EC 

85 

5905 

Resistor,  Current  Regulating  (Ballast  Tubes)  Type  TJ3UM01  Validated  Oct  8J 
USER-AV  MC  REV-AR  OS  17  11  99  ES 

M1L-R-3080/5A 

ER 

24  Jun 

70 

ER 

EC 

85 

5905 

Resistor,  Current  Regulating  (Bollast),  Type  TJ102L01  Validated  Oct  8) 

USER-AV  MC  AS  REV-OS  17  11  99  ES 

MIL-R-3080/11A 

ER 

24  Jun 

70 

ER 

EC 

85 

5905 

Resistor,  Current  Regulating  (Bollast  Tubes)  Validated  Oct  61  USER-MC  AS 

REV-AR  AV  OS  17  11  99  ES 

MIL-R-30803  (2) 

SUPP  lA 

ER 

24  Jun 

70 

ER 

EC 

85 

5905 

Resistor,  Current  Regulating  (Bollast  Tubes),  Type  TJ601K01  Validated  Oct  61 
USER-AV  MC  AS  REV-OS  17  11  99  ES 

MIL-R-3080/1A 

ER 

24  Jun 

70 

ER 

EC 

85 

5905 

Resijior,  fixed  Wire  Wound  (Power  Type)  Slyle»  RW  10  RW  11  RW  12  RW 

13  RW  14  RW  15  &  RW  16  Vofidoltd  Aug  88  USER-AV  AT  ME  MC  19  14 
REV-MI  AR  OS  17  99  ES 

Ma-R-26/lA  (1) 
NOTICE  1 

ER 

18  Aug 

88 

ER 

EC 

85 

Q 

5905 

Resistor,  Fixed  Film,  (High  Stability)  Genera  Specification  For  USER-ME  AT  AV 

CG  MC  19  REV-AR  mi  OS  AS  17  99  11  ES 

Ma-R-10509F  (6) 
SUPP  1 

ER 

29  Jul 

87 

ER 

EC 

85 

5905 

Resiilor,  Fixed  Wire  Wo  (Power)type)  Slylej  RW  20  RW  21  RW  22  RW  23 

RW  24  ValidaledAug  88  USER-AV  AT  ME  MC  14  19  REV-MI  AR  OS  11  17 

99  ES 

MII-R-26/2B  (1) 
NOTICE  1 

ER 

18  Aug 

88 

ER 

EC 

85 

5905 

Reiiilor,  fixed  Wire  Wound  (Power  Type)  Style  RW  29  RW  30  RW  31  RW  32 

RW  33  RW  34  RW  35  RW  36  RW  37  RW  38  RW  39  «,  RW  47  Validated 

Aug  88  USER-AT  ME  MC  19  REV-AR  EA  Ml  OS  AS  11  17  99  ES 

MIL-R-24/3C  (1) 
NOTICE  1 

ER 

18  Aug 

88 

ER 

EC 

85 

5905 

Reiistor,  Fixed  Wire  Wound  (Power  Type)  Style  RW  55  RW  56  RW  67RW  68 
&  RW  69  ValidaledAug  88  USER-ME  AV  AT  MC  19  REV-AR  EA  OS  17  11 

99  ES 

MIL-R-26/4D  (1) 
NOTICE  1 

ER 

18  Aug 

88 

ER 

EC 

85 

5905 

Resistor,  Fixed  Wire  Wound  (Power  Type)  Styles  RW  70  RW  74  RW  78  &  RW 

79  Validated  Avg  88  USER-AV  ME  AT  MC  14  19  REV-AR  EA  OS  17  99  ES 

MIL-R-26/5B  (1) 
NOTICE  1 

ER 

18  Aug 

88 

ER 

EC 

85 

5905 

Resistor,  Fixed  Wire  Wound  (Power  Type)  Styles  RW  80  &  RW  81  Validated 

At/ff  88  USER-AV  AT  ME  MC  19  14  REV-AR  EA  OS  17  11  99  ES 

Ml  L-R -26/68  (1) 
NOTICE  1 

ER 

18  Aug 

88 

ER 

EC 

85 

Q 

5905 

Resistor,  Fixed,  Wirewound  (Power  Type,  Chassis  Mounted)  Generol 

Specification  For  USER-ME  AT  AV  MC  19  REV-AR  Ml  EC  11  17  80  ES 

MIL-R-18546D  (7) 

EC 

30  Ocl 

87 

ER 

EC 

85 

Q 

5905 

Resistor,  Fixed,  Film,  Chip,  Estoblished  Reliability  Generol  Specificotion  For 
USER-ME  AT  AV  CG  MC  19  REV-AR  AS  OS  17  99  ES 

MIL-R-55342D 

ER 

01  Sep 

87 

ER 

EC 

85 

5905 

Resistor,  Fixed,  Film,  (Insulated)  Established  Reliobilily  RLR07  USER-AT  ME  AV 

MC  CG  19  REV-AR  Ml  OS  AS  17  99  ES 

MIL-R-39017/11. 

ER 

08  Apr 

86 

ER 

EC 

85 

5905 

Reiistor-  Fixed-  Wire  Wound  (Power  Type-  Chassis  Mounted)-  Styles  RE60- 
RE65-  RE70-  And  RE75  (Inactive-  Use  MIL-R-39(XI9/1  And  39009/2) 

Validated  Apr  83  USER-OS  AS  MC  19  REV-MI  17  99  ES 

MIL-R-18546/1F 

EC 

22  Apr 

70 

ER 

EC 

85 

5905 

Resistor,  Fixed,  Film,  Chip,  Estoblished  Reliability,  Style  RM0502  USER-ME  AT 

AV  CG  MC  19  REV-AR  AS  OS  17  99  ES 

MIL-R-55342/1E 

ER 

01  Sep 

87 

ER 

EC 

85 

5905 

Resistor,  Fixed,  Wirewound  (Power  Type,  Chossis  Mounted),  Styles  RE77  And 

RE80  Validated  Apr  84  USER-MC  14  19  REV-MI  11  17  99  ES 

Mll-R-18546/28 

EC 

27  Apr 

66 

ER 

EC 

85 

Q 

5905 

Resistor,  Fixed,  Wire-wound  (Power  Type),  Generol  Specificotion  For  USER-AT 

ME  AV  MC  19  REV-MI  EA  AS  OS  17  11  ES 

MIL-R-26E  (5) 

SUPP  lA 

ER 

31  Jul 

84 

ER 

EC 

85 

5905 

Resistor,  Fixed,  Film,  (Insulated)  Estoblished  Reliobilily  RIR20  USER-ME  AT  CO 

MC  19  REV-AR  AV  OS  AS  17  ES 

MII-R-39017/2H 

ER 

03  Jul 

85 

ER 

EC 

85 

5905 

Resistor,  Fixed,  Film,  Chip,  Established  Reliability,  Style  RM0505  USER-AT  ME 

AV  CG  MC  19  REV-AR  AS  OS  17  99  ES 

MII-R-55342/2E 

ER 

01  Sep 

87 

ER 

EC 

85 

5905 

Resistor,  Fixed,  Film,  (Insuloled),  Estoblished  Reliability  Style  RIR32  Validated 

Avg  88  USER-ME  AT  CG  MC  19  REV-AR  Ml  AV  17  85  ES 

MII-R-39017/3F 
NOTICE  1 

ER 

18  Aug 

88 

ER 

EC 

85 

5905 

Resistor,  Fixed,  Film,  (Insuloted),  Established  Reliobilily  Style  RLR42  USER-AT 

ME  CG  MC  19  REV-AR  Ml  AV  OS  AS  17  85  ES 

MII-R.39017/4D 

ER 

06  Apr 

87 

ER 

EC 

85 

5905 

Resistor,  Fixed,  Film,  Chip,  Established  Reliability,  Style  RM  1005  USER-AV  AT 

ME  CG  MC  19  REV-AR  AS  OS  17  99  ES 

MII-R-55342/3E 

ER 

01  Sep 

87 

ER 

EC 

85 

5905 

Resistor,  Fixed,  Film,  (Insuloted),  Established  Reliobillty  Style  RLR05  USER-AT 

ME  AV  CG  MC  19  REV-MI  AR  AS  OS  17  99  ES 

MII-R-39017/5H 

ER 

08  Apr 

86 

ER 

EC 

85 

5905 

Resistor,  Fixed,  Film  (High  Stability),  Style  RN70  (Inactive  Use  MII-R-5S182/6) 
USER-AT  AV  ME  CG  MC  19  REV-AR  Ml  OS  AS  17  99  ES 

MII-R-10509/3H  (1) 

ER 

28  Jan 

86 

ER 

EC 

85 

Q 

5905 

Resistor,  Fixed,  Film,  Insulated,  Generol  Specificotion  For  USER-AT  ME  CG  MC 

19  REV-AR  EA  OS  AS  17  11  99  ES 

MIL-R-22684C  (3) 
SUPP  1 

ER 

11  Jan 

85 

ER 

EC 

85 

5905 

Resistor,  Fixed,  Film,  Chip,  Established  Reliobilily,  Style  RM  1505  USER-AT  ME 

AV  CG  MC  19  REV-AR  AS  OS  17  99  ES 

MII-R-S5342/4E 

ER 

01  Sep 

87 

ER 

EC 

85 

5905 

Resistor,  Fixed,  Film,  Insulated,  Style  RL07  (Inactive)  (Use  MiL-R-39017/1} 

Validated  Avg  88  USER-19  REV-AR  Ml  11  17  99  ES 

MIL-R-22684/1A 
NOTICE  1 

ER 

18  Aug 

88 

ER 

EC 

85 

5905 

Resistor,  Fixed,  Film,  Insulated,  Style  RL20  (Inactive)  (Use  Mfl-R-39017/2) 

REV-MI  AR  EC  11  17  99  ES 

MIL-R-22684/2B  (1) 

ER 

17  Apr 

85 

ER 

EC 

85 

5905 

Resistor,  Fixed,  Film,  Chip,  Established  Rellobllity,  Style  RM  2208  USER-AT  ME 

AV  CG  MC  19  REV-AR  OS  AS  17  99  ES 

MIL-R-55342/5E 

ER 

01  Sep 

87 

ER 

EC 

85 

5905 

Resistor,  Fixed,  Film,  Insuloled,  Style  RL32  (Inactive  Use  MIL-R'39017/3) 
Vc^’datedAvg  68  USER-AT  ME  AY  CG  MC  19  REV-AR  EA  OS  17  99  ES  OH 

MIL-R-22684/3B 
NOTICE  1 

ER 

18  Aug 

88 

ER 

EC 

85 

5905 

Resistor,  Fixed,  Film  (High  Stobllity),  Style  RN80  (Inoctive  11-22-68)  Validated 

Avg  88  USER-ME  AT  MC  CG  19  REV-MI  AR  17  99  ES 

M1L-R-10509/6F 
NOTICE  1 

ER 

18  Aug 

88 

ER 

EC 

85 

5905 

Resistor,  Fixed,  Film,  Insulated,  Style  RU2  Validated  Avg  88  USER-AT  ME  CG 

MC  19  REV-AR  AV  AS  OS  17  99  ES 

MII-R-22684/4A  (1) 
NOTICE  1 

ER 

18  Aug 

88 

ER 

EC 

85 

5905 

Resistor,  Fixed,  Film,  Chip,  Established  Reliability,  Style  RM  0705  USER-AV  AT 

ME  CG  MC  19  REV-AR  OS  AS  17  99  ES 

MII-R-55342/6C 

85 

01  Sep 

87 

ER 

EC 

85 

5905 

Resistor,  Fixed,  Film,  Insulated  Style  RU2  TX  USER-AV  ME  AT  CG  MC  19 
REV-AVAR  OS  AS  11  99  17  ES 

MIL.R-22684/83  (2) 
NOTICE  1 

85 

27  Feb 

87 

ER 

EC 

85 

Q 

5905 

Resistor,  Fixed,  Film,  (insulated)  Established  Reliobilily  Generol  Specification  For 
USER-AT  ME  AV  CG  MC  19  REV-AR  Ml  OS  AS  17  99  ES 

MH..R-390170 

SUPPL  1 

ER 

14  Sep 

88 

ER 

EC 

85 

L 

5905 

5905 

Resistor,  Fixed,  Estoblished  Reliobillty  Style  RNR501/  USER-AT  ME  CG  MC  19 
REV-MI  AR  ER  AS  OS  17  85  80  ES 

Resistor,  Fixed,  Wire-wound  (Accurote),  Established  Reliability  Style  R6R76 
Validated  May  84  REV.17  85  ES 

MIL-R-55182/7K  (1) 

MIL.R.39005/10 

ER 

85 

04  Sep 

19  Jul 

86 

66 

ER 

EC 

85 

85 
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FSC  LISTING 


DOCUMENT 

FSC  TITLE  NUMBER  DATE  CUSTODIAN 

5905  Resistor,  Fixed,  Film  (High  Smbility),  Style  RN5S  (Inoclive  Use  MIL-R-5S182/ 1)  Mll-R  10509/7G  ER  22  Jun  84  ER  EC  85 

USER-AT  AV  ME  CG  MC  19  REV-AR  Ml  AS  OS  17  99 

5905  Resistor,  Fixed,  Wirewound  (Power  Type)  Established  Reltobility  Style  RWRBl  MIL'R'39CX)7,9F  (1)  ER  24  Feb  88  ER  EC  85  NA 

USER-CG  MC  19  REV-AR  Ml  OS  AS  17  80  ES 

5905  Resistor,  Fixed,  Metol  Element  (Power  Type),  (Very  Low  Resistonce  Values),  MIL-R-49465  (1)  ER  03  Jon  89  ER  EC  85 

Generol  Speeifieolion  For  USER-CG  MC  19  REV-AR  Ml  AS  OS  99  ES  SUPP  1 

5905  Resistor,  Fixed,  Wirewound  (Power  Type)  Estoblished  Reliobility  Style  RWR84  MIL-R'39007/10E  (1)  ER  24  Feb  88  ER  EC  85 

USER-CG  MC  19  REV-MI  AV  85  17  ES 

5905  Resistor,  Fixed,  Wire-wound  (Aecurote),  Estoblished  Reliobility  Style  RBR54  MIL-R-39005/3C  ER  18  Aug  88  ER  EC  85 

Validated  Ava  88  USER-ME  AT  MC  19  REV-MI  AR  85  17  ES  NOTICE  1 

5905  Resistor,  Fixed,  Metol  Element  (Power  Type),  Style  RLVIO  USER-CG  MC  19  MIL-R-49465 '1  ER  18  Apr  88  EREC  85 

REV-AR  Ml  AS  OS  99  ES 

5905  Resistor,  Fixed,  Wirewound  (Power  Type)  Estoblished  Reliobility  Style  RWR89  MIL-R-39007/11F  (1)  ER  24  Feb  88  ER  EC  85 

USER-CG  MC  19  REV-AR  Ml  AS  OS  17  80  ES 

5905  Resistor,  Fixed,  Film  (High  Stobilily),  Style  RN50  (Inoctive  Use  MIL  R-55182/7)  MIL  R  10509/8C  ER  22  May  84  ER  EC  85 

USER-ME  AT  CG  MC  19  REV-Ml  17  99  ES 

5905  Resistor,  Fixed,  Wire-wound  (Power  Type)  Estoblished  Reliobility  Style  RWR82  MIL-R-39007/12C  (1)  ER  23  Dec  87  ER  EC  85 

USER-MC  CG  19  REV-AR  Ml  OS  AS  17  80  ES 

5905  Resislor,  Fixed,  Metol .  MIL  R-49465/2  ER  18  Apr  88  ER  EC  85 

Q  5905  Resistor,  Fixed,  Composition  (Insulated)  Estoblished  Reliobility,  General  MiL-R-39008B  (6)  ER  04  Sep  86  ER  EC  85 

Specification  For  USER-AT  ME  AV  MC  19  REV-AR  Ml  AS  OS  17  85  99  ES  SUPP  1 

5905  Resistor,  Fixed,  Composition  (Insulated),  Established  Reliability  Style  RCR07  MIL-R-39008/tE  (1)  ER  04  Sep  86  ER  EC  85 

USER-ME  AT  AV  MC  19  REV-MI  AR  AS  OS  TD  17  99  85  ES 

5905  Resislor,  Fixed,  Metol  Element  (Power  Type),  Style  RIV40  USER-CG  MC  19  MIL-R-49465/9  ER  18  Apr  88  ER  EC  85 

REV-AR  Ml  AS  OS  99  ES 

5905  Resislor,  Fixed,  Composition  (Insulated),  Established  Reliability  Style  RCR20  M1L-R-39008/2E  (1)  85  04  Sep  86  ER  EC  85 

USER-ME  AT  AV  MC  19  REV-MI  AR  AS  OS  TD  17  99  85  ES 

I  5905  Resistor,  Fixed,  Film  (High  Stobilily)  Style  RN75~TX  REV-17  99 .  MIL  R-10509/13  85  26  Jon  87  85 

NOTICE  1 

5905  Resistor,  Fixed,  Composition  (Insulated),  Established  Reliobility  Style  RCR32  MIL-R-39(X)8/3C  (2)  ER  04  Sep  86  ER  EC  85 

USER-AV  AT  ME  MC  19  REV-AR  Ml  AS  OS  TD  17  99  85  ES 

5905  Resislor,  Fixed,  Metol  Element  (Power  Type),  Style  RLV4)  USER-CG  MC  19  MlL-R-49465/10  ER  18  Apr  88  ER  EC  85 

REV-AR  Ml  AS  OS  99  ES 

5905  Resislor,  Fixed,  Composilion  (Insulated),  Established  Reliobility  Style  RCR05  MIL-R-39008E/4E  ER  29  Jul  87  ER  EC  85 

USER-AT  ME  AV  MC  19  REV-AR  Ml  AS  OS  TD  17  85  99  ES 

5905  Resistor,  Fixed,  Composition  (Insuloled),  Established  Reliability  Style  RCR42  MIL-R-39008/5A  (1)  ER  04  Sep  86  ER  EC  85 

USER-AT  ME  MC  19  REV-AR  Ml  EA  EC  AS  OS  85  17  11  ES 

5905  Resistor,  Fixed,  Metol  Element  (Power  Type),  Style  RLV42  USER-CG  MC  19  MIL-R-49465/11  ER  18  Apr  88  ER  EC  85 

REV-AR  Ml  AS  OS  99  ES 

Q  5905  Resistor,  Fixed,  Wirebound  (Power  Type,  Chossis  Mounted),  Estoblished  MIL-R-39009B  (3)  ER  09  Jul  82  ER  EC  11 

Reliability,  Generol  Speeifieolion  For  USER-ME  AT  AV  MC  CG  19  REV-MI  SUPP  1 

AR  AS  OS  17  85  ES 

L  5905  Resistor,  Fixed,  Film  (High  Stobilily)  Style  RN80-TX  REV-17  99 .  MIL-R-10509/14  85  26  Jon  87  85 

NOTICE  1 

5905  Resistor,  Fixed,  Wire  Wound  (Power  Type,  Chossis  Mounted),  Established  M1L-R-39009/2A  ER  22  Apr  70  ER  EC  11 

Reliability,  Style  RERJO,  RER45,  RER50,  And  RER55  Validated  Oct  81 
USER-MI  CG  MC  19  REV-AT  ME  AV  OS  17  85  ES 

5905  Resistor,  Fixed,  Melolelemcnl  (Power  Type),  Style  RLV43  USER-CG  MC  19  MIL-R-49465/12  ER  18  Apr  88  ER  EC  85 

REV-AR  Ml  AS  OS  99  ES 

Q  5905  Resistor,  Fixed,  Wirewound,  (Aeeurotc),  Established  Reliobility,  General  MIL-R'39005C  (5)  ER  16  Jon  87  ER  EC  85 

Speeifieolion  For  USER-ME  AT  AV  MC  CG  19  REV-Ml  AR  AS  OS  17  99  11  SUPP  1A 
ES 

L  5905  Resistor,  Fixed,  Wirc&wound  (Aeeurotc)  Estoblished  Reliobility  Styles  RBR80  MIL-R-39005/11A  ER  13  Jon  76  85 

And  RBR81  Validated  Apr  82 

I  5905  Resistor,  Fixed,  Film,  Estoblished  Reliobility  Style  RNR5I  REV-AV  ES .  MIL  R-55182/11B  ER  19  Nov  85  EC  85 

5905  Resistor,  Fixed,  Wire-wound  (Power-type),  Estoblished  ReIiobility,style  RWR71  MIL-R-39007/5E  ER  30  Oet  85  ER  EC  85 

(Inoelive  For  Design  Alter  Dole  30  October  1985  (SEE6.2)  USER-MC  CG  19 
REV-AR  Ml  OS  AS  17  85  80  ES 

5905  Resistor,  Fixed,  Film,  Preeision,  Estoblished  Reliobility,  Style  RFPIO  USER-AT  AV  MIL-R-122/10B  ER  10  Jun  85  ER  EC  85 

ME  CG  MC  19  REV-AR  Ml  AS  OS  ES  17  85  99 

5905  Resistor,  Fixed,  Wire-wound  (Power  Type),  Established  Reliobility,style  RWR74  MIL-R-39007E-'6D  ER  15  Jon  87  ER  EC  85 

(Inoetive  For  Design  Alter  10  Jul  81  (See  6  3)  USER-CG  MC  19  REV-AR  Ml 
OS  AS  17  80  ES 

O  5905  Resistor,  Fixed,  Film,  Estoblished  Reliobility,  Generol  Spceifieotion  For  USER-ME  MIL-R-55182E  (9)  ER  02  Sep  88  ER  EC  85 

AT  AV  MC  CG  19  REV-AR  OS  AS  17  99  82  ES  SUPP  IB 

5905  Resistor,  Fixed,  Wire-wound  (Power  Type)  Estoblished  Reliobility  Stye  RWR78  M1L-R-39(X)7/7E  ER  15  Jon  87  ER  EC  85  NA 

USER-MC  CG  19  REV-AR  Ml  OS  AS  17  80  ES 

5905  Resislor,  Fixed,  Wire-wound  (Power-type)  Estoblished  Reliobility  Style  RWR80  MIL-R'39007,'8H  ER  15  Jon  87  ER  EC  85  NA 

USER-CG  MC  19  REV-AR  Ml  OS  AS  17  80  ES 

5905  Resistor,  Fixed,  Film,  Estoblished  Reliobility  Style  RN57  (Inoelive  8  July  1970)  MIL-R-5S182. 2G  ER  08  Jul  70  ER  EC  85 

Validated  Oet  81  USER-ME  AT  MC  CG  19  REV-AR  Ml  85  17  ES  NOTICE  1 

Q  5905  Resistor,  Fixed,  Wirewound  (Power  Type),  Eslobtished  Reliobility,  Generol  MIL-R-39CX)7F  (1)  ER  24  Feb  88  ER  EC  85  NA 

Spceilieolion  For  USER-AT  ME  AV  Ml  MC  CG  19  REV-AR  AS  OS  17  80  ES  SUPP  1A 

SUPL  1 

5905  Resistor,  Fixed,  Film  (Power  Type),  Styles  RD31,  RD33,  RD35,  RD37,  And  RD39  MILR  1 1804/ 1C  ER  06  Apr  87  EREC  85 

USER-AV  AT  ME  MC  SH  CG  19  99  REV-AR  OS  85  17  ES  NOTICE  1 

L  5905  Resistor,  Fixed,  Wire-wound  (Aeeurole)  Established  Reliobility  Style  RBR74  MIL'R'39005/8  85  19  Jul  66  85 

Validated  May  84  REV-ES 

5905  Resistor,  Fixed,  Film  (Power  Type),  Styles  RD60,  RD65,  And  RD70  USER-AT  ME  MIL-R  11804, 2D  ER  06  Apr  87  EREC  85 

AV  MC  CG  SH  AS  19  REV-AR  OS  17  99  85  ES  NOTICE  1 

5905  Resislor,  Fixed,  Film  (Power  Type),  General  Spceifieotion  For  USER-AV  at  ME  MIL-R  11804E  (4)  ER  06  Apr  86  ER  EC  85 

MC  CG  AS  19  REV-MI  AR  AS  OS  85  17  99  ES  NOTICE  1 


O 
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FSC  LISTING 


FSC  TITLE 

5905  Resistor,  Fixed,  Film,  Precision,  Established  Reliobility,  Style  RFP03  USER-AT  AV 
ME  CG  MC  19  REV-AR  Ml  AS  OS  ES  85  9?  17 

Q  5905  Resistor,  Fixed,  High  Megohm  (Hermeticolly  Sealed)  (Inochve  9-9'70)  Validated 
Jan  83  USER-MC  REV-MI  17  99  ES 

5905  Resistor,  Fixed,  Film,  Precision,  Estoblished  Reliobility,  Style  RFP04  USER'AT  AV 
ME  CG  MC  19  REV-AR  Ml  AS  OS  ES  17  85  99 
5905  Resistor,  Fixed,  Film,  Precision,  Estoblished  Reliability,  Style  RFP05  USER-AT  AV 
ME  CG  MC  19  REV-AR  Ml  AS  OS  ES  17  85  99 

Q  5905  Resislor,  Fixed,  Precision,  Established  Reliability  Generol  Specification  For 
USER-AT  AV  MC  CG  REV-AR  ME  AS  OS  ES  17  85  99 
5905  Resistor,  Fixed,  Wire  Wound  (Accurate),  Style  RB17  Validated  Oct  81 
USER-ME  MC  19  REV-AR  Ml  AV  17  99  ES 

I  5905  Resistor,  Fixed,  Wire  Wound  (Accurate),  Style  RB43  Validated  Oct  81  REV-MI 
ES 

I  5905  Resislor,  Fixed,  Wirewound  (Accurate),  Style  RB44  Validated  Oct  81  REV-MI 
ES 

t  5905  Resistor,  Fixed,  Wire  Wound  (Accurate),  Style  RB45  Validated  Oct  31  REV-MI 
ES 

5905  Resistor,  Fixed,  Wire  Wound  (Accurate),  Style  RB52  Validated  Oct  81 
USER-ME  MC  19  REV-MI  AR  AV  17  99  ES 
5905  Resistor,  Fixed,  Wire  Wound  (Accurote),  Style  RB53  Validated  Oct  81 
USER-AV  me  mi  MC  19  REV-AR  17  99  ES 
5905  Resislor,  Fixed,  Wire  Wound  (Accurote),  Style  RB54  Validated  Oct  81 
USER-ME  AV  Ml  MC  19  REV-AR  17  99  ES 
5905  Resistor,  Fixed,  Wire  Wound  (Accurote),  Style  RB55  Validated  Oct  81 
USER-ME  MC  REV-AR  Ml  17  99  ES 

5905  Resistor,  Fixed,  Wire  Wound  (Accuroled),  Style  RB56  Validated  Oct  81 
USER-ME  AV  Ml  MC  19  REV-AR  17  99  ES 

5905  Resislor,  Fixed,  Wire  Wound  (Accurate),  Style  RB08  Validated  Oct  81  REV-MI 
99 

5905  Resislor,  Fixed,  Wire  Wound  (Accurate),  Style  RB57  Validated  Oct  81 
USER-ME  MC  19  REV-MI  AR  17  99  ES 

5905  Resistor,  Fixed,  Wire  Wound  (Accurate),  Style  RB58  Validated  Feb  65 
USER-ME  MC  19  REV-MI  AR  AV  17  99  ES 
5905  Resislor,  Fixed,  Wire  Wound  (Accurate),  Style  RB59  Validated  Feb  85 
USER-ME  AT  MC  CG  19  REV-AR  AV  Ml  AS  17  99  11  ES 
5905  Resistor,  Fixed,  Wire  Wound  (Accurate),  Style  RB70  Validated  Oct  81 
USER-ME  MC  19  REV-MI  AV  17  99  ES 

5905  Resistor,  Fixed,  Wire  Wound  (Accurate),  Style  RB71  Validated  Oct  81 
USER-AV  ME  MC  19  REV-MI  AR  17  99  ES 
5905  Resistor,  Fixed,  Wire  Wound  sAccurcte),  Style  RB72  Validated  Feb  85 
USER-ME  MC  19  REV-AR  Ml  AV  17  99  ES 
5905  Resistor,  Fixed,  Wire  Wound  (Accurate),  Style  RB73  Validated  Feb  85 
USER-AV  ME  19  REV-MI  AR  CG  MC  17  99  ES 
5905  Resislor,  Fixed,  Wire  Wound  (Accuroled),  Style  RB18  Validated  Oct  81 
USER-ME  AV  MC  19  REV-MI  17  99  ES 
5905  Resislor,  Fixed,  Wire  Wound  (Accurote),  Style  RB19  Validated  Oct  81 
USER-ME  MC  19  REV-MI  AR  AV  17  99  ES 
5905  Resistor,  Fixed,  Wire  Wound  (Accurate),  Style  RB16  Validated  Oct  81 
USER-ME  AV  MC  19  REV-AR  Ml  17  99  ES 

Q  5905  Resistor,  Fixed,  Meier  M'lltlpher,  External  (High  Voltage,  Ferrule  Terminol  Type) 
Validated  Oct  81  REV-a,.  H  AS  11  99  ES 

O  5905  Resistor,  Fixed,  Composition  (Insuloted)  Generol  Specification  For  Validated 
Oct  81  USER-ME  AT  MC  19  REV-MI  AV  AS  OS  85  17  ES 
5905  Resislor,  Fixed,  Composition  (Insulated),  Style  RC  20  Validated  Oct  81 
USER-ME  AT  MC  19  14  REV-AR  Ml  EA  OS  85  17  ES 
5905  Resistor,  Fixed,  Composition  (Insuloted)  Style  RC  32  Validated  Sep  83  USER-AT 
MC  14  19  REV-AR  mi  EA  OS  85  17  ES 
5905  Resistor,  Fixed,  Composition  (Insulated)  Style  RC  42  Validated  Oct  81 
USER-ME  MC  19  REV-MI  AR  AV  EA  OS  85  17  ES 
5905  Resistor,  Fixed,  Composition  (Insulated),  Style  RC  07  Validated  Oct  61 
USER-ME  AT  MC  19  REV-MI  AR  AV  OS  17  85  ES 
5905  Resislor,  Fixed,  Composition  (Insulated),  Style  RC  05  Validated  Oct  81 
USER-AT  ME  MC  19  REV-MI  AR  AV  OS  17  85  ES 

5905  Resislor,  Pocloglng  Of  USER-AV  ME  AT  17  REV-MI  AR  SH  85  ES . 

5905  Resistor,  Selection  And  Use  Of  USER-AT  AV  ME  MC  CG  19  REV-AR  Ml  OS 
AS  SH  17  85  ES 

Q  5905  Resislor,  Thermocouple  leod  Spool  Validated  Feb  87  REV-99 . 

5905  Resistor,  Vorioble,  Nonwire-wound  (Adjustment  Type,  lead-screw  Actuated), 
Estoblished  Reliobility  Style  RJR25  USER-AT  ME  MC  19  REV-AR  Ml  AV  OS 
AS  17  99  ES 

5905  Resislor,  Vorioble,  Nonwire  Wound  (Adjustment  Type,  Lead  Screw  Actuated), 
Estoblished  Reliobility  Style  RJR12  Validated  May  84  USER-AT  ME  MC  19 
REV-MI  AR  AV  OS  17  ES 

Q  5905  Resistor,  Variable,  linear  Precision,  Toppobic  (ASG)  Validated  Mar  85  RfV-MI 
99  ES 

5905  Resislor,  Variable,  Nonwire-wound  (Adjustment  Type,  Single  Turn),  Estoblished 
Reliobility,  Style  RJR50  USER-AT  ME  AV  MC  19  RbV-MI  AR  AS  OS  99  17 
ES 

5905  Resistor,  Vorioble,  Nonwire  Wound  (Adjustment  Type,  lead  Screw  Actuoted), 
Estoblished  Reliability  Style  RJR28  USER-ME  AT  AV  MC  19  REV  AR  Ml  AS 
OS  99  ES 


DOCUMENT 

NUMBER  date  custodian 


MIL-R-122/3B 

EC 

10  Jun 

85 

ER 

EC 

85 

MIL-R-14293A  (4) 

ER 

16  Aug 

76 

ER 

EC 

85 

MIL-R-122/'4B 

EC 

10  Jun 

85 

ER 

EC 

85 

MIL-R-122C-5B  (1) 

EC 

05  Jul 

88 

ER 

EC 

85 

Mll-R-122  (4) 

SUPP  IB 

EC 

30  Ocl 

87 

ER 

EC 

85 

MIL-R-93/4G 

ER 

22  Nov 

68 

ER 

EC 

85 

MIL-R-93/7B 

ER 

12  Jun 

70 

ER 

MII-R-93/8B 

ER 

12  Jun 

70 

ER 

MII-R-93/9B 

ER 

12  Jun 

70 

ER 

Mll-R.93/10r 

ER 

22  Nov 

68 

ER 

EC 

85 

MIL-R-93rnD 

ER 

22  Nov 

68 

ER 

EC 

85 

M1L-R-93/12D 

ER 

22  Nov 

68 

ER 

EC 

85 

MII-R-93/13D 

ER 

22  Nov 

68 

ER 

EC 

85 

MtL-R-93/14D 

ER 

22  Nov 

68 

ER 

EC 

85 

MIL-R-93/1SB 

ER 

22  Nov 

68 

ER 

EC 

85 

MIL-R-93/16B 

ER 

22  Nov 

68 

ER 

EC 

85 

MIL-R-93/17B  (1) 

ER 

20  Apr 

79 

ER 

EC 

85 

MIL-R-93/18B  (1) 

ER 

20  Apr 

79 

ER 

EC 

85 

MII-R-93/19B 

ER 

22  Nov 

68 

ER 

EC 

85 

MII-R.93/20B 

ER 

22  Nov 

68 

ER 

EC 

85 

MIL-R-93/27B  (1) 

ER 

20  Apr 

79 

ER 

EC 

85 

MIL-R-93/28B  (1) 

ER 

20  Apr 

79 

ER 

EC 

85 

MIL-R-93/5F 

ER 

22  Nov 

68 

ER 

EC 

85 

MIL-R-93/6F 

ER 

22  Nov 

63 

ER 

EC 

85 

MIL-R-93/3F 

ER 

22  Nov 

68 

ER 

EC 

85 

MIL  R-29A  (2) 

ER 

23  Aug 

63 

ER 

EC 

85 

MIL-R-IIF  (3) 

SUPP  lA 

ER 

17  Feb 

72 

ER 

EC 

85 

MIL-R-11/3D 

ER 

12  Feb 

68 

ER 

EC 

85 

MII-R-11/4C 

ER 

12  Feb 

68 

ER 

EC 

85 

MIL-R-11/7C 

ER 

10  Sep 

71 

ER 

EC 

85 

MII-R-11/8G 

ER 

24  Feb 

70 

ER 

EC 

85 

MIl-R-ll/lTE 

ER 

06  Jul 

70 

ER 

EC 

85 

MII-R-39032C 

CR 

25  Jon 

88 

CR 

EC 

99 

MIL-STD-199D 

NOTICE  1 

ER 

16  Mar 

87 

ER 

EC 

85 

Mll-R-7790  (1) 
NOTICE  1 

85 

27  Dec 

57 

ER 

AS 

85 

MII-R-39035/3S  (1) 

85 

13  Nov 

87 

ER 

EC 

85 

MIL-R-39035/1B 

85 

31  Oct 

75 

ER 

EC 

85 

MIIR-8903A 

AS 

14  Feb 

66 

AS 

85 

Mll-R-39035/ 4D  (1) 

85 

04  Dec 

81 

ER 

EC 

85 

MIL-R-37035/5A  (2) 

85 

25  Mor 

88 

ER 

EC 

85 

412 


FSC  USTING 


DOCUMENT 


FSC 

TITLE 

NUMPER 

PREP 

DATE 

CUSTODIAN 

Q 

5905 

Resistor,  Voriobte,  Compositlor),  Generot  Specificotion  For  USER*ME  AV  AT 

MIL-R-94D  (4) 

ER 

21  Moy 

86 

ER 

EC 

85 

MC  OS  19  REV-MI  AR  AS  17  85  ES 

SUPP  1 

SUPPL  lA 

L 

5905 

Resistor,  Vorlobte,  Wire  Wound  Semi  Precision,  Style  RKl  1  VaUdottd  Apr  87 

Mll-R-39002/3 

ER 

31  Mar 

80 

ER 

USER-AR  REV.ES 

NOTICE  1 

Q 

5905 

Resistor,  Vorioble,  Wirewound,  Semi>precislon,  General  Specification  For 

Mll-R-39002  (4) 

ER 

21  Mar 

84 

ER 

EC 

85 

USER-AT  ME  MC  CG  19  REV-AR  Ml  AV  AS  OS  85  ES 

SUPP  lA 

5905 

Resistor,  Vorioble,  Composition,  Style  RV5  VpUdcfed  Aug  88  USER*ME  AV  AT 

MIL-R-94/2C 

ER 

18  Aug 

88 

ER 

EC 

85 

MC  19  REV-MI  AS  85  17  ES 

NOTICE  1 

Q 

5905 

Resistor,  Vorioble,  Nonwire  Wound  (Adjustment  Types),  Generol  Specificotion 

For  Vatidated  Feb  87  USER-AT  ME  MC  CG  19  REV-EA  AR  Ml  OS  AS  11  99 

17  ES 

Resistor,  Vorioble,  Precision  VoUdated  Feb  89  REV-MI  ES  . . . 

MIL-R-22097F  (5) 

SUPP  lA 

85 

06  Aug 

82 

ER 

EC 

85 

1 

5905 

MIL-R-22528 

NOTICE  1 

OS 

23  Feb 

89 

OS 

5905 

Resistor,  Vorioble,  Composition,  Style  RV6  USER-AT  ME  MC  19  REV-AR  Ml  AS 

MII-R-941C/3J  (1) 

ER 

27  Apr 

88 

ER 

EC 

85 

OS  85  17  99  ES 

5905 

Resistor,  Variable,  Nonwire  Wound  (  Adjustment  Type,  Leod-  Screw  Actuoted) 

MII-R-22097/1G 

85 

27  Feb 

87 

ER 

EC 

85 

Slyle  RJ11  ( Inactive  For  Deiign,  Uie  MIL-R-22097/2)  USER-AV  AT  ME  MC 

19  REV-MI  AR  OS  17  85  ES 

NOTICE  1 

Q 

5905 

Resistor,  Vorioble,  Non  Wire  Wound,  Precision  Generol  Specificotion  For 

MIIR-39023A  (1) 

ER 

13  Apr 

79 

ER 

EC 

85 

Volldoled  M  S5  USER-AT  ME  AV  Ml  CG  MC  AS  19  REV-AR  OS  17  85  ES 

SUPP  1 

5905 

Resistor,  Vorioble,  Composition,  Style  RV2  USER-AT  AV  ME  MC  OS  19 

MIL.R-94/4J 

ER 

II  Sep 

85 

ER 

EC 

85 

REV-MI  85  17  ES 

Q 

5905 

Resistor,  Variable,  Wire-wound  (lead  Screw  Actuated),  Estoblished  Reliobility 
Generol  Specificotion  For  USER-AT  ME  AV  MC  19  REV-AR  Ml  AS  OS  17  85 

ES 

Resistor,  Vorioble,  Wire-wound  (lead  Screw  Actuated),  Estoblished  Reliability 

MIL  R-39015B  (7) 

SUPP  1 

ER 

18  Dec 

86 

ER 

EC 

85  NA 

5905 

MIL-R-SPOIS/IF 

ER 

08  Jun 

70 

ER 

EC 

85 

Style  RTR12  VoUdated  Oel  St  USER-AV  AT  ME  SH  19  REV-MI  AR  17  85  ES 

5905 

Resistor,  Vorioble,  Composition,  Style  RV4  VoUdated  Aug  88  USER-ME  AT  MC 

MILR-94/5G 

ER 

18  Aug 

88 

ER 

EC 

85 

19  REV-AR  EA  AV  85  17  ES 

NOTICE  1 

5905 

Resistor,  Vorioble,  Wirewound  (leod  Screw  Actuated)  Estoblished  Reliability 

MII  R-39015/2G  (2) 

85 

04  Nov 

77 

ER 

EC 

85 

Style  RTR22  Validated  Jon  83  USER-AV  AT  ME  MC  19  REV-AR  Ml  OS  AS 

17  85  ES 

5905 

Resistor,  Vorioble,  Wire  Wound  (Lead  Screw  Actuated),  Estoblished  Reliobility 

MII-R-39015/3K 

ER 

18  Aug 

88 

ER 

EC 

85 

Style  RTR24  Validated  Aug  S3  USER-AT  ME  19  REV-AR  Ml  AV  OS  17  85  ES 

NOTICE  1 

5905 

Reiiilof,  Vorlob'e,  Compoiltion,  Slyle  2RV7  USER-ME  AV  AT  MC  19  REV-AR 

MII-R-94/6C  (1) 

ER 

27  Feb 

86 

ER 

EC 

85 

Ml  OS  AS  17  99 

5905 

Resistor,  Vorioble,  Non-wire-wound,  Precision,  Style  RQ090  Validated  Feb  8S 

MIL-R-3902371A  (1) 

ER 

13  Apr 

79 

ER 

EC 

85 

USER-AT  AV  ME  19  REV-MI  AR  OS  AS  17  85  ES 

5905 

Resistor,  Vorioble,  Non-wire-wound,  Precision,  Style  RQllO  USER-AT  ME  AV 

MILR-39023/2B 

FR 

24  Moy 

85 

ER 

EC 

85 

CG  MC  19  REV-MI  AR  AS  OS  17  85  99  ES 

5905 

Resistor,  Variable  (Wirewound,  Power  Type)  (Enclosed)  Style  RP  15  Validated 

MIL-R-22/SB  (I) 

EC 

05  Apr 

66 

ER 

EC 

85 

Apr  Si  USER-ME  MC  14  19  REV-MI  AR  17  85  ES 

5905 

Resistor,  Vorioble,  Non-wlre-woufid,  Precision,  Slyle  RO150  Validated  Feb  85 

MII.R-39023/3A  (1) 

ER 

13  Apr 

79 

ER 

EC 

85 

USER-ME  AT  AV  MC  CG  19  REV-MI  AR  OS  AS  17  85  99  ES 

5905 

Resistor,  Vorioble,  Non  Wire  Wound,  Precision,  Style  RQ200  Validated  Feb  85 

MIL-R-39023/'4A  (1) 

ER 

13  Apr 

79 

ER 

EC 

85 

USER-ME  AV  AT  MC  CG  19  REV-AR  Ml  OS  AS  17  85  99  ES 

5905 

Resistor,  Vorloole,  Wire-wound,  Precision,  St)(e  RR4CXX)  USER-ME  AT  AV  19 

MIL-R-12934/31D  (1) 

ER 

02  Mar 

87 

ER 

EC 

85 

REV-AR  Ml  17  85  99  ES 

5905 

Resistor,  Variable,  Non-wire-wound  Precision,  Style  RQ300  Validated  Feb  85 

MII-R-39023/5A  (I) 

85 

13  Apr 

79 

ER 

EC 

85 

USER-AT  ME  AV  CG  MC  19  REV-AR  Ml  AS  OS  17  85  99  ES 

5905 

Resistor,  Vorioble,  Non  Wire  Wound,  Precision,  Style  ROlOO  Validated  Apr  87 

MII-R-39023/5A  (1) 

ER 

13  Apr 

79 

ER 

EC 

85 

USER-ME  AT  AV  CG  MC  19  REV-MI  AR  OS  AS  17  85  99  ES 

NOTICE  1 

Q 

5905 

Resistor,  Vorioble,  Wirewound,  Precision  Generol  Specification  For  Validated 

MII-R-I2934H  (1) 

ER 

13  Apr 

79 

ER 

EC 

85 

Apr  87  USER-,ME  AT  AV  CG  MC  OS  19  REV-AR  Ml  OS  AS  17  99  ES 

SUPPl  1 

5905 

Resistor,  Vorioble,  Non-wlre-wound,  Precision,  Style  RQ160  Validated  Apr  67 

MIL  R-39023/7A  (1) 

ER 

13  Apr 

79 

ER 

EC 

85 

USER-AV  ME  AT  MC  CG  19  REV-MI  AR  OS  AS  17  85  99  ES 

NOTICE  1 

5905 

Resistor,  Vorioble,  Non  Wire  Wound,  Precision,  Slyle  RQ210  Validated  Apr  87 

MIL-R-39023/8A  (1) 

ER 

13  Apr 

79 

ER 

EC 

85 

USER-ME  AT  AV  CG  MC  19  REV-MI  AR  AS  OS  17  85  99  ES 

NOTICE  1 

5905 

Resistor,  Vorioble,  Wire  Wound,  Precision,  Style  RR4100  Validated  Feb  85 

M1L-R'12934/32B  (1) 

ER 

13  Apr 

79 

ER 

85 

USER-ME  AV  AT  CG  MC  19  REV-MI  AR  AS  OS  17  85  99  ES 

1 

5905 

Resistor,  Vorioble,  Non  Wire  Wound,  Precision,  Slyle  RQ091  Validated  Mar  85 

MIL-R-39023/9  ()) 

85 

09  Apr 

79 

85 

USER-19  REV-17  85  ES 

5905 

Resistor,  Vorioble,  Non  Wire  Wound,  Precision  Style  RO051  REV-MI  ES . 

MIL-R-39023/'10A 

ER 

10  Sep 

85 

ER 

85 

L 

5905 

Resistor,  Vorioble,  Wire-wound,  Precision  Style  RR2002  Validated  Oct  8J . . 

MIL-R-12934/33 

TD 

28  Feb 

75 

TD 

5905 

Resistor,  Vorioble,  Nonwire  Wound  (Adjustment  Type,  leod  Screw  Actuoted), 

MIL-R-22097/2F  (1) 

85 

27  Feb 

87 

ER 

EC 

85 

Slyle  R.II2  (Inoclive)  USER-AT  ME  MC  19  REV-ER  AR  Ml  OS  AS  EC  17  11 

SO  ES 

NOTICE  I 

1 

5905 

Resistor,  Vorioble,  Wire-wound,  Preciston,  Style  RR1004  Validated  Oct  81  ........ 

MIL-R-12934/34 

TD 

28  Feb 

75 

TO 

5905 

Res.stor,  Vorioble,  Wirewound  (Leod  Screw  Actuoted),  Slyle  RTIO  USER-AT  ME 

MIL-R-27208/2E 

85 

27  Feb 

87 

ER 

EC 

85 

AV  MC  19  REV-MI  EC  OS  17  11  99  ES 

NOTICE  I 

Q  t 

5905 

Resistor,  Vorioble,  Wire-wound,  Precision,  Style  2RR2104  Validated  Oct  81  ...... 

MIL-R-I2934/35 

TD 

28  Feb 

75 

TD 

5905 

Rosistor,  Vorioble,  Wire-wound  (Adjustment  Type,  Leod-screw  Actuoted),  Slyle 

MIL-R-27208/4G 

85 

27  Feb 

87 

ER 

EC 

85 

Rl  22  USER-MC  19  REV-AR  Ml  AT  ME  AV  OS  17  99  ES 

NOTICE  I 

L 

5905 

Resistor,  Vorioble,  Wire-wound,  Precision,  Style  RR3601  Validated  Oct  81  ........ 

MIL-R-12934/36 

TO 

28  Feb 

75 

TD 

5905 

Resistor,  Vorioble,  Wire  Wound  (Adjustment  Type,  Leod  Screw  Actuoted),  Style 

MIL-R-27208/CF 

85 

27  Feb 

87 

ER 

EC 

85 

RT12  USER-AT  AV  ME  MC  19  REV-MI  OS  17  11  99  ES 

NOTICE  1 

5905 

Resistor,  Vorioble,  Wirewound,  Precision,  Style  RR0900  Validated  Feb  85 

MIL-R-12934/18  (1) 

ER 

13  Apr 

79 

ER 

EC 

85 

USER-AT  AV  ME  CG  MC  19  REV-MI  AR  OS  AS  85  17  99  ES 

5905 

Resistor,  Vorioble,  Wire-wound  (Adjustment  Type,  Leod-screw  Actuoted),  Style 

MIL-R-27208/9E 

35 

27  Feb 

87 

ER 

EC 

85 

mi  (Inocltve  For  Deiign  Uie  MII.R.390IS/3)  USER-ME  AV  AT  MC  19 
REV.MI  AR  OS  17  II  99  ES 
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DOCUMENT 


FSC 

TIIIE 
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PREP 
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CUSTODIAN 

5905 

Resistor,  Voriobtc,  Wirewound,  Precision,  Style  RR1100  Vofidoted  F^b  85 

USER-ME  AT  AV  CG  MC  19  REV-Ml  AR  OS  AS  85  17  99  ES 

MII-R-12934/2B  (1) 

ER 

13  Apr 

79 

ER 

EC 

85 

5905 

Resistor,  Voriobte,  Wire-wound  (Adjustment  Type,  teod-screw  Actuated),  Stylo 

RT26  USER-ME  AV  AT  MC  19  REV-AR  Ml  OS  17  99  ES 

MllR-27208/  lOA 
NOTICE  1 

85 

27  Feb 

87 

ER 

EC 

85 

5905 

5905 

Resistor,  Vorioble,  Wirewound,  Precision,  Style  RR2000  VoUdated  Feb  65 

USER-ME  AT  AV  CG  MC  19  REV-Ml  AR  AS  OS  85  17  99  ES 

Resistor,  Vorioble,  Wire-wound  (Adiustmeni  Type,  leod-screw  Actuoted).  Sty.e 

RT27  REV-ll  17  99  ES 

MIL  R-12934/4B  (1) 

MILR-27208/11B 

ER 

85 

13  Apr 

27  Feb 

79 

87 

ER 

EC 

85 

85 

5905 

Resistor,  Vorioble,  Wirewound,  Precision,  Style  RR3000  Vofidoted  Feb  85 

REV-ME  AT  AV  AR  CG  MC  19 

MIL-R-12934/5B  (I) 

ER 

13  Apr 

79 

ER 

EC 

85 

5905 

Resistor,  Vorioble,  Wire-wound  (Adjustment  Type),  Generol  Specificotton  For 
Validated  Feb  8/  USER-ME  AT  MC  19  REV-M!  OS  17  11  99  ES 

MIL  R-27208C  (3) 

SUPP  lA 

85 

06  Aug 

82 

ER 

EC 

85 

5905 

Resistor,  Vorioble,  Wirewound,  Precision,  Style  RR  tOOO  VoUdated  Feb  85 

USER-AT  AV  ME  CG  MC  19  REV-MI  AR  OS  AS  7  85  99  ES 

MIL-R-12934/4B  (1) 

ER 

13  Apr 

79 

ER 

EC 

85 

5905 

Resistor,  Vorioble,  Nonwire-wound  (Adjustment  Type,  Leod-screw  Actuoted), 

Style  RJ22  USER-AV  AT  ME  MC  19  REV-Ml  EA  O.  17  99  11  ES 

MILR-22097/3G 
NOTICE  1 

85 

27  Feb 

87 

ER 

EC 

85 

5905 

Resistor,  Variable,  Wirewound,  Precision,  Style  RR210'^  Validated  Feb  65 

USER-ME  AT  AV  MC  CG  19  REV-Ml  AR  OS  AS  85  17  99  ES 

Mll-R-)2934/9B  (I) 

ER 

13  Apr 

79 

ER 

EC 

85 

5905 

Resistor,  Vorioble,  Nonwire-wound  Generol  Specificotiors  For  Vofidoted  Oet  81 
USER-ME  AV  AT  MC  19  REV-Ml  AS  OS  85  17  ES 

MII-R-2328SB  (5) 

SUPP  IB 

ER 

05  Aug 

75 

ER 

EC 

85 

5905 

5905 

Resistor,  Vorioble,  Wire-wound,  Precision,  Style  RR3100  Validated  Feb  85 

USER-ME  AT  AV  CG  MC  REV-MI  AR  OS  AS  17  19  85  99  ES 

Resistor,  Vorioble,  Metrl  Film  (Germei),  Style  RVC4  VoUdated  Apr  84  REV-ES.. 

MIL-R-12934/10C  (1) 

MIL.R-23285/)A 

ER 

EC 

13  Apr 

22  Nov 

79 

65 

ER 

EC 

EC 

85 

5905 

Resistor,  Vorioble,  Wire-wound,  Piecision,  Style  RR3200  Validated  Feb  85 

USER-AT  AV  me  CG  MC  REV-Ml  AR  OS  AS  17  19  85  99  ES 

MIL  R-12934/15C  (1) 

ER 

13  Apr 

79 

ER 

EC 

85 

5905 

Resistor,  Voriobte,  Nonwire&wound,  Style  RVC5  Validated  Oct  81  USER-AT  ME 
MC  19  REV-MI  OS  17  85  ES 

MILR-23285/2D 

ER 

05  Aug 

75 

ER 

EC 

85 

5905 

Resistor,  Vorioble,  Wire-wound,  Precision,  Style  RR3300  Validated  Feb  85 

USER-AT  ME  AV  CG  MC  19  REV-MI  AR  OS  AS  17  99  85  ES 

MII  R-12934/14D  (1) 

ER 

13  Apr 

79 

ER 

EC 

85 

5905 

Resistor,  Vorioble,  Nenwire-wound,  Style  RVC6  Validated  Oct  81  USER-AT  AV 

ME  19  REV-AR  mi  17  85  ES 

MII-R.23285/3C 

ER 

20  Feb 

74 

ER 

EC 

85 

5905 

-Resistor,  Variable,  Wire-wound,  Precision,  Style  RR3400  Validated  Feb  85 

USER-AT  ME  AV  CG  MC  REV-MI  AR  OS  AS  17  85  99  ES 

MII  R-12934/17C  (1) 

ER 

13  Apr 

79 

ER 

EC 

85 

5905 

Resistor,  Vorioble,  Nonwire-wound  (Adjustment  Type,  Leod-screw  Actuoted). 

Style  RJ24  USER-ME  AV  AT  MC  19  REV-MI  AV  OS  17  99  ES 

Mll-R-22097/40 
NOTICE  1 

85 

27  Feb 

87 

ER 

EC 

85 

5905 

Resistor,  Vorioble,  Wire  Wound,  Precision,  Style  RR3500  Validated  Feb  85 
USER-ME  AT  AV  CG  MC  19  REV-MI  AR  OS  AS  17  85  99  ES 

Ma  R-12934/18C  (1) 

ER 

13  Apr 

79 

ER 

EC 

85 

5905 

Resistor,  Variable,  Nonwire-wound  (Adjustment  Type,  Leod-screw  Actuoted), 

Style  RJ26  USER-AT  ME  MC  19  REV-AR  Ml  OS  AS  17  99  ES 

MII-R.22097/5C  (1) 
NOTICE  1 

85 

28  Sep 

87 

ER 

EC 

85 

5905 

Resistor,  Vorioble,  Wire-wound,  Precision,  Style  RR1300  Validated  Feb  85 

USER-AT  AV  ME  MC  CG  19  REV-Ml  AR  OS  AS  85  17  99  ES 

MII  R.)2934719B  (1) 

ER 

13  Apr 

79 

ER 

EC 

85 

5905 

Resistor,  Vorioble,  Nonwire  Wound  (  Adjustment  Type,  Single  Turn  Style  RJ50  ( 
Inoclive)  USER-ME  AT  MC  19  REV-AR  Ml  ER  AS  EC  OS  80  17  11  ES 

MII-R.22097/6E  (1) 
NOTICE  1 

85 

27  Feb 

87 

ER 

EC 

85 

5905 

Resistor,  Vorioble,  Wire-wound,  Precision,  Style  RR1400  Validated  Feb  85 

USER-ME  AV  AT  CG  MC  19  REV-MI  AR  OS  AS  85  17  99  ES 

MIL-R-12934/20B  (1) 

ER 

13  Apr 

79 

ER 

EC 

85 

5905 

Resistor,  Vorioble,  Wire  Wound,  Precision,  Style  RR3600  Validated  Feb  85 
USER-ME  AV  AT  19  REV-MI  17  85  ES 

MIL-R-I2934/27C  (I) 

ER 

13  Apr 

79 

ER 

EC 

85 

5905 

Resistor,  Vorioble,  Wire  Wound,  Precision,  Style  RR3700  Validated  Feb  85 
USER-ME  AT  AV  CG  MC  19  REV-AR  Ml  OS  AS  17  85  99  ES 

MIL  R-)2934/28D  (1) 

ER 

13  Apr 

79 

ER 

EC 

85 

5905 

Resistor,  Vorioble,  Wire-wound,  Precision,  Style  RR38(X)  Validated  Feb  85 

USER-AT  ME  AV  MC  CG  19  REV-MI  AR  OS  AS  17  85  99  ES 

MIL-R-12934/29C  (I) 

ER 

13  Apr 

79 

ER 

EC 

85 

5905 

Resistor,  Vorioble,  Wire-wound,  Precision,  Style  RR3900  Validated  Feb  85 
USER-ME  AT  AV  CG  MC  19  REV-MI  AR  aS  OS  17  85  99  ES 

MII-R-12934/30D  (1) 

ER 

13  Apr 

79 

ER 

EC 

85 

5905 

Resistor,  Vorioble  (Wirewound,  Power  Type)  (Enclosed)  Style  RP  16  Vofidoted 

Apr  83  USER-ME  MC  REV-MI  17  85  ES 

MII.R.22/6C 

EC 

22  Jun 

65 

ER 

EC 

85 

5905 

Resistor,  Vorioble  (Wirewound,  Power  Type)  (Unenclosed)  Style  RP  20 

Validated  Apr  83  USER-ME  MC  REV.17  85  ES 

MII.R-22/7B 

EC 

22  Jun 

65 

ER 

EC 

85 

5905 

Resistor,  Vorioble  (Wirewound,  Power  Type)  (Unenclosed),  Style  RP25 

Validated  Apr  83  USER-ME  MC  REV.17  85  ES 

MII-R-22/8B 

EC 

22  Jun 

65 

ER 

EC 

85 

5905 

Resistor,  Variable  (Wirewound,  Power  Type)  (Unenclosed)  Style  RP  30 

Validated  Apr  84  USER-ME  MC  REV.17  85  ES 

MII-R-22/9B 

EC 

22  Jon 

65 

ER 

EC 

85 

5905 

Resistor,  Vorioble  (Wirewound,  Power  Type)  (Unc.t  dosed)  Style  RP  35 

Validated  Apr  83  USER-ME  MC  RcV-MI  ES 

MIL-R-22/10B 

EC 

22  Jun 

65 

ER 

EC 

85 

5905 

Resistor,  Vorioble  (Wirewound,  Power  Type)  (Unenclosed)  Style  RP  40  Ower 

Type)  (Unenclosed)  Style  RP  40  Validated  Apr  83  USER-ME  MC  REV-ES 

MIL-R-22/nB 

EC 

22  Jun 

65 

ER 

EC 

85 

5905 

Resistor,  Vorioble  (V/irewoond,  Power  Type)  (Unenclosed)  Style  RP  45 

Validated  Apr  84  USER-ME  19  14  REV-MI  17  85  ES 

MIL-R-22/12B 

EC 

05  Apr 

66 

ER 

EC 

85 

5905 

Resistor,  Vorioble  (Wirewound,  Power  Type)  (Unenclosed)  Style  RP  50 

VoUdated  Apr  83  USER-ME  MC  REV-ES 

MII-R-22/13A 

EC 

10  Sep 

64 

ER 

EC 

85 

5905 

Resistor,  Vorioble  (Wirewound,  Power  Type)  (Unenclosed)  Style  RP  55 

Validated  Apr  S3  USER-ME  MC  CG  REV-MI  ES 

MIL-R-22/14B 

EC 

14  Apr 

65 

ER 

EC 

85 

5905 

Resistor,  Vorioble  (Wirewound,  Power  Type)  (Enclosed)  Style  RP  05  USER-AT 

ME  AV  CG  MC  19  REV-AR  MI  OS  AS  85  17  ES 

MIL  R-22/I5A  (1) 

EC 

30  Jon 

86 

ER 

EC 

85 

5905 

Resistor,  Vorioble  (Wirewound,  Power  Type)  Enclosed  Style  RPll  Validated  Apr 

83  USER-ME  MC  REV-l?  85  ES 

MII.R.22/4B 

EC 

22  Jun 

65 

ER 

EC 

85 

5905 

Resistor,  Vorioble  (Wirewound,  Power  Type),  Generol  Specificotion  For 

Validated  May  85  USER-ME  MC  REV-AR  Ml  AS  17  85  ES 

MII-R-22B  (3) 

SUPP  lA 

EC 

13  Mar 

73 

ER 

EC 

85 

5905 

Resistor,  Vorioble  (Wirewound,  Power  Type)  (Unenclosed  Style  RP  06  Validated 
Apr  83  USER-ME  MC  REV-MI  17  85  ES 

MII.R-22/1B 

EC 

22  Jun 

65 

ER 

EC 

85 

5905 

Resistor,  Vorioble  (Wirewound,  Power  Type)  (Unenclosed)  Style  RP  25  Ower 

Type)  (Enclosed  Style  RP  07  Validated  Apr  84  USER-MI  ME  MC  REV-17  85 

MILR-22/2C 

EC 

14  Feb 

66 

ER 

EC 

85 

ES 


414 


FSC  LISTING 


DOCUMENT 

FSC  TITLE  number  POEP  DATE  CUSTODIAN 


5905 

Resistor,  Vorioble,  Wlrewognd  (low  Operating  Temperature)  Generol 

Specification  For  Validated  Oct  81  USER»AT  AV  ME  MC  )9  REV-MI  EA  AS 

OS  17  99  ES 

MIL-R-198  (3) 

ER 

27  Apr 

72 

ER 

EC 

85 

5905 

Resistor,  Voltage  Sensitive  (  Varistor,  Metal-  Oxide)  USER<AT  AV  ME  CG  MC 

19  REV-AR  Ml  AS  OS  17  ES 

MlL-R-83530  (2) 

85 

25  Mor 

88 

ER 

EC 

S5 

5905 

Resistor,  Voltoge  Sensitive  (Vorislors)  Style  RVSIO  USER-AT  AV  ME  CG  MC 

19  REV-AR  Ml  AS  OS  11  17  ES 

MILR-83530/1  (1) 

85 

24  Jul 

87 

ER 

EC 

85 

5905 

Resistors,  Fixed,  WIrewound  (Accurate)  Eitoblished  Reliobility,  Style  Rbr  75 
Validated  Avg  88  USER-MC  CG  REV-SS  17  ES 

MIL-R-39(X)5/9 

NOTICE  1 

ER 

18  Aug 

88 

ER 

EC 

85 

5905 

Resistors,  Fixed,  Film,  High  Voltage  Styles  RHVIO  Thro  RHV21  USER-AT  AV  ME 

CG  MC  19  REV-AR  mi  AS  OS  17  ES 

Mll-R-49462/1 

ER 

04  Mor 

87 

ER 

EC 

85 

5905 

Resistors,  Fixed,  WIrewound  (Accurate)  Established  Reliobility,  Style  Rbr  52 
Validated  Aug  88  USER-ME  AT  MC  19  REV-MI  AV  17  85  ES 

MIL-R-3900571C 
NOTICE  1 

ER 

18  Aug 

88 

ER 

EC 

85 

5905 

Resistor^  Fixed,  Film,  Preciiion,  Estobliihed  Reliobillt/  (0.200  MEGOHM  MAX 
ResUlonce)  (.00221  Pound)  USER-AT  AV  ME  CG  MC  19  REV-AR  Ml  AS  OS 

ES  85  99 

MIL-R-122/1B 

EC 

10  Jun 

85 

ER 

EC 

85 

5905 

Resistors,  Fixed,  WIrewound  (Accurate)  Estoblished  Reliobility,  Style  Rbr  53 
Validated  Aug  88  USER-ME  AT  MC  19  REV-MI  AR  AV  17  85  ES 

MIL-R-39(X)5/2C 
NOTICE  1 

ER 

18  Aug 

88 

ER 

EC 

85 

5905 

Resistors,  Fixed,  Film,  High  Voltage  Styles  RHV22  Thru  RHV29  USER-AT  AV  ME 
CG  MC  19  REV-AR  Ml  AS  OS  17  ES 

MIL-R-49442/2 

ER 

04  Mar 

87 

ER 

EC 

85 

5905 

Resistors,  Fixed,  Wire-wound  (Power  Type,  Chossis  Mounted),  Estoblished 
Reliobility,  Styles  RER60,RER6S,RER70,  And  RER75  Validated  Oct  81 

USER-AR  MC  CG  19  REV-AT  ME  AV  Ml  OS  17  85  ES 

MIL-R-39009/1B 

ER 

22  Apr 

70 

ER 

EC 

11 

5905 

Resistors,  Fixed,  WIrewound  (Accurote)  Estoblished  Reliobility,  Style  Rbr  55 
Validated  Aug  88  USER-AT  ME  MC  19  REV-AR  Ml  AV  85  17  ES 

MIL-R-39005/4D 
NOTICE  1 

ER 

18  Aug 

88 

ER 

EC 

85 

5905 

Resistors,  Fixed,  Film,  High  Voltage,  Styles  RHV30  Thro  RHV35  USER-AT  AV 

ME  CG  MC  19  REV-AR  Ml  AS  OS  17  ES 

MII-R-49462/3A 

ER 

27  Apr 

88 

ER 

EC 

85 

NA 

5905 

Resistors,  Fixed,  Wirewound,  (Accurate)  Estoblished  Reliobility,  Style  Rbr  56 
USER-AT  ME  AV  MC  19  REV-Ml  AR  85  17  ES 

MII-R-39005/5E 

ER 

28  Moy 

86 

ER 

EC 

85 

5905 

Retistors,  Fixed,  Film  (High  Stobility),  Style  RN75  (Inoctive  For  Deiign  Alter  28 
Nov  1977  Ujc  Mll-R-55182/10)  USER-ME  AT  AV  CG  MC  19  REV-AR  Ml  AS 
OS  17  99  ES 

MIL-R-10509/5H 

ER 

22  Moy 

84 

ER 

EC 

85 

5905 

5905 

Reiistori,  Fixed,  Wirewound  (Accurote)  Eitobliihed  Reliobility,  Style  Rbr  71 
USER-ME  AT  MC  19  REV-MI  AV  17  85  ES 

RciiJtorj,  Fixed,  Film,  High  Voltoge,  StylcirHV358  RHV37,  RHV38,  RHV39, 

RHV40,  RHV41,  RHV42,  RHV43,  RHV44,  RHV45,  RHV46,  RHV47 

MIL-R-39005/6D 

MIL-R-49462/4 

ER 

NA 

30  Oct 

08  Jul 

85 

07 

ER 

EC 

85 

NA 

5905 

Resistors,  Fixed,  Wirewound  (Accurate)  Estoblished  Reliobility,  Style  Rbr  57 
Validated  Aug  88  USER-ME  AT  MC  19  REV-Ml  85  17  ES 

MII-R-39005/7A 
NOTICE  1 

ER 

18  Aug 

88 

ER 

EC 

85 

5905 

Reiiitors,  Fixed,  Film  (High  Stobility),  Style  RN60  (Inoctive  For  Design  Alter  9 

May  1972  Use  MIL-R-S5182/3)  USER-ME  AT  CG  MC  19  REV-MI  AR  AS  OS 

17  99  ES 

MIL-R-10S09/1L 

ER 

17  Apr 

85 

ER 

EC 

85 

5905 

Resistors,  Fixed,  Film,  Estoblished  Reliobility,  Style  RNR551  USER-AT  ME  AV 

MC  CG  19  REV-AR  AS  OS  17  99  ES 

MIL-R.55182/1M  (1) 

ER 

04  Sep 

86 

ER 

EC 

85 

5905 

Resistors,  Fixed,  Film  (High  Stobility),  Style  RN65  (Inoctive  For  Design  Alter  9 

Moy  1972  Use  MIL-R-55182/5)  USER-ME  AV  AT  CG  MC  19  REV-AR  Ml  AS 

OS  17  99  ES 

MIL  R-10509/2H  (1) 

ER 

28  Jon 

86 

ER 

EC 

85 

5905 

Resistors,  Fixed,  Film,  Estoblished  Reliobility  Style  RNC90  1/  USER  ME  AT  AV 

OS  MC  CO  SH  19  REV-AR  Ml  AS  17  85  ES 

MllR-55)82/9D 

ER 

IS  Jul 

83 

ER 

EC 

85 

NA 

5905 

Resistors,  Fixed,  Film,  Precision,  Estoblished  Reliability,  Style  RFP06  USER-AT 

AV  me  CG  MC  19  REV-AR  Ml  AS  OS  ES  85  99  17 

MII-R-I22C/6B  (1) 

EC 

05  Jul 

88 

ER 

EC 

85 

5905 

Resistors,  Fixed,  Film,  Estoblished  Reliobility,  Style  RNR751  USER-ME  AT  AV 

MC  CG  19  REV-AR  OS  AS  99  17  ES 

MII-R-55182/10B  (1) 

ER 

07  Sep 

84 

ER 

EC 

85 

5905 

Resistors,  Fixed,  Wire-wound  (Accurote),  Generol  Speciflcotion  For  USER-ME 

AV  CG  MC  19  REV-Ml  OS  AS  EC  17  11  ES 

MIL  R-93D  (4) 
sun  lA 

ER 

23  Jul 

82 

ER 

EC 

85 

5905 

Resistors,  Fixed,  Film,  Established  Reliobility,  Style  RNR601  Validated  Aug  88 
USER-ME  AT  AV  MC  CG  19  REV-AR  AS  OS  17  99  ES 

Mr..R-55182/3M 

ER 

18  Aug 

88 

ER 

EC 

85 

5905 

Resistors,  Fixed,  Film,  Established  Reliability,  Style  RNR651  USER-AT  ME  AV 

MC  CG  19  REV-AR  AS  OS  17  99  ES 

MIL-R-55182/5J  (1) 

ER 

07  Sep 

84 

ER 

EC 

85 

5905 

Resistors,  Fixed,  Film,  Chip,  Estoblished,  Style  RM0805  (Metric)  USER-AT  AV 

ME  CG  MC  19  REV-AR  OS  AS  17  99  ES 

MIL-R.55342r7 

ER 

01  Sep 

87 

ER 

EC 

85 

5905 

Resistors,  Fixed,  Film,  Chip,  Established  Reliobility,  Style  RM1105  USER-AT  AV 

ME  CG  MC  19  Rf.V-AR  OS  AS  17  99  ES 

Mll-R-55342/9 

ER 

01  Sep 

87 

ER 

EC 

85 

5905 

5905 

Resistors,  Fixed,  Filn,  Chip,  Estoblished  Reliobility,  Style  RM0905  USER-AT  AV 

ME  CG  MC  19  REV-AR  AS  OC  l’  99  ES 

Resistors,  Fixed,  Filr,  ^..cb.  Reliobility  Style  RNR561/  (Inoctive  For  New 

Design  After  19  Nov  1985  •  Use  MIL-R-55182/1  REV-ES 

Mll-R-55342/8 

MII-R-55I82/12B  (1) 

ER 

EC 

01  Sep 

16  Jul 

87 

87 

ER 

EC 

EC 

85 

85 

5905 

Resistors,  Fixed,  Film,  Estoblished  Reliability,  Style  RNR701  USER-ME  AV  AT 

MC  CG  19  REV-AR  AS  OS  17  99  ES 

Mll-R-55182/61 

ER 

03  Jul 

85 

ER 

EC 

85 

5905 

Resistors,  Vorioble,  Wirewound  Semi  precision.  Style  RK09  USER-ME  AT  AV 

CG  MC  \?  RCV-AU  17  55  99  E3 

MIL-R-39002/ID  (1) 

85 

23  Jon 

85 

ER 

EC 

85 

5905 

Resisto'x  Vorioble,  Nonwirc-wound,  (Adjustment  Type,  lead-screw  Actuoted), 
Estoblished  Reliobility,  Style  RJR32  (Inactive  For  New  Design)  USER-AV  AT 

ME  MC  19  REV-Ml  AR  AS  OS  17  85  ES 

MIL-R-39035/7A 
NOTICE  1 

85 

25  Sep 

84 

ER 

EC 

85 

5905 

Resistors,  Vorioble,  Nonwire-wound  (Adjustment  Type),  Established  Reliobifily, 
General  Specification  For  USER-AT  ME  MC  CG  19  REV-AR  Ml  EA  AS  OS 

17  99  ES 

Ma-R-39035e  (4) 

SUPP  1 

85 

05  Mor 

87 

ER 

EC 

85 

5905 

Rcs!flo;s,  Vorioble,  blonwlrc-wound  (Adjustmcnl  Type,  Icod  screw  Actuoted), 
Eiiobllsbcd  Reliobility  Style  RJR24  USER-ME  AT  MC  19  REV-Ml  AR  AS  OS 

17  85  ES 

MIL-R-39035r2E 

85 

05  Mor 

87 

ER 

EC 

85 

5905 

Rheostol  &  Aircroft  Power  Validated  Dec  78  REV-99  ES  . . . . . 

AN3I55 

REV  5 

85 

2  Feb 

48 

AV 

85 

5905 

Rheostot,  Aircroft  Power  Validated  Nov  87  REV-ll  99  ES . . . . . 

Mll-R-4749 

NOTICE  3 

AS 

20  Nov 

87 

ER 

AS 

85 
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5905 

Standord  24«VALUE  Series  Decode  For  Electronic  Componertti  Of  And 

MS-90178B 

EC 

5  Moy 

60 

ER 

EC 

85 

5905 

20  PERCENT  Toleronces  VaUdated  May  85  REV«AS  99  ES 

Thermistor  (ThermoH/  Sensitive  Resislor)^  insulated  Generol  Spcctficotion  For 

MIL-T-23648B,  C 

EC 

15  Jul 

88 

ER 

EC 

85 

5905 

USER-AT  ME  AV  MC  CG  19  REV-AV  AR  OS  AS  T7  99  ES 

Thermistor,  (Thcrmoll)'sensitivc  Resistor),  Insulated  Negative  Temperature 

SUPP  1 

MII-T-23448/1C  (1) 

EC 

20  Feb 

89 

ER 

EC 

85 

5905 

Coeilient  Sylle  RTH06  (Inoclivc)  USER-ME  AT  MC  CG  19  REV-AV  AR  AS 

OS  17  99  ES 

Thermistor,  {Thermollyscnstlivc  Resistor)  Insulated  Negative  Temperotue 

MIL-T.23648/2B  (1) 

EC 

26  Jun 

87 

ER 

EC 

85 

5905 

Coeffient  Sty  le  RTH08  (Inoeitive)  USER-AT  AV  MC  CG  19  REV-AR  AS  OS 

17  85  11  99  ES 

Thermistor,  (Thermollysensitive  Resistor),  Insulated  Negotive  Temperature 

MII-T.23648/3B  (1) 

EC 

26  Jun 

87 

ER 

EC 

85 

5905 

CocHicient  Style  RTHIO  USER-AT  AV  ME  CG  MC  19  REV-AR  AS  OS  99  11 

17  ES 

Thermistor,  (Thermolly  Sensitive  Resistor),  Insulated  Negative  Temperature 

M1L-T-23648/6A 

EC 

15  Jul 

88 

ER 

EC 

85 

5905 

Coelliclent  Style  RTH16  USER-AV  ME  AT  MC  CG  AS  SH  19  REV-AR  OS  17 

11  99  ES 

Thermistor,  IThermolly  Sensitive  Resistor),  Insulated  Negotive  Temperoture 

MIL-T.23648/12A  (1) 

EC 

06  Oct 

77 

ER 

EC 

85 

5905 

Coelliclent  Style  RTH28  Validaled  Apr  84  USER-AT  ME  AV  CG  MC  AS  19 

11  99  REV-AR  OS  17  ES 

Thermistor,  IThermolly  Sensitive  Resistor),  Insulated  Negative  Temperature 

M1L.T-23648/7A 

EC 

15  Jul 

88 

ER 

EC 

85 

5905 

Coelliclent  Style  RTH18  USER-MC  CG  19  REV-MU  AT  ME  AV  OS  17  11  99 

ES 

Thermistor,  (Thermally  Sensitive  Resistor),  Insulated  Positive  Temperoture 

MIL-T-23648/8A 

EC 

15  Jul 

88 

ER 

EC 

85 

5905 

Coellicient  Style  RTH20  USER-ME  AV  AT  CG  MC  19  REV-AR  OS  85  17  11 

99  ES 

Thermistor,  (Thermolly  Sensitive  Resistor),  Insulated  Positive  Temperature 

MII-T-23648/9A  (1) 

EC 

19  Jun 

86 

ER 

EC 

85 

5905 

Coefficient  Slyte  RTH22  USER-CG  MC  12  19  REV-AR  AS  OS  17  ES 

Thermistor,  (Thermally  Sensitive  Resistor),  Insuloted  Negotive  Temperoture 

MIL-T-23648/13B 

EC 

15  Jul 

88 

ER 

EC 

85 

5905 

Coelliclent  Style  RIH30  USER-AV  AT  ME  MC  CG  19  REV-AR  OS  17  1)  99 

ES 

Thermistor,  (Thermolly  Sensitive  lor),  Hermeticolly  Seoled,  Positive 

MIL-T-23648/19A  ('•) 

EC 

19  Jun 

86 

ER 

EC 

85 

5905 

Temperoture  Coellicient  Style  RTH42  USER-AT  ME  MC  CG  19  REV-AV  AR 

OS  AS  17  99  ES 

Thermistor,  (Thermolly  Sensitive  Resistor),  Insulated  Negotive  Temperature 

MII-T-23648/10B 

EC 

15  Jul 

88 

ER 

EC 

85 

5905 

Coelliclent  Style  RTH24  USER-AT  ME  AV  CG  MC  19  REV-AR  OS  17  11  99 

ES 

Thermistor,  (Thermolly  Sensitive  Resistor),  Insulator  Negative  Temperature 

MII-T-23648/11B 

EC 

15  Jul 

88 

ER 

EC 

85 

5905 

Coellicient  Style  RTH26  USER-AT  AV  ME  MC  CG  19  REV-AR  OS  17  11  99 

ES 

Thermislor,(lhermolly  Sensitive  Resistor)  Insulated,  Negative  Temperoture 

MIL-T-23648/20 

EC 

14  Apr 

86 

ER 

EC 

11 

5910 

5910 

Coelliclent,  Style  RTH44  USER-CG  MC  REV-AR  SH  85  99  ES 

Altenuotor,  CN  45/UP  Validated  Jm  81  REV-ES . 

Copocitor  Fixed  Eleclrolyiic  (Nonsotid  Electrolyte)  Tontolum  (Polorized  Sintered 

MIL-A-18199 
MIL.C-39006/18  (2) 

AS 

EC 

15  Sep  54 

27  Moy  76 

ER 

AS 

EC 

85 

5910 

Slug  85  Deg  C)  (Voltoge  Derated  To  125  Deg  C)  Eilb  Reliobility  Style  CLR 

10  (Inoc  For  New  Design  23  Jon  81  Use  Mil  C  39006/22)-Vdfftfb/ec/  Apr  83 
USER-AS  MC  OS  19  REV.85  17  ES 

Capacitor  Fixed,  Ceramic  Dielectric  (Temperature  Compensoting)  (Uninsuloted) 

NOTICE  2 

MIL-C-20/38A 

85 

06  Sep 

77 

ER 

EC 

85 

5910 

Non  EiIobKihed  Reliobilily  Style  CCR  08  &  CC  08  Vaftdoted  Apr  83 

USER-SH  AS  MC  REV-OS  85  ES 

Capacitor  Fixed,  Ceramic  Dielectric  (Temperoture  Compensoting)  (Uninsulated) 

MIL-C-20/32  (2) 

85 

13  Jon 

89 

ER 

EC 

85 

5910 

Non  Established  Reliobility  Style  CCR  81  &  CC  81  Vafidoted  Jan  89 

USER-SH  AS  MC  REV-OS  85  ES 

Capacitor  Fixed,  Ceramic  Dielectric  (Temperoture  Compensoting)  (Uninsuloted) 

NOTICE  1 

MIL-C-20/33A  (2) 

85 

13  Jon 

89 

ER 

EC 

85 

5910 

Non  Estobllshed  Reliobility  Style  CCR  82  &  CC  82  Validated  Jan  89 

USER-SH  AS  MC  REV-OS  85  ES 

Copocitor  Fixed,  Ceramic  Dielectric  (Temperature  Compensoting)  (Uninsutoted) 

NOTICE  1 

MILC-20/34B 

85 

31  Mar 

88 

ER 

EC 

85 

5910 

Non  Established  Reliobilily  Style  CCR  83  &  CC  88  USER-MC  AS  SH  REV-OS 

85  ES 

Copocitor  Fixed,  Ceramic  Dielectric  (Temperature  Compensating)  Established  & 

Mll.C-20/46 

85 

25  May  73 

ER 

EC 

85 

5910 

Non  Estoblished  Reliability  Styles  CCR  57  &  CC  57  Validated  Apr  86 

USER-AS  SH  MC  REV-OS  85  ES 

Capacitor  Fixed,  Ceramic  Dielotric  (Tempera  Ture  Compensoting)  (Uninsulated) 

NOTICE  1 

MII-C-20/40B  (2) 

85 

27  Jon 

86 

ER 

EC 

85 

5910 

Non  Established  Reliability  StylecCR  16  &  CC  16  Validated  Jan  86  USER-MC 

SH  AS  REV-OS  85  ES 

Copocitor  Fixed,  Ceramic  Dielectric  (Temperature  Compensoting)  (Uninsulated) 

NOTICE  1 

Mll-C-20/4)B  (2) 

85 

02  Apr 

86 

ER 

EC 

85 

5910 

Non  Estoblished  Reliability  Style  CCR  17  &  CC  17  Validated  Apr  86 

USER-SH  AS  MC  REV-OS  85  ES 

Capacitor  Fixed,  Ceromic  Dielectric  (Temperature  Compensoting)  (Uninsutoted) 

NOTICE  1 

MIL-C-20/42  (1) 

85 

02  Apr 

86 

ER 

EC 

85 

5910 

Non  Estoblished  Reliability  Style  CCR  18  &  CC  18  Validated  Apr  86 

USER-MC  SH  AS  REV-OS  85  ES 

Copocitor  Fixed,  Ceromic  Dielectric  (Temperoture  Compensating)  (Uninsuloted) 

NOTICE  1 

Mll-C-20/43  (1) 

85 

1/  Aug 

78 

ER 

EC 

85 

5910 

Non  Estoblished  Reliobility  Style  CCR  54  &  CC  54  Validated  May  84 

USER-SH  AS  MC  REV-MI  OS  85  ES 

Copocitor  Fixed,  Ceromic  Dielectric  (Temperature  Compensating)  (Uninsulated) 

Mll-C-20/44  (1) 

85 

17  Aug 

78 

ER 

EC 

85 

5910 

Non  Estoblished  Reliobility  Style  CCR  55  &  CC  55  Validated  May  84 

USER-MC  SH  AS  REV-MI  OS  85  ES 

Copocitor  Fixed,  Ceramic  Dielectric  (Temperature  Compensoting)  (Uninsulated) 

MIL-C-20/28A  (1) 

85 

17  Aug 

78 

ER 

EC 

85 

5910 

Non  Established  Reliability  Style  CCR76  &  CC76  Validated  May  84  USER-MC 

AS  REV-MI  AV  OS  85  ES 

Copocitor  Fixed,  Ceromic  Dielectric  (Temperoturo  Compensoting)  (Uninsuloted) 

MIL.C-20/2B 

85 

02  Apr 

86 

ER 

EC 

85 

Non  Eilobliihcd  Reliobilily)  Volidoled  Apr  86  USER-SH  MC  AS  REV-OS  85  NOTICE  I 

ES 
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5910 

Copocitor  Fixed,  Ceramic  Dielectric  (Temperature  Compertsotirtg)  (Uninsuloted) 

Non  Estoblisl.cd  Reliability  Style  CC  20  Validated  Apr  86  USER<AS  MC  SH 
REV.OS  85  ES 

MIL-C-20/3B 

NOTICE  1 

85 

02  Apr 

86 

ER 

EC 

85 

5910 

Capacitor  Fixed,  Ccromic  Dielectric  (Temperoture  Compcnsotmg)  (Uninsulated) 

Non  Estoblished  Reliobility  Style  CC  25  Validated  Apr  86  USER>NC  AS  SH 
REV.85  ES  DS 

MIL-C-20/4C 

NOTICE  1 

85 

02  Apr 

86 

ER 

EC 

85 

5910 

Capacitor  Fixed,  Ceromic  Dielectric  (Temperoture  Compensoting  (Uninsulated 

Non  Estobilished  Reliobility  Slylle  CC  21  Validated  Apr  86  USER>AS  SH  MC 
REV.OS  85  ES 

MIL-C-20/6B 

NOTICE  1 

85 

02  Apr 

86 

ER 

EC 

85 

5910 

Copocitor  Fixed,  Ceramic  Dielectric  (Temperature  Compensoting)  (Uninsulated) 

Non  Established  Reliability  Style  CC  30  Validated  Apr  86  USER.AS  MC  SH 
REV-MI  OS  85  ES 

MIL-C-20/7B 

NOTICE  1 

85 

02  Apr 

86 

ER 

EC 

85 

5910 

Capacitor  Fixed,  Ceromic  Dielectric  (Temperature  Compensating)  (Uninsuloted) 

Non  Established  Reliobility  Style  CC  31  Validated  Jan  89USER.MC  AS  SH 
REV-OS  85  ES 

MIL-C-20/8B 

NOTICE  1 

85 

13  Jon 

89 

ER 

EC 

85 

5910 

Copocitor  Fixed,  Ceromic  Dielectric  (Temperature  Compensoting)  (Uninsulated) 

Non  Established  Reliability  Style  CC  32  Validated  Jon  89  USER.AS  MC  SH 
REV-OS  85  99  ES 

MII-C-20/9C  (1) 
NOTICE  1 

85 

13  Jon 

89 

ER 

EC 

85 

5910 

Copocitor  Fixed,  Ceramic  Dielectric  (Temperature  Compensoting)  (Uninsuloted) 

Non  Estoblished  Reliobility  Style  CC  33  Validated  Jon  89  USER-MC  SH  AS 
REV-OS  85  99  ES 

MIL-C-20/10B  (1) 
NOTICE  1 

85 

13  Jon 

89 

ER 

EC 

85 

5910 

Capocilor  Fixed,  Ceramic  Dielectric  (Temperature  Compensoting)  (Uninsuloted) 

Non  Estoblished  Reliability  Style  CC  36  Validated  Jon  89  USER-AS  MC  SH 
REV-OS  99  ES 

MIL-C-20/12B  (1) 
NOTICE  1 

85 

13  Jon 

89 

ER 

EC 

85 

5910 

Copocitor  Fixed,  Ceramic  Dielectric  (Temperature  Compensoting)  (Uninsulated) 

Non  Estoblished  Reliability  Style  CC  50  Validated  Apr  86  USER-AS  SH  MC 
REV-OS  85  ES 

MILC-20/16D 

NOTICE  1 

85 

02  Apr 

86 

ER 

EC 

85 

5910 

Copocitor  Fixed,  Cetomic  Dielectric  (Temperoture  Compensoting)  (Uninsuloted) 

Non  Established  Reliability  Style  CC  51  Validated  Apr  86  USER-MC  AS  SH 
REV.85  ES 

MIL-C-90/I7C 

NOTICE  1 

85 

02  Apr 

86 

ER 

EC 

85 

5910 

Capacitor  Fixed,  Ceramic  Dielectric  (Temperature  Compensoting)  (Uninsulated) 

Non  Estoblished  Reliability  Style  CC  52  Validated  Apr  86  USER-SH  MC  AS 
REV-OS  85  ES 

MII-C-20/18C 

NOTICE  1 

iS 

02  Apr 

86 

ER 

EC 

85 

5910 

Capacitor  Fixed,  Ceramic  Dielectric  (Temperature  Compensoting)  (Uninsulated) 

Non  Estoblished  Reliobility  Style  CC  53  Validated  Apr  66  USER-SH  AS 

REV-OS  85  ES 

MtlC-20/l9B 

NOTICE  1 

85 

02  Apr 

86 

ER 

EC 

85 

1 

5910 

5910 

Copocitor  Fixed,  Ceramic  Dielectric  (Temperature  Compensoting  (Uninsuloted) 

Non  Estoblished  Reliobility  Style  CR  79  &  CC  79  Validated  Mar  85  USER*SH 

AS  MC  REV-OS  85  ES 

Copocitor,  Air  Dielectric.  Vorioble  (Butterfly)  Validated  Oct  8J  REV-ES . . . 

MII  C-20/30A  (1) 

MS-35039A 

85 

ER 

23  Oct  78 

17  Moy  52 

ER 

ER 

EC 

85 

Q 

5910 

Capacitor,  By  Poss,  Rodio  Interference  Reduction,  Paper  Dielectric,  AC  And  DC, 
(Hermetically  Seoled  In  Metollic  Coses)  Styles  CA32,  CA33  And  CA34 

Validated  Aag  88 

MILC-12889/1B 
NOTICE  1 

ER 

17  Aug 

88 

ER 

EC 

85 

Q 

5910 

Copocitor,  By  Poss  Rodio  Interference  Reduction,  Paper  Dielectric,  AC  And  DC, 
(Hermeticolly  Seoled  In  Meiol  Cose)  Styles  CA36,  CA37  And  CA38  Validated 
Avg  68 

MI>.-C-12889/2B 
NOTICE  I 

ER 

17  Aug 

88 

ER 

EC 

85 

Q 

5910 

5910 

Copocitor,  By-PASS,  Rodlo-INTERFEKENCE  Reduction,  Poper  Dielectric,  AC  And 
DC,  (Kermethically  Seoled  In  Metallic  Coses)  General  Specification  For 

Validated  Avg  88  USER-AT  ME  MC  REV-AR  Ml  AS  11  99  ES 

Capacitor,  Ceramic  Monolithic,  Destructive  Physical  Anolysis  Of  High  Reliobility 
-  Nov  80  USER-AS  REV-SH  19  99  ES 

MIL-C-12889A/A  (3) 
NOTICE  1 

EIA  RS469  80 

ER 

NA 

17  Aug 

13  Mar 

88 

81 

ER 

EC 

85 

5910 

Copocitor,  Chip,  Fixed,  Tontolum,  Estoblished  Reliability,  General  Specificotion 

For  USER-MC  AS  CG  OS  19  REV-SH  17  85  99  ES 

MIL-C-55365B 

ER 

10  Mor 

87 

ER 

EC 

85 

5910 

Copocitor,  Chip,  Fixed,  Tontolum,  Estoblished  Reliability,  Styles  CWR03  & 

CWR04  USER-MC  CG  AS  OS  19  11  REV-SH  17  99  ES 

MIL-C-55365/2C 

ER 

10  Mar 

87 

ER 

EC 

85 

O 

5910 

Copocitor,  Chip,  Multiple  Layer,  Fixed  Unencopsulated,  Ceromic  Dielectric, 
Estoblished  Reliobility,  Generol  Specification  For  USER-MC  SH  19  REV-AS 

OS  17  99  85  ES 

MIL  C-55681B  (5) 
SUPP  48 

ER 

07  Oct 

85 

ER 

EC 

85 

5910 

Copocitor,  Chip,  Multiple  loyer.  Fixed,  Uncncopsuloted,  Ceromic  Dielectric, 
Estoblished  Reliobility,  Styles  COR01,  CDR02,  CDR03,  &  CDR04  Validated 

Feb  85  USER-MC  SH  19  REV-OS  AS  85  17  99  ES 

MIL  C-55681/1A  (3) 

ER 

24  May  79 

ER 

EC 

85 

L 

5910 

Copocitor,  Chip,  Multiple  Layer,  Fixed,  Uncncopsuloted,  Ceromic  Dielectric, 
Estoblished  Reliobility,  Style  CDR05  Validated  Feb  85  USER-SH  MC  19 

REV-OS  AS  85  17  11  99  ES 

MII-C-55681/2A  (1) 

ER 

29  Jon 

79 

ER 

85 

5910 

Capacitor,  Chip,  Multiple  Loyer,  Fixed,  Uncncopsuloted,  Ceramic  Dielectric, 
Estoblished  Reliobility,  Style  COR06  USER-MC  SH  19  REV-OS  AS  17  85  99 

ES 

Copocitor,  Chip,  Multiple  loyer.  Fixed,  Unencopsulated,  Ccromic  Dielectric, 
Estoblished  Reliobility,  Styles  COR  11,  COR  12,  COR  13,  &  CDR14  (High 

Frequency)  USER-MC  SH  19  REV-El  AS  OS  85  17  99  ES 

.MIL.C-55681/3B 

ER 

14  Moy  82 

ER 

EC 

85 

5910 

MIL-C-55681/4B  (7) 

ER 

07  Oct 

85 

ER 

EC 

85 

5910 

Copocitor,  Chip,  Multiple  Loyer,  Fixed,  Uncncopsuloted,  Ccromic  Dielectric, 
Estoblished  Reliobility,  Styles  C0R21,  COR22,  C0R23,  COR24,  «,  COR25 
(High  Frequency)  USER-SH  MC  )9  REV-ER  OS  AS  85  17  ES 

MIL-C-55681/5B 

ER 

05  Apr 

35 

ER 

EC 

85 

5910 

Copocitor,  Chip,  Multiple  Loyer,  Fixed,  Unencopsulated,  Ceramic  Dielectric, 
Estoblished  Reliobility  Styles' C0R24,  CDR27,  CDR28,  CDR29,  &  COR30 

USER-SH  MC  19  REV-OS  AS  85  17  ES 

MIL-C-55581/6 

ER 

30  Jul 

81 

ER 

AS 

85 

5910 

Copocitor,  Food  Through,  Radio  Interference  Reduction,  DC  (Hermeticolly  Seoled 

In  Metollic  Coie),  Style  C220  Validated  Aug  88  REV-ll  85  ES 

MIL-C-1 1693/58 
NOTICE  1 

ER 

17  Aug 

88 

ER 

EC 

85 

5910 

Copocitor,  Feed  Through,  Radio  Interference  Reduction,  Oc  (Hermeticolly  Seoled 

In  Metol  Coses)  Esiobiished  And  Non-estoblishcd  Reliobility  Styles  CZ23, 

CZ24,  CZR23  And  CZR24  REV-MI  EA  85  11  ES 

MIL  C-11693/70  (1) 

ER 

21  Nov 

86 

ER 

EC 

85 

5910 

Capacitor,  Feed  Through,  Radio  Interference  Reduction,  DC  (Hermetically  Seoled 

In  MelcHic  Cose),  Style  CZ25  Validated  Aug  88  R6V-)1  99  ES 

MIL-C-1 1693/8C 
NOTICE  1 

ER 

17  Aug 

88 

ER 

EC 

85 
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5910 

Copociior,  Fixed  Electrol/iic  (Nonsoltd  Electroi/tc)  Tantalum  (Poioftzed  Sintered 
Slug  85  Ocg  C)  (Vollogc  Oeroted  To  125  Deg  C)  Estb  fteliobilit/  Style  CLR 

14  (Inoc  For  New  Design  23  Jun  81  Use  Mil  C  39006/22)  Validated  Apr  83 
USER.AS  OS  MC  19  REV.85  17  ES 

MIL-C-39006/ 19  (2) 
NOTICE  2 

EC 

11  Jun 

82 

ER 

EC 

85 

o 

5910 

Copucitor,  Fixed.  Plastic  (Or  Metallized  Plastic)  Dielectric.  DC  Or  DC-AC.  in 
Nonmetol  Coses.  Established  Reliobilily  Generol  Specification  For  USER*MC 

AS  19  11  REV.OS  17  99  ES 

MIL  C-5551<(B  (7) 

SUPP  I 

SUPPL  lA 

ER 

15  Feb 

89 

ER 

EC 

85 

Q 

5910 

Capocitor.  Fixed.  Metallized  (Popcr.  Roper  Plastic  Or  Plostic  Fttm)  Dielectric. 

Direct  Current  (Hcrmeticoliy  Seoled  In  Metal  Coses)  Generol  Specifications) 
Validated  Sep  87  USER-AS  OS  CG  MC  19  REV-Ml  17  85  99  ES 

MII-C-1B3I2E  (2) 

SUPP  1 

EC 

29  Sep 

87 

ER 

EC 

85 

5910 

Copacitor.  Fixed.  Metallized  (Poper  Plastic.  Or  Plostic  Film)  Dielectric.  Direct 
Current.  (Hermeticolly  Sealed  In  Metal  Cases)  (Insulotion).  Style  CH09 
(Inoctive,  Use  Mil  C  39022/1)  USER-OS  AS  MC  CG  19  REV-AR  17  99  ES 

MILC-18312/2B  (!) 

EC 

29  Feb 

88 

ER 

EC 

85 

5910 

Copocitor.  Fixed.  Plastic  Oieletnc.  DC.  In  Nonmetol  Coses.  Established 

Reliability.  Style  CF02  USER-MC  AS  19  REV-OS  17  99  ES 

MIL-C-5551471A  (2) 

ER 

25  Apr 

80 

ER 

EC 

85 

5910 

Capacitor.  Fixed  Electrolytic  (Nonsolid  Electrolyte)  Tantolum  (Polorized  Sintered 
Slug  83  Deg  C)  (Voltoge  Derated  To  125  Deg  C)  Estb  Reliobilily  Style  CIR 

17  (Inac  For  New  Design  23  Jun  81  Use  Mil  C  39(X)6/22)  USER-OS  MC  AS 

19  REV-AR  Ml  SH  17  99  ES 

MIL-C-39006, 20  (3) 
NOTICE  2 

EC 

27  May  76 

ER 

EC 

85 

Q 

5910 

Copocitor.  Fixed.  Mica  Dielectric.  Button  Style.  Generol  Specificotion  For 

USER-CG  OS  AS  11  REV-AR  SH  17  99  ES 

MIL-C-10950C  (3) 

SUPP  1 

EC 

05  Oct 

87 

ER 

EC 

85 

Q 

5910 

Copocitor.  Fixed.  Mica  Dielectric.  Estoblished  Reliability.  Generol  Specificotion 

For  USER-19  REV-Ml  AV  17  99  ES 

MIL-C-39001A  (7) 

ER 

22  Feb 

85 

ER 

EC 

85 

5910 

Copacitor.  Fixed.  Electrolytic  (Solid  Electrolyte).  Tantalum.  Polor.  tnsuloted. 

Metal  Cose.  With  Plostic  End  Fill,  Nonhcrmeticolly  Seoled.  Style  CX03 

USER-AS  MC  CG  OS  19  REV.99  85  17  ES 

MIL-C-49137A/3A 

ER 

02  Dec 

85 

ER 

EC 

11 

5910 

Copocitor.  Fixed.  Mica  Dielectric.  Established  Reliobilily.  Styles  CMR03  Thru 

CMR08  USER-MC  19  REV-Ml  AV  17  85  ES 

MIL-C-39001/5B  (3) 

ER 

29  Jul 

83 

ER 

EC 

85 

5910 

Copocitor.  Fixed.  Mico  Dielectric.  Estoblished  Reliability  Style  CMR16  USER-MC 

19  REV.85  ES 

MIL-C-3900)/6  (2) 

ER 

29  Jul 

83 

ER 

EC 

85 

5910 

Copocitor,  Fixed.  Electrolytic  (Solid  Electrolyte).  Tontolum.  Polar. 

Nonhermelically  Seoled.  Style  CX08  USER-AS  CG  MC  OS  19  REV-SH  11  17 

99  ES 

MIL-C-49137/8 

ER 

07  Mo)’  84 

ER 

EC 

85 

5910 

Copocitor.  Fixed  Electrolytic  (Nonsolid  Electrolyte)  Tantolum  (Polorized  Sintered 
Slug  85  Deg  C)  (Ext  Range)  (Voltoge  Derated  To  125  Deg  C)  Estb  Reliobilily 
Style  CLR  69  (Ino  For  New  Design  Use  Mil  C  39006/22)  USER-MC  AS  OS 

19  REV-AR  SH  17  99  ES 

MIL-C-39006, 21  (5) 
NOTICE  2 

EC 

07  Mor 

85 

ER 

EC 

85 

Q 

5910 

Copocitor.  Fixed.  Ceramic  Dielectric  (General  Purpose).  Generol  Specificotion 

For  USER-MC  19  REV-Ml  AR  AS  OS  SH  17  11  99  ES 

MIL-C-n015D  (8) 
SUPP  1A 

EC 

l4  Jun 

84 

ER 

EC 

85 

Q  L 

5910 

Copocitor.  Fixed.  Electrolytic  (Solid  Electrolyte).  Tontolum.  Estoblished 

Reliobilily.  Generol  Specificotion  For  USER-MC-AS  OS  19  11  REV-SH  17  99 

ES 

Copociior.  Fixed,  Electrolytic  (Solid  Electrolyte).  Tontolum.  Polor.  Molded. 
Nonhermetlcotly  Sealed.  Style  CX05  USER-AS  MC  CG  OS  19  REV-SH  99  85 

17  ES 

Capacitor.  Fixed.  Electrolytic  (Solid  Electrolyte).  Tantolum.  (Polorized.  Sintered 
Slug).  Estoblished  Reliability,  Style  CSR13  USER-MC  AS  19  11  REV-AV  OS 

SH  17  99  ES 

MIL-C-39003G 

SUPL  1 

EC 

03  Apr 

87 

ER 

EC 

85 

5910 

MIL-C-49)37/5  0) 

ER 

29  Jun 

83 

ER 

EC 

11 

NO 

5910 

MIL-C-39003/1F  (2) 

EC 

03  Apr 

87 

ER 

EC 

85 

5910 

Copocitor.  Fixed.  Electrolytic  (Solid  Electrolyte).  Tantolum,  (Polorized.  Sintered 
Slug),  Established  Reliability.  Style  CSR09  USER-MC  AS  OS  19  11  REV-SH 

17  99  ES 

MIL-C-39003/2D  (2) 

EC 

03  Apr 

87 

ER 

EC 

85 

5910 

Copacitor.  Fixed.  Electrolytic  (Solid  Electrolyte).  Tantalum,  Polor.  Molded.  Duol 

In  line  Pockoge.  Style  CX04  USER-MC  OS  AS  CG  19  REV-SH  99  85  17  ES 

MIL-C-49137/4B 

ER 

15  Moy  80 

ER 

EC 

11 

5910 

Capacitor.  Fixed.  Electrolytic  (Solid  Electrolyte).  Tontolum,  (Polorized.  Sintered 
Slug),  Established  Reliability.  Style  CSR23  USER-AS  MC  19  11  REV-OS  SH 

17  99  ES 

MIL-C-39003/3C  (2) 

EC 

03  Apr 

87 

ER 

EC 

85 

5910 

Copacitor.  Fix^d,  Ceromic  Dielectric  (General  Purpose).  Style  CK21  (For 
Replacement  Purposes  Only)  Validated  Apr  81  USER-MC  19  REV-MI  EA  11 

17  99  ES 

MIL-C-n015/lC 

EC 

06  Dec 

67 

ER 

EC 

85 

5910 

Copocitor,  Fixed,  Electrolytic  (Nonsolid  Electrolyte),  Tantolum.  (Polorized. 

Sintered  Slug),  85  Deg  C  (Voltage  Dcroted  To  125  Deg.  C).  Estoblished 
Rcliobllity.  Style  CLR79  USER-OS  MC  AS  19  REV-AR  99  85  17  ES 

MIL-C-39006/22D  (1) 

85 

29  Apr 

88 

ER 

EC 

85  NA 

5910 

Copocitor.  Fixed.  Electrolytic  (Solid  Electrolyte),  Tontolum.  Molded.  Conformo) 
Cooled  And  Metoi  Cosed  With  Plostic  End  Fill.  Nonhermeticolly  Seoled. 

Generol  Specification  For  USER-MC  CG  OS  AS  19  REV-SH  17  99  85  ES 

MIL-C-49137A  (2) 
SUPP  1 

ER 

21  Apr 

81 

ER 

EC 

11 

5910 

Copacitor.  Fixed,  Electrolytic  (Nonsolid  Electrolyte),  Tantolum  (Polorized, 

Sintered  Slug)  (Extended  Ronge).  85  Deg  C  (Voltoge  Derated  To  125  Deg.c). 
Estoblished  Reliobilily.  Style  CLR81  USER-OS  AS  MC  19  REV-AR  17  85  99 

ES 

Copocitor.  Fixed,  Eteclrolytic.  (Non-solid  Electrolyte),  Tontolum,  Estoblished 
Reliobilily  USER-AS  MC  OS  19  REV-AR  AV  17  85  99  ES 

MIL-C-39006/25 

EC 

16  Oct 

84 

ER 

EC 

85 

Q 

5910 

MIL-C-39006C  (6) 

EC 

23  Dec 

87 

ER 

EL. 

85 

5910 

Copacitor,  Fixed.  ElectroIytic-(Solld  Electrolyte).  Tantalum.  Polar.  Molded. 
Nonhermeticolly  Seoled.  Style  CXOl  USER-CG  OS  AS  MC  19  REV-SH  99  85 

17  ES 

Capocitor,  Fixed.  Electrolytic  (Nonsolid  Electrolyte).  Tontolum.  (Polorized. 

Etched  Foil),  85  Degrees  C  (Voltage  Deroied  To  125  Degrees  C).  Estoblished 
Reliability.  Style  CLR25  USER-MC  AS  OS  19  REV-AR  85  17  99  ES 

MIL-C-49137/1A  (1) 

ER 

09  Oct 

87 

ER 

EC 

11 

5910 

MIL-C-39006/ 1C  (8) 

EC 

10  Moy 

85 

ER 

EC 

85 

5910 

Copacitor,  Fixed.  Ceramic  Dielectric  (Generol  Purpose).  Style  CK22  (For 
Replacement  Purposes  Only)  Validated  Mar  87  REV-MI  MC  17  11  19  99  ES 

MIL-C-11015/2C 
NOTICE  1 

EC 

02  Mor 

87 

ER 

EC 

85 

5910 

Capacitor.  Fixed.  Plastic  (Or  Popcr-plastic)  Dielectric  (Hcrmeticoliy  Seoled  In 

MIL-C-19978/10 

85 

20  Jul 

84 

ER 

EC 

85 

Melol  Coiei),  Slyles  CQ08,  CO09,  CQI?,  And  CQ13  OSER-ME  AV  AT  MC 
AS  OS  SH  19  REV-Ml  AR  17  11  99  ES 
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5910 

Copaciior^  Fixed  Metollized  Plastic  DIeletric,  DC«  In  Nonmetol  Co$es» 

MIL.C-55514/9  (1) 

ER 

18  Apr 

83 

ER 

EC 

85 

Estoblished  Reliability  Styles  CFR13  &  CFR14  USER-MC  AS  19  REV-OS  99 

17  ES 

5910 

Copocitor,  Fixed,  Plastic  (Or  Paper-plastic)  Dielectric  (Hermeticolly  Seoled  In 

MII-C.19978/2C 

85 

14  Apr 

86 

ER 

EC 

85 

Ceramic  Or  Glass  Coses)  Style  CG20  USER-ME  AT  AV  MC  OS  SH  REV-M! 

AR  AS  TO  17  n  99  ES 

5910 

Copocitor,  Fixed,  Plostic  (Or  Paper-plostic)  Dielectric  (Hermeticolly  Seoled  In 

MIL.C-19978/3E  (1) 

85 

27  Feb 

87 

ER 

EC 

85 

Melol  Cos-ss),  Style  CQ72  Validated  Feb  87  REV-MI  AR  17  99  ES 

NOTICE  1 

5910 

Copocitor,  Fixed,  Plastic  Dielectric,  DC,  In  Nonmetol  Coses,  Estoblished 

MIL.C.55514/3C  (3) 

ER 

25  Apr 

80 

ER 

EC 

85 

Reliobility,  Style  CFR04  USER-AS  MC  19  REV-OS- 17  99  ES 

5910 

Capacitor,  Fixed,  Plostic  Dielectric  (Hermeticolly  Sealed  In  Metol  Coses),  Styles 

MIL-C.19978/5A  (2) 

85 

20  Jul 

84 

ER 

EC 

85 

CQ06  And  CQ07  USER-ME  AT  AV  MC  OS  SH  REV-MI  AR  AS  TD  17  11  99 

5910 

ES 

Copocitor,  Fixed,  Ceromic  Dielectric  (Generol  Purpose),  Style  CK27  (For 

MILC-n015/4C 

EC 

02  Mor 

87 

ER 

EC 

85 

Replacement  Purposes  Only)  Vb//c/o/ed  Mor  37  USER-MC  19  REV-MI  11  17 

99  ES 

NOTICE  1 

5910 

Copocitor,  Fixed,  Plastic  Dielectric,  Axial-wire  Terminol  Tubular  (Insulated) 

MIL-C-19978/8  (3) 

85 

20  Jul 

84 

ER 

EC 

85 

(Hermeticolly  Seoled  In  Meto)  Coses)  Estoblished  Reliobility,  Style  CQR07 
USER-AT  ME  AV  OS  MC  SH  REV-AR  Ml  AS  TD  17  11  99  ES 

5910 

Copocitor,  Fixed,  Metallized  Plastic  Dielectric,  DC,  In  Nonmetol  Coses, 

MIL.C-55514/4C  (1) 

ER 

15  Jul 

83 

ER 

EC 

85 

Estoblished  Reliobility.  Styles  CFR05  And  CFR06  USER-AS  MC  19  REV-OS  17 

99  ES 

5910 

Copocitor,  Fixed,  Plastic  (Or  Paper  Plostic)  Dielectric,  Axtol-wire  Terminal, 

MIL-C.19978/19A  (2) 

85 

20  Jul 

84 

ER 

EC 

85 

Tubulor  (Insulated),  (Hermeticolly  Seoled  In  Metal  Coses),  Style  CQ05 

USER-AV  AT  SH  OS  MC  REV-AR  ME  Ml  AS  TD  17  11  99 

5910 

Copocitor,  Fixed,  Plastic  (Or  Paper-plostic)  Dielectric,  Axiol-wire  Terminol, 

MII.-C-19978/10  (2) 

85 

13  Jon 

89 

ER 

EC 

85 

Tongential  Retainer,  Tubular  (Uninsulated)  (Hermetically  Seoled  In  Metol 

Cases)  Established  Reliability  Style  CQR12  Validated  Jan  39  USER-AV  ME 

AT  OS  MC  AS  19  REV-MI  AR  AS  SH  11  17  99  ES 

NOTICE  1 

L  5910 

Copocitor,  Fixed,  Metallized  Plastic  Dielectric,  DC-AC,  In  Nonmetol  Coses, 

MII-C-55514/7A  (3) 

85 

04  Mar 

82 

85 

Established  Reliability,  Style  CFR09 

5910 

Copocitor,  Fixed,  Plostic  (Or  Poper-plostic)  Dielectric,  Axiol-wire  Terminol, 

MlL-C-19978/n  (2) 

85 

13  Jon 

89 

ER 

EC 

85 

Threaded-stud  Retainer,  Tubular  (Uninsulated)  (Hermeticolly  Seoled  In  Metol 
Coses),  Established  Reliability,  Style  COR13  Validated  Jan  39  USER-ME  AT 

AV  OS  MC  SH  REV-MI  AR  AS  17  11  99  ES 

NOTICE  1 

5910 

Copocitor,  Fixed,  Ceramic  Dielectric  (General  Purpose),  Style  CK60  USER-19 

Mll-C-n01S/9E  (1) 

EC 

14  Jan 

86 

ER 

EC 

85 

REV-MI  SH  OS  AS  11  17  99  £S 

5910 

Capacitor,  Fixed,  Plostic  (Or  Poper-plostic)  Dielectric,  Axiol-wire  Terminol, 

MIL.C-199787)2  (4) 

85 

20  Jul 

84 

ER 

EC 

85 

Tubulor  (Insulated)  (Hermeticolly  Seoled  In  Metol  Coses), .Estoblished 

Reliobility,  Style  CQR19  USER-ME  AV  AT  OS  MC  SH  REV-AR  Ml  AS  TD  11 

17  99  ES 

1  5910 

Copocitor,  Fixed,  Electrolytic  (Solid  Electrolyte),  Tontolum,  Polor, 

MIL-C-49)37/4B 

ER 

27  Jul 

88 

ER 

Nonhermeticoliy  Seoled  Styles  CX06  &  CX16  REV-ES 

EC 

85 

5910 

Copocitor,  Fixed,  Plastic  Dielectric,  Axiol-wire  Terminol,  Tubulor  (insuloted) 

MIL-C-19978/13  (4) 

85 

20  Jul 

84 

ER 

(Hermeticolly  Seoled  In  Metol  Coses),  Estoblished  Reliobility,  Style  COR29 
USER-AV  AT  ME  MC  OS  SH  AS  REV-Ml  AR  AS  11  17  99  ES 

5910 

Capacitor,  Fixed,  Plostic  Dielectric  Axiol  Wire  Terminol,  Tongentiol  Retainer, 

MII.C-T9978714  (3) 

85 

13  Jon 

89 

ER 

EC 

85 

Tubulor  (Uninsuloted)  (Kermeticoily  Sealed  in  Melol  Coses),  Established 
Reliability,  Style  CQR32  Validated  Jan  89  USER-AT  ME  AV  OS  MC  SH 

REV-MI  AR  AS  17  11  99  ES 

NOTICE  1 

1  5910 

Copocitor,  Fixed,  MICA  Dielectric,  High  Reliobility,  Generol  Specificotion  For 

MIL.C-87164  (2) 

19 

23  Jun 

86 

19 

REV-n  ES 

SUPL  T 

5910 

Copocitor,  Fixed,  Plostic  Dielectric,  Axiol  Wire  Terminol,  Threaded  Stud 

Mll.C-19978/15  (3) 

85 

15  Aug 

85 

ER 

EC 

85 

Retainer,  Tubular  (Uninsulated)  (Hermeticolly  Seoled  In  Metol  Coses), 

Estoblished  Reliobility,  Stylo  CQR33  USER-AT  ME  AV  MC  OS  SH  REV-AR  Ml 
AS  17  11  99  ES 

5910 

Copocitor,  Fixed,  Ceromic  Dielectric  (Generol  Purpose),  Style  CK61  USER-AS 

MIL  C-T1015/10E  (1) 

EC 

14  Jon 

86 

ER 

EC 

85 

19REV.M1  SHOS  11  17  99  ES 

5910 

Copocitor,  Fixed,  Plastic  (Or  Poper-plostic)  Fielectric,  Axiol  Wire  Terminol, 

MII-C  T9978/16A  (1) 

85 

20  Jul 

84 

ER 

EC 

85 

Tubular  (Insuloled)  (Hcrmeticcll/  Seated  In  Mctol  CosesL  Estoblisbcd 
Rellobilily,  Style  CQR39  (Inoclive)  USER-ME  AT  AV  OS  MC  SH  REV-MI  AR 
AS  TD  17  n  99  ES 


L 

5910 

Copocitor,  Fixed,  Feed  Through,  Electromagnetic-Interference  Suppression, 

MII-C-83439/5A 

85 

27  Feb 

87 

85 

(Hermetically  Seoled  In  Metol  Coses)  Validated  Feb  87  REV-85  99  ES 

NOTICE  1 

5910 

Copocitor,  Fixed,  Electrolytic  (Nonsolid  Electrolyte),  Tontolum,  (Nonpolarized, 

MIL-C-39004/2C  (5) 

EC 

03  Sep 

82 

ER 

EC 

85 

Etched  Foil),  85  Degrees  C  (Voltage  Derated  To  125  Degrees  C)  Style  CIR27 

USER-MC  AS  OS  19  REV-AR  17  85  99  ES 

NO 

5910 

Copocito.,  Fixed,  Gloss  Dielectric,  (Axiol  Wire-lead  Terminols),  Estoblished 

MIL-C-23269/1E 

EC 

20  Jul 

83 

ER 

EC 

85  NA 

Rcliobilily,  Style  CYR10  USER-MC  CG  AS  OS  SH  19  REV-AV  17  85  ES 

t 

jtTO 

Copocitor,  rijicd  MICA  Ole'e.ftK,  High  Rc'iobliily  Style  C»V»Sv4  RCV  »1  CS  ..... 

.V.ll  C  87 154/ 1 

19 

22  Msv 

22 

19 

NO 

5910 

Copocitor,  Fixed,  Gloss  Dielectric,  (Axiol  Wirc-leod  Termmots),  Estoblished 

MII-C-23269/2E 

EC 

20  Jul 

83 

ER 

EC 

85  NA 

RcKabilit/,  Style  CYR15  USER-MC  CG  AS  OS  19  REV.85  17  ES 

5910 

Copocitor,  Fixed,  Ceramic  Dielectric  (Generol  Purpose)  Style  CK62  USER-SH 

MIL-C-11D15  ■  (1) 

r 

14  Jon 

86 

ER 

EC 

85 

AS  19  REV-MI  OS  17  11  99  ES 

NO 

5910 

Copocitor,  Fixed,  Gloss  Dielectric,  (Axial  Wire-lead  Terminols),  Estoblished 

MIL-C-23269/3E 

Lw 

20  Jul 

83 

ER 

EC 

85 

Reliability,  Style  CYR20  USER-MC  CG  AS  OS  19  REV-AV  85  17  E5 

1 

5910 

Copocitor,  Fixed,  MICA  Dielectric,  High  Reliability  Style  CMS05  REV-ll  ES  ...... 

MIL-C-87 164/2 

19 

22  Nov 

82 

19 

NQ 

5910 

Copoct-'or,  Fixed,  Gloss  Dielectric,  (AmoI  Wire-lood-Terminols),  Estoblished 

MIL-C-23259/4E  (1) 

EC 

31  Jon 

84 

ER 

EC 

85 

Reliability,  Style  CYR30  USER-CG  MC  AS  OS  19  REV-AV  85  17  ES 

NO 

5910 

Copocitor,  Fixed,  Gloss  Dielectric,  (Axiot-rodiot  Wire-lead  Termmots), 

MIL.C-23269,  SC  (3) 

EC 

20  Jul 

83 

ER 

EC 

85  NA 

Esiobllshcd  Rcliobilily,  Style  CYR13  USER-MC  CG  AS  OS  SH  19  REV-SS  17 
99  ES 
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S910 

Copocitor,  Fixed,  Feed  Through,  Electromagnelic  Interference  Suppresiion, 

MIL.C-83439/6B  (1) 

85 

26  Nov 

86 

85 

(Hermelicolly  Sealed  In  Metol  Cases)  REV-MI  AV  99  11  ES 

NO 

5910 

Capacitor,  Fixed,  Gloss  Dielectric,  (Axiot-radial  Wire-lead  Terminals), 

Estoblished  Rellobility,  Style  CYR17  USER-MC  Co  OS  SH  AS  19  REV.85  17 

ES 

Copocitor,  Fixed,  Mica  Dielectric,  Button  Style  (Feed  Thru)  Styles  CBll,  CB)3, 

MII-C-23249/6C  (2) 

EC 

20  Jul 

83 

ER 

EC 

85 

NA 

5910 

MIL-C-10950-  IE  (2) 

EC 

05  Oct 

87 

ER 

EC 

85 

CB14  USER-CG  OS  AS  REV.85  17  ES 

NO 

5910 

Copocitor,  Fixed,  Gloss  Dielectric,  (Axiat-radiot  Wire-leod  Termmols), 

MIL-C-23269/7C  (3) 

EC 

20  Jul 

83 

ER 

EC 

85 

NA 

Established  Reliability,  Style  CYR22  USER-MC  CG  AS  OS  SH  19  REV.85  17 

99  ES 

L 

5910 

Copocitor,  Fixed,  Feed  Through,  Electromognetic  Interference  Suppression 

Mll-C-83439/10  (1) 

85 

25  Jun 

84 

85 

Hermcticolly  Scolcd  In  Metal  Coses  REV- 11  99  ES 

NO 

5910 

Copocitor,  Fixed,  Gloss  Dielectric,  (Axiol-rodiol  Wire  teod  Terminols), 

Established  Reliobllity,  Style  CYR32  USER-MC  CG  AS  OS  SH  19  REV.85  17 

ES 

Copocitor,  Fixed,  Gloss  Oielectric,  (Radiol  Or  Axiol  Wire-leod  Terminols), 

MIL-C-23249/8C  (2) 

EC 

20  Jul 

83 

ER 

EC 

85 

NA 

5910 

MIL.C-23269/9A  (3) 

EC 

20  Jul 

83 

ER 

EC 

85 

Established  Reliability,  Styles  CYR41,  CYR42,  And  CYR43  USER-AS  OS  MC 

CG  SH  19  REV-AV  85  17  ES 

0  1 

5910 

Copocitor,  Fixed,  Supermetollizcd  Plostic  Film  Dielectric,  (Dc,  Ac,  Or  Dc  And 

MIL-C-83421A  (6) 

85 

28  Jun 

87 

ER 

EC 

85 

NA 

Ac),  Hermetically  Sealed  In  Metol  Coses,  Estoblished  Reliobtlily,  Generol 
Speci'icotion  For  USER-MC  CG  AS  SH  OS  19  REV-aR  17  11  ES 

5910 

Copocitor,  Fixed,  Gloss  Dielectric,  (Rodiol  Wire  lead  Terminols),  Estoblished 

MIL  C-23269/10A  (5) 

EC 

10  Apr 

84 

ER 

EC 

85 

NA 

kvllabllily.  Styles  CYR51,  CYR52,  And  CYR53  USER-CG  AS  OS  MC  19 

REV.85  17  ES 

O 

5910 

Copocitor,  Fixed,  Gloss  Dielectric,  General  Specificotion  For  Vohdoted  Feb  87 

MIL-C-11272C  (8) 

85 

27  feb 

87 

ER 

EC 

85 

REV.Ml  17  99  ES 

SUPl-  1 

INI  AMD  9  (85) 

Q 

5910 

Copocitor,  Fixed  Or  Voriobte,  Vocuum  Or  Gas  Dielectric,  General  Specificotion 

MIL-C.231838  (1) 

EC 

02  Sep 

82 

ER 

EC 

85 

far  ValldoledApr  84  USER-OS  MC  AS  19  REV-AR  85  17  80  ES 

SUPP  1 

O  1 

5910 

Copucilor,  Fixed,  Feed  Through,  Electromagnetic  Interference  Suppression,  (Ac, 

MlL-C-83439  (3) 

85 

16  Apr 

79 

85 

Oc,  And  Ac-dc),  (Hermeticolly  Sealed  In  Metol  Coses),  Generol  Specificotion 

For  REV.AV  99  11  ES 

SUPP  1 

5910 

Copocitor,  Fixed,  Electrolytic  (Nonsolid  Electrolyte),  Tontolum,  (Polorized,  Plain 

MIL  C-39006/3C  (4) 

EC 

10  Moy 

35 

ER 

EC 

85 

Foil),  85  Degrees  C  (Voltage  Derated  To  125  Degrees  C),  Estoblished 

Reliability,  Style  CIR35  USER-MC  AS  OS  19  REV-AR  17  85  99  ES 

O  1 

5910 

Copocitor,  Fixed,  Plostic  Dielectric,  Dc  (Nonmetollic  Coses),  Generol 

MIL.C-27287  (2) 

85 

27  Feb 

87 

85 

Specification  For  REV-MI  99  ES 

NOTICE  1 

1 

5910 

Copocitor,  Fixed,  Feed  Through,  Electromagnetic  Interference  Suppression,  Ac 

MII.C-83439/1C 

85 

27  Mar 

84 

85 

And  Oc  (Hermeticolly  Seoled  In  Metol  Coses  REV>85  99  11  ES 

1 

5910 

Copocitor,  Fixed,  Plostic  (Non-metollic  Cose)  Style  Ctm-  Chorocteristic  V 

MIL.C.27287/1  (1) 

85 

27  Feb 

87 

85 

REV-AR  99  ES 

NOTICE  1 

5910 

Copocitor,  Fixed,  Gloss  Oielectric,  Style  CYIO  Validaled  Feb  87  REV-MI  17  99 

MIL-C-11272/1C 

85 

27  Feb 

87 

ER 

EC 

85 

ES 

NOTICE  1 

5910 

Copocitor,  Fixed,  Electrolytic  (Nonsolid  Electrolyte),  Tontolum,  (Nonpolarized, 

MIL-C-39006/4C  (5) 

EC 

03  Sep 

82 

ER 

EC 

85 

Ploin  Foil),  85  Degrees  C  (Voltoge  Oeroted  To  125  Degrees  C),  Estoblished 
Reliability,  Style  CLR37  USER-MC  AS  OS  19  REV-AR  17  85  99  ES 

1 

5910 

Copocitor,  Fixed,  Feed  Through,  Electromagnetic  Interference  Suppression, 

MIL-C-83 439/28 

85 

18  Moy 

84 

85 

(Hermeticolly  Seoled  In  Metol  Coses)  REV.99  1 1  ES 

5910 

Copocitor,  Fixed,  Mettolized,  Poper-ptoslic  Film  Dielectric,  Direct  Current, 

MII.C.39022/8B  (3) 

EC 

15  Jul 

85 

ER 

EC 

85 

(Hermeticolly  Seoled  In  Metol  Cases),  Estoblished  Reliobiiity,  Style  CHR12 
(Uninsulated)  USER-MC  AS  CG  SH  OS  19  REV.99  17  ES 

E 

5910 

Capacitor,  Fixed  Aluminum  Electrolytic,  For  Alternating  Current  Motor  Storting, 

EIA  RS463-79 

EC 

24  Nov 

80 

ER 

EC 

11 

Heovy  Doty  (Type  1)  &  For  light  Duly  (Type  2)  *  Oct  79  (W/dod 

Exceptions)  USER-AS  19  REV-SH  99  ES 

1 

5910 

Copocitor,  Fixed,  Metallized,  Paper  Plostic  Film  Dielectric,  Direct  Current, 

MlL  C-39022/10  (5) 

EC 

20  Jul 

83 

EC 

85 

(Hermetically  Sealed  In  Metol  Coses),  Estoblished  Reliobllity  Style  CHRIO 
(Insulated) 

O  1 

5910 

Copocitor,  Fixed,  Electrolytic  (Nonsolid  Electrolyte),  Tontolum  Cathode,  Generol 

MIL-C.83500  (2) 

85 

27  Feb 

87 

85 

Specification  For  REV-99 

NOTICE  1 

5910 

Copocitor,  Fixed,  Ceramic  Oielectric  (General  Purpose)  Estoblished  Reliability, 

MIL-C-39014/20C 

EC 

06  Aug 

85 

EC 

Style  CKR08  REV-ES 

5910 

Copocitor,  Fixed,  Gloss  Dielectric,  Style  CY15  Vaiidaied  Feb  87  REV-MI  17  99 

MII-C-11272/2D 

85 

27  Feb 

87 

ER 

EC 

85 

ES 

NOTICE  1 

L 

5910 

Capacitor,  Fixed,  Ceromlc  Dielectric  (Generol  Purpose),  Estoblished  Reliobiiity, 

MllC-39014/21  (1) 

85 

12  Jun 

78 

85 

Stylet  CKR31  And  CKR32  Validated  May  84  REV.99  85  17  ES 

1 

5910 

Copocitor,  Fixed,  Electrolytic  (Nonsolid  Electrolyte),  Tontolum  Anode  And 

MIL-C-83500/1A  (2) 

85 

27  Feb 

87 

85 

Cathode  Stylet  CRIOI  And  CRL02  REV.99 

NOTICE  1 

5910 

Copocitor,  Fixed,  Ceramic  Oielectric  (Generol  Purpose),  Estoblished  Reliobllity, 

MIL-C-39014/22B  (1) 

EC 

06  Aug 

85 

ER 

EC 

85 

NA 

Style  CKR22,  CKR23,  And  CKR24  USER-AV  ME  AT  MC  19  REV-AR  Ml  ES 

5910 

Copocitor,  Fixed,  Ceromic  Dielectric  (General  Purpose),  Estoblished  Reliobiiity 

MIL-C-390)4/23  (2) 

ER 

06  Aug 

85 

ER 

EC 

85 

NA 

Style  CKR04  USER-AT  ME  AV  MC  19  REV-AR  Ml  EC  99  11  17  85  ES 

1 

5910 

Copocitor,  Fixed,  MICA  Dielectric,  High  Reliobiiity  Style  CMS06  REV-11  ES  ...... 

M'L-C-S;  '64/3 

19 

22  Nav 

82 

19 

0 

5910 

Copocitor,  Fixed,  Electrolytic  (Aluminum  Oxide),  Established  Reliobiiity  And 

MIL  C-39018B  (6) 

EC 

03  Oct 

83 

ER 

EC 

85 

Non  established  Reliobllity,  Generol  Specification  For  Vafideted  May  85 
USER-MC  CG  AS  OS  19  REV-SH  17  99  ES 

SUPP  2 

5910 

Capacitor,  Fixed,  Gloss  Dielectric,  Style  CY20  Vclidated  Feb  87  REV-Ml  17  99 

Mil  C  n,72/3B 

85 

27  Feb 

87 

ER 

EC 

85 

ES 

*  OIICE  1 

5910 

Copocitor,  Fixed,  Ceromic  Dielectric  (Generol  Purpose)  Estoblished  Reliobiiity. 

Mll-C-39014. 24A 

ER 

06  Aug 

85 

ER 

EC 

85 

Style  CKR03  USER-AT  AV  ME  MC  19  REV-Ml  AR  17  85  ES 

L 

5910 

Copocitor,  Fixed,  Feed  Through,  Electromagnetic  Interference  Suppression,  Ac 

MILC-83439/3A 

85 

27  Mar 

84 

85 

And  Dc  (Hermelicoll/  Sealed  In  Melol  Coses)  REV-1 1  99  ES 


420 


FSC  LISTING 


DOCUMENT 


FSC 

TITIE 

NUMBER 

PREP 

DATE 

CUSTODIAN 

5910 

Copacitor,  Fixed,  EIcctrol/tic  (Aluminum  Oxide)  (Poiorized),  Non^esiablished 

MIL-C-39018/)D 

EC 

23  Jun 

82 

ER 

EC 

85 

Reltabilil/,  And  Established  Reliability  Styles  CU12  (Umnsuloled),  CU13 
(Insulated)  And  CUR  13  (Insulated)  USER-OS  CG  MC  AS  19  REV>AV  SH  17 

99  ES 

5910 

Capacitor,  Fixed,  Electrglytic  (Aluminum  Oxide)  (Nonpolorized),  Styles  CU14 
(Uninsulated)  And  CU15  (Insulated)  USER-MC  CG  AS  OS  19  REV-SH  17  99 

ES 

Capacitor,  Fixed,  Feed  Through,  Electromagnetic  Interference  Suppression, 

MII-C-39018/2B  (1) 

EC 

26  Dec 

78 

ER 

EC 

85 

5910 

MIL-C-83439/4  (2) 

85 

27  Feb 

87 

85 

(Hermeticolly  Seated  In  Metallic  Cases)  REV-11  99  ES 

NOTICE  1 

5910 

Capacitor,  Fixed,  Ceramic  Dielectric  (Generol  Purpose)  Estoblished  Reliability 

Mll.C.39014/25  (1) 

ER 

06  Aug 

85 

ER 

EC 

85 

Styles  CKR25,  CKR26,  &  CKR27  USER-AT  AV  ME  MC  19  REV-AR  Ml  EC  17 

85  ES 

5910 

Copacilor,  Fixed,  Glass  Dielectric,  Style  CY30  Validated  Feb  87  REV-MI  17  99 

MIL-C-1 1272/48 

85 

27  Feb 

87 

ER 

EC 

85 

ES 

NOTICE  1 

5910 

Copocitor,  Fixed,  Ceramic  Dielectric  (General  Purpose),  Estoblished  Reliobility, 

MIL-C-39014/1E 

ER 

19  Jul 

88 

ER 

EC 

85 

NA 

Style  CKR05,  NATO  Type  Designolion  NCC61  USER-ME  AT  MC  19  REV-MI 

AR  AV  TD  17  85  99  ES 

5910 

Copocitor,  Fixed,  Electrolytic  (Alumium  Oxide)  (Polortzed),  Non-estoblished 

MII-C-39018/3D  (1) 

EC 

25  Mor 

81 

ER 

EC 

85 

Reliability  And  Estoblished  Reliobility,  Styles  CU16  (Uninsuloted),  CU17 
(Insuloted),  And  CUR17  (Insulated)  USER-AS  OS  CG  MC  19  REV-AV  SH  17 

99  85  ES 

5910 

Copocitor,  Fixed,  Glass  Dielectric,  Style  CY12  Validated  Feb  87  REV-MI  17  99 

MIL.C-n272/5B 

85 

27  Feb 

87 

ER 

EC 

85 

ES 

NOTICE  1 

5910 

Copocitor,  Fixed,  Electrolytic  (Aluminum  Oxide)  (Polortzed),  Non-estoblished 

MII.C-39010/4B  (2) 

EC 

24  Feb 

82 

ER 

EC 

85 

Reliability,  And  Established  Reliability  Style  CU71  (Insulated)  And  CUR71 
(Insulated)  USER-CG  MC  AS  OS  19  REV-AV  SH  17  85  99  ES 

INT  AMD  2  (El) 

5910 

Copocitor,  Fixed,  Ceramic  Dielectric  (Generol  Purpose),  Estoblished  Reliobility, 

MIL-C.39014/3D  (1) 

ER 

06  Aug 

85 

ER 

EC 

85 

NA 

Style  CKR07  Validated  Feb  85  USER-ME  AV  AT  MC  19  REV-MI  AR  TD  17 

85  11  99  ES 

5910 

Copocitor,  Fixed,  Glass  Dielectric,  Style  CY13  Validated  Feb  87  REV-MI  17  99 

M1L-C.n272/6A 

85 

27  Feb 

87 

ER 

EC 

85 

ES 

NOTICE  1 

5910 

Copocitor,  Fixed,  Ceramic  Dielectric  (General  Purpose),  Estoblished  Reliobility, 

MIL-C-39014/5E  (3) 

ER 

06  Aug 

85 

ER 

EC 

85 

NA 

Styles  CKRII,  CKR13,  CKRU,  CKR15  And  CKR16  USER-ME  AT  MC  19 

REV-MI  AR  AV  85  17  ES 

5910 

Copocitor,  Fixed,  Ceromic  Dielectric  (Generol  Purpose),  Estoblished  Reliobility, 

Style  CKR13  Validated  Feb  85  USER-AT  ME  AV  MC  19  REV-MI  AR  17  85  99 

ES 

Copocitor,  Fixed,  Gloss  Dielectric,  Style  CY16  Validated  Feb  87  REV-MI  17  99 

MII-C-39014/6B  (1) 

ER 

13  Jun 

78 

ER 

EC 

85 

NA 

5910 

Mll-C.)  1272/78 

85 

27  Feb 

87 

ER 

EC 

85 

ES 

NOTICE  1 

5910 

Copocitor,  Fixed,  Ceromic  Dielectric  (General  Purpose),  Estoblished  Reliobility, 

MIL.C.39014/)3B  (1) 

ER 

06  Aug 

85 

ER 

EC 

85 

NA 

Styles  CKR20,  CKR17,  And  CKR18  USER-AT  ME  AV  MC  19  REV-MI  AR  EC 

17  85  99  ES 

5910 

Copocitor,  Fixed,  Ceromic  Dielectric,  (Generol  Purpose),  Estoblished  Reliobility 

MIL-C-39014/)6A 

EC 

14  Sep 

84 

ER 

EC 

85 

NA 

Style  CKR75  (feedthrough)  USER-AS  MC  SH  REV-OS  TO  ES 

5910 

Copocitor,  Fixed,  Gloss  Dielectric,  Style  CY17  Vclldated  Feb  87  REV-MI  17  99 

MII-C-H272/8A 

85 

27  Feb 

87 

ER 

EC 

85 

ES 

NOTICE  1 

5910 

Capacitor,  Fixed,  Ceromic  Dielectric,  (General  Purpose),  Estoblished  Reliobility 

Mll-C.390)4/)7A 

EC 

14  Sep 

84 

ER 

EC 

85 

NA 

Style  CKR82  (StondoH)  USER-AS  MC  SH  REV-OS  ES 

5910 

Capacitor,  Fixed,  Ceromic  Dielectric,  (General  Purpose),  Estoblished  Reliability 

MIL.C-390)4/I8A 

EC 

14  Sep 

84 

ER 

EC 

85 

NA 

Style  CKR76  (Feedthrough)  USER-MC  AS  SH  REV-MI  OS  ES 

5910 

Copocitor,  Fixed,  Gloss  Dielectric,  Style  CY21  Validated  Feb  87  REV-MI  17  99 

Mll-C-1 1272/98 

85 

27  Feb 

87 

ER 

EC 

85 

ES 

NOTICE  1 

5910 

Capacitor,  Fixed,  Ceramic  Dielectric,  (Generol  Purpose),  Estoblished  Reliobility 

MIL.C-39014/19A 

EC 

14  Sep 

84 

ER 

EC 

85 

NA 

Style  CKR83  (Stanoff)  USER-MC  SH  AS  REV-AR  OS  TD  ES 

5910 

Copocitor,  Fixed,  Ceramic  Dielectric  (Generol  Purpose)  Estoblished  Reliobility, 

M11-C.39014D  (1) 

ER 

03  Sep 

86 

ER 

EC 

85 

NA 

General  Specification  For  USER-ME  AT  AV  MC  19  REV-AR  Ml  17  85  99  ES 

SUPP  1 

5910 

Copocitor,  Fixed,  Gloss  Dielectric,  Style  CY31  Validated  Feb  67  REV^M  17  99 

MIL-C.n272/nA 

85 

27  Feb 

87 

ER 

EC 

85 

ES 

NOTICE  1 

5910 

Copocitor,  Fixed,  Metollized-poper,  Paper  Plostic  Film,  Or-plostic  Film  Dielectric, 

MIL.C-39022/)C  (3) 

EC 

20  Jul 

83 

ER 

EC 

n 

Direct  Current,  (Hermeticolly  Seoled  In  Metol  Coses),  Estoblished  Reliobility, 

Style  CH09  (Insulated)  USER-CG  MC  AS  OS  SH  19  REV-AR  17  99  ES 

5910 

Copocitor,  Fixed,  Metollized,  Poper  Plost-c  Film  Dielectric,  Direct  Current, 

MII.C.39022/2C  (3) 

EC 

15  Jul 

85 

ER 

EC 

85 

(Hermeticolly  Seoled  In  Metol  Coses),  Estoblished  Reliobility,  Style  CHR19 
(Insuloted)  USER-MC  AS  OS  CG  SH  19  REV-AR  17  99  ES 

5910 

Capacitor,  Fixed,  Closs  Dielectric,  Style  CY32  Validated  Feb  87  REV-MI  17  99 

MIL-C-l  1272/128 

85 

27  Feb 

87 

ER 

EC 

85 

ES 

NOTICE  1 

5910 

Copocitor,  Fixed,  Metollized,  Poper  Plastic  Film  Dielectric,  Direct  Current, 

MII-C.39022/4A  (3) 

85 

03  Jun 

83 

85 

(Hermeticolly  Sealed  In  Metol  Coses),  Estoblished  Reliobility,  Style  CHR29 
(Insulated) 

5910 

CcpoCltor,  FtA^d,  rioslK  DitrlevliK  (AteloiilieJ  rlusll^  rilni),  Alfernoting  Current 

MII-C-39022/7C  (i) 

EC 

28  Jon 

85 

ER 

EC 

85 

(Rms)  (Hermetically  Seoled  In  Metol  Coses),  Estoblished  Reliobility,  Style 

CHR49  (Uninsulated)  USER-AS  OS  MC  CG  SH  19  REV-AR  17  99  ES 

5910 

Copocitor,  Fixed,  Gloss  Dielectric,  Styles  CY06  &  CY06  TX  REV-19  17  99  1 1 

ES 

Copocitor,  Fixed,  Electrolytic  (Aluminum  Oxide)  (Poforized),  Established 

Mll-C-1 1272/13A  (3) 

85 

18  Moy 

84 

85 

5910 

MII-C.39018/6A 

EC 

02  Oct 

81 

ER 

EC 

85 

Reliobility,  Style  CUR91  (Insulated)  USER-AS  MC  OS  CG  19  REV-SH  17  99 

85  ES 

5910 

Copocitor,  Fixed,  Electrolytic  (Aluminum  Oxide)  (Poforized),  (Four-termmol), 

Mll-C-39018/7  (2) 

EC 

28  Jul 

88 

ER 

EC 

85 

Established  Reliobility  Style  CUR  19  (Insuloted)  Validated  Jut  88  USER-AS  MC 

OS  CG  19  REV-SH  99  17  85  ES 

NOTICE  1 

5910 

Copocitor,  Fixed,  Gloss  Dielectric,  Styles  CY07  &  CY07  TX  REV-19  17  99  11 

MIL-C-l  1272/14A  (3) 

85 

18  May  84 

85 

ES 
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5910  Capacitor,  Fixed,  Electrolytic  Aluminum  Oxide),  (Polorized),  Non  Eilablished  MIL-C-39018/8  (1)  EC  14  Mor  83  ER  EC  85 

Reliobility  &  Estoblitbed  Rcliobilit/,  Styles  CUOl  (Insulated)  &  CUROl 
(Insuloted)  USER-OS  MC  CG  AS  19  REV-SH  99  85  17  ES 

Q  5910  Copocitor,  Fixed,  Metallized,  Paper-plastic  Film,  Or  Plastic  Film  Dielectric,  Direct  MIL-C-39022D  (5)  EC  16  Feb  84  ER  EC  85 
&  Alternating  Current,  (Hermetically  Seoled  In  Metol  Cases),  Estoblished  SUPP  32 

Reliability  USER-MC  AS  OS  CG  SH  19  REV-AR  85  11  99  ES 

L  5910  Copocitor,  Fixed,  Gloss  Dielectric,  Styles  CY08  &  CY08  TX  REV.17  19  99  11  MIL-C-11272/15A  (3)  85  18  Moy  84  85 

ES 

5910  Capacitor,  Fixed,  Electrolytic  (Nonsolid  Electrolyte),  Tantalum,  (Polarized,  MIL-C-39006/27  85  12  Aug  86  85 

Sintered  Slug),  85  Deg,  C  (Voltoge  Deroted  To  125  Deg,  C),  Estoblisbed 
Reliability,  Style  CIR79 

L  5910  Capocilor,  Fixed,  Gloss  Dielectric,  Styles  CV81  And  CY82  REV.99  ES .  MIL-C-11272/16A  (1)  85  27  Feb  87  85 

NOTICE  1 

5910  Capacitor,  Fixed,  Electrolytic,  Double  Layer,  Carbon,  (Nonpolorized),  Style  DOD-C-29501/1  EC  09  Jun  86  ER  EC  11 

DLOl  (Metric)  USER-AS  CG  MC  OS  19  REV-AV  SH  17  85  99  ES 

L  5910  Copocitor,  Fixed,  Gloss  Dielectric,  Styles  CY83  And  CY84  REV.99  ES .  MIL-C-11272/17A  (1)  85  27  Feb  87  85 

NOTICE  1 

5910  Copocitor,  Fixed,  Eleclrotylie,  Double  Loyer,  Carbon,  (Polotized),slylc  DL02  DOD-C.29501/2  EC  09  Jon  86  ER  EC  11 

(Metric)  USER-MI  AS  CG  MS  OS  19  REV-AV  SH  17  85  99  ES 

L  5910  Copocitor,  Fixed,  Gloss  Dielectric,  Styles  CY85,  CY86,  CY87,  CY88,  And  CY89  MIL  C.11272/18C  (2)  35  27  Feb  87  85 

REV.99  ES  NOTICE  1 

5910  Copocitor,  Fixed,  Electrolytic,  Double  Layer,  Corbon,  (Polorized)  Style  DL03  DOD-C-29501/3  EC  09  Jun  86  ER  EC  11 

(Metric)  USER-MI  AS  CG  MC  OS  19  REV-AV  SH  17  85  99  ES 

5910  Copocitor,  Fixed,  Mica  Dielectric,  Button  Style  (StondoH)  Style  CB21  USER-AS  MIL  C-10950/2D  (1)  EC  05  Oct  87  ER  EC  85 

CG  OS  1 1  REV-AR  17  99  ES 

5910  Capacitor,  Fixed,  Electrolytic  (Nonsolid  Electrolyte),  Tontolum,  (Polorized,  High  MIL-C-39006/16A  (?)  EC  10  Moy  85  ER  EC  85 
Etched  Foil),  85  Degrees  C  (Voltoge  Derated  To  125  Degrees  C),  Estoblished 
Reliobility,  Stylo  C1R71  USER-OS  AS  19  REV-AR  17  99  85  11  ES 

5910  Copocitor,  Fixed,  Ceramic  Dielectric  (Generol  Purpose),  Style  CK63  USER-AS  MIL-C-11015/12E  (1)  EC  14  Jon  86  EREC  85 

SH  19  REV-MI  OS  11  17  99  ES 

5910  Capacitor,  Fixed,  Electrolytic  (Nonsolid  Electrolyte),  Tontolum,  (Nonpolarized,  MIL-C-39006/17A  (5)  EC  03  Sep  82  ER  EC  85 

High  Etched  Foil),  85  Deg.  C  (Voltoge  Derated  To  125  Deg.  C),  Estoblished 
Reliobility,  Style  CLR73  USER-OS  MC  AS  19  REV-AR  17  99  85  ES 

5910  Copocitor,  Fixed,  Ceromic  Dielectric  (General  Purpose)  (Feed-thru),  Style  CK70  MIL-C-11015/13D  EC  03  May  84  ER  EC  85 

USER-MC  19  REV-MI  17  11  99  ES 

5910  Capacitor,  Fixed,  Electrolytic  (Solid  Electrolyte),  Tontolum,  (Nonpolarized,  MIL-C-39003/4C  (3)  EC  03  Apr  87  ER  EC  85 

Sintered  Slug),  Estoblished  Reliability,  Style  CSR91  USER-AS  OS  MC  19  11 
REV-SH  17  99  ES 

5910  Copocitor,  Fixed,  Ceromic  Dielectric  (Generol  Purpose)  (Stond-oli),  Style  CK80  Mll-C-)1015/)4C  EC  02  Mor  87  ER  EC  85 

Vclidaled  Mcr  87  USER-MC  19  REV-MI  1 1  17  99  ES  NOTICE  1 

5910  Copocitor,  Fixed,  Electrolytic  (Solid  Electrolyte),  Tontolum,  (Polorized,  Sintered  MIL-C-39003/6A  (3)  EC  03  Apr  87  ER  EC  85 

Slug),  Estoblished  Reliobility,  Style  CSR33  USER-AS  MC  19  11  REV-SH  OS 
17  99  ES 

5910  Copocitor,  Fixed,  Ceromic  Dielectric  (Generol  Purpose)  (Stond-olf),  Style  CK61  MIL-C-11015/15C  EC  02  Mor  87  ER  EC  85 

Vairdaled  Mar  87  USER-MC  REV-MI  1 1  99  ES  NOTICE  1 

5910  Capacitor,  Fixed,  Electrolytic  (Solid  Electrolyte)  Tontolum  Polorized  Sintered  MIL-C-39003/9B  (2)  85  03  Apr  87  ER  EC  85 

Slug,  High  Frequency,  Established  Reliobility,  Style  CSR  21  USER-MC  AS  19 
11  REV-SH  OS  99  17  ES 

5910  Capacitor,  Fixed,  Ceramic  Dielectric  (Generol  Purpose),  Style  CK05  Vo/ido/e<J  MIL-C-11015/18D  EC  28  Sep  70  ER  EC  85 

Apr  83  USER-MC  19  REV-MI  11  17  99  ES 

5910  Copocitor,  Fixed,  Electrolytic  (Solid  Electrolyte),  Tontolum,  (Polorized,  Sintered  MIL-C-39003/10  (2)  85  10  Apr  87  ER  EC  85 

Slug),  Established  Reliobility,  Styles  CSS  13  &  CSS33  (High  Reliobility 
Applicotions)  USER-AS  OS  MC  REV-SH  11  17  85  99  ES 

5910  Copocitor,  Fixed,  Ceramic  Dielectric  (General  Purpose),  Style  CK06  Vo/rVoteiJ  MIL-C-11015/19D  EC  28  Sep  70  ER  EC  85 

Apr  83  USER-MC  19  REV-MI  AR  EA  17  1 1  99  ES 

5910  Capacitor,  Fixed,  Ceramic  Dielectric  (Generol  Purpose).  Styles  CK12,  CK)3,  MIL  C-)1015/20C  (2)  EC  14  Jul  83  ER  EC  85 

CK14,  CK15,  And  CK16  (Inoctive  For  Design  Use  MIL.C-3901475)  USER-MC 
19  REV-MI  SH  OS  AS  17  99  ES 

5910  Copocitor,  Fixed  Ceramic  Dielectric  (Generol  Purpose),  Styles  CK64,  CK65,  MIL-C-1 1015/21E  (1)  EC  14  Jon  86  ER  EC  85 

CK66,  Ck  67,  CK68,  And  CK69  USER-AS  SH  19  REV-MI  OS  17  11  99  ES 

5910  Copocitor,  Fixed,  Ceromic  Dielectric  (Generol  Purpose),  (Feed  Thru),  Style  MIL-C-1 1015/23C  EC  28  Jul  88  ER  EC  85 

CK72  Validated  Jut  88  USER-MC  19  REV-MI  SH  OS  AS  17  99  ES  NOTICE  1 

5910  Copocitor,  Fixed,  Ceromic  Dielectric  (Generol  Purpose),  Styles  CK4I,  CK42,  MIL-C-1 1015/24E  (2)  EC  03  Oct  88  ER  EC  85 

CK43,  CK50,  CK51,  CK52,  CK53,  CK54  And  CK55  USER-AS  19  REV-MI  OS 
17  11  99  ES 

L  5910  Copocitor,  Fixed,  Ceramic  Dielectric  (Generol  Purpose),  (Feed  Thru)  Style  CK99  MIL-C-1 1015/32  85  15  Nov  77  85 

Validated  May  84 

5910  Copocitor,  Fixed,  Ceromic  Dielectric  (General  Purpose),  Styles  CK18  And  CK19  MIL-C-1 1015/26B  EC  28  Sop  70  ER  EC  85 

Validated  Apr  S3  USER  -MC  19  REV-.M!  17  99  ES 

5910  Copocitor,  Fixed,  Mico  Dielectric,  Button  Style  (StondoH)  Style  CB31  USER-OS  MIL-C-109S0/3E  (1)  EC  05  Oct  87  ER  EC  85 

AS  CG  11  REV-AR  17  99  ES 


5910  Copocitor,  Fixed,  Mico  Dielectric,  Button  Style  (Feedthru)  Style  C650  USER-CG  MIL.C-10950, 4D  (1)  EC  05  Oct  87  ER  EC  85 

OS  AS  REV-AR  SH  17  99  ES 

5910  Copocitor,  Fixed,  Mico  Dielectric,  Button  Style  (Feedthru,  Hermetic  Seol)  Styles  MIL-C-t0950,'7C  (1)  EC  05  Oct  87  ER  EC  85 
CB60,  CB61,  And  CB62  USER-OS  CG  AS  REV-AR  SH  17  11  99  ES 

5910  Copocitor,  Fixed,  Mica  Dielectric,  Button  Style  (Feedthru,  Hermetic  Seol)  Styles  MIL-C-10950/8C  (1)  EC  05  Oct  87  ER  EC  85 

CB55,  CB56,  And  CB57  USER-CG  AS  OS  11  REV-AR  SH  17  99  ES 

5910  Copocitor,  Fixed,  Mico  Dielectric,  Button  Style  (StondoH,  Hermetic  Seol)  Styles  MIL-C-10950/9C  (1)  EC  05  Oct  87  ER  EC  85 

CB65,  CB66,  And  CB67  USER-CG  OS  AS  REV-AR  SH  17  II  99  ES 

5910  Copocitor,  Fixed,  Ceromic  Dielectric  (Temperoture  Compensating),  Estoblished  MIL-C-20/31A  (1)  85  23  Oct  78  ER  EC  85 

And  Non  Estoblished  Reliobility,  Stylos  CCR79  And  CC79  Validated  Mar  85 
USER-SH  AS  MC  REV-OS  99  ES 
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Q 

5910 

Copocitor,  Fixed,  Etectrotytic  (Nonsolid  Electrolyte),  Tonioium,  Generol 

MII.C-3965F  (1) 

85 

27  Feb 

87 

ER 

EC 

85 

Specificotion  For  REV-AR  Ml  SH  17  99  ES 

SUPP  1 

INI  AMD  2  (85) 

5910 

Copocitor,  Fixed,  Electrolytic  (Nonsolid  Electrolyte),  Tontolum,  (Nonpolarized, 

MIL-C-3965.  lOH  (1) 

85 

17  Jon 

85 

ER 

EC 

85 

Plain  Foil)  -  85  Deg.  C.  (Voltoge  Dcrolcd  To  125  Oeg.  C),  Style  C152 

USER.MC  AS  OS  19  REV-AR  SH  17  11  99  ES 

5910 

Copocitor,  Fixed,  Electrolytic  (Nonsolid  Electrolyte),  Tontolum,  (Potorized, 

Mll  C-3965/nH  (1) 

85 

17  Jon 

85 

ER 

EC 

85 

Etched  Foil)  >  85  Deg.  C,  (Voltage  Derated  To  125  Deg.  C.),  Style  CL53 
USER-MC  AS  OS  19  REV-AR  SH  17  11  99  ES 

5910 

Copocitor,  Fixed,  Electrolytic  (Nonsolid  Electrolyte},  Tontolum,  (Nonpolorized, 

MIL.C-3965/  12H  (1) 

85 

17  ion 

85 

ER 

EC 

85 

Etched  Foil)  •  85  Deg.  C.  (Voltage  Derated  To  125  Deg.  C.).  Style  C154 
USER-MC  OS  AS  19  REV-AR  17  11  99  ES 

5910 

Capacitor,  Fixed,  Electrolytic  (Nonsolid  Electrolyte),  Torstolum,  (Polarized,  Plain 

MIL  C-3965/15D  (1) 

85 

13  Jon 

89 

ER 

EC 

85 

Foil)  •  85  Degrees  C  (Voltoge  Deroted  To  125  Degrees  C),  Styles  Ct30  And 

CL31  (Inoctive  Use  Mll-C-39006/3)  Validated  Jan  89  USER-MC  AS  OS  19 
REV-aR  SH  EC  17  11  99  80  ES 

NOTICE  1 

5910 

Copocitor,  Fixed,  Electrolytic  (Nonsolid  Electrolyte),  Tontolum,  (Nonpolarized, 

MIL-C-3945/I6D 

85 

27  Feb 

87 

ER 

EC 

85 

Ploin  Foil)  -  85  Degree^  C  (Voltoge  Deroted  To  125  Degrees  C),  Styles  Cl32 

And  C133  (Inoclire  Use  MIL-C.3900A/4)  RcV-MI  AR  SH  17  99  ES 

NOTICE  1 

5910 

Copocitor,  Fixed,  Electrolytic  (Nonsolid  Electrolyte),  Tontolum,  (Polarized, 

MIL-C-3965/ 17E 

85 

27  Feb 

87 

ER 

EC 

85 

Etched  Foil)  -  85  Deg.  C  (Voltage  Derated  To  125  Oeg.  C),  Styles  CL20  And 
C121  (Inactive  Use  MIL-C-39006/1)  REV-MI  AR  SH  17  99  ES 

NOTICE  I 

5910 

Copocitor,  Fixed,  Electrolytic  (Nonsolid  Electrolyte),  Tontolum,  (Nonpolarized, 

MIL-C-3965/18E 

85 

27  Feb 

87 

ER 

EC 

85 

Etched  Foil)  -  85  Degrees  C  (Voltoge  Derated  To  125  Degrees  C),  Styles 

CL22  And  CL23  (Inoctive  Use  MIL-C-39006/2)  USER-SH  REV-MI  AR  17  99  ES 

NOTICE  1 

5910 

Copocitor,  Fixed,  Electrolytic  (NONSOLID  Electrolyte),  Tontolum,  (Potorized, 

MIL-C-3965/  19E  (2) 

85 

27  Feb 

87 

ER 

EC 

85 

Sintered  Slug)  -  85  Deg.  C  (Voltage  Derated  To  125  Deg.  C),  Styles  CL17 

And  CL18  REV-AR  Ml  17  99  ES 

NOTICE  1 

5910 

Copocitor,  Fixed,  Electrolytic  (Nonsolid  Electrolyte),  Tontolum,  Polortzed, 

MIL-C-3965/20E  (1) 

85 

27  Feb 

87 

ER 

EC 

85 

Sintered  Stug(  >  85  Degrees  C  (Voltoge  Derated  To  125  Degrees  C),  Styles 

CLIO  And  CL13  (Inactive  Use  MIL-C-39006/18)  REV-MI  SH  17  99  ES 

NOTICE  1 

5910 

Copocitor,  Fixed,  Electrolytic  (Nonsolid  Electrolyte),  Tontolum,  (Polarized, 

MIL-C-3965/21E 

85 

08  Jun 

72 

ER 

EC 

85 

Sintered  Slug)  ■  85  Deg.  C.  (Voltage  Derated  To  125  Deg.  C.),  Style  Cl55 
Validated  Feb  87  REV-AR  Ml  SH  \7  99  ES 

NOTICE  1 

5910 

Copocitor,  Fixed,  Electrolytic  (Nonsolid  Electrolyte),  Tontolum,  (Polorized,  High 

MIL-C-3965/22B  (1) 

85 

27  Feb 

87 

ER 

EC 

85 

Etched  Foil)  >  85  Degrees  C  (Voltoge  Deroted  To  125  Degrees  C),  Styles 

CL70  And  CL71  (Inactive  Use  MIL.C.39005/16)  REV-MI  SH  17  99  ES 

NOTICE  1 

5910 

Copocitor,  Fixed,  Electrolytic  (Nonsolid  Electrolyte),  Tontolum,  (Nonpolorized, 

MIL-C-3965/23B  (1) 

85 

27  Feb 

87 

ER 

EC 

85 

High  Etched  Foil)  -  85  Oeg.  C  (Voltage  Deroted  To  125  Oeg.  C),  Styles  C172 
And  C173  (Inactive  Use  MIL-C-39006/17)  REV-MI  AR  SH  17  99  ES 

5910 

Capacitor,  Fixed,  Electrolytic  (Nonsolid  Electrolyte),  Tontolum,  (Potorized, 

MIL-C-3965/24A  (1) 

85 

13  Jon 

89 

ER 

EC 

85 

Sintered  Slug)  -  85  Degrees  C  (Voltage  Derated  To  125  Degrees  C),  Styles 

CL65  And  Cl  67  (Use  MIL-C-39006/9)  Validated  Jan  89  USER-ME  MC  19 
REV-AR  mi  os  SH  17  1199  ES 

NOTICE  1 

5910 

Copocitor,  Fixed,  Electrolytic  (Nonsolid  Electrolyte),  Tontolum  (Polorized, 

MIL-C-3965/ IH  (1) 

85 

27  Feb 

87 

ER 

EC 

85 

Sintered  SIUG)>8S  Oeg.  C  (Voltoge  Derated  To  125  Deg,  C)  Styles  CL14 

And  CLI6  REV-MI  AR  SH  17  99  ES 

NOTICE  I 

5910 

Copocitor,  Fixed,  Electrolytic  (Nonsolid  Electrolyte),  Tontolum,  (Polorized,  Ploin 

MIL-C-3965/9H  (1) 

85 

17  Jon 

85 

ER 

EC 

85 

Foil)  -  85  Oeg.  C.  (Voltoge  Deroted  To  125  Deg.  C.),  Style  C151  USER-MC 

AS  OS  19  REV-MI  SH  17  11  99  ES 

5910 

Copocitor,  Fixed,  Ceramic  Dielectric  (Temperature  Compensoting),  Estoblished 

MIL-C-20/45 

85 

02  Apr 

86 

ER 

EC 

85 

And  Non  Estoblished  Reliobiliiy,  Styles  CCR56  And  CC56  Validated  Apr  86 
USER-MC  SH  AS  REV-OS  85  ES 

NOTICE 

O  L 

5910 

Copocitor,  Fixed,  Ceromie  Dielectric,  (Temperoture  Siobte  &  Gencroi  Purpose), 

MIL-C  123A  (2) 

NA 

03  Sep 

85 

19 

NA 

High  Reliability,  Generol  Specificotion  For  REV.ER  EC  11  ES 

1 

5910 

Capacitor,  Fixed,  Ceromie  Dielectric,  (Temperoture  Stoble  &  Generol  Purpose), 

MIL-C-123/1A  (1) 

NA 

09  Apr 

84 

19 

NA 

High  Rellobility,  Leaded,  Style  CKS05  REV-ER  EC  11  ES 

L 

5910 

Copocitor,  Fixed,  Ceramic  Dielectric,  (Temperature  Stobfe  &  Generol  Purpose), 

MIL-C.I23/2B 

NA 

25  Feb 

87 

19 

NA 

High  Rellobility,  Leaded,  Style  CKS06  REV-ER  EC  11  ES 

L 

5910 

Capacitor,  Fixed,  Ceramic  Dielectric,  (Temperoture  Siobte  &  Generol  Purpose), 

MIL-C-123/3B 

NA 

17  Mor 

88 

19 

NA 

High  Reliability,  leoded,  Style  CKS07  REV-ER  EC  11  ES 

E 

5910 

Capacitor,  Fixed.  Ceromie  Dielectric,  (Temperature  Sfoble  &  Generol  Purpose), 

MIL-C-123/4A 

NA 

10  Aug 

82 

19 

NA 

High  Reliability,  leaded.  Style  CK511  REV-ER  EC  11  ES 

1 

5910 

Copocitor,  Fixed,  Ceromie  Dielectric,  (Temperoture  Stoble  &  Generol  Purpose), 

MIL-C-123/5 

NA 

13  Mar 

81 

High  Reliobiliiy,  Leaded,  Style  CKS12  REV-ER  EC  19  11  ES 

1 

5910 

Copocitor,  Fixed,  Ceramic  Dielectric,  (Temperature  Stoble  &  Generol  Purpose), 

MIL-C-123/6A  (1) 

NA 

09  Apr 

84 

19 

NA 

High  Reliobility,  leaded.  Style  CKS14  REV-ER  EC  11  ES 

5910 

Copocitor,  Fixed  Electrolytic  (DC  Aluminum,  Dry  Electrolytic,  Polorized)  Styles 

MIL-C-62/1B  (2) 

ER 

21  Mar 

79 

ER 

EC 

85 

CEIO  &  CEll  USER-AV  ME  AT  MC  19  REV-MI  AR  OS  AS  17  85  ES 

NOTICE  I 

1 

5910 

Cspccitc.',  Fired,  Ce.'c.mie  Die'ecfrie,  (Terpe'etere  Stable  £.  Gc.':erc!  Purpose), 

MIL  C  123 '7A 

NA 

10  Aug 

82 

19 

NA 

High  Reliobility,  leoded,  Style  CKS15  REV-ER  EC  11  ES 

1 

5910 

Copocitor,  Fixed,  Ceramic  Dielectric,  (Temperoture  Stoble  &  Generol  Purpose), 

MIL-C.I23/8 

NA 

13  Mar 

81 

High  Reliobility,  leoded.  Style  CKS16  REV-ER  EC  19  11  ES 

5910 

Copocitor,  Fixed,  Ceromie  Dielectric,  (Temperoture  Stoble  And  Generol 

MIL-C-123/9 

19 

30  Jun 

81 

19 

Purpose),  High  Reliability,  Leaded,  Style  CKS26  REV-ES 

1 

5910 

Copocitor,  Fixed,  Ceromie  Dielectric,  (Temperoture  Stable  &  Generol  Purpose), 

MlL-C-123/10 

NA 

13  Mor 

81 

High  Reliobility,  Nonlcoded,  Style  CKS51  REV-ER  EC  19  11  ES 

1 

5910 

Capacitor,  Fixed,  Ceramic  Dielectric,  (Temperature  Stable  &  Generol  Purpose), 

MIL-C-123/n 

NA 

13  Mor 

81 

High  Reliobility,  Nonlcoded,  Style  CKS52  REV-ER  EC  19  11  ES 

L 

5910 

Capacitor,  Fixed,  Ceramic  Dielectric,  (Temperature  Stoble  &  Generol  Purpose), 

Mll-C-123/12 

NA 

13  Mor 

81 

High  Reliobility,  Nonlcoded,  Style  CKS53  REV-ER  EC  19  11  ES 

L 

5910 

Copocitor,  Fixed,  Ceromie  Dielectric,  (Temperoture  Stoble  &  Generol  Purpose), 

MILC-123/13 

NA 

13  Mor 

81 

High  Reliobilily,  Nonleodcd,  Style  CKSS4  REV-ER  EC  11  19  ES 
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5910 

Capacitor,  Fixed,  Electrolytic  (DC,  Aluminum,  Dry  Electrolyte,  Polorized)  Styles 

Cei2  &  CE13  Validated  Oct  8J  USER-AV  AT  ME  MC  19  REV-MI  AR  OS  AS 

17  85  ES 

MII-C-42/2B  (1) 
NOTICE  1 

ER 

10  May 

73 

ER 

EC 

85 

5910 

Capacitor,  Fixed,  Electrolytic  (DC,  Aluminum,  Dry  Electrolyte,  Polorized)  Styles 

CE41  &  CE44  USER-AT  ME  AV  MC  19  REV-MI  AR  17  85  99  ES 

MIL-C-52/5B  (1) 
NOTICE  1 

ER 

27  Mar 

79 

ER 

EC 

85 

5910 

Capocitor,  Fixed,  Electrolytic  (DC,  Aluminum,  Dry  Electrolyte,  Polarized)  Styles 

CE42  &  CE45  USER-AT  AV  ME  MC  19  REV-MI  AR  OS  AS  17  85  99  ES 

MII-C-62/7B  (1) 
NOTICE  ) 

ER 

27  Mar 

79 

ER 

EC 

85 

5910 

Copocitor,  Fixed,  Electrolytic  (DC,  Aluminum,  Dry  Electrolyte,  Polorized)  Styles 

CE51  &  CE56  Validated  Oct  8J  USER-ME  AT  MC  19  REV-MI  17  85  ES 

MIL-C-62/8C 

NOTICE  1 

ER 

03  Sep 

71 

ER 

EC 

85 

5910 

Copocitor,  Fixed,  Electrolytic  (DC,  Aluminum,  Dry  Electrolyte,  Polorized)  Styles 

CE52  &  CE57  Validated  Oct  81  USER-ME  AT  MC  19  REV-MI  AR  17  85  ES 

MIL-C-62/9C 

NOTICE  1 

ER 

03  Sep 

71 

ER 

EC 

85 

5910 

Capacitor,  Fixed,  Electrolytic  (DC,  Aluminum,  Dry  Electrolyte,  Polarized)  Styles 
CE53  &  CE58  Validated  Oct  81  USER-AV  ME  AT  MC  REV-MI  17  85  ES 

MIL-C-d2/10C 
NOTICE  1 

ER 

03  Sep 

71 

ER 

EC 

85 

5910 

Copocitor,  Fixed  Electrolytic  (DC  Aluminum,  Dry  Electrolytic,  Polarized)  Styles 

CE63  &  CE64  Validated  Oct  81  USER-ME  AV  AT  MC  19  REV-MI  AR  85  17 

ES 

Capacitor,  Fixed,  Electrolytic  (DC,  Aluminum,  Dry  Electrolyte,  Polorized)  Styles 
CE70  &  CE71  Validated  Oct  81  USER-ME  AV  AT  MC  19  REV-MI  AR  OS  17 

85  ES 

MIL-C-62/1 1C 
NOTICE  1 

ER 

19  Dec 

68 

ER 

EC 

85 

5910 

MIL-C-62/12E  (1) 
NOTICE  1 

ER 

22  Apr 

74 

ER 

EC 

85 

5910 

Capacitor,  Fixed,  Electrolytic  (DC,  Aluminum,  Dry  Electrolyte,  Polorized)  Styles 

CE31  &  CE34  USER-AT  ME  AV  MC  19  REV-MI  AR  OS  AS  99  17  85  ES 

MIL-C-62/3B  (1) 
NOTICE  1 

ER 

27  Mar 

79 

ER 

EC 

85 

5910 

Copocitor,  Fixed,  Electrolytic  (DC,  Aluminum,  Dry  Electrolyte,  Polarized)  Style 

CE32  USER-AT  ME  AV  MC  OS  19  REV-MI  AR  AS  17  85  99  ES 

MIL-C-52/4B  (1) 
NOTICE  1 

ER 

27  Mor 

79 

ER 

EC 

85 

5910 

Copocitor,  Fixed,  Electrolytic  (DC,  Aluminum,  Dry  Electrolyte,  Polarized)  Styles 
CE33  &  CE36 

MILC-62/5B  (1) 
NOTICE  1 

ER 

27  Mor 

79 

ER 

EC 

85 

5910 

Copocitor,  Fixed,  Electrolytic  (Oc,  Aluminum,  Dry  Electrolyte,  Polorized), 

General  Specificotion  For  Validated  Aug  87  USER-AT  AV  ME  MC  19  REV-MI 

AR  AS  OS  85  17  99  ES 

MII-C.62D  (2) 

SUPP  1 

ER 

11  Jun 

75 

ER 

EC 

85 

5910 

Copocitor,  Fixed,  Ceramic  Dielectric  (Temperature  Compensating),  Established  & 
Non-estoblished  Reliobilily,  Styles  CCR06  &  CC06  (Inactive  Use  CCROd) 
USER-MC  AS  SH  11  REV-OS  99  ES 

MIL-C-20/34E 

85 

06  May 

88 

ER 

EC 

85 

5910 

Capacitor,  Fixed,  Ceramic  Dielectric  (Temperoture  Compensating)  Estoblished  & 
Non  Estoblished  Reliobilty  Styles  CCR  13  &  CC  13  USER-AS  MC  SH  REV-OS 

99  85  ES 

MIL-C-20/47J 

85 

11  Jun 

84 

ER 

EC 

85 

5910 

Capocitor,  Fixed,  Ceramic  Dielectric  (Temperature  Compensating)  Estoblished  & 
Non  Estoblished  Reliobilty  Styles  CCR  14  &  CC  14  USER-OS  SH  AS  MC 

REV.85  ES 

MIL-C-20/48E  (3) 

85 

27  Aug 

85 

ER 

EC 

85 

5910 

Copocitor,  Fixed,  Ceramic  Dielectric  (Temperature  Compensating),  Established  & 
Non  Estoblished  Reliability,  Styles  CCR15  &  CC15,  CCR19  &  CC19  USER-MC 

SH  AS  REV-OS  85  ES 

MII-C-20/39C  (3) 

85 

06  Jun 

84 

ER 

EC 

85 

5910 

Capocitor,  Fixed,  Ceramic  Dielectric  (Temperoture  Compensoting),  Estoblished  & 
Non  Estoblished  Reliobliity,  Styles  CCR77  &  CC77  USER-AG  SH  MC  REV-OS 

85  ES 

MIL-C.20/29B 

85 

26  Mor 

84 

ER 

EC 

85 

5910 

Copocitor,  Fixed,  Paper  Dielectric,  Direct  Current  (Hermeticoily  Sealed  In 

Metallic  Coses)  Style  CP  91  REV-MI  AR  AS  OS  17  99  ES 

MIL-C-25/15C  (1) 
NOTICE  1 

85 

27  Feb 

87 

ER 

EC 

85 

5910 

Copocitor,  Fixed,  Ceramic  Dielectric  (Temperoture  Compensoting),  Estoblished 

And  Non-estoblished  Reliability,  Generol  Specificotion  For  USER-AS  MC  SH 
REV-OS  99  ES 

M1L.C.20G  (8) 

SUPP  1 

85 

03  Apr 

87 

ER 

EC 

85 

5910 

Capacitor,  Fixed,  Poper-dielectric,  Direct  Current  (Hermeticoily  Seoled  In 

Metollic  Coses),  General  Specificotion  For  USER-MC  19  REV-AR  Ml  AS  OS 

11  17  99  ES 

MII-C-25D  (4) 

SUPP  1A 

85 

14  Jul 

83 

ER 

EC 

85 

5910 

Capocitor,  Fixed,  Poper  Dielectric,  Direct  Current  (Hermeticoily  Seoled  In 

Metallic  Cose),  Styles  CP25,  CP26,  CP27,  CP20  And  CP29  Validated  Jan  89 
USER-19  REV-AR  Ml  ER  AS  EC  OS  17  11  99  ES 

MIL-C-25/2E  (2) 
NOTICE  1 

85 

13  Jon 

89 

ER 

EC 

85 

5910 

Copocitor,  Fixed,  Poper  Dielectric,  Direct  Current  (Hermeticoily  Seoled  In 

Metollic  Coses)  Styles  CP  40  &  CP  41  Validated  Jan  89  USER-ME  MC  19 
REV-AR  Ml  AS  OS  17  99  ES 

MIL-C-25/3E  (1) 
NOTICE  1 

85 

13  Jon 

89 

ER 

EC 

85 

5910 

Capocitor,  Fixed,  Paper  Dielectric,  Direct  Current  (Hermeticoily  Sealed  In 

Metollic  Coses)  Styles  CP  53,  CP  54  &  CP  55  USER-MC  REV-AR  Ml  AS  OS 

17  99  ES 

MIL  C-25/4D  (1) 
NOTICE  1 

85 

27  Feb 

87 

ER 

EC 

85 

5910 

Copocitor,  Fixed,  Paper  Dielectric,  Direct  Current  (Hermeticoily  Seoled  In 

Metollic  Coses)  Styles  CP  67  &  CP  69  USER-19  REV-AR  MI  AS  OS  17  99  ES 

MII-C-25/6C  (1) 
NOTICE  1 

85 

27  Feb 

07 

ER 

EC 

85 

5910 

Copocitor,  Fixed,  Poper  Dielectric,  Direct  Current  (Hermeticoily  Seoled  In 

Metollic  Coses)  Styles  CP  80  REV-MI  AR  AS  OS  17  99  ES 

MII  C-25/12B  (1) 
NOTICE  1 

85 

27  Feb 

87 

ER 

EC 

85 

5910 

Copocitor,  Fixed,  Paper  Dielectric,  Direct  Current  (Hermeticoily  Seoled  In 

Metallic  Coses)  Styles  CP  81  Validated  Jan  89  USER-ME  MC  19  REV-MI  AR 

EC  AS  OS  17  99  11  ES 

MIL-C-25/13B  (1) 
NOTICE  1 

85 

13  Jon 

89 

ER 

EC 

8S 

5910 

Copocitor,  Fixed,  Poper  Dielectric,  Direct  Current  (Hermeticoily  Seoled  In 

Metollic  Coses)  Styles  CP  82  REV-MI  AR  AS  OS  17  99  ES 

MII-C-25/14B  (I) 
NOTICE  1 

85 

27  Feb 

87 

ER 

EC 

85 

5910 

Copocitor,  Fixed,  Ce^orn'C  Oi?lec*'ic  (Temperoture  Comp^nsoflng)  (Uninsuloted), 
Non-estoblished  ReKobility,  Style  CC20  Validated  Apr  86  USER-SH  MC  AS 
REV-OS  85  ES 

MII-C.20/IC 
NOTICE  1 

85 

02  Apr 

86 

ER 

EC 

85 

5910 

Copocitor,  Fixed,  Mico  Dielectric,  Style  CM  85,  CM  86,  &  CM  88  USER-MC 

CG  19  REV-OS  SHAS  n  17  ES 

MIL-C-5/15F  (1) 

EC 

20  Nov 

87 

ER 

EC 

85 

5910 

Copocitor,  Fixed,  Mico  Dielectric,  Style  CM  90,  CM  91,  &  CM  93  USER-MC 

CG  19REV-SH  OS  AS  17  11  85  ES 

MII-C-5/15F  (1) 
NOTICE  1 

EC 

29  Sep 

87 

ER 

EC 

85 

5910 

Capacitor,  Fixed,  Mico  Dielectric,  Style  CM  95  USER-MC  CG  19  REV-SH  OS 

AS  17  11  ES 

MIL.C-5/17F  (1) 

EC 

20  Jon 

87 

ER 

EC 

85 

5910 

Copocitor,  Fixed,  Mica  Dieic^clric,  Style  CM  04,  CM  05,  CM  06,  CM  07,  CM 

08,  CM  09,  CM  11,  CM  12,  &  CM  13  USER-OS  AS  19  REV-SH  OS  AS  17 

11  ES 

Copocitor,  Fixed,  Mico  Dielectric,  Style  CM14  USER-ME  CG  MC  19  REV-OS 

AS  99  17  11  ES 

MIL-C-5/18D  (2) 

EC 

25  May  88 

ER 

EC 

85 

J910 

MIL-C-5/19 

85 

03  Mor 

83 

ER 

EC 

85 
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5910 

Capacitor,  Fixed,  Mica>dietectric,  Generol  Speeificotion  For  USER-ME  CG  MC 

19  REV-EA  MI  AS  OS  17  11  99  ES 

MIL-C-5E  (2) 

SUPP  lA 

85 

03  Mar 

83 

ER 

EC 

85 

5910 

Capoctior,  Fixed,  Mica  Oleleciric,  Style  CM15  Validated  Oct  8J  USER>ME 

REV-MI  11  99ES 

M1L-C-5/1F 

ER 

12  Aug 

65 

ER 

EC 

85 

5910 

Copacito;,  Fixed,  Mice  Dielectric,  Style  CM  20  USER>CG  MC  REV-AS  SH  OS 

11  17  99  ES 

MIL-C-5/2G  (1) 

EC 

20  Nov 

87 

ER 

EC 

85 

5910 

Copacitor,  Fixed,  Mica  Dielectric,  Style  CM  30  USER'MC  CG  19  REV>OS  SH 

AS  11  17  ES 

MIL-C-5/4E  (1) 

EC 

20  Nov 

87 

ER 

EC 

85 

5910 

Copacitor,  Fixed,  Mica  Dielectric,  Style  CM  35  USER'CG  MC  19  REV-OS  SH 

AS  11  17  ES 

MIL-C-5/5G  (1) 

EC 

20  Nov 

87 

EK 

EC 

85 

5910 

Capacitor,  Fixed,  Mica  Dielectric,  Style  CM  45  Validated  Oct  8t  USER*ME  19 

14  REV-ll  17  99  ES 

MIL-C-5/7F 

ER 

12  Aug 

66 

ER 

EC 

85 

5910 

Copocitor,  Fixed,  Mica  Dielectric,  Style  CM  50  Validated  Oct  6t  USER*M£  19 

14  REV.MI  11  17  99  ES 

MIL-C-5/8F 

ER 

12  Aug 

66 

ER 

EC 

85 

5910 

Capacitor,  Fixed,  Mica  Dielectric,  Style  CM  55  Validated  Oct  8J  REV-ll  99  ES 

MII  C-5/9F  (1) 

ER 

16  Mof 

73 

ER 

EC 

85 

5910 

Capacitor,  Fixed,  Mica  Dielectric,  Style  CM  60  Validated  Feb  87  REV-17  99  ES 

MII.C-5/10G 

NOTICE  1 

85 

27  Feb 

87 

ER 

EC 

85 

5910 

Capacitor,  Fixed,  Mica  Dielectric,  Style  CM  65  Validated  Feb  87  USER-ME  MC 

CG  19REV.n  17  99  ES 

Mll-C-5/1  IE 

NOTICE  1 

85 

27  Feb 

87 

ER 

EC 

85 

5910 

Capacitor,  Fixed,  Mica  Dielectric,  Style  CM  70,  CM  71,  &  CM  73  USER-CG 

MC  19  REV-AS  OS  SH  11  17  ES 

MIL  C-5/12F  (1) 

EC 

20  Nov 

87 

ER 

EC 

85 

5910 

Copacitor,  Fixed,  Mice  Dielectric,  Style  CM  75  Validated  Feb  87  REV-17  99  ES 

MIL-C.5/13E 

NOTICE  1 

85 

27  Feb 

87 

ER 

EC 

85 

5910 

Copacitor,  Fixed,  Mica  Dielectric,  Style  CM  80,  CM  81,  &  CM  83  Validated 

Oct  8J  USER-CG  MC  19  REV-OS  11  17  99  ES 

MIL  C-5/14F  (1) 

ER 

25  Aug 

75 

ER 

EC 

85 

5910 

Capacitor,  Fixeed,  Plattic  (Or  Poper  plastic)  Dielectric,  Axiat-wire  Termtool, 

Tubular  (Insulated)  (Hermeticotiy  Seeled  In  Metol  Coses),  Estoblished 

Reliobillly,  Style  CQR09  USER-ME  AT  AV  OS  MC  SH  REV-Ml  AR  AS  TD  17 

11  99  ES 

MII.C-19978/9A  (3) 

85 

20  Jul 

84 

ER 

EC 

85 

5910 

Copacitor,  Pockaging  Of  USER-11  REV-AR  SM  AS  SH  ES . . 

MIL-C-39028B 

EC 

30  Apr 

84 

CR 

EC 

99 

5910 

Copaeitor,  Seleelion  And  Use  Of  USER-CG  SH  WC  19  REV-AR  AS  OS  17  99 

ES 

MIL-STD-198E 

NOTICE  2 

ER 

29  May 

84 

ER 

EC 

85 

5910 

Capacitor,  Vorioble,  Vocuum  Dielectric  Style  CG60  Validated  Apr  64  USER-MC 

AS  OS  19  REV.17  85  ES 

MIL-C-23183/5A 

EC 

07  Apr 

72 

ER 

EC 

85 

5910 

Capacitor,  Vorioble,  Vacuum  Or  Gas  Dielectric  Styles  CG65  And  CG66 

Validated  Apr  84  USER-MC  AS  OS  19  REV-AR  £R  EC  85  17  11  ES 

MIL.C-23183/7B  (1) 

EC 

14  Aug 

78 

ER 

EC 

85 

5910 

Capacitor,  Variable,  Ceromic,  Dielectric,  Style  CV14  REV-17  ES . 

MIL-C-81/2A 

NOTICE  1 

85 

27  Feb 

87 

ER 

EC 

85 

5910 

Copacitor,  Vorioble,  Vacuum  Or  Gas  Dielectric  Style  CG22  Validated  M  88  .... 

Mll-C-23183/22 
NOTICE  1 

EC 

28  Jul 

88 

ER 

EC 

85 

5910 

Capoctior.  Vorioble  (Piston  Type,  Tubulor  Trimmer),  Generol  Specificolion  For 
Validated  Aug  87  USER-MC  CG  REV-OS  AS  ES 

MII-C.14409D  (4) 
SUPP  1 

ER 

22  Apr 

81 

ER 

EC 

84 

5910 

Copocitor,  Vorioble  (Piste'  Type,  Tubulor  Trimmer)  Style  PC35  Validated  Aug 

87  USER-MC  CG  REV-ES 

MII-C-14409/1A 
NOTICE  1 

ER 

09  Jun 

69 

ER 

EC 

85 

5910 

Copacitor,  Vorioble  (Piston  Type,  Tubulor  Trimmer)  Style  PC37  Validated  Aug 

87  USER-CG  MC  REV-AS  OS  ES 

MII-C-14409/3B 
NOTICE  1 

ER 

15  Apr 

75 

ER 

EC 

85 

5910 

Copocitor,  Vorioble  (Piston  Type,  Tubulor  Trimmer)  Style  P38  And  PC48 

Validated  Aug  87  USER-MC  CG  REV-AS  ES 

MII-C.14409/4B 
NOTICE  1 

ER 

05  Oct 

70 

ER 

EC 

85 

5910 

Copocitor,  Variable  (Piston  Type,  Tubular  Trimmer)  Style  PC39  Validated  Aug 

87  USER-CG  MC  REV-AS  ES 

MIL-C.14409/5C 
NOTICE  1 

ER 

15  Mor 

73 

ER 

EC 

85 

5910 

Copacitor,  Vorioble  (Piston  Type,  Tubular  Trimmer)  Style:  PC40,  PC46,  And 

PC50  Validated  Aug  87  USER-MC  CO  REV-ES 

MIL-C-14409/6A 
NOTICE  1 

EK 

09  Jun 

69 

ER 

EC 

85 

5910 

Capacitor,  Vorioble  (Piston  Type,  Tubulor  Trimmer)  Styles  PC41  And  PC51 
Validated  Aug  87  USER-MC  CG  REV-MI  ES 

MILC-14409/7B 
NOTICE  1 

ER 

05  Oct 

70 

ER 

EC 

85 

5910 

Copacitor,  Vorioble  (Piston  Type,  Tubulor  Trimmer)  Styles  PC42  And  PC52 
Validated  Aug  87  USER-MC  CG  REV-ES 

MIL-C-14409/8A 
NOTICE  1 

EP. 

09  Jun 

69 

ER 

EC 

85 

5910 

Copocitor,  Vorioble  (Piston  Type,  Tubular  Trimmer)  Style  PC43  Validated  Aug 

87  USER-MC  CG  REV-AS  ES 

MIL-C-14409/9E 
NOTICE  1 

ER 

11  Moy 

81 

ER 

EC 

85 

5910 

Capoctior,  Vorioble  (Piston  Type,  Tubulor  Trimmer)  Style  PC44  Validated  Oct 

81  USER-MC  CG  REV-ES 

MIL-C-14409/10A 

ER 

09  Jun 

69 

ER 

EC 

85 

5910 

Capoctior,  Vorioble  (Piston  Type,  Tubular  Trimmer)  Style  PC25  Validated  Aug 

88  USER-MC  CG  REV-Ml  EC  ES 

MII-C-I4409/12D 
NOTICE  1 

ER 

17  Aug 

88 

ER 

EC 

85 

5910 

5910 

Copocitor,  Variable  (Piston  Typo,  Tubular  Trimmer)  Style  PC26  Validated  Aug 

88  USER-MC  CG  REV-AS  OS  ES 

Copocitor,  Vorioble  (Piston  Type,  Tubulor  Trimmer),  Styles  PC27,  PC28  And 

PC29  Validated  Oct  86  REV-Ml  ES 

MII-C-14409/13K 
NOTICE  1 
MII-C-14409/14G 
NOTICE  1 

ER 

85 

17  Aug 

10  Oct 

88 

86 

ER 

EC 

85 

85 

5910 

5910 

Copacitor,  Vorioble  (Piston  Type,  Tubulor  Trimmer)  Styles  PC30,  PC32,  And 

PC34  Validated  Aug  88  USER-MC  CG  REV-AS  OS  ES 

Copocitor,  Vorioble  (Piston  Type,  Tubular  Trimmer)  Styles  PC21,  PC22,  PC23, 

And  PC24 

MIL-C-14409/15F 
NOTICE  1 

MIL-C-14409/16C  (1) 
NOTICE  1 

ER 

11 

17  Aug 

27  Feb 

88 

87 

ER 

EC 

85 

85 

5910 

Copocitor,  Vorioble,  Ceromic  Dielectric,  Style  CV98  USER-l?  REV-1 1  17  80  99 

ES 

Capacitor,  Vorioble,  Ceromic  Dielectric,  Style  CV99  USER-19  REV-Il  17  80  99 

ES 

Copocitor,  Vorioble,  Ceromic  Dielectric,  Style  CV97  USER-19  REV-11  17  80  99 

ES 

Copocitor,  Vorioble,  Air  Dielectric  (Trimmer),  Generol  Specification  For 

Validated  Oct  81  USER-MI  CG  OS  AS  19  REV-85  17  ES 

MIL-C-81/9A  (1) 

85 

28  Jul 

86 

ER 

EC 

85 

5910 

MIL-C-81/10A 

85 

29  Mor 

85 

ER 

EC 

85 

5910 

Mll-C-Bl/IIA 

85 

29  Mor 

85 

ER 

EC 

85 

5910 

MIL  C-92B  (2) 

SUPP  1 

ER 

13  Dec 

71 

ER 

EC 

85 

5910 

Copacitor,  Vorioble,  Air  Dielectric  (Trimmer),  Style  CT04  Validated  Aug  88 
USER-CG  OS  AS  19  REV-85  17  ES 

MIIC.92/1A 

NOTICE  1 

ER 

29  Aug 

88 

ER 

EC 

85 

5910 

Copacitor,  Vorioble,  Air  Dielectric  (Trimmer),  Style  CT06  Validated  Aug  88 
USER-AS  CG  OS  19  R6V.85  17  ES 

MII-C-92/2B 

NOTICE  1 

ER 

29  Aug 

88 

ER 

EC 

85 
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5910 

Copocitor,  Vorloble,  Air  Olelcclric  (Trimmer),  Slyle  CT12  Validafed  Aug  88 

MII-C-92/3B 

ER 

29  Aug  88 

ER 

EC 

85 

USER-AS  CG  OS  19  REV.85  17  ES 

NOTICE  1 

5910 

Copociior,  Vofioble,  Air  Dielectric  (Trimmer),  Styid  CT13  Validated  Aug  63 

M1L-C-92/4B 

ER 

29  Aug  88 

ER 

EC 

85 

USER-CG  OS  AS  19  REV.85  17  ES 

NOTICE  1 

5910 

Copocitor,  Voriobie,  Air  Dielectric  (Trimmer),  Styles  CT14  And  CT15  Validofed 

MIL-C.92/58 

ER 

29  Aug  88 

ER 

EC 

85 

Aug  S8  USER-CG  OS  AS  19  REV.85  17  ES 

NOTICE  1 

5910 

Copocitor,  Voriobie,  Air  Dielectric  (Trimmer),  Style  CT16  Validated  Oct  8J 

MII-C-92/6A 

ER 

24  Feb  69 

ER 

EC 

85 

USER-CG  AS  OS  19  REV.85  17  ES 

5910 

Copocitor,  Voriobie,  Ceramic,  Dielectric,  Style  CV21  R£V>17  ES............... . . 

MII-C-81/3A 

NOTICE  1 

85 

27  Feb  87 

ER 

EC 

85 

5910 

Copocitor,  Voriobie,  Ceromic  Dielectric  Styles  CV31  And  CV32  REV-)7  ES . 

MIL.C.81/4B  (1) 
NOTICE  1 

85 

27  Feb  87 

ER 

EC 

85 

5910 

Capacitor,  Voriobie,  Ceromic,  Dielectric,  Style  CV34  REV-17  ES... . . 

MIL-C-81/5A 

NOTICE  1 

85 

27  Feb  87 

ER 

EC 

85 

5910 

Copocitor,  Voriobie,  Ceramic  Dielectric,  Styles  CV35  And  CV36  Validated  Jun 

MII-C-81/6C 

85 

02  Feb  76 

85 

82  REV-99  ES 

5910 

Copocitor,  Voriobie,  Ceromic  Dielectric,  Style  CV11  REV-17  ES  . . 

MIL-C-Sl/IA 

NOTICE  1 

85 

27  Feb  87 

ER 

EC 

85 

5910 

Copocitor,  Voriobie  (Piston  Type,  Tubular  Trimmer),  Style  PC17  Validated  Aug 

M1L-C-144C9/17 

ER 

17  Aug  88 

ER 

EC 

85 

88  USER-MC  CG  REV-OS  AS  ES 

NOTICE  1 

5910 

Capacitor,  Voriobie  (Piston  Type,  Tubulor  Trimmer),  Style  PC18  Validated  Aug 

MIL-C-14409/18 

ER 

17  Aug  88 

ER 

EC 

85 

88  USER-CG  MC  REV-OS  AS  ES 

NOTICE  1 

5910 

Copocitor,  Voriobie  (Piston  Type,  Tubular  Trimmer),  Style  PC19  Validated  Aug 

MI1..C-14409/19 

ER 

17  Aug  88 

ER 

EC 

85 

88  USER-MC  CG  REV-OS  AS  ES 

NOTICE  1 

5910 

Capocitor,fixed,plastie(or  Paper-ptostic]die!ectric,oxial  Wire  Terminoi,tongentiol 

MIL-C-19978/20  (3) 

85 

27  Feb  87 

ER 

EC 

85 

Reto)ner,tubulQr(un!nsuIoted)  (Hermeticolly  Seoled  In  Metollic  Coses)  Sty!  Cqr 

10  Validated  Feb  87  REV-MI  AR  AS  17  99  ES 

NOTICE  1 

5910 

Copocitor, {ixed,ceramic  Dielectric,(generol  Purpose)styles  CK31  And  CK32 

MIl-C-l  1015/258 

85 

27  Feb  87 

85 

Inoclive  Uie  Mll-C-3901475  Vatidated  Feb  87  REV-17  99  ES 

NOTICE  1 

5910 

Copacitor,(ixed,plQStic(or  Poper-plastic)dietectrie,axial  Wire  Terminol,threaded 

Ml  L-C- 19978/21  (2) 

85 

27  Feb  87 

ER 

EC 

85 

Stud  Retainer,tubulor(uninsu!aied)  (Hermeticolly  Seoled  In  Metollic  Coies)styfe 
CQRll  Validated  Feb  87  REV-AR  Ml  AS  17  99  ES 

NOTICE  1 

5910 

Copaeilor,fixed,plastie(or  Poper  plastie)dieIectric,axiol  Wire  Terminoi,  Tongentiol 

MIL-C.19978/17  (3) 

85 

27  Feb  87 

ER 

EC 

85 

Retainer, tubulor(uninsulated)  (Hermeticolly  Sealed  In  Metollic  Coses)  Style 

CQR42  Validated  Feb  87  REV-MI  AR  AS  17  99  ES 

NOTICE  1 

5910 

Copocitor,(ixed,plostie(or  Poper*ploslic}dielectric,oxial  Wire  Terminoi,threoded 

Mll-C-19978/18  (2) 

85 

27  Feb  87 

ER 

EC 

85 

Stud  Retainer, tubuloi(uninsuloted)  (Hermeticolly  Sealed  In  Metallic  Coses)style 
CQR43  Validated  Feb  87  REV-Ml  AR  AS  17  99  ES 

NOTICE  1 

5910 

Copocitors,  Chip,  Fixed,  Tontalum,  Estoblished  Reliability,  Styles  CWR06  And 

MIL.C-55365/4B 

ER 

10  Mor  87 

ER 

EC 

85 

CWR09  USER-AS  OS  CG  MC  19  11  REV-SH  17  99  ES 

5910 

Copocitors,  Chip,  Multiple  loyer.  Fixed,  Jnencopsuloted,  Ceromic  Dielectric, 

DOD.C-55681/7 

ER 

18  Nov  88 

ER 

EC 

85 

Established  Reliability  Style  CDR31  Metric  Validated  Nov  88  USER-MC  SH  )9 
REV-AS  OS  17  85  99 

NOTICE  1 

5910 

Capocitors,  Chip,  Single  Loyer,  Fixed,  Porollel  Plate,  Ceromic  Dielectric, 

Mll-C-49444 

ER 

12  May  88 

ER 

EC 

85  NA 

Ejlobliihcd  Rcliohilily,  USER-MC  SH  19  11  REV-AS  17  99  ES 

5910 

Capacitors,  Chip,  Single  Loyer,  Fixed  Unencopsuloted,  Ceromic  Dielectric, 

MIL-C-49444/1 

ER 

12  Moy  88 

ER 

EC 

85  NA 

Estoblished  Reliability,  Style  CPCROl  (High  Frequency)  USER-MC  SH  11 

REV-AS  17  99  ES 

5910 

Copocitors,  Chip,  Multiple  Loyer,  Fixed,  Unencopsuloted,  Ceromic  Dielectric, 

DODC-55681/8 

ER 

18  Nov  88 

ER 

EC 

85 

Estoblished  Reliobility  Style  CDR32  Metric  Validated  Nov  88  USER-MC  SH  19 
REV-AS  OS  17  85  99 

NOTICE  1 

5910 

Copocitors,  Chip,  Multiple  Loyer,  Fixed,  Unencopsuloted,  Ceramic  Dielectric, 

OOD.C-55681/9 

ER 

18  Nov  88 

ER 

EC 

85 

Established  Reliobility  Style  CDR33  Metric  Validated  Nov  88  USER-MC  SH  19 
REV-AS  OS  17  85  99 

NOTICE  1 

5910 

Capocitors,  Chip,  Multiple  Layer,  Fixed,  Unencopsuloted,  Ceramic  Dielectric, 

DOD.C-55681/10 

ER 

18  Nov  88 

ER 

EC 

85 

Established  Reliobility  Slyle  CDR34  Metric  Validated  Nov  88  USER-MC  SH  19 
REV-AS  OS  17  85  99 

5910 

Capacitors,  Chip,  Multiple  Loyer,  Fixed,  Unencopsuloted,  Ceramic  Dielectric, 

DOD.C.55681/11 

ER 

18  Nov  88 

ER 

EC 

85 

Establlshedreliobilily  Style  CD  R35  Metric  Validated  Nov  88  USER-MC  SH  19 
REV-AS  OS  17  85  99 

NOTICE  1 

5910 

Capacitors,  Fixed,  Plastic  (Or  Poper-plostic)  Dielectric,  (Hermeticolly  Sealed  In 

MIL-C-19978E  (2) 

85 

20  Aug  87 

ER 

EC 

85 

Metal,  Ceromic,  Or  Gloss  Coses)  Estoblished  &  Non-estobKshed  Reliobility 
(Foilure  Rote  Level  L  Is  Inoctive  For  New  Design  After  14  Sept  1983) 

USER-AT  ME  AV  MC  OS  SH  REV-Ml  AR  AS  17  11  99  ES 

SUPP  1 

5910 

Copocitors,  Fixed,  Ceromic  Dielectric  (Generol  Purposes),  (Feed-thru  Or 

MIL.C.11015/29C  (1) 

85 

17  Jun  88 

85 

Slond-off)  Styles  CK74,  CK75,  CK78,  CK79  And  CK85  REV-ES 

5910 

Capacitors,  Fixed,  Gloss  Dielectric,  Established  Reliobility,  Generol  Specificotion 

M:*  C-23269D  (4) 

EC 

24  dun  86 

ER 

EC 

85 

For  USER-MC  CG  AS  OS  SH  19  REV.85  17  11  ES 

SUPP  1 

5910 

Copocitors,  Fixed,  Mico  Dielectric,  High  Reliability  Style  CMS07  REV-11  ES  . . 

MIL-C-87 154/4 

19 

23  Jun  86 

19 

5010 

Copocitor^  Fiif^d,  EUcIroIytJc  (Aluminum  Oxide),  (Polorixed),  Estoblished 
Reliobility,  Style  CUR02*(lnsuIolcd)  USER-OS  MC  CG  AS  19  REV-SH  99  85 

17  ES 

Copocitors,  Fixed,  Electrolytic  (Aluminum  Oxide)  (Polarized),  Estoblished 

MIL-C-39018/7A 

EC 

14  Sep  82 

ER 

EC 

85 

5910 

MIL-C-39018/10 

EC 

15  Aug  83 

ER 

EC 

85 

Reliobility,  Style  CUR92  (Inioloted)  USER-CG  MC  AS  OS  REV-SH  ES  17  99 

5910 

Copocitors,  Fixed,  Electrolytic  (Solid  Electrolyte),  Tontolum,  Non-polor, 

MIL-C-49137/7  (1) 

ER 

28  Moy  82 

ER 

Nonhermeticoliy  Seoled,  Styles  CX07  And  CX17 

5910 

Copocitors,  Fixed,  Electrolytic  (Aluminum  Oxide)  (Polorized),  (Stocked  Foil), 

MIL-C-39018/5A  (1) 

EC 

21  Jun  83 

ER 

EC 

85 

Non-estoblished  Reliability,  And  Established  Reliobility  Styles  CU81  (Insuloted) 
And  CUR81  (Insuloted)  Validated  Apr  84  USER-AS  OS  CG  MC  19  REV-AV 

SH  17  85  99  ES 

5910 

Capocitors,  Fixed,  Ceramic  Dielectric  (Temperoture  Compensating),  Established 

MIL-C-20/27E 

85 

12  Aug  36 

ER 

EC 

85 

&  Noti-«tobliihed  Pellobilil/,  Styles  CCR75  &  CC75  (Inactive)  USER'SH  MC 
AS  REV.OS  85  ES 
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L 


L 


L 


I 


L 


L 


L 


O 


O 


L 

L 


FSC  TITLE 


50)0  Capacitors,  Fixed,  Metollized  Piostic  Dielectric,  Direct^current,  Hermeticoli/ 

Seoled,  Styles,  CHR20,  CHR21,  CHR22,  CHR23.  CHR24,  CHR25 
5910  Capocitors,  Fixed,  Electrolytic  (Solid  Electrolyte),  Tcntolm,  Potor,  Conformol 

Coatpd,  Non  HermeticoIIy  Sealed,  Styles  CX02  And  CX12  Vofidated  Feb  8S 
USER-CG  OS  AS  MC  19  REV-Ml  SH  99  85  17  ES 
5910  Capacitors,  Fixed,  Ceramic  Dielectric  (General  Purpose),  Estoblishcd  Reliability 
Style  CKR06,  NATO  Type  Dcsignotion  NCC62  USER-ME  AT  MC  19  REV-MI 
AR  AV  TD  85  17  99  ES 

5910  Copocitors,  Fixed  Metallized  Plastic  Film  Dielectric,  Direct  And  Alternating 

Current,  (Hermetically  Sealed  In  Metol  Coses),  Establismed  Reliobilily  Styles 
CHPCIA  Thru  CHR01R  (Insulated) 

5910  ^spacito's.  Fixed,  Supermetailized  Plastic  Film  Dielectric,  Direct  Current,  For 
Low  Energy,  High  Impedance  Applications,  Hermetically  Seoled  In  Metol 
Coses,  High  Rellobility,  Styles  CHSOl,  CHS02,  And  CHS03  USER-AS  CG  MC 
OS  SH  REV-AR  Ml  17  19  85  ES 

5910  Copocitors,  Fixed,  Electrolytic  (Nonsolid  Electrolyte)  Tontolum  (Polorized 

Sintered  Slug  85  Deg  C)  (Volt  Derated  To  125  Deg  C)  Est  Ret  Style  CLR  65 
(Inoct  New  Design  6/23/81  Use  MIL  C  39006/22) 

5910  Copocitors,  Fixed,  Ceromic  Dielectric  (Tempr  ture  Compensoting),  Estoblished 
&  Non  Estoblished  Rcliobllity,  Styles  CCR05,  CC05,  CCR09,  &  CC09  (Ino-tive 
Nse  CCR05  &  CCR09)  USER-SH  AS  MC  1 1  REV-OS  99  ES 
5910  Copocitors,  Fixed,  Metallized  (Paper,  Poper  Plastic,  Or  Ptostic  Film(  Dielectric, 
Direct  Current,  (Hermecico)ly  Sealed  In  Metol  Coses),  Style  Chiz  USER-CG 
MC  AS  OS  19  REV-AR  11  17  ES 

5910  Copocitors,  Fixed,  Supermetailized  Plostic  Film  Dielectric,  Direct  Current  For 
Low  Energy,  High  Impedance  Applications,  HermeticoIIy  Seoled  In  Metol 
Coses,  High  Reliobilily  USER-AS  CG  MC  OS  SH  REV-AR  17  19  85  ES 
59  0  Capacitors,  Fixed,  Metallized  (Poper,  Poper  Plastic,  Or  Piostic  Film)  Oielectric, 
Direct  Current,  (HermeticoIIy  Sealed  In  Metol  Cases),  Style  CH53  USER-CG 
MC  AS  OS  19  1 1  REV-AR  17  99  ES 

5910  Capacitors,  Fixed,  Metallized  (Poper,  Paper  Plostic,  Or  Plostic  Film)  Dielectric, 
Direct  Current,  (Hermetically  Seoled  In  Metol  Coses),  Style  CH54  USER-CG 
MC  AS  OS  19  11  REV-AR  17  ES 

5910  Copocitors,  Fixed,  Metallized  Plostic  Dielectric,  DC,  In  Nonmetol  Coses, 

Established  Reliahilily  Styles  CFR12  &  CFR16  USER-AS  MC  19  11  REV-OS 
ES  99  17 

5910  Capacitors,  Fixed,  Metollizcd  (Paper,  Paper  Plastic,  Or  Plostic  Film)  Dielectric, 
Direct  Current,  (HermeticoIIy  Sealed  In  Metol  Cases),  Style  CH72  USER-CG 
MC  OS  AS  19  11  REV-AR  17  ES 

5910  Copocitors,  Fixed,  Ceramic  Dielectric,  (Temperoture  Compensoting),  Estoblished 
&  Non  Established  Reliability,  Styles  CCR07  &  CC07  USER-AS  SH  MC  85 
REV-AV  OS  85  ES 

5910  Copocitors,  Fixed,  Electrolytic  (Nonsolid  Electrolyte),  Tontolum,  (Polorized, 
Sintered  Slug),  85  C  (Voltogc  Deroted  To  125  C),  Estoblished  Reliobility, 

Style  CLR75 

5910  Copocitors,  Fixed,  Metollized  Plostic  Dlelectri..,  Dc,  In  Nonmetol  Coses, 
Established  Reliability  Styles  CFR26  &  CfR27 
5910  Capacitors,  Fixed,  Metallized  Plostic  Dielectric,  DC,  In  Nonmetol  Coses, 
Established  Reliability  Style  CFR29 

5910  Copocitors,  Fixed,  Mico  Dielectric,  High  Reliobilily  Style  CMS03  REV-11  ES . 

5910  Copocitors,  Fixed,  Supermetailized  Plostic  Film  Dielectric,  DC  And  AC, 

HermeticoIIy  Sealed  In  Metol  Coses,  Established  Reliobility  Styles  CRHOl  Thru 
CRHOO  USER-AS  SH  OS  MC  CG  19  REV-AR  85  17  ES 
5910  Capacitors,  Fixed,  Feed  Through,  Eleciromognetic  Interference  Suppression 
Hermetically  Seoled  In  Metol  Coses  REV-ll  99  ES 
5910  Copocitors,  Fixed,  Feed  Through,  Electromagnetic  Interference  Suppression  In 
Metol  Coses  REV-11  99  E;' 

5910  Copocitors,  FixeJ,  Supermelollized  Plostic  Film  Dielectric,  (DC,  AC,  Or  DC  And 
AC),  Herfflclicolly  Seoled  In  Metol  Coses,  Styles  CRH11,  CRH12,  And  CRH13 
(Insuloted) 

5910  Copocitors,  Vonoblc,  Ceromic  Dielectric  Generol  Specificotion  For  USER-MI  AR 
AT  MC  19  REV-U  80  99  ES 

5910  Copocitors,  Vcrioble,  Ceromic  Dielectric,  Style  CV42  USER-MI  MC  19  REV-AV 
11  80  99  ES 

5910  Copoettor,  Fixed  Plostic  Oielectric,  DC,  In  Non  Metol  Coses,  Estoblished 
Reliobility  Style  CFR15  USER-MC  AS  19  REV-OS  99  17  ES 
5910  Effective  Scries  Resistance  (ESR)  &  Copocitonce  Of  Muitiloyer  Ceromic 

Copocitors  At  High  Frequencies  -  Dec  1981  USER-AS  MC  SH  19  REV-ES  99 
5910  Sioroge  Shelf  Life  And  Reforming  Procedures  For  Aluminum  Electrolytic  Fixed 
Copcsiluis  V'ti/dViifcu  Fvtf  SS  RCV-17  TS 

5915  Fiber,  Rodio  Frequency  Interference  USER-AT  AV  ME  AS  MC  OS  YD  19 
REV-AR  Ml  SH  11  17  99 

*5915  Filter  &  Copocitor,  Rodio  Frequency-- electromagnetic  Interference  Suppression, 
Generol  USER-AV  ME  AT  OS  CG  MC  AS  19  ES  REV-AR  Ml  SH  99  17  11 
19  ES 

*5915  Filter  &  Capocitors.  Rodio  Frequency/ eleclromogneti't  Interference  Suppression, 
HermeticoIIy  Sealed,  Styles  FSIO,  FSll,  FS12,  FS13,  &  FS14  USER-ME  AT 
AV  MC  AS  OS  19  REV-AR  Ml  SH  99  11  ES 

5915  Filler  Assembly.... . . . . . . . . . . . . . . 

5915  Filter  Unit,  Notch  VoUdatcd  Jon  86 . . . . . 

5915  Filler,  Bond  Pass,  Types  FR6PX22PB1  And  FR6FX22PC1  USER-ME  MC  19 
REV-MI  AR  OS  AS  11  17  ES 


DOCUMENT 

NUMBER  CUSTODIAN 


Mll-C-39022/n  (1) 

ER 

18  Mor 

88 

ER 

M1L-C/19137/2A 

ER 

14  Moy 

79 

ER 

EC 

11 

MIL-C-39014/2H 

ER 

05  May 

88 

ER 

EC 

85 

NA 

MII  C.39022/9C  (7) 

85 

17  Mor 

89 

85 

MIL-C-87217/1 

85 

11  Mor 

85 

ER 

EC 

11 

NA 

MIL-C-39006/9D  (2) 
NOTICE  2 

EC 

07  Mor 

85 

ER 

EC 

85 

MII-C-20/35G  (1) 

85 

30  Sep 

88 

ER 

EC 

85 

MII  C-18312/3B  (2) 

EC 

29  Feb 

88 

ER 

EC 

85 

Mll  C-87217  (2) 

85 

22  Apr 

88 

ER 

EC 

85 

NA 

MIL-C-18312/4B  (1) 

EC 

29  Feb 

88 

ER 

EC 

85 

MIL-C-18312/SB  (1) 

EC 

29  Feb 

88 

ER 

EC 

85 

M1L  C-555)4/8C  (1) 

85 

12  Jon 

88 

ER 

EC 

85 

Mll-C.)8312/7B  (1) 

EC 

29  Feb 

88 

ER 

EC 

85 

MIIC-20/37D 

85 

30  Jun 

88 

ER 

EC 

85 

MIL-C-39006/26 

85 

24  Feb 

86 

85 

Mll.C.55514/n  (2) 

ER 

23  Dec 

87 

Mll-C-i5514/12 

ER 

02  Jun 

87 

ER 

Mll-C-87 164/5 

19 

23  Jun 

86 

19 

MII  C-83421/1A  (3) 

85 

03  Jun 

83 

ER 

EC 

85 

NA 

MIL-C.83439/8 

85 

14  Mor 

84 

85 

Mll.C-83439/9 

85 

13  Mor 

84 

85 

MIL-C-83421/2  (2) 

85 

27  Moy  86 

ER 

EC 

85 

NA 

MII-C-81B  (5) 

85 

07  Moy  86 

ER 

EC 

85 

SUPP  IB 

Mll-C-81/8 

85 

10  Dee 

84 

ER 

EC 

85 

MII-C-SS514/10B  (1) 

ER 

25  Feb 

87 

ER 

EC 

85 

EIA  RS 483-81 

ER 

01  Jun 

83 

ER 

EC 

11 

MIL-STD-1131B 

ER 

01  Jun 

79 

ER 

EC 

85 

W.F-2190/10 

/ES 

13  Dec 

83 

ER 

EC 

85 

MILF.28861  (5) 

SUPP  1A 

EC 

03  Feb 

88 

ER 

EC 

85 

NA 

MII-F-28861,  1A 

EC 

02  Nov 

88 

ER 

EC 

85 

NA 

MILF.62201 

AT 

08  Sep 

83 

AT 

Mll-F-28821  (1) 

EC 

02  Jon 

80 

EC 

Mll-F- 18327/78 
NOTICE  1 

EC 

27  Feb 

87 

ER 

EC 

85 
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DOCUMENT 


FoC 

TIIIC 

NUMBER 

PREP 

r*AT6 

CUSTODIAN 

5915 

5915 

filttr.  Bond  Posi,  Bond  Suppression  F-339‘A  Validated  Feb  87  REV-ll  99  ES«.. 

Filter,  Bond  Pass,  Type  FR6QX22AHI  Validated  Aug  88  USER-ME  MC  19 

MII-F.25880B 

NOTICE  1 
MII-F-18327/6B 

85 

EC 

21  Mor 

12  Aug 

72 

88 

ER 

EC 

85 

99 

5915 

HEV-MI  AR  OS  AS  17  11  ES 

filler.  Bond  Pois,  Type  f RdRX22YY2  Votidoled  Apr  84  USER-ME  AT  AV  MC 

NOTICE  1 

MIL.F-18327,27A  (1) 

EC 

24  Mor 

78 

ER 

EC 

85 

5915 

SH  CG  AS  19  REV-MI  AR  OS  11  17  99  ES 
filler.  Bond  Poh,  Type  FR40X22YY1  Vclidalcd  Apr  84  USER-ME  AT  AV  MC 

MIL-F-18327/29A  (2) 

EC 

24  Mar 

78 

FR 

EC 

85 

5915 

SH  CG  AS  19  REV-MI  AR  OS  17  11  99  ES 

Filler,  'iond  Pois,  Type  fR6QX22YYl  USER-ME  MC  19  REV-AR  Ml  OS  AS  11 

MIL-F-18327/138 

EC 

12  Aug 

88 

ER 

EC 

85 

5915 

17  ES 

filler.  Bond  Pod,  Typo  FR4QX22YY2  USER-ME  MC  19  REV-MI  AR  OS  AS  17 

NOTICE  1 
MIL-F-18327/16B 

EC 

12  Aug 

88 

ER 

EC 

85 

5915 

11  ES 

filler.  Bond  Pod,  Type  FR4QX22YY1  USER-ME  MC  19  REV-MI  AR  OS  AS  11 

NOTICE  1 
MII-F-18327/17B 

EC 

12  Aug 

88 

ER 

EC 

85 

5915 

17  ES 

Filter,  Bend  Poss,  Type  FR41RX22GB1  Validated  Apr  84  USER-ME  AV  AT  MC 

NOTICE  1 

MIL-F-18327/21A  (1) 

EC 

24  Mor 

78 

ER 

EC 

85 

5915 

SH  AS  19  REV-MI  AR  OS  17  11  ES 

filler.  Bond  Pod,  Type  fR6RX22YYl  Validated  Apr  84  USER-ME  AV  AT  MC 

MIL-F-18327/33A  (1) 

EC 

24  Mar 

78 

ER 

EC 

85 

5915 

CG  AS  SH  19  REV-MI  AR  OS  17  11  99  ES 

Filter,  Bond  PoiS,  Type  FR6RX22YY1  Validated  Apr  84  USER-ME  AT  AV  MC 

MIL-F-I8327/34A  (1) 

EC 

24  Mar 

78 

ER 

EC 

85 

5915 

CG  AS  SH  19  REV.AR  Ml  OS  17  11  99  ES 
filer.  Bond  Pod,  Type  rRARX22AFl  USER-ME  MC  19  REV-MI  SH  OS  AS  99 

MIL-F-18327/24C 

EC 

17  Sep 

82 

ER 

EC 

85 

5915 

17  11  ES 

Filler,  Bond  Pod,  Type  FR6RX22YY1  USER-ME  MC  19  REV-AR  Ml  AS  OS  11 

MII-F-18327/64B 

85 

18  Moy 

84 

ER 

85 

5915 

17  99  ES 

filler.  Bond  Pod,  Type  fR40X22YYl  Validated  Apr  84  USER-AV  AT  ME  AS 

MIL-F-18327/47  (1) 

EC 

24  Mar 

78 

ER 

EC 

85 

5915 

CG  MC  SH  19  REV-MI  AR  OS  17  11  99  ES 
filler.  Bond  Pod,  .530  Inch  Con  Slyle  USER-ME  MC  19  REV-AR  Ml  AS  OS  11 

MIL-F-18327/69 

EC 

22  Ocl 

84 

ER 

EC 

85 

5915 

17  99  ES 

Filler,  Bond  Pod,  .315  Inch  Con  Slyle  USER-ME  MC  19  REV-AR  Ml  AS  OS  II 

MIL.F-18327/70 

EC 

22  Ocl 

84 

ER 

EC 

85 

5915 

17  99  ES 

Filler,  Bond  Poss,  .48INCH  Reelongulor  Style  USER-ME  MC  19  REV-AR  Ml  AS 

MIL-F-18327/71 

EC 

22  Ocl 

84 

ER 

EC 

85 

5915 

os  1 1  17  99  ES 

filler.  Bond  Pod,  .39INCH  Reclongulor  Slyle  USER-ME  MC  19  REV-AR  Ml  AS 

MIL.F-I8327/72 

EC 

22  Ocl 

84 

ER 

EC 

85 

5915 

OS  11  17  99  ES 

Filter,  Bond  Pass,  .47  Inch  Reetongulor  Slyle  USER-ME  MC  19  REV-AR  Ml  AS 

MIL-F-18327/73 

EC 

22  Ocl 

84 

ER 

EC 

85 

5915 

os  11  17  99  ES 

filler.  Bond  Pod,  .49  Inch  Reclongulor  USER-ME  MC  19  REV-AR  Ml  AS  OS  11 

Mll.F-18327/74 

EC 

22  Ocl 

84 

ER 

EC 

85 

5915 

17  99  6S 

Filler,  Bond  Pass,  .62  Inch  6  Pm  Reetongulor  Style  USER-ME  MC  19  REV-AR  Ml 

MIL-F-18327/75 

EC 

22  Ocl 

84 

ER 

EC 

85 

5915 

AS  OS  11  17  99  ES 

Filler,  Bond  Pass,  .61  Inch  Reclongulor  Style  USER-ME  MC  19  REV-AR  Ml  AS 

MIL.F-18327/76 

EC 

22  Oct 

8-1 

ER 

EC 

85 

5915 

OS  11  17  99  ES 

Filter,  Bond  Pass,  .75  Inch  Rectangular  Style  USER-ME  MC  19  REV-AR  Ml  AS 

Mll.F-18327/77 

EC 

22  Ocl 

84 

ER 

EC 

85 

5915 

os  11  17  99  E3 

filler.  Bond  Pod,  Type  fR6SX22YY1  USER-ME  MC  19  REV-MI  OS  17  11  99 

ES 

Filler,  Bond  Pod,  Telemelry,  Type  FR7RX22Z21  Validated  Aug  88  USER-ME  MC 

MIL.F-18327/44B 

85 

27  Feb 

87 

ER 

EC 

85 

5915 

MIL.F.18327/46C 

EC 

12  Aug 

88 

ER 

EC 

85 

5915 

5915 

5915 

5915 

19  REV-MI  AR  OS  AS  11  17  99  ES 

Filter,  Bond  Suppression,  Type  FR4RX44YY1 . . . . 

Filler,  Bondpod  (Filler  Kils  MK&123)  (IRC,  MK&I24)  (/IRC,  MK&228)  (GRC 

And  MK&236)/GRC  Unid  01  Validated  Oct  81  REV-ES 

Filler,  Dliect  Currenl,  Power  F-1461(  (/vre  Validated  Feb  85 . . . 

filler.  High  Pod,  Type  fR6X33AGl  USER-ME  MC  17  11  19  99  REV-MI  OS  AS 

ES 

filler.  High  Posj,  Type  fR4SX33AGl  Validated  Apr  84  USER-ME  AV  AT  MC 

NOTICE  1 
MII-F-18327/40B 
MII-F-14136B  (7) 

MIL.F-49183 

MIL-F-18327/25B 

85 

ER 

ER 

EC 

27  Feb 
31  Dec 

12  Sep 
17  Sep 

87 

69 

78 

82 

ER 

ER 

ER 

EC 

85 

85 

5915 

MIL-F-18327/22A  (1) 

EC 

24  Mor 

78 

ER 

EC 

85 

5915 

AS  SH  19  REV-MI  AR  AS  OS  11  17  99  ES 

Filler,  High  Pod,  Type  fR6RX33YYl  USER-ME  MC  19  REV-AR  Ml  OS  AS  17 

MII-F-18327/31B 

EC 

12  Aug 

88 

ER 

EC 

99 

5915 

11  99  ES 

Filler,  High  Pod,  Type  Fk50X33YYl  REV-AS . 

NOTICE  1 
MIL-F-18327/15C 

EC 

12  Aug 

88 

ER 

EC 

85 

5915 

5915 

Filler,  Low  Pod  F-215/G  And  Filler,  High  Pod  f-214/G  Validated  Jan  83 

REV-ES 

filler,  low  Pod,  Type  FR6RX11YY1  Validated  Apr  84  USER-ME  AV  AT  MC  SH 

NOTICE  1 
MII.F-12548A 

MIL-F-18327/51B  (1) 

ER 

EC 

09  Jol 

24  Mor 

62 

78 

ER 

ER 

EC 

85 

5915 

AS  CG  19  REV-AR  Ml  OS  17  99  11  ES 

Filler,  low  Poss,  Type  FR4RX11YY1  USER-ME  MC  19  P.EV-MI  AR  OS  AS  11  17 

Mll.f.l8327/30B  (1) 

EC 

08  Feb 

86 

ER 

EC 

99 

5915 

99  ES 

Filler,  low  Pass,  Type  FR6RX11AF1  Validated  Apr  84  USER-ME  MC  19  REV-MI 

MII-F-18327/32A  (1) 

EC 

24  Mor 

78 

ER 

EC 

85 

5915 

AR  OS  17  11  99  ES 

filler,  low  Pass,  Type  FR40X11YY1  Validated  Aug  88  USER-ME  Ml  19 

MII-F-18327/10B 

EC 

12  Aug 

88 

ER 

EC 

99 

5915 

RFV-MUAR  OS  AS  17  11  ES 

Filter,  tow  Fojj,  Type  FRdOXIlrDl  Validated  Aug  SS  USER  ME  A\  AT  MC  AS 

NOTICE  1 
MlL*F-18327r  115 

EC 

T2  Aug 

55 

cR 

EC 

S5 

5915 

SH  19  REV-MI  AR  OS  AS  17  11  99  ES 

filler,  low  Poss,  Type  FR6RX11YY1  Validated  Aug  88  USER-ME  MC  19  REV-MI 

NOTICE  I 
MIL-F-18327/12B 

EC 

12  Aug 

88 

ER 

EC 

99 

5915 

5915 

AR  OS  AS  17  11  ES 

filler,  low  Poss,  Type  FR4SX11YY1  REV.99 . 

filler,  low  Poss,  Type  fR4RXllYYl  USER-ME  MC  CG  19  REV-MI  AR  OS  11 

NOTICE  1 

MII-F-18327/53C 

MIL-F-18327/41B 

EC 

EC 

08  Jul 
17  Jol 

81 

81 

ER 

EC 

85 

85 

5915 

17  ES 

Filter,  low  Pais,  Type  FR4RX11FB1  Validated  Apr  84  USER-ME  AT  AV  MC  SH 

MIL.F-18327/20A  (1) 

EC 

24  Mar 

78 

ER 

EC 

85 

5915 

5915 

AS  19  REV-MI  AR  OS  11  17  99  ES 

Filter,  Rodio  Frequency  Interference,  Style  FL64  Validated  Feb  82  REV-MI  1 1  .... 
Filter,  Rodio  Frequency  Interference  USER-AT  AV  ME  MC  OS  YD  AS  19 

MIL.F-13733/59  (1) 
W.F-2190/11 

EC 

ES 

24  May  79 

13  Dec  83 

ER 

EC 

85 

85 

5915 

REV-AR  MI  3H  11  17  99 

Filter,  Rodio  Frequency  Interference  Style  FL82  Validated  Feb  57  REV- 11............ 

MII-F-15733/30D 

EC 

12-Aug 

81 

85 

428 


FSC  LISTING 


DOCUMENT 


fSC 

TITLE 

NUMBER 

PREP 

DATE 

CUSTODIAN 

5915 

Filter,  Rodio  Frequenc/  Interference  Hermetjcalt/  Sealed,  Stj^le  FL54  USER'AV 

MIL-F-15733/72A 

EC 

19  Nov 

86 

ER 

EC 

85 

5915 

5915 

AT  ME  OS  AS  MC  19  REV-MI  AR  YD  SH  99  17  M 

Filter,  Radio  Frequenc/  Interference,  Hermetically  Seoled,  Style  FL83  REV>11...... 

Filter,  Radio  Frequency  Interference  USER*AV  ME  AT  AS  MC  OS  YD  19 

MIL-F-15733/31E  (1) 
W-F-2190 

EC 

/ES 

23  Feb 
13  Dec 

87 

83 

ER 

EC 

85 

85 

5915 

REV-AR  Ml  SH  11  17  99 

Filler,  Radio  Frequency  Interference  Hermetically  Sooted,  Style  F124  USER-AV 

SUPL  1 

MIL.F-15733/2J 

EC 

12  Dec 

88 

ER 

EC 

85 

5915 

AT  ME  OS  AS  MC  19  REV-MI  AR  SH  99  11  ES 

Filter,  Rodio  Frequency/efectromagnetic  Interference  Suppression,  Hermetically 

MIL-F-288dl/2  (2) 

EC 

05  Dec 

86 

ER 

EC 

85 

NA 

5915 

Seoled,  Style  FS  20  USER-AT  AV  ME  CG  MC  AS  OS  19  REV-MI  AR  SH  99 

17  85  ES 

Filter,  Radio  Frequency  Interference,  Hermetically  Seoled,  Style  FL13  USER-AV 

MIL-F-15733/25B 

EC 

30  Sep 

87 

ER 

EC 

85 

5915 

AT  ME  SH  AS  MC  19  REV-AR  Ml  OS  17  11  99  ES 

Filter,  Radio  Frequency  Interference  USER-AV  ME  AT  AS  MC  OS  YD  19 

W.F-2 190/1 

/ES 

13  Dec 

C 

ER 

EC 

85 

5915 

REV-AR  Ml  SH  11  17  99 

Filter,  Radio  Frequency  Interference,  Hermeticolly  Seated,  Style  FL14  USER-AT 

MIL-F-15733/26B  (!) 

EC 

03  Aug 

87 

ER 

EC 

85 

5915 

ME  AV  AS  MC  SH  19  REV-Mt  AR  OS  11  99  ES 

Filter,  Radio  Frequency/electromognetic  Interference  Suppression,  Hermeticolly 

MtL-F-28861/3A 

EC 

02  Nov 

88 

ER 

EC 

85 

NA 

5915 

Sealed,  Style  FS30  USER-ME  AT  AV  MC  AS  OS  19  REV-MI  AR  SH  99  1 1 

ES 

Filter,  Rodio  Frequency  Interference,  Hermeticolly  Seoled,  Style  F122  {Inactive) 

MII-F-15733/1G 

EC 

11  Jon 

83 

ER 

EC 

85 

5915 

USER-AT  ME  AV  AS  OS  MC  19  REV-AR  MI  SH  17  99  11  ES 

Filter,  Rodio  Frequency  Interference  USER-AV  ME  AT  AS  MC  OS  YD  19 

NOTICE  1  (EC) 

W.F-2 190/2 

/ES 

13  Dec 

83 

ER 

EC 

85 

5915 

REV-AR  Ml  SH  11  17  99 

Filter,  Radio  Frequency  Interference,  Styles  FL30,  F132,  FL34,  And  FL43 

MIL-F.15733/61B  (4) 

EC 

27  Jun 

88 

ER 

EC 

85 

5915 

USER-AV  ME  AT  OS  AS  MC  19  REV-MI  AR  SH  11  99  80  ES 

Filter,  Rodio  Frequency/electromognetic  Interference  Suppression,  Hermeticolly 

MIL-F-28841/5A 

EC 

02  Nov 

88 

ER 

EC 

85 

NA 

Seoled,  Style  FS50  USER-ME  AT  AV  MC  AS  OS  19  REV-AR  Ml  SH  99  11 
ES 


5915 

Filter,  Radio  Frequency  Interference  Styles  FL31  And  FL47  USER-ME  AT  AV  MC 

MIL  F-15733/62C  (3) 

EC 

15  Jan 

88 

ER 

EC 

85 

AS  CG  OS  19  REV-Gl  Ml  SH  99  11  17  ES 

5915 

Filter,  Rodio  Frequency  Interference  USER-AT  AV  ME  AS  MC  OS  YD  19 

W-F-2 190/3 

/ES 

13  Dec 

83 

ER 

EC 

85 

REV-AR  Ml  SH  11  17  99 

5915 

Filter,  Rodio  Frequency  Interference,  Hermeticolly  Seated,  Style  FL92  USER-ME 

MII-F-15733/48F 

EC 

14  Mor 

89 

ER- 

EC 

85 

AV  AT  OS  MC  AS  19  REV-MI  AR  SH  17  11  ES 

NOTICE  1  (EC) 

5915 

Filter,  Rodio  Frequency  Interference,  Hermetically  Seoled,  Style  FL55  USER-AV 

MIL-F.15733/73  (1) 

EC 

15  Jon 

85 

ER 

EC 

85 

AT  ME  OS  AS  MC  CG  19  REV-MI  AR  SH  99  17  ES 

5915 

Filter,  Rodio  Frequency  Interference  Style  F170  USER-AV  AT  ME  MC  AS  OS  19 

MIL-F-)S733/43C  (1) 

EC 

27  Feb 

87 

ER 

EC 

85 

REV-MI  AR  SH  11  99  ES 

5915 

Filter,  Rodio  Frequency  Interference  USER-AT  AV  ME  AS  MC  OS  YD  19 

V/.F-2 190/4 

/ES 

13  Dec 

83 

ER 

EC 

85 

REV-AR  Ml  SH  11  17  99 

5915 

Filler,  Rodio  Frequency  Interference  FL48  USER-19  REV-AR  Ml  AT  AV  SH  AS 

MII-F-15733E/51D 

EC 

10  Sep 

86 

ER 

EC 

85 

CG  MC  1 1  17  99 

59’5 

Filter,  Rodio  Frequency  Interference,  Hermeticolly  Seoled,  Style  F156  USER-AT 

Mll-F-15733/74  (1) 

EC 

15  Jon 

85 

ER 

EC 

85 

ME  AV  OS  AS  MC  19  REV-MI  AR  YD  SH  99  17  11  ES 

L 

5915 

Filter,  Radio  Frequency  Interference  Style  F150  Vafidoted  Jan  86  . . 

MIL-F.15733/66 

EC 

07  Aug 

80 

EC 

5915 

Filler,  Rodio  Frequency  Interference  USER-AT  AV.ME  AS  MC  OS  YD  19 

W.F-2 190/5 

/ES 

13  Dec 

83 

ER 

EC 

85 

REV-AR  Ml  SH  11  17  99 

5915 

Filler,  Radio  Frequency  Interference,  Hermeticolly  Seoled,  Style  Ft88  USER-ME 

MII-F.15733/67A  (2) 

EC 

29  Mar 

85 

ER 

EC 

85 

AV  AT  OS  AS  MC  19  REV-MI  AR  SH  11  99  17  ES 

5915 

Filter,  Radio  Frequency  Interference  USER-AT  AV  ME  AS  MC  OS  YD  19 

W.F-2190/6 

/ES 

13  Dec 

83 

ER 

EC 

85 

REV-AR  Ml  SH  11  17  99 

5915 

Filter,  Rodio  Frequency  Interference  USER-AV  ME  AT  AS  MC  OS  YO  19 

W.F.2 190/7 

/ES 

13  Dec 

83 

ER 

EC 

85 

REV-AR  Ml  SH  11  17  99 

5915 

Filler,  Rodio  Frequency  Interference  USER-AV  ME  AT  AS  MC  OS  YD  19 

W.F-2 190/8 

/ES 

13  Dec 

83 

ER 

EC 

85 

REV-AR  Ml  SH  11  17  99 

5915 

Filler,  Radio  Frequency  Interference  USER-AV  ME  AT  AS  MC  OS  YD  19 

W.F-2190/9 

/ES 

13  Dec 

83 

ER 

EC 

85 

REV-AR  Ml  SH  11  17  99 

1 

5915 

Filler,  Rodio  lnlerferenc«.  Style  FL45  USER-AT  AV  ME  AS  MC  OS  19  REV-AR 

MII.F.15733/44E  (1) 

EC 

20  Jul 

87 

ER 

EC 

85 

Ml  SH  11  99  ES 

L 

5915 

Filter,  Rodio  Interference  F&245'APX&25  VaUdatcd  Feb  87  REV-99  ES  . . 

MIL-F-25562B 

85 

27  Feb 

64 

85 

NOTICE  1 

5915 

Filter,  Radio  Interference,  Style  FL42  USER-AT  AV  ME  AS  MC  OS  CG  19 

MIL-F.15733/28E 

EC 

16  Dec 

88 

ER 

EC 

85 

REV-MI  AR  SH  99  11  ES 

L 

5915 

Filter,  Rodio  Interference,  Style  F181  USER*19  REV.17  85  11  ES  . . . . 

MII-F.15733/29A  (1) 

EC 

27  Feb 

87 

85 

NOTICE  1 

1 

5915 

Filter,  Radio  Interference,  Hermetically  Seoled,  Style  FL9I  USER-AT  AV  AS  CG 

MIL-F  15733/39H  (2) 

EC 

05  May  87 

ER 

EC 

85 

MCOS  REV-MI  AR  SH  11  99  ES 

5915 

Filter,  Rodio  Interference  Style  FL4)  REV-11 . . . . . . . . . . . . 

MII-F-15733/46A  (3) 

EC 

28  Feb 

87 

85 

5915 

Filter,  Rodio  Interference  Style  FL35  USER-ME  AT  AV  MC  AS  OS  19  REV-AR 

MII-F-157338/40B 

EC 

12  Jun 

85 

ER 

EC 

85 

«!  SH  ! !  17  99  ES 

L 

5915 

Filter,  Rodio  Interference,  Hermeticolly  Scaled,  Style  F185  REV-AR  SH  11  99  ES 

MIL-F.15733/S5D 

EC 

06  Oct 

83 

ER 

EC 

85 

5915 

Filler,  Radio  Interference  Style  FL53  VaUdated  Jan  86  USER-AT  ME  AV  OS  MC 

MIL-F-15733/4G 

EC 

14  May  80 

ER 

EC 

85 

AS  CG  19  REV-MI  AM  SH  17  99  ES 

L 

5915 

Filter,  Rodio  Interference,  Hermetically  Sealed,  Style  FL61  Votidaied  Feb  82 

MII-F-15733/56B  (1) 

EC 

28  Mor 

80 

85 

REV-ll 

1 

5915 

Filter,  Rodio  Interference,  Hermeticolly  Seoled,  Style  FL62  VaUdaled  Feb  82 

MIL-F-15733/57B 

EC 

16  Dec 

81 

85 

REV-ll  ES 

5915 

Filler,  Radio  Interference  Style  FL74  Validated  Sep  66  USER-AV  ME  AT  CG 

Ma-F.15733/16D 

EC 

16  Sep 

88 

ER 

EC 

85 

MC  AS  OS  SH  19  REV-M‘  AR  85  ES 

NOTICE  1 

5915 

Fillers  Radio  Frequency/e* dCtromognetio  Interference  Suppression,hermeticolly 

MIL  F-28841/4A 

EC 

02  Nov 

88 

ER 

EC 

85  NA 

Sealed,  Style  fS40  USER-AV  ME  AT  OS  MC  AS  19  REV.AR  Ml  SH  99  11 
ES 


429 


FSC  USTING 


FSC  TITLE 

L  5915  Filters  &  Copocitors,  Rodio  Frequenc/  Interference,  Hermelicolly  Seoted,  Style 
FL90  Port  (S  M15733/34.0008,-0022, -0032, -0033, -0034  Are  Inoctive  For 
New  Design  10/17/86  Port  (S  M15733/34.0014,.0023,.0025,-0026,*0027 
Are  Inactive  For  New  Design  15  Jon  88  USER*ME  AV  AT  MC  AS  OS  SH  19 
REV-MI  II  99  65 

5915  Filters  &  Copocitors,  Rodio  Frequency  Interference,  Hermeticoily  Seoled,  Style 
FL15  USER-AT  AV  ME  MC  AS  SH  19  REV-MI  AR  OS  99  17  11  ES 
Q  5915  Filters  &  Copocitors,  Radio  Frequency  Interference  USER-AT  AV  MC  AS  OS  19 
REV-AR  MI  AV  SH  11  17  99  80  ES 

5915  Fillers  And  Networks  Selection  And  Use  Of  USER-AT  AV  ME  MC  CG  19 
REV-MI  AR  EC  SH  OS  17  85 

5915  Filters,  Rodio  Frequency  Interference,  Hermeticotly  Seoled,  Style  Fl9d  USER-AT 
AV  ME  AS  MC  OS  YD  19  REV-AR  Ml  SH  11  17  99  ES 

L  5915  Filters,  Rodio  Frequency  Interference,  Hermeticoliy  Seated,  Style  FL16  USER-ME 
AT  AV  MC  AS  OS  19  REV-AR  Ml  SH  11  99  ES 
5915  Fillers,  Radio  Frequency  Interference,  SlylefL84  USER-AV  ME  AT  AS  MC  19 
REV-MI  AR  OS  ES  99  11 

5915  Filters,  Rodio  Frequency  Interference,  Hermetically  Seated,  Styles  FL10  &  FLU 
USER-ME  AV  AT  SH  MC  AS  19  REV-MI  AR  OS  11  99  ES 
5915  Fillers,  Radio  Frequency  Interference,  Hermeticoliy  Sealed,  Style  FL12  USER-ME 
AV  AT  MC  AS  OS  19  REV-MI  AR  SH  17  11  19  ES 
5915  Filters,  Rodio  Frequency  Interference  Style  FU9  VaUdated  Sep  USER-ME  AV 
AT  AS  MC  OS  CG  19  REV-MI  AR  SH  99  11  ES 

I  5915  Filters,  Rodio  Frequency  Interference,  STYL£FLd7  (Notice  Of  Inoctivotion  For 
New  Design)  REV-11 

L  5915  Filters,  Radio  Frequency  Interference,  Stylefl  86  (Notice  Of  Inoctivotion  For 
New  Design)  REV-II 

L  5915  Filters,  Radio  Frequency  Interference,  Hermetically  Seoled,  Style  FL94  USER-AV 
ME  AT  AS  MC  OS  19  REV-AR  Ml  SH  11  19  99 
5915  Filters,  Rodio  Interference  Style  FL3'’  USER-AV  AT  ME  CG  OS  AS  MC  19 
REV-MI  AR  SH  99  17  ES 

5915  Filters,  Rodio  Interference  Style  FL38  USER-ME  AV  AT  AS  OS  MC  CG  19 
REV-MI  AR  SH  99  17  11  ES 

L  5915  Network,  Impedonce  Matching  CU'1794(  )/ARC-ll4  Vah'dated  Feb  88 . 

L  5915  Network,  Impedance  Matching  Ouadroture  Hybrid  CU-1796(  )/ARC‘114 

VoFdated  Feb  88 

I  59T5  Network,  Phose  Delecting,  CV.279/ARN  Validated  Apr  $3  REV-ES . 

5915  Network,  Pulse  Forming,  Rador,  Type  PN3E202C262Q500  Validated  May  8S 
USER-SM  Ml  AS  OS  MC  19  REV-AR  YD  SH  1 1  17  99 
5915  Network,  Pulse  Forming,  Radar,  Type  PN4E331J142Q350  Validated  May  8S 
USER-SM  Ml  MC  AS  OS  19  REV-AR  YO  SH  17  11  99 
5915  Network,  Poise  Forming,  Radar,  Type  PN2E302M3610500  Validated  May  85 
USER-SM  Ml  MC  OS  AS  19  REV-AR  YD  SH  17  11  99 
5915  Network,  Pulse  Forming,  Rodar,  Type  PN8E122J152Q150  Validated  May  85 
USER-SM  Ml  AS  MC  OS  19  REV-AR  YD  SH  11  17  99 
5915  Network,  Pulse  Forming,  Radar,  Type  PN3E571 J202Q5CX)  Validated  May  85 
USER-SM  Ml  OS  AS  MC  REV-ll  17  99 

L  5915  Networks,  Fixed  Film  R . . . . . . . . . . . . . 

5915  Networks,  Pulse  Forming,  Radar,  Generol  Specification  For  Validated  May  85  .. 
5915  Resistor-CAPACITOR  Network,  Fixed  Film  Resistors  &  Ceramic  Copocitor,  Style 
RZ110,  16  Pin  Dip  REV-AR  Ml  AS  OS  17  85  ES 
5915  Resistor-CAPACITOR  Networx,  Fixed  Film  Resistors,  &  Ceromic  Copocitor,  Style 
RZ120,  16  Pin  Flat  Pock  REV-AR  Ml  AS  OS  17  85  ES 

I  5915  Suppressor,  Electrical  Transient,  MX-7778A/GRC  Validated  Feb  85 . . . 

L  5915  Suppressor,  Electrical  Tronsient  Validated  Mar  87... . . . . . 

I  5915  Suppressor,  Electrical  Transient  MX>7778(  )/GRC  Validated  Mar  87  . . . . . 

5920  Arrester,  Aircraft  lightning  REV-11  99  ES . . . . . 

5920  Arrester,  Aircroft  lightning  REV-11  99  ES . . . . . . . . 

L  5920  Arrester,  Electrical  Surge,  F.1483(  )/g  And  F-1495(  )/g . . . . . . 

5920  Arrester,  Lighting  (Aircroft)  REV-1 1  99 . . . — . . . . . 

5920  Arrester,  lighting  (Aircroft)  Validated  Jun  82  REV-1 1  99  . . 

5920  Arrester,  Lightning  (Aircroft)  REV-11  99  ES.. . . 

5920  Arrester,  lightning,  Generol  Specification  For  Design  Of  REV-MI  99  ES........ . 

5920  Arresters,  Surge,  For  Ac  Power  Circuits,  lecc  Stondord  For  17  Dec  84  REV-.ME 
99  ES 

5920  Closs  R  Fuses  (W/revised  Pages  Did  24-9-82  &  13-12-82)  -  13  Dec  82 
USER-AR  REV-AT  99  ES 

5920  Connectors  &  Assemblies,  Electricol,  Aircroft  Grounding,  Jumper  Coble 

Assembly,  Aircroft  To  Fuel,  Nozzle,  Oiscorger,  Electrostotic  USER-MC  REV.ME 
AR  CR  Ml  13  18  82  85  90  GS 

5920  Connectors  &  Assemblies,  Electrical,  Aircroft  Grounding)  Type  Hi  Grounding 

Assembly,  Oischorger,  Electrostotic  USER-MC  REV-mE  AR  CR  Ml  13  18  82  85 
90  ES 


DOCUMENT 

NUMBER  t>ATE  CUSTODIAN 


MU.F-15733/3-iM  (2) 

EC 

15  Jon 

88 

ER 

EC 

85 

MIL-F-15733/27C 

EC 

11  Aug 

86 

ER 

EC 

85 

MIL-F-15733G  (1) 

SUPP  1 

EC 

21  Oct 

85 

ER 

EC 

85  ES 

NOTICE  1 
MII-SID.1395B 

EC 

06  Mar 

87 

ER 

EC 

85 

Mll.F-15733/75  (I) 

EC 

18  Jon 

84 

ER 

EC 

85 

MIL-F.15733738H  (2) 

EC 

07  Aug 

87 

ER 

EC 

85 

MII.F.15733/41G 

EC 

22  Ocl 

87 

ER 

EC 

85 

Ma  F-15733/23A  (1) 

EC 

03  Ajg 

87 

ER 

EC 

85 

MIL.F.15733/24A  (1) 

EC 

30  Dec 

83 

ER 

EC 

85 

MIL-F.15733/64  (2) 
NOTICE  1 

EC 

16  Sep 

88 

ER 

EC 

85 

MII.F-15733/65A 

EC 

07  Moy  86 

85 

MII.F.15733/53B 

EC 

07  Moy 

86 

85 

MIL-F-15733/54F 

EC 

22  Nov 

83 

ER 

EC 

85 

MII.F-1S733/63  (2) 

EC 

23  Apr 

82 

ER 

EC 

85 

MIL-F.I5733/33C 

EC 

27  Jun 

88 

ER 

EC 

85 

MIL-N-i5372 

CR 

01  Feb 

88 

CR 

NOTICE  I 

MIL-N-55374 

NOTICE  1 

CR 

01  Feb 

88 

CR 

Ma-N-8689A 

AS 

05  Mof 

62 

AS 

MIL  N-23182/)A  (1) 

EC 

30  Apr 

79 

ER 

EC 

85 

MIL  N.23182/2A  (1) 

EC 

30  Apr 

79 

ER 

EC 

85 

MII.N.23I82/3A  (I) 

EC 

30  Apr 

79 

ER 

EC 

85 

Mll.N.23182/4  (1) 

EC 

30  Apr 

79 

ER 

EC 

85 

Mll-N.23182/5  (1) 

EC 

30  Apr 

79 

ER 

EC 

85 

MII-N-87I44/I 

11 

20  Dec 

79 

11 

MII.N.23182A  (1) 

EC 

30  Apr 

79 

ER 

EC 

85 

Mll.R.83401/n 

11 

09  Mor 

87 

ER 

EC 

11 

MIL.R.83401/12 

11 

09  Mor 

87 

ER 

EC 

11 

Mll.S-55389  (2) 

ER 

21  Apr 

78 

ER 

Mll-S-49036 

NOTICE  1 

ER 

10  Mor 

87 

ER 

MIL.S-55689 

NOTICE  I 

CR 

26  Mor 

87 

CR 

MIL-A.9094/7B 
NOTICE  I 

8S 

13  Feb 

87 

ER 

AS 

85 

Ma-A-9094/lC 
NOTICE  I 

85 

13  Feb 

87 

ER 

AS 

85 

MIL-A-49201  (1) 

CR 

17  Aug 

84 

CR 

MIL-A-9094/4A 
NOTICE  1 

85 

13  Feb 

87 

ER 

AS 

85 

MIL-A-9094/2A 

85 

10  Ocl 

74 

ER 

AS 

85 

MII-A-9094/3A  (1) 
NCTiCE  I 

85 

13  Feb 

87 

ER 

AS 

85 

MII-A-9094D 

85 

13  Feb 

87 

AS 

85 

NOTICE  1 

IEEE  C62.I-84 

YO 

16  Nov 

87 

YD 

85 

UL  198E-82 

YD 

04  Feb 

83 

ER 

YO 

85 

MIL-C-83413/I0 

11 

23  Mor 

84 

AV  AS 

11 

MIL-C-83413/3 

11 

23  Mor 

84 

AV  AS 

11 

430 


FSC  USTING 


DOCUMENT 


FSC 

TITLE 

NUMBER 

PREP 

DATE 

CUSTODIAN 

5920 

Connectors  And  Assemblies/  Eleetricol/  Aircraft  Grounding  USER*MC  REV«ME 

AR  CR  Ml  18  82  85  99  ’3  ES 

Mll-C-83413/1 

11 

23  Mar 

84 

AV  AS 

11 

5920 

Connectors  And  Assemblies,  Electrical,  Atrcroft  Grounding:  Type  llgroundlng 
Assembly,  DIschorger,  Etectrostollc  USER'MC  REV<ME  AR  CR  Ml  13  18  82  85 

90  ES 

MIL.C.83413/2 

11 

23  Mor 

84 

AV  AS 

11 

Q 

5920 

Discharge,  Electrostatic  Gcnerol  Specification  For  USER-MC  14  19  REV-MI  CE 

17  11  99  ES 

MIL-D-91290 

85 

30  Sep 

ER  AS 

85 

5920 

5920 

DIschorger,  Electrostotlc,  Trolling  Edge,  Integral  Base,  less  Then  300  Knots 
USER.MC  14  19  REV-Ml  CE  17  11  99  ES 

DIschorger,  Electrostatic,  Trolling  Edge,  Non'Integrol  Bose,  Less  Then  300  Knots 
USER.MC  14  19  REV.CE  MI  11  17  99 

MII-0-9129/1B 

MIL-D-9129/2A 

85 

10  Mor 

30  Sep 

89 

86 

ER  AS 

85 

5920 

Discharger,  Electrostatic,  Trailing  Edge,  Intego!  Bose,  Less  Thors  600  Knots 

USER.MC  14  19  REV.MI  CE  11  17  99  ES 

MIL-0-9129/3A 

85 

30  Sep 

86 

ER  AS 

85 

5920 

DIschorger,  Electrostotlc,  Ortho'decoupled,  Bond  Mounted,  Type  11  Ooss  1, 

Style  A  USER.MC  19  14  REV-CE  Ml  11  17  99  ES 

MtL-D-9129/4A 

85 

30  Sep 

86 

ER  AS 

85 

5920 

Discharger,  Electrostotlc,  Orlho^decoupled,  Screw  Mounted,  Type  11,  CIoss  1, 

Style  B  USER-MC  19  14  REV-Ml  CE  11  17  99  ES 

MIL-D-9122/5A 

85 

30  Sep 

86 

ER  AS 

85 

5920 

DIschorger,  Electrostatic,  Ortho.decoupled,  Bond  Mounted,  Type  It,  Ctoss  2, 

Style  A  USER.MC  14  19  REV-Ml  CE  17  11  99  ES 

MIL-D-9I29/6A 

85 

30  Sep 

86 

ER  AS 

85 

5920 

Discharger,  Electrostotlc,  Ortho-decoupled,  Screw  Mounted,  Type  It,  Class  2, 

Stylo  B  USER-MC  19  14  REV-CE  Ml  17  11  99  ES 

MII-D-9129/7A 

85 

30  Sep 

86 

ER  AS 

85 

5920 

Discharger,  Electrostatic,  Wing  Tip,  Non-Integrol  Bose,  Greoter  Then  600  Knots 
USER-MC  19  14  REV-CE  Mill  17  99 

MlL.0-9129/8 

85 

30  Sep 

86 

ER  AS 

85 

5920 

Distribution  Cutouts  &  Fuse  Links,  Specifications  For  -  1981  VoUdoted  Moy  88 

ANSI  C37.42-81 
NOTICE  1 

YD 

04  May  88 

ME  YO 

85 

5920 

Electrostatic  DIschorger  Jumper,  Fuel  Nozzle  -to-  Alrcroft  Vofidoted  Jun  80 
USER-AV  SH  REV-n 

MS-2S384C 

AS 

13  Jul 

73 

ME  AS 

85 

5920 

Fues  Instrument  Type,  Style  FM04  (Nonlndlcotmg)  USER-AL  ME  REV-MI  AR  AS 

SH  11  99  17  ES 

MIL-f.23419/4D 

EC 

19  Mar 

82 

ER  EC 

85 

1 

5920 

Fuse  Box  ,  Branch  Junclon,  Submersible  (15  Feet),  125  Volts,  Two  Conductors, 

0-3/  Ampere  Midget  Fuses,  Symbo)'671.1 

Mll.F-24646/18 

SH 

30  Nov 

84 

SH 

L 

5920 

Fuse  Box,. (15  Feel),  500  Volts,  Alternoting  Current,  Three  Fhose  Buses,  0-30 
Ampere  Fuses,  Symbol  693.1 

MIL-F-24646/16 

SH 

30  Nov 

84 

SH 

L 

5920 

Fuse  Box,  (15  Feet),  500  Volts,  Alternoting  Current,  Three  Phose  Buses,  0-3/ 
Ampere  Fuses,  Symbol  693.1 

MIL.F-24646/17 

SH 

30  Nov 

84 

SH 

1 

5920 

Fuse  Boxes,  Feeder  Distribution,  Submersible  (15  Feet),  250  Volts,  Alternoting 
Current,  Three  Phose  Buses,  Single  &  Three  Phase  Branches,  0-30  Ampere 

Fuses,  Symbol  560.1,  561.1,  562.1  &  563.1 

Ma-F-24646/lO 

SH 

30  Nov 

84 

SH 

L 

5920 

Fuse  Bo«*s,  Feeder  Distribution,  Submersible  (15  Feet),  125  Volts,  Alternoting 
Current;  Single  Phose  Buses,  0-30  Ampere  Midget  Fuses,  Symbols  635.1, 

653.1  &  654.1 

Mll-f-24646/7 

SH 

30  Nov 

84 

SH 

1 

5920 

Fuse  Boxes,  Feeder  Distribution,  Submersible  (15  Feet),  500  Volts,  Alternoting 
Current,  Thre  Phase  Buses,  Single  &  Three  Phose  Brooches,  0-30  Ampere 

Fuses  With  Fuse  Puller,  Symbols  568.1,  569.1,  570.1  &  571.1 

Mll.F-24646/13 

SH 

30  Nov 

84 

SH 

L 

5920 

Fuse  Boxes,  Feeder  Junction.  Totolly  Enclosed,  250  Volts,  Alternoting  Current, 

Three  Phose  Buses,  Single  &  Three  Phase  Branches,  0-30  &  31-60  Ampere 

Fuses,  Symbols  680  &  681.1 

MIL-F-24646/14 

SH 

30  Nov 

84 

SH 

L 

5920 

Fuse  Boxes,  Feeder  Junction,  Submersible,  (15  Feet),  250  Volts,  Alternoting 
Current,  Feed  Through  Twin  Conductors,  Single  &  Three  Phose  Buses,  Single 
&  Three  Phase  Bronches.  0-0  &  31-60  Ampere  Fuses,  Symbols  685.1,  686.1, 
691.1  &  692.1 

MII.F-24646/15 

SH 

30  Nov 

84 

SH 

L 

5920 

Fuse  Boxes,  Feeder  Distribution,  Submersible  (15  Feet),  125  Volts,  Alternating 
Current,  Three  Phase  Buses,  Single  Phase  Bronches,  0-30  Ampere  Midget 

Fuses,  Symbols  646.1  &  647.1 

Mll.F-24646/8 

SH 

30  Nov 

84 

SH 

L 

5920 

Fuse  Boxes,  Feeder  Distribution,  Sebmersible  (15  Feel),  250  Volls.olternotlng 
Current,  Single  Phase  Buses,  0-30  Ampere  Fuses,  Symbols  555.1,  556.1, 

557,1,  558.1  &  559.1 

MIL-F-24646/9 

SH 

30  Nov 

84 

SH 

L 

5920 

Fuse  Boxes,  Feeder  Distribution,  Totolly  Enclosed,  125/250  Volts,  Direct 

Current,  Three  Wire  Buses,  Two  Wire  Bronches,  0-30  Ampere  Midget  Fuses, 
Symbols  609,  610  &  611 

MIL-F-24646 

SUPPL  1 

SH 

30  Nov 

84 

SH 

1 

L 

5920 

5920 

Fuse  Boxes,  Feeder  Distribution,  Totolly  Enclosed,  125  Volts,  Alternoting 

Current,  Single  And  Three  Phase  Buses,  Single  Phase  Bronches,  0-30  Ampere 
Midget  Fuses,  Symbols  600,  601,  612.1,  613,  613.1  And  614 

Fuse  Boxes,  Feeder  Distribution,  Totolly  Enclosed,  125/250  Volts,  Direct 

Current,  Three  Wire  Buses,  Two  Wire  Bronches,  0-30  Ampere  Midget  Fuses, 
Symbols  609,  610  &  611 

Mll-F-24646/1 

MIL-F.24546/2 

SH 

SH 

30  Nov 

30  Nov 

84 

84 

SH 

L 

5920 

Fuse  Boxes,  Feeder  Distribution,  Totolly  Enclosed,  125/250  Volts,  Direct 

Current,  Three  Wire  Buses,  Two  Wire  Branches,  O-30~Ampere  Fuses,  Symbols 
540,  541  &  542 

MIL-F.24646/3 

SH 

30  Nov 

84 

SH 

1 

5920 

Fuse  Boxes,  Feeder  Distribution,  Totally  Enclosed,  450  Volts,  Alternating 

Current,  Three  Phose  Buses,  Single  &  Three  Phase  8RANCHE$,0'30  &  31-60 
Ampere  Fuses,  Symbols  543,  544,  545,  546  &  547 

MIL-F-24646/4 

SH 

30  Nov 

84 

SH 

L 

5920 

Fuse  Boxes,  Feeder  Distribution,  Totally  Enclosed,  500  Volts,  Direct  Current, 

Two  Wire  Buses,  0-30  &  31-60  Ampere  Fuses,  Symbols  626  &  627 

Mll-F-24646/5 

SH 

30  Nov 

84 

SH 

5920 

Fuse  Clip,  Eleetricol,  Styles  FC40  And  FC41  Vafidated  Nov  82  USER-AT  CG  AS 
MC  19  REV-Ml  AR  ME  EC  17  99  80  ES 

Mll.F-2 1346/28 

SH 

18  Oil 

76 

ER  SH 

85 

5920 

Fuse  Holder,  Block-type,  1-,  2-,  And  3'POLE,  35-TO  60-AMPERE,  Aircroft  (Asg) 
Validated  Aug  85  REV-ES 

MS-2400IE 

AS 

07  Moy  65 

AS 

99 

5920 

Fuse  Holder,  Block-lyptr,  1-,  2-,  And  3-POLE,  1-  To  30'AMPERE,  Aircraft  (Asg) 
VdidatedAug  85  REV-99  ES 

MS-24000E 

AS 

07  Moy  65 

AS 

85 

L 

5920 

Fuse,  (Indicoting),  Style  F77A . . . . . . 

MIL-F-15160/77  (2) 

SH 

08  Apr 

88 

SH 

5920 

Fuse,  Cortridge,  High  Interrupting  Capacity,  Closses  RK)-&  RK5  (Cur* 

Rent-linviing)  600  Volts,  201-400  USER-AR  OS  REV-AT  Al  ME  99  ES 

W.F-1814/66 

•ES 

21  Ocl 

82 

ER  YD 

99 

43J 


FSC  LISTING 


DOCUMENT 

FSC  HUE  NUMBER  '’'*EP  DATE  CUSTODIAN 


5920 

Fuse,  CorSridge,  Instrument  Type,  Style  FM09M  (Nonlndicotlon)  USER'AR  ME 

MC  OS  19  REV.MI  AS  SH  99  11  ES 

MII.F-23419/9A 

EC 

13  Jon 

88 

ER 

EC 

85 

5920 

Fuse,  Cortn'dge,  HtghMnterrupting  Copocity  USER>AR  OS  REV-ME  AT  99............ 

W.F.1814A 

SUPP  1 

NOTICE  1 

/ES 

06  Apr 

88 

ER 

YO 

85 

5920 

Fuse,  Cortridge,  High  Interrupt  ig  Copocity,  Class  J  (Current-limiting)  600  Volts, 
101-200  Amperes  Validated  Nov  88  USER-AR  OS  REV-AT  AL  ME  80  NS 

W.F.1814/8 

NOTICE  1 

/ES 

29  Nov 

88 

ER 

YD 

85 

ES 

5920 

Fuse,  Cortridge,  High  Interrupting  Copocity,  Closs  G  (Current-limiting)  300 

Volts,  0-15  Amperes  Validated  Nov  88  USER-AR  OS  REV-AT  99 

W.F-1814/1 

NOTICE  1 

/ES 

29  Nov 

88 

ER 

YO 

85 

ES 

5920 

Fuse,  Cartridge,  High  Interrupting  Capacity,  Class  G  (Current-limiting)  300 

Volts,  16-20  Amperes  Validated  Nov  88  USER-AR  OS  REV-AT  At  ME  80 

W.F.18U/2 

NOTICE  1 

/ES 

29  Nov 

88 

ER 

YD 

85 

ES 

5920 

Fuse,  Cortridge,  High  Interrupting  Capacity,  Class  G  (Current-limiting)  300 

Volts,  21-30  Amperes  Validated  Nov  88  USER-AR  OS  REV-AT  Al  ME  80 

W.F-1814/3 

NOTICE  1 

/ES 

29  Nov 

88 

ER 

YD 

85 

ES 

5920 

Fuse,  Cortridge,  High  Interrupting  Copocity,  Closs  G  (Current-limiting)  3(X) 

Volts,  31-60  Amperes  Validated  Nov  88  USER-AR  OS  REV-AT  Al  ME  80 

W.F-1814/4 

NOTICE  1 

/ES 

29  Nov 

88 

ER 

YD 

85 

ES 

5920 

Fuse,  Cartridge,  High  Interrupting  Copocity,  Class  J  (Current-limiting)  600  Volts, 
0-30  Amperes  Validated  Nov  88  USER-AR  OS  REV-AT  AL  ME  80 

W.F-1814/5 

NOTICE  1 

/ES 

29  Nov 

88 

ER 

YO 

85 

ES 

5920 

Fuse,  Cortridge,  High  Interrupting  Copocity,  Closs  J  (Current-limiting)  600  Volts, 
31-60  Amperes  Validated  Nov  88  USER-AR  OS  REV-AT  AL  ME  80  NS 

W.F.1814/6 

NOTICE  1 

/ES 

29  Nov 

88 

ER 

YD 

85 

ES 

5920 

Fuse,  Cortridge,  High  Interrupting  Copocity,  Closs  i  (Current-limiting)  600  Volts, 
61-100  Amperes  Validated  Nov  88  USER-AR  OS  REV-AT  AL  ME  80  NS 

W.F-1814<7 

NOTICE  1 

/ES 

29  Nov 

88 

ER 

YD 

85 

ES 

5920 

Fuse,  Cartridge,  High  Interrupting  Copocity,  Closs  J  (Current-limiting)  600  Volts, 
201-400  Amperes  Validated  Nov  88  USER-AR  OS  REV-ME  AT  Al  80  NS 

W.F.I814/'9 

NOTICE  1 

/ES 

29  Nov 

88 

ER 

YD 

85 

ES 

5920 

Fuse,  Cartridge,  High  Interrupting  Copocity,  Closs  J  (Current-limiting)  600  Volts, 
401-600  Amperes  Validated  Nov  88  USER-AR  OS  REV-AT  AL  ME  80  NS 

W-F-1814/10 

NOTICE  1 

/ES 

29  Nov 

88 

ER 

YD 

85 

ES 

5920 

Fuse.  Cortridge,  High  Interrupting  Capacity,  Class  L  (Current-limiting)  600  Volts, 
601-800  Amperes  USER-AR  OS  REV-AT  99 

W.F-1814/47A 
NOTICE  1 

/ES 

19  Nov 

86 

ER 

YD 

85 

ES 

5920 

Fuse,  Cortridge,  High  Interrupting  Capacity,  Closs  L  (Current-limiting)  600  Volts, 
801-1200  Amperes  Validated  Nov  88  USER-AR  OS  REV-AT  AL  80  NS 

W.F-1814/48A 

/ES 

29  Nov 

88 

ER 

YD 

85 

ES 

5920 

Fuse,  Cortridge,  High  Interrupting  Capacity,  Class  L  (Current-limiting)  600  Volts, 
1201-1600  Amperes  Validated  Nov  88  USER-AR  OS  REV-AT  AL  80  NS 

W.F.1814/49A 
NOTICE  1 

/ES 

29  Nov 

88 

ER 

YD 

85 

ES 

5920 

Fuse,  Cortridge,  High  interrupting  Copocity,  Closs  t  (Current  limiting)  600  Volts, 
1601-2000  Amperes  Validated  Nov  88  USER-AR  OS  REV-AT  AL  80  NS 

V/.F-1814/50A 
NOTICE  1 

/ES 

29  Nov 

88 

ER 

YD 

85 

ES 

5920 

Fuse,  Cartridge,  High  Interrupting  Copocity,  .Closs  L  (Current-limiting)  6(X>  Volts, 
2001-2500  Amperes  Validated  Nov  88  USER-AR  OS  REV-AT  AL  MS  80 

W.F-1814/51A 
NOTICE  1 

/ES 

29  Nov 

88 

ER 

YD 

85 

ES 

5920 

Fuse,  Cartridge,  High  Interrupting  Copocity,  Class  L  (Current-limiting)  600  Volts, 
2501-3000  Amperes  Validated  Nov  88  USER-AR  OS  REV-AT  AL  80  NS 

W.F.1814/52A 
NOTICE  1 

/ES 

29  Nov 

88 

ER 

YD 

85 

ES 

5920 

Fuse,  Cartridge,  High  Interrupting  Copocity,  Closs  L  (Current-limiting)  600  Volts, 
3001-4000  Amperes  Validated  Apr  84  USER-AR  OS  REV-AT  99 

W-F-IEU/ESA 

/ES 

13  Jon 

75 

ER 

YO 

85 

ES 

5920 

Fuse,  Cartridge,  High  Interrupting  Copocity,  Closs  L  (Current-limiting)  600  Volts, 
4001-5000  Amperes  Validated  Nov  88  USER-AR  OS  REV-AT  AL  80  NS 

W.F.I814/54A 
NOTICE  1 

/ES 

29  Nov 

88 

ER 

YD 

85 

ES 

5920 

Fuse,  Cartridge,  High  Interrupting  Copocity,  Closs  1  (Current-limiting)  600  Volts, 
5001-6000  Amperes  Validated  Nov  88  USER-AR  OS  REV-AT  AL  80  NS 

W.F.18I4/55A 
NOTICE  1 

/ES 

29  Nov 

88 

ER 

YD 

85 

ES 

5920 

Fuse,  Cartridge,  High-interrupting  Copocity,  Closses  RK1  &  RK5  (Cur- 
Rent-limiting)  250  Volts,  101-200  USER-AR  OS  REV-AL  ME  AT  99  ES 

W.F-18I4/59 

•ES 

21  Ocl 

82 

ER 

YO 

85 

5920 

Fuse,  Cortridge,  High-interrupting  Capacity,  Classes  RKl  &  RK5 
(Cu.'rent-limlling)  250  Volts,  31-60  Amperes  USER-AR  OS  REV-AT  Al  ME  99 

ES 

Fuse,  Cortridge,  High-interrupting  Copocity,  Closses  RKl  &  RK5  (Cur-  Rent 
limiting)  250  Volts,  401-600  USER-AR  OS  REV-AL  ME  AT  99  ES 

W.F-1814/57 

•ES 

21  Ocl 

82 

ER 

YD 

99 

5920 

W.F-18I4/61 

•ES 

21  Ocl 

82 

ER 

YD 

85 

5920 

Fuse,  Cortridge,  High-interrupting  Copocity,  Closses  RKl  &  RK5  (Cur- 
Rent-limiting)  600  Volts,  0-30  Amperes  USER-AR  OS  REV-AL  ME  AT  99  ES 

W.F.18I4/62 

•ES 

21  Ocl 

82 

ER 

YO 

85 

5920 

Fuse,  Cartridge,  High-interrupting  Copocity,  Closses  RKl  &  RK5  (Cur- 
Rent-limiting)  600  Volts,  31-60  Ampere  USER-AR  OS  REV-ME  Al  AT  EA  99 

ES 

Fuse,  Cartridge,  High  Interrupting  Copocity,  Classes  RKl  &  RK5  (Cur- 
Rcnl-limiling)  600  Volts,  61-100  USER-AR  OS  REV-AT  AL  ME  99  ES 

Fuse,  Cartridge,  High-interrupting  Copocity,  Closses  RKl  &  RK5  (Cur- 
Rent-llmiting)  600  Volts,  101-200  USEK-^.R  OS  REV-AT  AL  ME  99  ES 

W.F-1814A/63A 

•ES 

15  Jul 

85 

ER 

YD 

85 

5920 

5920 

W.F-1814/64 

W-F.  18 14/65 

•ES 

•ES 

21  Ocl 

21  Ocl 

82 

82 

ER 

YO 

85 

5920 

Fuie,  Clip,  Elecifieol  Slyl.J  FC21,  FC22,  FC23,  And  FC25  USER-AR  MC  AS 

REV-MI  EA  EC  17  99  ES 

MIL-F-21344/IF 

SH 

15  May  86 

ER 

SH 

85 

5920 

Fuse,  Current  Limiter  Type,  Aircraft  Validated  Aug  85  REV-MI  99  E$...... . . 

MII-F-5372C  (2) 

AS 

20  Apr 

65 

AV  AS 

85 

5920 

Fuse,  Fuseholders,  And  Associoted  Hordwore,  Selection  And  Use  Of  USER-AT 

MC  YO  REV-ME  Ml  AV  AS  EC  17  11  99  ES 

MIL-STO-1360A 
NOTICE  1 

SH 

22  Aug 

83 

ER 

SH 

85 

5920 

Fuse,  Instrument  Type  General  Specification  For  USER-AT  ME  AS  MC  OS  SH 
REV-AR  Ml  11  17  99  6S 

MIL.F.23419C  (1) 
SUPP  lA 

EC 

08  Dec 

83 

ER 

EC 

85 

5920 

Fuse,  Instrument,  Power  And  Telephone.  (Nonindicotinng),  Style  r65  Validated 

Jan  84  USER-AR  YD  MC  DS  REV-Mf  EC  0$  99  ES 

MIL-F-15160/65B 

SH 

20  Ocl 

78 

ER 

SH 

85 

5920 

Fuse,  Instrument,  Power,  And  telephone  USEK-ME  AT  MC  CO  19  REV-MI  AR 

AS  OS  YO  17  99  ES 

MII-F-15160F  (2) 
SUPP  1 

SH 

29  Dec 

86 

ER 

SH 

85 

5920 

Fuse,  Instrument  Type,  Style  FM01  (indicoting)  USER-ME  AR  MC  OS  19 

REV-MI  SH  AS  11  17  99  ES 

MII-F-23419/1H 

EC 

22  Nov 

85 

ER 

EC 

85 

5920 

Fuse,  Instrument,  Power,  And  Telephone  (Nonindicoting),  Style  F01  Validated 

Apr  8!  USER-ME  AT  AR  MC  CG  YD  AS  19  REV-Ml  EC  17  99  ES 

MIL-F.15I60/1C 

SH 

06  Jon 

76 

ER 

SH 

85 

5920 

Fuse,  Instrument  Type,  Style  FM02  (Indicating)  USER-ME  AT  MC  OS  AS  19 
REV-AR  Ml  SH  11  17  99  ES 

MIL-F.23419/2N 

EC 

12  Jon 

83 

ER 

EC 

85 

5920 

Fuse,  Instrument,  Power  And-Telephone  (Nonindicoting),  Style  F61  Validated 

Jon  84  USER-AR  YO  MC  OS  REV-MI  EC  99  ES  DS 

MIL-F-15150/61B 

SH 

20  Ocl 

78 

ER 

SH 

85 

5920 

Fuse,  Instrument  Type,  Style  FM07  (Subminioture  -  High  P  Hormonce)  USER-19 
REV-MI  AR  AT  AV  AS  99  11  ES 

MIL-F.23419/7E 

EC 

01  Aug 

86 

ER 

EC 

85 

5920 

Fuse,  Instrument,  Power  And  Telephone  (Nonindicoting),  Style  F63  Validated 

Jon  84  USER-AR  YD  MC  OS  DS  REV-MI  EC  99  ES 

MIL-F-15150/63B 

SH 

20  Ocl 

78 

ER 

SH 

85 

432 
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5920 

Fuse,  Instrument  Type,  Style  FM08  (Subminioture  High<per(ormanee)  USER-19 
REV-MI  AS  99  11  ES  NS 

MII-F-23419/BE 

85 

o 

> 

c 

o 

86 

ER 

EC 

85 

5920 

Fuse  Instrument,  Power,  And  Telephone  (Nonindlcotlng),  Style  F02  Validated 

Apr  81  USER-ME  AT  AR  CG  MC  19  REV-MI  AV  AS  EC  17  99  ES 

MIL.F.15160/20 

SH 

06  Jon 

76 

ER 

SH 

85 

5920 

Fuse,  Instrument,  Power,  And  Telephone  (Nonmdlcotirtg),  Style~F03  Validated 

Apr  81  USER-ME  AT  AR  MC  CG  19  REV-MI  EC  AS  OS  17  99  ES 

MIL-F-15160/3D 

SH 

06  Jon 

76 

ER 

SH 

85 

5920 

Fuse,  Instrument,  Power,  And  Tctephone  (Nonindicoting),  Style  F05  Validated 

Apr  81  USER-ME  AT  AR  CG  MC  YO  19  REV-MI  AS  EC  17  99  ES 

MIL.F.15160/5C 

SH 

06  Jan 

76 

ER 

SH 

85 

5920 

Fuse,  Instrument,  Power,  And  Telephone  (Nontndfeoting),  Style  F06  Validated 

Apr  81  USER-ME  AT  AR  MC  CG  AS  19  REV-MI  EC  17  99  ES 

MIL-F-15(60/6C 

SH 

06  Jon 

76 

ER 

SH 

85 

5920 

Fuse,  Instrument,  Power,  And  Telephone  (Nonindicoting),  Style  F07  Validated 

Apr  81  USER-ME  AT  AR  MC  CG  19  REV-MI  EC  AS  17  99  ES 

MIL.F.15160/7C 

SH 

06  Jan 

76 

ER 

SH 

85 

5920 

Fuse,  Instrument,  Power,  And  Telephone  (Nonindkoling),  Style  F09  Validated 

Apr  81  USER-ME  AT  AR  MC  CG  19  REV-MI  EC  AS  17  99  ES 

MIL-F.15160/9C 

SH 

06  Jon 

76 

ER 

SH 

85 

5920 

Fuse,  Instrument,  Power,  And  Telephone  (Indicating),  Style  FIO  Validated  Apr 

81  USER-ME  AT  AR  CG  MC  AS  19  REV-MI  EC  17  11  99  FS 

MIL-F-15160/10D 

SH 

06  Jon 

76 

ER 

SH 

85 

5920 

Fuse,  Umitsr  Type,  Enclosed  Untc,  Intermediate  Rating,  Aircroft  (Inactive  Use 
MS28937)  Validated  Aug  55USER.MC  REV.99  ES 

MS.2893SB 

AS 

18  Apr 

67 

AS 

85 

5920 

Fuse,  Limiter  Type  Enclosed  Link,  1-60  Amp  Validated  Feb  80  REV-11  99  . 

MIL-F.5372/1 

85 

28  May 

74 

AS 

85 

5920 

Fuse,  Limiter  Type,  Enclosed  Link,  5-60  Amp,  Aireroh  Validated  Aug  85  REV-99 

ES 

Fuse,  Sell  Indicating  Current  Limiter,  Aircraft  Validated  Aug  65  USER-CG  11 
REV.99  ES 

MS-28937B 

AS 

18  Apr 

67 

AS 

85 

5920 

MS.28936C 

AS 

28  Sep 

73 

AV 

AS 

85 

5920 

Fuse,  Stylo  F15  REV-MI  FS . 

MIL-F-15160/15A 

SH 

29  Dec 

86 

ER 

SH 

99 

5920 

Fuse,  Stylo  F16  REV-ES . 

MII-F.15160/16A 

SH 

29  Dec 

86 

ER 

SH 

99 

5920 

Foto,  Stylo  FI9  REV-99  ES  . 

MIL-F.15160/19A 

SH 

29  Dec 

86 

ER 

SH 

85 

5920 

Fuse,  Style  F20  REV.99  ES . 

MtL-F.15160/20A 

SH 

29  Dec 

86 

ER 

SH 

85 

5920 

Fuse,  Style  F21  REV-99  ES . 

MIIF.15160/21A 

SH 

29  Dec 

86 

ER 

SH 

85 

5920 

Fuse,  Style  F22  REV.99  ES  . 

MIIF.15160/22A 

SH 

29  Dee 

86 

ER 

SH 

85 

5920 

Fuse,  Style  F27  VoUdaled  Aug  B2  REV.99  ES . 

M1LF.15160/27A 

SH 

19  Moy 

64 

ER 

SH 

85 

5920 

Fuse,  Style  F28  VoUdaled  Aug  82  REV.99  ES . . . 

MIL-F.15160/28A 

SH 

22  Nov 

61 

ER 

SH 

85 

5920 

Fuse,  Style  F29  Validated  Aug  82  USER.MI  REV.ES . 

MIL-F.15160/29 

SH 

01  Feb 

61 

ER 

SH 

99 

5920 

Fuse,  Style  F30  Validated  Aug  82  REV-, Ml  99  ES . . . . . 

Mll-F  15160/30 

SH 

01  Feb 

61 

ER 

SH 

85 

5920 

Fuse,  Style  F34  VoUdaled  Aug  82  REV.99  ES . 

MaF.15160/36 

SH 

01  Feb 

61 

ER 

SH 

85 

5920 

Fuse,  Style  F37  Validated  Aug  62  REV.99  ES . . . 

MllF.15160/37 

SH 

01  Feb 

61 

ER 

SH 

85 

5920 

Fuse,  Style  F38  Validated  Avg  82  REV-99  ES . . . 

MIL  F.15160/38 

SH 

01  Feb 

61 

ER 

SH 

85 

5920 

Fuse,  Stylo  F39  VoUdaled  Aug  82  REV.99  ES . 

MIL-F-15160/39 

SH 

01  Feb 

61 

ER 

SH 

85 

5920 

Fuse,  Style  Validated  Aug  82  REV-99  ES... . . . . 

Mll.F.15160/40 

SH 

01  Feb 

61 

ER 

SH 

85 

5920 

Fuse,  Style  F50  VoUdaled  Aug  82  REV.99  ES . 

MlL.F.15160/50 

SH 

01  Feb 

61 

ER 

SH 

85 

5920 

Fuse,  Stylo  F51  Validaled  Aug  82  REV.99  ES . 

MIL-F.15160/51 

SH 

01  Feb 

61 

ER 

SH 

85 

5920 

Fuse,  Style  F52  Validated  Aug  82  REV-99  ES . 

MIl-F-lS  150/52 

SH 

01  Feb 

61 

ER 

SH 

85 

5920 

Fuse,  Style  F70  Validated  Aug  62  REV.99  ES . . . . 

MIL-F.15160/70 

SH 

01  Feb 

61 

ER 

SH 

85 

5920 

Fuse,  Style  F71  VoUdaled  Aug  82  REV.99  ES . 

MIL.F.15160/71 

SH 

01  Feb 

61 

ER 

SH 

85 

5920 

Fuse,  Style  F72  VoUdaled  Aug  82  REV-MI  99  ES . 

MIL-F.15160/72 

SH 

14  Nov 

60 

ER 

SH 

85 

5920 

Fuse,  Style  F73  Validated  Aug  82  REV  99  ES . . . . . . 

MILI-.15160/73 

SH 

14  Nov 

60 

ER 

SH 

85 

5920 

5920 

Fuse,  Style  f74  Validated  Aug  82  REV-99  ES . . . . . 

Fuse,  Style  F76  Validated  Aug  82  REV-ES  . .  . 

MIL.F.15160/74 

MIL-F.15160/76B 

SH 

SH 

14  Nov 
16  Jun 

60 

69 

ER 

SH 

SH 

85 

5920 

Fuscholdcr  (Shroud  Type)  Style  FH78,  0-30  Amp.,  10(X)  Volt  Validated  Nov  82 
USER-ME  AT  MC  REV-MI  EC  99  ES 

MIL-F.21346/12 

SH 

16  Mor 

71 

ER 

SH 

85 

5920 

Fuseholder  (Shroud  Type),  Style  Fh  79  31-100  Amp.,  1000  Volt  Validated  Nov 

82  REV.99  ES 

Mll-F.21346/13 

SH 

16  Mar 

71 

ER 

SH 

85 

5920 

5920 

Fuseholder  Receptacle,  Limiter  Type,  1-60  Amp  Validaled  Jan  dOREV-ll  99...... 

Fuseholder-coriridge,  Extractor  Post  Validated  Aug  85  USER-ME  REV-MI  ES  ...... 

MII-F.S373/1 

MS.26572A 

85 

AS 

28  May 
15  Aug 

74 

62 

AS 

AS 

85 

5920 

Fuseholder,  (Shroud  Type)  Style  Fh  80,  100-200  Amp,  10(X)  Volt  Validated  Nov 

82  USER-AT  CG  AS  MC  19  REV-MI  AR  EA  EC  80  17  ES 

MIL-F.2)346/14A 

SH 

18  Oct 

76 

ER 

SH 

85 

5920 

Fuseholder,  Block  Type,  Aircroft  Validated  Feb  78  REV-MI  99  ES„... . . . 

MIL-F.5373C 

85 

24  Jon 

64 

AS 

85 

5920 

Fuseholder,  Block,  And  Shroud  Type,  And  Associoled  Fuse  Clips,  Generol 
Specification  For  USER-AT  AR  MC  AS  CG  19  REV-MI  ME  EA  EC  17  99  ES 

MIL.F.21346B  (1) 

SH 

20  Jun 

80 

ER 

SH 

85 

5920 

Fuicholdcr,  Block  Typo  Styles  FH20,  FH2I,  FH22,  FH23,  rH24,  FH25,  FH30, 

FH31,  And  FH32  USER-AT  AS  MC  CG  19  REV-MI  AR  EA  EC  99  )7  ES 

M1L.F.21346/3C 

SH 

27  Mar 

81 

ER 

SH 

85 

5920 

Fuseholder,  Block  Type  Styles  FH26,  FH27,  FH28,  And  FH29  Validated  Nov  82 
USER-AT  CG  MC  AS  19  REV-MI  ME  EC  17  99  ES 

Mlt-F.21346/4A 

SH 

16  Jul 

68 

ER 

SH 

85 

5920 

Fuseholder,  Block  Type  (Style  FH33)  VaVdated  Nav  82  USER-AT  CG  AS  MC 

19  REV-ME  Ml  EC  17  99  ES 

MIL.F.21346/5A 

SH 

16  Jul 

68 

ER 

SH 

85 

5920 

Fuseholder,  Block  Type  (Styles  FH40  To  FH47,  FH50,  And  FH51)  Validated  Nov 

82  USER-AT  MC  AS  CG  19  REV-ME  Ml  AR  EC  17  99  ES 

MII-F.21346/6B 

SH 

16  Jul 

68 

ER 

SH 

85 

5920 

Fuseholder,  Block  Type,  (Styles  FH65  To  FH69,  Incl.)  Validated  Nov  82 

USER-AT  CG  MC  AS  19  REV-AR  MI  EC  17  99  ES 

M1L-F.21346/9A 

SH 

16  Jul 

68 

ER 

SH 

85 

5920 

Fuseholder,  Block  Typc,_(Stylc  FH75)  VoUdaled  Nor  82  USER-AT  CG  AS  MC 

19  REV-AR  mi  ME  EC  17  99  ES 

MII-F-21346/10A 

SH 

16  Jul 

68 

ER 

SH 

85 

5920 

Fuseholder,  Block  Type,  (Style  FH77)  Validaled  Nov  82  USER-AT  MC  CG  AS 

19  REV-ME  mi  EC  17  99  ES 

MlL-F-21346/nA 

SH 

16  Jul 

68 

ER 

SH 

85 

5920 

Fuseholder,  Oc,  5CX>  Ampere  Moxlmum,  Bolt  Down  Type,  Aircroft  Validated  Aug 

85  REV.99  ES 

MS-28934C 

AS 

11  Jon 

67 

AS 

85 

5920 

Fuseholder,  Extractor-Post  Type,  Blown  Fuse  Indicating  And  Nomndicoting 

Generol  Specificotion  For  USER-AT  ME  MC  AS  19  REV-AR  EA  Ml  EC  OS 

AS  99  11  17  85  eS 

MII.F.19207C  (1) 

SH 

19  Mor 

81 

ER 

11 

5920 

Fuseholder,  Extroctor  Post  Type,  Blown  Fuse  indicotmg.  Type  FHH6G  USER-AT 

MC  AS  19  REV-MI  ME  AR  OS  EC  11  99  ES 

MIL-F-19207/7J 

3H 

IS  Jan 

86 

ER 

SH 

85 

5920 

Fuseholder,  Extractor  Post  Type,  Blown  Fuse  N^nindkoting,  Type  FHN47WB 
Validated  Oct  82  USER-MC  19  REV-MI  ME  AS  17  11  99  ES 

MII.F.19207/31B 

SH 

29  Jul 

69 

ER 

SH 

85 

5920 

Fuseholder,  Extroctor  Post  Type,  Blown  Fuse  Indicating,  Type  FHL48U  Validated 
Oct  82  USER-AT  AS  MC  19  REV-MI  ME  AR  OS  EC  17  ES 

MILF.19207/32C 

SH 

08  Aug 

77 

ER 

SH 

85 

433 
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5920 

5920 

5920 

5920 

FoschoWer,  Extroctor  Po$t  Type,  Nonindicofing,  R.i.  Shielded  Type  FHN55W 
Vafidatod  Jan  84 

Fuseholder,  Extractor  Post  Type,  Blown  Fuse  Indicating,  Type  FHL57G. . . 

Fuseholder,  Extroctor  Post  Type,  Blown  Fuse  Indicating,  Type  FH158G..... . 

Fuscholder,  Extractor  Post  Type,  Blown  Fuse  Indicating,  Type  FHL32W  USER'AT 

MIL-f-19207/35B 

MIL.F-19207/38A  (1) 
MIL-F-19207/39A  (1) 
MIL-F-19207/21F 

SH 

SH 

SH 

SH 

31  Jul 

22  Jul 
22  Jul 
07  Mor 

78 

86 

85 

84 

ER 

SH 

SH 

SH 

SH 

85 

5920 

AV  MC  AS  19  REV-MI  EC  OS  17  99  11  £S 

Fuseholder,  Extroctor  Post  Type,  Blown  Fuse  Indicoting,  Type  FHL33W  USER-AT 

MIL-F-19207/22F 

SH 

07  Mar 

84 

ER 

SH 

85 

5970 

AV  MC  19  REV.Ml  AS  EC  OS  17  11  99  ES 

Fuscholder,  Extroctor  Post  Type,  Blown  Fuse  Indicating,  Type  FH134W  USEft'AT 

A\IL-F-19207/23G 

SH 

30  Dec 

80 

ER 

SH 

85 

5920 

MC  AS  19  REV.Ml  AR  ME  EC  OS  17  99  11  ES 

Fuseholder,  Extroctor  Post  Type,  Nonindicoting,  Type  FHN42W  USER*AV  ME 

MIL.F.19207/26F 

SH 

11  Apr 

83 

ER 

SH 

85 

5920 

MC  CG  19  REV-CE  Ml  AR  AS  17  99  ES 

Fuseholder,  Extractor  Post  Type,  Blown  Fuse  Indicoting,  Types  FHL18G1  And 

MIL-F-19207/9G 

SH 

22  Jul 

86 

ER 

SH 

85 

5920 

FHL18G2  USER-AT  MC  AS  19  REV-MI  ME  AR  OS  EC  17  11  ES 

Fuseholder,  Extroctor  Post  Type,  Blown  Fuse  Nonindicating,  Type  FHN46WB 

MIL-F-19207/30B 

SH 

29  Jul 

69 

ER 

SH 

85 

5920 

Vo!!doti>d  Oct  82  USER-AT  MC  AS  19  REV-MI  ME  AR  OS  EC  17  99  ES 
Fuscholder,  Extroctor  Post  Type,  Blown  Fuse  Indicating,  Type  FH122WB 

MIL-F- 19207/ 12C 

SH 

15  May 

86 

ER 

SH 

85 

5920 

USER-MC  14  19  REV-CE  Ml  AS  11  17  99  ES 
fuiehoMer,  Type  FHL35W  USER-AT  MC  AS  19  REV-MI  AR  ME  ER  AS  EC  OS 

MII-F-19207/24F 

SH 

30  Dec 

80 

ER 

SH 

85 

5920 

17  11  99  ES 

FoiehoWer,  Type  FHN41S  Validated  Oct  82  USER-MC  19  14  REV-CE  Ml  ER  AS 

MII-F-19207/25C 

SH 

31  Aug 

66 

SH 

85 

5920 

17  11  99  ES 

F^seholders,  Extroctorpost  Type,  Blown  Fuse  Indicating  And  Nonindicating,  Type 

MIL-F- 19207/6 J 

SH 

15  Jan 

86 

ER 

SH 

85 

5920 

FHL15G  USER-AT  MC  AS  19  REV-MI  ME  EC  OS  11  99  ES 

Fuseholders,  Extroctor  Post  Type,  Blown  Fuse  Indicating,  Type  FHL44G 

MII-F-19207/28C 

SH 

29  Jul 

69 

ER 

SH 

85 

5920 

Vo/K/oterf  Oct  82  USER-AT  MC  AS  19  REV-MI  ME  OS  EC  17  99  ES 

Fuseholders,  Extroctor  Post  Type,  Blown  Fuse  Indicoting,  Type  FHL45G 

MII-F-19207/29C 

SH 

29  Jul 

69 

ER 

SH 

85 

5920 

Validated  Oct  82  USER-AT  MC  19  REV-Ml  ME  AS  OS  EC  17  11  99  ES 
Fuseholders,  Extractor  Post  Type,  Nonindicoting,  Types  FKN19G  And  FHN19W 

MIL-F-19207/10C 

SH 

10  Moy 

74 

ER 

SH 

85 

5920 

Validated  Aug  80  USER-MC  19  14  REV-Ml  CE  AS  EC  11  17  99  ES 

Fuseholders,  Extractor  Post  Type,  Blown  Fuse  Nonindicoting,  Type  FKN20G 

MII-F-19207/11F 

SH 

10  Mor 

76 

ER 

SH 

85 

5920 

Validated  Apr  81  USER-AT  MC  AS  19  REV-Ml  ME  AR  OS  EC  17  11  99  ES 
Fuseholders,  Extractor  Post  Type,  Nonindicoting,  Type  FHN23W6  USER-MC  19 

MII.F-19207/13D 

SH 

15  Moy 

86 

ER 

SH 

85 

5920 

REY-MI  £A  AS  17  99  ES 

fuseholders.  Extractor  Post  Type,  Nonindicoting,  Types  FHN26G1,  FHN26G2, 

MIL-F-19207/16D 

SH 

08  Aug 

77 

ER 

SH 

85 

5920 

And  FHN24W  Validated  Oet  82  USER-AT  MC  AS  19  REV-Ml  AR  ME  EC  OS 

17 

fuieholdorj,  Exiraclor  Post  Type,  NonindKoling,  Type  fHN28WB  Validated  Oet 

Mll-F-19207/170 

SH 

29  Jul 

69 

ER 

SH 

85 

5920 

82  USER-AT  MC  19  REV-Ml  ME  AR  6A  AS  OS  EC  11  17  99  ES 

Fuseholders,  Extroctor  Post  Type,  Blown  Fuse  lndicotmg,  Type  FH129G  USER-AT 

MIL.F-19207/18F 

SH 

04  Aug 

87 

ER 

SH 

85 

5920 

MC  AS  19  REV-MI  me  AR  OS  EC  17  99  11  80  ES 

Fuseholders,  Extractor  Post  Type,  Blown  Fuse  Indicoting,  Type  FHt30G  USER-AT 

MILF-19207/  19G 

SH 

04  Aug 

87 

ER 

SH 

85 

5920 

MC  AS  19  REV-MI  me  AR  OS  EC  17  99  70  71 

Fuseholders,  Extractor  Post  Type,  Nonindicoting,  Types  FHN31G1  And 

MII-F-19207/20C 

SH 

10  Aug 

71 

ER 

SH 

85 

5920 

FHN31G2  Validated  Aug  80  USER-MC  14  19  REV-MI  CE  AS  17  99  ES 
Fuseholders,  Extractor  Post  Type.  Blown  Fuse  Indicoting,  Types  FHLI701  And 

MII-F-19207/8E 

SH 

12  Jon 

84 

ER 

SH 

11 

5920 

FHL17G2  USER-AT  MC  AS  19  REV-MI  ME  AR  EC  OS  17  85  ES 

Fuseholders,  Extractor  Post  Type,  Blown  Fuse  Indicoting,  Type  F4149U  Validated 

Mll-F  19207/33C 

SH 

08  Aug 

77 

-  ER 

SH 

85 

5920 

Oct  82  USER-AT  MC  AS  19  REV-MI  ME  AR  OS  EC  17  ES 

Fuseholders,  Extractor  Post  Type,  Blown  Fuse  Indicating,  Type  FHLICU 

MIL-F- 19207/ IF 

SH 

12  No/ 

86 

ER 

SH 

85 

5920 

USER-MC  AS  19  REV-MI  AR  ME  EC  OS  17  99  ES 

Fuseholders,  Extractor  Post  Type,  Blown  Fuse  ind-cotlng,  Type  FHllIU  UScR-AT 

MIL-F-19207/2E 

SH 

12  Nor 

86 

ER 

SH 

85 

5920 

MC  AS  19  rev-mi  AR  ME  OS  EC  17  99  11  70  ES 

Fuseholders,  Extractor  Post  Type,  Blown  Fuse  Indicating,  Type  FK112U  USER-AT 

MIL-r-19207/3E 

SH 

12  Nov 

86 

ER 

SH 

85 

5920 

MC  AS  19  rev-mi  me  AR  OS  EC  17  99  11  70  ES 

Fuseholders,  Extroctor  Post  Type  Blown  Fuse  Indicoting,  Type  FHL13G  USER-AT 

MIL-F-I9207/4F 

SH 

30  Dec 

80 

ER 

SH 

85 

5920 

MC  AS  19  REV-MI  me  AR  OS  EC  17  99  ES 

Fuseholders,  Exlrocior  Post  Type,  Blown  Fuse  Indicating,  Type  FH114G  USER-AT 

MIL-F-19207/5G 

SH 

30  Dec 

80 

ER 

SH 

85 

5920 

MC  AS  19  REV.Ml  AR  ME  EC  OS  17  11  ES 

Fuses,  Cartridge,  High-interrupting  Capocity,  Closses  RKl  SRK5 

W.F.1814/58 

-ES 

21  Oet 

82 

ER 

YD 

85 

5920 

(Current-limiting)  250  Volts,  61-100  Amperes  USER-AR  OS  REV-Al  ME  AT  99 

ES 

Fuses,  Cartridge,  Instrument  Type,  Style  FMIO  (Nonindicoting)  USER-Al  ME  MC 

MIL-F-23419/10 

EC 

23  Jun 

87 

ER 

EC 

85 

5920 

OS  19  REV-AR  Ml  AS  SH  11  17  99  ES 

Fuses,  Cartridge,  High-interrupting  Copocity,  Classes  RKl  &  RK5 

W-F.1814/60 

•ES 

21  Oet 

82 

ER 

YD 

85 

5920 

(Current-limiting)  250  Volts,  201-400  USER-AR  OS  REV-At  ME  AT  99  ES 

Fuses,  Cartridge,  High-interrupting  Capacity,  Closses  RKl  &  RK5 

V/.F-18I4/56 

•ES 

21  Ocl 

82 

ER 

YD 

85 

5920 

(Current  limiting)  250  Volts,  0-30  Amperes  USER-AR  OS  REV-Al  ME  AT  99 

CS 

Fuses,  Cartridge,  High-interrupting  Copocity,  Closses  RKl  &  RK5 

V/.F-1814/67 

•ES 

21  Ocl 

82 

ER 

YD 

85 

5920 

(Current-limiting)  6(X)  Volts,  401-600  USER-AR  OS  REV-AT  At  ME  99  ES 

Fuses,  High-lnterrupting-capocity,  Current-limiting  Types  •  21  dUl86-FIFTH 

UL  I98C-84 

YO 

23  Nov 

87 

ER 

YD 

85 

5920 

Edition  USER-AR  REV-AT  99  ES 

Fuses,  Instrument,  Power  And  Telephone  (Nonindicoting),  Style  F60  Validated 

MIL-F-15160/60E 

SH 

20  Ocl 

78 

ER 

SH 

85 

5920 

Jan  84  USER-AR  YO  MC  OS  REV-MI  EC  99  ES 

Fuses,  Instrument,  Power  And  Telephone  (Nonindicating),  Style  F64  Validated 

MIL-F-15160/54B 

SH 

20  Ocl 

78 

ER 

SH 

85 

5920 

Jen  84  USER-AR  OS  YD  MC  REV-MI  EC  99  ES 

Fuses,  Instrument,  Power  And  Telephone  (Nonindicoting),  St^e  F66  Validated 

MIL-F-15150/64B 

SH 

20  Ocl 

78 

ER 

SH 

85 

5920 

Jan  84  USER-AR  REV-MI  EC  99  ES 

Fuses,  Instrument,  Power  And  Telephone  (Nonindicoting),  Style  F62  Validated 

MiL-F-15l60/62C 

SH 

20  Oct 

78 

ER 

SH 

85 

5920 

Jan  84  USER-AR  YD  MC  OS  REV-MI  EC  99  ES 

Holder,  Diiehorgcr,  Cleciroslolic  USER-MC  19  14  REV-CE  Mill  17  99 . 

MIL-H-9I29/9 

85 

30  Sep 

86 

ER 

SH 

85 

434 
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L 

5920 

Monllor,  VolJagc  And  Frequency,  400  Cycles  A.c.,  Electric  Power  (Novo) 

MIL-M-24116B  (1) 

SH 

29  Ocl 

85 

SH 

Shipboard  Use)  REV*ES 

5920 

Protector,  Electrico)  Communication  Circuits  Fuseless,  With  Cover,  Style  P3 

M1L-P.55624/3A 

ER 

20  Mor 

74 

ER 

YD 

85 

Volidoted  Oct  81  USER-AT  ME  MC  REV-MI  EC  11  99  ES 

5920 

Protector,  Electrio)  Communicotion  Circuits  Arrester  Assembly,  Carbon  Disc,  Foil 

Mll-P-55624/6 

ER 

15  Nov 

71 

ER 

YD 

85 

Sole  (FS),  Type  42  VaMalcd  Ocl  81  USER-AT  AR  MC  REV-MI  EC  11  99  ES 

5920 

Protector,  Electricol,  Communication  Circuits  Fused,  With  Cover  Style  P4 

MIL-P-55424/4B 

ER 

23  Moy 

75 

ER 

YD 

85 

Validated  Oct  81  USER-AT  SH  MC  REV-AR  Ml  EC  11  99  ES 

5920 

Protector,  Electricol  Communication  Circuits  Arrester  Asse  ‘sbly,  Cos  Tube,  Foil 

Mll-P.55624/7 

ER 

15  Nov 

71 

ER 

YD 

85 

Sole  (FS),  Type  A3  Validated  Ocl  81  USER-AT  AR  M  .  REV-MI  EC  1 1  99  ES 

5920 

Protector,  Electricol  Communication  Circuits  Arrester  Assembly,  Corbon  Block, 

MIL-P-55624/5 

ER 

15  Nov 

71 

ER 

YD 

85 

Type  A1  Validated  Ocl  81  USER-AT  MC  REV-MI  EC  11  99  ES 

Q 

5920 

Protector,  Electricol  Communication  Circuits  Genero)  Specllicotion  For  Validated 

Mll.P-55624  (1) 

ER 

12  Dec 

73 

ER 

EC 

85 

Ocl  81  USER-AT  SH  MC  REV-AR  Ml  11  99  ES 

SUPP  1 

5920 

Protector,  Electrical  Communication  Circuits  Arrester  Assembly,  Gos  Tube,  Type 

MIL-P-55624/8 

ER 

15  Nov 

71 

ER 

YD 

85 

A4  Validated  Ocl  SI  USER-AT  AR  MC  REV-MI  EC  11  99  ES 

5920 

Protector,  Electrical  Communicotion  Circuits  Fuse,  Closs  FI  Validated  Oct  81 

MII-P-5S624/9 

ER 

15  Nov 

71 

ER 

YD 

85 

rev-mi  EC  11  99  ES 

5920 

Protector,  Electricol  Communication  Circuits  Fuse,  Closs  F2  Validated  Oct  81 

MlL-P-55624/10 

ER 

15  Nov 

71 

ER 

YD 

85 

USER-AT  MC  REV-AR  Ml  EC  11  99  ES 

5920 

Sufge  Atteiler  -  1980  REV-ME  99 . 

NEMA  IA1-76R80 

YD 

24  May 

82 

YD 

85 

5925 

Breokers,  Circuit,  low  Voltage  AC  Power,  Used  In  Enclosures  «  5  Feb  80 

IEEE  C37.13-81 

YD 

29  Moy 

87 

ER 

YD 

99 

REV-ER  85  ES 

NOTICE  1 

5925 

Circuit  Breokcr  Aircroft,  Trip  Free,  Push'pull,  50  Thru  100  Amps,  Type  1  RhVeMI 

11  ES 

Circuit  Breaker  •  Aircroft,  Trip<free,  Push  Pull,  1  Thru  20  Amps.,  Type  1  *55  To 

MS.25361P 

AS 

30  Nov 

87 

ER 

AS 

85 

5925 

Mu  2320M 

AS 

07  Dec 

83 

ER 

AS 

85 

Plus  121  Degrees  C  REV-11  ES 

L 

5925 

Circuit  Brooker  •  Aircraft,  Trip  Free,  Push  Pull,  25  Thru  35  Amps.,  Type  1  *55 

AS 

30  Nov 

87 

ER 

AS 

85 

To  Plus  121  Deg.  C  REV-99  ES 

L 

5925 

Circuit  Breaker  •  Aircroft,  Trip  Free  Push  Pull  3  Phose,  1  Thru  20  Amp,  Type  1 

MS-I4154C 

AS 

30  Nov 

87 

ER 

AS 

85 

L 

5925 

Circuit  Breoker-oirerofi,  Trlp*free,  Push-pull  3  Phase,  1  Thru  35  Amp,  Typo  1 . 

MS-14153B 

AS 

30  Nov 

87 

ER 

AS 

85 

L 

5925 

Circuit  Breoker'aircroft,  Non  Trip^free,  Posh  Poll,  5  To  50  Amp,  Type  1  REV*MI 

MS-24505E 

85 

19  Feb 

88 

85 

99  ES 

NOTICE  1 

5925 

Circuit  Breaker>circrafi,  Trip*free,  Posh*pull,  3'PHAS£,  5  Thru  60  Amp.,  Type  1 

MS-21984F 

AS 

30  Nov 

87 

ER 

AS 

85 

USER-ME  REV-MI  99  ES 

Q  1 

5925 

Circuit  Breaker,  low  Voltage,  Electric  Power,  Air,  Open  Frome,  Removoble 

MII-C-17587B  (4) 

SH 

01  Jul 

86 

SH 

Construction  REV*ES 

O  L 

5925 

Circuit  Breoker,  Non  Trip*free  General  Specification  For  Validated  Jvn  86 

MII-C-7079A  (1) 

85 

23  Mor 

67 

85 

REV-99  ES 

NOTICE  1 

O 

5925 

Circuit  Breaker,  Molded  Case,  Branch  Circuit  &  Service,  Type  1,  Series  Trip, 

W-C-375B 

/ES 

19  Nov 

86 

YD 

85  ES 

Single  Pole  (10  Through  100  Amperes  Validated  Nov  86  OSER*MC  OS 

REV.80  ES 

NOTICE  1 

5925 

Circuit  Breoker,  Air,  Insuloted  Housing  (Shipboord  Use)  Type  Aqb  •  A1600  & 

Mll-C-17351/13 

SH 

10  Mor 

89 

SH 

Nqb  -  A1600 

5925 

Circuit  Breaker,  28  Volt  DC  Manual,  Nonwoterproof,  105  To  200  AMP 

MIL-C-135I6/3A 

AT 

21  Ocl 

86 

AT 

MC 

85 

USER-ME  REV-AR  AV  ER  99  ES 

5925 

Circuit  Breoker,  Trlpdree,  Push'puH,  1/2  Thru  20  Amp,  Type  1  REV>11  ES 

MS-22073M 

AS 

30  Nov 

87 

ER 

AS 

85 

O  1 

5925 

Circuit  Breaker,  Tripdree,  High  Temperoture,  Aircroft  Oenerol  Specification  For 

Mll-C-27715  (1) 

85 

04  Ocl 

86 

85 

rev-mi  99  ES 

5925 

Circuit  Breaker,  28  Volt  DC  Automotic,  Woterproof  15  To  30  AMP  Validated 

MII-C-13516/1A 

AT 

23  Aug 

68 

AT 

MC 

85 

Avg  83  USER-ME  REV-AR  AV  EA  ER  99  ES 

5925 

Circuit  Breaker,  Molded  Cose,  Bronch  Circuit  And  Service,  Type  lii.  Series  Trip, 

W-C-375/I9A 

/ES 

19  Nov 

86 

YD 

85 

Single  Pole  (10  Thio  100  Amperei)  USER-MC  OS  REV-99 

NOTICE  1 

5925 

Circuit  Breaker,  Mognctic,  Low  Power,  Sealed,  Trip-free,  One-pole  USER-AT  AV 

MIIC-390I9/IE 

ER 

06  Jon 

87 

ER 

EC 

85 

MC  AS  SH  19  REV-MI  OS  11  17  99  ES 

NOTICE  1 

5925 

Circuit  Breaker,  28  Volt  DC,  Monuol,  Nonwoterproof,  35  To  150  AMP 

M1L-C-13516/4A 

AT 

21  Oct 

86 

AT 

MC 

85 

USER-ME  AV  REV-AR  ER  99  ES 

5925 

Circuit  Breokcr,  Trip-free,  Push-pull,  1  Thru  5  Ampere,  Type  1  USER-ME  REV-MI 

MS-22074C 

AS 

30  Nov 

87 

AS 

85 

99  ES 

5925 

Circuit  Breoker,  Magnetic,  low  Power,  Seoled,  Trip  Free,  One  Pole,  Auxiliary 

MII-C-390I9/2E  (1) 

ER 

15  Jun 

83 

ER 

EC 

85 

Conlocli  USER-AV  AR  MC  AS  SH  19  REV-MI  SC  OS  11  17  99  ES 

o 

5925 

Circuit  Breokcr,  Trip-free,  Aircraft,  Gencrol  Specificotion  For  USER-AR  REV-MI 

MIL-C-5809G 

AS 

30  Nov 

87 

ER 

AS 

85 

AV  at  AR  99  ES 

5925 

Circuit  Breoker,  Molded  Cose,  Branch  Circuit  And  Service,  Type  In,  Series  Trip, 

W-C.375/20A 

/ES 

19  Nov 

86 

YD 

85 

Two  Pole  (10  Thru  100  Ampercj)  USER-MC  OS  REV.99  ES 

NOTICE  1 

5925 

Circuit  Breoker,  Magnetic,  low  Power,  Seoled,  Tnp  Free,  Two  Pofc  USER-AV 

MIL-C-39019/3E  (1) 

ER 

15  Jun 

83 

ER 

EC 

85 

AR  MC  SH  AS  19  REV-MI  SC  OS  11  17  99  ES 

3925 

CH<.>4it  uiCukvr,  Aircraft,  Trip  free  PvSh  Pu*J,  Type  !,  Dec?  Ss*e:y,  55  Th*v 

Mll.C-5809/1 

AS 

30  Nov 

88 

ER 

AS 

85 

C0I2I  Degree  C 

5925 

Circuit  Breoker,  Trip-free,  Recycling,  Toggle,  3  Through  35  Amperes,  Type  1 

MS-24509K 

AS 

30  Nov 

87 

ER 

AS 

85 

REV-99 

5925 

Circuit  Breokcr,  Mognetic,  low  Power,  Seoled,  Tnp  Free,  Two  Pole,  Auxihory 

MIL-C.39019/4E  (1) 

ER 

15  Jun 

83 

ER 

EC 

85 

Coniocij  USER-AV  AR  MC  SH  AS  19  REV-MI  SC  OS  11  17  99  ES 

5925 

Circuit  Breaker,  28  Volt  DC  Manual,  Woterproof,  15  To  30  AMP  USER-AV  ME 

MIL-C-t3514/2A 

AT 

21  Ocl 

86 

AT 

MC 

85 

REV-AR  ER  99  ES 

5925 

Circuit  Breokcr,  Molded  Cose,  Bronch  Circuit  And  Service,  Type  1,  Scries  Trip, 

W-C.375/1 

/ES 

19  Nov 

86 

YD 

85  ES 

Single  Pole  (10  Thru  70  Amperes)  Validated  Nov  86  USER-MC  OS  REV-99 

NOTICE  1 

5925 

Circuit  Breoker,  Magnetic,  low  Power,  Seoled,  Trip  Free,  Three  Pole  USER-AV 

MII-C-39019/5E  (1) 

ER 

15  Jun 

83 

ER 

EC 

85 

AR  MC  SH  AS  19  REV-MI  SC  OS  1 1  17  99  ES 

5925 

Circuit  Breoker,  28  Volt  DC,  Automotic,  Nonwoterproof,  10  To  35  AMP 

MII-C-13516/5A 

AT 

23  Aug 

68 

AT 

MC 

85 

Validated  Aug  83  USER-ME  REV-AR  ER  99  ES 

L 

5925 

Circuit  Breaker,  Aircroft  T*'*p-frec  Toggle,  5-50  Amp  USER-ME  REV-MI  ES.......... 

MS-25337C 

AS 

07  Dec 

83 

ER 

AS 

85 

435 
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5925 

Circuit  Breoker,  Magnetic,  low  Power,  Seolcd,  Trip  Free,  Three  Pole,  Auxiliary 
Contocts  USER-AV  AR  MC  AS  SH  19  REV-MI  SC  OS  11  17  99  ES 

MIL-C-39019.5E  (I) 

ER 

15  Jun 

83 

ER 

EC 

85 

1 

5925 

Circuit  Breoker,  28  Volt  DC,  Monuol  Nonwolerproof.  10  To  35  AMP  Validated 
Moy  85  USER  ME  REV-AR  ER  99  ES 

MIL-C03516/6A 

AT 

23  Aug 

68 

AT 

MC 

85  ' 

5925 

Circuit  Breoker,  ^.oldcd  Cose,  Bronch  Circuit  And  Service,  Type  1,  Senes  Trip, 

Two  Pole  (15  Thru  70  Amperes)  Validated  Nov  86  USER-MC  OS  REV.99 

W.C-375/2 

NOTICE  I 

/ES 

> 

o 

Z 

o- 

86 

YD 

85  ES 

5925 

Circuit  Breoker,  28  Volt  DC,  Automatic,  Nonwoterproof,  35  To  150  AMP 

USER-ME  AV  REV-AR  ER  99  ES 

MIL.C-13516/7B 

AT 

04  Mor 

87 

AT 

MC 

85 

5925 

Circuit  Breaker,  Trip-free,  Push-pull,  1/2  Thru  20  Amp,  Type  1  USER.AT  AR 

REV-AV  U  ES 

MS-26574M 

AS 

30  Nov 

87 

ER 

AS 

85 

5925 

Circuii  Breoker,  28  Volt  DC,  Automatic.  Nonwoterproof,  105  To  150  AMP 

MII-C-13516/8A 

AT 

23  Aug 

68 

AT 

MC 

85 

Vohdotcd  Aug  83  USER-ME  REV-AR  ER  99  ES 

5925  Circuii  Breokcr,  Molded  Case,  Bronch  Cireuii  And  Service,  Type  I,  Senes  Trip,  V/>C'375/3 

Three  Pole  (15  Thru  60  Amperes)  Vafidated  Nov  86  USER*OS  MC  REV»99  NOTICE  1 

5925  Circuit  Breaker,  Trip  Free,  Push  Pull,  5  Thru  35  Amprere,  Type  I  REV-11  ES . .  MS‘25244R 

5925  Circuit  Breoker,  Molded  Cose,  Branch  Circuit  And  Service,  Type  I,  Series  Trip,  W-C-375/4 

Three  Pole  (70  Thru  100  Amperes)  Validated  Nov  86  USER-OS  MC  REV.99  NOTICE  1 

5925  Circuit  Breoker,  Aircroll,  Trip  Free,  2  1/2  To  50  Amperes,  121.1  Dcq,  C  MS-24571C 

Amblers! 

5925  Circuit  Breoker,  Molded  Cose,  Branch  Circuit  And  Service,  Type  H,  Scries  Trip,  W-C-375/5  /ES  19  Nov  86  YD  85 

Single  Pole  {15  Thru  50  Amperes)  USER-OS  MC  REV.99  ES  NOTICE  1 

5925  Circuit  Breaker,  Remote  Control,  Thermo},  Trip  Free,  Generol  Specification  For  MIL-C-83383C  (A)  85  10  Mor  89  ER  AS  85 

USER-AV  Ml  AT  REV.ME  99  ES 

5925  Circuit  Breaker,  Molded  Cose,  Bronch  Circuit  And  Service,  Type  li.  Scries  Trip,  V/-C-375/6A  /ES  19  Nov  86  YD  85 

Two  Pole  (15  Thru  70  Amperes)  USER-OS  mC  REV.99  ES  NOTICE  1 

5925  Circuit  Breoker,  Trip-free,  Recycling,  Push-pull,  3  Through  35  Amperes,  Type  I  MS.24510K  AS  30  Nov  87  ER  AS  85 

REV-MI  99  ES 

5925  Circuit  Breaker,  Molded  Cose,  Branch  Circuit  &  Service,  Type  It,  Scries  Trip,  W.C-375/7A  'ES  19  Nov  86  YD  85 

Three  Pole  (15  Through  100  Amperes)  USER-MC  OS  REV.99  ES 

5925  Circuit  Breaker,  Magnetic,  Unsealed  Or  Ponel  Seal,  Trip  Free,  Generol  MIL-C.556293  (2)  ER  06  Moy  86  ER  EC  85 

Specificotlon  For  USER-MC  SH  19  REV-mE  AV  Ml  OS  AS  17  99  ES  SUPP  lA 

5925  Circuit  Breaker,  Molded  Cose,  Branch  Circuit  &  Servic,  Type  I,  Series  Trip,  W-C-375/10A  /ES  19  Nov  86  YD  85  ES 

Single  Pole  (15  Through  100  Amperes  USER-MC  OS  REV.99  NOTICE  1 

5925  Circuit  Breaker,  Magnetic,  Panel  Seol,  Trip  Free,  Senes  Trip,  Double  Pole  (0.2  MIL-C-55629/21B  (1)  ER  10  Jon  86  ER  EC  85 

To  30  Amperes)  USER-Ml  AV  MC  19  REV-ME  OS  AS  17  11  ES 

5925  Circuit  Breaker,  Molded  Cose,  Branch  Circuit  &  Servic,  Type  I,  Series  Trip,  Two  W-C.375/UA  /ES  19  Nov  86  YD  85  ES 

Pole  (15  Through  100  Amperes)  USER-MC  OS  Rev.99  NOTICE  1 

5925  Circuit  Breaker,  Mognelic,  Unseoled,  Trip  Free,  Single  Pole,  Bock  Mounted  (1  MIL-C-55629/14B  ER  06  Moy  86  ER  EC  85 

To  100  Amperes)  USER-AV  MC  19  REV-ME  Ml  OS  AS  17  99  ES 

5925  Circuit  Breaker,  Molded  Cose,  Branch  Circuit  &  Servic,  Type  I,  Series  Trip,  W-C-375/12A  /ES  19  Nov  86  YD  85  ES 

Three  Pole  (15  Through  100  Amperes)  USER-MC.OS  REV.99  NOTICE  ) 

5925  C'fcuif  Breoker,  Aircraft,  Trip  Free,  2  1/2  To  50  Amperes,  121.1  Deg.  C  M5*2457D  85  06  Oct  86  85 

Ambient 

5925  Circuit  Breoker,  Molded  Cose,  Branch  Circuit  And  Service,  Type  I  Series  Trip,  W.C*375/13  /ES  19  Nov  86  YD  85  ES 

Single  Pole  (15  Thru  50  Amperes)  USER-MC  OS  REV.99  NOTICE  1 

5925  Circuit  Breoker,  Magnetic,  Ponel  Scol,  Trip  Free,  Scries  Trip,  Three  Pole  (0,2  To  MIL-C'55629/22B  (1)  ER  10  Jon  86  ER  EC  85 

30  Amperes)  USER-AV  Ml  MC  19  REV-ME  OS  AS  17  11  ES 

5925  Circuit  Breoker,  Molded  Cose,  Branch  Circuit  And  Service,  Type  I,  Series  Trip,  W.C-375/14  /ES  19  Nov  86  YD  85  ES 

Two  Pole  (15  Thru  125  Amperes)  USER-MC  OS  REV.99  NOTICE  1 

5925  Circuit  Breaker,  Mognelic,  Unseoled,  Trip  Free,  Three  Pole,  Bock  Mounted  (1  To  MIL-C*55629/18B  ER  06  Moy  86  ER  EC  85 

100  Amperes)  USER-AV  MC  19  REV-MI  ME  OS  AS  99  17  ES 

5925  Circuit  Breoker,  Molded  Cose,  Bronch  Circuit  And  Service,  Type  I,  Series  Trip,  V/-C'375/15  /ES  19  Nov  86  YD  85  ES 

Three  Pole  (15  Thru  100  Amperes)  USER-MC  OS  ReV.99  NOTICE  1 

5925  Circuit  Breoker,  Mognelic,  low  Power  Unsealed,  T'ip  Free,  Scries  Trip,  Single  MIL-C-55629/7B  (1)  ER  10  Jon  86  ER  EC  85 

Pole  (0,2  To  30  Amperes)  USER-MI  AV  MC  SH  19  REV-ME  AS  OS  17  99 

5925  Circuit  Breaker,  Molded  Cose,  Branch  Circuit  And  Service,  Type  I,  Series  Trip,  V/-C-375/16A  /ES  11  Apr  88  YD  85  ES 

Single  Pole  (10  Thru  100  Amperes)  USER-MC  OS  REV-SO  ES 

5925  Circuit  Breoker,  Mognelic,  Unsealed,  Trip  Free,  Two  Pole,  Bock  Mounted  (1  To  MIL-C-5562P/16B  ER  06  May  86  ER  EC  85 

100  Amperes)  USER-AV  MC  19  REV-ME  Ml  AS  OS  99  17  ES 

5925  Circuii  Breoker,  Mognelic,  Unsealed,  Trip  Free,  Double  Pole,  Auxiliory  Contocts  MIL-C-55629/4C  (1)  ER  15  Moy  86  ER  EC  85 

(0.2  To  50  Amperes)  USER-AV  MC  19  REV-ME  MI  OS  AS  17  99  ES 

5925  Circuii  Breoker,  Mognelic,  low  Power  Unseoled,  Trip  Free,  Series  Trip,  Double  MIL-C'55629B/9B  (1)  ER  10  Jon  86  ER  EC  85 

Pole  (0.2  To  30  Amperes)  USER-MI  AV  MC  SH  19  REV-ME  OS  AS  17  99  ES 
5925  Circuit  Breoker,  Mognelic,  low  Power  Unseoled,  Trip  Free,  Scries  Trip,  Double  MIL-C-55629B/10B  (1)  ER  10  Jon  86  ER  EC  85 

Pole,  Auxiliary  Contocts  (left  Pole)  (0,2  To  30  Amperes)  USER-AV  Ml  MC 
SH  19  REV-ME  OS  AS  99  17  ES 

5925  Circuii  Breaker,  Mognelic,  low  Power  Unseoled,  Trip  Free,  Series  Trip,  Three  MII-C-55629B/11B  (1)  ER  10  Jon  86  ER  EC  85 

Pole  (0.2-Te  30  Ampe-es)  USER  AV  .V.C  SH  19  .REV  .V.E  AR  »V.J  OS  AS  57 
11  99  ES 

5925  Circuit  Breakers,  Monuol  And  Automatic  (28  Volts  DC)  USER-AV  ME  REV-AR  MIL-C-13516E  (3)  AT  29  Jun  87  AT  MC  85 

Ml  CR  99  ES 

5925  Circuit  Breokers,  Mognetic,  low-power,  Scoted,  Trip  Free,  Generol  Specification  MIL-C-390)9C  ER  13  Oct  87  ER  EC  85 

For  USER-AR  MC  SH  AS  19  REV-MI  SC  AV  OS  11  17  99  ES 

5925  Circuit  Breokers,  Molded  Coses,  Bronch  Circuit  And  Service,  Type  I,  Senes  Trip,  W-C-375A/17  /ES  11  Apr  88  YD  85  ES 

Two  Pole  (10  Through  100  Amperes)  USER-MC  bS  REV-80  ES 

5925  Circuit  Breokers,  Mognelic,  low-power  Unsealed,  Trip-free,  Scries  Trip,  Three  Mll'C-55629/12C  ER  05  Moy  86  ER  cC  85 

Pole,  Auxiliory  Contacts  (0.2  To  30  Amperes)  USER-MI  AV  MC  SH  19 
REV-ME  AS  OS  17  99  11  ES 

5925  Circuit  Breokers,  Air,  Insulated  Housing  (Shipboord  Use)  Type  Aqb  •  A1601  Mll-C.17361/14  SH  10  Mor  89 

And  Nqb  «  A1601 

5925  Circuit  Breokers,  Molded  Cose,  Bronch  Circuit  And  Service,  Type  l,sencs  Trip,  W.C-375/18  25  19  Nov  86  YD  85  ES 

Three  Pole  (10  Through  100  Amperes)  USER-OS  MC  REV-SO  ES 


/ES  19  Nov  86  YD 

AS  30  Nov  87  ER  AS  85 

/ES  19  Nov  86  YD  85  ES 

85  12  Apr  84  85 
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5925  Circuit  Breakers  &  Circuit  Breaker  Enclosures,  Molded  Cose,  Stondord  For  • 

Sixth  Edition  .  15  Oct  80  USER-MC  REV-ME  99  ES 
5925  Circuit  Breokers,  Magnetic,  Unsealed,  Trip  Free,  Single  Pot«,  Front  Mounted 

Auxiliory  Conlocis  (1  To  100  Amperes)  USER-AV  MC  19  REV*MI  ME  OS  AS 
99  17  ES 

5925  Circuit  Breokers,  Air,  Electric,  Insuloted  Housing  (Shipboord  Use) . . . 

5925  Circuit  Breokers,  Molded  Case,  Bronch  Circuit  And  Service,  Type  li,  Series  Trip, 

Three  Pole  (100  Through  225  Amperes  USER-MC  OS  YD  REV-MI  99  ES  NA 

5925  Circuit  Breakers,  Molded  Cose,  Standard  For  ■  1981  REV-SH  99  ES........ . 

5925  Circuit  Breokers,  Magnetic,  Unseoled,  Trip  Free,  Three  Pole  (0.2  To  50 
Amperes)  USER-AV  MC  19  REV-ME  Ml  AS  OS  17  99  ES 
5925  Circuit  Breokers,  Air,  Insuloted  Housing  (Shipboard  Use)  Type  Aqb  •  A50  And 
Nqb  ■  A50 

5925  Circuit  Breokers,  Molded  Cose,  Branch  Circuit  And  Service,  Type  It,  Series  Trip, 
Two  Pole 

5925  Circuit  Breokers,  Magnetic,  Unsealed,  Trip-free,  Three  Pole,  Auxiliory  Contacts 
(0.2  To  50  Amperes  USER-AV  MC  19  REV-ME  Ml  OS  AS  17  99  ES 
5925  Circuit  Breokers,  Air,  Insulated  Housing  (Shipboard  Use)  Type  Aqb  >  AlOO  And 
Nqb  •  AlOO  (For  Replacement  O.nty) 

5925  Circuit  Breokers,  Molded  Cose,  Branch  Circuit  And  Service,  Type  li  USER-MC 
OS  YO  REV-MI  99  ES  NA 

5925  Circuit  Breokers,  SAE  Recommended  Proctice  •  Nov  1951  (Revised  May  1^2) 
USER-AL  80  REV-YO  CS 

5925  Circuit  Breakers,  Mognetic,  low  Power  Unseoled,  Trip-free,  Series  Trip,  Single 
Pole,  Auxiliary  Contacts  (0.2  To  30  Amperes  USER-MI  AV  SH  MC  19 
.REV-ME  os  as  99  17  ES 

5925  Circuit  Breokers,  Air,  Insuloted  Housing  (Shipboard  Use)  Type  Aqb  •  LFIOO  (For 
Replacement  Only) 

5925  Circuit  Breakers  Selection  And  Use  Of  USER-MC  YO  19  REV-MI  AT  ME  AR  AV 
AS  ES 

5925  Circuit  Breakers,  Air,  Insulated  Housing  (Shipboard  Use)  Type  Aqb  • 

A101/A102  And  Nqb-AlOl 

5925  Circuit  Breakers,  Magnetic,  Unsealed,  Trip  Free,  Two  Pole,  Front  Mounted 

Auxiliory  Contacts  (1  To  100  Amperes)  USER-AV  MC  19  REV-MI  ME  OS  AS 
99  17  ES 

5925  Circuit  Breakers,  Air,  Insulated  Housing  (Shipboard  Use)  Type  Aqb  •  L200  Qf, 
Qm,  Qs 

5925  Circuit  Breakers,  Magnetic,  Unsealed,  Trip  Free,  Single  Pole  (0.2  To  100 
Amperes)  USER-AV  MC  19  REV-ME  Ml  AS  OS  17  99  ES 
5925  Circuit  Breokers,  Air,  Insulated  Housing  (Shipboord  Use)  Type  Aqb  -  A1602 
And  Nqb  -  A1602 

5925  Circuit  Breokers,  Remote  Control,  Ae-de,  Thermol,  Trip-free,  Series  Trip,  Single 
Pole,  (5  To  100  Amperes)  USER-AT  AV  Ml  REV-ME  99  ES 
5925  Circuit  Breokers,  Air,  Insuloted  Housing  (Shipboord  Use)  Type  Aqb  -  A250  And 
Nqb  -  A250 

5925  Circuit  Breakers,  Remote  Control,  Ac-dc,  Thermol,  Trip-free  Series  Trip,  Single 
Pole,  Auxiliary  Contacts  (5  TOlOO  Amperes  USER-AT  AV  Ml  REV-ME  99  ES 

5925  Circuit  Breokers,  Air,  Insuloted  Housing  (Shipboord  Use)  Type  Aqb  •  IF250 . . 

5925  Circuit  Breokers,  Magnetic,  Unseoled,  Trip  Free,  Single  Pole,  Auxiliory  Contacts 
(0.2  To  50  Amperes)  USER-AV  MC  19  REV-ME  Ml  OS  AS  17  99  ES 
5925  Circuit  Breokers,  Air,  Insulated  Housing  (Shipboord  Use)  Type  Aqb  •  A400  And 
Nqb  •  A400 

5925  Circuit  Breokers,  Mognetic,  Unseoled,  Trip  Free,  Double  Pole  (0.2  To  50 
Amperes)  USER-AV  MC  19  REV-ME  AR  Ml  OS  AS  17  99  ES 
5925  Circuit  Breakers,  Air,  Insuloted  Housing  (Shipboord  Use)  Type  Aqb  •  1400  Qf, 
Qm 

5925  Circuit  Breokers,  Remote  Control,  Ac-dc,  Thermal,  Trip-free,  Series  Trip,  Triple 
Pole,  Auxiliary  Contacts  (5  To  100  Amperes)  Validated  Jon  89 
5925  Circuit  Breakers,  Air,  Insulated  Housing  (Shipboord  Use)  Type  Aqb  -  11400QS  .. 

5925  Circuit  Breokers,  Remote  Control,  Ac,  Thermol,  Trip-free  Series  Trip,  Single  Pole, 

Auxiliary  Contocts  (5  To  25AMPERES)  USER-AT  AV  Ml  REV-ME  99  ES 
5925  Circuit  Breakers,  Air,  Insuloted  Housing  (Shipboard  Use)  Type  Aqb  •  IF400........ 

5925  Circuit  Breokers,  Remote  Control,  Dc,  Thermol,  Trip-free  Series  Trip,  Single  Pole, 

Auxiliary  Contacts  (5  To  25  Amperes)  USER-AT  AV  Ml  REV-ME  99  ES 
5925  Circuit  Breokers,  Air,  insulated  Housing  (Shipboard  Use)  Type  Aqb  -  A800  And 
Wqb  -  A800 

5925  Circuit  Breokers,  Mognetic,  Unsealed,  Trip  Free,  Three  Pole,  Front  Mounted 

Auxiliory  Contocts  (1  To  100  Amperes)  USER-AV  MC  19  REV-ME  MI  OS  AS 
99  17  ES 

5925  Circuit  Breokers  (Automatic  •  AlB-1)  &  Switch,  Toggle  (Circuit  Breoker, 

Non-outomotic  •  NLB*1)-Air,  Insulated  Housing,  125  Volts  &  Below,  Ac  &  Dc, 
(Naval  Shipboord  Use) 

5925  Circuit  Breokers,  Mognetic,  Unseoled,  Trip  Free,  Four  Pole,  Front  Mounted 

Auxiliary  Contocts  (1  To  100  Amperes)  USER-AV  MC  19  REV-MI  ME  EC  OS 
AS  17  99  ES 

5925  Circuit  Breokers,  Magnetic,  Ponel  Sect,  Trip-free,  Series  Trip,  Single  Pole  (0.2 
To  30  Amperes)  USER-AV  Ml  MC  19  REV-ME  OS  AS  17  11  ES 
5925  Curcuit  Breoker,  Aircroft,  Trip  Free,  Toggle  Type,  0.1  Thru  50  Amps,  Type  li 
REV-ES 

5925  Monitor,  Avoilobte  Load,  60  And  400  Hertz,  A.c.  1  Phose,  Electricol  Power 
(Novol  Shipboord  Use) 

5925  Monitor,  Frequency,  60  Cycles,  A.c.,  1  Phose  Electric  Power  (Novol  Shipboord 
Use)  REV-ES 
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ES 

18  Jul 

88 

ER 
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29  Apr 

87 

AT 
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MII-C-55629B/8C 

ER 

05  May 

86 

ER 

EC 

85 

MIL-C.1736V3 

SH 

10  Mar 

89 

Ma-STD-1498B 

ER 

14  May 

85 

ER 

EC 

85 

MIL-C.17361/4 

SH 

10  Mar 

89 

MIL-C-55629/15B 

ER 

06  May 

86 

ER 

EC 

85 

MII.C-17361/S 

SH 

10  Mor 

89 

MIL-C-55629/)C 

ER 

10  Jon 

86 

ER 

EC 

85 

MIL-C-17361/15 

SH 

10  Mar 

89 

MlL-C-83383/)C 

85 

30  Sep 

87 

ER 

AS 

85 

Mll-C-17361/6 

SH 

10  Mor 

89 

MII-C-83383/2C 

85 

30  Sep 

87 

ER 

AS 

85 

MIL-C-)7361/7 

SH 

10  Mor 

89 

MII-C-55629/2C 

ER 

10  Jon 

86 

ER 

EC 

85 

Ma-C-1736)/8 

SH 

10  Mar 

89 

MIL-C-55629/3C 

ER 

10  Jon 

86 

ER 

EC 

85 

MIL-C-1736)/9 

SH 

10  Mar 

89 

MIL-C-83383/4C 

85 

20  Jan 

89 

ER 

AS 

85 

MIL-C-17361/10 

SH 

10  Mor 

89 

Ma-C-83383/7A 

85 

24  Jun 

88 

ER 

AS 

85 

MIL-C.17361/n 

SH 

10  Mar 

89 

MIL-C-83383/8A 

85 

24  Jun 

88 

ER 

AS 

85 

MIL.C-17361/12 

SH 

10  Mor 

89 

MIL-C-55629/17B 

ER 

06  Moy 

86 

ER 

EC 

85 

MII-C-17588E  (4) 

SH 

05  Jul 

88 

SH 

MIL-C-55629/19B 

ER 

06  May 

86 

ER 

EC 

85 

MIL-C-55629/20B  (1) 

ER 

10  Jan 

86 

ER 

EC 

85 

MS-2S304D 

AS 

30  Nov 

87 

ER 

AS 

85 

MIL-M-24347A 

SH 

10  Feb 

89 

SH 

MIL.M-24225A 

SH 

30  Mor 

87 

SH 
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PREP 
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1 

5925 

Momtof.  Reverie  Power.  Electrical  Power  (Novol  Shipboord  Use)  REV»ES  . . . 

MIL.M.24350A  (2) 

SH 

16  Jon 

84 

SH 

1 

5925 

Pone!,  Slecfncol,  Power  Distribution  And  Monuol  Tronsfer.  Circuit  Breoker  Type 

MIL.P.2392SD 

SH 

05  Dec 

88 

SH 

rev.es 

1 

5925 

Pone!,  Efectricol.  125  Volts,  Power  Distribution  for  AlB*)  And  NIB»)  Circuit 

MII.P.23928  18 

SH 

05  Dee 

88 

S‘l 

Breakers,  •t<20  Circuits,  Oripproof,  Totally  Enclosed  And  Wotertighi 

t 

5925 

Ponel,  Efectricol,  Power  Distribution  For  AQB  A50  And  NQB*A50  Circuit 

Mll.P-23928  28 

SH 

05  Dm 

S3 

SH 

Breokers,  Oripproof,  Totolly  Enclosed  And  Watertight 

1 

5925 

Panel,  Electricol,  Power  Distribution  For  Single  AOB'AIOI  And  NQB'AIOI 

MII..P.23928  3A 

SH 

1 1  Moy 

79 

SH 

Circuit  Breoker,  Oripproof,  Totolly  Enclosed  And  Wotertight  Validated  Dec 

L 

5925 

Panel,  Electrtcol,  Power  Distribution  For  Double  AOB>A10)  And  NOB*A)01 

Mll.p.23928  48 

SH 

05  Dec 

88 

SH 

Circuit  Breokers,  2*12  Circuits,  With  And  Without  Monuol  Tronsfer, 

Oripproof,  Totolly  Enclosed  And  Watertight 

NOTICE 

1 

5925 

Panel,  Electncol,  Monuol  Transfer  For  Double  NQB'AIOI  Circuit  Breokers, 

Mll.P.23928  5A 

SH 

1 1  May 

79 

SH 

Oripproof,  Totolly  Enclosed  And  Wotertight  Validated  Dec  8-i 

1 

5925 

Ponel,  Electricol,  Power  Distribution  For  Single  AQB'A250  And  NQB'A250 

Ma-P-23928  6A 

SH 

1 1  May 

79 

SH 

Circuit  Breoker,  Oripproof,  ToloHy  Enclosed  And  Wotertight  Validated  Dec 

t 

5925 

Pone'  Electricol,  Power  Distribution  For  Double  AQB‘A250  And  NQB'A250 

Circuit  Breokers,  Oripproof,  Totolly  Enclosed  And  Wotertight  Validated  Dec 

8J 

Ponel,  Electrical,  Monuol  Tronsfer  For  Double  NQ6'A250  Circuit  Breakers, 

Mll.p.23928  7A 

SH 

1 1  May 

79 

SH 

1 

5925 

MiL.p.23928  8A 

SH 

11  May 

79 

SH 

Oripproof,  Totally  Enclosed  And  Watertight  Validated  Dec  d-i 

1 

5925 

Ponel,  Electrical,  Symbol  579,  Submersible  Enclosure  (15  Feet)  . . .  . 

MIL.P.23928  9C 

SH 

05  Dec 

88 

SH 

5925 

Selection.  Application,  &  Inspection  Of  Ele  Ctnc  Overcurrent  Protective  Devices 

ARP  n99A.84 

85 

12  Mar 

84 

ER 

AS 

85 

•  Mor  84  REV.AR  at  ER  me  Ml  EC  11  99  ES 

5930 

Bor,  Metol,  Flat,  Copper  Bose  Alloy  360  REV'84  iS  . . . . . . . 

mS.52012 

MR 

25  Ocl 

84 

SH 

99 

5930 

Boot,  Oust  &  Woter  Seat,  Type  B  (For  Pushbutton  Switches)  Style  2  (One  Hole 

MIL.S.5423  70 

ER 

27  Ocl 

87 

ER 

AS 

85 

Mounting,  Drilled  Ponei)  Style  2S  RFI  Shielded,  One  Hole  Mounting,  Drilled 

Ponel  USER'AV  ME  AT  MC  OS  CG  REV-AR  Ml  EC  99  U  ES 

NOTICE  1 

5930 

Boot,  Oust  &  Woter  Seal,  Type  C  (For  Use  As  Rotary  Shaft  Seols),  Type  C$ 

MII.B.5423  9C 

ER 

02  Jul 

87 

ER 

AS 

85 

For  Use  As  RFi  Shielded.  Rotory  Shielded,  Rotory  Shaft  Sects  Validated  Jv! 

8?  USER'AT  me  MC  CG  OS  REV-AR  Ml  EA  EC  99  )  1  ES 

NOTICE  1 

5930 

Boot,  Oust  &  Woter  Seot,  Type  A  (For  Toggle  Switches)  Style  t  (One  Hole 

Mll-B-5423  1C 

ER 

02  Jul 

87 

ER 

AS 

85 

Mounting,  Enclosed)  Style  Is  RF)  Shielded,  One  Hole  Mounting  Enclosed 
Validated  Jul  87  USER-AV  AT  ME  MC  OS  CG  REV-Ml  EC  99  11  ES 

NOTICE  1 

5930 

Boot,  Oust  &  Woter  Seol,  Bushing  Seoi,  Type  A  (For  Toggle  Switch  0.469 

MILB-5423  16C 

ER 

18  Feb 

87 

ER 

AS 

85 

Diameter)  Style  10  (Panel  Bushings  Seol  Only)  USER-AT  AV  ME  OS  CG  MC 
REV.MI  EC99  n 

5930 

Boot,  Oust  And  Woter  Seal,  Type  A  (For  Toggle  Switches),  Style  3  (One&hole 

MII.8.5423  2C 

ER 

02  Jul 

87 

ER 

AS 

85 

Moonling,  Through)  Validated  Jui  87  USER'AT  ME  AV  mC  OS  CG  REV-AR 

Ml  EC  99  n  ES 

NOTICE  1 

5930 

Boot,  Oust  And  Woter  Seol,  Type  A  (For  Toggle  Switches),  Style  4  (Three&hole 

MII.B.5423  38 

ER 

02  Jul 

87 

ER 

AS 

85 

Mourning,  Ihiough)  Validaltd  Jul  S7  USER-ME  AT  MC  OS  CG  REV.MI  AV 

EC  99  n  ES 

NOTICE  1 

5930 

Boot,  Oust  And  Wofer  Seol,  Type  A  (For  Toggle  Switches).  Style  6  (One&holc 

Ma-B-5423  48 

ER 

02  Jul 

87 

ER 

AS 

85 

Mounting,  Miniature,  Enclosed)  Validated  Jvl  87  USER'AT  ME  AV  MC  CG 

OS  REV-MI  EC  99  11  ES 

NOTICE  1 

5930 

Boot,  Oust  And  Woter  Seal,  Type  A  (For  Toggle  Switches),  Style  7  (One-hole 

MIL.B-5423.5B 

ER 

01  Jun 

82 

ER 

AS 

85 

Moinling,  Submlnolure,  Enclosed),  USER-AV  ME  AT  MC  OS  CG  REV-MI  EC 

99  1 1  ES 

5930 

Boot,  Oust  And  Woter  Seot,  Type  B  (For  Push-button  Switchcs),style  1 

MII.B.5423-6A 

ER 

02  Jul 

87 

ER 

AS 

85 

(Onc-hole  Mounting,  Adapter  Type)  Validated  Jal  87  USER-ME  AT  MC  CG 

OS  REV-mI  EC  99  ES 

NOTICE  1 

5930 

Boot,  Oust  And  Woter  Seot,  Type  B  (For  Push'butlon  Switches),  Style  4 

Mll.B-5423  103 

ER 

12  Feb 

85 

ER 

AS 

85 

(One-hole  Mounting,  Minoture,  Drilled  Pone!  USER-ME  AT  MC  CG  0$ 

REV.MI  AR  EC  99  ES 

5930 

Boot,  Dost  And  Wafer  Seal,  Type  A  (For  Toggle  Switches)  Style  8  (One-hole 

Mll.B.5423  lie 

ER 

08  Oct 

85 

ER 

AS 

85 

Mounting,  Subminiolure,  Through)  USER-AT  AV  ME  MC  CG  OS  REV-AR  Ml 

EC  99  n  ES 

5930 

Boot,  Oust  And  Woter  Seol,  Type  A  (For  Toggle  Switches),  Style  9  (Five-hole 

Mll.B.5423. 12B 

ER 

02  Jul 

87 

ER 

AS 

85 

Mounting,  Through)  Validated  ^u/d/USER-AR  MC  REV-SH  99  11  ES 

NOTICE  1 

5930 

Boot,  Dust  And  Woter  Seol,  Type  0  (For  lever  Oporoted  Circuit  Breokers), 

Mll.8-5423  13A 

ER 

02  Jul 

87 

ER 

AS 

85 

Style  1  (Ponel  Mounted  Without  Mounting  Frame)  Validated  Jvl  87  USER-AR 

AV  me  AT  CG  MC  REV.99  ES 

NOTICE  1 

5930 

Boot,  Dust  And  Water  Seol,  Type  D  (For  Lever  Operoted  Circuit  Breokers), 

Ma-B'5423'  14B 

ER 

02  Jul 

87 

ER 

AS 

85 

Syfe  2  (Ponel  Mounted  Complete  With  Mounting  Frome  Validated  Jut  67 
USER'AT  ME  AV  CG  MC  REV-SH  99  11  ES 

NOTICE  1 

5930 

Boot,  Oust  And  Woter  Seal,  Type  B  (For  Push&button  Switches),  Style  3 

Mll.B-5423'SA 

ER 

29  Moy 

58 

ER 

AS 

85 

(Onc&hoIc  Mounting,  Through)  Validated  Oct  81  USER'AT  ME  MC  OS  CG 
REV-MI  EC  99  ES 

Q 

5930 

Bool,  Oust  And  Woter  SEALl(FOR  Toggle  And  Pushbutton  Switches,  Circuit 

MIL-B-5423C 

ER 

02  Jul 

87 

ER 

AS 

85 

Breakers,  And  Rotory  Actuofed  Ports),  General  Speclflcotlon  For  Validated 

SUPP  1 

Jul  37  USER.AV  ME  AT  MC  CG  REV-AR  SH  99  11  ES  CS 

NOTICE  2  (SH) 

5930 

Boots,  Dust  And  Woter  Seol,  Type  B  (For- Toggle  And  Pushbutton  Switches, 

MIL-B-5423. 15E 

ER 

11  Oct 

85 

ER 

Aa 

85 

Circuit  Breokers,  And  Rotory-octuoted  Ports)  (For  Handset  Switches),  Style  5 
USER'AT  Ml  AV  ME  MC  OS  CG  REV-AR  EC  ES 

5930 

Connector,  Receptacle,  Intermediate  Power,  (Electrical,  Waterproof)  Type  MW, 

MIL.C-55181  8C 

CR 

23  Jun 

86 

CR 

EC 

85 

Socket  Contoct,  18  Terminal  REV-ll  99  ES 

L 

5930 

Contact  Assembly,  Efocirlco),  Dry  Reed  Typc,-S.p.l.  Validated  Nav  82  REV-ES 

MS.171.34 

SH 

26  Jon 

60 

SH 

5930 

Control  Temperolurc  REFRIGERANT*12-WITH  High  Pressure  Cut-off  Validated 

MS.178443 

GL 

23  Oci 

87 

Cl  YD 

99 

Ocl  87  USER-CE  thC  REV-ME  GS 

NOTICE  1 

5930 

Extension,  Toggle  lover  Validated  Aug  85  USER-MC  REV-AS  99  ES  . . . 

MS.25246B 

AS 

01  M 

60 

AS 

85 
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Q 

5930 

Guard,  Switch,  General  Specification  For  Validated  Sep  88  REV-99 . . 

MII-G.7703D 

SUPP  lA 

SUPP  lA 

85 

30  Sep 

88 

ER 

AS 

85 

5930 

Guord,  Switch,  2  Position  Validated  feb  87  REV*AV  99  ES  . . . . . . . 

MS-25224G 

NOTICE  1 

85 

25  Feb 

87 

ER 

AS 

85 

5930 

Guard,  Switch,  2  Or  3  Position  REV-99  ES.. . . . . 

MS-24417H 

85 

16  Sep 

85 

ER 

AS 

85 

5930 

Guord,  Switch,  2  Or  3  Position  (Inoclivo  For  New  Desigrs)  REV.99  ES  . . 

MS.25221F 

NOTICE  1 

85 

30  Sep 

88 

ER 

AS 

8S 

L 

5930 

Guard,  Switch,  3  Position  Validated  Feb  87  REV.99  ES  . . . 

MS-27752C 

NOTICE  1 

85 

25  Feb 

87 

ER 

AS 

85 

5930 

Guord,  Switch,  3  Position  Validated  Feb  87  REV.99 . . . . . 

MS-25223G 

85 

25  Feb 

87 

ER 

AS 

85 

5930 

Guord,  Switch,  3  Position  Validated  Feb  67  REV-99 . . . . . 

MS-25225G 

NOTICE  1 

85 

25  Feb 

87 

ER 

AS 

85 

5930 

Guard,  Switch,  3  Position  Validated  Feb  87  REV-99  ES  . . . . 

MS-252UE 

85 

25  Feb 

87 

ER 

AS 

85 

5930 

Guard,  Swith,  2  Position,  Lock  (tnoctivc  For  New  Design)  REV-99  ES  . . 

MS.25452D 

85 

20  Dec 

■82 

ER 

AS 

85 

5930 

Guard,  Swith,  3  Position  Validated  Feb  87  REV-99  . . . . . . . 

MS-25034J 

NOTICE  1 

85 

25  Feb 

87 

ER 

AS 

85 

i 

5930 

MIL-l-85581 

AS 

31  Moy 
31  Moy 

83 

AS 

1 

5930 

(ntervolomcter,  Rocket  Louncher,  Reusoble,  N  Ineteen  (T9  Output,  Direct  line 

MIL-I.8S58I/1 

AS 

83 

AS 

Operoted) 

5930 

Non-sensitive  Pushbutton  Switch  Momentory  Contact  -  5  Apr  T988  REV-MI  99 

ES 

Pole  Contacts,  Non  Sensitive  Pushbutton  Switch  Single  •  28  Oct  1988  REV-Mi 

ANSI-'EIA  520AAA8-88 

85 

05  Apr 

88 

ER 

EC 

85 

5930 

ANSI/EIA  520AAAA  88 

85 

28  Ocl 

88 

ER 

EC 

85 

99  ES 

5930 

Pushbutton  Switches  Of  Certified  Quollly  -  9  Jan  1987  REV-MI  99  ES  . . 

ANSI/EIA  520A000.87 

85 

28  Oct 

88 

ER 

EC 

85 

L 

5930 

Sensitivity  Switch  Mark  5  Mod  1  Validated  Avg  67  REV-ES . . . . . . 

Mll-S-22224 

NOTICE  1 

OS 

19  Aug 

87 

OS 

5930 

Special  Use  Electromechonicot  Switches  Of  Certified  Ouolity  -  9  Jun  1986 

ANSI/EIA  52000000-84 

85 

28  Ocl 

88 

ER 

EC 

85 

REV-MI  99  ES 

1 

5930 

Switch  &  Detectors,  Shipboard  Alorm  System  USER-CS . . . . 

MIL-S.16032L  (1) 

SH 

11  Dec 

86 

SH 

5930 

Switch  And  Associoled  Hardware,  Selection  And  Use  Of  USER-CG  REV-85  17 

MIL-STD.1132A 

85 

29  Aug 

88 

ER 

EC 

85 

99  ES 

NOTICE  2 

5930 

Switch  Assemblies,  Sensitive,  Toggle  lever  (With  Integral  Leof),  5  Amperes, 

MIL-S.8805/24F 

EC 

19  Dec 

80 

ER 

EC 

85 

Unscolcd  USER-AR  MC  19  REV-MI  AV  AS  85  17  11  ES 

1 

5930 

Switch  Assemblies,  Lmeor  Movement,  Monuol  And  Remote  Operotion,  Oenerol 

MIL-S.24187D  (1) 

SH 

09  Sep 

83 

SH 

Specificotion  For 

SUPP  3 

5930 

Switch  Assemblies,  Sensitive,  Trigger,  7  Amperes,  Unseoled  USER-82  REV-AV 

Mll.S-8805/111 

EC 

21  Ocl 

83 

ER 

EC 

85 

Ml  AS  OS  11  17  99 

L 

5930 

Switch  Assemblies,  Sensitive,  Push  Button,  Low  Level  To  4  Amperes,  Hermetic 

MIL-S-8805/113 

EC 

31  Jorr 

84 

EC 

Seal,  Momentory  Action 

L 

5930 

Switch  Assemblies,  Lmeor  Movement,  Monuol  And  Remote  Operotion,  Style  Is 

MIL-S.24187/1 

SH 

15  Jun 

78 

SH 

Validated  Dec  84 

5930 

Switch  Assemblies,  Sensitive  Lever  (Without  Integrol  Leaf),  Unseoled,  7.5 

MII-S-8805/93B 

EC 

18  Jm 

84 

ER 

EC 

85 

Amperej  USER-AR  MC  19  REV-AV  MC  AS  17  11  ES 

L 

5930 

Switch  Assemblies  Movement,  Monuol  oo  Remote  Operation,  Style  6LS..... . 

MIL-S-24187/2A 

SH 

09  Sep 

83 

SH 

1 

5930 

Switch  Assemblies,  Linear  Movement,  Monuol  Operation,  Style  CIs  . . . . 

MII-S.24187/3A 

SH 

14  Nov 

83 

SH 

t 

5930 

Switch-Assemblies,  Lmeor  Movement,  Monuol  And  Remote  Operotion,  Stylo  DU 

MILS-24187/4A 

SH 

09  Sep 

83 

SH 

5930 

Switch  Assemblies,  Lineor  Movement,  Monuol  Operotion,  Style  Jls  Validated 

Mll-S-24187/5 

SH 

15  Jun 

78 

SH 

Dee  64 

L 

5930 

Switch  Assemblies,  Linear  Movement,  Monuol  And  Remote  Operation, 

MIL  --in  187/6 

SH 

15  Jun 

78 

SH 

Snop'oefion,  Stylo  Sis  Validated  Dee  84 

1 

5930 

Switch-Assemblies,  lineor  Movement,  Monuol  Operotion,  Style  KLS . . . 

MII-S.24187/7A 

SH 

09  Sep 

83 

SH 

1 

5930 

Switch'Assemblies,  linear  Movement,  Remote  Operotion,  Type  R3DISO-S3A3 

MIL-5-24187/8 

SH 

09  Sep 

83 

SH 

Monuol  &  Remote  Operation,  Style  DIS,  Type  R3DLSO‘S3a4 

L 

5930 

Switch  Assemblies,  lmeor  Movement,  Monuol  &  Remote  Operotion,  Style  5DLS 

MIL-S.24187/9 

SH 

09  Sep 

83 

SH 

L 

5930 

Switch  Assemblies,  Lineor  Movement,  Remote  Operation,  Style  5DLS,  Type 

MllS-24187/10 

SH 

09  Sep 

83 

SH 

R5DISO-S1A1 

1 

5930 

Switch  Assembly,  Sensitive,  Roller  Plunger,  SPOT,  7  Amperes  Resilient  Scol ........ 

MII-S-8805/114A 

AT 

03  Moy  86 

AT 

5930 

Switch  Assembly,  Style  S107  (10  Ampere-double  Break)  USER-ME  AT  AV  14  19 

MIL-S-22885. 26A 

EC 

13  Jon 

86 

ER 

EC 

85 

rev-mi  as  SH  os  17  11  ES 

1 

5930 

Switch  Assembly,  Sensitive,  Toggle  7  Amperes,  Ponel  $ea\  Validated  Jan  84 

MII-S-8805/98B 

85 

02  Moy  78 

85 

REV.99  ES 

5930 

Switch  Assembly,  Sensitive,  Interlock,  Unseoled  Validated  Apr  87  USER-Ml  AV 

MIL-S-8805-56E 

EC 

19  Feb 

74 

ER 

EC 

11 

MC  AS  OS  19  REV-AR  17  85  99  ES 

5930 

Switch  Assembly,  Sensitive,  Push,  Momentory,  5  Amperes,  Unseoled  Validated 

MIL.S-8805-23E 

EC 

23  Jul 

73 

ER 

EC 

11 

May  Si  USER-MI  MC  OS  19  REV-AV  AS  85  17  ES 

5930 

Switch  Assembly,  Sensitive,  Pusr,  Alternate,  Unseoled  Validated  Jon  86 

MIL-S-8805.250 

EC 

23  Jul 

73 

ER 

EC 

11 

USER-MI  AV  AR  MC  os  19  RcV-aS  85  17  ES 

5930 

Switch  Housing,  Pushbutton,  ill  sted.  Style  SL08  (10  Ampere-double  Sreok) 

Mll.S-22885.27C 

EC 

13  Jon 

86 

ER 

EC 

n 

131047  USER-ME  AV  AT  M.  OS  19  REV-MI  AS  85  17  ES 

5930 

Switch  Pressure  Gage  (Type  <i  ,s  0  Cl)  Spdt,  3  Amperes  Validated  Avg  86 

MIL-S-9395.'24A 

85 

.1  Aug 

86 

ER 

EC 

85 

USER-MC  REV-AV  as  17  11  99  ES 

NOTICE  1 

5930 

Switch  Push  Button,  lllummoted  Lenses,  Style  L15  USER-AT  ME  MC  19  REV-MI 

Mll-S-22885  288 

EC 

13  Jon 

86 

ER 

EC 

85 

AS  SH  OS  85  17  99  11  ES 

1 

5930 

Switch  Roiory  Encloied,  Submersible  (15  Feet),  Snop  Action,  5(X)  Volts 

Ma-S-15743/8 

SH 

27  Aug 

84 

SH 

Ahernotlng  CURRENT/250  Volts  Direct  Current,  30  Ampere,  Symbols  838.1 
(OPDT),  840,1  (DPDT),  &  851  (TPST) 

5930 

'■wiieh  Roiory  28  125  Vollj  REV-MI  AV  OS  1 1  17  99  ES . . 

MS-905470 

85 

07  Jon 

85 

ER 

EC 

85 

L 

5930 

Switch  Solid  Stole  Tronsducer,  2  Axis  Joystick  ...............x.................................. . 

MIIS-0081419/7C 

85 

14  No. 

79 

85 

5930 

Switch  Subossembly,  Color  Filters  (For  Switch,  Push  Button,  lllummoted) 

MIIS-22885E-  12E 

EC 

04  Dec 

87 

ER 

EC 

17 

USER-AI  ME  AV  MC  SH  OS  REV-MI  AS  17  99  ES 
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CUSTODIAN 

5930 

Switch  ThermostoiiC  (Metoilic),  Type  LI  Hermetically  Seoter,  Overheot  Detector 

MII-S-24236/  16D 

85 

07  Jon 

88 

ER 

AS 

85 

AdjyjtcWe,  Dool  Termino!  3  Amperet  USER*AT  MR  AV  mC  CG  SH  )9 

REV.MI  OS  17  99  ES 

5930 

Switch  Thermostotic  (Voltile  Liqu’d),  Hermeticolly  Seoted,  Single  Pole  Double 

MIL-S.28827/4 

EC 

13  jon 

86 

EC 

Throw  (Spdi),fost  Rejpoftie  Tiffle,(ow  level  To  1.5  Amperei 

5930 

Switch  Toggle,  Pojitive  Breok,  Miniotore,  Toggle  Seoled^  Double  Pole  Prmted 

MS.21437C 

85 

17  Apr 

87 

ER 

AS 

85 

Circuit  Boord  Terminoh  Right  Angle  Mount  Vahdottd  Apr  87  USER>M1  AR 

REV-MI  AV-EC  AS  17  99 

NOTICE  1 

1 

5930 

Switch,  {0.100X0300  Subminmioture)  Sertsitive  Spdt,  Urtteoled,  1  Ampere 

MIL.S.e805/9-l 

EC 

19  Dec 

69 

EC 

VaKdaied  Jon  86  REV.ES 

5930 

Switch,  Actuotor,  Extended  Plunger  Type  Vphdotcd  Jon  36  USER-AV  MC  SH  19 

MIL-S-8805/5SB 

EC 

30  Apr 

74 

ER 

EC 

11 

REV-MI  AR  AS  OS  17  85  ES 

5930 

Switch,  Actuotor,  RoHer  Leol  Voh'daied  Jan  86  USER-mC  19  REV-MI  AS  OS  17 

MIL.S-8805^59A 

EC 

30  Apr 

74 

-R 

EC 

11 

85  ES 

5930 

Switch.  Actuotor.  Plunger  Type  Vof/dated  Apr  83  USSR-MC  SH  19  REV-AR  Ml 

Mll-S.8e05/573 

EC 

30  Jun 

70 

ER 

EC 

1) 

AS  OS  17  85  ES 

o 

5930 

Switch,  Air  And  Liquid  flow,  Sensirtg  Generol  Spedficotiort  for  Validated  Jon 

Ma.S.28783A 

85 

12  Sep 

79 

ER 

EC 

85 

86  USER-AT  ME  AR  AV  AS  19  11  REV-mi  OS  17  99  ES 

5930 

Switch,  Aisembl’ej.  Sensitive,  Lever  Lock,  5  Amperes,  Unseoled  Validated  May 

MII.S.8805/92B 

EC 

23  Jui 

73 

ER 

EC 

11 

85  USER-MI  MC  OS  AS  19  REV-17  85  ES 

1 

5930 

Switch,  Assemblies  for  Remote  Operoted  Switches,  10  Ampere  Styles  RJR  Art 

MIL-S-2)604/6 

SH 

05  Sep 

75 

SH 

RJRA  Validated  Apr  8 i 

5930 

Switch,  Code  Indicating  Wi  vel  (Printed  Circuit),  Thumbwheel  Switch  Assembly, 

MIL-S-227I0/2B 

EC 

04  Oel 

82 

CR 

EC 

85 

Iniegrol  Bezel,  NonseoleO,  Ncniifumlnoted,  Snop  M  Moutsting,  Style  SRPC2d 
USER-ME  OS  mC  11  REV-SM  M'  AS  17  ES 

5930 

Switch.  Code  Indicotmg  Whee'  (Printed  Circuit),  Thumbwheel  Switch  Assembly, 

Mll.S-227 10/29 

EC 

04  Oel 

82 

ER 

EC 

85 

Integrol  Bezel,  Nonseoled,  NomHuminoted,  Solid  Mounting,  Style  SRPC29 
USER-ME  OS  MC  11  ReV-Mt  Sm  AS  17  ES 

5930 

Switch,  Code  Indicotmg  Wheel  (Pri<-  «d  Circuit)  (Thumbwheel  Switch  Assembly, 
Sealed  Module,  Kluminored  Or  uonil'uminoted),  (Top,  Bottom,  Or  Reor 
Relcmpoble),  Style  SRPC15  UtER-ME  MI  mC  11  REV-AR  AV  SM  AS  17  99 

ES 

Switch.  Code,  indicotmg  Wheel  (Printed  Circuit],  (Thumbwheel  And  Pushbutton), 

MIL-S-227)0/15G 

85 

29  Mof 

85 

ER 

EC 

85 

0 

5930 

MI1..S-227)0E  (5) 

EC 

08  Apr 

88 

ER 

EC 

85 

Generol  Specification  for  USER-mC  OS  AS  11  REV-MI  ME  SM  AV  17  99 

ES 

Switch,  Coding  indicotmg  Wheel  (Printed  C>rcu>t)  (Pushbutton,  Bidirectionol, 

5930 

Ma.S-22710/18f 

EC 

30  Sop 

86 

ER 

EC 

85 

Seoled  Or  Unseofed,  Itlummoted  &  Noninummoted)  Style  SRPC18-)  &  -2 
USER-ME  AL  AS  MC  17  H  REV-SM  99  ES 

5930 

Switch,  Co'of  filter  (for  Lens,  Style  L30)  USER*Aft  MS  MC  OS  AS  11  19 

MII.S-22885/54B 

EC 

22  Nov 

82 

ER 

EC 

85 

REV-MI  SH  99  17  ES 

5930 

Switch,  Due!  In  Line  PocVoge  (Oip).  Toggle  Actuotor,  Stondord  Profile,  Single 

MII.S.83504/9 

85 

30  Sep 

38 

ER 

EC 

85 

Pole,  Double  Throw  Stotions,  Seoled  Bose  Validated  Sep  88  USSR-AR  11 
REV-AV  AS  99  ES 

NOTICE  1 

5930 

Switch,  Owol  In  Lme  ^oeVoge  (DIP),  Rocker  Actuotor,  Stondord  ProMe,  Smgle 

MII-S-83504/1B 

85 

17  Apr 

87 

ER 

EC 

85 

Pole,  Single  Throw  Stotidns,  Seoled  Bose  Validated  Apr  87  USER-AR  REV-AV 

AS  99  n  ES  CS 

NOTICE  1 

5930 

Switch,  Duel  In  Lme  Pockoge  (OIP).  Rocker  Actuotor,  Low  Profile,  Smgle  Pole, 

mil-3  83504/28 

85 

17  Apr 

67 

ER 

EC 

35 

Single  Throw  Siotions,  Seo’ed  Bose  Validated  Apr  87  USER-AR  REV-AV  AS 

99  11  ES 

NOTICE  1 

5930 

Switch,  Duel  In  Line  Pockoge  (Dip)  Slide  Actuotor,  Low  Profile,  Smgle  Throw 

MII-S-83504/3A 

85 

17  Apr 

87 

ER 

EC 

85 

Stotions,  Seo'ed  Bose  Validated  Apr  87  USER-AR  REV-AV  AS  99  II  ES 

NOTICE  1 

5930 

Switch,  Duel  In  Line  Pockoge  (0/p),  Toggle  Actuotor,  Stondord  Profile,  OPOT 

Mil.S-83504/lOA 

85 

10  Mor 

89 

ER 

EC 

85 

Stctions,  Seoled  Bose  USER-AR  11  REV-AV  AS  99  cS 

NOTICE  1 

5930 

Switch.  Duel  In  Line  Package  (D'p),  Side  Toggle  Actuotor.  Low  Profile.  SPS’ 

Mll.S-83504/)lA 

85 

10  Mor 

89 

ER 

EC 

85 

Siohor.-.,  SeoI«d  Sai«  USER-AR  tl  REV-AV  AS  99  ES 

NOTICE  I 

5930 

Switch,  Duel  In  lme  Pockoge  (Dip)  Recess  REV-99  ES  . . . . . 

MIL-S.83504/12 

85 

25  Mor 

88 

5930 

Switch,  Owol  In  lme  Pockoge  fOiP),  Sl'de  Actuoio',  Smgle  Pole,  Smgle  Throw 

MII.S-83504/4B 

85 

17  Apr 

87 

ER 

EC 

85 

Stotions,  Closed  Bose  VoUdofed  Apr  87  USER-AR  REV-AV  AS  99  H  ES 

NOTICE  1 

5930 

Switch,  Duel  In  lme  Pockoge  (OIP),  Rocker  Actuotor,  Stondord  Profile,  Single 

Mll-S-83504/5 

85 

17  Apr 

87 

ER 

EC 

85 

Po’e,  Double  Throw  Stotions,  Seoled  Bose  Validated  Apr  87  USER-AR  11 
REV-AV  AS  99  ES 

NOTICE  1 

5930 

Switch,  Duol  in  lme  Pockoge  (Oip),  Recessed  Rocker  Actuotor,  Stondord  Profile, 

MIL-S-83504/6 

85 

17  Apr 

87 

EP. 

EC 

85 

Sing'e  Pole,  Double  Throw  Stotions,  Seo'ed  Bose  Validated  Apr  87  USER-AR 

U  REV-aV  AS  99  ES 

NOTICE  1 

5930 

Switch,  Duo*  In  Lme  Pockege  IDipy.  Rocker  ActuotO',  Stondord  Profile,  DPOT 

Ma-S-83504/7A 

85 

o 

> 

a 

89 

ER 

EC 

85 

Sioi.oni,  Seoied  3oie  OSER-AR  M  REV-AV  AS  99  ES 

NOTICE  1 

5930 

Swif^n,  Oud  In  Lme  Pockoge  (O.p),  Recessed  Rocker  Actuotor,  Stondord  Profile, 

MII-S-83504/8A 

85 

10  Mor 

89 

ER 

EC 

85 

OPDI  SioCot.j,  Seo'ed  3oie  USER-AR  U  REV-AV  AS  99  ES 

NOTICE  1 

5930 

Switch.  Duel  In&tme  Pockoge  (DIP),  Genero^  Specificot'on  for  U$cR*AR  11 

MIL-S-83504  (4) 

85 

30  Jan 

84 

ES 

EC 

85 

fttv-AV  A3  99 

5UPR  lA 

NOl 

5930 

Switch,  Electronic  Tronsduccr,  Toggle  Type  Validated  Jvn  $0  USER-EC  RcV-ES  .. 

M(l-S-816)9. 1A 

AS 

30  Aug 

74 

AS 

i 

5930 

Sw.ich,  teni.  St/le  13)  USER-AT  ME  MC  )9  ))  REV-mi  AS  OS  17  99  ES  .  ... 

MIL-S.22e85/53B 

EC 

22  Nov 

82 

EC 

5930 

Switch,  Liquid  flow,  Smg'e  Pole,  Ooub'e  Throw  (Spd»i,  3  Amperes,  Operoimg 

Mll-S-28738/  IB 

85 

OA  Jun 

84 

ER 

EC 

85 

Teroeioio:e  (32  Deg.  f  To  )85  Deg.  f)  USER-AV  AT  ME  19  REV-Mi  AS  OS 

17  80  ES 

L 

5930 

Switch,  Microphone  Throitel,  Type  SA-99A-''AR  Validated  Jun  $}  REV-ES  -  . 

MS.25I98 

AS 

27  Nov 

57 

AS 

i 

5930 

Switch,  mjl-S-3950  And  Mll-S'8373),  Military  Stondord  Pon  Nymbermg 

MS.277403 

35 

18  Dec 

85 

ER 

AS 

85 

REV-AV  Ml  EC  99  ES 

L 

5930 

Switch,  Muihsiofon,  Pushbutton,  (I'fgmmofed  Mofnx  Arronpement),  Plug-m 

Mil-S-243)7/)08 

EC 

20  Jon 

83 

EC 

Module,  Common  Termmoiton  System,  Style  SMlOll 

o 

5930 

Switch.  Muliistoiion,  Pushoutton,  ti’iummoted  And  Non-iPummofed),  Generol 

Mil-S-243)7 

EC 

15  Mor 

63 

ER 

EC 

85 

Specification  For  Validated  Jan  86  USER-ME  MC  REV-mi  CE  AV  OS  AS  11 

17  99  ES 

SUPP  )A 

FSC  LISTiNG 


L 


L 


I 

L 

L 

I 


L 


L 

L 


FSC  TITLE 

5930  Switch,  Multistation  Push  Button  (llluminoted  Motii\  Arrongement)  ftli  Shielded, 
Moisture  Seoted,  High  Impoct  Shock  Stvie  SM07  RbV>ES 
5930  Switch,  MultiStotion,  Push  Button,  (illuminated  Matrix  Arrangement),  PIug*m 
Module,  Style  SM09  Validated  Jan  36  REV-11  13  99 
5930  Switch,  MultiStotion,  Pushbutton,  (Illuminated  Motrix  Arrongement)  Piug>in 
Module,  EMI/RFI  Shielded,  Or'^^proof,  Stvie  SMll  USER-19  REV-99  11 
5930  Switch,  Multistation,  Pushbutton,  llluminoted  Matrix  Arrongement,  Sunlight 
Reodoble,  ^  Lomp,  Ptug'in  Module,  Style  SM13L1 
5930  Switch,  Pressure,  (Gogo)  Type  II.  Low  Level  To  5  Amperes  Validated  Jan  84 
USEft-AT  AS  SH  MC  19  REV-AV  Ml  99  11  ES 

5930  Switch,  Pressurc-worning,  Spst,  Wotorprool,  24  Volt,  Dc  USER-ME  REV-ES . 

5930  Switch,  Pressure,  (Goge)  Type  II,  Low  Level  To  1  Ampere  USER-AT  SH  AS  MC 

19REV.AV99  17  11  ES 

5930  Switch,  Pressure&worning,  Low  Air  Pressure,  50  Pti,  Spst,  Woterprool 
Validated  May  83  USER-ME  MC  1 1  REV.99  ES 
5930  Switch,  Pressure,  (Gage)  Type  II,  Low  level  To  1  Ampere  USER-AT  AS  MC  19 
REV-AV  99  17  11  ES 

5930  Switch,  Pressure-stoplight,  Vehicular,  Hydroutie  Broke  System,  24  Volt, 
Wolerproof  Validated  Mar  8S  USER-ME  MC  REV-ES 
5930  Switch,  Pressure,  (Gage)  Type  II,  .25  Amperes  USER-AT  SH  AS  MC  19  REV-AV 
11  99  17  ES 

5930  Switch,  Pressure . . 

5930  Switch,  Pressure.  Absolute  Type  I,  5  Amperes  Validated  A.!  87  R6V-99  . . . 


L 


L 

L 

L 

O 


5930  Switch,  Pressure-stoplight,  Vehiccter,  Air  Broke  System,  24  Volt,  Waterproof 
Validated  Mar  85  USER-ME  REV-ES 

5930  Switch,  Pressure,  Absolute  (Type  I),  3  Amperes  Validated  Sep  88  USER-AS  MC 
SH  REV-AV  17  11  99 

5930  Switch,  Pressure,  Gouge  (Type  11),  3  Amperes  USER-SH  AS  MC  REV-AV  17 
11  99  ES 

5930  Switch,  Pre'sure  (Gage),  Type  11,  SPOT,  3  Amperes  Validated  Avg  86 
USER-MC  REV-AV  AS  17  11  99  ES 

5930  Switch,  Pressure,  Goge  (Type  li,  Closs  1)  Spdt,  4  Amperes  Validated  Jon  84 
USER-MC  REV-AV  AS  17  11  99  ES 

5930  Switch,  Pressure  Validated  -  >r  80  USER-MC  REV-AV  AS  11  17  99  ES . 

5930  Switch,  Pressure  (Goge),  Type  It,  Spst,  5  Amperes  USER-MC  oH  REV-ll  17  99 

ES 

5930  Switch,  Pressure,  (Goge)  Type  11,  5  Amperes  Validated  Aog  86  USER-AT  SH 
MCAS  19R6V.AV  17  11  99ES 

5930  Switch,  Pressure,  (Gouge)  Type  11,  5  Amperes  Validated  Avg  86  USER-AT  SH 
MCAS  19REV-AV99  11  17  ES 

Switch,  Pressure,  Oifferenilol  (Type  111),  4  Amperes  USER-AT  SH  AS  MC  19 
REV-AV  17  11  99 

.  ♦'itch,  Pressure,  Differential  (Type  111),  5  Amperes  Validated  Avg  66  REV-99,. 

*  ‘  '  •'tch.  Pressure,  (Goge),  Type  li,  Spdt,  10  Amperei  Validated  Avg  86 

JSER-MC  RFV.aV  as  11  17  99  ES 

5930  Switch,  Pressure,  (Gage),  Type  1 1  Validated  Avg  86  USER-MC  REV-AV  AS  99 
17  11  ES 

5930  Switch,  Pressure,  (Goge)  Type  II,  Low  level  To  5  Amperes  Validated  Jon  84 
USER-AT  vH  AS  MC  19  REV-AV  99  17  11  ES 

5930  Switch,  Pressure,  (Goge)  Type  11,  low  Level  To  5  Amperes  Validated  reb  85 
USER-MC  SH  AS  19  REV-aV  Ml  1117  ES 

5930  Switch,  Pressure  Vc  *id  Jvl  87  USER-MC  REV-ME  .Ml  YO  85  ES . 


L 


OL 


NO 


5930  Switch,  Proximity,  Solid-stote  .  . . . . . . . . 

5930  Switch,  Pull&spst,  latch  Oisconnict,  24  Volt  Oc  Validated  Feb  85  USl*R*ME  ER 
MC  REV-ES 

5930  Switch,  Pull,  Switch,  Push,  Switch,  Beom  Selecting,  Headlight,  Electricol  (28 
Volts  DC  Maximum,  For  Military  Vehicles  USER-ME  REV-MI  ES 
5930  Switch,  Push  Button,  llluminoted.  Switch  Assemblies,  Modulor  Validated  Jan  86 
USER-AV  AT  ME  MC  SH  OS  19  REV-MI  AS  OS  85  17  ES 
5930  Switch,  Push  Button,  llluminoted,  4-lAMP,  Clip  Mounted,  light  Module  For 

Validated  Apr  3)  USER-AV  AT  ME  AR  OS  AS  MC  SH  19  REV-MI  17  11  99 
ES 

5930  Switch,  Push  Button,  llluminoted  indicoted  Light  For,  Modulor,  4  Lomp  USER-Af^ 
MC  SH-OS  19  REV-MI  AV  AS  17  99  ES 

5930  Switch,  Posh  Button,  llluminoted  Lenses  Screw  28  T-1-3/4  MF8  Lomp  Validated 
May  85  USER-ME  AV  AT  MC  AS  SH  OS  19  REV-AR  85  17  ES 
593^  Switch,  Posh  Button,  llluminoted,  Momsnio'y  And  Push-poll  (Z  CIRCUIT'S 

Ao.pe.es)  VuMvJ  Aior  85  USCR-AT  MC  M.C  AS  W*  CS  19  ilEV-SS  17  -5 
5930  Switch,  Posh  Button,  llluminoted.  Drip  Proof  Scot,  Momenfwy  And  AIICTn;;‘o 
Action  (DPDT/2  Orcu't  -  2  Amperes)  USER-MC  SH  AS  \9  REV-AV  AU  OS 
17  99  ES 

5930  Switch  Push  Button,  ILLUMINATED  Lenses  (Sneo-in,  T-1-3/4  M^B  Lcnio) 
USER-AT  ME-AV  aR  MC  SH  'S  19  REV-AS  1/  99  ES 
5930  Switch,  Push  Button,  U*,UMr4,\T£D  Lenses  (Screw-in,  T-1-3/4  M'-S  lamp) 
USER-ME  AT  AR  AS  MC  19  REV-OS  SH  17  11  ES 
5930  Sw.tch,  P-iih  Button,  .%ninotfd  Cop,  Color  Filter  For  ,’olidoted  Apr  83 
USER-ME  AR  OS  MC  A5  i9  11  REV-MI  SH  99  J7  SS 
5930  Switch,  Push  Button,  Ijbminoled,  2POT,  4FDT  And  Ind  eotor  As'emblies, 

4-1 'MP,  o-J  Mo  ntmg 

Switt.,,  Push  0’  ^«on  llluminoted,  2'1/‘MP,  Solid  Mount  3  Amperes,  U.nseoko 
USER-MC  OS  SH  19  REV-AY  VU  .sS  17  99  ES 


DOCUMENT 


NUMBER 

PREP 

DATE 

CUSTODIAN 

MIL-S-24317/8A  {)) 

EC 

08  Ocl 

85 

EC 

Mll-S-24317/9 

EC 

28  Nov 

73 

EC 

85 

MIL-S-24317/11B 

85 

25  Jul 

83 

85 

MIL-S-24317/12 

EC 

IS  Ocl 

85 

EC 

MIL.S.9395/40A 

85 

30  Jun 

78 

ER 

EC 

85 

MS-90530E 

AT 

02  Feb 

88 

AT 

Mll-S.939i/41B 

85 

24  Jul 

87 

ER 

EC 

35 

MS-27  • 

AT 

31  Jun 

68 

AT 

MII-S.9395/43A 

85 

18  Ocl 

85 

ER 

EC 

85 

MS-7S063B 

AT 

26  Jun 

70 

AT 

Mll-S-9395/47 

85 

23  Sep 

82 

MR  EC 

85 

Mll-S-62300 

AT 

09  Sep 

83 

AT 

MIL-S-9395/48A 
NOTICE  1 

85 

01  Apr 

81 

85 

MS-7S062A 

AT 

26  Jun 

70 

AT 

MIL-S-939S.'26B  (2) 
NOTICE  1 

85 

30  Sep 

88 

ER 

EC 

85 

MII-S-939S/27E  (2) 
NOTICE  I 

85 

30  Sep 

88 

ER 

EC 

85 

M11-S-9395/1B 

NOTICE  1 

85 

11  Aug 

86 

ER 

EC 

85 

MIL.S-9395/2C 

85 

16  Moy  77 

ER 

EC 

85 

MIL-S-939S/3B 

85 

24  Jon 

74 

EL 

EC 

85 

MII-S-939S/SC 
NOTICE  I 

85 

11  Aug 

86 

ER 

EC 

85 

MII.S-9395/30O 
NOTICE  1 

85 

11  Aug 

86 

ER 

EC 

85 

MII-S-9395/31B 

85 

11  Aug 

86 

ER 

EC 

85 

NOTICE  1 
MIL-S-939S/'32B 

85 

30  Sep 

88 

ER 

EC 

85 

NOTICE  1 
MIL-S-9395/33A 

85 

11  Aug 

86 

85 

MII-S-9395/8C 
NOTICE  I 

85 

11  Aug 

86 

ER 

EC 

85 

MII-S-9395/10D 

85 

11  Aug 

86 

ER 

EC 

85 

NOTICE  1 
MIL-S-9395/38A 

85 

06  Feb 

78 

ER 

EC 

85 

MIL-S-9395/39A 

ER 

06  Feb 

78 

ER 

EC 

85 

Mll-S-122))0 

AT 

08  Jul 

87 

AT 

11 

NOTICE  1 

MIL-S-247II 

SH 

27  Ocl 

88 

SH 

MS-27200B 

AT 

01  Nov 

69 

AT 

EC 

MIL-S-13625D 

AT 

15  Jul 

87 

AT 

Mll-S-2288S/'nF 

EC 

13  Feb 

74 

ER 

EC 

11 

MIL-S-22885/l«0 

EC 

25  Apr 

75 

ER 

EC 

85 

MII-S-V2835/10G  (1) 

?C 

23  Feb 

82 

CB 

EC 

85 

m.S-22885/  IG 

EC 

18  Sep 

72 

ER 

EC 

11 

MIL.S.i238b/CF 

EC 

26  Jun 

/J 

ER 

tc 

11 

Mll-S-22385'18G 

EC 

20  Jut 

89 

ER 

EC 

e5 

MI.-!-'/:a35/19C 

EC 

20  Jul 

88 

ER 

EC 

85 

MIL-S-2288J'21E 

EC 

20  uu 

83 

EC 

EC 

35 

.\ML-S.2288i  650 

EC 

22  N«. 

-  82 

CR 

EC 

35 

/nlUS'22885/J'4 

EC 

23  Nov  31 

Mll.-..i2885.'liiE 

EC 

1l  Sep 

Bd 

ER 

EC 

85 

<930 
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FSC  TIT16 


5930  Switch,  Push  Button,  llluminolcd,  2  lomp.  Lens  Arrongements  For.. . . 

5930  Switch,  Push  Button,  illuminoted,  (Lens  Assembly  For)  USER-ME  AR  OS  MC  AS 
19  11  REV-MI  SH  99  17  ES 

5930  Switch,  Posh  Button,  ULUMlNAlED,  4  Lamp,  Solid  Mount,  Plug-tn  Module 

(Inicrtcbtc  Type  Tcrmlnotlon)  USER-AR  AS  OS  MC  SH  19  REV-MI  AV  17  99 
ES 

5930  Switch,  Push  Button,  Illuminated  Panel  Sect  For  USER'AR  ME  MC  SH  OS  17 
REV-MI  AS  85  ES 

5930  Switch,  Posh  Button,  Illuminated  Color  Filter  Validated  Apr  83  REV*ES . . 

5930  Switch,  Push  Button,  ILLUMINATED,  4  lomp,  0.87  Squorc,  7  Ampere, 

Electromognetic  Interference  Shielded  USER-AR  MC  19  REV-ME  AV  SH  AS 
OS  17  99  ES 

5930  Switch,  Push  Button,  Illuminoted,  Lens  Plate  For,  1.030  Long  X  .730  Wide 
USER-AR  MC  OS  SH  19  REV-MI  AV  AS  17  99  ES 
5930  Switch,  Push  Button,  Illuminoted,  4  lamp,  Low  Level  To  7.5  Amperes,  Common 
Termlnotlon  System,  Sploshproof,  Sunlight  Reodcble,  high  impoci  Shock 
Resistant,  EMI  Shielded 

5930  Switch,  Push  Button,  Illuminated  2PDT  And  4PDT,  Plug-In  Module  Validated 
May  85 

5930  Switch,  Push  Button,  Illuminoted,  4  lamp.  Solid  Mount,  Modufor  Constructed, 
High  Impact  Shock  Volldoted  Jon  86  USER-ME  AT  AV  SH  AS  OS  MC  19 
REV-aR  17  99  ES 

5930  Switch,  Push  Button,  Illuminated,  High  Impoci  Shock,  Modulor  Switch  Assemblies 
For  Validated  Jan  86  USER-ME  AT  AV  AR  MC  19  REV-MI  SH  AS  OS  17  99 
ES 

5930  Switch,  Push  Button,  ULUMINATEO,  4  Lamp,  SjIId  Mount,  RFl  Shielded, 

Moisture  Sealed,  High  Impact  Shock  Reslstont  USER-AR  SH  AS  OS  MC  19 
REV-AV  Ml  17  99  ES  OS 

5930  Switch,  Push  Button,  Illuminated,  4  lamp,  low  Level  To  7.5  Amperes, 

Splosh'^'oef,  Sunlight  Reodoble,  High  Impoct  Shock  Reslstont,  EMI  Shielded 
5930  Switch,  Push  Button,  ILLUMINATED,  4  Lamp,  0.75  Squore,  7.5 

Ampere, electromagnetic  Interference  Shielded  USER-AR  SH  MC  19  REV-MI 
AV  AS  OS  99  17  ES 

5930  Switch,  Push  Button,  Illuminoted,  lens  Assemblies  For,  .655  Sq  And  .916  Ig  X 
.665  Wide  Validated  May  85 

5930  Switch,  Push  Button,  lllumlnoled  (2.330  Inches  long  X  .750  Inch  Squore)  REV-99 

5930  Switch,  Push  Button,  Illuminoted,  Push  Buttons  For  (Snap  In  &  Screw  In) 

USER-SH  MC  AS  19  REV-MI  AV  OS  99  17  ES 
5930  Switch,  Tush&spst,  Heavy  Duty,  24  Volt  Oc  Validated  May  83  USER-ME  ER 
REV-eS 

5930  Switch,  Push,  Illuminoted,  4  lomp,-  RFl  Shielded  Validated  Jun  64  R6V-99  ES  .... 
5930  Switch,  Posh,  Illuminoted,  4  -  lomp.  Clip  Mounted  (Modulor  Constructed) 
Validated  Apr  8!  USER-AT  ME  AV  MC  SH  OS  19  REV-MI  AS  17  11  ES 
5930  Switch,  Push,  Microphone,  OPST,  Normally  Open,  Foot  Operoted,  Momentary 
USER-AV  MC  REV-AR  SH  AS  11  99  ES 

5930  Switch,  Push,  Momentory,  Spst,  5  Amperes,  Unseoled  Validated  Apr  84 
USER-AV  Ml  MC  SH  19  REV-AR  AS  17  85  ES 
5930  Switch,  Posh,  Momentory,  2  Circuit,  Unseoled  USER-MI  AR  MC  19  REV-AV  OS 
AS  SH  17  n  99  ES 

5930  Switch,  Posh,  10  Amperes  And  low  level,  Duslllghl  USER-AV  Ml  MC  AS  19 
REV-EA  AR  SH  OS  17  99  11  ES 

5930  Switch,  Push,  2  Circuit,  Alternate  Action,  10  Amperes,  Dusttight  USER-MI  MC 
19  REV-AR  AS  OS  85  17  ES 

5930  Switch,  Push,  2POT,  Momentary,  1  Ampere,  Seoled  And  Unseoled,  Emi  And 

Non  Emi  Shielded  Validated  Apr  84  USER-AR  SH  05  AS  MC  19  REV-AV  99 
17  n  ES 

5930  Switch,  Push,  4  Circuit,  4  Amperes,  Oustllght  USER-MI  MC  AS  SH  19  REV-EA 
AR  OS  17  85  ES 

5930  Switch,  Pushbutton,  Illuminoted,  4  lamp,  0.75  Squore,  7  Amperes, 

Electromognetic  Interference  Shielded  Validated  Jon  86  USER-AR  MC  SH  19 
REV-MI  AV  OS  AS  99  17  ES 

5930  Switch,  Pushbutton,  Illuminoted,  4  lomp,  SPOT  &  OPOT,  7.5  Amperes,  Silver 
Contocts,  1  Ampere,  Gold  Contacts  (Oripproof,  Sunlight  Reodoble,  RFl 
Shielded) 

5930  Switch,  Pushbutton.  Motrix  Or  lndlvu..jlly  Mounted,  Illuminoted,  4-lAMP,  SPOT 
K  OPDT,  5  0  /-^pereS;  Silver  Contoefs,  1  Amp.  Gold  Contocts  (Oripproof, 
Sunlight  ReodotxV,  6MI/R?f  Shielded)  USER-l?  REV.99  17  11 
5930  Switch,  Pushbuifor,  fL'umInoted,-4  lomp  Solid  Moi/*'L  (Modulor  Constfvcted) 
OSER-MC  Srf^OS  19  REV-JW!  AV/.S  S'*  99  ES 
5930  Svdfch,  Poshuu}*?r».  4  lomp.  Pushbutton  &  lens  Assemblies  For,  .610  Squotc 
(Oripproof,  Sunlight  Reodoble,  EMl/RFl  Shielded) 
j730  Switch,  Pushbutton,  I'-Iumlnated,  Moment^.'/  And  Alternofe  Aetior  4  lomp,  7 
Ampeies  (^J3  Lo.ng  X  .875  Squore)  VoHdated  Sep  88  REV.99 
593(>  Sy/ifch,  Pushbvt/on,  IlfUrpInfited,  ^  Amperes^  2POT.  ,S?DT  &  Indlcotor,  6  Ictnp, 
Sunlight  Retfdet^t  (SMIrTtrJ  Shellding,  Modulcr-Co.ittructio.'s) 

5930  Sw'Mch,  Pushbulfcn,  XJuminoted  Color  filler  (For  Slylc  S126  Validated  Apr  83 

rev.es 

5930  Sy  tch,  Pushbutton,  Id^-mlrtited,  Momentory.  SPOT  &  OPDT,  Onelcmp,  7 

Arrpere  Silver  Contort ,  I  Ampere  GoW  Contact  Validated  Jan  UC  USER-AR 
MC  .'9  REv-aV  MJ  as  Os  17  99  ES 

5930  Syrlkn,  Pushbutron  'Romincled/--^  Surikghl  Reodoble  (For  Iffuminotcd 
PushbuttpA  Switch) 
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NUMBER 

MIL-S-22885/59S 
MIL-S-22885/  52A 

MII-S.22885/74F 

MII-S-22885/13G 

MIL-S.22885/70B 

M1L-S.22885/75C 

MII-S.22885/85C 

Mll-S.22885/97 

M11-S-22885/86A 

M1L-S-22885/87A 

MIL-S.22885/88A 

MIL-S-22885/80E  (1) 

MIL.S.22885/98 

MIL.S.22885/77C 

MIL.S-22885/82A 

M1L-S-22885/83C  (6) 
NOTICE  1 
MIL-S.22885/99 
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MII-S.22885/15D 
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MIL-S-80O5/95D 
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DOCUMENT 


fSC 

TITLE 

NUMBER 

PREP 

DATE 

CUSTODIAN 

L 

5930 

Switch,  Pushbutton,  illuminated,  Piug*m,  Switch  Module  For,  2P0T,  4PDT . 

MIL-S-22885/105 

EC 

I5  0cl 

85 

EC 

1 

5930 

Switch,  Pushbutton,  lllurntnoted,  Stngle  tamp,  7  Amperes,  Momentary  Action 

MIL-S-22885/89A 

85 

18  Feb 

77 

85 

Validated  Jun  84  REV»MI  99 

5930 

Switch,  Pushbutton,  lltuminated,  4  tamp,  0.750  Squore,  Low  tevel  To  7 

M1L-S-2288S/90A 

EC 

29  Jul 

81 

ER 

EC 

85 

Amperes,  Sunlight  Readable  Display  USER*AR  SH  MC  YD  OS  19  REV-AV  MI 

AS  17  99  ES 

L 

5930 

Switch,  Pushbutton,  Illuminated,  Rocker,  Paddle,  Solid  Stole  Hall  Effect, 

MIL-S-22885/91B 

EC 

27  Feb 

85 

ER 

EC 

85 

Untcoled  USER-OS  13  REV-MI  99  11  ES 

5930 

Switch,  Pushbutton,  llluminoted.  Rocker,  Paddle,  Power  Duty,  Unseoled 

MII-S-22885/92A  (1) 

EC 

26  Apr 

85 

EC 

85 

USER-OS  REV-99  13  11 

1 

5930 

Switch,  Pushbutton,  illuminated,  Rocker,  Paddle,  togic  tood  To  3  Amperes, 

MIL-S-22885/93B 

EC 

27  Feb 

85 

ER 

EC 

85 

Unseoled  USER-OS  13  REV-MI  99  11  ES 

L 

5930 

Switch,  Pushbutton,  Illuminated  Momentary  Action,  4  Lomp,  SPOT  And  DPOT, 

MIL-S-22885/94A 

EC 

08  Sep 

80 

EC 

7.5  Amperes  Silver  Contocts,  1  Ampere  Gold  Contocts  (Sptoshproof,  Sunlight 
Readable,  High  Impact  Shock  Resistont,  EMI  Shielded)  VoUdoted  Jon  86 

L 

5930 

Switch,  Pushbutton,  Illuminated  2P0T  &  4P0T,  Plug  In  Module  (Common 

MIL.S.22885/95A 

EC 

23  Feb 

82 

EC 

Terminotion  System) 

EC 

L 

5930 

Switch,  Pushbutton,  Illuminated,  4  lamp,  RFl  Shielded,  Drip  Proof . . . 

Mil.S-2288S/94A  (1) 

EC 

23  Jon 

84 

L 

5930 

Switch,  Pushbutton,  Illuminated,  Color  Filler  Validated  Apr  83  REV<ES . . . 

Mll-S-22885/76 

EC 

20  Nov 

70 

EC 

Q 

5930 

Switch,  Reed,  General  Specificotion  For  Validated  Oct  8i  USER*MC  19  14 

MIL-S-S5433C 

ER 

07  Jul 

80 

ER 

EC 

REV-AR  17  85  ES 

5930 

Switch,  Rotory  (Printed  Circuit),  (Thumbwheel  Switch  Assembly,  Seoled 

MII-S-22710/20C 

85 

04  Ocl 

82 

CR 

EC 

85 

Modules,  Ouol  Illuminated),  (RFl  Shielded)  (Top  co  Bottom  Retompoble), 
SlylesRPC20  USER-ME  OS  MC  11  REV-SM  Ml  AS  17  ES 

5930 

Switch,  Rotary  (Printed  Circuit),  (Pushbutton,  Unidirectionol,  Seoled  Or 

MIL-S-22710/23C 

EC 

30  Sep 

86 

ER 

EC 

85 

Unseoled,  Illuminated  (Side  Relampoble)  Or  Nonilfuminotedf,  Style  SRPC23 
USER-ME  AR  MC  11  17  REV-SM  AS  99  ES 

5930 

Switch,  Rotary  (Printed  Circuit)  (Toggle,  Bidirectionol,  Seoled,  llluminoted  Or 

Ma-S-22710/24A  (2) 

EC 

18  Feb 

83 

ER 

EC 

85 

Nonilluminolcd)  Style  SRPC24  USER-ME  MC  11  REV-MI  AR  SM  17  99  ES 

5930 

Switch,  Rotary  (Printed  Circuit)  (Thumbwheel  Switch  Assembly,  Integral  Bezel, 

MIL-S-22710/11E 

EC 

04  Oct 

82 

ER 

EC 

85 

Nonsealed,  Illuminated  Or  Nonilluminated),  Style  SRCP11  USER-ME  MC  OS 

11  rev-mi  SM  AS  17  ES 

5930 

Switch,  Rotary  (Printed  Circuit)  (Thumbwheel  Switch  Assembly,  Seoled  Module, 

MIL  S  22710,  12E  (1) 

85 

08  Nov 

84 

ER 

EC 

85 

Illuminated  Or  Nonilluminated),  (Top  Relampoble),  Style  SRPC12  USER-ME 

MC  OS  11  '‘EV-MI  SM  AS  17  99  ES 

5930 

Switch,  Rofo.y  (Printed  Circuit)  (Thumbwheel  Switch  Assembly,  Irtegrol  Bezel, 

MIL-S-22710/14E  (1) 

85 

08  Nov 

84 

ER 

EC 

85 

Nonscoted,  Nonilluminated),  Style  SRPC14  USER-ME  MC  11  REV-MI  SM  AS 

17  99  ES 

1 

5930 

Switch,  Rotary,  28  Volt  DC  USER-ME  REV-MI  EA  ES . 

MIL-S-13623C 

AT 

12  Mar 

87 

AT 

5930 

Switch,  Rotory,  Ammeter  Selector,  115/200  Volts  For  1,  2,  4  Generator  System 

MS-21994E 

85 

30  Sep 

88 

ER 

AS 

85 

Validated  Sep  88  USER-MC  REV-MI  AV  OS  EC  17  99  11 

NOTICE  1 

5930 

Switch,  Rotory,  Printed  Circuit,  Push  Button,  Sealed,  llluminoted  And 
Nonilluminoted,  Style  SRPC17  USER-MC  11  REV-ME  Ml  AR  SM  AS  17  99 

E5 

Switch,  Rotory,  Open  Construction,  .5  Ampere,  Low  level.  Positive  Sl.ofi 

MIL-S-22710/17H 

85 

30  Sep 

86 

ER 

EC 

85 

5930 

MIL-S-3785/15F 

85 

31  Mar 

87 

ER 

EC 

85 

Grounding,  EMI/RFI,  Style  SR15  USER-AV  AT  ME  SM  MC  CG  19  REV-MI 

AS  OS  99  17  11  ES 

L 

5930 

Switch.  Rotary,  Solenoid  Operoted,  (Switchboord*selector),  Generol 

MIL-S-287I4A 

EC 

25  Nov 

80 

EC 

Specificotion  For 

EC 

L 

5930 

Switch,  Rotory,  Solenoid  Operoted,  (Switchboord  Selector),  Switch  Assembly 

MIL-S-287I4/1B 

EC 

25  Nov 

80 

REV-ES 

5930 

Switch,  Rotory,  Ammeter  •  Voltmeter  Selector,  1  *5/200  Volts,  Three  Wofer 

MS-21995E 

85 

30  Sep 

88 

ER 

AS 

85 

(A»g)  Validated  Sep  8S  REV-MI  AV  OS  EC  17  11  99  ES 

NOTICE  1 

L 

5930 

Switch,  Rotory,  Solenoid  Operoted,  (Switchboard  Selector),  Driver  Unit  REV-ES 

MIL-S-28714/2C 

EC 

25  Nov 

80 

EC 

5930 

Switch,  Rotary,  E'ectro-mechsnicol  Actuated  (Solenoid  Type),  Open 

MIL-S-3786/18B 

85 

13  Jon 

89 

EC 

85 

Construction,  1/2  Ampere,  Style  SR  18  Validated  Jan  59  USER-ME  AT  AV 

CG  MC  19  REV-MI  AR  AS  OS  EC  17  99  11  ES 

NOTICE  1 

L 

5930 

Switch,  Rotoryi  SolenoM  Operoted,  (Switchboord  Selector),  Switch  Section 

MlL-S-287 14/38 

EC 

25  Nov 

80 

EC 

Assembly  REV-ES 

1 

5930 

Switch,  Rotory,  Spotlight,  Vehicular,  MechonicoHy  Aciuofed,  24  Volt  D.c. 

MS-75054C 

AT 

27  Aug 

80 

AT 

Validated  Nav  84  REV-ES 

L 

5930 

Swi*;h,  Rotary,  Multipole  And  Selector,  10  Ampere,  Styles  JR  304  JRM  300 

MIL-S-21604/7 

SH 

25  Mof 

79 

SH 

Validated  Dec  64 

5930 

Switch,  Rotory,  Closed  Construction,  1/ 10  Ampere,  Style  SR19  USER-AV  ME 

MIL.S.3786/I9C 

85 

14  Aug 

84 

ER 

EC 

85 

AT  SM  CG  MC  19  REV-MI  AS  OS  17  99  1)  ES 

L 

5930 

Switch,  Rotory,  Multipole  And  Selector,  5  Ampere,  Style  Jl . . . . . 

MIL-S-21604/3A 

SH 

10  Jul 

85 

SH 

5930 

Switch,  Rotory,  28/115  Volu  Validated  Feb  87  REV-MI  AV  EC  OS  17  11  99 

MS-25002J 

85 

25  Feb 

87 

ER 

AS 

85 

ES 

NOTICE  1 

5930 

Ro*cry,  Mv^t'po*e  A—d  7  1''2  A^pe^e,  S*y'*  JM  Va^'do*^‘d~Ap’‘ 

8) 

Switch,  Rotory,  Closed  Construction,  Explosion  Proof,  1/2  Inch  Oiomelcr,  1/5 

Mll.S-21604/4 

SH 

OS  s^p 

75 

SH 

5930 

MIL-S-378d/20F 

85 

25  Jul 

88 

ER 

EC 

85 

Ampere,  Slyle  SR20  USER-SM  AV  CG  MC  19  REV-MI  OS  AS  17  11  99  ES 

L 

5930 

Switch,  Rotory,  Multipole  And  Selector,  10  Ampere,  Style  Validated  Dec  84 

MIL-S-21504/S  (1) 

SH 

26  Mof 

79 

SH 

L 

5930 

Switch,  Rotary,  28  Volt  Dc,  V/oterproof  Validated  Sep  87  USER-ME  AV 

MS-39060A 

AT 

01  Sep 

87 

AT 

REV-MI  ES 

NOTICE  I 

O  1 

5930 

Switch,  Rotary,  Mullipolc  And  Selector  Type,  !  To  10  USER-OS  REV-MI  EC  ES 

MtL.5-21604C(l) 
SUPP  1 

SH 

26  Mor 

79 

SH 

5930 

Switch,  Rotory,  Closed  Construction,  1  Ampere  &  low  level  Style  SR28 

MIL  S-3784,28D  (2) 

85 

31  Mor 

87 

ER 

EC 

85 

USER-SM  AT  me  CG  MC  19  REV-MI  AR  AS  OS  17  11  ES 

t 

5930 

Switci,  Rotory,  Multipole  And  Selector,  1  Ampere,  Styles  JF  And  JFM 

MIL-S.21404/1 

SH 

05  Sep 

75 

SH 

Validated  Apr  81 

L 

5930 

Switch,  Rotory,  Open  Construction,  le^er  Actuated,  1/4  Ampere,  Style  SR31 

M1LS-3786/31A 

EC 

24  Mor 

69 

EC 

Validated  Apr  8-1  RBV-iS 
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1 

5930 

Switch,  Rotory.  Multipole  And  Selector.  5  Ampere.  Style  JK  Volidoted  Dec  84  „ 

MIL-S-21504/2  (1) 

SH 

26  Mor 

79 

SH 

L 

5930 

owitch.  Rotary,  Open  Construction.  1/5  Ampere,  Style  SR32  VaUdated  Apr  82 

MILS-3786/32B 

EC 

05  Mor 

76 

EC 

REV-ES 

5930 

Switch,  Rotary.  Closed  Contruction.  Explosion  Proof,  1/5  Ampere  Style  SR35 

MIL-S-3785, 350 

85 

27  Aug 

87 

ER 

EC 

85 

USER-AV  AT  ME  MC  CG  19  REV-MI  AR  OS  AS  17  11  99  ES 

5930 

Switch.  Rotory.  Closed  Construction,  1.  4  Ampere  Style  SR36  Vohdolcd  Sep  88 

MIL-S-3786/36  (2) 

85 

30  Sep 

88 

ER 

EC 

85 

USER-AT  ME  AV  CG  MC  19  REV-MI  AR  AS  OS  17  11  99  ES 

NOTICE  1 

5930 

Switch.  Rotory,  Closed  Construction.  Explosion  Proof.  400  Milltomperes.  Style 

MIL-S-3786, 398 

85 

25  Ocl 

85 

ER 

EC 

85 

SR39  USER-AT  ME  AV  CG  MC  19  REV-MI  AR  OS  AS  17  11  99  ES 

1 

5930 

Switch.  Rotary.  Open  Construction.  1/2  Ampere  &  low  Level  Style  SR40 

MIL-S.37862  40A  (2) 

85 

31  Mor 

87 

ER 

EC 

85 

USER-SM  AT  ME  CG  MC  19  REV-AR  Ml  OS  AS  11  17  ES 

L 

5930 

Switch.  Rotory.  Closed  Construction.  0.5  Ampere,  Style  SR  . . . . 

MIL-S-3786/41 
NOTICE  1 

85 

30  Sep 

88 

85 

L 

5930 

Switch.  Rotary.  Enclosed.  Sploshproof.  Snap  Action.  125  Volts  Afternoting 

MIL-S-15743/7 

SH 

27  Aug 

84 

SH 

Current,  10  Ampere.  Symbol  814  (DPST) 

Q 

5930 

Switch.  Rotory,  Selector  Power.  Generol  Specification  For  USER-ME  REV-MI 

MtL-S-6807D 

85 

30  Sep 

88 

ER 

AS 

85 

os  EC  YD  11  17  99  ES 

SUPP  1 

L 

5930 

Switch,  Rotory,  Enclosed . . . . . . . 

MIL-S-15743B 

SH 

27  Aug 

84 

SH 

SUPP  1 


L  5930  Switch.  Rotary.  Snap  Action  Clois  6SR  Front  Mounted.  Side  Connected .  MiL*S‘l529l/9  SH  17  Apr  81  SH 

O  5930  Switch.  Rotary,  Snap  Action  &  Oetent/spring  Return  Action  General  M!L*S-15291D  (2)  SH  19  Dec  84  SH 

Specification  For  SUPP  1 

L  5930  Switch.  Rotary.  Snap  Action  Closs  ISR  Front  Mounted.  Bock  Connected  . .  MIL*S»15291/1  SH  17  Apr  81  Sri 

I  5930  Switch,  Rotary.  Snop  Action  Class  ISR  Front  Mounted,  Side  Connected  ............  MIL-S-15291/2  (2)  SH  19  Dec  84  SH 

I  5930  Switch.  Rotary,  Snap  Action  Class  ISR  Front  Mounted.  Side  Connected  ............  Mil-S-15291/3  SH  17  Apr  81  SH 

L  5930  Switch.  Potary,  Detent  &  Spring  return  Action  Closs  ISRN  Front  Mounted.  Bock  MIL-S-15291/ 4  SH  17  Apr  81  SH 

Connected 

L  5930  Switch,  Rotary,  Snop  Action  Closs  3SR  Front  Mounted,  Bock  Connected .  MlL-S-15291/5  SH  17  Apr  81  SH 

5930  Switch,  Rotory.  Snop  Action  Class  6SR  Base  Mounted.  Side  Connected... .  MtL>S05291/10  SH  17  Apr  81  SH 

5930  Switch.  Rotary,  Snap  Action  Class  20SR  Front  Mounted.  Bock  Connected  ..........  M1L*S-15291/(  1  SH  17  Apr  81  SH 

5930  Switch.  Rotory,  Snop  Action  Closs  20SR  Front  Mounted.  Side  Connected  . . .  MIL>S‘15291/12A  SH  16  Jun  86  SH 

5930  Switch,  Rotory.  Snop  Action  Class  20SR  Base  Mounted.  Side  Connected............  MIL-S-15291/13  SH  17  Apr  81  SH 

L  5930  Switch.  Rolcry,  Snap  Action  Closs  3SR  Front  Mounted,  Side  Connected  . .  MIL*S*15291/6A  SH  30  Sep  85  SH 

5930  Switch.  Rotor/.  Snap  Action  Class  3SR  Base  Mounted,  Side  Connected. . .  MlL-S'15291/7  SH  17'Apr  81  SH 

L  5930  Switch.  Rotory.  Snap  Action  Class  6SP.  Front  Mounted.  Beck  Connected .  MIL-S'15291/8  SH  17  Apr  81  SH 

I  5930  Switch.  Rotary.  Enclosed.  Submersible  (15  Feet).  Snop  Action.  125  VoUs  AC.  MIL-S-15743/1  SH  27  Aug  84  SH 

10  Ampere.  Symbol  801.1  (OPST) 

5930  Switch,  Rotory,  Open  Construction.  1/2  Ampere,  Style  SR09  USER-AV  MS  AT  MIL-S-3786/9D  85  V  Aug  84  ER  EC  85 

SM  CG  MC  19  R6V.MI  AS  OS  17  99  11  ES 

5930  Switch.  Rotary.  Open  Construction.  1/2  Ampere.  Style  SRIO  USER-ME  AT  AV  MIL-S-3786/10D  8C  14  Aug  84  EREC  85 

SM  CG  MC  19  REV-MI  AS  OS' 11  17  99  ES 

5930  Switch.  Rotary,  Open  Construction.  1/2  Ampere  Style  SRll  Vo//rfote<#./tf/t  82  MIL-S'3786/llC  85  18  Dec  68  ER  EC  85 

USER-AT  ME  CG  MC  19  REV-Ml  AR  AS  OS  17  99  ES 

5930  Switch,  Rotory.  Closed  Construction.  1/2  Ampere  Style  SR13  USER-ME  AT  CG  MIL-S-3786/13D  85  27  Aug  87  ER  EC  85 

MC  SH  19  REV.MI  AR  AS  OS  11  17  99-ES 

5930  Switch.  Rotary.  Open  Construction.  1/2  Ampere,  Style  SRI4  V'oWo/et/A/n  84  MII-S-3786/14E  85  03  Jun  77  EREC  85 

USER-ME  AT  AV  CG  MC  19  REV-MI  AR  AS  OS  17  11  99  ES 

5930  Switch,  Rotory.  Open  Construction.  1/2  Ampere.  Style  SR02  USER-AT  ME  AV  MlL'S-3786/2D  (2)  85  07  Jun  84  ER  EC  85 

SM  MC  CG  19  REV-mI  os  AS  11  17  99  ES 

5930  Switch.  Rotary.  Open  Construction,  1/2  Ampere.  Style  SR03  USER-ME  AT  AV  MIL'S-3786/3E  (2)  85  07  Jun  84  ER  EC  85 

SM  MC  CG  19  KEV-MI  AS  OS  17  99  11  ES 

5930  Switch,  Rotory.  Closed  Construction,  2  Amperes,  low  level.  Positive  Shaft  MIL-S'3786/4H  85  30  Jon  87  ER  EC  85 

Grounding.  Sty  USER-ME  AT  MC  CG  OS  19  REV-MI  AR  AS  17  11  99  ES  NOTICE  1 

5930  Switch,  Rotory.  Open,  Construction,  1/2  Ampere,  Style  SROl  USER-AT  ME  AV  MIL.S-3786E.  ID  85  30  Dec  87  ER  EC  85 

SM  CG  MC  19  REV-MI  AS  OS  17  99  11  ES 

L  5930  Switch,  Rotory.  Enclosed  Submersible  (15  Feel),  Snap  Action,  125  Volts  AC,  10  MIL.S-15743/2  SH  27  Aug  84  SH 

Ampere,  Symbol  858  (OPTT) 

L  5930  Switch,  Rotary,  Enclosed,  Submersible  (15  Feet),  Snap  Action,  125  Volts  Mll-S-15743/3  SH  27  Aug  84  SH 

Alternating  Current,  10  Ampere.  Symbols  801,2  (OPST),  804-1  (TPST),  829.1 
(OPDT,  &  879.1  (DPTT) 

L  5930  Switch,  Rotary,  Enclosed,  Submersible  (15  Feel),  Snap  Action,  125  Volts  Mll-S-15743/4  SH  27  Aug  84  SH 

Alternating  Current,  10  Ampere,  Symbols  805.1  (4PST).  i  857  (TPOT) 

L  5930  Switch.  Rotary,  Enclosed,  Submersible  (15  Feet),  Snop  Action,  125  Volts  MIL-S‘15743/5  SH  27  Aug  84  SH 

Alternoting  Current,  10  Amperes,-.Symbols  827.1  (Speciol),  850.1  (TPDT),  & 

863  (4PDT) 

I  5930  Switch.  Rotory,  Enclosed,  Submersible  (15  Feel),  Snop  Action,  125  Volts  Mll-S-15743/6  SH  27  Aug  84  SH 

Alternoting  Current,  10  Ampere,  Symbol  862  (TPTT) 

L  5930  Switch,  Rotory.  Enclosed.  Submersible  (15  Ff^f),  Snop  Actio-'  500  VoIk  Mlt.S-15743/Q  SH  27-AMg  $4  SH 

Alternoting  CURRCNT/250  Volts  Direct  Current,  30  Ampere,  Symbols  839.1 
(4DPT),  848.1  (TPDT),  &  2752.1  (Speciol) 

L  5930  Switch,  Rotary,  Enclosed,  Submersible  (15  Feet),  Snap  Action,  500  Volts  Mll-S-15743/10  SH  27  Aug  84  SH 

Alternoting  CURRENT/250  Volts,  Direct  Current,  30  Ampere.symbol  852 
(4POT) 

t  5930  Switch,  Rotary,  Enclosed,  Submersible  (15  Feel),  Snop  Action,  500  Volts  AC  Mll-S‘15743/11  SH  27  Aug  84  SH 

250  Volts  DC,  30  Ampere.  Symbol  2753  (DPST) 

L  5930  Switch,  Rotory.  Enclosed,  Submersible  (15  Feel).  Snop  Action,  Tronsfer,  With  Mll-S'15743/12  SH  27  Aug  84  SH 

Indicolion,  125  Volts  AC,  30  Ampere,  Symbol  2763  (4PDT) 

L  5930  Switch,  Rotory,  Enclosed,  Wotertighi  Snap  Action,  Tronsfer,  With  Indicotion,  MIL-S'15743/13  SH  27  Aug  84  SH 

125  Volts  AC,  30  Ampere,  Symbol  849  (TPDT) 

I  5930  Switch,  Rotory,  Enclosed,  Wotertight  Snap  Action,  Transfer,  With  Indication,  Mfl-S-15743/14  $H  27  Aug  84  SH 

Symbol  853  (TPDT),  500  Volts  AC,  60  Ampere,  Symbol  854  (TPDT),  125 
Volts  AC,  60  Ampere 
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FSC  TITLE 


5930  Switch;  Rotary;  Enclosed;  Watertight;  Snap  Action,  Portoble,  500  Volts  AC,  30 
Ampere,  Symbol  817.1  (TPST) 

5930  Switch;  Rotary,  Enclosed,  Submersible  \1S  Conioct  Moker,  Six  Pole,  Two 
Position,  Spring  Return,  125  Volts  Alternoling  Current,  10  Ampere,  Symbol 
26o7.1 

5930  Switch;  Rotory,  Enclosed,  Submersible  (15  Feet),  Contact  Moker,  Six  Pole,  Two 
Position,  Spring  Return,  125  Volts  AC,  10  Ampere,  Symbol  2638.) 

5930  Switch;  Rotory,  Enclosed,  Submersible  (15  Feet),  Snap  Action,  Six  Pole,  Two 
Position,  Positive  Detent,  125  Volts  AC,  10  Ampere,  Symbol  2639.1 
5930  Switch;  Rotory,  Enclosed,  Submersible  (15  Feet),  Snop  Action,  Six  Pole,  Three 
Position,  Poitive  Detent,  125  Volts  AC,  10  Ampere,  Sxmbol  2640.1 
5930  Switch,  Rotary,  Enclosed,  Submersible  (15  Feet),  Contoct  Moker,  Six  Pole, 

Three  Position,  Spring  Return,  125  Volts  Alternating  Current,  10  Ampere, 
Symbol  2641.1 

5930  Switch,  Rotary,  Enclosed,  Wotertight,  Contact  Moker,  Multipole,  Eight  Position, 
125  Volts  Alternating  Current,  5  Ampere,  Symbols  867.1  Through  872.1 
5930  Switch,  Rotary,  Enclosed,  Watertight,  6  Section,  16  Postion,  125  Volts 
Alternating  Current,  5  Ampere,  Symbols  2785  (Deck  Mounted)  &  2786 
(Bulkheod  Mounted) 

5930  Switch,  Sensitive  Validated  Feb  89  REV.MI  £S . . . . 

5930  Switch,  Sensitive,  24<VOLT  Dc  (Wolerproof)  REV-MI  ES . . 

5930  Switch,  Sensitive,  30  Volts  Direct  Current  Maximum,  Woterproof  USER*AL 
REV.AR  Ml  ES 

5930  Switch,  Sensitive,  Plunger,  7  Amperes,  Resilient  Seol,  Fluid  Resistant  USER*AV 
Ml  MC  19  REV-AR  AS  OS  17  99  11  ES 

5930  Switch,  Sensitive,  Plunger,  Spdt,  Unieoled  Validated  Apr  83  USER-MC  SH  19 
REV.MI  OS  AS  85  17  ES 

5930  Switch,  Sensitive,  Spot,  Momentory,  Dusttlght  (Inoctlve  For  New  Design  Alter 
30  Jun  1970}  USER-MC  SH  19  REV-MI  AS  OS  85  17  ES 
5930  Switch,  Sensitive,  Dpdt,  Plunger,  5  Amperes,  Resilient  Seol  Validated  Apr  63 
USER-MC  SH  19  REV-AS  85  17  ES 

5930  Switch,  Sensitive,  Spdt,  7  Amperes,  Hermetic  USER-AR  MC  19  REV.MI  AV  AS 
SH  OS  17  99  11  ES 

5930  Switch,  Sensitive,  Dpdt  And  4P0T,  Plung  Or  Roller,  7  Amperes,  Hermetic 
USER-AR  MC  19  REV-MI  AV  OS  AS  SH  17  11  99  ES 
5930  Switch,  Sensitive,  Spdt,  Plunger,  7  Amperes,  Hermetic  USER-AR  MC  19  REV-AV 
Ml  AS  OS  SH  17  11  99  ES 

5930  Switch,  Sensitive,  Spdt,  Plunger,  7  Amperes,  Hermetic  USER-AR  MC  19  REV-MI 
AV  AS  OS  SH  17  11  99eS 

5930  Switch,  Sensitive,  Spdt,  Plunger  Or  Roller,  7  Amperes,  Hermetic  USER-AR  MC 
19  REV-AV  Ml  AS  OS  SH  17  11  99  ES 

5930  Switch,  Sensitive,  2  Circuit  (50  Amperes)  Or  SPST  (8  Amperes)'(Unseotd) 
USER-AR  MC  SH  19  14  REV-AS  85  17  99  ES 
5930  Switch,  Sensitive,  Momentary,  4  Circuit  Or  Dpdt,  Unseoled  USER-AR  MC  19 
REV-AS  OS  SH  11  ES 

5930  Switch,  Sensitive,  Momentory,  6  Circuit  Or  3PDT,  Unseoled  Validated  Apr  84 
USER-MI  AV  REV-AS  OS  ES 

5930  Switch,  Sensitive,  limit.  Hermetic  Seol  REV-II  99  ES . . 

5930  Switch,  Sensitive,  Leof,  Spdt,  Hermetic  Validated  Jon  86  USER*AT  AM  OS  MC 
SH  AS  19  REV-AV  Ml  99  17  11  ES 

5930  Switch,  Sensitive,  Watertight,  10  Amperes,  Double  Breok  Validated  May  8S 
USER-AM  AT  AS  OS  MC  19  REV-AV  Ml  SH  17  11  99  ES 
5930  Switch,  Sensitive,  Rotory  (Non  Sell  Return),  4  Amperes,  Resilent  Seal  Validated 
Avg  86  REV-99  ES 

5930  Switch,  Sensitive,  low  Force  Spdt,  10  Amperes,  Unseoled  Validated  Apr  83 
REV-ES 

5930  Switch,  Sensitive,  Plunger,  Resilient  Seol,  Fluid  Resistoni  USER-AV  Ml  MC  19 
REV-AR  AS  OS  85  17  80  11  ES 

5930  Switch,  Sensitive,  2  Circuit  (5  Amperes)  Or  SPOT  (8  Amperes),  Unseoled,  low 
level  Switching  REV-ES 

5930  Switch,  Sensitive,  Plunger,  7  Amperes,  4POT,  Resilient  Seol,  Grounded  Plunger 
Validated  Sep  68  REV.99  ES 

5930  Switch,  Sensitive,  SPDT,  Low  level  To  2  Amps,  400  Deg.  F,  Unseoled  Validated 
Avg  86  REV.99  1 1 

5930  Switch,  Sensitive,  Plunger,  10  Amperes,  2PDT  And  7  Amperes,  4PDT,  Resihent 
Seol  Validated  Aug  66  REV-ES 

5930  Swifeh,  SeosifNe,  SPOT,  Unseoled,  7  Amperes  . . . . . . 

5930  Switch,  Sensitive,  Dpdt,  Plunger,  5  Amperes,  Hermetic  Validated  Apr  84 
USER-AV  Ml  MC  19  14  REV-AS  OS  85  17  ES 
5930  Switch,  Sensitive,  Spdt,  6  Amperes,  Wotertight  USER-AV  Ml  MC  SH  19 
REV-MI  AR  os  as  85  17  n  80  ES 

5930  Switch,  Sensitive,  Dpdt,  Plunger,  10  Amperes,  Unseoled  Validated  Apr  83 
USER-MI  MC  SH  19  REV-AS  OS  85  17  ES 
5930  Switch,  Sensitive,  Spdt,  7  Amperes,  Wotertight  USER-AV  Ml  MC  SH  19 
REV-AR  AS  OS  17  99  n  ES 

5930  Switch,  Sensitive-mointoined,  2  Circuit,  40  Amperes,  Unseoled  Validated  Apr  84 
USER-AV  ME  MC  SH  19  REV-AR  OS  AS  85  17  ES 
5930  Switch,  Sensitive,  Spdt,  5  Amperes,  Resilient  Siol  Validated  Jan  86  USER-Ml 
AV  AS  MC  REV-AR  OS  SH  17  85  ES 

5930  Switch,  Sensitive,  Spdt,  5  Amperes,  Resilient  Seol  Validated  Jan  86  USER-MI 
AV  AR  MC  REV-OS  SH  85  17  ES 


DOCUMENT 


NUMBER 

PREP 

DATE 

CUSTODIAN 

MIL-S-15743/15 

SH 

27  Aug 

84 

SH 

MIL-S-15743/16 

SH 

27  Aug 

84 

SH 

MIL-S-15743/17 

SH 

27  Aug 

84 

SH 

MlL-S-15743/18 

SH 

27  Aug 

84 

SH 

MIL-S-15743/19 

SH 

27  Aug 

84 

SH 

Mll-S-15743/20 

SH 

27  Aug 

84 

SH 

MIL-S-15743/21 

SH 

27  Aug 

84 

SH 

Mll-S-15743/22 

SH 

27  Aug 

84 

SH 

MII-S-22&I4 

NOTICE  1 

OS 

23  Feb 

89 

OS 

MS-3905S3 

AT 

16  Feb 

88 

AT 

MII-S-13484D 

AT 

07  Dec 

87 

AT 

MIL-S-880S/39D 

EC 

17  Mor 

83 

ER 

EC 

85 

MIL-S.880S/618 

EC 

30  Jun 

70 

ER 

EC 

11 

MIL-S-8T05/62C 

EC 

15  Dec 

86 

ER 

EC 

11 

MII-S-8805/65A  (1) 

EC 

15  Moy 

70 

ER 

EC 

11 

MIL-S-8805/68F 

EC 

02  Moy 

85 

ER 

EC 

85 

MIL-S-8805/70F 

EC 

02  Moy 

85 

ER 

EC 

85 

MIL-S-8805/72F  (1) 

EC 

15  Jon 

86 

ER 

EC 

85 

MII-S-8805/73F  ()) 

EC 

15  Jan 

86 

ER 

EC 

85 

MIL-S-8805/74G 

EC 

30  Nov 

87 

ER 

EC 

85 

MIL.S-8805/76C 

EC 

05  Apr 

82 

ER 

EC 

85 

M11-S-8B05D/77C 

EC 

30  Sep 

88 

ER 

EC 

85 

MII.S-8805/78A  (1) 

EC 

03  Mor 

72 

ER 

EC 

11 

Mll.S-8805/800 

85 

28  Jun 

88 

85 

NOTICE  1 

MII-S-8805/82C  (!) 

EC 

08  Feb 

80 

ER 

EC 

85 

MIL-S-8805/84B 

EC 

02  Nov 

78 

ER 

EC 

85 

M1L.S-88C5/85C 
NOTICE  1 

85 

11  Aug 

86 

85 

MII.S-8805/90C 

EC 

06  Jon 

71 

EC 

MIL-S-8805/40F 

EC 

15  Oct 

85 

ER 

EC 

85 

MII-S-8805D/101C 

EC 

24  Feb 

88 

EC 

MII-S-880S/I04A  (4) 
NOTICE  1 

85 

30  Sep 

83 

85 

M<l-S-8305/106 
NOTICE  1 

85 

11  Aug 

86 

85 

MIL-S-8805/I00D  (1) 
NOTICE  1 

85 

11  Aug 

86 

85 

»V»IL'S*8CC5'^tC9 

EC 

01 

82 

EC 

MIL-S-8805/41A 

EC 

06  Jun 

72 

ER 

EC 

11 

MIL-S.880S/42B 

EC 

17  Mar 

83 

ER 

EC 

8:/ 

MIL-S-880S/31C 

EC 

19  Jon 

71 

ER 

EC 

11 

MII-S.8805/32F 

EC 

17  Mor 

83 

ER 

EC 

85 

MIL-S-8805/34C 

EC 

11  Jul 

72 

ER 

EC 

11 

MIL-S-8805/44O 

EC 

03  Jul 

74 

ER 

EC 

11 

MIL-S-8805/45E 

EC 

03  Jul 

74 

ER 

EC 

11 

445 


FSC  LISTING 


NQL 


L 


L 

L 

L 

L 

I 

L 

L 

L 

O  I 
L 

O  L 
L 
L 


L 


fSC  TITLE 

5930  SwJlch,  Seniilive,  leof,  SOPDT,  HERMETIC  USER-AT  AM  MC  SfTAS  OS  19 
REV.MI  AV  17  n  99  ES 

5930  Switch,  Sensitive,  Spdt,  Lever,  25  Ampereres,  Hermetic  Validated  May  85 
USER-AV  Ml  MC  SH  19  REV-AS  85  17  ES 
5930  Switch,  Sensitive,  Roller  Lever,  Self  Return,  Resilient  Seoi,  Fluid  Resistant 
USER  Ml  AV  MC  19  REV-AR  AS  OS  17  99  80  11  ES 
5930  Switch,  Sensitive,  Rotory  Linkage  Lever  (NonseU  Return),  Resilient  Seol,  Fluid 
Resistonl  USER-M!  AV  MC  19  REV-AR  AS  OS  17  99  80  11  ES 
5930  Switch,  Sensitive,  Rol»‘*r*lever,  Wolertight  Validated  Apr  63  USER-MC  SH  19 
REV-MI  AR  AS  OS  05  17  ES 

5930  Switch,  Sensitive,  Roller  Lever,  Wotertight  Validated  Apr  83  USER-MC  SH  19 
REV.GL  MI  AR  AS  OS  85  17  ES 

5930  Switch,  Sensitive,  4  Circuit,  Roller-lever,  Wotertight  Validated  Apr  83  USER-MC 
SH  19  REV-MI  GL  AR  AS  OS  17  85  ES 

5930  Switch,  Sensitive,  Spdt,  Unseoled  Volidoted  Mo/  1977 . . . 

5930  Switch,  Sensitive,  4  Circuit,  15  Amperes,  Unseated  Lotchin  Unit-monuol  Reset 
Validated  Apr  81  USER  Ml  MC  19  REV-AR  OS  SH  AS  35  17  99  ES 
5930  Switch,  Sensitive,  Spdt,  10  Amperes,  Hermetic  USER-MI  MC  19  REV-AR  AS  17 
85  ES 

5930  Switch,  Sensitive,  Momentary,  2  Circuit  Or  SPST  (10  Ampers)  Unseoled 
USER-AR  MC  19  REV-aV  SH  OS  AS  99  11 
5930  Switch.  Sensitive,  Spdt,  Leof  Actuator,  Low  Level  To  4  Amps,  Hermetic  Seol 
Validated  Apr  84  USER-AR  MC  19  REV-MI  AV  OS  AS  SH  99  17  ES 
5930  Switch,  Sensilive-mcmentory,  2  Circuit,  10  Amperes,  Unsealed  USER-AR  MC  19 
REV-MI  AV  AS  OS  SH  17  99  ES 

5930  Switch,  Sensitive-mointoined,  2  Circuit,  10  Amperes,  Unseded  Validated  Apr  8) 
USER-MI  MC  19  REV-AR  OS  SH  AS  17  85  99  ES 
5930  Switch,  Sensitive-momentory,  4  Circuit,  15  Amperes,  Unseoled  Validated  Apr  61 
USER-MI  MC  19  REV-AR  OS  AS  SH  17  85  99  ES 
5930  Switch,  Sensitive-maintained,  4  Circuit,  15  Amperes,  Unseated  Validated  Apr  81 
USER-MI  MC  19  REV-AR  OS  AS  SH  17  85  99  ES 
5930  Switch,  Sensitive-mointoined,  6  Circuit,  15  Amperes,  Unseoled  Validated  Apr  81 
USER-MI  MC  19  REV-AR  AS  OS  SH  17  85  99  ES 
5930  Switch,  Sensitive  momentory,  6  Circuit,  15  Amperes,  Unseoled  Validated  Apr  61 
USER-MI  MC  19  REV-AR  OS  AS  SH  85  17  99  ES 
5930  Switch,  Sensitive-momentory,  2  Circuit,  30  Amperes,  Unseoled  Validated  Apr  84 
USER-MI  MC  SH  19  REV-AR  AS  OS  17  85  ES 
5930  Switch,  Sensitive,  Momentory,  Spdt,  7.5  Amperes,  Unseoled  USER-MI  AV  MC 
19  REV-AR  OS  SH  AS  99  11  ES 

5930  Switch,  Sensitive,  Spdt,  Momentory,  Double  Break,  10  Amperes,  Unseoled 
Validated  Apr  84  USER-MC  SH  19  14  REV-AS  85  17  ES 
5930  Switch,  Sensitive,  Dpdt,  Plunger,  10  Amperes, unseoled  Validated  Apr  83 
USER-M'  MC  SH  19  REV-AR  AS  OS  85  17  ES 
5930  Switch,  Sensitive,  Spdt,  5  Amperes,  Unseoled  (Inactive  7-1-69)  Validated  Apr 
83  USER-MI  MC  SH  19  REV-AR  OS  AS  17  85  ES 
5930  Switch,  Sensitive,  Spdt,  Unsealed  Validated  Apr  ''^ER-MI  MC  19  REV-MI 
OS  AS  85  17  ES 

5930  Switch,  Sensitive,  Spdt  USER-MI  MC  OS  19  REV-AR  cA  SH  AS  85  17  99  ES  .. 
5930  Switch,  ^oHd  State  Tronsducer,  Electronic  Transducer,  Push-button  Validated  Jw 
80  REV-EC  ES 

5930  Switch,  Solid  Stele  Transducer  Electronic  Tronsducer,  Proximity  Type  Validated 
Jun  80 

5930  Switch,  Solid  State  Transducer,  2  Axis  Joystick  Validated  May  84  REV-MI  99 
85  ES 

5930  Switch,  Solid  Stole  Transducer,  Electronic  Transducer,  Rotary  Type  Validated 
Jun  60 

5930  Switch,  Sol'd  Stole  Transducer,  2  Axis  Joystick  Validated  May  84  REV-MI  99 
85  ES 

5930  Switch,  Solid  Stole,  Transducer  2  Axis,  Joystick,  low  Force  Validated  May  84 
5930  Switch,  Solid  Stole  Tronsducer,  2  Axis  Joystick  Validated  Avg  66  REV-MI  99 
85  ES 

5930  Switch,  Solid  Stole  Transducer,  Generolspecificotion  For  Validated  Nov  87 
USER-EC  REV-ES 

5930  Switch,  Solid  State  Transducer,  (Anolog  And  Digital)  Generol  Specification  For 
Validated  Avg  86  REV-99  1 1 

5930  Switch,  Stepping,  Direct  Current,  Electromechonicol,  Aircraft,  Type  li  (For 
Intervalometer,  Type  DTU-29/A) 

5930  Switch,  Steppina,  Direct  Current,  Aircrofi  Dispenser . . 

5930  Switch,  Stepping,  Direct  Current,  Electromechonicol,  Aircraft 

5930  Switch,  Stepping,  7  level  Validated  Sep  85 . . . . . . . 

5930  Switch,  Stepping,  One  Level,  Eight  Position,  Type  SWU-60/A  . . . . 

5930  Switch,  Thermostolic,  Mark  3  Mod  0  Validated  Aug  87  REV-ES.......................... 

5930  Switch,  Thermostolic . . . . . . . . 

5930  Switch,  Thermostolic  (Long  Sensor)  Validated  feb  65  REV-ES  . . 

5930  Switch,  Thermostolic,  Type  MH-I  Validated  Jun  84  REV.99  ES  ......................... 

5930  Switch,  Thermostotic  (Short  Sensor)  Validated  Feb  85  REV-ES... . . 

5930  Switch,  Thermostotic,  (Volotile  liquid),  Hermeticolly  Seoled  Generol 

Specification  For  Validated  Jan  86  USER-OS  MC  AS  REV-AV  SH  17  11  99 
ES 

5930  Switch,  Thermostatic  (Volatile  liquid),  Hermetic  Seoled,  Single  Pole  Double 
Throw  (Spdt),  Medium  Response  Time  Validated  Apr  82 


DOCUMENT 

NUMBER  DATE  CUSTODIAN 


MIL-S.8805/46C  (1) 

EC 

08  Feb 

80 

ER 

EC 

85 

MIL-S-8805/47E 

EC 

10  Oct 

72 

ER 

EC 

11 

MIL-S'880S/488 

EC 

17  Mar 

83 

ER 

EC 

85 

MIL.S-8805/49e 

EC 

17  Mor 

83 

ER 

EC 

85 

MII-S.8805/50A 

EC 

10  Feb 

71 

ER 

EC 

11 

MII-S-8805/51A 

EC 

10  Feb 

71 

ER 

EC 

11 

MIL-S-8805/53B 

EC 

10  Feb 

71 

ER 

EC 

11 

MII-S-8805/4J 

EC 

31  Jul 

84 

ER 

EC 

8a 

MII  S-8805/5D  (1) 

EC 

13  Jon 

75 

ER 

EC 

11 

MII-S.880S/6B 

EC 

18  Dec 

48 

ER 

11 

MIL-S-8805D/7C 

EC 

30  Sep 

88 

ER 

EC 

85 

MII-S-8805/8E 

EC 

24  Aug 

78 

ER 

EC 

85 

MIL-S-8805/nG 

EC 

09  Jul 

81 

ER 

EC 

85 

MIL-S-880S/14D  (1) 

EC 

13  Jan 

75 

ER 

EC 

11 

MII  S-880S/15E  (1) 

EC 

13  Jon 

75 

ER 

EC 

11 

MII  S-880S/16E  0) 

EC 

13  Jan 

75 

ER 

EC 

11 

MII-S-8805/17E  (1) 

EC 

13  Jon 

75 

ER 

EC 

11 

MII-S-8805/18E  (1) 

EC 

13  Jon 

75 

ER 

EC 

11 

MII-S-8805/19D 

EC 

11  Jul 

72 

ER 

EC 

11 

MII-S-8805/28E 

EC 

10  Mor 

87 

ER 

EC 

85 

Mll-S-8805/29 

EC 

11  Oct 

45 

ER 

EC 

11 

MIL-S-8805/30B 

EC 

30  Jun 

70 

ER 

EC 

11 

MIL-S-8805/22C 

EC 

30  Jun 

70 

ER 

EC 

11 

MIL-5-8805/1D  (!) 

EC 

30  Jun 

70 

ER 

EC 

11 

Ma-S-8805/2J 

EC 

30  Mor 

87 

ER 

EC 

85 

MILS-8I619/2A 

AS 

30  Aug 

74 

AS 

MILS-81619/3 

AS 

30  Aug 

74 

AS 

99 

WIL-S-81619/8B 

11 

15  4ug 

78 

ER 

AS 

MIL-S-81419/4 

AS 

30  Aug 

74 

AS 

99 

MIL-S-81619/5B 

11 

15  Aug 

78 

ER 

AS 

MIL-S-8I619/6B 

11 

15  Aug 

78 

MIL-S-81619/7B 

NOTICE 

11 

11  Aug 

84 

ER 

AS 

MII-S-814I9B 

AS 

20  Nov 

87 

AS 

NOTICE  I 
Mll-S'00814I9C 
NOTICE  T 

85 

14  Nov 

79 

85 

Mll-S.85242/2 

AS 

28  May  83 

AS 

Mll.S.a5377A 

AS 

09  Feb 

83 

AS 

Mll-S'8S242A 

AS 

28  May  83 

AS 

Mll-S-85242/1 

AS 

18  Dec 

78 

AS 

MII-S.85377/1A 

AS 

09  Feb 

83 

AS 

MII-S-2I944B 

NOTICE  1 

OS 

19  Aug 

87 

OS 

MIL-S-T2285C  (!) 

AT 

04  Mar 

87 

AT 

MII-S-12285/1D 

AT 

10  Dec 

80 

AT 

MII-S-25345A 

85 

27  Apr 

71 

85 

MII.S.12285/2C 

AT 

22  Jul 

75 

AT 

MIL-S.28827A 

EC 

12  Sep 

79 

ER 

EC 

85 

Ma-S.28827/1 

EC 

17  Jun 

74 

EC 

446 


FSC  USTING 


DOCUMENT 


ESC 

TITLE 

NUMBER 

PREP 

DATE 

;’930 

Switch,  Thcfmostolic  (Voloiile  Liquid),  HerfflcticaH/  Scaled,  Single  Pole  Double 
Throw  (Spdt),  Post  Responte  Time,  Low  Level  To  1.5  Amperes 

MIL-S-28827/2 

EC 

13  Jon 

86 

5930 

Switch,  Thcrmostotic  (Volatile  Liquid),  Hermeticall/  Seolcd,  Healing  Unit 

Actvoted,  (SpsI)  Normal!/  Oper\ 

MIL-S.28827/3 

EC 

13  Jon 

86 

5930 

Switch,  Thermostatic,  (Mcto'lic  And  BimetaHie)  General  Specification  For 

USER.AV  AT  ME  SH  CG  MC  19  REV-Ml  OS  AS  99  17  ES 

MIL-S.24236B  (3) 

SUPP  16 

EC 

03  Dec 

81 

5930 

Switch,  Thcrmostotic  (Bimetallic)  Type  1,  Kermeticotiy  Sealed  Single  Pole,  Single 
Throw,  (SpsI),  2  Amperes  Vahdoted  Jon  86  USER-AV  AT  MC  REV-Aft  Ml  SH 

99  17  n  ES 

MIL-S-24236/25A 

EC 

10  Ocl 

79 

5930 

Switch,  Thermostotic,  (Bimetollic)  Type  1,  Hermelicolly  Scoted,  Single  Pole,  S 
Validated  Apr  82  USER-AR  AV  AS  SH  MC  19  REV.99  17  ES 

MIL-S-24236/26A  (1) 

EC 

02  Apr 

82 

5930 

Switch,  Thermostatic,  (Bimetallic),  Type  i,  Hermetkolly  Seoled,  Single  Pole, 

Single  Throw  (SPST)  &  Single  Pole  Double  Throw  (SPOT),  Manuol  Reset  & 
Automatic  Reset  USER-AT  AV  MC  OS  19  11  REV-M!  AR  AS  99  17  ES 

MILS-24236/28 

EC 

03  Dec 

81 

5930 

Switch,  Thcrmostotic,  (Bimetallic),  Subminioture,  Type  1,  Kcrmeticolly  Sealed, 

Single  Pole,  Single  Throw  (SPST),  5  Amperes  USER*AT  ME  AV  MC  OS  19 

11  REV-Ml  AR  AS  17  11  99  ES 

MIL-S'24236<  1H 

EC 

18  Feb 

83 

5930 

Switch,  Thcrmostotic,  (Bimetallic),  Single  Pole,  Single  Throw  (Spst),  5  Amperes 
Validated  Apr  84  USER-AV  MC  AS  SH  19  11  17  REV-AR  AT  99  ES 

MIL-S-24236/2F 

EC 

28  Jun 

78 

5930 

Switch,  Thermostatic,  (Bimetollic),  Type  1,  Hermetically  Seoled,  Single  Pole, 

Single  Throw  (Spst),  1  Ampere  Validated  Jan  86  USER-AT  AR  AV  MC  OS 
REV-Ml  AS  11  17  99  ES 

MIL-S.24236/nE 

EC 

10  Ocl 

79 

5930 

Switch,  Thcrmostotic,  (Bimetallic),  Type  1,  Kermeticotiy  Seoled,  Single  Pole, 

Single  Throw  (Spst),  1  Ampere  USER-AV  AT  OS  MC  REV-AR  Ml  AS  99  11 

17  ES 

MIL  S-24234/13D  (2) 

EC 

13  Moy 

83 

5930 

Switch,  Thermostotic  (Metollic),  Type  li.  Hermetically  Seoled,  Overheot 

Detector,  Adjustable,  Single  Terminol,  3  Amperes  USER-AV  AT  MR  CG  SH 

19  REV-AR  AS  OS  11  17  99  ES 

MIL-S-24236/15D 

85 

07  Jon 

88 

5930 

Switch,  Thermostatic,  (Bimetollic),  (Subminiature),  Type  1,  Hermeticolly  Seoled, 
Single  Pole,  Single  Throw  (Spst),  1  Ampere  USER-AT  AV  MC  OS  AS  SH 

REV-AR  17  11  99  ES 

MIL-S-24236/19f 

EC 

16  Feb 

84 

5930 

Switch,  Thermostatic,  (Bimetallic),  Subminioture,  Type  1,  Hermeticolly  Seoled, 

Single  Pole,  Single  Throw  (Spst),  2  Amperes  USER-AT  ME  AV  AS  MC  CG 

SH  19  REV-MI  AR  OS  17  99  ES 

MIL.S-24236/20F 

EC 

12  Jol 

85 

5930 

Switch,  Thermostotic,  (Bimetollic)  Type  li,  Hermeticolly  Seoled,  Single  Pole, 

Single  Throw,  (Spst)  2  Amperes  USER-AV  AT  MC  REV-AR  Ml  SH  17  11  99 

ES 

Switch,  Tilt,  Magnetic  Vahdaled  Nov  82  REV-ES  . . . . . 

MIL-S-24236/23C 

EC 

09  Sep 

83 

1 

5930 

MS-I7135A 

SH 

25  Jun 

60 

5930 

Switch,  Toggle  (Toggle  And  Lock),  Flush  Mounted  (Generol  Specdicotion) 

Validated  Apr  88  USER-CG  1 1  REV-ER  99  ES 

W-S-896E  (2) 

NOTICE  1 

/ES 

01  Apr 

88 

5930 

Switch,  Toggle  One  Pole,  Seoled  Toggle  Validated  Feb  67  REV-AV  AS  1 1  99 

ES 

Switch,  Toggle  One  Pole,  Seoled  Toggle  (Inoctive  Use  Ms  24523  Or  Ms  25306 
Validated  Feb  87  REV-AV  Ml  EC  1 1  99  ES 

MS-18151H 

85 

25  Feb 

87 

5930 

MS-35058J 

85 

25  Feb 

87 

5930 

Switch,  Toggle— positive  Brook,  Miniature,  Toggle  Seoled,  Solder  lug.  Double 

Pole,  .469  Mounting  Bushing  USER-AT  Ml  REV-AR  AV  EC  17  99  11  ES 

MS.903nJ 

85 

18  Ocl 

85 

5930 

Switch,  Toggle,  2  Circuit,  Seoled  Toggle  Validated  Jan  89  REV-AV  AS  11  99 

ES 

MS-18150J 

NOTICE  1 

85 

13  Jan 

89 

Q  1 

5930 

Switch,  Toggle,  Electricolly  Held  Seoled  Generol  Specificotion  For  REV-MI  ES.... 

MIL-5-5594B  (1) 

SUPP  1 

AS 

29  Jul 

83 

5930 

Switch,  Toggle,  Two  Pole,  Sealed  Toggle  REV-AV  AS  11  99  ES . . . 

MS08152J 

NOTICE  1 

85 

13  Jon 

89 

5930 

Switch,  Toggle,  Positive  Break,  Mlnioture,  Toggle  Seoled,  Solder  lug.  Single 

Pole,  469  Mounting  Bushing  USER..M1  REV-AR  AV  EC  17  1 1  99  ES 

MS-903 10G 

85 

18  Ocl 

85 

5930 

Switch,  Toggle,  Positive  Break,  -level  lock  -minlolure.  Toggle  Seoled,  Solder 

Lug,  Single  Pole,  .469  Mounting  Bushing  REV-AR  Ml  EC  17  99  It  ES 

MS-21026F 

85 

18  Ocl 

85 

L 

5930 

Switch,  toggle.  Snap  Action,  Hermetic  Sect,  Low  Level  To  4  Amperes,  SPDT  & 
DPDT  USER-MC  REV-AV  Ml  AS  11  99  ES 

MIL-S-8805/U2A 

EC 

20  Feb 

87 

5930 

Switch,  Toggle,  Positive  Brook,  Lever  Lock  -miniature.  Toggle  Sealed,  Solder 

Lug,  Double  Pole  .469  Mounting  Bushing  REV-AR  Ml  EC  17  99  85 

MS-21027L 

85 

'3  Del 

85 

5930 

Switch,  Toggle,  Two  Pole,  Seoled  Toggle  (Inactive  Use  Ms  24524  Or  Ms 

25307)  Validated  Feb  87  REV-AV  MI  EC  11  99  ES 

MS-35059J 

85 

25  Feb 

87 

L 

5930 

Switch,  Toggle,  Single  Pole,  Single  Throw  Validated  May  66  USER-ME  REV-ES.. 

MS.16656F 

NOTICE  1 

SH 

21  Moy  86 

Q 

5930 

Switch,  Toggle,  Monentory,  Four-position,  On,  Center,  Off,  (Asg)  REV-11  ES  .... 

MIL-S-94I9E 

85 

10  Mor 

89 

1 

5930 

Switch,  Toggle,  Hermeticolly  Seoled,  Generol  Specification  For  Validated  Mar 

82  REV.EC  ES 

MII-S-815S1 

SUPP  1A 

AS 

14  Jun 

68 

5930 

Switch,  Toggle,  Two  Pole,  Unsealed  Validated  Jan  84  REV-AV  AS  11  99  ES . 

MS-75075C 

85 

22  Moy  72 

Q  L 

5930 

Switch,  Toggle,  Double  Pole,  Hermetically  Seoled  Validated  Jal  82  REV-EC  ES  .. 

MII-S-8155171A 

AS 

05  Mor 

70 

1 

5930 

Switch,  Toggle,  Four  Position  On,  Center  Off  (.623  Dio.)  Validated  Aag  86 
REV-Ml  99  ES 

Mll-S-94\9/lB 

85 

11  Aug 

86 

5930 

Switch,  Toggle,  Positive  Breok  Environmentolly  Seoled,  Solder  Lug,  Single  Pole, 
.469  Mounting  Bushing,  25  Amperes  REV-AR  Ml  EC  17  99  11 

MS-14001H 

85 

30  Sep 

86 

5930 

Switch,  Toggle,  One  Pole,  Unseoled  REV-AV  AS  11  99  ES.... . . . . 

MS-75028H 

85 

10  Jun 

86 

L 

5930 

Switch,  Toggle,  Double  Pole,  Lever  Lock,  Hermeticolly  Seoled  Validated  Mar  82 
REV-EC  ES 

MIL-S-8I551/2A 

AS 

05  Mor 

70 

1 

5930 

Switch,  Toggle,  Four  Position  On,  Center  Off  (.600  Dio)  REV-99.. . . . 

MIL-S-94 19/28 

85 

31  Mor 

87 

5930 

Switch,  Toggle,  Positive  Breok,  Environmentolly  Seoled,  Solder  Lug,  Double 

Pole,  .469  Mounting  Bushing,  25  Amperes  REV-Ml  AR  EC  17  99  1 1  ES 

MS-14002H 

85 

30  Sep 

86 

5930 

Switch,  Toggle,  Two  Pole,  UnscoI<'d  REV-AV  AS  11  99  ES . . . . 

MS.75029H 

85 

10  Jun 

86 

5930 

Switch,  Toggle,  Positive  Breok,  Environmentolly  Seoled,  Solder  lug.  Four  Pole, 

.469  Mounting  Bushing,  25  Amperes  REV-AR  Ml  EC  17  99  11 

MS-14003H 

85 

30  Sep 

86 

CUSTODIAN 

ic 

EC 

ER  EC  11 
ER  EC  85 

ER  EC  85 
ER  EC  85 

ER  EC  85 

ER  EC  85 
ER  EC  85 

ER  EC  85 

ER  EC  85 

ER  EC  85 

ER  EC  85 

ER  EC  85 

SH 

AT  YD  85 
ER  EC  85 
ER  AS  85 
ER  AS  85 
ER  EC  85 
AS 

ER  EC  85 
ER  AS  85 
ER  AS  85 
ER  EC  85 
ER  AS  85 
ER  AS  85 
SH 

AV  AS  85 
AS 

ER  EC  85 
AS 

85 

ER  AS  85 

ER  EC  85 
AS 

85 

ER  AS  85 

ER  EC  85 
ER  AS  85 
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FSC  LISTING 


FSC 


TITLE 


DOCUMENT 

NUMBER  CUSTODIAN 


Q  5930  Switch,  Toggle,  Positive  BreoV,  General  Specilkotion  For  Validated  Aug  66 
USER.AR  REV-Ml  AV  AT  EC  17  99  ES 

5930  Switch,  Toggle,  Miniature,  Double  Pole,  Toggle  Seal  R6V-EA  AV  EC  11  99  80 
ES 

5930  Switch,  Toggle,  Minioture,  Double  Pole,  Toggle  Seol,  Le^er  Lock  REV>EA  AV  EC 
99  ES 

5930  Switch,  Toggle,  Magnetic  Hold'in,  Spdt  Validated  Sep  85  . . . 

5930  Switch,  Toggle,  Two  Pole,  Environmentally  Sealed,  Lever  Lock  REV-AV  1 1  ES  .... 
5930  Switch,  Toggle,  Flush  Mounted  (Mercury)  (Ac)  Validated  Apr  88  US6R*CG  11 
REV-AT  99 

5930  Switch,  Toggle,  Four  Pole,  Environmentolly  Seoled,  Lever  Lock  R£V*AV  EC  11 
ES 

L  5930  Switch,  Toggle,  Mognetic  Hold'in,  Dpdt  Validated  Oct  84  . . . . 

O  5930  Switch,  Toggle,  Unseated  And  Sealed  Toggle,  General  Specilicotion  For 

Validated  Aug  86  USER-AR  MC  REV-AV  Ml  EC  11  99  ES 

L  5930  Switch,  Toggle,  Spst,  Spdt,  24  Volt  Oc,  25  Amp  (Woterproof).  Validated  Feb 
85  USER-ME  REV-AR  ES 

L  5930  Switch,  Toggle,  Minioture,  Lever  Seol,  Ponel  Seol,  Four  Pole  Logic  To  5 
Amperes 

5930  Switch,  Toggle,  Magnetic  Hold<in,  0P3T  Validated  Aug  $5  REV.99 . 

5930  Switch,  Toggle,  Two  Pole,  Environmentally  Seoled,  Solder  Terminol  USER-11 
REV-AV  EC  99  ES 

L  5930  Switch,  Toggle,  Mognetic  Hold-in,  0P3T,  Lever  Lock  Validated  Jul  63 . 

L  5930  Switch,  Toggle,  Minioture,  Lever  Seol,  Panel  Seol,  Single  Pole  USER*AR  REV-AV 

99  ES 

Q  5930  Switch,  Toggle,  Environmentolly  Seoled,  General  Spccificotion  For  USER-AR  MC 
REV-AV  Ml  EC  11  99  ES 

5930  Switch,  Toggle,  Fcir  Pole,  Environmentally  Sealed,  Solder  Terminol  USER*1) 
REV-AV  EC  99  ES 

QL  5930  Switch,  Toggle,  28  Volt  DC  KEV-AR  Ml  EA  ES . . 

5930  Switch,  Toggle,  One  Pole,  Environmentally  Sealed,  Lever  Lock,  Solder  Terminol 
USER-11  REV-AV  EC  99  ES 

L  5930  Switch,  Toggle,  Miniature,  Lever  Lock,  Four  Pole,  Unseoled,  logic  Lood  To  5 
Amperes 

L  5930  Switch,  Toggle,  Miniature,  Lever  Seol,  Ponel  Seol,  Double  Pole  USER-AR 
REV-AV  99  ES 

L  5930  Switch,  Toggle,  Minioture,  lever  Lock,  Single  Pole,  Unseoled  USER-AR  REV.99 

L  5930  Switch,  Toggle,  Miniature,  Lever  Lock,  Double  Pole,  Unseoled  USER-AR  REV.99 

ES 

5930  Switch,  Toggle,  Two  Pole,  Environmentally  Seoled,  Lever  Lock,  Solder  Terminol 
USER-n  REV-AV  EC  99  ES 

5930  Switch,  Toggle,  Four  Pole,  Environmentolly  Seoled,  Lever  Lock,  Solder  Terminol 
USER-n  REV-AV  EC  99 

5930  Switch,  Toggle,  Minioture,  Right  Angle  (Verticol)  PCB  Mount,  Single  Pole,  lever 
Seal,  Flux  Seal  USER-AR  REV.99  ES 

5930  Switch,  Toggle,  Miniature,  Right  Angle  (Vertical)  PCB  Mount,  Double  Pole, 

Lever  Seal,  Flux  Seal  USER-AR  REV-??  ES 

5930  Switch,  Toggle,  Miniature,  Right  Angle  (Horixontul)  FCB  Mount,  Single  Pole, 
Lever  Seal,  Flux  Seol  USER-AR  REV.99  ES 

5930  Switch,  Toggle,  Minioture,  Right  Angle  (Horizonte))  PCB  Mount,  Double  Pole, 
Lever  Seal,  Flux  Seal  USER-AR  REV.99  ES 

5930  Switch,  Toggle,  Minioture,  Single  Pole,  Unseoled  REV-AV  11  99  ES . . 

5930  Switch,  Toggle,  Miniature,  Double  Pole,  Unseoled  REV-AV  11  ES . . . 

5930  Switch,  Toggle,  Miniature  Single  Pole,  Toggle  Seal  REV-AV  11  ES.... . . 

5930  Switch,  Toggle,  Minioture  Double  Pole,  Toggle  Seal  REV-AV  11  ES . . 

5930  Switch,  Toggle,  One  Pole,  Environmentolly  Seoled,  lever  lock.  Integrated  Wire 
Terminals  USER-ll  REV-AV  EC  99  ES 

5930  Switch,  Toggle,  Two  Pole,  Environmentally  Seoled,  Lever  Lock,  Infegrolcd  Wire 
Terminols  USER-ll  REV-AV  EC  99  ES 

5930  Switch,  Toggle,  Four  Pole,  Environmentolly  Seoled,  lever  Lock,  integroted  Wire 
Teminols  USER-ll  REV-AV  EC  99  ES 

5930  Switch,  Toggle,  Minioture,  Single  Pole,  Toggle  Seol,  Lever  lock  REV-AV  99  ES.. 
5930  Switch,  Toggle,  Minioture,  Double  Pole,  Toggle  Seol,  lever  lock  REV-AV  99  E5 
5930  Switch,  Toggle,  One  Pole,  Environmentally  Sealed,  Integroted  Wire  Terminols 
REV-AV  EA  EC  11  99  ES 

5930  Switch,  Toggle,  One  Pole,  Environmentolly  Sealed,  Integroted  Wire  Terminols 
USER-ll  REV-AV  EC  99  ES 

5930  Switch,  Toggle,  Two  Pole,  Environmentolly  Sealed,  Integroted  Wire  Terminols 
USER-l  1  REV-AV  EC  99  ES 

5930  Switch,  Toggle,  Four  Pole,  Environmentolly  Seoled,  Integrated  Wire  Terminols 
USER-ll  REV-AV  EC  99  ES 

5930  Switch,  Toggle,  One  Pole,  Environmentolly  Seoled,  lever  Lock,  Integroted  Wire 
Terminols  USER-ll  REV-AV  EC  99  ES 

5930  Switch,  Toggle,  Tow  Pole,  Environmentolly  Seoled,  lever  Lock,  Integrated  Wire 
Terminols  USER-ll  REV-AV  EC  99  ES 

5930  Switch,  Toggle,  Four  Pole,  environmentolly  Seoled,  lever  Lock,  Integroted  V/ire 
Terminols  REV-EA  AV  EC  1 1  99  ES 

5930  Switch,  Toggle,  Minioture,  Double  Pole,unscoled  REV-EA  AV  EC  11  99  80  ES,... 
5930  Switch,  Toggle,  Two  Pole,  Environmentolly  Seoled,  Integrated  Wire  Terminols 
USER-ll  REV-AV  EC  99 

5930  Switch,  Toggle,  Four  Pole,  Environmentolly  Seoled,  Integroted  Wire  Terminols 
USER-ll  REV-AV  EC  99  ES 


MIL-S'8834F  (2) 

85 

T 1  Aug  86 

ER 

AS 

85 

NOTICE  1 

MS-27753D 

85 

20  Moy  88 

ER 

AS 

85 

MS.277i4E 

85 

20  Moy  88 

ER 

AS 

85 

MIL-S-5594/1A 

AS 

08  Mor  73 

AS 

85 

MS-27408D 

85 

28  Sep  87 

ER 

AS 

85 

W.S.896/3A 

/ES 

01  Apr  88 

ER 

YO 

85  ES 

NOTICE  1 

MS-27409D 

85 

28  Sep  87 

ER 

AS 

85 

MIL-S-SS94/2B  (1) 

AS 

22  Dec  83 

AS 

85 

MIL-S'83731A  (2) 

85 

1 1  Aug  86 

ER 

AS 

85 

SUPP  1A 

NOTICE  T 

MS-39081  B 

AT 

01  Oct  63 

AT 

MIL-S-8373T/21A 

85 

20  Mor  87 

85 

M1L-S-5594/3A 

AS 

08  Mar  73 

AS 

85 

A1S.27735D 

85 

28  Sep  87 

ER 

AS 

85 

MII.S-S594/6 

AS 

06  Moy  77 

AS 

MIL-S.83731/98  (1) 

85 

14  Aug  84 

ER 

85 

MII-S-3950F  (2) 

85 

22  Sep  80 

ER 

AS 

85 

SUPP  1 

MS-27736D 

85 

28  Sep  87 

ER 

AS 

85 

MIL.S-)3735C  (1) 

AT 

22  74oy  84 

AT 

MS-27737E 

85 

28  Sep  87 

ER 

AS 

85 

MIL.S-83731/22A 

85 

20  Mor  87 

85 

MIL-S-83731/10B  (1) 

85 

14  Aug  8-. 

ER 

AS 

85 

Mll-S-83731/nB 

85 

20  Oct  82 

ER 

85 

MII.S-83731/12B 

85 

20  Oct  82 

ER 

85 

MS-27738E 

85 

28  Sep  87 

ER 

AS 

85 

MS.27739E 

85 

28  Sep  87 

ER 

AS 

85  ES 

MII-S-83731/13A 

85 

14  Nov  83 

ER 

85 

MII-S-83731/14A 

85 

14  Nov  83 

ER 

85 

MIL-S-83731/I5A 

85 

14  Nov  83 

ER 

85 

MIL-S-8373V16A 

85 

14  Nov  83 

ER 

85 

MS-27716C 

85 

14  Aug  84 

ER 

EC 

85 

MS.27717C 

85 

14  Aug  84 

ER 

EC 

85 

MS-27718D 

85 

20  Moy  88 

ER 

EC 

85 

MS.27719D 

85 

20  Moy  88 

ER 

EC 

85 

MS-2778 1C 

85 

28  Sep  87 

ER 

AS 

85 

MS-27782C 

85 

28  Sep  87 

ER 

AS 

85 

MS-27783C 

85 

28  Sep  8/ 

ER 

AS 

85 

MS-27720G 

85 

20  Moy  88 

ER 

EC 

85 

MS-27721G 

85 

20  Moy  88 

ER 

AS 

85 

MS-27722C 

85 

28  Sep  87 

ER 

AS 

85 

MS-27784C 

85 

28  Sep  87 

ER 

AS 

85 

MS-27785C 

85 

28  Sep  87 

ER 

AS 

85 

MS-27786C 

85 

28  Sep  87 

ER 

AS 

85 

MS-27787C 

85 

28  Sep  87 

ER 

AS 

85 

MS-27788C 

85 

28S^.p  87 

ER 

AS 

85 

MS-27789C 

85 

28  Sep  87 

ER 

AS 

85 

MS-27790C 

85 

20  Moy  88 

ER 

AS 

85 

MS-27723C 

85 

28  Sep  87 

ER 

AS 

85 

MS-27724D 

85 

28  Sep  87 

ER 

AS 

85 
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FSC  LISTING 


DOCUMENT 


fSC 

TITIE 

NUMBER 

PREP 

DATE 

CUSTODIAN 

5930 

Switch,  Toggle,  Four  Pole,  Environmcntolly  Seoled  USER>ME  REV-AV  ER  11  ES.. 

MS.27406D 

85 

28 

Sep 

87 

ER 

AS 

85 

5930 

Switch,  Toggle,  One  Pole,  Environmentally  Seoled,  Solder  Terminol  USER-1 1 

REV-AV  EC  99  ES 

MS-27734D 

85 

28 

Sep 

87 

ER 

AS 

85 

5930 

Switch,  Toggle,  Four  Positilon  On,  Center  Off  REV>99  ES  . . 

MS.27708G 

85 

30 

Dec 

88 

AV  AS 

85 

5930 

Switch,  Toggle,  Two  Pole,  Environmentolly  Seoled  REV.AV  EC  11  ES...... . . 

MS-274070 

85 

28 

Sep 

87 

ER 

AS 

85 

5930 

Switch,  Toggle,  Two  Pole,  Seoled  Toggle  REV-AV  EC  11  99  ES . . 

MS-25201K 

85 

12 

Dec 

80 

ER 

AS 

85 

5930 

Switch,  Toggle,  One  Pole,  Sealed  Toggle  (rjclive  9-16'69)  REV-AV  EC  11  99 

ES 

Switch,  Toggle,  Positive  Srcok,  Environmentolly  Seoled,  Screw  Terminol,  Single 

Pole,  ,469  Mounting  Bushing,  25  Amperes  REV-MI  AR  AV  EC  17  99  11 

MS-25098H 

ER 

31 

Dec 

85 

ER 

AS 

85 

5930 

MS-25306J 

85 

30 

Sep 

86 

ER 

AS 

85 

5930 

Switch,  Toggle,  Positive  BreoV,  Environmentally  Sealed,  Screw  Terminol,  Double 
Pole,  .469  Mounting  Bushing,  25  Amperes  REV-M!  ER  AV  EC  17  99  11  ES 

MS-25307K 

85 

30 

Sep 

86 

ER 

AS 

85 

5930 

Switch,  Toggle,  One  Pole,  Environmentolly  Sealed  USER-ME  REV-AV  EC  11  99 

ES 

Switch,  Toggle,  Two  Pole,  Environmentolly  Seoled  REV-AV  EC  11  99  ES. . 

MS-24523H 

85 

28 

Sep 

87 

ER 

AS 

85 

5930 

MS-24524J 

85 

28 

Sep 

87 

ER 

AS 

85 

5930 

Switch,  Toggle,  Four  Pole,  Environmentolly  Seoled  REV-AV  EC  11  99  ES ............ 

MS-24525J 

85 

28 

Sep 

87 

ER 

AS 

85 

5930 

Switch,  Toggle,  Positive  Breok,  Environmentolly  Seoled,  Screw  Terminol,  Four 

Pole,  ,469  Mounting  Bushing,  25  Amperes  REV-AR  Ml  EC  17  99  11  ES 

MS-25308J 

85 

30 

Sep 

86 

ER 

AS 

85 

5930 

Switch,  Toggle,  Two  Pole,  Sealed  Toggle  (Inactive  9-16-69)  REV-AV  EC  11  99 

ES 

Switch,  Toggle,  One  Pole,  Sealed  Toggle,  Lever  Lock  (InoctWe  Use  Ms  24658 

Or  Ms  24612)  Validated  Feb  87  REV-AV  AS  1 1  99  ES 

MS-25100H 

ER 

31 

Dec 

86 

ER 

AS 

85 

5930 

MS.25125K 

85 

25 

U. 

87 

ER 

EC 

85 

5930 

Switch,  Toggle,  Two  Pole  Seoled  Toggle,  Lever  Lock  (fnoctive  Use  Ms  24659  Or 

Ms  24613  Validated  Feb  87  REV-AV  AS  11  99  ES 

MS-25126< 

85 

25 

Feb 

87 

ER 

EC 

85 

5930 

Switch,  Toggle,  Four  Pole,  Sealed  Toggle,  Lever  Lock  (InoctWe  Use  Ms  24660 

Or  Ms  24614  Validated  Feb  87  REV-AV  AS  1 1  99  ES 

MS-25127K 

85 

25 

Feb 

87 

ER 

EC 

85 

5930 

Switch,  Toggle,  Four  Pole,  Seoled  Toggle  (Inociive  Use  Ms  24525  Or  Ms 

25308)  Validated  Sep  88  REV-AV  EC  11  99  ES 

MS-25068J 

NOTICE  1 

85 

30 

Sep 

88 

ER 

AS 

85 

5930 

Switch,  Toggle,  Positive  Break  Lever  Lock,  Environmentolly  Seoled,  Screw 

Terminal,  Single  Pole,  .469  Mounting  Bushing,  25  Amperes  REV-MI  ER  AR  EC 

17  99  11 

MS-24612K 

85 

30 

Sep 

86 

ER 

AS 

85 

5930 

Switch,  Toggle,  Positive  Breok,  Lever  Lock,  Environmcntolly  Seoled,  Screw 

Terminol,  Double  Pole,  >469  Mounting  Bushing,  25  Amperes  REV-MI  AR  EC 

AS  17  99  11  ES 

MS-24613J 

85 

30 

Sep 

86 

ER 

AS 

85 

5930 

Switch,  Toggle,  Positive  Breok,  Lever  Lock,  Environmentolly  Seoled,  Screw 

Terminol,  Four  Pole,  .469  Mounting  Bushing  25  Amperes  REV-MI  ER  EC  AS 

17  99  11 

MS-245)4K 

85 

30 

Sep 

86 

ER 

AS 

85 

5930 

Switch,  Toggle,  Positive  Breok,  Miniature,  Toggle  Seoled,  Single  Pole,  Printed 
Circuit  Board  Terminols,  Right  Angle  Mount  USER-AR  AT  REV-AV  EC  A$  99 

17 

Switch.  Toggle,  Positive  Breok,  Mimoture,  Toggle  Seoled,  Double  Pole,  Printed 
Circuit  Board  Terminol,  Right  Angle  Mount  Validated  Sep  88  U$ER-AT  AR 
REV-AV  Ml  EC  AS  99  17 

MS.21433B 

85 

05 

Mor 

86 

ER 

AS 

85 

5930 

MS-214348 

NOTICE  1 

85 

30 

Sep 

88 

ER 

AS 

85 

5930 

Switch,  Toggle,  Positive  Breok,  Lever  Lock  Minioture,  Toggle  Seoled,  Solder 

Lug,  Single  Pole,  .469  Mounting  Bushing  Validated  At/g  86  REV-MI  AR  ER  AS 

EC  11  99  17 

MS-21436B 

NOTICE  1 

85 

11 

Aug 

86 

ER 

AS 

85 

5930 

Switch,  Toggle,  Positive  Break,  lever  Lock  &  Toggle,  Minioture  Toggle  Seoled, 
Integroted  Wire  Terminols,  Single  Pole,  .469  Mounting  Bushing  REV-MI  AR  EC 

17  99  P  ES 

M5-21346D 

85 

20 

Jul 

84 

ER 

AS 

85 

5930 

Switch,  Toggle,  Positive  Break,  Minioture,  Toggle  Sealed,  And  lever  lock 

Minioture,  Toggle  Seoled,  Integroted  Wire  Terminols,  Double  Pole.  .469 

Mounting  Bushing  REV-AR  MI  EC  17  19 

MS-21347f 

85 

12 

Apr 

84 

ER 

AS 

85 

5930 

Switch,  Toggle,  Positive  Break,  Speciol  Circuit,  M<nic  rure.  Toggle  Seoled,  Solder 
lug.  Single  Pole,  .469  Mounting  Bushing  REV-AR  Mf  17  99  ES 

MS-213iIf 

85 

18 

Oct 

85 

ER 

AS 

85 

5930 

Switch,  Toggle,  Positive  BreoV,  Speci<'^  Circuit,  Miniature,  Toggle  SeoJeef, -Solder 
lug.  Double  Pole,  .469  Mounting  Bush.ng  REV-MI  AR  EC  17  99 

M5-21353J 

85 

18 

Ocl 

85 

AS 

85 

5930 

Switch,  Toggle,  Positive  BreoV,  Minioture,  Toggle  Seoled.  Printed  Circuit  Boord 
Terminols,  Single  Pol^,  .250  Mounting  Susuir.g  SEV-Ml  ER’.AR  EC  AS  17  99 

85 

Switch,  Toggle,  Positive  Breok,  Miniature,  Toggle  Seeled,  Printed  Ctrcvit  Boord 
Terminols,  Double  Pole,  .250  Mou.iting  Bushing  RcV-MI  ER  AR  EC  AS  17  99 

11 

Switch,  Toggle,  Positive  Break  Minioture,  Toggle  Seoled,  ^nnied  Circuit  Board 
Terminols,  Single  Pole,  .469  Mounting  Bushing  REV-AR  EC  17  11  ES 

MS-21354H 

85 

19 

Jul 

85 

ER 

AS 

85 

5930 

MS-2I355F 

85 

12 

Apr 

84 

ER 

AS 

85 

5930 

MS.2)356E 

85 

12 

Apr 

34 

ER 

AS 

35 

5930 

Switch,  Toggle,  Positive  Break,  Miniature,  Toggle  Sealed,  Printed  Crcvti  (rr>o;d 
Terminols,  Double  Pole,  .469  Mounlirg  Bushing  RcV»AR  EC  17  11  pS 

MS-S1357E 

85 

12 

Apr 

84 

ER 

AS 

85 

5930 

Switch,  Toggle,  Positive  Breok,  Minioture  Toggle  Sealed,  Single  Pole,  Solder 
lug,  Or  Integroted  Wire  rmlnols,  .250  Mounting  Bushings  REV-MI  AV  ER 

EC  AS  17  99  11  ES 

MS-24655K 

85 

IS 

0;t 

85 

ER 

AS 

85 

5930 

Switch,  Toggle,  Positive  Breok,  Miniature,  Toggle  Seoled,  Double  Pole,  Solder 
lug  Or  integroted  Wire  Terminols,  .250  Mounting  Bushmgs  REV-MI  AR  AV 

EC  85  17  99  ES 

MS-24656K 

85 

18 

Oct 

85 

ER 

AS 

85 

5930 

Switch,  Toggle,  One  Pole,  Environmentolly  Scaled,  lever  lot*  USER-ME  AT 

REV-AV  11  99ES 

MS-24t58F 

85 

28 

Sep 

87 

ER 

AS 

85 

5930 

Switch,  Toggle,  Two  Pole,  Environmeniclly  Seoled,  Lever  Lock  USER-ME 

REV-AV  EC  11  ES 

MS.24659F 

85 

28 

Sep 

87 

cR 

AS 

85 

5930 

Switch,  Toggle,  Four  Pole,  Environmentally  Seated,  Lever  lock  REV-aV  EC  11 

Switch.  Trigger,  Single  Pole,  Two  Stoge.  Alomentory  (tnocifve  For  New  Design 
After  6  Apr  84  For  New  Design  Use  Mil  5  8S05''  1 1 1)  USER-MC  REV-WC  Ml 

85  ES 

MS-24O40F 

85 

20 

Sep 

87 

ER 

AS 

85 

5930 

MII-S.94S7C 

85 

28 

Jon 

35 

AS 

11 

5930 

Switch,  Vehici^or  Ignition,  Woterproof,  Storter  And  Magneto  With  Oegesser 
Control  Validated  Dec  87  USER-ME  REV.99  £S 

MS-24570A 

NOTICE  I 

AT 

02 

Dec 

87 

AT 

MC 

85 

44C 


FSC  LISTING 


DOCUMENT 


fSC 

TITLE 

NUMBER 

PREP 

DATE 

CUSTODIAN 

5930 

Sv-jich,rotory,  Open  C  Onstruction,  200  Ampe  Validated  Jun  62  USER-AV  AT 

MIL-S-3786/5D  (1) 

85 

08  Dec  75 

ER 

EC 

85 

ME  MC  CG  19  REV.MI  AR  AS  OS  17  11  99  ES 

o 

5930 

Swilchci  And  Switch  Assemblies,  Sensitive  And  Push,  Snap  Action,  Oenero) 

Mll-S  8805D 

EC 

07  Sep  84 

ER 

EC 

85 

Specilkotion  for  USER-AV  MC  REV-AR  AV  AS  SH  OS  11  99  ES 

SUPP  1 

5930 

Switches  Enclosed  For  USER*MC  REV>CE  . . . . . . . . 

NEMA  KSl-S: 

YD 

25  Feb  89 

ME  YD 

85 

5930 

Switches  For  Use  In  Hazardous  Locotions,  Closs  1,  Groups  A  B  C  &  0  &  Class 

UL  894-79 

YD 

04  Dec  81 

ME  YD 

11 

li.  Groups  E  F  &  G  ■  12  Feb  79  (W/rev  Pgi  23  Nov  82)  5TH  Edition,  (As 
Revised  To  22  Oct  84)  USER-AT  SH 

NOTICE  1 

5930 

Switches,  Enclosed  Anddcod  Front,  Stondord  For  ■  Eleventh  Edition  >  13 

UL  98-87 

YD 

14  Apr  87 

ER 

YD 

Jonuory  1987  REV-EC  ES 

CHG  NIC  1 

Q  L 

5930 

Switches,  Meter  And  Control,  Novol  Shipboard  REV-ES  . . . . . . . 

MIL-S.18396D  (1) 
NOTICE  1 

SH 

15  May  87 

SH 

5930 

Switches,  Pockogtng  Of  USER*MI  MC  REV-Sm  SH  AS  ES . . . . . 

MIL-S-28784A 

EC 

22  Oct  84 

CR 

EC 

99  ES 

L 

5930 

Switches,  Pressure*,  Absolute  (Type  1),  3  Amperes  Validated  Avg  $6  REV-MI  99 

MIL-S.9395/35C 

85 

11  Aug  86 

85 

ES 

NOTICE  1 

Q 

5930 

Switches,  Pressure,  (Absolute,  Goge  And  Differentiot).  Generol  Spccificotion 

MIL-S-9395F  (1) 

85 

17  Mar  86 

ER 

EC 

85 

For  VolidoledAug  86  USER-MC  REV-AV  AS  17  11  99  ES 

SUPP  1 

5930 

Switches,  Pressure,  (Goge),  Type  11,  SPOT  10  Amperes  Validated  Sep  8$ 

MIL-S-9395/6A 

85 

30  Sep  88 

ER 

EC 

85 

USER-MC  REV-SH  11  17  99 

NOTICE  1 

5930 

Switches,  Pressure,  Differential  (Type  111),  4  Amperes  Validated  Jun  84 

MIL-S-9395/29A  (1) 

85 

14  Nov  77 

ER 

EC 

85 

USER-AT  AS  MC  SH  19  REV-AV  17  11  99  ES 

1. 

5930 

Switches,  Push  Button,  iliuminoted,  5  Amperes,  1  Lomp,  Oripproof  (tnoctive  For 

MILS-22885/81A 

85 

20  Aug  87 

ER 

EC 

85 

New  Design  After  20  August  1987)  REV*99  ES 

L 

5930 

Switches,  Push,  Momentary  And  Push  Pull,  10  Amperes,  Dusttight  Vchdated  Avg 

MIL-S-8805/107 

85 

11  Aug  86 

85 

86  REV-99  ES 

NOTICE  . 

L 

5930 

Switches,  Push,  2  Circuit  And  Dpdt,  Alternote  And  Momentory  Action,  2 

MIL-S.8805/99E 

85 

19  Aug  88 

85 

Amperes,  Wotertight,  High  Impact  Shock  Resistant  REV*99  ES 

5930 

Switches,  Pushbutton,  Illuminated,  Silver  CONTACTS-2  Circuit  (5  Amperes)  Or 

MILS.22885A/108 

EC 

29  Aug  88 

ER 

EC 

85 

Spdt  (7.5  Ameres);  Gold  Contacts>low  level  To  1  Ampere,  Sunlight  Reodoble 
Disploy  (Dripproof,  Wotertight,  Sploshproof,  Emi/rfi  Shielding,  Hgh  Impoct 

Shock  Resistont;  Common  Terminati  USER*AT  REV-MI  99 

5930 

Switches,  Pushbutton,  Momentary  5  Amperes  &  low  Level,  Minioture,  Dusttight 

MIL-S-8805/110A  (1) 

EC 

05  Oct  87 

EC 

Or  Wofcrtighl 

5930 

Switches,  Rotory  (Printed  Circuit),  Pushbutton  Bidirectional,  Seoled,  High  Shock, 

MILS-22710/30 

EC 

25  Nov  83 

ER 

EC 

85 

RFI  Shielded,  Iliuminoted  Or  Nonillumlnoted,  low  Level,  Style  SRPC30 

USER-ME  AL  MC  AS  11  17  REV-.SM  99  ES 

Q 

5930 

Switches,  Rotary  (Circuit  Selector,  low-current  Copacity)  USER-AT  AV  MC  CO 

MIL-S-3786E  (2) 

85 

06  Oct  86 

ER 

EC 

85 

19  REV-MI  EA  AS  OS  17  99  ES 

SUPP  1 

5930 

Switches,  Rotory  Printed  Circuit  Deck  (S),  125  Milliomperes  And  low  level. 

Mll-S -3785/43 

85 

01  Dec  83 

ER 

EC 

85 

Seolcd,  RFI  Shielded  USER-A  AV  AR  MC  CG  19  REV-MI  AS  OS  17  99  ES 

5930 

Switches,  Sensitive,  Plunger,  7  Amperes  Or  Ion  level.  Resilient  Seol,  Fluid 

MIL-S-8805/43F 

EC 

30  Nov  87 

ER 

EC 

85 

Reililoni  USER-AV  Ml  MC  19  REV-AR  AS  OS  85  17  80  11  ES 

5930 

Switches,  Sensitive,  10  Amperes  And  low  level,  Unscoled  USER-MI  AV  MC  A$ 

MII-S-8805/27C 

EC 

05  Aug  85 

ER 

EC 

85 

19  REV-AR  OS  SH  99  11  ES 

5930 

Switches,  Snop,  Generol  Use,  Standard  For  >  Tenth  Edition  12  Jun  86  USER-AT 

UL  20-86 

YD 

23  Mor  87 

ME  YD 

11 

SH  REV-80 

5930 

Switches,  Thermostatic,  (Bimetolllc),  Submimoture,  Type  f,  Hermeticolly  Seoled, 

MII-S.24236/24B 

EC 

04  Nov  83 

ER 

EC 

85 

Single  Pole,  Double  Throw  (Spdt),  2  Amperes  USER-AV  AT  ME  Ml  OS  MC 

AS  REV-AR  AS  U  17  99 

5930 

Switches,  Toggle  And  Lock,  Flush  Mounted  (Ac)  (Detoil  Specification)  Validated 

W.5-896/2B 

/ES 

01  Apr  88 

ER 

YD 

85  ES 

Apr  88  USER-CG  11  REV-AT  99  ES 

NOTICE  1 

L 

5930 

Switches,  Toggle,  Subrnmioture,  Sealed  Lever,  Flux  Seoled,  One,  Two,  And  Four 

MIL-S-83731/17A 

85 

26  ion  87 

85 

Pole,  High  And  low  level  Contacts  REV-H  99 

L 

5930 

Switches,  Toggle,  Sobminioture,  Seoled  lever.  Flux  Seoled,  One,  Two,  And  Four 

MIL-S-83731/18A 

85 

26  Jon  87 

85 

Pole,  Right  Angle  (Horizontol  And  Verticol)  PCB  Mount,  low-fcvel  Contocts 
REV-ll  99 

L 

5930 

Switches,  Toggle,  Subminloture,  Lever  Lock,  Sealed  lever.  Flux  Seoled  -  One, 

MII-S-83731/19A 

85 

26  Jon  87 

85 

Two,  &  Four  Pole,  High  &  low  level  Contacts  REV-11  99 

L 

5930 

Switches,  Toggle,  Submimoture,  Lever  lock,  Seoled  lever.  Flux  Sealed  Right 

MIL-S-33731/20  (1) 

85 

24  Mor  87 

85 

Angle  PC  Boord  Mount  •  One,  Two,  And  Four  Pole,  low  level  Contocts 

REV-ll  99 

1 

5930 

Swteh,  Toggle,  Double  Pole,  Single  Throw  (For  Use  In  lighting  Fixtures) 

MS-16569E 

SH 

08  Moy  78 

SH 

Validated  Dec  83 

5935 

Adopter  (Right  Angle)  Coble  To  Connector..,. . . . . . . . . 

MS-18225 

SH 

28  Nov  66 

5935 

Adopter  Connector,  UG-1441/U  (Twin  Binding  Post  •  Bnc  Mole)  Validated  Jvt 

MS-90578A 

CR 

30  Jon  70 

CR 

EC 

85 

82  USER-ME  CG  MC  19  14  REV-AR  Ml  AS  17  1 1  ES 

L 

5935 

Adopter  For  Reor  Mounting  Jom  Nut,  Mll‘C-26482  Electric  Connectors, 

M5-3184B 

CR 

10  Moy  82 

AS 

(Inoctivc  1  Jul  82)  REV-EC  ES 

5935 

Adopter,  (Step  Up)  Coble  Scoling  And  Gripping  Validated  May  85  USER-MC 

MS-90569 

EC 

25  Moy  67 

CR 

EC 

85 

CG  14  19  REV-Mi  AS  OS  17  S5  ii  c5 

L 

5935 

Adopter,  (Step  Up)  Coble  To  Connector  Validated  May  85  USER-ME  REV-ll 

ES 

Adopter,  Coble  Clomp  To  Coble,  Bushing,  Telescoping  Validated  Oct  84 

MS-17342B 

EC 

01  Jul  66 

EC 

85 

5935 

MS-3420C 

AS 

19  Apr  78 

AR  AS 

85 

USER-CG  MC  REV-MI 

5935 

Adopter,  Connector,  Cooxiol,  Radiofrequency,  Between  Series,  Generol 

MIL-A-27434A  (2) 

CR 

21  Nov  67 

CR 

EC 

85 

Specification  For  Validated  Dec  71  USER-AT  ME  MC  AS  OS  19  REV-MI  AR 

SUPP  ID 

17  99  ES 

NOTICE  1 

5935 

Adopter,  Connector  Type  UG-1531/U,  7/8  Coupling  Flange  •  01  Mole 

MS-90572A 

CR 

25  Jul  68 

CR 

EC 

85 

Coimeclor  VoffrfoMrf  Mo/ 75  USER-AS  MC  CG  OS  14  19  REV-MI  17  11 

1 

5935 

Arfopler,  Conncclor  UG-1312(  )/4  Validaled  Jul  82  REV-ES  . 

MIL-A-55512A 

CR 

29  Aug  69 

CR 

5935 

Adopter,  Connector,  Coaxiol,  Rodiofrequcncy,  Between  Series,  Type 

MIL-A-27434/28 

CR 

23  Sep  60 

CR 

EC 

85 

UGS,1136/U  ValidaledDec  83  REV-ll  99  ES  NOTICE  1 
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5935 

Adopter^  Connector,  Cooxiol,  Rodiofrequency,  Between  Senes,  Type  UG-702/U 
(Adopts  Series  C  Plug  To  Series  Hn  Jack)  Validated  Jut  82  REV-AS  11  99  ES 

MS.90253A 

CR 

10  Apr 

61 

CR 

EC 

85 

5935 

Adopter,  Connector,  Cooxiol,  Rodiofrequency,  Between  Series,  Type 

UG-1137B/U  VoWo/erf  Dec  S3  REV-1 1  99  ES 

M1L-A-27434/29A 
NOTICE  1 

CR 

5  Feb 

62 

CR 

EC 

85 

5935 

Adopter,  Connector,  Coaxial,  Rodlo  Frequency  (Between  Series  SMA  To  Series 
BNC),  Class  2,  Straight  Plug  USER-MC  AS  19  REV-AT  Ml  AR  SH  99  11  ES 

MIL-A-55339/44A 

CR 

28  Feb 

79 

CR 

EC 

85 

5935 

Adapter,  Connector,  Cooxiol,  Rodiofrequency,  Between  Series,  Type 

UG&n42/U  Validated  Dec  83  REV-l  1  99  ES 

MIL.A-27434730 
NOTICE  I 

CR 

28  Sep 

60 

CR 

EC 

85 

5935 

Adopter,  Connector,  Cooxiol,  Rodiofrequency.  Between  Series,  Type 

UG'703A/U  (Series  C  Jock  To  Series  Hn  Plug)  Validated  Oct  8J  REV-AS  U 

99  ES 

MS.90261C 

CR 

10  Apr 

61 

CR 

EC 

85 

5935 

Adapter,  Connector,  Cooxiol,  Rodiofrequency,  Between  Series,  Type 

UG&1143/U  Validated  Dec  83  REV-U  99  ES 

MIL.A-27434/31 
NOTICE  1 

CR 

28  Sep 

60 

CR 

EC 

85 

5935 

Adapter,  Con-^ector,  Cooxiol,  Radio  Frequency,  In  line,  (Between  Series  SMA 

Plug  To  Series  BNC  Plug),  Class  2  Validated  Aug  88 

MIL-A.55339/45A 
NOTICE  1 

CR 

26  Aug 

88 

CR 

EC 

85 

5935 

Adopter,  Connector,  Coaxial,  Rodiofrequency,  Between  Series,  Type 

UG&1144/U  Validated  Dec  83  USER-MC  14  19  REV-MI  11  17  99  ES 

MIL.A-27434/32A 
NOTICE  1 

CR 

25  Mar 

66 

CR 

EC 

85 

5935 

Adopter.  Connector  Type  UG-1532/U,  7/8  Coupling  Flonge  •  01  Femole 

Connector  Validated  Jut  82  USER-MC  OS  AS  CG  14  19  REV-MI  85  17  11 

ES 

Adapter,  Connector,  Cooxiol,  Rodiofrequency,  Between  Series,  Type 

UG&1146/U  Validated  Dec  8J  REV-ll  99  ES 

MS.90573A 

CR 

25  Jul 

68 

CR 

EC 

85 

5935 

MIL-A-27434/33 
NOTICE  1 

CR 

28  Sep 

60 

CR 

EC 

85 

5935 

Adapter,  Connector,  Cooxiol,  Radio  Frequency,  (Between  Series  SMA  To  Series 
BNC),  Class  2.  Straight  Plug  Validated  Aug  88  USER-MC  AS  19  REV-MI  AR 

AT  SH  11  99  ES 

MIL-A-55339/46A 
NOTICE  1 

CR 

26  Aug 

88 

CR 

EC 

85 

5935 

Adapter,  Connector,  Cooxiol,  Rodiofrequency,  Between  Series,  Type 

UG-108A/U  Validated  Dec  83  REV-11  99  ES 

MII.A-27434/36A 
NOTICE  1 

CR 

03  Jun 

64 

CR 

EC 

85 

5935 

Adapter,  Connector  Type  UG-1373/U,  Ql  Femole-femole  Validated  Jut  82 
USER-MC  CG  OS  AS  19  14  REV-MI  17  11 

MS.90574A 

CR 

25  Jul 

68 

CR 

EC 

85 

5935 

Adapter,  Connector,  Cooxiol,  Rodiofrequency,  Between  Series,  Type 

UG-213A/U  Validated  Dec  83  REV-l  1  99  ES 

MIL.A-27434738A 
NOTICE  1 

CR 

03  Jun 

64 

CR 

EC 

85 

5935 

Adapter,  Connector,  Cooxiol,  Radio  Frequency,  (Between  Series  BNC  To  St.  ies 

N),  Closs  2,  Sifolght  Plug  Validated  Aug  88  USER-AT  MC  AS  19  REV-MI  AR 

11  99  ES 

MIL-A-55339/20  (1) 
NOTICE  1 

CR 

26  Aug 

88 

CR 

EC 

85 

5935 

Adapter,  Connector,  Cooxiol,  Rodiofrequency,  Between  Series,  Type 

UG-1306/U  Validated  Dee  83  REV-l  1  99  ES 

MIL-A-27434/39 
NOTICE  1 

CR 

09  Jun 

61 

CR 

EC 

85 

5935 

Adopter,  Connector,  Type  UG-1374  ,ql.  Female  •  ,c,  Femole  Validated  Jut  82 
USER-CG  OS  MC  AS  14  19  REV-MI  85  17  11  ES 

MS;90575A 

CR 

25  Jul 

68 

CR 

EC 

85 

5935 

Adopter,  Connector,  Cooxiol,- Rodiofrequency,  Between  Series,  Type  UGB>637/U 
Validated  Dec  83  REV-SH  1 1  99  6S 

MII-A-27434/5 
NOTICE  1 

CR 

10  Moy  60 

CR 

EC 

85 

5935 

Adopter,  Connector,  Cooxiol,  Rodlo  Frequency,  (Between  Series-C  To  Series 

N),  Closs  2,  Stroight  Plug  Validated  Aug  88  USER-AT  MC  AS  19  REV-AR  Ml 

1 1  99  ES 

MIL.A-55339/21  (1) 
NOTICE  1 

CR 

26  Aug 

88 

CR 

EC 

85 

5935 

Adopter,  Connector,  Cooxiol,  Rodiofrequency,  Between  Series,  Type 

UG&217A/U  Validated  Dec  83  REV-SH  11  99  ES 

MII.A.27434/6 
NOTICE  1 

CR 

28  Sep 

60 

CR 

EC 

85 

5935 

Adapter,  Connector,  Series  Uhf  To  Series  Bnc,  UG-273/U  Validated  Jut  82 
USER-CG  AS  MC  19  14  REV-MI  AR  OS  17  85  11  ES 

MS-90577 

CR 

22  Aug 

68 

CR 

EC 

85 

5935 

Adopter,  Connector,  Cooxiol,  Rodlo  Frequency,  Between  Series,  Type 

UG4218A/U  Validated  Dec  83  REV-SH  11  99  ES 

MIL-A-2743477 
NOTICE  1 

CR 

28  Sep 

60 

CR 

EC 

85 

5935 

Adapter,  Connector,  Cooxiol,  Radio  Frequency,  (Between  Series  BNC  To  Series 

C),  Class  2,  Stroight  Plug  Validated  Aug  88  USER-AT  MC  AS  19  REV-AR  Ml 

11  99  ES 

MIL  A-55339/22  (1) 
NOTICE  1 

CR 

26  Aug 

88 

CR 

EC 

85 

5935 

Adapter,  Connector,  Cooxiol,  Radio  Frequency,  Between  Series,  Type 

UG&259A/U  Validated  Dec  83  REV-SH  11  99  ES 

MIL-A-27434/8 
NOTICE  ) 

CR 

28  Sep 

60 

CR 

EC 

85 

5935 

Adapter,  Connector,  Bnc  Femole  -  GR874  Validated  Jut  82  USER-ME  AV  OS 

MC  CG  19  14  REV-MI  AR  AT  AS  17  85  11  ES 

M5-75093 

CR 

13  Mor 

69 

CR 

EC 

85 

5935 

Adopter,  Connector,  Cooxiol,  Rodiofrequency,  Between  Series,  Type 

UG&270A/U  Validated  Dec  83  REV-SH  11  99  ES 

MIL-A-27 434/9 
NOTICE  1 

CR 

28  Sep 

60 

CR 

EC 

85 

5935 

Adapter,  Connector,  Cooxiol,  Radio  Frequency,  (Between  Series  C  To  Series 

BNC),  Closs  2,  Stroight  Plug  Validated  Aug  08  USER-AT  AS  MC  19  REV-MI 

AR  1 1  99  ES 

MIL-A-55339/23  (1) 
NOTICE  1 

CR 

26  Aug 

88 

CR 

EC 

85 

5935 

Adopter,  Connector,  Cooxiol,  Rodiofrequency,  Between  Series,  Type 

UG&271A/U  Validated  Dec  S3  REV-SH  11  99  ES 

MIL-A-27434^10 
NOTICE  ) 

CR 

28  Sep 

60 

CR 

EC 

85 

5935 

Adopter,  Connector,  Series  U,  UG-155B/U  Validated  fAay  85  USER-MC 

REV-AS  11  99ES 

MS-916I4A 

EC 

02  Dec 

60 

CR 

EC 

85 

5935 

Adopter,  Connector,  Cooxiol,  Rodiofrequency,  Between  Series,  Type 

UG&327A/U  Validated  Dcc-83-REV‘SH  11  99  ES 

MIL-A-27434/n 
NOTICE  1 

CR 

28  Sep 

60 

CR 

EC 

85 

5935 

Adopter,  Connector,  Cooxiol,  Rodlo  Frequency,  (Between  Series  BNC  To  Senes 

N),  Closs  2,  Receptocic  Validated  Aug  68  USER-AT  AS  MC  19  REV-AR  Ml 
n  99  ES 

MIL-A-55339/24A 
NOTICE  i 

CR 

26  Aug 

88 

CR 

EC 

85 

5935 

Adopter,  Connector,  Cooxiol,  Rodiofrequency,  Between  Series,  Type 

UGS497A/U  Validated  Dec  83  REV-SH  11  99  ES 

MIL-A-27434/13 
NOTICE  1 

CR 

28  Sep 

60 

CR 

EC 

85 

5935 

Adopter,  Connector,  Scries  Lc,  UG-157B/U  Validated  May  85  USER-MC 

REV-AS  11  99ES 

MS-91416A 

EC 

02  Dec 

60 

CR 

EC 

85 

5935 

Adopter,  Connector,  Cooxiol,  Rodiofrequency,  Between  Series,  Type 

UGi516A/U  Validated  Dee  83  REV-SH  11  99  ES 

MIL-A-27434/14 
NOTICE  I 

CR 

28  Sep 

60 

CR 

EC 

85 

5935 

Adopter,  Connector,  Cooxiol,  Radio  Frequency,  In-line,  Jomnut  Mounted 
(Between  Scries  BNC  Jock  To  Scries  N  Jock),  Class  2  USER-AT  AS  MC  SH 

19  REV-AR  Ml  OS  SH  1!  99  ES 

;  IL-A-55339/25B  (1) 

CR 

31  Oct 

88 

CR 

EC 

85 

5935 

Adapter,  Connector,  CooxioI.  Rodio  Frequency,  Between  Series,  Type 

UG.559B/U  Validated  Dec  83  REV-SH  1 1  99  ES 

MIL-A-27434/15 
NOTICE  1 

CR 

28  Sep 

60 

CR 

EC 

85 

5935 

Adopter,  Connector,  Series  U,  UG-216B/U  Validated  May  85  USER-MC 

REV-CR  AS  11  99  ES 

MS-91595B 

EC 

02  Dec 

60 

CR 

EC 

85 

451 
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5935 

Adopter,  Connector,  Cooxiol,  fiodlofrequency.  Between  Serioj,  Type 

UG&586B/U  Validoted  Dec  S3  REV-SH  11  99  ES 

MIL-A-27434/14 
NOTICE  1 

CR 

28  Sep 

60 

CR 

EC 

85 

5935 

Adapter,  Connector,  Coaxial,  Radio  Frequency,  In  Line,  Jamnut  Mounted, 

(Within  Series  SMA  Plug  To  Series  SMA  Plug  (Hermetic)),  Class  2  USER*AT 

MC  AS  19  REV-MI  AR  OS  99  11  ES 

MIL-A-55339/28B 

CR 

23  Mor 

88 

CR 

EC 

85 

5935 

Adapter,  Connector,  Cooxiol,  Rodiofrequency,  Between  Series,  Type 

UG&587B/U  Validated  Dec  83  REV-SH  99  ES 

MIL-A-27434/17 
NOTICE  1 

CR 

28  Sep 

60 

CR 

EC 

85 

5935 

Adopter,  Connector,  Series  Lc,  UG-2878/U  Validated  May  85  USER-MC 

REV-CR  AS  11  99  ES 

MS-91418A 

EC 

02  Dee 

60 

CR 

EC 

85 

5935 

Adopter,  Connector,  Cooxiot,  Rodiofrequency,  Between  Series,  Type  UG-605/U 
Validated  Dec  83  REV.99 

MIL-A-27434/18 
NOTICE  1 

CR 

28  Sep 

60 

CR 

EC 

85 

5935 

Adopter,  Connector,  Cooxiol,  Rodio  Frequency,  In  Line,  (Within  Series  SMA 

Plug  To  SMA  Plug),  Closs  2  Validated  Aug  88  USER-AS  MC  19  REV-AT  Ml 

AR  SH  1 1  99  ES 

MIL-A-55339/29A 
NOTICE  1 

CR 

26  Aug 

88 

CR 

EC 

85 

5935 

Adapter,  Connector,  Cooxiol,  Rodiofrequency,  Between  Sene-,  Type  UG&690/U 
Validated  Dec  83  REV-SH  11  99  ES 

MIL-A-27434/20 
NOTICE  1 

CR 

28  Sep 

60 

CR 

EC 

85 

5935 

Adopter,  Connector,  Series  Lc,  UG-219t;^U  Validated  M.ay  85  USER-MC 

REV-AS  11  99  ES 

MS-91619B 

EC 

02  Dee 

60 

CR 

EC 

85 

5935 

Adapter,  Connector,  Cooxiol,  Rodiofrequency,  Between  Senes,  Type  UG&691/U 
Validated  Dee  83  REV-SH  11  99  ES 

MIL-A-27434/21 
NOTICE  1 

CR 

28  Sep 

60 

CR 

EC 

85 

5935 

Adopter,  Connector,  Cooxiol,  Radio  Frequency,  (With  Series  SMA),  Class  2, 

(T),  Plug,  Mole  To  Femole  USER-MC  AS  19  REV-AR  Ml  AT  SH  OS  11  99  ES 

MIL-A-55339/30A 
NOTICE  1 

CR 

03  Feb 

89 

CR 

EC 

85 

5935 

Adopter,  Connector,  Cooxiol,  Rodiofrequency,  Between  Series,  Type 

UG-965A/U  Validated  Dee  83  REV-SH  11  99  ES 

MII-A-27434/22A 
NOTICE  1 

CR 

5  Feb 

62 

CR 

EC 

85 

5935 

Adapter,  Connector,  Series  Lc,  UG-208B/U  Validated  May  85  USER-MC 

REV-AS  11  99  ES 

MS-91620B 

EC 

02  Dee 

60 

CR 

EC 

85 

5935 

Adapter,  Connector,  Cooxiol,  Rodiofrequency,  Between  Series,  Type  UG&970/U 
Validated  Dee  83  USER-MC  AS  14  19  REV-MI  SH  11  17  99  ES 

MILA-27434/23A 
NOTICE  1 

CR 

14  Mor 

66 

CR 

EC 

85 

5935 

Adopter,  Connector,  Cooxiol,  Radio  Frequency,  In  Line,  (Within  Series  SMA 

Jock  To  SMA  Series  Jock),  Closs  2  Validated  Aug  88  REV-MI 

MIL-A-55339/31A 
NOTICE  1 

CR 

26  Aug 

88 

CR 

EC 

85 

5935 

Adopter,  Connector,  Cooxiol,  Rodiofrequency,  Between  Series,  Type  UG&971/U 
Validated  Dee  83  REV-SH  1 1  99  ES 

MIL-A-27434/24 
I^OTICr  1 

CR 

28  Sep 

60 

CR 

EC 

85 

5935 

Adopter,  Connector,  Type  UG-1375/U  ,qt„  Femole  -  ,c„  Femole  Jom  Nut 

Mounted  Validated  Jut  82  USER-Oi  AS  CG  MC  14  19  REV.17  11  ES 

MS-90579 

CR 

25  Jul 

68 

CR 

EC 

85 

5935 

Adopter,  Connector,  Cooxiol,  Rodiofrequency,  Between  Series,  Type 

UG-977C/U  Validated  Dec  83  REV-SH  11  99  ES 

MIL-A-27434/25A 
NOTICE  1 

CR 

5  Feb 

62 

CR 

EC 

85 

5935 

Adaptec^  Connector,  Cooxiol,  Rodio  Frequency,  (Within  Series  TNC)  Right 

Angle,  Mole  To  Femole  Validated  Apr  82  USER-AS  MC  19  REV-AT  Ml  AR 

SH  99  11  ES 

MIL-A-55339/32 

CR 

11  Jon 

77 

CR 

EC 

85 

5935 

Adopter,  Connector,  Cooxiol,  Rodiofrequency,  Between  Series  Type 

UG-1013A/U  Validated  Dee  83  REV-ll  99  ES 

MIL-A-27434/26 
NOTICE  1 

CR 

28  Sep 

60 

CR 

EC 

85 

5935 

Adopter,  Connector,  Cooxiol,  Rodio  Frequency,  (Within  Series  TNC),  Class  2, 
Stroighl  Plug  Validated  Apr  82  USER-MC  AS  19  REV-AT  Ml  AR  SH  99  11 

ES 

Adopter,  Connector,  Ccjx  1,  Radio  Frequency,  (Within  Series  TNC, 

(Hermetic)),  Class  2,  heceptocle  USER-AS  MC  19  REV-MI  AT  AR  SH  99  1 1 

ES 

Adapter,  Connector,  Cooxiol,  Rodio  Frequency,  (Within  Series  TNC),  Class  2, 

(T)  Plug  Validated  Apr  82  USER-AS  MC  19  REV-AR  Ml  AT  SH  11  99  ES 

MIL-A-55339/33 

CR 

11  Jon 

77 

CR 

EC 

85 

5935 

MIL-A-55339/34  (1) 

CR 

14  Jon 

83 

CR 

EC 

85 

5935 

MIL-A-55339/35 

CR 

11  Jon 

77 

CR 

EC 

85 

5935 

Adopter,  Connector,  Cooxiol,  Rodio  Frequency,  (Within  Series  TNC),  Closs  2, 
Stroighl  Plug  USER-MC  AS  19  REV-AR  AT  Ml  SH  99  11  ES 

MIL-A-55339/36A 

CR 

01  Fob 

83 

CR 

EC 

85 

5935 

Adopter,  Connector,  Cooxiol,  Radio  Free  ency  (Between  Series  BNC  To  Series 
TNC),  Closs  2,  Stroighl  Plug  Votidal  82  USER-MC  AS  19  REV-AR  Ml 

AT  SH  99  11  ES 

MIL-A-55339/37 

CR 

11  Jon 

77 

CR 

EC 

85 

5935 

Adopter,  Connector,  Cuuxiul,  Radio  F  qu  y,  (Between  Series  BNC  To  Series 
TNC),  Closs  2,  Straight  Plug  Valia  jd  ,.pr  82  USER-AS  MC  19  REV-MI  AT 

AR  SH  99  11  ES 

MIL-A-55339/38 

CR 

11  Jon 

77 

CR 

EC 

85 

5935 

Adopter,  Connector,  Cooxiol,  Radio  Frequency  (Between  Series  BNC  To  Series 
TNC),  Class  2,  Stroighl  Plug  Validated  Apr  82  USER-AS  MC  19  REV-MI  AR 

AT  SH  99  11  ES 

MIL-A.55339/39 

CR 

11  Jon 

77 

CR 

EC 

85 

5935 

Adopter,  Connector,  Cooxiol,  Rodio  Frequency,  (Between  Series  SMA  (Mole) 

To  Series  TNC  (Femole)),  Closs  2,  Stroighl  Plug  USER-AR  MC  AS  19  REV-AT 

Ml  SH  )1  99  ES 

MIL  A-55339/40A  (1) 

CR 

27  Sep 

83 

CR 

EC 

85 

5935 

Adopter,  Connector,  Cooxiol,  Radio  Frequency,  (Between  Senes  SMA  (Femole) 

To  Series  TNC  (Femole)),  Closs  2,  Stroighl  Plug  USER-AR  AS  MC  19  REV-AT 

Ml  SH  99  1)  ES 

MIL  A-55339/41A  (2) 

CR 

27  Sep 

83 

CR 

EC 

85 

5935 

Adopter,  Connector,  Cooxiol,  Rodio  Frequency,  (Between  Series  SMA  (Femole) 

To  Series  TNC  (Mole)),  Closs  2,  Stroighl  Plug  USER-AR  MC  AS  19  REV-AT 

Ml  SH  99  11  ES 

MIL  A-55339/  42A  (2) 

CR 

27  Sep 

83 

CR 

EC 

85 

5935 

5935 

Adopter,  Connector,  Cooxiol,  Radio  Frequency,  In  Line,  (Between  Series  SMA 

Plug  To  Series  BNC-Jock),  Closs  2  USER-AT  AS  MC  SH  19  REV-AR  Ml  SH 

OS  11  99  ES 

Adopter,  Connector,  Cooxiol,  Radio  Frequency,  (Between  Series  SMA  To  Series 
TNC),  Closs  2,  Straight  Plug  USER.19  REV-1 1  99  ES 

MII-A-55339/47A  (1) 

MIL-A-55339/48A 

CR 

85 

28  Sep 

29  Dee 

84 

83 

CR 

EC 

85 

85 

5935 

Adopter,  Cormeclor,  Cooxiol,  Rodio  Frequency,  (Between  Series  N  Jock  To 

Series  BNC  Plug)  Validated  Aug  88  USER-AR  AT  AS  MC  19  REV-MI  MO  AT 

SH  99  11  ES 

MIL-A-55339/49 
NOTICE  1 

CR 

26  Aug 

88 

CR 

EC 

85 

5935 

5935 

Aoopier,  Connector,  Cooxiol,  Rodio  Frequency  (Within  Scries  TNC  Jock  To 

Two  Sertps  TNC  Jocks),  -Closs  2,  (T),  Jamnut  ,Mounl  Validoted  Aug  88 

Arfopler,  Connector,  Cooxiol,  Rodio  Frequency,  (Between  Series  TNC  To  Series 

N),  Class  2.  Stroighl  Plug  Validated  Feb  87  USER-19  REV-Il  99  ES 

MIL-A-55339/50A 
NOTICE  1 
MIL-A-55339/51 
NOTICE  1 

CR 

85 

26  Aug 

27  Feb 

88 

87 

CR 

EC 

85 

85 

5935 

Adapter,  Conixictor,  Electrical,  Cooxiol,  Rodio  Frequency,  (Between  Senes  Smo 

To  N)  USER-AT  AS  MC  SH  19  REV-AR  Ml  OS  SH  11  99  ES 

MIL-A-55339/52 

CR 

08  Feb 

89 

CR 

EC 

85 
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5935 

Adopter,  Connector,  Electrical,  Cooxiol,  Rodio  Frequency,  Pin  Contact  (Within 
Series  Smo),  Right  Angle  USER-AT  AS  MC  SH  19  REV-AR  Ml  OS  SH  11  99 

ES 

Adapter,  Connector,  Eiectricol,  Cooxiol,  Rodio  Frequency,  (Between  Series  Smo 

MIL-A-55339/53 

CR 

08  Feb 

89 

CR 

EC 

85 

5935 

MIL-A-55339/54 

CR 

08  Feb 

89 

CR 

EC 

85  NA 

To  N)  USER-AT  AS  MC  SH  19  REV-AR  Ml  OS  SH  11  99  ES 

5935 

Adapter,  Connector,  Cooxiol,  Radio  Frequency,  (Between  Series  SMA  (Mole) 

MII-A-55339/43A  (2) 

CR 

27  Sep 

83 

CR 

EC 

85 

To  Series  TNC  (Mole)),  Class  2,  Straight  Plug  USER'AR  AS  MC  19  REV-MI 

AT  SH  n  99  ES 

Q 

5935 

Adapter,  Connector,  Cooxiol,  Rodio  Frequency,  (Between  Sr/ies  And  Within 

Series),  Generol  Specification  For  USER'AT  MC  AS  19  REV-AR  Ml  SH  17  99 

ES 

Adopter,  Connector,  Cooxiol,  Rodio  Frequency,  (Series  BNC  To  Series  N),  Cioss 

MIL-A-55339A 

SUPP  1 

CR 

20  Jul 

82 

CR 

EC 

85 

5935 

MIL-A-55339/1A  (2) 

CR 

20  Jul 

82 

CR 

EC 

85 

2  USER-AT  MC  AS  19  REV-MI  AR  SH  17  99  11  ES 

L 

5935 

Adapter,  Connector,  Coaxial,  Rodio  Frequency  (Sertes  SMA),  Cioss  2,  Right 

MIL-A-55339/2A  (1) 

85 

03  Nov 

88 

85 

Angle,  Mate  To  Femole  Validated  Nov  6$  REV-MI  ES 

NOTICE  1 

5935 

Adapter,  Connector,  Coaxial,  Radio  Frequency,  (With>n  Series  N),  Class  2, 

Mll-A-55339/3  (1) 

CR 

26  Aug 

88 

CR 

EC 

85 

Right  Angle  Plug  Validated  Avg  S3  USER-AT  AS  MC  19  REV-MI  AR  SH  1) 

99  ES 

NOTICE  1 

5935 

Adopter,  Connector,  Coaxial,  Radio  Frequenc)',  (Within  Series  N  (Hermetic  & 

MIL-A-55339/4A  (1) 

CR 

26  Aug 

88 

CR 

EC 

85 

Nonhermetic)),  Class  2,  Straight  Receptacle  Validated  Avg  68  USER-MC  AS 

19  REV-AR  MI  AT  SH  11  99  ES 

NOTICE  1 

5935 

Adapter,  Connector,  Cooxiol,  Rodio  Frequency,  (Within  Series  N),  Cioss  2, 

Straight  Plug  Validated  Avg  88  USER-AT  MC  AS  19  REV-AR  Ml  SH  11  99 

ES 

Adopter,  Connector,  Cooxiol,  Rodio  Frequency,  (Within  Series  N),  Goss  2,  T 

MIL-A-55339/5  (1) 
NOTICE  1 

CR 

26  Aug 

88 

CR 

EC 

85 

5935 

MII-A-55339/6A 

CR 

13  Jul 

87 

CR 

EC 

85 

Plug  USER-AT  AS  MC  19  REV-MI  AR  SH  11  99  17  ES 

5935 

Adopter,  Connector,  Cooxiol,  Rodio  Frequency,  (Within  Series  N),  Goss  2, 

MIL-A-55339/7 

CR 

06  May 

75 

CR 

EC 

85 

StroighI  Plug  Val!dolcd  Jun  82  USER-AT  MC  AS  19  REV-AR  Ml  SH  11  99  ES 

5935 

Adopter,  Connector,  Coaxial,  Radio  Frequency,  (Within  Series  C),  Goss  2, 

Straight  Plug  Validated  Aug  88  USER-AT  AS  MC  19  REV-AR  Ml  SH  11  99 

ES 

Adapter,  Connector,  Cooxiol,  Rodio  Frequency,  (Within  Series  C),  Goss  2, 

Mll-A-55339/8  (1) 
NOTICE  1 

CR 

2u  Aug 

88 

CR 

EC 

85 

5935 

Mll-A-55339/9 

CR 

06  May 

75 

CR 

EC 

85 

"■•"Iglil  Plug  Validaltd  Jun  82  USER-AT  AS  MC  19  REV-AR  Ml  SH  11  99  ES 

5935 

Adapter,  Connector,  Coaxial,  Radio  Frequency,  (Within  Series  C),  Goss  2, 

Mll-A-55339/10 

CR 

06  Moy 

75 

CR 

EC 

85 

Right  Angle  Plug  Validated  Jun  82  USER-AT  MC  AS  19  REV-MI  AR  SH  11 

99  ES 

5935 

Adopter,  Connector,  Cooxiol,  Radio  Frequency,  (Within  Series  C),  Goss  2,  T 

MIL-A-55339/11  (1) 

CR 

11  Jan 

77 

CR 

EC 

85 

Plug  Validated  Apr  82  USER-AT  AS  MC  19  REV-AR  Ml  SH  11  99  ES 

5935 

Adapter,  Connector,  Coaxial,  Rodio  Frequency,  (Within  Series  C  (Hermetic)), 

MIL-A-55339/12  (1) 

CR 

26  Aug 

88 

CR 

EC 

85 

Cioss  2,  Straight  Receptocle  Validated  Avg  88  USER-AT  MC  AS  19  REV-AR 

Ml  SH  11  99  ES 

NOTICE  1 

5935 

Adopter,  Connector,  Cooxiol,  Rodio  Frequency,  (Within  Series  BNC  Hermetic 

MIL-A-S5339/)3A  (1) 

CR 

26  Aug 

88 

CR 

EC 

85 

And  Non  Hermetic),  Cioss  2,  Stroight  Receptocle  Validated  Avg  88 

NOTICE  1 

5935 

Adopter,  Connector,  Cooxiol,  Rodio  Frequency,  (Within  Series  BNC),  Goss  2, 

Right  Angle  Plug  Validated  Avg  88  USER-AT  AS  MC  19  REV-AR  Ml  11  99 

ES 

Adapter,  Connector,  Cooxiol,  Rodio  Frequency,  (Within  Series  BNC),  Goss  2, 

MIL-A-S5339/14  (1) 
NOTICE  1 

CR 

26  Aug 

88 

CR 

EC 

85 

5935 

MIL-A-55339/15  (!) 

CR 

26  Aug 

88 

CR 

EC 

85 

Stroight  Plug  Validated  Aug  88  USER-AT  MC  AS  19  ES  REV-AR  Ml  11  99 

NOTICE  1 

5935 

Adopter,  Connector,  Cooxiol,  Radio  Frequency,  (Within  Series  BNC),  Goss  2, 

Mll-A-55339/14  (1) 

CR 

26  Aug 

88 

CR 

EC 

85 

Stroight  Plug  Validated  Aug  88  USER-AT  MC  AS  19  REV-AR  Mill  99  ES 

NOTICE  1 

5935 

Adapter,  Connector,  Coaxial,  Radio  Frequency  Itf,  (Within  Series  Bnc  Plug  To  2 
Series  Bnc  Jacks),  Class  2  USER-AT  MC  AS  SH  19  REV-MI  CR  SH  OS  11  99 

ES 

Adopter,  Connector,  Coaxial,  Radio  Frequency,  (Between  Series  BNC  To  Series 

MII-A.55339/17A  (1) 

CR 

02  Mor 

89 

CR 

EC 

85 

5935 

Mll-A-55339/18  (1) 

CR 

26  Aug 

88 

CR 

EC 

85 

N),  Class  2,  Straight  Plug  Validated  Aug  88  USER-AT  AS  MC  19  REV-MI  AR 

11  99  ES 

NOTICE  1 

5935 

Adopter,  Connector,  Cooxiol,  Radio  Frequency,  (Between  N  To  Series  C),  Goss 

MIL-A-55339/19  (1) 

CR 

26  Aug 

88 

CR 

EC 

85 

2,  Straight  Plug  Validated  Aug  88  USER-AT  MC  AS  19  REV-MI  AR  OS  11 

99  ES 

NOTICE  1 

5935 

Adopter,  Electrical  Connector,  Nonmetallic,  Series  1  &  li  (Inoctive)  REV-AR  Mi 

MS-27663D 

85 

05  Mar 

83 

CR 

AS 

85 

os  MC  EC  15  11  17  99  ES 

5935 

Adapter,  Electrical  Connector,  Series  1  And  11  Validated  Jan  89  REV-MI  AR  AV 

MS.27342D 

85 

13  Jan 

89 

CR 

AS 

85 

os  MCEC  11  17  15  99ES 

NOTICE  1 

5935 

Adopter,  Reducer,  Emr  Hardware,  For  MIL-C-38999  Connectors  Validated  Jan 

MS-27489D 

85 

30  Jon 

87 

CR 

AS 

85 

87  REV-MI  AR  OS  MC  EC  17  15  11  80  ES 

NOTICE  1 

L 

5935 

Adopter,  Right  Angle,  Rfi  And  Environmentol  For  Coble  To  Connector  Validated 

MS-18224 

SH 

28  Nov 

66 

SH 

Feb  85  REV-MI  ES 

L 

5935 

Adopter,  Woveguide-to-cooxiol  Validated  Feb  87  REV.99  ES . . . . . 

Mll-A-26442 

NOTICE  1 

85 

27  Feb 

87 

85 

L 

5935 

Adaptor,  CONNECTOR-31WAY  No.  12,  14  And  16  A.w.g,  Woterproof 

MS-27147C 

AT 

16  Feb 

88 

AT 

USER-TO  MC  REV-ME  CR  85  E 

5935 

Attochment  Plugs  And  Receptocles,  Stondord  For  -  3  Nov  86  -  Eleventh  Edition 

UL  498-86 

YD 

10  Mor 

09 

YD 

85 

REV-EC 

L 

5935 

Bockshell  Stroight,  Coble  Seoling  &  Shield  Terninalion  Connector,  Eletric 

MS.3437D 

AS 

10  Moy 

82 

AS 

(Inac'iv.  1  Jul  1982) 

L 

5935 

Bockshtll,  Shield  Terminotion,  For  Electric  Connectors  (Inactive  1  Jul  1982) 

MS-3419C 

AS 

10  Moy 

82 

AS 

REV-ES 

L 

5935 

Bockshell,  45  Deg.,  Coble  Seating  &  Shield  Termination  Connector,  Electric 

MS-3189B 

AS 

10  Moy 

82 

AS 

(Infjctive,  Use  MlL-C-85049/6,  /7,  /23) 

L 

5935 

Bock  shell,  9/OEG,  Coble  Seoling  &  Terminotion  Connector,  Electric,  (Inoctive  1 

MS-3188B 

AS 

10  May 

82 

AS 

-lul  82)  REV-MI  EC 

1 

5935 

Bocl.shells  Heot  Sh.inkoblc  Boot,  For  Electric  Connector  (Inactive  After  1  JUL  82 

MS-3158C 

AS 

10  Moy 

82 

AS 

Uie  Mil  85049/60  REV-MI  EC  ES 
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L 

5935 

BockshelU,  Stroight,  For  Electric  Connectors  (Inoctive  Use  MiL«C*85049/31,  60) 

MS-3416E 

AS 

10  Moy 

82 

CR  AS 

85 

REV-EC  ES 

5935 

Body,  Port  Of  Senes  C  Connectors  Validated  Jan  36  REV-aS  tl  9?  ES  ............ 

MS-90234A 

EC 

25  Nov 

53 

CR  EC 

85 

5935 

Body,  Port  Of  Series  Ho  Connectors  Validated  Jon  86  REV-U  99  ES  . . . 

MS-90258 

EC 

7  Dec 

51 

CR  EC 

85 

5935 

Body,  Port  Of  Series  C  Connectors  Validated  Jan  86  REV«A$  IT  99  ES  . . . 

MS-90248A 

EC 

25  Nov 

53 

CR  EC 

85 

5935 

Body.  Senes  C  Connectors  Validated  Jon  86  REV-AS  11  99  ES. . . . 

MS-90254 

r 

7  Dee 

51 

CR  EC 

85 

L 

5935 

Boot,  Potting,  Etectricol  Connector,  Series  li  REV>MI  OS  MC  EC  17  15  IT  80 

MS-27486E 

85 

22  Jol 

88 

CR  AS 

85 

ES 

NOTICE  1 

1 

5935 

Boot,  Potting,  Electric,  Connector  (Use  Procurement  Use  MtL<C'85049/74) 

MS-27333C 

85 

01  Nov 

87 

85 

REV-ES 

NOTICE  1 

1 

5935 

Bushing,  Fixed,  Connector,  Rock  And  Pone!,  Miniature  Validated  Auy  86  R£V>99 

MS-24700A 

85 

08  Aug 

86 

85 

ES 

NOTICE  1 

5935 

Bushing,  Port  Of  Series  C  Connectors  Validated  Mar  60  REV>AS  11  99  ES.. . 

MS-902,3C 

EC 

7  Dee 

51 

CR  EC 

85 

1 

5935 

Cop'plug,  Protective  Dust  &  Moisture  Seal  <  Plug  Connector,  Romp  Power, 

MS-27272 

85 

17  May 

88 

85 

416/240  Volts  ValiJoled  May  8S  REV.99  ES 

5935 

Cop,  Plastic,  Oust,  An  Electric  Connector,  Receptocle  {Use  Ms  90376)  Validated 

MS-25178D 

AS 

18  Jon 

78 

CR  AS 

11 

Oct  84  USER-ME  REV-SI  ES 

5935 

Cop,  Protective,  Electrical  Connector  Plug,  Boyonei  Coupling,  Series  ii  REV*Mt 

MS-27510E 

85 

23  Od 

84 

CR  AS 

85 

AR  EC  MCOS  17  IS  11  99  ES 

5935 

Cop,  Proleclive«  Receptacle  USER-ME  CG  MC  19  14  REV-MI  AR  OS  AS  17  11 

ES 

Cop,  Protective,  Plug  USER-ME  MC  CG  14  19  REV-MI  AR  AS  OS  17  11  ES  .... 

ms-173490 

EC 

12  Aug 

87 

CR  EC 

85 

5935 

MS-17350C 

EC 

12  Aug 

87 

CR  EC 

85 

5935 

Cosket,  V.groove,  Port  Of  Rf  Cooxio)  Connectors  (Inactive  5-4-73)  Validated  Jvl 

MS.90133E 

CR 

04  May 

73 

CR  EC 

85 

82  USER-MC  REV.99  ES 

5935 

Clomp,  Armor,  Scries  AN,  Type  MX-1462/U  Validated  Aug  88  US6R*AT 

MII-C-3643/14A 

CR 

31  Aug 

88 

CR  EC 

85 

REV.MI  AS  99  ES 

NOTICE  1 

1 

5935 

Clomp,  Coble  Validated  May  85  ....  . . . . . . 

MS-14060B 

EC 

30  Apr 

79 

EC 

5935 

Clomp,  Coble,  Electrlcol  Connector  (Inactive,  Use  MlL-C-85049/1,  /2,  /41,  /42) 

MS-3057E 

AS 

10  May 

82 

CR  AS 

85 

USER-AT  AV  ME  OS  SH  MC  REV.MI  AR  OS  EC 

1 

5935 

Clomp,  Electrical,  Conductive  Validated  Jan  87  PEV-EA  ES  . . . . . 

M11-C-82078A 
NOTICE  1 

YD 

30  Jon 

87 

YD 

L 

5935 

Clomp,  Strain  Relief,  45  Deg.,  For  Electric  Connectors  (Inactive  Use 

MS-3415B 

AS 

10  May 

82 

AS 

MII.-C-85049/43) 

5935 

Clomp,  Strain  Relief,  Strolght,  For  Electric  Connectors  (Inoctive,  Use  Mit-c- 

MS-3417E 

AS 

10  Moy 

82 

CR  AS 

85 

85049/52)  REV.EC 

5935 

Clomp,  Strom  Relief,  90  Deg.,  For  Electric  Connectors  (Inoctive,  Use 

MS-34I8E 

AS 

10  Moy 

82 

CR  AS 

85 

Mll-C-85049/51)  REV.EC 

5935 

Connecotr,  Preform  Molded  Inserts,  For  Molded  Plugs,  Type  1  . . . . . 

MIL-C-24231/29 

SH 

15  Moy 

87 

SH 

L 

5935 

Connecotrs,  Receptocie,  Multi*pin,  Type  V,  Seven-  And  NIne*conductor  . . 

MII-C-24231/13D 

SH 

15  Moy 

87 

SH 

5935 

Connection,  EIccfricol,  Complaint  Pin  USER*MI  CG  MC  19  REV-AR  AS  SH  11 

MIL-STO-2166 

EC 

05  Dec 

84 

CR  EC 

17 

8S99ES 

L 

5935 

MIL-STD0664A 

EC 

19  Aug 

20  Jul 

81 

EC 

5935 

Connection,  Electrical,  Solderless  Wrapped  USER*M1  MC  CG  19  R£V*AR  AS 

MII-STD-1130B 

EC 

83 

CR  EC 

17 

SH  85  1 1  99  ES 

NOTICE  2 

5935 

Connector  Printed  Circuit  Subossembly  &  Accessories,  Plug  With  Socket 

MII-C-S5302/153B 

CR 

17  Nov 

88 

CR  EC 

17 

Conrads,  3.917  Inches  length,  2  Keying  Pins,  For  Printed  Wiring  Boords 
(.100  Inch  Spacing)  USER-ME  MC  19  REV-MI  AV  AR  AT  SH  OS  AS  99  11 

85  ES 

5935 

Connector  (Boyonet,  Threoded,  &  Breech  Coupling)  Enviro.  Resistont  Removoble 

DOD-C-38999/50A 

AS 

20  Mor 

87 

CR  AS 

85 

Crimp  &  Hermetic  Solder  Contacts,  Receptacle,  Dummy  Stowoge,  Breech 

Coupling  (MIL-C-38999,  Scries  Iv)  Metric  REV-Ml  OS  EC  MC  15  11  ES 

5935 

Connector  &  Assemblies,  Electricol,  Aircraft  Grounding,  Plugs,  For  Types  1  &  11 

Mll-C-83413/4 

AS 

12  Od 

83 

AV  AS 

11 

Grounding  Assemblies 

5935 

Connector  &  Assemblies,  Electricol,  Aircroft  Grounding,  Receptocles,  One  Piece 

MtL-C-83413/5 

AS 

12  Od 

83 

AV  AS 

11 

USER-MC  REV-ME  AR  CR  Ml  85  99 

5935 

Connector  &  Assemblies,  Electrical,  Aircraft  Grounding,  Receptocles,  One  Piece 

MIL-C-83413/11 

85 

02  Mor 

88 

AV  AS 

11 

REV-AR  CR  ME  Ml  99  11  18  82  85  ES 

5935 

Connector  Accessories,  Electricol,  Adopter,  Shrink  Boot,  Cotegory  5  (For 

MIL-C-85049/59A 

EC 

28  Jun 

88 

CR  EC 

85 

MIL-C-22992  Connedors,  Clo«e»  C,  J,  And  R)  REV-AR  EC  11  ES 

5935 

Connector  Accessories,  Electricol,  Adopter,  Shrink  Boot,  Category  5  ('or 
MtL*C*5015  Crimp,  MIL>C>26482  Series  2,  Mll-C-81703  Series  3  And 
MIL-C-83723  Scries  lii  Connectors)  Validated  Sep  87  REV-AR  Ml  EC  99  1 1 

ES 

ConnKtor  Accessories,  Electrical,  Ring,  Potting  Boot,  Cotegory  5  (For 

MIL-C-85049/60 
NOTICE  1 

AS 

16  Jon 

80 

CR  AS 

85 

5935 

Ma-C-85049/61A 

85 

21  Nov 

86 

CR  AS 

85 

MIL-C-27599  Connodort)  REV-AR  Ml  EC  99  19  15  11  ES 

5935 

Connector  Accessories,  Electricol,  Adopter,  Shrink  Boot,  Cotegvvy  5  (For 

Mil-C-85049/62 

85 

16  Jon 

80 

CR  AS 

85 

Mll-C'27599  Series  1  And  MIL*C-33999  Series  1  And  ii  Connectors)  R£V-Ak 

MI  EC  99  19  17  15  11  ES 

5935 

Connector  Acccssories,eIectricol,  Stroin  Relief,  90  Degree,  SelMocking  And 

MIL-C-85049/43A 

85 

26  Jon 

87 

CR  AS 

85 

NonselMocking.  Category  4C  (For  MIL'C*38999  Series  lend  li  Connectors) 
REV-MI  AR  EC  11  99  19  15  ES 

5935 

Connector  Accessories,  Electricol,  Strom  Relief,  Split,  Strolght,  Cotegory  4C 

Mll-C  85049/44A 

85 

21  Nov 

86 

CR  AS 

85 

(Foi  Mll-C-27599  Serlej  1  And  li  Connsdon)  REV-AR  EC  19  17  15  11  99  ES 

5935 

Conneclor  Accessories,  Electricol,  Stroin  Relief,  Split  90  Deg.,  Cotegory  4C  (For 

MILC-35049/65A 

85 

21  Nov 

86 

CR  AS 

85 

MII-C-27599  SctlM  T  And  Ma-C.38999  Sede.  1  And  11  Comwdor.)  REV-AR 

EC  11  99  19  17  15  ES 

5935 

Connector  Accessories,  Electrical  Gcncrcl  Specification  For  Validated  Sep  87 

M;1-C-85049 

AS 

16  Jon 

80 

CR  AS 

85 

REV-AR  Ml  SH  EC  99  11  ES 

SUPP  1 

NOTICE  1 

5935 

Connector  Accessories,  Electricol,  Bockshell,  Coble  Seoling,  Stroight,  Grounding 

Mll-C-85049/1 

AS 

16  Jon 

80 

CR  AS 

85 

(WilKogl  $l(a!n  Reliei),  Category  4C  (For  Mll-C-501i  Solder  Connectors) 
REV-MI  AR  EC  n  ES 
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5935 

Connector  Accessories,  Electrlcol,  Bockshell,  Coble  Sealing,  Straight,  Category 

4C  (For  MIL-C-5015  Solder  Connectors)  USER-SH  REV-AR  Ml  EC  11  ES 

Mll.C.85049/2 

AS 

16  Jon 

80 

CR 

AS 

85 

5935 

Connector  Accessories,  Electricol,  Bockshell,  Coble  Sealing,  Strolght,  Cotegory 

1A  (For  MIL-C-22992  Conneclors,  Classes  C,  J,  And  R)  REV-AR  Ml  EC  11  ES 

MIL-C-85049/3A 

EC 

28  Jun 

88 

CR 

EC 

85 

5935 

Connector  Accessories,  Electricol,  Bockshell,  Coble  Seoling,  Strolght,  Step  Up, 
Category  lA  (For  MIL-C-22992  Connectors,  Classes  C,  J,  And  R)  REV-Mt  AR 

11  ES 

Connector  Accessories,  Electrical,  Bockshell,  Coble  Seoling,  Straight,  Step  Down, 
Category  lA  (For  MIL-C-22992  Connectors,  Classes  C,  J,  And  R)  REV-MI  AR 

11  ES 

Connector  Accessories,  Electricol,  Bockshell,  Coble  Seoling,  45  Deg.,  Shield 
Termination,  Category  lA  (For  MIL*C*5015  Crimp,  MIL-C-26482  Series  2, 
MIL-C-81703  Series  3,  And  MIL-C-83723  Series  Hi  Connectors)  REV-AR  Ml 

EC  11  ES 

MIL.C-85049/4A 

EC 

28  Jun 

88 

CR 

EC 

85 

5935 

MII-C-85049/5A 

EC 

28  Jun 

88 

CR 

EC 

85 

5935 

MIL-C.85049/6 

AS 

16  Jon 

80 

CR 

AS 

85 

5935 

Connector  Accessories,  Electricol,  Bockshell,  Coble  SeoiIng,  45  Deg.  Category 
lA  (For  Mll-C-5015  Crimp,  MIL-C-26482  Series  2,  MIL-C-81703  Series  3, 

And  MIL-C83723  Series  Hi  Connectors)  REV-AR  Ml  EC  11  ES 

MIL-C  85049/7 

AS 

16  Jon 

80 

CR 

AS 

85 

5935 

Connector  Accessories,  Electrical,  Bockshell,  Coble  Seoling,  90  Deg.,  Shield 
Tcrmlnollon,  Cotegory  1A  (For  MiL-C-5015  Crimp,  MiL-C-26462  Series  2, 
MIL-C-81703  Series  3,  And  MIL-C-83723  Series  lii  Connectors)  REV-MI  AR 

EC  11  ES 

MILC-85049/8 

AS 

16  Jon 

80 

CR 

AS 

85 

5935 

Connector  Accessories,  Electrical,  Bockshell,  Coble  Seoling,  90  Deg.,  Cotegory 

1A  (For  MtL-C-5015  Crimp,  Mli-C-26482  Series  2,  MIL-C-81703  Series  3, 

And  MIL-C-83723  Series  lii  Connectors)  REV-AR  Ml  EC  11  ES 

MIl-C.85049/9 

AS 

16  Jon 

80 

CR 

AS 

85 

5935 

Connector  Accessories,  Electricol,  Bockshell,  Coble  Sealing,  Strolght,  Shield 
Terminotlon,  Category  lA  (For  MiL-C-5015  Crimp,  MIL-C-26482  Series  2, 
MIL-C-81703  Series  3,  And  ,MlL-C-83723  Series  Hi  Connectors)  REV-AR  Ml 

EC  11  ES 

MIL-C-85049/10 

AS 

16  Jon 

80 

CR 

AS 

85 

5935 

Connector  Accessories,  Electrical,  Bockshell,  Coble  Sealing,  Strolght,  Cotegory 
lA  (For  MIL-C-5015  Crimp,  MIL-C-26482  Series  2,  MIL-C-81703  Series  3, 

And  MIL-C-83723  Series  lii  Connectors)  REV-AR  Ml  EC  11  ES 

Mll.C.85049/n 

AS 

16  Jon 

80 

CR 

AS 

85 

5935 

Connector  Accessories,  Electrical,  Bockshell,  Strolght,  Self-locking,  Cotegory  38 
(For  MIL-C-38999  Series  lii  &  Iv  Connectors)  REV-AR  Ml  EC  11  15  19  99  ES 

MIL-C-85049/14 

35 

21  Nov 

34 

CR 

AS 

85 

5935 

Connector  Accessories,  Electricol,  Strain  Relief,  45  Deg.,  Se<f-locking,  Category 

4C  (For  MlL-C-38999  Series  li!  6  Iv  Connectors)  REV-AR  Ml  EC  1)  15  19  99 

ES 

Connector  Accessories,  Electrical,  Strain  Relief,  90  Deg.,  Se’MockIng,  Category 

4C  (For  MIL-C-38999  Series  lii  4  Iv  Connectors)  REV-AR  Ml  EC  11  15-19  99 

ES 

Connector  Accessories,  Electricol,  Bockshell,  Envlronmentol,  Straight,  Shield 
Termination,  Category  28  (For  MIL-C-27599  Series  I  And  Mll-C-38999  Series 

1  And  li  Connectors)  Validated  Jan  8^  REV-AR  Ml  EC  17  99  15  11  ES 

Connector  Accessories,electricol,  Strain  Rehef,  90,  Self'tocking, category  4C  (For 
MtL-C-38999  Series  III  And  IV  Connectors) 

MIL.O85049/15 

85 

21  Nov 

84 

CR 

AS 

85 

5935 

MIL.C-85049/16 

85 

21  Nov 

84 

CR 

AS 

85 

5935 

5935 

MIL.C-85049/)7 
NOTICE  1 

MlL-C-0085049/39 

85 

85 

30  Jon 

26  Jon 

87 

87 

CR 

AS 

85 

85 

5935 

Connector  Accessories,  Electrical,  Strain  Relief,  Strolght,  Cotegory  4C  (For 
MtL-C-5015  Connectors  And  Mll-C-5015  Connector  Accessories)  REV-AR  Ml 

EC  U  ES 

MIL-C-85049/41 

AS 

16  Jon 

SP 

CR 

AS 

85 

5935 

Connector  Accessories,  Electricol,  Strain  Relief,  Straight,  Cotegory  4A  (For 
MIL.C-5015  Solder  Connectors)  REV.99  19  17  15 

MIL.C-85049/42 

AS 

16  Jon 

80 

CR 

AS 

85 

5935 

Connector  Accessories,  Electricol,  Stroin  Relief,  45  Deg.,  Cotegory  4A~  (For 
MIt.C-5015  Crimp,  MIL-C-26482  Series  2,  MIL-C-81703  Scries  3,  And 
MlL-C-83723  Series  Hi  Conneclors)  REV-AR  Ml  EC  U  ES 

MIL-C-85049/43 

AS 

16  Jon 

80 

CR 

AS 

85 

5935 

Connector-Accessories,  Electrical,  Bockshell,  Environmentol,  Straight,  R&fi/e&mi, 
Category  28  (For  MIL-C-38999  Series  li'.  And  Iv  Connectors)  REV-Ml  AR  EC 

15  11  99  19  17 

MII-C-85049/18B 

85 

01  Oct 

84 

CR 

AS 

85 

5935 

Co.>neclor  Acce~ssories,-E(ectricoi,  Bockshell,  Nonenvlronmentol,  Strolght, 

Rfi/emi,  Category  38  (For  Mll-C-38999  Series  Hi  &  Iv  Connectors)  Volidofed 

Jan  89  REV-Ml  AR  EC  99  19  17  15  1 1  ES 

MII-C-85049/I9A 
NOTICE  1 

85 

13  Jon 

89 

CR 

AS 

85 

5935 

Connector  Accessories,  Electrical,  Straight,  RFI,  EMI,  Cotegory  38  (For 

MIL-C-38999  Series  lii  &  Iv  Connectors)  Validated  Jan  89  USER-AV  REV-AR 

Ml  17  99  19  15  11  ES 

MIL-C-85049/20A 
NOTICE  1 

85 

13  Jon 

89 

CR 

AS 

85 

5935 

Connector  Accessories,  Electricol,  Bockshell,  Nonenvlronmentol,  Stroight, 

Category  3B  (For  MIL-C-38999  Series  hi  &  Iv  Connectors)  Validated  Jon  89 
REV-AR  Ml  EC  99  19  17  15  11  ES 

MII-C-85049/21A 
NOTICE  1 

85 

13  Jon 

89 

CR 

AS 

85 

5935 

Connecio  Accessories,  Electrical,  Bockshell,  Non  Envlronmentol,  45  Deg.,  Shield 
Terminotion, -Category  3A  (For  MIL-C-5015  CRIMP,MlL'C-26482  Series  2, 

MIL'C-8 1703  Series  3,  And  MIL-C-83723  Series  Hi  Connectors)  REV-AR  Ml 

EC  11  ES 

MIL-C.85049/23 

AS 

16  Jon 

80 

CR 

AS 

85 

5935 

Connector  Accessories,  Electricol,  Bockshell,  Non  Envlronmentol,  90  Deg.,  Shield 
TciiiiHiutivi),  Cut^yuF)'  CA  (Fvr  iVt'L*C*5015  Cr»>Mp,  *M!v''C'26*^2'S€r-o*  2, 
MIL-C-81703  Scries  3,  And  MIL-C83723  Series  Hi  Connectors)  REV-AR  Ml  EC 

11  ES 

Connector  Accessories,  Electricol,  Sockshell,  Non  Environmentol,  Stroight,  Shield 
Termination,  Cotegory  3A  (For  MIL-C-5015  Crimp,  MlL-C-26482  Series  2, 
MIl-C-81703-Series  3,  And  MIL-C-83723  Series  Hi  Connectors)  REV-AR  MI 

EC  11  ES 

MIL-C-85049/24 

AS 

16  Jon 

80 

CR 

AS 

85 

5935 

MIL-C.85049/25 

AS 

16  Jon 

80 

CR 

AS 

85 

5935 

Connector  Accessories,  Electricol,  Bockshell,  Non  Environmentol,  Straight,  Shield 
Terminotion, -Cotegory  3A  (For  MIL-C’5015  Crimp,  MiL-C-26482  Series  2, 
MIL-C-81703  Series  3  .And  MlL-C-83723  Scries  lii  Connectors)  REV-Ml  AR 

EC  11  ES 

Mll.C-85049/24 

AS 

16  Jon 

80 

CR 

AS 

85 

5935 

Connector  Accessories,  Electricol,  Strain  Relief,  Split  Strolght,  Category.  4C  (For 

Mll-C-85049/46 

AS 

16  Jon 

80 

CR 

AS 

85 

Mlt-O5015  Crimp,  MH..C-26482  Scfie>  2,  Mll.C-81703  Series  3  And 
Mll'C’83723  Series  M!  Conneclors) 
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S935 

Connector  Accetsoriet,  Electricot,  Siroin  Relief,  Split  90  Deg.,  Cotegory  4C  (For 
MIl-C-SOIS  Crimp,  Mll-C-26482  Seriei  2,  Mll-C-81703  Seriet  3  And 

MIL.C-83723  Seriei  lii  Connectors)  REV-AR  Ml  F.C  11  99  ES 

MIL.C.85049/67 

AS 

16  Jon 

80 

CR 

AS 

85 

5935 

Connector  Accetsoriet,  Electricol,  Adapter,  Shrinkboot,  Category  5  (For 
Mll.C-38999  Series  lii  i  N  Conneclori)  USER-AV  REV-MI  AR  EC  17  99  19 

15  11  ES 

MII.C-8S049/69B 

85 

01  Oct 

84 

CR 

AS 

85 

5935 

Connector  Accetsoriet,  Electricol,  Polling  Soot,  Cotegory  7  (For  Use  With 
MIL-C-SS049/61  Polling  Boot  Ring)  REV-AR  Ml  EC  15  11  17  99  19  ES 

MIL-C-B5049/74A 

85 

21  Nov 

86 

CR 

AS 

85 

5')35 

Connector  Accessories,  Electricol,  Polling  Bool,  Category  7  (For  Use  With 
MII-C-BS049/5B  Potting  Boot  Ring)  REV-AR  Ml  EC  99  19  17  15  11  ES 

MII-C.85049/75A 

83 

21  Nov 

86 

CR 

AS 

85 

5935 

Connector  Accessories,  Electricol,  Bockshell,  Non  Environmental,  Straight, 

Colegorv  35  (For  MIL-C-27599  Series  1  And  MIl-C-38999  Seriet  1  And  li 

Conner  ori)  REV-AR  Ml  EC  11  99  19  17  15  ES 

MIL-C-85049/27A 

85 

21  Nov 

86 

CR 

AS 

85 

5935 

Connecter  Accessories,  Electricol,  Bockshell,  Non  EnvironmenloL-Stroighl,  Shield 
Term!  lotion,  Cotegory  3B  (For  MIL-C-83733  Connectors)  Validated  Jan  87 
REV-MI  AR  EC  15  11  99  19  17  ES 

MIL-C.BS049/28B 
NOTICE  1 

85 

30  Jon 

87 

CR 

AS 

85 

5935 

Connector  Accessories,  Electrical,  Bockshell,  Non  Environmental,  Straight,  Stroin 
Relief,  Cotegory  3B  (For  Mll-C-27599  Series  1  And  MIL-C-38999  Series  1  And 
li  Connectors)  Validated  Jon  87  REV-MI  AR  EC  11  99  19  17  IS  ES 

Mll-C.85049/29 
NOTICE  1 

85 

30  Jon 

87 

CR 

AS 

85 

5935 

Connector  Accessories,  Electricol,  Bockshell,  Nonenvironmentol,  Stroight, 

Individuol  Shielded  Wire  Terminotion,  Category  3B  (For  MIL-C-27599  Series  1 
And  MIL-C-3S999  Seriet  1  And  li  Connectors)  REV-AR  Ml  EC  11  99  19  17  15 

ES 

Conneclur  Accessories,  Electrical,  Bockshell,  Non  Environmentol,  Stroight, 

Cotegory  38  (For  MIL-C-5015  Crimp,  MIL-C-25482  Series  2,  MIL-C-81703 

Seriet  3  And  MIL-C-83733  Seriet  lii  Connectors)  REV-AR  Ml  EC  11  ES 

MIL-C.BS049/30A 

85 

21  Nov 

86 

CR 

AS 

85 

5935 

MIL-C.85049/31A 

AS 

21  Nov 

86 

CR 

AS 

65 

5935 

Connector  Accessories,  Electrical,  Bockshell,  Non  Environmental,  90  Deg.,  Shield 
Terminotion,  Cotegory  3C  (For  MIL-C-27599  Series  1  And  MIL-C-38999  Series 

1  And  li  Connectors)  REV-AR  Ml  EC  99  19  17  15  IVES 

MIL-C.85049/32A 

85 

21  Nov 

86 

CR 

AS 

85 

5935 

Connector  Accessories,  Electrical,  Bock  Shell,  Non  Environmental,  Stroight, 

Shield  Termination,  Category  Sc  (For  MlL-C-27599  Series  1  And  MIL-C-38999 
Series  1  And  li  Connectors)  REV-MI 

MIL-C.85049/33A 

85 

21  Nov 

86 

CR 

AS 

85 

5935 

Connector  Accessories,  Electricol,  Bockshell,  Non  Environmentol,  Threoded 

Adapter,  Category  3C  (For  MIL-C-3d482  Series  1  Jom  Not  Receptocle 

Connector)  REV-MI  AR  EC  11  ES 

MIL-C-85049/34 

AS 

16  Jon 

80 

CR 

AS 

85 

5935 

Connector  Accessories,  Electricol,  Bockshell,  NonenvironmentoL-Stroight,  Shield 
Terminotion,  Category  3B  (For  MIL-C-27S99  Series  1  And  MIL-C-38999  Seriet 

1  And  li  Connectors)  Volldaled  Jan  87  REV-MI  AR  EC  OS  MC  I)  99  19  17 

15  ES 

Mll-C-85049/34 
NOTICE  1 

85 

30  Jon 

87 

CR 

AS 

85 

5935 

Connector  Accessaries,  Electrical,  Bockshell,  Non  Environmental,  Split  90  Deg., 
Shield  Terminotion,  Category  3B  (For  MtL-C-27599  Seriet-VAnd  MIL-C-38999 
Seriet  1  And  li  Connectors)  REV-MI  AR  EC  99  19  17  15  11  ES 

MIL-C-85049/37A 

85 

21  Nov 

86 

CR 

AS 

85 

5935 

5935 

Connector  Accessories,  Electrical,  Strain  Relief,  Straight,  Cotegory  48  (For 
MIL-C-38999  Series  lii  8.  Iv  Connectors)  USER-AV  REV-AR  EC  17  99  19  15 

11  ES 

Connector  Accestoriet,electrical,  Strain  Reliel,  Stroight,  Sell-locking,  Category 

4C  (For  MIL-C-38999  Series  III  And  IV  Connectors)  REV-11  15  19  99 

MIL-C-85049/38A 

MIL-C-0085049B/38 

85 

85 

03  Mor 

26  Jon 

83 

87 

CR 

AS 

85 

85 

5935 

Connector  Accessories,  Electricol,  Strain  Reliel,  90  Deg.  Category  4B  (For 
Mll.C-38999  Series  lii  8.  Iv  Connectors)  USER-AV  REV-MI  AR  EC  99  19  17 

15  11  ES 

MIL-C-85049/39A 

85 

04  Mor 

83 

CR 

AS 

85 

5935 

Connector  Accessories,  Electricol,  Strain  Relief,  Straight,  Cotegory  4C  (For 
MII-C-M733  Connectors)  REV-AR  Ml  EC  99  19  17  15  11  ES 

MIL-C-85049/44A 

85 

21  Nov 

86 

CR 

AS 

85 

5935 

Connector  Accessories,  Electricol,  Strain  Relief,  Stroight,  Category  4B  (For 
MIL-C-SOIS  Crimp,  MIL-C.26482  Series  3,  MIL-C-81703  Series  3,  And 
MIL-C-83723  Series  lii  Connectors)  REV-AR  Ml  EC  11  ES 

MIL-C-85049/52 

AS 

16  Jon 

80 

CR 

AS 

85 

5935 

Connector  Accessories,  Electricol,  Strain  Relief,  90  Deg.,  Nonmetollic,  Cotegory 

4C  (For  MIL.C-77599  Series  1  And  MIl-C-38999  Series  1  And  li  Connectors) 
Validated  Jan  89  REV-AR  Ml  EC  99  19  17  15  11  ES 

MII-C-85049/46B 
NOTICE  1 

85 

13  Jon 

89 

CR 

AS 

85 

5935 

Connector  Accessories,  Electrical,  Stroin  Relief,  90  Deg.,  Cotegory  4C  (For 
MIL-C-27599  Series  1  And  MIL-C-38999  Series  1  And  II  Connectors)  REV-MI 

AR  EC  17  99  19  15  11  ES 

MIL-C-85049/47A 

85 

26  Jon 

87 

CR 

AS 

85 

5935 

Connector  Accessories,  Electricol,  Stroin  Relief,  Slroight,:Cotegory  4C  (For 
MIL-C-24308  Connectors)  REV-AR  Ml  11  99  ES  NA 

MIL-C.85049/48A 

EC 

20  Jun 

88 

CR 

EC 

85 

5935 

Connector  Accessories,eleclricol,  Strain  Relief,  Stroight,  Self-locking  And 
Nonself-locking,  Category  4B  (FORMiL-C-38999  Series  1  And  fi  Connectors 
REV-AR  Ml  EC  11  99  19  15  ES 

MIL-C-85049/49B 

85 

26  Jon 

87 

CR 

AS 

85 

5935 

Connector  Accessories,  Electrical,  Strain  Relief,  90  Deg.,  Cotegory  4C  (For 
MIL.C-24308  Connectors)  REV-AR  Ml  11  99  ES  NA 

MIL-C-85049/50A 

EC 

20  Jun 

88 

CR 

EC 

85 

5935 

Connector  Accessories,  Electricol,  Strain  Relief,  90  Deg,,  Category  4C  (For 
Mll-C-SOlS  Crimp,  MIL-C-26482  Series  O,  M'‘..C.61703  Series  J  And 
MIL-C-83723  Series  lii  Connectors)  REV-AR  EC  11  ES 

MIL-C.85049/51 

AS 

16  Jon 

80 

CR 

AS 

85 

5935 

Connector  Accessaries,  Electricol,  Strain  Relief,  Stroight,  Cotegory  4C  (For 
MIL.C-5015  r.rimp,  MIL.C-2i482  Seriet  2,  Mll-C-81703  Series  3  And 
MIL.C.83733  Seriet  lii  Connectors)  REV-AR  Ml  EC  11  99  ES 

MIL.C-850.19/53 

AS 

16  Jon 

80 

CR 

AS 

85 

5935 

Connector  Aicetsoriet,  Electricol,  Strain  Reliel,  45  Deg.,  Cotegory  4C  (For 
MIL-C-5015  Crimp,  MIL.C-26482  Series  2,  MIL-C.81703  Seriet  3  And 
MIL-C-83733  Series  lii  Connectors)  REV-AR  Ml  EC  99  11  ES 

MIL-C-85049/54 

AS 

16  Jon 

80 

CR 

AS 

85 

5935 

5935 

Connector  Accessories,  Electricol,  Siroin  Relief,  90  Deg.,  Category  4C  (For 
MIL-C.5015  Crimp,  Mll.C-26482  Series  2,  MIL.C.81703  Seriet  3  And 
Mll.C-83723  Seriet  lii  Connectors)  REV-AR  Ml  EC  11  99  ES 

Connector  Accestories,eleclr)cal,  Strain  Relief,  90,  Self-focking, category  4C  (For 

MIL-C.85049/55 

MIL-C0085049/55 

AS 

85 

16  Jon 

26  Jon 

80 

87 

CR 

AS 

85 

85 

MIL-C-5015  Crimp,  MIL-C-26482  Strits  3,  MIL-C-81703  S«rit>  3  And 
MIL-C-83723  Strict  III  Conntclori)  REV-ll  li  19  99 
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5935 

Connector  Accesiorte^,  Electrical,  StroTn  Relief,  Straight,  Cotegory  4C  (For 

MIL-C-85049/56 

85 

16  Jan 

80 

CR  AS 

85 

M1L*C'27599  Series  1  And  MIL*C^8999  Series  1  And  1!  Connectors)  REV-AR 

Ml  EC  19  17  15  11  99  ES 

5935 

Connector  Accessories,  Electrical,  Strom  Relief,  45  Deg.,  Cotegory  4C  (For 

Mll-C-85049/57 

85 

16  Jon 

80 

CR  AS 

85 

Mll.C-27599  Series  1  And  Mll.C-38999  Series  1  And  li  Conneelors)  REV-AR 

Ml  EC  99  19  17  15  11  ES 

5935 

Connector  Accessories,  Electricol,  Ring,  Potting  Boot,  Category  5  (For 

MIL-C-85049/58A 

85 

21  Nov 

86 

CR  AS 

85 

Mll-C-38999  Series  I  Andii  Connectors)  REV-AR  Ml  EC  17  15  11  99  19  ES 

5935 

Connector  Acessorics,  Electrical,  Stroln  Relief,  90,  Self  locking,  Cotegory  4B 

MI1-C-0085049/51A 

85 

21  Nov 

86 

85 

(For  M1L-C*5015  Crimp,  MIL-C-26482  Series  2,  MlL-C-81703  Series  3  & 
Mll*C*83723  Series  lii  Connectors)  REV-11  15  19  99-ES 

5935 

Connector  Acessorles,  Electricol,  Strain  Relief,  Straight,  Self4ockIng,  Cotegory 

MII-C-0085049/52A 

85 

21  Nov 

86 

85 

48  (For  MIL-C-5015  Crimp,  MIL-C.26482  Series  2,  MtL-C-81703  Series  3  & 

MIL-  C-83723  Series  lii  Connectors)  REV-ll  15  19  99  ES 

5935 

Connector  Acessorles,  Electrical,  Backshell  Straight,  Self-locking,  Category  3B 

MIL-C-0085049/31 

85 

21  Nov 

86 

85 

(For  MIL-C-5015  Crimp,  MIL-C-26482  Series  2.  MIL-C-81703  Series  3  & 
Mll-C-83723  Series  lii  Connectors)  REV-11  15  19  99  ES 

5935 

Connector  Adopter,  Closs  1  (Cooxial,  Series  Twin),  Type  UG-493A/U  (Inoctive) 

MIL-C-3655/4B  (2) 

CR 

16  Sep 

82 

CR  EC 

85 

USER-AT  SH  MC  AS  19  REV-MI  OS  17  11  99  ES 

Q 

5935 

Connector  Adapter,  Right  Angle,  Rfi  Shielded,  Electric  Connector  To  Electric 

MII-C-81582/5A 

AS 

05  Nov 

75 

CR  AS 

99 

Connector  Validaltd  May  82  \3SER-SH  REV-AR  EC  15  11  ES 

5935 

Connector  Adopter,  Class  1  (Cooxiol,  Series  Twin),  Type  UG-9d1/U  Validated 

MII-C-3655/5B 

CR 

31  Aug 

88 

CR  EC 

85 

Aug  SS  USER-AT  MC  AS  SH  19  REV-MI  OS  11  99  17  ES 

NOTICE  1 

5935 

Connector  Adapter,  Class  li  (Coaxiol,  Series  Twin),  Type  Validated 

MtL-C.365S/7B 

CR 

31  Aug 

88 

CR  EC 

85 

Aug  88  USER-AT  MC  AS  SH  19  REV-MI  OS  17  11  99  ES 

NOTICE  1 

5935 

Connector  Adapter,  Class  II  (Cooxial,  Series  Twin),  Type  UG-1059/U  Validated 

MIL-C-3655/8B 

CR 

31  Aug 

88 

CR  EC 

85 

Aug  88  USER-AT  SH  MC  AS  19  REV-MI  OS  17  11  99  ES 

NOTICE  1 

Q  L 

5935 

Connector  Assemblies;  Plugs  And  Receptacics.electric  Power  Transf  Er,  Shore  To 

MIL-C-24368B 

SH 

25  Mor 

87 

SH 

Ship  And  Ship  To  Ship,  General  Specification  For-REV-YO  ES 

SUPPL  1 

L 

5935 

Connector  Assemblies;  Plug,  Power  Transfer,  Shore  To  Ship  And  Shlpto  Shlp, 

MIL-C-24368/1B 

SH 

25  Mor 

87 

SH 

500  Volts,  500  Amperes,  ■'■0  Hem,  Symbol  Number  1160  USER-EC  REV-YD 

5935 

Connector  Assembly  &  Thermocouple  Leod  Validated  Aug  86  REV-67  99  ES 

AN5537 

REV  1 

85 

05  Aug 

86 

AS 

85 

1 

5935 

Connector  Assemblies;  Receptacle,  And  Receptacle  -  Cobled,  Power  Tronsfer, 

MtL-C.24368/2S 

SH 

25  Mor 

87 

SH 

Shore  To  Shipond  Ship  To  Ship,  500  Volts,  500  Amperes,  60KERTZ,  Symbol 
Number  1161  USER-cC  REV-YO 

L 

5935 

Connector  Assemblies;  Plugs  &  Receplocles,  E(ectrIc,  Power  Tronsfer,  Shore  To 

MIL-C-24368/4A 

SH 

25  Mor 

87 

YD 

Ship  &  Ship  To  Ship,  500  Volts,  500  Arhperes,'60  Hertz,  Symbol  Numbers 
1162.1,  1162,2  &  1162.3  USER-EC  REV-YO 

1. 

5935 

Connector  Assemblies;  Ouol  Purpose,  Submdrine-Shore  Power  Transfer  (AC) 

Mll-C-24368/6 

SH 

25  Mor 

87 

SH 

And  OSkV-Sottery  Charging:(DCj,  500VOLTS,  4(X)  Amperes,  6  0  Hertz, 
Three-phose-SymboIs  1150  &  1150.1  USER-EC  REV-YO 

Connector  Coaxial  Radio  Freguency  Strip  Or  Mlcrostrip  Tronsmission  line 

Mll-C-83517/10  (1) 

85 

27  Feb 

87 

CR  EC 

85 

Series  SMA  (Socket  Contact  Fldnge  Mounted  Receptocl"  Validated  Feb  87 
USER-MC  19  REV-AT  Ml  AR  AS  SH  99  11  ES 

NOTICE  1 

L 

Component  Pert,  Electrical  Bock  Plane,  Printed  Wiring  Compllont  Pin 

MIL-C-2B859/1B 

SH 

16  Apr 

82 

SH 

O  1 

3 

'f'Onl  Part,  Electricol  Bock  Plane,  Printed  Wiring,  Generol 

MIL-C-28859A  (2) 

SH 

23  Jul 

85 

SH 

pecii.  USER-MC  REV-ES 

1 

5935 

Connector  Cwi.  Ete:tri:ol  Socket,  Crimp  Removoble,- For  MIL-O85028(AS) 

MIL-C-39029/59B 

AS 

21  Aug 

81 

AS 

Connectors  REV.-EC-ES 

L 

5935 

Connector  Contoct,- Electricol,  Pin,  CrimpiRemovoble,  For  MiL-C-85028(AS) 

MII-C-39029/70B 

AS 

2rAug 

81 

AS 

Connectors-REV-ECES 

L 

5935 

Connector  Electricol,  Circular  Threaded,  High  Density,  High  Shock  Shipboord, 

MII-C-28340A  (3) 

EC 

25  Jun 

84 

EC 

Closs  0  Generol  Specificalion  For  USER-OS-YD  REV-SH 

SUPP  1 

5935 

Connector  Electricol,  Clrculor,  Mlnloture,  Hlg.’  Density,  Quick.  Disconnect 

MIL-C-38999/9 

85 

30  Dee 

86 

CR  AS 

85 

(Bayonet,  Threaded  &  Breech  Coupling),  Envr.  Resistont  Removoble  Crimp.  & 
Hermetic  Solder  Contacts  Receptocle  Dummy.  Stowage,  Boyonet  Coupling 
Validated  Dec  86  REV-Ml  OS  MC  EC  11  99  17  15  ES 

NOTICE  1 

5935 

ConncctOf'-Mounling  To  Connectors,  Mounting  Nuts,  Ploln,  Kexogon  USER-ME 

MS-3186D 

AS 

06  Apr 

84 

CR  AS 

85 

os  REV-MI  EC  OS  ES 

1 

5935 

Connector  Plog,-Elec,  Cooxiol,  Rodio  Frequency,  Ser.n  (Socket  Contact, 

MII-C-39012/118A 

EC 

09  Dec 

86 

CR  EC 

85 

Serairiuld,  Coble, class  2)  Use  With  MIL-C-28830/3)  USER-AM  AT  AS  MC  OS 

90  REV-MI  SH  11  15  99 

5935 

Connector  Plug, -Electricol,  Self  Locking,- Coupling  Nut,  Reor  Releose,  Crimp 

MS-3459C 

AS 

22  Jon 

76 

CR  AS 

85 

Contoct,  AN  Validated  Jul  82  SEV-AR  Ml  ME  AT  AV  EC  11  17  99  fcS 

5935 

Connector  Plug,  Altorhoble  Externol  Elecfrlo  Power,  Aircraft,  28  Volt  Dc 

MS-25488F 

AS 

12  Mar 

80 

CR  AS 

85 

Operating  Power  Volidaled  Sep  87  USER-AT  MC  REV-AV  85  99  ES 

L 

5935 

Connector  Set,  Electrical,  Herme/icaily  Seoled/Submorlne  Vo/Zr/oMr/Aug  80 

MII-C-22249A  (2) 

SH 

21  Oct 

74 

SH 

REV-ES 

1 

5935 

Connector  Set,-Heodcr  Assembly  •  l5  Pm  Validated  Jul  82  . . . 

MIL-C-22249/3 

SH 

19  Apr 

68 

SH 

1 

5935 

Connector  Set,  Header  Assembly  44-PIN  Validated  Jul  82  REV-ES . . 

MIL-C-22249/6 

SH 

19  Apr 

68 

SH 

1 

5935 

Connector  Set,  Header  Assembly,  208  Pin  (45~Deg.  Orientollo  i)  Validated  Jul 

MIL-C-22249/27A 

SH 

15  Aug 

77 

SH 

82  REV-ES 

L 

5935 

Connector  Set,  Heoder  Assembly,  138-PlN  Validated  Jul  82  f.EV-tS  ................. 

Mll-C-22249/18 

SH 

19  Apr 

68 

SH 

L 

5935 

Connector  Set,  Header  Assembly  208  PIN-{310  Deg.  Oflentctlon)  Validated  Jul 

Mll-C-22249/288 

SH 

15  Aug 

77 

SH 

S2  REV-ES 

1 

5935 

Connector  Set,  Header  Assembly,  77‘91N  Validated  Jul  82  REV-ES  ......... . . 

MIL-C-22249/I3 

SH 

19  Apr 

68 

SH 

L 

5935 

Connector  Set,  Header  Assembly,  I75‘PIN  Validated  Jul  82  REV-ES  ..... _ ......... 

MIL-C-22249/21 

SH 

19  Apr 

68 

SH 

1 

5935 

Connector  Set,  Header  Assembly,  Validated  Jvl  82  REV-ES  .................... 

Mll-C-22249/38 

SH 

19-Apr 

68 

EC 

L 

5935 

Connector  Set,  Header  Assembly,  6-PlN  Validated  Jul  J2  REV-ES 

MIL-C-22249/41 

SH 

19  Apr 

68 

SH 

1 

5935 

Conncctor-Sci,  Header  Assembly,  19  Pin  Validated  Jul  82  REV-ES...................... 

MIL-C-22249/35 

SH 

19  Apr 

68 

EC 

L 

5935 

Connector  Set,  Plug  Assembly,  IP-PIn,  Missile  Side  Validated  Jul  82  RtV 

MIL-C-22249/36B 

SH 

15  Aug 

77 

SH 
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1. 

5935 

Connector  Set,  Plug  Assembly,  138*PiN,  Compartment  Side  Validate  Jyl  82 

REV.ES 

Mll-C.22249>  14 

SH 

19  Apr 

68 

SH 

L 

5935 

Connector  Set,  Plug  Assembly,  138>PIN,  Comportment  Side  Volldot^d  Jvl  62 
REV-ES 

MIL-C.22249/15 

SH 

19  Apr 

68 

SH 

L 

5935 

Connector  Set,  Plug  Assembly,  138*PIN,  Missile  Side  Voh'dcfed  Jyt  82  R£V*£S  .. 

Mll-C-22249/14 

SH 

19  Apr 

68 

SH 

L 

5935 

Connector  Set,  Plug  Assembly,  138'PiN,  Missile  Side  Validated  Jut  62  R£V>ES  .. 

MIL-C.22249/17 

SH 

19  Apr 

68 

SH 

L 

5935 

Connector  Set,  Pk)  Assembly,  175>PIN,  Comportment  Side  Validated  Jut  62 
REV-ES 

Mll-C.22249/19 

SH 

19  Apr 

68 

SH 

L 

5935 

Connector  Set,  Plug  Assembly,  175*PlN,  Missile  Side  Validated  Jut  82  REV-ES  .. 

Mll-C-22249/20 

SH 

19  Apr 

68 

SH 

L 

5935 

Connector  ..et.  Plug  Assembly,  208-PIN,  Compartment  Side  Validated  Jut  62 
REV.ES 

MIt  C-22249/26A 

SH 

15  Aug 

77 

SH 

1 

5935 

Connector  Set,  Plug  Assembly  72.PIN,  Compartment  Side  Validated  Jut  62 

REV.ES 

MIL-C.22249/7A 

SH 

15  Aug 

77 

SH 

L 

5935 

Connector  Set,  Plug  Assembly,  72.PIN,  Compartment  Side  Validated  Jut  82 

REV-ES 

MIL.C.22249/8 

SH 

19  Apr 

68 

SH 

1 

5935 

Connector  Set,  Plug  Assembly,  72  Pin,  Comport  Side  Validated  Jut  62  REV-£$  .. 

MlL-C-22249/9 

SH 

19  Apr 

68 

SH 

1 

5935 

Connector  Set,  P/ug  Assembly,  12  Pin,  Comportment  Side  Validated  Jut  82 

REV-ES 

MIL-C.22249/37A 

SH 

15  Aug 

77 

SH 

L 

5935 

Connector  Set,  Plug  Assembly,  6<PtN,  Missile  Side  Validated  Jut  62  REV.ES  ...... 

MII-C-22249/42A 

SH 

15  Aug 

77 

SH 

1 

5935 

Connector  Set,  Plug  Assembly,  6-PIN,  Missile  Side,  Right  Angle  Validated  Jot 

82  REV.ES 

MIL.C-22249/43 

SH 

19  Apr 

68 

SH 

L 

5935 

Connector  Set,  Plug  Assembly,  6-PIN  Compartment  Side  Validated  Jut  62 

REV-ES 

MIL-C-22249/40A 

SH 

15  Aug 

77 

SH 

1 

5935 

Connector  Set,  Plug  Assembly,  206-PIN,  Missile  Side,  (45  Oeg.  Orientotion) 
Validated  Jut  62  REV-ES 

MIL-C.22249/29A 

SH 

15  Aug 

77 

SH 

1 

5935 

Connector  Set,  Plug  Assembly  206.PIN,  Missile  Side  (310  Oeg.  Orientotion 
Validated  Jut  82  REV-ES 

MIL-C-22249/30A 

SH 

15  Aug 

77 

SH 

L 

5935 

Connector  Set,  Plug  Assembly  72  Pin,  Missile  Side  Validated  Jut  62  REV-ES  ...... 

MIL-C-22249/10 

SH 

19  Apr 

68 

SH 

L 

5935 

Connector  Set,  Plug  Assembly,  72  Pin,  Missile  Side  Validated  Jut  82  REV-ES...... 

MIL-C-22249/n 

SH 

19  Apr 

68 

SH 

L 

5935 

Connector  Set,  Plug  Assembly,  72.PIN,  Missile  S\6e  Validated  Jut  82  REV-ES  .... 

MIL-C.22249/12 

SH 

19  Apr 

68 

SH 

1 

5935 

Connector  Set,  Plug  Assembly,  3-PlN,  Comportment  6\6e  Validated  Jut  62 

REV-ES 

MIL-C-22249/31A 

SH 

15  Aug 

77 

SH 

L 

5935 

Connector  Set,  Plug  Assembly,  3  Pin,  Missile  Side  Validated  Oct  82  REV-ES . 

MIL-C.22249/33A 

SH 

15  Aug 

77 

SH 

L 

5935 

Connector  Set,  Plug  Assembly,  19  Pin,  Comportment  Side -Validated  Jut  82 

REV-ES 

MII-C-22249/34B 

SH 

15  Aug 

/7 

SH 

L 

5935 

Connector  Set,  Plug  Assembly,  44-PtN,  Comportment  Side  Validated  Jut  82 

REV-ES 

Mll-C-22249/4 

SH 

19  Apr 

68 

SH 

L 

5935 

Connector  Set,  Plug  Assembly,  44-PIN,  MIssle  Side  Validated -Jut  82  REV-ES ...... 

MIL-C.22249/5 

SH 

19  Apr 

68 

SH 

1 

5935 

Connector  Set,  Plug  Assembly  15-PIN,  Compartment  Side  Validated  Jut  82 

REV-ES 

Ma-C.22249/1 

SH 

19  Apr 

68 

SH 

1 

5935 

Connector  Set,  Plug  Assembly,  15-PIN  Missile  Side  Validated  Jut  82  REV.ES...... 

MIL-C.22249/2 

SH 

19  Apr 

68 

SH 

L 

5935 

Connector  Set,  Spanner  Wrench  For  208  Pin  Plug,  Missile  $ide  -Vb//d'ore</  Jut  82 
REV-ES 

MIL-C-22249/44 

SH 

09  Aug 

68 

SH 

L 

5935 

Connector  Set,  Sponner  Wrench  Assembly  For  44  And  72-PIN  Umbilicol  Plug 
Coupling  Nuts  Validated  Jul  82  REV-ES 

Mll-C.22249/23 

SH 

19  Apr 

61 

SH 

1 

5935 

Connector  Set,  Spanner  Wrench  Assembly  For  138-AND’175-PIN,  Umbilicol 

Plug  Coupling  Nuts  Validated  Jul  82  REV-ES 

Mll-C-22249/24 

SH 

19  Apr 

68 

SH 

i 

5935 

Connector  Set,  Sponner  Wrench  For  3,  6,  12,  And  19  Pin  Plug,  Missile  Side 
Validated  Jut  82  REV-ES 

MtL-C.22249/45B 

SH 

15  Aug 

77 

EC 

L 

5935 

Connector  Set,  Watertight  Cover  Assembly,  208  Pin  Header  Assembly  Validated 
/u/ 82  REV-ES 

MIL-C-22249/46A 

SH 

15  Aug 

77 

SH 

L 

5935 

Connector  Set,  Watertight  Heoder  Cover  Assembly  For  15-PlN  Umbicicol  Plug 
Validated  Jan  83  REV-ES 

Mll-C-22249/25 

SH 

19  Apr 

68 

SH 

L 

5935 

Connector  Sets,  Header  Assembly,  3  Pin  Validated  Jul  82  REV-ES . . . 

MIL-C.22249/32A 

SH 

15  Aug 

77 

SH 

L 

5935 

Connector  Sets,  Plug  Assembly,  12  Pin,  Compartment  Side  Validated  Jut  62 

REV-ES 

MIL.C-22249/39A 

SH 

15  Aug 

77 

SH 

5935 

Connector  Shield,  Electrical  (Cooxiol,  Series  Twin),  Type  MX-1556/U  Validated 

Jan  85  USER-AT  SH  MC  AS  19  REV-MI  OS  17  11  ES 

MIL-C-3655/10A 

CR 

17  Jun 

77 

CR  EC 

85 

5935 

Connector  Shield,  Electrical  (Coaxiol,  Series  Twin),  Type  UG-106/U  Validated 

Aug  88  USER-AT  MC  AS  SH  19  REV-MI  05  17  11  ES 

MII-C-3655/HB 
NOTICE  1 

CR 

31  Aug 

88 

CR  EC 

85 

5935 

Connector.accessories,  Electrical,  Stroin  Relief,  Stroight,  Nonmetollic,  Cotegory 

4C  (For  MIL-C.27599  Series  1  And  MIL-C-38999  Series  1  And  li  Connectors) 
Validated  Jan  89  REV-AR  Ml  EC  99  11  15  17  19  ES 

MIL-C-85049/45A 
NOTICE  1 

85 

13  Jon 

89 

CR  AS 

85 

L 

5935 

Connector&plug,  Electrical  Coble  Mounting  Validated  Jan  87  REV-ES..... . . 

MS-24235B 

NOTICE  1 

85 

30  Jon 

87 

85 

1 

5935 

Conneclor&plug,  Electrical,  Straight  Validated  Jan  67  REV-MI  .  . . 

MS-24234B 

NOTICE  1 

85 

30  Jon 

87 

85 

L 

5935 

Connector&receptocle,  Electricol,  Wol!  Mounted  Validated -Jon  87  REV-ES .......... 

MS-24234B 

NOTICE  1 

85 

30  Jon 

87 

85 

1 

5935 

Connector&receotacle,  Electrical,  Hermetic,  Jam  Nut,  Reor.Mountino-Vbl/c/o/ed 

Jon  87  REV-W  ES 

M5-24240B 

NOTICE  1 

85 

30  Jon 

87 

85 

1 

5935 

Connector&receptocle,  Electrical,  Hermetic,  Jom  Nut,  Front  Mounting  Validated 

Jan  87  REV-99  ES 

MS-24241B 

NOTICE  1 

85 

30  Jon 

87 

85 

L 

5935 

Connector-plug,  Electrical,  90  Oeg.  Validated  Jan  87  REV-99  ES  ....................... 

MS.24237B 

NOTICE  1 

85 

30  Jon 

87 

85 

L 

5935 

Connector-plug,  Electrical,  45  Deg.  Validated  Jan  87  REV-ES.............................. 

MS-24238B 

NOTICE  1 

85 

30  Jon 

87 

85 

L 

5935 

Connector,  Adopter,  For  Molded  Plug,  Type  li.  Three-  And  Four-conductor,, . 

M1L-C-2423I/15D 

SH 

15  May  87 

SH 

5935 

Connector,  Adopter,  Series  HN,  Type  UG-2(2C7U  Validated  Aug  88  USER-AT 
PEV-MI  AS  99  ES 

MIL-C-3643/4A 
NOTICE  1 

CR 

31  Aug 

88 

CR  EC 

85 

1 

5935 

Connector,  Adopter,  For  Molded  Plug,  Type  li.  Seven-conductor.......................... 

MIL-C-24231/I60 

SH 

15  Moy  87 

SH 

1 

5935 

Connector,  Adapter  Electric  Validated  Sep  87................ ...................................... 

MS.3134 

NOTICE  1 

AS 

06  Aug 

74 

AS 

4b8 
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5935 

Connector,  Adopter,  for  Molded  Plug,  Type  li,  Nine^conduetor . . . 

MtL-C-24231/17D 

SH 

15  Moy 

87 

EC 

5935 

Connector,  Adapter,  RFl  Shielded,  Coble  To  Electric  Connector  VaUdat&d  May 

MIL-C?’582/4B 

AS 

05  Nov 

75 

CR 

AS 

99 

82  USER-SH  REV.EC  ES 

5935 

Connector,  Adapter  Assembly,  Umbilical  Coble  To  Stores  Interfoce,  Lonyord 

MII-C-81582/6A 

AS 

05  Nov 

76 

CR 

AS 

99 

Rtlease  Va/zWoW  /Mo/ 5?  USER-SH  REV-AR  EC  15  >1  ES 

5935 

Connector,  Adopter,  Stroight,  Electric  Volidaled  Jul  82  USER*ME  MC  REV>AV 

MII-C-81511/14D  (1) 

AS 

30  Apr 

76 

CR 

AS 

85 

AR  Ml  EC  11  ES 

5935 

Connector,  Adopter  Assembly,  Umbilicol  Coble  To  Stores  Interfoce,  lonyord 

Mll-C-8 1582/7 A 

AS 

05  Nov 

75 

CR 

AS 

99 

Releose  Validated  May  82  USER-SH  REV-AR  EC  15  11  ES 

5935 

Connector,  Adopter  Assembly,  Umbilical  Coble  To  Stores  interface,  lanyard 

MIL-C-81582/8B 

AS 

05  Nov 

75 

AS 

Releose  Validated  May  82  USER-SH  REV-EC  ES 

5935 

Connector,  And  Associoled  Fitting  For  Flexible,  Solid*dieleclric,  Rodio-frequency 

M1L-C-21367E 

SH 

18  0cl 

85 

SH 

Cables,  REV-ES 

SUPPl  1 

5935 

Connector,  Audio,  Airborne,  Generol  Speclficotlun  For  USER*19  17  REV01  99 

ES 

Connector,  Audio,  Airborne,  Plug,  4  Contact  USER*19  17  REV-11  99  ES . . 

MII-C-9177B  (2) 

85 

12  Sep 

88 

85 

5935 

MII-C-9177/1B 

85 

12  Sep 

88 

85 

5935 

Connector,  Audio,  Airborne,  Plug,  Miniature,  4  Contocf  Votidated  Feb  87 

MII-C-9177/2A 

85 

27  Feb 

87 

85 

USER-17  19  REV-99  11  ES 

NOTICE  1 

5935 

Connector,  Audio,  Airborne,  Jack,  Coble,  4  Contact  USER-19  17  REV-99  11  ES 

Ma-C-9177/3B 

85 

12  Apr 

84 

85 

5935 

Connector,  Audio,  Airborne,  Jock,  Ponel  Mount,  4  Contoct  USER-19  17  REV-99 

11  ES 

Connector,  Audio,  Airborne,  Jock,  Switch,  4  Contoct  USER-19  17  REV-ll  99 

ES 

Connector,  Breokawoy,  Electro*mechonicol  REV-ES  . . . . . . 

MIL-C-9177/4B 

85 

12  Sep 

88 

85 

5935 

MIL-C-9177/5B 

85 

12  Sep 

88 

85 

5935 

MIL-C-18832  (2) 

OS 

17  Feb 

88 

OS 

5935 

Connector,  Coble  Outlet,  Electr’col,  Generol  Purpose,  Hospltol  Grode  Coble 

W-C-596/14C 

/ES 

06Ocl 

80 

CR 

YD 

85 

ES 

Connecting,  Grounding,  2  Pole,  3  Wire,  15  Amperes,  125  Volts,  50/60  Her 
Validated  Apr  55  USER-AR  AV  MC  SH  REV-MI  EC  AS  99  11 

5935 

Connector,  Coble  Outlet,  Electricol,  Generol  Purpose,  Coble  Connecting, 

W-C-596/18B 

/ES 

06  Oct 

80 

CR 

YD 

85 

ES 

Grounding,  2  Pole,  3  Wire,  15  Amperes,  250  Volts  Validated  Apr  65 

USER-M!  ME  AV  MC  SH  REV-EC  AS 

5935 

Connector,  Coble  Outlet,  Electricol,  Specific  Purpose,  Single,  Generolgrode, 

W-C-596/79B 

•ES 

07  Aug 

81 

CR 

YD 

85 

Grounding,  locking,  2  Pole  3  Wire,  30  Amperes,  250  Volts,  50/60  Hertz 
Validated  Apr  85  USER-19  1 1 

5935 

Connector,  Coble  Outlet,  Electricol,  General  pose,  Generol  Grade, 

W-C-596/74B 

/ES 

07  Aug 

81 

CR 

YD 

85 

Grounding,  2  Pole,  3  Wire,  15  Amperes,  977  Volts  Ac,  50/60  Hertz 

Validated  Apr  85  AV  MC  SH  19  REV-MI  AS  EC  99  11  19 

5935 

Connector,  Coble  Outlet,  Electrical,  Generol  Purpose,  Grounding,  2  Pole,  3 

W-C-594/70A 

/ES 

24  Moy  76 

CR 

YD 

85 

ES 

Wir«,  30  Ampere.,  125  Volh  Validated  Mar  84  USER-AV  ME  AR  SH  MC 

REV-MI  AS  ECU  99 

5935 

Connector,  Coble'Outlet,  Electrical,  Midget  Locking,  Specific  Purpose, 

W-C-596/76A 

/ES 

24  Moy  76 

CR 

YD 

85 

ES 

Grounding,  2  Pole,  3  Wire,  15  Amperes,  125  Volts  Validated  Mar  84 

USER-AV  mE-SH  MC  REV-MI  AS  EC  99 

5935 

Connector,  Coble  Outlet,  Electricol,  Specific  Purpose,  Single,  Grounding, 

W-C-596A/150A 

/ES 

03  Moy  88 

CR 

YD 

85 

locking,  2  Pole,  3  Wire,  30  Amperes,  28  Volts,  Direct  Current  USER-ME  AV 

MC  SH  REV-Mt.eCAS  11  99 

5935 

Connector,  Coble  Outlet,  Electricol,  Generol  Purpose,  Coble  Connecting, 

W-C-596/53B 

/ES 

04  Sep 

81 

CR 

YD 

85 

General  Grade,  3  Pale,  3  Wire,  15  Amperes,  125  Volts,  10  Amperes,  250 

Volts,  50/40  Hertz  VoWoret/ Apr  85  USER-AV  ME  SH  MC  11  REV-MI  AS 

EC  99  19 

5935 

Connector,  Coble  Outlet,  Electrical,  Specific  Purpose,  Single,  Grounding, 

W-C-596/153A 

/ES 

03  May  88 

CR 

YD 

85 

ES 

Locking,  2  Pole,  3  Wire,  30  Amperes,  120  Volts,  400  Hertz,  1  Phose 

USER-AV  ME  SH  MC  REV-AS  EC  99  11 

5935 

Connector,  Coble  Outlet,  Electricol,  Speclol  Purpose,  Coble  Connecting, 

W-C-596/138A 

/ES 

24  Jun 

83 

C,R 

YD 

85 

ES 

Grounding,  4  Pole,  5  Wire,  20  Amperes,  120/208  Volts,  50/60  Hertz,  3 

Phase,  Y  USER-AV  ME  MC  SH  REV-MI  AS  EC  1 1  99 

5935 

Connecter,  Coble  Outlet,  Electrical,  Specific  Purpose,  Coble  Connecting, 

W-C-596A/156A 

/ES 

03  May  88 

CR 

YD 

85 

locking,  Grounding,  3  Pole,  4  Wire,  30  Amperes,  120  Volts,  400  Hertz,  3 

Phose  USER-ME  AV  MC  SH  REV-MI  EC  AS  99  11 

5935 

Connector,  Coble  Outlet,  Electricol,  Generol  Purpose,  Generol  Grode, 

W-C-596/67B 

/ES 

07  Aug 

81 

CR 

YD 

85 

Grounding  2  Pole,  3  Wire,  20  Amperes,  250  Volts,  50/60  Hertz  Validated 

Apr  85 

5935 

Connector,  Coble  Outlet,  Electricol,  Specific  Purpose,  Coble  Connecting, 

W.C-596/48B 

/ES 

04  Sep 

81 

CR 

YD 

85 

Generol  Grode,  Locking,  3  Pole,  3  Wire,  20  Amperes,  125/250  Volts,  50/60 
Hertz  USER-AV  ME  SH  MC  11  REV-MI  AS  EC  99  19 

5935 

Connector,  Coble  Outlet,  Electricol,  Specific  Purpose,  Generol  Grode,  Midget 
locking  Coble  Connecting,  3  Pole,  3  V/ire,  15  Amperes,  125/250  Volts, 

50/60  Hertz  Validated  Apr  85  USER-AV  ME  SH  MC  11  REV-MI  AS  EC  99 

19 

Connector,  Coble  Outlet,  Electricol,  Specific  Purpose,  Ccble  Connecting, 

W-C.594/50B 

/ES 

04  Sep 

81 

CR 

YD 

85 

5935 

W-C-596/dlB 

/ES 

04  Sep 

81 

CR 

YD 

85 

General-Grode.  LocUna,  4-PoIe,  4  Wire,  20  Amperes-  3  Phase  Wye, 

120/208  Veils,  50/60  Heriz  Validated  Apr  85  USER-AV  ME  SH  MC  11 
rev-mi  as  99  19 

5935 

Connector,  Coble  Outlet,  Electricol,  Specific  Purpose,  Coble  Connecting,  locking 

W-C-596/I59A 

/ES 

03  May  88 

CR 

YD 

85 

ES 

Grounding,  4  Pole,  5  Wire,  30  Amperes,  120/208  Volts,  3  Phase  Y,  400 

Hertz  USER-AV  ME  SH.  MC  REV-MI  AS  EC  99  11 

5935 

Connector,  CoaxioI.  Rodio  Frequency,  Series  HN,  &  Associoted  Fittings, 

MII-C-3643/4A 

CR 

31  Aug 

88 

CR 

EC 

85 

Adapter,  Type  UG-4I3/U  Validated  Aug  88  USER-AT  REV-MI  AS  99  ES 

NOTICE  1 

5935 

Connector,- Cooxiol,  Radio  Frequency  Series  N  (Plugs  8i  Jocks,  Semirigid  Coble, 

MIL-C-39012/117  (1) 

EC 

13  Jon 

83 

EC 

Male,  Class  2)  (For  Use  With  MIL-C-28830/3) 

5935 

Connector,  Cooxiol,  Rodio  Frequency,  Strip  Or  Micrcstrip  Transmission  line. 

Mll-C-e3517/11  (1) 

85 

27  Feb 

87 

CR 

EC 

85 

Series  SMA  (Pin  Contoct,  Flonge  &  Mounted  Receptocle)  Validated  Feb  87 

NOTICE  1 

5935 

Connector,  Cooxiol,  Rodio  Frequency,  Series  LC  Validated  Apr  8t  USER-MC  AS 

MIL-C-3450A  (1) 

EC 

16  Jon 

64 

CR 

EC 

85 

REV-AR  Ml  1 1  99  ES 

SUPP  1A 

459 


FSC  LISTING 
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5935 

Connector,  Cooxiol,  Radio  Frequency,  Series  SMB  (Receptacle,  Mole,  Printed 
Circuit,  Clo«  2)  USER-ME  AT  AR  MC  19  REV.MI  99  17  U  ES 

MII-C-39012/95A 

CR 

24  Sep 

86 

CR 

EC 

85 

5935 

Connector,  Cooxiol,  Rodio  Frequency  For  Cooxiol,  Strip  Or  Microstrip 

Trantmitsson  line  Genera)  Specificotlon  Validated  Feb  87  USER«MC  19 

REV.AT  AR  Ml  AS  n  99 

MIL-C.83517 

SUPP  1 

NOTICE  1 

85 

27  Feb 

87 

CR 

EC 

85 

5935 

Connector,  Coaxial,  Radio  Frequency,  Series  Tnc  (Uncobled  •  Receptocte, 

Socket,  Jam  Nut  Mounted,  Clost  2)  USER*AT  ME  AM  AS  OS  MC  19  REV*MI 
n  17  99  ES 

MIL-C-39012/31B 

CR 

22  Dee 

83 

CR 

EC 

85 

5935 

Connector,  Cooxiol,  Rodio  Frequency,  Series  HN,  Associated  Fittings  General 
Specification  For  Validated  Avg  88  USER*AT  AR  REV*MI  AS  99  ES 

MII-C-3643A  (3) 

SUPP  lA 

NOTICE  1 

CR 

31  Aug 

88 

CR 

EC 

85 

5935 

5935 

Connector,  Cooxiol,  Rodio  Frequency,  (Series  6nc  (Uncobled)  •  Receptocles, 

Femole,  Flange  Mounted,  Closs  ll{  Validated  Apr  82  USER-AT  ME  AM  AS 

OS  MC  19  REV.MI  11  17  99  ES 

Connector,  Coaxial,  Radio  Frequency,  Series  TPS  Validated  Aug  68  REV.ES . 

MIL-C-390'2/22A  (1) 

MIL-C-55235 

NOTICE  1 

CR 

CR 

01  Nov 

31  Aug 

79 

88 

CR 

CR 

EC 

85 

5935 

Connector,  Cooxiol,  Radio  Frequency,  Series  C  (Uncobled^receptocle,  Female, 

Flange  Mounted,  Reor  Mounted,  Class  2)  Validated  Aug  88  USER.AT  ME  AM 

MC  AS  OS  19  REV.MI  11  17  99  ES 

MIL‘C.39012/12B  (1) 
NOTICE  1 

CR 

31  Aug 

88 

CR 

EC 

85 

5935 

Connector,  Cooxiol,  Rodio  Frequency,  Series  Pulse,  General  SpecIflcotion  For 
Validated  Apr  83  REV-AR  Ml  1 1  99  ES 

MI1,.C-3607A 

SUPP  1 

EC 

30  Aug 

61 

CR 

EC 

85 

5935 

Connector,  Cooxiol,  Radio  Frequency,  Series  C  (Uncobled  Receptocle,  Femole, 

Jam  Nut  Mounted,  Front  Mounted,  Pressurized,  Class  2)  Validated  Aug  88 
USER-AV  AT  ME  AS  MC  SH  19  REV-MI  AR  OS  11  17  99  ES 

MII.C.39012/13B 
NOTICE  1 

CR 

31  Aug 

88 

CR 

EC 

85 

5935 

Connector,  Cooxiol,  Radio  Frequency,  Series  Pulse,  Receptacle,  Electricol, 
Pressurized,  Type  UG.38A/U  Validated  Apr  84  USER-MC  AS  REV-MI  1 1  99 

ES 

Connector,  Coaxial,  Rodio  Frequency  Series  C  (Uncabled.receptocle,  Femole, 

Jam  Not  Mounted,  Hermetic  Seol,  Closs  2)  Validated  Aug  88  USER.AT  ME 

AM  MC  AS  19  REV.MI  OS  17  11  99  ES 

MII.C-3607/4B 

EC 

01  Nov 

65 

CR 

EC 

85 

5935 

MIL-C-39012/14B  (1) 
NOTICE  1 

CR 

31  Aug 

88 

CR 

EC 

85 

5935 

Connector,  Cooxiol,  Radio  Frequency,  Series  Pulse,  Receptocle,  Electricol, 
pressurized,  Type  UG*62A/U  Validated  Apr  84  REV-ll  99  ES 

MII-C-3607/5B 

EC 

16  Mar 

66 

CR 

EC 

85 

5935 

Connector,  Cooxiol,  Radio  Frequency  (Series  N  (Uncobled)  -  Receptacles  >  Jom 

Nut  And  Flange  Mounted,  Socket  Contact,  Closs  2(  Validated  Aug  88 

USER-AT  SM  ME  MC  AS  OS  19  REV-Ml  SH  17  11  99  ES 

MII.  C-39012/4C  (2) 
NOTICE  1 

CR 

16  Aug 

88 

CR 

EC 

85 

5935 

Connector,  CooxioVRodlo  Frequency,  Series  Pulse,  Plug,  Electricol,  Type 
UG-iaOA/U  Validated  Apr  81  REV-ll  99  ES 

MII.C-3607/7A 

EC 

02  Aug 

63 

CR 

EC 

85 

5935 

Connector,  Cooxial,  Rodio  Frequency,  High  Voltoge  (Series  MHV  (Cobled)  Plug, 

Pin  Contoci,  Class  2  USER-ME  AT  AM  MC  AS  OS  19  REV-Ml  99  17  11  ES 

MIL-C-39012/IOOa 

CR 

14  Dec 

87 

CR 

EC 

85 

5935 

Connector,  Cooxiol,  Rodio  Frequency,  Series  Pulse,  Receptacle,  Electricol,  Type 
UG.181A/U  Validated  Apr  81  REV-ll  99  ES 

MII-C-3407/8B 

EC 

12  Dee 

63 

CR 

EC 

85 

5935 

Connector,  Cooxial,  Radio  Frequency,  (Series  MHV  (Cobled)  Plug,  Socket 

Contoct,  Closs  2)  USER-ME  AT  AM  MC  AS  OS  19  REV-MI  99  17  11  ES 

Mll.C-39012/101  (1) 

CR 

17  Sep 

82 

CR 

EC 

85 

5935 

Connector,  Cooxial,  Radio  Frequency,  Series  Pulse,  R  'ceptade,  Electricol,  Type 
UG.182A/U  Validated  Apr  81  REV-ll  99  ES 

MII.C-3607/9A 

EC 

02  Aug 

63 

CR 

FC 

85 

5935 

Connector,  Cooxial,  Radio  Frequency,  (Series  MHV  (Cabled)  Receptocles, 

Socket  Contact,  Flonge  Avounled,  Class  2  USER-ME  AT  AM  OS  AS  MC  19 
TEV-MI  99  17  11  ES 

MIL.C-39012/102  (1) 

CR 

17  Sep 

82 

CR 

EC 

85 

5935 

Connector,  Cooxiol,  Radio  Frequency, -Series  Pulse,  Adapter,  Type  UG-222B/U 
Validated  Apr  31  REV-11  99  ES 

MtL.C-3607/10A 

EC 

02  Aug 

63 

CR 

EC 

85 

5935 

Connector,  Cooxiol,  Rodio  Frequency,  {Series  MHV  (Uncobled)  Receptocles, 

Femole,  Flonge  Mounted,  Closs  2)  USER-ME  AT  AM  OS  MC  AS  19  REV-MI 

99  17  n  ES 

MIL-C-39012/103  (1) 

CR 

17  Sep 

82 

CR 

EC 

85 

5935 

Connector,  Cooxiol,  Radio  Frequency,  Series  Pulse,  Receptacle,  Electricol,  Type 
UG-264/U  Validated  Apr  83  REV-MI  11  99  ES 

MIL-C-3607/11 

EC 

30  Aug 

61 

CR 

EC 

85 

5935 

Connector,  Cooxial,  Radio  Frequt^ncy,  High  Voltage  (Series  MHV)  (Uncobled 
Receptocles,  Socket  Contact,  Jam  Nut  Mounted,  Class  2  USER-AM  ME  AT 

MC  AS  OS  19  REV-MI  11  99  17  ES 

MIL-C-39012/104  (1) 

CR 

17  Sep 

82 

Ck 

CC 

85 

5935 

Connector,  Cooxiol,  Radio  Frequency,  Series  Pulse,  Adopter,  Type  UG-336A/U 
Validated  Apr  81  REV-ll  99  ES 

MIL.C-3607/12A 

EC 

02  Aug 

63 

CR 

EC 

85 

5935 

Connector,  Cooxiol,  Rodio  Frequency,  High  Volloge  (Series  Shv  (Cobled)  •  Plug, 
Socket  Contact,  Class  2)  USER-AR  AT  ,ME  AS  MC  20  19  REV-MI  11  17  99 

ES 

Connector,  Cooxiol,  Radio  Frequency,  Series  Pulse,  Receptacle,  Electricol,  Type 
UG-350/U  Volidaled  Apr  at  REV-ll  99  ES 

MIL-C-39012/105  (1) 

CR 

22  May  87 

ER 

85 

5935 

MIL-C-3607/13A 

EC 

02  Aug 

63 

CR 

EC 

P5 

5935 

Connector,  Cooxiol,  Radio  Frequency,  High  Voltage  (Series  SHV  (Cobled)  Plug, 
Socket  Contact,  Right  Angle,  Class  2)  USER-ME  AT  AR  OS  MC  AS  19 

REV-MI  99  17  11  ES 

MIL-C-39012/106  (1) 

CR 

22  Moy  87 

CR 

EC 

85 

5935 

Connector,  Cooxiol,  Radio  Frequency,  Series  Pulse,  Adopter,  Type  UG-lllO/U 
Validated  Apr  31  REV-ll  99  ES 

MII-C-3507/14A 

EC 

02  Aug 

63 

CR 

EC 

85 

5935 

Connector,  Coaxial,  Radio  Frequency,  High  Voltoge  (Series  Shv  (Cobled)  - 
Receptocles,  Pin  Contact,  Clo$S-2)  USER-AT  AR  ME  OS  MC  AS  19  REV-MI 

99  19  17  11  ES 

Mll-C-39012/107  (1) 

CR 

22  Moy  87 

CR 

EC 

85 

5935 

Connector,  Cooxiol,  Radio  Frequency,  Series  Pulse,  Receptocle,  Electricol,  Type 
UG-lMl/U  Validated  Apr  81  REV-ll  99  ES 

MII-C-3607/15A 

EC 

02  Aug 

63 

CR 

EC 

85 

5935 

Connector,  Cooxiol,  Rodio  Frequency,  High  Voltage  (Series  SHV  (Cobled) 
Receptocles,  Pin  Contact,  Flanga  Mounted,  Closs  2)  USER-AT  AR  ME  OS  MC 

AS  19.  REV-MI  99  17  11  ES 

MIL-C-39012/108  (1) 

CR 

22  May 

87 

CR 

EC 

35 

5935 

Connector,  Cooxiol,  Radio  Frequency,  Series  Pulse,  Plug,  Electricol,  Type 

UG.34/U  Validated  Apr  81  99  ES 

MIL-C-3607/1A 

EC 

02  .^ug 

53 

CR 

=C 

85 

5935 

Connector,  Coaxial,  Radio  Frequency,  High  Voltoge  (Series  Shv  (Uncobled)  - 
Receptacle*  ^fn  Contact,  Flonge  Mounted,  ^ss  2)  USER-ME  AT  AR  OS  MC 

Mll-C-39012/109  (1) 

CR 

22  May  87 

CR 

EC 

85 

AS  19  RE'/.MI  n  99  17  ES 


460 


FSC  LISTING 


DOCUMENT 

FSC  TITLE  NUMBER  DATE  CUSTODIAN 

5935  Connector,  Cooxiol,  Radio  Frequenc/,  Series  Pulse,  Plug,  Electricol,  Type  MIL*C>3607/2A  EC  02  Aug  63  CR  EC  85 

UG-36/U  Validated  Apr  81  REV-ll  99  ES 

5935  Connector,  Cooxiol,  Rodio  Frequency,  High  Voltage  (Series  SHV  (Uncobled)  MIL*C*39012/110  (1)  CR  22  May  87  CR  EC  85 

Receptacles,  Pin  Contact,  Jom  Nut  Mounted,  Closs  2)  USER*AR  ME  AT  OS 
AS  19  REV.MI99  17  11  ES 

5935  Connector,  Cooxiol,  Radio  Frequency,  Series  Pulse,  Receptocio,  Elect'  .cl.  Type  MIL>C‘3607/3B  EC  12  Dee  63  CR  EC  85 

UG-37A/U  Validated  Apr  81  REV-MI  11  99  ES 

5935  Connector,  Cooxia!,  Rodio  Frequency,  High  Volloge  (Series  Shv  (Cobted)  -  Mll>C'39012/ll1  (1)  CR  22  May  87  CR  EC  85 

Receptacles,  Pin  Contact,  Jam  Nut  Mounted,  Class  2)  USER*AM  AT  ME  AS 
MC  OS  19  REV.Ml  11  99  17  ES 

5935  Connector,  Coaxial,  Radio  Frequency  (Series  TNC  (Cabled)  •  Plug,  Pin  Contact,  MIL*C'39012/112A  CR  03  Oct  86  CR  EC  85 

Class  2)  For  Semi-rigid  Coble  USER-ME  AT  OS  MC  AS  19  REV.99  17  IVES 

5935  Connector,  Cooxiol,  Radio  Frequency  (Series  Inc  (Cabled)'plug,  Socket  Contoct,  MIL*C>39012/113A  CR  03  Oct  86  CR  EC  85 

Class  2)  For  Semi-rigid  Cable  USER-ME  OS  AS  MC  REV-ll  17  99  ES 

5935  Connector,  Cooxiol,  Rodio  Frequency  Series  C  (Cabled  Receptocle.  Femole,  Jam  MIL-C-39012/9C  CR  03  Oct  86  CR  EC  85 

Nut,  Front  Mounted,  Class  2)  USER-AV  AT  ME  MC  AS  19  REV-MI  AR  OS 
17  11  99  ES 

5935  Connector,  Coaxial,  Rodio  Frequency,  (Series  Bnc  (Uncobled)  •  Receptacies,  MIL-C-39012/23A  CR  22  Oct  69  CR  EC  85 

Femole,  Right  Angle,  Class  li(  Validated  Apr  82  USER-AT  ME  AS  OS  19 
REV-AR  Min  17  99  ES 

5935  Connector.  Cooxiol,  Rodio  Frequency  Series  Tnc  (Uncabled  -  Receptacle,  Socket,  MIL-C-39012/32A  (1)  CR  31  Aug  88  CR  EC  85 

Flonge  Mounted,  Closs  2)  Validated  Aug  88  USER-AT  ME  AM  AS  OS  MC  19  NOTICE  1 
REV-MI  n  17  99  ES 

5935  Connector,  Cooxiol,  Rodio  Frequency,  Series  Tnc  (Uncobled  •  Receptocle,  MIL-C-39012/33A  (1)  CR  21  Moy  76  CR  EC  85 

Socket,  Right  Angle,  Class  2)  Validated  Apr  82  USER-AT  ME  AV  AS  OS  MC 
SH  19  REV-MI  EA  n  17  99  ES 

5935  Connector,  Cooxial,  Radio  Frequency  Series  Tnc  (Uncabled  •  Receptacle,  Socket.  MIL-C-39012/34A  (1)  CR  21  May  76  CR  EC  85 

Hermetic  Seoled,  Jom  Nut  Mounted,  Class  2)  Validated  Apr  82  USER-AT  ME 
AV  AS  OS  MC  SH  19  REV-MI  EA  17  11  99  ES 

5935  Connector,  Coaxial,  Radio  Frequency  (Series  Bnc  (Uncobled)  -  Receptacles,  MIL-C-39012/21A  CR  22  Oct  69  CR  EC  85 

Female.  Jom  Nut  Mounted,  Class  li(  Validated  Apr  82  USER-AT  AS  OS  19 
REV-AR  Mill  17  99  ES 

I  5935  Connector,  Coaxial,  Rodio  Frequency  Series  N  (Plugs  And  Jocks,  Semirigid  MIL-C-39012/)19A  EC  09  Dec  86  CR  EC  85 

Coble,  Mole,  Class  2)  (For  Use  With  MIL-C-28830/4)  USER-AM  AT  AS  MC 
OS  REV-MI  SH  11  15  99 

I  5935  Connector,  Cooxiol,  Radio  Frequency,  Series  U,  Adapter,  90  Deg.  USER-11  MIL-C-26637/2  85  31  Mor  87  85 

REV-99 

L  5935  Connect©',  Cooxiol,  Radio  Frequency,  Series  IT,  Adapter,  90  Deg  USER-11  MIL-C-26637/3  85  31  Mor  87  85 

Rev-99 

5935  Connector,  Cor'int,  Radio  Frequency,  Series  Smb  (Uncobled  Receptocle,  Mon;,  MIL‘C>39012/71  CR  22  Jun  71  CR  EC  85 

Jomn,t  I'ui  ni^d,  Class  2)  Validated  Apr  82  USER-ME  AV  AT  AS  MC  19 
REV-MI  CS  17  11  99ES 

L  5935  Connector,  Cooxiol.  Rodio  Frequency  Series  N  (Plug  &  Jacks,  Semirigid  Cable,  MIL-C-39012/120A  EC  09  Dec  86  CR  EC  85 

Female.  Closs  2)  (For  Use  With  Ma-C-23830/4)  USER-AM  AT  AS  MC  OS  90 
REV-MI  SH  11  15  99 

L  5935  Connector,  Cooxiol,  Rodio  Frequency  Series  Eio  Flange  (Semirigid  Coble,  Closs  M1L'C-39012/123A  EC  09  Dec  86  CR  EC  85 

2)  (For  livi  With  MIL-C-28830/4)  USER-AM  AT  AS  MC  OS  90  REV-MI  SH 
11  15  99 

5935  Connector,  Cooxiol,  Radio  Frequency  Series  Sc  (Uncabled-receptocle,  Femole,  MIL-C'39012/41A  (1)  CR  31  Aug  88  CR  EC  85 

Flonge,  Rear  Mounted,  Class  2)  Validated  Aug  88  USER-ME  AT  AV  AM  OS  NOTICE  1 
ASMC  19  REV-MI  17  99  ES 

5935  Connector,  Cooxiol,  Rodio  Frequency,  Series  Qsc  (Uncobled  Receptocle,  Socket  MIL-C'39012/87  CR  16  Aug  88  CR  EC  85 

Contact,  Hermetic  Seoled,  Jom  Nut,  Front  And  Reor  Mounted,  Closs  2)  NOTICE  1 

Validated  Aug  88  USER-AT  AV  REV-AR  Ml  99  ES 

5935  Connector,  Cooxiol,  Rodio  Frequency,  Series  Qnc  (Uncobled  •  Receptocle,  MIL'C-39012/90  (1)  CR  16  Aug  88  CR  EC  85 

Socket  Contoct,  Jam  Nut,  Front  And  Rear  Mounted,  Closs  7)  Validated  Aug  NOTICE  1 
88  USER-ME  AT  AV  AM  OS  MC  AS  19  REV-MI  SH  99  17  11  ES 

5935  Connector,  Cooxiol,  Rodio  Frequency,  Series  Qnc  (Uncobled  -receptocle.  Socket  MIL'C-3rai2/91  CR  16  Moy  73  CR  EC  85 

Contact,  Hermetic  Seoled,  Jam  Nut,  Front  And  Reor  Mounted,  Closs  2) 

Validated  Apr  82  USER-AV  AT  REV-MI  AR  CR  99  ES 

5935  Connector,  Coaxial,  Rodic  Frequency,  Series  Sc  (Uncobled  -  Receptocle,  Femole,  MIL-C-39012/42A  (1)  CR  21  Moy  76  CR  EC  85 

Jam  Nut  Mounted,  Front  Mounted,  Class  2)  Validated  Apr  82  USER-AT  AV 
AS  MC  OS  SH  19  REV-MI  EA  17  11  99  ES 

L  5935  Connector,  Coaxiol,  R  Adio  Frequency  Series  SMA  (Cabled  Receptoc  le,  MIL'C'0039012/83B  85  1 1  Moy  83  65 

Socket,  JAM  Nut  Mounted.  Closs  2,  Sem  Rigid  Coble  USER'19  REV-ES  17  80 

5935  Connector,  Composite,  Adopter,  Contact  Spocing  (.200),  Individuol  Contocts,  MIL-C-21d97/3E  EC  29  Mcr  76  CR  EC  17 

Type  CS  Validated  Apr  82  USER-AR  ME  AT  MC  OS  SH  REV-MI  EA  AS  11 
ES 

L  5935  Connector,  Component  Ports,  Electricol  Eockponel,  Printed  Winng,  Housing .  MIL-C-28859/2C  (2)  SH  23  Jul 

I  5935  Connector,  Component  Port,  Electricol  Bock  Plone,  Printed  Wiring,  Compliant  MIL-C-26859C/3C  SH  04  Dec 

Pin,  Feed  Through  REV-ES 

L  5935  Connector,  Component  Ports,  Electricol  Bockplonc,  Printed  Wiring,  Compliont  MIL-C-28859/4D  SH  25  Oct 

Pin,  Feed-lo  REV-ES 

5935  Connector  Composite,  Recptocle,  Contact  Spocing  (.200)  Alternote  Duo)  Row,  MIL-C-21097/13B  EC  14  Jul 

Type  CR,  Removoble  Contoct  Validated  Apr  83  USER-AT  ME  AR  MC  ft£V-MI 
AS  ES 


L 

J93S 

Connector,  Contact,  Extroct  Tool,  Electric  Connector  Size  0  4  And  8  Validated 

Jun  78  REV-EC  99  ES 

MIL-C-83723/32A 

85 

12  Oct 

71 

85 

S935 

Connector,  Contact,  Crimp,  Removoble,  Type  CR  USER-AT  ME  AR  MC  OS 

REV-MI  AS  ES 

MtL-C-21097/16E 

EC 

14  Jon 

86 

CR  EC  17 

5935 

Connector,  Cover  And  Chain  Assemblies  (External  Threads,  For  Use  On 

Woferprool  Connectors)  USER-MI  MC  RCV-99  E-S 

MIL.C.12520/)2A 
NOTICE  1 

CR 

01  Mor 

86 

CR  85 

85  SH 

84  SH 

83  SH 

70  CR  EC  17 
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S935 

Conneclor,  Cover  And  Choin  Assemblies  (Internol  Threods,  For  Use  On 

Waterproof  Connectors)  USER-MI  MC  REV.99  ES 

MIL-C-12520/13A 
NOTICE  1 

CR 

01  Mar 

86 

CR 

85 

5935 

Connector,  Eiec  Cir  Min  High  Der^sity  Quick  Olsconr.ecI  Bayonet  Threod  & 

Breech  Coup,  Receptacle  Solder  Mount  Hermetic  Tri  Start  Threod  Coup 

Solder  Contacts,  Series  lii,  Metric  Validated  Dec  66  REV-MI  AR  OS  MC  EC 

15  n  99  17  ES 

DOD-C-38999/25 
NOTICE  1 

85 

30  Dec 

86 

CR  AS 

85 

5935 

Connector,  Elec  Cir  Min  High  Density  Quick  Disconnect  Boyonet  Threrd 
&breech  Coup,  Environment  Resist,  Receptacle  Woll  Mount  Flange,  'lemovoble 
Crimp  Contacts,  Series  Iv,  Metric  REV-AR  MI  OS  MC  EC  99  17  15  U  ES 

DOD.C-38999/40  (3) 

AS 

15  Aug 

86 

CR  AS 

85 

5935 

Connector,  Elec  Cir  Min  High  Density  Quick  Disconnect  Boyonet  Thread 

Sbreech  Coup.  Environment  Resist,  Receptacle  Box  Mount  Flange,  Removoble 
Crimp  Contocts,  Series  Iv,  Metric  Validated  Sep  87  REV-AR  Ml  MC  EC  OS 

99  17  15  11  ES 

OOD-C.38999/42  (1) 
NOTICE  1 

AS 

26  Aug 

80 

CR  AS 

85 

5935 

Connector.  Elec  Cir  Min  High  Density  Quick  Disconnect  Boyonet  Thread 

Sbreech  Coup,  Environment  Resist  Removable  Crimp  &  Hermetic  Solder 

Contacts  Plug,  Removable  Crimp  Contacts,  Series  iv,  Metric  Validated  Oct  84 
REV-AR  Ml  OS  MC  EC  17  15  11  99  ES 

DOD-C-38999/47 

AS 

07  Dec 

77 

CR  AS 

85 

5935 

Connector.  Elec,  Cir,  Min,  High  Density,  Quick  Disconnect  (Bayonet,  Threoded, 

&  Breech  Coupling),  Environment  Res,  Removoble  Crimp  &  Hermetic 

Sol.contocis,  Rec,  In  Line  Coble  Breech  Coup,  Remove  Crimp  Con,  Series  Iv 
Metric  REV-MI  AR  MS  OS  EC  15  11  99  17  ES 

DOD-C-38999/49  (1) 

AS 

07  Nov 

84 

CR  AS 

85 

5935 

Connector,  Elec,  Circ,  Mini,  High  Density,  Quick  Oisconnect(boyonet,lhreod  & 
Breech  Coupl)  Environ  Res,  Remov  Crimp  &  Herm  Sol  Con,  Reep,  Sol 

Mtg.herm,  Breech  Coupl,  Her  Sol  Con,  Series  Iv,  Metric  Validated  Sep  67 
REV-MI  AR  MS  OS  EC  99  17  15  11  ES 

DOD-C-38999/45 
NOTICE  1 

AS 

01  /.\Qr 

80 

CR  AS 

85 

5935 

Conneelot,  Electritol,  Power  USER-ME  AV  MC  SH  1 1  REV-MI  EC  AS  19  99 

W-C.596F 

SUPPL  1 

/ES 

24  Jun 

83 

CR  YD 

85 

Q 

5935 

Connector,  Electrical,  Circulor  Threoded,  An  Type,  General  Specification' for 
REV-MI  AR  AV  EC  17  11  99  ES 

MIL-C-50I5G  (4) 

SUPP  1 

AS 

09  Moy 

80 

CR  AS 

85 

5935 

Connector,  Electricol,  Circular,  Minioture,  High  Density,  Quick  Disconnect 
(Boyonet,  Threaded,  And  Breech  Coupling),  Environment  Resistant,  Plug, 

Breech  Coupling,  Em!  Grounding,  Removoble  Crimp  Contocts,  Series  Iv, 

Metric  Validated  Oct  84  REV-AR  MI  MC  EC  99  17  15  1 1  ES 

DOD-C-38999/46  (1) 

AS 

29  Oel 

84 

CR  AS- 

85 

1 

5935 

Connector,  Electric,  Bockshell,  Stroight  W/o  Strain  Relief,  And  With  Mechonlcol 
Stroin  Relief,  Strolght  Or  Right  Angle  Threoded  Coupling  Series  11  REV-99  1 1 

MII-C-83723/35E 

85 

10  Nov 

88 

AS 

85 

L 

5935 

Connector,  Electricol,  Flat  Coble,  Nonenvironmental,  Four  Woll  Heoder,  Stroight 
Thru  (,100  Spacing)  With  PoIoriHng  Feoture,  Wroppost  Op  PWB  Terminotion 
REV.17  1199ES 

MII-C-83503/25A  (2) 

85 

19  Aug 

88 

5935 

Connector,  Electricol, woll  Mounting  Flonge,  Triple  Sloit  Threaded  Coupling, 
Remoyoble  Crimp  Contocit,  Series  lii.  Metric  REV-MI  AR  OS  MC  EC  15  11 

99  17  ES 

DOD-C-3P9'  /20C 

85 

19  Aug 

88 

CR  AS 

85 

1 

5935 

Connector,  Electricol,  Flol  Coble,  And/or  Printed  Wiring  Board, 

Nonenvironmentol  General  Specification  For  REV-99  1 1  ES 

MIL-C-83503A  (1) 

SUPP  1 

85 

13  Dec 

85 

85 

L 

5935 

Connector,  ElectricoUlot  Coble,  Nonenvironmentol,  OuoMn-line  Plug  For 

Terminating  Round  Conductors  On  .050CENTERS,  for  Mating  With  Stondard 
DipiSockets,  .100  X  .300  Contoctspacing,  ,100  X.400  Contoct  Spocing.& 

.100  X.600  Contoct  Spacing  Validated  Nov  88  REV-11  99  17  ES 

MIL-C-83503/5B 
NOTICE  1 

85 

03  Nov 

88 

85 

5935 

Connector,  Electrical,  Circulor,  Minioture,  High  Density,  Quick  Disconnect 
(Boyonet,  Threaded,  And  Breech  Coupling),  Nut,  Hexagon,  Connector 

Mounting,  Series  hi  And  Iv,  Metric  REV-MI  AR  MC  EC  SH  OS  99  11  15  17 

ES 

Connector.  Electric.  Type.  O.  Mul'*  Contact  Validated  Jul  87  RFV.MI TS . 

0OD-C-38999/28D 

85 

13  Nov 

87 

CR  AS 

85 

L 

5935 

MIL-C-55169  (1) 

SUPP  1 

CR 

13  Apr 

62 

CR 

1. 

5935 

Connector,  Electricol,  Flot  Coble,  Nonenvironmentol,  Plug  With  Uuoi 

Polarization,  Round  Conductor,  Insulation,  Displacing,  Non-removoble  Socket 
Contacts  (.100  X  .100  Spacing  Validated  Nav  88  REV-99  11  17  ES 

MIL-C-83503/7C 
NOTICE  1 

85 

03  Nov 

88 

85 

5935 

Connector,  Electrical,  Circular,  Minioture,  High  Density,  Quick  Disconnect 
(Boyonet,  Threoded,  And  Breech  Coupling).  Environment  Res  itont,  Removoble 
Crimp  And  Hermetic  Solder  Co'stacts,  Genera!  Specification  For  REV-AR  Ml 

OS  MC  EC  99  17  15  11  ES 

MII.C-38999H  (2) 

SUPP  1 

85 

30  Sep 

86 

CR  AS 

85 

1 

5935 

Connector,  Electric,  Plug,  Boyonet  Coupling,  Pre-wired  Pin  Contoct,  Cfosses  f,  G 
And  R  (Shell  Size  8  For  Inserts  8-2,  8-3  And  8-4  Only)  Validated  Jvn  82 

REV-99  ES 

MIL-C-83/23/36A 

85 

01  Ocl 

75 

85 

L 

5935 

Connector,  Eleciricol.flot  Coble,  Nonenvironmentol,  Heoder,  Right  Angle  (.100 
Spacing)  With  Polarizing  Feoturesolderless  Wroppost  OrpW8  Termination 
REV.1199  17ES 

MIL-C-83S03/20B  (1) 

85 

19  Aug 

88 

85 

5935 

Connector,  Electricol,  Cooxlol,  Rodio  Frequency  (Hordwoie  For  Rodio  frequency 
Cooxiol  Conneclori)  USER-AT  AV  MC  AS  OS  19  REV-MI  AR  EA  SH  17  11 

99  fS 

MIL-C-39012/25P  (2) 

CR 

22  Apr 

88 

CR  EC 

85 

L 

5935 

Connector,  Electricol,  (Circulor,  Environment  Resisting).  Plug,  (Boyonet  Coupling, 
Prewired,  Socket  Contoct),  (Series  1,  Classes  A,  G,  And  R  (Shell  Size  8  For 
Inserts  8-2,  8*3,  And  8-4  Only)  Volic/ated  Jan  87  REV.09  ES 

MIL-C-83723/37A 
NOIICE  1 

85 

26  Jon 

87 

85 

L 

5935 

Connector,  Electricol,  (Circular,  Environment  Resisting),  Receptacle,  (Narrow 

Flonge  Mount,  Boyonet  Coupling,  Prewired  Pin  Contoct),  (Series  1,  Classes  A, 

G,  And  R  (Shell  Size  8  For  Inserts  8-2,  8-3,  And  8-4  Only)  Validated  Jvn  82 
REV.99  ES 

MIL-C-83723/38A 

85 

01  Ocl 

75 

85 

5935 

Connector,  Electricol,  Circular,  Miniature,  High  Density,  Quick  Dlsvonnect,  Etc. 

Pins,  Series  lit,  Metric  REV-AR  MI  OS  MC  EC  99  17  15  11  ES 

DOD-C.38999/29A 

85 

15  Aug 

85 

CR  AS 

85 

1 

5935 

Connector,  Electricol.flot  Coble,  Nonenvironmentol,  Header,  Straight  Thru  {.l(X> 

Inch  Spacing)  With  PolarizIng  Feoture  Solderless  Wroppost  Or  PWB 

Termination  REV-11  99  17  ES 

MII-C-83503/21B  (2) 

85 

19  Aug 

88 

85 

t 

5935 

Connector,  Electrical,  Flot  Coble,  Nonenvironmentol,  Socket  Insulation 

Displacement  REV-ll  99  17  ES 

MII-C-83503/22B 

85 

21  Feb 

84 

85 

462 
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5935 

Connector,  Electricol,  Circulcr,  Minioture,  High  Density,  Quick  Disconnect,  Etc., 

DOO.C-3B999/30A 

AS 

15  Aug 

85 

CR  AS 

85 

Sockets.  Series  lii.  Metric  REV-AR  Ml  OS  MC  EC  99  17  15  11  ES 

1 

5935 

Connector,  Electricol,  (Circulor,  Environment  Resisting),  Receptocle,  (Korrow 

MIL-C.83723/39  (1) 

85 

26  Jon 

87 

85 

Flonge  Mount,  Boyonet  Coupling,  Prewired  Socket  Contoct),  (Series  1,  Closses 

A,  G,  And  R  (Shell  Size  8  For  inserts  3  2,  8*3,  And  8*4  Only)  Validated  Jan 

87  REV.99  ES 

NOTICE  1 

1 

5935 

Connector,  Electrical,  (Circular,  Environment  Resisting),  Receptocle,  (Single  Hole 

Mll-C-83723/'I2B 

85 

26  Jen 

87 

85 

Mount,  Boyonet  Coupling),  (Series  1,  Closs  H)  Validated  Jon  87  REV>99  ES 

NOTICE  1 

5935 

Connector,  Electrical,  Circulor,  Miniature,  High  Density  Quick  Disconnect 

DODC-38999/32A 

85 

05  Oct 

84 

CR 

AS 

85  ES 

(Boyonet,  Threod  &  Breech  Coup))  Envr  Resistant  Removable  Crimp  K 

Hermetic  Solder  Contacts  Cover  Elec  Con  Protective  Plug,  Threod  Coup)  (MIL 

C  38999  Sers  III,  Metric  REV-MI  EC  MC  OS  99  11  15  17  ES 

1 

5935 

Connector,  Electrical,  Flot  Coble,  Nonenvlronmcntol,  Printed  Circuit  Boord 

MIL-C-83503/23A  (1) 

85 

21  Feb 

84 

85 

Solder  Tronsition  For  Terminoting  Round  Conductors  On  ,050  Inch  Centers 

REV.99  n  17  ES 

L 

5935 

Connector,  Electricol,  (Circulor,  Environment  Resisting),  Plug,  (Boyonet  Coupling, 

MIL-C.83723/13B 

85 

26  Jon 

87 

85 

Crimp  Socket  Contact),  (Series  I,  Closses  A,  G,  And  R)  Validated  Jon  87 

REV.99  ES 

NOTICE  1 

5935 

Connector,  Electrical,  Printed  Wiring  Boord  Contoct,  Solder,  Removoble,  Type 

MIL-C.21097/170  (1) 

EC 

12  Jon 

81 

CR 

EC 

17 

Cr  USER-AT  ME  AR  AV  MC  REV-MI  AS  OS  ES 

L 

5935 

Connector,  Electricol,  (Circulor,  Environment  Resisting),  Plug,  (Bayonet  Coupling, 

MIL-C-83723/14B 

85 

26  Jon 

87 

85 

Crimp  Pin,  Contact)  (Series  1,  Classes  A,  G,  And  R)  Validated  Jan  87  REV-MI 

99  ES 

NOTICE  1 

5935 

Connector,  Electricol,  (Circulor,  Environment  Resisting).plug,  (Bayonet  Coupling. 

MIL  C-83723/75A  (2) 

85 

31  Aug 

88 

CR 

AS 

85 

Crimp  Socket  Contact)  (Series  III,  Closses  A,  G,  And  R  REV-AR  Ml  EC  15  11 

17  99ES 

NOTICE  1 

Q 

5935 

Connector,  Electrical,  Rectongulor,  Removoble  Contact,  Formed  Biode,  Fork  Type 

MIL-C-28731D  (I) 

EC 

02  Moy  86 

CR 

EC 

85 

(For  Rock  And  Ponel  And  Other  Applications),  Generol  Specificotion  For 

REV-AR  Ml  AT  OS  AS  SH  11  99  ES 

5935 

Connector,  Electricol,  (Circulor,  Environment  Resisting),  Plug,  (Bayonet  Coupling, 

MIL  C-83723/76A  (2) 

85 

31  Aug 

88 

CR 

AS 

85 

Crimp  Pin  Contact),  Series  III,  Classes  A,  G,  And  R  REV-MI  AR  EC  11  15  17 

99  ES 

NOTICE  1 

5935 

Connector,  Electricol,  (Circulor,  Ensironmeni  Resisting),  Receptocle,  (Single  Hole 

MIL-C-83723/84D 

85 

31  Dec 

86 

CR 

AS 

85 

Mount,  Threoded  Coupling,  Crimp  Socket  Contact),  (Series  lit,  Closses  A,  G, 

K,  R,  And  S)  REV-AR  Ml  17  15  99  ES 

Ql 

5935 

Connector,  Electrical,  Minioture,  Quick  Disconnect  (For  Weapons  Systems) 

MII-C.27599B 

85 

27  Mor 

87 

85 

Established  Reliability  REV.99  11  17 

NOTICE  1 

5935 

Connector,  Electricol,  (Circular,  Environment  Resisting),  Receptocle,  (Flortge 

MIL-C-83723/79B 

85 

04  Mor 

83 

CR 

AS 

85 

Mount,  Boyonet  Coupling,  Soilder  Pin  Contoct),  (Series  lii,  Closses  H  And  Y) 
REV-MI  AREC  11  17  15  99  ES 

5935 

Connector,  Electricol,  (Circulor,  Envlronmenl  Resisting),  Receptocle,  (Sold'^r 

MIL-C-83723/80A 

85 

26  Jon 

87 

CR 

AS 

85 

Flonge  Mount,  Bayonet  Coupling,  Solder  Pin  Contact),  (Series  lit,  Closses  H 

And  Y)  Validated  Jan  87  REV-AR  Ml  EC  11  17  15  99  ES 

NOTICE  1 

5935 

Connector,  Electricol,  Insert  (lnsuIator),-MoIe,  Rectongulor,  Poloiized  Center 

MII-G28731/1F 

EC 

21  Jul 

88 

CR 

EC 

85 

Screwlock,  For  75  Removable  Contacts  USER-AV  ME  MC  OS  19  REV-MI  AR 

AT  AS  99  17  11  ES 

5935 

Connector,  Electrical,  (Circulor,  Environment  Resitting),  Receptacle,  (Single  Hole 

MILC-83723/81C 

85 

31  Dec 

86 

CR 

AS 

85 

Mount,  Boyonet  Coupling,  Solder  Pin  Contoct),  (Series  III,  Closses  H  And  Y) 
REV-AR  MI  AV  EC  17  15  11  99  ES 

5935 

Crmnector,  Electricol,  (Circular,  Environment  Resisting),  Plug,  (Threoded 

MIL-C-83723/87C  (2) 

85 

31  Aug 

88 

CR 

AS 

85 

Coupling,  Crimp  Pin  Conlocl), (series.  Ill,  Classes  A,  G,  K,  And  R  REV-AR  Ml 

EC  17  15  11  99  ES 

NOTICE  1 

5935 

Connector,  Electricol,  Modular,  And  Component  Ports  Generol  Specilicotion  For 

MII-C-28754C  (2) 

SH 

01  Mor 

85 

CR 

SH 

85 

USER-AR  Ml  AS  REV-MC  99  17  11  ES 

SUPP  lA 

5935 

Connector,  Electricol,  (Circular,  Environment  Resisting),  Receptacle,  (Flonge 

MIL-C-83723/888  (I) 

85 

31  Aug 

88 

CR 

AS 

85 

Mount,  Threoded  Coupling,  Solder  Pin  Contact),  (Series  lii,  Closses  H  &  Y) 
REV-AR  MI  EC  17  15  11  99  ES 

5935 

Connector,  Electricol,  (Circulor,  Environment  Resisting),  Receptocle,  (Single  Hole 

M11-C.83723B/89C  (1) 

85 

31  Aug 

88 

CR 

AS 

85 

Mount,  Threaded  Coupling,  Solder  Pin  Con  REV-AR  Ml  EC  15  1 1  99  17  ES 

5935 

Connector,  Electricol,  Insert  (Insulotor),  Mole  Rectongulor,  Polorized,  Center 

MILC-2873  V27B 

EC 

04  Jun 

85 

CR 

EC 

85 

Screw  lock.  For  33  Removoble  Type  Contacts  USER-AV  ME  05  MC  19 

REV-AT  Ml  AR  AS  1 1  99  17  ES 

1 

5935 

Connector,  Electrical,  (Circular,  Environment  Resisting),  Receptacle,  (Solder 

MIL-C-83723/90B  (1) 

85 

31  Aug 

88 

CR 

AS 

85 

Flonge  Mount,  Threaded  Coupling,  Solder  Pin  Contoct)  (Series  lii,  REV-MI  AR 

EC  99  11  15  17  ES 

5935 

Connector,  Electricol,  (Circular,  Environment  Resisting),  Plug,  (RFI,  Threaded 

MIL-C-83723/91B  (2) 

85 

31  Aug 

88 

CR 

AS 

85 

Coupling,  Crimp  Socket  Contact),  (Series  III,  Closses  C  And  R)  REV-AR  Ml 

CC  11  15  17  99  ES 

NOTICE  1 

5935 

Connector,  Electricol,  Modular,  Type  IV  Double  Spon,  Connector  Assembly,  (Dip 

MII.-C-28754/9C  (1) 

SH 

11  Jun 

84 

CR 

SH 

85 

Ffcme)  USER-MI  AR  AS  YD  REV-MC  99  17  11  ES 

5935 

Connector,  Electricol,  (Circular,  Environment  Resisting),  Plug,  (RFI,  Threoded 

MIL.C.83723/92B  (2) 

85 

31  Aug 

88 

CR 

AS 

85 

Coupling,  Crimp  Pin  Contact)  (Series  III,  Classes  G  &  R)  REV-AR  Ml  EC  17 

15  11  99  ES 

NOTICE  1 

5935 

Connector,  Electrical,  (Circulor,  Environment  Resisting),  Receptacle,  (Solde; 

MII.C-83723/93A  (1) 

85 

26  Jon 

87 

CR 

AS 

85 

Flange  Mount,  Boyonet  Coupling,  Stroight  Pin  C0NTACT)8  (Series  lii,  Closses 

H  And  Y)  Validated  Jan  87  REV-AR  Ml  EC  15  11 

NOTICE  1 

5935 

Connector,  Electricol,  Modulor,  Connector,  Type  IV,  Pin,  Contoct  Toils  On  0.50 

Mll.C-28754/lOC  (1) 

SH 

11  Jun 

84 

CR 

SH 

85 

USER-MI  AR  AS  YO  REV-MC  11  17  99  ES 

5935 

Connector,  Electricol,  (Circulor,  Environment  Resisting),  Receptocle,  Single  Hole 

Mil.  C.83723/94C 

85 

31  Dec 

86 

CR 

AS 

85 

Mount,  Bo/onel  Coupling,  Straight  Pin  Contact,  (Seriei  III,  Classes  H  And  Y) 
REV-MI  AR  AV  EC  17  15  II  99  ES 
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5935 

Connector,  electrical,  (Circular,  Environment  Resisting),  Plug,  (Threoded 

Coupling,  SeU'locking,  Crimp  Socket  Contoct),  (Series  Hi,  Closses  A,  O,  K, 

And  R)  REV-AR  Ml  EC  11  15  17  99  ES 

MIL-C-83723/95C  (1) 
NOTICE  1 

85 

31  Aug 

88 

CR  AS 

85 

5935 

Connector,  Electricol.  Insert  (Insulator),  Femole  Rectangular,  Polarized,  Center 

Screw  lock,  For  33  Removoble  Type  Contocts  USER'AV  ME  OS  MC  19 
REV-MIAT  AR  AS  17  99  11  ES 

MIL-C-28731/28B 

EC 

04  Jun 

85 

CR  EC 

85 

5935 

Connector,  Electricol,  (Circular,  Environment  Resisting),  Plug,  (Threoded 

Coupling,  Self  Locking,  Crimp  Pin  Contact),  (Series  iii,  Closses  A,  0,  K.  R 

And  W)  REV-AR  Ml  EC  15  11  17  99  ES 

MII-C-83723/94C  (1) 
NOTICE  1 

85 

31  Aug 

88 

CR  AS 

85 

5935 

Connector,  Electricol,  Printed  Wiring  Board  Generol  Purpose  Mole  Adopter, 

Contact  Spocing  (.100)  Type  C  Votidated  Sep  85  REV-MI  11  99 

MII.C.55302/108A 

AS 

31  Moy  79 

AV  AS 

17 

5935 

Connector,  Electrical,  Insert  (Insulotor),  Mole  Rectongulor,  Polorized,  Center 

Screw  Lock,  For  75  Removable  Type  Contocts  USER-AV  ME  AL  OS  MC  19 
REV-AT  Ml  AS  11  99  17  ES 

M1L.C.2873 1/298 

EC 

04  Jun 

85 

CR  EC 

85 

5935 

Connector,  Electricol,  Printed  Wiling  Boord  General  Purpose  Composite, 

Receptacle,  Contoct  Spacing  (.100)  Single  Row,  Type  C  Validated  Sep  65 
REV-MI  11  99 

MIL.C-55302/109A 

AS 

31  May 

79 

AV  AS 

17 

L 

5935 

Connector,  Electric,  3ackshell,  With  Heat-shrinkoble  Stroin-rellef  Boot  (Stroight 

Or  Right  Angle),  Boyonet-coupling  Series  Validated  Jan  67  REV-1 1  99  ES 

MIL-C'83723/15B 
NOTICE  1 

85 

26  Jon 

87 

85 

5935 

Connector,  Electrlco),  Modular,  Type,  IV,  40  Pin,  Right  Angle  (For-Sol'd  Or  Dip 
Frome)  USER-MI  AR  AS  YO  REV-MC  17  99  11  ES 

MIL-C-28754/nD  (1) 

SH 

11  Jun 

84 

CR  SH 

85 

1 

5935 

Connector,  Electrical,  (Circular,  Environment  Resisting),  Plug,  (Threaded 

Coupling,  Crimp  Pin  Contacts),  (Series  li,  Closses  A,  G,k,  And  R)  Validated 
Jon57REV.99  17  15  11  ES 

M1L-C-83723/24C 
NOTICE  1 

85 

26  Jon 

87 

85 

1 

5935 

Conr^'.ctor,  Electricol,  (Circular,  Environment  Resisting),  Receptocle,  (Coble 
Connecting,  Threoded  Coupling,  Crimp  Pin  Contocts),  (Series  li,  Closses  A,  G, 
And  R)  Validated  Jon  87  REV-99  17  15  11  ES 

MIL-C-83723/188 
NOTICE  1 

85 

26  Jon 

87 

85 

5935 

Connector,  Electricol,  Modulor,  Connecto*  Assembly,  Type  IV,  Single  Span  (For 
Solid  Or  Dip  Frome  USER-AR  Ml  AS  YD  REV-MC  99  11  17  ES 

MIL-C-28754/12E  (1) 

SH 

11  May 

84 

CR  SH 

85 

L 

5935 

Connector,  Electricol,  (Circulor,  Environment  Resisting),  Receptacle,  (Woll 

Mount,  Threaded  Coupling,  Crimp  Socket  Contocts),  (Series  li,- Closses  A,  G, 

K  And  R)  Validated  Jan  87  REV-1 1  99  15  17  ES 

MIL.C-83723/19C 
NOTICE  1 

85 

26  Jon 

87 

85 

1 

5935 

Connector,  Elictrical,  (Circulor,  Environment  Resisting),  Receptocle,  (Woll 

Mount,  Threaded  Coupling,  Pin  Contocts),  (Series  It,  Classes  A,  G,  K,  And  R) 
Validated  Jon  87  REV-99  1 1  17  15  ES 

MII.C.83723/20C 
NOTICE  1 

85 

26  Jon 

87 

85 

5935 

Connector,  Electrical,  A^odulor,  Connector  Assembly,  Type  IV,  Single  Spon 
(Without  Guide  Ribs)  USER-MI  AR  YO  AS  REV-MC  991711  ES 

MIL.C.2B754/13C  (1) 

SH 

1 1  Moy 

84 

CR  SH 

85 

L 

5935 

Connector,  Electricol,  (Circulor,  Environment  Resisting),  Receptocle,  (Box  Mount, 
Threaded  Coupling,  Crimp  Socket  Contacts),  (Series  li.  Class  A,  G,  And  R) 
Validated  Jan  87  REV.99  17  15  11  ES 

MII.C.83723/21B 
NOTICE  1 

85 

26  Jon 

87 

85 

5935 

Connector,  Electrical,  Rectongulor,  Plug,  Microminiature,  Polarized  Shell,  Pin 
Contacts,  Class  M,  Solder  Type  USER-AT  ME  MC  CG  REV-MI  AS  SH  17  99 

11  ES 

Connector,  Electrical,  Modular,  Connector,  Type  IV,  20  Pin,  Right  Angle  (For 

Die  Cost  Frame)  USER-MI  AR  AS  YO  REV-MC  99  17  11  ES 

MIL-C-83513/1D 

85 

07  Mor 

86 

CR  EC 

85 

5935 

MII-C.28754/14B  (1) 

SH 

11  May  84 

CR  SH 

85 

5935 

Connector,  Electrical,  Rectongulor,  Receptacle,  Microminiature,  Polorized  Shell, 
Socket  Contacts,  Closs  M,  Solder  Type  USER-ME  AT  MC  CG  REV-MI  SH  AS 

99  11  17  ES 

Mll-C.835 13/20 

85 

07  Mor 

86 

CR-EC 

85 

5935 

Connector,  Electrical,  Rectongulor,  Plug,  Microminiature,  Polarized  Shell,  Pin 
Contacts,  Class  M,  Crimp  Type  USER-AT  ME  CG  MC  REV-MI  AS  SH  99  11 

17  ES 

MII-C-83513/3D 

85 

07  Mor 

86 

CR  EC 

85 

5935 

Connecto.,  Electricol,  Modulor,  Crimp,  Contact,  Type  V  USER-MI  AR  AS  YD 
REV-MC  99  17  11  ES 

MIL-C-28754/15A  (1) 

SH 

11  Moy 

84 

CR  SH 

85 

5935 

Connector,  Electrical,  Rectangular,  Recep*  .le,  Microminiature,  Polorized-Shell, 
Socket  Contacts,  Class  M,  Crimp  Typ^  USER-AT  ME  MC  CG  SH  REV-AS  17 
99nES 

MIL-C-85513/4D 

85 

07  Mor 

86 

CR  EC 

85 

5935 

Connector,  Electricol,  Rectangular,  Microminiature,  Mounting  Hardware 

USER-AT  ME  CG  MC  REV-SH  AS  99  11  17  ES 

MIL-C.83513C/5D 

85 

30  Jon 

87 

CR  EC 

85 

5935 

Connector,  Electrical,  Modular,  Block  40  Pin,  Type  V,  Straight  Through  USER-/.*I 

AR  AS  YO  REV-MC  99  11  ES 

MIL-C-28754/16C 

SH 

19  Sep 

85 

CR  SH 

85 

5935 

Connector,  Electrical,  Rectongular,  Plug,  Microminiature,  PolarixediShell,  Pin 
Contacts,  Class  P,  Solder  Type  USER-AT  ME  CG  MC  REV-AS  SH  11  17  99 

ES 

Connector,  Electricol,  Rectangular,  Receptacle,  Microminiature,  Polarized  Shell, 
Socket  Contocts,  Class  P,  Solder  Type  USER-ME  AT  MC  CG  REV-SH  AS  17 

11  99  ES 

MIL-C.83513/4B 

85 

07  Mar 

86 

CR  EC 

85 

5935 

MII-C-83513/7B 

85 

07  Mar 

86 

CR  EC 

85 

5935 

Connector,  Electricol,  Printed  Wiring  Boord  Tool,  Contoct,  Removol,  For  Type 

CR  Connector  Con.acts  USER-AR  ME  AT  MC  SH  REV-MI  AV  AS  05  ES 

MIL-C.21097/18C  (1) 

EC 

12  Jon 

81 

CR  EC 

17 

5935 

Cen'^ictor,  Elsctriccl,  Rcctsngulo.*,  A'.lcromlnlafure,  Polauwd  Sl;4i«,  r»n 

Contacts,  Class  P,  Crimp  lype  USER-ME  AT  CG  MC  REV-SH  AS  17  11  99 

ES 

Connector,  Electrical,  Printed  Wiring  Board  Blode  Simulator  For  Meos'iring 
Engagement  And  Seporotlon  Forces  For  Type  CR  Contacts  USER-AT  AV  ME 

AR  MC  SH  REV-MI  AS  OS  ES 

MIL’C*o3513/od 

85 

o 

o 

86 

CR  EC 

85 

5935 

MIL-C.21097/19C  (1) 

EC 

12  Jan 

81 

CR  EC 

11 

5935 

Connector,  Electrical,  Rectongular,  Receptacle,  Microminiature,  Polarized  Shell, 
Socket  Contocts,  Class  P,  Crimp  Type  USFR-ME  AT  CG  MC  REV-AS  SH  99 

17  11  ES 

MIL-C-83513/9B 

85 

07  Mar 

86 

CR  EC 

85 

5935 

Connector,  Electricol,  Printed  Wiring  Boord  Receptocle,  Card  Insertion,  Contoct 
Spacing  (.100)  Type  AO  USER-ME  AT  AR  AV  SH  OS  MC  REV-MI  AS  11  ES 

MIL-C.21097/23B 

EC 

28  Jun 

82 

CR  EC 

17 

5935 

Connector,  Electric,  Rectongulor  Miniature,  Polorized  Shell,  Rack  And  Panel, 

Shell,  Plug,  Pin  Contacts,  Printed  Circuit  Board  Te*r '  tion  Types  USER-AT 

MS-140590 

EC 

26  Jan 

89 

CR  EC 

85 

SH  CG  MC  REV-MI  AS  1 1  99  ES 
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5935 

Connector,  Electrical,  Printed  Wirf?ig  Board  Receptacle,  Card  Intertion,  Contoct 

Mlt.C-21097/20B:(l) 

CR 

22  Sep 

75 

CR 

EC 

17 

Spacing  (0.050),  Type  AD  Validated  Jul  82  USER-AT  ME  AR  MC  SH  REV-Ml 

AS  ES 

L 

5935 

Connector,  Electricol,  (Circular,  Environment  Resisting),  Receptocle,  (Woll 

MIL.C-83723/25B 

85 

26  Jan 

87 

85 

Mounting  Flonge,  Threaded  Coupling,  Solder  Pin  Contocis)  (  l>.  Class  H) 

Validated  Jan  87  REV-99  U  17  15  ES 

NOTICE  1 

5935 

Connector,  Electricol,  Printed  Wiring  Board  Receptacle,  Cord  Insertion,  Contoct 

M1L.C.21097/21A  (1) 

EC 

22  Sep 

75 

CR 

EC 

17 

Spacing  (J56},  Types  A  And  AO  Validated  Apr  81  USER-ME  AV  MC  OS 

REV-Ml  AR  AT  85  ES 

1 

5935 

Connector,  Electricol,  (Circular,  Environment  Resisting),  Receptocle,  (Wide 

MII.C-83723/40A 

85 

01  Oct 

75 

85 

Flonge  Mount,  Boyonet  Coupling,  Prewired  Pin  Contoct),  (Series  1,  Closses  A, 

G,  And  R  (She'll  Size  8  For  Inserts  8-2,  8-3,  And  8*4  Only)  Validated  Jon  82 
REV.99  ES 

L 

5?35 

Con.nector,  Electrical,  Printed  Wiring  Board  Receptacle,  Cord  Insertion,  Contact 

MIL-C-21097/22A 

17 

14  Jul 

72 

17 

Spocing  (.'25)  Types  A  And  AD  Validated  Dec  83  REV-MI  ES 

1 

5935 

Connector,  Eiectricol,  (Circulor,  Environment  Resisting),  Receptocle,  (Wide 

MII-C-83723/41A 

85 

01  Oct 

75 

85 

Flonge  Mount,  Boyonet  Coupling,  Prewired  Socket  Contoct),  (Series  1,  Closses 

A,  G,  And  R  (Shell  Size  8  For  Inserts  8-2,  8-3,  And  8-4  Only)  Validated  Jun 

82  REV.99  ES 

5935 

Connector,  Electrical,  Printed  Wiring  Boord  Receptacle,  Cord  Insertion,  Contact 

M1L.C-21097/24A 

EC 

11  Jun 

79 

CR 

EC 

17 

Spacing  (.125)  Type  AD  Validated  May  85  USER-AR  AT  ME  AV  OS  MC  SH 
REV-MI  AS  11  ES 

1 

5935 

Connector,  Electricol,  (Circulor,  Environment  Resisting),  Plug,  (Rli  Grounding, 

MII.C-83723/42A 

85 

26  Jon 

87 

85 

Boyonet  Coupling,  Crimp  Pin  Contact),  (Series  1,  Closses  G  And  R)  Validated 

Jan  87  REV.99  ES 

NOTICE  1 

Q 

5935 

Connecter,  Electricol,  Printed  Wiring  Boord,  General  Purpose  Generol 

MIL-C-21097E 

EC 

14  Jon 

86 

CR 

EC 

17 

Specificolion  For  USER-AT  AV  ME  MC  OS  REV-EA  Ml  AS  OS  11  ES 

L 

5935 

Connector,  Electrical,  (Circulor,  Environment  Resisting),  Receptocle,  (Solder 

MIL.C-83723/26B 

85 

13  Jul 

76 

85 

Flange  Mount,  Threoded  Coupling,  Solder  Pin  Contacts),  (Series  11,  Closs  H) 
Validated  Jun  82  REV.99  17  15  11  ES 

5935 

Connector,  Electrical,  Modular,  Connector  Assembly,  Type  V,  Style  1,  Contact 

MIL-C-28754/)7C  (1) 

SH 

11  Moy 

84 

CR 

SH 

85 

Toils  On  .100  Centers  USER-AR  Ml  AS  YD  REV-MC  11  17  99  ES 

1 

5935 

Connector,  Electric,  Backshell,  With  Heat  Shrinkoble  Stroln-relief  Boot  (Straight 

MIL-C-83723/27A  (1) 

85 

26  Jon 

87 

85 

Orrighi  Anglo),  Threaded  Coupling  Series  U  Validated  Jan  67  REV-99  ES 

NOTICE  ) 

5935 

Connector,  Electrical,  Modulor,  Spocer,  Pin,  Type  Iv,  Single  Spon  USER-AR  Ml 

MIL.C-28754/18A  (2) 

SH 

11  Moy 

84 

CR 

SH 

85 

AS  YD  REV-MC  99  17  11  ES 

5935 

Connector,  Electricol,  (Circulor,  Environment  Resisting),  Contoet,  Insert-extroct 

MIL.C-83723/3)B 

85 

13  Nov 

/  J 

CR 

AS 

85 

Tool,  Sizes  12,  16,  And  20  Validated  Jun  82  REV-l?  11  15  99  ES 

5935 

Connector,  Electrical,  Modular,  Spacer,  Pin,  Type  Iv,  Single  Span  USER-AR  Ml 

Mll.C.28754/19A"(l) 

SH 

11  Moy  84 

CR 

SH 

85 

AS  YD  REV-MC  99  17  11  ES 

5935 

Connector,  Electric,  Rectongulor  Miniature,  Polarized  Shell,  Rock  &  Ponel,  Shell, 

M5.14058C 

EC 

26  Jon 

89 

CR 

EC 

85 

Receptacle,  Socket  Contacts,  Printed  Wiring  Boord  Termlnotlon  Types 

USER-ME  SH  CG  MC  REV-MI  AS  11  99  ES 

5935 

Connector,  Electrical,  Modulor,  Spocer,  Pin,  Type  Iv,  Double  Spon  USER-AR  Ml 

MII-C-28754/20A  (1) 

SH 

11  May  84 

CR 

SH 

85 

AS  YO  REV-MC  11  17  99  ES 

1 

5935 

Connector,  Electricol,  (Circular,  Environment  Resisting),  Plug,  (Rfi  Grounding, 

MII.G83723743A 

8S 

26  Jon 

87 

AV 

85 

Boyonet  Coupling,  Crimp  Socket  Contact),  (Series  1,  Closses  G  And  R) 

Validated  Jan  87  REV-AV  99  ES 

NOTICE  1 

5935 

Connector,  Electrical,  Modular,  Frame,  Costing,  Type  Iv,  Double  Span  USER-MI 

MIL.C.28754/2)D  (1) 

SH 

11  Moy  84 

CR 

SH 

85 

AR  AS  YD  REV-MC  U  99  17  ES 

1 

5935 

Connector,  Electrical,  Minioture,-QuIck  Disconnect  (For  Weopons  Systems) 

MlL-C-50880;(l) 

AR 

01  Jul 

72 

AR 

Established  RcKobllity  Validated  Mar  85  REV-ES 

SUPP  1 

5935 

Connector,  Electrical,  Printed  Wiring  Board  Composite,  Receptocle,  Contoct 

MIL.C-2I097,  2E 

EC 

29  Mar 

76 

CR 

EC 

17 

Spacing  (.200)  Single  Row,  Type  CR  Validated  Apr  82  USER-ME  AT  AV  MC 

OS  SH  REV-MI  AR  AS  U  ES 

1 

3935 

Connector,  Electrical,  (Circulor,  Environment  Resisting),  Receptocle,  (Morrow 

MIL-C-83723/lt, 

85 

26  Jon 

87 

85 

Flange  Mount,  Boyonet  Coupling,  Crimp  Socket  Contact),  (Series  1,  Classes  A, 

G,  And  R)  Validated  Jan  57  REV-AV  11  99  ES 

NOTICE  1 

5935 

Connector,  Eluctrlcol,  Printed  Wiring  Board  Mole  Adopter,  Contact  Spocing, 

MIL.C-21097/14E 

EC 

21  Jul 

86 

CR 

EC 

17 

(.200),  Alternate  Duo]  Row,  Type  CS  Blade  Contact  (Mounting  Provision  A) 
USER-AR  ME  AT  OS  MC  REV-MI  AS  ES 

5935 

Connector,  Electrical,  Mounting  Device,  Flange  Type,  1/4  Mounting  Perimeter 

Mll-C-85528 

AS 

19  Moy  83 

CR 

AS 

85 

Device,  Type  III  (Light  Duly)  REV-AR  Ml  EC  SH  11  99 

SUPP  1 

5935 

Connector,  Eiectricol,  Printed  Wiring  Boord  Mole  Adopter,  Contoct  Spacing 

MIL-C-21097/15F 

EC 

15  Feb 

89 

CR 

EC 

17 

(.200)  Alternote.Duol  Row,  Type  CS,  Blade  Contact  (Mo  Mounting  Provisiors) 
USER-AR  AT  ME  AV  MC  OS  SH  REV-MI  AS  ES 

L 

5935 

Connector,  Electricol,  (Circular,  Environment  Resisting),  Receptocle,  (Morrow 

MIL.C-83723/2B 

85 

26  Jon 

87 

85 

rionge  Mount,  Sayoncl-Coupling,  Crimp Tlii  Cuntoct),  (ScrlCS  *,  ClsiSCi  A,  G, 
And  R)  Validated  Jan  87  REV-99  ES 

NOTICE  1 

5935 

Connector,  Electricol,  Printed  Wiring  Board  Composite,  Receptocle,cortoct 

MII-C-2I097/4E  (1) 

EC 

26  Sep 

83 

CR 

EC 

11 

Spacing  (.200),  Alternate-Dual  Row,  Type  CR  USER-ME  AT  AR  AV  MC  OS 
REV-MI  AS  n  85  ES 

5935 

Connector,  Electricol,mounting  Device,  Flan  Ge  Type,  Fun  Mountingperlmeter 

Mll-C-85528/I 

AS 

19  May  83 

CR 

AS 

85 

Device,  Typ  E  1  (Hcavy-Ouly)  REV-AR  Ml  EC  SH  ES  99 

5935 

Connector,  Electrlcol.printed  Wiring.Board  Mole  Adopter,  Contoct  Spocing 

MIL-C-21097/5E 

EC 

29  Mar 

76 

CR 

EC 

17 

(.200)  Alternate  Dual  Row,  Type  CS  Validated  Apf  32  USER-AT  AR  ME  OS 

MC  SH  REV-MT  AS  1)  ES 

5935 

Connector,  Electricol,  Mounting  Device,  flange  Type,  3/4  Mounting  Perimeter 

Mll-C-85528/2 

AS 

19  May  83 

CR 

AS 

85 

Device,  Type  li  (Medium  Duty)  REV-AR  Ml  EC  SH  ES  99 

5935 

Connector,  Electricol,  Printed  Wiring  Board  Keys,  Polarizing  USER-AV  ME  AR 

MIL-C-21097/11H 

EC 

29  Apr 

85 

CR 

E'C 

17 

AT  MC  OS  SH  REV-mI  AS  11  ES 
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L 

5935 

Connector,  Etectricol  (Circulor,  EnvIronment-ResUtmg),  Receptacle,  (Wide  Flonge 
Mount,  Boyonei  Coupling,  Crimp  Socket  Contact),  (Series  1,  Cfosses  A,  G, 

And  R)  Validated  Jan  87  REV.99  6S 

MII.C-83723/3B.* 
NOTICe  1 

85 

26  Jon  87 

85 

5935 

Connector,  Electricof,  Printed  Wiring  Boord  Receptacle,  Card  Insertion,  Contoct 
Spocing  (.050),  Type  AD  Validated  May  85  USER-ME  AR  OS  MC  REV*AV 

AT  Ml  85  99  ES 

MIL.C.21097/25A 

EC 

03  Nov  78 

EC 

17 

L 

5935 

Connector,  Etectricol,  (Circulor,  Environment  Resisting),  Plug,  (R(i  Grounding, 
Bayonet  Coupling,  Prevrired  Pin  Contoct),  (Series  1,  Classes  A,  G,  And  R, 

(Shell  Size  8  For  Inserts  8-2,  8*3,  And  8*4  Only)  Validated  Jun  82  REV-99  ES 

MIL.C-83723/48A 

85 

01  Oc!  75 

85 

5935 

Connector,  Electricol,  Modular,  Frame.  Costing,  Type  IV,  Single  Spon  USER*AR 
MIAS  YDREV-MC  11  17  99  ES 

MIL.C-28754/22F 

SH 

07  Dec  84 

CR  SH 

85 

L 

5935 

Connector,  Electricc!,  (Circular,  Environment  Resisling),-Plug,  (Rli  Grounding, 
Bayonet  Coupling,  Prewired  Socket  Contact),  (Series  1,  Classes  A,  0,  And  R 
(Shell  Size  8  For  Inserts  8-2,  8-3,  And  8-4  Only)  Validated  Jon  82  REV.99  ES 

MIL.C-83723/49A 

85 

01  Ocl  75 

85 

5935 

Connector,  Electricol,  Modular,  Connector  Assembly,  '^ype  Iv,  Single  Span 

USER-MI  AR  AS  YD  REV-MC  99  17  11  ES 

MIL-C-28754/23E 

SH 

07  Dec  84 

CR  SH 

85 

L 

5935 

Connector,  Electric,  Circular,  Environment  Resisting,  Backshell,  Strolght,  90 

Degrees,  And  45  Degrees,  With  Dielectric  Stroln  Relief,  For  geries  2 

Connectors  Validated-Jan  87  REV-99  ES 

MIL-C-83723/50C  (1) 
NOTICE  1 

85 

26  Jon  87 

85 

5935 

Connector,  Electricol,  Modular,  Pin,  Keying  USER-MI  AR  AS  YD  REV-MC  99  17 

11  ES 

Connector,  Electrical,  (Circulor,  Environment  Resisting),  Plug,  (Threoded 

Coupling,  Self  Locking,  Crimp  Pin  Contacts),  (Series  II,  Class  K)  REV-11  99 

17  15  ES 

MIL-C-28754/24B  (1) 

SH 

1 1  May  84 

CR  SH 

85 

t 

5935 

M1L.C-83723/52B 

85 

02  Moy  78 

85 

5935 

Connector,  Electricol,  Me  fulor.  Guide  Retaining  (Inoctive  For  New-Design  For 

Repl.  Sec  MIL-C-28754/7)  USER-AR  Ml  AS  REV-MC  11  99  17  ES 

MIL.C.28754/25A 
NOTICE  1 

SH 

13  Dec  82 

CR  SH 

85 

L 

5935 

Connector,  Electric,  Circular,  Environment  Resisting,  Plug,  Threoded  Coupling, 
SeIMockIng,-CrImp  Socket  Conlocts  Series  2,  Class  K  REV-99  11  17  15  ES 

MIL-C-83723/53B 

85 

02  Moy  78 

85 

5935 

Connector,  Electrical,  Modular,  Type  IV  40  Pin,  Strolght-Through  USER-AS  YD 
REV-AR  Ml  MC99  17  11  ES 

MIL-C-2875_4/6C  (1) 

SH 

11  May  84 

CR  SH 

85 

L 

5935 

Connector,  Electricol,  (Circular,  Environment  Resisting),  Receptacle,  (Single'Hole 
Mount,  Bayonet  Coupling,  Pin  Contoct),  (Series  III,  Class  H)  Validated  Jan  87 
REV-ll  17  15  99  ES 

MII.C-83723/65B 
NOTICE  1 

85 

26Jdn  87 

85 

Q  L 

5935 

Connector,  Electrical,  Minloture,  Rock  And  Ponel;  Environment  Resisting,.2(X) 
Degrees  C  Ambient  Temperoture-(lnactive'For  New  Design  (Use  MIL-C-83733) 
REV-n  99  ES 

MIL-C-255188  (3) 
SUPPL  1 

85 

22  Apr  88 

85 

L 

5935 

Connector,  Electricol,  (Circulor,  Environment  Resisting)  Plug,  Threaded  Coupling, 
(Push-  Poll,  Qulck-disconhect  Without  lonyord)  Crimp  Pin  Contoct,  Series  III, 
Classes  A,  G,  Ahd  R  REV-ll  9915-17  ES 

MIL-C-83723/66  (2) 

85 

31;Aug  88 

5935 

Connector,  Electricol, -Modulor,  Type  IV,  Single  Spon,  Connector  Assembly 

USER-MI  AR  AS  YD  REV-MC  99  17  1 1  ES 

MII.C-28754/7C  (1) 

SH 

ll-Moy.  84 

CR  SH 

85 

1 

5935 

Connector,  Electricol  (Circulor,. Environment  Resistont)  Plug,  Threaded  Coupling 
(Push-  Pull,  Quick-  Disconnect  Without  lonyord)  CrImprSocket  Contoct,:$eries 

III,  Class  A.  G,  And  R  REV-ll  99  17  15  ES 

MIL-C-83723/67  (2) 

85 

31  Aug  88 

85 

5935 

Connector,  Electric,  Rectongular,  Minloture,  Polorized  Shell,  Rock-8i  Ponel,  Plrs 
Contacts,  Nonmognetic,  Class  M  &  N,  Crimp-Type  USER-ME  AT  CG  .MC 

REV-MI  AV  AS'SH  11  99ES 

M'.-C-24308/8K 

EC 

26  Jon  89 

CR  EC 

85  NA 

L 

5935 

Connector,' Electric  (Circular,  Environment  Resising)  Plug,  Threoded. Coupling 
(Push-  Pull,  Quick  Disconnect  With  lonyord)  Crimp  Pin  Contoct,  Series  III, 

Classes  A,  G,  And  R  REV-ll  99  15  17  ES 

MIL-C-83723/68  (2) 
NOTICE  I 

85 

31  Aug  88 

85 

5935 

Connector,  Electric,  Rectongulor,  Miniature,  Polorized  Shell,  Rock&  Ponel,  Plug, 

Pin  Conlocts,  Hermetic,  Clou  H  &  K  OSER-MEAT  MC  CG  REV-MI  SH  AS  11 

99  ES 

MIL-C-24308/9D 

EC 

28  Jon  85 

CR  EC 

85 

L 

5935 

Connector/ Electric=(Circulor,-Environment  Resisting)  Plug,  Threoded  Coupling 
(Push-  Pull,-Quick  Disconnect  With  lonyord).  Crimp  Socket,  Series  III,  Classes 

A,  G  And  R  REV-ll  99  17  15  ES 

MIL  C-83723/69  (2) 
NOTICE  1 

85 

31  Aug  8d 

85 

5935 

Connector,  Electric,  Rectangular,  Minloture,  Polorized  Shell,  Rock  And  Panel, 

Shield,  Right  Angle  Volidaled  Jan  86  USER-ME  AT  OS  CG  MC  REV-MI  AR 

AS  11  99  ES 

MIL.C-24308/19A 

EC 

30  Apr  80 

CR  EC 

85 

t 

5935 

Contiector,  Electrical  (Circulor,  Environment  Resisting),  Receptacle  Adopter 
(Push-  Pull,  Quick  Disconnect),  Series  III,  Classes  A,  G,  And  R  Validated  Jon 

57  REV-ll  99  15  17  ES 

MIL-C-83723/70  (I) 
NOTICE  1 

85 

26  Jon  87 

85 

5935 

Connector,  Electric,  Rectongulor,  Miniature,  Polarized  Shelf,  Rock  And  Ponel, 
Shield.  Straight,  Deep  USER-AT  ME  MC  CG  OS  REV-MI  AR  AS  11  99  ES 

MIL-C-24308/20A 

EC 

30  Apr  80 

CR  EC 

85 

5935 

Connector,  Electrical,  (C{rcular,~EnvIronment  Resisting),  Receptocle,  (Flonge 

Mount,  Boyonet  Coupling,- Crimp  Socket  Contac)-SerIes  III,  Cfosses  A,  G  And 
^.  Validated  Jan  87 

MIL-C-83723/7IA  (1) 
NOTICE  1 

85 

26  Jon  87 

CR  AS 

85 

5935 

Connector,  Electric,  Rectongulor,  Miniature,  Polorized  Shell,  Rock  &  Panel, 

CScmp,  Nc.-;e.-;v!,'or..'n’En!a!  US£R-ATV.(E  OS  .VX  CG  R£V.,V.! 

AR  AVAS  11  99  ES 

MII.C-24308/21B 

EC 

20  Moy  83 

CR  EC 

85 

L 

5935 

Connector,  Electricol,  (Circulor,  EnvIronment  ResIstlng),  Receptocle,  (Flange 
Mount,bdyonet  Coupling,  CrImp  PIn  Contoct),. (Series  III,  Classes  A,g  And  R 
Validated  Jon  57  REV-MI  AR  EC  99  17  15  11  ES 

MIL-C-83723/72A  (1) 
NOTICE  1 

85 

26  Jon  87 

85 

5935 

Connector,-EiectrIc,  Rectongulor,  Miniature,  Polarized  Shell,  Rock.&  Ponel, 
ShIeld,stro!  Ght,  Nohenvlronmentol  USER-AT  ME  CG  OS  REV-AR  Ml  AS  MC 
h  99  ES 

Mll.C-24308/228 

EC 

20  May  83 

CR  EC 

85 

5935 

Connector,'ElectrIcol,-(CIrculor,  Environment  Resisting),  Receptocle,  (Single  Hole 
Mount,- Boyonet  Coupling,-CrImp  Socket  Contocl},-(SerIes  Jil/Closses  A,  G, 

R,  &  W)-REV-AR  Ml  AV  EC  11  17  15  99  ES 

MIL.C-83723/73B 

85 

30  Jul  82 

CR  AS 

85 

5935 

Connector,-  Electrlc,-Rectanguiur,  Nonenvironmentol,  Miniature,  Polarized  Shell, 

MIL-C-24308/23B 

EC 

26  Jon  89 

CR  EC 

85  NA 

Rack  &  Ponel,  Socket  Contacts,  Printed-Wiring  Board  Termlnotion  Types 
USER^AT  Ml  SH  MC  CG  REV-AV  AS  11  99  ES 
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FSC 

TITLE 

NUMBER 

PREP 

DATE 

CUSTODIAN 

j935 

Con'eciorp  Electrkalp  (Circular,  Environment  Reslsing),  Receptocie,  (Single  Hole 

MIL-C-83723/74C 

85 

31  Dec 

86 

CR 

AS 

85 

Mount,  Bayonet  Coupling,  Crimp  Pin  Contoct),  Series  III,  Ooises  A,  O,  R,  & 

W  REV-AR  Ml  AV  EC  11  15  99  ES 

5935 

Connector,  Electric,  Rectongulor,  Nonenvironmental,  Miniature,  Polarized  Shell, 

MIL-C-24308/24C 

EC 

26  Jon 

89 

CR 

EC 

85  NA 

Rock  Panel,  Pin  Contacts,  Printed  Wiring  Board  Terminotion  Types 

USER.AT  ME  SH  MC  CG  REV-MI  AV  AS  11  99  ES 

5935 

Co.tnector,  Electrical,  Mounting  Device,  Flonge  Type,  1/4  Mounting  Perimeter 

MIL-C-85S28/3 

AS 

19  Moy  83 

CR 

AS 

85 

Device  Type  1  &  li  (light  Duty) 

5935 

Connector,  Electric,  Rectongulor,  Minioture,  Polarized  Shell,  Rock  And  Pone), 
Screw-lock  Assembly,  Male  USER-AT  ME  MC  CG  REV-MI  AV  AS  SH  11  99 

ES 

Connector,  Electricol,  (Circular,  Environment  Resisting),  Receptocle,  (Wide 

MIL.C.24308/25E 

EC 

z 

o 

< 

84 

CR 

EC 

85 

1 

5935 

MIL-C-83723/4B 

85 

26  Jon 

87 

85 

Flonge  Mount,  Boyonet  Coupling,  Crimp  Pin  Contact),  (Series  1,  Closses  A,  G, 
And  R)  Validated  Jan  87  REV-99  ES 

NOTICE  1 

5935 

Connector,  Electric,  Rectongulor,  Minioture,  Polorized  Shell,  Rock  And  Ponel, 

MIL-C-24308/26F 

EC 

24  Dec 

87 

CR 

EC 

85 

Screw-lock  Assembly,  Female  USER-AT  ME  CG  MC  REV-MI  AV  AS  11  99  ES 

5935 

Connector,  Electrical,  (Circular,  Environment  Resisting),  Plug,  (Threaded 

M1L-C-83723/97A  (1) 

85 

31  Aug 

88 

CR 

AS 

85 

Coupling,  Self  locking,  R.F.I.  Grounding,  Crimp  Socket  Concocts),  (Series  lii. 
Classes  N  &  S  Firewoll)  REV-AR  Ml  EC  99  17  15  U  ES 

5935 

Connector,  Electric,  Rectangular,  Miniature, polorized  Shell,  Rock  &  Ponel, 

MtL.C-24308/27A 

EC 

26  Jon 

89 

NA 

Insulotion  Displocement,  Socket  Contoct,  Nonenvironmentol,  Cass  G 

USER-ME  AT  CG  MC  OS  REV-MI  MR  AS  ES  99  1! 

L 

5935 

Connector,  Electrical,  (Circular,  Environment  Resisting),  Receptacle,  (Single  Hole 

MIL.C-83723/5C 

85 

26  Jon 

87 

85 

Mount,  Bayonet  Coupling,  Crimp  Socket  Contact),  (Series  1,  Closses  A,  G, 

And  R)  Validated  Jan  87  REV-99  ES 

NOTICE  1 

5935 

Connector,  Electric,  Rectangular,  Minioture,  Polarized  Shell,  Rock  &  Panel, 

MII-C-24308/28A 

EC 

26  Jan 

89 

CR 

EC 

85  NA 

Insulotion  Displacement,  Pin  Contoct,  Nonenvironmentol,  Class  G  USER-ME 

AT  CG  MC  OS  REV-MI  MR  AS  ES  99  11 

1 

5935 

Connector,  Electrical,  (Circular,  Environment  Resisting),  Receptocle,  (Single  Hole 

MIL-C-83723/6C 

85 

26  Jon 

87 

85 

Mount,  Boyonet  Coupling,  Crimp  Pin  Contact),  (Series  1,  Closses  A,  G,  And 

R)  VoUdatea  Jan  87  REV.99  ES 

NOTICE  1 

5935 

Connector,  Electricol,  Insert  (Insulotor),  Female  Rectongulor,  Polorized,  Center 

MIL-C.28731/30B 

EC 

04  Jun 

85 

CR 

EC 

85 

Sciew  lock.  For  75  Removable  Type  Contacts  USER-AV  ME  AL  MC  OS  19 
REV-AT  MI  AS  1 1  99  17  ES 

L 

5935 

Connector,  Electrical,  (Circular,  Environment  Resisting),  Receptacle,  (Coble 

MIL-C-83723/7B 

85 

26  Jon 

87 

85 

Connecting,  Bayonet  Coupling,  Crimp  Socket  Contact),  (Series  !,  Closses  A, 

G,  And  RyVaI!do*fd  Jan  87  REV-99  ES 

NOTICE  1 

5935 

Connector,  Electricol,  Rectongulor,  Rock  And  Panel,  Crimp  Type  Removoble 

Socket  Contacts,  Size  22  USER-AV  ME  AR  MC  OS  SH  REV-MI  AT-AS  99  17 

11  ES 

Connector,' Electricol,  (Circulor,  Environment  Resisting),  Receptocle,  (Coble 

MIL-C.28748/14  (1) 

EC 

20  Ayg 

8f 

CR 

EC 

85 

L 

5935 

MIL-C-83723/8B 

85 

26  Jon 

87 

85 

Connecting,  Bayonet  Coupling,  Crimp  Pin  Contoct),  (Series  1,  Closses  A,  G, 

And  R)  Validated  Jan  87  REV.99  ES 

NOTICE  1 

Q 

5935 

Connector,  Electricol,  Rectongulor,  Rock  And  Ponel,  Solder  Type  And  Crimp 

MII-C-28748A 

EC 

04  Feb 

85 

CR 

EC 

85 

Type  Contocts -General  Specificotlon  For  USER-ME  AV  MC  OS  REV-AR  AT 
MIAS  SH  11  17  99  ES 

SUPP  1 

L 

5935 

Connector,  Electricol,  (Circulor,  Environment  Resisting),  Receptocle,  (Norrow 

MII-G83723/9B 

85 

26  Jon 

87 

85 

Flonge  Mount,  Boyonet  Coupling,  Solder  Pin  Contact),  (Series  1,'Closs  H) 
Validated  Jan  87  REV.99  ES 

NOTICE  1 

5935 

Connector,  Electricol,  Rectongulor,  Rock  And  Panel,  Solder  Type  Pin  Contocts, 

Mll-C.2e748/lC 

EC 

30  Nov 

81 

CR 

EC 

85 

Siie  16  USER-ME  AV  AR  MC  05  SH  REV-AT  Ml  AS  11  17  99  ES 

1 

5935 

Connector,  Electrical,  (Circulor,  Environment  Resisting),  Receptocle,  (Wide 

Mll-C-83723/ 108 

85 

26  Jon 

87 

85 

Flange  Mount,  Bayonet  Coupling,  Solder  Pin  Contact),  (Series  1,  Closs  H) 
Validated  Jan  87  REV.99  ES 

NOTICE  1 

5935 

Connector, .Electricol,  Insert  (Insulator),  Femole  Rectongulor,  Polorized,~ Center 

MIL.C.28731/32B 

EC 

04  Jun 

85 

CR 

EC 

85 

Screw  Lock,  For  1 17  Removable  Type  Contacts  USER-AV  ME  OS  MC  19 

REV-AT  Ml  AR  AS  17  11  99  ES 

L 

5935 

Connector,  Electricab.Style  S,  Rack  And  Panel  Minioture,  Closed  Entry 

MS-27399 

85 

08  Aug 

86 

85 

Validated  Avg  86  REV-ES 

NOTICE  1 

5935 

Connector,  Electricol,  Insert  (Insulotor),  Male  Rectongulor,  Polorized,. Center 

Mll.C-'>8731/33C 

EC 

21  Jul 

88 

CR 

EC 

85 

Screw-lock,  For  165  Removoble  Type  Contacts  USER-Al  AV  OS  MC  19 

REV-MI  AT  AR  AS  11  99  17  ES 

L 

5935 

Connector,  Electricol,  Receptacle  Ponel  Mount,  Firewoll  Series  (Inoctive  Use 

MS.27613C 

85 

30  Jon 

87 

85 

MII-C-83723,  Seriej  lii,  Clos>  K  REV-99  17  11  ES 

NOTICE  1 

5935 

Connector,  Electricol,  Rectongulor,  Rock  And  Ponel,  Solder  Type  Socket 

MIL.C-28748/2C 

EC 

30  Nov 

81 

CR 

EC 

85 

Conlocli,  Size  16  USER-ME  AR  AV  MC  REV-AT  Ml  AS  OS  SH  11  17  99  3s 

1 

5935 

Connector,  Electricol  Receptocle  ,d,  Hole  Mount,  Firewoll  Series  (Inoctive  Usv" 

MS.27614C 

85 

30  Jon 

87 

85 

Mll-C-83723)  REV.99  19  11  ES 

NOTICE  1 

5935 

Connector,  Electricol,  Rectongulor,  Rock  And  Panel,  Crimp  Type  Removoble  Pin 

MIL.C.28748/30 

EC 

04  Feb 

85 

CR 

EC 

85 

Conlaclz,  Siiet  16  And  20  USER-ME  AR  AV  MC  OS  SH  REV-AT  Ml  AS  11 

17  99  ES 

L 

5935 

Connector,  Electricol,  Plug  Fire  WoP  Series  Validated  Jan  89  REV-17  99  11  ES.. 

MS.27615C 

85 

13  Jon 

89 

85 

5935 

Connector,  Electrical,  Rectongulor,  Rock  And  Panel,  Crimp  Type  Removoble 

MII-C-28748/4D 

EC 

18  Mor 

85 

CR 

EC 

85 

Socket  ConlQcl),  Sizes  16  And  20  USER-ME  AR  AV  MC  SH  OS  REV-MI  AT 

AS  11  17  99  ES 

L 

5935 

Connector,  Electricol,  Indlviduol  Shield  Termination  REV-99  ES . . 

MS.27741 

NOTICE  1 

85 

13  Feb 

87 

85 

5935 

Connector,  ElectricoVRectongulor,  Rock  And  Ponel,  Solder  Type  Pin  Contocts, 

MII-C.28748/5C 

EC 

30  Nov 

81 

CR 

EC 

85 

Size  20  USER-AV  ME  AR  MC  OS  SH  REV-AT  Ml  AS  11  T7  99  ES 

5935 

Connector,  Electricol,  (Circulor,  Environment  Resisting),  Plug,  (Threoded 

MIL.C-83723/98A  (1) 

85 

31  Aug 

88 

CR 

AS 

85 

Coupling,  Self  Cocking,  R,F,I,  Grounding,  Crimp  Piri  Con(aclt),  (SerieiJii, 
Clones  N  &  S  FirewolO-REV.AR  Ml  EC  IS  11  99  17  ES 
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5935 

Connector,  Electricol,  Rectongulor.  Rock  And  Pane),  Solder  Type  Socket 

MII-C-28748/6C 

EC 

30  Nov 

31 

CR  EC 

85 

Contacts.  Size  20  USER-ME  AV  AR  MC  SH  REV-AT  Ml  AS  OS  11  17  99  ES 

1 

5935 

Connector,  Electrtcol,  (Circular,  Environment  Resisting),  Receptacle,  (Solder, 

MIL-C.83723/nB 

85 

26  jon 

87 

85 

Pionge  Mount,  Boyonei  Coupling,  Solder  Pin  Contact),  (Series  1,  Closs  H) 
Validated  Jon  87  REV-MI  99  ES 

NOTICE  1 

5935 

Connector,  Electrlcol,  Rectongulor,  Rock  And  Ponel,  Solder  Type  Pin  Contocis, 

MIL.C.28748/7C 

EC 

03  Apr 

78 

CR  EC 

85 

Size  22  Validated  Apr  84  USER-ME  AV  AR  MC  OS  REV-MI  AT  AS  SH  ll 

17  99  ES 

5935 

Connector,  Electricol,  Boyonet  Coupling,  Environment  Resisting,  Umbilicot,  Cops, 

Mll-C-81582/9 

AS 

11  Jun 

76 

CR  AS 

Protective  Validated  May  82  USER-SH  REV-AR  EC  ES 

5935 

Connector,  Electrical,  Rectongulor,  Rock  And  Panel,  Solder  Type  Socket 

MII.C-28748/8C 

EC 

03  Apr 

78 

CR  EC 

85 

Contacts,  Size  22  Validated  Apr  84  USER-AR  AV  ME  MC  OS  REV*MI  AT  AS 

SH  11  17  99  ES 

5935 

Connector,  Electrical,  Bayonet  Coupling,  Environment  Resisting,  Umbilicol, 

MIL-C-8I582/IO 

AS 

11  Jun 

76 

CR  AS 

Dummy  Stowoge  Receptocle  Validated  May  32  REV-AR  EC  SH  ES 

Q 

5935 

Connector,  Electricol,  (Ctrculor,  Miniature,  Quick  Disconnect,  Environment 

MIL  C-26482G  (4) 

CR 

28  Sep 

84 

CR  AS 

85 

Resisting)  Receptocles  And  Plugs,  Genera)  Specilicotion  For  USER*MC 

REV-AR  AV  SH  EC  17  99  ES 

SUPPl  1 

NO 

5935 

Connector,  Electricol,  Bayonet  (Coupling,  Environmental  Resisting,  Umbiltcol, 

MIL-C-815828  (I) 

AS 

29  May 

81 

CR  AS 

99 

Generol  Specification  For  Validated  Sep  81  USER-SH  REV-AR  EC  15  11  ES 

SUPP  1 

5935 

Connector,  ElecVicol,  Miniature,  Cooxiol,  Environment  Resistont  Type,  Cooxiol 

MIL-C-25516/18D 

85 

03  Nov 

88 

EC 

85 

Siroight,  Hermetically  Seoled  Ponel  Adopter,  Two  Jock  Ends,  Series  lii,  Closs 
y.  Type  5  Vol, dated  Nov  88  REV-AS  99  ES 

NOTICE  1 

Q 

5935 

Connector,  Electrical,  Circular,  High  Density,  Quick  Disconnect,  Environment 

Mll-C-815n/15E  (1) 

AS 

30  Apr 

76 

CR  AS 

85 

Resisting,  And  Accessories.  Plug,  Seoling  Contoct  (Series  1  Or  2'  Validated 

Jut  82  USER-ME  MC  REV-AV  Ml  EC  1 1  ES 

5935 

Connector,  Electrical,  Miniature,  Cooxiol,  Environment  Resistant  Type,  Cooxiol 

MIL-C-25516/)9C  (!) 

85 

27  Feb 

87 

EC 

85 

Pressurized  Receptacle,  Series  1,  Class  G,  Type  1  Validated  Feb  87  REV-AS 

99  ES 

NOTICE  1 

Q 

5935 

Connector,- Electrical,  Circulor,  High  Density,  Quick  Disconnect,  Environment 

MIL.C-S15117I5E  (1) 

AS 

30  Apr 

76 

CR  AS 

85 

Resisting,  And  Accessories,  Cop,  Protective  Locking  (Inactive  6-5-70) 

Validated  Jut  82  USER-ME  AT  MC  REV-MI  AR  EC  1 1  ES 

Ql 

5935 

Connector,  Electricol,  Envorment  Resisting  Miniature,  With  Snop-in  Confocts 

MIL-C.25955  (3) 

85 

15  Feb 

87 

85 

Validated  Feb  87  USER-MI  REV-ll  99  ES 

NOTICE  1 

Q 

5935 

Connector,  Electrical,  Circulor,  High  Density,  Quick  Disconnect,  Environment 

MIL-C.81511/17C  (1) 

AS 

30  Apr 

76 

CR  AS 

85 

Resisting,  And  Accessories.  Cover,  Protective,  Plug  (Series  2)  Validated  Jut  82 
USER-ME  MC  SH  REV-MI  AV  AR  EC  11  80  ES 

5935 

Connector,  Electrical,  Minioture,  Cooxiol,  Environment  Resistant  Type,  Cooxiol, 

MII-C-25516/20C  (2) 

85 

27  Feb 

87 

EC 

85 

Plug,  Series  1,  Clots  G,  Type  1  Validated  Feb  87  REV-AS  99  ES 

NOTICE  1 

Q 

5935 

Connector,  Electricol  Circulor,  High  Density,  Quick  Disconnect,  Environment 

Mll.C-815)1/)8C  (1) 

AS 

30  Apr 

76 

CR  AS 

85 

Resisting,  And  Accessories,  Cover,  Protective,  Receptocle  (Series  1  Or  2) 
Validated  Jut  82  USER-ME  AT  MC  REV-AV  AR  Ml  EC  11  ES 

5935 

Connector,  Electricol,  Minioture,  Cooxiol,  Environment  Resistont  Type,  Isoloted 

MII.C-25516/21C 

85 

19  May  80 

EC 

85 

Hermeticolly  Seoled  Receptocle,  Series  Iv,  Class  H,  Type  2  REV-AS  99  ES 

Q 

5935 

Connector,  Electrical,  Circulor,  High  Density,  Quick  Disconnect,  Environment 

MIL-C-815n/19D  (1) 

AS 

30  Apr 

76 

CR  AS 

85 

Resisting,  And  Accessories,  Receptacle,  Dummy  Stowage,  For  Series  2 

Connectors  Validated  Jut  82  USER-ME  MC  OS  REV-MI  AV  AR  ECU  99  ES 

5935 

Connector,  Electrical,  Miniature,  Cooxiol,  Environment  Resistont  Type,  Cooxiol 

MII.C.25516/17D 

85 

27  F.b 

87 

EC 

85 

Hermeticolly  Seoled  Receptacle,  Series  IV,  Closs  H,  Type  4  Validated  Feb  87 
R8V‘AS  99  ES 

NOTICE  1 

Q 

5935 

Connedor,  Electrical,  Circular,  High  Density,  Quick  Cisconnecl,environment 

MIL-C-8I511/20D  (1) 

AS 

30  Apr 

76 

CR  AS 

85 

Resisting,  And  Accessories,  Kut,  Slotted  Hexagon,  Connector  Mounting,  For 
Series  1  And  2  Connectors  (Use  MIL-5TO  1353  Validated  Oct  84  USER-ME 

AT  MC  REV-AV  MI  EC  11  99  ES 

5935 

Connector,  Electricol,  Miniature;  Coaxial,  Environment  Resistont  Typo,  Cooxiol 

MII.C-25516/14C 

85 

27  Feb 

87 

EC 

85 

Pressurized  Receptacle,  Series  Iv,  Closs  G,  Type  4  Validated  Feb  87  REV-SH 

NOTICE  1 

5935 

Connector,  Electric,  Rectangular,  Miniature,  Polarized  Shell,  Rock  And  Pone), 

MS-)8269E 

EC 

30  Nov 

76 

CR  EC 

85 

Shell  Receptacle  Socket  Contacts,  Solder  Type  Validated  Apr  83  USER-MC 

CG  REV-MI  AT  AS  11  99  ES 

5935 

Connector,  Electricol,  Miniature,  Cooxiol,  Environment  Resistont  Type,  Trioxiol 

MII.C-255I6/22D 

85 

03  Nov 

88 

EC 

85 

Hermetic  Adapter,  Isoloted  Ground,  Series  lii,  Closs  Y,  Type  6  Validated  Nov 

88  REV-AS  99  ES 

NOTICE  1 

5935 

Connector,  Electric,  Rectangular,  Minioture,  Polorized  Shell,  Rock  And  Pone), 

MS-)8270H 

EC 

30  Nov 

76 

CR  EC 

85 

Shell  Receptacle  Socket  Contocis,  Crimp  Type  Validated  Apr  83  USER-ME 

MC  CG  REV-MI  AS  SH  11  99  ES 

5935 

Connector,  Electrical,  Miniature,  Cooxiol,  Environment  Resistont  Type  Cooxiol 

MIL-C.255T6/23 

85 

27  Feb 

87 

EC 

85 

Plug,  Type.25516/23  Validated  Feb  87  REV.99  ES 

NOTICE  1 

5935 

Connector,  Electric,  Rectangular,  Minioture,  Polorized  Shell,  Rock  And  Ponel, 

Shell,  Plug  Pin  Contocis,  Crimp  Type  USER-AT  CG  MC  SH  REV-MI  AS  1 1  99 

ES 

Connector,  Electricol,  Miniature,  Cooxiol,  Environment  Resistant  Type  Cooxiol 

MS-I8271F 

CR 

26  Jon 

89 

CR  EC 

85 

5935 

MIL.C.25516/24 

AS 

27  Feb 

87 

AS 

85 

Pressurized  Receptacle,  Type  25516/24  Validated  Feb  87  REV.99  ES 

NOTICE  1 

5935 

Connector,  Electric,  Rectangular,  Miniature,  Polarized  Shell,  Rack  And  Pone), 

MS-I8272E 

EC 

13  Nov 

78 

CR  EC 

85 

Shell,  Plug,  Hchmetic  Pin  Contocis,  Closs  H  Validated  May  85  USER-ME  AT 

MC  CG  REV-MI  AS  SH  n  99  ES 

5935 

Connector,  Electrical,  Miniotu.t*  Coaxial  Enviornmenlol  Resistont  Type,  Cooxiol 

MII.C-25516/25 

85 

03  Nov 

88 

EC 

85 

Hermetic  Seoled  Receptede,  Series  f,  Class  H,  TYP61  Validated  Nov  88 

REV-aS  99  ES 

NOTICE  I 

Q 

5935 

Connector,  Electric,  Bayonet  Coupling,  Umbilicol  Receptacle,  Jom  Nut  Mounting, 

MIL-C-8)5B2/1C 

AS 

05  Nov 

75 

CR  AS 

99 

Rfi  Shielded,  Crimp  Contact,  Class  E  Validated  Mar  83  USER-SH  REV-AR  MI 

EC  15  11  ES 

5935 

Connector,- Electricol,  Minioture,  Cooxiol,  Environment  Resistont  Type,  Cooxiol 

MIL-C.255I6/24A 

85 

27  Feb 

87 

EC 

85 

Plug,  Series  1,  Closs  G,  Type  3  Votidaled  Feb  87  REV-AS  99  ES 
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1 

5935 

Conntctorg  ElectriCi  Reor  Accttiory  Otsign  Stondord  Volidott4  Stp  85  REV*EC 

ES 

Connector,  Electricol,  Miniature,  Coaxial,  Environment  Retiitont  Type,  Cooxiol 
Kermeticoily  Sealed  Receptacle,  Series  Iv,  Clast  H,  Type  4  Voi!<ht^  Feb  97 
REV-AS  99  ES 

MS-315SC 

AS 

11  Dm 

78 

Q 

5935 

MII-C-25516/27A 

85 

27  F,b 

87 

Q 

5935 

Connector,  Electricol,  Circular,  High  Density,  Quick  Disconnect,  Environment 
Resisting,  And  Accessories,  Receptocle,  Flange  Mount,  Crimp  Type  Contocts, 

Clots  A,  F  And  E  (Series  1)  Validated  Jul  82  USbR-ME  MC  SH  REV-AV  Ml 

AR  EC  OS  11  99  ES 

MIL-C-81511/21C  (1) 

AS 

30  Apr 

75 

5935 

Connector,  Electricol,  Miniature,  Cooxiol  Enviornmentol  Resistont  Type,  Plug 
(lonyord  Reteoss),  Series  1,  Clots  G,  Type  1  Validot*d  Nev  88  USER*ME  OS 
REV.SH  AS  99  ES 

MII-C-25S 15/288 
NOTICE  1 

85 

03  Nov 

88 

Q 

5935 

Connector,  Electrical,  Circular,  High  Density,  Quick  Disconnect,  Environment 
Resisting,  And  Accessories,  Receptacle,  Jam  Nut  Mount,  Crimp*type  Contocts, 
Class  A,  F  And  E  (Series  1)  Valldattd  Jul  82  USER-ME  MC  REV-AV- AR  Ml 

EC  OS  11  99  ES 

MIL-C-81511/23C  (1) 

AS 

30  Apr 

75 

5935 

Connector,  Electrical,  Miniature,  Coaxial,  Environment  Resistont  Type, 

Hermetically  Sealed  Receptocle,  Series  Iv,  Clots  G,  Type  4  REV-AS  99  ES 

MIL.C-25516/29A 

85 

03  Nov 

88 

1 

5935 

Connector,  Electricol,  Circular,  High  Density,  Quick  Disconnect,  Environment 
Resisting.  And  Accessories  General  Specification  For  Validnf^d  Mor  83 

USER-MC  REV-MI  OS  F.C  ES 

MII-C-81511E 

AS 

23  May 

77 

5935 

Connector,  Electrical,  Insert  (Insulator),  Femole  Rectongulor,  Polorited,  Center 

Screw  Lock,  For  165  Removoble  Typo  Contacts  USER-AV  ME  MC  OS  19 

REV-AT  Ml  AR  AS  99  17  11  ES 

MIL-C-28731/34B 

EC 

04  Jun 

85 

Q 

5935 

Connector,  Electrical,  Circular,  High  Density,  Quick  DiKonnecI,  Environment 
Resisting,  And  Accessories,  Receptocle,  Flange  Mount,  Crimp  Type  Contocts, 

Class  A,  F  And  E  (Series  2)  Validated  Jul  82  USER-ME  MC  REV-AR  AV  Ml 

EC  OS  1 1  ES 

MIL-C.81511/1E  (1) 

AS 

30  Apr 

75 

L 

5935 

Connector,  Electric,  Romp  Power,  416/240  Volts  Validattd  Aug  86  REV-SS  99 

ES 

MIL-C-38159A 

NOTICE  1 

85 

11  Aug 

85 

Q 

5935 

Connecto.'  Electricol,  Circular,  High  Density,  Quick  Disconnect,  Environment 
Resisting,  And  Accessories,  Receptocle,  Coble  Connecting,  Crimp-t^ 

Contocts,  Goss  A,  F  And  E  (Series  1)  Validated  Jul  82  USER-ME  AT  MC  SH 
REV-MI  AVAR  EC  OS  11  99  ES 

MIL-C-81511/25C(1) 
SUPP  2 

AS 

30  Apr 

75 

5935 

Connector,  Electricol,  Contact  Foik  Type,  Crimp  Removable  (5.0  Amperes) 
USER-AV  ME  OS  MC  19  REV-AT  AM  Ml  AS  99  17  11  ES 

MIL-C-2B731/3S8 

EC 

04  Jun 

85 

Q 

5935 

Connector,  Electrical,  Circulor,  High  Density,  Quick  Disconnect,  Environment 
Resisting,  And  Accessories.  Receptacle,  Jom  Nut  Mount,  Crimp-type  CMstocts, 
Class  A,  F  And  E  (Series  2)  Volidahd  Jul  82  USER-ME  MC  REV-MI  AV  EC 

11  99ES 

MII-C-81511/3E  (1) 

AS 

30  Apr 

75 

5935 

Connector,  Electricol,  Insert  (Insulator),  Femo'e  Rectongulor,  Polorited,  Center 

Screw  lock,  For  75  Removoble  Contocts  USER-AV  ME  MC  OS  19  REV-MI 

AR  AT  SH  AS  17  1199ES 

MIL.C-28731/2D 

EC 

25  Moy 

84 

Q 

5935 

Connector,  Electricol,  Circulor,  High  Density,  Quick  Disconnect,  Environment 
Resisting,  And  Accessories.  Plug.  Coble  Connecting,  Crimp-type  Contocts, 

Goss  A.  F  And  E  (Series  2)  Vah'daltd  Jul  82  USER-ME  AT  MC  REV-MI  AV 

AR  EC  OS  1199ES 

MIL-C-81511/5E  (1) 

AS 

30  Apr 

75 

5935 

Connector,  Electricol,insert  (Insulator),  Male  Rectongulor,  Polorixed,  Center 

Screw  lock,  For  100  Removoble  Contacts  USER-ME  AV  MC  OS  19  REV-MI 

AR  AT  AS  99  17  11  ES 

MII.C.28731/3F 

EC 

21  Jul 

88 

Q 

5935 

Connector,  Electricol,  Circulor,  High  Density,  Quick  Disconnect,  Environment 
Resisting,  And  Accessories,  Plug,  Crimp  T)pe  Contocts,  Goss  A,  F  And  E 
(Series  2)  Va!!dated  Jul  82  USER-ME  MC  REV-AV  Ml  AR  EC  11  99  ES 

MIL-C-81511/6E  (1) 

AS 

30  Apr 

75 

5935 

Connector,  Electrical,  Insert  (tnsulotor).  Female  Rectongulor,  Polorized,  Center 

Screw  lock,  For  100  Removoble  Contocts  USER-ME  AV  MC  OS  19  REV-MI 

AR  AT  AS  11  99  17  ES 

MI1.-C-28731/4E 

EC 

G4  Jun 

85 

Q 

5935 

Connector,  Electricol,  Circulor,  High  Density,  Quick  Disco  ;nect.  Environment 
Resisting,  And  Accessories,  F  Adopter,  Rotoble,  Type  1  (Series  1  Or  2) 

VaUdafd  Jul  82  USER-ME  AT  SH  MC  REV-MI  AV  AR  EC  1 1  99  ES 

M11.C.81511/13E 

AS 

19  Mar 

75 

1 

5935 

Connector,  Electricol,  Circular  Threoded,  High  Shock,  High  Density,  Shipboord, 
Bockshell,  45  Deg.,  Metol  Conduit  For  Emi  Shielding 

MIL-C-28840/27A  (1) 

EC 

12  Jul 

82 

O 

5935 

Connector,  Electricol,' Circulor,  High  Density,  Quick  Disconnect,  Environment 
Resisting,  And  Accessories,  Plug,  Crimp  Type  Contocts,  Goss  A,  F  And  E 
(Series  1)  Validated  Jul  82  USER-ME  MC  SH  REV-AV  Ml  AR  EC  11  99  ES 

MIL-C-81511/26C  (1) 

AS 

30  Apr 

75 

5935 

Connector,  Electrical,  P.'ugs,  Tip  Single  (Bononu  Plug)  USER-AR  Ml  OS  CG  MC 

YD  AS  19  REV-EA  ME  99  17  11  ES 

Mll-C-28901/1 

EC 

10  Apr 

80 

Q  1 

5935 

Connector,  Electricol,  Circular,  High  Density,  Quick  Disconnect,  Environment 
Resisting,  Receptacle,  Flonge  Mount,  Individual  Releose,  Crimp  Type  Contocts, 
Class  A,  F  And  W  (Series  3)  Validated  Mar  83  USER-MC  REV-EC  SH  OS  ES 

MII-C-81511/4IA 

AS 

07  Jan 

77 

5935 

Connector,  EI?<tricol,  Plug*.  Tfp.-Dvol  (Bono"0  Plug)  USER-EA  Ml  AR  CG  OS 

AS  YO  MC  19  REV-ME  11  17  99  ES 

MIL-C-28901/2 

EC 

10  Apr 

80 

O  1 

5935 

Connector,  Electricol,  Rectongulor  Crimp  Contocts,  General  Specificolion  For 
!!W.EC  os  99  11  ES 

MIL-C-BI6S9B  (1) 
SUPP  1 

AS 

12  Apr 

83 

5935 

Connector,  Electricol,  Plugs,  Tip,  Duol  (Bonono  Plug)  USER-AR  Ml  OS  CG  MC 

YD  AS  19  REV-EA  ME  17  99  11  ES 

Mll.C-2890r/3 

EC 

10  Apr 

80 

L 

5935 

Connector,  Electrical,  Rectongulor,  Receptocle,  Environment  Resistont,  Crimp 
Contacts,  Double  Insert,  Type  2  Goss  1  f-65  Degrees  C  To  Pius-125  Degrees 

C),  Series  1,  Shell  Designator  A  Validated  Sep  87  REV-EC  ES 

MIL.C-81659/98 
NOTICE  1 

AS 

15  Dec 

71 

5935 

Connector,  Electricol,  Plugs,  Tip,  Single,  Right  Angle  (Bonono  Plug)  USER-MI  AR 

AS  YD  CG  MC  OS  19  REV-ME  EA  11  99  17  ES 

MIL-C-28901/4 

EC 

10  Apr 

80 

5935 

Connector,  Electricol,  Rectongulor,  Plug,  Environment  Resistont,  Crimp  Contocts, 
Single  Insert,  Type  2,  Goss  1  (Minus  65  Deg.  C  To  Plus  125  Deg,  C),  Series 

MIL-C-81559/298 

AS 

02  Aug 

75 

3,  She!!  Designator  A  Volldalil  May  B2  REV-EC  OS  11  99  ES 


CUSTODIAN 

AS 

EC  8S 

CR  AS  85 

EC  85 

CR  AS  85 

EC  85 
AS 

CR  EC  85 

CR  AS  85 

85 

CR  AS  85 

CR  EC  85 
CR  AS  85 

CR  EC  85 

CR  AS  85 

CR  EC  85 

CR  AS  85 

CR  EC  85 

CR  AS  85 

EC 

CR  AS  85 

CR  EC  85 
AS 

CR  EC  85 
CR  AS  85 
CR  EC  85 
AS 

CR  EC  85 
CR  AS  85 
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5935 

ConnccJor,  Eleclrlcol,  Plugs,  Tip,  Single,  Minlolore,  (Test  Point  Plug),  .080 

USER-AR  Ml  OS  CG  MC  YO  AS  19  REV-EA  ME  99  17  11  ES 

MlL-C-28901/5 

EC 

10  Apr  80 

5935 

Connector.  Electrical,  Rectongulcr,  Receptacle,  Environment  Resistant,  Crimp 
Contocts,  Single  Insert.  Type  2,  Class  1  (Minus  65  Oeg.  C  To  Plus  125  Deg, 

C),  Series  2,  Shell  Designator  A  Validated  May  82  REV*EC  OS  99  11  ES 

MILC-81659/3;B 

AS 

02  Aug  76 

5935 

Connector,  EIcctrico).  Plugs,  Tip,  Single,  Right  Angle,  (Test  Point  Pi'jg),  .080 

USER -Ml  AR  CG  YD  MC  OS  AS  19  REV-EA  ME  99  17  11  ES 

MlL.C-28901/6 

EC 

10  Apr  80 

L 

5935 

Connector,  Elee*rico),  Rectongulor,  Plug.  Crimp  Contacts,  (Dual  Insert,  Type  li. 

Class  1  (>65  Degrees  C  To  Plus  125  Degrees  C),  Series  2,  Shell  Oesignotor 

A(  Validated  May  82  REV-EC  OS  9V  1 1  ES 

MIL.C.81659/33B 

AS 

02  Aug  76 

5935 

Connector,  Electrico),  Plugs,  Tip,  Single,  (Test  Point  Plug),  .080,  Soldericss 

USER-AR  Ml  OS  CG  MC  YO  AS  19  REV-EA  ME  99  17  11  ES 

MIL-C-2890I/7 

EC 

10  Apr  80 

5935 

Connector,  Electrical,  Rectangular,  Receptacle,  Environment  Resistont,  Crimp 
Contocts,  Duol  Insert,  Type  li.  Class  1  (Minus  65  Deg,  C  To  Plus  125  Deg.  C), 
Series  2,  Shell  Size  A  Validated  May  82  REV-EC  1 1  99  ES 

MII-C.8IA59/35B 

AS 

02  Aug  76 

5935 

Connector.  Electrico!,  Plugs,  Tip  (Test  Point  Plug,  Bonono  Plug)  General 
Specificotlon  For  USER-AR  Ml  YO  MC  AS  OS  CG  19  REV-ME  11  99  19  17 

ES 

Connector,  Electricol.-Rectongular,  Plug.  Crimp  Contacts,  (Triple  Insert,  Type  li, 
Closs  1  (Minus  65  Degrees  C  To  Plus  125  Degrees  C),  Series  2,  Shell 

Oesignotor  A(  Validated  May  82  REV-OS  EC  99  1 1  ES 

MIUC-28901 

SUPP  I 

EC 

10  Apr  80 

5935 

MIL-C-81659/37B 

AS 

02  Aug  76 

L 

5935 

Connector,  Electrical,  Circulor,  Screw  Threarls,  High  Density,  High  Shock, 
Shipboord,  Crimp  Contacts  Plug,  Asembly,  90  Deg,,  Classes  0}  And  Ojs 

MII-C-28840/78D 

EC 

16  Jul  86 

5935 

Connector,  Electrical.-Rectongular,  Receptacle,  Environment  Resistant,  Crir^p 
Contocts,  Triple  Insr  t,  Type  li.  Class  1  (-65  Degrees  C  To  Plus  125  Degrees 

C),  Series  2,  Shell  Size  A  Validated  May  82  REV-EC  OS  99  1 1  ES 

MIL-C-81659/39B 

AS 

02  Aug  76 

L 

5935 

Connecter,  Electrical,  Circulor  Threaded,  High  Shock.  High  Density,  Shipboard, 
Backshell,  Straight,  Metol  Conduit  For  Emi  Shielding 

MIL.C-28840/5A 

EC 

26  May  81 

L 

5935 

Connector,  Electrical,  Circulor,  High  Density,  Quick  Disconnect,  Environment 
Resisting,  Receptacle,  Coble  Connecting,  Individuol  Release,  Crimp  Type 

Contacts,  Closs  A,  F  And  W  (Series  3)  Validated  Mat  83  USER-MC  SH  OS 

EC  ES 

A’.ll-C8151 1/458 

AS 

07  Jon  77 

L 

5935 

Connector,  Eleciricol.-.Circulor,  Screw  Threads,  High  Density,  High  Shock, 

S!  ipboard.crimp  Contocts,  Plug,  Assembly,  45  Deg.,  Classes  Dj  And  Djs 

MIL.C-28840/29D 

EC 

16  Jul  86 

QL 

5935 

Connector,  Electric,  Circular,  Miniature,  Rock  And  Panel  Or  Push-pv!«  Coupling, 
Environment  Resisting  Validated  Sep  85  REV-MI  EC  ES 

MIL-C-81703 

SUPP  lA 

AS 

21  Jul  71 

L 

5935 

Connector,  Electrico!,  Circular  Threoded,  High  Shock,  High  Density,  Shipboord, 
Metol  Conduit  Coupling 

MIL-C-28840/30A 

EC 

26  Moy  81 

L 

5935 

Connector,  Electricol.  Slyle  S,  Rock  And  Panel,  Miniature  Validated  Aug  86 

R6V.99  ES 

MS.24285C 

NOTICE  1 

85 

06  Moy  68 

1 

5935 

Connector,  Electricol,  Circular  Threoded,  High  Shock,  High  Density,  Shipboord, 
Backshell,  Straight,  Coble  Sealing  And  Shield  Terminotion,  Connector,  Electric 
USER-SH  OS 

MII-C.28840/6B 

EC 

04  Jon  83 

1 

5935 

Connector,  Electricol,  Style  P,  Rock  And  Panel,  Mlniotfre  Validated  Aug  86 

R6V.99  ES 

MS-24286D 

NOTICE  1 

85 

05  JiKi  66 

L 

5935 

Connector,  ElectrlcaVCirculor  Threoded,  High  Shock,  High  Density,  Shipboord, 
Clomps,  Stroin  Relief,  Straight,  Open  For  Electrical  Connectors 

MII-C.28840/1A 

EC 

26  Moy  81 

1 

5935 

Connector,  Electrical,  Circulor,  High  Density,  Quick  Disconnect,  Environment 
Resisting.  Receptacle,  Jam  Nut  Mount,  Individuol  Release,  Crimp  Type 

Contacts  Class  A,  F  And  W  (Series  3)  Validated  Mar  83  USER-MC  REV-EC 

SH  OS  ES 

MIL-C-8T5n/49A 
NOTICE  2 

AS 

07  Jon  77 

1 

5935 

Connector,  Electrical,  Circular  Threaded,  High  Shock,  High  Density,  Shipboard, 
Oomps,  Stroin  Relief,'  90'0eg.,  Open  For  Electric  Connectors 

MII-C-28840/2A 

EC 

26  Moy  81 

5935 

Connector,  Electrical, -Rectongulor  Plug,  Environment  Resistont,  Crimp  Contocts, 
Ouodruple  Insert,  Type  li,  Clas^  1  (-65  Degrees  C  To  Plus  125  Degrees  C), 
Series  2,  Shell  Size  A  Validated  May  82  REV-EC  OS  11  99  ES 

MllC-8 1659/4 18 

AS 

02  Aug  76 

1 

5935 

Connector,  Electrico),~Crrcu!ar  Threaded,  High  Shock,  High  Density,  Shipboord, 
Clamps,  Stroin  Relief,  450  Deg.,  Open  For  Electric  Connectors 

MIL.C.28840/3A 

EC 

26  May  8i 

5935 

Connector,  Electrical,  Rectongulor,  Receptocle,  Crimp  Contocts,  (Quadruple 

Insert,  Type  li,  Cass  1  (-65  Deg  C  To  Plus  125  Deg.  C),  Series  2,  Shell 
Oesignotor  A(  Validated  May  82  REV-EC  OS  1 1  80  ES 

MII-C-81659/43B 

AS 

02  Aug  76 

1 

5935 

Connector,  Eleetricol,-Cfrcular  Threoded,  High  Shock.  High  Density,  Shipboord, 
Metol  Conduit  For  Emi  Shielding  Validated  Apr  84 

Mll.C.26340/4 

EC 

21  Aug  78 

L 

5935 

Connector,  Electricoh-Rectongulor,  Plug,  Environment  Resistont,  Crimp  Contacts, 
Triple  Insert,  TypeJi,~C(oss  1  (-65  Oegrues  C  To  Plus  125  Degrees  C)«  Series 

2,  Shell  Oesignotor  ^  Validated  Sep  8/  REV-EC  ES 

MIIC-81659/53A 
NOTICE  1 

AS 

16  Dec  71 

L 

5935 

Connector,  Electricol,  Cir  ulor.  Screw  Threods,  High  Density,  High  Shock, 
Shipboard,  Crimp  Contocts,  Dummy  Receptacle,  Wall  Mounting 

MII-C.28840/7B 

EC 

26  Moy  81 

L 

5935 

Connector,  Electricol,  Rectongulor,  Receptocle,  Environment  Resistant,  Crimp 
Cento:*!.  T.^ple  Insert,  Type  li,  C'cs!  2  (.V.E.n-s  45  Deg.  To  2CC  Deg  CJ, 

Series  2,  Shell  Oesignotor  B  Validated  Sep  87  REV-EC 

MIIC-81659/56A 

AS 

16  Dec  71 

5935 

Connector,  Electric,  Recto  .gulor.  High  Density,  Polarized  Center  Jockscrew, 
Receptacle,  Solder  Socket  Contacts,  Closs  S  (Inactive  For  New  Design  As  Of 

1  Oct  86)  USER-AR  ME  AM  MC  REV-AT  Ml  AS  99  11  ES 

MIL-C-28804/7C 

EC 

21  Jul  86 

L 

5935 

Connector,  Electrical  Rectangular,  Plug,  Environment  Resistant,  Crimp  Contocts, 
Ouodruple  Insert,  Type  li,  Closs  1  (-65  Degrees  C  To  Plus  125  Degrees  C), 
Series  2,  Shell  Oesignotor  6  Validated  Sep  87  REV-EC  ES 

MII-C-81659/57A 
NOTICE  1 

AS 

16  Dec  71 

L 

5935 

Connector,  Electricol,  Circulor,  Threaded,  High  Shock,  High  Density,  Shipboord, 
Bockshell,  90  Oeg.,  Coble  Seoling  &  Shield  Terminotion,  Connector,  Electric 

MII.C-28840/8B 

EC 

25  Jun  84 

L 

5935 

Connector,  Electricol,  Rectongulor,  Plug,  Environment  Resistont,  Crimp  Contocts, 
Ouodruple  Insert,  Type  li,  Coss  2  (Minus  65  Deg.  To  Plus  200  Oeg.  C), 

MII-C-81659/58A 
NOTICE  1 

AS 

16  Dec  71 

Series  7,  Shell  Designator  S  Validated  Sep  87  REV*EC  ES 


CUSTODIAN 
CR  EC  85 
CR  AS 

CR  EC  85 
CR  AS  85 

CR  EC  85 
CR  AS  85 

CR  EC  85 

CR  AS  85 

EC 

CR  AG  85 

EC 

AS 

EC 

AS 

EC 

85 

EC 

85 

EC 

AS 

EC 

CR  AS  85 

EC 

CR  AS  85 

EC 

AS 

EC 

AS 

CR  EC  85 

AS 

EC 

AS 
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L 


I 


L 
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I 
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5935  Connector,  Eieciricot,  Pfug$,  Tip,  Dual  (Tost  Point  Plug),  .080,  Solderless 
USER-AR  MI  OS  CG  MC  YD  AS  19  99  17  11  REV-ME  EA  ES 
5935  Connector,  Ebctricol,  Rectongulor,  Receptacle,  Crimp  Contacts,  (Single  Insert, 
Type  lii.  Class  1  (Minus  65  Degrees  C  To  Plus  125  Degrees  C),  Series  2, 

Shell  Designator  A(  Va!idated  May  82  REV-OS  EC  80  1 1 
5935  Connector,  Electrical,  Plugs,  Tip,  Single,  (Test  Point  Plug  To  Bonono  Plug) 
USER*AR  Ml  OS  CG  MC  YD  AS  19  REV-EA  ME  99  17  11  ES 
5935  Connector,  Electrical,  Circular,  High  Density,  Quick  Disconnect,  Environment 

Resisting,  Receptocle,  Flonge  Mount,  Individual  Releose,  Crimp  Type  Contocts 
Closs  A,  F  And  W  (Series  4)  Validated  Apr  83 
5935  Connector,  Electrical,  Plugs,  Tip,  Single,  (Banana  Plug  To  Test  Point  Plug) 
USER-AR  MI  YD  AS  SH  OS  MC  19  REV-6A  ME  99  17  11  ES 
5935  Connector,  Efectricol,  Circulor,  High  Density,  Quick  Disconnect,  Environment 
Resisting.  Receptacle,  Jam  Nut  Mount,  Inoividual  Releose,  Crimp-type 
Contacts,  Closs  A,  F  And  W  (Series  4)  Validated  Apr  83  USER-MC  REV-SH 
OS  EC  ES 

5935  Connector,  Eleclricot,  Plugs,  Tip,  Single  USER'AR  Ml  OS  CG  MC  YD  AS  19 
REV-EA  ME  99  17  11  ES 

5935  Connector,  Electricol,  Circular,  High  Density,  Quick  L.sconnect,  Environment 

Resisting,  Receptacle,  Jam  Nut  Mount,  Solder  Type  Contocts,  Pins  Only,  Clots 
D  (Scries  4)  Validated  Jul  82  REV.£C  ES 

5935  Connector,  Electrical,  Plugs,  Tip,  Single  .040  Diometer  USER-AR  Ml  CO  OS  MC 
YO  AS  19  REV-ME  EA  11  99  K  ES 

5935  Connector,  Electricol,  Rectangular,  Receptacle,  Crimp  Contocts,  (Duol  Insert, 

Type  lii.  Class  1  Shell  Designator  A)  Validated  May  82  REV-OS  EC  11  99 
5935  Connector,  Electrical,  Screw  Threods,  High  Density,  High  Shock,  Shipboord, 
Crimp  Contocts  Receptacle,  Well  Mounting,  Closses  D  And  Os  USER-OS 
REV-SH 

5935  Connector,  Electrical,  Rectongulor,  Receptacle,  Crimp  Contacts,  (Triple  Insert, 

Type  Hi,  Class  1  (-65  Deg.  C  To  Plus  125  Deg.  C),  Series  2,  Shell  Oesignotor 
A(  Validated  May  82  REV-OS  EC  99  1 1 

5935  Connector,  Electrical,  Circular,  Screw  Threods,  High  Density,  High  Shock. 

Shipboard,  Crimp  Contocts,  Receptacle,  Coble  Connecting,  Classes  D  And  Ds 
5935  Connector,-  Electrical,  Rectongulor,  Receptacle,  Crimp  Contocts,  (Quodruple 

Insert,  Type  lii,  Closs  r(Minus  65  Degrees  C  To  Plus  125  Degrees  C),  Series 
2,  Shell  Designator  A(  Validated  May  82  REV-MI 
5935  Connector,  Electricol,  Circular,  Screw  Threods,  High  Density,  High  Shock, 
Shipboard, crimp  Contocts  Receptacle,  Mounting  Box,  Closses  D  And  Ds 
5935  Corinector,  Electricol,  Rectongulor,  Plug,  Crimp  Contocts,  (Single  Insert,  Type  Iv, 
Closs  1  (Minus  65  Degrees  C  To  Pius  125  Degrees  C)  Series  2,  Shell 
Designator  A(-Vclidated  May  82  REV-MI  OS  EC  11  99 
5935  Connector,  Electricol,  Circulor  Threaded,  High  Shock,  High  Density,  Shipboord, 
Dust  Cover,  Receptocle 

5935  Connector,  Electricol,  Rectangular,  Receptacle,  Crimp  Contocts,  (Single  Insert, 

Type  fv.  Class  1,  (-65  Deg.  C  To  Plus  125  Deg.  C),  Series  2,  Shell  Oesignotor 
A(  Validated  May  82  REV-OS  EC  99  1 1 

5935  Connector,  Electricol,  Circulor,  Screw  Threads,  High  Density,  High  Shock, 

Shipboard, crimp  C  'itacls  Receptocle,  Jam  Nut  Mounting,  Classes  D  And  Ds 
USER-OS  REV-SH 

5935  Connector,  Electrical,  Rectongulor,  Receptacle,  Crimp  Contocts,  (Single  Insert, 
Type  Iv,  Cass  1  (-65  Deg.  C  To  Plus  125  Deg.  C),  Series  2,  Shell  Designator 
A,  Clinch  Nut  Mounting(  Validated  May  82  REV-OS  EC  99  11 
5935  Connector,  Electricol,  Circulor  Threoded,  High  Shock,  High  Density,  Shipboord, 
Oust  Coyer,  Plug 

5935  Connector,  Electrical,  Rectongulor,  Receptocle.  Crimp  Contocts,  (Single  Insert, 

Type  Iv,  Class -1  (Minus  65  Degrees  C  To  Plus  125  Degrees  C),  Series  2,  Shell 
Oesignotor  A,  Floot  Mounting!  Validated  May  82  REV-OS  EC  11  99 
5935  Connector,  Electricol,  Circulor,  Screw  Threads.  High  Density,  High  Shock, 
Shipboord,  Crimp  Contacts  Plug,  Closses  0  And  Ds 
5935  Connector,  Electricol,  Rectongulor,  Plug.  Crimp  Contocts,  (Duol  Insert,  Type  Iv, 
Closs  1  (Minus  65  Degrees  C  To  Plus  125  Degrees  C),  Series  2,  Shell 
Oesignotor  A(  Validated  May  82  REV-OS  EC  11  99 
5935  Connector,  Electrical,  Circulor,  Screw  Threods,  High  Density,  High  Shock, 

Shipboord,  Crimp  Contacts,  Plug,  Assembly  Open  Wire  Closses  D  And  Os 
5935  Connector,  Electrical,  Rectongulor,  Receptacle,  Crimp  Contocts,  (Duol  Insert, 

Type  Iv,  Class  1  (Minus  65  Degrees  C  To  Plus  125  Degrees  C),  Series  2,  Shell 
Oesignotor  A(  Validated  May  82  ‘08  11  99 

5935  Connector,  Electricol,  Circular,  Screw  Threods,  High  Density,  High  Shock, 

Shioboord.  Crimp  Contocts  Plug,  Assembly,  Open  Wire,  90  Deg,,  Classed  0 
And  Os 

5935  Connector,  Electricol,  Rectongulor,  Receptacle  Crimp  Contacts,  (Duol  Insert, 

Type  Iv,  Closs  1  (-65  Deg.  C  To  Plus  125  Deg.  C),  Series  2,  Shell  Oesignotor 
A,  Clinch  Nut  Validated  May  82  REV-EC  OS  99  1) 

5935  Connector,  Electricol,  Circulor,  Screw  Threads,  High  Density,  High  Sho^k, 

Shipboord,  Crimp  Contocts  Plug.  Assembly,  Open  Wire  45  Deg.,  Closses  0 
And  Ds 

5935  Connector,  Electricol,  Rectongulor,  Receptacle,  Crimp  Contocts,  (Duol  Insert, 

Type  Iv,  Closs  1  (•65  Dcg.  C  To  Plus  175  Deg.  C),  Series  2,  Shell  Oesignotor 
A,  floot  Mounting!  Validated  May  82  REV-OS  EC  1’  99 
5935  Connector,  Electricol,  Circulor,  Screw-Threods,  HIgh  Oensily,  High  Shock, 

Shipboard,  Crimp  Contacts  Receptocle,  Well  Mounting,  Assembly,  Stroighi 
Oosses  DJ  &  DJS 


DOCUMENT 


NUMBER 

PREP 

DATE 

CUSTODIAM 

MIL-C-28901/8 

EC 

10  Apr 

80 

CR 

EC 

85 

Ma-C.81659/61 

AS 

02  Aug 

76 

CR 

AS 

85 

MIL-C.2890)/9 

EC 

10  Apr 

80 

ER 

EC 

85 

MU-C-SlSn/SlA 

AS 

07  Jan 

77 

AS 

Ma-C-28901/10 

EC 

10  Apr 

80 

CR 

EC 

85 

MIL-C-8l5n/53A 

AS 

07  Jon 

77 

AS 

Mll-C-28901/n 

EC 

10  Apr 

80 

CR 

EC 

85 

MIL-C-0031511,'54A  (1) 

AS 

30  Apr 

76 

AS 

MIL.C-28901/12 

EC 

10  Apr 

80 

CR 

EC 

85 

Mll-C-81459/62 

AS 

02  Aug 

76 

CR 

AS 

85 

MIL  C-28840,'10B  (1) 

EC 

05  Oct 

81 

EC 

Ma-C-81659/63 

AS 

02  Aug 

76 

CR 

AS 

85 

MIL-C.28840/1  lA 

EC 

26  May 

81 

EC 

Mll.C.81659/64 

AS 

02  Aug 

76 

CR 

AS 

85 

Ma-C'28840/128 

EC 

26  Moy 

81 

EC 

MIL-C  81659/65 

AS 

02  Aug 

76 

CR 

AS 

85 

MII.C-28840/13C 

EC 

I2.J0I 

83 

EC 

MIL-C-81659/66 

AS 

02  Aug 

76 

CR 

AS 

85 

MIL-C-28840/14D 

EC 

20  Sep 

83 

EC 

MIL-C-81659/67 

AS 

02  Aug 

76 

CR 

AS 

85 

Mll,-C-28840/15B 

EC 

04  Jon 

83 

EC 

MllC-81459/68 

AS 

02  Aug 

76 

CR 

AS 

85 

MIL-C-28840/16A 

EC 

26  Moy 

81 

EC 

Mll-C.81659/69 

AS 

02_Aug 

76 

CR 

AS 

85 

Ma-C.28840/17B 

EC 

16  Jol 

86 

EC 

MIL-C-B 1659/70 

AS 

02  Aug 

76 

CR 

AS 

85 

MII-C-28840/18B 

EC 

16-Jul 

86 

EC 

Mll-C-81659/71 

AS 

02-Aug 

76 

CR 

AS 

85 

MII-C-28840/I9B 

EC 

16  Jol 

86 

EC 

Mll-C-81659/72 

AS 

02-Aug 

76 

CR 

AS 

85 

Mll-C-288408/200 

EC 

16  Jul 

86 

EC 

471 


FSC  LISTING 


FSC 

TITLE 

DOCUMENT 

NUMBER 

PREP 

DATE 

CUSTODIAN 

L 

5935 

Connecioo  Eiectncol,  Rectongulor,  individual  Conloct-Seoting,  Polorixed  Center 
To<k$<rew,  Generol  Specllicollon  For  Voh'dafed  Oct  84  REV-M*  EC 

MIL-C.85028 

SUPP  1 

AS 

25  Ocl 

77 

AS 

1 

5935 

Connector,  Electricol,  Circular,  Screw  Threads,  High  Density,  High  Shock, 

Shipboard,  Crimp  Contacts  Receptocle,  Cable  Connecting  Assembly,  Stroight 
Classes  DJ  &  DJS 

MII-C-28840/21D 

EC 

16  Jol 

86 

EC 

L 

5935 

Connector,  Electric,  Rectangular,  Individuol  Contact  Seoling,  Potorizedcenter 
Jockscrew,  Wire  Seal,  S've  16,  Crimp  Removable  Contacts  Vottdated  Oct  84 
REV-EC 

Ma-C-85028/5 

AS 

25  Oel 

77 

AS 

L 

5935 

Connector,  Electrlco),  Circular  Threaded,  High  Shock,  High  Density,  Shipboord, 
Metol  Conduit  Bushing 

MII-C.28840/22A 

EC 

26  Moy  81 

EC 

L 

5935 

Connector,  Electric,  Rectongulor,  Individuol  Contoct  Sealing,  Potorizedcenter 
Jockscrew,  Replacement  Tool,  Wire  Seal,  Size  16,  Crimp  Removable  Contacts 
Validated  Oct  84  REV-EC 

MIL-C-35028/6 

AS 

25  Ocl 

77 

AS 

L 

5935 

Connector,  Electrical,  Circulor  Threaded,  High  Shock,  High  Density,  Shipboard, 
Bockshell,  Glond  Nut,  Wiring,  Electric  Connector 

MIL.C-28840/23A 

EC 

26  May  81 

EC 

L 

5935 

Connector,  Electric,  Rectongulor,  Individuol  Contact  Sealing,  Potorizedcenter 
Jockscrew,  Plug,  Crimp  Removoble  Pin  Contacts,  Class  E  Volidoted  Oct  84 
REV-EC 

MIL.C-85028/1 

AS 

25  Ocl 

77 

AS 

L 

5935 

Connector,  Electricol,  Circular,  Screw  Threads,  High  Density,  High  Shock, 
Shipboord,crlmp  Contacts  Gosket,  flange  Mounting 

Ma-C.28840/24B 

EC 

26  Jun 

81 

EC 

Ql 

5935 

Connector,  Electrical,  Miniature,  Rectongulor  Type,  Rock  To  Ponel,  Environment 
Resisting,  200  Degrees  C  Total  Continuos  Operoting -Temperature,  Generol 
Specificotion  For  REV*1 1  99  80  ES 

MII.C.83733C 

SUPP  1 

85 

28  Jul 

86 

85 

L 

5935 

Connector,  Electrical,  Circulor  Threoded,  High  Shock,  High  Density,  Shipboord, 
Bockshell,  90  Deg.  Metal  Conduit  For  EMI  Shielding 

MIL-C-28840/25A  (1) 

EC 

12  Jul 

82 

EC 

L 

5935 

Connector,  Electricol,  Receptacle,  Minioture,  Rectongulor  Type,  Rock  To  Ponel, 
Standard  Hole  Mounting,  Environment  Resisting,  200  Deg.  C  REV*tt  99  ES 

MIL-C.83733/1C 
NOTICE  1 

85 

13  Nov 

87 

85 

L 

5935 

Connector,  Electricol,  Circular,  Screw  Threads,  High  Density,  High  Shock, 
Shipboard,crimp  Conlocis  Plug  Assembly,  Stroight  Classes  Dj  And  Djs 

MIL-C-28840/26B 

EC 

16  Jul 

86 

EC 

L 

5935 

Connector,  Electric.  Rectongulor,  Individual  Contact  Seoling,  Polorizedcenter 
Hordwore,  Receptocle,  Crimp  Removable  Socket  Contocts,  Closs  E  Validated 

Oct  84  REV-EC 

MIL.C.85028/2 

AS 

25  Oct 

77 

AS 

5935 

Connector,  Electricol,  Insert  (Insulator)  Mole  Rectongulor  Polorized,  Center 

Screw  Lock,  For  130  Removable  Contacts  USER-AV  ME  MC  OS  19  REV-AR 

Ml  AT  AS  11  99  17  ES 

Ma-C.28731/5F 

EC 

21  Jul 

88 

CR  EC 

85 

L 

a935 

Connector,  Electrical,  Plug,  Socket  Contoct,  Miniature,'Rectongulor  Type,  Rock 

To  Panel,  With  Guide  PinS'&  Spring  Mounting,  Environment  Resisting,  200 

Deg.  CREV-ll  99  ES 

MIL-C-83733/2D 

85 

26  Jul 

86 

8^ 

L 

5935 

Connector,  Electrical,  Modulor,  Connector  Assembly.  Type  IV,  40  Pin,  Single 

Spon,  DIP  USER-AS 

MIL-C-28754/7e 

SH 

29  Apr 

85 

SH 

L 

5935 

Connector,  Electric,  Rectangular,  Individual  Contoct  Sealing,  Polorizedcenter 
Jockscrew,  Interfociol  Seol,  Size  16,  Crimp  Contacts  Vb/ZdoMd’  Oct  84 

REV-EC 

MIL.C-85028/3 

AS 

25  Ocl 

77 

AS 

5935 

Connector,  Electricol,  tnsert-(lnsulalor),  Female  Rectongulor,  Polorized,  Center 

Screw  Lock,  For  130  Removable  Contocts  USER-AV  ME  MC  19  REV-MI  AT 

AR  AS  SH  OS  11  80  17  99  ES 

MIL-C.2873)/4E 

EC 

04  Jun 

85 

CR  EC 

85 

L 

5935 

Connector,  Electric,  Rectongulor,  Individual  Contoct  Seoling,  Polorizedcenter 
Jockscrew,  Sealing  Plug,  Size  16,  Crimp  Removable  Contacts  Validated  Oct 

84  REV-EC 

MIL-C-85028/4 

AS 

25  Ocl 

77 

AS 

5935 

Connector,  Electricol,  Shield,  Rectongulor  For  75,  100  Or  130  Removoble 

Contacts  Validated  Jan  56  USER-ME  AV  MC  OS  19-REV.AR  AT  Ml  AS  11 

17  80  99  ES 

MII-C-28731/7C 

EC 

19  Sip 

79 

CR  EC 

85 

L 

5935 

Connector,  Electricol,  Circulor,  High  Density,  Quick  Discount,  Environment 

Resisting,  Receptucle,  Coble  Connecting,  Individual  Releose,  Crimp  Type 

Contacts,  Class  A,  F  And  W  (Series  4)  Validated  Apr  83 

Mll-C-8T5n/55B 

AS 

07  Jon 

77 

AS 

5935 

Connector,  Electrical,  Insert  (Insulator),  Mote  Rectongulor,  Polorized.-Center 

Screw  Lock,  For  20  Removoble  Contois  USER-ME  AV  MC  OS  19  REV-AT 

AR  Ml  AS  11  99  17 

MI1,-C.28731/9F 

EC 

08  Feb 

88 

CR  EC 

85 

L 

5935 

Connector,  Electrical,  Circulor,  High  Density,  Quick  Disconnect,  Environment 
Resisting.  Plug,  Individual  Releose,  Crimp-type  Contocts,  Closs  A,  F  And  W 
(Series  4)  Validated  Sep  85  USER-MC  REV-EC  SH  OS  ES 

MIL-G815II/56A 

AS 

07  Jon 

77 

AS 

5935 

Connector,  Electricol,  Insert  (Insulotor),  Femole  Rectongulor,  Polorized,  Center 
Screw  lock,  For  20  Removoble  Contacts  USER-ME  AV  MC  OS  19  REV-MI  AT 
AR  AS  17  11  99  ES 

MIL-C-28731/)0F 

EC 

08  Feb 

88 

CR  EC 

85 

L 

5935 

Connector,  Electricol,  Receptocle,  Pin  Contact,  Minioture,  Rectongulor  Type, 

Rock  To  Ponel,  With  Guide  Sockets,  Environment  Resisting,  200  Deg.  C 
Validated  Feb  87  REV-1 1  99  ES 

Ma-C-83733/3B 
NOTICE  1 

8S 

27  Feb 

87 

85 

5935 

Connector,  Electricol,  Insert  (insulotor).  Mole  Rectongulor,  Polarized,  Center 

Screw  Lock,  For  38  Rnmovoble  Confocts  USCR-aV  iV.C  OS  19  REV-MI  AR  AT 
SHAS  MC99  80  17  11  ES 

MIL-C-28731/1IE 

EC 

04  Jun 

85 

CR  EC 

85 

L 

5935 

Connector,  Electricol,  Plug,  Socket  Contoct,-Minioture,  Rectangular  Type,  Rock 

To  Panel,  With  Coptive  Springs,  Environment  Resisting,  280  Deg  C  Validated 
Feb  57REV.il  99  ES 

Mlt-C.83733/4B 
NOTICE  I 

85 

27  Feb 

87 

85 

5935 

Connector,  Electricol,  Insert  (Insulotor),  Female  Rectongulor,  Polorized,  Center 
Screw  Lock,  For  38  Removable  Contocts  USER-ME  AV  MC  OS  19  REV-AR 

AT  Ml  AS  80  99  17  11  ES 

MII.-C-2673I/12E 

EC 

04  Jun 

85 

CR  EC 

85 

L 

5935 

Connecto*,  Electricol,  Receptocle,  Pin  Contoct,  Miniature,- Rectcngulor  Type, 

Rock  To  Ponel,- Bushing  Mountoin,  Environment  Resisting,  200  Deg.  C 

Validated  Feb  87  REV-l  1  99  ES 

MIL-C-83733/5B 
NOTICE  1 

85 

27  Feb 

87 

85 

5935 

Connector,  Electricol,  Jock,  Tip  (Test  Point,  Panel  Or  PJnted  Wiring  type) 
USER-AR  Ml  MC  CG  AS -19  14  REV-ME  17  11  ES 

MIL-C-39024A  (4) 
SUPP  1 

EC 

31  Ocl 

84 

CR  EC 

85 

472 


FSC  USTING 


DOCUMENT 


FSC 

TITLE 

NUMBER 

PREP 

DATE 

CUSTODIAN 

L 

5935 

Connector,  Electricol,  Plug,  Pin  Contact,  Minioture,  Rectongulor  Type,  Rock  To 

Ponei,  Clinch  Nut  Mounting,  Environment  Resisting,  200  Degree  C  REV-99  85 

ES 

Connector,  Electricol,  Test  Point  Type.  Panel  Type.  Single-Test  Pomt,  (Threoded) 
low  Voltage  Validated  Apr  84  USER-AR  \S  YD  OS  MC  CG  14  19  REV-ME 

Ml  17  11  99  ES 

MIL-C-83733/6C 

85 

31  Dec 

87 

85 

5935 

'  .IL-C-39024/1B 

EC 

Apr 

78 

CR  EC 

85 

L 

5935 

Connector,  Electricol,  Plug,  Socket  Contoct,  Miniature,  Rectongulor  Type,  Rock 

To  Ponei,  With  Guide  Sockets  &  Spring  Mounting,  Environment  Resisting,  200 
Deg.  C  REV-ll  99  ES 

MIL.C.B3733/7D 

85 

25  Jul 

?6 

85 

5935 

Connector,  Electricol,  Test  Point  Type,  Panel  Type,  Single  Test  Point  (Threoded), 
High  Voltoge  Validated  Apr  84  USER-AR  YO  OS  MC  AS  CO  19  14  REV-ME 

Ml  17  11  99  ES 

MIL.C-39024/2B 

EC 

17  Apr 

78 

CR  EC 

85 

L 

5935 

Connector,  Electrical,  Receptacle,  Pin  Contact,  Minioture,  Rectongulor  Type, 

MIL.C-83733/8B 

85 

27  Feb 

87 

85 

Rock  To  Ponel,  With  Guide  Pins^  Environment  Reii&ting,  200  Deg.  C  NOTICE  1 

VoUdoied  Feb  S7  REV-l  1  99  ES 


5935  Connector,  Electrlcol  Test  Point  Type,  Printed  Wiring,  Single  Test  Point,  (Right  MIL«C*39024/3A  EC  17  Apr  76  CR  EC  85 

Angle,  2*LEG  Mounting)  low  Voltage  Validated  Apr  84  USER>AR  Ml  AS  CG 
YD  MC  OS  14  19  REV-ME  17  99  ES 

I  5935  Connector,  Electrical,  Pin  Contoct,  Miniature,  Rectongulor  Type,  Rack  To  Pone!,  Mll>C>83733/9B  85  27  Feb  87  85 

Staggered  Stondord  Hole  Mounting,  Environment  Resisting,  200  Deg.  C  NOTICE  1 

Validated  Feb  87  REV-ll  99  ES 

5935  Connector.  Electricol,  Test  Point  Type,  Printed  Wiring,  Single  Test  Point,  (Right  Mll*C'39024/l  IE  EC  14  Jan  85  CR  EC  85 

Angle,  2‘LEG  Mounting)  low  Voltage  US6R*MI  AS  CG  MC  YD  SH  19 
REV-MEAR  11  17  99  6S 

I  5935  Connector,  Electricol,  Receptacle,  Pin  Contoct,  Minioture,  Rectongulor  Type,  MIUO83733/10B  85  27  Feb  87  85 

Rock  To  Panel,  Staggered  Bushing  Mountitig,  Environment  Resisting,  200  Deg.  NOTICE  1 
C  Validated  Feb  87  REV^l  1  99  ES 

5935  Connector,  Electrical,  Test  Point  Type,  Panel  Type,  Single  Test  Point,  (Hole  MtL.C*39024/12C  EC  08  Aug  75  CR  EC  85 

Mounting,  Push>fit)  low  Voltage  Validated  Apr  81  USER*MI  AR  OS  CG  AS 
MC  YD  19  REV-ME  17  11  99  ES 

L  5935  Connector,  Electricol,  Receptocle,  Pin  Contact,  Minioture,  Rectangular  Type,  MtL-C-83733/llB  85  27  Feb  87  85 

Rock  To  Ponei,  Staggered  Clinch  Nut  Mounting,  Environment  Resisting,  200  NOTICE  1 

Deg.  C  Validated  Feb  87  REV-ll  99  ES 

5935  Connector,  Electrical,  Test  Point  Type,  Printed  Wiring  Type,  Single  Test  Point  MII-C-39024/13A  EC  09  Jun  78  CR  EC  85 

(Right  Angle,  2  leg  Mounting),  low  Voltage,  .080  Validated  Apr  84 
USER-AR  YO  AS  OS  CG  MC  19  14  REV-ME  Ml  11  17  99  ES 

I  5935  Connector,  Electrical,  Plug,  Socket  Contact,  Miniature,  Rectongulor  Type,  Rock  MIL-C-83733/12C  85  26  Jul  86  85 

To  Panel,  Slogge.ed  Spring  Mounting,  Environment  Resisting,  200  Deg.  C 
REV.ll  99  ES 

5935  Connector,  Electricol,  Test  Point  Type,  Panel -Type,  Single  Test  Point,  Mll-C*39024/14A  EC  09  Jun  78  CR  EC  85 

Subminioture  (Push-in),  low  Voltage,  .080  Validated  Apr  84  USER-MI  AR  OS 
YD  AS  MC  CG  19  14  REV-ME  17  11  99  ES 

I  5935  Connector,  Electrical,  Minioture,  Rectongulor  Type.  Bockshell,  Radio  Frequency  M1L-C-83733/15A  C5  21  Moy  76  85 

Interference  Validated  Jun  82  REV-11  99  ES 

5935  Connector,  Electricol,  Test  Point  Type,  Printed  Wiring  Type,  Single  Test  Point,  Mll-C*39024/15A  EC  09  Jon  78  CR  EC  85 

low  Voltage,  .080  Validated  Apr  84  REV-MI  99  ES 

L  5935  Connector,  Electricol,  Miniature,  Rectangular  Type,  Stroin  Relief,  Straight  MII-C-83733/16A  85  21  Moy  76  85 

Validated  Jun  P2RE\  01  99  ES 

5935  Connector,  Electrical,  Test  Point  Type,  Printeo  Wiring,  Single  Test  Point,  (Right  MII-C-39024/4B  EC  11  Mor  74  CR  EC  85 

Angle,  3-LEG  Mounting)  Low  Voltoge  Validated  Jan  86  USER-AR  CG  MC 
OS  AS  YO  19  14  REV-ME  Ml  17  11  ES 

5935  Connector,  Electricol,  Test  Point  Type,  PoncI  Type,  Single  Test  Point,  (Hole  MIL-C-39024/5B  EC  17  Apr  78  CR  EC  85 

Mounting,  Push-fit)  Low  Voltoge  VcHdoted  Apr  84  USER-MI  AR  CG  OS  AS 
MC  YD  19  14  REV-ME  17  11  99  ES 

5935  Connector,  Electricol,  Insert  (Insulotor),  Mole  Rectongulor,  Polarized,  Center  MiL>C'28731/13E  EC  04  Jun  85  CR  EC  85 

Screw  lock.  For  56  Removoble  Conlocfs  USER-ME  AV  MC  OS  19  REV-MI 
AR  at  as  11  99  17  ES 

5935  Connector,  Electricol,  Insert  (Insulator),  Femole  Rectongulor,  Polarized,  Center  MIL-C-28731/14E  EC  04  Jun  85  CR  EC  85 

Screw  lock.  For  56  Removable  Contacts  USER-AV  ME  MC  OS  19  REV-AR 
Ml  AT  AS  SH  99  11  8p  17  ES 

5935  Connector,  Electricol,  Insert  (Insulator),  Mole  Rectongulor,  Polorized,  Center  MIL-C-28731/15E  EC  04  Jun  85  CR  EC  85 

Screw  lock,  For  90  Removoble  Contocts  USER-AV  ME  MC  05  19  REV-MI 
AR  AT  AS  99  17  80  11  ES 

5935  Connector,  Electrical,  Insert  (Insulator),  Femole  Rectongulor,  Polorized,  Center  MII-C-28731/16E  EC  04  Jon  85  CR  EC  85 

Screw  lock,  for  90  Removoble  Contacts  USER-MI  AV  MC  OS  19  REV-AR  AT 
MIAS  17  n  99  ES 

5935  Connector,  Electricol,  Insert  (Insu'otor),  Mole  Rectongulor,  Polarized,' Center  MIL-C-28731/17E  EC  04  Jun  c5  CR  EC  85 

Screw  Lock,  For  120  Removoble  Contacts  USER-ME  AV  MC  OS  19  REV-MI 
ARAT  AS  99  11  17  ES 

5935  Connector,  Electricol,  Insert  (Insulotor),  Female  Rectongulor,  Polorized,  Center  MIL-C-28731/18E  (1)  EC  20  Feb  8/  CR  tC  85 

Screw  lock.  For  120  Removable  Cor^tocts  USER-AV  MG  MC  OS  19  REV-MI 
AR  AT-AS  11  17  99  ES 

5935  Connector,  Electricol,  Rectongulor  Shield,  For  20,  38,  56,  90  Or  120  Removoble  M11.C-28731/19D  EC  25  Moy  84  CR  EC  85 

Contocts  USGR-AVME  MC  OS  19  REV-MI  AT  AR  AS  99  17  11 

5935  Connector,  Electricol,  Contact,  Fork  Type,  Crimp  Removoble  (8.5  Amperes)  MIL-C-28731/20D  EC  25  May  84  CR  EC  85 

USER-AV  ME  MC  OS  19  REV-AR  Ml  AT  AS  11  17  80  99  C5 

5935  Connector,  Electricol,  Contoct,  Fork  Type,  Removable,  Double  Wire  Crimp  M1L-C-28731/23D  EC  04  Jun  85  CR  EC  85 

USER-Al  AV  MC  OS  19  REV-AT  AR  Ml  AS  99  17  11  ES 

5935  Connector,  Electrical,  Rectongulor  Shield,  For  120  Removoble  Contocts  USER-AV  MIL-C-28731/24C  EC  25  May  84  CR  EC  85 

ME  MC  OS  19  REV-AR  Ml  AT  AS  17  11  99 

5935  Connector,  Electrical,  Contact,  Fork  Type,  Wire  Hole  Removoble  USER-At  AV  MIL-C-28731/25B  EC  04  Juii  85  CR  EC  85 

ME  OS  MC  19  REV-AT  AS  99  17  11  ES 
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FSC  TITLE 


5935  Connector,  Electrical,  Test  Point  Type,  Ponel  Type  Banna  Pi  cptacle.  Single  Test 
Point  USER-MI  AR  MC  CG  AS  YD  SH  19  REV-EA  ME  11  99  17  ES 

5935  Connector,  Electricol,  Contoct,  Fork  Type,  Wroppost  Removable  (3.6  Amperes) 
USER-AUAV  MC  OS  19  REV-AT  AR  Ml  AS  T  99  17  ES 

5935  Connector,  Electricol,  Modular,  Extractor,  Module,  Single  Span  Styles  1  And  li 
Validated  May  3S  USER-AR  Ml  AS  REV-MC  17  11-99  ES 

5935  Connector,  Eleciricol,  Modulor,  Extractor,  Module,  Double  Spon,  Style  I 
USER-MI  AR  AS  REV-MC  99  17  11  ES 

5935  Connector,  Electrical,  Rectonguiar  Shield,  For  Female. Rectangular  165 

Removcble  Type  Contocts  USER-AL  AV  ME  OS  MC  REV-AR  AT  MC99  17 
11  ES 

5935  Connector,  Electrical,  Rectonguior  Shield,  For  Use  V/ith  MIL-C-26731/32 
USER-AL  AV  ME  MC  OS  19  RfcV-AR  AT  AS  11  17  99  ES 

5935  Connector,-Electrkol,  Module  Interface  And  Component  Ports  (Holder,  Module 
Extractor)  Validated  May  85 

5935  Connector,  Electrical,  Modulor,  Connector  Assembly,  Type  V,  40  Pin,  Two  Piece 
Insert,  &  20  Pin,  One  HoH,  One  Piece  Insert  USER-AR  Ml  AS  YD  REV-MC  99 
17  n  ES 

5935  Connector,  Electricol,  Modulor,  Insert,  Top  USER-AR  Ml  AS  YD  REV-MC  99  17 
11  ES 

5935  Connecto',  Electricol,  Modulor,  Insert,  Bottom  USER-AR  Ml  AS  YD  REV-MC  99 
11  17  ES 

5935  Connector,  Electrical,  Modular,  Connector  Assembly,  Type  V,  Style  I,  Slip  lock 
Cover  Plate  USER-MI  AR  YD  AS  REV-MC  99  17  11  ES 

5935  Connector,  Electricol,  Modulor,  Connector  Assembly,  Type  V,  Style  III  Slip  lock 
Cover  Plate  USER-MI  AP.  AS  YD  REV-MC  99  17  11  ES 

5935  Connector,  Electrical,  Modulor,  Connector  Type  111,  Female  Contact  And 

Insulotor  Bushing-Set,  Removable  Wire  Wroppost  Terminal  USER-MI  AR  AS 
REV-MC  TO  99  17  11  ES 

5935  Connector,  Electricol,  Modulor,  Connector  Type  Hi,  Mate  Contoct  And  Insulator 
Bushing  Set,  Removoble  Wire  Wroppost  Terminoi  USER-AR  Ml  AS  REV-MC 
99  17  11  ES 

5935  Connector,' Electrical,  Modular,  Connector,  Type  III,  Female  Contoct  And 

Grounding  Bushing  Set,  Removoble  Wire  Wroppost  Terminoi  t*SER-MI  AR  AS 
YD  REV-MC  TD  99  17  11  ES 

5935  Connector,  Electrical,  Modulor,  Connector,  Type  III,  Female  Contoct  And 

Polorizing  Bushing  Set,  Removoble  Wire  Wroppost  Terminoi  USER-AR  Ml  AS 
YD  REV-MC  TO  11  99  17  ES 

5935  Connector, -Electrical,  Modulor,  Connector,  Type  III,  Wroppost  Contoct  And 

Grounding. Bushing  Set,  Removable  Wire  Wroppost  Terminoi  USER-AR  Ml  AS 
YD  REV-MC  TO  17  11  99  ES 

5935  Connector,:Electrical,  Modular,  Connector,  Type  Hi,  Keying  Pegs  USER-AR  Ml 
AS  YD  REV-MC  TO  99  17  11  ES 

5935  Connector,  Electrical,  Modulor,  Housing,  Connector  Assembly,  Style  I  USER-MI 
AR  AS  YD  REV-MC  99  17  11  ES 

5935  Connector,  Electrical,  Modular,  Housing,  Connector  Asserhbly,.Style  II  USER-MI 
AR  AS  YD  REV-MC  11  17  99  ES 

5935  Connector,-ElectrIcal,  Modulor,  Type  IV,  Connector,  100  Pin,  Center  Crossover, 
Contact  Tails  On  .050  Centers  USER-AS 

5935  Connector,  Electricol,  Deep  Submergence,  Submarine  REV-ES..... . . . 


I 

I 

L 

I 

L 


5935  Connector,-EleclrIc,  Rectangular,  Miniature,  Polarized  Shell,  Rock  &  Ponel, 
ReceplocIe,~Socket  Contocts,  General  Purpose,  Class. D  &  G,  Solder  Type 
USER-ME  CG  MC  SH  REV-MI  AV  AS  11  99  ES 
5935  Connector,- Electric,  Rectonguior,  Miniature,  Polorlzed  Shell,  Rock  &  Panel, 

Receplocle,  Socket  Contoct,  Generol  Purpose,  Class  O  S  G,  Crimp  Type 
USER-ME  AT  MC  CG  REV-MI  AV  AS  SH  11  99  ES 
5935  Connector,  Electrk,  Rectonguior,  Miniature,  Polarized  Shell,  Rock  &  Ponel,  Pin 
Contact,  Generol  Purpose,  Closs  D  &  G,  Solder  Type  USER-ME  CG  MC 
REV-AT  Ml  AV  as  SH  n  99  ES 

5935  Connector, -.Electric,  Rectonguior,  Miniature,  Polorlzed  Shell,- Rock  &  Ponel,  Pin 

Contact,-General  Purpose,  Closs  0  &  G,  Crimp  Type  USER-ME. AT  CG  MC 
REV-MI  AVAS  SH  11  99ES 

5935  Connector,. Electric,  Rectonguiar,  Miniolure,  Polorized.shell,  Rock  &  Ponel, 
Receptacle,  Socket  Contact,  Nonmagnetic,  Class  M  &  N,  Solder  Type 
USER-ME  AT  CG  MC  SH  REV-MI  AS  11  99  ES 
5935  Connector,-Electric,  Rectangular,  Miniature,  Polarized  Sheil,~Rock  &  Ponel, 
Receptocle,  Socket  Contacts,  Nonmagnetic,  Class  M  A  N,  Crimp  Type 
USER-ME  AT  MC“CG“R£V-Mi  AV  AS  SH  11  99  ES 
5935  Connector,-ElectrIc,  Rectangular,  Miniature,  Polarized  Shell,  Rock  &  Ponel,  Pin 
Contocts,  Nonmognetic,  Closs  M  &  N,  Solder  Type  USER-ME  AT  MC  CG  SH 
REV-MI  AT  AS  11  99ES 

5935  Connector,  Eleciricol,  Modular,  Type  IV,  Connector,  40  Pin,-  Offset,  Contact 
Toils  On  .050  Centers  (Ceromic  CompoHble)  USER-AS 
5935  Connector,  Electricol,  Modular,  Type  IV,  Connector,  40  Pm,-Offset,  Contoct 
Toils  On  .050  Centers(modlfied  Frome,  Ceromic  Compatible  USER-AS 
5y35  Connector.  Eiectricol,  Modulor,  Type  IV,  Connector,  40  Pin,  Center  Contoct  Toils 
On  ,100~Centers  (Ceromic  Compotible)  USER-AS 
5935  Conneclor,-Electricol,  Modular,  Type  IV,  Connector,  40  Pin,  Crossover,  Contoct 
Toils  On-.050  Centers  (Ceramic  Compatible)  USER-AS 
5935  Connector,- Electrical,  Modulor,  Connector  Frame,  type  IV,  Double  Spon,  Center 
USER-AS 


DOCUMENT 

NUMBER  CUSTODIAN 


MIL.C-39024/19 

EC 

n  Mar 

82 

CR 

ic 

99 

MIL.C-28731/368 

EC 

04  Jun 

85 

CR 

EC 

85 

MIL.C-28754/26A 
NOTICE  1 

SH 

30  Apr 

79 

CR 

SH 

85 

MIL.C.28754/27A 

SH 

30  Apr 

79 

CR 

SH 

85 

NOTICE  1 
Mll.C-28731/37 

EC 

21  Feb 

85 

CR 

EC 

85 

Mll.C-2873)/38 

EC 

15  Jon 

86 

CR 

EC 

85 

MIL.C-28754/28A 
NOTICE  1 

SH 

12  Feb 

80 

SH 

MIL.C-28754731C  (1) 

SH 

11  Moy 

84 

CR 

SH 

85 

MIL.C-28754/iOA  (1) 

SH 

11  Moy 

84 

CR 

SH 

85 

MIL.C-287J4/5IA  (1) 

SH 

11  May 

84 

CR 

SH 

85 

MIL-C-28754/32D  (1) 

SH 

1 1  Moy 

84 

Cl! 

SH 

85 

MIL.C-2D754/33D  (1) 

SH 

1 1  Moy 

84 

CR 

SH 

85 

MIL.C-28754/34C 

SH 

07  Aug 

84 

CR 

SH 

85 

MIL.C-28754/35D 

SH 

07  Aug 

d4 

CR 

SH 

85 

MIL.C-287S4/36C 

SH 

07  Aug 

84 

CR 

SH 

85 

MII-C-28754/37C 

SH 

07  Aug 

84 

CR 

SH 

85 

MII.C-28754/38C 

SH 

07  Aug 

84 

CR 

SH 

85 

MIL.C-28754/39B 

SH 

07  Aug 

84 

CR 

SH 

85 

Mll.C.287i4/52A  (1) 

SH 

11  ;.\o, 

84 

CR 

SH 

85 

MII.C-28754/53A  (1) 

SH 

U  Moy 

84 

CR 

SH 

85 

Mll.C.28754/62 

SH 

29  Apr 

85 

SH 

MIL.C-24217A  (1) 

SH 

17  Jon 

89 

SH 

SUPP  T 

SUPPl  1 
MIL.C-24308/lf 

EC 

26  Jon 

89 

CR 

EC 

85 

N^ 

MIL-C-24308/2N 

EC 

26  Jon 

89 

CR 

EC 

85 

NA 

MIL.C-24308/3E 

EC 

26  Jon 

88 

CR 

FC 

85 

NA 

MII.C-24308/4K 

EC 

76  Jon 

89 

CR 

EC 

85 

NA 

Mll-C  24308/5G 

EC 

26  Jon 

89 

CR 

EC 

85 

NA 

MII.C-24308/6K 

EC 

26  Jon 

89 

CR 

EC 

85 

NA 

MIL-C-24308/7E 

EC 

26  Jan 

89 

CR 

EC 

85 

NA 

MIL-C-28754/i3 

SH 

29  Apr 

85 

SH 

MIL-C-287i4/64 

SH 

29  Apr 

85 

SH 

MIL.C-287i4765 

SH 

29  Apr 

85 

SH 

MII.C-28754/6E 

SH 

29  Apr 

85 

SH 

MIL-C-28754/67 

SH 

29  Apr 

85 

SH 
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fSC 

TITLE 

NUMBER 

PREP 

DATE 

5935 

Coivieeior,  Electrical,  Modular,  Connector  Frame,~Type  IV,  Double 

MIL-C-28754/68 

SH 

29  Apr 

85 

5935 

Connector,  Electrico),  Modulor,  Connector  Frame,  Type  IV,  Double  Span,  Offset 

MIL-C-28754/69 

SH 

29  Apr 

84 

5935 

Connector,  Electrico:,  Modulor,  Connector  Assembly,  Type  V,  Coble  Connector, 

100  Pin,  Conocts  On  .100  Centers 

MIL-C-28754/55 

SH 

07  Dec 

84 

5935 

Connector,  Electrical  Modular,  Type  IV,  Connector  Assembly,  Screw  USEft>MI 

AR  AS  YD  REV-MC  11  99  17  ES 

MIL  C-28754/40B  (1) 

SH 

11  May 

84 

5935 

Connector,  Electrico',  Modulor,  Type  IV,-Connector-Assembiy,  Screw,  Insert 

USER-MI  AR  AS  YD  REV-MC  17  99  11  ES 

MIL-C-28754/41B  (1) 

SH 

11  May 

84 

5935 

Connector,  Electrlcol,  Modulor,  Type  IV,  Connector  Assembly,  Single  Spon 

USER-MI  AR  AS  REV-MC  11  99  17  ES 

MIL-C-28754/48B  (1) 

SH 

11  Moy 

84 

5935 

Connector.  Electrlcol.  Modular.  HouUng  USER-MI  AR  AS  YD  REV-MC  11  99  17 

ES 

Connector.  Electrlcol.  Modular.  Connector  AscembI/.  T,pe  IV.  100  Pin.  Double 

Span  Contact  Toils  On  .050  Centers  USER-MI  AR  AS  YD  REV-MC  17  99  11 

ES 

Connector.  Eleclricol,  Modulor.  Type  IV,  100  Pm,  Straight  Through,  Contact 

Toils  On  .100  Centers  USER-MI  AR  AS  YD  REV-MC  99  17  11  ES 

Mll-C-28754/49  (1) 

SH 

11  May 

84 

5935 

MII-C-28754//3B  (1) 

SH 

11  May 

84 

5935 

MII-C-28754/44B  (!) 

SH 

11  Moy 

84 

5935 

Connector,  Electrical,  Modular,  Connector  Frame,  Type  |v.  Double  Spon 

USER-AR  Ml  AS  YD  REV-MC  99  17  11  ES 

MIL-C-28754/45A  (1) 

SH 

11  Moy 

84 

5935 

Connector,  Generol  Purpose,  Electrical  Miniature,  CIrculor,  Environment 

Resisting,  Generol  Specification  For  R£V'99  ES 

MIL-C-26500E  (4) 

SUPP  IB 

85 

30  Sep 

88 

5935 

Connector,  Hull  Inserts,  Type  Vii . . . . . . . . . . . 

MIL-C-24231/25D 

SH 

15  Moy 

87 

5935 

Connector,  Line  Plug,  Electric,  Solder 'Type,  Bayonet  Coupling  VoUdaftd  Feh  83 
REV.99  ES 

MS-20027D 

85 

20  Dec 

67 

5935 

Connector,  Mole  Inlet,  Eleclricol,  Generol  Purpose,  Grounding,  2  Pole,  3  Wire, 

30  Amperes,  250  Volts,  50/60  Herir  VoFidated  Apr  85 

W-C-596/171 

/ES 

28  Oct 

80 

5935 

Connector,  Mole  Inlet,  Electrical,  General  Purpose,  Grounding,  2  Pole,  3  Wire, 

50  Amperes,  125  Volts,  50/60  Hetli  Validated  Apr  85  USER-AV  ME  SH  MC 
REV-MI  AS  EC 

W-C-596/163 

/ES 

28  Oct 

80 

5935 

Connector,  Mole  Inlet,  Eleclricol,  General  Purpose,  .Grounding,  2  Pole,  3  Wire, 

50  Amperes.  250  Volt ,,  50/60  Hertz  Validated  Apr  85  USER-ME  AV  SH  MC 
REV-MI  AS  EC 

W-C-596/167 

/ES 

28  Oct 

80 

5935 

Connector,  Male  Inlet,  Electrical,  General  Purpose,  Grounding,  2  Pole,  3  Wire, 

50  Amperes,  277  Volts,  50/60  Hertz  Validated  Apr  85  USER-AV  ME  SH  MC 
REV-MI  AS  EC 

W-C.596r  175 

/ES 

28  Oct 

80 

5935 

Connector,  Mole  Inlet,  Electrical,  General  Purpose;  Grounding,  2  Pole,  3  Wire, 

30  Amperes,  277  Volts,  50/60  Hertz  Validated  Apr  85  USER-AV  ME  SH  MC 
REV-MI  EC  AS 

W-C-596/179 

/ES 

28  Oct 

80 

5935 

Connector,  Mole  Inlet,  Electrical,  Special  Purpose,' Grounding,  2.  Pole,  3  Wire, 

20  Amperes,  277  Volts,  50/60  Hertz  Validaled  Mar  84  USER-AV  ME  SH  MC 
REV-MI  AS  EC 

W-C-S96/110 

/ES 

11  Aug 

78 

5935 

Connector,  Mole  Inlet,  Electrical,  Special  Purpose,  Grounding,  locking,  2  Pole,  3 
Wire,  15  Amperes,  125  Volts,  50/60  Hertz  USER-AV  ME  MC  SH  11  REV-MI 

AS  EC  19  99 

W-C-596/10’\ 

/ES 

15  Mar 

83 

’9J5 

Connector,  Mole  Inlet,  Electiicol,  Special  Purpose.  Grounding,..2  Pole,  3  Wire, 

30  Amperes,  125  Volts,  50/60  Hertz  Validated  Mar  84  USER-AV  ME  SH  MC 
REV-MI  EC  AS 

W  C-596/93 

/ES 

11  Aug 

78 

5935 

Connector,  Male  Inlet,  Electricol,  Special  Purpose,  Grounding,  4  Pole,  5  Wire, 

20  Amperes,  120/206  Volts,  50/60  Hertz,  3  Phase,  Y  Validated  Mar  84 
USER-AV  ME  MC  SH  REV-MI  AS  EC 

W-C-596/139 

/ES 

11  Aug 

78 

5935' 

Connector,  Male  Intel,  Electrical,  General  Purpose,  Grounding,. 2  Pole,  3  Wire, 

15  Amperes,  125  Volts,  50/60  Hertz  USER-AV  ME  SH  MC  ES  REV-MI  EC 

AS  99 

W-C-596/140A 

/ES 

15  Mor 

83 

5935 

Connector,  Mole  Inlet,  Electrical,  Speciol  Purpose,  Grounding,  2  Pole,  3  Wire, 

20  Amperes,  125  Volts,  50/60  Hern  Validaled  Mar  84  USER-AV  ME  SH  MC 
REV-MI  AS  EC 

W-C-596/97 

'ES 

11  Aug 

78 

5935 

Connector,  Male  Inlet,  Electrical,  Special  Purpese,  Grounding,  2  Pole,  3  Wire, 

30  Amperes,  277  Volts,  50/60  Hertz  Validated  Mar  84  USER-AV  ME  SH  MC 
REV-MI  AS  EC 

W-C-596/106 

/ES 

11  Aug 

78 

5935 

Connector,  Mole  Inlet,  Eleclricol,  G-neroI  Purpose,  Grounding,  2  Pole,  3  Wire, 

15  Amperes,  250  Volts,  50/60  Hertz  USER-AV  ME  SH  MC  ES  REV-MI  EC 

AS  99 

W.C-596/14IA 

/ES 

15  Mar 

83 

5935 

Connector,  More  Inlet,  Electrical,  Gene.-nl  Purpose,  Grounding,  2  Pole,  3  Wire, 

20  Amperes,  125  Volts,  50/60  Hertz  USER-AV  ME  SH  MC  ES  11  REV-MI  AS 

EC  99  19 

W-C-596/142A 

/ES 

IS  Mor 

83 

5935 

Connector,  Mole  Inlet,  Electricol,  Specific  Purpose,  Grounding,  2  Pole,  3  Wire, 

15  Amperes,  125  Volts,  .50/60  Hertz  Validated  Mar  84  USER-AV  ME  mC  SH 
REV-MI  EC  AS 

W.C-596/147 

/ES 

11  Aug 

78 

5935 

Connector,  Mole  Inlet,  Electrlcol,  Generol  Purpose,- Grounding,  2'Pole,  3  Wire, 

20  Amperes,  250  Volts,  50/60  Hestr-UdcR-AV  Mc'SK  MCES  ReV-M;  EC 

AS  99 

W-C-596/144A 

'ES 

15  Mar 

83 

5935 

Connector,  Mole  Inlet,  Eleclricol,  Special  Purpose,  Grounding,  4  Pole,  5  Wire, 

30  Amperes,  120/208  Volts,  50/60  Hertz,  3  Phose,  V  Validaled  Mar  84 
USER-AV  ME  SH  MC  REV-MI  AS  EC 

W-C-596/135 

/ES 

1 1  Aug 

78 

5935 

Connector,  Mote  Inlet,  Electricol,  Speciol  Purpose,  Grounding,  2  Pole,  3  Wire, 

20  Amperes,  250  Volts,  50/60  Hertz  Validaled  Mar  84  OST-R-AV  ME  SH  MC 
REV-MI  AS  EC 

W-C-596/84 

/hS 

11  Aug 

78 

5935 

Connector,  Mole  Inlet,  Electricol,  Specie  Purppse,.Groundr.  3,  2  Pole,  3  Wire, 

30  Amperes,  250  Volts,  50/60  Herit  Validated  Mar  84  USER-AV  ME  SH  MC 
REV-MI  AS  EC 

W-C-596/80 

/ES 

11  Aug 

78 

5935 

Connector,  Mole  Inlet,  Electricol,  Speciol  Purpose/^  Grounding,  3  Pole,  4  Wire, 

W.C-596/131 

/ES 

11  Aug 

78 

30  Ampef«j,  250  Vollj,  50/60  Heitz,  3  Thaw  Validated  Mar  Bd  USER-AV 
ME  SH  MC  REV-MI  .iS  EC 


CUSTODIAN 

sii 

SH 

CR  SH  85 
CR  SH  85 
CR  SH  85 
CR  SH  85 
CR  SH  85 
CR  SH  85 

CR  SH  85 
CR  SH  85 
85 
SH 

85 

CR  YD  85 
CR  YD  85  ES 

CR  YD  85 

CR  YD  85  ES 

CR  YD  85  ES 

CR  YD  85  ES 

CR  YD  85 

CR  YD  85 

CR  YD  85 

CR  YD  85 

CR  YD  85  ES 

CR  YD  85 

CP.  YD  85 

CR  YD  85 

CR  YD  85  ES 

CR  YD  85 

CR  YD  85 

CR  YD  85 

CR  I'D  85 

CR  YD  85  ES 


<>75 
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5935 

Connector,  Mole  Inlet,  Eiectricoi,  Speciol  Purpoic,  Grounding,  3  Pole,  4-Wire. 

W-C-596-  123 

-ES 

11  Aug  78 

CR 

YD 

85 

20  Amperes,  125/250  Veils,  50/60  Herlz  Vetidoltd  Mar  84  USER-AV  ME  SH 
MC  REV-MI  AS  EC 

5935 

Connector,  Mole  Inlet,  Electric-,^  Speciol  Purpose,  Ground. ng^  Locking,  2-Polo,  3 

W-C-596  115A 

.  ES 

15  Mor  83 

CR 

YD 

85  ES 

Wire,  15  Amperes,  277  Veils,  50/60  Herli  USER-AV  ME  SH  MC  11  REV-MI 

AS  EC  19  99 

5935 

Connector.  A\olc  Inlet,  Elecincol,  Speciol  Purpose,  Grounding,  3  Pole,  4  Wire, 

W-C-596,  127 

-ES 

11  Aug  78 

CR 

YD 

85  ES 

20  Amperes,  2-50  Volts,  50/60  Hertr,  3  Phos'  Vah'daled  Mar  84  USEft-AV 

ME  SH  MC  REV.Ml  AS  EC 

5935 

Connector,  Mole  Inlet,  Eiectncol,  Speciol  Purpose, grounding,  3  Pole,  4  Wire,  30 

WC-596,  119 

,'ES 

1  .  Aug  78 

CR 

YD 

85  ES 

Amperes,  125/250  Volts,  50/60  Hertz  Vofldaled  Mar  64  USER*AV  ME  SH 

MC  REV.Ml  AS  EC 

5935 

Connector,  Mole  Inlet,  Eiectncol,  Speciol  Purpose,  Grounding.  Locking,  2  Pole,  3 

W.C-596, 89A 

-ES 

t5  Mor  83 

CR 

YD 

85 

Wire,  15  Amperes,  250  Veils,  50/60  Herlz  USER-ME  AV  SH  MC  11  REV-MI 

AS  EC 

L 

5935 

Connector,  Multiple  Coble . . . . . . . . . . . 

MII-C-24231/11D 

SH 

15  Moy  87 

SH 

5935 

Connector,  Plug  And  Receptocle  (Electrical,  Waterproof),  And  Accessories, 

MIL-C-12520C  (1) 

CR 

01  Mor  85 

CR 

85 

Generol  Spccificotion  For  VoUdafed  Mar  86  USER'MI  REV*99  ES 

SUPP  lA 

NOTICE  1 

5935 

Connector,  Plug  &  Receptocle,  Eiectncol,  Rectangular  Multiple  Insert  Type,  Rock 

MILC-8352/ 

85 

15  May  85 

CR 

AS 

85 

To  PoncI,  Environment  Resisting,  150  C  Total  Continuous  Operating 

SUPP  1 

Temperoture,  Generol  Spccificotion  For  REV>EC  11  17  99  ES 

SUPPL  1 

Qt 

5935 

Connector,  Plug  And  Receptacle-electrical  Rcctongulor,  Polarized  Shell, 

Mll-C-21617  (1) 

EC 

05  Mor  59 

EC 

Mlniolure  Type  VaUdated  Jon  86  USER*AV  REV-MI  ES 

L 

5935 

Connector,  Plug  And  Receptacle  (Electrical,  Audio,  Woterproof,  Ten  Contoci, 

MII-C-10544C  (2) 

CR 

16  Aug  88 

CR 

Polorizcd).  Vahdattd  Aug  88  USER-ME  REV-MI  EA  AV  MC  ES 

NOTICE  1 

5935 

Connector,  Plug  Receptocle,  Electrical,  Hexogonot,  9  Contacts,  Femole,  7.5 

MS-24055D 

EC 

O6  0cc  71 

CR 

EC 

85 

Amps  (Inocllve  12.6.71)  Validated  Apr  84  USER-ME  MC  REV-AT  AR  Ml  AS 

OS  11  99  ES 

5935 

Connector,  Plug  And  Receptacle,  Electrico)  (Coaxial,  Series  Twin),  Ar>d 

MIL  C-36S5C  (1) 

CR 

28  Sep  84 

CR 

EC 

85 

Associated  Fittings,  Generol  Spcclflcoilon  For  USER-AT  AS  SH  MC  19 

REV.Ml  OS  17  11  99  ES 

SUPP  1 

5935 

Connector,  Plug  Electricol  Stroight,  Crimp  Type  Bayonet  Coupling,  Emi,  Series  li 

MS-27484L 

85 

17  Feb  88 

CR 

AS 

85 

REV-MI  AR  EC  11  1S99ES 

5935 

Connector,  Plug  Receptacle,  Eiectncol  Rcctongulor,  18  Contocts,  Female,  7.5 

MS-2401  IE 

EC 

06De£  71 

CR 

EC 

85 

Amps  (InoLlivc  6  Dec  71)  Validated  Apr  84  USER-ME  MC  REV-MI  AT  AR  OS 

AS  11  99  ES 

5935 

Connector,  Plug  And  Cop  Electric,  Grounding  Validated  Apr  82  USEk-MC 

MS-3493B 

AS 

22  Sep  77 

CR 

AS 

11 

REV-AV  79  85  99  ES  NS 

5935 

Connector,  Plug  &  Receptacle  Intermediote  Power,  (Electricol,  Woterproof) 

MII-C-55181C  (1) 

CR 

07  Nov  85 

CR 

EC 

85 

Type  MW,  Generol  Speclflcctlon  For  R6V«11  99  ES 

SUPP  lA 

L 

5935 

Connector,  Plug  And  Receptocle,  Electrical,  Quick  Connect  And  Disconnect,  12 

MIL-C.55243 

CR 

25  Oct  63 

CR 

Contacts,  Medium  Power  Vb//</oM</  Jul  82  REV.Ml  6$ 

0  L 

5935 

Connector,  Plug  And  Receptacle,  Telephone,  Electricol,  Subassembly  And 

MIL.C-55074F  (1) 

CR 

25  Feb  88 

CR 

Accessories  And  Contoci  Assembly,  Electrical,  Generol  Specificotion  For 

REV.cS 

5935 

Connector,  Plug-receptocle,  Electrical,  Rectongulor,  8  Contocts,  Female,  7,5 

M5-24005E 

Ml 

03  Apr  64 

Ml 

85 

Amps.  Validated  May  86  USER-MC  REV.17  99  ES 

5935 

Connector,  Plug.receptocle,  Electrical,  Rectongulor,  8  Contacts,  Mole,  7.5  Amps. 

MS-24006D 

Mt 

08  Apr  86 

Ml 

AS 

85 

Validated  Apr  86  USER-MC  REV.17  99  ES 

NOTICE  1 

5935 

Connector,  PIug*receptacIe,.EIeclficol,  Hexogonol,  9  Contacts,  Mole,  7.5  Amps. 

MS-24056C 

Ml 

02  May  86 

Ml 

AS 

85 

Validated  May  86  USER-MC  REV.17  99  ES 

NOTICE  I 

5935 

Connector,  Plug.receptocle,  Electricol,  Rectongulor,  18  Contocts,  Mcio,  13  Amps. 

MS-24034C 

85 

OS  Aug  86 

MI 

AS 

85 

Validated  Aug  86  USER-MC  REV.17  99  ES 

NOTICE  I 

5935 

Connector,  Ptug.reccptocte,-Eiectrlcat,  Hexogonol,  5  Contocts,  Femole,  7.5 

MS-24037D 

EC 

21  Feb  67 

CR 

AS 

85 

Amps.  Validated  May  85  USER-MI  ME  19  l-l  REV-MC  17  99  ES 

5935 

Connect' %  Plug.receptocle,- Electrical,  Hexogonol,  5  Contacts,  Mole,  7.5  Amps. 

MS-24038C 

Mt 

02  May  86 

Ml 

AS 

85 

Validated  May  86  USER-MI  MC  REV.17  99  ES 

NOTICE  1 

1 

5935 

Connector,  Plug,  Type  . . . . 

MIL-C-24231/2D 

SH 

15  Moy  87 

SH 

5935 

Connector,  Plug,  Electricol,  Closs  I  (Cooxiol,  Senes  Twin),  Type  UG-421B/U 

MILC-3655,  18 

CR 

31  Aug  88 

CR 

EC 

85 

Validated  Aug  88  USER-AT  SH  MC  AS  19  REV-MI  OS  17  11  99  ES 

NOTICE  1 

L 

5935 

Connector,  Plug,  Type  1,  Molded,  Seven*  &  Nine-conductor  (Stroight  &  90 

MILC-24231/30 

SH 

15  May  87 

SH 

Degrees) 

5935 

Connector,  Plug,etectrical,-Specific  Purpose,  Generol  Grode,  Lock,  Grounding  2 

W.C-596/78B 

•ES 

07  Aug  81 

CR 

YD 

85 

Pole,  3  Wire,  30  Ampers,  250  Volts,  50/60  Hertz  Validatt.  1  Apr  65  USER-AV 

Ml  SH  MC  n  REV.Ml  AS  EC  99  19 

5935 

Connector,  Plug,  Electrical,  Cooxiol,  Radio  Frequency,  (Serie#  SMA  (Cobted)  - 

MII-C-39012.57E  (D 

CR 

17  Oct  88 

CR 

EC 

85 

Socket  Conioel,  Closs  2)  USER-AV  AT  OS  AS  MC  19  REV-MI  E/  SH  17  11 

99  80  ES 

5935 

Conrector,  Plug,  Aircrofl-Exlernol  Power  Validated  Oct  84  REV-Tl  ................... 

MII-C-7974/1A 

AS 

08  Sep  78 

AV  AS 

85 

L 

5935 

Connector,  Plug,  Eiectncol,  Coaxial,  Rodio  Frequency,  Series  N  (Socket  Contoct, 

MILC-39012, 121A 

EC 

09  Dee  86 

CR 

EC 

85 

Semirigid  Coble,  Class  2)  (For  Use  With  MiL*C*28830/5)  USER-AM  AT  AS 

MC  OS  90  REV-MI  SH  11  15  99 

1 

5955 

Connector,  Plug,  Electricol  Stroight,  Miniature  (Inoctl.c)  Validated  Jan  87 

MS-24266K 

85 

30  Jon  87 

85 

REV.99  17  11  ES 

NOTICE  1 

L 

5935 

Connector,  Plug,  For  Hull  Inserts,  Type  v" . . . . . . . . . . . . . . 

MII-C-24231/28B 

SH 

15  Moy  87 

SH 

5935 

Connector,  Plug,  Electricol,  Closs  1  ^Cooxiol,  Senes  Twin,  TNC)  Validated  Aug 

MIL-C-365S.  14A 

CR 

02  Aug  88 

CR 

EC 

85 

88  USER-AT  SH  MC  AS  19  REV-MI  OS  17  11  99  ES 

NOTICE  1 

1 

5935 

Connector,  Plug,  Type  1,  Molded,  SO-CONDUCTOR  . . . . . . . 

MII-C-24231/21D 

SH 

15  Moy  87 

SH 

5935 

Connector,  Plug,  Electrical,  Speciol  Purpose,  Grounding,  Locking,  2  Pole,  3 

Wire,  15  Amperes,  250  Volts,  50/60  Hertz  USER-AV  ME  SH  MCREV-MI  AS 

EC 

Connector,  Plug,  Type  I,  Molded,  65*CONDUCTOR  . . . . . 

W-C-596. 87A 

-ES 

24  Jun  83 

CR 

YD 

85  ES 

t 

5935 

MII-C-24231/18D 

SH 

15  Moy  8/ 

SH 

476 
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5935 

Connector,  Plug,  Electricol,  Clou  1  (Cooxtot,  Series  Twin,  BNC)  USER'AT  SH 

MIL-C-3655/15A  (1) 

CR 

28  Sep 

84 

CR 

EC 

85 

MC  AS  19  REV-MI  OS  11  17  99  ES 

1 

5935 

Connector,  Plug,  Type  1,  Molded,  Three-conductor,  For  THOF*9  Coble . . 

MIL-C-24231/23E 

SH 

15  May 

87 

SH 

1 

5935 

Connector,  Plug,  Electricol,  It  Series  UG-1305/U  Validated  feb  87  REV*99  ES  .. 

MS-24281 A 

NOTICE  1 

85 

27  Feb 

87 

85 

L 

5935 

Connector,  Plug,  Type  1,  Molded,  U-,  24*,  30*,  Or  40-CONDUCTOR  (Strioght 

MIL-C-24231/4D 

SH 

15  Moy 

87 

SH 

&  90  Degrees) 

5935 

Connector,  Plug,  Electricol,  Class  )  (Cooxiol,  Series  Twin),  Type  UG*1253/U 

MIL-C-3655/12B 

CR 

31  Aug 

88 

CR 

EC 

85 

ValidattdAvg  88  USER-AT  SH  MC  AS  19  REV-MI  OS  17  11  99  ES 

NOTICE  1 

L 

5935 

Connector,  Plug,  Type  1,  Molded,  Three-,  Four*,  &  Five*conductor . 

MIL-C-24231/1D 

SH 

15  Moy 

87 

SH 

5935 

Connector,  Plug,  Electrical,  Spcciol  Purpose,  Grounding,  Locking,  3  Pole,  4 

W-C-596/129A 

/ES 

24  Jun 

83 

CR 

YD 

85  ES 

Wire,  30  Ampere,  250  Volts,  50/60  Herli,  3-PHASE  USER-AV  ME  SH  MC 
REV-MI  AS  EC  11  99 

5935 

Connector,  Plug,  Electricol,  Cooxiol,  Rodio  Frequency,  (Series  SC  (Cobled),  Pin 

MILC.39012/39F 

CR 

14  Dec 

87 

CR 

EC 

85 

Cortoct,  Right  Angle,  Closs  2)  USER-AV  AT  MC  AS  OS  SH  19  REV-EA  Ml 

99  17  n  ES 

59'5 

Connector,  Plug,  Electricol,  Closs  i  (Cooxiol,  Series  Twin),  Type  UG-1()60A/U 

M!l.-C-3455/9D 

CR 

31  Aug 

88 

CR 

EC 

85 

Validated  Aug  88  USER-AT  AS  SH  MC  19  REV-MI  OS  11  17  99  ES 

NOTICE  1 

5935 

Connector,  Plug,  Electricol,  Series  LT,  Cobled,  Closs  2 . . . . 

Mll-C-26637/1 

85 

31  Mor 

87 

85 

.‘935 

Connector,  Plug,  Intermediate  Power,  (Electricol,  Woterproof),  Type  MW, 

MII-C-551P1/1C 

CR 

23  Jun 

86 

CR 

EC 

85 

Socket  Contoct,  4  Tetminol  REV-99  11  ES 

5935 

Connector,  Plug,- Electrical,  Cooxiol,  Rodio  Frequency,  (Series  TNC  (Cobled),  Pm 

MIL  C-39012/24F  (1) 

CR 

17  Oct 

88 

CR 

EC 

85 

Contoct,  Clot,  2)  USER-AV  AT  OS  SH  MC  AS  19  REV-EA  Ml  99  17  11  ES 

5935 

Connector,  Plug,  Electricol,  Senes  HN,  Type  UG-926B/U  Validated  Aug  68 

MIL-C-3643/12A 

CR 

31  Aug 

88 

CR 

EC 

85 

USER-AR  AT  REV-MI  AS  99  ES 

NOTICE  1 

5935 

Connector,  Plug,  Electricol,  Cooxiol,  Rodio  Frequency,  (Series  TNC  (Cobled), 

Socket  Contact,  Class  2)  USER-AV  AT  MC  AS  OS  SH  19  REV-EA  Ml  99  17 

11  ES 

Connector,  Plug,  Electricol,  Speclol  Purpose,  Coble  Outlet,  Locking,  Grounding. 

MIL-C-39012/27F  (1) 

CR 

17  Ocl 

88 

CR 

EC 

85 

5935 

W-C-594/126A 

/ES 

24  Jun 

83 

CR 

YD 

85 

3  folo,  4  Wire,  20  Amperej,  125/250  Voltj,  50/40  Hetiz,  3-PHASE 

USER-AV  ME  SH  MC  REV-MI  AS  EC  11  99 

5935 

Connector.-Plug,  Electricol.  Coaxiol,  Rodio  Frequency,  (Series  8NC,  (Cobled), 

MIL  C-39012/20F  (1) 

CR 

17  Ocl 

88 

CR 

EC 

85 

Pin  Contotl,  Rifllil  Angle,  Clou  2)  USER-AV  AT  OS  SH  MC  AS  19  REV-Mi 

EA  99  17  11  ES 

5935 

Connector,  Plug,  Electrical,  Class  1  (Coaxial,  Senes  Twin,  TWINC,  Right  Angle) 

MIL-C-3655/17 

CR 

16  Aug 

88 

CR 

EC 

85 

Va'-daledAug  88  USER-AT  SH  MC  AS  19  REV-MI  OS  99  17  11  ES 

NOTICE  1 

5935 

Connector,  Plug,  Electricol,  Cooxiol,  Radio  Frequency,  (Series  TNC  (Cabled),  Pm 

MIL-C-39012/30F  (1) 

CR 

17  Ocl 

88 

CR 

EC 

85 

Conloel,  Right  Angle,  Cla«  2)  USER-AV  AT  OS  SH  MC  AS  19  REV-EA  Ml 

99  17  11  ES 

5935 

Connector,  Plug,  Electrical  REV-11  99  ES  . . . . . . . . . . . 

MII-C-55181/5C 

CR 

23  Jun 

86 

CR 

EC 

85 

5935 

Connector,  Plug,  Electrical,  Coaxial,  Radio  Frequency,  (Senes  BNC,  (Cobled), 

Pin  Contact,  Closs  2)  USER-AV  AT  mC  AS  OS  SH  19  REV-EA  Ml  99  17  1) 

ES 

Connector,  Plug,  Electricol,  Class  1  (Cooxiol,  Series  Twin,  TWSMC)  Validated 

Mll-C-,39012/16F  (1) 

CR 

17  Ocl 

88 

CR 

EC 

85 

5935 

MIL-C-3 655/18 

CR 

16  Aug 

88 

CR 

EC 

85 

Aug  88  USER-AT  SH  MC  AS  19  REV-MI  OS  99  17  11  ES 

NOTICE  1 

5935 

Connector,  Plug,  Electrical,  Coaxial,  Rodio  Frequency,  (Series  BNC,  (Cobled), 
Socket  Contoct,  Class  2)  USER-AV  AT  OS  SH  MC  AS  19  REV-EA  Ml  99  17 

11  ES 

Connector,  Plug,  Electricol,  Special  Purpose,  Grounding,  3  Pole,  4  Wire,  30 

MILC.39012/17F 

CR 

14  Dec 

87 

CR 

EC 

85 

5935 

W-C-594/117 

/ES 

11  Aug 

78 

CR 

YD 

85  ES 

Amperes,  125/250  Volts,  50/60  Herix  Validated  Mar  84  USER-AV  ME  SH 

MC  REV-MI  AS  EC 

5935 

Connector,  Plug,  Electricol,  Closs  1  (Cooxiol,  Series  Twin,  TWSMC)  Validated 

MIL-C-3655/19 

CR 

16  Aug 

88 

CR 

EC 

85 

Aug  88  USER-AT  AS  SH  MC  19  REV-MI  OS  99  17  11  ES 

NOTICE  1 

1 

5935 

Connector.  Plug,  Electricol . . . . . . . . . 

MIL-C-55116/1 

C' 

31  Jul 

87 

CR 

5935 

Connector,  Plug,  Electricol,  Closs  1  (Coaxial,  Senes  Twm,  TWSMB)  Validated 

MIL-C-3655/20 

CR 

16  Aug 

88 

CR 

EC 

85 

Aug  88  USER-AT  SH  MC  19  REV-MI  OS  99  17  11  ES 

NOTICE  1 

5935 

Connector,  Plug,  Electrical,  Spscio!  Purpose,  Coble  Outlet,  Locking,  Grounding, 

W-C-594,  1 18A 

.'ES 

24  Jun 

83 

CR 

YD 

85 

3  Pole,  4  Wire,  30  Ampeici,  125/250  Volli,  50/40  HetIz  USER-ME  AV  MC 

SH  REV-MI  AS  EC  11  99 

5935 

Connector,  Plug,  Electrical,  Class  1  (Coaxial,  Series  Twin,  TWSMB)  Validated 

MIL-C-3655/21 

CR 

16  Aug 

88 

CR 

EC 

85 

Aug  88  USER-AT  AS  MC  SH  19  REV-MI  OS  99  17  11  ES 

NOT'''E  1 

L 

5935 

Connector,  Plug.  Electricol . . . . . . . 

MIL-C-551 16/2 

CR 

31  Jul 

87 

CR 

5935 

Connector,  Plug,  Electricol,  Senes  HN,  Type  UG-596/  U  Validated  Avg  88 

MIL-C-3643/1A 

CR 

31  Aug 

88 

CR 

EC 

85 

USER-AT  REV-MI  AS  99  ES 

NOTICE  1 

5935 

Connector,  Plug,  Electrical,  Speciol  Purpose,  Cable  Outlet,  Grounding,  Locking, 

W.C-596,88B 

.ES 

01  Ocl 

87 

CR 

YD 

85 

2  Pole,  3  Wire,  15  Ampetei,  250  VolU  50/60  Hcriz  USER-AV  ME  SH  MC 
REV-MI  AS  EC  11  99 

5935 

of-g  E'e-t'-ce',  Senes  HN,  Type  UG'60£'U  Vo^-dsted  Avg  8$ 

«!l  C'3643'2A 

CR 

31  Aus 

83 

CR 

EC 

85 

USER-Al  REV-MI  AS  99  ES 

NOTICE  1 

1 

5935 

Connector,  Plug,  Electricol . . . . . . . . . . . . . 

MIL-C-551 16/3 

CR 

31  Jul 

87 

CR 

5935 

Connector,  Plug,  Electricol,  Senes  HN,  Type  UG-494B-  U  Validated  Aag  88 

MIL-C-3643/7A 

CR 

31  Aug 

88 

CR 

EC 

85 

USER-AR  AT  REV-MI  AS  99  ES 

NOTICE  1 

5935 

Connector,  Plug,  Electricol,  Midget  Locking,  Specific  Purpose,  Generol  Grade, 

W-C-594. 758 

-ES 

07  Aug 

81 

CR 

YD 

85 

Grounding,  2  Pole,  3  Wire,  15  Amphercs,  125  Volts,  50/60  Hertz  USER-ME 

AV  MC  SH  11  REV-MI  EC  AS  19  99 

5935 

Connector,  Plug.  Electricol,  Series  HN,  Type  UG-495D/  U  Validated  Aug  88 

MIL-C-3643/8A 

CR 

31  Aug 

88 

CR 

EC 

85 

USER-AR  AT  REV-MI  AS  99  ES 

NOTICE  1 

1 

5935 

Connector,  Plug,  Electrical . . . . . 

MIL-C-551 16/4 

CR 

31  Jul 

87 

CR 

5935 

Connector,  Plug,  Electricol,  Series  HN,  Type  UG  333C  U  Validated  Aug  68 

MIL-C-3643/5A 

CR 

31  Aug 

88 

CR 

EC 

85 

USER-AT  rev-mi  AS  99  ES 

NOTICE  1 

5935 

Connector,  Plug,  Electricol,  Speciol  Purpose,  Grounding,  Locking,  2  Pole,  3 

W-C-594-  82A 

.ES 

24  Jun 

83 

CR 

YD 

85 

Wife,  20  Ampctcj,  250  Volll,  50/40  Hcrii  USER-AV  ME  SH  MC  REV.MI  AS 
EC  11  99 
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TITLE 


L 


L 


I 


I 


I 


I 


L 


L 


L 


L 


5935  Conncclor,  Plug,  Eleclricol,  Series  PeUe,  Type  UG  174/U  Vatidated  Apr  8) 
REV-MI  n  9?  ES 

5935  Conneclor,  Plug,  Electrico!  . . . . . . . . . . . . . 

5935  Connector,  Plug,  Eleciricol,  Woterprool  (Coihedrat  Shape)  Shell  Size  26,  Femole 
Inserts  Validated  Mar  86  USER*MC  REV'17  99  ES 
5935  Connector,  Plug,  Electrical,  Special  Purpose,  Cable  Outlet,  Locking,  Orour\ding, 

2  Pole,  3  Wire.  20  Amperes,  250  Volts,  50/60  Hertz  USER-ME  AV  SH  MC 
REV.MI  AS  EC  11  99 

5935  Connector,  Plug,  Electricol,  Woterprool  (Round  Shope,  Shell  Size  26,  Mole 
Inserts,  Bellows  Clomp)  REV-ES 

5935  Connector,  Plug,  Electrical . . . . . . . . . . 

5935  Conneclor,  Plug,  Electricol,  Woterprool  (Cathedrol  Shope,  Shell  Size. 20,  Femole 
Insert')  REV-MI  99  ES 

5935  Conneclor,  Plug,  Electrical,  Special  Purpose,  Coble  Outlet,  Locking,  Grounding, 

4  Pole,  5  Wire.  30  Amperes,  120/208  Volts,  50/60  Hertz,  S-PHaSE,  Y 
USER'AV  ME  SH  MC  REV-MI  AS  EC  11  99 
5935  Connector,  Plug,  Electricol,  Waterproof  (Culhedrol  Shape,  Shell  Size  20,  Mote 
Inserts)  Validated  Mar  86  R6V-99  ES 

5935  Conneclor,  Plug,  Electricol . . . . . . . . . . . . . . . 

5935  Connector,  Plug,  ElcClrlcol,  Waterproof  (Cathedral  Shape,  Shell  Size  26,  Male 
Inserts)  Validated  Mar  86  REV-99  ES 

5935  Conneclor,  Plug,  Electricol,  General  Purpose,  Grounding,  G^nerol  Grode  2  Pole, 

3  Wire,  15  Amperes,  250  Volts,  50/60  Hertz  Validated  Apr  85  USER-AV  ME 
MC  SH  REV-MI  EC  AS  n  99 

5935  Connector,  Plug,  Electrical,  Waterproof  (Round  Shape)  Shell  Size  20,  Femole 
Inserts  Validated  Mar  86  USER-MC  REV-MI  17  99  ES 
5935  Connector,  Plug,  Intermediate  Power,  (Electricol,  W/.rerp'Oof)  Type  MW,  Pin 
Contoci,  18  Terminal  REV-99  11  ES 

5935  Connector,  Plug,  Electrical,  Waterproof  (Round  S’’np^  Size  20,  Mole 
Inserts  Validated  Mar  86  USER-MC  REV.17  C-? 

5935  Conneclor,  Plug,  Eleciricol,  Woterproof  (Round  *  r-rtl  Size -26,  Mote 

Inserts  Validated  Mar  86  USER-MC  REV-i7  W  t:» 

5935  Connector,  Plug,  Intermediole  Power,  (Electrico*,  Wv  proof)  Type  MW,  Pin 
Contoci,  4  Terminal  R£V'99  11  ES 

5935  Conneclor,  Plug,  Electrical,  Woterproof  (Round  Shape,  SheirSize-20,  Mole 
Inserts  Bellows  Clamp)  REV-ES 

5935  Connector,  Plug,  Electrical,  Generol  Purpose,  3  Pole,  3  Wire,  20  Amperes, 
125/250  Volts  USER-ME  AV  SH  MC  REV-MI  AS  EC  11  99 
5935  Conneclor,  Plug,  Electrical  -  90  Deg.  Adopter,  Ll  Series  UG*1264/’' 

(Supersedes  57C858/)  Validated  Jon  78  REV-99  ES 
5935  Conneclor,  Plug,  Electrical,  Generol  Purpose,  Coble  Outlet,  Generol  Orode,  3' 
Pole,  3  Wire,  20  Amperes,  125/250  Volts,  50/60  Hertz  USER-AV  ME  SH  MC 
REV-MI  AS  EC  99  11 

5935  Connector,  Plug,  Electrical  •  45  Deg.  Adapter,  Lt  Series  Validated  Avg  86 
REV.99  ES 

5935  Connector,  Plug.  Electricol,  General  Purpose,  3'Pole,  3  Wire,  30  Amperes, 

125/250  Volts  Validated  Apr  85  USER-ME  AV  SH  MC  REV-AT  Ml  AS  EC  99 
11 

5935  Connector,  Plug,  RSFI  Shielded,  Electric,  Series  2,  Crimp  Type,  Bbyooel 
Couplings,  Classes  L.  S,  And  W  USER-AV  REV-AR  AVEC  SH  17  99  11 
5935  Conneclor,  Plug,  Electricol,  Generol  Purpose,  Coble  Outlet,  3  Pole,  3  Wire,  30 
Amperes,  125/250  Volts,  50/50  Hertz  (Inactive  For  New  Design  Use 
W.C-596/190)  USER-AV  ME  SK  MC  REV-MI  EC  AS  11  99 
5935  Conneclor,  Plug,  Electricol,  90  Deg.  Elbow,  Crimp  Type,  Boyonet  Coupling, 
Series  M  Validated  Jan  87  REV-EC  11  15  17  80  ES 
5935  Conneclor,  Plug,  Electrical,  Specific  Purpose,  Locking.  Generol  Grode,  2  Pole,  2 
Wire,  20  Amperes,  250  Volts,  50/60  Hertz  USER-MI  ME  AR  AV  MC  SH 
REV-AT  AS  EC  99 

5935  Con.nector,  Plug,  Electric,  StroighI,  Crimp  Type,  Bayonet  Coupling,  Series  l< 
(Inoclivc  Use  Ms  27473)  REV-EC  MC  OS  11  15  17  80  ES 
5935  Connector,  Plug,  Electricol,  Generol  Purpose,  General  Grode,  2  Pole,  2  VVire, 

20  Amperes,  250  Volts,  50/60  RTZ  USER-AV  ME  Ml  SH  MC  REV-AS  EC  99 
11 

5935  Conneclor,  Plug,  Electrical  Straight,  Crimp  Type,  Bayonet  Coupling,  Series  I 
REV-MI  OS  MC  EC  17  15  11  99  ES 

5935  Connector,  Plug,  Electricol,  General  Purpose,  3  Pole,  3  Wire,  50  Amperes, 
125/250  Volts,  50/60  Hertz  (tnoclive  For  New  Design  Use  W-C-596  *85) 
USER-ME  AV  SH  MC  REV-MI  AT  EC  AS  11  99 
5935  Conneclor,  Plug,  Electrical  Sirotghi,  Crimp  Type,  Boyonet  Coupling,  Series  li 
REV-AR  Ml  EC  OS  MC  11  15  17  99  ES 

5935  Connector,  Plug,  Electricol,  Generol  Purpose,  Generol  Grade,-4  Pole,  4  Wire, 

20  Amperes,  3  Phase  Wye,  120/208  Volts,  50/60  Hertz  USER-AV  ME  SH 
MC  REV-MI  AS  EC  11  99 

5935  Connector,  Plug,  Electric,  Solder  Type,  Straight,  Boyonet  Coupling  Validated 
Jan  87  REV-MI  99  ES 

5935  Connector,  Plug,  Electricol,  Generol  Purpose,  Coble  Outlet,  Generol  Grode,  4 
Pole,  4  Wire,  20  Amperes,  3  Phose  Wye,  120/208  Voltj,  50/60  Hertz 
(Inactive  For  New  Design)  USER-AV  ME  SH  MC  REV-MI  EC  A3  1199 
5935  Connector,  Plug,  Electric,  StroighI,  Crimp  Type,  Boyonet  Coupling,  Series  1 
(Inoctive  Use  Ms  27467)  REV-EC  ES 

5935  Connector,  Plug,  Electricol,  Generol  Purpose,  Generol  Grode,  4~PoIe,  4  Wire, 
60  Amperes,  3  Phose  W&ye,  120/208  Volts,  50/60  Hertz  Validated  Apr  85 
USER-AV  ME  SH  MC  REV-AT  Ml  EC  AS  99  11 


DOCUMENT 

NUMBER  CUSTODIAN 


MIL.C-3607/6A 

EC 

02  Aug 

63 

CR 

EC 

85 

MIL-C-55116/5 

CR 

31  Jul 

87 

CR 

MIL.C.)2520/3A 
NOTICE  1 

CR 

01  Mar 

86 

CR 

85 

W.C-596/83A 

/ES 

24  Jun 

83 

CR 

YD 

85 

ES 

MIL-C.12520/1S 
NOTICE  1 

CR 

01  Mar 

86 

CR 

MIL-C-55 116/7 

CR 

31  Jul 

87 

CR 

MIL.C.12520/16 
NOTICE  1 

CR 

01  Mor 

86 

CR 

85 

W.C-596/134A 

/ES 

24  Jun 

83 

CR 

YD 

85 

ES 

MIL-C.12520/17 

CR 

05  Nov 

65 

CR 

85 

Mll.C-55116/8 

ro 

31  Jul 

87 

CR 

MIL.C-12520/18 

CR 

01  Mor 

86 

CR 

85 

NOTICE  1 
W.C-S96/17D 

/ES 

13  Feb 

85 

CR 

YD 

85 

ES 

MIL.C.12520/5A 

CR 

01  Mor 

86 

CR 

85 

MII.C-55181/7C 

CR 

23  Jun 

86 

CR 

EC 

85 

MIL-C-12S20/6A 
NOTICE  1 

CR 

01  Mor 

86 

CR 

85 

MIL.C..J520/7A 
NOTICE  1 

CR 

01  Mor 

86 

CR 

85 

MII-C.55181/3C 

CR 

23  Jun 

86 

CR 

EC 

85 

MM  C-12520/14 

CR 

01  Mor 

86 

CR 

NOTICE  1 
W.C-596/26B 

/ES 

13  Feb 

80 

CR 

YD 

85 

ES 

MS.24282A 

85 

18  Ocl 

60 

85 

W.C.S96/27C 

/ES 

24  Jun 

83 

CR 

YD 

85 

MS-24283 

NOTICE  1 

85 

11  Aug 

86 

85 

W.C-596/34B 

/ES 

23  Apr 

80 

CR 

YD 

85 

ES 

MS-3475D 

CR 

12  Jul 

85 

CR 

AS 

85 

W.C-596/35C 

/ES 

24  Jun 

83 

CR 

YD 

85 

MS-27500F 

NOTICE  1 

85 

30  Jon 

87 

CR 

AS 

85 

W-C-596/20B 

/ES 

13  Feb 

80 

CR 

YD 

85 

ES 

MS-27480f 

NOTICE  1 

85 

30  Jon 

87 

CR 

AS 

85 

W.C-596/23B 

/ES 

13  Feb 

80 

CR 

YD 

85 

ES 

MS-27467K 

85 

21  Jun 

85 

CR 

AS 

85 

W.C-596/37C 

/ES 

24  Jun 

83 

CR 

YD 

85 

ES 

MS-27473K 

85 

16  Jut 

84 

CR 

AS 

85 

W.C-596/29B 

/ES 

13  Feb 

80 

CR 

YD 

85 

ES 

MS-27336E 

NOTICE  1 

85 

30  Jon 

87 

85 

W.C-596/30C 

/ES 

24  Jun 

83 

CR 

YD 

85 

ES 

MS.27653A 

NOTICE  1 

85 

30  Jon 

87 

85 

W.C-596/39B 

/ES 

23  Apr 

80 

CR 

YD 

85 

ES 
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I 


L 


I 


L 


L 


I 


FSC  TITLE 


5935  Connector,  Plug,  Electrical,  Crimp  Type,  Lanyard  Release,  Foil  Sole,  Series  I 
VoUdated  Jan  89  REV-AR  MI  EC  OS  MC  11  15  17  99  ES 
5935  Connector,  Plug,  Electricol,  Speciol  Purpose,  Cable  Outlet,  locking.  Grounding, 

3  Pole.  4  Wire,  30  Amperes,  250  Volts.  50/60  Hertz,  3-PPASE  USER-ME  AV 
SH  MC  REV-Ml  AS  EC  n  99 

5935  Connector,  Plug,  Electric,  Utility  Validated  Avg  81  R£V*EC..,. . . . . . 

5935  Connector,  Plug,  Electricol,  Specific  Purpose,  Locking,  Grounding,  2  Pole,  3 

Wire,  30  Amperes,  28  Volts.  Direct  Current  USER-ME  AV  SH  MC  REV-MI  EC 
AS  99  11 

593^^  connector.  Plug,  Electric,  Crimp  Type,  Rock  And  Ponel,  S.'ries  2  (Closs  E) 
Validated  Sep  85  REV-EC  ES 

5935  Connector,  Plug,  Electricol,  Specific  Purpose,  locking.  Grounding,  2  Pole,  3 
Wire,  30  Amperes,  120  Volts,  400  Hertz,  1  Phose 
5935  Connector,  Plug,  Electricol&romp  Power,  416/240  Volts,  Mole  Validated  feb  80 
REV.99  ES 

5935  Connector,  Plug,  Electricol,  General  Purpose,  Coble  Outlet,  Grounding,  2  Pole, 

3  Wire.  20  Amperes,  125  Volts,  50/60  HcMi  USER-AV  ME  SH  MC  REV-MI 
AS  EC  11  99 

5935  Connector,  Plug,  Electric,  Series  2,  Crimp  Type.  Boyonet  Coupling,  Closses  A,  I, 
S  And  W  USER-AV  REV-AR  Ml  AV  EC  SH  17  99  11 
5935  Connector,  Plug,  Electrical,  Speciol  Purpose,  Grounding,  locking,  2  Pole,  3 

Wire,  15  Amperes,  277  Volts,  50/60  Hertz  USER-ME  AV  SH  MC  REV-MI  AS 
EC  11  99 

5935  Connector,  Plug,  Electrce,  Solder  Contact,  Quick  Disconnect,  Utility  Validated 
Avg  81  REV-EC  ES 

5935  Connector,  Plug,  Electrical,  Special  Purpose,  Coble  Outlet,  Grounding,  locking. 

2  Pole,  3  Wire.  15  Amperes,  277  Volts,  50/60  Hertz  USER-AV  Mt  SH  MC 
REV-MI  AS  EC  11  99 

5935  Connector,  Plug,  Electricof-romp  Power,  416/240  Volts,  Femole  REV-82 . . . 

5935  Connector,  Plug,  Electrical,  Specific  Purpose,  locking,  Grounding,  3  Pole,  4 
Wire,  30  Amperes,  120  Volts,  400  Hertz,  3  Phase  A  USER-AV  ME  SH  MC 
REV-AS  EC  99  11 

5935  Connector,  Plug.  Electric,  Crimp  Type,  Rock  And  Ponel,  Series  3  (Closs  L  And  £) 
Validated  Sep  85  REV-EC  ES 

5935  Connecto',  Plug,  Electrical,  Generol  Purpose,  Hospitol  Grode  Grounding,  2 
Pole,  3  Wire,  15  Amperes,  125  Volts,  50/60  Hetii' Validated  Apr  85 
USER-AV  ME  SK  MC  REV-MI  AS  EC  99  11 
5935  Connector,  Plug,  Attochoble  Externol  Electric  Power,  Aircroft,  28  Volt  Dc,  Jet 
Storting  Validated  Jvl  82  USER-AT  MC  REV-AV  85  99  ES 
5935  Connector,  Plug,  Electrical,  General  Purpose,  2  Pole,  Generol  Grode,  2  Wire, 

15  Amperes,  125  Volts,  50/60  Hertz  USER-ME  AV  SH  MC  REV-MI  EC  AS  99 
11 

5935  Connector,  Plug,  Electric,  Potting  Seat,  Solder  Contacts,  An  Type  -Validated  Sep 
87  USER-CG  MC  OS  REV-ME  Ml  AT  AV  EC  99  ES 
5935  Connector,  Plug,  Electricol,  Generol  Purpose,  Generol  Grode,  Coble  Outlet,  2 
Pole,  2  Wire,  15  Amperes,  125  Volts,  50/60  Hertz  (Inoctive  For  New  Design 
Use  W.C-596/14)  USER-ME  AV  MC  SH  REV-MI  EC  AS  11  99 
5935  Connector,  Plug,  Electric.  Crimp  Type,  Push  Pull  Coupling,  Series  3  (Closs  I  And 
£)  Validated  Sep  85  REV-EC  ES 

5935  Connector,  Plug,  Electricol,  Specific  Purpose,  Generol  Grode,  locking,  2  Pole,  2 
Wire,  15  Amperes,  125  Volts,  50/60  Hertz  USER-AV  ME  SH  MC  REV-MI  AS 
EC  99  11 

5935  Connector,  Plug,  Electricol  &  High  Voltage,  Woterprool  Validated  Feb  85 
REV-EC  ES 

5935  Connector,  Plug,  Electrical,  Specific  Purpose,  Coble  Outlet,  Generol  Grode, 
Locking,  2  Pole,  2  Wire,  15  Amperes,  125  Volts,  50/60  Hertz  Cnoctive  For 
New  Design  Use  W.C-596/101  USER-ME  AV  MI  MC  SH  REV-AS  EC  11  99 
5935  Connector,  Plug,  Electrical,  Series  Ic,  UG-1179/U  (InocfWe  For  Design) 
Validated  Jvl  82  USCR-MC  REV.17  99  ES 

5935  Connector,  Plug,  Electricol,  Specific  Purpose,  General  Grode,  Midget  locking,  2 
Pole,  2  Wire,  15  Amperes,  125  Volts,  50/60  Hertz  USER-AV  ME  SH  MC 
REV-MI  AS  EC  11  99 

5935  Connector,  Plug,  Electrical,  Series  U,  UG-1189/U  (Inoctive  For  Design) 
USER-MC  AS  REV.17  99  ES 

5935  Connector,  Plug,  Electrical,  Specific  Purpose,  Coble  Outlet,  Generol  Grode, 
Midget  locking,  2  Pole,  2  W/rc,  15  Amperes,  125-Volts,  50/60  Hertz 
(Inoctive  For  New  Design  Use  W.C-596/76)  USER-AV  ME  MC  SH  REV-Ml 
AS  EC  99  11 

5®35  C4ynn*>f*nr_  pjog  FUci'-col  110-1258/11  (Inocfiv)  \-Vol»doted  Jul  87 

USER-MC  AS  REV.17  11  99  ES 

5935  Connector,  Plug,  Electrical,  Speciol  Purpose,  Groundtng,-3  Pole,  4  Wire,  20 
Amperes,  125/250  Volts,  50/60  Het\z  Validated  Mar  84  USER-AV  ME  SH 
MC  REV-MI  EC  AS 

5935  Connector,  Plug,  Electricol-pin  Contoci  No.  12,  14,  8,  16  A.w.g.  Wolcr-Proof 
USER-ME  MC  REV-PO 

5935  Connector,  Plug,  Electricol,  Generol  Purpose,  Grounding,  3  Pole,  4  Wire, 

Amperes,  250  Volts,  50/60  Hertz,  3  Phose  Validated  Apr  85  USER-AV  ME 
SH  MC  REV-MI  AS  EC 

5935  Connector,  Plug,  EIccirIcol&sockct  Conioct,  NO, 12  A.w.g.,  Waterproof 
USER-MC  REV-mE  CR  85  ES 

5935  Connector,  Plug,  Electrical,  Socket  Contact,  No.  14  And  16  A.w.g.,  Woterproof 
USER-MC  REV-ME  CR  85  ES 


DOCUMENT 

MUMRPR  PREP  DATE  CUSTODIAN 


MS-27661D 

85 

13  Jan 

89 

CR  AS 

85 

NOTICE  1 
W-C-596/130A 

/ES 

24  Jun 

83 

CR  YD 

85 

MS-3441 

AS 

07  Ocl 

74 

AS 

W.C-596A/149A 

/ES 

03  Moy  88 

CR  YD 

85 

ES 

MS-344S 

AS 

21  Jul 

71 

AS 

W.C-596A/152A 

/ES 

03  Moy  88 

CR  YD 

85 

MS-27265A 

85 

30  Aug 

67 

85 

V/.C-596/I43A 

/ES 

24  Jun 

83 

CR  YD 

85 

MS-347SE 

CR 

31  Oct 

88 

CR  AS 

85 

W-C-596/n3A 

/ES 

24  Jun 

83 

CR  YD 

85 

MS-3507A 

AS 

07  Oct 

74 

AS 

W-C-596/114A 

/ES 

24  Jun 

83 

CR  YD 

85 

MS-27285B 

85 

24  Jun 

87 

85 

W.C-596A/155A 

/ES 

03  May  88 

CR  YD 

85 

ES 

MS-3446 

AS 

21  Jul 

71 

AS 

W-C-S96/13C 

/ES 

06  Ocl 

80 

CR  YD 

85 

ES 

MS-25487G 

AS 

23  Moy  76 

CR  AS 

85 

W-C-S96/38 

/ES 

08  Jon 

80 

CR  YD 

85 

ES 

MS-25183C 

NOTICE  1 

AS 

28  Sep 

71 

CR  AS 

85 

W-C-S96/4C 

/ES 

24  Jun 

8 

CR  YD 

85 

ES 

MS-3467 

AS 

21  Jul 

71 

AS 

W-C  596/78 

/ES 

08  Jon 

80 

CR  YD 

85 

ES 

MS-27I9IB 

AT 

17  Sep 

75 

AT 

17 

W-C  596/8C 

/ES 

24  Jun 

83 

CR  YD 

85 

ES 

MS-27 138A 

CR 

15  Jon 

73 

CR  EC 

85 

W-C-596/9C 

/ES 

15  Feb 

89 

CR  YD 

85 

ES 

MS-27 139A 

CR 

15  Jon 

73 

CR  EC 

85 

W.C-S96'10C 

/ES 

24  Jun 

83 

CR  YD 

85 

MS.27140A 

CR 

15  Jon 

73 

CR  EC 

85 

W.C-596/121 

/ES 

11  Aug 

78 

CR  YD 

85 

ES 

MS-27142C 
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S935  Connector,  Plug,  Electric,  Crimp  Type,  lanyard,  Push<pull  Coupling,  Series  3 
(Class  L  And  E)  Validated  Sep  85  REV-EC  £S 
5935  Connector,  Plug,  Electncol,  Senes  U,  UG‘156A»'U  Validated  May  65  USER'MC 
R6V.AS  n  99  ES 

5935  Connector,  Plug.  ElECTRlCAl&NO,14  A.w.g,,  Double  Contact,  Wotev'^^l 
USER-MC  REV.MI  ME  ES 

5935  Connector.  Plug.  Electricol,  Speciol  Purpose,  Cable  Outlet,  Locking,  Grounding, 

3  Pole,  4  Wire,  20  Amperes,  125>250  Volts,  50/60  Hertz  USEft*M£  AV  SM 
MC  REV-MI  as  EC 

5935  Connector,  Plug,  Electric,  Stroight  USER'CG  MC  19  14  REV-MI  AR  OS  AS  YD 
n  99  E3 

5935  Connector.  Plug,  Electncol,  Speciol  Purpose,  Grounding,  4  ^ole,  5  Wire,  30 
Amperes,  120' 208  Volts,  50/60  Hertz,  3  Phase,  Y  Validated  Mar  84 
USER-AV  me  SH  MC  REV*M1  AS  EC 

5935  Connector,  Plug.  Electricol,  Rectangular,  Multiple  Insert  Type.  Rock  To  Ponet, 
Environment  Resisting,  150  Deg.  C  Continuous  Operoiing  Temperoture,  Shell 
Size  2  REV-AR  MI  EC  MC  OS  11  15  17  99  ES 
5935  Connector,  Plug,  Electrical,  Special  Purpose,  Grounding,  Locking,  2  Pole,  3 

Wire,  30  Amperes,  277  Volts,  50/60  Hertz  USER-AV  ME  MC  SH  REV-MI  AS 
EC  11  99 

5935  Connector,  Plug,  Electrical,  Coble  Connecting,  (Femole)  USER-CG  MC  OS  19 
14  REV-MI  AR  AS  YO  17  11  ES 

5935  Connector,  Plug,  Electrical,  Specific  Purpose,  Generol  Grode,  locking,  4  Pole,  4 
Wire,  20  Amperes,  3  Phose  Wye,  120/208  Volts,  50/60  Hertz  Validated  Apr 
85 

5935  Connector,  Plug,  Electric,  Threaded  Coupling  Crimp  Socket  Contocts,  Closses-G, 
K,  And  H  Validated  Jan  87  REV.99  15  U  17  ES 
5935  Connector.  Plug,  Electrical,  Speciol  Purpose,  Coble  Outlet,  locking.  Grounding, 

2  Pole,  3  Wire.  30  Amperes,  277  Volts,  50/60  Hertz  USER-ME  AV  SH  MC 
REV-MI  AS  EC  11  99 

5935  Connector,  Plug,  Electric,  Bayonet  Coupling,  lanyord  Releose,  RFI  Shielded, 
Crimp  Type  Contacts,  Closs  E  USER-SH  REV-AR  EC  15  11  ES 
5935  Connector,  Plug,  Electricol,  Speciol  Purpose,  Grounding,  locking,  2  Pole,  3 

Wire.  20  Amperes,  125  Volts,  50/60  Hertz  USER-AV  ME  MC  SH  REV-MI  EC 
AS  11  99 

5935  Connector,  Plug,  Electricol,  Rectangular,  Multiple  Insert  Type,  Rock  To  Panel, 
Environment  Resisting,  150  Deg.  C  Continuous  Operoiing  Temperoture,  Shell 
Slze'4-REV-AR  Ml  EC  MC  OS.  17  99  11  15  ES 
5935  Connector,  Plug,  Electricol,  Speciol  Purpose,  Coble  Outlet,  locking.  Grounding, 

2  Pole,  3  Wire,  20  Ampere*,  125  Volts,  50/60  Hertz  USER-AV  ME  SH  MC 
REV-MI  AS  EC  n  99 

5935  Connector,  Plug,  Electric,  Solder  Type  Straight  Boyonet  Coupling  REV-99  ES, . 

5935  Connector,  Plug.  Electricol.  Special  Purpose,  Grounding,  locking,  2  Pole,  3 

Wire.  15  Amperes,  125  Volts,  50/60HERTZ  USER-AV  ME  SH  MC.REV-MI  EC 
AS  11  99 

5935  Connector,  Plug,  Electrical,  Rectongulor,  Multiple  Insert  Type,  Rock  To  Ponel, 
Environment  Resisting,  150  Deg.  C  Continuous  Operoiing  Temperoture,  Shell 
Size  3  REV-AR  Ml  EC  MC  OS  11  15  17  99  ES 
5935  Connector,  Plug,  Electricol,  Special  Purpose,  Coble  Outlet,  Grounding,  locking, 

2  Pole,  3  Wire,  15  Amperes,  125  Volts,  50/60  Hertz  USER-ME  AV  SH  MC 
REV-MI  AS  EC  11  99 

5935  Connector,  Plug.  Electrical,  Rectongulor,  Rock  To  Ponel,  Environment  Resisting, 
150  Deg.  C  Continuous  Operating  Temperature,  Multiple  Inserts  REV-AR  Ml 
EC  MC  OS  11  15  17  99  ES 

5935  Connector,  Plug,  Electrical,  Special  Purpose,  Grounding,  locking,  2  Pole,  3 

Wire.  30  Amperes,  125  Volts,  50/60  Hertz  USER-AV  ME  SH  MC  REV-MI  AS 
EC  11-99 

5935  Connector,  Plug,  Electrical,  U>237(  )/G  Connector,  Receptocle,  Electricol,  U-238( 
)/G  Validated  Jv!  82  REV-ES 

5935  Connector,~Plug,  Electrical,  Special  Purpose.  Coble  Outlet,  locking.  Grounding, 

2  Pole,  3  Wire,  30  Amperes,  125  Volts,  50/60  Hertz  USER-AV  ME  SH  MC 
REV-MI  EC  AS  11  99 

5935  Connector,  Plug,  Electricol  UG>1870(-)/U  Connector,  Receptocle,  Electricol 
UG-1837(  )/U  Validated  Jut  87  REV-ES 

5935  Connector,  Plug,  Electricol,  Specific  Purpose,  General  Grade,  Midget  locking,  3 
pole,  3  Wire,  15  Amperes,  125/250  Volts,  50/60  Httit  Validated  Apr  85 
USER-AV-ME  SH  MC  11  REV-MI  AS  EC  19  99 
5935  Connector,  Plug,  Electric  Crimp  Type;  Push  Poll  Coupling. (Closs  E’And  J) 
Validated  Sep  85  REV-ES 

5935  Connector,  Plug,  Electricol,  Specific  Purpose,  locking,  3  Pole,  3  Wire,  20 
Amperes,  125/250  Volts,  50/60  Hertz  (Inoctive  For  New  Design  Use 
W.C-596/121)  ukR-AV  ME  SH  MC  REV-MI  AS  EC  11  99 
5935  Connector,  Plug,  Electric,  Crimp  Type  lanyard.  Push-pull  Caupling  (Closs  E  And 
J)  Validated  Jul  82  USER-17  REV-AR  Ml  99  ES 
5935  Connector,- Plug,  Electricol,  Specific  Purpose,  Coble  Outlet,  locking,  3  Pofe,  3 
Wire,  20  Amperes,  125/250  Volts,  50/60  Hertz  (fnoctive  For  New  Design 
Use  W.C-596/122)  USER-ME  AV  SH  MC  REV-MI  EC  AS  99  II 
5935  Connector,  Plug,  Electric,  Solder  Type,  Push-pull  Coupling  (Class  E,  P-And  J) 
Validated  Sep  85  USeR-17  REV-AR  Ml  99  ES 
5935  Connector,  Plug.  Electrical,  Specific  Purpose,  Generol  Grade,  locking,  3  Pole,  3 
Wire,  20  Amperes,  125/250  Volts,  50/60  Hertz  REV-MI  AS  EC  99  19 
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5935  Connector,  Plug,  Electric,  Solder  Type  Lonyord,  Puih  Pull  Coupling,  Series  I 
(Clois  E,  P  And  J)  VatiJated  Sep  85  REV-ES 
5935  Connector,  Plug,  Elcctricci,  SpecdiC  Purpose,  Gercrol  Grade,  Locking,  3  Pole,  3 
Wire,  15  Amperes,  125  Volts,  10  Amperes,  250  Volts,  50/60  Herli  USER*AV 
ME  SH  MC  1 1  REV-MI  as  EC  99  19 

5935  Connector,  Plug,  Electric,  Coble  Connecting,  Solder  Contocts,  An  Type  Vohdoted 
May  8J  USER-AT  REV.AR  Ml  AV  EC  99  ES 

5935  Connector,  Plug,  Electricol,  Specific  Purpose,  Genera!  Grode,  Locking,  4  Pole,  4 
Wire,  20  Amperes.  3  Phase  Wye,  120/208  Volts,  50/60  Herti  USER*AV  ME 
SH  MC  1 1  REV.Ml  AS  EC  99  19 

5935  Connector,  Plug.  Electric.  Senes  1,  Solder  Type,  Stroighi,  Boyonet  Coupling 
Validated  Sep  88  USER^AV  PEV.CR  SH  EC  17  11 
5935  Connector,  Plug,  Electrical,  Genrot  Purpose,  Genrol  Grode  3  Pole  3  Wire,  15 
Amperes  125  Volts  10  Amperes  250  Volts,  50/60  Hirtz  Validated  Apr  85 
5935  Connector.  Plug,  Electric,  Crimp  Type,  Cable  Con'**<tir)g,  Boyonet  Coupling 
(Inactive)  Validated  Sep  88  USER'ME  REV-MI  ES 
5935  Connector,  Plug,  Electrical,  Series  Lc,  UG-)54A/U  Validated  Jan  86  USER-MC 
REV-AS  11  99  ES 

5935  Connector,  Plug,  Electric,  Senes  1.  So*dcr  Type,  Coble  Connecting,  Bayonet 
Coupling  Validated  Sep  88  USER-AV  REV-CR  SH  EC  17  11 
5935  Connector,  Plug,  Electrical,  Special  Purpose,  Grounding,  Locking.  2  Pole,  3 

Wire,  20  Amperes,  277  Volts,  50/60  Hertz  USER-AV  ME  SH  MC  REV-MI  AS 
EC  11  99 

5935  Connector,  Plug,  Electric,  Straight  Validated  Jut  82  USER-AT  OS  CG  MC 
REV-AR  mi  AV  EC  YO  ES 

5935  Connector,  Plug.  Electricol,  Special  Purpose,  Coble  Outlet,  Locking,  Grounding, 

2  Pole,  3  Wire.  20  Amperes,  277  Volts,  50/60  Hertz  USER-AV  ME  SH  MC 
REV-MI  AS  EC  11  99 

5935  Connector,  Plug,  Electric,  Quick  D.sconnect  Validated  Sep  85  REV-AR  Ml  99  ES 
5935  Connector,  Plug,  Electricol,  Genera!  Purpose.  Grounding,  Hospitol  Grode.  2 
Pole,  3  Wire,  20  Amperes,  125  Volts,  50/60  Hertz  Validated  Apr  85 
USER-ME  AV  MC  SH  REV-MI  EC  AS 

5935  Connector,  Plug.  Elec,  ic.  Solder  Contocts,  90  Degree,  AN  Type  Validated  May 
8)  USER-AV  REV-AR  Ml  AT  ME  EC  99  ES 

5935  Connector,  Plug.  Electricol,  Crimp  Type,  Stroight,  Boyonet  Coupling  (Inactive- 
Use  MS  3476  Validated  Sep  88  USER-AV  REV-AR  SH  17  11 
5935  Connector,  Plug,  Electricol,  General  Purpose,  Grounding,  3  Pole,  4  Wire,  30 
Amperes,  125/250  Volts,  50/60  Hertz  Validated  Apr  65  USEP  ME  AV  MC 
SH  REV-MI  EC  AS 

5935  Conrector,  Plug,  Electric,  Front  Releose,  Cnnp  Contoct,  An  Type  Validated  Sep 
85 

5935  Connector,  Plug,  Electricol.  Ccoerol  Purpose.  Grounding,  2  Pole,  3  Wire,  20 
Amperes,  277  Volts,  50^60  Hertz  Validated  Apr  85  USER-AV  ME  MC  SH 
REV-MI  AS  EC 

5935  Connector,  Pica,  Electric,  Solder  Contoct,  Utility  Validated  Aug  81  REV-EC  ........ 

5935  Connector,  Plug,  Electric,  90  Degree  Assembly,  Crimp  Contoct,  An  Type 

Validated  Sep  85  REV-OS  ES 

5935  ConnCitor,  Plug,  Electrical,  Specific  Purpose,  Locking.  Grounding,  4  Pole,  5 

Wire,  30  Amperes,  120/208  Volts.  3  Phase  Y.  400  Hertz  USER-ME  AV  MC 
SH  REV-aS  EC  n  99 

5935  Connector,  Plug,  Electric.  45  Degrees  Assembly.  Crimp  Contact,  An  Type 
Volidr  ed  Sep  85 

5935  Connector.  Plug.  Electricol,  Generot  Purpose.  Grounding.  2  Po'c.  3  Wire,  30 
Amperr-s,  277  Volts.  50/60  Hertz  Validated  Apr  65  USER-SH  MC 
5935  Connect©',  Plug,  Electrical.  Gcncrol  Purpose.  Grounding,  2  Pole,  3  Wire.  30 
Amperes,  250  Volts,  50/60  Hertz  Validated  Apr  85  USER-AV  ME  SH  MC 
REV-mI  AS  EC 

5935  Connector,  Plug,  Eiectncol.  Genercl  Purpose,  Grounding.  2  Pole,  3  Wire,  50 
Amperes,  277  Volts.  50/60  Hertz  Validated  Apr  85  USER-AV  ME  SH  MC 
REV-mI  as  EC 

5935  Connector,  Plug,  Electricol,  Gcncrol  Purpose.  Grounding,  2  Pole,  3  Wire,  50 
Amperes.  250  Volts,  50/60  Hertz  Validated  Apr  85  USER-AV  ME  SH  mC 
REV-Mf  AS  EC 

5935  Connector,  Plug,  Etectricol.  Gcncrol  Purpose.  Grounding,  3  Pole,  4  Wire,  50 
Amperes,  125/250  Volts,  50/60  Hertz  Validated  Apr  85  USER-AV  ME  SH 
MC  REV-MI  AS  EC 

5935  Connector,  Plug,  Electri-^of,  Coble  Consectmg,  (Without  Coupling  Ring)  Closs  L 
USER-CG  MC  OS  19  14  REV-MI  AR  AS  17  99  U  ES 
5935  Connector,  Plug,  Electricol,  Straight,  Class  L  USER-AI  ME  AV  CG  MC  SH  OS 
19  14  REV-Mt  AS  17  99  n  ES 

5935  Connector,  Plug,  Electricol-  12  Contoct.  Inicrvchiculor,  24  Volt,  Woterproof 
USER-MC  SH  REV-MI  9V  II  ES 

5935  Connector,  Plug,  Electncol-slove,  2  Contact,  24  Volt,  Woterproof  (Inoctivc,  Use 
MIL-C  62122)  Validated  May  83  USER-A^E  REV.99  ES 
5935  Connector,  Plugs,  Electricol,  Coaxiol,  Rodio  Frequency,  Series  SMB  (Cabled, 

Socket  Contact.  Closs  2)  USER-AT  AV  MC  AS  OS  19  REV-MI  EA  SH  17  11 
99  ES 

5935  Connector,  Plugs  &  Rncepfocles,  Electricol,  Tfiomol,  Rodio  Frequency,  Generol 
Spccificotion  For  USER-AT  MC  AS  19  REV-MI  AR  SH  OS  99  17  ES 
5935  Connector,  Plugs  And  Receptocies,  Electricol,  Woterproof,  Quick  Disionnccl, 
Hcovy  Doty  Type  Generol  Spccificotion  For  USER-ME  Mf  SH  OS  19  14 
REV-MI  AR  AS  YO  11  ES 
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Connector,  Plugs,  Electrical  Cooxiot,  Rodio  Frequency.  Senes  SMB  (Cobied  Pm 
Conioci.  Class  2)  USER-AT  AV  AS  MC  OS  SH  19  REV-MI  EA  SH  17  IT  99 
ES 

Connector.  Plugs.  Elcctncol.  Coaxiol.  Rodio  Frequency.  Senes  SmB  (Cobled. 
Socket  Contocl,  Right  Angle.  Closs  2)  USER-AV  AT  MC  AS  OS  19  REV.MI 
EA  SH  17  11  99  80  ES 

Connector.  Plugs.  Elcctncoi.  Cooxiol.  Radio  Frequency.  Series  OSC  (Cobled. 
Socket  Contocl.  Closs  2)  USER-AT  AV  MC  OS  AS  19  REV-MI  FA  SH  99  17 
n  80  ES 

Connector.  Printed  Circuit  Subossembty  And  Accessories.  Contocls  •  Crimp.  Dip 
Solder  Toil,  Solder  Turret,  And  Wirewrop  USER-19  REV-ll  ES 
Connector.  Printed  Circuit  Subossembty  &  ccessorics,  Rcccpfocte,  Right  Angle. 

Hermaphroditic  Contoct  (,100  Inch  Spacing)  USER-AR  ME  REV-MI  AV  AT  ES 
Connector,  Printed  Circuit  Suhossembiy  Accessories.  Plug  With  Socket  Contacts. 
3  315  Inches  Length.  2  Keying  Pms.  For  Printed  Wiring  Boords  (.100  Inch 
Spocing)  USER-ME  MC  19  REV-AT  AR  AV  SH  OS  AS  99  11  85 
Connector.  Printed  Circuit  Subassembly  &  Accessories.  Plug.  Right  Angle.  Pm 
Contacts.  32  Or  64  Contact  Positions,  for  Printed  Wiring  Boords  (.100  Inch 
Spacing)  USER-ME  MC  19  REV-AT  AV  Ml  AR  SH  OS  AS  99  85  11  ES 
Connector,  Printed  Circuit  Subossembly  &  Accessories,  Receptocle,  Socket 
Contocts.  Stroight  Thru.  32  Or  64  Contoct  Positions.  For  Printed  Wiring 
Boards  (  100  Inch  Spoong)  USER-ME  MC  19  REV-AR  AV  Ml  AT  OS  AS  SH 
99  85  11  ES 

Connector,  IVmled  Circuit  Subossembly  And  Ac<e*sorics,  Receptocle,  Socket 
Contacts,  Straight  Thru.  For  Mulliloycred  Printed  Wiring  Boords.  (.100 
Spocmg)  VaUdated  Sep  88  USER-AT  AV  OS  MC  19  REV-MI  AS  80  11  99  85 
ES 

Connector,  Printed  Circuit  Subassembly  And  Acessones.  Plug,  Pm  Contoct.  184 
Contoct  Positions,  For  Printed  Wiring  Boards  (.050  Inch  Spocmg)  U$ER-)9 
REV.99  85  11  ES 

Connector.  Printed  Circuit  Subossembly  &  Accessories.  Plug,  Stroight  Thru.  30 
Thru  110  Contact  Positions.  Crimp  Removable  Contocts  (.100  Sq  Ond) 

USER- 19  REV.85  11  99 

Connector.  Printed  Circuit  Subossembty  And  Accessories.  Keying  Method 
USER-ME  AT  AV  SH  MC  19  REV-MI  AR  OS  AS  11  99  ES 
Connector.  Printed  Circuit  Assembly  &  Accessories,  Hood  For  Printed  Wtrmg 
Soordi  USER-ME  MC  19  REV-Ml  AV  AR  AT  OS  AS  99  11  ES 
Connector.  Printed  Circuit  Subossembly  And  Accessories.  Plug.  Right  Angle 
Decode  Increment  20  Thru  110  And  128  Contoct  Positions,  For  Printed  Wiring 
Boards  (.050  Spocing)  USER.19  REV-99  11  85 
Connector,  Printed  Circuit  Subossembly  And  Accessories.  Plug,  Decode 
Increment  20  Thru  HO  And  128  Contocl  Positions,  For  Printed  Wiring  Boards 
(.050  Spocmg)  USER-SH  AS  19  ReV-V9  11  85  ES 
Connector,  Printed  Circuit  Subossembly  And  Accessories  Peceptocie.  Decode 
Increment  20  Through  110  And  128  Contoct  Positions,  For  Printed  Wiring 
Boards  t.050  Spoeng)  USER.19  REV.35  11  99  ES 
Connector.  Printed  Circuit  Subassembly  &  Accessories,  Plug.  Pin  Contocts.  128 
Contact  Positions,  For  Printed  Wiring  Boards  (.050  loch  Spocmg)  US6R-19 
REV-n  99  85  ES 

Connector.  Printed  Circuit  Subossembly  And  Accessories,  Keying  Accessories 
VoJidated  Apr  65  USER-19  REV-l  I  99  85  ES 
Connector,  Printed  Circuit  Subossembly  And  Accessories,  Plug.  80  Contocl 
Positions.  For  Printed  Wiring  Boards  (.050  Inch  Spacing)  U$ER*19  REV-l  1  85 
99  ES 

Connector,  Printed  Circuit  Subossembly  &  Accessories.  Receptocle.  80  Contoct 
Positions.  For  Printed  Wiring  Boards  (.050  Inch  Spacing)  USER-19  REV-11  85 
99 

Connector,  Printed  Circuit  Subassembly  And  Accessories,  Receptocle,  Single 
Row,  2  Thru  65  Contact  Positions,  For  Printed  Wiring  Boords  (1/16  Inch, 
3^32  Inch,  And  H8  INCHH.iOO  Spocing)  USER-19  REV.99  85  11  ES 
Connector,  Printed  Circuit  Subossembty  &  Accessories,  Plug,  Right  Angle. 

Decade  Increments  10  Thru  120,  150,  160  &  180  Contocl  Posit'ons  For 
Printed  Wiring  Boords  (.075  Spocmg)  USER-AT  AV  ME  MC  19  REV-aR  Ml 
AS  OS  11  85  99 

Connector,  Printed  Circuit  Subossembty  &  Accesso'ies,  Plug,  Stroight  Thru 
Contocts,  64  Or  96  Contact  Positions,  For  Prmied  Wiring  Boords  (,100  Inch 
Spacing)  USER-ME  MC  19  REV-AT  AV  Mi  AR  OS  AS  SH  II  99  85  ES 
Connector,  Printed  Circuit  Subossembty  And  Accessories,  Receptocle,  Socket 
Contocts,  Right  Angle  64  Or  96  Contocl  Positions  For  Printed  Wiring  Boords 
(.100  Inch  Spocmg)  USER-ME  MC  19  REV-AT  AV  Ml  AR  OS  AS  SH  99  85 
11  ES 

Connector,  Printed  Circuit  Subossembty  &  Accessories  Receptocle  17,  29,  41. 

53.  &  65  Contoct  Positions  For  Printed  Wiring  Boards  2.54  MM  X  1.27  MM 
OlfscI  Grid,  Metric  USER-AV  AT  ME  REV-Ml  AR  ES 
Connector,  Printed  Circuit  Subossembty  &  Accessories  Rcccpfodc  72,  84,  96,  & 
120  Conloct  Positions  For  Printed  Wiring  Boards  2.54  ,M  X  1.27  MM  Offset 
Grid,  Metric  USER-AT  ME  AV  REV-MI  AR  ES 
Connector,  Printed  Circuit  Subossembly  &  Accessories  Receptocle  Contoct 
Positions  For  Printed  Wiring  Boards  2.54  MM  X  1.27  MM  Olfset  Grid, 

Metric  USER-AT  ME  AV  REV-Ml  AR  ES 

Connector,  Printed  Circuit  Subossembly  &  Accessories  Plug  17,  29,  41.  53,  &  65 
Contact  Positions  Fo.  Printed  Wiring  Boords  2.54  MM  X  1.27  MM  Offset 
Grid,  Metric  USER-AT  ME  AV  REV-Ml  AR  ES 


DOCUMENT 

NUMBER  date  CUSTODIAN 


MIL.C39012.68B  (1) 

CR 

17  Oel 

88 

CR 

EC 

85 

MIL.C.39012, 69B  It) 

CR 

17  Ocl 

88 

CR 

EC 

85 

Mll.C.39012. 6JC 

CR 

03  Ocl 

86 

CR 

EC 

85 

MIL.C  S5302'84B 

17 

02  Mor 

89 

17 

MIL.C.55302, 90D 

CR 

12  Feb 

82 

CR 

Mll-C  55302  152B 

CR 

17  Nov 

88 

CP 

EC 

17 

MIL.C  55302.  t33A 

CR 

09  Apr 

86 

CR 

EC 

17 

MIL.C.55302,  134A 

CR 

09  Apr 

86 

CR 

EC 

17 

MIL-C-55302  IHA 
NOTICE  1 

CR 

07  Sep 

S3 

CR 

EC 

17 

MIL.C.55302  )22A 

17 

8 

o 

82 

17 

MIL.C.55302  1130 

17 

21  Sep 

88 

17 

Mti.-C-353^  116 

CR 

20  Sep 

77 

CR 

EC 

17 

AIL  C  55302  155 

CR 

24  Apr 

81 

CR 

EC 

17 

MIl  C  55302  117C 

17 

21  Sep 

88 

17 

MIL.C  55302. 118C 

17 

31  Ocl 

88 

CR 

EC.- 

17 

MII.C.S5302.  tl9F 

17 

21  Sep 

88 

17 

MIL,C.55302. 120A 

17 

03  Moy 

82 

17 

MIL.C.55302-  124 

17 

05  Fvb 

79 

17 

MIL.C.55302/ 125B 

17 

21  Sep 

88 

17 

MIL.C.55302  126B 

17 

21  Sep 

88 

17 

MlL-C-55302^  127A 

17 

21  Sep 

88 

17 

MIL  C  55302, 156C 

CR 

31  Ocl 

88 

CR 

EC 

17 

MIL.C.55302/  157A 

CR 

09  Apr 

86 

CR 

EC 

17 

MILC.55302  158A 

CR 

09  Apr 

86 

CR 

EC 

17 

DOD.C.55307. 159B 

CR 

18  Jul 

85 

CR 

0OD.C.55302/ 1608 

CR 

18  Jul 

85 

CR 

000055302,  161B 

CR 

18  Jul 

85 

CR 

OOO.C.55302. 162B 

CR 

18  Jul 

85 

CR 

482 
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5935 

Connector,  Printed  Circuit  Subosscmbl/  &  Accessories,  Plug,  Stroight  Thru, 
Composite  Contact  For  Printed  V/|rlng  Boards  (.100  hch  Spocing)  USEft>Aft 

ME  REV-AT  Ml  AV  ES 

MIIC-55302/91O 

CR 

17  Feb 

82 

CR 

L 

5935 

Connector,  Printed  Circuit  Subossembt/  &  Accessories,  Receptocle,  Stroight 

Thru,  Composite  Contoct  For  Printed  Wiring  Boards  (.100  Inch  Spocing) 

USER-ME  AR  REV-AT  AV  Ml  ES 

MIL-C-55302/92D 

CR 

12  Feb 

82 

CR 

L 

5935 

Connector,  Printed  Circuit  SjbasscmbI/  &  Accessories,  Plug,  Insert  (Insutotor), 
Rectangular,  Polarized,  Removoble  Crimp  Type,  Hermophroditic  Ccntocis 
(.100  Inch  Spocing)  USER-AR  ME  REV-MI  AV  AT  ES 

MIL-C-55302/930 

CR 

12  Feb 

82 

CR 

5935 

Connector,  Pnrted  Circuit  Subassembly  And  Accessories,  Receptacle,  Double 

Row,  4  Thru  130  Contoct  Positions,  For  Printed  Wiring  Boards  (1/16  Inch, 

3/32  Inch,  And  1/8  INCH)(.100  Spacing)  USER-AT  AV  ME  AS  19  REV.AR 

Ml  SH  MC  OS  99  11  85  ES 

MIL.C-55302. 128B 

17 

21  Sep 

88 

CR  EC 

17 

L 

5935 

Connector,  Printed  Circuit  Subossembty  &  Accessories,  Plug,  Right  Angle,  90  • 

240  Contoct  Positions,  Fdr  Printed  Wiring  Boards  (.100  Inch  Spacing) 

MII.C-55302/129C 

EC 

26  Aug 

88 

EC 

L 

5935 

Connector,  Printed  Circuit  Subossembly  &  Accessories,  Receptacles,  90  Through 

240  Contoct  Positions,  For  Printed  Wiring  Boards  (.100  Inch  Spocing) 

MIL-C-55302/130B 

EC 

26  Aug 

88 

EC 

L 

5935 

Connector,  Printed  Circuit  Subossembly  And  Accessories,  Plug,  Pin  Contacts, 

160  Contact  Positions,  For  Printed  Wiring  Boards  (.100  Inch  Spocing) 

USER-19  REV-n  85  99 

MIL.C.55302/138A 

17 

27  Mor 

86 

17 

L 

5935 

Connector,  Printed  Circuit  Subassembly  &  Accessories,  Receptocle,  Socket 

Contacts,  160  Contoct  Positions,  For  Printed  Wiring  Boards  (100  Inch 

Spocing  USER.19  REV-ll  99  85 

MIL-C-55302/139A 

17 

27  A\of 

86 

17 

5935 

Connector,  Printed  Circuit  Subossembly  And  Accessories,  Mounting  Hordware 

For  Printed  Wiring  Boords  USER-ME  AT  AV  AR  MC  19  REV-SH  OS  AS  99 

11  85 

Connector,  Printed  Circuit  Subassembly  &  Acces,  Plug,  Right  Angle,  Pm 

Contocts,  64  Or  96  Contact  Positions,  For  Printed  Wiring  Boords  (.1(X)  Inch 
Spacing)  USER-ME  MC  19  REV-AR  Ml  AV  AT  SH  OS  AS  11  85  99 

MII-C-55302,  I54B 

CR 

17  Nov 

88 

CR  EC 

17 

5935 

M1L-C-55302/131A 

CR 

09  Apr 

86 

CR  EC 

17 

1 

5935 

Connector,  Printed  Circuit  Subassembly  &  Accessories  Plug  72,  84,  96,  &  120 
Contact  Positions  For  Printed  Wiring  Boords  2.54  MM  X  1.27  MM  Ollset 

Grid,  Metric  USER-AT  ME  AV  REV-MI  AR  ES 

DODC-55302/163B 

CR 

18  Jut 

85 

CR 

L 

5935 

Connector,  Printed  C‘r<.yit  Subossembly  &  Accessories  Plug  And#  or  Receptacle 

160  Contoct  Positions  For  Printed  Wiring  Boords  2.54  MM  X  1.27  MM 

OHset  Grid,  Metric  USER-AT  ME  AV  REV-mI  AR  ES 

OOOC.55302.  164B 

CR 

18  Jut 

85 

CR 

1 

5935 

Connector,  Printed  Circuit  Subossembty  8.  Accessories,  tow  Mating  Force,  Mole 
Brush,  Stroight  Through,  Pciorized,  For  Multilayered  Printed  Wiring  Boords 
(.100  Spocing)  USER.19  REV-ll  85  99 

MII.C-55302/154A 

17 

10  Jun 

86 

17 

L 

5935 

Connector,  Printed  Circuit  Subossembly  &  Accessories,  tow  Motmg  Force,  Mote 
Brush.  Stroight  Through,  Polarized,  With  Wropposi  Termlnollon  (.100 

Spacing)  USER-19  REV-l*  85  99 

MIL-C-55302/  167a 

17 

10  Jun 

86 

17 

L 

5935 

Connector,  Printed  Circuit  Subossembly  &  Accessories,  tow  Mating  Force,  Mole 
Brush,  Right  Angle,  Polarized,  For  Muli'Ioyered  Printed  Wiring  Boords  (.100 
Spacing)  USER-19  REV-ll  85  99 

Mll.C-55302.  168a 

17 

10  Jun 

86 

17 

1 

5935 

Connector,  Printed  Circuit  Subossembly  &  Accessories,  low  Moting  Force, 

Femole  Brush,  Straight  Through,  Polorizcd,  (.100  Spocing)  USER-)9  REV-ll 

85  99 

MII.C-55302/169A 

17 

10  Jun 

86 

17 

1 

5935 

Connector,  Printed  Circuit  Subossembly  &  Accessories,  Receptocle,  Insert 
(Insulolor),  Rectangular,  Polodzed,  Removable,  Crimp  Type  Hermophroditic 
Contacts  (.100  Inch  Spacing)  USER-ME  REV>AR  AT  Mi  AV  ES 

MILC-55302/94D 

CR 

12  Feb 

82 

CR 

L 

5935 

Connector,  Printed  Circuit  Subossembly  &  Accessories,  Plug,  Right  Angle,  For 
Printed  Wiring  Boards  (.100  lach  Spocing)  USER-AR  ME  REV-AT  AV  Ml  ES 

MSL.C-55302/89O 

CR 

12  Feb 

82 

CR 

t 

5935 

Connector,  Printed  Circuit  Subassembly  And  Accessories.  Receptocle,  Composite 
Wropost  (Removable)  Contact,  For  Printed  Wiring  Boords  (.100  Inch  Spacing) 
USER-ME  AR  REV-MI  AV  AT  ES 

MIIC-55302<960 

CR 

12  Feb 

82 

CR 

t 

5935 

Connector,  Printed  Circuit  Subossembly  &  Accessories,  Contocts, 

Hermaphroditic,  Crimp  Removable  For  Wire  (Stranded)  Vetidofed  Sep  88 
USER-ME  AR  REV-CR  ES 

MII.C-55302/97C 
NOTICE  1 

CR 

19  Sep 

88 

CR 

t 

5935 

Connector,  Printed  Circuit  Subassembly  And  Accessories,  Contoct,  Wropost 
Removoble  Type  Validated  Sep  68  USER-ME  AR  REV-CR  ES 

MIL.C-55302/98C 
NOTICE  1 

CR 

19  Sep 

88 

CR 

L 

5935 

Connector,  Printed  Circuit  Subossembty  oo  Accessories,  Receptocle,  Stroight 

Thru  Hermophroditic  Con’oef,  Wroppost  Removoble,  For  Printed  Wiring 

Boords  (.100  Inch  Spocing)  USER-ME  AR  REV-MI  AT  AV  ES 

MIL-C-55302/99C 

CR 

04  Apr 

83 

CR 

1 

5935 

Connecter  Printed  Circuit  Subossembly  And  Accessories,  Plug.  Right  Angle, 
Hermophroditic  Contoct,  Wrappost,  Removoble,  For  Printed  Wiring  Boords 
(.100  Inch  Spacing)  USER-ME  AR  REV-AT  AV  Ml  ES 

Mll-C-55302/ 1008 

CR 

12  Jon 

81 

CR 

L 

5935 

Connector,  Printed  Ciretti  Subossc.ribiy  &  Accessories,  Plug,  Stroight  Thru, 
Composite  Contoct,  Wrooosi  Removoble,  For  Printed  Wiring  Boords  (.100 

Inch  Spocing)  Vahdated  Sep  88  USER-ME  AR  REV-AV  Ml  AI  E5 

Mll.C-55302/ 1018 
NOTICE  1 

CR 

07  Sep 

88 

CR 

1 

5935 

Connector,  Printed  Circuit  Subossembty  And  Accessories,  Receptocle  Stroight 

Thru,  Hermaphroditic  Contact,  Crimp  Removoble,  For  Printed  Wiring  Boords 
(.100  Inch  Spacing)  USER-ME  AR  REV-MI  AT  AV  ES 

MilC-55302, 102D 

CR 

04  Apr 

83 

CR 

L 

5935 

Connector,  Printed  Circuit  Subossembty  Accessories,  hsvlotor  Plug,  Right 

Angle,  Removoble  Crimp  Type  Contoct,  for  Printed  Wiring  Boords  (,100  Inch 
Spocing)  USER-ME  AR  REV-mI  AT  AV  ES 

MIL  C-55302. 103D 

CR 

04  Apr 

83 

CR 

L 

5935 

Connector,  Printed  Circuit  Subassembly  And  Accessories,  Plug  Stroight  Thru, 
Hermaphroditic  Contoct,  Crimp  Removoble,  For  Printed  Wiring  Boards  (.100 

Inch  Spocing)  USER-ME  AR  REV-AT  Ml  AV  ES 

Mll.C-55302.  104D 

CR 

04  Apr 

83 

CR 

1 

5935 

Connector  Printed  Circuit  Subossembly  And  Accessories  Support  Pm,  for 

MIL-C-55302  107A 

CR 

27  Apr 

76 

CR 

Connector  Mounting  Bracket  Vahdofed  Jul  82  USER<ME  AR  REV-mI  AV  AT 
ES 
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5935 

Connocfor,  P/tnicd  Cifcuit  Subos^crrbty  &  Accessories,  Receplocte,  Socket 

Contacts,  Siroight  Thru  64  Or  96  Contoet  Positions,  For  Printed  Wiring 

Boards  (.100  Inch  Spocing)  USER-ME  MC  19  REV-AT  AV  Ml  AR  SK  OS  AS 

99  85  n  ES 

MII.-C-55302-  132A 

CR 

09  Apr 

86 

CR 

EC 

17 

5935 

Connector,  Printed  Circuit  Subosscmbly  &  Accessories  Validated  Aug  68 

USER-AV  AT  ME  MC  19  REV-MI  AR  OS  AS  SH  11  99  85  ES 

MILC-55302E 
NOTICE  1 

CR 

31  Aug 

88 

CR 

EC 

17 

5935 

Connector,  Printed  Circuit  Subassembly  &  Accessories,  Pin,  Right  Angle,  For 

Printed  Wiring  Boards  (.200  Spacing)  Validated  Jul  82  USER*AT  AV  MC  19 
REV.AR  mi  AS  85  11  ES 

Mll-C-55302. 168 

CR 

06  Mar 

73 

CR 

EC 

17 

5935 

Connector,  Printed  Circuit  Subassembly  And  Accessories,  Plug,  Pm  Conlocts, 

Right  Ai'gle.  for  Printed  Wiring  Boords  (.150  Spocing)  Validated  Sep  83 
USER.AV  AT  OS  MC  19  REV-Ml  AS  99  85  ll  ES 

MIL-C-55302  IC 
NOTICE  1 

CR 

06  Sep 

88 

CR 

EC 

17 

5935 

Connector,  Printed  Circuit  Subossembty  And  Accessories,  Rcceptode,  Socket 
Contacts,  Straight  Thru,  For  Printed  Wtnng  Boords  (.150  Spocmg)  Validated 

Sep  88  USER.AT  AV  MC  OS  19  REV-MI  AS  11  99  85  ES 

MII.-C-55302-  2D 
NOTICE  1 

CR 

06  Sep 

83 

CR 

EC 

17 

5935 

Connector,  Printed  Circuit  Subassembly  And  Acessoncs,  Plug,  Pm  Contocts, 

Right  Angle,  For  Multilayered  Printed  Wiring  Boards  (.100  Spocing)  Validated 
Sep  88  USER-AT  MC  OS  SH  19  REV-CR  AS  11  85  99  ES 

Mll-C-55302-'4D 
NOTICE  1 

CR 

19  Sep 

88 

CR 

EC 

17 

5935 

Connector,  Printed  Circuit  Subassembly  And  Accessories,  Plug,  Pm  Contacts, 
Stroight  Thru,  For  Multilayered  Printed  Wiring  Boo'ds  (.100  Spacing) 

Validated  Sep  88  USER-AT  AV  MC  OS  19  REV-CR  AS  85  99  11  ES 

MIL-C-55302,  5D 
NOTICE  1 

CR 

19  Sep 

88 

CR 

EC 

17 

5935 

Connector,  Printed  Circuit  Subassembly  &  Accessories,  Receptocle,  Socket 

Contacts,  Stroight  Thru,  For  Muliiloyered  Printed  Wiring  Boords  (.1(X) 

Spacing)  USER-AT  OS  MC  SH  19  REV-MI  AV  AS  99  85  11  ES 

MILC-55302/6G 

CR 

13  Apr 

83 

CR 

EC 

17 

5935 

Connector,  Printed  Circuit  Subossembty  &  Accessories,  Pin,  Right  Angle,  For 
Multitoyered  Printed  Wiring  Boords  (.100  Spacing)  Validated  Sep  88 

USER-AT  AV  MC  OS  SH  19  REV-CR  AS  85  99  11  ES 

MIL-C-55302-7C 
NOTICE  1 

CR 

19  Sep 

88 

CR 

EC 

17 

5935 

Connector,  Printed  Circuit  Subossembly  &  Accessories,  Receptocle,  Socket 

Contacts,  Stroight  Thru,  For  Multiloyered  Printed  Wiring  Boords  (1.000 

Spacing)  Validated  Sep  88  USER-AV  AT  SH  OS  MC  19  REV-CR  AS  99  85 

11  ES 

Connector,  Printed  Circuit  Subassembly  &  Accessories,  Socket,  Stroight  Thru, 

For  Prinicd  Wiring  Boords  (.200  Spacing)  Validated  Jul  82  USER-AT  ME  MC 

19  REV-AR  mi  as  85  ES 

MILC-55302/8D 
NOTICE  1 

CR 

19  Sep 

88 

CR 

EC 

17 

5935 

Mll-C-55302/ 17A 

CR 

11  Aug 

70 

CR 

EC 

17 

5935 

5935 

Connector,  Printed  Circuit  Subassembly  &  Accessories,  Plug,  Pin  Contocts, 

Decade  Incre  90,  100  &  120  Contoetpositions  For  Printed  Wiring  Boords 
(.100  Inch  Spacing)  USER-ME  AT  AV  MC  OS  19  U  80  REV-MI  AR  AS  TO 

85  99  ES 

Connector,  Printed  Circuit  Subossembty  And  Accessories,  Key,  Potorizing, 
Connectors,  Electricol  Printed  Wiring  Boards  US6R-19  REV-ll  99  85  ES 

Ma-C-55302, 59F 

MIL-C-55302,78C 

CR 

17 

26  Au^ 

02  Mor 

88 

89 

CR 

EC 

17 

17 

5935 

Connector,  Printed  Circuit  Subossembly  &  Accessaries,  Pm,  Stroight  Thru,  For 
Printed  Wiring  Boards  (.200  Spocmg)  Validated  Jul  82  USER-AT  ME  MC  19 
REV-MI  AS  85  ES 

MIL-C-55302, 18A 

CR 

11  Aug 

70 

CR 

EC 

17 

5935 

Connector,  Printed  Circuit  Subassembly  And  Accessories,  Plug,  Pin  Contocts 

Right  Angle,  41  Composite  Contoet,  For  Printed  Wiring  Boords  (.150 

Spacing)  Validated  Sep  88  USER-AT  AV  OS  MC  19  REV-MI  AS  11  85  99 

ES 

Connector,  Printed  Circuit  Subossembly  And  Accessories,  Receptocle,  Socket 
Contact,  Stroight  Thru,  For  Printed  Wiring  Boards  (.150  Spacing)  Validated 

Sep  88  USER-ME  AV  AT  MC  19  REV-Mf  OS  AS  SH  99  85  11  ES 

MIL-C-55302/  19D 
NOTICE  1 

CR 

06  Sep 

88 

CR 

EC 

17 

5935 

Mll-C-55302-  20D 
NOTICE  1 

CR 

06  Sep 

83 

CR 

EC 

17 

5935 

Connector,  Printed  Circuit  Subossembly  And  Accessories,  Plug,  Pin  Contacts, 

Right  Angle,  92  Composite  Contact,  For  Multiloyered  Printed  Wiring  Boords 
(.100  Spacing)  Validated  '  88  USER-AT  AV  MC  OS  SH  19  REV-MI  AS  85 
1199  ES 

MIL-C-55302/21E 
NOTICE  1 

CR 

06  Sep 

88 

CR 

EC 

17 

5935 

Connector,  Printed  Circuit  Subassembly  And  Accessories,  Receptocle,  Socket 
Conlocts,  Straight  Thru  For  Multilayered  Printed  Wiring  Boords  (.1(X) 

Spocing)  Validated  Sep  88  USER-AV  AT  ME  MC  19  REV-MI  AR  OS  AS  SH 

11  99  85  NS  ES 

MIL-C-55302,'22E 
NOTICE  1 

CR 

06  Sep 

88 

CR 

EC 

17 

5935 

Connector,  Printed  Circuit  Subassembly  And  Accessories.  Plug,  Decade 

Increment  10  Thru  120,  150,  160,  And  180  Contoet  Positions,  For  Printed 

Wiring  Boards  (.075  Spocing)  USER-AT  AV  ME  MC  19  REV-MI  AR  AS  SH 

OS  '1  99  ES 

MII-C-55302/23F 

CR 

31  Oct 

88 

CR 

EC 

17 

5935 

Connector,  Printed  Circuit  Subossembly  And  Accessories,  Receptocle,  Decode 
Increment  10  Through  110  Contact  Positions,  For  Printed  Wiring  Boords  (.075 
Spacing)  USER-ME  AV  AT  MC  SH  19  REV-MI  CR  AS  OS  11  99  ES 

MIL-C-55302. 

CR 

31  Oct 

88 

CR 

EC 

17 

5935 

Connector,  Printed  Circuit  Subassembly  And  Accessories.  Receptacle,  120,  150, 

160,  And  180  Contact  Positions,  For  Printed  Wiring  Boards  (.075  Spocmg) 
USER-ME  AV  AT  MC  19  REV-MI  AR  AS  OS  11  99  ES 

M  L-C-55302.  25D 

CR 

31  Oci 

88 

CR 

EC 

17 

5935 

Connector,  Printed  Circuit  Subassembly  &  Accessories,  Kcceptocie,  Stroignt 

Thru,  Hermaphroditic  Contoet  Fo'  Printed  Wiring  Boords  (.100  Spocing) 
USER-AV  AT  OS  MC  19  REV-MI  AR  AS  99  1 1  ES 

MIL  C-55JU2,  ' 

Ck 

18  Apr 

83 

L.R 

tc 

\) 

5935 

Connector,  Printed  Circuit  Subossembly  And  Accessories,  Plug,  Right  Angle, 
Hermophroditic  Contoet  For  Printed  Wiring  Boards  (.100  Spocmg)  Vofidated 

Sep  88  USER-AT  AV  OS  MC  19  REV-AR  CR  AS  85  11  99  ES 

MII-C-55302/53B 
NOTICE  1 

CR 

19  Sep 

88 

CR 

EC 

17 

5935 

Connector,  Printed  Circuit  Subossembly  &  Accessories,  Plug,  Stroight  Thru, 
Hermophroditic  Contoet  For  Printed  Wiring  Boords  (.100  Spocing)  USER-AT 

AV  OS  MC  19  REV-MI  AR  AS  1 1  99  ES 

MIL-C-55302-  548 

CR 

19  Jon 

81 

CR 

EC 

17 

5935 

Connector,  Printed  Circuit  Subassembly  &  Accessories,  Plug,  Socket  Contocts 
Decode  Incre  10-70  Contoet  Intermediote  Positions  Of  14  24  44  54  &  26  36 

MIL-C-55302- 55E 

CR 

26  Aug 

83 

CR 

EC 

17 

56  66  For  Prinicd  Wiring  Boords  (.100  In  Spocing)  USER*ME  AV  AT  OS  MC 
19  n  80  REV.MI  AR  AS  TD  99  85  ES 


484 


FSC  LISTING 


FSC  TIRE 

5935  Connector,  Printed  Circuit  Subossembt/  And  Accessoriei,  Contoct  Seporotlon 

Force  Test  Method  Validated  Jul  82  USER-AT  ME  MC  19  REV-MI  AR  AS  SH 
85  ES 

5935  Connector,  Printed  Circuit  Subossembt/  And  Accessories,  Resistonce  To  Test 

Probe  Domoge  Validated  Sep  88  USER-AT  AV  ME  MC  19  REV-MI  AS  85  ES 
5935  Connector,  Printed  Circuit  Subossembly  And  Accessories.  Ke/ing  Accessories 
USER-AT  AV  ME  MC  SH  19  REV-AR  Ml  AS  OS  99  11  ES 
5935  Connector,  Printed  Circuit  Subossembl/  &  Accessories,  Plug  Pin  Contocts 

Decode  Incre  10-70  Contoct  Intermediate  Positions  Of  14  24  44  54  &  26  36 
56  66  For  Printed  Wiring  Boords  (.100  In  Spocing)  USER-ME  AT  AV  MC  OS 
19  11  80  REV-MI  AR  AS  TO  85  99  ES 

5935  Connector,  Printed  Circuit  Subossembl/  &  Accessories,  Plug  Pin  Controcts 

Decode  Incre  10-70  Contact  Intermediate  Positions  Of  14  24  44  54  &  26  36 
56  66  For  Printed  Wiring  Boards  (.100  In  Spocing)  USER*AV  ME  AT  MC  OS 
19  11  80  REV-MI  AR  AS  TO  85  99  ES 

5935  Connector,  Printed  Circuit  Subossembl/  &  Accessories,  Receptocte,  Socket 
Contacts,  Decode  Incre  90-120  Contact  Positions  (.1(X)  inch  Spocing) 

USER-AV  AT  ME  MC  OS  19  11  80  REV-MI  AR  AS  TO  85  99  ES 
L  5935  Connector,  Printed  Circuit  Subossembl/  And  Accessories,  Pin  Plug,  Electricol 
Polarized  (.090  Spacing),  Removable  Crimp  Contocts  Validated  Feb  61 
USER.19  REV-ll  99  ES 

5935  Connector,  Rock  &  Ponel,  Spring  Looded  Mounting  Asscmb!/  REV-11  99  ES . 

5935  Connector.  Receptocle.electrico),  Cooxiol,  Rodio  Frequenc/,  SeriessMB,  (Cobted, 
Pin  Contact,  Jam  Nut  Mounted,  Rear  Mounted,  Clots  2  )  USER-AT  AV  AS 
MC  OS  19  REV-MI  EA  SH  11  17  99  80  ES 
5935  Connector,  Receptocle,  Electrical,  Woterproof  (Shell  Size  20,  Mole  Inserts) 
USER-MC  REV-17  99  ES 

5935  Connector,  Receptocle,  Electrical «  Slave,  2  Contact,  24  Volt,  Woterproof 
(Inactive  Use  MIL-C-62122)  Validated  May  83  REV-MI  99 

I  5935  Connector,  Receptocle.multi-pin,  Type  V,  Three*,  Four-,  And  Five-conductor . 

5935  Connector,  Receptocle,  Electricol,  Senes  HN,  T/pe  UG'496/U  Validated  Avg  88 
USER-AT  REV-MI  AS  99  ES 

L  5935  Connector,  Receptacle,  T/pe  Iv,  80  CONDUCTOR  . . . . . 

5935  Connector,  Receptacle,  Electrical  REV-11  99  ES  . 

I  5935  Connector,  Receptocle,  Electricol,  Cooxiol,  Rodio  Frequency,  Series  EiA  Fionge 
(Semirigid  Coble,  Class  2)  (For  Use  With  MIL-C-28830/3)  USER-AM  AT  AS 
MC  OS  90  REV-MI  SH  11  15  99 

5935  Connector,  Receptacle,  Electricol,  Class  I  (Coaxial,  Series  Twir>,  TWTNC, 
Bulkheod)  USER-AT  SH  MC  AS  19  REV-MI  OS  99  17  11  ES 

I  5935  Connector,  Receptocle,  Multi-pin,  T/pe  V,  65-CONDUCTOR . . . 

L  5935  Connector,  Receptocle,  Electrical-  12  Contact,  (ntervehiculor,  24  Volt, 

Woterproof  Validated  Avg  83  USER-ME  MC  YD  SH  11  REV-MI  CR  99  ES 

L  5935  Connector,  Receptocle,  Multi-pin,  Type  V,  For  T/pe  2SWF  Cobles . . 

5935  Connector,  Receptocle,  Electricol,  Class  1  (Cooxiol,  Series  Twirs,  TW8NC, 
Bulkhead)  USER-AT  MC  AS  SH  19  REV-MI  OS  17  99  11  ES 
5935  Connector,  Receptocle,  Electrical,  Cooxiol,  Rodio  Frequency,  (Series  SC 

(Cobled),  Socket  Contact,  Jam  Nut,  Rear  Mounted,  Class  2)  USER-AV  AT  OS 
SH  MC  AS  19  REV-EA  Ml  99  17  1 1  ES 

5935  Connector,  Receptocle,  Electrical  REV-99  11  ES  . . . . . . . . 

5935  Connector,  Receptacle,  Electrical,  Cooxiol,  Radio  Frequency,  (Series  BNC, 

(Cobled),  Socket  Contact,  Fionge  Mounted,  Closs  2)  USER-AV  AT  OS  SH  MC 
AS  19  REV-EA  Ml  99  17  11  ES 

5935  Connector,  Receptacle,  Electricol,  Class  1  (Cooxiol,  Senes  Twm,  TWBNC) 
Validated  Avg  88  USER-AT  MC  SH  AS  19  REV-MI  OS  17  II  99  ES 
5935  Connector,  Receptacle,  Electricol,  Cooxiol,  Rodio  Frequency,  (Series  TNC, 

(Cabled),  Socket  Contact,  Jom  Nut  M  runted,  Closs  2)  USER-AV  AT  OS  SH 
MC  AS  19  REV-EA  MI  99  17  11  ES 

5935  Connector,  Receptacle,  Threoded  Coupling  (Mll  C-38999  Senes  lii),melric 
«;V-MI  MS  EC  MC  OS  99  11  15  17 

5935  Cvn^cctor,  Receptacle,  Electrical,  Series  HN,  Typ'  UG'4?7C/U  Validated  Avg 
88  USER-AT  REV-M'  99  ES 

5935  Connector,  Receptocle,  mmy  Stowoge,  Triple  Stort  Threoded  Coupling 
(MIL-C-38999,  Series  ni)  Metric  REV-MI  OS  MC  EC  11  15  99  17  ES 
L  5935  Connector,  Receptocle,  Electric,  Jam  Nut  Mounting,  Solder  Type,  Boyonet 
Coupling  REV.99  ES 

5935  Connector,  Receptocle,  Dummy  Stowoge,  Bayonet  Coupling,  (MIL'C-27599, 

Scries  n  &  MIL-C.38999,  Scries  li)  Validated  Dec  86  REV-MI  OS  MC  EC  11 
99  17  15  ES 

5935  Connector,  Receptacle,  Electncol,  Class  li  (Coaxial,  Series  Twin)  Type 

UG.1057/U  Validated  Avg  88  USER-AT  SH  MC  AS  19  REV-MI  OS  17  11  ES 
5935  Connector,  Receptacle,  >om  Nut  Mounting,  Triple  Start  Threaded  Coupling, 
Removable  Crimp  Contocts,  Series  lii.  Metric  REV-AR  Ml  EC  OS  MC  99  17 
15  11  ES 

5935  Connector,  Receptocle,  Electricol,  Cooxiol,  Rodio  Frequency,  (Scrips  5MA 

(Cobled)  -  Socket  Contoct,  Flange  Mounted,  Closs  2)  USER-AT  AV  OS  AS 
MC  19  REV-MI  EA  SH  17  11  99  ES 

5935  Connector,  Receptacle,  Electricol,  Coss  (Coax.;l,  Series  Twin,  Twme,  Jom  Nut 
Mounted)  USER-AT  MC  AS  SH  19  REV-MI  OS  17  11  99  ES 
5935  Connector,  Receptacle,olectricol,  Cooxiol,  Rodio  Frequency,  (Series  SMA 

(Cobicd)  -  Socket  Contact,  Jam  Nut  Mounted,  Class  2)  USER-AV  AT  OS  AS 
MC  19  REV-MI  EA  SH  17  H  99ES 

I  5935  Connector,  Receptocle,  Electric,  Wall  Mount,  Solder  Type,  Boyonet  Coupling 
Rev.99  ES 


DOCUMENT 


NUMBER 

PREP 

DATE 

CUSTODIAN 

MIL-C-55302/29A 

CR 

20  Mar 

72 

CR 

EC 

17 

MIL-C-55302/30A 

CR 

06  Sep 

88 

CR 

EC 

17 

NOTICE  I 
MIL-C.55302/31H 

CR 

31  Oct 

38 

CR 

EC 

17 

MIL-C-55302/S7F 

CR 

26  Aug 

88 

CR 

EC 

17 

MIL-C-55302/43E 

CR 

26  Aug 

88 

CR 

EC 

17 

MIL-C-55302/40G 

CR 

26  Aug 

88 

CR 

EC 

17 

MIL-C.55302/69B 

17 

26  Sep 

75 

17 

MIL.C-83733/17 

85 

28  Jul 

86 

85 

MIL  C-39012/70B  (1) 

CR 

17  Oct 

88 

CR 

EC 

85 

M1L-C-12520/8A 

CR 

01  Mar 

86 

CR 

85 

NOTICE  1 

MS-7S058B 

AT 

25  May  73 

AT 

85 

MILC-2a231/12D 

SH 

15  Moy 

87 

SH 

MIL-C.3443/9A 

CR 

31  Aug 

88 

CR 

EC 

85 

NOTICE  1 

MIL.C-24231/22D 

SH 

15  Moy 

87 

SH 

MIL-C-S5181/4C 

CR 

23  Jun 

86 

CR 

EC 

85 

MILC-39012/122A 

EC 

09  Dec 

86 

CR 

EC 

85 

MIL.C.3455/22A 

CR 

16  Sep 

82 

CR 

EC 

85 

MIL-C-24231/20D 

SH 

15  Moy  87 

SH 

MS-750210 

AT 

23  Dec 

74 

AT 

MII.C-24231/27E 

SH 

15  Moy  87 

SH 

MII.C.3555/23A  (1) 

CR 

28  Sep 

84 

CR 

EC 

85 

MII.C-39012/4CF  (1) 

CR 

02  Mar 

89 

CR 

EC 

85 

MH-C-5  .181/5C 

CR 

23  Jun 

86 

CR 

EC 

85 

Mll-C-  V..I2.'18F  (I) 

CR 

17  Oct 

88 

CR 

EC 

85 

MIL-C-3655/16A  (3) 

CR 

16  Aug 

88 

CR 

EC 

85 

NOTICE  1 

MIL  C-39012/ I9F  (1) 

CR 

17  Oct 

88 

CR 

EC 

85 

OOD-C.38999/33A 

85 

05  Oct 

84 

CR 

AS 

85 

Mll.C-3d43/ 1  lA 

CR 

31  Aug 

88 

CR 

EC 

85 

NOTICE  1 

OODC-38999/22B 

85 

04  Oct 

85 

CR 

AS 

85 

MS-20029E 

85 

30  Jon 

87 

85 

NOTICE  1 

Mll-C-38999/IO 

85 

30  Dec 

86 

CR 

AS 

85 

NOTICE  1 

MIUC-3655/48 

CR 

31  Aug 

88 

CR 

EC 

85 

NOTICE  1 

OOD-C-38999/24C 

85 

19  Aug 

88 

CR 

AS 

85 

MII-C-39012/58E  (1) 

CR 

17  Oct 

88 

CR 

EC 

85 

MII.-C-3655-  13A  (2) 

CR 

16  Sep 

82 

CR 

EC 

85 

MII-C-390I2-59E  (1) 

CR 

17  Oct 

88 

CR 

EC 

85 

ms-200260 

85 

30  Jon 

87 

85 

NOTICE  1 


485 


FSC  LISTING 


L 


I 


QL 


L 


I 


L 


I 


FSC  TITLE 


5935  Connector,  Receptocici,  F.lcctncoi,  Cooxiol,  Radio  Frequency,  Series  SMA 

(Uncoblcd  Socicct  Contact,  Flange  Mounted,  Class  7)  USER*ME  AT  AM  OS 
AS  MC  19  REV-MI  SH  11  17  99  ES 

5935  Connector,  Receptacle,  Etcctncol,  Closs  1  (Coaxiol,  Series  Twin),  Type 

UG.422/U  Vol!(fatc<f  Avg  88  USER-AT  SH  MC  AS  19  REV-M!  OS  17  11  99 
ES 

5935  Connector,  Receptacles,  Etectncai,  Coaxiol,  Radio  frequency,  Series  SMA 

(Uncobled  Socket  Contoct,  Flonge  Mounted,  Class  2)  USER>AT  ME  AM  AS 
05  MC  19  REV-mI  SH  17  11  99  ES 

5935  Connector,  Reccptoclcs,  Elcctncol,  Cooxiol,  Radio  Frequency,  Series  SMA 

(Uncoblcd  Socket  Contact,  Flonge  Mounted,  Class  2)  USER-ME  AT  OS  AS  19 
REV-AR  Ml  17  11  99  ES 

5935  Connector,  Receptocle,  Electrical,  Ooss  i  (Cooxiol,  Series  Twin),  Type 

UG.423B/U  Validated  Avg  88  USER-AT  MC  AS  SH  19  REV.MI  OS  17  11  99 
ES 

5935  Connector.  Receptacle,  Elcctncol,  Cooxiol,  Radio  Frequency,  Sonet  Ssmb, 

Printed  Circuit  Board  Mount,  Stroight  USER'AT  AS  MC  SH  19  REV-aR  Ml 
OS  SH  11  17  99 

5935  Connector,  Receptocle,  Elcctricct  USCR»Ml  ES . . . . .  . . 

5935  Connector,  Receptacle,  Eteclneol,  Senes  HN,  Type  UG-61E/U  Validated  Aug  68 
USER.AT  REV-Ml  AS  99  ES 

5935  Connector,  Receptacle,  Electrical,  General  Purpose,  Single,  Grounding,  2  Pole,  3 
Wire,  50  Ampere,  250  Volts,  50/60  Herti  USER-ME  AV  SH  MC  REV-MI  AS 
EC 

5935  Connector,  Receptacle,  Elcctncol,  Woterproof  (Shell  Size  20,  Femole  Inserts) 
USER-MC  REV.17  99  ES 

5935  Connector,  Receplccle,  Electrical  USER-MI  ES . . . . . . 

5935  Connector,  Receptacle,  Electricol.  Woterproof  (Shell  Size  26,  Mole  inserts) 
USER-MC  REV-17  99  ES 

5935  Connector,  Receptacle,  Elcctncol,  General  Purpose,  Single,  Grounding,  2  Pole,  3 
Wire,  30  Amperes,  250  Volts,  50''60  Hertz  Validated  Apr  85  OSER-AV  ME 
SH  MC  REV.MI  AS  EC 

oy35  Connector,  Receptacle,  Electrical,  Aircraft  Validated  Apr  63 . . . 

5935  Connector,  Receptacle,  Elcctncol,  Roclongulor,  Rock  To  Ponel,  Environment 
Resisting.  150  Oeg.  C  Continuous  Operating  Temperoture,  Multiple  Inserts 
REV-AR  Ml  EC  MC  OS  11  15  17  99  ES 

5935  Connector,  Receptacle,  Electrical,  Woterproof  (Shell  Size  26,  Femole  fnserls) 
USER-MC  R6V.I7  99  ES 

5935  Connector,  Recoptode,  Electrical,  Specific  Purpose,  Single,  cocking  Grounding, 

4  Pole,  5  Wire,  30  Amperes,  120/208  Volts,  3  Photo  Y,  400  Hertz  OSER-AV 
ME  SH  MCREV-MI  AS  EC  99  11 

5935  Connector,  Receptacle,  Electric,  Coble  Connecting  Threaded  Coupling,  Crimp 
Socket  Contacts,  Classes  F  G  And  R  Validated  Jan  $7  REV.99  17  15  11  ES 
5935  Connector,  Receptocle,  Eleeincol,  Rectongulor,  Multiple  Insert  Type,  Rw.k  To 

Ponel,  Environment  Resisting,  150  Deg.  C  Continuous  Operating  Temperoture, 
Shell  Size  3  REV-AR  Ml  EC  MC  OS  11  15  17  99  ES 
5935  Connector,  Receptacle,  Electrical,  Generol  Purpose,  Single,  Grounding,  3  Pole,  4 
Wire,  50  Amperes,  250  Volts,  50/60  Hertz,  3  Phose  Validated  Apr  65 
USER-AV  ME  SH  MC  REV-Ml  AS  EC 

5935  Connector,  Receptocle,  Electricol  USER-M.  ES . . . . . . . . 

5935  Connector,  Receptacle,  Electricol,  Generol  Purpose,  Single,  Grounding,  3  Pole,  4 
Wire,  50  Amperes,  125/250  Volts,  50/60  Hertz  USER-ME  AV  MC  SH 
REV-MI  EC  AS 

5935  Connector,  Receptacle,  Electrical  USER-MI  ES . . . 

5935  Connector,  Receptacle,  Electrical,  General  Purpose,  Single,  Grounding,  3  Pole,  4 
Wire,  30  Amperes.  125/250  Volts.  50/60  Hertz  USER-ME  AV  MC  SH 
REV-MI  EC  AS 

5935  Connector,  Receptocle,  Electric,  Box  Mount,  Threaded  Coupling,  Cnmp  Pm 
Contocis,  Classes  F,  G,  And  R  Validated  Jan  87  REV.99  11  17  15  ES 
5935  Connector,  Receptacle,  Electricol,  Specific  Purpose,  Single  locking,  3  Pole,  3 
Wire,  20  Amperes,  125/250  Volts,  50/60  Hertz  (Inocllvc)  USER*AV  ME  MC 
SH  REV-MI  EC  AS  99  11 

5935  Connector,  Receptacle,  Electrical,  Rcctangulor,  Multiple  Insert  Type,  Rock  To 

Ponel,  Environment  Resisting,  150  Deg.  C  Continuous  Opernilng  Temperoture, 
Shell  Size  4  REV-AR  Ml  EC  MC  OS  17  99  11  15  ES 
5935  Connector,  Receptacle,  Elcctrifol,  General  Purpose,  Single,  Generol  Grode, 
Grounding,  2  Pole,  3  Wire,  20  Amperes,  250  Volts,  50/60  Hertz  Validated 
Apr  85  USER-ME  AV  MC  SH  1 1  REV-MI  EC  AS  99  19 
5935  Connector,  Receolocle,  Electricol,  Rectangular,  Multiple  Insert  Type,  Rock  To 

Ponel,  Environment  Resisting,  150  Deg.  C  Continuous  Operoting  Temperature, 
Shell  Size  2  REV-AR  Ml  EC  MC  OS  11  15  17  99  ES 
5935  Connector,  Receptacle,  Electrical,  General  Purpose,  Duplex,  Generol  Grade, 
Grounding,  2  Pole,  3  Wire,  20  Amperes,  250  Volfs,  50/60  Hertz  Validated 
Apr  85  USER-AV  ME  SH  MC  11  REV-MI  AS  99  19 
5935  Connector,  Receptacle,  Electricol,  Coaxiol,  Rodio  Frequency,  Strip  Or  Microstnp 
Tronsmission  Line,  Scries  SMA  (Socket  Contoct,  Flonge  Mounted  Tob 
Terminol)  USER-MC  19  REV-AT  Ml  AR  AS  SH  99  11  ES 
5935  Connector,  Receptacle,  Electricol,  General  Purpose,  Single,  Grounding,  3  Pole,  4 
Wire,  60  Amperes,  250  Volts,  50/60  Hertz,  3  Phose  Validated  Apr  85 
USER-AV  me  SH  MC  REV-MI  AS  EC 

5935  Connector,  Receptacle,  Elcctncol,  Cooxiol,  Rodio  Frequency,  Strip  Or  Microstnp 
Tronsmission  Line,  Scries  SMA  (Pm  Contoct,  Flonge  Mounted  Tab  Terminol) 
Validated  feb  87  USER-MC  19  REV-AT  Ml  AR  AS  SH  99  M  ES 


DOCUMENT 

NUMBER  t^ATE  CUSTODIAN 


MIL  C-39012. 60A  (2) 

CR 

24  Seo 

86 

CR 

EC 

85 

MIL-C.3655/28 

NOTICE  1 

CR 

31  Aug 

83 

CR 

EC 

85 

MIL-C-39012,  61A  (2) 

CR 

24  Sep 

86 

CR 

EC 

85 

MIL  C-390)2,  62A  (2) 

CR 

24  Sep 

86 

CR 

EC 

85 

MIL-C-36S5/3B 

NOTICE  1 

CR 

31  Aug 

83 

CR 

EC 

85 

MIL-C-39012/ 141 

CR 

02  Mor 

89 

CR 

EC 

85 

MIL-C-55n6/9 

CR 

31  Jul 

87 

CR 

MII-C-3643/3A 

NOTICE  1 

CR 

31  Aug 

88 

CR 

EC 

85 

W-C-596/  164A 

/ES 

15  Feb 

89 

CR 

YD 

85 

M1L-C-12J20/9A 

CR 

01  Mor 

86 

CR 

85 

NOTICE  1 

MIL-C-551 16/10 

CR 

31  Jul 

87 

CR 

MIL-C-12520/10A 

CR 

01  Mor 

86 

CR 

85 

NOTICE  1 

W-C-596  168 

/ES 

28  Oct 

80 

CR 

YD 

85 

ES 

MII-C-6IOOA 

AS 

15  Oct 

73 

AS 

Mll-C-83527/8 

85 

28  Dec 

88 

CR 

AS 

85 

MIL-C-12520/11A 
NOTICE  1 

CR 

01  Mor 

86 

CR 

85 

W-C-596A/  157A 

.'ES 

03  Moy 

88 

CR 

YD 

85 

Mll-C-83723/178 
NOTICE  1 

85 

26  Jon 

87 

85 

MII-C-83527/4A 

85 

28  Dec 

88 

CR 

AS 

85 

W.C-596/200 

/ES 

28  Ocl 

80 

CR 

YD 

85 

ES 

MIL-C-551 16/11 

CR 

31  Jul 

87 

CR 

W-C-596/ 184A 

/ES 

15  Feb 

89 

CR 

YD 

85 

MIL-C-551 16/ 12 

CR 

31  Jul 

87 

CR 

W-C-596-  188A 

/ES 

IS  Feb 

89 

CR 

YD 

85 

ES 

MIL-C-83723/22B 
NOTICE  1 

85 

26  Jon 

87 

85 

W-C-596/43C 

/ES 

24  Jun 

83 

CR 

YD 

85 

DOD-C-83527/6A 

85 

28  Dec 

88 

CR 

AS 

85 

W-C-596  CB 

,ES 

07  Aug 

81 

CR 

YD 

85 

ES 

DOD  C-83527/2A 

85 

28  Dec 

88 

CR 

AS 

85 

W.C-596/65B 

/ES 

07  Aog 

81 

CR 

YD 

85 

M1L-C-835I7- 1  (1) 

85 

29  Apr 

85 

CR 

EC 

85 

W-C-596- 196 

-ES 

28  Oci 

80 

CR 

YD 

85 

ES 

MIL-C-83517,  2  (1) 

85 

27  Feb 

87 

CR 

EC 

85 

NOTICE  1 
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FSC  LISTING 


L 


L 


L 


I 


FSC 

5935 

S935 

5935 

5935 

5935 

5935 

5935 

5935 

5935 

5935 

5935 

5935 

5935 

5935 

5935 

5935 

5935 

5935 

5935 

5935 

5935 

5935 

5935 

5935 

5935 

5935 

5935 

5935 

5935 

5935 

5935 


DOCUMENT 

TITLE  NUMBER  CUSTODIAN 


Connector,  Receptacle,  Electricol,  Cooxiot,  Rodio  Frequency,  Strip  Or  Microstrip 

MIL-C-83517/3  (1) 

85 

27  Feb 

87 

CR 

EC 

85 

Tronsmission  Line,  Series  SMA  (Socket  Contact,  Flange  Mounted  Slotted  Tab 
Terminol)  Validated  Feb  87  USER-MC  19  REV-AT  MI  AR  AS  SH  99  11  ES 

NOTICE  1 

Connector,  Receptacle,  Electricol,  Coaxiol,  Radio  Frequency  Strip  Or  Microitrip 

MIL-C-83517/4  (1) 

85 

27  Feb 

87 

CR 

EC 

85 

Transmission  Line,  Series  SMA  (Socket  Contact,  Flange  Mounted  Extended 
Dielectric)  Validated  Feb  87  USER-MC  19  REV-AT  MI  AR  AS  SH  99  1 1  ES 

NOTICE  1 

Connector,  Receptacle,  Electricol,  Specific  Purpose,  Single,  Generol  Grode, 

W-C-595/45B 

/ES 

04  Sep 

81 

CR 

YD 

85 

Locking,  3  Pole,  3  Wire,  20  Amperes,  125/250  Volts,  50/60  Hertz  USER-AV 

ME  SH  MC  11  REV-MI  AS  EC  99  19 

Connector,  Receptacles,  Electrical,  Coaxiol,  Rodio  Frequency,  Strip  Or 

MIL-C-83517/5  (1) 

85 

27  Feb 

87 

CR 

EC 

85 

Microstrip  Transmission  Line,  Series  SMA  (Pin  Contact,  Flonge  Mounted 

Extended  Dielectric)  VaUdaled  Feb  87  USER-MC  19  REV-AR  AT  Ml  AS  SH 

99  11  ES 

NOTICE  1 

Connector,  Receptocle,  Electrical,  Special  Purpose,  Single,  Grounding,  2  Pole,  3 

W.C-596/in 

/ES 

11  Aug 

78 

CR 

YD 

85 

Wire,  15  Amperes,  277  Volts,  50/60  Hertz  Validated  Mar  84  USER-AV  ME 

SH  MC  REV-MI  AS  EC 

Connector,  Receptacles,  Electrical,  Coaxiol,  Rodio  Frequency,  Strip  Or 

MIL-C-83S17/5  (1) 

85 

27  Feb 

87 

CR 

EC 

85 

Microstrip  Transmission  Line,  Series  SMA  (Socket  Contoct,  8  Hole  Surface 

Launch  Validated  Feb  87  REV-AR  EA  AT  Ml  MC  AS  SH  99  19  11 

NOTICE  1 

Connector,  Receptacle,  Electrical,  Specific  Purpose,  Single,  Generol  Grode, 

W-C-595/59C 

/ES 

24  Jun 

83 

CR 

YD 

85 

Locking,  4  Pole,  4  Wire,  20  Amperes,  3  Phose  Wye,  120/208  Volts,  50/60 

Hertz  USER-ME  AV  MC  SH  REV-MI  AS  EC  99  It 

Connector,  Receptacles,  Electricol,  Coaxial,  Rodio  Frequency,  Strip  Or 

MIL-C-83517/7  (1) 

85 

27  Feb 

87 

CR 

EC 

85 

Microsirip  Tronsmission  Line,  Series  SMA  (Pin  Contoct,  6  Hole  Surfoce 

Lounch)  Validated  Feb  87  USER-MC  AS  SH  19  REV-AT  Ml  AR  99  11  ES 

NOTICE  I 

Connector,  Receptocle,  Electrical,  Speciol  Purpose,  Duplex,  Grounding,  2  Pole,  3 

W-C-595/112 

/ES 

11  Aug 

78 

CR 

YD 

85 

ES 

Wire,  15  Amperes,  277  Volts,  50/60  Hertz  Validated  Mar  84  USER-AV  ME 

SH  MC  RCV-Ml  AS  EC 

Connector,  Receptocles,  Electricol,  Cooxial,  Radio  Frequency,  Strip  Or 

MIL-C-83517/8  (1) 

85 

27  Feb 

87 

CR 

EC 

85 

Microsirip  Transmission  Line«  Scries  SMA  (Socket  ContocU  8  Hole  Surface 

Launch  Right  Angle)  Validated  Feb  87  USER-MC  SH  19  REV-AT  Ml  AR  AS 

SH  99  11  ES 

NOTICE  1 

Connector,  Receptacle,  Electricol,  Speciol  Purpose,  Single,  Grounding,  2  Pole,  3 

W-C-595/103 

/ES 

11  Aug 

78 

CR 

YD 

85 

ES 

Wire,  30  Amperes,  277  Volts,  50/60  Hertz  Validated  Mar  84  USER-AV  ME 

SH  MC  REV-MI  AS  EC 

Connector,  Receptocles,  Electricol,  Coaxiol,  Radio  Frequency,  Strip  Or 

MIL-C-83517/9  (2) 

85 

18  Mar 

88 

CR 

EC 

85 

Microstrip  Tronsmission  Line,  Series  SMA  (Socket  Contact,  End  lounch) 

USER-MC  19  REV-AT  Ml  AR  AS  SH  99  11  ES 

NOTICE  1 

Connector,  Receptocle,  Electricol,  Speciol  Purpose,  Single,  Grounding,  2  Pole,  3 

W  C-S95/94 

/ES 

11  Aug 

78 

CR 

YD 

85 

ES 

Wire,  30  Ampetet,  125  VolH,  50/50  Hertz  Validated  Mar  84  USER-AV  ME 

SH  MC  REV-MI  AS  EC 

Connector,  Receptocle,  Intermediate  Power,  (Electricc-,  Woterproof),  Type  MW, 

MIL-C-55181/2C 

CR 

23  -lun 

86 

CR 

EC 

85 

Pin  Contoct,  4  Terminal  REV-99  11  ES 

Connector,  Receptocle,  Electrical,  Special  Purpose,  Single,  Grounding,  2  Pole,  3 

W-C-596/107 

/ES 

11  Aug 

78 

CR 

YD 

85 

Wire,  20  Amperes,  277  Volls,  50/50  Hertz  Validated  Mar  84  USER-AV  ME 

SH  MC  REV-MI  AS  EC 

Connector,  Receptacle,  External'Power,  Aircraft,  230/400  Volt,  400  Hz  REV-AS 

MS-21379A 

85 

24  Jul 

87 

AS 

85 

99  71  ES 

NOTICE  1 

Connector,  Receptacle,  Electrical,  Speciol  Purpose,  Single,  Grounding,  2  Pole,  3 

W-C-595/98 

/ES 

11  Aug 

78 

CR 

YD 

85 

ES 

Wire,  15  Amperes,  125  Volts,  50/60  Hertz  Validated  Mar  84  USER-ME  AV 

SH  MC  REV-MI  AS  EC 

Connector,  Receptacle, electricol  USER-MI  ES . . . . 

MIL-C-551 16/13 

CR 

31  Jul 

87 

CR 

Connector,  Receptacle,  Electrical,  Special  Purpose,  Duplex,  Grounding,  2  Pole,  3 

W.C-595/99 

/ES 

11  Aug 

78 

CR 

YD 

85 

Wire,  15  Amperes,  125  Volts,  50/60  Hertz  Validated  Mar  84  USER-AV  ME 

MC  SH  REV-MI  AS  EC 

Connector,  Receptacle,  Electricol  •  Pin  Contoct,  No.  12,  14  And  16  A.w.g. 

MS-33800C 

AT 

05  Sep 

84 

AT 

Waterprout  USER-GL  YD  MC  REV-AR  ME  CR  85  ES 

Connector,  Receptacle,  Electrical,  Speciol  Purpose,  Single,  Grounding,  4  Pole,  5 

W-C-595/132 

/ES 

11  Aug 

78 

CR 

YD 

85 

Wire,  30  Amperes,  120/208  Volls,  50/60  Hertz,  3  Phase,  Y  Volidetcd  Mar 

84  USER-ME  AV  SH  MC  REV-MI  AS  EC 

Connector,  Receptacle,  Electric,  Integrol  Mounting  Validated  Sep  85  REV-MI  99 

MS-33578 

AS 

17  Dec 

58 

CR 

AS 

85 

Connector,  Receptocle,  Electrical,  Generol  Purpose,  Duplex,  Grounding,  Hospito! 

W-C-595/212 

t 

24  Mar 

82 

Grade,  Ground  Fouft  Circut  Interrupting  2  Pole  3  Wire,  15  Amperes,  125 

Volts,  60  Hertz 

Connector,  Receptocle,  Electric,  Integral  Mounting  Validated  Sep  85  REV-MI  99 

MS-33579 

AS 

17  Dec 

58 

CR 

AS 

85 

Connector,  Receptocle,  Telephone,  Electricol . . . . . 

MIL-C-55074/2A  (1) 

CR 

03  Dec 

85 

CR 

Connector,  Receptacle,  Electrical,  Special,  Single,  Grounding,  3  Pole,  4  Wire, 

W-C-595/124 

/ES 

11  Aug 

78 

CR 

YD 

85 

ES 

20  Amperes,  250  Volts,  50'60  Hertz,  3  P.HASS  VcUdstcd  eMsr  34  USER-AV 

ME  SH  MC  REV-MI  AS  EC 

Connector,  Receptacle,  Electrical  Box  Mouniing  USER-MC  CG  19  14  REV-AR 

MS-17345D 

EC 

12  Aug 

87 

CR 

EC 

11 

Ml  OS  AS  YD  17  11  ES 

Connector,  Receptocle,  Electricol,  Special  Purpose,  Single,  Grounding,  3  Pole,  4 

W-C-596/1I5 

/ES 

11  Aug 

78 

CR 

YD 

85 

Wire,  30  Amperes,  125/250  Volts,  50/60  Hertz  Validated  Mar  84  USER-AV 

ME  SH  MC  REV-MI  AS  EC 

Connector,  Receptocle,  Electricol,  Dummy  Stowoge  Validated  Apr  64  USER-CG 

MS-18052B 

EC 

01  Jun 

55 

CR 

EC 

85 

MC  19  14  REV-MI  OS  AS  17  85  ES 

Connector,  Receptacle,  Electricol  Specific  Purpose,  Single,  locking,  Grounding, 

W.C-595A/154A 

/ES 

03  Moy  88 

CR 

YD 

85 

3  Pole,  4  Wj're,  30  Ampcrei,  120  Vein,  400  Heriz,  3  Phoic  USER  ME  AV 

MC  SH  REV-MI  EC  AS  I)  99 

Connector,  Receptacle,  Etectricol  Jom-nui  USER-MC  CG  19  14  REV-AR  Ml  OS 

MS-17347D 

EC 

12  Aug 

87 

CR 

EC 

11 

AS  YD  17  11  ES 
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DOCUMENT 


ESC 

TITIE 

NUMBER 

PREP 

DATE 

5935 

Connector,  Receptocle,  Electrical,  Speclol  Purpose,  Single.  Grounding,  3  Pole.  4 
Wire,  30  Amperes,  250  Volts,  50/60  Hertz.  3  Phase  Validated  Mar  54 

USER-AV  ME  SH  MC  REV-Ml  AS  EC 

W-C-596/128 

/ES 

11  Aug 

78 

5935 

Connector,  Receptacle,  Electricol  Jorn^nut  (Box)  USER*ME  CG  MC  )4  19 

REV-AR  Ml  AS  OS  YD  17  U  ES 

MS-17348D 

EC 

12  Aug 

87 

5935 

Connector,  Receptocle,  Electrical,  Special  Purpose,  Single,  Grounding,  3  Pole,  4 
Wire,  20  Amperes,  125/250  Volts,  50/60  Hertz  Validated  Mae  84  USER*AV 

ME  SH  MC  REV-M!  AS  EC 

W-C-596/120 

/ES 

11  Aug 

78 

5935 

Connector,  Receptacle,  Electricol,  Woll  Mounting  USER'ME  MC  CG  OS  19  14 
REV-Ml  AR  AS  YD  n  99  ES 

MS-17343D 

EC 

12  Aug 

87 

5935 

Connector,  Receptacle,  Electricol  Wait  Mounting  Closs  L  (Power  Source 

Receptacle)  Validated  Apr  82  USER-CG  MC  OS  19  14  f  ^  /-Ml  AR  AS  17  99 

11  ES 

MS-90555D 

EC 

24  Feb 

76 

1 

5935 

Ml  1-0-55116/ 14 

CR 

31  Jul 

87 

5935 

Connector,  Receptacle,  Electricol,  Wall  Mounting,  (Coupling  Ring)  Closs  L 
(Equipment  Receptacle)  Validated  Apr  82  USER*CG  MC  19  14  REV-MI  AR 
0%AS  17  99  11  ES 

MS-90558D 

EC 

24  Feb 

76 

Q 

5935 

Connector,  Receptocle,  External  Electric  Power,  Aircraft  Validated  Sep  87 

REV-AV  99  1 1 

Mll-C-81790  (2) 

SUPP  1 

NOTICE  1 

AS 

16  Moy  79 

5935 

MS-90298C 

AS 

81 

L 

5935 

Connector,  Receptacle,  Telephone.  Electricol . . . . . . 

MIL-C-55074/3A  (1) 

CR 

03  Dec 

85 

L 

5935 

Connector,  Receptacles,  Plugs,  Adapter.  El,  Embedded,  Printed  Circuit  Boord 
lamp  Lighting  Panels  Validated  Apr  83  REV-MI  AV  SH  MC  ES 

MS-90335B 

AS 

30  Dec 

76 

5935 

Connector.  Receptaclo.electricol,  Triaxial,  Radio  Frequency  (Serie*  iRB  (Cobled), 
Socket  Contoct,  JAM  Nut  Mounted,  Closs  2}  USER-aT  MC  aS  19  REV-MI 

AR  SH  OS  99  17  11  ES 

MII-C-49142/5C  (1) 

CR 

14  Sep 

87 

5935 

Connector.  Receptacle,  Externol  Electric  Power,  Aircraft,  1 15/200  Volt,  400 

Hertz  Validated  Mar  32  REV-AV  99 

MS-90362C 

AS 

27  Feb 

76 

L 

5935 

Connector.  Receptacle,  Electric,  Woll  Mounting,  Front  Releose  Crimp  Contoct, 

An  Type  With  Accessory  Threods  Validated  Jut  82  REV-EC  ES 

MS-3412D 

AS 

23  Mor 

76 

5935 

Connector,  Receptacle,  Electricol,  Specific  Purpose,  Single,  Grounding,  locking 

Pole,  3  Wire,  30  Amperes,  28  Volts,  Direct  Current  USER-ME  AV  MC  SH 

REV-MI  EC  AS  .1  99 

W-C-596A/148A 

/ES 

03  Moy  88 

1 

5935 

Connector,  Receptacle,  Electric,  Cable  Connecting,  Front  Releose,  Crimp 

Contoct,  An  Type  Validated  Sep  85  REV-E$ 

MS-3401G 

AS 

09  Apr 

79 

5935 

Connector,  Receptacle,  Electrical,  Specific  Purpote,  Single,  Grounding,  locVing, 

2  Pole,  3  Wire,  30  Amperec,  120  Volti,  400  Herli,  1  Phote  USER-AV  ME  SH 

MC  REV-AS  EC  99  11 

W-C-596B/151B 

/ES 

03  May  88 

1 

5935 

Connector,  Receptacle,  Electricol,  Flange  Mount  Miniature  Validated  Jan  89 

REV.99  17  11  ES 

MS-24264M 

85 

13  Jon 

89 

5935 

Connector,  Receptacle,  Electricol,  Generol  Purpose,  Duplex,  Hospitol  Grode, 
Grounding,  2  Pole,  3  Wire,  20  Amperes,  125  Volts,  50/60  Hertz  Validated 

Apr  85  USER-AV  ME  MC  SH  11  REV-MI  AS  19 

W-C-596/40B 

/ES 

04  Sep 

81 

L 

5935 

Connector.  Receptacle,  Electrical  Single  Hole  Mount  Minloture  Validated  Jen  87 
REV.99  17  n  ES 

M5-24265M 

NOTICE  1 

85 

30  Jon 

87 

5935 

Connector,  Receptacle,  Electricol,  Generol  Purpose  Single,  Hospitol  Core 

Grounding,  2  Pole,  3  Wire,  20  Amperes,  125  Volts.  50/60  Hertz  Validated 

Apr  85  USER-AV  ME  SH  MC  11  REV-MI  AS  99  19 

W.C.595/41B 

/ES 

04  Sep 

81 

5935 

Connector,  Receptacle,  Externol  Electric  Power,  Aircroft,  28  Volt  D.c.,  Jet 

Starling  Validated  Mar  82  USER-MC  REV-AV  99  ES 

MS-25018F 

AS 

27  Feb 

76 

L 

5935 

Connector.  Receptacle,  Electric,  Crimp  Type,  Woll  Mounting  Flonge,  Push  Pull 
Coupling,  Series  3  (Closs  L  And  E)  Validated  Sep  85  REV-MI  EC  ES 

MS-3424 

AS 

21  Jul 

71 

5935 

Connector^  R.c.ptacle«  ElecIricoL  General  Purpose,  Single,  Generol  Grode,  4 

Pole,  4  Wire,  50  Amperes,  3  Phese  WYE,  120/208  Volts,  50/60  Hertz 

USER-AV  ME  SH  MC  REV-AT  Ml  AS  EC  99  11 

W.C-596/38C 

/ES 

15  Feb 

89 

5935 

Connector,  Receptacle,  Electricol,  Double  Contact,  Woterproof  Validated  Occ 

83  USER-GL  AR  MC  YD  REV-ME  CR  85  ES 

MS-27146A 

AT 

01  Sep 

67 

5935 

Connector.  Receptacle  Electrical  Speciol  Purpose.  Duplex  Hospitol  Grode. 

Isolated  Grounding  2  Pole.  3  Wire,  15  Amperes.  125  Volts,  50/60  Hertz 

W-C-596/145 

24  Mor 

82 

t 

5935 

Connector.  Receptocle,  Electrical,  Pin  Inert,  Cylindricol,  Mlnioture,  Hermetic, 

Solder  Mount  (Inoctive)  Validated  Jan  87  REV.99  11  17  ES 

MS  27034G 

NOTICE  1 

85 

30  Jon 

87 

5935 

Connector,  Receptacle,  Electricol,  Series  U,  UG-352B/U  Validated  Apr  83 
USER-MC  REV-AS  11  99  ES 

M5-91610B 

EC 

11  Sep 

61 

5935 

Connector,  Receptacle,  Electricol  &  High  Voltoge,  Woterproof  USER-ME  CR  MC 

11  REV-ES 

MS-27190B 

AT 

13  Mor 

87 

5935 

Connector,  Receptocle,  Electrical,  General  Purpose,  Single,  Generol  Grode,  3 

Pole,  3  Wire,  20  Amperes,  125/250  Volts,  50/60  Hertz  Validated  Apr  65 
USbR-mC  AV  SH  mC  R£V-Mi’AS”cC  99  1 1 

W-C-596/25B 

/ES 

13  Feb 

80 

L 

5935 

Connector,  Receptocle,  Electric,  Box  Mounting,  Crimp  Confoefs,  An  Type 

Validated  Jul  82  REV-EC  OS  ES 

MS-3402F 

AS 

23  Mor 

76 

5935 

Connector,  Receptocle,  Electricol,  Generol  Purpose,  Single,  3  Pole,  3  Wire,  50 
Amperes,  125/250  Volts,  50/60  Hertz  (Inactive  For  New  Design  Use 
W.C.596/184  USER-AV  ME  SH  MC  REV-MI  EC  AS  11  99 

W-C-596/36C 

/ES 

24  Jun 

83 

L 

5935 

Connector,  Receptocle,  Electric,  Hermetic,  Solder  Type,  Jom  Nut  Mounting,  Push 
-  Poll  Coupling,  Scries  3  (Oosi  H)  Validated  Jut  82  REV-EC  ES 

MS-3469 

AS 

21  Jul 

71 

5935 

Connector,  Receptocle,  Electrical,-Generol  Purpose,  Single,  4  Pole,  4  Wire,  20 
Amperes,  3  Phase  Wye,  120/208  Volts  Validated  Apr  85  USER-AV  ME  AR 

SH  MC  REV-AT  Ml  EC  AS 

W-C-596/28B 

/ES 

13  Feb 

80 

5935 

Connector,  Receptocle,  Electric,  Series  2,  Single  Hole  Mount,  Bayonet  Coupling, 
Solder  Pin  Contoct,  Closs  H  USER-AV  REV-AR  Ml  EC  SH  17  11  99  ES 

MS-3449C 

CR 

29  Ocl 

86 

CUSTODIAN 
CR  YD  85 

CR  EC  11 
CR  YD  85 

CR  EC  11 
CR  EC  85 

CR 

CR  EC  85 

CR  AS  85 

AV  AS  11 
CR 

AS 

CR  EC  85 

CR  AS  85 
AS 

CR  YD  85 

AS 

CR  YD  85 

85 

CR  YD  85 

85 

CR  YD  85 

CR  AS  85 
AS 

CR  YD  85  ES 

AT 

85 

CR  EC  85 
AT  17 
CR  YD  85  ES 

AS 

CR  YD  85  ES 

AS 

CR  YD  85  ES 

CR  AS  85 


488 
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5935 

Connector,  Receptocle,  Electricol,  Genera)  Purpose,  Single,  Generol  Grade,  3 

Pole,  3  Wire,  30  Amperes,  125/250  Volts,  50/60  Hertz  (Inactive  For  New 

Design  Use  W.C-596/18C)  USER-AV  AR  ME  SH  MC  REV-MI  EC  AS  99  11 

W-C-596/33C 

/ES 

24  Jun 

83 

CR 

YD 

85 

ES 

5935 

Connector,  Receptacle,  External  Electric  Power,  Aircraft,  28  Volt,  Oc  Operating 
Power  Validated  Mar  62  REV-AV  99  ES 

MS-3504B 

AS 

27  Feb 

74 

CR 

AS 

85 

5935 

Conri6clor,  Receptacle,  Electricol,  Generol  Purpose,  Duplex,  Grounding,  9  Pole, 

3  Wire,  15  Amperei,  250  Volts  Validaled  Apr  BS  USER-MI  ME  AV  MC  SH 
REV-AS  EC 

W-C-596/16B 

/ES 

04  Oct 

81 

CR 

YD 

85 

ES 

5935 

Connector,  Receptacle,  Electric,  Series  2,  Crimp  Type,  Wide  Flonge  Mounting, 
Boyonel  Coupling,  Classes  A,  L,  S.  And  W  USER-AV  REV-AR  EC  SH  17  99 

11 

Connector,  Receptacle,  Electrical,  General  Purpose,  Single,  Generol  Grode, 
Grounding,  2  Pole,  3  Wi'e,  15  Amperes.  125  Volts,  50/60  Hertr  Validated 

Apr  85  USER-ME  AV  MC  SH  REV-EC  AS 

MS-34/2D 

CR 

12  Jul 

85 

CR 

AS 

85 

5935 

W-C-596/11B 

/ES 

04  Oct 

80 

CR 

YD 

85 

ES 

5935 

Connector,  Receptacle,  Electric,  Series  2,  Hermetic,  SoldeHess,  Solder  Mounting, 
Boyonet  Coupling,  Class  N  Validated  Sep  68  USER-AV  REV-CR  EC  SH  17  11 

ES 

Connector,  Receptacle,  Electrical,  Generol  Purpose,  Ouples,  Hospitol  Grode 
Grounding,  2  Pole,  3  Wire,  15  Amperes,  125  Volfs,  50/60  Hertz  USER-AV 

AR  SH  MC  REV-MI  EC  AS 

MS-3473A 

NOTICE  1 

CR 

05  Sep 

75 

CR 

AS 

85 

5935 

W-C-596/12D 

/ES 

04  May  88 

CR 

YD 

85 

ES 

5935 

Connector,  Receptacle,  Electric,  Series  2,  Crimp  Type,  Reo'  Mounting  Jam  Nut, 
Bayonet  C  Coupling,  Cloiset  A,  L,  S,  And  W  USER-AV  REV-AR  Ml  AV  EC 

SH  17  99  11 

MS-3474F 

CR 

15  Dec 

87 

CR 

AS 

85 

5935 

Connector,  Receptocle,  Electrical,  General  Purpose,  Single,  Generol  Grode, 

Loelcing,  2  Pole,  2  Wire,  15  Amperes,  125  Volts,  50/60  Hertz  USER-AV  SH 

MC  REV-MI  ME  AS  EC  11  99 

W.C-596/5B 

/ES 

08  Jon 

80 

CR 

YD 

85 

ES 

5935 

Connector,  Receptocle,  Electric,  Series  2,  Hermetic,  Solderless,  Box  Mounting, 
Boyonet  Coupling,  Class  N  Validated  Sep  88  USER-AV  REV-CR  EC  SH  17  11 

MS-3477A 

NOTICE  1 

CR 

05  Sep 

75 

CR 

AS 

85 

5935 

Connector,  Receptocle,  Electrical,  General  Puppose,  Single,  Generol  Grode, 
Grounding,  2  Pole,  3  Wire,  15  Amperes,  250  Volts,  50/60  Hertz  USER-AV 

ME  Ml  SH  MC  REV-EC  AS  11  99 

W-C-596/15C 

/ES 

01  Ocl 

87 

CR 

YD 

85 

ES 

5935 

Cofinector,  Receptacle,  Electric,  Series  2,  Hermetic,  Solderless,  Rear  Mounting, 

Jam  Nut,  Bayonet  Coupling,  Class  N  USER-AV  REV-MI  AR  EC  SH  17  11  ES 

MS-3479B 

CR 

29  Ocl 

84 

CR 

AS 

85 

5935 

Connector,  Receptacle,  Electricol,  Speclot  Purpose,  Single,  Grounding,  4  Pole,  5 
Wire,  20  Amperes,  120/208  Volts,  50/60  Hertz,  3  Phase,  Y  Validated  Mar 

84  USER-AV  ME  MC  SH  REV-MI  AS  EC 

W-C-596/136 

/ES 

1 1  Aug 

78 

CR 

YD 

85 

ES 

5935 

Connector,  Receptocle,  Electric,  Series  2,  Crimp  Type,  Coble  Connecting, 

Bayonet  B  Coupling,  Closies  A,  1,  S,  And  W  USER-AV  REV-AR  EC  SH  17  99 

11 

Connector,  Recep'scle,  Electrical,  General  Purpoie,  Duplex,  Grounding,  2  Pole, 

3  Wire,  15  Amperei,  277  Volli  Ac  Valldaltd  Apr  SS  USER-AR  ME  AV  Ml 

MC  SH  REV-MI  AS  EC 

Connector,  Receptacle,  Electric,  Jom  Nut  Mounting,  Front  Releose,  Crimp 

Contact,  An  Type  Validaled  Jul  S2  USER-SH  REV-EC  ES 

MS-347  ID 

CR 

12  Jul 

85 

CR 

AS 

85 

5935 

5935 

W-C-595/71B 

MS-3404G 

/ES 

AS 

07  Aug 

23  Mor 

81 

74 

CR 

YD 

AS 

85 

ES 

5935 

5935 

Connector,  Receptocle,  Electrical,  Special  Purpose,  Single,  Grounding,  2  Pole,  3 
Wire,  15  Amperes,  250  Volts,  50/60  Hertz  Validated  Mar  84  USER-AV  ME 

SH  MC  REV-MI  AS  EC 

Connector,  Receptacle,  Electric,  Woil  Mountir  Front  Release,  Crimp  Contact, 

An  Type  (Inactive  For  Design)  Validated  Jui  82  REV-EC  ES 

W-C-596/85 

MS-3400G 

/ES 

AS 

11  Aug 

23  Mor 

78 

74 

CR 

YD 

AS 

85 

ES 

5935 

Connector,  Receptacle,  Electrical,  Special  Purpose,  Duplex,  Grounding,  2  Pole,  3 
Wire,  15  Amperes,  250  Volts,  50/60  Hertz  Validated  Mar  84  USER-ME  AV 

SH  MC  REV-MI  AS  EC 

W-C-594/86 

/ES 

11  Aug 

78 

CR 

YD 

85 

5935 

Connector,  Receptacle,  Electric,  Series  1,  Crimp  Type,  Box  Mounting,  Flonge, 

No.  4/6  Holes,  Boyonet  Coupling  Validated  Sep  88  USER*17  REV-MI  SH  99 

MS-3127H 

NOTICE  1 

CR 

06  Sep 

88 

CR 

AS 

65 

5935 

Connector,  Receptocle,  Electrical,  Specific  Purpose,  Generol  Grode,  Single, 
Grounding,  locking,  2  Pole,  3  Wire,  30  Amperes,  250  Volts,  50/60  Hertz 
Validated  Apr  85 

W-C-595/77B 

/ES 

07  Aug 

81 

CR 

YD 

85 

5935 

Connector,  Receptacle,  Electric,  Crimp  Type.  Wall  Mounting,  No.  4/6  Holes, 
Bayonet  Coupling  (Inactive)  Validated  May  8}  USER-17  REV-MI  99  11  ES 

M5-3128I 

CR 

05  Sep 

75 

CR 

AS 

85 

5935 

Connector,  Receptacle,  Electrical,  Special  Purpose,  Single,  Grounding,  2  Pole,  3 
Wire,  20  Amperes,  250  Volts,  50/60  Hertz  Validated  Mar  84  USER-AV  ME 

SH  MC  REV-MI  EC  AS 

W.C-596/81 

/E5 

11  Aug 

78 

CR 

YD 

85 

ES 

5935 

Connector,  Receptacle,  Electric,  Solder  Type,  Wall  Mtg.  Flonge,  Push  Pull 

Coupling,  Series  1  (Class  E,  Panel  J)  Validated  Sep  85  USER-17  REV-AR  Ml 

AV  99  FS 

M5-3130D 

AS 

21  Jul 

71 

CR 

AS 

85 

5935 

Connector,  Receptocle,  Electricol,  General  Purpose,  Single,  Generol  Groue, 
Grounding,  2  Pole,  3  Wire,  3C  Amperes,  125  Volts,  50/60  Hertz  Validated 

Apr  85  USER-ME  AV  MC  SH  REV-MI  EC  AS  99 

W-C-594/68B 

ES 

07  Aug 

81 

CR 

YD 

85 

5935 

Connector,  Receptocle,  Electnc,  Solder  Type,  Box  Mtg.  Fionge,  Push-pvM 

Coupling  Validated  Sep  85  USER-ME  17  REV-MI  AR  ES 

MS-3132D 

AS 

21  Jul 

71 

CR 

AS 

85 

5935 

Connector,  Receptocle,  Electrical,  Special  Purpose,  Single,  Grounding,  2  Pole,  S 
Wir.'  30  Amperes,  125  Volts,  50/60  Hertz  Validated  Mar  84  USER-AV  ME 

SH  MC  REV-MI  AS  EC 

W.C-596.’.0 

/ES 

11  Aug 

78 

CR 

YO 

85 

ES 

5935 

Connector,  Receptocle,  Electric,  Solder  Type,  Jom  Nut  Mounting,  Push-pull 

Coupling,  Series  1  (Class  E,  P,  J  And  H)  Validated  Sep  85  REV-MI  ES 

MS-3134F 

AS 

21  Jul 

71 

CR 

AS 

85 

5935 

Connector,  Receptocle,  Electric,  Dummy  Stowage,  Woll  Mtg,  Flonge  Push  Pull 
Coupling  Series  1  And  2  Connectors  Validated  Sep  85  REV-MI  ES 

MS-3I35D 

AS 

21  Jul 

71 

CR 

AS 

85 

5935 

Connector,  Receptocle,  Electric,  Series  1,  Thru  Bulkhead  Mtg.,  Flonge,  Boyonel 
Coupling  Validated  Sep  88  USER-AV  REV-CR  EC  11  17  99 

MS.3119D 

NOTICE  1 

CR 

31  Jul 

>8 

CR 

AS 

85 

5935 

Connector,  Receptocle,  Electric,  Series  1,  Box  Mounting  Flonge,  Bayonet 

Coupling,  Solder  Contoct  Validated  Sep  88  USER-AV  REV-CR  EC  11  17  ES 

MS-3112'' 

NOTICE  1 

CR 

19  Sep 

38 

CR 

AS 

85 

483 
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5935 

Connector,  Receptocle,  Electric,  Series  1,  Solder  Type,  Solder  Mounting, 

MS-3n3G 

CR 

31  Jul 

78 

CR 

AS 

85 

Boyonet  Coupling  Vo/Wofer/  Sep  flS  USER-AV  REV-CR  EC  J7  U  99  ES 

NOTICE  1 

5935 

Connector,  Receptacle,  Electric,  Series  1,  Solder  Type,  Jam  Nu^  Mounting, 

ms-31  14H 

CR 

19  Nov 

87 

CR 

AS 

Bayonet  Coupling  USER-AV  REV-AR  EC  SH  11  99 

5935 

Connector,  Receptocle,  Electricol  Dummy  Stowoge,  Boyonet  Coupling  For 
MIL-C-26482  Connectors  Validated  Sep  88  USER-AV  REV-CR  SH  EC  17  11 

99 

Connector,  Receptacle,  Electric,  Series  1,  Crimp  Type,  Box  Mounting,  Flange, 

MS.3’  )5D 

NOTICE  1 

CR 

01  Dec 

77 

CR 

AS 

85 

5935 

MS-3122E 

CR 

30  Jul 

79 

CR 

AS 

85 

No.  4  Holes,  Bayonet  Coupling  Validated  Sep  88  USER-AV  REV*CR  SH  17 

NOTICE  1 

5935 

Connector,  Receptacle  Electric,  Crimp  Type,  Rear  Mounting  Jom  Nut,  Boyonet 

MS-3T24D 

CR 

06  Sep 

88 

CR 

AS 

85 

Coupling  (Inactive  Validated  Sep  88  REV-AR  Ml  17  ES 

NOTICE  ) 

5935 

Connector.  Receptacle.  Electric  Crimp  Type,  Wall  Mounting,  flc'‘ge.  No.  4 

MS-3120E 

CR 

06  Sep 

88 

CR 

AS 

85 

Holes,  Boyonet  Coupling  (Inactive)  Validated  Sep  88  USER-ME  REV-MI  ES 

NOTICE  1 

5935 

Connector,  Receptocle,  Electric,  Series  1,  Solder  Type.  Wall  Mounting,  Flange, 

MS-3n0D 

CR 

19  Sip 

88 

CR 

AS 

85 

Boyonet  Coupling  Validated  Sep  88  USER-AV  REV-CR  SH  EC  17  11 

NOTICE  1 

1 

5935 

Connecter,  Receptacle,  Electric,  Hermetic,  Crimp  Type,  Single  Hole  Mounting, 

MS-3149 

AS 

04  Feb 

72 

AS 

Push-pull  Coupling,  Series  3  (Class  N)  Validated  Sep  8S  REV-EC  ES 

5935 

Connector,  Receptocle,  Electric  Thru  Bulkhead,  Well  Mig.  Flonge,  Series  1  (Class 

MS-3139D 

AS 

21  Jul 

71 

CR 

AS 

85 

E)  Validated  Sep  85  USER-17  REV-AR  MI  99  ES 

5935 

Connector,  Receptacle,  Electric,  Box  Mounting  Validated  May  81  USER-AV  CG 

M.S-3102C 

AS 

1,1  May 

69 

CR 

AS 

85 

MC  OS  CS  REV-AR  Ml  AT  ME  EC  YD  99  ES 

5935 

Connector,  Receptocle,  Electric,  Potting  Seal,  Solder  Contacts,  An  Type 

MS-3103C 

AS 

1'  1  Moy 

69 

CR 

AS 

85 

Validated  May  81  USER-AT  CG  MC  OS  REV-MI  AV  EC  99  ES 

L 

5935 

Connector,  Receptacle,  Electric  Dummy  Stowoge  Validated  May  81  USFR-ME 

MS-3105A 

AS 

18  Jun 

69 

AS 

MC  CG  REV-MI  OS  EC  ES 

5935 

Connector,  Receptocle,  Electric,  Well  Mounting,  Solder  Contacts,  An  Type 

MS-3100D 

AS 

15  Moy 

69 

CR 

AS 

85 

Validated  May  81  USER-AT  CG  MC  OS  REV-ME  AV  AR  Ml  EC  99  ES 

5935 

Connector,  Receptocle,  Electric,  Crimp  Type,  Woil  Mounting  Flange,  Push  Puli 

MS-3140C 

AS 

21  Jul 

71 

CR 

AS 

85 

Coupling,  Series  2  (Closs  E  And  J)  Validated  Sep  85  REV-ES 

1 

5935 

Connector,  Receptacle,  Electricol,  Box  Mounting,  Solder  Contact,  Hermetic,  Art 

MS-3142D 

AS 

23  Jon 

78 

AS 

Type  (Inactive)  Validated-Oel  54  REV-EC 

L 

5935 

Connector,  Receptacle,  Electricol,  Solder  Mounting,  Solder  Contact  Hermetic,  An 

MS-3I43D 

AS 

23  Jon 

78 

AS 

Type  (Inactive)  Validated  Oct  84  REV-EC 

5935 

Connector,  Receptacle,  Electric  Crimp  Type,  Jom  Nut  Mourvtlng,  Push-pull 

MS-3U4C 

AS 

21  Jul 

71 

CR 

AS 

85 

Coupling  (Closs  E  And  J)  Validated  Sep  85  USER-l?  REV-AR  Ml  99  ES 

1 

5935 

Connector,  Receptocle,  Electric,  Hermetic,  Crimp  Type,  Box  Mounting,  Push-pull 

MS-3145 

AS 

04  Feb 

72 

AS 

Coupling,  Series  3  (Closs  N)  Validated  Sep  85  REV-EC  ES 

1. 

5935 

Connecter,  Receptacle,  Electric,  Hermetic,  Crimp  Type,  Solder  Mounting.  Push 

MS-3144 

AS 

04  Feb 

72 

AS 

Pull  Coupling,  Series  3  (Class  N)  Validated  Sep  85  REV-EC  ES 

5935 

Connector,  Receptacle,  Electric,  Well  Mounting,  Rear  Reteose,  Crimp  Contoct, 

MS-3450E 

AS 

23  Mor 

76 

cr. 

AS 

85 

An  Type  (Inocllve  For  Des’gn)  Validated  Jul  82  REV-AR  Ml  ME  AV  AT  EC  11 

17  99  ES 

L 

5935 

Connector,  Receptacle,  Electric,  Well  Mounting  Flonge,  Crimp  Type,  Boyonet 

MS-27652A 

85 

30  Jon 

87 

85 

Coupling  Series  1  (Inocllve  Use  Ms  27466)  REV-EC  ES 

NOTICE  1 

5935 

Connector,  Receptocle,  Electric,  Bock  Panel  Wall  Mounting  Flonge,  Crimp  Type, 
Bayonet  Coupling,  Series  1  (Inocllve)  Validated  Jan  87  REV-AR  EC  15  11  99 

ES 

Connector,  Receptacle,  Electric,  Crimp  Type,  Bock  Panel  Wall  Mounting  Flonge 

MS-27654C 

NOTICE  1 

85 

30  Jon 

87 

CR 

AS 

85 

5935 

MS-275I5B 

85 

30  Jon 

87 

CR 

AS 

85 

Series  1  (Inactive  Use  Ms  27656)  Validated  Jan  87  REV-EC  15  11  80  ES 

NOTICE  1 

5935 

Connector,  Receptacle,  Electricol,  Back  Panel  Wall  Mounting  Flange,  Crimp 

MS-27654C 

85 

13  Jon 

89 

CR 

AS 

85 

Type,  Bayonet  Coupling,  Series  1  Validated  Jan  89  REV-MI  AR  EC  OS  MC 

11  15  99  17  ES 

NOTICE  1 

5935 

Connector,  Receptacle,  Electrical  Box  Mounting  Flange,  Crimp  Type,  Boyonet 

MS-27513D 

85 

15  Jun 

84 

CR 

AS 

85 

Coupling,  Series  li  REV-Ml  AR  OS  EC  MC  17  15  11  99  ES 

1 

5935 

Connector,  Receptocle,  Electric,  Jom  Nut  Mounting,  Solder  Type,  Boyonet 

MS-27337C 

85 

30  Jon 

87 

85 

Coupling  Validated  Jan  87  REV-Ml  99  ES 

NOTICE  1 

5935 

Connector,  Receptacle,  Electricol,  Jom  Nut  Mounting,  Crimp  Type,  Bayonet 

MS-27474F 

85 

30  Jon 

87 

CR 

AS 

85 

Coupling,  Series  1!  REV-AR  Ml  EC  MC  OS  17  15  11  99  ES 

NOTICE  1 

5935 

Connector,  Receptacle,  Electricol  Well  Mounting  Flange,  Solder  Type,  Hermetic 

MS-27475E 

85 

30  Jon 

87 

CR 

AS 

85 

Seol,  Series  Isi  REV-AR  Ml  OS  MC  EC  17  15  11  99  ES 

NOTICE  1 

5935 

Connector,  Receptocle,  Electrical  Jam  Nut  Mounting,  Crimp  Type,  Boyonet 

MS-27468H 

85 

30  Jon 

87 

CR 

AS 

85 

Coupling,  Series  I  REV-Ml  AR  AV  OS  MC  EC  17  15  1 1  99  ES 

NOTICE  1 

L 

5935 

Connector,  Receptacle,  Electric,  Solder  Type,  Jam  Nut  Mounting,  Hermetic  Seol, 

MS-27340D 

85 

07  Feb 

88 

85 

Pin,  Boyonet  Coupling  (Inactive  After  30  Jon  1968  (Use  Ms  27477)  REV-99 

ES 

1 

5935 

Connector,  Receptacle,  Electric,  Solder  Type,  Wotl  Mounting  Flonge,  Bayonet 

MS-27334C 

85 

30  Jon 

87 

85 

Coupling  Validated  Jon  87  REV.99  ES 

NOTICE  1 

L 

5935 

Connector,  Receptocle,  Electric,  Box,  Flange  Mount,  Solder  Type,  Boyonet 

MS-27335C 

85 

30  Jon 

87 

85 

Coupling  Validated  Jon  87  REV.99  ES 

NOTICE  1 

5935 

Cnnn^cio^,  Receptocle,- Etec*'iccl'W<iii  Moue!f'*2  Flonge,  Solder  Type,  Herfrf**c 

MS-27469F 

85 

30  ion 

87 

CR 

AS 

85 

Seal,  Series  1  REV-Ml  AR  AV  OS  MC  EC  11  17  15  99  ES 

NOTICE  1 

5935 

Conneclo.*,  Receptocle,  Electricol  Jom  Nut  Mounting,  Solder  Type,  Hermeticseol, 

MS-27470F 

85 

30  Jon 

87 

CR 

AS 

85 

Series  1  REV-AR  Ml  AV  MC  EC  OS  17  15  11  99  ES 

NOTICE  I 

5935 

Connector,  Receptacle,  Electrical  Solder  Mounting,  Solder  Type,  Hermetic  Seol, 

MS-27471E 

85 

02  Jon 

76 

CR 

AS 

85 

Series  1  Validated  Jun  82  REV-MI  AR  AV  EC  OS  MC  17  15  11  99  ES 

5935 

Connector,  Receptocle,  Electricol  WoIl  Mounting  Flange,  Crimp  Type,  Boyonet 

MS-27472G 

85 

15  Jun 

84 

CR 

AS 

85 

Coupling,  Series  li  REV-Ml  AR  OS  MC  EC  17  15  11  99  ES 

1 

5935 

Connector,  Receptacle,  Electric,  Jom  Nut  Mounting,  Crimp  Type,  Boyonet 

MS-27481E 

85 

30  Jon 

87 

85 

Coupling,  Series  li  (Inactive  Ms  27474)  REV-EC  ES 

NOTICE  1 

5935 

Connector,  Receptacle,  Electricol  Woil  Mounting  Flonge,  Crimp  Type,  Boyonet 

MS-27464G 

85 

30  Jon 

87 

CR 

AS 

85 

Coupling,  Series  1  REV-AR  Ml  AV  OS  MC  EC  17  15  11  99  ES 

NOTICE  1 

L 

5935 

Connector,  Receptacle,  Electric,  Solder  Mounting,  Solder  Type,  Hermetic  Seal, 

MS-27503B 

85 

30  Jon 

87 

85 

Series  li  (INACTIVE  Use  Ms  27478)  REV-ES 

NOTICE  1 
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5935 

5935 

Connector,  Receptacle,  Electricol,  Thro  Bulkhead  Mourtting,  Boyonet  Coupling 

Series  1  REV-AR  Ml  EC  OS  MC  11  15  17  99  ES 

Connector,  Receptocle,  Electric,  Crimp  Type,  Box  Mounting  ftonge,  Boyonet 
Coupling  Series  1!  (Inacive  Use  MS27499)  REV>ES 

MS.27652D 

MS.27504C 

NOTICE  1 

85 

85 

06  Feb 

30  Jon 

85 

87 

CR 

AS 

85 

85 

5935 

Connector,  Receptacle,  Electricol,  Back  Panel,  Box  Mout>tIng  Flange,  Crimp 

Type,  Boyonet  Coupling,  Series  1  Validated  Jan  87  REV*AR  Ml  OS  MC  EC 

15  11  17  99  ES 

MS-27505F 

NOTICE  1 

85 

30  Jon 

87 

CR 

AS 

85 

5935 

Connector,  Receptocle,  Electricol,  Back  Ponel  Box  Mounting  Flange,  Crimp  Type, 
Bayonet  Coupling,  Series  li  REV*AR  Ml  OS  MC  EC  17  15  11  99  ES 

MS.27508F 

85 

15  Jun 

84 

CR 

AS 

85 

5935 

Connector,  Receptocle,  Electricol  Box  Mounting,  Crimp  Type,  Boyonet  Coupling, 
Series  I  Validated  Jan  87  REV-AR  Ml  OS  MC  EC  17  15  11  80  ES 

MS-27496E 

NOTICE  1 

85 

30  Jon 

87 

CR 

AS 

85 

5935 

Connector,  Receptacle,  Electricol,  Bock  Ponel  Well  Mounting  Flonge,  Crimp 

Type,  Bayonet  Coupling,  Series  li  REV-AR  Ml  OS  MC  EC  11  17  15  99  ES 

MS.27497M 

85 

15  Jun 

84 

CR 

AS 

85 

5935 

Connector,  Receptacle,  Electricol,  Box  Mounting  Flonge,  Crimp  Type,  Boyonet 
Coupling.  Series  li  REV-MI  AR  OS  MC  EC  17  15  11  99  ES 

MS.27499G 

85 

15  Jun 

84 

CR 

AS 

85 

5935 

Connector,  Receptocle,  Electrical  Box  Mounting,  Solder  Type,  Hermetic  Seol, 

Series  II  REV-AR  Ml  OS  MC  EC  11  17  15  99  ES 

MS-27476E 

NOTICE  1 

85 

30  Jan 

87 

CR 

AS 

85 

5935 

Connector,  Receptocle,  Electrical  Jam  Nut  Mounting,  Solder  Type,  Hermetic 

Scol,  Series  Isi  REV-MI  OS  MC  EC  17  15  11  99  80  ES 

MS-27477G 

85 

06  Feb 

85 

CR 

AS 

85 

5935 

5935 

Connector.  Receptacle,  Electricol  Solder  Mounting,  Solder  Type,  Hermetic  Seol, 
Series  1!  REV-MI  EC  MC  OS  17  15  11  80  ES 

Connector,  Receptocle,  Electric,  Woll  Mounting  Flonge,  Crimp  Type,  Boyonet 
Coupling,  Series  1!  (Inocllve  Use  Ms  27472)  REV-ES 

MS-27478E 

NOTICE  1 
MS-27479E 

NOTICE  1 

85 

85 

30  Jon 

30  Jon 

87 

87 

CR 

AS 

85 

85 

5935 

Connector,  Receptocid,  Electrical,  Coble  Connecting,  Reor  Releose,  Olmp 

Contact,  An  Type  Validated  Jul  82  REV-EC  11  17  80 

MS-3451C 

AS 

23  Mar 

76 

CR 

AS 

85 

5935 

Connector,  Receptacle,  Electricol,  Box  Mounting,  Reor  Release,  Crimp  Conect, 

An  Type  Validated  Jul  82  REV-AT  AR  Ml  ME  AV  EC  17  11  80  ES 

MS-3452C 

AS 

23  Mar 

76 

CR 

AS 

85 

5935 

Connector,  Receptacle,  Electricol,  Jom  Nut  Mounting,  Reor  Releose  Crimp 

Contact,  An  Type  Validated  Jut  82  REV-MI  AT  AV  AR  ME  EC  80  17  1 1 

MS-34S4C 

AS 

23  Mor 

76 

CR 

AS 

85 

5935 

5935 

5935 

5935 

Connector,  Receptacle,  Electric,  Series  2,  Norrow  Flonge  Mount,  Boyonet 

Coupling,  Solder  Pin  Contact  Closs  H  Validated  Sep  88  USER-AV  REV-CR  SH 

EC  17  11  99 

Connector,  Receptacle,  Electric,  Hermetic,  Solder  Type,  Solder  Mounting, 

Push-pull  Coupling,  Series  3  (Closs  H)  Validated  Sep  85  REV-EC  ES 

Connector,  Receptacle,  Electric,  Crimp  Type,  Jam  Nut  Mounting,  Push  Pull 

Coupling,  Series  3  (Class  1  And  E)  Validated  Sep  85  REV-EC  ES 

Connector,  Receptocle,  Electric,  Hermetic,  Solder  Type,  Box  Mounting,  Push-pull 
Coupling,  Series  3  (Class  H)  Validated  Sep  85  REV-EC  ES 

MS-3440B 

NOTICE  1 

MS-3463 

MS-3464 

MS-3466 

CR 

AS 

AS 

AS 

31  Jul 

21  Jul 

21  Jul 

21  Jul 

78 

71 

71 

71 

CR 

AS 

AS 

AS 

AS 

85 

5935 

Connector,  Receptacle,  Electric,  Series  2,  Wide  Flonge  Mounting,  Boyonet 

Coupling,  Solder  Pin  Contoci,  Class  H.  Validated  Sep  88  USER-AV  REV-CR 

EC  SH  17  11  99  ES 

MS-3442B 

NOTICE  1 

CR 

31  Jul 

78 

CR 

AS 

85 

5935 

Connector,  Receptacle,  Electric,  Series  2.  Solder  Flonge  Mount,  Boyonet 

Coupling,  Solder  Pin  Contact  Closs  H  Validated  Sep  88  USER-AV  REV-CR  EC 

SH  17  n  ES 

MS-3443A 

NOTICE  1 

CR 

05  Sep 

75 

CR 

AS 

85 

5935 

Connector.  Rectongulor,  Electricol,  Rock  And  Ponel,  14,  Size  20  Socket  Contocts 
Validated  Apr  84  USER-ME  AM  MC  REV-AT  Ml  AR  OS  AS  11  99  ES 

MS-24009G 

EC 

23  Jun 

72 

CR 

EC 

85 

5935 

Connector,  Rectongulor,  Electricol,  Rock  And  Ponel,  14,  Size  20  Pin  Contocts 
Validated  Apr  84  USER-ME  AM  MC  REV-AR  AT  Ml  AS  OS  11  99  ES 

MS-24010F 

EC 

23  Jun 

72 

CR 

EC 

85 

5935 

Connector,  Rectongulor,  Electricol,  Rock  And  Ponel,  34,  Size  20  Pin  Contocts 
Validated  Apr  84  USER-AR  OS  REV-II  99  ES 

MS-24022F 

EC 

23  Jun 

72 

CR 

EC 

85 

5935 

Connector,  Rectongulor,  Electricol,  Rock  And  Ponel,  50  Size  20  Socket  Contocts 
Validated  Apr  84  USER-ME  AM  AR  MC  REV-MI  AT  OS  AS  11  99  ES 

MS-24025G 

EC 

23  Jun 

72 

CR 

EC 

85 

5935 

Connector,  Rectongulor,  Electrical,  Rock  And  Ponel,  50,  Size  20  Pin  Contocts 
Validated  Apr  84  USER-ME  AM  AR  MC  OS  REV-MI  AT  AS  11  99  ES 

MS-24026E 

EC 

23  Jun 

72 

CR 

EC 

85 

5935 

Connector,  Rectongulor,  Electricol  Rack  And  Ponel  4  Size  22  Solder  Pin 

Contacts  USER-ME  AM  AR  MC  OS  REV-AT  Ml  AS  11  99  ES 

MS-140)2C 

EC 

28  Jon 

80 

CR 

EC 

85 

5935 

Connector.  Rectangular,  Electricol  Rock  And  Ponel  4  Size  22  Solder  Socket 

Contocts  USER-ME  AM  AR  MC  REV-AT  Ml  AS  SH  11  99  ES 

MS-)4013C 

EC 

28  Jon 

80 

CR 

EC 

85 

5935 

Connector,  Rectongulor,  Electrical  Rock  And  Panel  7  Size  22  Solder  Pin 

Contocts  USER-ME  AM  AR  MC  OS  REV-AT  Ml  AS  SH  11  99  ES 

MS.140I4C 

EC 

28  Jon 

80 

CR 

EC 

85 

5935 

Connector,  Rectongulor,  Electricol  Rock  And  Ponel  7  Size  22  Solder  Socket 

Contacts  USER-ME  AM  AR  MC  OS  REV-AT  Ml  AS  11  99  ES 

MS-14015C 

EC 

28  Jon 

80 

CR 

EC 

85 

5935 

Connector,  Rectongulor,  Electricol,  Rack  And  Ponel.  10,  Size  16  Socket  Contacts 
(Inoctive  6  Dec  1971)  Validated  Apr  84  USER-ME  MC  SH  REV-AR  Ml  AT  OS 

AS  11  99  ES 

MS-24029D 

EC 

06  Dec 

71 

CR 

EC 

85 

5935 

Connector,  Rectangular,  E'ectrlcol,  Rock  And  Ponel,  10,  Size  16  Pin  Contocts 
(Inoctive  12-6-71)  Validated  Apr  84  USER-ME  MC  REV-AR  Ml  AT  OS  AS  11 

99  ES 

Connector,  Rectongulor,  Electricol,  Rock  And  Pone),  18,  Size  20  ''in  Contocts 
(Inactive  12-6-71)  Validated  Apr  84  USER-ME  MC  REV-AT  Ml  AR  AS  OS  11 

99 

Connector,  Rectongulor,  Electricol,  Rock  And  Ponel,  20,  Size  20  Socket  Contacts 
Validated  Apr  84  USER-ME  AM  MC  REV-MI  AT  AR  OS  AS  11  99  ES 

MS-24030D 

EC 

06  Dec 

71 

CR 

EC 

85 

5935 

MS-240120 

EC 

06  Dec 

71 

CR 

EC 

85 

5935 

MS-24013F 

EC 

23  Jun 

72 

CR 

EC 

85 

5935 

Connector,  Rectangular,  Electricol,  Rock  And  Ponel,  20,  Size  20  Pin  Contocts 
Validated  Apr  84  USER-ME  AM  MC  REV-AR  AT  Ml  AS  OS  11  99  ES 

MS-240I4F 

EC 

23  Jun 

72 

CR 

EC 

6j 

5935 

Connector,  Rectongulor,  Electricol,  Rock  And  Ponel,  7,  Size  20  Socket  Contocts 
Validated  Apr  84  USER-ME  AM  MC  REV-AT  Ml  AR  AS  OS  11  99  ES 

MS-24003G 

EC 

23  Jun 

72 

CR 

EC 

85 

5935 

Connector,  Rectongulor,  Electricol,  Rack  And  Panel,  7,  Size  20  Pin  Contacts 
Validated  Apr  84  USER-ME  AM  MC  REV-AR  Ml  AT  OS  AS  11  99  ES 

MS-24004G 

EC 

23  Jun 

72 

CR 

EC 

85 

5935 

Connector,  Rectongulor,  Electricol,  Rock  And  Ponel,  26,  Size  20  Socket  Contocts 
Validated  Apr  84  USER-ME  AM  MC  PEV-AT  Ml  AR  OS  AS  11  99  ES 

MS-24019F 

EC 

23  Jun 

72 

CR 

EC 

85 

491 
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5935 

Connector,  Rectangular,  Electrkol,  Rock  And  Panel,  14,  Size  16  Socket  Contocts 
(Inoctive  6  Dec  1971)  Validated  Apr  84  USER-ME  MC  REV.AR  MI  AT  AS  OS 

11  99  ES 

MS-24033D 

EC 

06  Dec 

71 

CR 

EC 

85 

5935 

Connector,  Rectongulor,  Electrical,  Rack  And  Panel,  96,  Size  20  Pin  Contoett 
Validated  Apr  84  USER-AM  ME  MC  REV-MI  AR  AT  AS  OS  11  99  ES 

MS.24020G 

EC 

23  Jun 

72 

CR 

EC 

85 

5935 

Connector,  Rectangular,  Electrical  Rack  And  Panel  14  Size  92  Solder  Pin 

Contacti  OSER-ME  AM  AR  MC  OS  REV-MI  AT  AS  SH  11  99  ES 

MS.14016C 

EC 

28  Jon 

80 

CR 

EC 

85 

5935 

Connector,  Rectongulor,  Electrical  Rack  And  Panel  14  Size  22  Solder  Socket 
Contoett  USER-ME  AM  AR  MC  OS  REV-AT  Ml  AS  SH  11  99  ES 

MS-I4017C 

EC 

28  Jon 

80 

CR 

EC 

85 

5935 

Connector,  Rectangular,  Electrical  Rack  And  Panel  20  Size  22  Solder  Pin 

Contoett  USER-ME  AM  AR  MC  OS  REV-MI  AT  AS  11  99  ES 

MS.14018C 

EC 

28  Jon 

80 

CR 

EC 

85 

5935 

Connector,  Rectongulor,  Electrical  Rack  And  Panel  20  Size  22  Solder  Socket 
Contoett  USER-ME  AM  AR  MC  OS  REV-AT  Ml  AS  SH  11  99  ES 

MS.14019C 

EC 

28  Jan 

80 

CR 

EC 

85 

5935 

Connector,  Rectongulor,  Electrical  Rock  And  Panel  26  Size  22  Solder  Pin 

Contoett  USER-ME  AM  AR  MC  OS  REV-MI  AT  OS  AS  SH  11  99  ES 

MS.I4020C 

EC 

28  Jon 

80 

CR 

EC 

85 

5935 

Connector,  Rectangular,  Electrical  Rack  And  Panel  26  Size  22  Solder  Socket 
Contoett  USER-ME  AM  AR  MC  OS  REV-AT  Ml  AS  SH  11  99  ES 

MS-14021C 

EC 

28  Jon 

80 

CR 

EC 

85 

5935 

Connector,  Rectangular,  Electrieol  Rack  And  Panel  34  Size  22  Solder  Pin 

Contoett  USER-ME  AM  AR  MC  OS  REV-MI  AT  AS  SH  11  99  ES 

MS.14022C 

EC 

28  Jon 

80 

CR 

EC 

85 

5935 

Connector,  Rectangular,  Electrieol  Rack  And  Panel  34  Size  22  Solder  Socket 
Contoett  USER-ME  AM  AR  -MC  OS  REV-AT  Ml  AS  SH  11  99  ES 

MS.14023C 

EC 

28  Jon 

80 

CR 

EC 

85 

5935 

Connector,  Rectongulor,  Electrieol  Rack  And  Panel  44  Size  22  Solder  Pin 

Contoett  USER-ME  AM  AR  MC  OS  REV-AT  Ml  AS  SH  11  99  ES 

MS-14024C 

EC 

28  Jon 

80 

CR 

EC 

85 

5935 

Connector,  Rectongulor,  Electrical  Rock  And  Panel  44  Size  22  Solder  Socket 
Contoett  USER-ME  AM  AR  MC  OS  REV-MI  AT  AS  SH  99  11  ES 

MS.14025C 

EC 

28  Jan 

80 

CR 

EC 

85 

5935 

Connector,  Rectongulor,  Electrical  Rock  And  Ponel  50  Size  22  Solar  Pin 

Contocti  USER-ME  AM  AR  MC  OS  REV-AT  Ml  AS  SH  II  99  ES 

MS.14026C 

EC 

28  Jon 

80 

CR 

EC 

85 

5935 

Connector,  Rectangular,  Electrieol  Rock  And  Panel  50  Size  22  Solder  Socket 
Contoett  USER-ME  AM  AR  MC  OS  REV-MI  AT  AS  SH  1 1  99  ES 

MS-14027C 

EC 

28  Jon 

80 

CR 

EC 

85 

5935 

Connector,  Rectangular,  Electrical,  Rock  And  Panel,  34,  Size  20  Socket  Contoett 
Validated  Apr  84  USER-ME  AM  MC  REV-AT  Ml  OS  AS  11  99  ES 

MS.24021E 

EC 

23  Jun 

72 

CR 

EC 

85 

5935 

Connector,  Rectangular,  Electrical,  Rock  And  Panel,  75,  Size  16  Socket  Contoett 
Validated  Apr  84  USER-ME  AM  MC  REV-AR  Ml  AT  OS  AS  99  ES 

MS.18253B 

EC 

23  Jun 

72 

CR 

EC 

85 

5935 

Connector,  Rectongulor,  Electrieol,  Rack  And  Panel,  104,  Size  16  Pin  Contoett 
200570  Validated  Apr  84  USER-ME  MC  REV-MI  AT  AR  AS  OS  11  99  ES 

MS.18254B 

EC 

23  Jun 

72 

CR 

EC 

85 

5935 

Connector,  Rectongulor,  Electrical,  Rock  And  Panel,  104,  Size  16  Socket 

Conloelt  Validated  Apr  84  USER-ME  AM  MC  REV-MI  AR  AT  AS  OS  1)  99 

ES 

Connector,  Rectangular,  Eteclrieol,  Rack  And  Ponel,  9,  Size  20  Socket  Contoett 
Validated  Apr  84  USER-ME  MC  REV-AR  Ml  AT  AS  OS  11  99  ES 

M$.18255B 

EC 

23  Jun 

72 

CR 

EC 

85 

5935 

MS.18256B 

EC 

23  Jun 

72 

CR 

EC 

85 

5935 

Connector,  Rectangular,  Electrical,  Rack  And  Panel,  9,  Size  20  Pin  Contoett 
Validated  Apr  84  USER-ME  AM  MC  REV-AR  Ml  AT  OS  AS  11  99  ES 

MS.18257B 

EC 

23  Jun 

72 

CR 

EC 

85 

5935 

Connector,  Rectangular,  Electrical,  Rock  And  Panel,  42,  Size  20  Pin  Contoett 
Validated  Apr  84  USER-ME  MC  REV-AT  AR  Ml  OS  AS  11  99  ES 

MS.I8258B 

EC 

43  Jun 

72 

CR 

EC 

85 

5935 

Connector,  Rectangular,  Electrical,  Rock  And  Ponel,  75,  Size  20  Socket  Contoett 
Validated  Apr  84  USER-ME  AM  MC  REV-MI  AR  AT  OS  AS  11  99  ES 

MS-18259B 

EC 

23  Jun 

72 

CR 

EC 

85 

5935 

Connector,  Rectongulor,  Electrical,  Rack  And  Panel,  9,  Size  16  Socket  Contoett 
Validated  Apr  84  REV-1 1  99  ES 

MS.I8239B 

EC 

23  Jun 

72 

CR 

EC 

85 

5935 

Connector,  Rectongulor,  Electrieol  Rack  And  Ponel,  14,  Size  16  Pin  Contoett 
Validated  Apr  84  USER-ME  MC  REV-AT  Ml  AR  AS  OS  11  99  ES 

MS.18240B 

EC 

23  Jun 

72 

CR 

EC 

85 

5935 

Connector,  Rectangular,  Electrical,  Rock  And  Ponel,  14,  Size  16,  Socket 

Conlactt  Validated  Apr  84  USER-ME  AM  MC  REV-AT  Ml  AR  AS  OS  11  99 

ES 

Connector,  Rectongulor,  Electrical,  Rock  And  Panel,  20,  Size  16  Pin  Contoett 
Validated  Apr  84  USER-ME  MC  REV-MI  AR  AT  OS  AS  11  99  ES 

MS-18241B 

EC 

23  Jun 

72 

CR 

EC 

85 

5935 

MS.18242B 

EC 

23  Jun 

72 

CR 

EC 

85 

5935 

Connector,  Rectongulor,  Electrical,  Rack  And  Panel,  20,  Size  16  Socket  Contoett 
Validated  Apr  84  USER-ME  AM  MC  REV-MI  AR  AT  OS  AS  1 1  99  ES 

MS-18243B 

EC 

23  Jun 

72 

CR 

EC 

85 

5935 

Connector,  Rectongulor,  Electrieol,  Rock  And  Panel,  34,  Size  16  Pin  Contacti 
Validated  Apr  84  USER-ME  MC  REV-AR  Ml  AT  AS  OS  11  99  ES 

MS-18244B 

EC 

23  Jun 

72 

CR 

EC 

85 

5935 

Connector,  Rectongulor,  Electrical,  Racr  And  Ponel,  34,  Size  16  Socket  Contoett 
Validated  Apr  84  USER-ME  AM  REV-AT  Ml  AR  OS  AS  11  99  ES 

MS-18245B 

EC 

23  Jun 

72 

CR 

EC 

85 

5935 

Connector,  Rectongulor,  Electrieol,  Rack  Ano  Panel,  42,  Size  16  Pin  Contoett 
Validated  Apr  84  USER-ME  MC  REV-AT  Ml  AR  AS  OS  1 1  99  ES 

MS-18246B 

EC 

23  Jun 

72 

CR 

EC 

85 

5935 

Connector,  Rectongulor,  Electrieol,  Rock  And  Panel,  42,  Size  16  Socket  Contoett 
Validated  Apr  84  USER-ME  AM  MC  REV-MI  AR  AT  OS  AS  11  99  ES 

MS.18247B 

EC 

23  Jun 

72 

CR 

EC 

85 

5935 

Connector,  Rectongulor,  Electrieol,  Rock  And  Panel,  50,  Size  16  Pin  Contoett 
Validated  Apr  84  REV- 1 1  99  ES 

MS.18248B 

EC 

23  Jun 

72 

CR 

EC 

85 

5935 

Connector,  Rectongulor,  Electrical,  Rack  And  Panel,  50,  Size  16  Socket  Contact! 
Validated  Apr  84  USER-ME  AM  MC  REV.AR  AT  Ml  AS  OS  11  99  ES 

MS-18249B 

EC 

23  Jun 

72 

CR 

EC 

85 

5935 

Connector,  Rectangular,  Electrieol,  Rock  And  Ponel,  66,  Size  16  Pin  Contoett 
Validated  Apr  84  USER-ME  MC  REV-AT  Ml  AR  OS  AS  11  99  ES 

MS-18250B 

EC 

23  Jun 

72 

CR 

EC 

85 

5935 

Connector,  Rectongulor,  Electrical,  Rock  And  Panel,  66,  Size  16  Socket  Contoett 
Validated  Apr  84  USER-ME  AM  MC  REV-AT  Ml  AR  AS  OS  II  99  ES 

MS-I8251B 

EC 

23  Jun 

72 

CR 

EC 

85 

5935 

Connector,  Rectongulor,  Electrical,  Rack  And  Ponel,  75,  Size  16  Pin  Contoett 
Validated  Apr  84  USER-ME  MC  REV-MI  AR  AT  OS  AS  11  99  ES 

MS.18252B 

EC 

23  Jun 

72 

CR 

EC 

85 

5935 

Connector,  Rectongulor,  Electrical,  Rock  And  Ponel,  42,  Size  20  Socket  Contoett 
Validated  Apr  84  USER-ME  MC  REV-AR  AT  Ml  OS  AS  11  99  ES 

MS-I8260B 

EC 

23  Jun 

72 

CR 

EC 

85 

5935 

Connector,  Rectongulor,  Electrieol,  Rack  And  Ponel,  75,  Size  20  Pin  Contoett 
Validated  Apr  84  USER-ME  AM  MC  REV-AT  AR  Ml  AS  OS  99  ES 

MS.182618 

EC 

23  Jun 

72 

CR 

EC 

85 

5935 

Connector,  Rectongulor,  Electrical,  Rock  And  Ponel,  104,  Size  20  Socket 

Contoett  Validated  Apr  84  USER-ME  MC  REV-AR  AT  Ml  OS  AS  11  99  ES 

MS-18262B 

EC 

23  Jun 

72 

CR 

EC 

85 

5935 

Connector,  Rectongulor,  Electrieol,  Rock  And  Ponel,  104,  Size  20  Pin  Conlactt 
Vo/ir/uW  Apr  84  USER-ME  AM  MC  REV-AT  AR  Ml  OS  AS  11  99  ES 

MS-182638 

EC 

23  Jun 

72 

CR 

EC 

85 

49? 
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5935 

Connector,  Rectongulor,  Electrical,  Rack  And  Panel,  9  Size  )6  Pin  Contocts 

MS-I8264B 

EC 

23  Jun  72 

CR  EC 

85 

VolidoledApr  84  USER-ME  MC  REV-MI  AR  AT  OS  AS  11  99  ES 

1 

5935 

Connector,  Single  Coble,  Type  Hi,  For  Type  2SWF  Cobles . . . . 

MIL-C-24231/24D 

SH 

15  May  87 

SH 

1 

5935 

Connector,  Single  Cable,  Type  lil,  Three^conductor,  For  THOF«9  Coble . 

MIL-C-24231/24D 

SH 

15  Moy  87 

SH 

L 

5935 

Connector,  Single  Cable,  Type  Hi,  65«CONDUCTOR . . . . 

MIL-C-24231/19D 

SH 

15  May  87 

SH 

L 

5935 

Connector,  Single  Coble,  Type  Hi,  Three*,  Four*  Or  Five*conductor . . . 

MIL-C-2423175D 

SH 

15  Moy  87 

SH 

L 

5935 

Connector,  Single  Coble,  Type  Hi.  For  OSS*3  Coble . 

M1L-C-24231/6D 

SH 

15  Moy  87 

EC 

L 

5935 

Connector,  Single  Coble,  Type  Hi,  Seven*sonductor . . . . . 

MIL-C-24231/7D 

SH 

15  Moy  87 

SH 

L 

5935 

Connector,  Single  Coble,  Type  Hi,  Seven*eonductor . . . . . 

MIL-C-24231/8D 

SH 

15  Moy  87 

SH 

L 

5935 

Connector,  Single  Coble,  Type  HI,  Seven*  &  Nine>conductor . 

MII-C-24231/9D 

SH 

15  May  87 

SH 

1 

5935 

Connector,  Single  Coble,  Type  Hi,  14*.  24*.  30*,  Or  40<CONDUCTOR  . . 

MIL-C-24231/10D 

SH 

15  Moy  87 

SH 

1 

5935 

Connector,  Telecommunicotion,  Polorized  Shell,  Receptacle,  Mole  Rock  ^  Ponel, 

MII-C-83515/1A 

85 

20  Sep  85 

CR  EC 

85 

Solder  Contact,  Screwlock  USER-19  17  11  REV-99  ES 

1 

5935 

Connector,  Telecommunication,  Polorized  Shell,  Generol  Specillcolion  For 

M1L-C-83515A 

85 

20  Sep  85 

85 

USER-AV  REV-AS  99  ES 

1 

5935 

Connector,  Telecommunicotion,  Polorized  Shell,  Receptocle,  Female  Rock  & 

Panel,  Solder  Contacts,  Screwlock  VaUdaled  May  88  USER‘l9  17  11  REV*99 

ES 

Connector.  Telecommunication,  Polorized  Shell,  Plug,  Mole  Rock  &  Panel,  Solder 

MIL-C-83515/2 

85 

15  Moy  88 

85 

L 

5935 

MIL-C-83515/3A 

85 

20  Sep  85 

85 

Contact,  Side  Entry  Shield,  Screwlock  USER-19  17  11  REV-99  ES 

L 

5935 

Connector,  Telecommunicotions,  Polorized  Shell,  Recptocle,  Femole,  Rock  & 

Ponel,  Solder  Contact,  Side  Entry  Cover  Screwlock  USER-19  17  11  REV.99 

ES 

Connector,  Telecommunication,  Polorized  Shell,  Plug,  Mole,  Printed  Circuit 

MIL-C-83515/4A 

85 

20  Sep  85 

85 

L 

5935 

MIL-C-83515/5A 

85 

20  Sep  85 

85 

Board,  Solder  Contoct,  Screwlock  USER-19  17  11  REV-99  ES 

L 

5935 

Connector,  Telecommunicotion,  Polorized  Shell,  Receptacle.  Femole.  Printed 

Mll-C-83515/6 

85 

10  May  82 

85 

Circuit  Board,  Solder  Contact,  Screwlock  USER-19  17  11  REV-99  ES 

5935 

Connector,  Trioxiol,  RADIO  Frequency  (Series  TR6  (Cobled),  Socket  Contact, 

MIL-C-49142/6B  (1) 

CR 

14  Sep  87 

CR  EC 

85 

Cloit  2)  USER-AT  MC  AS  19  REV-MI  AR  SH  OS  99  17  11  ES 

5935 

Connector,  Trioxiol,  Rodio  Frequency  (Series  TRT  (Cobled)  Receptacle.  Socket 

MIL-C-49142/9  (2) 

CR 

14  Sep  87 

CR  EC 

85 

Contact,  Jomnut  Mounted,  Class  2)  USER-AT  AS  MC  SH  19  ES  REV-AR  Ml 

OS  SH  11  17  99 

5935 

Connector,  Trtoxial,  Rodiofrequency  (Series  Trt  (Uncabled)  Receptocle,  Socket 

MIL-C-49142/10A 

CR 

21  Apr  83 

CR  EC 

85 

Contoct,  Jomnut  Mounted,  CIom  2  USER-AT  AS  MC  SH  19  REV-AR  MI  OS 

SH  11  17  99  ES 

5935 

Connector,  Trioxiol,  Rodiofrequency  (Series  Trb>ptug,  Pin  Contoct,  Closs  2) 

MIL-C-49142/3C  (1) 

CR 

14  Sep  87 

CR  EC 

85 

USER-AT  SH  AS  MC  19  REV-MI  AR  OS  SH  11  99  17  ES 

5935 

Connector,  Umbillcol,  Insert  Arrongements  Volidafed  Apr  83  REV-AR  SH  IS  1 1 

ES 

Connector,eooxiol,rad  lo  Frequency  Series  S  MA(CA61E  Plug,  Pin,c  loss  2 

MIL-STD-1672 

AS 

05  Nov  75 

CR  AS 

99 

5935 

MIL-C-00390)2779B 

85 

11  Moy  83 

85 

Semirigid  Coble  USER-19  REV-ES  17  80 

5935 

Connector, plug,  Attochoble,  External  Electric  Power,  Aircroft,  115/200  Volt,  400 

MS-254e5 

AS 

08  Jon  82 

CR  AS 

85 

Herti  USER-AT  MC  SH  REV-AV  SO  S2  11  ES 

L 

5935 

Connector, plug,  Type  i,  90  Degree,  Molder,  Three*.  Four*,  &  Five-  Conductor  .... 

MIL-C-24231D  (1) 

SH 

16  Aug  86 

SH 

5935 

Connectors  &  Assemblies,  Electricol,  Aircraft  Grounding  REV-99  ES . . . . . 

MIL-C-83413A 

SUPP  1 

11 

23  Mor  84 

AV  AS 

11 

5935 

Connectors  And  Assemblies,  Electricol,  Aircraft  Grounding:  Receptacles,  Two 

Piece,  With  Inserts  And  Housings  USER-MC  REV-ME  AR  CR  13  18  82  85  99 

ES 

Connectors  And  Jacketed  Coble,  Electric,  Selection  Standord  For  Shipboard  Use 

MIL-C-8341376 

11 

23  Mor  84 

AV  AS 

11 

L 

5935 

MII-STD-1683A 

SH 

08  Nov  82 

SH 

L 

5935 

Connectors  Printed  Circut  Subassembly  &  Accessories  Keying  Plug  (Inoctive  For 

MIL-C-55302/85A 

17 

02  Mor  89 

17 

Nrtw  Dejign  After  1  July  1989)  USER-19  REV-85  11  ES 

L 

5935 

Connectors;  Miniature  Audio,  Five-pin  And  Six-pin  General  Specificotion . 

MII-C-55115B 

CR 

31  Jul  87 

CR 

Q 

5935 

Connectors,  Coaxial,  Radio  Frequency  USER-AT  MC  AS  SH  19  REV-Mt  AR  OS 

MII-C-39012C  (3) 

CR 

05  Dec  88 

CR  EC 

85 

1 1  99  ES 

SUPP  1 

1 

5935 

Connectors,  Cooxiol,  Rodio  Frequency,  SerlesIT,  USER-11  REV-99  ES . 

M1L-C-26537A 

85 

31  Mor  87 

85 

5935 

Connectors,  Electricol,  Rectangular,  Microminiature,  Polorized  Shell,  Generol 

MIL-C-83513B 

85 

07  Mor  86 

CR  EC 

85 

Specificotion  For  USER-AT  ME  MC  CG  19  REV-MI  AS  SH  17  99  11  ES 

5935 

Connectors,  Elec  CIr  Min  High  Density  Quick  Oisconnet  (Boyonet  Thread  & 

OOD-C-38999/23A 

85 

13  Jon  89 

CR  AS 

85 

Breech  Coup)  Envir  Resistant  Removable  Crimp  &  Hermetic  Solder  Contocts, 
Receptocle,  Jom  Nut  Mounting  Hermetic  Triple  Start  Threoded  Coupling 

Hermetic  Solder  Contocts,  Series  Hi  Metric  Validated  Jan  89  REV*AR  Mt  OS 

MC  EC  15  11  99  17  ES 

NOTICE  1 

5935 

Connectors,  Electromognetic  Interference  (EMI)  Filter  Contoct  REV-AS  MC  TD 

ES 

Connectors,  Electricol,  (Circular,  Environment  Resisting),  Receptocle,  (flange 

Mll-STD-2120 

EC 

27  Aug  84 

CR  EC 

85 

5935 

MIL-C-83723/82C  (1) 

85 

31  Aug  88 

CR  AS 

85 

Mount,  Threaded  Coupling,  Crimp  Socket  Contoct),  (Series  lii,  Closses 

A,g,k,n,r,s  &  W)  REV-AR  Ml  EC  11  17  15  99  ES 

o 

5935 

Connectors,  Electric,  Rcctangulor,  Nonenvironmentot,  Minioture,  Polarized  Shell, 

M1L-C-24308C 

EC 

26  Jon  89 

CR  EC 

85  NA 

Rock  &  Ponel,  Generol  Specificotion  For  USER-ME  AT  MC  CG  OS  REV-MI 

AR  AV  AS  11  99  ES 

5935 

Connectors,  Electricol,  (Circular,  Environment  Resisting),  Receptocle,  (Flange 

MIL.C-83723/83C  (1) 

85 

31  Aug  88 

CR  AS 

85 

Mount,  Threaded  Coupling,  Crimp  Pin  Contact),  (Series  lii,  Closses  A,g.k,n,r,s 
&  W)  REV-AR  Ml  EC  17  15  11  99  ES 

5935 

Connectors,  Electricol,  (Circular,  Environment  Resisting),  Receptocle,  (Single  Hole 

MIL-C.83723/85D  (1) 

85 

31  Aug  88 

CR  AS 

85 

Mount,  Threoded  Coupling,  Crimp  Pin  Contact),  (Series  lii,  Closses  A,g.k,n,r,s 
&  W  REV-, Ml  AR  EC  15  11  17  99  ES 

5935 

Connectors,  Electricol,  Circular,  Miniature  High  Density,  Quick  Disconnect 

0OD-C-38999/44A 

AS 

15  Aug  86 

CR  AS 

85 

(Bo/onel,  Threoded^  And  Breech  Coupling),  Envt  Rest,  Removobic  Crimp  And 
Hermetic  Solder  Contocts,  Receptoble,  Jommul  Mounting,  Breech 
Coupling, removoble  Crimp  Contacts,  Serlesnv,  M  REV-AR  OS  MC  EC  15  11 
99  17  ES 
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5935 

Connectors,  Electric.  Rectangular.  Miniature.  Polorized  Shell.  Rack  And  Ponel. 

Shell,  Receptacle.  Socket  Contocli,  Solder  Type  USER>AT  CG  MC  SH  REV*MI 

AS  11  99  ES 

MS-18268E 

CR 

26  Jon 

89 

5935 

Connectors.  Eiectrico).  (Circulor.  Environment  Resisting).  Plug.  (Threoded 

Coupling.  Crimp  Socket  Contoct).  (Series  III.  Closs  A.g.k.r  &  W)  REV>AR  U* 

EC  17  15  11  99  ES 

MIL-C-83723/86C  (2) 
NOTICE  1 

85 

31  Dec 

88 

5935 

Connectors.  Electrical.  Modular.  Connector  Assembly,  Type  Iv.  100  Pin.  Double 

Spon  USER-MI  AR  AS  YD  REV-MC  17  11  99  ES 

MIL-C-28754/46B  (1) 

SH 

11  May  84 

5935 

Connectors.  Electrical.  (Circular.  Environment  Resisting),  Plug,  (Rfi.  Soyonet 
Coupling.  Crimp  Socket  Contact),  (Series  Hi.  Classes  G.r  &  W)  REV*AR  Ml 

EC  11  17  15  99  ES 

MIL-C-83723/77A  (2) 
NOTICE  1 

85 

31  Aug 

88 

5935 

Connectors.  Electrical.  (Circular,  Environment  Resisting).  Plug,  (Rfi.  Boyonet 
Coupling,  Crimp  Pin  Contoct).  (Series  Hi,  Classes  G.r.  &  W)  REV-AR  Ml  EC 

11  15  17  99ES 

MIL-C-83723/78A  (2) 
NOTICE  1 

85 

31  Aug 

88 

L 

5935 

Connectors.  Electricol.  Modular.  Type  IV.  Connector.  100  Pin.  Right  Angle 

Contoct  Toils  On  100  Centers  USER-AS 

MIL-C.28754B/47B 

SH 

29  Apr 

85 

L 

5935 

Connectors.  Elec..  Flat  Cable,  Nonenvironmental.lour  Well  Header.right 

ANGIE(100  Spocing)  With  Polarizing  Feat,solderlets  Wroppost  Or  PWB 
Terminotion  REV-11  99  17  ES 

MIL-C-83503/24A  (1) 

85 

19  Aug 

88 

L 

5935 

Connectors,  Electrical.  Modular.  Type  IV.  Connector,  100  Pin.  Offset  Contoct 

Tolls  On  050  Cente"  (Ceromic  Compatible)  USER-AS 

MIL-C-28754/54 

SH 

29  Apr 

85 

0 

5935 

Connectors.  Electrical  (Citculor.  Environment  Resisting)  Receptocles  And  Plugs 
General  Specification  For  USER-OS  REV-AR  Ml  AV  EC  11  15  17  99  ES 

MIL-C-83723D 

SUPP  1 

85 

27  Dec 

77 

L 

5935 

Connectors.  Electricol.  Modulor.  Type  IV,  Connector.  100  Pin.  Offset  Contact 

Toils  On  050  Centers  (Modified  Frome,  Ceromic  Compatible)  USER-AS 

MIL-C-28754/57 

SH 

29  Apr 

85 

5935 

Connectors^  Electricol,  (Circulor,  Environment  Resisting),  Protective  Covers,  Plug 
(For  MIL-C-26500  &  MIL  C  63723,  Series  III  Connectors)  REV-MI  AR  EC  99 

17  15  11  ES 

MIL-C-83723/59B 

85 

16  Jul 

84 

5935 

Connectors.  Electricol.  Modulor.  Type  IV.  Connector.  100  PIN.  Offset  Contoct 

Tolls  On  050  Centers  (Modified  Frame)  USER-AS 

MIL-C-28754/58 

SH 

29  Apr 

85 

5935 

Connectors.  Electrical.  (Circular.  Environment  Resisting).  Protective  Covers. 

Electricol  Connector.  Receptacles.  (For  MIL  C  26500  &  MIL03723  Series  til 
Connectors)  REV-MI  AR  EC  99  17  11  ES 

MIL-C-83723/60C 

85 

16  Jul 

84 

L 

5935 

Connectors.  Electrical.  Modular,  Type  IV.  Connector.  100  Pin,  Center  Contoct 

Toils  On  100  Centers  (Ceramic  Compotible)  USER-AS 

MIL-C-28754/59 

SH 

29  Apr 

85 

5935 

Connectors.  Electricol.  (Circular  Environment  Resitting).  Dummy  Stowage 
Receptacles  (For  MIL  C  26500  &  MIL  C  83723.  Series  III  Connectors  REV-AR 

Ml  EC  99  11  15  80  ES 

MIL-C-83723/61C 

85 

30  Jun 

88 

5935 

Connectets.  Electricol.  Modular.  Type  IV.  Connector.  100  Pin,  Offset  Contoct 

Tails  On  050  Centers  USER-AS  REV-MC 

MIL-C.28754C/42C 

SH 

29  Apr 

85 

5935 

Connectors.  Electricol.  Modulor.  Type  IV.  Connector.  100  PIN.  Center  Contoct 

Toils  On  100  Centers  USER-AS 

MIL-C-28754/60 

SH 

29  Apr 

85 

L 

5935 

Connectors.  Electricol.  Modulor.  Type  IV,  Connector.  100  Pin.  Center.  Crossover. 
Contoct  Toils  On  050  Centers  (Ceramic  Compotible)  USER-AS 

.UL-C-28754/61 

SH 

29  Apr 

85 

L 

5935 

Connectors.  Electricol.  Modular.  Connector  Frome.  Type  IV.  Singlespon.  Center  . 

MIL-C-28754/70 

SH 

29  Apr 

85 

L 

5935 

Connectors.  Electrical.  Modulor.  Connector  Frame.  Type  IV.  Single  Spon.  Offset 

MIL-C-28754/71 

SH 

29  Apr 

85 

5935 

Connectors,  Electricol.  Insert  (Insuloto^).  Mole  Rectangular.  Polarized.  Center 

Screw  Lock.  For  117  Removable  Type  Conlocts  USER-AL  AV  OS  MC  19 

REV-AT  Ml  AM  AS  99  17  11  ES 

MIL-C-28731731B 

EC 

04  Jun 

85 

5935 

Connectors.  Electrical.  Contact.  Fork  Type.  Wroppost,  Removable  USFR-AV  ME 

MC  OS  19  REV-AT  Ml  AS  11  99  17  ES 

MIL-C-28731/24B 

EC 

04  Jun 

85 

5935 

Connectors.  Electrical.  Modular,  Type  Iv.  40  Pin,  Right  Angle  (For  Die  Cost 

Frame)  USER-AR  Ml  AS  YD  REV-MC  17  99  11  ES 

MIL-C-28754/8B  (1) 

SH 

11  Moy 

84 

5935 

Connectors.  Elec,  Cir.  Min.  High  Density,  Quick  Disconnect  (Bayonet).  Thread. 

And  Breech  Coup.  Environment  Resistant.  Removable  Crimp  &  Hermetic 

Solder  Contacts.  Receptocle.  Weld  Mount.  Hermetic.  Triple  Stort  Threod 

Coup.  Hermetic  Solder  Contocts  Suries  lii  REV-AR  Ml  OS  MC  EC  11  15  17 

99  ES 

DOD-C-38999/27A 

85 

15  Jun 

84 

5935 

Connectors.  Elec.  Cir, min.  High  Density  Quick  Disconnect  (Boyonet,  Threod.  & 
Breech  Coup)  Environment  Resistant.  Removable  Crimp  &  Hermetic  Solder 
Contacts.  Receptocle.  Box  Mount  Flon^  ^  Hermetic.  Triple  Stort  Threod  Coup. 
Hermetic  Solder  Contacts  Series  lii  £?Ev-,\R  Ml  MC  EC  OS  99  17  15  11  ES 

DOD-C-38999/21A 

85 

15  Jun 

84 

5935 

Connectors.  Electricol.  Circular.  Plug,  Lonyord  Release.  Foil-sofe.  Removobie 

Crimp  Contacts.  Pins.  Series  lii.  Shell  Size  25.  Metric  For  MIL-$TD*1760 
Applicolions  USER-80  REV-AR  Ml  OS  MC  EC  99  15  11  17  ES 

DOD-C-38999/31A 

85 

13  Nov 

87 

5935 

Connectors,  Electricol,  Test  Point  Type,  Printed  Wiring  Typei  Micro-minioture, 

Single  Test  Point  (2-LEG  Mounting).low  VOIT,.080  Inch  USER-AR  Ml  MC  CC 

AS  YD  19  14  REV-ME  17  99  ES 

MIL-C-39024/18D 

EC 

19  Jul 

87 

Q 

5935 

Connectors.  Electricol.  Miniature.  Cooxiol,  Environment  Resistant  Type.  Generol 
SpscificGtisn  For  REV-AS  99  ES 

MIL-C-25516D  (6) 
SUrr' 1 

85 

24  Jul 

87 

L 

5935 

Connectors.  Electricol.  Modular.  Type  Hi.  Femole  Contact  &  Insuhtor  Bushing 

Set.  Low  Insertion  Force  (Lif).  Removable  Wire  Wroppost  Terminol  USER-AS 

MIL-C-28754/79 

SH 

21  Apr 

89 

L 

5935 

Connectors.  Electricol.  Circulor  Threoded  High  Shock.  High  Density.  SMpboord. 
Bockshelf.  45  Deg.,  Coble  Seoling  And  Shield  Termination,  Connector.  Electric 

MIL-C-28840/9D 

EC 

25  Jun 

84 

L 

5935 

Connectors.  Electric,  Rectongulor.  High  Density.  Polarized  Center  Jockurew. 

Plug,  Solder.  Pin  Contacts,  Closs  S  (Inoctive  For  New  Design  As  Of  1  Oct 

86)  USER-AM  ME  AR  MC  REV-MI  AT  AS  99  11  ES 

MIL-C-28304/'>C 

EC 

21  Jul 

86 

5935 

Connectors.  Electric.  Rectongulor.  High  Density.  Polarized  Center  jockscrew.  Pin 
Contact,  Size  22.  Crimp  Removobie  (Inactive  For  New  Design  As  Of  1  Oct 

86  USER-AM  AR  ME  MC  REV-MI  AT  AS  99  11  ES 

MIL-C-28804/9C 

EC 

21  Jul 

86 

1 

5935 

Connectors,  Electric.  Rectangular.  High  Density.  Polarized  Center  Jockscrew. 

Socket  Contoct.  Size  22.  Crimp  Removeobte  (Inoctive  For  New  Design  As  Of 

MIL-C-28S04/10B 

EC 

21  Jul 

86 

T  Get  86)  USER-AR  ME  AM  MC  REV-AT  Ml  AS  99  11  ES 


CUSTODIAN 
CR  EC  85 

CR  AS  85 

CR  SH  85 
CR  AS  85 

CR  AS  85 

SH 

85 

SH 

CR  AS  85 
SH 

CR  AS  85 

SH 

CR  AS  85 

SH 

CR  AS  85 

SH 

SH 

SH 

SH 

SH 

CR  EC  85 

CR  EC  85 
CR  SH  85 
CR  AS  85 

CR  AS  85 

CR  AS  85 

CR  EC  85 

EC  85 

SH 

EC 

CR  EC  85 

CR  EC  85 

CR  EC  85 
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5935  Connectors,  Electric,  Rectongulor,  High  Density,  Polorized  Center  Jockicrew, 

Interfaciol  Seol,  Plug,  Solder  Pin  Contocts,  Class  SE  (Inactive  For  New  Design 
As  Of  1  Oct  86)  USER-AM  AR  ME  MC  REV-MI  AT  AS  99  U  ES 
5935  Connectors,  Electric,  Rectongulor,  High  Density,  Polorized  Center  Joctcscrew 

(Inactive  For  New  Design  1  Cct  86)  Vah'dated  Jan  86  USER'AM  AR  ME  MC 
REV.Ml  AT  AS  99  1 1  ES 

5935  Connectors,  Electric,  Rectongulor,  High  Density,  Polorized  Center  Jockscrew, 
Receptacle,  Crimp  Removoble  Socket  Contracts,  Class  G  (Inoctive  For  New 
Design  As  Of  1  Oct  86)  'JSER>AR  ME  AM  MC  REV-MI  AT  AS  99  11  ES 
5935  Connectors,  Electric,  Rectongulor,  High  Density,  Polorized  Center  Jockscrew, 

Plug,  Crimp  Removoble  Pin  Contacts,  Closs  O  (Inactive  For  New  Design  As 
Of  1  Oct  86)  USER-AR  ME  AM  MC  REV-MI  AT  AS  99  11  ES 
5935  Connectors,  Electric,  Rectongulor,  High  Density,  Polarized  Center  Jockscrew, 
Receptacle,  Crimp  Removoble  Socket  Contacts,  Closs  E  (Inoctive  For  New 
Design  As  Of  1  Oct  86}  USER-AR  ME  AM  MC  REV-AT  Ml  AS  99  11  ES 
5935  Connectors,  Electric,  Rectongulor,  High  Density,  Polorized  Center  Jockscrew, 

Plug,  Crimp  Removable  Pin  Contocts  Closs  E  (Inoctive  For  New  Design  As  Of 
1  Oct  86)  USER-AM  AR  ME  MC  REV-AT  Ml  AS  99  11  ES 
5935  Connectors,  Electric,  Rectongulor,  High  Density,  Polorized  Center  Jockscrew, 
Receptocle,  Crimp  Removable  SOCKE7  Contocts,  Closs  P  (Inactive  For  New 
Design  As  Of  1  Oct  86)  USER-AM  AR  ME  MC  REV-AT  Ml  AS  99  11  ES 
5935  Connectors,  Electric,  Rectongulor,  High  Density,  Polarized  Center  Jockscrew, 

Plug,  Crimp  Removoble  Pin  Contacts,  Closs  P  (Inactive  For  New  Design  As  Of 

I  Oct  86  USER-AR  ME  AM  MC  REV-MI  AT  AS  99  11  ES 

5935  Connectors,  Electricol,  Modular,  Type  lit,  Femote  Contoct  &  Grounding  Bushing 
Set,  Low  Insertion  Force  (Lif),  Removoble  Wire  WropposI  Tern/'tol  USER-AS 
5935  Connectors,  Electricol,  Modular,  Type  lii.  Female  Contoct  &  Potorizing  Bushir>g 
Set,  Low  Insertion  Force  (Lif),  Removoble  Wire  Wroppost  Teriminol  USER-AS 

5935  Connectors,  Electrical  USER-AS . . . . . 

5935  Connectors,  Electrical,  Modu'or,  Type  Iv,  Connectors,  0.6  Pitch,  250  Contoct, 
Center  USER-AS 

5935  Connectors,  Electrical,  Modulor,  Type  Iv,  Connectors,  0.3  Pitch,  100  Contact, 
Offset  USER-AS 

5935  Connectors,  Electrical,  Modulor,  Type  Iv,  Connectors,  0.3  Pitch,  100  Contoct, 
Dual  Inline  Package  (Dip)  USER-AS 

5935  Connectors,  Electrical,  Modular  Connector  Frame,  Type  Iv,  Duo!  Inline  Packoge 
(Dip)  USER-AS 

5935  Connectors,  Electricol,  Modulor  Connector  Frome,  Type  Iv,  Center  USER-AS . . 

5935  Connectors,  Electricol,  Modular  Connector  Frome,  Type  Iv,  Offset,  (0.050 

Thickness)  USER-AS 

5935  Connectors,  Electricol,  Modulor  Connector  Frome,  Type  Iv,  Offset,  (0.071 
Thickness)  USER-SH 

5935  Connectors,  Electricol,  Modulor.  Connector  Frome,  Type  IV,  Single  Spon,  T-dip  .. 
5935  Connectors,  Electricol,  Modulor,  Connector  Assembly,  Type  IV,  100  Pin,  Double 
Spon,  Dip  USER-AS 

5935  Connectors,  Electrical,  Modular,  Connector  Assembly,  Type  IV,  100  Pin,  Double 
Span,  Center  USER-AS 

5935  Connectors,  Electricol,  Modulor,  Connector  Assembly,  Type  IV,  100PIN,  Double 
Spon,  Offset  USER-AS 

5935  Connectors,  Electricol,  Modular,  Connector  Assembly,  Type  IV,  40  Pin,  Single 
Spon,  Center  USER-AS 

5935  Connectors,  Electricol,  Modulor,  Connector  Assembly,  Type  IV,  40  Pin,  Single 
Span,  Offset 

5935  Connectors,  Plug,  Electricol,  Oenerol  Purpose,  Generol  Grade,  Grounding,  2 
Pole,  3  Wire,  30  Amperes,  125  Volts,  50/60  Hertz  Validated  Apr  86 
USER-AV  ME  SH  MC  11  REV-MI  EC  AS  99 

5935  Connectors,  Plug,  Electricol,  Cooxiol,  Rodio  Frequency,  Series  SMA  (Coble,  Pin, 
Closs  2,  Semirigid  Coble)  USER-AT  AM  AS  OS  MC  19  REV-MI  SH  II  17  99 
ES 

5935  Connectors,  Plug,  Electricol,  Trioxiol,  RcJiofrequency,  (Series  Trt  (Cobled),  Pin 
Contoct,  Right  Angle,  Closs  2)  USER-AT  AS  MC  SH  19  REV-AR  Ml  OS  SH 

II  17  99  ES 

5935  Connectors,  Plug,  Electricol,  General  Purpose,  Generol  Grode,  Grounding,  2 
Pole,  3  Wire,  15  Amperes,  277  Volts  Ac,  50/60  Hertz  VaUdoted  Apr  66 
USER-AV  ME  SH  MC  n  REV-MI  AS  EC  99  19 
5935  Connectors,  Plugs,  Electricol,  Cooxiol,  Rodio  Frequency,  Senes  OSC  (Cobled, 

Pin  Contoct,  Class  2)  Inactive  For  New  Design  After  3  Oct  1986  USER-AT 
AV  MC  OS  AS  19  RfcV-Mt  tA  SH  17  11  99  60  ES 
5935  Cc.'snectors,  Plug,  Electric,  Trioxiol,  Rodio  Frequency,  (Series  Trb,  (Cobled),  Pin 
Contoct,  Right  Angle,  Class  2  USER-AT  AS  MC  SH  19  REV-AR  Ml  OS  SH  1 1 
17  99  ES 

5935  Connectors,  Plug.  Electricol,  Speciol  Purpose,  Grounding,  4  Pole,  5  Wire,  20 
Amperes,  120/208  Volts,  50/60  Hertz,  3-PHASE,  Y  Vafidoted  Mar  84 
USER-AV  ME  MC  SH  REV-MI  AS  EC 

5935  Connectors,  Plug,  Electricol,  Circular,  Straight,  Removable  Comp  Contocts, 

Series  lii.  Metric  REV-AR  Ml  MC  EC  OS  99  15  11  ES 
5935  Connectors,  Plug,  Electricol,  Reor  Release,  Crimp  Contoct,  AN  Type  VaUdated 
Ju!  82  REV-AR  Ml  ME  AV  AT  EC  1 1  17  99  ES 
5935  Conneclo'S,  Plugs,  Electricol,  Ccoxiol,  Rodio  Frequency,  Series  OSC,  (Cobled, 
Pin  Contact.  Right  Angle,  CLASS2)  USER-AV  AT  AS  MC  05  REV-MI  EA 
SH  99  17  11  GO  ES 
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MIL'C-28804/11C 

EC 

21  Jul 

86 

CR 

EC 

85 

MtL-C-288048 

EC 

21  Jul 

86 

CR 

EC 

85 

M1L-C-28804/1C 

EC 

21  Jul 

86 

CR 

EC 

85 

MII-C-28804/2C 

EC 

21  Jul 

86 

CR 

EC 

85 

MII-C-28804/3C 

EC 

21  Jul 

86 

CR 

EC 

85 

MII-C-28S04/4C 

EC 

21  Jul 

86 

CR 

EC 

85 

M1L.C-28804/5C 

EC 

21  Jul 

86 

CR 

EC 

85 

MIL-C-28804/iC 

EC 

21  Jul 

86 

CR 

EC 

85 

Mll-C-28754/80 

SH 

21  Apr 

89 

SH 

MIL.C-2a754/81 

SH 

21  Apr 

89 

SH 

MIL-C-28754/82 

SH 

21  Apr 

89 

SH 

MIL-C-28754/83 

SH 

21  Apr 

89 

SH 

Mll-C-28754/84 

SH 

21  Apr 

89 

SH 

MII..C-287S4/85 

SH 

21  Apr 

89 

SH 

MIL-C-28754/86 

SH 

21  Apr 

89 

SH 

MII-C-287S4/87 

SH 

21  Apr 

89 

SH 

Mll-C-287i4/88 

SH 

21  Apr 

89 

SH 

MIL-C-28734/82 

SH 

21  Apr 

89 

SH 

MIL-C.287i4/72 

SH 

29  Apr 

85 

SH 

MIL.C-28754/73 

SH 

29  Apr 

85 

SH 

Mll-C-28754/74 

SH 

29  Apr 

85 

SH 

MIL-C-28754/75 

SH 

29  Apr 

85 

SH 

Mll-C-28754/76 

SH 

29  Apr 

85 

SH 

MIL-C-28754/77 

SH 

29  Apr 

85 

SH 

W.C-596/69B 

/ES 

07  Aug 

81 

CR 

VO 

85 

MILC-39012/79E 

CR 

05  Dec 

88 

CR 

EC 

85 

MIL-C-49142/12  (1) 

CR 

14  Sep 

87 

CR 

EC 

85 

W.C-596/73C 

/ES 

07  Aug 

81 

CR 

YD 

85 

MIIC-39012/63B 

CR 

03  Ocf 

86 

CR 

EC 

85 

Mll  C-49142/7  (1) 

CR 

14  Sep 

87 

CR 

EC 

85 

W.C-596/137 

/ES 

11  Aug 

78 

CR 

VO 

85 

DOD-C-38999/26C 

85 

17  Feb 

88 

CR 

AS 

85 

MS-34S6D 

AS 

23  Mor 

76 

AS 

85 

MIL-C-390I2/84B 

CR 

03  Ocl 

86 

CR 

EC 

85 
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5935 

Connectors,  ^lug,  Electrical,  Speciol  Purpose,  Grounding,  3  Pole,  4  Wire,  20 
Amperes,  250  Volts,  50/60  Hertz,  3-PHASE  Validated  Mar  84  USER-AV  ME 

MC  SH  REV.MI  AS  EC 

W.C-596/125 

/ES 

11  Aug 

78 

CR 

YD 

85 

5935 

Connectors,  Plug,  Electricol,  Cooxiol,  Radio,  Frequency,  Series  SMA  (Cobled, 

Class  2,  Without  Contact,  .141  Semirigid  Coble)  USER-AT  ME  AR  MC  OS 

AS  19REV.MI  SH  17  11  99  ES 

MIL-C.3?012/92C 

CR 

14  Dec 

87 

CR 

EC 

85 

5935 

Connectors,  Plug,  Electricol,  Generol  Purpose,  General  Grode,  Grounding,  2 

Pole,  3  Wire,  20  Amperes,  250  Volts,  50/60  Hertz  Validated  Apr  8S 

USER-AV  ME  SH  MC  11  REV-Ml  AS  99  19 

W.C-596/65C 

/ES 

07  Aug 

81 

CR 

YD 

85 

5935 

Connectors,  Plug,  Electrical,  Coaxiol,  Rodio  Frequency,  Series  SMA  (Cobted,  Pin 
Right  Angle,  Class  2,  Semirigid  Coble)  USER-AT  AM  AS  OS  MC  19  REV-MI 

SH  17  11  99  ES 

MII-C.39012/80D 

CR 

05  Dec 

88 

CR 

EC 

85 

5935 

Connectors,  Plug,  Electricol,  General  Purpose,  Grounding,  2  Polo,  3  Wire,  50 
Amperes,  125  Volts,  50/60  Hertz  Validated  Apr  85  USER-ME  AV  MC  SH 

REV-Ml  EC  AS 

W.C.596/161 

/ES 

28  Oct 

80 

CR 

YD 

85 

5935 

Connectors,  Plug,  Electrical,  Cooxiol,  Radio  Frequency,  (Series  N  (Cobled)  Pin 
Contoct,  CIoss  2  )  USER-AV  AT  SH  MC  AS  OS  19  REV-EA  Ml  99  17  11  ES 

MIL  C.39012/1F  (1) 

CR 

22  Nov 

88 

CR 

EC 

85 

5935 

Connectors,  Plugs  &  Receptocles,  Electrical,  Coaxial,  Radio  Frequency,  (Series  N 
(Cobled)  Flonge  Mounted.  Socket  Contact,  Class  2  )  USER-AV  AT  SH  MC  AS 

OS  19  REV-EA  MI  99  17  11  ES 

MIL-C.39012/2F  (1) 

CR 

22  Nov 

88 

CR 

EC 

85 

5935 

Connectors,  Plug,  Electricol,  Cooxiol,  Radio  Frequency,  (Series  C,  (Cobled) 

Mole,  Right  Angle,  Class  2  )  USER-AV  AT  SH  MC  OS  19  REV-EA  Ml  99 

17  11  ES 

MIL-C.39O12/)0D 

CR 

03  Ocl 

86 

CR 

EC 

85 

5935 

Connectors,  Plugs,  Electricol,  Ccax  ul,  Rodio  Frequency.  Series  SMC,  (Cobled, 
Socket  Contact,  Class  2)  USER-AT  AV  MC  AS  OS  19  REV-MI  EA  SH  17  11 

99  80  ES 

MIL.C4i9012/73B  (1) 

CR 

17  Ocl 

88 

CR 

EC 

85 

5935 

Connectors,  Plugs,  Electricol,  Coaxial,  Rodio  Frequency,  Series  One,  (Cobled, 

Pin  Contoct,  CIoss  2)  inactive  For  New  Design  Aftet  3  Oct  1986  USER-AV 

AT  OS  AS  MC  19  REV-MI  EA  SH  99  17  11  80  ES 

MIL-C.39012/65B 

CR 

03  Oct 

86 

CR 

EC 

85 

5935 

Connectors,  Plugs,  Electrical,  Coaxial,  Radio  Frequency,  Series  Qnc  (Cobled, 

Socket  Contact,  Class  2)  Inactivefor  New  Design  Alter  30CT  86  USER-AV 

AT  MC  OS  AS  19  REV-MI  EA  SH  99  17  11  ES 

MIL-C-39012/646 

CR 

03  Ocl 

86 

CR 

EC 

5935 

Connectors,  Plug,  Electrical,  Coaxial,  Radio  Frequency,  (Series  Smo 
(Cabled)-ptug,  Pin  Contact,  CIoss  2)  USER-AT  AV  OS  AS  MC  19  REV-MI  EA 

SH  n  17  99  ES 

MII.C.39012/55E  (!) 

CR 

17  Oct 

88 

CR 

EC 

85 

5935 

Connectors,  Plugs,  Electricol,  Cooxiol,  Radio  Frequency,  (Series  Smo 
(Cobted)-plug,  Pin  Contoct,  Right  Angle,  Class  2)  USER-AT  ME  AM  OS  AS 

MC  19  REV-Ml  Sh  17  n  99  ES 

MII-C-39012/56D 

CR 

03  Oct 

86 

CR 

EC 

85 

5935 

Connectors,  Plug,  Electrical,  Cooxiol,  Radio  Frequency,  (Series  Sc  (Cobled),  Pin 
Contact,  Class  2)  USER-AV  AT  MC  OS  AS  SH  19  REV-Ml  EA  11  17  99  ES 

MIL-C-39012/35F  (1) 

CR 

02  Mor 

89 

CR 

EC 

85 

5935 

Connectors,  Plug,  Electricol,  Cooxiol,  Rodio'Frequency,  Series  SMA  (Cobled, 
Socket,  Class  2,  Semirigid  Cable)  USER-AT  ME  AM  AS  OS  MC  19  REV-Ml 

SH  11  17  99  eS 

MIL-O39012/81D 

CR 

03  Oct 

86 

CR 

EC 

85 

5935 

Connectors,  Plugs,  Eleciricol,  Coaxiol,  Rodio  Frequency,  Series  QNC,  (Cobled, 

Pin  Contact.  Right  Angle,  CIASS2)  USER-AV  AT  OS  AS  MC  19  REV-Ml  EA 
SH99  11  I7  80ES 

MIL-C-39012/88B 

CR 

03  Oct 

86 

CR 

EC 

85 

5935 

Connectors,  Plug,  Electrical,  Cooxiol,  Radio  Frequency  (Series  N  (Cobled)  -  Pin 
Contact,  Class  2)  For  Semirigid  Coble  USER-AT  AV  MC  OS  19  REV-MI  EA 

SH  AS  11  17  80  99  ES 

MIL.C.39012/'I29 

CR 

10  Jul 

85 

CR 

EC 

85 

5935 

Connectors,  Plug,  Electrical,  Cooxiol,  Radio  Frequency  (Series  N  (Cobled)  • 

Right  Angle,  Pin  Contoct,  Class  2)  For  ScmKigld  Cable  USER-AT  AV  AS  MC 

OS  19  REV-MI  EA  SH  1 1  17  80  99  ES 

MILC.39012/130 

CR 

10  Jul 

85 

CR 

EC 

85 

5935 

Connectors,  Plug,  Electricol,  Coaxiol,  Radio  Frequency  (Series  N  (Cables)  • 

Socket  Contoct.closs  2)  For  Semir  Igld  Coble  USER-AT  AV  AS  MC  OS  19 
REV-MI  EA  SH  11  17  80  99  ES 

MIL-C.39012/I31 

CR 

10  Jul 

85 

CR 

EC 

85 

5935 

Connectors,  Plugs,  Eleciricol,  Cooxiol,  Radio  Frequency,  Series  SMC,  (Cobled, 

Pin  Contoct,  CIoss  2)  USER-AT  AV  MC  AS  OS  SH  19  REV-Ml  EA  17  11  99 

ES 

Connectors,  Plug,  Electricol,  Cooxiol,  Rodio  Frequency  (Series  TNC  (Cabled)  - 
Pin  Contoct,  Right  Angle,  CIoss  2)  For  Semi-rigid  Coble  USER-ME  AT  OS  MC 

AS  19REV.99  17  11  ES 

Mll-C4J90)2/74B  (1) 

CR 

17  Ocl 

88 

CR 

EC 

85 

5935 

Mll-C.390)2/114A 

CR 

03  Ocl 

86 

CR 

EC 

85 

5935 

Connectors,  Plugs,  Electricol,  Cooxiol,  Rodio  Frequency,  Series  SMC  (Cobled, 
Socket  Contact,  Right  Angle,  Class  2)  USER-AV  AT  AS  MC  OS  SH  19 

REV-MI  EA  11  17  99  ES 

MIL.C-39012/75B  ()) 

CR 

17  Ocl 

88 

CR 

EC 

85 

5935 

Connectors,  Plug,  Electrical,  Coaxiol,  Radio  Frequency,  (Series  Sc,  (Cobled), 

Socket  Contact,  CIoss  2)  USER-AT  AV  AS  MC  OS  SH  REV-Ml  EA  17  11  19 

99  ES 

MIL.C-39012/36F  (1) 

CR 

02  Mor 

89 

CR 

EC 

85 

5935 

Connectors,  Plug,  Electrical,  Rectangular,  Rock  And  Panel,  Crimp  Type 

Removoble  Pin  Contacts,  Sire  22  USER-AV  ME  AR  OS  MC  RfiV-AT  Ml  AS 

SH  99  17  n  ES 

MIL.C-28748/13B 

EC 

09  Feb 

87 

CR 

EC 

85 

5935 

Connectors,  Plug,  Electricol,  Coaxiol,  Rodio  Frequency,  (Series  N  (Cobled)  Right 
Angle,  Pin  Contoct,  Class  2)  USER-AV  AT  SH  MC  AS  OS  19  REV-EA  Ml  99 

17  11  ES 

MII.C.39012/5F  (1) 

CR 

22  Nov 

88 

CR 

EC 

85 

5935 

Connectors,  Plug,  Electricol,  Coaxiol,  Rodio  Frequency,  (Series  C,  (Cobled) 

Mole,  CIoss  2  )  USER-AV  AT  SH  MC  AS  OS  19  REV-EA  Ml  99  17  11  ES 

MIL-C-39012760 

CR 

14  Dec 

87 

CR 

EC 

85 

5935 

Connectors,  Plug,  Electricol,  Coaxiol,  Rodio  Frequency,  (Series  C,  (Cobled) 

Femole,  Class  2  )  USER-AV  AT  SH  MC  AS  OS  19  REV-EA  Ml  99  17  11  ES 

MIL  C.39012/7D  ()) 

CR 

17  Oct 

88 

CR 

EC 

85 

5935 

5935 

Connectors,  Plug,  Electricol,  Coaxiol,  Radio  Frequency,  (Series  C,  (Cobled) 

Mole,  CIoss  2  )  USER-AT  AV  OS  SH  MC  AS  19  REV-EA  Ml  99  17  11  ES 
Connectors,  Printed  Circuit  Subossembly  &  Accessories,  Plug,  Composite 

Mll.C.390)2/150 

MII.C.55302/95D 

CR 

CR 

03  Ocl 

12  Feb 

86 

82 

CR 

CR 

EC 

85 

Wroppoit,  Hermaphroditic  Contacli  (.100  Inch  Spacing)  USER-ME  AR 
REV-MI  AV  AT  ES 


496 


FSC  LISTING 


DOCUMENT 


FSC 

TITLE 

NUMBER 

PREP 

DATE 

CUSTODIAN 

1 

5935 

Connectors^  Printed  Circuit  Subassembly  And  Accessories:  Low  Moting  Force, 

MIL-C.55302/170A 

17 

10  Jun 

86 

17 

Female  Brush,  Right  Angle,  Polarized,  For  Multilayered  Prirsted  Wiring  Board 
(.100  Spacing)  USER-19  REV-11  85  99  ES 

L 

5935 

Connectors,  Printed  Circuit  Subassembly  &  Accessories,  Pin,  Right  Ang^e  Plug, 

MIL-C.S5302/70C 

17 

17  Oel 

86 

17 

Electrical,  Polorized  For  Printed  Wiring  Boards  (.100  Spacing)  (Inoctive  For 

New  Design  After  1  Oct  86)  USER-19  REV-ll  99  ES 

L 

5935 

Connectors,  Printed  Circuit  Subassembly  And  Accessories:  Low  Mating  Force 

MIL-C-55302/171A 

17 

10  Jun 

86 

17 

Contoct  Brush  USER-19  REV-ll  85  99  ES 

5935 

Connectors.  Printed  Ci  USER-ME  MC  19  REV-AV  AT  AR  SH  OS  AS  99  11 . 

MIL-C.5S302/140B 

CR 

17  Nov 

88 

CR 

EC 

17 

5935 

Connectors,  Printed  Circuit  Subassembly  &  Accessories:  Plug  W/pin  Contocts,  & 

MIL-C-S5302/141B 

CR 

17  Nov 

88 

CR 

EC 

17 

Keying  Pins,  For  Printed  Wiring  Boards  (.100  Inch  Spacing)  USER-ME  MC  19 
REV-MI  AV  AT  AR  AS  SH  OS  99  11  85  ES 

5935 

Connectors,  Printed  Circuit  Subassembly  &  Accessories:  Receptocle.w/socket 

MIL-C-5S302/142B 

CR 

17  Nov 

88 

CR 

EC 

17 

Contacts,  For  Printed  Wiring  Boords  (.100  Inch  Spacing)  USER-ME  MC  19 
REV-AR  AV  AT  SH  OS  AS  99  11  85 

5935 

Connectors,  Printed  Circuit  Subassembly  &  Accessories:  Receptacle  W/socket 

MIL.C.55302/143B 

CR 

17  Nov 

88 

CR 

EC 

17 

Contocts,  3  Keying  Guides,  For  Printed  Wiring  Boards  (.100  Inch  Spocing) 
USER-ME  MC  19  REV-MI  AV  AT  AR  OS  AS  SH  99  11  85  ES 

1 

5935 

Connectors,  Printed  Circuit  Subossembly  &  Accessories  Plug,  Pin  Contocts,  41, 

66,  114  Contact  Positions,  For  Printed  Wiring  Boards  (.100  X  .050  Offset 

Grid)  (Inactive  For  New  Design  After  1  July  1989)  USER-19  REV-8S  11  99 

ES 

Connectors,  Printed  Circult-Subossembl)  And  Accessories:  Hordwore,  Coupling 

MII-C.5S302/83B 

17 

02  Mar 

89 

17 

1 

5935 

MIL-C-55302/172 

17 

16  Jon 

85 

17 

And  locking  USER-19  REV-ll  85  99  ES 

5935 

Connectors,  Prinkd  Circuit  Subassembly  And  Accessories:  2-ROW  Pinossemblies, 

MIL-C.S5302/173 

17 

if  Apr 

87 

CR 

EC 

17 

20  Thru  150  Contoct  Positions,  For  Printed  Wiring  Boards  (.100  Spocing) 
USER-AT  AV  ME  MC  19  REV-AR  AS  OS  SH  11  85  99 

5935 

Connectors,  Printed  Circuit  Subassembly  And  Accessories:  2-ROW  Receptacle 

MIL-C-S5302/174 

17 

15  Apr 

87 

CR 

EC 

17 

Aiiemblies,  Right  Angl«,  20  THROUGH  150  Contact  Potitioni,  Fopprinted 
Wiring  Boordt  {.100  Spocing)  USER-AT  AV  ME  MC  19  REV-AR  AS  OS  SH 
11  85  99 


5935 

Connectors,  Printed  Circuit  Subossembly  And  Accessories:  3-ROW  Pin 

MII.C45302/176 

17 

15  Apr 

87 

CR 

EC 

17 

Assemblies,  75  Thru  405  Contoct  Positions,  For  Printed  Wiring  Boords  (.100 
Spacing)  USER-AT  AV  ME  MC  19 

5935 

Connectors,  Printed  Circuit  Subassembly  And  Accessories:  3-ROW  Receptacle 

MIL-C-55302/177 

17 

15  Apr 

87 

CR 

EC 

17 

Assemblies,  Right  Angle,  75  Thru  405  Contact  Positions,  for  Printing  Wiring 
Boords  (.100  Spacing) 

5935 

Connectors,  Printed  Circuit  Subassembly  And  Accessories,  Socket  Receptocle, 

M.L-C-55302/71C 

17 

17  Oct 

86 

17 

Electricol,  Polarized  Composite  Contact  (.100  Spacing)  (Inoctive  For  New 

Design  After  1  Oct  86)  USER-19  REV-ll  17  85  ES 

5935 

Connectors,  Printed  Circuit  Subossembly  And  Accessories:  Contocts,solder  Eyelet 

MIL-C.55302/32E 

CR 

31  Oct 

88 

CR 

EC 

17 

And  Wropost  Removeoble  Types  USER-AT  ME  MC  19  REV-MI  AR  CR  AS  SH 

OS  11  99  ES 

5935 

Connectors,  Pririted  Circuit  Subassembly  &  Accessories,  Receptocle,  Socket 

MIL.C.55302/56F 

CR 

26  Aug 

88 

CR 

EC 

17 

Contaclt,  Decode  Increments  10  Thru  70  Contoct  Positions  &  Interrrediot 
Positions  Of  14.  24.  44.  54  &  26.  36.  56.  66  For  Printed  Wiring  Boards 
(.100  inch  Spacing)  USER-AT  AV  ME  MC  OS  19  11  REV-MI  AR  AS  TD  85 
99  ES 


5935 

Connectors,  Printed  Circuit  Subassembly  And  Accessories:  Pfug,  30  Thru  140 
Contact  Positions,  For  Printed  Wiring  Boords  (.100  Sq  Grid)  USER-AT  ME 

AV  MC  19  REV-MI  AR  AS  OS  SH  85  11  ES 

MIL.C.55302/'26D 

CR 

31  Oct 

88 

CR  EC  17 

L 

5935 

Connectors,  Printed  Circuit  Subassembly  And  Accessories,  Socket  Environmentol 
Resistant,receptacle,  Electricol,  Polarized  (.150  Spocing),  Removoble  L*imp 
Contacts  (Inactive  Fornew  Design  After  1  OCT86)  USER-19  REV-11  1/  85  ES 

MIL.C.55302/72C 

17 

17  Oct 

86 

17 

1 

5935 

Connectors,  Printed  Circuit  Subassembly  &  Accessories,  Pin,  Right  Angle, 

MII-C-55302/73C 

17 

17  Oct 

86 

17 

Environmentol  Resistont.  Plug.  Electrical.  Polarized  For  Printed  Wiring  Boords 
(.150  Spocii  Inoctive  For  New  Design  After  1  Oct  86)  USER-19  REV-ll 
99  ES 


L 

5935 

Connectors,  Printed  Circuit  Subassembly  &  Accessories,  Pin,  Right  Angle,  Plug, 
Electricol,  Polarized  For  Printed  Wiring  Boards  (.100  Spocing)  (  Inactive  For 

New  Design  After  1  Oct  86)  USER-19  REV-MI  11  99  ES 

MII.C.55302/74C 

17 

17  Oel 

86 

17 

1 

5935 

Connectors,  Printed  Circuit  Subassembly  &  Accessories,  Socket,  Receptocle, 
Electricol,  Polarized  (.100  Spacing),  Removoble  Crimp  Contocts  ( Inoctive  For 
New  Design  After  1  Oct  86}  USER-19  REV-MI  11  99  ES 

MII.C.55302/75C 

17 

17  Oel 

86 

17 

L 

5935 

Connectors,  Printed  Circiut  Subassembly  And  Accessories,  Socket,  Stroight- 
Thur,  Polorized  For  Multiloyered  Printed  Wiring  Boards  (.100  Spocing) 
(Incctlvefc'  New  Des’g"  Aff-.-  lOCT  86)  USER-19  REV-ll  17  85  ES 

MIL.C-55302/76C 

17 

17  Oct 

86 

17 

5935 

Connectors,  Printed  Circuit  Subassembly  And  Accessories:  Receptocles  30  Thru 

140  Contoctpositions,  For  Printedwiring  Boords  (.100  Sqgrid)  USER-AT  ME 

AV  MC  19  REV-MI  AR  OS  AS  11  80  99  ES 

MIL-C.55302/27G 

CR 

31  Oel 

88 

CR  EC  17 

L 

5935 

Connectors,  Printed  Clpcuit  Subossembly  And  Accessories,  Pin  Right-ongel  For 
Multiloyered  Printed  Wiring  Boards  (.100  Spacing)  (Inoctive  For  New  Design 
After  1  Oct  85  USER-19  REV-ll  17  85  ES 

MIL.C-55302/77C 

17 

17  Oct 

86 

17 

5935 

Connectors,  Printed  Circuit  Subossembly  &  Accessories,  Receptocle.  Socket 
Contacts,  Decode  Increments  10  Thru  70  Contoct  Positions  &  Intermediot 
Positions  Of  14,  24,  44,  54  &  26,  36,  56,  66  For  Printed  Wiring  Boords 
(.100  Inch  Spacing)  USER-ME  AT  AV  MC  OS  19  11  80  REV-MI  AR  AS  85 

99  ES 

MII.C.55302/61E 

CR 

26  Aug 

88 

CR  EC  17 

5935 

Connectors,  Printed  Circuit  Subassembly  And  Accessories,  Receptacle,  Socket 

MIL-C-55302/121A 

17 

03  Mo/  82 

17 

Contoct.  128  Contact  Postions.  For  Printed  Wiring  8oards  (.050  Spocing) 
USER.19REV.il  99  85  ES 
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FSC 
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PREP 

DATE 

CUSTODIAN 

L 

S935 

Connectors,  Printed  Circuit  Subossembly  And  Accessories,  Receptocle,  Socket 
Contoct,  184  Contact  Positions,  For  Printed  Wiring  Boords  (.050  Inch 

Spocing)  USER-19  REV-99  85  11  ES 

MII.O55302/123A 

17 

03  May  82 

17 

5935 

Connectors,  Printed  Circuit  Subossembly  And  Accessories.  Plug,  Right  Angle,  30 
Thru  140  Contoct  Positions,  For  Printed  Wiring  Boords  (.1(X)  Sq.  Grid) 

USER-AV  AT  ME  MC  19  REV-MI  AR  OS  AS  11  ES 

Mll-C-55302/n0F 

CR 

31  Ocl  88 

CR  EC 

17 

5935 

Connectors,  Printed  Circuit  Subossembly  &  Accessories,  Receptacle,  Socket 

MIL-C-55302/62F 

CR 

26  Aug  88 

CR  EC 

17 

Contacts,  Decade  Increments  10  Thru  70  Contact  Positions  &  Intermedlot 
Positions  Of  14,  24,  44,  54  &  26,  36,  56,  66  For  Printed  Wiring  Boards 
(.100  Inch  Spocing)  USER-AT  AV  ME  MC  OS  19  11  REV.MI  AR  AS  TO  85 
99  ES 

5935  Connectors,  Printed  Circuit  Subassembly  &  Accessories,  Recepiocle,  Socket  MIL-C‘55302/64F  CR  26  Aug  88  CR  EC  17 

Contacts,  Decade  Increments  10  Thru  70  Contact  Positions  &  Intermedlot 
Positions  Of  14,  24,  44,  54  &  26,  36,  56,  66  For  Printed  Wiring  Boards 
(.100  Inch  Spacing)  USER-AT  AV  ME  MC  OS  19  11  REV-MI  AR  TO  AS  85 
99  ES 

5935  Connectors,  Printed  Circuit  Subossembly  &  Accessories,  Receptocle,  Socket  MILC‘55302/65F  CR  26  Aug  88  CR  EC  17 

Contacts,  Decade  Increments  10  Thru  70  Contact  Positions  &  Intermedia! 

Positions  Of  14,  24,  44,  54  &  26,  36,  56,  66  For  Printed  Wiring  Boords 
(.100  Inch  Spocing)  USER-ME  AT  AV  MC  OS  19  1 1  REV-AR  Ml  AS  TO  85 
99  ES 

5935  Connectors,  Printed  Circuit  Subassembly  &  Accessories,  Receptocle,  Socket  MIL*C‘55302/66F  CR  26  Aug  88  CR  EC  17 

Contocts,  Decade  Increments  10  Thru  70  Contact  Positions  &  Intermedlot 
Positions  Of  14,  24,  44,  54  &  26,  36,  56,  66  For  Printed  Wiring  Boords 
(.100  Inch  Spocing)  USER-ME  AT  AV  MC  OS  19  11  REV-MI  AR  TO  AS  99 
85  ES 


L 

5935 

Connectors,  Printed  Circuit  Subassembly  And  Accessories,  Pin  Rlghtongle  Plug, 
Electrical,  Polarized  For  Printed  Wiring  Boards  (.090  Spocing)  (Inactive 

Fornew  Design  After  1  OCT86)  USER-19  REV-II  17  E5 

MIL-C-SS302/67C 

17 

17  Ocl 

86 

17 

L 

5935 

Connectors,  Printed  CIrcIui  Subassembly  And  Accessorled,  Socket  Receptocle, 
Electrical,  Polorized  (.090  Spacing),  Removable  Crimp  Contocts  (Inactive  For 
New  Design  After  1  Oct  86)  US6R-19  REV-ll  17  85  ES 

MIL.C.55302768C 

17 

17  Ocl 

86 

17 

L 

5935 

Connectors,  Printed  Circuit  Subossembly  &  Accessories  Recptocle,  Sooket 

MIL.C-S5302/82B 

17 

02  Mur 

89 

17 

Contacts,  41,  66,  114  Contoct  Positions  For  Printed  Wiring  Boards  (.100  X 
.050  Offset  Grid)  (Inactive  For  New  Design  After  1  July  1989)  USER‘19 
REV.  11  85  99  ES 


5935  Connectors,  Printed  Circuit  Subossembly  &  Accessories,  Receptocle,  Socket  Mlt.C*55302/58G  CR  26  Aug  88  CR  EC  17 

Contocts,  Decode  Increments  10  Thru  70  Contact  Positions  &  Intermedlot 
Positions  Of  14,  24,  44,  54  &  26,  36,  56, .66  For  Printed  Wiring  Boords 
(.100  Inch  Spocing)  USER'AV  ME  AT  MC  OS  19  11  REV.MI  AR  AS  TO  85 
99  ES 

5935  Connectors,  Printed  Circuit  Subossembly  &  Accessorlesj  Receptocle  W/pln  MII>C>55302/144B  CR  17  Nov  88  CR  EC  17 

Contocts,  2  Femole  Keying  Guides,  1.516  Inches  Length,  For  Printed  Wiring 
Boards  (.100  Inch  Spacing)  USER-ME  MC  19  REV-AR  AV  AT  OS  AS  SH  99 
11  85 

5935  Connectors,  Printed  Circuit  Subassembly  And  Accessories;  3'ROW  Pin  MIL-C-55302/178  17  15  Apr  87  CR  EC  17 

Assemblies,  Right  Angle,  75  Thru  405  Contact  Positions,  For  Printed  Wiring 
Boards  (.100  Spacing)  USER-AT  AV  ME  MC  19  REV-AR  AS  OS  SH  11  85 
99 

5935  Connectors,  Printed  Circuit  Subossembly  &  Accessories:  Receptacle  W/pln  MIL-C-55302/145B  CR  17  Nov  88  CR  EC  17 

Contacts,  2  Female  Keying  Guides,  2.114  Inches  length.  For  Printed  Wiring 
Boards  (.100  Inch  Spocing)  USER-ME  MC  19  REV-MI  AV  AT  AR  SH  OS  AS 
99  11  85  ES 

5935  Connectors,  Printed  Circuit  Subassembly  And  Accessories:  Recepiocle  W/pln  MIL-C-55302/146B  CR  17  Nov  86  CR  EC  17 

Contocts,  2  Femol  Keying  Guides,  2.717  Inches  length.  For  Printed  Wiring 
Boords  (.100  Inch  Spacing)  USER-ME  MC  19  REV-AR  AV  AT  SH  OS  AS  99 
11 

5935  Connectors,  Printed  Circuit  Subassembly  &  Accessories:  Receptocle  W/pln  MII-C-55302/147B  CR  17  Nov  88  CR  EC  17 

Contacts,  2  Femole  Keying  Guides,  3.315  Inches  length,  For  Prlnted  Wiring 
Boards  (.100  Inch  Spe  ing)  USER-ME  MC  19  REV-Ml  AV  AT  AR  SH  05  AS 
99  11  85  ES 

5935  Connectors,  Printed  Circuit  Subossembly  &  Accessories;  Receptacle  W/pin  M11-C-55302/148B  CR  17  Nov  88  CR  EC  17 

Contocts,  2  Femole  Keying  Guides,  3.917  Inches  length.  For  Printed  Wiring 
Boords  (.100  Inch  Spocing)  USER-ME  MC  19  REV-AV  AT  AR  SH  05  AS  99 
11  85 

5935  Connectors,  Printed  Circuit  Subossembly  &  Accessories:  Plug  W/socket  MIL-C-55302/149B  CR  17  Nov  88  CR  EC  17 

Contocts,  1.516  Inches  length,  2  Keying  Pins,  For  Printed  Wiring  Boards 
(.100  Inch  Spocing)  USER-ME  MC  19  REV-MI  AV  AT  AR  OS  AS  SH  99  11 
86  tS 

5935  Connectors,  Printed  Circuit  Subossembly  &  Accessories;  Plug  WAocket  MIL-C-55302/150B  CR  17  Nov  88  CR  EC  17 

Contocts,  2.114  Inches  length,  2  Keying  Pins,  For  Printed  Wiring  Boords 
(.100  Inch  Spocing)  USER-ME  MC  19  REV-AR  AV  AT  OS  AS  SH  99  11  85 

5935  Connectors,  Printed  Circuit  Subassembly  &  Accessories;  Plug  V/ith  Socket  MIL-C-55302/151B  CR  17  Nov  88  CR  EC  17 

Contocts,  2.7 '7  tiiches  length,  For  Printed  Wiring  Boards  (.}00  Inch  Spocing) 

USER-ME  MC  19  REV-AT  AV  AR  Ml  SH  OS  AS  99  11  85  ES 

5935  Connectors,  Printed  Circuit  Subossembly  And  Accessories:  4‘ROW  Pin  MIL-C-55302/179  17  15  Apr  87  CR  EC  17 

Assemblies,  100  THRU684  Contoct  Positions,  For  Printed  Wiring  Boords  (.100 
Spacing)  USER-AT  AV  ME  MC  19  REV-AR  AS  OS  SH  11  85  99 

5935  Connectors,  Printed  Circuit  Subossembly  And  Accessories:  4-ROW  Receptocle  MIL-C-55302/180  17  15  Apr  87  CR  EC  17 

Assenr.blles,  Right  Anglo,  1(X)  Thru  684  Contact  Positions,  Or  Printed  Wiring 
Boards  (.100  Spocing)  USER-AT  AV  ME  MC  19  REV-AR  AS  OS  SH  11  85 
99 
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5935  Connectors,  Printed  Circuit  Subossembt/  And  Accessories:  4>ROW  Pin 

Assemblies,  Right  Angle,  100  Thru  684  Contoct  Positions,  For  Printed  Wiring 
Boords  (.100  Spacing)  USER-AT  AV  ME  MC  19  REV-AR  AS  OS  SH  11  85 
99 

5935  Connectors,  Printed  Circuit  SubassembI/  And  Accessories:  Guide  Pins, 

Jockscrews  And  Mounting  Ears  USER-AT  AV  ME  MC  19  REV-AR  AS  OS  SH 
11  85  99 

5935  Connectors,  Printed  Circuit  SubassembI/  &  Acc'essories,  2  Row  Receptacle 
Assemblies,  20  Through  150  Contoct  Positions,  For  Printed  Wiring  Boords 
(.100  Spacing)  USER-AT  AV  ME  MC  11  19  80  REV-AR  Ml  AS  OS  SH  85  99 
5935  Connectors,  Printed  Circuit  Subossembl/  &  Accressories,  3  Row  Receptocle 
Assemblies,  75  Through  225  Contact  Positions,  For  Printed  Wiring  Boords 
(.100  Spacing)  USER-AT  AV  ME  MC  11  19  80  REV-AR  Ml  AS  OS  SH  85  99 
5935  Connectors,  Printed  Circuit  Subossembl/  &  Accressjries,  4  Row  Receptocle 

Assemblies,  lOOTHROUGH  300  Contoct  Posilior'«  ^or  Printed  Wiring  Boords 
(.100  Spacing)  USER-AT  AV  ME  MC  11  19  80  REV-AR  Ml  AS  OS  SH  85  99 
5935  Connectors,  Printed  Circuit  Subossembl/  &  Accessories,  Receptocle,  Socket 

Contacts,  100  Position  Printed  Wiring  Boards  (.075  Inch  Spocing)  USER-AT 
AV  ME  MC  11  19  80  REV-AR  Ml  AS  OS  SH  85  99 
5935  Connectors,  Printed  Circuit  Subossembl/  &  Accessories,  P^ig,  Pin  Contacts,  100 
Position  Printed  Wiring  Boards  (.075  Inch  Spacing)  >JSER-AT  AV  ME  MC  1 1 
19  80  REV-AR  Ml  AS  OS  SH  85  99 

5935  Connectors,  Printed  Circuit  Subossembl/  &  Accessories,  Receptocle,  Socket 
Contocts.  122  &  152  Position  Printed  Wiring  Boards,  (.075  Inch  Spacing) 
USER-AT  AV  ME  MC  11  19  80  REV-AR  Ml  AS  OS  SH  85  99 
5935  Connectors,  Printed  Circuit  Subossembl/  &  Accessories,  Plug,  Pin  Contacts,  122' 
&  152  Position  Printed  Wiring  Boards  (.075  Inch  Spacing)  USER-AT  AV  ME 
MC  11  19  80  REV-AR  Ml  AS  OS  SH  85  99 
5935  Connectors,  Receptocle,  Electrical,  Cooxlal,  Radio  Frequency,  (Series  C, 

(Cabled)  Femole,  Flange  Mounted,  Rear  Mounted,  Class  2  *  USER-AV  AT  SH 
MC  AS  OS  19  REV-EA  Ml  99  17  11  ES 

5935  Connectors,  Receptacle,  Electricol,  Generol  Purpose,  Single,  < 'rounding,  3  Pole, 

4  Wire,  20  Amperes,  250  Volts,  50/60  Hertz,  3*PHASE  Volidatetl  Apr  85 
USER-ME  AV  MC  SH  REV-MI  EC  AS 

5935  CoMnectors,  Receptacle,  Electricol,  Cooxiol,  Radio  Frequency,  (Series  C,  (Coble) 
remote,  Jam  Nut,  Rear  Mounted,  Pressurized,  Class  2  )  USER-AV  AT  SH  MC 
AS  OS  19  REV-EA  Ml  99  17  11  ES 

d»35  Connectors,  Receptocle,  Telephone,  Efectriccl  . . . 

5935  Connectors,  Receptocle,  Electrical,  Coaxial,  Rodio  Frequency,  (Seres  Sc 

Ncobled).  Socket  Contact,  Flange  Mounted,  Rear  Mounted,  Closs  2)  USER-AT 
AV  MC  AS  OS  19  R6V.M1  EA  17  11  99  ES 
5935  Connectors,  Receptacle,  Electric,  Series  2,  Crimp  Type,  Norrow  Flange  Mount, 
Bo/onet  Coupling.  Closses  A,  I,  S  &  W  USER-AV  MC  REV-AR  EC  SH  17  99 
•,i 

5935  Connectors,  Receptoeb,  Electricol,  Cooxiol,  Radio  Frequency,  (Series  6NC 

(Uncobled) «  Female,  Hermetic  Sealed,  Jom  Nut  Mounted,  Closs  2)  USER-AV 
ME  AT  OS  AS  19  REV-AR  Mill  17  99  ES 

5935  Connectors,  Receptocle,  Electricol,  Trioxiol,  Radio  Frequency,  (Scries  Trb,  Socket 
Contact,  Jam  Nut  Mounted,  Closs  2)  Hermetic  And  Non  Hermetic  USER-AT 
MC  AS  19  REV-AR  Ml  SH  OS  11  99  17  ES 
5935  Connectors,  Receptacle,  Coaxial,  Rodio  Frequency,  (Series  TNC  (Cobied), 

Socket  ContoetdorTi  Nut  Mounted,  CLASS2  USER-AV  AT  OS  SH  MC  AS  19 
REV-EA  Ml  99  17  11  ES 

5935  Connectors,  Receptacle,  Electrical.  Cooxlal,  USER-AV  AT  MC  AS  SH  05  19 
REV-MI  EA  n  99  17  ES 

59'35  Cemnectors,  Receptacle,  Electricol,  Reclongulor,  Rock  And  Panel,  Polarized 

Center  Jockscrew  Or  Guidepin  Style,  Crimp  Type  Removobfe  Pin  Contocts, 
Size  16  USER-AV  ME  MC  REV-aT  Ml  AR  AS  OS  SH  11  99  ES 
5935  Connectors,  Receptacle,  Electrical,  Reclongulor,  Rock  And  Ponel,  Poforized 
Center  Jockscrew  Or  Guidepin  Style,  Crimp  Type  Remcvoble  Socket 
Contocts,  Size  16  USER-ME  AV  MC  REV-AT  Ml  AR  AS  OS  SH  II  99  ES 
5935  Connectors,  Receptacle,  Electricol,  Cooxiol,  Rodio  Frequency,  (Series  N  (Cobled) 
Jom  Nut  Mounted,  Socket  Contact,  Closs  2  )  USER-AT  SH  MC  AS  19 
REV-MI  AR  OS  99  17  11  ES 

5935  Connectors,  Receptacle,  Multi-pin,  Type  V,  I4-,  24-,  30*,  And  40-CONDUCTOR 
REV-ES 

5935  Connectors,  Receptocle,  Electricol,  Cooxiol,  Rodio  Frequency,  Series  SMC, 

(Ccb^*d.  pin  Contact,  Jem  Nu*  Movnted,  Rear  Clac*  2)  USER-AV 

AT  MC  AS  OS  SH  19  REV-MI  EA  17  11  99  ES 
5935  Connectors,  Receptacle,  Electricoi,  Cooxiol,  Radio  Frequency  (Series  TNC 

(Cabled)  •  Socket  Contoct,  Jam  Nut  Mounted,  Closs  2)  For  Semi-rigid  Coble 
USER-AT  me  os  MC  AS  19  11  REV.99  17  ES 
5935  Connectors,  Receptocle,  Electricol,  Cooxiol,  Radio  Frequency  (Series  TNC 

(Cobled)  •  Socket  Cortoct,  Flonge  Mounted,  Closs  2)  For  Semi-rigid  Coble 
USER-ME  AT  OS  MC  ^S  19  REV-99  17  11  ES 
5935  Connectors,  Receptacle,  1  iectricol,  Cooxiol,  Radio  Frequency,  Series  SMC 

(Uncobled,  Mole,  Jomnul  Mounted,  Clai2)  USER-AT  ME  MC  AS  19  REV-AR 
Ml  OS  17  n  99  ES 

5935  Connectors,  Receptocles,  Electricol,  Cooxiol,  Rodio  Frequency,  Series  QNC, 
(Cobled,  Socket  Contact,  Jam  Nut  Mounted,  Class  2)  USER-AV  AT  AS  MC 
OS  19  REV-MI  EA  SH  99  17  11  80  ES 


DOCUMENT 

NUMBER  date  CUSTODIAN 


MIL-C-55302/181 

17 

15  Apr 

87 

CR 

EC 

17 

MIL-C-55302/182 

17 

15  Apr 

87 

CR 

EC 

17 

MIL.C-S5302/163 

CR 

26  Aug 

88 

CR 

EC 

17  ES 

MIL-C-55302/184 

CR 

26  Aug 

88 

CR 

EC 

17  ES 

MIL-C.55302/185 

CR 

26  Aug 

88 

CR 

EC 

17  ES 

MIL.C-55302/190 

CR 

22  Nov 

88 

CR 

EC 

17 

MIL-C-S5302/19I 

CR 

22  Nov 

88 

CR 

EC 

17 

MIL-C-55302/192 

CR 

22  Nov 

88 

CR 

EC 

17 

Mll-C-55302/193 

CR 

22  Nov 

88 

CR 

EC 

17 

MII.C.39012/8D  (1) 

CR 

17  Oct 

88 

CR 

EC 

85 

W.C-596/208 

ES 

28  Oct 

80 

CR 

YO 

85 

MIL-C-39012/n0 

CR 

14  Dec 

87 

CR 

EC 

85 

MIL  C-55074/)A  (1) 

CR 

03  Dec 

85 

CR 

MIL-C.39012/38'  (I) 

CR 

02  Mor 

89 

CR 

EC 

85 

MS-3470D 

CR 

12  Jul 

35 

CR 

AS 

85 

MIL-C.39012/24C 

CR 

07  Feb 

85 

CR 

EC 

85 

MII-C-49142/4D 

CR 

22  Apr 

88 

CR 

EC 

85 

MII-C-39012/28F  (1) 

CR 

17  Oct 

88 

CR 

EC 

85 

MII-C-39012/29F 

CR 

14  Dec 

87 

CR 

EC 

85 

MIL-C-28748/9E 

EC 

26  Jon 

87 

CR 

EC 

85 

MIL-C-2B748/10E 

EC 

26  Jon 

87 

CR 

EC 

85 

MIL.C-390I2/3F  (1) 

CR 

22  Nov 

88 

CR 

EC 

85 

MILC-24231/14D 

SH 

15  May 

87 

SH 

MIL-C-390)2/76B  (1) 

CR 

17  Oct 

88 

CR 

EC 

85 

MILC-390:2/115A 

CR 

03  Oct 

86 

CR 

EC 

85 

MII.C-39012/116A 

CR 

03  Oct 

86 

CR 

EC 

85 

MII.C-39012/77A 

CR 

24  Sep 

86 

CR 

EC 

85 

MII-C-39012/898 

CR 

03  Oct 

86 

CR 

EC 

85 
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5935 

Connectors,  Receptocle,  Eleclrico),  Cooxiol,  Rodio  Frequency,  Series  SAAA, 

MIL-C-39012A/82D 

CR 

03  Oct 

86 

CR 

EC 

85 

(Cobled,  Socket,  Flonge  Mounted,  Closs  2,  Semirigid  Coble)  USER*AT  ME 

AM  AS  OS  MC  19  REV-Ml  SH  17  11  99  ES 

5935 

Connectors,  Receptocle,  Eteciricol,  Cooxiol,  Radio  Frequency,  Series  SMA, 

MIL-C-39012/830 

CR 

03  Oct 

86 

CR 

EC 

85 

(Cabled,  Socket,  Jam  Nut  Mounted,  Closs  2,  Semirigid  Coble)  US£R*AT  AM 

AS  OS  MC  19  REV-Ml  SH  17  11  99  ES 

5935 

Connectors,  Receptacle,  Electrical,  Cooxiol,  Rodio  Frequency,  Series  SMA 

MIL-C-39012/93A 

CR 

24  Sep 

86 

CR 

EC 

85 

(Uncobted,  Female,  Printed  Circuit,  Class  2)  USER-ME  AT  AM  OS  AS  MC  19 
REV-Ml  AV  99  17  11  ES 

5935 

Connectors,  Receptacle,  ElectrUol,  Cooxiol,  Rodio  Frequency,  Series  SMB 

MII-C-39012/96A 

CR 

24  Sep 

86 

CR 

EC 

85 

(Uncabled,  Mole,  Printed  Circuit,  Right  Angle,  Class  2  USER-AT  ME  AV  AR 

MC  19  REV-Ml  99  11  17  ES 

5935 

Connectors,  Receptocle,  Electrlcol,  Cooxiol, radio  Frequency,  Series  Smo 

MII-C-39012/94A 

CR 

24  Sep 

86 

CR 

EC 

85 

(Uncobled,  Femole,  Printed  Circuit,  Right  Angle,  Closs  2)  USER-ME  AT  AM 

AS  OS  MC  19  REV-Ml  SH  11  99  17  ES 

5935 

Connectors,  Receptocles,  Electrical,  Cooxiol,  Radio  Frequency,  Series  OSC, 

MIL-C-39012/85B 

CR 

03  Oct 

86 

CR 

EC 

85 

(Cabled,  Socket  Contoct,  Jom  Nut  Mounted,  Reor  Mounted,  Closs  2) 

USER-AV  AT  OS  AS  MC  19  REV-M!  EA  SH  99  1 1  17  80  ES 

5935 

Connectors,  Receptocles,  Electricol,  Cooxiol,  Rodio  Frequency,  Series  QSC, 

MIL-C-39012/86B 

CR 

03  Oct 

86 

CR 

EC 

85 

(Cobled,  Socket  Contact,  Jam  Nut,  Front  Mounted,  Closs  2)  USER-AV  AT  OS 

AS  MC  19  REV-Ml  EA  SK  99  17  11  80  ES 

5935 

Connectors,  Receptacle,  Electrical,  Cooxiol,  Rodio  Frequency  (Series  N  (Cobted) 

MIL-C-39012/132 

CR 

10  Jul 

85 

CR 

EC 

85 

•  Jam  Nut  Mounted,  Socket  Contact,  Closs  2)  For  Semirigid  Coble  USER-AT 

AV  AS  MC  OS  19  REV-Ml  EA  SH  11  17  80  99  ES 

5935 

Connectors,  Receptacle,  Electricol,  Cooxiol, rodio  Frequency,  Series  EIA  Flonge 

MII-C-39012/124A 

EC 

09  Dec 

86 

CR 

EC 

85 

(Semirigid  Ccbie,  CIrrsi  7)  (For  Uie  With  MIL-C-28830/5)  USER-AM  AT  AS 

MC  OS  90  REV-Ml  SH  11  15  99 

5935 

Connectors,  Receptocle,  Electrical  Cooxiol,  Rodio  Frequency  (Series  6NC,  Solder 

M1L-C-39012/128A 

CR 

24  Sep 

86 

CR 

EC 

85 

Pocket,  Socket  Contoct  Jom  Nut  Mounted,  Isoloted,  Class  2) 

5935 

Connectors,  Trioxiol,  Rodio  Frequency,  (Series  Ttt  (Cobled)  Pin  Contact,  CIrts 

MIL-C-49142/8  (2) 

CR 

14  Sep 

87 

CR 

EC 

85 

2)  USER-AT  AS  MC  SH  19  REV-AR  Ml  OS  SH  11  17  99  ES 

5935 

Connectors,  Trioxiol,  Radiofrequency  (Scries  Trt  (Cobled)  Receptocle,  Socket 

MIL-C-49)42711  (2) 

CR 

14  Sep 

87 

CR 

EC 

85 

Corrloct,  Clnsi  2)  USER-AT  AS  MC  SH  19  REV-AR  Ml  OS  SH  11  17  99  ES 

5935 

Connectors,elec.circ,minioture,hi  Den, quick  OlsccnfboyoneMhreod,  &  Breech 

DOD-C-38999/48  (2) 

AS 

06  Apr 

81 

CR 

AS 

85 

Coupl),env  Resis,remov  Crimp  &  Hermet  Solder  Cont,recep,weld  Mounting 

Herm, breech  Coupl.herm  Solder  Contocls,series  lv,metric  REV-MI  AR  EC  OS 

MC  11  15  17  99  ES 

5935 

Connectors,elec,<ir<,minioture,hi  Den, quick  0iscon(boyor.et,threod,&  Breech 

DOD-C-38999/4) 

AS 

01  Mof 

80 

CR 

AS 

85 

Coupl),env  Resls,remov  Crimp  &  Hermet  Solder  Coni, recep, box  MJg 

Flon,herm, breech  Coupl,herm  Solder  Contocts, series  lv,metric  Votidated  Sep 

87  REV-Ml  AR  MS  OS  EC  99  17  15  11  ES 

NOTICE  I 

5935 

Connectors, elec,€irc,min!alure,hi  Den, quick  0iscon(boyonet,threod,&  Breech 

DOD-C-38999/43 

AS 

01  Mor 

80 

CR 

AS 

85 

Coupi),env  Resis,remov  Crimp  &  Hermet  Solder  Cont.recep,Iom  Nut 

Mounting, herm, breech  Coupl.herm  Solder  Contacts,  Series  lv,metric  VaUdoted 

Sep  87  REV-MI  AR  MC  OS  EC  99  17  15  11  ES 

NOTICE  1 

5935 

MIL-C-55074/4B 
NOTICE  1 

CR 

03  Mor 

88 

CR 

5935 

Contact  Bushing,  Electric,  Wire  Barrel  Validated  Oct  84  USER-14  19  REV-MI 

MS-3348E 

AS 

30  Jun 

78 

CR 

AS 

85 

AR  OS  AS  EC  YD  CG  17  99  11  ES 

5935 

Contoct  Wire  Barrel,  Crimp  Type  Validated  May  61  USER-MC  19  REV-AR  ME 

MS-3190F 

AS 

02  Apr 

63 

AS 

Ml  CR  17  85  11  ES 

SUPL  1 

5935 

Contoct,  Electricol  Connector,  Socket,  Crimp  Removoble,  Shielded,  (For 

MlL-C-81511  Series  2  Connectors)  Validated  Jul  82  USER-OS  REV-EC  MC 

SH 

Contact,  Eleclricol-plug  Connector,  Romp  Power,  416/240  Volts,  lorge.  Female 

MIL-C-39029/14A 

AS 

02  Aug 

76 

AS 

5935 

MS-27283B 

85 

27  Feb 

87 

85 

Validated  Feb  67 

NOTICE  1 

5935 

Contoct,  Electrical  Connector,  Pin,  Crimp  Removable,  (For  MIL-C-28748/9 

MII-C-39029/36A  (1) 

EC 

22  Apr 

80 

CR 

EC 

85 

ConnecloH)  VaUdated  Jan  86  USER-OS  REV-AR  Ml  AT  AS  MC  99  17  11  E3 

5935 

Contnct,  Electric  Connector,  Shielded  Coble  Applications,  Size  8  Validated  May 

MS-14056 

EC 

08  Dec 

72 

CR 

EC 

11 

BS  USER-CG  MC  19  REV-MI  AS  OS  17  85  ES 

5935 

Contoct,  Electrical  Connector,  Pin,  Crimp  Removable,  (For  Mll-C-d1511  Series  1 

MII-C-39029/47C  (1) 

AS 

21  Aug 

87 

CR 

AS 

85 

&  2  Conneelon)  (Inoctive)  USER-OS  REV-EC  MC  SH  TD  99  ES 

5935 

Contact,  Electrical  Connector,  Socket,  Crimp  Removable,  Shielded  For 

MS-18233B 

EC 

10  Mar 

69 

EC 

RG-178B/U  And  RG-196A/U  Coble  VaKdoled  Apr  8)  REV-ES 

5935 

Contact,  Electricol  Connector,  Pin,  Crimp  Removoble,  (For  Mll-C-22992  Class  1 

MIL-C-39029/48D 

EC 

16  Sep 

35 

CR 

EC 

85 

Connecloti)  USER-AT  OS  SH  REV-MI  MC  AS  1 1  17  99  ES 

5935 

Contact,  Electricol  Connector,  Socket,  Crimp  Removoble  (For  MtL-C'22992  Clos 

C-39029/49D 

EC 

16  Sep 

85 

CR 

EC 

85 

L  ConneclorO  USER-AT  OS  REV-MI  AS  MC  17  11  99  ES 

3933 

Contact,  clectricoi  Connector,  Socket,  Crimp  Removoble,  (For  Mil'C-2o74o/i0 

mil  C'3y02y/37A  (i) 

EC 

22  Apr 

CO 

Cn 

CC 

85 

ConneclorO  Validated  Jan  86  USER-ME  AV  OS  MC  REV-AR  Ml  AT  AS  80 

17  11  ES 

5935 

Contoct,  Electricol  Connector,  Pin,  Crimp  Removoble,  (For  MtL-C-5015  Series 

MIL-C-39029/44C  (1) 

AS 

21  Dec 

87 

CR 

AS 

85 

MS3400  Conneelofj)  USER-OS  REV-MI  AR  MC  EC  11  99  17  ES 

5935 

Contoct,  Electricol  Connector,  Socket,  Crimp  Removoble,  (For  MiL-C  5015  Series 

MIL-C-39029/45C 

AS 

09  Apr 

87 

CR 

AS 

85 

MS3400  Connectors)  USER-OS  REV-AR  Ml  MC  EC  SH  99  17  11  ES 

5935 

Contoct,  Electrical  Connector,  Socket,  Crimp  Removable  Shielded,  (For 

MIL-C-39029/51A 

85 

25  Apr 

80 

CR 

AS 

85 

Mll-C-83733  Connectors)  Validated  Aug  86  USER-OS  REV-MI  AR  MC  SH  EC 

99  17  11  ES 

NOTICE  1 

5935 

Contoct,  Electrical  Connector,  Pin,  Crimp  Removable,  Shielded,  (For 

MII-C-39029/54B 

85 

30  Jon 

87 

85 

Mll-C-26500)USAF(  And  Mll-C-26518)USAF(  Connectors)  Validated  Jan  87 

NOTICE  1 

REV.99  17  11  ES 
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L 

5935 

Contact,  Electrical  Connector,  Socket,  Crimp  Removable,  Shielded,  (For 
MIL-C-26500)USAF(  And  MIL-C-26518)USAF(  Conneclorj)  Validated  Jan  87 
REV.99  17  11 

MIL-C-39029/55B 
NOTICE  1 

85 

30  Jon 

87 

85 

5935 

Contact,  Electricol  Connector,  Socket,  Crimp  Removoble,  (For  MtL*C'38999 

Series  1,  III  And  IV  Connectors  USER-AT  OS  REV-MI  MC  SK  EC  99  17  11  15 

ES 

Contoct,  Electricol  Connectors,  Socket,  Crimp  Removable,  (For  MIL-C-24308, 

MII-C-39029/56D 

85 

12  Apr 

84 

CR  AS 

85 

5935 

MIL-C-39029/57B 

85 

22  Apr 

80 

CR  AS 

85 

Mll-C.55302/68,  /71,  HI,  /75,  MIL-C-389V9  Seriei  I!  And  Mll-C-83733  NOTICE  1 

Connettofj)  Vol!doled  Aug  86  USER-AT  OS  REV-MI  MC  SH  EC  H  99  17  15 
ES 


5935 

Contact,  Electrical  Connector,  Pin,  Crimp  Removable,  (For  MIL-C-2430d, 
Mll-C-38999  Series  1,  II,  III,  IV  i  MIL-C-55302/59  «. 

MII-C-83733CONNECTORS)  USER-AT  OS  REV-MI  MC  SH  EC  99  17  15  11 

ES 

Contoct,  Electrical  Connector,  Socket,  Crimp  Removoble,  Shielded,  Size  8  (For 
MIL-C-38999  Series  1,  hi  And  Iv  Connectors)  USER-AT  OS  REV-MC  SH  EC  99 

15  11  ES 

MIL-C-39029/58D 

85 

12  Apr 

84 

CR 

AS 

85 

5935 

MIL-C-39029/59D 

85 

26  Dec 

88 

CR 

AS 

85 

5935 

Contact,  Electricol  Connector,  Pin,  Crimp  Removable,  Shielded,  Size  8  (For 
MlL-C-38999  Series  1,  lii  And  Iv  Connectors)  USER-AT  OS  REV-EC  MC  SH  99 

15  11  ES 

MIL-C-39029/60D 

85 

26  Dec 

88 

CR 

AS 

85 

5935 

Contoct,  Electricol  Connector,  Socket  Crimp  Removable,  (For  MIL-C-24308 
Connectors)  USER-ME  AV  OS  MC  REV-AR  Ml  AT  AS  17  11  99  ES 

MtL-C-39029/63B 

EC 

27  Jul 

87 

CR 

EC 

85 

5935 

5935 

Contoct,  Electricol  Connector,  Pin,  Crimp  Removoble,  (For  MIL-C-24308 

Connectors)  USER-AV  MC  OS  REV-AR  Ml  ME  AT  AS  11  99  17  ES 

Contact,  Electricol  Connector,  Socket,  Crimp  Removoble,  (For  MIL-C-81511 

Series  3  Connectors)  Validated  Sep  87  USER-OS  REV-EC  MC  SH  ES 

MIL-C-39029/64B 

MtL-C-39029/17C 
NOTICE  1 

EC 

AS 

27  Jul 

25  Apr 

87 

80 

CR 

EC 

AS 

85 

5935 

Contact,  Electricol  Connector,  Socket,  Crimp  Removable,  Shielded,  (For 

MIL-C-26482  Series  1  Connectors)  Validated  Sep  87  USER-OS  REV-MI  AR 

EC  MC  SH  99  17  11  ES 

MIL-C-39029/24B 
NOTICE  1 

AS 

25  Apr 

80 

CR 

AS 

85 

5935 

Contact,  Electricol  Connector  Pin,  Crimp  Removoble,  Shielded,  (For  MIL-C-26482 
Series  1  Connectors)  Validated  Sep  87  USER-OS  REV-MI  AR  EC  MC  SH  11 

99  17  ES 

MIL-C-39029/25C 
NOTICE  1 

AS 

25  Apr 

80 

CR 

AS 

85 

5935 

Contact,  Electricol  Connector,  Socket,  Removable,  Soldedess  Wrop 

Postlermlnolion  (For  MIL-C-38999  Series  II,  MIL-C-55302/68,  771,  And  775 
Connectors)  USER-OS  80  REV-MI  AR  MC  EC  SH  11  99  15  ES 

MIL-C-39029/72D 

85 

19  Aug 

88 

CR 

AS 

85 

5935 

Contact,  Electricol  Connector,  Socket,  Crimp  Removoble,  Thermocouple  (For 
MIL-C-5015  MS3450  Series  And  MIL-C-83723  Series  li  Connectors)  USER-OS 
REV-MI  AR  MC  SH  EC  11  99  17  ES 

MIL-C-39029C/S6B 

85 

19  Apr 

88 

CR 

AS 

85 

5935 

Contoct,  Electricol  Connector,  Pin,  Crimp  Removoble,  Thermocouple,  (For 
MIL-C-38999  Series  1, 11,  lii,  S  Iv,  MIL-C-24308,  S  MIL-C-83733)  USER-OS 

SH  REV-AR  EC  99  11  ES 

MIL-C-39029C/87B 

85 

19  Apr 

88 

CR  AS 

85 

5935 

Contact,  Electricol  Connector,  Pin,  CRIMP  Removable,  Shielded,  (For 
MIL-C-28748/9  Connectors)  USER-AV  OS  REV-MI  AS  MC  99  17  11  ES 

MIL-C-39029/79A 

EC 

28  Jul 

86 

CR 

EC 

85 

5935 

Contoct,  Electricol  Connector,  Socket,  Crimp  Removable,  Shielded,  (For 
MlL-C-28748/10  Connectors)  USER-AV  OS  REV-MI  MC  AS  99  17  11  ES 

MIL-C-39079/80A 

EC 

28  Jul 

86 

CR 

EC 

85 

5935 

Contoct,  Electricol  Connector,  Socket,  Crimp  Removoble,  (Thermocouple  For 
MIL-C-38999  Series  li,  MIL-C-83733,  i  MIL-C-24308  Connectors)  USER-SH 

OS  REV-AR  EC  99  17  11  ES 

MIL-C-39029C/89B 

85 

19  Apr 

88 

CR 

AS 

85 

5935 

Contact,  Electrical  Connector,  Concentric  Twlnox,  Pin,  Size  8  USER-AT  OS 

REV-MC  SH  EC  15  11  99  17  ES 

MIL-C-39029/90A 

AS 

18  Jan 

85 

CR 

AS 

85 

59,35 

Contoct,  Electricol  Connector,  Concentric  Twinox,  Socket,  Size  8  USER-AT  OS 
REV-MC  SH  EC  15  11  99  17  ES 

MIL-C-39029/9IA 

AS 

18  Jon 

85 

CR 

AS 

85 

5935 

Contoct,  Electricol  Connector,  Socket,  Crimp  Removable  (For  MIL-R-6106  8. 
MIL-S-12883/40  i  /41  Reloy  Sockets)  USER-ME  AT  AV  REV-AR  Ml  ES  99 

MIL-C-39029/92B 

CR 

02  Mor 

89 

CR 

EC 

85 

5935 

Contact,  Electricol  Connectors,  Socket  Solder,  Removoble,  Shielded,  Size  12 
(For  MIL-C-83723  Series  lii,  MIL-C-26482  Series  2,  MIL-C-83733,  & 
DOD-C-83527  Connectors)  USER-OS  REV-MI  AR  MC  EC  11  99  17  ES 

MIL-C-39029/73C 

85 

29  Aug 

86 

CR 

AS 

85 

5935 

Contoct,  Electrical  Connectors,  Pin,  Solder,  Removable,  Shielded,  Size  12  (For 
MIL-C-83723  Series  lii,  MIL-C-26482  Series  2,  MIL-C-83733  8. 
DOD-C-83527CONNECTORS)  USER-OS  REV-MI  AR  MC  EC  99  17  11  ES 

MIL-C-39029/74C 

85 

29  Aug 

86 

CR 

AS 

85 

5935 

Contact,  Electrical  Connector,  Socket,  Crimp  Removoble,  Shielded,  Size  12,  (For 
MIL-C-3S999  Series  l,ill,  8,  IV  Connectors  REV-AR  OS  MC  EC  11  15  99  17 

ES 

Contact,  Electrical  Connector  Socket,  Crimp  Removable,  Shielded,  (For 

MIL-C-26482  Series  1  Connectors  Validated  Sep  87  USER-OS  REV-MI  AR 

MC  EC  99  17  11  ES 

MIL-C-39029/75A  (2) 

85 

24  Aug 

82 

CR 

AS 

85 

5935 

MIL-C-39029/26C 
NOTICE  1 

AS 

25  Apr 

80 

CR 

AS 

85 

5935 

Contact,  Electrical  Connector,  Pin,  Crimp  Removoble,  Shielded,  Size  16,  (For 
MIL-C-38999  Series  1,  li,  lii,  Iv  &  MIL-C-24308  Connectors)  Validated  Jan  87 
REV-AR  EC  OS  -MC  99  15  17  11  ES 

MIL-C-39029r76A  (1) 
NOTICE  1 

85 

30  Jon 

87 

CR 

AS 

85 

5935 

Contact,  Electricol  Connector,  Socket,  Crimp  Removoble,  Shielded,  Size  16  (For 
MIL-C-38999  Series  1,  lii  And  Iv  Connectors)  REV-AR  EC  OS  MC  11  99  17 

15  ES 

MIL-C-39029,778 

85 

22  Nov 

85 

CR 

AS 

85 

5935 

Contoct,  Electric,  Connector,  Socket,  Crimp,  Removoble,  Composition  A,  Closs 
3(PLUS  200  Deg,  C.  Max),  Size  22,  20  And  16  Validated  May  82  REV-EC  99 

ES 

Contoct,  Electricol  Connector,  Pm,  Crimp,  Removable,  Shielded,  Size  12,  (For 
Mlt-C-38999  Series  1,  II,  III,  8-  IV  Connectors  Validated  Feb  87  REV-AR  OS 

MC  EC  17  15  11  99  ES 

MIL-C-39029/'I5A  (3) 

AS 

25  Apr 

74 

AS 

85 

5935 

MIL-C.39029/28C  (2) 

85 

13  Feb 

87 

CR 

AS 

85 

5935 

Contoct,  Electricot  Connector,  Pm,  Crimp  Removoble,  (For  MIL-C-5015  Scries 
MS3450  And  MIL-C-83723  Series  2  Connectors)  USER-OS  REV-AR  EC  99  17 

MIL-C-39029.  29B 

AS 

25  Sep 

81 

CR 

AS 

85 

II  ES 
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5935 

Contoct,  Electneol  Conneclor,  Pin,  Crimp  Removable,  Shielded,  (For 

MILC-8)5I1  Series  3  And  4  Conneclors)  VoUdaled  Jut  32  USER-OS  REV-EC 

MC  SH  99  ES 

MIL-C-39029/19A 

AS 

02  Aug 

76 

AS 

5935 

Contact,  Electneol  Connector,  Pin,  Crimp  Removable,  (For  MtL-C-26482  Series 

1,  Mll-C.265(X3  And  Mll-C-26518  Conneclors)  Validated  Sep  87  USER-OS 
REV-MI  AR  EC  MC  99  17  11  ES 

MIL-C-39029/31B 
NOTICE  1 

AS 

25  Apr 

80 

CR 

AS 

85 

5935 

5935 

Contoct,  Electneol  Connector,  Socket,  Crimp  Removable,  (For  MIL-C*26482 

Seric  1,  MIL-C-26500  And  MlL-C-26518  Conneclors)  USER-OS  REV-MI  AR 

MC  EC  n  99  17  ES 

Contoct,  Electneol  Connector,  Socket,  Crimp  Removoble  (For  Mlt-C-28840 
Connectors)  USER-OS 

MlL-C-39029/328  (1) 

MII-C-39029/84D 

AS 

EC 

09  Oct 

16  Sep 

81 

85 

CR 

AS 

EC 

85 

5935 

Contoct,  Electricol  Connector,  Socket,  Crimp  Removable,  Shielded,  (For 

MIL-C-26482  Series  2  And  MIL-C-81703  Series  3  Connectors)  VoUdotcd  May 

82  USER-OS  REV-MI  AR  MC  EC  SH  99  17  11  ES 

M1L-C-39029/8B 

AS 

02  Aug 

76 

CR 

AS 

85 

5935 

Contoct,  Electneol  Connector,  Concentric  Twmox,  Socket,  Shielded,  Si2e  8  (For 
OOD  -  C  -  83527,  Conneclor)  USER-AT  OS  REV-EC  SH  MC  11  15  17  99  ES 

MIL-C.39029/9S 

85 

08  Aug 

85 

CR 

AS 

85 

5935 

Contoct,  Eicclncol  Connector,  Generol  Specificotion  For  USER-OS  REV-MI  AR 

EC  MC  SH  17  99  11  ES 

MIL-C-39029C  (1) 
SUPP  1 

AS 

06  Aug 

86 

ER 

AS 

85 

5935 

5935 

Contact,  Electricol  Connector,  Pm,  Crimp  Removable,  (For  M1L-T-8)714  Terminot 
Junction  Systems)  USER-OS  REV-AR  Ml  AV  EC  MC  SH  11  17  99  ES 

Contact,  Electneol  Connector,  Concentric  Twinax,  Socket,  Shielded,  Size  8  (For 
DOO-C-83527,  Connector) 

MII-C-39029/1F 

MIL-C-0039029/9S 

AS 

85 

12  Mor 

15  Moy 

82 

87 

CR 

AS 

85 

85 

5935 

Contact,  Electricol  Conneclor  Concentric  Twinox,  Pin,  Size  8  (For  OOD  •  C  • 

83527  Conneclor)  USER-AT  OS  REV-EC  SH  MC  H  15  17  99  ES 

MIL-C-39029/96 

85 

08  Aug 

85 

CR 

AS 

85 

5935 

Contacb  FIccIrical  Conneclor,  Socket,  Crimp  Removable,  Thermocouple,  (For 
MIL-C-26482  Seriet  2,  Mll-C-81703  Series  3,  MIL-C-83733  Series  3,  And 
MIL-C-83733  Connectors)  USER-OS  REV-MI  AR  EC  SH  MC  17  11  99  ES 

MII-C-39029/10E  (1) 

AS 

06  Aug 

86 

CR 

AS 

81 

5935 

Contoct,  Electricol  Connector,  Socket,  Crimp  Removable,  (For  MIL-C-8)659 

Series  2  Connectors)  USER-OS  REV-AR  Ml  EC  MC  99  17  11  ES 

M1L-C-39029/12J 

AS 

25  Apr 

80 

CR 

AS 

85 

5935 

5935 

Contoct,  Electricol  Conneclor,  Socket,  Crimp  Removoble,  (For  MIL-C-81659 

Series  1  Connectors)  Validafed  Jut  82  USER-OS  REV-Wl  AR  OS  EC  SH  MC 

99  17  1 1  ES 

Contact,  Electricol  Conneclor,  Concentric  Twinox,  Pin,  Shielded,  Size  8  (For 
DOD-C-83527  Conneclor) 

MII-C-39029/3B 

MIL-C-0039029/96 

AS 

85 

02  Aug 

15  Moy 

76 

87 

CR 

AS 

85 

85 

5935 

Contact,  Vided  Cooxio!  Connector  Validated  Sep  6S  REV-99  ES . . . 

MS-33695 

AS 

17  Dec 

58 

CR 

AS 

85 

5935 

Contacts  Pin  And  Socket  Closses  G,  N,  And  H  Solder  Type,  Non-removob!e 
Validated  Apr  83  USER-ME  MC  CG  REV-MI  AT  AS  11  99  ES 

MS-18281C 

EC 

06  Oct 

70 

CR 

EC 

85 

5935 

Contocts,  Electrical  Connector,  Pin,  Crimp  Removable,  Cooxiol,  Size  1  (For 
DOD-C.83577  Conneclors)  USER-AT  OS  REV-AR  Ml  EC  SH  MC  99  11  ES 

MII-C-39029/97A 

85 

09  Dec 

88 

CR 

AS 

85 

5935 

CorMocti,  Eltclricol  Cormcclor  Pin,  Crimp  Removable,  (For  Mll-C-26482  Series 

2,  M(l-C-81703  Series  3,  Mll-C-83723  Series  1  And  lii.  And  MI1.-C-83733 
Connectors)  USER-OS  REV-MI  AR  MC  EC  99  17  11  ES 

MII-C-39029/4F 

AS 

10  Apr 

87 

CR 

AS 

85 

5935 

Contocts,  Electricol  Connector  Socket,  Crimpremovoble,  Cooxiol,  Size  1  (For 
OOD-C-83527CONNECTORS)  USER-AT  OS  REV-AR  MI  EC  MC  SH 

MII-C.39029/98A 

85 

09  Dec 

88 

CR 

AS 

85 

5935 

Contocts,  Electricol  Conneclor,  Socket,  Crimp  Removable,  (For  MiL-C'2S482 

Series  2,  Mll-C-81703  Series  3,  MtL-83723  Series  1  And  lii.  And  MIL-C-83733 
Connectors  And  MIL-S-12883/40  And  /4l  Reloy  Sockets)  USER-OS  REV-AR 

Ml  EC  MC  99  17  11  ES 

MIL-C-39029/5G 

AS 

10  Apr 

87 

CR 

AS 

85 

5935 

Contacts,  Electricol  Conneclor,  Pin,  Crimp  Removable,  Shielded,  (For 

MII.-C-8151 1  Series  1  And  2  Conneclors)  Validated  Jul  82  USER-OS  REV-MI 

AR  MC  SH  EC  17  11  99  ES 

MIL-C-39029/6A 

AS 

02  Aug 

76 

CR 

AS 

85 

5935 

Contacts,  Electrical  Conneclor  Pin,  Crimp  Removable.  Cooxiol,  Size  5  (For 

DOD  C-83527  Conneclors)  USER-AT  OS  REV-AR  Ml  EC  SH  MC  11  99  ES 

MIL-C-39029/99A 

85 

09  Dec 

88 

CR 

AS 

85 

5935 

Contocts,  Electricol  Connector,  Pin,  Crimp  Removoble,  Shielded,  (For 

MlL-C-26482  Series  2  And  MlL-C-81703  Scries  Connectors)  Validated  May  82 
USER-OS  REV-MI  AR  MC  SH  EC  99  17  11  ES 

MII-C-39029/7B 

AS 

02  Aug 

76 

CR 

AS 

85 

5935 

Contocts,  Electrical  Connector,  Pin,  Crimp  Removoble,  (For  Mll-C-8)659  Series 

2  Conneclors)  USER-OS  REV-MI  AR  SH  EC  MC  99  17  11  ES 

MIL-C-39029/11J 

AS 

25  Apr 

80 

CR 

AS 

85 

5935 

Contacts,  Electricol  Connector,  Pin,  Crimp  Removoble,  (For  Mll'C'81659  Series 

1  Conneclors)  Validated  Jul  82  USER-OS  REV-AR  Ml  MC  SH  EC  17  11  99 

ES 

Contocts,  Electricol  Connector,  Pin,  Crimp  Removable,  Thermocouple,  (For 
MIL-C-25482  Scries  2,  Mll-C-81703  Series  3,  MIL-C-83723  Series  3,  And 
MIL-C-83733  Conneclors)  USER-OS  REV-MI  AR  MC  SH  EC  11  99  17  ES 

MIL-C-39029/2B 

AS 

02  Aug 

76 

CR 

AS 

85 

5935 

MII-C-39029/9E 

AS 

19  Oct 

82 

CR 

AS 

85 

5935 

Contocts,  Electrical  Connector,  Socket,  Crimp  Removoble,  Cooxio),  Size  5  (For 
DOD-C-83527  Conneclors)  USER-AT  OS  REV-AR  Ml  EC  SH  MC  99  11  ES 

MIL-C-39029/100A 

85 

09  Dec 

88 

CR 

AS 

85 

5935 

Contocts,  Electrical  Connector  Socket,  Crimp  Removable,  Shielded,  Size  16  (For 
MIL-C-38999  Scries  li  &  Mll-C-24308  Conneclors)  REV-AR  EC  OS  MC  99  15 

11  ES 

Contocts,  Electricol  Connector,  Socket,  Crimp  Removoble  (For  Mll-S-12883/44, 
Mll-S.12883/45,  Mll-S-12883/46,  8.  Mll-R-6106/23  Relay)  USER-AT  ME  AV 
OS  REV-AR  EC  SH  MC  11  15  99  17  ES 

MII-C-39029/78B 

85 

22  Nov 

85 

CR 

AS 

85 

5935 

MII-C-39029/101A 

85 

10  Mor 

89 

CR 

AS 

85 

5935 

Contacts,  Electricol  Conneclor,  Pin,  Crimp  Removoble,  (For  DOD-C-83527 
Conneclor)  USER-OS  RE''-AR  MI  EC  SH  MC  99  11  ES 

MIL-C-39029/93A 

85 

09  Dec 

88 

CR 

AS 

85 

5935 

5935 

Contocts,  Electricol  Connector,  Socket,  Crimp  Removoble,  (For  OOD-C-83527, 
Connector)  USER-OS  REV-AR  Ml  EC  SH  MC  99  11  ES 

Contacts,  Electrical  Conneclor,  Pin,  Crimp  Removable  (For  MIL-C'28840 
Connecters)  USER-OS 

MII-C-39029/94A 

MIL-C-39029/83C 

85 

EC 

09  Dec 

16  Sep 

88 

85 

CR 

AS 

EC 

85 

5935 

Contacts,  Electricol  Connector,  Socket,  Crimp  Removable,  Thermocouple  (For 
MIL-C-38999  Series  1,  li.  Hi,  Iv  Connectors)  Validated  Jan  89  USER-OS  SH 

ES  REV-AR  EC  99  17  11 

MIL-C-39029/88A 
NOTICE  1 

85 

13  Jon 

89 

CR 

AS 

85 
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5935 

Contocti,  Electrical  Connector,  Pin,  Removable,  Solderless  Wrap  >  Post 

MIL.C-39029/71C 

85 

19  Aug 

88 

CR 

AS 

85 

T«tminalion  (For  Mll-C-38999  Series  li,  MIL-C-24308,’MIL-C-83733  And 
MlL-C-55302/69  Connectors)  USER-OS  REV-AR  MI  MC  EC  SH  U  99  15  ES 

5935 

Conlocts,  Electricol  Connector,  Pin,  Crimp  Removoble,  Cooxioi,  Size  12  (For 

MIL-C-39029/I02A 

85 

31  Mar 

88 

ER 

AS 

85 

MIL-C-38999  Series  1,  II,  III  &  IV  Connectors)  USER-19  REV-AR  AV  EC  MC 

OS  15  17  99  11 

L 

5935 

Contocts,  riectricol,  Pin,  Crimp,  Removoble  (For  MIL<C‘81511  Series  1  &  2 

MII-C-39029/33C  (1) 

AS 

21  Aug 

87 

CR 

AS 

85 

Connectors)  USER-OS  REV-SH  EC  MC  TO  99  ES 

5935 

Contacts,  Electrical  Connector,  Pin,  Crimp  Removoble,  (For  MIL-C>28748  3  And 

M1L-C-39029/34B  (1) 

EC 

22  Apr 

80 

CR 

EC 

85 

Mll-C-28478/13  Connectors)  Validated  Jan  86  USER-OS  REV-MI  AR  ME  AT 

AV  MC  AS  17  11  99  ES 

5935 

Contacts,  Electricol  Connector,  Socket,  Crimp  Removoble,  Cooxioi,  Sise  12  (For 

MIL-C-39029/103A 

85 

31  Mar 

88 

CR 

AS 

85 

Mll-C-38999  Series  1,  II,  III  &  IV  Connectors)  USER-19  REV-AR  AV  EC  MC 

OS  11  15  17  99  ES 

L 

5935 

Contacts,  Electrical  Connector,  Socket,  Crimp  Removoble,  Shielded,  (For 

MIL-C-39029/20A 

AS 

02  Aug 

76 

AS 

Mll*C'81511  Series  3  Connectors)  Validated  Jul  82 

5935 

Contocts,  Electricol  Connector,  Socket,  Crimp  Removable,  (For  MIL*C-50I6 

MIL-C-39029/30A 

AS 

25  Apr 

80 

CR 

AS 

85 

MS3450  Series  And  MIL*C*83723  Series  li  Connectors)  Validated  Sep  87 
USER-OS  REV-MI  AR  MC  EC  99  17  11  EG 

NOTICE  1 

L 

5935 

Contacts,  Electricol  Connector,  Socket,  Crimp  Removoble,  (For  Mll-C-81511 

MIL-C-39029/16C 

AS 

25  Apr 

80 

AS 

Series  4  Connectors)  Validated  Sep  87  USER-OS  REV-SH  EC  MC  ES 

NOTICE  1 

5935 

Contocts,  Electrical  Connector,  Socket,  Crimp  Removoble,  Shielded,  Size  12 

MII-C-39029/27C  (1) 

85 

03  Sep 

8’ 

CR 

AS 

85 

(For  MIL-C-38999  Series  li  Connectors)  REV-AR  MC  EC  OS  99  17  11  15  ES 

5935 

Contacts,  Electrical  Connector,  Concentric  Twinox,  Socket,  Shielded,  Size  8  (For 

Mll-C-39029/105 

EC 

09  Nov 

87 

CR 

EC 

85 

Mll-C-28840)  USER-OS  11  REV-AS  MC  ES 

L 

5935 

Contacts,  Electrical  Connector,  Pin,  Crimp  Removable,  (For  MIL-C-81511  Series 

M11-C-39029/18C 

AS 

25  Apr 

80 

AS 

3  And  4  Connectors)  Validated  Sep  87  USER-OS  REV-MC  SH  ES 

NOTICE  1 

L 

5935 

Contacts,  Electricol  Connector,  Pin,  Crimp,  Removoble  (For  MIL-C‘81511  Series 

MIL  C-39029/46C  (1) 

AS 

21  Aug 

87 

CR 

AS 

85 

2  Connectors)  USER-OS  REV-EC  MC  SH  TO  99  ES 

L 

5935 

Contacts,  Electrical  Connector,  Socket,  Crimp  Removoble,  Shielded,  (For 

MIL-C-39029/13A 

AS 

82  Aug 

75 

AS 

MIL-C-81S1 1  Series  1  Connectors)  Validated  Jul  82  USER-OS  REV-EC  MC 

SH  ES 

L 

5935 

Contacts,  Electrical,  Connector,  Socket,  Crimp  Removoble,  (For  Common 

MIL-C-39029/22A  (1) 

AS 

25  Apr 

80 

AS 

Te'minol)  System  Cts  And  Mll-C-81511  Series  3  And  4  Closs  L  Connectors) 
Validated  Sep  87  USER-OS  REV-EC  MC  99  11  ES 

NOTICE  1 

5935 

Contacts,  Electricol  Connector,  Pin,  Crimp  Removable,  Shielded  (For 

MII-C-39029/23B 

AS 

25  Apr 

80 

CR 

AS 

85 

MII-C-25482  Series  1  Connectors)  Validated  Sep  87  USER-OS  REV-MI  AR 

MC  SH  EC  99  17  11  ES 

NOTICE  1 

5935 

Contacts,  Electrical  Connector,  Socket,  Crimp  Removable,  (For  Mll-C-28748/4 

MIL-C-39029/35B  (3) 

EC 

26  Sep 

81 

CR 

EC 

85 

And  MIL-C-28748/14  Connectors)  USER-OS  MC  REV-MI  AR  AT  AS  17  11  80 

99  ES 

5935 

Controct,  Electricol  Connector,  Pin,  Crimp  Removoble,  Shielded,  (For 

MIL-C-39029/50A 

85 

30  Jon 

87 

CR 

AS 

85 

Mll-C-83733  Connectors)  Validated  Jan  87  USER-OS  REV-AR  Ml  EC  SH  MC 

99  17  11 

NOTICE  1 

1 

5935 

Controct,  Electricol  Connector,  Socket,  Crimp  Removable,  Shielded,  (For 

MII-C-39029/21A 

AS 

02  Aug 

76 

AS 

MII-C-81511  Series  4  Connectors)  Validated  Jul  82  USER-OS  REV-EC  MC 

SH  99  ES 

5935 

Contract,  Electricol  Connector,  Pin,  Crimp  Removoble,  Thermocouple  (For 

MIL-C-39029/85C 

85 

19  Apr 

88 

CR 

AS 

85 

MIL-C-5015  MS3450  Series  And  MlL-C-83723  Series  2  Connectors)  USER -OS 

SH  REV-AR  EC  99  n  15  ES 

1 

5935 

Control  Coble  Assemblies  And  Connector  Plugs  And  Receptacles  (For 

MIL-C-19062C 

OS 

30  Sep 

77 

OS 

Torpedoes)  Validated  Sep  85 

1 

5935 

Coupling  Dimenslons&receptoclc  Electrical  Connector  REV-MI  ES . . . 

MS-24243B 

NOTICE  1 

85 

13  Feb 

87 

85 

5935 

Coupling  Nut,  Pori  Of  Scries  Hn  Connectors  Validated  Jon  86  REV-AS  11  99 

ES 

Coupling,  Eor  (Inoclive  6  Dec  1971)  Validated  Apr  54  USER-ME  REV-MI  AT  AR 

MS -90260 

EC 

7  Dec 

51 

CR 

EC 

85 

5935 

MS-24057C 

EC 

06  Dec 

71 

CR 

EC 

85 

os  AS  n  99  ES 

5935 

Cover  For  Use  With  MS90362  Exiernol  Power  Rcccptscle  Validated  Sep  87 

MS-3505 

AS 

OS  Dec 

72 

CR 

AS 

85 

REV-ES 

NOTICE  1 

5935 

Cover,  Electrical  Connector,  Receptocle,  (Closs  L)  Validated  Apr  63  USER-MC 

MS-90563E 

EC 

25  Mar 

77 

CR 

EC 

85 

CG  14  19  REV-MI  AR  OS  AS  17  99  11  ES 

5935 

Covei,  Electricol  Connector,  Plug,  An  Type  USER-MI  REV-AR  AV  99  17  11  ES 

MS-25042K 

AS 

28  Dec 

87 

CR 

AS 

85 

5935 

Cover,  Electricol  Connector,  Plug,  Class  1  Validated  Apr  83  USER-CG  MC  OS 

MS-90564E 

EC 

25  Mar 

77 

CR 

EC 

85 

14  19  REV-MI  AR  AS  17  99  11  ES 

5935 

Cover,  Electricol  Connector,  Receptacle.  An  Type  USER-MI  REV-AV  AR  SC  99 

MS-25043K 

AS 

28  Dec 

87 

CR 

AS 

85 

n  17  ES 

5935 

Cover,  Electricol  Connector,  Protective,  Receptocle,  Boyonel  Coupling,  Series  1 

MS-27502G 

85 

05  Oel 

84 

CR 

AS 

85 

REV-AR  Ml  OS  EC  MC  17  15  11  99  ES 

5035 

Co'^e',  Etec*''<oi  Co'''’ec*o',  Protfciivf,  8oyo**et  Coyp*'**55,  Series  1* 

M5-2751U 

85 

31  Mo- 

88 

CR 

AS 

85 

REV-MI  AR  EC  OS  MC  15  99  ES 

5935 

Cove',  Protective,  Electricol  Connector  Plug,  Bayonet  Coupling.  Senes  1  REV-MI 

MS-27501  F 

85 

31  Mar 

88 

CR 

AS 

85 

AR  OS  MC  EC  15  99  19  ES 

NOTICE  1 

5935 

Cover,  Protective.  Electric  Connector,  Receptacle,  Push  Pull  Coupling  Validated 

MS-3183E 

AS 

21  Jul 

71 

CR 

AS 

85 

Sep  85  USER-17  REV-MI  AR  1 1  99  ES 

5935 

Cover,  Protective.  Electricol  Connector  Plug,  Boyonet  Coupling  For  MIL-C'26482 

MS-3I80F 

CR 

08  Jul 

80 

CR 

AS 

85 

Connectors  Validated  Sep  88  USER-ME  AV  MC  SH  11  REV-CR  EC  99  ES 

NOTICE  1 

5935 

Cover,  Protective,  Electricol  Connector  Receptacle,  Boyonet  Coupling  For 

MS-3I81F 

CR 

08  Jul 

80 

CR 

AS 

85 

MIL-C-26482  Conncciors  Validated  Sep  88  USER-AV  ME  SH  11  REV-CR  EC 

99  ES 

NOTICE  1 

5935 

Cover,  Protective,  Electric  Connector,  Plug  Push-pull  Coupling  Validated  Sep  85 

MS-31820 

AS 

21  Jul 

71 

CR 

AS 

85 

REV-ES 

L 

5935 

Dummy  Connector,  Electricol,  Mole  REV-82 . . . . . 

MS-27567A 

85 

24  Jun 

87 

85 
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I  5935 

5935 
5935 

I  5935 

5935 

I  5935 

5935 

5935 

5935 

5935 

L  5935 

5935 

5935 

5935 

L  5935 

5935 

5935 

5935 

5935 

5935 

I.  5935 

I  5935 

I  5935 

I,  5935 

5935 

5935 

5935 

L  5935 

I  5935 

5935 

5935 

5935 

5935 

5935 

5935 

5935 

5935 

5935 

5935 

5935 

5935 

5935 


Dummy  Connector,  Electrical,  Femole  Validated  Jan  80  REV-99  ES, . 

Dummy  Connector,  Plug&higS  Voltoge  REV-ES  — — . . . . . - — ^ 

Electrical  Connectors,  Plug  In  Sockets  &  Associated  Hordwore,  Selection  &  Use 
Ot  USER-CR  CG  MC  SH  REV-AT  Ml  AV  AS  99  tO  VI  ES 
Enclosure  For  Electric  And  Electronic  Equipment,  Novel  Shipboord  USER-ME 
REV-ES 

Extractor,  Elcctricol  Cord  Module,  Single  &  Double  Span  Style  V&  2  USER-Mt 
AR  AS  YD  REV-MC  99  1 1  ES 

Floot  Bushing,  Connectors,  Rock  And  Panel,  Minioture  Validated  Aug  86  REV-99 
ES 

Gosket,  Conductive,  Electric  Connector,  Jam  Nut  Mount  Validated  Sep  6S 
USER-ME  MC  REV.AR  AV  Ml  EC  OS  II  ES 
Gasket,  Flonge  Mount,  Connector,  Electric  Validated  May  S.i  t'SER-ME  MC 
REV-M!  AR  AV  os  II  ES 

Goskets,  Part.ol  Rf  Coaxiol  Connectors, (inoctive)  Validated  Jul  82  USER-MC 
REV-AR  Ml  99  ES 

General  Contact  Layout  For  Type  lil  Bose  Plote  Connector  (200  Grid)  Validated 
Apr  8il  USER-AR  Ml  YD  REV-mC  AS  OS  II 

Glond,  Coble  Sealing  Validated  Jul  82  REV-MI . 

Glond,  Coble  Seoling  Validated  May  85  USER-CG  MC  YD  OS  14  19  REV-MI 
AR  CR  AS  85  17  99  ES 

Grid  Patterns  Fo.  Solderless  Wropped  Electrical  Connectors  Validated  Jan  66 
USER-MI  AR  YD  AS  REV-AS  MC  II  17  99  ES 
Grip,  Coble,  Woven,  Strain  Reliel,  Axiol  Validated  Jan  86  USER-CG  MC  14  19 
REV-MI  AR  AS  OS  17  99  II  ES 

Grommet,  Rubbe-  -  Plug  Connector,  Romp  Power,  416/240  Volts  Validated 
Ala/  88  REV.99  ES 

Guide  Pin,  Elcctricol,  Connector,  Mole  And  Femole  Validated  Apr  84  USER-ME 
AM  AR  MC  OS  REV-AT  Ml  AS  II  99  FS 
Hood  Elcctricol  Connector,  Miniature  (INACTIVE  12-6-71)  Validated  Apr  64 
USER-Mc  MC.  REV-AT  AR  Ml  AS  OS 
Hood,  Elcctricol  Connector,  Right  Angle  (Inoctive  For  Design  6  Dec  1971) 
Validated  Apr  84  USER-ME  AT  MC  REV-AR  Ml  OS  AS  II  99  ES 
Hood,  Elcctricol,  For  3  Amp.  Connector  (Inactive  12-6-71)  Validated  Apr  84 
USER-ME  MC  REV-AR  Ml  AT  OS  AS  II  99 
Hood,  Elcctricol,  For  13  Amp,  Connector  (Inactive  6  Dec  1971)  Validated  May 
85  USER-ME  MC  REV-AT  AR  Ml  AS  OS  II  99 

Housing,  Connector,  Casting  And  Machinery  Validated  Jon  86 . 

Housing,  Connector  Assembly,  Style  I  Validated  tan  86 . 

Hull  Fitting,  Connector,  Plug  (Jock),  Type  UG-lucB/U,  For  Flexible, 
Solid-dielectric  Rodio-frequency  Coble 
Hull  Filling,  Connector,  Plug  Type  UG-I424/U  For  Flexible,  Solid-dieleclne 
Rodio  frequency  Coble 

Hull  Filling,  Connector,  Receptocle,  Type  UG-I495/U,  for  flexible.  Solid  • 
Dielectric  Rodio  •  Frequency  Coble 

Hull  Filling,  Connector,  Receptacle,  Type  UG-I406/U  For  Flexible,  Solid  - 
Dielectric,  Radio  ■  Frequency  Cable 

Hull  Filling,  Connector,  P'ug,  Type  UG-I407/U  For  Flexible,  Solid  -  Dieleciric, 
Radio  •  Frequency  Cable 

Hull  Filling,  Connector,  Receptacle  Type  UG-I408/U  For  Flexible, 

Solid-dielectric  Radio-frequency  Cable 
Hull  Filling,  Connector,  Plug  Type  UG-I42I/U  For  Flexible,  Solid-dielectric 
Radio-frequency  Coble 

Hull  Filling,  Connector,  End  Seol  Type  MXI203/U,  For  Flexible,  Solid  • 

Dieleciric  Rodio  •  Frequency  Cable 

Hull  Filling,  Connector,  End  Seol  Type  MX2632/U  For  Flexible,  Solid  • 

Dielectric,  Radio  -  Frequency  Coble 

Hull  fitting.  Connector,  Adopter,  Type  UGI404/U,  For  Flexible,  Solid  • 
Dielectric,  Rodio  -  Frequency  Cable 

Hull  Fittings,  Connector,  Plug,  Type  UG-14  5/U,  For  Flexible,  Solid  •  Dielectric, 
Rodio  •  Frequency  Coble 

Hull  Fittings,  Connector,  Receptocle,  Type  UG-I439/U,  For  Flexible,  Solid  - 
Dielectric  Radio  -  Frequency  Coble 

Inert  (Insulator),  Rectangular  Connector,  Polorized  Center  Screwlock,  Electrical, 
104  (Size  16  Crimp  Removable)  Socket  Contacts  Validated  Apr  82  USER-AM 
ME  MC  REV-AT  Ml  AR  OS  AS  99  11  ES 
Insert  (Insulator)  Rectangulor  Connector,  Polarized  Center  Screwlock,  Electrical, 
104  (Size  16  Crimp  Removoble)  Pin  Contacts  Validated  Apr  82  USER-ME  AV 
MC  REV-MI  AT  AR  OS  AS  SH  99  II  ES 
Insert  (Insulator),  Rectangulor  Connector,  Electrical,  26  (Size  16,  20  Crimp 
Removoble)  Socket  Contacts  USER-ME  AM  AR  MC  YD  SH  REV-AT  Ml  AS 
OS  1)  99  ES 

Insert  (Insulotor),  Rectangular  Connector,  Elcctricol,  66  (Size  16  And  20  Crimp 
Removoble)  Pin  Contocts  USER-ME  AM  MC  REV-MI  AT  OS  AS  11  99  ES 
Insert  (Insulotor),  Reclongular  Connector,  Electrical,  66  (Size  16  And  20  Crimp 
Removoble),  Socket  Contacts  USER-AM  ME  AR  OS  MC  REV-AT  Ml  AS  II 
99  ES 

Insert  (Insulotor),  Rectongulor  Connector,  Elcctricol,  75  (Size  16  And  20  Crimp 
Removoble)  Pin  Conlocts  USER-ME  AR  MC  OS  REV-AT  AS  11  ES 
Insert  (Insulotor),  Rectongulor  Connector,  Electrical,  75  (Size  16  And  20  Crimp 
Removoble)  Socket  Contacts  USER-ME  AM  AR  MC  CS  REV-MI  AT  AS  11  ES 
Insert  (Insulator),  Rectangulor  Connector,  Elcctricol,  104  (Size  16  And  20  Crimp 
Removable)  Pin  Conlocts  USER-ME  AM  AR  OS  MC  REV-AT  Ml  AS  11  99  ES 


M.,-27568 

85 

30  Aug 

67 

85 

ME-27193A 

AT 

13  Mof 

87 

AT 

17 

Mll-STD  1353B 
NOTICE  3 

EC 

20  Feb 

86 

CR 

EC 

85 

MIL  E  2036D 

SH 

10  Mor 

88 

SH 

MIL-r  287.'  I/54A 

SH 

25  Oct 

88 

ER 

SH 

85 

MS-24698 

NOTICE  1 

85 

08  Aug 

86 

85 

MS-3322B 

AS 

30  Dec 

71 

CR 

AS 

85 

MS-90484B 

AS 

05  Jun 

70 

CR 

AS 

85 

MS.90134I 

CR 

04  Moy 

73 

CR 

EC 

85 

,MS  14034 

EC 

13  Aug 

71 

CR 

EC 

85 

MS-75099 

CR 

13  Oct 

70 

CR 

MS-23747D 

EC 

15  Feb 

79 

CR 

EC 

II 

MS-I4033B 

EC 

30  Apr 

79 

CR 

EC 

85 

MS-90561E 

EC 

07  Feb 

80 

CR 

EC 

85 

MS-27271 

85 

17  Moy 

88 

85 

MS-18197E 

EC 

23  Jun 

72 

CR 

EC 

85 

MS-24018C 

EC 

06  Dec 

71 

CR 

EC 

85 

MS-24129C 

EC 

06  Dee 

71 

CR 

EC 

85 

MS-24130C 

EC 

06  Dec 

71 

CR 

EC 

85 

MS-24131C 

EC 

06  Dec 

71 

CR 

EC 

85 

MS-14062B 

PC 

16  Nov 

79 

EC 

MS-I4069C 

EC 

16  Nov 

79 

EC 

MIL-H-21367/25 

SH 

18  Oct 

85 

SH 

MIL.H-21367/26 

SH 

18  Oct 

85 

SH 

MIL.H.21367/28 

SH 

ISOci 

85 

MIL-H.21367/21 

SH 

18  Oct 

85 

MIL-H.21367/22 

SH 

18  Oct 

85 

MIL-H.2I367/23 

SH 

18  Oct 

85 

SH 

MIL.H.21367/24 

SH 

18  Oct 

85 

SH 

MIL-H.21367/15 

SH 

18  Oct 

85 

MIL.H.21367/I6 

SH 

18  Oct 

85 

MIL-H-21367/19 

SH 

18  Oct 

85 

Mll.H.21367/20 

SH 

18  Oct 

85 

MIL.H.21367/27 

SH 

18  Oct 

85 

MS.17779C 

EC 

08  Jul 

76 

CR 

EC 

85 

MS.17778C 

EC 

08  Jul 

76 

CR 

EC 

85 

MS-14005D 

EC 

18  Mor 

85 

CR 

EC 

85 

.MS-I8I84D 

EC 

18  Mor 

85 

CR 

EC 

85 

MS-I3I85C 

EC 

18  Mor 

85 

CR 

EC 

85 

MS-18187E 

EC 

19  Jul 

88 

CR 

EC 

85 

MS-I8I88D 

EC 

19  Jul 

83 

CR 

EC 

85 

MS  I818yC 

EC 

18  Mor 

85 

CR 

EC 

85 
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5935 

Insert  (Insulator),  Rectongular  Connector,  Eiectricol,  104  (Size  16  And  20  Crimp 
Removable)  Socket  Contacts  USER-ME  AM  AR  MC  REV*AT  Ml  OS  AS  11  99 

ES 

Insert  (Insulotor),  Rectongutor  Connector,  Electrical,  9  (Size  16,  20  Crimp 
Removable)  Socket  Cotila'.ts  USER-ME  AM  AR  MC  YD  REV-AT  Ml  AS  OS 

99  ES 

MS.18190C 

EC 

18  Mar 

85 

CR 

EC 

85 

5935 

MS-14005D 

EC 

18  Mor 

85 

CR 

EC 

85 

5935 

Insert  (Insulator)  Rectongular  Connector,  Electrical,  9  (Size  16,  20  Crimp 
Removable)  Pin  Contacts  USER'ME  AM  AR  MC  REV*MI  AT  AS  OS  11  99  ES 

MS.14007C 

EC 

02  Aug 

82 

CR 

EC 

85 

5935 

Insert  (Insulator),  Rectangular  Connector,  Eiectricol,  26  (Size  16,  20  Crimp 
Removoble)  Pin  Contocts  USER-ME  AM  AR  MC  YO  OS  SH  REV-AT  Ml  AS 

11  99  ES 

MS-14008C 

EC 

02  Aug 

82 

CR 

EC 

85 

5935 

Insert  (Insulator),  Rectangular  Connector,  Eiectricol  7  (Size  16  And  20  Crimp 
Removoble)  Pin  Contacts  USER-ME  AM  AR  MC  REV-MI  AT  AS  OS  11  99  ES 

MS-140108 

EC 

18  Mar 

85 

CR 

EC 

85 

5935 

Insert  (Insulator),  Rectongular  Connector,  Eiectricol  7  (Size  16  And  20  Crimp 
Removoble)  Socket  Contacts  USER-ME  AM  AR  MC  REV-MI  AT  AS  OS  11  99 

ES 

Insert  (Insulator),  Rectangular  Connector,  Polarized  Center  Screwlock,  Electrical, 

10  (Size  16  Crimp  Removable)  Pin  Contacts  Validoted  Apr  82  USER-ME  AV 

MC  REV-AT  AR  MI  AS  OS  SH  99  11  ES 

MS-14011B 

EC 

18  Mar 

85 

CR 

EC 

85 

5935 

MS-18155C 

EC 

08  Jul 

76 

CR 

EC 

85 

5935 

Insert  (Insulator),  Rectangular  Connector,  Polarized  Center  Screwlock,  Electrical, 

10  (Size  16  Crimp  Removable)  Socket  Contacts  Validated  Apr  62  USER-AM 

ME  MC  REV-MI  AT  AR  AS  OS  99  11  ES 

MS-18156C 

EC 

03  Jul 

76 

CR 

EC 

85 

5935 

Insert  (Insulotor),  Rr-ctangular  Connector,  Polorizcd  Center  Screwlock,  Electrical, 

20  (Size  16  Crirrp  Removoble)  Pin  Contacts  Validated  Apr  82  USER-ME  AV 

MC  REV-AT  AR  Ml  OS  AS  SH  99  11  ES 

MS-18157C 

EC 

08  Jul 

76 

CR 

EC 

85 

5935 

Insert  (Insulator),  Rectongulor  Connector,  Polarized  Center  Screwlock,  Eiectricol, 

20  (Size  16  Crimp  Removable)  Socket  Contacts  Validated  Apr  62  USER-AM 

ME  MC  REV-AR  AT  MI  OS  AS  99  11  ES 

MS-1S158C 

EC 

08  Jul 

76 

CR 

EC 

85 

5935 

Insert  (Insulotor)  Rectongular  Connector,  Polarized  Center  Screwlock,  Eiectricol, 

36  (Size  16  Crimp  Removable)  Pin  Contocts  Validated  Apr  62  USER-ME  AV 

MC  REV-AR  mi  AT  AS  OS  SH  99  11  ES 

MS.18159C 

EC 

08  Jul 

76 

CR 

EC 

85 

5935 

Insert  (Insulotor),  Rectangulor  Connector,  Polarized  Center  Screwlock,  Eiectricol, 

36  (Size  16  Crimp  Removoble)  Socket  Contacts  Validated  Apr  62 

ME  MC  REV-Ml  AT  AR  OS  AS  99  11  ES 

MS-18160C 

EC 

08  Jul 

76 

CR 

EC 

85 

5935 

Insert  (Insulatcr),  Rectangulor  Connector,  Polarized  Center  Screwlock,  Eiectricol, 

52  (Size  16  Crimp  Removoble)  Pin  Contocts  Validated  Apr  82  USER-ME  AV 

MC  REV-MI  AT  AR  OS  AS  SH  99  11  ES 

MS-181618 

EC 

08  Jul 

76 

CR 

EC 

85 

5935 

Insert  (Insulotar),  Rectangulor  Connector,  Polorized  Center  Screwlock,  Eiectricol, 

52  (Size  1<)  Crimp  Removable)  Socket  Contocts  Validated  Apr  82  USER-AM 

ME  MC  REV-MI  AT  AR  OS  AS  99  11  ES 

MS-18162B 

EC 

08  Jul 

76 

CR 

EC 

85 

5935 

Insert  (Insulotor),  Rectangulor  Connector,  Polarized  Center  Scrnwiock,  Electrical, 

80  (Size  15  Crimp  Removoble)  Pin  Contacts  Validated  Apr  62  AV 

MC  REV-MI  AT  AR  OS  AS  SH  99  11  ES 

MS-181638 

EC 

08  Jul 

76 

CR 

EC 

85 

5935 

Insert  (Insulotor),  Rectangulor  Connector,  Polorized  Center  Screwlock,  Eiectricol, 

80  (Size  16  Crimp  Removoble)  Socket  Contocts  Validated  Apr  62 

ME  MC  REV-AT  AR  Ml  AS  OS  99  ES 

MS-18164B 

EC 

08  Jul 

76 

CR 

EC 

85 

5935 

Insert  (Insulator),  Rectangular  Connector,  Polarized  Center  Screwlock,  Eiectricol, 

158  (Size  16  Crimp  Removoble)  Pin  Contacts  Validated  Apr  62  USER-ME  AV 

MC  REV-M.I  AR  AT  OS  AS  SH  99  11  ES 

MS-18165B 

EC 

08  Jul 

76 

CR 

EC 

85 

5935 

Insert  (Insulotor),  Rectongular  Connector,  Polarized  Center  Screwlock,  Electrical, 

158  (Size  16  Crimp  Removoble)  Socket  Contacts  Validated  Apr  82  [)SZR>fA^ 

AM  MC  RCV-AT  AR  Ml  AS  OS  99  11 

MS-18166B 

EC 

08  Jul 

76 

CR 

EC 

85 

5935 

Insert  (Insulotor),  Rectangular  Connector,  Polarized  Center  Screwlock,  Eiectricol, 

212  (Size  16  Crimp  Removoble)  Pin  Contocts  Validated  Apr  62  AV 

MC  REV-AT  mi  AR  OS  AS  SH  <>9  11  ES 

MS-18167B 

EC 

08  Jul 

76 

CR 

EC 

85 

5935 

Insert  (Insulotor),  Rectangular  Connector,  Polarized  Center  Screwlock,  Eiectricol, 

212  (Size  16  Crimp  Removable)  Socket  Contacts  Validated  Apr  82  VSER’AfA 

ME  MC  REV-AT  AR  MI  OS  AS  99  11  ES 

MS-181688 

EC 

08  Jul 

76 

CR 

EC 

85 

5935 

Insert  (Insulotor),  Rectongular  Connector,  Electrical,  14  (Size  16  And  20  C>imp 
Removable)  ^in  Contocts  USER-AM  AR  ME  MC  YO  OS  Sh  REV-AT  Ml  AS 
n  99  ES 

MS-18174C 

EC 

02  Aug 

82 

CR 

EC 

85 

5935 

Insert  (Insulotor),  Rectangular  Connector,  Eiectricol,  14  (Size  16  And  20  Crimp 
Removoble)  Socket  Contocts  USER-AM  ME  AR  MC  OS  YO  SH  REV-AT  Ml 

AS  11  99  ES 

MS-18175C 

EC 

02  Aug 

82 

CR 

EC 

85 

5935 

Insert  (Insulotor),  Rectongulor  Connector,  Eiectricol,  20  (Size  16  And  20  Crimp 
Removoble)  Pin  Contacts  USER-AM  ME  AR  MC  YO  SH  OS  REV-MI  AT  AS 
n  99  ES 

MS-18176C 

EC 

02  Aug 

82 

CR 

EC 

85 

5935 

Insert  (Insulotor,  Rectongular  Connector,  Eiectricol,  20  (Size  16  And  20  Crimp 
Removoble)  Socket  Contacts  USER-AM  ME  AR  OS  REV-MI  AT  AS  11  99  ES 

MS-18177C 

EC 

18  Mar 

85 

CR 

EC 

85 

5935 

insert  (Insulotor),  Rectongulor  Connector,  Eleclr  col,  34  (btze  16  And  2U  Crimp 
Removoble)  Pin  Contacts  USER-AM  ME  AR  MC  REV-AT  Ml  OS  AS  11  99  ES 

MS-181/8L 

tc 

18  Mar 

85 

CK 

EC 

65 

5935 

Insert  (Insulotor),  Rectongulor  Connector,  Eiectricol,  34  (Size  16  And  20  Crimp 
Removoble)  Socket  Contocts  USER-AM  ME  AR  MC  OS  REV-AT  Ml  AS  1 1  99 

ES 

Insert  (Insulator),  Rectongular  Connector,  Eiectricol,  42,  (Size  16  And  20  Crimp 
Removoble)  Pin  Coitocts  USER-ME  AM  AR  MC  OS  REV-AT  Ml  AS  11  ES 

MS-181790 

EC 

09  Feb 

87 

CR 

EC 

85 

5935 

MS-18180C 

EC 

10  Mar 

85 

CR 

EC 

85 

5935 

Insert  (Insulotor),  Reclongutor  Connector,  Eiectricol,  42  (Size  16  And  20  Crimp 
Removoble)  Socket  Contacts  USER-AM  ME  AR  MC  OS  REV-MI  AT  AS  11  ES 

MS-13181C 

EC 

18  Mar 

85 

CR 

EC 

85 

5935 

Insert  (insulotor),  Rectongular  Connector,  Electrical,  50  (Size  16  And  20  Crimp 
Removoble)  Pin  Contacts  USER-ME  AM  AR  MC  OS  REV-AT  Ml  AS  11  ES 

MS-18182C 

EC 

18  Mar 

85 

CR 

EC 

85 

5935 

Insert  (Insulotor),  Rectongulor  Connector,  Eiectricol,  50  (Size  16  And  20  Crimp 
Removoble),  Socket  Contocts  USER-AM  ME  AR  OS  MC  REV-MI  AT  AS  11 

MS-18183C 

EC 

18  Mor 

85 

CR 

EC 

85 

ES 
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5935 

inscri  Arrangements,  EIcctricol  Connector  Size  32  Class  L,  60  Amps  USER'A« 

MS-90555G 

EC 

20  Dec 

82 

CR  EC 

11 

AV  ME  MC  CG  SH  19  REV-MI  AS  YD  17  11  ES 

5935 

Insert  Arrangemeut,  EIcctricol  Connector  Shell  Size  1  Validated  Apr  83 

MS-18273C 

EC 

06  Oct 

70 

CR  EC 

85 

USER-ME  MC  CG  REV-AT  Ml  AS  1 1  99  ES 

5935 

Insert  Arrongements,  Electrical  Connector  Size  48  Class  L,  150  Amps  Validated 

MS-90567B 

EC 

28  Aug 

74 

CR  EC 

85 

Mar  80  USER-CG  MC  19  14  REV-MI  AR  OS  AS  VO  17  85  11  ES 

5935 

Insert  Arrangements,  Electrical  Connector  Shell  Size  2  USER*ME  AT  MC  CO 

MS.18274F 

EC 

26  Jan 

89 

CR  EC 

85 

REV-MI  AS  SH  11  ES 

5935 

Insert  Arrangements,  EIcctricol  Connector  Shell  Size  3  USER'ME  AT  CG  MC 

MS-18275F 

EC 

26  Jan 

89 

CR  EC 

85 

REV-MI  AS  SH  11  ES 

5935 

insert  Arrongemcnts  EIcctricol  Connector  Shell  Size  6  USER*ME  AT  CG  MC 

MS-I4004E 

EC 

26  Jon 

89 

CR  EC 

85 

REV.Ml  AS  SH  11  ES 

5935 

Insert  Arrongemcnts,  EIcctricol  Connector,  Size  52,  Closs  L,  200  Amps  USER«ME 

MS-14057E 

EC 

20  D.c 

82 

CR  EC 

85 

AV  AT  MC  SH  CG  19  REV-MI  YD  AS  11  17  ES 

5935 

Insert  Arrongemcnts,  Electrical  Connector,  Size  26  Class  L,  40  Amps  USER^AV 

MS-14054D 

EC 

20  D.c 

82 

CR  EC 

11 

ME  AT  CG  MC  OS  19  REV-MI  AS  YD  17  85  ES 

5935 

Insert  Arrongemcnts,  EIcctricol  Connector  Shell  Size  4  USER^ME  AT  CG  MC 

MS-18276F 

EC 

26  Jon 

89 

CR  EC 

85 

REV-MI  AS  SH  11  ES 

5935 

Insert  Arrongemcnts,  Electrical  Connector  Shell  Size  5  USER^ME  AT  MC  CG 

MS-18277F 

EC 

26  Jon 

89 

CR  EC 

85 

REV-MI  AS  SH  11  ES 

5935 

Insert  Arrangements,  EIcctricol  Connector,  Size  44,  Closs  1,  100  Amps  USER-AV 

MS-14055G 

EC 

20  D.c 

82 

CR  EC 

85 

AT  ME  MC  CG  OS  19  REV-MI  AS  YD  17 

5935 

Insert  Arrangements  For  MIL‘C-85028(AS)  Connector,  Electric,  Rectongulor, 

Mll-STD-1674 

AS 

25  Oct 

77 

AS 

Individual  Contact  Seal'ng,  Polarized  Center  Jockscrew  Validated  Oct  64 

REV-EC 

5935 

Insert  Arrangements  For  DOD-C-83527  Rock  To  Panel  Connectors  (Metric) 

DOD-STD-1842 

85 

15  May 

85 

CR  AS 

85 

REV-AR  Ml  EC  MC  OS  11  15  17  99  ES 

5935 

Insert  Arrongemcnts  For  MILC-26482  Environment  Resisting,  Circutor,  Electrical 

MIL-STD-1569 

CR 

05  Sep 

75 

CR  AS 

85 

Corneelori  Volidaltd  Jul  82  USER-AV  REV-AR  Ml  SH  EC  11  17 

5935 

Insert  Arrangements,  Electrical,  Connector,  Rock  And  Panel  Volldoled  Avg  86 

MS-24288D 

85 

08  Aug 

86 

85 

REV-99  ES 

NOTICE  1 

5935 

Insert  Arrangement  Electrical  Connector  Receptacle  REV-99  ES . . 

MS-24242B 

NOTICE  1 

85 

13  F.b 

87 

85 

5935 

Insert  Arrongemcnts  For  MIL-C-28804  High  Density,  Rectongulor,  EIcctricol 

MIL-STD-1632A 

EC 

27  Mor 

78 

CR  EC 

85 

Conneclorj  Validoled  Apr  84  USER-ME  AM  AR  MC  REV-AT  Ml  AS  99  11  ES 

5935 

Insert  Arrangements  For  MIL‘C*38999  And  MIL-C-27599  EIcctricol,  Ctrculor 

MIL-STD-1560A 

85 

15  Jun 

84 

CR  AS 

85 

Conne<IOfj  REV-MI  AR  OS  MS  EC  11  17  15  99  ES 

NOTICE  4 

5935 

Insert  Arrangements  For  Ml(.-C-5015,  MIL-C-22992  (Closses  C,  J,  And  R)  And 

Mll-STD-1651 

AS 

30  Moy 

79 

CR  AS 

85 

Mll-C-83723  (Serl«  II)  Elecifitol  Connectorj  Validated  Jul  82  REV-AR  EA  EC 

NOTICE  2 

11  17  15  99  ES 

30  MAY  1979 

5935 

Insert  Arrongemcnts  For  MIL-C-83723  Series  3  And  MIL-C-26500  Environment 

MIL-STD-1554 

85 

13  F.b 

87 

CR  AS 

85 

Resisting,  Ctrculor,  Electrical  Connectors  Validated  Feb  87  REV-MI  AR  AV  EC 

NOTICE  3 

15  17  11  99  ES 

19  FEB  1980 

5935 

Insert  Arrongemcnts  For  MIL  C-83733  Rack  To  Panel  Connectors,  Shell  Size  A 

MIL-ST0-1531A 

85 

25  Mor 

88 

85 

REV-99 

5935 

insert  Arrongements  For  Mll-C-83733  Rock  To  Ponel  Connectors,  Shell  Size  B 

MIL-STD-1532A 

85 

25  Mor 

88 

85 

USER-11  REV-99  70  82 

5935 

Insert  Arrongement,  MlL-C-81659  Electric  Connector,  Series  1  And  2  REV-EC 

MS-3157D 

AS 

23  Jun 

83 

CR  AS 

85 

os  80  11 

5935 

Insert  Arrangement,  MIL-C-81511  Electric  Connector,  Size  8  Validated  Sep  85 

MS-3425B 

AS 

14  Moy 

73 

CR  AS 

85 

USER-ME  MC  REV-AV  AR  Ml  OS  EC  11  99  ES 

5935 

Insert  Arrongements,  MIL-C-81511  Electric  Connector,  Size  10  Validated  May 

MS-34268 

AS 

05  D.c 

73 

CR  AS 

85 

81  USER-ME  MC  REV-AR  AV  Ml  EC  OS  11  99  ES 

5935 

Insert  Arrangements  For  MIL-C-28840(EC)  High  Density  High  Shock  Ctrculor 

MIL-STD-1698 

EC 

26  May 

81 

EC 

Electricol  Connectors 

NOTICE  2 

26  MAY  1981 

5935 

Insert  Arrongement,  MIL-C'81511  Electric  Connector,  Size  14  Validated  Sep  85 

MS-3428A 

AS 

30  Ocl 

70 

CR  AS 

85 

USER-ME  MC  REV-MI  AR  AV  OS  EC  11  99  ES 

5935 

Insert  Arrongement,  MtL-C-81511  Electric  Connector,  Size  16  Validated  Sep  85 

MS  34298 

AS 

15  Nov 

72 

CR  AS 

85 

USER-ME  MC  REV-AV  Ml  AR  OS  EC  11  99  ES 

5935 

Insert  Arrangements,  Electric  Connector,  Shell  Size  3  (Navy)  Validated  Sep  85 

MS-33698F 

AS 

21  Jul 

71 

AS 

85 

REV-EC  ES 

5935 

Insert  Arrongement,  MIL-C-81511  Electric  Connector,  Size  18  Validated  Sep  85 

MS-3430A 

AS 

30  Ocl 

70 

CR  AS 

85 

USER-ME  MC  REV-MI  AR  AV  OS  EC  11  99  ES 

5935 

Insert  Arrangement,  MIL-C-81511  Electric  Connector,  Size  20  Validated  Sep  85 

M5-3431A 

AS 

30  Oct 

70 

CR  AS 

85 

USER-ME  MC  REV-AR  AV  Ml  EC  OS  11  99  ES 

5935 

Insert  Arrangement,  MIL-C-81511  Electric  Connector,  Size  22  Validated  Sep  85 

MS-3432A 

AS 

30  Oct 

70 

CR  AS 

85 

USER-ME  MC  REV-AV  Ml  AR  EC  OS  11  99  ES 

5935 

I.-!!;.'!  Ar-'s-sssc.-:!,  MIL-C-81511  Btcirk  Ccnnsilsr,  S:i5  24  Validated  Sep  SS 
USER-ME  MC  REV-AV  AR  Ml  OS  EC  11  99  ES 

MS-3433A 

AS 

30  Oct 

70 

CR  AS 

85 

5935 

Insert  Arrangements,  Electric  Connector,  Shell  Size  7  (Novy)  Validated  Sep  85 

MS-33699F 

AS 

21  Jul 

71 

AS 

85 

REV-MI  EC  ES 

5935 

Insert  Arrangements,  Electric  Connector,  Shell  Size  12  (Navy)  Validoled  Sep  85 

MS.33700F 

AS 

21  Jul 

71 

AS 

85 

REV-MI  EC  ES 

5935 

Insert  Arrangements,  Electric  Connector,  Shell  Size  19  (Navy)  Validated  Sep  85 

MS-33701G 

AS 

21  Jul 

71 

AS 

85 

REV-EC  ES 

5935 

Insert  Arrangements,  Electric  Connector,  Shell  Size  27  (Navy)  Validated  Sep  85 

MS-33702E 

AS 

21  Jul 

71 

AS 

85 

REV-ES 

5935 

Insert  Arrangements,  Electric  Connector,  Shell  Size  37  (Navy)  Validated  Sep  85 

MS-33703F 

AS 

21  Jul 

71 

AS 

85 

REV-EC  ES 

5935 

Insert  Arrangements,  Electric  Connector,  Shell  Size  61  Validated  Sep  85  REV-EC 

MS-33704 

AS 

21  Jul 

71 

AS 

ES 
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5935 

Insert  Design^  Electrical  Connector/  Shell  Size  18/  ARRANGEMENT-16  Validated 

MS-33694 

AS 

17  Dee 

58 

CR 

AS 

85 

Sep  SS  REV-99  ES 

1 

5935 

Insert,  Bross  (For  Molded  Electrlcol  Fitting)  Validated  May  85  REV'^ES . 

MS.16747A 

EC 

13  Apr 

78 

EC 

L 

5935 

Insert,  Electrlcol  Connector  ■  Ramp  Power,  416/240  Volts,  Mole  Validated  Jun 

MS-27266 

85 

07  Oct 

63 

85 

82  REV.99  ES 

L 

5935 

Insert,  Electrlcol  Connector  -  Romp  Power,  416/240  Volts,  Femole  Validated 

MS.27282 

85 

17  Moy 

88 

85 

May  88  REV-99  ES 

NOTICE  1 

5935 

Jock  Telephone,  Types  JJ-079,  JJ*081,  JJ>082,  And  JJ>106  Validated  Sep  88 

MII-J-641/9D 

CR 

19  Sep 

88 

CR 

EC 

85 

USER-CG  MC  SH  19  14  REV-CR  AS  17  11  ES 

NOTICE  1 

5935 

Jock  U&82-U  Validated  Aug  86  REV.99  ES . 

MIL-J-5251A 

NOTICE  1 

85 

18  Dee 

52 

AS 

85 

5935 

Jock,  (Bontom)  Telephone  3  Conductor,  Double  Validated  Sep  88  US£R>AV  MC 

MIL-J-641/21 

CR 

19  Sep 

88 

CR 

EC 

85 

AS  YD  19  17  REV-CR  AS  99  11  ES 

NOTICE  1 

L 

5935 

Jock,  (Bontom)  Telephone  3  Conductor  Validated  Sep  88  USER*AV  YD  MC  AS 

MtL-J.641/19D 

CR 

19  Sep 

88 

CR 

EC 

85 

17  19  REV-MI  ME  AR  AS  99  1 1  ES 

NOTICE  1 

5935 

Jock,  Telephone,  Type  JJ-055  USER-AR  CG  MC  19  REV-Ml  EA  17  11  ES . 

MIL-J-641/8D 

CR 

12  Mor 

82 

CR 

EC 

85 

5935 

Jock,  Telephone,  U-385/U  Validated  Sep  83  USER-AV  MC  AS  YD  19  17 

MIL-J.641/22 

CR 

19  Sep 

88 

CR 

EC 

85 

REV-CR  AS  99  11  ES 

NOTICE  1 

5935 

Jock,  Telephone,  Type  JJ-083  Validated  Sep  88  USER-MC  OS  YD  19  REV-MI 

MII.J.641/10C 

CR 

07  Sep 

88 

CR 

EC 

85 

ME  17  11  ES 

NOTICE  1 

5935 

Jock,  Telephone,  Type  JJ.088  Vaiidated  Sep  88  USER-AR  MC  OS  YD  19 

MII.J-641/11C 

CR 

07  Sep 

88 

CR 

EC 

85 

REV-MI  ME  17  11  ES 

NOTICE  1 

5935 

Jock,  Telephone,  Type  JJ-089  Validated  Sep  68  USER'AR  CG  MC  OS  14  19 

MII-J-641/12C 

CR 

07  Sep 

88 

CR 

EC 

85 

REV-MI  ME  AS  17  11  ES 

NOTICE  1 

5935 

Jock,  Telephone,  Typei  JJ-092,  JJ  093,  JJ  096.  And  JJ  097  Validated  Sep  88 

M1L.J-641/13C 

CR 

07  Sep 

88 

CR 

EC 

85 

USER-MC  YD  OS  19  REV-MI  ME  17  11  ES 

NOTICE  1 

5935 

Jock.  Telephone,  Typei  JJ-09S,  JJ-IOl,  And  JJ-103  Validated  Sep  88  USER-AR 

M1L.J-641/14C 

CR 

07  Sep 

88 

CR 

EC 

85 

MC  CG  YD  19  REV-MI  ME  17  11  ES 

NOTICE  1 

5935 

Jock,  Telephone,  Types  JJ‘098,  JJ-099,  And  JJ'102  Validated  Sep  88 

MII.J-64I/15C 

CR 

19  Sep 

88 

CR 

EC 

85 

USER-MC  SH  OS  YD  19  17  REV-CR  AS  11  ES 

NOTICE  1 

5935 

Jock,  Telephone,  Types  JJ*104,  JJO05,  And  JJ-107  Validated  Sep  88 

MIL-J-64I/16C 

CR 

19  Sep 

8S 

CR 

EC 

85 

USER-MC  YD  SH  19  17  REV-CR  AS  11  ES 

NOTICE  1 

5935 

Jock.  Telephone,  Type  JJ-133  USER-MC  YD  OS  SH  19  17  REV-MI  AR  /->E  AS 

MII.J-641/17D 

CR 

04  Moy 

83 

CR 

EC 

85 

11  80  ES 

5935 

Jock,  Telephone,  Type  JJ.134  USER-MC  OS  YD  SH  19  17  REV-MI  AR  ME  AS 

MII.J-641/18D 

CR 

04  Moy 

83 

CR 

EC 

85 

11  ES 

Q 

5935 

Jock,  Telephone,  General  Spectficolion  For  USER-AV  MC  YD  OS  SK  19  17 

MIL-J.6.41E  (1) 

CR 

18  Jul 

85 

CR 

EC 

85 

REV-MI  ME  AR  AS  99  11  ES 

SUPP  1 

5935 

Jock,  Telephone,  Typei  JJ-OIS  And  JJ-019  USER-MC  YD  SH  OS  19  17  REV-MI 

MII.J.641/1D 

CR 

19  Sep 

88 

CR 

EC 

85 

AR  ME  CR  AS  1 1  ES 

NOTICE  1 

5935 

Jock,  Telephone,  Typei  JJ-OIS,  JJ-017,  JJ.024,  JJ.03S,  JJ.072,  JJ.084, 

MIL.J-641/2D 

CR 

19  Sep 

88 

CR 

EC 

85 

JJ.085,  JJ.086,  And  JJ-C87  Validated  Sep  88  USER-AT  AV  ME  MC  OS  19 
REV-CR  AS  17  11  ES 

NOTICE  1 

5935 

Jock,  Telephone,  Typei  JJ-022,  JJ.042,  JJ.073.  JJ.074,  JJ.075,  JJ-077,  And 

M11-J-641/3D 

CR 

19  Sep 

88 

CR 

EC 

85 

-078  Validated  Sep  88  USER-CG  MC  OS  SH  19  14  REV-CR  AS  17  11  ES 

5935 

Jock,  Telephone,  Type  JJ-026  Validated  Sep  88  USER-MC  YO  OS  19  17 

MIL-J-641/4C 

CR 

19  Sep 

88 

CR 

EC 

11 

REV-CR  11  ES 

NOTICE  1 

5935 

Jock,  Telephone,  Type  JJ.033  Validated  Nov  88  USER-MC  CG  OS  YD  19  14 

MIL.J-641/5D 

CR 

14  Nov 

88 

CR 

EC 

85 

17  REV-MI  AS  11  ES 

NOTICE  1 

5935 

Jock,  Telephone,  Type  JJ.034  Vaiidated  Sep  88  USER-MC  YO  SH  19  17 

M11.J-641/6C 

CR 

19  Sep 

88 

CR 

EC 

85 

REV-CR  11  ES 

NOTICE  1  f 

5935 

Jock,  Telephone,  Type  JJ-048  Validated  Sep  88  USER-MC  19  REV-CR  1 1  ES .... 

MII.-J-641/7C 
NOTICE  1 

CR 

19  Sep 

88 

CR 

EC 

85 

5935 

Jock,  Tip  (Test  Point  Type,  Ponel  Type;  Single  Test  Point  (Threoded),  low 

MII-J-39024/10D 

EC 

2S  Moy 

84 

CR 

EC 

85 

Volloge,  .080)  USER-MI  CG  MC  AS  YD  OS  19  REV-ME  EA  AR  17  1 1  99  ES 

1 

5935 

Jockbox,  Jock  &  Plug  For  Telephone,  Sound  Powered  . . . . 

Mll.J.24649  (1) 

SH 

30  Jon 

86 

SH 

5935 

Jocks,  (Bontom)  Telephone  3  Conductor,  Triple  Validated  Sep  88  USER-AV  YD 

Mll.J-641/20 

CR 

19  Sep 

88 

CR 

EC 

85 

SH  MC  19  17  REV-MI  CR  99  11  ES 

NOTICE  1 

5935 

Jockscrew,  Electrlcol,  Connector,  Mole  And  Female,  Long,  Turnoble  Validated 

MS.18194D 

EC 

n  Apr 

74 

CR 

EC 

85 

Jan  86  USER-AM  ME  MC  OS  REV-MI  AT  AS  11  99  ES 

5935 

Jockscrew,  Electrical  Connector,  Mole  And  Female,  Short,  Turnoble  Validated 

MS-18195B 

EC 

20  May 

70 

CR 

EC 

85 

Apr  83  USER-AM  ME  MC  REV-MI  AT  AR  OS  AS  ES 

5935 

Jockscrew,  Electrical,  Connector,  Mole  And  Female,  Fixed  Validated  Apr  84 

MS-18196E 

EC 

23  Jun 

72 

CR 

EC 

85 

USER-AM  ME  MC  REV-AT  Ml  OS  AS  11  99  ES 

5935 

Kit,  Strolght  And  90  Deg.  Threaded  Adopter,  Emr  Hordwore  For  Mll-C-38999 

MS.27487D 

85 

30  Jon 

87 

CR 

AS 

85 

Conneclori  Validated  Jan  87  REV-MI  AR  OS  MC  EC  17  15  11  80  ES 

NOTICE  1 

1 

5935 

Maintenance  Kit,  Electrical  Connectors,  Contacts.  And  Connector  And  Coble 

Mll-M-83521/4 

85 

28  Jul 

86 

85 

Accessories  Moint  Kit  For  Pove  Spike  System  USER-19  REV-11  17  99  ES 

L 

5935 

Mointenonce  Kit,  Electrical  Connectors,  Generol  Specificotion  For  USER-19 

MII.M-83521A 

85 

24  Jul 

87 

85 

REV-ll  12  17  99 

5935 

Mointenonce  Kits,  Electrical  Connectors,  Contocis,  &  Connector  &  Coble 

MIL-M-83521/3 

85 

29  Aug 

86 

85 

Accessories;  Mointenonce  Kit  For  AlO  Aircraft,  Connector  Systems  USER-19 
REV-ll  99  ES 

5935 

Mointenonce  Kits,  Electrlcol  Connectors,  Contocis,  &  Connectors  8-  Coble 

MII-M.83521/S 

85 

05  Aug 

85 

ER 

AS 

85 

Accjssories;  Maintenance  Kit,  Generol  Purpose,  (Atr/nitrogen  Heot  Gun) 
USER-AT  MC  YD  19  REV-AR  AV  GL  Ml  EC  OS  SH  11  99  ES 

1 

5935 

Moled  Assembly,  Connector,  Rock  And  Ponnel,  Minioture  Validated  Avg  86 

MS.24287C 

85 

08  Aug 

86 

85 

REV-ll  99  ES 

NOTICE  1 

5935 

Method  Orowing  M5SS44/5  Plug  Assembly,  Premolded  Flol  Conductor  Coble 

MS-75078A 

CR 

25  Jun 

71 

CR 

AS 

85 

Validated  Jul  82  USER-ME  REV-MI  AR  AV  AT  MC  EC  15  14  17  11 

5935 

Method  Drawing  M55544/7  Plug  Assembly,  Mo!ded*on  Flol  Conductor  Coble 

MS-75079A 

CR 

25  Jun 

71 

CR 

AS 

85 

VoUdated  Jul  82  USER-ME  REV-AV  AT  Ml  AR  MC  EC  14  17  15  85  1 1 
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5935 

Melhod  Drawing  M55544/9  Plug  Aiscmbl/,  Cylindricol  fioi  Conductor  Coble 
USER-ME  REV-AV  AT  Ml  AR  MC  EC  17  15  14  11 

MS-75080A 

CR 

25  Jon 

71 

5935 

Microphone  Boom  MT*521A/U  Validated  Feb  87  REV-99  ES  . . . . 

MS-25070A 

NOTICE  I 

85 

27  Feb 

87 

L 

5935 

Mold  ■  Spilt  Cavity  For  Molding  90-DEGREE  Plugs  Symbol  1224  Used  With 
Resisloncc  Temperature  Detectors  (Metric) 

DOD-M-24472/10 

SH 

27  Oct 

84 

1 

5935 

Mold  •  Spilt  Covity  -  For  Ungrounded  RG-17A/U  Hull  Fitting  Plug  •  Symbol 

1225  (Metric) 

DOD-M-24472/7 

SH 

27  Oct 

84 

1 

5935 

Mold  Heating  Ploten,  For  Split-covity  Molds  For  Plugs  Symbols  713  Through 

713.10  (Metric) 

DOD-M-24672/3 

SH 

27  Oct 

84 

5935 

Mold.  Potting  And  Adopter.  Electric  Connector  Validated  Sep  65  REV«MI  11  ES 

MS-3I85A 

AS 

15  Feb 

47 

1 

5935 

Mold.  Split-cavity  Formolding  90  Degree  Plugs  Symbols  713.5,  Arsd  713.8 
(Mel  tc) 

DOD-M-24472  '2 

SH 

27  Oct 

84 

1 

5935 

Molds  •  Split  Covity  For  Molding  90  Degree  Plugs  (Metric)  . . . 

DOD-M-24472/9 

SH 

27  Oct 

84 

1 

5935 

Molds  •  Split  Cavity  For  Molding  Plugs  Symbols  U70J,  1171.1,  1173.1, 

1174,1,  1175.1,  1174.1,  1177,  1177.1,  1177,2,  1178,  1229,  1230,  Type 

FHOF-9  And  RG-130/U  Coble  (Mettle) 

DOD-M-24472/4 

SH 

27  Oct 

84 

L 

5935 

Molds-split  Covity-formolding  Plugs  Of  Three,  Five,  Nine,  Fourteenond 

Twenty-four  Numbersixteen  Contocis  -electrical,  Watertight,  Submorine 
(Metric) 

DOD-M-24672/5 

SH 

27  Oct 

84 

L 

5935 

Molds-spllt-cavity-formolding  limit  Switch  Plug,  Symbol  1223  For  5‘PiN 

Connectors  Using  1  SWF-2  (Symbol  1245.1) AND  FSS-2  Coble  (Symbol 

1245.2)  ( ..elric) 

DOD-M-24672/4 

SH 

27  Oct 

84 

L 

5935 

Molds,  And  Mold  Hcoling  Ploten  For  Molding  Electrical  Connectors  And  Cobles 
(Metric) 

DOD-M-24672 

SUPP  1 

SH 

27  Oct 

84 

5935 

Nut,  Coupling,  Series  Lc  Connectors  Validated  Jan  66  USER-MC  REV-AS  11  99 

ES 

Nut,  Hexagon,  Connector  Mounting  Series  M  Validated  Jon  87  REV-MI  AR  EC 

OS  MC  15  99  17  11  ES 

MS-91598A 

EC 

14  Jul 

55 

5935 

MS.27512E 

NOTICE  1 

85 

30  Jon 

87 

5935 

Nut,  Slotted,  Hexogor^  Connector  Mounting,  Series  1  Validated  Jon  87  REV-AR 

MI  EC  OS  MC  11  17  15  99  ES 

MS-27514D 

NOTICE  1 

85 

30  Jon 

87 

L 

5935 

Pocking,  Preformed  (Inoctive  6  Nov  1964)  Validated  Jut  82  REV-ES. . . 

MS-35133A 

CR 

06  Nov 

64 

1 

5935 

Pin  Contoct,  Eleetticol  C0NNECT0R&N0.12,  14  &  14  A.w.g.  USER-ME  MC 

YD  REV-AR  ES 

MS-27 1488 

AT 

24  Sep 

84 

5935 

Pin,  Straight  Heoded  Validated  Apr  84  USER-ME  AM  MC  REV-mI  AT  AR  OS 

AS  n  99  ES 

MS-182058 

EC 

23  Jun 

72 

t 

5935 

Plato,  Cover,  Conneelor  Vatidalcd  May  $5  USER-MI  AR  AS  YD  REV-MC  99  17 

11  ES 

Plate,  Retaining,  Receptocle,  Electritol,  Connector,  For  Site  14  And  20  Contoct 
Connectorj  Validated  Apr  S4  USER-ME  AM  AR  MC  REV-MI  AT  OS  AS  11 

99  ES 

MS-14041B 

EC 

30  Apt 

79 

5935 

MS.18198B 

EC 

23  Jun 

72 

5935 

Plote,  Retoining,  Receptacle,  Electrical,  Connector  For  Size  34,  42,  50  And  75 
Contact  Connectors  Validated  Apr  64  USER-AM  ME  AR  MC  OS  REV-MI  AT 

AS  1 1  99  ES 

MS.18199B 

EC 

23  Jun 

72 

5935 

Plote,  Retaining,  Receptacle,  Electrical,  Connector,  For  Size  66  And  104  Contoct 
Connectors  Validated  Apr  83  USER-ME  AM  MC  REV-AR  Ml  AT  OS  AS  99 

ES 

Plug  Assemblies,  Straight . . . . . . 

MS-18200A 

EC 

20  Moy 

70 

L 

5935 

MiL-P-24217/7 

SH 

05  Sep 

84 

1 

5935 

Plug  Assemblies,  Right  Angle . . . 

MIL-P-24217/8 

SH 

05  Sep 

84 

5935 

Plug  Assembly  &  Instrument  Electricol  (Supersedes  Usof  Owg  37A5157) 

Validated  Av~  REV.99 

AN3n6 

REV  2 

85 

14  Oct 

52 

L 

5935 

Plug,  Connector  (Ty^.  S-m)  UG-692/U  (Inactive  6  Nov  1964)  Validated  Jot  82 
REV-ES 

MS.35115A 

CR 

06  Nov 

64 

L 

5935 

Plug,  Connector  (Type  S  M)  UG-693/U  (Inactive  6  Nov  1964)  Validated  Jut  82 
REV-ES 

ms-351  14A 

CR 

06  Nov 

44 

L 

5935 

Plug,  Connector  (Type  Sm)  UG&699/U  Validated  Jul  82  REV-MI  ES  . . 

MS-35122A 

CR 

31  Mor 

55 

Q 

5935 

Plug,  Electric,  Aircraft  Storoge  Battery  Validated  Sep  87  REV-MI  11  99  ES.. ..... 

MIL-P-18148C  (2) 
NOTICE  1 

AS 

08  Sep 

87 

L 

5935 

Plug,  Electric,  Two-wire,  Aircraft  Storoge  Battery . . . . . . 

MS-3349C 

AS 

01  Jun 

84 

5935 

Plug,  Electric,  Four  Wire,  Aircroft  Storage  Battery  REV  BO  ES . 

M5-25182G 

AS 

O’ 

84 

L 

5935 

Plug,  Electricol,  12  Pin,  5  Ampere,  125  Volt  Direct  Current  (Symbol  No.  718.1) 
Validated  Aug  60 

MII-P-2724/4A 

SH 

30  Apr 

48 

L 

5935 

Plug,  Electrical,  3  Pin  Grounded,  10  Ampere,  450  Volt,  60  Cycle,  Single  Phose 
(Symbol  No.  1257)  REV-ES 

MIL-P-2726/52A 

SH 

03  Jul 

84 

L 

5935 

Plug,  Electrical,  4  Pin  Grounded,  10  Ampere,  450  Volt,  60  Cycle,  A.C.,  Symbol 

No.  1258  REV-ES 

MIL-P-2724/53A 

SH 

03  Jul 

84 

L 

5935 

Plug,  Electricol,  4  Pole  Grounded,  lOo  A-’oere,  450  Volt,  3  Phose  (Symbol  No. 
1222)  Validated  Jan  83  REV-ES 

Mll-P-2724/29 

SH 

30  Jun 

47 

L 

5935 

Plug,  Electrical,  10  Amoere,  125  Volt,  Single  Pole,  Mole  (Symbol  No.  727  1) 
Validated  Jon  83  REV-ES 

MII.P-2726/30 

SM 

30  let 

47 

L 

5935 

Plug,  Electricol,  10  Ampere,  125  Volt,  Double  Pole,  Mole  (Symbol  No.  729.1) 
300667  Validated  Jon  83  REV-ES 

MlL.P-2726/31 

SH 

30  Jun 

47 

L 

5935 

Plug,  End  Seol,  Electricol  Connector,  Size  16,  20,  And  50  Ohms  Cooxiol 

Validated  Feb  87  REV-AV  99  ES 

MS-27I84S 

NOTICE  1 

85 

27  Feb 

87 

5935 

Plug,  End  Scol,  Electric  Connector  Validated  Aug  61  USER-ME  REV-MI  99  ES,... 

MS-25251A 

AS 

18  Sep 

41 

5935 

PI09,  End  Seol,  For  MIL-C-24482,  Mll-C-5015,  Mll-C-81703  And  Mll-C-83723 
Electricol  Conneclorc  Validated  Apr  82  USER-AV  REV-MI  AR  SH  EC  17  11 

ES 

Plug,  End  Scol,  Electricol  Connector  REV-MI  AR  EC  15  11  99  . . . . . . 

MS-3I87E 

AS 

14  Apr 

77 

5935 

MS-27488L 

AS 

15  Mar 

85 

L 

5935 

Plug,  Retaining,  Threoded  (Inoctive  6  Nov  1964)  Validated  Jul  82  REV-ES.......... 

MS-35135A 

CR 

06  Nov 

64 

5935 

Plug,  Telephone  (Type  PJ-047B  And  PJ-047R)  And  Accessory  Screw  Validated 

Sep  88  USER-SH  MC  OS  17  REV-AR  ME  Ml  AS  11  ES 

MIL-P-442/  1A 
NOTICE  1 

CR 

19  Sep 

88 

CUSTODIAN 
CR  AS  85 
AS  85 
SH 
SH 
SH 

CR  AS  85 
SH 

SH 

SH 

SH 

SH 

SH 

CR  EC  85 

CR  AS  85 

CR  AS  85 

CR 

AT 

CR  EC  85 
CR  EC  85 
CR  EC  85 

CR  EC  85 

CR  EC  85 

SH 

SH 

AV  85 

CR 

CR 

CR 

AV  AS  85 

ER  AS  85 
AV  AS  85 
SH 

SH 

SH 

SH 

SH 

SH 

85 

CR  AS  85 
CR  AS  85 

CR  AS  85 
CR 

CR  EC  85 
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5935 

Plug,  Telephone  {Type  U-384/U)  5  Conductor,  Single  Validated  88 

MIL-P-642/14 

CR 

19  Sep 

88 

CR 

EC 

85 

USER-AV  MC  AS  19  17  REV-AR  ME  Ml  AS  99  85  11 

NOTICE  1 

5935 

Plug,  Telephone  (Type  PJ-292)  And  Accessory  Screws  Validated  Feb  80 

MIL-P-642/7A 

CR 

03  Jul 

73 

CR 

EC 

85 

USER-SH  MC  OS  17  REV-ME  Ml  AS  11  ES 

5935 

Plug,  Telephone  (Type  PJ*309)  And  Accessory  Screws  Volidoled  Feb  80 

M".-P-642/8A 

CR 

03  jul 

73 

CR 

EC 

85 

USER-MI  CG  MC  OS  17  REV-AR  ME  11  ES 

5935 

Plug,  Telephone  (Type  PJ*327)  And  Accessory  Screws  Validated  Feb  60 

MIL-P-542/9A 

CR 

03  Jul 

73 

CR 

EC 

85 

USER-SH  MC  OS  REV-AR  ME  Ml  AS  17  I)  ES 

5935 

Plug,  Telephone  (Type  ^J-500B  And  PJ-540R)  And  Accessory  Screws  Validated 

MIL-P-642/10A 

CR 

19  Sep 

88 

CR 

EC 

85 

Sep  88  USER-MI  MC  CG  OS  17  REV-ME  11  ES 

NOTICE  1 

5935 

Plug,  Telephone  (Type  PJ>636)  And  Accessory  Screws  Validated  Sep  68 

M1L.P.642/11A 

CR 

19  Sep 

88 

CR 

EC 

85 

USER-OS  SH  MC  17  REV-MI  AR  ME  AS  11  ES 

NOTICE  1 

5935 

Plug,  Telephone  (Types  PJ-051B  And  PJ>051R)  And  Accessory  Screws  USER-MI 

MIL-P-442/'28 

CR 

23  Sep 

87 

CR 

EC 

85 

MC  CG  OS  17  REV-AR  ME  11  ES 

5935 

Plug,  Telephone  (Type  PJ-054B  And  PJ-045R)  And  Accessory  Screws  Validated 

MIL-P-642/3A 

CR 

19  Sep 

88 

CR 

EC 

85 

Sep  88  USER-SH  MC  OS  REV-MI  ME  Al.  AS  11 

NOTICE  1 

5935 

Plug,  Telephone  (Types  PJ-055B,  PJ-055R  And  PJ-055M)  And  Accessory  Screws 

MII-P-642/4A  (1) 

CR 

19  Sep 

88 

CR 

EC 

85 

Validated  Sep  88  USER-MI  CG  MC  OS  17  REV-AR  ME  85  11  ES 

NOTICE  1 

5935 

Plug,  Telephone  (Type  PJ-068)  And  Accessory  Screws  Validated  Feb  60 

MIL-P-642/5A 

CR 

03  Jul 

73 

CR 

EC 

85 

USER-SH  MC  OS  REV-ME  Ml  AR  AS  11 

5935 

Plug,  Telephone  (Type  PJ-291)  And  Accessory  Screws  Validated  Feb  80 

MIL-P-642/6A 

CR 

03  Jul 

73 

CR 

EC 

85 

USER-MI  CG  MC  OS  17  REV-ME  11  ES 

Q 

5935 

Plug,  Telephone,  And  Accessory  Screws,  General  SpecUlcotion  For  USER-MC 

MIL-P-642D 

CR 

19  Sep 

88 

CR 

EC 

85 

os  17  REV- AS  11  85  ES 

SUPP  1 

NOTICE  1 

5935 

Plug,  Telephone,  And  Accessory  Screws  (Screws,  Termirsot  And  Shell)  Validated 

MIL-P-642/12B 

CR 

19  Sep 

88 

CR 

EC 

85 

Sep  88  USER-MI  CG  MC  OS  SH  17  REV-AR  ME  99  11  ES 

NOTICE  ) 

1 

5935 

Plugs  &  Coble  Assemblies,  Externol  Power,  Aircroft,  230/400  Volt,  400  Herti 

MS-21378A 

85 

30  Nov 

84 

85 

REV.99  1 1  ES 

5935 

Plugs,  Telephone  (Type  PJ-711,  PJ-778)  3  Conductor,  Sirsgte,  Double  Validated 

MIL-P-642/13A 

CR 

19  Sep 

88 

CR 

EC 

85 

Sep  88  USER-AV  SH  MC  19  17  REV-AR  ME  Ml  AS  99  11 

NOTICE  1 

L 

5935 

Power  Receptocle,  Aircroft,  Electronic  Test  Equipment,  Wiring  Of  Validated  Nov 

MS-24435A 

85 

03  Nov 

88 

85 

SSREV-ll 

NOTICE  1 

L 

5935 

Pressure  Proof  Plug  Cop  Assembly . . . 

MIL-P-24217/9 

SH 

05  Sep 

84 

SH 

L 

5935 

Pressure  Proof  Receptacle  Cop  Ass  mbly. . . . 

Mll-P-24217/10 

SH 

05  Sep 

84 

SH 

L 

5935 

Pressurized  keceplocle.  Connector  UG&696/U  Validated  Jan  62  REV-ES..,. . 

MS-35)  198 

CR 

31  Oc) 

56 

CR 

5935 

Radio  Frequency  Connector  Interfoces  For  MIL  C<3d43,  MiL-C-3650, 

MIL-STD-348 

CR 

25  Mar 

86 

CR 

EC 

85 

MIL-C-3555,  Mll-C-25515,  Mll-C-39012,  Mll-C-19142,  Mll-A-55339, 
ANOMIL-C-83517  USER-CG  MC  REV-AT  AV  AS  SH  10  11  17  99 

5935 

Receptacle  &  Airspeed  Tube  Electrical  Validated  Jul  71  REV-99  ES . 

AN3115 

85 

2  Dec 

41 

AV 

AS 

85 

1 

5935 

Receptacle  And  Switch,  Electricol,  Enclosed  15  Ampere,  125  Volt,  Interlocicmg, 

MII-R-2726/48A 

SH 

03  Jul 

86 

SH 

Grounded  (S/mbol  No  900.1)  REV-ES 

1 

5935 

Receptacle  And  Switch,  Electricol,  15  Ampere,  125  Volt,  Bloded  Type, 

MII-R-2726/39A 

SH 

03  Jul 

86 

SH 

Grounded  (Symbol  No.  919)  REV.ES 

1 

5935 

Receptacle  Assembly  (Union  Type)  . . . . . . . 

MIL-R-242)7/)) 

SH 

05  Sep 

84 

SH 

1 

5935 

Receptacle  Assembly  (Mid  Flange,  Bolted,  Union  Type).... . . . . 

MIL-R-242)7/12 

SH 

05  Sep 

84 

SH 

1 

5935 

Receptacle  Assembly  (Mid  Flongc,  locknut.  Union  Type) . . . 

MIL-R-242)7/)3 

SH 

05  Sep 

84 

SH 

L 

5935 

Receptocle  Assembly  (Welded  Type) . . . . . 

MIL-R-24217/1 

SH 

05  Sep 

84 

SH 

1 

5935 

Receptacle  Assembly  (Flonged  -  Welded  Type) . . . . . . . 

Mll-R-242)7/2 

SH 

05  Sep 

84 

SH 

1 

5935 

Receptocle  Assembly  (In  line  Type) . . . . . . . . . . 

MIL-R-24217/3 

SH 

05  Sep 

84 

SH 

L 

5935 

Receptacle  Assembly  (Mid-flcnge  Bolted  Type) . . 

MIL-R-24217/4 

SH 

05  Sep 

84 

SH 

L 

5935 

Receptocle  Assembly  (End  flonged  Bolted  Type)  . . . . . . . . . 

MIL-R-24217/5 

SH 

05  Sep 

84 

SH 

L 

5935 

Receptacle  Assembly  (LocHut  Flonge  Type)  . . . 

Mll-R-242)7/6 

SH 

OS  Sep 

84 

SH 

1 

5935 

Receptacle  Channel,  Electricol.  10  Ampere.  125  Volt,  Bloded  Type,  Grounded 

MIL-R-2726/40A 

SH 

03  Jul 

86 

SH 

(Symbol  No.  730  4)  REV-ES 

L 

5935 

Receptocle  With  Switch,  Electricol,  30  Ampere,  450  Volt,  Alternoting  Current, 

MIL-R-2726/19B 

SH 

03  Jul 

86 

SH 

60  HZ,  3  Phase,  Interlocking,  Grounded  (Symbol  No  915.1)  REV-ES 

1 

5935 

Receptacle  With  Switch,  Electricol,  30  Ampere,  450  Volt,  1  Phose,  Interlocking, 

MII-R.2726/20A 

SH 

03  Jul 

86 

SH 

Grounded  (Symbol  No.  916.1) 

L 

5935 

Receptacle  With  Switch,  Electricol,  30  Ampere,  250  Volt  Direct  Current, 

MIL-R-2726/21A 

SH 

03  Jul 

86 

SH 

Interlocking,  Grounded  (Symbol  No.  917.1)  REV-ES 

L 

5935 

Receptacle  With  Switch,  Electricol,  60  Ampere,  208/117  Volt,  3  Phose, 

MIL.R-2726B/27A 

SH 

03  Jul 

86 

SH 

Interlocking,  Grounded  (Symbol  No.  776.1)  REV-ES 

1 

5935 

Receptocle,  Adopter,  Electricol,  IS-AMPERE,  125-VOlT,  Alternoting  Current, 

MIL-R-2726/51B 

SH 

03  Jul 

86 

SH 

Grounded  (Symbol  No,  2440.2)  REV-ES 

L 

5935 

Receptacle,  Adopter,  Electricol,  15  Ampere,  125  Volt,  AC,  60  to  400  HZ, 

Mll-R-2726/'72A 

SH 

01  Nov 

72 

SH 

Grounded  (Symool  No  2439)  Validated  Mar  79  REV-ES 

1 

5935 

Receptocle,  Cop  Assembly,  Electricol  (Symbol  No.  1142.1).................................. 

MIL-R-2726/13D 

SH 

03  Jul 

86 

SH 

1 

5935 

Receptacle,  Connector  (Type  Sm)  UG-697/U  (Inoctjve  For  Design)  Validated  Jul 

MS-3S120D 

CR 

15  Jon 

73 

CR 

32  .REV  ES 

L 

5935 

Receptocle,  Connector,  U-i08/U  Validated  Jvl  82  REV-ES . . . . . 

MS-35I37A 

CR 

26  Moy  54 

CR 

L 

5935 

Receptocle,  Connector,  (Type  Sm)  UG&698/U  Validated  Jvl  82  REV-ES  _ _ _ _ 

MS-35I21B 

CR 

31  Oei 

56 

CR 

1 

5935 

Receptocle,  Connector  (Type  Sm)  UG&700/U  Validated  Jvl  82  REV-Ml  ES  ... _ 

MS-35123B 

CR 

31  Oct 

56 

CR 

L 

5935 

Receptacle,  Connector  (Type  Sm)  UG&923/U  Validated  /u/ 82  REV-ES . 

MS-35124B 

CR 

31  Oc) 

56 

CR 

L 

5935 

Receptacle,  Connector,  U‘107/U  Validated  Jul  82  REV-ES . . . . . 

MS-35135A 

CR 

26  Moy  54 

CR 

L 

5935 

Receptocle,  Connector,  (Type  Sm)  UG&694/U  Validated  Jvl  62  REV-ES  . . 

MS-35)  178 

CR 

30  Oct 

56 

CR 

1 

5935 

Receptocle,  Connector  (Type  Sm)  UG/695/U  Validated  Jvl  82  REV-ES  . . . 

MS-351 18C 

CR 

26  Oct 

57 

CR 

L 

5935 

Receptocle,  Electricol,  Enclosed,  3  Pm  Grounded,  40  Ampere,  450  Volt 

MIL.R.2726/14B 

SH 

03  Jul 

86 

SH 

Alternoting  Current  (Symbol  Nos.  1145.1,  1145.2  And  1145.3) 

L 

5935 

Recep'cie,  Electric  Connector  Rocket  Igniter  Assembly  Validated  Sep  8S 

MS-25250 

AS 

25  Jun 

57 

AS 

REV-ES 

t 

5935 

Receptacle,  Electricol,  WotertigK',  15  Ampere,  125  Volt,  400  HZ,  Bloded  Type, 

MII-R-2726/71B 

SH 

03  Jul 

86 

SH 

Single  Phoio,  Grounded  (Symbol  No  1101)  REV-ES 
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5935 

Receptocle,  Electric,  Aircroft  Storoge  BoHery  REV>ES . . . . . 

MS-3509F 

AS 

27  Nov 

85 

AV  AS  99 

L 

5935 

Reccptocle,  Electricol,  3-PlN  Grounded,  10*AMPERE,  450*VOLT,  60<HERTZ, 

Single  Pliose  (Symbol  No.  1262)  R6V*6S 

MILR-2724/57A 

SH 

03  Jul 

86 

SH 

L 

5935 

Receptocle,  Electrical,  4>PtN  Grounded,  10-AMPERE,  450  Votl,  6''‘HEMZ, 
Alternating  Current  (Symbol  No.  1263)  REV-ES 

MII.R.2726/58A 

SH 

03  Jul 

86 

SH 

L 

5935 

Receptocle,  Electricol,  3-PIN  Grounded,  10  Ampere,  450*VOLT,  400  hertz. 

Single  Phoie  (Symbol  No.  1264)  REV-ES 

MIL-R-2724/59A 

SH 

03  Jul 

86 

SH 

L 

5935 

Receptocle,  Electrical,  4-PIN  Grounded,  10-AMPERE,  450-VOLT,  400  Hertz, 
3-PHASE  (Symbol  No.  1265)  REV-ES 

MIL-R-2726/60A 

SH 

03  Jul 

86 

SH 

1 

5935 

Receptocle,  Electrical,  4-POlE  Grounded,  60  Ampere,  450  Volt,  3  Phote 
(Symbol  No.  1266)  REV-ES 

Ma-R-2726/61A 

SH 

03  Jul 

86 

SH 

1 

5935 

Receptocle,  Electrical,  Enclosed,  3-PIN  Grounded,  10-AMPERE,  450  Volt, 

60  HERTZ,  Single  Phose  (Symbol  No.  1267)  REV-ES 

MIL-R-2726/62B 

SH 

03  Jul 

86 

SH 

1 

5935 

Receptacle,  Electrical,  Enclosed,  4-PIN  Grounded,  10-AMPERE,  450-VOLT, 
60-HERTZ,  Alternollng  Current  (Symbol  No.  1268)  REV-ES 

MIL-R-2726/63B 

SH 

03  Jul 

86 

SH 

L 

5935 

Receptocle,  Electricol,  Enclosed,  3-PIN  Grounded,  10  AMPERE,  450  Volt,  4'#0 

Hertz,  Single  Phose  (Symbol  No.  1269)  REV-ES 

M1L-R-2726/64B 

SH 

03  Jul 

86 

SH 

1 

5935 

Receptacle,  Electricol,  Enclosed,  4-PIN  Groundec,  10-AMPERE,  450  Volt,  40C 

Hertz,  3-PHASE  (Symbol  No.  1272)  REV-ES 

MIL-R-2724/65B 

SH 

03  Jul 

86 

SH 

1 

5935 

Receptocle,  Electrical,  Totally  Enclosed,  15  Ampere,  125  Volt,  60  HZ,  Bloded 

Type,  Grounded  (Symbol  No  730.1)  REV-ES 

MIIR-2726/46D 

SH 

1C  Jun 

87 

SH 

1 

5935 

Receptocle,  Electricol,  Enclosed,  10  Ampere,  125  Volt,  3  Phase  Grounded 
(Symbol  No.  741.2)  REV-ES 

MIL-R-2726/47A 

SH 

03  Jul 

86 

SH 

L 

5935 

Receptacle,  Electrical,  Totally  Enclosed,  15  Ampere,  125  Volt,  4CX>  HZ,  Bloded 

Type,  Single  Phose,  Grounded  (Symbol  No  1 100) 

MIL-R-2726/70B 

SH 

03  Jul 

86 

SH 

L 

5935 

Receptacle,  Electricol,  Enclosed,  3  Pin  Grounded,  50  Ampere,  250  Volt 

Alternating  Current  (Symbol  Not.  1146.1,  1146.2,  And  1146.3) 

MIL-R-2726/15B 

SH 

03  Jul 

86 

SH 

L 

5935 

Receptacle,  Electrical,  Enclosed,  15  Ampere,  125  Volt,  G  Pole  (Symbol  No. 

1098.1)  REV-ES 

MIL-R-2726/41A 

SH 

03  Jul 

86 

SH 

L 

5935 

Receptacle,  Electricol,  Enclosed,  60  Ampere,  500  Volt,  3  Phose,  Grounded 
(Symbol  No.  746.2)  REV-ES 

MIL-R-2726/42A 

SH 

03  Jul 

86 

SH 

L 

5935 

Receptacle,  Electricol,  (Bloded)  15  Ampere  With  3  Ampere  Switch,  Type  Dpst, 

125  Volt,  Grounded,  Totally  Enclosed  (Symbol  918.1)  REV-ES 

MII-R-2726/43A 

SH 

03  Jul 

86 

SH 

L 

5935 

Receptocle,  Electricol,  E.'.cloted,  15  Ampere,  125  Volt,  2  Pole,  Grounded 
(Symbol  No.  735.3)  REV-ES 

Ml  L-R -2726/47 A 

SH 

03  Jul 

86 

SH 

L 

5935 

Receptocle,  Electrical,  10  Ampere,  125  Volt,  Single  Pole,  Ponet  Mounted 
(Symbol  No,  775.1)  REV-ES 

Ma-R-2726/32A 

SH 

03  Jul 

86 

SH 

L 

5935 

Receptacle,  Electricol,  40  Ampere,  125  Volt,  Single  Pole,  Ponel  Mounted, 

Female  (Symbol  No.  1213.2)  REV-ES 

MIL-R-2726/35B 

SH 

03  Jul 

86 

SH 

1 

5935 

Receptocle,  Electrical,  40  Ampere,  125  Volt,  Single  Pole,  Ponel  Mounted,  Mole 
Type  (Symbol  No.  1213.3  -  Red,  Symbol  No.  1213.5  •  Block)  REV-ES 

MIL-R-2724/34B 

SH 

03  Jul 

86 

SH 

L 

5935 

Receptacle,  Electricol,  15  Ampere,  125  Volt,  60  HZ,  Bloded  Type,  Grounded 
(Symbol  No  1099.1)  REV-ES 

MIL-R.2726/37D 

SH 

03  Jul 

86 

SH 

1 

5935 

Receptocle,  Electricol,  Enclosed,  4  Pin  Grounded,  40  Ampere,  450  Volt 

Alternoling  Current  (Symbol  Nos.  1147.1,  1147,2  And  1147,3) 

MII-R.2726/16A 

SH 

03  Jul 

86 

SH 

L 

5935 

Receptacle,  Electricol,  15  Ampere,  125  Voil,  Bloded  Type,  Grounded  (Portoble) 
(Symbol  No.  1215)  REV-ES 

MIL-R.2726/73B 

SH 

03  Jul 

86 

SH 

L 

5935 

Receptocle,  Electricol,  Enclosed,  3  Pin  Grounded,  40  Ampere,  125  Volt 

Alternating  Current  (Symbol  Nos.  1148.1,  1148.2,  And  1148.3) 

MIL-R.2726/17B 

SH 

03  Jul 

86 

SH 

L 

5935 

Receptacle,  Electricol,  Triple,  50  Ampere,  250  Volt  Direct  Current,  3  Pole 
Grounded  (Symbol  No.  1105.1)  REV-ES 

MII-R.2726/I8A 

SH 

03  Jul 

86 

SH 

1 

5935 

Receptacle,  Electricol,  Enclosed,  100  Ampere,  250  Volt  Direct  Current,  Bulkheod 
Mounted  (Symbol  No.  726.1) 

MIL-R-2726/23A 

SH 

03  Jul 

86 

SH 

L 

5935 

Receptacle,  Electricol  4  Pole  Grounded,  100  Ampere,  450  Volt,  3  Phase,  ( 

Symbol  No.  1221)  REV-ES 

MIL-R.2726A/28 

SH 

03  Jul 

36 

SH 

L 

5935 

Receptocle,  Electricol,  2  Pin,  40  Ampere,  125  Volt  Direct  Current  (Symbol  Nos. 
756.1  And  756.2) 

MII-R-2726/7A 

SH 

03  Jul 

86 

SH 

L 

5935 

Receptocle,  Electricol,  3  Pin  Grounded,  50  Ampere,  250  Volt  Direct  Current 
(Symbol  Nos.  757.1  And  757.2) 

MIL-R.2726/8A 

SH 

03  Jul 

86 

SH 

L 

5935 

Receptocle,  Electricol,  4  Pin  Grounded,  40  Ampere,  450  Volt  Alternating 

Current  (Symbol  Nos.  758.1  And  758.2) 

MII-R-2726/9A 

SH 

03  Jul 

86 

SH 

1 

5935 

Receptocle,  Electricol,  12  Pin,  5  Ampere,  125  Volt  Direct  Current  (Symbol  No. 
759.1) 

MIL-R-2726/10B 

SH 

03  Jul 

86 

SH 

L 

5935 

Receptacle,  Electrical,  3  Pin  Grounded,  40  Ampere,  450  Volt  AUernoting 

Current  (Symbol  No.  1141-1) 

M1L-R-2726/11B 

SH 

03  Jul 

86 

SH 

L 

5935 

Receptocle,  Electrical,  3  Pin  Grounded,  40  Ampere,  125  Volt  Alternating 

Current  (Sy.mbol  Nos.  1144.1  &  1144,2) 

MIL-R-2724/)2A 

SH 

03  Jul 

86 

SH 

L 

5935 

Receptacle,  Electricol  Connector,  25  Ampere,  500  Volt,  3  Phase  Grounded 
(Symbol  No.  722.1) 

MIL-R.2726/25A 

SH 

03  Jul 

86 

SH 

5935 

Reccpiocio,  Grounding,  Instoiiotion  Gt  Vah'dated  Sep  So  ReV-do  6o  99 . 

MS-33645C 

NOTICE  1 

M 

SO  Sep 

83 

AV  AS  I! 

L 

5935 

Receptacle,  Cutlet,  Electricol,  Welding,  200AMPERE,  Direct  Curren  T,  Constant 
Potenliol  (Symbol  No,  770.2) 

MIL.R.2726/22A 

SH 

03  Jul 

86 

SH 

L 

5935 

Receptocle,  Outlet  Switch,  Electricol,  100  Ampere,  125  Volt,  60  Ampere,  250 

Volt,  Interlocking,  Grounded  (Symbol  No.  772.1)  REV-ES 

MII-R.2724/45B 

SH 

03  Jul 

86 

SH 

L 

5935 

Receptacle,  Outlet,  Triple,  Electricol,  Portoble,  15  •  Ampere,  125  -  Volt 

Alternoling  Current,  Double  Pole,  Grounded,  25-FOOT  Coble  Extension 
(Symbol  No,  779)  REV-ES 

M1L-R-2726/69B 

SH 

03  Jul 

86 

SH 

1 

5935 

Receptocle,  Outlet,  Triple,  Electricol,  40  Ampere,  450  Volt,  60  HZ  Alternating 
Current,  4  Pole,  Portoble,  Plostic,  Grounded  (Symbol  Not  765.6,  765.7,  & 
765.8)  REV-ES 

MIL-R.272d/49D 

SH 

03  Jul 

86 

SH 

1 

5935 

Receptacle,  Plug,  Electricol,  15  Ampere,  125/250  Volts,  2  Pole  Grounded 
(Symbol  No.  720.3)  REV-ES 

MII-R-2726/50C 

SH 

03  Jul 

86 

SH 

510 


FSC  USTING 


FSC  TITLE 

L  5935  Receptacle,  Plug,  EIcctricot,  3  PIN  Grounded,  10  Ampere,  450-VOLT,  400  Hertz, 
SIngle-phoJe  (Symbol  No.  1259)  REV-ES 

I  5935  Receptacle,  Plug,  Electrical,  4-PIN  Grounded,  10  Ampere,  450-VOLT, 

400-HERT2,  3-PHASE  (Symbol  No.  1260)  REV-ES 
L  5935  Rcccptocle,  Plug,  Elcctricol,  4-POLE  Grounded,  60-AMPERE,  450-VOLT, 

3.PHASE  (Symbol  No.  1261)  REV-ES 

L  5935  Receptacle,  Plug,  Connector,  Electrical,  10  Ampere,  125  Volt,  3  Phote  Ground 
(Symbol  No.  706.1)  REV-^S 

L  5935  Receptocic,  Plug,  Electrico),  40  Ampere,  125  Volt,  Single  Pole,  Mole  (Symbol 
No.  1214.2  -  Red,  Symbol  No.  1214.5  •  Block)  REV-ES 
L  5935  Rcccptocle,  Plug,  Electricol,  40  Amperes,  125  Volt,  Signol  Pole,  Female  Type 
(Symbol  No  1214.3  Red,  Symbol  No  1214.4  Block)  REV-ES 
L  5935  Receptacle,  Plug,  Elcctricol,  100-AMPERE,  250  Volt,  Direct  Currerst,  3  Pole 
(Symbol  No.  721.1)  REV-ES 

L  5935  Receptacle,  Plug,  Elcctricol,  15  Amp,  125  V,  Btoded  Type,  Grounded  (Symbol 
No.  1218.3)  REV-ES 

L  5935  Receptocic,  Plug,  Elcctricol,  3  Pin  Grounded,  40  Ampere,  450  Volt  Allerrioting 
Current  (Symbol  No.  1140.1)  REV-ES 

L  5935  Receptacle,  Plug,  Electrical  4  Pin,  60  Ampere,  208/117  Volt,  3  Phase  (Symbol 
No  728.1)  REV-ES 

L  5935  Receptacle,  Plug,  Electricol,  Connector,  25-AMPERE,  500  Volt,  3  Phose 
Grounded  (Symbol  No.  707.1)  RtV-ES 

L  5935  Receptacle,  Plug,  Electrical,  3  Pin  Grounded,  40  Ampere,  125  Volt  Alternating 
Current  (Symbol  No.  1143.1) 

L  5935  Receptacle,  Plug,  Electrical,  3  Pin  Grounded,  50  Ampere,  250  Volt  Direct 
Current  (Symbol  No.  716.1)  Vofidated  Aug  SO  REV-ES 
L  5935  Receptocic,  Plug,  Electricol,  4  Pin  Grounded,  40  Ampere,  450  Volt  Alternating 
Current,  60  HZ  (Symbol  Nr  717.1)  Validated  Aug  SO  REV-ES 
L  5935  Receptocle,  Plug,  Electrico),  2  Pin,  40  Ampere,  125  Volt  Direct  Current  (Symbol 
No.  715.1)  Validated  Aug  80  REV-ES 

L  5935  Receptocic,  Portable  Triple  Outlet,  Electricol,  60  AMPERE,  500-VOLT,  3  PHASE 
Grounded  (Symbol  No.  765  3)  REV-ES 

L  5935  Receptacle,  Receptode  Plugs,  Switch  And  Rcceptocics,  And  Outlets,  Genera) 
Specificotion  For  USER-CR  REV-AR  ES 

5935  Receptocic,  Rcleose,  Bomb,  Type  A&2  Validated  Aug  86  USER-AS  REV-99  ES  .. 
L  5935  Retoincf,  Connector,  Rock  And  Ponel,  Minioture  Validated  Aug  86  REV-99  ES.... 

5935  Ring  Coupling,  fixed  (Inoctive  12-6-71  Validated  May  85  USER-ME  MC  REV-MI 
AT  AR  AS  OS  11  99 

5935  Ring,  Coupling,  Rotating  Validated  Apr  86  USER-ME  REV-MI  99  ES . . . . . 

5935  Ring,  Potting  Boot  Electricol  Connector,  Scries  Isi  REV-MI  EC  OS  MC  15  11  17 
ES 

5935  Ring,  Rctoming,  Series  8nc  Connectors  (Inoctive  5-4.73)  Validated  Jul  82 
USER-MC  REV-AR  11  99  ES 

L  5935  Rings,  Shield  Crimp,  For  MS  3419  Backshell  (Inoctive  After  1  JUL  82  Use  MIL 
C85049/26  REV-EC  ES 

5935  Schematic  Wiring  Diagram  (External  Ac  Power  Connector,  Aircroft)  Validated 
Aug  81  USER  MC  REV.17  85  ES 

L  5935  Screw,  Flot  Hcod  Validated  May  85 . . . . . 

L  5935  Screw,  FIol  Head  Vo/i</ored  ./on  56  USER-11  REV-AR  Ml  AS  MC  YO  11  99  17 

ES 

I  5935  Shoft,  Connector,  Rack  And  PoncI  Miniature  Validated  Aug  86  REV.99  ES  . 

5935  Shell,  Electrical  Connector,  Senes  C  Connectors  Validated -Jan  86  REV-AR  99 
ES 

5935  Shell,  Electrical  Connector  For  7,  9,  14,  20,  26,  34,  42,  And  50  Contact 

Connectors  Validated  Apr  84  USER-ME  AR  AM  MC  REV-AT  Ml  AS  99  11  ES 
I  5935  Shell,  Electrical  Connecior  -  Romp  Power,  4)6^240  Volts  Validated  Jun  82 
REV99ES 

5935  She ',  Electricol  Connector,  Plug,  Rectangular,  Polarizing  USER-ME  AM  MC 
REV-AT  AR  Ml  OS  AS  11  80  ES 

5935  Shell,  Electrical  Co  n--tor.  Receptacle,  Rectongulor,  Polariz>ng  Validated  Apr  82 
USC»  am  MC  REV.MI  AT  AS  11  99  ES 

5935  Shield  For  Use  With  MS90362  External  Power  Receptacles  REV-AV  85  ES  . . 

5935  Shield,  Electrical  Connector  For  7.  9,  14,  20,  26,  34,  42,  50  &  75CONTACT 
Connectors  USER-AM  ME  AR  MC  SH  OS  RSV-Ml  AT  AS  11  99  ES 

5935  Sh-eld,  Electr-col  Connector  For  Size  66  And  104  Contact  Connectors  USER-AM 
*V*C  Ms.  RCV  ml  AT  AR  A3  03  1 »  c3 

5®35  Shield,  Electricol  Connecior  For  7,  9,  14,  20,  26,  34,  42,  And  50  Contoci 
Connectors  USER-AR  AM  ME  MC  REV-AT  Ml  AS  11  99  ES 

5935  Shield,  Electricol  Connector  For  7,  9,  14,  20  And  26  Rock  And  Ponel  Contoci 
Connector  Validated  Apr  82  U5ER*ME  AM  MC  OS  REV-MI  AT  AS  II  99  ES 

5935  Shield,  Elcctricol  Connecior  For  Size  34,  42,  50  And  75  Rock  And  Ponel 

Contoci  Connector  Validated  May  85  USER-ME  AM  AR  MC  OS  SH  REV-AT 
Ml  AS  11  99  ES 

I  5935  Short  Support,  Coble,  Electricol  Connector  (For  Clots  £  And  K  Connectors) 
(Inactive)  REV.17  11  99  ES 

5^35  Sleeve,  Boyonci,  Scries  C  Connectors  Validated  Jul  82  USER-MC  REV-AS  11 
99  ES 

5935  Sleeve,  Coupling.  Port  Of  Senes  C  Connectors  Validated  Jut  82  REV-aS  11  99 
ES 


DOCUMENT 


NUMBER  POEP 


MIL.R-2726/5aA  SH 

MIL-R-2726/S5A  SH 

MIL-R-2726/56A  SH 

MIL.R.2726/68C  SH 

MII-R-2726/33B  SH 

MIL-R.2726/3<1C  SH 

MIL-R-2726/46A  SH 

MIL-R-2726/38C  SH 

MIL.R-2726/5B  SH 

M1L-R.2726C/26B  SH 

M1L-R-2726/24B  SH 

MIL-R-2726/6B  SH 

MIL.R-2726/2A  SH 

MILR-2726/3B  SH 

MIL-R.2726/1A  SH 

MILR.2726/44A  SH 

MII.R.2726B  SH 

MILR-7052B  85 

NOTICE  1 

MS-24696  85 

NOTICE  I 

MS.24128C  EC 

MS-24120C  Ml 

NOTICE  ) 

MS-27485F  85 

MS-90144B  CR 

MS-31618  AS 

MS-177938  AS 

MS-14065B  EC 

MS-14066B  EC 

MS-24699A  85 

NOTICE  1 

MS-90228B  EC 

MS-14072  EC 

MS-27267  85 

MS-I8203E  EC 

M5-18204D  EC 

MS-17845E  AS 

MS-18192F  EC 

MS-18I93D  EC 

MS-14071A  EC 

MS-24132F  EC 

MS-24133J  EC 

MS-27657B  85 

NOTICE  1 

MS-90223B  CR 

MS-90220A  CR 


DATE  CUSTODIAN 


03 

Jul 

86 

SH 

03 

Jul 

86 

SH 

03 

Jul 

86 

SH 

03 

Jul 

86 

SH 

03 

Jul 

86 

SH 

03 

Jul 

86 

SH 

03 

Jul 

86 

SH 

03 

Jul 

86 

SH 

03 

Jut 

86 

SH 

03 

Jul 

86 

SH 

03 

Jul 

86 

SH 

03 

Jul 

86 

SH 

19 

Apr 

68 

SH 

30 

Jul 

71 

SH 

19 

Apr 

68 

SH 

03 

Jul 

86 

SH 

03 

Jul 

86 

SH 

4 

Moy 

59 

CR 

85 

08 

Aug 

86 

85 

06 

Dec 

71 

CR 

EC 

85 

30 

Apr 

86 

Ml 

AS 

85 

22 

Jul 

88 

^.R 

AS 

85 

04 

May 

73 

CR 

EC 

85 

10 

Moy 

82 

AS 

18 

Dec 

74 

ME 

AS 

85 

30 

Apr 

79 

EC 

30 

Apr 

79 

CR 

EC 

85 

08 

Aug 

86 

85 

25 

Nov 

58 

CR 

EC 

85 

03 

Apr 

78 

CR 

EC 

85 

07 

Oct 

63 

85 

02 

Aug 

82 

CR 

EC 

85 

02 

Jun 

76 

CR 

EC 

85 

12 

Dec 

86 

CR 

AS 

11 

01 

Jun 

83 

CR 

EC 

85 

14 

Nov 

88 

CR 

EC 

85 

01 

Moy 

86 

CR 

EC 

85 

01 

Jun 

76 

CR 

EC 

85 

03 

Jan 

79 

CR 

EC 

85 

30 

Jan 

87 

85 

27 

Oct 

59 

CR 

EC 

85 

27 

Oct 

59 

CR 

EC 

85 

511 


F=SC  LISTING 


DOCUMENT 


ESC 

TITLE 

NUMBER 

PREP 

DATE 

CUSTODIAN 

1 

5935 

5935 

Sleeve.  Strom  Relief.  Heo!  Shrlr^koble  Validotad  Sfp  US  RPV.PC  F.S . . 

Socket  •  Reloy,  Electrleol,  8  CONTACTS,5  Ampi  (Ajg)  Vali'dafed  Jua  8) 

USER-MC  REV.17  99  6S 

Ms-sns 

MS -253228 

AS 

AS 

18 

01 

Oct 

Mar 

71 

63 

AS 

AS 

85 

L 

5935 

Socket  (Leod,  Electronic  Componenti)  (Type  hi.  Solder  Wire  Turret)  REV-99  17 

nsoEs 

Mll-S  83505/3C 

85 

30 

Nov 

87 

ER 

EC 

85 

L 

5935 

Socket  (Lead,  Electronic  Componentj)  (Type  Iv.  Solder  Cup)  REV-11  99  17  80 .. 

MIL-S-83505/4B 

85 

30 

Nov 

87 

ER 

EC 

85 

L 

5935 

Socket  (Leod,  Electronic  Components)  (Type  V,  Other)  REV*99  17  11  80  ES 

MIL-S.83505/5C 

85 

30 

Nov 

87 

ER 

EC 

85 

L 

5935 

Socket  (Leod,  Electronic  Components)  (Type  1,  Sotderless  Wrap)  REV-U  17  99 

80  ES 

MIL-S-83505/10 

85 

30 

Nov 

87 

ER 

EC 

85 

o 

5935 

Socket  And  Acceiiorlei  For  Plug*m  Electronic  Componenit  Generol 

Specilicotion  for  USER-CG  AS  MC  SH  19  REV-AV  AT  ME  Ml  EA  OS  17  11 

99  ES 

Mll-S-12e83C 

SUPP  1 

85 

22 

Dec 

83 

CR 

EC 

85 

5935 

Socket  And  Accessories  For  Plug*trs  Electronic  Components  (Electrors  Tube, 

Bottom  Mounting,  Soddle  Type,  8  Contoct,  Radiol)  Validated  Jul  82 

USER-MC  CG  OS  AS  SH  19  REV-MI  AT  ME  AV  EA  1 1  17  99  ES 

MIL-S-12883/1D  (1) 

CR 

28 

Sep 

76 

CR 

EC 

85 

5935 

Socket  And  Accessories  For  Plug*in  Electronic  Components  (Electron  Tube,  Top 
Mounting,  Saddle  Type  With  Shield  Bose,  7  Contact,  Rodiol)  VoUdoted  Sep 

88  USER-MC  CG  OS  19  REV-AR  Ml  AT  ME  AV  17  99  ES 

MIL.S.12883/2C 
NOTICE  1 

CR 

06 

Sep 

88 

CR 

EC 

85 

5935 

Socket  And  Accessories  For  Plug-in  Electronic  Components  (Vibrolor,  Top  Or 
Bottom  Mounting,  Saddle  Type,  7  Contoct,  Radiol)  Validoled  Sep  38 

USER-MC  CG  OS  SH  19  REV-Ml  AV  AT  AR  AS  11  17  99  ES 

MIL-S.12883/5C 
NOTICE  1 

CR 

19 

Sep 

88 

CR 

EC 

85 

5935 

Socket  And  Accessories  For  Plugnn  Electronic  Components  (Reloy.  Top 

Mounting,  14  Contact,  Rodiol)  Votidaled  Sep  88  USER-MC  CG  19  REV-AT 

ME  Ml  AV  AR  SH  AS  OS  11  17  99  ES 

MIL-S-)2883/6E 
NOTICE  1 

CR 

19 

Sep 

88 

CR 

EC 

85 

5935 

Socket  And  Accessories  For  Plug-in  Electronic  Components  (Electron  Tube,  Top 
Mounting,  Soddle  Type  Without  Shield  Bose,  7  Contact,  Rodiol)  Validated 

Sep  88  USER-MC  CG  OS  19  REV-MI  AT  AV  ME  AR  17  99  ES 

MIL-S-)2883/8D 
NOTICE  1 

CR 

06 

Sep 

88 

CR 

EC 

85 

5935 

Socket  And  Accessories  For  Plug-in  Electronic  Components  (Electron  Tube,  Top 
Mounting,  Saddle  Type  Without  Shield  Bose,  9  Contact,  Rodiol)  Validated 

Sep  88  USER-MC  OS  CG  ^  '9  REV-MI  AV  AT  ME  AS  11  17  99  ES 

MII-S-12B83/9B 
NOTICE  1 

CR 

06 

Sep 

88 

CR 

EC 

85 

5935 

Socket  And  Accessories  For  Plug-in  Electronic  Components  (Electron  Tube, 

Bottom  Mounting,  Soddle-type  Without  Shield  Bose,  7  Contact,  Radiol) 

Validated  Sep  88  USER-MC  OS  CG  SH  19  REV-MI  AV  AT  ME  AR  AS  11  17 

99  ES 

MIL-S-12883/)0D 
NOTICE  1 

CR 

19 

Sep 

88 

CR 

EC 

85 

5935 

Socket  And  Accessories  For  Plug-in  Electronic  Components  (Electron  Tube, 

Bottom  Mounting,  Saddle  Type  Without  Shield  Base,  9  Contoct,  Rodiol) 
Validated  Sep  88  USER-MC  OS  CG  AS  SH  19  REV-MI  AR  AT  AV  ME  11  17 

99  ES 

MIL-S-12883/11C 
NOTICE  1 

CR 

19 

Sep 

88 

CR 

EC 

85 

5935 

Socket  And  Acceiioriei  for  Plug  in  Elecironic  Components  (Socket-reloy, 

Electrieol,  20  Contoct,  5  Amperes)  USER-AT  OS  AS  MC  SH  19  REV-AV  ME 
MIAR  17  11  99  ES 

MIL-S-12883/22A  (1) 

CR 

13 

Moy 

83 

CR 

EC 

85 

5935 

Socket  And  Accessories  For  Plug-in  Electronic  Components  (Electron  Tube,  Top 
Mounting,  Saddle  Type  With  Shield  Bose,  9  Contact,  Rodiol)  Validated  Sep 

88  USER-MC  CG  OS  SH  19  REV-AR  Ml  AV  AT  AS  1 1  17  99  ES 

Mll-S-)2883/3C 
NOTICE  1 

CR 

06 

Sep 

88 

CR 

EC 

85 

5935 

Socket  And  Accessories  For  Plug-in  Electronic  Components  (Crystol,  Top  Or 

Bottom  Mounting,  2  Contoct,  In-line)  Validated  Sep  88  USER-MC  CG  OS  SH 

19  REV-AR  Ml  AV  AT  AS  11  17  99  ES 

Ma-S-12883/4E 
NOTICE  1 

CR 

19 

Sep 

88 

CR 

EC 

85 

5935 

Socket  And  Accestoriei  For  Plug-in  Elecironic  Components  (Socket-reloy, 

Electrical,  16  Contoct,  5  Amperes)  USER-AS  MC  OS  19  REV-AT  ME  AV  AR 

Ml  17  99  ES 

MII-S-12883/25A  (1) 

CR 

13 

Moy 

83 

CR 

EC 

85 

1 

5935 

Socket,  (Lead,  Electronic  Components)  (Type  Vi,  Solderless  Spring  Contoct) 

221278  REV.17  11  99ES 

MII-S-83505/6C 

85 

30 

Nov 

87 

ER 

EC 

85 

Q  1 

5935 

Socket,  (Leod,  Electronic  Components)  Generol  Specificotion  For  REV.99  17  1 1 

MII-S-83505A 

85 

30 

Nov 

87 

ER 

EC 

85 

1 

5935 

Socket,  (Lead,  Electronic  Components)  (Type  li.  Printed  Circuit)  REV-99  17  11 

80  ES 

Ma-S-83505/2B 

85 

30 

Nov 

87 

ER 

EC 

85 

L 

1 

L 

5935 

5935 

5935 

5935 

Socket,  Chip  Carrier,  General  Specilicotion  For  USER-ME  AT  MC  AS  19 

REV-AR  Ml  SH  85  99  11  ES 

Socket,  Crystol  SO-200  Validated  M  82  REV-ES . 

Socket,  Crystol  (Inoctive  Use  MIL-S-12883/4)  Validated  Jul  82  REV-ES . 

Socket,  Electron  Tube  (With  Soddle)  Validated  Jul  82  USER-ME  REV-AR  ES 

M1L-S-38533A 

M5-35093A 

MS-35092A 

M5-35090B 

17 

CR 

CR 

CR 

14 

23 

06 

21 

Jon 

Feb 

Nov 

Aug 

85 

54 

64 

68 

CR 

CR 

CR 

CR 

EC 

17 

5935 

Socket,  Plug  In  Electronic  Components,  Round  Style  (T018)  Validated  Nov  88 
USER-ME  AT  AV  AS  MC  19  REV-AR  Ml  SH  17  11  99  ES 

MIL-S-83502/6B 
NOTICE  1 

85 

03 

Nov 

88 

CR 

EC 

85 

5935 

Socket,  Plug  In  Electronic  Components,  Round  Style  (T010,  Offset)  Validated 

May  88  USER-AT  AV  ME  AS  MC  19  REV-MI  AR  SH  99  17  11  ES 

MIL-S-83502/7A 

85 

15 

May 

88 

CR 

EC 

85 

5935 

Socket,  Plug  In  Electronic  Components,  Round  Style,  General  Specificotion  For 
USER-AV  AT  ME  MC  AS  19  REV-MI  AR  SH  17  11  99  ES 

MIL-S-83502B 

NOTICE  1 

85 

01 

Nov 

88 

CR 

EC 

85 

5935 

Socket,  Plug  In  Electronic  Components,  Round  Style  (T07,  Low  Profile) 

USER-ME  AT  AV  AS  MC  19  REV-MI  AR  SH  99  11  ES 

Mll-S.83502/'1D 
NOTICE  1 

85 

01 

Nov 

88 

CR 

EC 

85 

5935 

Socket,  Plug  In  Electronic  Components,  Round  Style  (T060)  USER-AV  AT  ME 

AS  MC  19  REV-MI  AR  SH  17  11  99  ES 

MII-S-83502/8C 
NOTICE  1 

85 

03 

Nov 

88 

CR 

EC 

85 

5935 

Socket,  Plug  In  Electronic  Componenti,  Round  Style  (T05,  With  Retaining  Ring) 
)81278  Validoled  May  88  USER-ME  AT  AV  AS  MC  19  REV-MI  AR  SH  17 

99  n  ES 

Mll-S-835()2/9A 

85 

15 

Moy 

88 

CR 

EC 

85 

5935 

Socket,  Plug  In  Electronic  Components,  Round  Style  (T05,  Press  To  Fit) 

USER-ME  AV  AT  MC  AS  19  REV-AR  Ml  SH  99  11  ES 

MIL-S-83502/2D 

85 

17 

Feb 

88 

CR 

EC 

85 

5935 

Socket,  Plug  In  Electronic  Components,  (8  Pin,  Dual  In  line.  Right  Angle  leods) 
USER-MC  19  REV-AS  OS  SH  99  17  11  ES 

MII-S.83734/11D 

85 

28 

Jun 

88 

CR 

EC 

85 

5935 

Socket,  Plug  In  Electronic  Components,  Round  Style  (T08)  USER-ME  AV  AT  AS 

MC  19  REV-AR  Ml  99  11  17  ES 

MII-S-83502/3C 
NOTICE  1 

85 

03 

Nov 

88 

CR 

EC 

85 

5935 

Socket,  Plug  In  Electronic  Components,  Round  Style  (R052)  Validated  Nov  88 
USER-AT  AV  me  AS  MC  19  REV-MI  AR  SH  11  17  99  ES 

Mll-S-83502/'5B 
NOTICE  I 

85 

03 

Nov 

88 

CR 

EC 

85 

S12 
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5935 

Socket,  Plug-in  Electronic  Components,  Socket  For  Mil'R-6106  &  MIL-R-83726 
Reloys,  Squore  Poltern  USER-AS  MC  REV-AR  AT  AV  ME  SH  OS  ES  99  11 

MIL-S-12883/40C 

85 

16  Dec 

35 

CR 

EC 

85 

5935 

Socket,  Ptug-in  Electronic  Components,  (18  Pin,  Duel  Inline)  USER-MC  19 

REV-AS  OS  SH  17  99  n  ES 

MIL.S-83734/5D 

85 

05  Sep 

86 

CR 

EC 

85 

5935 

Socket,  Plug-in  Electronic  Components,  Socket  For  Mll-R-6106  Reloys  USER-MC 

AS  REV.AR  AT  AV  ME  SH  OS  ES  11  99 

MIL-S-12883,41C 

85 

16  Dec 

85 

CR 

EC 

85 

5935 

Socket,  Plug-in  Electronic  Components  (6  Pin,  Duol  In-IIno)  USER-MC  19 

REV-OS  AS  17  99  11  ES 

MIL-S.83734/10 

85 

05  Sep 

86 

CR 

EC 

85 

5935 

Socket,  Plug-in  Electronic  Components  (Socket  Reloy,  10  Amperes,  20  Contocts 

4  By  6  Pattern)  USER-AS  MC  REV-AR  AT  AV  ME  OS  SH  99 

MIL-S-12883/47 

CR 

16  Dec 

85 

CR 

EC 

85 

5935 

Socket,  Plug-in  Electronic  Components,  (22  Pin,  Ouoi  in-line)  USER-OS  AS  MC 
19REV.17  99  11  ES 

MIL-S-83734/50 

85 

05  Sep 

86 

CR 

EC 

85 

5935 

Socket,  Plug-in  Electronic  Components  (Socket-reloy,  25  Amperes,  1 1 
Contocts-squore  Poltern)  USER-AS  MC  REV-AR  AT  AV  ME  OS  SH  99  ES 

MIL-S-12883/48 

85 

16  Dec 

85 

CR 

EC 

85 

5935 

Socket,  Plug-In  Electronic  Components,  (28  Pin,  Ouol  In-line)  USER-MC  19 

REV-AS  OS  SH  17  99  11  ES 

MIL-S-83734/70 

85 

05  Sep 

86 

CR 

EC 

85 

5935 

Socket,  Plug-In  Electronic  Components,  (8  Pin,  Ouol  In-line)  USER-MC  19 

REV-AS  OS  17  99  ES 

MIL-S-83734/2D 

85 

05  Sep 

86 

CR 

EC 

85 

5935 

Socket,  Plug  in  Electronic  Components,  (14  Pin,  Ouol  In-line)  USER-MC  19 

REV-OS  AS  17  99  11  ES 

MIL-S-83734/3E 

85 

05  Sep 

86 

CR 

EC 

85 

5935 

Socket,  Plug-in  Electronic  Components,  (24  Pin,  Duol  In  line)  USER-MC  19 

REV-OS  AS  SH  17  99  11  ES 

MIL-S  83734/8D 

85 

05  Sep 

86 

CR 

EC 

85 

5935 

Socket,  Plug-in  Electronic  Components,  (36  Pin,  Ouol  In-line)  USER-MC  19 

REV-AS  OS  SH  17  99  11  ES 

MIL.S.83734/9C 

85 

21  Nov 

83 

CR 

EC 

85 

5935 

Socket,  Plug-tn  Electronic  Components,  (40  Pin,  Ouol  In-line)  USER-MC  19 

REV-OS  AS  SH  17  99  11  ES 

MIL-S-83734/10E 

85 

28  Jun 

88 

CR 

EC 

85 

5935 

Socket,  Plug-in  Electronic  Component,  (48  Pin,  Dual  In-line)  USER-MC  19 

REV-AS  OS  SH  99  17  11  ES 

MIL-S.83734/14B 

85 

21  Nov 

83 

CR 

EC 

85 

5935 

Socket,  Plug-in  Electronic  Components,  (64  Pin,  Ouol  In-line)  USER-MC  19 

REV-AS  OS  SH  17  11  99  ES 

MII-S-83734/15C 

85 

05  Sep 

86 

CR 

EC 

85 

5935 

Socket,  Plug-in  Electronic  Components,  Single-in-line,  low  Profile  (For 

Single-in-line  Pockoges 

MIL-S-83734/16 

85 

15  Oct 

84 

CR 

EC 

85 

5935 

Socket,  Push  In  Electronic  Components,  (16  Pin,  Ouol  In  line)  . . . 

MIL-S-83734/4D 

85 

05  Sep 

86 

CR 

EC 

85 

5935 

Socket,  RcIoy,  Electrical,  14  c6nTACTS,5  Amps  (Asg)  VotiJaled  Jun  81 

USER-MC  REV.17  99  ES 

MS-25326B 

AS 

01  Mor 

63 

AS 

85 

5935 

Socket,  Relay,  Electricol,  16  CONTACTS, 5  Amps  (Asg)  Votidoled  Jun  81 

USER-MC  REV.17  99  ES 

MS.25460A 

AS 

01  Mor 

63 

AS 

85 

5935 

Socket,  Relay,  Electricol,  10  CONTACTS, 10  Amp  (Asg)  Vatidoted  Jvn  81 

USER-MC  REV.17  99  ES 

MS -25458 A 

AS 

01  Mor 

63 

AS 

85 

5935 

Socket,  Reloy,  Electrical,  16  Contacts,  10  Amp.  (Asg)  Vatidaidd  Jvn  81 

USER-MC  REV-MI  17  99  ES 

MS-25462A 

AS 

01  Mor 

63 

AS 

85 

5935 

Socket,  Relay,  Electrical,  8  Contacts,  10  Amp  (Asg)  Vefidated  Jun  81  USER-MC 
REV-17  99  ES 

MS-25324B 

AS 

01  Mor 

63 

AS 

85 

5935 

Socket,  Relay,  Electricol,  14  CONTACTS, 10  Amps  (Asg)  VoUdated  Jun  81 
USER-MC  REV-MI  17  99  ES 

MS-25328C 

AS 

12  Mor 

65 

AS 

85 

5935 

Sockets  And  Accessories  For  Piug-in  Electronic  Components  (Power  Tronsistor,  2 
Contoci,  T,  10  Amperes,  TO-3  USER-CG  OS  AS  MC  19  REV-AV  AT  ME  aR 

SH  99  11  ES 

MIIS  12883/42D 

CR 

22  Moy 

87 

CR 

EC 

85 

5935 

Sockets  And  Accessories  For  PIug*in  Electronic  Components  (Transistor,  2 

Contact,  10  Amperes,  TO-66  USER-MC  CG  OS  AS  SH  19  REV-AV  AT  ME 

AR  Ml  99  17  11  ES 

MIL-S-12883/43B 

CR 

22  Dec 

83 

CR 

EC 

85 

5935 

Sockets  And  Accessories  For  Plug-in  Electronic  Components  (Socket-reloy,  5 
Amperes,  14  Contocts-squore  Poltern,  16  Contocts-squore  Pattern  USER-MC 

AS  REV-CR  ME  AT  AV  SH  EC  OS  99 

MIL-S-12883/44A 

85 

16  Dec 

85 

CR 

EC 

85 

5935 

Sockets  And  Accessories  For  Plug-in  Electronic  Components  (Socket-reloy,  5 
Amperes,  8  Conlocts-duol-in-line,  10  Contocts  USER-MC  AS  REV-CR  ME  AT 

AV  EC  OS  SH  99 

MIL-S-12883/45A 

CR 

16  Dec 

85 

CR 

EC 

85 

5935 

Sockets  And  Accessories  For  Plug-in  Electronic  Components  (Socket-reloy,  5 
Amperes,  11  Contacts*  Squore  Pottern,  13  Contocts-squore  Pattern)  USER-MC 

AS  OS  CG  REV-CR  ME  AT  AV  EC  99 

MIL-S-12883/46A 

CR 

16  Dec 

85 

CR 

EC 

85 

5935 

Sockets,  Chip  Corrier,  Ceramic,  For  Use  With  Chip  Corrier,  JEOEC,  .050 

Center,  leadless  Types  A,  B,  And  0  USER-ME  AT  AV  MC  AS  19  REV-AR  Ml 

SH  99  11  17  85  ES 

MIL-S-38533/1A 

17 

14  Jon 

85 

CR 

EC 

17 

5935 

Sockets,  Meter,  Slondord  For  (Fifth  Edition  As  Revised  To  27  Moy  87  . 

UL  414-86 

YD 

20  Nov 

87 

CR 

YD 

85 

5935 

Sockets,  Plug-m  Electronic  Components,  (Right  Angle  Leads,  For  14  And  16  Pin 
Duol-in-linc  Pockoges)  USER-MC  19  REV-AS  OS  SH  TO  99  11  ES 

ML-S.83734/12D 

85 

28  Jun 

88 

CR 

EC 

85 

5935 

Sockets,  Plug-in  Electronic  Components,  (For  20  Pin  Duol-in-llne  Pockoges) 
USER-MC  19  REV-AS  OS  SH  TO  99  11  ES 

MIL-S-83734/13C 

85 

23  Jun 

88 

CR 

EC 

85 

5935 

Sockets,  Plug  in  Electronic  Components  (For  32  Pin,  Duof-in-ime  Pockoges) 
USER-MC  19  REV-AS  OS  SH  11  99  ES 

MIL-S-83734/17 

85 

05  Sep 

86 

CR 

EC 

85 

5935 

5935 

5935 

Sockets,  Plug-in  Electronic  Components,  Ouol-in-line  (Dips)  &  Single-in-line 

Pockoges  (Sips)  USER-MC  19  REV-AS  OS  SH  TO  17  99  11  ES 

Spring  Looded  Mounting  Assembly,  Connector,  Rock  And  Ponel,  Miniat'«« 

VaUdotsd  Aug  86  REV.99  ES 

Spring-oonnecior  Rock  And  Ponel,  Minioture  Validated  Aug  86  REV-99  ES  ........ 

MIL-S-83734E 

SUPPL  1 

MS-24695 

NOTICE  1 

MS-24697 

NOTICE  1 

85 

85 

85 

05  Sep 

08  Aug 

08  Aug 

86 

86 

86 

CR 

EC 

85 

85 

85 

5935 

Slain  Relief.  ?0  Deg,  Fo-  Electric  Connectors  (Inactive)  USER-AV  REV-AR  Ml  EC 

SH  22  17  ES 

MS-3154C 

AS 

10  Jun 

82 

CR 

AS 

85 

5935 

Stroin  Relief  45  Deg  For  Eleclric  Connector  (inactive  After  1  JUL  82  Jse  MIL  C 
85049/54  USER-AV  REV-AR  MI  EC  SH  11  17  ES 

MS-3153C 

AS 

10  May 

82 

CR 

AS 

85 

5935 

Strain  Relief,  Straight,  For  Electrical  Connectors  (Inoctivc,  Use  MIL.C-85049/53) 

MS-3152E 

AS 

10  Moy 

82 

CR 

AS 

85 

USER-AV  REV.AR  Ml  SH  EC  17  1 1 
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5935 

Support,  Cobto  Right  Angle,  Closed  REV*99  11  17  ES  . . . . . 

MS-27558B 

NOTICE  1 

85 

30  Jan 

87 

85 

5935 

Support,  Coble,  Right  Angle  (Inactive)  REV>99  11  17  ES . . . . . . 

MS-27559B 

NOTICE  1 

85 

30  Jon 

87 

85 

5935 

Support,  Coble,  Electricol  Connector  (INACTIVE)  Vclidaled  Jan  87  REV-ll  99 

MS-27291D 

85 

30  Jon 

87 

85 

17  ES 

NOTICE  1 

5935 

Test  Fixture,  Probe  Domoge,  Socket  Contoct,  Connector,  Electric  Validated  May 

MS-3321A 

AS 

05  Jun 

70 

CR 

AS 

85 

82  USER-ME  MC  REV-AR  AV  Ml  EC  OS  11  ES 

5935 

Test  Methods  For  Electrical  Connectors  REV^AR  Ml  EC  11  17. . . . . . . 

MIL-STD-1344A 
NOTICE  3 

NOTICE  4 

AS 

14  Jun 

85 

CR 

AS 

85 

5935 

Union  Plug  Assemblies,  Straight..... . . . 

Mll-U-24217/14 

SH 

05  Sep 

84 

SH 

5935 

Union  Plug  Assemblies,  Right  Angle . . . . 

MILU-24217/1S 

SH 

05  Sep 

84 

SH 

5935 

Woiher,  Flat  Validated  Apr  83  USER-ME  AM  MC  REV-AT  AR  Ml  AS  99  ES . 

MS-18173A 

EC 

20  Moy 

70 

CR 

EC 

85 

5935 

Washer,  Flat,  Part  Of  Rf  Coaxial  Connectors  Validated  Jul  82  REV-11  99  ES  .... 

MS-91 124A 

CR 

13  Mar 

63 

CR 

EC 

85 

5935 

Washer,  Half,  Port  Of  Scries  C  Connectors  Validated  Jan  86  REV-AS  11  99  ES 

MS-90221A 

EC 

25  Nov 

53 

CR 

EC 

85 

5935 

Wiring  Devices,  Specific  Purpose  -  72  REV-99  . . . 

NEMA  WD5-72 
NOTICE  1 

85 

15  Moy 

88 

CR 

85 

5935 

Wiring  Devices,  Generol  Purpose  -  74  Validated  Aug  86 . 

NEMA  WDl-74 
NOTICE  1 

85 

11  Aug 

86 

CR 

85 

5940 

Adopter,  Battery  Terminal  USER-GL  MC  AS  REV-ER  85  GS..,., . . . . 

MS-17330A 

NOTICE  1 

AT 

20  Oct 

86 

AT 

SH 

85 

5940 

Adopter,  Bottery  Terminol  (Storoge  Battery)  USER-ME  ER  REV-MI . 

MS-75004G 

AT 

28  May 

87 

AT 

MC 

85 

5940 

Adapter,  Battery  Terminol  USER-ME  ER  YD  REV-99  GS . . 

MII-A-55059D 

AT 

16  Feb 

88 

AT 

MC 

85 

5940 

Block  Terminal,  2  Stud  Validated  Jun  60  REV-85  GS . 

MS-25045A 

AS 

31  Mor 

67 

ME  AS 

85 

5940 

Block,  Terminol,  5  Stud  Validated  Feb  83  REV-99  GS .  . . . . 

MS-25131C 

85 

27  Apr 

65 

AS 

85 

5940 

Boord,  Terminal,  5  Stud  Validated  Jun  80  REV-85  GS . . . . 

MS-2507BD 

AS 

31  Mor 

67 

ME  AS 

85 

5940 

Boord,  Terminol,  6  Stud  (Asg)  Validated  Jun  80  USER-ME  REV-85  GS . . 

MS-25076D 

AS 

31  Mor 

67 

AS 

85 

5940 

Bui  Connector,  Styles  Tbid  &  Tbli  USER-ME  AT  AV  MC  CG  REV-AR  Ml  AS  EC 

MIL-B-55164/7F 

ER 

24  Feb 

87 

ER 

SH 

85 

11  99  17  GS 

5940 

Connectors,  Splicing  Wire,  Stondord  For  (First  Edition  •  27  Aug  85  REV-99  GS 

Ul  485C-85 

NOTICE  2 

YD 

1 1  Mar 

86 

YD 

85 

5940 

Connectors,  Wire,  &  Soldering  Lugs  For  Use  With  Copper  Conductors,  Stondord 

UL  486A-80 

YD 

02  Jun 

84 

ER 

YD 

85 

For  -24  Nov  80  •  Seventh  Edition  -  Chg  Notice  1  Otd  8  Nov  1985  REV-ME 

99  GS 

CHG  NOTICE  1 

5940 

Cover  Assembly,  Electricol,  For  Ms  27212  Terminol  Board  Assembly  Validated 

MS-18029E 

AS 

14  Moy 

71 

ER 

AS 

85 

Mar  8S  USER-ME  MC  REV-MI  17  99  GS 

5940 

Cover  Assy,  Terminol  Block  Two  Stud  Validated  Mar  86  REV-99  GS . 

MS-25046B 

AS 

31  Mar 

67 

ME 

AS 

85 

5940 

Cover,  Terminol  Boord,  6  Stud  (Asg)  Validated  Jun  80  REV-85  GS  . . . 

MS-25075E 

AS 

31  Mor 

67 

ME  AS 

85 

5940 

Cover,  Terminal  Block  Validated  Aug  86  R6V-99  GS  . . . 

MS-25I32B 

NOTICE  1 

85 

22  Aug 

60 

AS 

85 

5940 

Cover,  Terminol  Board,  5  Stud  (Asg)  Validated  Jun  80  USER-ME  REV-85  GS  .... 

MS-25079E 

AS 

31  Mar 

67 

ME  AS 

85 

5940 

Ferrule,  Inner,  Uninsulated,  Shield  Terminating,  Type  1  Two  Piece,  Closs  1,  For 

MS-219810 

AS 

13  Aug 

82 

AS 

85 

Shielded  Coble  USER-MC  REV-EC  99  17  11 

5940 

Ferrule,  Outer,  Uninsuloted,  Shield  Termlnoting,  Type  I  Two  Piece,  Closs  1,  For 

MS-21980E 

AS 

13  Aug 

82 

ER 

AS 

Shielded  Coble  USER-MC  REV-EC  99  11  17 

5940 

Ferrule,  Outer,  Insulotcd,  Shield  Terminating,  Type  II  Two  Piece,  Closs  1,  For 

M5-18121G 

AS 

13  Aug 

82 

ER 

AS 

85 

Shielded  Coble  USER-MC  REV-MI  EC  17  11  99 

5940 

Ferrule,  Shield  Terminating,  Crimp  Style  USER-AV  REV-MI  NS . 

MIL-F.21608E  (1) 

AS 

21  Moy 

80 

CR 

AS 

85 

5940 

Header,  Hermetically  Seoled  Validated  Apr  81  USER-AT  ME  MC  REV-AR  OS 

MlL-H-28719 

EC 

31  Mor 

70 

ER 

EC 

85 

11  99  GS 

5940 

Instrument  Board-instoHotlon  Of  Vibration  Insuloted  Validated  Mar  81  REV-GS  .. 

AND10405 

REV-2 

AS 

08  Sep 

65 

AS 

5940 

link,  Terminol  Connecting  Validated  Aug  86  USER-ME  MC  EC  CS  REV-AV  85 

MS-25226C 

AS 

13  Jul 

71 

ER 

AS 

85 

17  GS 

5940 

Mofker  Strips,  For  Closs  37TB  Terminal  Boords  USER-AT  ME  MC  AS  REV-MI 

MIL-M.55164/29A 

ER 

16  Nov 

87 

ER 

SH 

85 

AV  AR  EC  OS  17  99 

5940 

Morker  Strips,  For  Class  38TB  Terminol  Boards  USER-AT  ME  MC  AS  REV-MI 

MIL-M-55164/30A 

ER 

16  Nov 

87 

ER 

SH 

85 

AV  AR  EC  OS  17  99 

5940 

Marker  Strips,  For  Closs  39TB  Terminol  Boords  USER-AT  ME  MC  AS  REV-MI 

MILM-55164/31A 

ER 

16  Nov 

87 

ER 

SH 

85 

AV  AR  EC  OS  17  99 

5940 

Morker  Strips,  For  Class  40TB  Terminal  Boards  USER-AT  ME  MC  AS  REV-MI 

MIL-M-55164/32A 

ER 

15  Jan 

88 

ER 

SH 

85 

AV  AR  EC  OS  17  99 

5940 

Post,  Binding  (Noniniulated),  Type  PB05NC01  Validated  Feb  81  USER-AR  MC 

MILP-55149/6A 

ER 

17  Feb 

72 

ER 

EC 

85 

OS  REV-AT  Ml  AS  99  GS 

5940 

Post,  Binding,  Electrical  (Insuloted  And  Uninsuluted)  Generol  Specification  For 

M1L-P-55149B 

ER 

14  Jan 

88 

ER 

SH 

85 

USER-ME  MC  OS  AS  17  REV-AT  Ml  EA  99  GS 

5940 

Post,  Binding,  Electricol,  Waterproof  And  Nonwaterproof  (Uninsulated),  Types 

MIL-P-55149/9  (1) 

ER 

01  Nov 

83 

ER 

EC 

85 

PB09NC01  To  PB09NC07,  Ineluiiy.  REV-MI  AT  AS  GS 

5940 

Post,  Binding  Electricol  (Insulotedl  Types  PBOlFAOl  To  Pfl01FA04,  Inclusive 

MlL.P-.55149/tB  (1) 

ER 

26  Feb 

87 

ER 

EC 

85 

REV-MI  99 

5940 

Post,  Binding,  Electricol  (Uninsuloted),  Types  PB02DC01  &  PB02DC02  Validated 

MILP-55149/2A 

ER 

17  Feb 

72 

ER 

SH 

85 

Feb  81  REV-99  GS 

5940 

Post,  Binding,  Electricol  (Uninsuloted),  Types  PB03KC01  &  PB03KC02  Validated 

MIL-P-55149/3A 

ER 

17  Feb 

72 

ER 

EC 

85 

Feb  81  USER-AR  MC  OS  REV-AT  Ml  AS  99  GS 

5940 

Post,  Binding,  Electricol,  Woterproof  (Insuloted),  Types  PB10NA01  & 

MIL-P-55149/10 

ER 

05  Feb 

88 

ER 

EC 

85 

PB10NA02  USER-ME  AS  MC  OS  REV-AT  Ml  99 

5940 

Post,  Binding,  Electricol,  Waterproof  (Insuloted),  Types  PB08NA01  & 

MIL-P-551 49/88  (1) 

ER 

16  Feb 

87 

ER 

SH 

85 

PB08NA02  USER-AR  MC  OS  17  REV-AT  Ml  EA  AS  99  GS 

5940 

Post,  Binding,  Electricol  (Uninsuloted),  Type  PB04DB01  Validated  Feb  81 

MIL-P-55149/4A 

ER 

1/  Feb 

72 

ER 

SH 

85 

REV-99  GS 

5940 

Post,  Binding,  Electricol  (Uninsulated),  Type  PB05NC01  Validated  Feb  81 

MIL-P-S5149/5A 

ER 

17 :  Jo 

72 

ER 

EC 

85 

USER-AR  OS  MC  REV-AT  Ml  AS  99  GS 
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5940 

Post,  Binding,  Waterproof  (Insulated),  Type  PB07FA01  Validattd  Feb  8) 

MIL-P-55I49/7C 

ER 

17  Feb 

72 

ER 

EC 

85 

5940 

REV.99  ES  GS 

Shield  Termination,  Solder  E,  Insu!oted,heot-shrjni(able,  Envtrortment  Resistant 

MIL-S-83519A 

85 

21  Jun 

84 

ER 

AS 

85 

5940 

Generol  Specification  For  REV*MI  SA  MC  99  GS 

Shield  Terminotion,  Solder  Style,  insulated,  Heoi  Shrinkobte,  Environment 

Mll-S-83519-  18 

85 

29  Apr 

85 

ER 

AS 

85 

5940 

Resistant  For  Cobles  Moving  Tin  Or  Silver  Plotcd  Shields  (Class  1)  R£V*Mi  SA 

MC  99  GS 

Shield  Termination,  Solder  Style,  lnsuloled,heat  Shrmkoble,  Envi  Ronment 

MIL-S-83519/2A  (1) 

85 

29  Apr 

85 

ER 

AS 

85 

5940 

Resistont  With  Preinstalled  leods  For  Cobles  Having  Tin  Or  Silver  Ploted 

Shields  (Class  1)  REV-MI  SA  MC  99  GS 

Splice  Connectors  REV-99  GS . . . . . . . 

W.S.6100 

/YD 

11  Jun 

84 

YD 

85 

5940 

Splice-permanent  Crimp  Style,  2  Way  Type  For  Aluminum  Aircraft  Wire,  Class 

MS-25439A 

AS 

15  Moy 

64 

AS 

85 

5940 

1  Validated  Jul  82  REV.99  GS 

Splice,  Cooxio)  Coble,  Electric,  Permonent,  Crimp  Style  Copper,  Insuloted, 

MIL-S  81824/3 

AS 

15  Jun 

84 

ER 

AS 

85 

5940 

Environment  Resistant,  Class  1  USER-MI  EC  MC  SH  OS  REV-AV  11  99  GS 
Splice,  Conductor,  Electric,  Disconnect  Validated  Oet  84  REV-EC  CG  MC  99 

GS 

Splice,  Conductor,  Disconnect,  Crimp  Style,  Copper,  Insuloted  Borrel,  Type  li. 

MIL-S-6S528 

AS 

13  Jon 

71 

ER 

AS 

85 

5940 

MS-27429f 

AS 

14  Nov 

86 

ER 

AS 

85 

5940 

Closs  1  For  105  Deg.  C  Totol  Conductor  Temperoure  USER-AV  MC  EC 

REV-SH  n  17  99 

Splice,  Electric,  Permanent,  Crimp  Style,  Copper,  Insuloted,  Environment 

MIL-S-81824  (3) 

AS 

15  Jun 

84 

ER 

AS 

85 

5940 

Resistant  USER-MI  MC  EC  OS  SH  REV-AV  99  11  GS 

Splice,  Electric,  Permonent,  Crimp  Style  Copper,  lns.'*oted.  Environment 

MIL-S-81824/1 

AS 

20  Aug 

76 

ER 

AS 

85 

5940 

Resistant,  Class  1  Validated  Apr  83  USER-AR  EC  MC  REV-AV  Ml  99  11 

Splice,  Electric,  Permanent,  Crimp  Style  Copper,  Insulated,  One  Piece, 

MII-S-81824/2A 

AS 

24  Oel 

80 

ER 

AS 

85 

5940 

Environment  Resistant,  Class  1  USER-MI  MC  EC  SH  OS  REV-AV  99  11  GS 
Splices,  Chips,  Terminols,  Terminol  Boords,  Binding  Posts,  Electricol  Validated 

MIL-STD-1277B 

ER 

28  Dec 

83 

ER 

SH 

85 

5940 

Feb  85  USER-AT  MC  REV-MI  AR  AS  OS  EC  17  85  GS 

Terminol  &  Thermocouple  Lead  Soldering  Validated  Feb  83  REV-MI  67  99  GS  .. 

AN5538 

85 

29  Aug 

46 

AV  AS 

85 

5940 

Terminol  Boord  Two  Stud  USER-ME  REV-99  GS . . . . . 

REV  1 

MS-25044B 

AS 

16  Ocl 

81 

AS 

85 

5940 

Terminal  Board  With  Studs,  6  Stud  (Asg)  Validated  Jun  80  REV-85  GS  . 

MS-25074E 

AS 

31  Mor 

67 

ME  AS 

85 

5940 

Terminol  Boord,  Five-stud,  Two  S/S-INCH  And  Three  Number  10  Studs  (Asg) 

MS-25077D 

AS 

31  Mar 

67 

ME  AS 

85 

5940 

Validated  Jun  80  REV-85  GS 

Terminol  Board,  Assembly,  Molded-in  Stud,  Electric  USER-MC  REV-MI  99  GS  .... 

MS-27212M 

AS 

09  Nov 

81 

ER 

AS 

85 

5940 

Terminol  Boord,  Molded,  Barrier,  Stud  Type,  Class  STB  USER-ME  AT  AV  MC 

MII-T-55154/9A 

ER 

21  Nov 

88 

ER 

85 

5940 

AS  11  REV-MI  99  GS 

Terminol  Boord,  Molded,  Barrier,  Stud  Type,  Closs  4TB  USER-ME  AT  AV  MC 

M1L-T-55154/10A 

ER 

21  Nov 

88 

ER 

85 

5940 

AS  11  REV-MI  99  GS 

Terminol  Boord.  Molded,  Borrier,  Stud  Type,  Class  STB  USER-ME  AV  AT  MC 

MIL-T-5S164/11A 

ER 

21  Npv 

88 

ER 

85 

5940 

AS  11  REV-MI  99  GS 

Terminol  Boord,  Molded,  Borrier,  Stud  Type,  Closs  6T6  USER-AT  ME  AV  MC 

MII-T-55164/12A 

ER 

21  Nov 

88 

ER 

85 

5940 

CG  AS  11  REV-AR  Ml  AS  EC  99  GS 

Terminal  Boord,  Molded,  Borrier,  Stud  Type,  Closs  7TB  USER-AT  ME  AV  MC 

MII-T-55164/13A 

ER 

21  Nov 

88 

ER 

85 

5940 

AS  11  REV.99  GS 

Terminol  Board,  Molded,  Borrier,  Stud  Type,  Closses  BiB  &  8TBHT  USER-AT  AV 

MIL-T-55164/14B 

ER 

21  Nov 

88 

ER 

85 

5940 

ME  MC  AS  11  REV-MI  99  GS 

Terminol  Boord,  Molded,  Borrier,  Stud  Type,  Closs  9TB  USER-AV  AT  ME  MC 

M1L-T-55164/:5A 

ER 

21  Nov 

88 

ER 

85 

5940 

AS  1 1  REV-MI  99  GS 

Terminal  Board,  Molded,  Barrier,  Stud  Type,  Closs  10TB  USER-AT  ME  AV  CG 

MILT-55164/16A 

ER 

21  Nov 

88 

ER 

SH 

85 

5940 

MC  SH  11  REV-MI  AS  EC  99  GS 

Terminol  Boord,  Molded,  Borrier,  Stud  Type,  Closs  11TB  USER-AT  ME  AV  MC 

MIL-T-55164/17A 

ER 

21  Nov 

88 

ER 

85 

5940 

SH  11  REV-MI  99  GS 

Terminol  Boord,  Molded,  Borrier,  Stud  Type,  Closs  13TB  Validated  Feb  81 

Mll-T-55164/18 

ER 

30  Jun 

67 

ER 

SH 

85 

5940 

USER-AT  ME  MC  REV-AR  AS  EC  99  GS 

Terminol  Boord,  Molded,  Sorrier,  Stud  Type,  Closs  15TB  USER-ME  AV  AT  MC 

MIL-T-55164/19A 

ER 

21  Nov 

88 

ER 

85 

5940 

SH  11  REV-MI  99  GS 

Terminol  Boord,  Molded,  Barrier,  Stud  Type,  Closs  16TB  USER-ME  AT  AV  MC 

MIL-T-55164/20A 

ER 

21  Nov 

88 

ER 

85 

5940 

AS  11  REV-MI  99  GS 

Terminol  Boord,  Molded,  Borrier,  Stud  Type,  Class  17T8  USER-AV  AT  ME  MC 

MIL-T-55164/21A 

ER 

21  Nov 

88 

ER 

85 

5940 

AS  SH  11  REV-MI  99  GS 

Terminol  Board,  Molded,  Barrier,  Stud  Type,  Class  18TB  USER-AT  ME  AV  MC 

MII-T-55164/22A 

ER 

21  Nov 

88 

ER 

85 

5940 

AS  11  REV-MI  99  GS 

Terminal  Boord,  Molded,  Borrier,  Screw  Type,  Class  43TB  Esfoblished  Reliobility 

MII  T-55164.  26C  (1) 

ER 

25  Jon 

80 

ER 

SH 

99 

5940 

USER-AV  AT  MC  AS  REV-AR  EC  OS  17  ES  GS 

Terminal  Board,  Molded,  Barrier,  Screw  Type,  Class  44TB  Estoblished  Reliability 

MIL  T-55164,'27C  (1) 

ER 

25  Jon 

80 

ER 

SH 

85 

5940 

Gcncfol  Specificotion  For  USER-AT  AV  AS  MC  REV-AR  EC  OS  17  99  ES  GS 
Terminol  Boards,  Molded,  Barrier  Stud  Type,  Closs  25TB  USER-AT  AV  MC  CG 

MIL-T-55164/23C 

ER 

21  Nov 

88 

ER 

SH 

85 

11  REV-MI  AR  AS  EC  17  ES  GS 

If,  Stud  ^ype?,  A5«9e»o»fd 

MI|.T.55164r 

ER 

28  Jnn 

87 

ER 

SH 

85 

5940 

5940 

Acceisories,  Generol  Specificolion  For  USER*AT  AV  MC  AS  REV*MI  EC  OS 

SH  99  11  17  ES 

Terminol  Boords,  Scetionol  USER-17  70  71  79  REV-MI  80  GS . 

Terminol  Boords,  Molded,  Borrier,  Screw  Type,  Closs  37TB  USER-ME  AT  AV 

MS-272-  ’D 
Mll-T-5'164/1E 

85 

ER 

24  Jul 
28  Jon 

87 

87 

ER 

SH 

85 

85 

5940 

MC  REV-AR  Ml  AS  EC  OS  99  17 

Terminol  Boards,  Molded,  Barrier,  Screw  Type,  Class  3dTB  UScR-ME  AT  AV 

MII-T-55164/2E 

ER 

28  Jon 

87 

ER 

SH 

85 

5940 

MC  REV-AR  AS  EC  OS  99  17 

Terminol  Boards,  Molded,  Barrier  Stud  Type,  Closs  26TB  Validated  Jon  83 

MIL-T-55164/24B 

ER 

24  Sep 

76 

ER 

85 

5940 

USER-AT  AV  ME  CG  MC  AS  11  REV-MI  AR  AS  OS  17  99  GS  ES 

Terminol  Boards,  Molded,  Borrier  Stud  Type,  Closs  27TB  USER-AT  AV  ME  MC 

MILT-55164/25C 

ER 

21  Nov 

88 

ER 

85 

5940 

AS  1 1  REV-MI  99  GS  -  - 

Terminol  Boards,  Molded,  Borrier,  Screw  Type,  Closs  39TB  USER-AT  ME  AV 

MILT-55164/3F 

ER 

28  Jon 

87 

ER 

SH 

85 

MC  REV-MI  AS  EC  OS  99  17 
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5940 

Terminal  Boards^  Molded,  Barrier,  Screw  Type,  Class  40TB  USER>AT  ME  AV 

MIL-T-55164/-1E 

ER 

28  Jan 

87 

ER 

SH 

85 

MC  REV-AR  Ml  AS  EC  OS  99  17 

5940 

Terminal  Boords,  Molded,  Barrier,  Screw  Type,  Class  41TB  USER-ME  AV  AT 

MIL-T-55164/5C  (1) 

85 

05  Oct 

79 

ER 

SH 

17 

MC  CG  REV.AR  MI  AS  EC  OS  M  99  GS 

5940 

Terminal  Boords,  Molded,  Barrier,  Screw  Type,  Class  42T6  Validated  Feb  85 

MIL-T-5S164/6D 

ER 

09  Nov 

77 

ER 

SH 

85 

USER-ME  AT  AV  MC  CG  REV-AR  Ml  AS  EC  OS  99  GS 

L 

5940 

Terminal  Box,  Connection,  Submersible  (15-FOOT),  4  Terminal,  8  Wire  1000 

MIL-T.24558/19 

SH 

12  Jon 

89 

SH 

Volts,  Symbol  No.  444  Validated  Jan  89 

NOTICE  1 

L 

5940 

Terminol  Box,  Connection,  Submersible  (15  Foot),  Eight  Terminot,  32  Wire,  6<X> 

MIL-T.24558/2 

SH 

12  Jon 

89 

SH 

Volts,  Symbol  No.  435.1  Validated  Jan  89 

NOTICE  1 

L 

5940 

Terminal  Box,  Connection,  Submersible  (15-FOOT),  500  Volts,  Three  Phose, 

MIL-T.24558/23 

SH 

12  Jon 

89 

SH 

Symbol  403.1,  Two  Circuit  •  Three  Phose  Bus  Lugs  For  Two  75  MCM  Cobles 
Validated  Jan  89 

NOTICE  I 

L 

5940 

Terminal  Box,  Connection,  Submersible  (15  Foot),  500  Volts,  Three  Phase, 

Mll-T-24558/24 

SH 

12  Jon 

89 

SH 

Symbol  416,  Two  Circuit,  Three  Phase  Bus  Lugs  For  Two  75  Mem  Cobles 
Validated  Jan  89 

NOTICE  1 

L 

5940 

Terminal  Box,  Connection,  Submersible  (15  Foot),  10  Terminot,  20  Wire,  10(X) 

MIL-T-24558/20 

SH 

12  Jon 

89 

SH 

Volts,  Symbol  No.  529  Validated  Jan  69 

NOTICE  1 

L 

5940 

Terminal  Box,  Connection,  Submersible  (15-FOOT),  500  Volts,  Symbol  476.1, 

MIL-T-24558/21 

SH 

12  Jon 

89 

SH 

24  Lugs  For  Twelve  2  Conductor  23  MCM  Cables  Or  Eight  3  Conductor  23 

MCM  Cables  Validated  Jan  89 

NOTICE  1 

1 

5940 

Terminol  Box,  Connection,  Submersible  (15  Foot),  500  Volts,  Three  Phose, 

MIL.T-24558/26 

SH 

12  Jan 

89 

SH 

Symbol  572.1,  Six  Bronch  Lugs  For  Two  3  Conductor  40  Mem  Cobles,  Six  Bus 
Lugs  For  Two  3  Conductor  75  Mem  Cobles  Validated  Jan  69 

NOTICE  1 

L 

5940 

Terminot  Box,  Connection,  Submersible  (15-FOOT),  5(X)  V,  3-PHASE,  Symbol 

MIL-T-24558/27A 

SH 

24  Aug 

84 

SH 

573.1,  Twelve  Bronch  Terminols  For  Four  3  Conductor  40  MCM  Cobles,  Six 

Main  Bus  Terminols  For  Two  3  Conductor  75  MCM  Cobles 

L 

5940 

Terminal  Box,  Connection,  Submersible  (15  Foot),  500  Volts,  Three  Phose 

MIL-T-24558/28 

SH 

12  Jan 

89 

SH 

Symbol  574.1,  Eighteen  Branch  Terminals  For  Six  3  Conductor  40  Mem 

Cables,  Six  Main  Bus  Terminal  For  Two  3  Conductor  75  Mem  Cobles 

Validated  Jan  69 

NOTICE  1 

L 

5940 

Terminol  Box,  Connection,  Submersible  (15-FOOT),  10  Terminol,  30  Wire,  600 

MIL.T.24558/3 

SH 

12  Jan 

89 

SH 

Volts,  Symbol  No.  528  Validated  Jan  69 

NOTICE  I 

L 

5940 

Terminal  Box,  Connection,  Submersible  (15  Fool),  20  Terminal,  80  Wire,  600 

MIL-T.24558/4 

SH 

12  Jon 

89 

SH 

Volts,  Symbol  432.1  Validated  Jan  89 

NOTICE  1 

L 

5940 

Terminal  Box,  Connection,  Submersible  (15-FOOT),  30  Terminol,  90  Wire,  600 

MIL-T.24558/5 

SH 

12  Jon 

89 

SH 

Volts,  Symbol  No.  434  Validated  Jan  89 

NOTICE  1 

L 

5940 

Terminal  Box,  Connection,  Submersible  (15  Foot),  40  Terminol,  160  Wire,  6(X) 

MIL-T-24558/6 

SH 

12  Jan 

89 

SH 

Volts,  Symbol  No.  433.1  Validated  Jan  89 

NOTICE  1 

L 

5940 

Terminol  Box,  Connection,  Submersible  (15-FOOT),  48  Terminol,  144  Wire,  600 

Mll.T.24558/7 

SH 

12  Jon 

89 

SH 

Volts,  Symbol  No.  522,1  Validated  Jan  69 

NOTICE  1 

L 

5940 

Terminol  Box,  Connection,  Submersible  (15  Fool),  60  Terminol,  240  Wire,  600 

Mll-T-24558/8 

SH 

12  Jon 

89 

SH 

Volts,  Symbol  No.  446  Validated  Jan  69 

NOTICE  1 

L 

5940 

Terminol  Box,  Connection,  Submersible  (15-FOOT),  72  Terminol,  216  Wire,  600 

MIL-T-24558/9 

SH 

08  Moy 

81 

SH 

Volts,  Symbol  No.  525 

L 

5940 

Terminol  Box,  Connection,  Submersible  (15-FOOT),  500  V,  Three  Phose,  Symbol 

Mll-T-24558/29 

SH 

12  Jon 

89 

SH 

575.1,  Six  Branch  Tciminols  For  Two  3  Conductor  75  MCM  Cables  Six  Moin 

Bus  Terminols  For  Two  3  Conductor  200  MCM  Cables  Validated  Jon  69 

NOTICE  1 

L 

5940 

Terminal  Box,  Connection,  Submersible  (15  Foot),  80  Terminol,  320  Wire,  600 

MIL-T.24558/I0 

SH 

12  Jon 

89 

SH 

Volts,  Symbol  No.  438  Validated  Jan  89 

NOTICE  1 

L 

5940 

Terminal  Box,  Connection,  Submersible  (15-FOOT),  96  Terminol,  288  Wire,  6(X) 

MIL-T -24558/1) 

SH 

12  Jan 

89 

SH 

Volts,  Symbol  No.  523.1  Validated  Jan  89 

NOTICE  1 

L 

5940 

Terminal  Box,  Connnetion,  Submersible  (15  Foot),  120  Terminol,  480  Wire,  6(X) 

MIL-T.24558/12 

SH 

12  Jan 

89 

SH 

Volts,  Symbol  No.  450  Validated  Jan  89 

L 

5940 

Terminal  Box,  Connection,  Submersible  (15-FOOT),  144  Terminol,  432  Wire, 

MIL-T-24558/)3 

SH 

12  Jon 

89 

SH 

600  Volts,  Symbol  No.  524.1  Validated  Jan  89 

NOTICE  1 

L 

5940 

Terminal  Box,  Connection,  Submersible  (15  Foot),  192  Terminol,  576  Wire,  600 

MILT-24558/)4 

SH 

12  Jon 

89 

SH 

Volts,  Symbol  No,  451  Validated  Jan  89 

NOTICE  1 

L 

5940 

Terminal  Box,  Connection,  Submersible  (15-FOOT),  2(X)  Terminol,  800  Wire, 

MIL-T.24558/15 

SH 

12  Jon 

89 

SH 

600  Volts,  Symbol  No,  452  Validated  Jan  69 

NOTICE  1 

L 

5940 

Terminol  Box,  Connection,  Submersible  (15  Foot),  288  Terminol,  864  Wire,  600 

MIL.T-24558/14 

SH 

12  Jon 

89 

SH 

Volts,  Symbol  No.  453  Validated  Jan  89 

NOTICE  1 

L 

5940 

Terminol  Box,  Connection,  Submersible  (15-FOOT),  384  Terminol,  1152  Wire, 

MILT.24558/17 

SH 

12  Jon 

89 

SH 

690  Volts,  Symbol  No.  454  Validated  Jan  89 

NOTICE  1 

L 

5940 

Terminol  Box,  Connection,  Submersible  (15-FOOT),  Six  Terminol,  18  Wire,  600 

MIL-T-24558/1 

SH 

12  Jon 

89 

SH 

Volts,  Symbol  No.  520.1  Validated  Jan  69 

NOTICE  1 

5940 

Terminol  Boxes,  Connection,  For  Electrical  &  Electronic  Systems,  Gcncrol 

MlL-T-24558 

SH 

13  Jon 

89 

SH 

Specificotion  For  Validated  Jon  69 

SUPP  1 

NOTICE  1 

L 

5940 

Termmol  Boxes,  Connection,  Submersible  (15-FOOT),  500  Volts,  Three-phase, 

MIL-T.24558/30 

SH 

12  Jon 

89 

SH 

Symbol  576.1  •  Two  Ckts  For  150  Mem  Coble,  One  Ckt  For  200  Mem  Coble 

And  One  Ckt  For  400  Mem  Cable,  Symbol  577.1  *  One  Ckt  For  150  Mem 

Coble,  One  Ckt  For  200  Mem  Coble  And  Two  Ckts  Fo  Validated  Jan  69 

NOTICE  1 

L 

5940 

Terminol  Boxes,  Connection,  Submersible  (15-FOOT),  500  Volts,  Single  Phase, 

MILT-24558/22 

SH 

12  Jan 

89 

SH 

Symbol  415  •  Two  75  Mem  Cobles,  Symbol  415.1  •  Two  100  Mem  Cobles, 
Symbol  415.2  *  Two  125  Mem  Cables,  Symbol  415.3  •  Two  150  Mem  Cobles 

And  Symbol  415.4  •  Two  200  Mem  Cobles  Validated  Jan  89 

NOTICE  1 

L 

5940 

Termmol  Boxes,  Connection,  Submersible  (15-FOOT),  500  Volts,  Tb---  ^.nose. 

Ml  -T.24558/25 

SH 

12  Jan 

89 

SH 

Symbol  418.1,  Six  Bus  Lugs  For  Two  3-CONDUCTOR  250  Coble; 

NO ’ICE  1 

Symbol  4]Q,7,  Six  Bus  Lugs  For  Two  3*CONOUCTOR  300  Mem  Coble; 
Symbol  418.3,  Six  Bus  Lugs  For  Two  3>CONDUCTOR  400  Mem  CobI 
Validated  Jan  89 
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L 

L 

5940 

5940 

Terminal  Boxes,  Connection,  Submersible  (15  Foot),  600  Volts,  4  Terninol,  8 

Wire,  Symbols  400,1  &  400.4,  4  Terminol,  12  Wire,  Symbols  400.2  &  4(X>.3 
Validated  Jon  89 

Terminol  Casualty  Power,  Terminol  Guord,  Symbol  Number  1037  (For  Terminol 

Block  Symbol  Number  1035)  Validated  Dec  54 

MIL-T-24558/18 
NOTICE  1 

MIL-T.24381/9 

SH 

SH 

12  Jan 

21  Sep 

89 

72 

SH 

SH 

O 

5940 

Terminol  Junction  System  Terminal  Junction  Block,  Seetionol  Bussing  Blocks, 
feedlhru  Type,  Siie  22  USER-AV  Ml  AT  AR  SH  REV-EC  OS  99 

MIL-T.81714/5F 

AS 

02  Mar 

88 

ER 

AS 

85 

O 

5940 

Terminol  Junction  System  Terminal  Junction  Block,  Seetionol  Bussing  Block, 

Feedlhro  Type,  She  20  USER-AV  Ml  AR  AT  REV-EC  OS  99 

MIL-T-81714/7f 

AS 

02  Mar 

88 

ER 

AS 

85 

O 

5940 

Terminol  Junction  System  Terminal  Junction  Block,  Seetionol  Bussing  Blocks, 
Feedtnru  Type,  Size  16  USER-AR  AT  Ml  AV  SH  REV-EC  OS  99 

MIL-T-81714/8F 

AS 

02  Mar 

88 

ER 

AS 

85 

Q 

5940 

Terminol  Junction  System  Terminal  Junction  Block,  Seetionol  Bussing  Block, 

Feedthro  Type,  Size  12  USER-AV  AT  MI  AR  REV-EC  OS  99 

MIL-T-81714/9F 

AS 

02  Mar 

88 

ER 

AS 

85 

Q 

5940 

Terminal  Junction  System  Rock,  Electronic  Junction,  Feedthru  Type  USER-AR  Ml 

AV  AT  REV-EC  OS  GS 

MIL-T-81714/10F 

AS 

02  Mor 

88 

ER 

AS 

85 

O 

5940 

Terminal  Junction  System  Terminal  Junction  Blocks  Sectional  V/ire  In  Line 

Junctions,  Single,  Series  1  USER-AV  AT  Ml  SH  REV-EC  OS  99  GS 

MIL-T-81714/nF 

AS 

02  Mar 

88 

ER 

AS 

85 

5940 

Terminal  Junction  System  Terminal  Junction  Blocks,  Seetionol,  Wirein  Line 

Junctions,  Double,  Scries  1  USER-MI  AV  AT  AR  SH  REV-EC  OS  99  GS 

MIL-T-81714/12C 

AS 

02  Mar 

88 

ER 

AS 

85 

5940 

5940 

Terminol  Junction  System,  Rock  Assembly,  Troek,  Feedthru  Type,  Light  Weight, 
Series  1  USER-MI  AT  AV  REV-OS  EC  99 

Terminol  Junction  System,  Grounding  Siud,  Senes  i  USER-AT  AV  Ml  AR  SH 
REV-OS  EC  99  GS 

MIL-T-81714/14C 

MIL-T-81714/15C 

AS 

AS 

02  Mar 

02  Mar 

88 

88 

ER 

CR 

AS 

AS 

85 

5940 

Terminal  Junction  System,  Rock  Assembly,  Track,  Feedback  Type,  Lieht  Weight, 
Series  1  USER-AT  Ml  AV  SH  REV-EC  OS  99  GS 

MIL-T.81714/16E 

AS 

02  Mar 

88 

ER 

AS 

85 

L 

5940 

Terminol  Junction  System,  Terminal  Junction  Blocks,  Seetionol,  Bussing  Modules, 
Feedback  Type,  Size  220,  Series  1  USER-MI  AT  AV  AR  SH  REV-EC  OS  99 

GS 

Terminol  Junction  System  (TJS),  Environment  Resistant  Generol  Specificotion 

For  USER-AV  AT  SH  REV-MI  EC  OS  11  99  17  GS 

MIL-T-8t7)4/)7C 

AS 

02  Mar 

88 

AS 

85 

Q 

5940 

MII-T-81714E 

SUPPL  1 

AS 

02  Mar 

88 

ER 

AS 

85 

O 

5940 

Terminal  Junction  System  Terminol  Junction  Block,  Seetionol  Bussing  Blocks, 
Feedback  Type,  Size  22  USER-AT  AR  AV  MI  SH  REV-EC  OS  99 

MIL-T-81714/tF 

AS 

02  Mar 

88 

ER 

AS 

85 

5940 

Terminol  Junction  System,  Terminol  Junction  Blocks,  Seetionol,  Modules, 

Electronic,  Feedbock  Type,  Size  20,  Series  1  USER-AV  AT  Ml  AR  SH  REV-OS 

EC  99  GS 

MIL.T-81714/188 

AS 

02  Mar 

88 

ER 

AS 

85 

5940 

Terminol  Junction  System,  Terminol  Junction  Blocks,  Seetionol,  Modules, 

Electronic,  Feedback  Type,  Size  16,  Seories  1  USER-AT  Ml  AV  AR  SH  REV-EC 

OS  99  GS 

M1L-T.81714/19B 

AS 

02  Mar 

88 

ER 

AS 

85 

5940 

Terminal  Junction  System,  Terminal  Junction  Blocks,  Seetionol,  Modules, 

Electronic,  Feedback  Type,  Size  12,  Scries  1  USER-MI  AV  AT  AR  SH  REV-OS 

EC  99 

Mll-T  •81714/208 

AS 

02  Mar 

88 

ER 

AS 

85 

5940 

Terminal  Junction  System,  Terminol  Junction  Blocks,  Electronic,  In  Line  Junctions, 
Iniegrol  Diode,  Series  1  USER-AT  Ml  AV  AR  SH  REV-OS  EC  99 

MIL-T.81714/21B 

AS 

02  Mar 

88 

ER 

AS 

85 

5940 

Terminol  Junction  System,  Terminol  Junction  Blocks,  Electronic,  In  Line  Junction, 
Integral  Resistor,  Series  1  USER-M)  AV  AT  AR  SH  REV-OS  EC  99  OS 

MII-T-8I714/22B 

AS 

02  Mar 

88 

ER 

AS 

85 

5940 

Terminal  Junction  System,  Terminal  Junction  Blocks,  Electronic,  In  Line  Junctions, 
Integral  Fuse,  Scries  1  USER-MI  AV  AT  AR  SH  REV-OS  EC  99  GS 

MIL-T-81714/23B 

AS 

02  Mar 

88 

ER 

AS 

85 

5940 

Terminal  Junction  System,  Terminol  Junction  Blocks,  Seetionol,  Electronic,  in  line 
Junctions,  Double,  Intcgrol  Oiode(s),  Series  1  USER-AR  Ml  SH  REV-AT  AV 

OS  EC  n  17  99  GS 

Mll-T.817 14/248 

AS 

02  Mar 

88 

ER 

AS 

85 

5940 

Terminol  Junction  System.  Terminol  Junction  Blocks,  Seetionol,  Modules, 

Electronic,  Feedbock  Type,  Size  20-1,  Series  1  USER-AV  AT  Ml  SH  REV-OS 

EC  99  GS 

MIL-T-817)4/258 

AS 

02  Mor 

88 

ER 

AS 

85 

5940 

Terminol  Junction  System,  Terminol  Junction  Blocks,  Seetionol,  Modvtes, 

Electronic,  Feedbock  Type,  Size  20-2,  Series  1  USER-MI  AV  AT  AR  REV-OS 

EC  SH  99  GS 

MII-T.81714/25B 

AS 

02  Mar 

88 

ER 

AS 

85 

5940 

Terminol  Junction  System,  Terminol  Junction  Blocks,  Seetionol,  Grounding 

Modules,  Stud  Type  Mounting,  Series  1  USER-MI  AV  AT  AR  SH  REV-EC  OS 

99  GS 

Mll-T  31714/278 

AS 

02  Mor 

88 

ER 

AS 

85 

5940 

Terminol  Junction  System,  Terminol  Junction  Blocks,  Grounding  Modules, 
tniegrol  Brocket  Mounting,  Series  I  USER-MI  AV  AT  AR  SH  REV-OS  EC  99 

GS 

Terminol  Junction  System  Terminol  Junction  Block,  Seetionol  Bussing  Block, 
Feedbock  Type.  Size  20  USER-AT  AR  AV  MI  SH  REV-EC  OS  99 

MIL-T.81714/288 

AS 

02  Mor 

88 

ER 

AS 

85 

O 

3940 

MII-T.81714/2F 

AS 

02  Mor 

88 

ER 

AS 

85 

5940 

Terminol  Junction  System,  Bracket,  Block  Mouning,  Senes  1  USER-Mt  AV  AT  AR 

SH  REV-OS  EC  99  GS 

MIL-T.81714/29C 

AS 

02  Mar 

88 

ER 

AS 

85 

O 

5940 

Terminol  Junction  System  Terminal  Junction  Block,  Sectional  Bussing  Blocks, 
Feedback  Typo,  Size  16  USER-AT  Ml  AV  AR  SH  REV-EC  OS  99 

MII-T-81714/3F 

AS 

02  Mar 

88 

ER 

AS 

85 

O 

5940 

Terminol  Junction  System  Terminal  Junction  Block,  Seetionol  Bussing  Blocks, 
Feedback  Type,  Size  12  USER-AR  AV  AT  Ml  SH  REV-EC  OS  99 

MII-T-817I4/4F 

AS 

02  Mor 

88 

ER 

AS 

85 

O 

5940 

Terminol  Junction  Systems  Track  Assembly,  Feedbock  Type  USER-AT  AR  Ml 
REV-av  EC  OS  GS 

MII-T-81714/3F 

AS 

02  Mor 

88 

ER 

AS 

85 

5940 

Terminol  Junction  System  Terminol  Junction  Block,  Seetionol  Blocks,  Electronic, 
Feedback  Type,  Sizes  20-3,  20-4,  20-5  Verllcol  Mounting  With  Integrol 

Brocket  USER-Mf  AV  AT  AR  SH  REV-OS  EC  11  17  99 

MIL-T.81714;30A 

AS 

31  Dec 

85 

ER 

AS 

85 

5940 

terminal  Junction  System,  Tcrn>inot  Junction  Blocks,  Electronic,  Modules, 

Feedbock  Typo,  Sizes  20-6  20-7,  20  8HORIZONTAL  Mounting  With  Integral 
Brocket,  Scries  1  USER-AV  At  MI  AR  SH  REV-OS  EC  99  GS 

MIL-T-81714/31B 

AS 

02  Mor 

88 

ER 

AS 

85 

5940 

Terminol  Junction  System,  Terminal  Junction  Blocks,  Seetionol,  Bussing  Modules, 
Feedbock  Type,  Scries  11  USER-AV  AR  AT  Ml  SH  REV-EC  OS  99  GS 

Mll-T-81714.61 

85 

02  Mor 

88 

ER 

AS 

85 

5940 

Terminol  Junction  System,  Terminol  Junction  Blocks,  Sertionol,  Modules, 

Electronic  .feedbock  Type,  Senes  li  USER-AV  AR  AT  Ml  SH  REV-EC  OS  99 

MllT-81714/62 

85 

02  Mor 

88 

ER 

AS 

85 

GS 
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5940  Tc(mtno1  Junction  System,  Terminol  Junction  Blocks,  Sectional,  Grounding 

Modules,  Stud  &  Flange  Type  Mounting,  Series  II  USER-AV  AR  AT  Ml  SH 
REV.EC  OS  99  GS 

5940  Terminol  Junction  System,  Grounding  Stud,  Senes  li  USBR-AR  AV  AT  Ml  SH 
REV.EC  OS  99  GS 

5940  Terminal  Junction  System,  Termino)  Junction  Blocks,  Section,  Wire  in  Ime 
Junctions,  Series  li  USER-AR  AV  AT  Ml  SH  REV-EC  OS  99  GS 
5940  Terminol  Junction  System,  In  line  Electronic  Junction,  Series  li  USER-AR  AV  AT 
Ml  SH  REV.EC  OS  99  GS 

5940  Terminol  Junction  System.  Rock  Assembly,  Track,  Feedbock  Type,  Senes  l« 
USER.AR  AV  AT  Ml  SH  REV-EC  OS  99  GS 

5940  Terminol  Junction  System,  Block  Mounting  Brocket,  Series  li  REV-99  GS . 

5940  Terminol  Junction  System,  Block  Removal  Tools,  Senes  It  USER-AR  AV  AT  Ml 
SH  REV-EC  OS  99  GS 

5940  Terminol  lug  &  Splices,  Conductor,  Cnmp  Style,  Copper  Termmot  lug.  Crimp 
Style,  Copper,  Uninsulated,  Ring  Tongue  Type  I,  Class  I  For  175  Oeg.  C 
Totol  Conductor  Temperature  USER-AV  MC  REV.OS  EC  SH  99 
5940  Termmol  lug,  Crimp  Style,  Copper,  Insulotcd  (Servo  Components)  Type  li.  Class 
I,  For  125  Deg.  C  Total  Conductor  Temperoture  REV-MI  AV  £R  EC  SH  11  ES 
GS 

5940  Terminol-ihcrmocouple  Vatidaled  Feb  83  REV.67  99  GS . .  . . 

5940  Terminal,  Bus  Connector,  Styles  TBJA,  T6J6.  TBJC,  TBJO,  TBJE,  TBJF,  &  TBJG 
USER-AT  AV  ME  CG  MC  REV-Ml  AR  AS  OS  11  99  17  ES 
5940  Terminol,  Casuolly  Power,  Convos  Cover  (For  Bulkheod  Terminol,  Symbol 
Number  1025)  (Inoctlve)  Validated  May  8) 

5940  Terminol,  Cosuotly  Power,  Bulkheod,  200  Ampere,  120  Volt,  Direct  Current, 
Symbol  Number  1025  VaUdaied  Dec  54  REV-GS 
5940  Terminal.  Casualty  Power.  Switch,  Portable  60  Ampere,  500  Volt,  Three  Phoie, 
Alternating  Current,  Symbol  Number  1041  (Inactive)  Validated  May  8 f 
REV-GS 

5940  Terminal,  Casualty  Power,  Seol,  Symbol  No.  1048  . . . . . . . . . 

5940  Terminol,  Cosually  Power,  Plug,  100  Amperes,  450  Volt,  Allernoting  Current, 
Three  Phose,  Symbol  No.  1049 

5940  Terminol,  Coiuolty  Power,  Convos  Cover  (For  Riser  Terminols,  Symbol  Numbers 
1032,  1033  &  i034)  (Inactive)  Validated  May  79  REV-GS 
5940  Terminol,  Casuolty  Power,  Allernoting  Current,  Enclosure  Assembly  For,  Symbol 
Number  1038  (Inactive)  Validated  May  81 

5940  Terminol,  Casuolty  Power  Systems,  General  Specification  For  (Inoclive)  REV-OS 

5940  Terminol,  Casuolty  Power,  Bulkheod,  200  Ampere,  500  Volt,  Three  Phose, 
Alternoting  Current,  Symbol  Number,  1025  (Inoctivc)  REV-GS 
5940  Terminol,  Cosuolty  Power,  Riser,  200'AMP£R£,  VOIT,  Three-phose, 
Allermoilng  Current,  Symbol  Numbers  1037  1033,  \nd  1034  REV-OS 
5940  Terminol,  Casuolly  Power,  Receptocle  Type,  Upper  A'-.d  lower  Riser  200 
Ampere,  450  Volt,  Alternoting  Current,  Three  Ph^'se,  Symbol  No.  1047 
5940  Terminol,  Casually  Power,  Receptocle  Type,  Bock  connected  200  Ampere, 
450&VOIT,  Allernoting  Current,  Three-phase,  Symbol  No,  1046 
5940  Terminol,  Casuolty  Power,  Terminol  Block,  Single  Pole,  200  Ampere,  120  Volt, 
Direct  Current,  Symbol  Number  1035  (Inoctivc)  Validated  May  79  REV-GS 
5940  Terminol,  Cosully  Power,  Guord,  Symbol  Number  1044  (For  Bulkhead  Terminol, 
Symbol  Number  1024)  Validated  Dec  84  REV-GS 
5940  Terminol,  Circular,  Ground,  Stud  (Noninsulotcd),  Style  S626  Validated  Feb  81 
USER-AT  YD  MC  AS  OS  REV-MI  AR  AV  85  GS 
*5940  Terminol,  Elcctncal  lug  And  Conductor  Splices,  Crimp  Style  Validated  Jat  86 
USER-MI  ME 

5940  Terminol,  Feedthru  (Insulotcd),  Style  Validated  Feb  81  USER-AI  AV  MC 
REV-AR  mi  85  GS 

5940  Terminol,  Feedthru  (Insulotcd),  Style  FT02  Validated  Feb  81  USER-AT  MC  OS 
AS  YD  REV-AR  Ml  85  GS 

5940  Terminol,  Feedthru  (Insulated),  Style  Validated  Feb  81  USER-AT  MC  AS  OS  YO 
REV-Ml  AR  85  GS 

5940  Terminol,  Feedthru  (Insulotcd),  Style  FT04  Validated  Feb  81  USER-AT  MC  OS 
AS  YD  REV-MI  AR  AV  85  GS 

5940  Terminol,  Feedthru  (Insulotcd),  Style,  FT05  Validated  Feb  61  USER-AT  MC  YD 
AS  REV-ME  AR  OS  85  GS 

5940  Terminol,  Feedthru  (Insuloled),  Style  FT06  Validated  Feb  81  USER-AT  MC  YD 
AS  OS  REV-MI  AR  85  GS 

5940  Terminol,  Ground  Validated  Avg  Sa  RcV'99  GS . . . . . . . 

5940  Terminof,  Lug  &  Splices,  Conductor,  Crimp  Style,  Copper  Tcrmirsol,  lug, 

Insulotcd,  Ring  Tongue,  Bell  Mouthed,  Type  It,  Closs  1  For  150  Deg  C  Totol 
Conductor  Temperature  USER-AT  OS  17  REV-MI  AV  AR  SH  99  GS 
5940  Terminol,  lug  &  Splices,  Conductor,  Cnmp  Style  Splice,  Electric,  Permonent, 

Type  II,  Closs  For  105  Degrees  Clolol  Conductor  Temperolure  U$ER-MC 
REV-AV  SH  EC  80  n  99 

5940  Terminol,  tug  &  Splices,  Conductor,  Crimp  Style,  Splice,  Electric,  Permonent, 

Type  II,  Closs  1  For  150  Deg  C  Totol  Conductor  Temperoture  REV-AV  EC  SH 
99  11  GS 

5940  Terminal,  lug  &  Splices,  Conductor,  Crimp  Style,  Copper,  Insulotcd,  Rectongulor 
Tongue,  For  Thin  Well  Wire,  Type  11  Ooss  I  For  105  Deg  C  Totol  Conductor 
Tcmperolufc  USER-AV  OS  MC  REV-M!  EC  SH  11  NS 


DOCUMENT 

NUMBER  CUSTODIAN 


MILT.81714.63 

85 

02  Mor 

88 

ER 

AS 

85 

MIL-T-81714.64 

85 

02  Mor 

88 

ER 

AS 

85 

MIL.T.81714/65 

85 

02  Mor 

88 

ER 

AS 

85 

Mll.T-81714,66 

85 

02  Mar 

88 

ER 

AS 

35 

Mll-I.81714/67 

85 

02  Mor 

88 

ER 

AS 

85 

Mll-I.81714/68 

85 

02  Mor 

88 

ER 

AS 

85 

MiL.T.81714/69 

85 

02  Mor 

88 

ER 

AS 

85 

MIL.T-7928/7 

AS 

08  Juft 

81 

ER 

AS 

85 

MS.17182E 

AS 

08  Jun 

81 

AR 

AS 

85 

AN5542 

85 

3  Apr 

53 

AS 

85 

REV  2 

MII.T.55164.28A 

ER 

15  Dec 

83 

ER 

SH 

85 

MIL.T.24381/10 

SH 

21  Sep 

72 

SH 

MiL.T.24381/4 

SH 

21  Sep 

72 

SH 

MIL.T-24381/5 

SH 

21  Sep 

72 

SH 

MII.T-24552/3A 

SH 

03  Nov 

86 

SH 

MII-I-24552/4A 

SH 

03  Nov 

86 

SH 

MIL.T.24381/6 

SH 

21  Sep 

72 

SH 

Mll-T.24381/7 

SH 

21  Sep 

72 

SH 

MIL-T-24381  (1) 

SUPP  1 

SH 

20  Jun 

80 

SH 

Mll.T.24381/1  (1) 

SH 

20  Jun 

80 

SH 

Mll.T.24381/2  (1) 
NOTICE  1 

SH 

30  Jun 

86 

SH 

MII.T.24552/2A 

SH 

> 

o 

2 

fO 

o 

86 

SH 

MII.T.24552/IA 

SH 

03  Nov 

86 

SH 

MIL-T-24381/3 

SH 

21  Sep 

72 

SH 

Mll.T-24381/8 

SH 

21  Sep 

72 

SH 

MIL-T-55155/26A 

ER 

27  Ocl 

71 

ER 

EC 

85 

MIL.T.16366F 

SH 

07  Jul 

86 

SH 

NOTICE  1 
MII.T-55155/1A 

ER 

27  Oct 

71 

ER 

EC 

85 

MII-T.55155/2A 

ER 

27  Oct 

71 

ER 

EC 

85 

MIL-T-551.'5/3B 

ER 

27  Oct 

71 

ER 

EC 

85 

MII-T-55155/4B 

ER 

27  Ocl 

71 

ER 

EC 

85 

MII.T-551S5/6A 

ER 

27  Ocl 

71 

ER 

EC 

85 

MIL.T-55155/6A 

ER 

27  Oct 

71 

ER 

EC 

85 

ANjiOS 

o5 

i2  Dec 

47 

AV 

AS 

85 

REV  3 

MII-T-7928/4A 

AS 

08  Jun 

81 

ER 

AS 

85 

MIL-T-7928/5B 

AS 

08  Jun 

81 

ER 

AS 

85 

MIL-T-7928-6A 

AS 

08  Jun 

81 

ER 

AS 

85 

MIL-T-7928/2C 

AS 

08  Jun 

81 

ER 

AS 

99 
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NUMBER 

PREP 

DATE 

CUSTODIAN 

5940 

Tcrmino)/  lug  &  Splices,  Conductor,  Crimp  Style,  Copper  Terminot.  lug.  Crimp 

Style,  Copper,  Insulated,  Ring  Tongue,  For  Thin  Well  Wire,  Type  II  Ooss  1 

For  105  Deg  C  Total  Conductor  lemperoture  USER*AV  MC  OS  REV«Ml  SH 

EC  n  99  NS  GS 

MIL-T-7928/1D 

AS 

08  Jun 

81 

ER  AS 

85 

5940 

Terminol,  lug  And  Splice,  Crimp  Style  Aluminum,  For  Aluminum  Aircraft  Wire 
VaUcfated  Mar  85  REV.,VV  ER  AS  11  99  GS 

MIL-T.7099E 

SUPP  1 

AS 

23  Feb 

79 

ER  AS 

85 

5940 

Terminol,  lug  Crimp  Style  Left  Angle  Type,  For  Aluminum  Aircraft  Wire,  Closs  1 
VaVdated  Jdl  82  Rev.99  GS 

MS-25437A 

AS 

15  Moy  64 

AS 

85 

5940 

Terminot,  Lug  Splices,  Conductor,  Crimp  Style,  Copper,  Generol  Specificotion 

For  USER-AT  17  CS  REV-MI  EA  AV  SH  OS  80  11  GS 

MIL  T-7928G  (1) 
SUPP  I 

AS 

19  Dec 

80 

ER  AS 

85 

5940 

Terminol,  lug  Thermocouple,  Chromel  And  Alumel  Vatidaled  Ftb  68  REV-57  99 

GS 

AN5548 

REV  1 

85 

31  Jon 

50 

AS 

85 

5940 

Terminol,  lug.  Crimp  Style,  Right  Angle  Type,  For  Aluminum  Aircrofi  Wire, 

Closs  1  VoUdatcd  Jul  82  REV.99  GS 

MS-25438A 

AS 

15  Moy  64 

AS 

85 

5940 

Terminol,  lug.  Crimp  Style,  Straight  Type,  For  Aluminum  Aircroft  Wire  Closs  1 
Volidated  Jul  82  R6V.99  GS 

MS-25435A 

AS 

15  Moy  64 

ER  AS 

85 

5940 

Terminol,  Lug,  Crimp  Style  90  Oeg  Upright  Type,  For  Aluminum  Aircroft  Wire, 

Closs  1  Validated  Jul  82  REV.99  GS 

MS.25436A 

AS 

15  May  64 

AS 

85 

5940 

Terminol,  lug,  Crimp  Style,  Copper,  Insuloted,  Rectongulor  Tongue,  Type  li. 

Class  1  For  105  Deg,  C.  Totol  Conductor  Tcmperoture  USER-ME  AT  OS  MC 
REV-MI  SH  EC  99  11 

MS.17143F 

AS 

08  Jun 

81 

ER  AS 

85 

5940 

Terminot,  lug.  Crimp  Style,  Copper,  Insuloted,  Ring  Tongue,  Bell  Mouthed,  Type 
li,  Closs  1  (For  105  Deg.  C  Tdtol  Conductor  Temperoture)  USER-ME  AT  MC 

OS  REV-AR  Ml  AV  EC  SH  11  99  GS 

MS-25036N 

AS 

19  Feb 

86 

ER  AS 

85 

5940 

Terminol,  lug.  Crimp  Style,  Copper,  Uninsulated,  Ring  Tongue,  Type  1,  Closs  1 
USER-AT  ME  OS  MC  REV-AR  Ml  AV  EC  SH  99  11  GS 

MS-20559J 

AS 

15  Jon 

81 

ER  AS 

85 

5940 

Terminol,  lug.  Flog  Type  Cnmp  Style,  Copper,  C*oss  1  (Asg)  Vofidottd  Jul  62 
USER-ME  MC  REV-AV  EC  11  99  GS 

MS-25)89C 

AS 

04  Nov 

68 

AS 

85 

5940 

Terminol,  lug,  Splice,  Conductor  (Electncol,  Sotderlcss,  For  Automotive  Use) 
VaUdaled  Feb  85  REV-MI  EA  GS 

MIL  T-13513A  (2) 

AT 

05  Nof 

75 

AT 

5940 

Terminol,  lug.  Solder,  Copper  And  Phosphor  Bronze  USER-AT  AV  MC  REV-MI 

ME  ER  SH  11  GS 

MII-T-15559H  (1) 
SUPPL  1 

AR 

25  Jul 

88 

AR  AS 

85 

5940 

Terminal,  lug,  Splices,  Conductor,  Screw  Type,  General  Specification  For 

Vafidated  Jul  87  USER-ME  MC  YO  REV-Ml  SA  85  GS 

MU-T-551S6  (1) 
SUPP  1 

NOTICE  1 

ER 

21  Ju'l 

87 

ER  SH 

11 

5940 

Terminol,  lug,  Solder  Type,  Copper  Stomping,  Two  Hole,  30  Deg.  USER-AS 

MC  11  REV-MI  AV  99  GS 

MS-5)535B 

AR 

19  Aug 

86 

AR 

85 

5940 

Terminol,  Lug,  Solder  Type,  Copper  Stomping,  One  Hole  Validated  Mor  85 

REV-MI  ER  99  GS 

MS-35430B 

AR 

10  l  eb 

61 

AR  SH 

5940 

Terminol,  lug.  Solder  Type,  Copper  Stomping,  Two  Hole,  45  Oeg.  USER-AS 

MC  11  REV.MI  AV  99  GS 

MS-51536B 

AR 

09  Jun 

86 

AR 

85 

5940 

Terminal,  lug,  Solder  Type,  Copper  Stomping,  One  Hole,  Flog  Validated  Apr 

8-i  REV-ER  99  GS 

MS-35434A 

AR 

23  Jul 

55 

AR  SH 

85 

5940 

Terminol,  lug,  Solder  Type,  Copper  Stomping,  Two  Hole,  90  Deg  USER-AS  MC 

11  REV-MI  AV  09  GS 

MS.51537B 

AR 

23  Jun 

86 

AR 

85 

5940 

Terminal,  lug,  Solder  Type,  Copper  Stomping,  One  Hole,  locoting  lip  Validated 
Apr  84  REV-ER  99  GS 

MS.35435C 

AR 

10  Jul 

64 

AR  SH 

85 

5940 

Terminal,  lug.  Solder  Type,  Phoiphor  Bronze  Stomping,  locking  Type  30  Oeg., 

One  Hole  Validated  Mar  85  USER-ME  mC  REV-MI  99  GS 

MS.77066 

AR 

OB  Sep 

65 

AR  SH 

85 

5940 

Terminol,  tug,  Solder  Type,  Copper  Stomping,  insulotion  Grip,  One  Hole 

Validated  Mar  65  REV-MI  ER  85  GS 

MS-35436B 

AR 

10  Feb 

61 

AR  SH 

5940 

Terminal,  lug.  Solder  Type,  Phosphor  Bronze  Stomping,  locking  Type,  Flol,  Two 
Hole  Validoled  Feb  60  USER-MC  REV-MI  99  G5 

MS.77057 

AR 

08  Sep 

65 

AR  SH 

85 

5940 

Terminol,  lug.  Solder  Type,  Copper  Stomping,  One  Hole,  Flo!  USER-AS  MC  11 
REV-Ml  AV  99  CS 

MS-3543  IG 

AR 

14  Feb 

87 

AR 

85 

5940 

Terminal,  lug.  Solder  Type,  Phosphor  Bronze  Stomping,  locking  Type,  45  Deg., 
Two  Holes  Validated  Feb  80  USER-ME  MC  REV-MI  AV  99  GS 

MS77068 

AR 

08  Sep 

65 

AR  SH 

85 

5940 

Terminot,  lug.  Solder  Type,  Copper  Stomping,  One  Hole,  Flot,  Slitted  Validated 
Mar  85  USER-YD  AS  REV-ER  99  GS 

MS-35432A 

AR 

23  Jul 

56 

AR  SH 

85 

5940 

Terminot,  lug,  Solder  Type,  Phosphor  Bronze  Stomping,  locking  Type,  30  Oeg., 
One  Hole  Validated  Mor  85  USER-ME  MC  REV-MI  AV  99  GS 

MS-77069 

AR 

08  Sep 

65 

AR  SH 

85 

5940 

Terminol,  Lug,  Solder  Type,  Copper  Stomping,  Ore  Hole,  Cersfer  Mounting 
Validated  Mar  85  REV-ER  85  GS 

MS'35433A 

AR 

23  Jul 

56 

AR  SH 

5940 

Terminot,  lug,  Solder  Type,  Phosphor  Bronze  Stomping,  locking  Type,  Flot,  One 
Hole  Validated  Mar  85  USER-ME  MC  REV-Ml  99  GS 

MS-77070 

AR 

08  Sep 

65 

AR  SH 

85 

5940 

Terminot,  lug,  Style  IPOl  Validated  Jul  87  USER-YO  REV-SA  85  GS . . . . 

MIL-T.55156/1 
NOTICE  1 

ER 

21  Jul 

87 

ER  SH 

11 

5940 

Terminol,  lug.  Solder  Type,  Phosphor  Bronze  Stomping,  locking  Type,  90  Deg., 
One  Hole  Validated  Mor  85  USER*MC  REV-99  GS 

MS-77071 

AR 

08  Sep 

65 

AR  SH 

85 

59*10 

Terminal,  tug.  Solder  Type,  Copper  Stomping,  insu'olion  Giip,  One  nott, 

Locoting  Validated  Apr  84  REV-ER  99  GS 

M5-35-J37A 

AR 

23  Jv! 

56 

AR  S(f 

5940 

Terminot,  log.  Solder  Type,  Phosphor  Bronze  Stomping,  locking  Type,  Flot,  One 
Hole  Validated  Mar  85  USER-MC  REV-MI  99  GS 

MS-77072 

AR 

08  Sep 

65 

AR  SH 

85 

5940 

Terminot,  lug.  Solder  Type,  Copper  Stomping,  Insuiotiors  Grip,  One  Hole,  Flog 
Validated  Mar  79  REV-Ml  ER  85  GS 

MS-35438A 

AR 

23  Jul 

56 

AR  SH 

5940 

Terminot,  lug.  Solder  Type,  Phosphor  Bronze  Stomping,  locking  Type  Flot.  One 
Hole  Validated  Mar  85  USER-MC  REV-Ml  99  GS 

MS.77073 

AR 

08  Sep 

65 

AR  SH 

85 

5940 

Tcrmmol,  lug.  Solder  Type,  Copper  Stomping,  Insulation  Grip,  Elongoted  Hole 
Validated  Mar  85  REV-ER  99  GS 

MS  35439C 

AR 

10  Jul 

64 

AR  SH 

85 

5940 

Terminot,  lug.  Solder  Type,  Phosphor  Bronze  Stomping,  Insulolion  Grip,  locking 
Type  Validated  Mar  79  USER-mC  REV.99  GS 

MS-77074 

AR 

08  Sep 

65 

AR  SH 

85 

5940 

Icrminol,  lug.  Style  IP02  VoUdoled  Jut  87  USER-MC  YD  REV-SA  85  GS  . 

MII-T-5515.V2 
NOTICE  1 

ER 

21  Jul 

87 

ER  SH 

11 

519 


FSC  LISTING 


DOCUMENT 


fSC 

TITIE 

NUMBER 

PREP 

DATE 

CUSTODIAN 

5940 

Terminal,  Lug,  Solder  Type.  Copper  Stamping,  Insutolion  Grip,  Slotted 
VolldotcdApr  84  REV.mI  ER  99  GS 

MS-35440A 

AR 

23  Jul 

56 

AR 

"sir 

85 

5940 

Term'nal,  lug.  Solder  Type,  Copper  Stomping,  Iniulotiort  Grip,  Slotted,  flog 
VaUdated  Mar  85  REV-ER  99  GS 

MS-3544)A 

AR 

23  Jul 

56 

AR 

SH 

85 

5940 

Terminoi.  lug.  Solder  Type.  Copper  Stomping,  Insulotion  Grip,  Slotted,  45  Oeg. 
Vohdoted  Mar  85  REV-MI  ER  99  GS 

MS-35442A 

AR 

23  Jul 

56 

AR 

SH 

85 

5940 

Tcrminol,  lug.  Solder  Type,  Copper  Stomping,  Slotted  Validated  Apr  84 

REV-ER  99  GS 

MS-35443A 

AR 

23  Jul 

56 

AR 

SH 

85 

5940 

Termmol,  lug,  Solder  Type,  Copper  Stomping,  Two  Hole  Validated  Apr  84 

REV-ER  99  GS 

MS-35444A 

AR 

23  Jul 

56 

AR 

SH 

85 

5940 

Tetminol,  lug,  Slylt  IP06  Volidaltd  Feb  81  USER-MC  YD  REV-SA  85  GS 

MlL.T.55156/6 

ER 

16  Jon 

62 

ER 

SH 

85 

5940 

Tcrminol,  lug.  Style  IP07  Volldaled  Feb  81  USER-MC  YD  REV-SA  85  GS . 

Mll-T.55156/7 

ER 

16  Jon 

62 

ER 

SH 

85 

5940 

Tcrminol,  lug.  Style  LP08  Volldaled  Feb  81  USER-MC  YD  REV-SA  85  GS . 

Mll-T-S5)55/8 

ER 

16  Jon 

62 

ER 

SH 

85 

5940 

Tcrminol,  lug.  Solder  Type,  Copper  Stomping,  Two  Hole,  flol,  Slilted  Validated 
Apr  84  REV-ER  99  GS 

MS-35445A 

AR 

23  Jul 

56 

AR 

SH 

85 

5940 

Termmol,  lug.  Solder  Type,  Copper  Tubing,  One  Hole  Validated  Mar  79 

USER-ME  REV-mI  ER  99  GS 

MS-3S446B 

AR 

lOfeb 

61 

AR 

SH 

85 

5940 

Termmol,  log.  Solder  Type,  Copper  Tubing,  One  Hole  45  Oeg.  Validated  Mar 

79  REV-MI  ER  99  GS 

MS-35447B 

AR 

)0feb 

6) 

AR 

SH 

85 

5940 

Terminoi,  lug.  Solder  Type,  Copper  Tubing,  One  Hole,  90  Oeg.  Validated  Mar 

79  REV-MI  ER  99  GS 

MS-35448B 

AR 

)0Fcb 

61 

AR 

SH 

85 

5940 

Terminoi,  lug,  Solder  Type,  Copper  Tubing,  Two  Hole  Validated  Mar  79 

REV-ER  99  GS 

MS-35449B 

AR 

10  Feb 

61 

AR 

SH 

85 

5940 

Terminoi,  lug.  Uninsulated,  Rectangular  Tongue,  Crimp  Style,  Copper,  Type  1, 

Closs  1  For  175  Oeg.  C  Tofol  Conductor  Temperolure  REV-MI  AV  SH  EC  11 

85  GS 

MS-2I(X)4D 

AS 

08  Jun 

SI 

ER 

AS 

99 

5940 

Terminal,  lug,  Uninsuloted,  Reetongulor  Tongue,  Two  Stud,  Crimp  Style, 

Copper.  Type  I,  Class  1  Validated  Apr  80  USER-MC  REV-AV  SH  EC  11  99 

MS-21005A 

AS 

12  Mar 

73 

ER 

AS 

85 

5940 

Termmol,  lug,  Unsuloted,  Reetongulor  Tongue.  Crimp  Style,  Copper,  Type  i, 

Closs  1  For  175  Oeg.  C.  Totol  Conductor  Temperoture  Validated  Apr  80 
USER-MC  REV-AV  SH  EC  11 

MS.21003B 

AS 

08  Jun 

81 

ER 

AS 

99 

5940 

Terminoi,  lug.  Uninsulated,  Flog  Tongue,  Crimp  Style,  Copper,  Type  1,  Clots  1 
Validated  Apr  80  USER-MC  REV-AV  EC  SH  11  99  GS 

MS-2I004A 

AS 

)2  Mor 

73 

ER 

AS 

85 

5940 

Terminal,  lug.  Uninsulated,  Reetongulor  (Bent  90  Deg.),  Crimp  Style,  Copper, 

Typo  1,  Class  1  (Special  Applications)  For  175  Deg.  C.  Totol  Conductor 
Temperature  USER-MC  REV-AV  SH  EC  U  99  GS 

MS-2)007B 

AS 

30  Oct 

81 

ER 

AS 

85 

5940 

Terminoi,  lug,  Uninsuloted,  Olfsel  Reetongulor  Tongue,  Crimp  Style,  Copper, 

Type  1  Closs  1  Validated  Apr  80  USER-MC  REV-AV  SH  EC  11  99  GS 

MS-2)008A 

AS 

12  Mor 

73 

ER 

AS 

85 

5940 

Terminoi.  lug,  Uninsuloted,  Reetongulor  Tongue,  Lipped  Side,  Crimp  Style, 

Copper,  Type  1,  Closs  1  Validated  Apr  80  USER-MC  REV-AV  SH  EC  99  GS 

MS-2)009A 

AS 

)2  Mor 

73 

ER 

AS 

85 

5940 

Terminal,  lug.  Uninsulated,  Reetongulor  Tongue  lipped  End,  Crimp  Style,  Type  1, 
Closs  1,  For  175  Oeg.  C  T  to)  Conductor  Temperoture  USER-MC  REV-AV  SH 

EC  11  99  GS 

MS-2)0I0B 

AS 

30  Oct 

8) 

ER 

AS 

85 

5940 

Terminoi,  lug,  Uninsuloted,  Reetongulor  Crimp  Style,  Copper,  Type  1,  Closs  1, 
(Speclol  Applicotions)  For  175  Oeg.  C  Totol  Conductor  Temperoture 

USER-MC  REV-AV  SH  EC  11  99  GS 

MS-210)  )C 

AS 

30  Oct 

81 

ER 

AS 

85 

5940 

Tcrminol.  lug.  Uninsulated,  Reetongulor  Tongue,  lipped  End,  Crimp  Style, 

Copper,  Type  1,  Closs  1  Validated  Apr  80  USER-MC  REV-AV  SH  EC  11  99 

MS-210)2A 

AS 

12  Mot 

73 

ER 

AS 

85 

5940 

Terminal,  lug,  Uninsuloted,  Reetongulor  Tongue,  Otf-cenfer  Hole,  lipped  End, 

Crimp  Style,  Copper,  Type  I,  Closs  1  Validated  Apr  80  USER-MC  RtV-AV  EC 

SH  n  99  GS 

MS-2)013A 

AS 

12  Mar 

73 

ER 

AS 

85 

5940 

Termmol,  Lug,  Uninsulated,  Reetongulor  Tongue,  Two-borrel,  Crimp  Style, 

Copper,  Type  1,  Closs  1  Validated  Apr  80  USER-MC  REV-AV  EC  SH  11  99 

MS-2)0I4A 

AS 

12  Mor 

73 

ER 

AS 

85 

5940 

5940 

Terminoi,  lug,  Uninsuloted,  Squore  Tongue,  lipped  End,  Reetongulor  Sted  Hole, 
Crimp  Style,  Copper,  Type  I,  Closs  1  Validated  Apr  80  REV-SH  FC  99  GS 
Terminoi,  Post,  Service  And  Ground  USER-SH  AS  MC . . . 

MS-210)5A 

MS-39347A 

AS 

.4E 

12  Mar 

18  Apr 

73 

86 

ER 

ME 

AS 

85 

5940 

Terminoi,  SplitcJ,  Condutlor,  Style  IP04  Volldaled  Jut  87  U5ER-MO  MC  YD 
R8V-SA  85  GS 

MIL-T-55156/4 
NOTICE  1 

ER 

27  Jul 

87 

ER 

SH 

11 

5940 

Termmol,  Splices,  Conductor,  Style  IP03  toKdafed  Jul  87  USER-MC  YO  KEV-SA 

85  GS 

MlL-T-55156-3 
NOTICE  1 

ER 

2)  Jul 

87 

ER 

SH 

n 

5940 

Terminoi,  Splices,  Conductor,  -Style  LP05  Validated  Feb  81  USER-MC  YO 

REV-SA  85  GS 

Mll-T-55)56/5 

ER 

16  Jon 

62 

ER 

SH 

35 

5940 

Terminoi,  Stud  (Nonin.uioled),  Style  SE14  Vo’idaled  Feb  81  USER-AT  MC  AS 
REV-AR  Ml  85  GS 

Mll-T.55i55714B 

ER 

27  Oct 

71 

ER 

EC 

85 

5940 

icrmlncl.  Stud  (Insuloted),  Style  SE07  Validated  Feb  81  USER-AT  MC  AS 

REV-AR  Ml  85  GS 

MII-T-5S155/7A 

ER 

27  Oct 

71 

ER 

EC 

85 

5940 

Torminc!,  Stud  {l.-.s«!otcd).  Style  SECS  Volldaled  Fib  0!  L’SEK-AT  /.’.C  YD  Ol 

AS  REV-AR  Ml  6A  AV  85  GS 

OD 

cR 

27  Out 

71 

ER 

EC 

o5 

5940 

Terminoi,  Stud  (Noninsulo'cd).  Style  SETS  Validated  Feb  81  (JSER-AT  OS  YD 

AS  MC  REV-MI  AR  85  GS 

MII-T-551S5-  15B 

ER 

27  Oct 

71 

ER 

EC 

85 

5940 

Tcrminol,  Stud  (Noninsuloted),  Style  SE16  Validated  Feb  8t  USER-AT  YO  AS 

MC  OS  REV-AR  Ml  AV  85  GS 

MllT-55155-  16B 

ER 

27  Oct 

71 

ER 

EC 

85 

5940 

Termmol,  Stud  (Noninsuloted),  Style  SE17  Validated  Feb  81  USER-AT  YD  AS 

OS  MC  REV-MI  85  GS 

Mll-T-55)55r)7B 

ER 

27  Oct 

71 

ER 

EC 

85 

5940 

Tcrminol,  Sled  (Iniuloled),  Style  SE09  USER-AT  MC  YD  AS  OS  REV-AR  Ml  EA 

AV  85  GS 

MIL-T-55155r9A  (1) 

ER 

27  Jon 

88 

ER 

EC 

85 

5940 

Terminoi,  Stud  (Iniuloled),  Style  SEIO  Validated  Feb  81  USER-MC  AS  OS  YD 
REV-MI  AR  AV  85  GS 

Mll-T.55155/  lOA 

bR 

27  Oct 

71 

ER 

EC 

85 

5940 

Teimmol,  Slud  (Iniuloled),  Style  SE)8  Volldaled  Feb  81  UStR-AT  OS  MC  YD 
REV-AR  Ml  EA  AV  SA  85  GS 

MIL-T-55155r  )8A 

ER 

27  Oct 

71 

ER 

EC 

35 
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5940 

Tetmmol,  Stud  (Insulated),  Style  SE19  USER-AT  MC  YD  OS  AS  REV-MI  AR  EA 

MIL.T.55155/I9B 

ER 

28 

Feb 

83 

ER 

EC 

85 

85  GS 

5940 

Tcrminol^  Stud  (Insulotcd),  Style  SE20  USER-AT  MC  AS  OS  YO  REV-AR  Ml  EA 

MIL-T-55155,'20B 

ER 

28 

Feb 

83 

ER 

EC 

85 

AV  85  GS 

5940 

Terminal^  Stud  (Insulated),  Style  SE21  Validated  Feb  8J  USER-AT  MC  AS 

MIL.T-551S5/21A 

ER 

27 

Oel 

71 

ER 

EC 

85 

REV-AR  Ml  85  GS 

5940 

Terminol,  Stud  (Insulotcd),  Style  SE22  Validated  Feb  81  USER-AT  MC  AS  YO 

MILT-551S5/22A 

ER 

27 

Oct 

71 

ER 

EC 

85 

os  REV-AR  Ml  85  GS 

5940 

Terminal,  Stud  (Noninsulated),  Style  SE23  Validated  Feb  81  USER-AT  MC 

MIL-T-55155/23A 

ER 

27 

Oct 

71 

ER 

EC 

85 

REV-MI  AR  85  GS 

5940 

Terminol,  Stud  (Noninsuloted),  Style  SE24  USER-AT  MC  REV-MI  85  GS . 

MIL-T-55155/24B 

ER 

27 

Nov 

81 

ER 

EC 

85 

5940 

Terminol,  Stud  (Nontnsuloled),  Style  SE25  Validated  Feb  81  USER-AT  MC  YO 

MIL-T-55155/25A 

ER 

27 

Oct 

71 

ER 

EC 

85 

os  REV.MI  AR  85  GS 

5940 

Terminol,  Stud  (Insulated),  Style  SE27  Validated  May  85  REV-MI  85  GS, . . 

MIL.T-55155/27B 

ER 

21 

Feb 

73 

ER 

EC 

85 

5940 

Terminal,  Stud  (Nonmiuloted),  Style  SEU  USER-AT  u\Z  VO  OS  AS  REV-Mi 

Mll.T-55155/llD 

ER 

12 

May 

88 

ER 

EC 

85 

ME  99  GS 

5940 

Terminol,  Stud  (Noninsulolcd),  Style  SE12  USER-AT  MC  AS  YO  OS  REV-AR  Ml 

MIL-T-S5155/12C 

ER 

13 

Nov 

81 

ER 

EC 

85 

EA  AV  85  GS 

5940 

Terminol,  Stuo  (Noninsuloted),  Style  SE13  Validated  Feb  81  USER-AT  YD  OS 

MIL-T-55155/I3B 

ER 

27 

Oct 

71 

ER 

EC 

85  , 

MC  AS  REV-MI  AR  EA  85  GS 

L 

5940 

Terminal,  Stud  feedthru.  Single  Validated  Jun  80  USER-ME  REV-MI  85  GS 

MS-17155B 

AS 

06 

Mar 

63 

AS 

L 

5940 

Terminal,  Stud  Threoded  Double  Turret  Voh'dated  Jun  80  REV-AR  Ml  GS  . . 

MS-17172B 

AS 

12 

Oct 

72 

AS 

1 

5940 

Terminol,  Stud,  Feedthru,  Single  Double  Validated  Jun  80  REV-MI  85  GS . 

MS-17 156A 

AS 

06 

Mar 

63 

AS 

L 

5940 

Terminol,  Stud,  Feedthru,  Double  Double  Validated  Jun  80  USER-ME  REV-MI  85 

GS 

Terminal,  Stud,  Single  Turret  (Noninsuloted,  Swage  Mounted)  Style  SE'29 

MS17I57A 

AS 

06 

Mar 

63 

AS 

5940 

MII-T-551S5/29A 

ER 

17 

Nov 

78 

ER 

AS 

85 

Valldaled  M  81  USER-AR  MC  OS  REV-MI  AV  EC  99  GS 

1 

5940 

Terminol,  Stud,  Blind,  For  Electrical  Bonding  And  Grounding  (Noninsuloted), 

M1L-T-83454/2D 

85 

17 

Apr 

87 

85 

.138-32  UNJC‘3A  Current  Rotlog,  25  Amps  Validated  Apr  87  REV-GS 

NOTICE  1 

5940 

Terminal,  Stud,  Double  Turret  (Noninsuloted,  Swoge  Mounted)  Style  SE-30 

MIL-T-55155/30A 

ER 

17 

Nov 

78 

ER 

AS 

85 

ValidaltdFeb  81  USER-AR  OS  MC  REV-AV  EC  99  GS 

5940 

Terminol,  Stud,  Triple  Turret  (Noninsuloted,  Swoge  Mounted)  Style  SE-31 

MIL-T-S5155/31A 

AS 

17 

Nov 

78 

ER 

AS 

85 

Validated  Mar  85  USER-AR  OS  MC  REV-EC  99 

L 

5940 

Terminal,  Stud,  Blind,  For  Electrical  Bonding  And  Grounding  (Nonmsuloted), 

MII-T-83454/3D 

85 

17 

Apr 

87 

65 

.164*32  UNJC*3A  Current  Rating,  30  Amps  Validatod  Apr  87  REV-GS 

NOTICE  1 

L 

5940 

Terminal,  Stud,  Blind,  For  Electrical  Bonding  And  Grounding  (Noninsuloted), 

MII-T-83454/4D 

85 

17 

Apr 

87 

85 

.190-32  UNJF.3A  Current  Roting,  35  Amps  Validated  Apr  87  REV-GS 

NOTICE  1 

1 

5940 

Terminal,  Stud,  Blind,  For  Electrical  Bonding  And  Grounding  (Noninsuloted), 

MIL  T-83454/5D  (1) 

85 

17 

Apr 

87 

85 

.250-28  UNJF-3A  Current  Roting,  43  Amps  Validated  Apr  $7  REV-GS 

NOTICE  1 

5940 

Terminol,  Stud,  Fork  Type  (Noninsuloted,  Swoge  Mounted)  Validated  Oct  84 

MII-T.55155/32A  (1) 

AS 

17 

Apr 

78 

ER 

AS 

85 

REV-MI  9-' 

5940 

Terminol,  Thermocouple,  Bross  Validated  Feb  63  REV-MI  67  99  GS . 

AN5539 

REVS 

85 

10 

Apr 

53 

AV 

AS 

85 

1 

5940 

Terminal, stud, blind,for  Eleciicol  Bonding  And  Grounding  Validated  Apr  87 

MIL-T-83454/n 

85 

17 

Apr 

87 

85 

REV-GS 

NOTICE  1 

L 

5940 

Tcrminal,stud, blind  Plote,  For  Eiecticol  Bonding  And  Grounding  (Noninsuloted) 

Mll-I-83454  (2) 

85 

17 

Apr 

87 

85 

Validated  Apr  87  RV/'GS 

SUPP  lA 

NOTICE  1 

1 

5940 

Terminals  &  Seols,  Plugs  8>  Switch,  Cosuolty  Power,  Switch,  Portoble 

MIL-T-24552/5 

SH 

03 

Nov 

86 

SH 

100-AMP6RE,  450-VOvT,  Altcrnoting  Current,  Three-phose,  Symbol  NO. 

1041.1 

L 

5940 

Terminals  And  Seols,  Plugs  And  Switch,  Cosuolty  Power  Systems,  Receptocio 

MIL-T-24552A  (1) 

SH 

17 

Jun 

87 

SH 

Type,  Gcncrol  Spectficotion 

5940 

TerminoU,  Feedthru  (Insuloted)  And  Terminals,  Stud  ((nsufoted  And 

MIL-T-55155B 

ER 

26 

Sep 

88 

ER 

EC 

85 

Nonimu'oled)  USER-AT  MC  AS  SH  REV-AR  Ml  EA  AV  11  80  GS 

5940 

Wire  Connectors  For  Use  With  Aluminum  Conductors,  Sfondord  For,  Second 

UL  486B-82 

YD 

09 

May 

84 

ER 

YD 

Edition  -  13  Apr  82  •  Chg  Notice  1  Dtd  1  Nov  85  REV-ME  GS 

CHG  NOTICE  1 

5940 

Wiring,  low  Tension  &  Coble  Terminols  &  Splice  Clips  •  1  Jon  74  Validated 

SaE  J163-74 

AT 

30 

Sop 

81 

AT 

99 

Oct  83  REV-YD 

L 

5945 

Adopter,  Bose  -  Aircrofi  Novigotlonol  light.  Flasher  inoctive  10-1-73  Validated 

MS-24578C 

85 

31 

.Mor 

88 

85 

Mar  88  REV-ES 

NOTICE  I 

L 

5945 

Boll  Screw  Uneor  Actuator  . . . . . . . . . 

MIL.B.62542 

AT 

20 

Jon 

88 

AT 

5945 

Chopper  Electromechanical,  Hermeticclly  Seoted,  Single  Pole,  Double  Throw, 

Break  Before  Moke  Validated  Nov  88  USER-MC  19  REV-AT  AV  Ml  AS  OS 

11  17 

Chopper,  Eleciromechonicol  General  Specification  For  Validated  Aior  88 

MII-C-83729/6A 
NOTICE  I 

85 

18 

Nov 

88 

ER 

EC 

85 

5945 

MH.-C-83729A  (1) 

85 

31 

Mor 

88 

ER 

EC 

85 

USER-ME  MC  AS  19  REV-AT  AV  Ml  OS  17  II  99  ES 

NOTICE  1 

5<J45 

C^oppe',  EI*F‘tre-D»rhomfot,  Single  PoU  OoiiblA  Throw  Rr»nV  B^for#  Mok# 

MII.C-83729/1C 

85 

18 

Nov 

88 

ER 

EC 

85 

Validated  Nor  88  USER-ME  MC  19  REV-AV  AT  Ml  AS  OS  11  17 

NOTICE  1 

5945 

Chopper,  Elcctromcchonicol  Dust  Tight,  Single  Pole,  Double  Throw  Moke  Before 

MILC-83729/2B 

85 

18 

Nov 

88 

ER 

EC 

85 

Breok  Validated  Nov  88  USER-ME  MC  19  REV-AT  AV  Ml  ER  AS  OS  11  17 

NOTICE  1 

1 

5945 

Chopper,  Eleciromechonicol  Hermcticolly  Seoled,  Spdi  Breok  Before  Moke, 

MII-C-83729/3A 

EC 

07 

Feb 

72 

EC 

Bracket  Mount  Validated  Apr  84  R6V.6S 

5945 

Chopper,  Eiectromcchomcol,  Hermetically  Scolcd,  Single  Pole,  Double  Throw, 

MII-C-83729/4A 

85 

18 

Nov 

88 

ER 

EC 

85 

Breok  Before  Moke  Validated  Nov  88  USER-ME  MC  19  REV-AT  AV  ER  Ml 

AS  OS  17  n 

NOTICE  I 

O  L 

5945 

Control,  Inverter  Chongeover,  Type  A&2  REV-99  ES . . . - . . 

Mll.C-6521  (2) 
NOTICE  1 

85 

31 

Mor 

83 

85 

L 

5945 

Floshcr,  Aircroft  Novigotionol  light  1l5  Volts  Ac,  400  Keriz  REV-11  99  ES........ 

M1L-F-26301/1B 
NOTICE  1 

85 

31 

Mof 

83 

35 

5945 

Floshcr,  AIrcroft  Novigotionol  light  Validated  Jon  80  . . 

MS-24577D 

85 

01 

Ocl 

73 

AV  AS 

85 

t 

5945 

Flosher,  Aircraft  light  Validated  Jon  81  REV-GS  ES  . . . . . 

MS-252015E 

AS 

21 

Mor 

74 

AS 

521 
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Q 

5W5 

Flo^her,  Aircroft  Novigahonat  Light  Generol  Specification  For  Alor  ^5 

Ma-F.26301D 

85 

31  Mor 

83 

AV  AS 

85 

USER-MC  REV-ER  11  99  ES 

SUPP  1 

NOTICE  1 

1 

5945 

Flasher.  Aircraft  Navigationot  Light  28VOC  REV<ES  . . . . . . . . . . 

MS-277  lOB 

NOTICE  1 

85 

31  Mar 

88 

85 

L 

5945 

Flosher,  Position  light,  Aircraft  REV.ES . . . . . . . . . . 

MS-2771  IB 

NOTICE  1 

85 

31  Mor 

88 

85 

Q  1 

5945 

Indicotor,  Built*in-test  (Bit),  Gencrol  Spocificotton  For  Vahdalcd  Mor  B8 . 

MIL-l-81663 

NOTICE  1 

AS 

21  Mor 

88 

AS 

1 

5945 

Indicotar,  Bvilt  In  Test  (Bit),  EIcctncoIl/  Pulse  Operotcd,  Threoded  Mounting, 

MIL-l-8I6d3/1 

AS 

21  Mar 

88 

AS 

Single  And  Duel  Coil,  Solid  Blaek/white  Oota  Oispio/  Validated  Mor  88 

NOTICE  1 

L 

5945 

Indicotor,  Buill*in*lesl  (Bit),  Single  Coil,  So’id  Biock/blocV-vihitt*  Segmented 

MIU-81663/2 

AS 

21  Mar 

88 

AS 

Oispio/,  Threaded  Mounting,  ElectricQl  mar  .ol  Op-i^ro*  on 

NOTICE  1 

L 

5945 

Reloy  Assembly  RES94A'AtC&)0  Vr^’idatcd  70  PfcV'M*99  ES  . . . . 

MII-R-940SA  (1) 

85 

16  Moy 

57 

85 

Q  1 

5945 

Reloy  Assemfc*y»  Gun  S  Woterpeoet,  24  Vc^t  Dirocr  Current  R£V»AR, . 

MII-R-II767E 

AT 

22  Apr 

87 

AT 

1 

5945 

Rf’o/  Bonh.  ooffib  Sclvo  C»‘cuit  3  Unit  2d  Volt  OC,  Type  AO  Validated  Mr^ 

MII-R-7051A 

85 

31  Mor 

88 

85 

SS  USER-AS  REV-M!  99  ES 

NOTICE  1 

5945 

Relay  Electfomognet/c.  £0  Amperes  3  PST,  N  o  Type  M,  Non  -  h.'.-met-cc.’y 

MS-24193G 

85 

17  Jun 

88 

AS 

85 

Stoled  REV.EC  AS  1 1  99 

5945 

Rfitcy  Hyb'-.d  Estb  Re'  OPDT  low  Level  To  i  0  Ampe'e  (nternol  MOSFET  Drive 

Wk  »> -23776/5-: 

85 

26  Jan 

89 

EC 

85 

With  Zener  OlODE  Got**  Protectien  ^E'ecrromechon'col  Output)  CtOOE  Co  i 
Suppress'on  B  Terminal  V/ith  0  100  Gr»d  Leod  Spacing 

5945 

Relay;  Elec'romagnetic,  Socket  Mount  REV-99  1!  ES  . . . . . 

M!t-R.4l06'23D 

85 

28  Jul 

86 

85 

1 

5945 

Reloy,  Aiffmallng  Current,  Power  Sensinj  Xo/dotec' Oc*  ...  - 

MaR-24553 

SH 

15  Nov 

77 

SH 

1 

5945 

Reloy,  Ametwe,  Type  A&l  REV-99  ES .  . .  ...... 

MIIR-6S18A  (1) 
NOilCE  1 

85 

31  Mor 

88 

85 

L 

5945 

Relay.  Arnolure  ExcIter'CyitroS  200  Vo't.  3  PHASE  4.WIRE  400  Cycle, 

MtR-7«49A 

85 

21  Moy 

53 

85 

Type  H-l  VaVoMd  X--  *7  UiER-MC  57  RtV  Ml  AS  99  ES 

NOltCE  1 

5945 

Relay.  Armol.’T'*  Type  MA&l  -Sicr  REV*MI  99  £S  . 

MIl  R-76n  0) 
NDT.C6  1 

85 

31  Mor 

88 

85 

O  1 

*945 

Relay,  Co''»-ot,  Novel  ShipbooT'i  VoJtfared Ape S/ REV*6$  .  . .  ..... 

A'll-R  19573A 

Sri 

3C  Oc 

« 

SH 

L 

5945 

Relay,  Cvre^^nt,  Type  A-3  (Bottere  Ar>d  Starter  Circuit)  itoi'C<a*!rd  Mar  88 

A«:t'R-’:2’3 

85 

3;  Mor 

88 

85 

REV.MI  9«  ES 

notice  I 

5945 

Relay,  .urnens.  Type  O-l  (1 15  V©'ts,  400  Cyc(e*S'i^Le  Pole)  Voliaated  Aicr  S$ 

AUIR-8373A 

S5 

3>  M5f 

88 

AV  AS 

85 

USE9.MC  19  RFV.99  ES 

NoncF  1 

1 

5945 

Reloy.  Elettflc,  Per^onent  Drive.  £0  Amp.  SPOT  (OB)  Double  Moke  Doubt© 

MH-R-*i05  143 

35 

16  .V.er 

89 

85 

B»eok  AuxiVa/y  Coo'oets  (5  Amp).  Hermei.colV  Seoled  REV -9? 

NOT  CE  1 

L 

5945 

Reloy,  Electric,  2P0T,  ftreket  And  Socket  AsswbV  For-  REV.99  ES  . .  - 

M’l-R-4104  4C 

85 

15  Mar 

&* 

85 

L 

5945 

Reloy,  Electric  Brocket  And  Socket  Asserb-V  For  ftFV*99  £3  .► ....... . ........  ...  - 

AU-P  SlOi-'S: 
NOTICE  1 

85 

C9  Sep 

SS 

8, 

5945 

R«‘oy,  Etccrricol,  Estcbiished  Re)iob«hw,  MecrteiicoiV  Seoied,  4PDT,  tow 

Mit'R  59019  54A  (1) 

S5 

18  Nl- 

85 

ER 

EC 

To  2  Arrperes  (0.X50  ^r«h  Termmoj  Spacing)  Witn  tAtetno*  0»od<r  For  Coif 
Transient  Suppression  &  Reverse  Polcftty  Pre*ect*on  0S£R*MC  19  REV-AR  AS 

OS  SH  17  99  ES 

5945 

Reioy,  Fiectr/ccf,  Wermet'Ccl/y  Se<9ed,  Dpdf.  7  Ar-'pwes  Sensitive,  40  M-ihvrott) 

MU.R-57J7  13f 

85 

29  0«- 

71 

ER 

EC 

85 

‘MiJoHdApr  84  USER-AV  ME  MC  SH  19  REV-AT  Ml  AS  OS  17  11  99  ES 

O  1 

5945 

sfewy,  Blect'iccl,  Overvolioge  Dc  General  Spiscdicotioft  For  REV-aV  99  £S . 

MII-R-26126A 

NOTICE  1 

85 

31  Mv 

8S 

85 

5945 

Retoy,  Elec'ricfl),  fionrelicolly  Seolcd,  SPOT,  low  level  And  2  Amperes 

AW.-R-575'-  IH 

85 

03  JoMi 

84 

ER 

EC 

85 

USER  AV  AR  MC  19  REV-AT  Ml  SH  'T  11  99  ES 

1 

5945 

Reloy,  Electr'col,  Ovcrvoltc^ge,  Type  li  Hybr/d,  Seeled  REV*99  ES  «... . . . 

MH41-25125'2A 

85 

■79  Ap- 

78 

85 

L, 

5945 

Reloy.  Electricol,  Hermeticoily,  4  Pdi,  5  Amperes  (Inactive  Use  Ms  75267) ...  . 

MII-R-57S7  150 

85 

2  Apr 

88 

EC 

5945 

Relay.  Electricol.  Established  Kehob'tty,  MermeticeJy  Seoled.  4POT,  tow  level 

M.t-R-39C16'51S 

8i 

K>  Jul 

3? 

ER 

EC 

85 

To  7  Amperes  (0 150  Inch  Terminol  Spccirg),  lotch.ng  U5ER*MC  19  11 

REV-aR  SH  OS  AS  ES 

1 

5945 

fttloy,  Electnwb  Kermtlcolly  Secked,  4.®DT,  lO  Anperes  (Inactive  bse  Ms 

Ma.R-5757/I8f 

fc5 

12  Apr 

83 

EC 

25271)  REV.ES 

5945 

Reloy,  ElesrfiCol,  Hermot*c*jl|y  Sealed,  DPOT,  '0  Amperes  USER'ME  AV  W.C 

Ma-R-5757,'23> 

85 

03  Mor 

88 

ER 

EC 

85 

REV.M!  AR  AT  AS  OS  SK  11  ES 

L 

5945 

Rdoy,  Electricol,  Herm»»tfCoily  Seoled,  DPDT,  10  Amperes  (Inactive  For  New 

MII.R-5757/23C 

85 

18  Feb 

S4 

EC 

Dejisn  Ader  18  feb  Wd  -  Uic  Mll.R-5757  '23-091)  REV-ES 

5945 

Re'cy,  Etecrdfal,  1  PST  To  4  POT  Contcers  low  level  To  1  '2  Ampere  (Dry 

MII-R-5757.'290  (1) 

85 

17  Mur 

c6 

FR 

EC 

85 

Rstd)  (inoctlye)  USCK-ME  AV  MC  REV-AT  Ml  ES 

5745 

Reloy,  EIcctncol,  Hcrmeticall)  Seoled,  Dpdf,  Low  level  To  1.0  Ampere  (Use 

MtL-B-5757/  40F 

85 

10  Feb 

76 

ER 

EC 

35 

MtL-R-39016/9)  Volldatvd  Apr  $S  USER  m£  AV  SH  OS  mC  REV-MI  AR  A* 

AS  E.S 

5945 

Reloy.  Ciecti/col,  HcfTtetIcolly  Seoled  Spdt,  Low  Level  To  C.25  Ampere 

.Mi;-R.57S7- 1030 

85 

14  Dec 

84 

ER 

EC 

85 

USER-OS  AS  MC  SH  REV-l  1  99  ES 

1 

5945 

Relay,  Etecfromognet  c.  Hybrid,  Era*  Suppressed,  Gcrtcroi  Specico*ien  For 

Mll-R-85372 

85 

31  Moy 

72 

85 

ValldQtod  Feb  60  REV*6S 

5945 

Refer)’,  Etec'fomogntt'c,  Esfobhshed  Reltcfjility,  Opdt,  Low  Level  And  2  Amperes 

Mll-P,-390!6-32D 

85 

20  yLVe 

£S 

CT» 

EC 

85 

(lolcRms)  USER-ME  AV  SH  OS  11  REV-AT  AR  Ml  99  HS 

5945 

Reloy,  Eiectfomognetlc.  Seoled,  With  Opstno  And  Dpdt  Contocts.  2  Amperes 

MII.-R-5737/3A  (1) 

85 

28  Nov 

75 

ER 

EC 

85 

Vchdaled  Apt  92  USER-SM  -mC  SH  REV-AT  AV  AR  ME  OS  a3  17  99ES 

5945 

Reloy.  clectfomogpctic,  Estobiished  Rehcbi'ity,  Hennchcofly  Seoled,  4POT. 
k.ow4tvel  To  2  Amperes  (400  Mil'iwatts)  U5SR-ME  AV  'I  BEV-AT  AK  MI  SH 
cS 

Reloy,  Elcctromcgnefic.  Estab!is‘v»d  ReliobiCty,  4PDT,  low  Level  To  2-0  Amperes 

MIL-R-39016/39C 

85 

20  Jul 

88 

ER 

EC 

85 

5945 

Mll.R-39016'400 

bs 

20  J>l 

83 

ER 

EC 

85 

(0,100  Inch  Termhol  Sfwcing)  USER-AV  11  REV-ME  AT  Ml  OS  AS  SH  8j  ES 

L 

5945 

Rsby,  Electfomognclic.  Atsimby.  Permanent  Mognet  Drive,  Low  Use!  To  !(' 

V.ll.R-61(«>/1E 

85 

17  Feb 

88 

£9 

2P0T  REV.99  ES 


S22 
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L 

5945 

Reto/«  ElectromognetiCt  Established  Rcliobility,  Opdl«  Low  Level  To  1  AmperC/ 
Terminols  O.lOO-tNCH  Grid  Poltern  (Sensitive,  60  Milliwatts,  Coil  Operate 

Power  At  25  Deg.  C)  1/ 

MIIR-39016/41D 

85 

20  Jul 

88 

5945 

Reto/,  Electromagnetic,  Type  1  (Including  Estoblished  Reiiobility  (ER)  Types) 
Permonentmognct  Drive,  10  Ampere,  4  POT,  All  Welded,  Hermeticolly  Seoled 
USER-AR  REV-MI  AS  OS  11  99 

MS-27400T 

85 

24  jun 

87 

ER 

L 

5945 

Retoy,  Elecirocnognclic  Est  Reiiobility  Opdt  Low  Level  To  l.OAMP  W/intcrnol 

Diodes  F/coil  Transient  Suppression,  Terminals  O.ICO  In  Crip  Pattern 
(Scnsityve  60  Milllwotts,  Coil  Operote  Power  At  25  Oeg<c) 

M1L-R-39016/42D 

85 

20  Jul 

88 

5945 

Rcloy,  Electromognetic,  General  Specification  For  USER*AT  ME  MC  REV-MI  AV 

AS  OS  11  99  ES 

MIL-R-5757G  (2) 

SUPP  lA 

85 

03  Moy 

84 

ER 

L 

5945 

Relay,  Electromagnetic  Est  Reliobihty  Dpdt  Low  Level  To  l.OAMP  W/intcrnol 

Diodes  F/coil  Tronsieni  Suppression  &  Polority  Rev  Protection,  Term  0.100  In 
Grid  Poltern  (Sensitive  60  Milliwatts  Coll  Opero  Power  At  25  Dec.  C) 

MIL-R-39016/430 

85 

20  Jul 

88 

5945 

Rcloy,  Electromagnetic.  Type  1  (Including  Established  Reiiobility  (ER)  Types) 
Permonent  Mognet  Drive,  10  Ampere,  2  PDT,  All  Welded,  Hermeticolly 

Seoled  USER-AR  REV-MI  AS  OS  EC  11  99  ES 

MS-27401U 

85 

22  Dec 

87 

ER 

L 

5945 

Reloy,  Electromognetic,  Estab  ned  Reliability,  Dpdt,  Low  Level  To  2  Amperes, 
Terminols  0.200-INCH  Grid  Potterr.  (Sensitive.  100/125  *.«it!iwotts.  Coil 

Operate  Power  At  25  Deg.c)  1/  USER-11  REV-OS  AS  ES 

MILR-39016/44D 

85 

20  Jul 

88 

ER 

L 

5945 

Relay,  Electromagnetic,  Continuous  Duty,  60  Amp,  3PDT,  Environmentolly 

Sealed  REV-ll  99  ES 

MIL-R-6106/9B 

85 

17  Mor 

86 

5945 

Reloy.  Electromognetic,  Established  Reliability,  DPDT,  Low  ..eve!  To  2.0  Ampere 
(latching)  USER-OS  MC  19  REV-AR  ME  AV  AT  AS  11  ES 

MIL-R-39016/  45B 

85 

20  Jul 

88 

ER 

5945 

Relay,  Electromagnetic,  Magnetic  latch,  10  Amperes,  2  Pdt,  All  Welded. 
Hermeticolly  Seoled  (Inactive  Use  Mll-R-6106/50)  REV-EC  99 

MS-27744E 

85 

29  Apr 

88 

ER 

L 

5945 

Reloy,  Electromognetic,  Established  Reliability,  Dpdt  Low  level  To  0.5  Ampere 
(100  D.i.p.  Terminol  Spocing)  One  Tenth  Size,  Sensitive,  Bi  Stoble,  lotching 
USER-n 

MILR-39015/47B 

85 

20  Jul 

88 

L 

5945 

Reloy,  Electromognetic,  Normolly  Open,  Continuous  Duty,  60  Amperes,  3  PST, 
Environmentally  Seoled  REV-ll  99  ES 

MIIR-6106/)0C 

85 

17  Mor 

86 

L 

5945 

Relay,  Elcctromagncticestablishcd  Reliabit  Ity,  Dodt,  Low  level  To  0.5  Ampere 
(ICO  D.i.p.  Terminal  Spacing  One  Tenth  Size,  Sensitive,  Monostoble 

MIL  R.39016/48B 

85 

20  Jul 

88 

ER 

5945 

Rcloy,  Electromognetic,  Mogneiic  lolch,  10  Amperes,  4  PDi,  All  Welded, 
Hermeticolly  Seoled  REV-EC  99 

MS-27745G 

85 

29  Apt 

88 

ER 

L 

5945 

Reloy,  Electron^ognetic,  High  Vibration,  Established  Reiiobility,  DPDT,  low  Level 

To  1.0  Ampere  REV-ES 

MIL-R-39016/'49B 

85 

20  Jul 

88 

t 

5945 

Relay,  Electromagnetic,  50  Amperes,  SPST.NC,  With  5  Ampere  SPDT  Auxiliary, 
Hermeticolly  Seoled  REV-99  ES 

MIL  R-6106  '26D  (1) 

85 

12  S-p 

85 

L 

5945 

Reloy,  Electromognetic,  High  Vibrotion,  Estob.  Reliob.  DPDT,  low  level  To  1.0 
Ampere  With  Internal  Diode  For  Coil  Tronsieni  Suppression 

MIL.R.39016/508 

85 

20  Jul 

88 

5945 

Relay,  Electromagnetic  (including  Established  Reiiobility  (Er)  Types  Permanent 
Mognet  Drive,  Low  level  To  5  Amperes,  2  PDT,  All  Welded,  Hermeticolly 

Seoled  REV.99  ES 

MIL-R-6I04.'27C 

85 

05  Moy 

88 

ER 

5945 

Relay,  Electrcmagn<»lic.  Established  Rellouility,  HermeticoHy  Seoled,  4PDT,  low 
level  T02  Amperes  (0.150  Inch  Terminol  Spacing)  With  Internol  Diode  Fo' 

Coil  Transient  Suppression  USER-MC  19  11  REV-AR  AS  OS  SH  99  ES 

MILR-39016, 538 

85 

20  Jul 

88 

ER 

L 

5945 

Relay,  Electromognetic  (Including  Established  Reiiobility  (ER)  Types,  Permonent 
Mognet  Drive,  low  level  To  Amperes  4  PDT,  All  Welded,  Hermeticolly) 

REV.99  ES 

MIL  R-6106  2eC 

85 

06  Moy 

88 

ER 

5945 

5945 

Rcloy,  Electromagnetic,  Estoblished  Reliability,  Dpdt.  low  level  To  1  Ampere, 
Terminals  O.lOO  Inch  Grid  Potlern  USER-MC  19  11  REV-AR  SH  AS  OS  99  ES 
Reloy,  Eleciromognclic  (including  Established  Reliability  (ER)  Types,  Permonent 
Mognet  Drive,  low  level  To  10  Amperes,  3  PDT,  All  Welded,  Hermeticolly 

Scaled  REV  99  ES 

M1LR'39016/17G 

MIL-R6106  29B  (1) 

85 

85 

20  Jul 

06  Dec 

88 

85 

ER 

5945 

Reloy,  Electromagnetic,  Estoblished,  Dpdt,  Low  Level  To  1.0  Ampere  (Sensitive, 

60  Milliwatts)  With  Internol  Diode  For  Coil  Tronsient  Suppressiort  U$ER-MC 

19  n  REV-AR  AS  OS  SH  99  ES 

MIL  R-39016.  16F 

85 

20  Jul 

88 

ER 

1 

5945 

Rcloy,  Electromagnetic,  Direct  Current,  28  Volts . . . . . . 

MIL-R-6106/30A 

85 

24  Sep 

82 

5945 

Reloy,  Electromognetic,  Established  Reiiobility,  Dpdt,  Low  level  To  1-0  Ampere 
USER-AR  MC  19  REV-aS  17  99  85  ES  NS 

MIL  R-39016.9C 

85 

20  Jul 

88 

ER 

L 

5945 

Rcloy,  Electromognetic,  Rcloy  Exiroclion  Tool  R6V.99  ES  . . . . . . 

MIL.R-6106/31 
NOTICE  1 

85 

31  Mar 

88 

5945 

Reloy,  Electromognetic,  Established  Reiiobility,  Spdt,  low  Level  To  1.0  Ampere 
(Sensitive,  40  Milliwofis,  Coil  Operote  Power  At  25  Deg.  C)  USER-MC  19 
REV-AR  AS  OS  17  99  85  £S  NS 

MIL-R-39016/  IOF 

85 

20  Jul 

88 

ER 

L 

5945 

Rcloy,  EI.;ctromagnettc  (Type  1),  Magnetic  Lotch  (Including  Unsuppressed  & 
Suppressed  Coils),  2  Amperes,  1PDT,  Auxitiorv  Contocts,  25  Amperes,  3  PNO 
Mom  Contocts,  Hermeticolly  Seoled  REV.99  ES 

MIL.R-6106'  I2A  (I) 

85 

17  Jun 

88 

5945 

5945 

Relay,  Electromognetic,  Estobhshed  Reliability,  Dpdt,  Low  Level  To  1.0  Ampere 
(Sensitive,  60  Milllwolis,  Coil  Operote  Power  At  25  Deg.  C)  USER-MC  19 
REV-AR  AS  OS  NS  99  85  17  ES 

Reloy.  Elecfromogoetic,  Permonent  Mognet  Drive,  10  Amperes,  6  POT,  All 

Welded,  Hermeticolly  Seoled  REV.99 

MIL-R-39016-  IIF 

MIL.R-6106/8C 

85 

85 

20  Jul 

04  Jun 

88 

85 

ER 

5945 

Relay,  Electromognetic,  Estobhshed  Reiiobility,  Dpdt,  Low  Level  To  1.0  Ampere 
(Lotching)  USER-mC  19  REV-AR  OS  AS  17  99  85  ES  NS 

MILR-39015. 12F 

85 

20  Jul 

88 

ER 

L 

5945 

Reloy,  Electromagnetic.  Mognetic  Lotch,  25  Ampers,  SPDT,  Hermeticolly  Seoled 
REV.99  ES 

MILR-6106. 20A 

85 

07  Jon 

85 

o 

5945 

Retoy,  Electromognetic,  Estoblished  Rcliob  liiy,  Generol  Speciftcotiort  For 

USER-AR  MC  19  REV-mI  AV  OS  SH  AS  99  85  17 

MIL-R-390160 

SUPP  1 

85 

19  Sep 

86 

ER 

5945 

Rcloy,  Electromognetic,  .Hermeticolly  Seoled,  DPDT,  Low  Level  &  2  Amperes 
USER-ME  AT  AV  mC  AS  19  REV-Ml  OS  17  11  99  ES 

MIL  R-5757  IOK  (1) 

85 

28  Jon 

85 

ER 

CUSTODIAN 

"ec 

EC  85 

EC 

EC  85 
EC 

EC  85 

EC  85 

85 
EC  85 
AS  85 
EC 

85 

EC  85 
AS  85 
EC 

85 

EC 

EC  85 

EC 

EC  85 

EC  85 
EC  85 

EC  85 

AS  85 
EC  85 

85 

EC  85 

85 

EC  85 

EC  85 
EC  85 
85 
EC  85 
EC  85 
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fSC  TITie 

5?45  Rcloy,  Eiectromognetic,  Established  Reliobiliiy,  Opdt,  low  level  To  2  Amperes 
(0.200  Inch  Tctmmol  Spocing)  USER-MC  SH  OS  19  REV-AR  AS  85  17  ES 
59^5  Relay,  Eleclromognetic.  Socket  Module  Extroction  Tool  REV.99  ES..,-..«.....  ..  « 

5945  Retoy,  Eleclromognetic,  Estoblished  Reliability.  Spdt,  low  level  To  1  Ampere 
USER-MC  19  REV-AR  AV  AS  17  85  99  ES  NS 
5945  Rcloy,  Elcctromognetic,  Assembly,  Mognctic  lotch,  10  Amperes,  2  Pdt, 
Hermetically  Seolcd  REV-99  ES 

5945  Relay.  Electromagnetic,  Estoblished  Rcliobility.  4PDT,  low  level  To  2  Amperes 
(0,150  Inch  Terminot  Spacing)  USER-MC  19  11  REV-AR  AS  OS  SH  99  ES 
5945  Rcloy,  Etecfromognelic,  Mognetic  lotch,  10  Amperes,  4  PDT,  HermelicoHy 
Seoled  REV.99 

5945  Rcloy,  Eleciromognetjc,  Estoblished  Reliability,  Dpdt,  low  level  To  1.0  Ampere 
With  Internol  Diode  For  Coil  Transient  Suppressiors,  Terminols  0  100  Inch  Grid 
Poiiern  USER-MC  19  11  REV-AR  AS  OS  SH  99  ES 
5945  Relay.  Eleclromognetic.  Mognctic  Lotch,  Permonent  Mognet  Dr»ve,  low  level  To 
5  Amperes,  2  PDT,  Ail  Welded,  Hermeticolly  Seolcd  REV.99  ES 
5945  Re-t-v,  Elcctromognetic,  Established  Reliability,  Opdt,  low  level  To  1  0  Ampere 
Witr.  tntemol  Diode  For  Col!  Tronsicni  Suppression  And  Polority  Reversol 
Prelection,  Terminals  0.100-INCH  Grid  Pollern  USER-MC  19  11  REV-AR  SH 
OS  AS  99  ES 

5945  Reloy,  Electromagnetic.  Mognetic  Lotch,  Permonent  Magnet  Drive,  low  level  To 
5  Amperes,  4  PDT,  All  Welded,  Hermeticolly  Seoled  REV-99  ES 
5945  Rcloy.  Electromagnetic.  Esiol^ished  Rchobility,  Opdt,  low  level  To  1.0  Ampere 
(Sensitive  60  Milliwatts)  With  Internol  Diode  For  Coil  Tronsient  Suppression 
And  Polority  Reversal  Protection  USER-MC  19  REV-AR  OS  AS  NS  85  99  ES 
5945  Reloy,  Electromagnetic,  Mognetic  lotch.  Permonent  Magnet  Drive,  low  Level  To 
10  Amperes,  3  POT,  All  Welded,  Hermeticolly  Seoled  REV-99  ES 
5945  Relay,  Eleclromognetic,  Estoblished  Reliobility,  Dpdt,  low  level  Tc  2  Amperes 
(0200  Inch  Terminal  Spacing)  Coil  Transient  Suppressed  USER-MC  19  11 
REV-AR  OS  AS  SH  99  ES 

5945  Reloy,  Eleclromognetic,  25  Amperes,  3PNO,  With  2  Ampere,  IPDT  Auxiliary 
Contocis,  Hermetically  Seoled,  Type  1  REV-99  ES 
594$  Relay,  Eleclromognetic.  Estoblished  Rehobility,  Spdt,  low  level  To  1.0  Ampere 
With  Internal  Diode  For  Coil  Tronsient  Suppression  USER-mC  19  REV-AR  OS 
AS  NS  85  99  ES 

5945  Reloy.  Electromagnetic,  300  Amperes,  Spst,  No,.unscoled  Enclosure  REV-99  6$  - 
5945  Relay,  Elcctromognetic.  Estoblished  Reliability,  Spdt,  Low  level  To  1  0  Ampere 
With  Internol  Diodes  For  Coil  Tronsier't  Suppression  And  Polority  Reversol 
Protection  USER-MC  REV-AR  AS  OS  17  NS  85  99  ES 
5945  Reloy,  Eleclromogneticmognotic  latch,  10  Amperes.  4P0T,  All 
Weldedhermetlcolly  Seolcd  REV-EC  99  ES 

5945  Rcloy,  Electromagnetic,  Estoblished  Reliability,  Spdt,  low  level  To  1.0  Ampere 
(Sensitive,  40  Milliwatts)  With  An  Internol  Diode  For  Coil  Tronsient 
Suppression  USER-MC  19  REV-AR  AS  SH  OS  85  NS  99  ES 
5945  Reloy,  Efcciromognclic,  With  4P0T  Center  OFF5  Ampere  Auxiliory  Contocts, 
3PDT,  135  Ampere  Center  Of!  Primory  Contacts,  Type  li  (Unseoled), 
Mcchonicolly  Interlocked 

5945  Reloy,  Electromognelic,  Estoblished  Reliobility,  Spdt,  Low  Level  To  1.0  Ampere 
(Sensitive,  40  Milliwatts)  With  Internal  Diodes  For  Coil  Tronsient  Suppression 
And  Polority  Reversal  Protection  USER-AV  ME  MC  19  REV-AR  AT  AS  OS  SH 
N5  85  99  ES 

5945  Reloy,  Electromagnetic  (Type  I),  Mognetic  Lotch  (With  Internol  Diodes  For  Cod 
Tronsient  Suppression),  Permonent  Mognet  Drive,  low  level  To  5  Amperes 
4PDT,  All  Welded,  Hermeticolly  Scaled  REV.99  ES 
5945  Retoy,  Electromogncti':,  Established  Reliability,  Spdt,  low  level  To  0.5  Ampere 
(Lotching)  With  Internol  Diodes  For  Coil  Transient  Suppression  USER-MC  19 
REV-AR  OS  AS  SH  17  NS  99  85  ES 

5945  Reloy,  Electromognelic  (Type  1),  Mognetic  Lotch  (With  Internol  Diodes  For 

Tronsient  Suppression),  Permanent  Mognet  Drive,  low  level  To  5  Amperes,  2 
PDT,  All  Welded,  Hermeticolly  Seoled  REV.99  ES 
5945  Reloy,  Elcctromognetic,  Estoblished  Keliobiiity,  Spdt,  Low  level  To  0.5  Ampere 
(lotching)  With  Internol  Diodes  For  Coil  Transient  Suppression  And  Polarity 
Reversol  Protection  USER-MC  19  REV-AR  AS  OS  SH  NS  17  99  ES  NS 
5945  Reloy,  Eleclromognetic  (Type  I),  Magnetic  Lotch  (With  Internol  Diodes  For 

Tfoftsl^ni  Suppfe«'<'n\  levt*  '0  A"*pe'ej, 

3  PDT,  All  Welded,  Hermeticolly  Seoled  REV.99  ES 
5945  Reloy,  Hlectromognetlc,  Estoblished  Reliobility,  Opdt,  Low  level  To  1.0  Ampere 
(latching)  With  Internol  Diodes  For  Coil  Tronsient  Suppression  USER-MC  19 
REV-aR  SH  OS  85  17  99  ES 

5945  Reloy,  Elcctromognetic,  Estoblished  Reliobility,  Dpdt,  low  level  To  1.0  Ampere 
(lotching)  With  Internol  Diodes  For  Coil  Tronsient  Suppression  And  Polority 
Reversol  Protection  USER-ME  AV  AS  MC  19  REV-AT  AR  AL  OS  SH  85  17 
99  ES 

5945  Reloy,  Elcctromognetic,  Estoblished  Reliability,  Opdt,  low  level  To  1.0  Ampere, 
(0,100  Inch  Tcrminol  Spocing)  USER-AV  AR  1 1  REV-ME  AT  Ml  SH  OS  AS 
85  ES 

5945  Relay,  Eleclromognetic,  Established  Rcl.obilily,  Hermcticol'/  Seoled,  4  Pdt,  low 
Level  TO  2  Amperj  (0.150  Inchferminol  Spacing),  lo  Tohmg,  With  Internol 
Diodes  For  Coil  Tronsient  Suppression  USER-MC  19  1 1  REV-AR  AS  OS  99 
ES 
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85 

20  Jul 
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EC 
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85 
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85 
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ER 

EC 

85 
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85 
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85 
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85 

20  Jul 

88 

ER 

EC 

85 
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85 

30  Sep 

86 

85 

MIL  R-39016/27E 

85 

20  Jul 

88 

ER 

EC 

85 

MIL-R-6106/54 

85 

24  Oct 
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MIL-R-39016-  23E 
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20  Jul 

88 

ER 

EC 

85 

MIL-R-6)06/i5 

85 
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86 

85 

MIL-R-39016/29F 

85 

20  Jul 
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ER 

EC 
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MIL-R-39016.  30E 
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EC 

85 

MIL-R-390)6-34D 
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5945 

Relay,  Eleelromaonetic  Estobliihed  Reliability,  Hermelicolly  Seoled,  4ROT,  low 

MIL-R-39016/36B 

85 

20  Jul 

88 

ER 

EC 

85 

Level  To  2  Amperes  (0.150  Inch  Terminal  Spacing),  Lotching,  With  Internol 

Diodes  For  Coil  Transient  Suppression  And  Reverse  Polority  Protection 

USER-MC  19  n  REV-AR  OS  AS  SH  99  ES 

5945 

Reloy,  Electromognetic,  Established  Reliobility,  Dpdt,  Lovr  level  To  2  Amperes 

MIL-R-39016/37A  (2) 

85 

13  Aug 

85 

ER 

EC 

(0.1504NCH  Terminol  Spacing)  With  Internol  Diode  For  Coil  Transient 
Suppression  USER-MC  19  REV-AR  AS  SH  OS  17  99  ES 

5945 

Reloy,  Electromagnetic,  Established  Reliobility,  Dpdt,  low  Level  To  2  Amperes 

MIL-R-39016/38B 

85 

20  Jul 

88 

ER 

EC 

85 

(0.150  Inch  Terminol  Spocing)  With  Internal  Diodes  For  Colt  Tronsient 
Suppression  And  Reverse  Polority  Protection  USER-MC  19  11  REV-AR  SH  OS 
AS99ES 

1 

5945 

Reloy,  Electromechonicol,  Hermeticolly  Sealed,  6  Pdt,  5  Amperes  (Inoctive  Use 

MIL-R-5757/16G 

85 

Apr 

88 

EC 

Ms  25269) 

L 

5945 

Relay,  Field  Control,  Generator  28  Volt  Dc,  Type  MD&.1  REV-99  ES . 

MIL-R-26895  (1) 
NOTICE  1 

85 

31  Mar 

88 

85 

O  L 

5945 

Reloy,  Field  Control,  Generotor  24  Volt  DC, TYPE  M&2  Validated  Mar  86 

Mll-R-9221  (2) 

85 

31  Mar 

88 

85 

REV-MI  99  ES 

NOTICE  1 

5945 

Relay,  Generotor  Equalizer  Bus,  Type  A-1  REV-MI  99  ES . . . . . 

MIL-R-6463A 

NOTICE  1 

85 

31  Mar 

88 

AS 

85 

5945 

Reloy,  Hybrid  Or  Solid  Stole,  Sensors,  Estoblished  Reliobility  Generol 

MIL-R-2B894 

85 

10  Apr 

86 

ER 

EC 

85 

Specificotlon  For  REV-AV  OS  SH 

SUPL  1 

5945 

Reloy,  Hybrid,  Estoblished  Reliability,  Spdt,  Low  level  To  1.0  Ampere  (Sensitive, 

MIL-R-28776/4E  (1) 

85 

10  Sep 

85 

ER 

EC 

85 

Coll  Operote  Power  At  25  Deg.  C)  (Trontitlor  Driven)  {Electromechanical 

Output)  With  Diode  Coil  Suppression  USER-ME  AR  OS  AS  SH  19  REV-MI 

17  11  99  NS  ES 

5945 

Reloy.  Hybrid,  Estoblished  Reliobility,  Generol  Specification  For  USER-ME  AR 

MIL-R-28776B  (2) 

85 

28  Jan 

85 

ER 

EC 

85 

os  AS  SH  19  REV-MI  17  11  ES 

SUPP  1 

5945 

Reloy,  Hybrid,  Estoblished  Reliability,  Dpdt,  low  level  To  1.0  Ampere 

MII-R-28776/1E  (1) 

85 

10  Sep 

85 

ER 

EC 

11 

(Tronsistor  Driven)  (Electromechonicol  Output)  USER-ME  AR  AS  OS  SH  19 
REV-MI  11  17  99  ES  NS 

5945 

Reloy,  Hybrid,  Sensors,  Established  Reliability,  Type  1,  Closs  B,  (Hybrid  AC 

MIL-R-2B894/1  (1) 

EC 

25  Aug 

86 

ER 

EC 

85 

Power  Monitoring  Sensor),  2  PDT,  Low  Level  To  10  Amperes,  Hermeticolly 

Seoled  (Potted),  Vertical  Mount  REV-AV  OS  SH 

5945 

Reloy,  Hybrid,  Sensors,  Estoblished  Reliobility,  Type  Iv  (Under/over  Frequency 

MIL-R-28894/14  (1) 

85 

25  Aug 

86 

ER 

EC 

85 

Sensor),  Class  B,  2P0T,  Low  Level  To  10  Amperes,  Hermeticolly  Seoled 
(Potted)  REV-AV  OS  SH 

5945 

Relay,  Hybrid,  Sensors,  Estoblished  Reliobility,  Type  Iv  (Under/over  Frequency 

Mll-R-28894/15  (1) 

85 

25  Aug 

86 

ER 

EC 

85 

Sensor),  Closs  B,  4PDT,  low  level  To  10  Amperes,  Hermeticolly  Sealed 
(Potted)  REY-AV  OS  SH 

5945 

Reloy,  Hybrid,  Sensors,  Est.  Reliobility,  Type  V  (AC  Phase  Sequence  Sensor), 

Mll-R-28894/16 

85 

10  Apr 

86 

ER 

EC 

85 

Closs  B,  2PDT,  low  Level  To  10  Ampers,  Hermeticolly  Seoled  (Polled) 

REV-AV  OS  SH 

5945 

Relay,  Hybrid,  Sensors,  Estoblished  Reliability,  Type  V  (AC  Phose  Sequence 

MIL.R.28894/17 

85 

10  Apr 

86 

ER 

EC 

85 

Sensor),  Closs  6,  4PDT,  low  level  To  10  Amperes,  Hermeticolly  Sealed 
(Potted)  REV-AV  OS  SH 

5945 

Relay,  Hybrid,  Sensors,  Estoblished  Reliobility,  Type  1,  Closs  8,  (Hybrid  AC 

Mll-R-28894/2  (I) 

EC 

25  Aug 

86 

ER 

EC 

85 

Power  Monitoring  Sensor),  2P0T,  low  level  To  10  Amperes,  Hermeticolly 

Seoled  (Potted),  Horizonlol  Mount  REV-AV  OS  SH 

5945 

Reloy,  Hybrid.  Sensors,  Estoblished  Reliobility,  Type  1,  Class  B,  (Hybrid  AC 

MIL-R-28894/3  (1) 

85 

25  Aug 

86 

ER 

EC 

85 

Power  Monitoring  Sensor),  2P0T,  low  level  To  10  Amperes,  Hermeticolly 

Scaled  (Potted),  Inverted  Mount  REV-AV  OS  SH 

5945 

Relay,  Hybrid,  Sensors,  Established  Reliobility,  Type  1,  Closs  B,  (Hybrid  AC 

Power  Monitoring  Sensor),  2P0T,lOW  level  To  10  Amper  Es,  Hermeticolly 
Seated  (Potted,  Horizontol  Mount  With  Connector  Terminotion  REV-AV  05 

SH 

Relay,  Hybrid,  Sensors,  Estoblished  Reliobility,  Type  1,  Closs  B,  (Hybrid  AC 

Mll-R-28894/4  (1) 

85 

25  Aug 

86 

ER 

EC 

85 

5945 

Mll-R-28894/6  (1) 

85 

25  Aug 

86 

ER 

EC 

85 

Power  Monitoring  Sensor),  3P0T,  low  Level  To  10  Amperes,  Hermeticolly 

Seoled  (Po(  ed),  Horizontolmount  REV-AV  OS  SH 

L 

5945 

Reloy,  Hybrid,  Time  Deloy  (On  Releose),  Track  Mounted  Type  lio,  Closs  B,  10 
Amperes,  2PDT,  Hermetically  Seoledfixed  Time,  0.1  To  3(X)SECONOS  RE‘/-99 

ES 

Reloy,  Mognetic  latch,  25  Amp,  3  Pdt,  All  Welded,  Hermeticolly  Seoled  REV-99 

MIL.R.83726/18C  (1) 

85 

19  Aug 

88 

85 

1 

5945 

MS-27742B 

85 

31  Mor 

88 

85 

ES 

NOTICE  1 

5945 

Relay,  Mognetic  lotch,  5  Amp,  6  Pdt,  Class  68,  Seoled,  Hook  Terminois,  Stud 

MS-25469C 

AS 

16  Mor 

70 

AS 

85 

Mounted  (Asg)  Validated  Aug  85  REV-EC  17  11  99  ES  " 

1 

5945 

Reloy,  Motor  Driven  Validated  Mar  80  REV-ES... . . . . . . 

MIL-R-I5472C 

SH 

23  Mar 

66 

SH 

1 

5945 

Relay,  Polorized,  Sensitive,  Direct  Current  Validated  Aug  8J  REV-MI  ES . 

MII.R-21335B  (5) 

os 

29  Feb 

69 

OS 

L 

5945 

Reloy,  Rodio  Frequency  (Cooxiol),  Estoblished  Reliobility,  Electricol,  Hermeticolly 

Ma-R.39016/33E 

85 

20  Jul 

88 

EC 

85 

Seoled,  Spdt  And  Dpdt,  Dc  To  1  Ghz 

5«45 

Pf'oy,  (M-fcii'y  Welled)  All  Welded,  0  To  7.5  Veil  Amoeres  R6V-99  ES., 

MII-R-E3407/3B  (1) 

85 

23  Aug 

85 

85 

O  1 

5945 

Reloy,  Reed,  Dry,  Generol  Specificolion  For  REV-ES  99  . . . . . 

MII-R-B3SI6A  (3) 

85 

23  Feb 

84 

85 

L 

5945 

Relay,  Reed,  Dry,  Duol  In  line  Pockoge  (Dip),  Generol  Purpose  REV-99  ES ........ 

M11-R-83516/1B 

85 

24  Moy  85 

85 

1 

5945 

Reloy,  Reed,  Dry,  Duol  In  line  Pockoge  (DIP),  Lotching  REV-99  ES . 

MIL-R-83516/2D 

85 

23  Feb 

84 

85 

L 

5945 

Reloy,  Reed,  Dry,  Single  In  linepockoge  (Sip),  Generol  Purpose  REV-99  ES . 

MIL-R'83SI6/3B  (I) 

85 

23  Feb 

84 

85 

L 

5945 

Reloy,  Reed,  Dry,  Duol  In  line  Pockoge  (Dip)  Generol  Purpose,  low  Power  Coil 

MII-R-83S16/4A  (1) 

85 

23  Feb 

84 

85 

REV-99  ES 

1 

5945 

Reloy,  Reed,  Mercury  Welled,  DPDT,  low  level  To  2  Amperes  Validated  Mar 

Mll-R-83407/2 

85 

31  Mor 

88 

11 

83  REV-MI  ES 

NOTICE  1 

1 

5945 

Relay,  Reed,  Single  ;n  Line  Pockoge  (Sip)  Generol  Purpose,  low  Power  Coil 

MII-R-83516/5A  (1) 

85 

23  Feb 

84 

85 

REV.99  ES 

5945 

Relay,  Seleclia.i  And  Application  USER-ME  MC  AS  YD  OS  SH  REV-MI  AR  AT 

MIL-STD-1346B 

85 

29  Apr 

85 

ER 

EC 

85 

AV  17  85  ES 

L 

5945 

Reloy,  Sensitive  (For  Torpedo  Mcrk  37  Mod  2)  Validated  Sep  85  REV-6S.......... 

MII-R-I9309C 

OS 

03  Sep 

70 

OS 
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1 

5945 

Reto/,  Solid  Stole,  Time  Deloy  (On  Opcrote),lype  1,  Cloji  C,  SPST,250 

MIL-R-83726/20B 

85 

07  Jon 

86 

85 

Milliompcrcj,  Fixed  Time,  ,05  To  500  Seconds  REV‘99  ES 

Q 

5945 

Reloy,  Solid  Slate,  General  Specificolion  For  USER-ME  AT  AR  MC  AS  SH  19 

MIL-R-28750B  (3) 

85 

20  Mor 

87 

ER 

EC 

85 

REV-MI  OS  17  99  11  ES 

SUPP  1 

5945 

Rcloy,  Solid  Slate,  Hermeticolly  Sealed,  Isolated,  50  Mo,  40  V,  Ac  Or  Oc, 

MIL-R-28750/50 

85 

12  Apr 

85 

ER 

EC 

85 

Anolog  Signol  Switching,  Spsi  (N.o>)  USER'AT  ME  AR  MC  AS  SK  19 

REV.MI  OS  17  99  85  ES 

5945 

Relay,  Solid  Stole,  (Ermclicolly  Seoled,  Isolated,  250  Mo,  40  Vdc,  Signol 

Switching,  Spsi  (N.o.)  USER-AT  ME  AR  AS  MC  SH  19  REV>MI  OS  17  99  85 

ES 

Relay,  Solid  Stole,  Hermeticolly  Seoled,  isolated,  100  Mo,  250  Vdc,  Signol 

MIL.R-28750/6D 

85 

12  Apr 

85 

ER 

EC 

85 

5945 

MIL-R-287S0/7C 

85 

12  Apr 

85 

ER 

EC 

85 

Switching,  Spsi  (n  o.)  USER-ME  AT  AR  MC  AS  19  REV-MI  SH  OS  17  99  85 

ES 

Reloy,  Solid  State,  Sensors,  Established  Reliobility,  Type  ti  (OC  Undervoltogc 

5945 

MIL-R-28894/18 

EC 

10  Apr 

86 

ER 

EC 

85 

Sensors),  Class  C,  SPST  (NO),  Hermeticolly  Seoled  (Potted),  P)ug«in  Terminols 
REV.AV  OS  SH 

5945 

Reloy.  Solid  Stole,  Sensors,  Estoblished  Reliability,  Type  li,(dC  Voltoge  Sensor), 

MIL-R-28894r  19 

EC 

10  Apr 

86 

ER 

EC 

85 

Ctoss  C,  SPST  (NO),  250  Miltiompcrcs,  Hermetically  Seoled  (Potted),  Plug-in 
Terminols  REV-AV  OS  SH 

L 

5945 

Reloy,  Solid  Stote,  Hermeticolly  Sehled,  Opticolly  Isoloted,  600  Mo,  50  Vdc, 

MIL-R-28750A/8B 

85 

24  Feb 

88 

EC 

85 

Signal  Switching,  Spsi  (N.o.)  USER-19  REV-OS 

1 

5945 

Re^c/,  Solid  Stole,  Hermeticolly  Seoled.  Opticolly  Isolated,  Zero  Voltoge  Turn 

MIL-R-28750/9S 

85 

14  Nov 

88 

EC 

On,  2  A,  45  ♦  440  Hz,  Power  Switching,  Spsi  (N  o.) 

L 

5945 

Reloy,  Solid  Slate,  Seoled,  Opticolly  Isoloted,  Zero  Voltage  Turn  On,  25  A,  250 

MIL-R-28750/10S 

85 

Z 

o 

< 

88 

EC 

85 

Vac,  45  •  440  Hz,  Power  Switching,  Spst  (N.o.) 

5945 

Reloy,  Tclegroph,  Passive.  Solid-state  Generol  Spccificotion  For  Validated  Mat 

MIL.R-27777B  (1) 

85 

31  Mor 

88 

ER 

EC 

85 

88  USER-OS  AS  MC  14  REV-MI  AR  89  13  11  99  ES 

NOTICE  1 

5945 

Relay,  Telegraph,  Possivc,  Solid  Stote  (Octol  Bose)  Validated  Mar  88  USER-MC 

Mll.R.27777/1 

85 

31  Mor 

88 

ER 

EC 

17 

19  REV-MI  AR  OS  AS  89  13  85  11  ES 

NOTICE  1 

5945 

Reloy,  Telegraph,  Possivc,  Solid  Stote  (255  Bose)  Validated  Mot  88  USER-MC 

MIL-R-27777/2 

85 

31  Mor 

88 

ER 

EC 

85 

19  rev-mi  os  AS  13  11  89  85  ES 

NOTICE  1 

5945 

Reloy,  Telegraph,  Possivc,  Solid  Stalc,universol  (202  Bose)  Validated  Mat  68 

MIL.R.27777/3 

85 

31  Mor 

88 

ER 

EC 

85 

USER-MC  19  REV-MI  AR  OS  AS  89  85  13  11  ES 

NOTICE  1 

5945 

Reloy,  Telegroph,  Possivc,  Solid  Stole  Relay,  Electronic,  Speciol  Purpose  REV-ES 

MIL-R-27777/4 

NOTICE  1 

85 

31  Mer 

88 

EC 

85 

5945 

Reloy,  Time  Oeloy  On  Releose,  Seporolc  Positive  Control  Type  HA,  Closs  B,  10 

MIL-R-83726/2A 

85 

31  Mor 

87 

ER 

EC 

85 

Amp,  2  POT,  Hermeticolly  Sealed  (Inovtive)  REV-11  ES 

5945 

Reloy,  Time  Oeloy  On  Operote  Type  1,  Closs  B,  10  Amp,  2  POT,  Hermeticolly 

MII-R-83726/3A  (1) 

85 

27  Sep 

83 

ER 

EC 

85 

Seoled  (Inoctivc)  REV-11  99  ES 

o 

5945 

Relay,  Time  Oeloy,  Thermol  Generol  Specilieotion  For  USER-MI  MC  OS  19  11 

MII-R-19648C 

85 

27  Ocl 

86 

ER 

EC 

85 

REV-AV  me  at  AR  as  SH  17  80  85  ES 

5945 

Reloy,  Time  Oeloy  On  Release,  Positive  Control  Type  HA,  Closs  B,  10  Amp,  2 

MIL-R-83726/4A  (1) 

85 

27  Sep 

88 

ER 

EC 

85 

POT,  Hermeticolly  Seoled  (Inactive)  REV-11  99  ES 

5945 

Roloy,  Time  Deloy,  The  Vohdolcd  Apr  81  USER-MI  MC  19  REV-ME  AT  AV  OS 

Ma-R-19648/lD  (2) 

85 

18  Ocl 

74 

ER 

EC 

85 

85  17  ES 

L 

5945 

Reloy,  Time  Oeloy,  Oeloy  On  Operote.  Closs  B,  Type  1,  Hermeticolly  Seoled, 

MIL-R-83726/28B  (1) 

85 

28  Jul 

86 

85 

Opdt,  10  Amperes,  Fixed  Time,  0.1  To  500  Seconds  REV-99  ES 

5945 

Reloy,  Time  Oeloy  On  Operote,  Type  1,  Closs  8,  10  Amp,  2  POT,  Hermeticolly 

MII-R-83726/1A 

85 

31  Mor 

87 

ER 

EC 

85 

Seoled  (Inactive)  REV-99  11  ES 

1 

5945 

Relay,  Time  Delay,  Delay  On  Releose,  Class  B,  Type  ho.  Hermeticolly  Seoled, 

MIL-R-83726/29B  (1) 

85 

28  Jul 

86 

85 

Opdt/  10  Amperes,  Fixed  Time,  0.1  To  500  Seconds  REV.99  ES 

L 

5945 

Reloy,  Time  Oeloy,  Oeloy  On  Operote,  Class  B,  Type  1,  Hermeticolly  Seoled, 

MII-R-83726/30B 

85 

18  Feb 

86 

85 

Opdt,  10  Ampc'e,,  Ad|ustcblc  Time  Oeloy  (Extcrnol  Resistor),  0.1  To  500 
Seconds  REV-99  ES 

L 

5945 

Reloy,  Time  Oeloy,  Delay  On  Releose,  Closs  B,  Type  Ho,  Hermeticolly  Seoled, 

MIL.R-83726/31B 

85 

18  Feb 

86 

85 

Opdt,  10  Amperes,  Adjustable  Time  Oeloy  (External  Resistor),  0.1  To  500 
Seconds  REV-99  ES 

1 

5945 

Reloy,  Vocum,  Spdt,  30AMPERES  Rms,  15  Kllovois  (PcoV).. . . . . 

MIL-R-83725/20A 

85 

17  Mor 

89 

85 

5945 

Relay,  Vacuum,  General  Spccificotion  For  USER-AS  REV-OS  99  ES . 

MIL-R-83725B 

85 

20  Dec 

88 

ER 

EC 

85 

5945 

Reloy,  Vocuum,  Spdt,  15  Amperes  Rms,  12  Kilovolts  (Peak)  USER-ME  AV  AT 

MIL.R.83725/1E 

85 

17  Mor 

89 

ER 

EC 

85 

MC  REV-SH  17  99  ES 

5945 

Reloy,  Vocuum,  Spdt,  25  Amperes  Rms,  25  Kilovolts  (Peak)  USER-AT  ME  AV 

MIL.R-83725/20 

85 

17  Mor 

89 

ER 

EC 

85 

REV-SH  17  99  ES 

NOTICE  1 

1 

5945 

Reloy,  Vocuum,  SPST,  N.o.,  12  Amperes  Oc,  Or  60  Hz  RMS,  10  Kilovolts  Pcok 

M1L.R.83725/17B 

85 

26  Jon 

87 

85 

DC  REV-99  ES 

L 

5945 

Reloy,  Vacuum,  SPST,  NC,  DC,  8  Amperes  REV-ES  . . . . . . . 

MII-R-83725/18A 

85 

so 

o- 

Z 

o 

< 

86 

85 

L 

5945 

Reloy,  Vocuum,  Spst,  N/c,  15  Amperes  Oc  Or  60  Hz  Rms,  12  Kilovoltsdc  Or  60 

MIL-R-83725/19 

85 

11  Feb 

86 

85 

Hi  Pcok  REV-ES 

L 

5945 

Rclov  Vocuum  SPOT  3  lood  2  5  Dc  REV  99 

ES 

Reloy,  Vocuum,  SPDT,  18  Amperes  RMS,  3.5  Kilovolts  Pcok  (Corry  Only) 

.---.H  R  837250  '4C 

GS 

30  Sep 

o6 

o5 

L 

5945 

MII-R-83725/5B 

85 

30  Sep 

86 

85 

REV.99 

t 

5945 

Reloy,  Vacuum,  SPST,  Lolchlng,  12  Amperes  OC  Or  60  Hz  RMS,  3.6  Kilovolts 

MII.R-83725/6D 

85 

> 

o 

Z 

86 

85 

DC  Or  60  Hi  Pcok  REV-99  ES 

t 

5945 

Reloy,  Vacuum,  Spst,  N/c,  12  Amperes  Oc  Or  60  Hz  Rms,  3.6  Kilovolts  Pcok 

MIL-R-83725/7B 

85 

26  Nov 

86 

85 

REV-99  ES 

L 

5945 

Reloy,  Vocuum,  Spst,  N/o,  12  Amperes  Oc  Or  60  Hz  Rms,  3.6  Kilovolts  Pcok 

MII-R-83725/8B 

',5 

26  Nov 

86 

85 

REV.99  ES 

L 

5945 

Reloy,  Vacuum,  SPST,  latching,  12  Amperes  DC  Or  60  Hz  RMS,  7  Kilovolts 

MIL-R-83725/9B 

85 

26  Nov 

86 

85 

Peek  REV-99  ES 

L 

5945 

Reloy,  Vacuum,  Spst,  N/c,  12  Amperes  Oc  Or  60  Hz  Rms,  10  Kilovolts  Oc  Or 

MIL-R-83725/10A 

85 

03  Ocl 

86 

85 

60  Hi  PcoV  REV.99  ES 
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L 

5945 

Rcloy«  Vacuum,  SPOT,  latching.  12  Amperes  DC  Or  60  Hz  RMS,  3.6  Kilovolts 

MtlR-83725-'HC 

85 

26  Nov 

86 

85 

DC  Or  60  Hi  Peot  RP'..99  ES 

L 

5945 

Reloy,  Vacuum,  Spdl,  12  Amperes  Dc  Or  60  Hr  Rms,  3.6  Kilovolts  Ptok  REV-99 

ES 

Relay,  Vacuum,  SPOT,  lotching,  12  Amperes  DC  Or  60  Hz  RMS,  9  Kilovolts  DC 

MIL-R-83725M2A 

85 

26  Nov 

86 

85 

1 

5945 

MIIR-83725/13B 

85 

26  Nov 

86 

85 

Or  60  Hi  Peik  REV.99  ES 

1 

5945 

Reloy,  Vocuum,  Spot,  75  Amperes  RMS,  15  Kilovolts  (Peck)  Or  DC  Vohdattd 

MIL-R-83725/  15B 

85 

18  Nov 

88 

85 

Nov  88  REV-99 

NOTICE  1 

1 

5945 

Reloy,  10  AMP,  3P0T,  Seolcd,  Connector  Mounting,  Cloots  O  (fnoctivc) 

AN3308 

85 

31  Mor 

88 

85 

Validated  Mar  88  REV.99  ES 

REV  4 

L 

5945 

Reloy,  10  AMP,  3PDT,  Scolcd,  Class  O  (Inactive)  Vofrdated  Mor  88  REV-99  ES 

AN3312 

REV  3 

85 

31  Mor 

88 

85 

5945 

Reloy,  10  AMP,  IPDT,  Unseated,  Closs  O  (Inactive)  Validated  Mar  88  REV-99 

AN3314 

85 

31  Mor 

88 

AV 

85 

ES 

REV  2 

5945 

Relay,  10  AMP,  2P0T,  Scaled,  Pond  Mounting,  Gloss  0  (Inoctive)  Validated 

AN3307 

85 

31  Mor 

88 

AV 

85 

Mar  88  REV.99  ES 

REV  4 

L 

5945 

Reloy.  10  Amp  3  Pdt,  Unsealed,  Closs  0  Validated  Mar  88  REV.99  ES . . 

AN3316 

REV  6 

85 

31  Mor 

88 

85 

5945 

Reloy.  10  Amp,  2P0T,  Seolcd,  Connector  Mounting,  Closs  0  (Supersedes  Usol 

AN3306 

85 

31  Mor 

88 

AV 

85 

Dwg  50B6186)  Validated  Mar  88  REV.99  ES 

REV  4 

5945 

Relay,  10  Amp,  4  Pdt,  Scoled,  Class  0  Validated  Mar  88  REy.99  ES . . . 

MS-25024F 

85 

31  Mar 

88 

ER  AS 

85 

1 

5945 

Reloy,  10  Amp,  4  Pdt,  Scolcd,  Connector  Mounting,  Closs  0  (Supersedes  Usof 

AN3310 

85 

31  Mar 

88 

85 

Dwg  50B6188)  Validated  Mar  88  REV.99  ES 

REV  4 

5945 

Relay,  10  Amperes,  4  PDT,  Type  1  Hcrmeticolly  Seoled  REV-EC  11  99  . . 

MS.27709F 

85 

06  Jul 

84 

AS 

85 

1 

5945 

Relay,  100  Amp,  2PST,  Unsealed,  Closs  0  Validated  A\ar  68  REV-ES  . . 

AN3362 

REV.5 

85 

31  Mor 

83 

85 

5945 

Reloy,  100  Amp,  2P0T,  N.o.  Type  li,  Non-hcrmcficolly  Seoled,  Mechonlcolly 

MS.25031K 

85 

31  Mor 

88 

AS 

85 

Interlocked  REV-6C  11  99 

NOTICE  1 

5945 

Relay,  1(X)  Amp.  3  Pst,  N.o.  Type  1,  Hermencolly  Scoled  REV-EC  11  99  ES  .... 

MS-24168N 

85 

05  Nov 

82 

AS 

85 

5945 

Relay,  100  Amp,  IPST  ,  N.o.  Type  1,  Hcrmeticolly  Sealed  REV-EC  99  11  . . 

MS-24141G 

85 

24  Sep 

82 

AS 

85 

5945 

Reloy,  100  Amp,  IPST,  N.o.  Type  1,  Hcrmeticolly  Seoled  REV-EC  99  11  . . . 

MS.24182H 

85 

24  Sep 

82 

AS 

85 

L 

5945 

Reloy,  150  Amp,  3PST,  N.O.,  Type  1,  Coil  And  Contocts  Indivtduolly  Seolcd 

MS-277 15A 

85 

31  Mor 

88 

85 

REV.99  ES 

NOTICE  1 

L 

5945 

Reloy,  20  AMP,  IPST,  Normolly  Closed,  Unseolcd,  Class  O  (Inactive)  Vohdated 

AN3319 

85 

31  Mor 

88 

85 

Mar  88  REV.99  ES 

REV  1 

1 

5945 

Relay,  20  Amp,  3  Pst,  Mechon.col  Interlock,  (Center  OH)  Lood  Tronsfer,  Type  1, 

MS.27706E 

85 

30  Apr 

87 

85 

Hcrmeticolly  Scoled  R6V.99 

1 

5945 

Reloy,  200  AMP,  2PST,  Closs  0  Unseolcd  (Inoctive)  VaUdoted  Mor  88  REV.99 

AN3372 

85 

31  Mar 

88 

85 

ES 

REV  4 

5945 

Reloy,  200  AMP,  IPST,  Type  1,  HermctfCoHy  Sealed  Validated  Jul  8$  REV-EC  1 1 

MS-24183H 

85 

24  Sep 

82 

AS 

85 

99 

NOTICE  1 

1 

5945 

Reloy,  200  Amp,  Ipst,  N.o  Type  li,  Non.hermeticolly  Seoled  REV-EC  11  99.. . . 

MS.24171E 

85 

24  Sep 

82 

AS 

85 

5945 

Reloy,  200  Amp,  1  PST,  N.o.  Type  111,  Non  Hcrmeticolly  Seoled,  Intermittent 

MS.24172E 

85 

24  Sep 

82 

AS 

85 

Duty  REV-EC  1 1  99 

5945 

Relay,  200  Amp,  IPST,  N  o.  Type  1,  Hcrmeticolly  Scaled  REV-AV  EC  99  11  ... 

MS.24I42H 

85 

24  Sep 

82 

AS 

85 

5945 

Reloy,  200  Amp,  2PDT,  N.o.  Type  li.  Non  Hermctlcolly  Sealed,  Mechonicolly 

MS.25032H 

85 

31  Mor 

88 

AS 

85 

Interlocked  REV-EC  1 1  99 

NOTICE  1 

L 

5945 

Reloy,  200  Amp,  1  PsI,  Seolcd,  Class  0  REV.99  ES  .  .  .  . . 

MS.25033B 

NOTICE  1 

85 

31  Mor 

88 

85 

5945 

Reloy,  25  AMP,  IPST,  Unseolcd,  Closs  O  (Inactive)  Vohdofed  Mar  88  REV-99 

AN3320 

85 

31  Mor 

88 

AV 

35 

ES 

REV  2 

5945 

Reloy,  25  AMP,  IPDT,  Unseolcd,  Class  O  (Inactive)  Validated  Alor  88  REV -99 

AN3324 

85 

31  Mor 

3> 

AV 

85 

ES 

REV  2 

L 

5945 

Reloy,  25  Amp,  1  PsI,  Seoled.  Closs  0  R6V.99  ES  ..  . . . . . . . 

MS-25035B 

NOTICE  1 

85 

31  Mor 

88 

85 

1 

5945 

Reloy,  25  Amp,  1  Pst,  Unseolcd,  Class  O  Validated  Mor  88  REV-99  ES ....... 

AN3337 

REV  3 

85 

31  Mar 

88 

85 

5945 

Relay,  25  Amp,  3PST  N.o  Type  1,  HermciiccHy  Sealed  REV-EC  11  99  ES.. ... ... 

MS-24143T 

85 

26  Sep 

86 

AS 

85 

L 

5945 

Reloy,  25  Amp,  3PDT,  All  V/cldcd.  Hermcticoliy  Seolcd,  Permonent  Mognet 

MS-27743G 

85 

21  Mor 

83 

85 

Drive  REV-MI  AV  99 

5945 

Reloy,  25  Amp,  3  PST  NO,  Type  1,  HcrmeiicoV  Scoled,  Hook  And  Screw 

MS-27418G 

85 

30  Apr 

87 

AS 

85 

Terminals,  Stud  And  Srockel  Mounted  REV-H  99 

5945 

Reloy,  25  Amp,  3PST,  N.o  Type  li.  Non  hermetically  Scaled  REV-EC  AS  11  99 

MS-24192.) 

85 

17  Mor 

86 

AS 

85 

5945 

Reloy,  25  Amp,  3P0T,  N  o.  Type  li,  Non-hermelicolly  Sealed  (Mechonicolly 

MS-24I52G 

85 

31  Mor 

88 

AS 

85 

Interlocked)  REV-EC  11  99 

NOTICE  1 

1 

5945 

Reloy,  3  AMP,  4PDT,  Seolcd,  Panel  Mounting,  Closs  O  (Inoctive)  Use 

AN3304 

85 

31  Mor 

88 

85 

MS-25267  Validated  Mar  88  REV.99  ES 

REV  5 

1 

5945 

Relay,  3  AMP,  6  PDT,  Scoled  Class  B  8  (Inactive  For  Design  14  Aug  81  Use 

MS.25918F 

85 

24  Sep 

82 

AS 

85 

MS  25269  OR  MS  25270  )  REV.85  ES 

L 

KeSoy,  4  Amp,  4  fat.  bcoicO,  Connector  Mourning,  Gos%  O  Validated  Mai  88 

A','33C3 

85 

Vo' 

68 

85 

REV.ES 

REV  2 

5945 

Reloy,  300  Amp,  IPST,  No  Type  1,  Hcrmeticolly  Scoled  REV-EC  11  99  .  ..  . . 

MS-24184J 

AS 

24  Sep 

82 

ER  AS 

85 

L 

5945 

Reloy,  400  Amp,  IPST,  Intermittent  Unseolcd,  Class  0  (Superseded  By 

AN33B1 

85 

25  Jul 

76 

85 

MS24179)  REV-MI 

REV  8 

5945 

Reloy,  400  Amp,  IPST,  N.o.  Type  In,  Non-hc*melicony  Seoled  REV-EC  99  ES.... 

MS.24I79G 

85 

07  Nov 

84 

AS 

85 

5945 

Reloy,  5  AMP,  IPST,  Unseolcd,  Class  O  (Inoctive)  Validated  Jvf  79  REV-99  ES.. 

AN3335 

REV  3 

85 

17  Dec 

57 

AV 

85 

5945 

Reloy,  50  Amp.  1  Pst,  N  o.  Type  I,  Hermeiicotly  Scaled  Validated  Jol  83 

MS-24140J 

85 

24  Sep 

82 

AS 

85 

REV-EC  1 1  99 

5945 

Reloy,  50  Amp,  IPST,  N.c  Type  li.  Non  hermeitcolly  Scoled  REV-EC  11  99  ES  . 

MS-24I66E 

NOTICE  1 

85 

31  Mor 

88 

AS 

85 

5945 

Reloy,  50  Amp,  2PDT,  N  o  h.  Non  hcrmeticolly  Seolcd,  Mechonicolly 

MS-250301- 

85 

31  Mor 

88 

AS 

85 

Interlocked  REV.EC  11 

NOTICE  1 
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5945  Reto/,  50  Amp.  2'3  Pst  N.o..  Double  Brook.  Mcchonieol  Irftoriock  (Center  OH) 
lood  Tronsfc*.  Type  I,  Hermclicolly  Seoled  R6V.99  ES 
5945  Reloy.  50  Amp,  3  Pst  N.o  Type  1,  Hermclicolly  Seoled  REV-MI  EC  T1  99,....«... 
5945  Reloy,  50  25  Amp.  IPOT.  N.o.  n.c  Typo  h.  Non*hcfmelicolly  Seoled  REV-EC 
99  11  ES 

5945  Reloy.  55  Amp.  2PST.  N.o.  Type  It.  Non  Hermeticolly  Seated  REV-EC  11  99...... 

5945  Reloy,  75  Amp.  3P'  T,  N.o.  Type  I.  Coil  And  Contoets  Individuolly  Seoled 

REV.99  ES 

5945  Reloys  >  Power.  EIcCirico).  Induction  Type.  Novel  Shipboard  Use  REV-ES . . 

5945  Reloys,  Efeciricol,  Hermetically  Scaled,  4P0T,  low  level  And  2  Amperes 

(Inactive  For  New  Design  After  18  Feb  1986}  USER-AV  ME  REV-AT  Ml  SH 
99  ES 

5945  Reloys,  Electrical.  Hermeticolly  Seoled.  OPOT.  2  Amperes  (inactive  For  New 
Design  After  18  Feb  1986)  USER-ME  AV  REV-AT  AR  Ml  SH  99  ES 
5945  Reloys.  Electromognetic.  Estoblished  Reliability,  OPOT.  Low  levelto  1.0  Ampere 
With  (niernol  DIODES  For  Coif  Transient  Suppression  And  Polority  Reversol 
Protection  USER-MC  SH  19  11  REV-AR  AS  OS  NS  99  17  ES 
5945  Reloys.  Electromognetic.  60  Amperes,  3  POT,  Magnetic  lotch.  Hermetically 
Seoled  REV.99 

5945  Reloys.  Electromagnetic,  Established  Reliability.  OPOT,  Low  Level  To  1.0  Ampere 
With  Internal  DIODE  For  Coil  Transient  Suppression  USER*MC  OS  SH  19  11 
REV-AR  AS  17  85  99  ES  NS 

5945  Reloys,  Electromogneti  Voh'doled  Nov  33  REV.99  ES  . . . .... 

5945  Relays.  Electromagnetic,  Estoblished  Reliability.  SPOT,  Low  Levelto  0.5  Ampere 
(Latching)  USER-MC  19  REV-aR  AV  AS  OS  85  17  99  NS  ES 
5945  Reloys.  Electromognetic,  50  Amperes,  3  POT  •  No.,  Center  Off.  Hermeticolly 
Sealed  REV.99 

5945  Relays,  Electromagnetic,  3PDT  Main  Contoets,  4POT  Auxiliory  Contoets,  135 
Amperes,  115/200  Volfs,  400  Hertz, gasket  Sealed  REV-ES 
5945  Relays.  Electromagnetic.  2  POT  10  Amperes.  Type  f.  Hermeticolly  Sealed 
REV-EC  11 

5945  Reloys.  Efeciromognetie.  Established  Reliability.  OPOT,  low  Level  To  2  Amperes 
(0.150-INCH  Terminal  Spacing)  USER-AR  MC  SH  AS  OS  19  11  REV.17  ES 
5945  Reloys.  Efeciromognetie,  65  Amperes.  1  PNO  Double  Breok,  Hermeticolly 
Scaled,  Type  1  R6V.99  ES 

5945  Reloys,  Electromagnetic,  10  Ampers,  4  POT,  Type  I,  Hermeticolly  Seoled  REV-EC 
AS  1 1  99 

5945  Relays,  Electromagnetic,  50  Amperes,  115/200  V  AC,  400  HZ.  3P0T,  Side 
Stable,  Hermetically  Sealed  R6V-99  ES 

5945  Reloys,  Electromagnetic,  1  Pst  (No),  100  Amperes,  Type  I,  Hermeticolly  Seoled 
REV-AV  EC  99  1 1  ES 

5945  Reloys,  Electromagnetic,  50  Amperes,  115/200  V  AC.  4(X)  HZ.  3P$T,  Mognetic 
Lotching,  Hermclicolly  Seoled 

5945  Rcliys,  Electromagnetic,  10  Amperes.  2POT.  Type  I,  Hermeticolly  Seoled 
REV-AS  11  99 

5945  Reloys,  Eleclromognellc,  120  Amperes,  115/200  V  AC,  400  HZ,  3POT,  Center 
Off  Moin  Contacts.  6PDT  Auxillory  Contacts,  Latching,  Hermeticolly  Seoled 
5945  Relays,  Electromagnetic.  10  Amperes.  2P0T.  Type  1.  Hermeticolly  Seoled 
REV-AS  1 1  99 

5945  Reloys,  Electromognetic.  1000  Ampers.  SPST.  N.O..  D.6..  Type  2. 

Non-hermelicolly  Seoled  (And  Mounting  Bracket),  Metric  REV-99  ES 
5945  Relays,  Electromognetic,  10  Amperes,  4PDT,  Type  I,  Plug-in,  Hermeticolly  Seoled 
REV-EC  11  99 

5945  Reloys,  Electromognetic.  Type  I,  Hermetically  Seoled.  100  Ampcres.spst  (N.o.) 

With  Spdl  (Form  Z)  5  Amperes  Auxlllory  Contoets  REV.99 
5945  Reloys,  Electromognetic,  60  Amperes,  3  PST  Or  3POT,  Hermeticolly  Seoled, 
Permonent  Mognet  Drive  REV-99 

5945  Reloys,  Electromognetic,  Type  I.  400  Amperes,  With  5  Ampere  Auxiliory 
Contoets  Permonent  Mognet  Drive,  REV-9^  ES 
5945  Reloys,  Elecfromognclle,  10  Amperes  4PDT,  Type  I,  Solder  Hooks  Hermeticolly 
Seoled  REV-EC  11  99 

59‘«5  Reloys,  Electromognetic,  (Including  Established  Reliability  (Er)  Types),  Trock 
Mounted,  5  Amperes,  2POT,  Hermetically  Seoled,  Polorized,  Tronsient 
Suppressed  Coil  REV.99  ES 

5945  Relays,  Electromagnetic,  3  Psi  (No),  50  Amperes,  Type  I,  Hermeticolly  Seoled 
REV-EC  99  1 1  ES 

5945  Relays.  Electromognetic,  (Including  Estoblished  Reliobility  (Er)  Types),  Trock 
.V.OwT-ted,  5  AmpSi^S.  4rOT,  Heiineliioiiy  Seoieo*,  roiorized.  Tronsient 
Suppressed  Coil  REV.99  ES 

5945  Reloys,  ELECTROMAGNETIC,  400  Amperes,  IPST.N,  C.  Type  II, 
Non-hcrmclicolly  Seoled  REV-EC  99 

5945  Relays,  Eiectromognelec  (Type  I  ER),  Estoblished  Reliability,  Permonent  Mognet 
Drive,  10  Amperes,  2PDT,  All  Welded,  Hermeticolly  Seoled  (fnoctivc  For  New 
Design  After  24  October  1986.  For  New  Design  Use  MS27401)  REV-99  ES 
5945  Reloys,  Eleclromogneiic.  3  Pst  (No),  12  Amperes,  Type  I,  Hermeticolly  REV-EC 
11  99 

5945  Reloys,  Electromognetic,  25  Amp,  3PST,  No,  With  2  Amp,  1PDT  Auxiliory 

Contoets,  Hermeticolly  Sealed,  Permonent  Mognet  Drive,  Type  1  REV-99  ES 
5945  Relays,  Electromognetic  Typo  1.  3  Ampere,  4  Pr>T  ( Inoclive  For  New  Design 
After  2  Mar  87-  No  S/S  REV.85  ES 
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PREP 
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CUSTODIAN 

MS-27707A 

NOTICE  1 

85 

31  Mor 

88 

85 

MS-24376K 

85 

01  Dec 

86 

AS 

85 

MS-24187J 

85 

31  Aug 

82 

AS 

85 

MS.24)78G 

85 

24  Sep 

82 

AS 

85 

M$.27714B 

NOTICE  1 

85 

31  Mor 

88 

85 

MIL-R-2033B 

SH 

18  Dec 

87 

SH 

Mll-R.5757/70 

85 

18  Feb 

86 

ER 

EC 

85 

MIL-R.5757  8E 

85 

18  Feb 

86 

ER 

EC 

85 

MII-R.39015/20H 

85 

13  Moy 

87 

ER 

EC 

85 

MS-27749D 

85 

29  Apr 

85 

85 

Mll.R.39014/'1SJ 

85 

13  Moy 

87 

ER 

EC 

85 

MIL-R.i106/35A 
NOTICE  1 

85 

18  Nov 

88 

85 

Mll-R-390)6/8F 

85 

20  Jul 

88 

ER 

EC 

85 

MS-27750F 

85 

04  Mor 

86 

85 

MIL-R-6106/42 

85 

14  Jul 

83 

85 

MS-24)49D 

85 

05  Jun 

87 

AS 

85 

MIL-R.39016/13H 

85 

13  Moy 

87 

ER 

EC 

85 

Ma-R.6106743A 

85 

29  Apr 

85 

85 

MS-24568J 

85 

05  Jun 

87 

AS 

85 

MIL-R.6106/44A 

85 

10  Mor 

89 

85 

MS-27242H 

85 

06  Jon 

89 

AS 

85 

MIL-R.6106/45A 

85 

29  Apr 

85 

85 

MS-27245M 

85 

10  Feb 

89 

EC 

85 

MIL  R.8106/44  (1) 

85 

10  Nov 

88 

85 

MS-27247J 

85 

05  Jun 

87 

EC 

85 

DODR.4)06/47 

85 

03  Dec 

84 

85 

MS-27254G 

65 

10  Feb 

89 

AS 

85 

Mll-R-4106/48 

85 

22  Mor 

89 

85 

M5.277ilG 

85 

29  Apt 

85 

85 

MII-R-6106/33C 

85 

13  Nov 

87 

85 

MS-272i5J 

85 

10  Feb 

89 

AS 

85 

MII-R-6I06/2IG  (1) 

85 

18  Apr 

84 

85 

MS-27222H 

85 

06  Jon 

89 

AS 

85 

NOTICE  1 

MIL-R-4106/22G  (1) 

85 

28  Dec 

84 

85 

MS-24185G 

85 

27  Sep 

88 

AS 

85 

Mll-R-410d/7C 
NOTICE  I 

85 

28  Jun 

87 

85 

MS-21330G 

85 

06  Jon 

89 

AS 

85 

MIL-R-6106/)3D  (1) 

85 

17  Jun 

88 

85 

MS.2S9I7C 

85 

02  Mor 

87 

AS 

85 
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5945 

Relo/s,  Elcetromognetic,  (Including  Estoblished  Reliobilil/  (ER)  (Types),  Track 

MIL-R-6105/24G  (1) 

85 

28  Dec 

84 

85 

Mounted,  10  Amperes,  3PDT,  Hermetically  Sealed,  Polarized,  Transient 
Suppressed  Coil  REV-99  ES 

5945 

Relays,  Electromechanicol,  General  Purpose,  Non-hermeticolly  Seoted,  Plastic 

MIL-R-83S20 

85 

28  Sep 

83 

85 

Enclosure  (Ust  Cover)  REV-ES 

5945 

Reloys.  Electromagnetic,  Brocketmount  REV-99  ES.. . . 

MII-R-6106/2SJ 

85 

20  Jon 

89 

85 

5945 

Reloys,  Electromognctic,  5  Amperes,  4  PDT,  Type  1,  Mognetic  lotch.  Solder 

MS-25467D 

85 

05  Jun 

87 

AS 

85 

Terminol,  Stud  Mounted,  Hermetically  Sealed  REV-EC  11 

5945 

Reloys,  Electromagnetic,  Normally  Closed,  Continuous  Duty,  60  Amp,  3P$T, 

MIL-R-6105/11B 

85 

17  Mor 

86 

85 

Environmentolly  Seoled  REV-11  99  ES 

5945 

Reloys,  Electromagnetic,  3  Pst  (No),  25  Amperes,  Type  1,  Hermetically  Seoled 

MS-27997H 

85 

06  Jon 

89 

AS 

85 

REV.EC  11  99 

NOTICE  1 

5945 

Reloys,  Electromognetk,  50  Amperes,  DC,  SPDT,  Hermeticclly  Seoled  REV-99 .... 

MIL-R-6106/15C  (1) 

85 

10  Nov 

88 

85 

5945 

Relays,  Electromagri.;iic,  10  Amperes,  4PDT,  Type  1,  Mognetic  latch.  Solder 

MS-25468 -1 

85 

29  Sep 

87 

AS 

85 

Terminols,  Stud  Mounted,  Hermeticolly  Seoled 

5945 

Reloys,  Electromognetie,  Permonent  Magnet  Drive,  25  Amperes,  Spdt, 

M1L-R-6106/19D 

85 

04  Jon 

89 

85 

Hermeticolly  Seoled  REV-99  ES 

5945 

Reloys,  Electromagnetic,  5  Amperes,  4  PDT,  Type  1,  Solder  Hook,  Hermetically 

MS.25267G 

AS 

05  Jun 

87 

AS 

85 

Scaled  REV-AR  EC  11  99  ES 

5945 

Relays,  Electromagnetic,  Assembly,  Permamentmognet  Drive,  10  Amperes,  4PDT 

MIL-R-6106/2D 

85 

17  Feb 

88 

85 

REV.99  ES 

5945 

Relays,  Electromagnetic,  5  Amperes,  4  Pdt,lype  1,  Potted  leod,  Hermetically 

MS-25268J 

85 

20  Jon 

89 

AS 

85 

Seoled  REV-EC  11  99  ES 

5945 

Reloys,  Electromagnetic,  Mounting  Track  For  REV-99  ES . . 

MIL-R-6106/3E 

85 

13  Nov 

87 

85 

5945 

Relays,  Electromognetie,  6P0T,  5  Amperes,  Type  1,  Hermetically  Scaled  REV-EC 

MS-25269H 

85 

30  Sep 

87 

AS 

85 

11  99  ES 

5945 

Reloys,  Electromagnetic  (Including  Estoblished  Rcliobility  (ER)  Types)  REV-EC  11 

MII-R-6106J  (2) 

85 

07  Moy  86 

ER  AS 

85 

99  ES 

SUPP  2 

‘5945 

Reloys,  Electromagnetic,  5  Amperes,  6  Pdt,  Type  1,  Potted  lead,  Hermeticolly 

MS-25270J 

85 

20  Jon 

89 

AS 

85 

Seoled  REV-EC  11  99  ES 

5945 

Relays,  Electromognetie  (Tvpe  1  ER),  Estoblished  Reliobility,  Permanent  Mognet 

M1L-R-6106/6C 

85 

28  Jun 

87 

85 

Drive,  10  Amperes,  4P0T,  All  Welded,  Hermetically  Seoled  (inoctlve  For  New 
Design  After  24  October  1986.  For  New  Design  Use  MS27400  REV-99  ES 

NOTICE  1 

5945 

Rcinys,  Electromognetie,  10  Amperes,  4  PDT,  Type  1,  Solder  Hook  Hermeticolly 

MS-25271G 

85 

05  Jun 

87 

AS 

85 

Scaled  REV-EC  11  99  ES 

5945 

Reloys,  Electromagnetic  Type  1,  10  Ampere,  4  PDT  (  Inoetive  For  New  Design 

MS-259198 

85 

02  Mor 

87 

AS 

Allcf  2  Mor  87  U)0  MS-27400)  REV.85  ES 

5945 

Reloys,  Electromogoellc,  6PDT,  5  Amperes,  Type  1,  Mognetic  latch.  Socket 

MS.25463G 

AS 

30  Sep 

87 

85 

Mounted,  Hermetically  Sealed  REV-EC  11 

5945 

Reloys,  Electromagnetic,  10  Amperes,  2  Pdt,type  t.  Socket  Mounted, 

MS-25323K 

85 

20  Jon 

89 

AS 

85 

Hermeticolly  Seoled  REV-EC  11  99  ES 

5945 

Relays,  Electromognetie.  5  Amperes,  4P0T,  Type  1,  Socket  Mounted, 

MS-25325N 

85 

20  Jon 

89 

AS 

85 

Hermetically  Sealed  REV-EC  11  99 

5945 

Reloys,  Electromagnetic,  5  Amperes,  2  POT,  Type  I,  Socket  Mounted, 

MS-253211 

85 

05  Jun 

87 

AS 

85 

Hermeticolly  Sealed  REV-EC  11  99 

5945 

Relays,  Electromagnetic,  2  Pdt,  5  Amperes,  Typ  1,  Magnetic  lotch.  Solder 

MS-25465E 

85 

20  Jon 

89 

AS 

85 

Terminols,  Stud  Mounted,  Hermeticolly  Seoled  REV-EC  17  It  99  ES 

5945 

Relays,  Electromagnetic,  10  Ampers,  2  Pdt,  Type  1,  Mognetic  lotch,  Sted 

MS-25466E 

85 

20  Jon 

89 

AS 

85 

Mounted,  Solder  Hooks,  Hermeticolly  Seoled  REV-EC  11 

5945 

Reloys,  Electromagnetic,  5  Amperes,  2  Pdt,  Type  i,  Mognetic  lotch.  Socket 

MS-25455G 

85 

20  Jon 

89 

AS 

85 

Mounted,  Hermeticclly  Scaled  REV-EC  11  ES 

5945 

Relays,  Electromagnetic,  10  Amperes,  2  Pdt,  Type  i.  Magnetic  lotch. 

MS-25457G 

85 

20  Jon 

89 

AS 

85 

Hermeticolly  Seoled  REV-EC  11 

5945 

Reloys,  Electrornognetic,  10  Amperes,  4  Pdt,  Type  f.  Potted  leod,  Hermeticolly 

MS.25272H 

85 

20  Jon 

89 

AS 

85 

Seoled  REV-EC  11  99  ES 

5945 

Relays,  Electromagnetic,  10  Amperes,  2  POT,  Type  1,  Solder  Rerminols.  Stud 

MS-25273G 

85 

05  Jun 

87 

AS 

85 

Mounted,  Hermeticolly  Sealed  USER-ME  REV-ll  99  ES 

5945 

Reloys,  Electromongetic,  5  Amperes,  4  Pdt.  Type  f,  Mognetic  latch,  Hermeticolly 

MS-25459G 

85 

20  Jon 

89 

AS 

85 

Seoled  REV-EC  1 1  ES 

5945 

Relays,  Electromognetie,  10  Amperes,  4  Pdt,  Type  1,  Socket  Mounted, 

M5-25327M 

85 

20  Jon 

89 

AS 

85 

Hermclicolly  Seoled  REV-AV  EC  11  99 

5945 

Relays,  Electromognetie,  2  PDT,  5  Amperes,  Type  1,  Hermeticolly  Seoled  REV-EC 

MS-25395H 

85 

05  Jun 

b/ 

AS 

85 

11  99  ES 

5945 

Reloys,  Electromognetie,  6PDT,  5  Amperes,  Type  1,  Socket  Mounted, 

MS-25329L 

85 

30  Sep 

87 

AS 

85 

Hermeticolly  Seoled  REV-EC  1 1  99 

5945 

Reloys,  Electromognetie,  10  Amperes,  4  Pdt,  Type  1,  Mognetic  lotch.  Socket 

MS-25461H 

AS 

20  Jon 

89 

AS 

85 

Mounted,  Hermeticolly  Seoled  REV-EC  11 

5945 

Reloys,  Hybird,  Established  Reliability,  Spdt,  Low  level  To  1.0  Ampere 

MIL-R-28776/5E  (1) 

EC 

10  Sep 

85 

ER  EC 

11 

(Transistor  Driven)  (Electromechanical  Output)  With  Diode  Coil  Suppression 
USER-ME  AR  OS  AS  SH  19  REV-Ml  17  11  99  NS  ES 

5945 

Rcloy:,  Hybrid  «,  Solid  Stole,  Time  Delay  REV-TO  99  11  17  ES . 

MIL-R-83726B/B 

SUPL  18 

85 

09  Dec 

88 

ER  EC 

85 

5945 

Relays,  Hybrid,  Estoblished  Rcliobility,  DPDT,  low  level  To  1.0  Ampere 

MIL-R-28776/7C 

EC 

04  Moy  88 

EC 

85 

(Sensitive  Coil  Operote  Power  @  25  Deg.c),  Internal  Mosfel  Driver  With 

Zener  Diode  Gote  Protection  (Electromechonicol  Output),  Diode  Coil 

Suppression  And  Terminols  With  0.100  Grid  leod  S 

5945 

Reloys,  Hybrid,  Time,  Delay  (On  Releosc),  Type  h  B,  Cioss  6,  10  Amperes, 

MIL-R-83726/23A 

85 

23  Aug 

85 

85 

4PDT,  Hetmolicolly  Seoled  REV-11  99  ES 

5945 

Relays,  Hybrid,  Estoblished  Rcliobility,  Dpdl,  low  level  To  1.0  Ampere 

MII-R-28776/3E  (1) 

85 

10  Sep 

85 

ER  EC 

11 

(Sensitive,  Coil  Operate  Power  At  25  Deg.  C)  (TronsUtor  Driven) 
(Electromechonicol  Output)  With  Diode  Coil  Suppression  USER*ME  AR  OS 
AS  SH  19  REV.MI  17  11  99  NS  ES 
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L 

59-i5 

Reloys,  Hybrid,  Time  Delay  (Or^  Operofe),  Type  1,  Clojj  B#  10  Amperet,  4P0T, 
Hermeticolly  Sealed,  Fixed  Time,  0.100  To  300  Seconds  REV-H  99 

MIL-R-83726/ I4A  (I) 

85 

11  Feb 

86 

5945 

Relays,  Hybrid,  Sensors,  Estoblished  Reliability,  Type  tii  (Ac  Undervottage 

Sensor),  Class  B,  4P0T,  Low  level  To  10  Amperes,  Hcrmotlcoily  Seoled 
(Potted)  REV-AV  OS  SH 

MILR-28894/  }  1 

85 

10  Apr 

86 

L 

5945 

Relays,  Hybrid,  Time  Delay  (On  Operate),  Closs  B,  Type  HermeticoHy  Seoled, 
OPOT,  10  Amperes,  Fixed  Time,  0.1  To  600  Seconds,  1.718  Inches  X  .530 

Inches  X  1.520  Inches  Envelope  Dimensions  REV*99  ES 

MIL.R.83726/32 

85 

27  Aug 

87 

5945 

Reloys,  Hybrid,  Sensors,  Established  Reliability,  Type  lii  (Ac  Overvoltoge 

Sensor),  Closs  B,  2PDT,  low  level  To  Amperes,  Hermeticolly  Seoled  (Potted) 
REV.AS  OS  SH 

MIL-R-28894/12 

85 

10  Apr 

86 

5945 

Reloys,  Hybrid,  Time  Delay,  On  Pickup,  Type  t,  Closs  A,  2  AMPER£S,2POT, 

Fixed  Time,  0.  06  To  300  Seconds  REV-EC  11  99  ES 

MIL-R-83726/7B 

85 

16  Aug 

85 

5945 

Relays,  Hybrid,  Sensors,  Estoblished  Reliability,  Type  Mi  (Ac  Overvoltoge 

Sensor),  Closs  B,  4PDT,  low  level  To  10  Amperes,  Hermetically  Seoled 
(Potted)  REV.AV  OS  SH 

Mll-R -28894/ 13 

85 

10  Apr 

86 

5945 

Reloys,  Hybrid,  Time  Deloy  (On  Releose),  Type  HA,  Closs  A,  2  Amperes,  2PDT, 
Fixed  Time,  0.100  To  300  Seconds  REV-EC  n  99  ES 

MIL-R-83726/88 

85 

16  Aug 

85 

5945 

Reloys,  Hybrid,  Sensors,  Established  Reliability,  Type  1,  Closs  B,(hybrid  Ac 

Power  Monitoring  Sensor),  SPOT,  Low  level  To  10  Amperes,  Hermeticolly 

Seoled  (Potted),  Inverted  Mount  REV-AV  OS  SH 

MII  R.28894/7  (1) 

85 

25  Aug 

86 

1 

5945 

Reloys,  Hybrid,  Time  Delay  (On  Releose),  Type  HA,  Closs  B,  10  Amperes,  4PDT, 
Hermcl  leolly  Seoled,  Fixed  Time,  0.100  To  300  Seconds  REV»11  99 

MII  R.83725, 128  (1) 

85 

II  Feb 

86 

5945 

Reloys,  Hybrid,  Sensors,  Established  Reliobility,  Type  M,  Closs  B,  Hybrid  Oc 

Voltoge  Sensor),  Pdt,  Low  level  To  10  Amperes,  Hermeticolly  Sealed  Potted 
REV-AV  os  SH 

MILR.28894/8 

85 

10  Apr 

86 

L 

5945 

Relays,  Hybrid,  Time  Delay  (On  Operate),  Track  Mounted,  Type  1,  Closs  6,  10 
Amperes,  20PT,  Hermetically  Seoledfixed  Time,  0.1  To  300SECONDS 

REV.99  ES 

MII  R.83726/19C  (1) 

85 

19  Aug 

83 

5945 

Relays,  Hybrid,  Sensors,  Established  Reliability,  Type  M,  Closs  B,  (Hybrid  Oc 

Voltage  Sensor).  4PDT,  low  level  To  10  Amperes,  Hermeticolly  Seoled 
(Polled)  REV-AV  OS  SH 

MIL-R-28894/9 

85 

10  Apr 

86 

L 

5945 

Reloys,  Hybrid,  Time  Deloy  (On  Release),  Class  B,  Type  HA,  Hermeticolly 

Sealed,  OPDT,  10  Amperes.  Fixed  Time,  0.1  To  600  Seconds,  1.718  Inches  X 
.530  Inches  X  1.520  Inches  Envelope  Dimensions  REV-EC  99 

MIL-R-83726/33 

85 

27  Aug 

87 

5945 

Relays,  Hybrid,  Sensors,  Estoblished  Reliobility,  Type  lit  (Ac  Undervolloge 

Sensor),  Class  B,  2PDT,  low  level  To  10  Amperes,  Hermeticolly  Seoled 
(Potted)  REV-AV  OS  SH 

MII-R-28894/10 

85 

10  Apr 

86 

1 

5945 

Relays,  Hybrid,  Time  Delay  (On  Operoie),  Closs  6,  Type  1,  Hermeticolly  Seoled, 
4PDT,  10  Amperes,  Fixed  Time  Deloy,  0.1  To  600  Seconds  REV-99  ES 

Mll-R.83726/35 

85 

27  Aug 

87 

5945 

Reloys,  Hybrid,  Sensors,  Established  Reliobility,  Type  1,  Class  B, (hybrid  Ac 

Power  Monitoring  Sensor),  3  Ot,  low  level  To  10  Ampercs.hermeticolly 

Sealed  (Potted),  Vertical  Mount  REV-AV  OS  SH 

MIL  R-28894/5  (1) 

85 

25  Aug 

86 

1 

5945 

Reloys,  Hybrid,  Time  Deloy  (On  Release),  Class  B,  Type  HA,  Hermeticolly 

Scaled,  4PDT,  10  Amperes,  Fixed  Time  Deloy,  0.1  To  600  Seconds 

Mll.R.83726/36 

85 

27  Aug 

87 

L 

5945 

Reloys,  Hybrid,  Time  Deloy  (On  Operote),  Class  B,  Type  I,  Hermeticolly  Seoled, 
4PDT,  10  Amperes,  Adjustoble  Time  Deloy  (Exiernol  Resistor),  0,1  To  600 
Seconds  REV-99  ES 

MII-R.83726/37 

85 

27  Aug 

87 

L 

5945 

Reloys,  Hybrid,  Time  Deloy,  Voltage  Sensitive,  Deloy  On  Drop  -  Out,  Closs  A, 

Type  V,  Heremelicolly  Scaled,  SPOT,  2  Ampere,  Track  Mounted  REV-99  ES 

MIL.R-83724/27G 

85 

27  Moy 

88 

Q  1 

5945 

Reloys,  Reed  (Mercury  Wetted)  Generol  Specification  For  REV-99  ES . . 

MIL-R-83407  (4) 

85 

05  Jul 

84 

L 

5945 

Relays,  Solid  Sfote,  Time  Delay  (On  Operate),  Type  1  Closs  C,  SPSTNO,  300 
Milliompcrcs,  Fixed  Time,  005  To  600  Seconds,  Hermeticolly  Seoled  REV-11 

99  ES 

MIL-R-83726/13E 

85 

16  Aug 

85 

L 

5945 

Relays,  Solid  State,  Time  Deloy  (On  Operate),  Type  1,  Closs  C,  SPST,  250 
Milliomperes,  Vorloble  Time,  .05  To  500  Seconds  REV-99  ES 

MILR.83726/21C 

85 

23  Aug 

85 

1 

5945 

Relays,  Solid  Stole,  Repeot  Cycle  Timer,  Type  lv,  Closs  C,  Spst,  250 

Milliomperes  REV-99  ES 

MIL-R-83725/22B 

85 

07  Jon 

86 

L 

5945 

Reloys,  Solid  Stole,  Trock  Mounted,  Electronic,  Time  Delay  On  Operote,  Type  1, 
Closs  C  SPST,  150  Milliomperes,  Fixed  Time,  50  Milliseconds  To  500  Seconds 
REV.99  ES 

MIL-R-83726/24G 

85 

30  Sep 

86 

L 

5945 

Relays,  Solid  Stole,  Track  Mounted,  Electronic  Time  Delay  On  Releose,  Type 

HA,  Closs  C,  SPST,  150  Milliomperes,  Fixed  Time,  50  Milliseconds  To  500 
Seconds  REV.99  ES 

Ma.R.83726/25E  (1) 

85 

06  Dec 

85 

L 

5945 

Relays,  Vocuom,  S*ps!  (No),  15  Amperes  OC  Or  60  HZ  RMS,  5  Kilovolts  Peek.. 

MIL-R.83725/21 

85 

23  Nov 

87 

L 

5945 

Reloys,  Vocoum,  SPOT,  12  Amperes  DC  Or  60  HZ  RMS,  9  Kilovolts  DC  Or  60 

HZ  Peok  REV.99  ES 

MIL-R-83725/16D 

85 

23  Sep 

87 

5945 

Reloys,  Vacuum,  Spdt,  Dc.  8  Amperes  USER-AV  ME  AT  MC  R6V-SH  17  99  ES.. 

MIIR.83725/3E 

85 

26  Nov 

86 

{. 

5945 

Rt'CiyS,  VotMviu,  SrST  (Nwt,  15  Ampeies  OC  Or  60  HZ  RMS,  5  Kilovolts  Feok  .. 

Mil  R-S37Zj''22 

OJ 

23  Nov 

57 

1 

5945 

Relays,  Vacuum,  SPOT,  15  Amperes  DC  Or  60  HZ  RMS,  5  Kilovolts  Peok  . . . 

MIL-R-83725/23 

85 

23  Nov 

87 

L 

5945 

Relays,  Vocoum,  Spst,  loiching,  15  Amperes  OG  Or  60  HZ  RMS,  5  Kilovolts 

Peok 

MIL-R-83725/24 

85 

23  Nov 

87 

L 

5945 

Solenoid  For  Mochine  Gun,  Coliber  .50,  Fixed  M85  . . . . . . . 

MIL-S-53280  (1) 

AR 

15  Apr 

88 

L 

5945 

Solenoid,  Arming  Electricol  27  Volt  OC  Posh  Type  REV.99  ES  .  . . . 

MIL-S-4040/4 

NOTICE  1 

85 

31  Mar 

88 

5945 

Solenoid,  Electricol,  Generol  Specification  For  Vohdoted  Apr  S8  USER-AT  MC 
REV-AR  GLAV  MIAS  11  99  ES 

MII  S-4040D  (1) 
NOTICE  1 

85 

15  Apr 

88 

L 

5945 

Solenoid,  Electrical,  Horn,  24  Volt  Dc  REV-ME  ES  . . . . 

MS-I7981C 

AT 

16  Feb 

88 

Q 

5945 

Solenoid,  Electricol,  Gun-firmg  Mechanisms  Vofidafed  Aug  83  USER-MC  REV-EA 
AR  99  ES 

MIL.S.12109C 

SUPP  1 

AT 

31  Ocl 

68 

5945 

Solenoid,  Electricol,  Closs  2  (Mochine  Gun)  Col  .30,  24  Volt  DC,  4,5  AMP 

MIL-S-12109/1 

AT 

31  Ocl 

68 

MAX  Vatidalcd  Aug  S3  USER-MC  REV-AR  99  ES 


CUSTODIAN 

85 

ER  EC  85 

85 

ER  EC  35 

EC  85 
ER  EC  85 

EC  85 
ER  EC  85 

85 

ER  EC  85 

85 

ER  EC  85 

85 

ER  EC  85 

85 

ER  EC  85 

85 

85 

85 

85 

85 

85 

85 

85 

85 

85 

85 

ER  EC  85 
85 
85 
85 

AR 

85 

ER  EC  85 
AT 

AT  OS  85 
AT  OS  85 
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CUSTODIAN 

5945 

Solenoid,  Electncol,  Ctosi  2  (Machine  Gun)  Col  .30,  24  Volt  DC,  4.5  AMP 

MAX  Validated  Aug  83  USER-MC  REV-AR  99  ES 

MIL-S-12109/2 

AT 

31  Oct 

68 

AT 

os 

85 

5945 

Solenoid,  Electrical,  Closs  2  (Mochme  Gun)  Col  .30,  24  Voll  DC,  4.5  AMP 

MAX  Validated  Aug  83  USER-MC  REV-AR  99  ES 

MII-S-12109/3A 

AT 

24  Apr 

72 

AT 

OS 

85 

5945 

5945 

Solenoid,  Electricol,  Closs  2  (Mochinc  Gun)  Col  .30,  24  Volt  DC,  4.5  AMP 

MAX  Validated  Aug  83  USER-MC  REV-AR  99  ES 

Solenoid,  Electricol  (Rolory-stepping)  Validated  Apr  83  REV-MI  £$ . . . . 

MIL-S.12109/4 

MlL.S.4040/2 

AT 

EC 

31  Oct 

09  Sep 

68 

69 

AT 

OS 

EC 

85 

5945 

Solenoid,  Electricol,  Closs  2  (Mochme  Gun)  Col  .30,  24  Volt  DC,  4.5  AMP 

MAX  Validated  Aug  83  USER-AV  MC  REV-AR  99  ES 

MII-SO2I09/5 

AT 

31  Oct 

68 

AT 

OS 

85 

5945 

Solenoid,  Electrical,  Closs  1  (Connon),  90  MM,  24  Volt  DC,  28  AMP  MAX 
Validated  Aug  83  USER-MC  REV-AR  99  ES 

MIL-S-I2109/6 

AT 

31  Ocl 

68 

AT 

OS 

85 

5945 

Solenoid,  Electricol,  Closs  1  (Connon),  90  MM,  24  Volt  DC,  28  AMP  MAX 
Validated  Aug  83  USER-MC  REV-AR  99  ES 

MlL-S-12109/7 

AT 

31  Oei 

68 

AT 

OS 

85 

5945 

Solenoid,  Electricol,  Class  1  (Cannon),  90  MM,  24  Volt  DC,  28  AMP  MAX 
Validated  Aug  83  USER-AV  MC  REV-AR  99  ES 

MilS-12109/8 

AT 

31  Oct 

68 

AT 

OS 

85 

5945 

Solenoid,  Electricol,  Closs  1  (Cannon),  90  MM,  24  Volt  DC,  28  AMP  MAX 
Validated  Aug  83  USER-MC  REV-AR  99 

MIL-S. 12109/9 

AT 

31  Ocl 

68 

AT 

OS 

85 

5945 

Solenoid,  Electricol,  Closs  1  (Connon),  90  MM,  24  Volt  DC,  28  AMP  MAX 
Validated  Aug  83  USER-AV  MC  REV-AR  99  ES 

MllS-12109/10 

AT 

31  Ocl 

68 

AT 

OS 

85 

5945 

Solenoid,  Electricol,  Closs  2  (Machine  Gun),  Cot  .50,  24  Volt  DC,  8  AMP  MAX 
Validated  Aug  83  USER-MC  REV-AR  99  ES 

MlL-S.12109/11 

AT 

22  Nov 

68 

AT 

OS 

85 

5945 

Solenoid,  Electricol,  Closs  2  (Machine  Gun),  Col  .50,  24  Volt  DC,  7.7  AMP 

MAX  Validated  Aug  83  USER-AV  MC  REV-AR  99  ES 

MllS-12109/12 

AT 

22  Nov 

68 

AT 

OS 

85 

5945 

Solenoid,  Electricol,  Class  2  (Machine  Gun),  Col  .50,  24  Volt  DC,  7.7  /  MP 

MAX  Validated  Aug  83  USER-MC  REV-AR  99  ES 

MILS-12>09/13 

AT 

22  Nov 

68 

AT 

OS 

85 

5945 

Solenoid,  Electricol,  Class  2  (Mochinc  Gun),  Col  .50,  24  Volt  DC,  7.7  AMt 

MAX  Validated  Aug  83  USER-MC  REV-AR  99  ES 

Mll-S.12109/14 

AT 

22  Nov 

68 

AT 

OS 

85 

5945 

Solenoid,  Electricol,  Closs  2  (Machine  Cun),  Col  .50,  24  Volt  DC,  7.7  AMP 

MAX  Validated  Aug  83  USER-AV  MC  REV-AR  99  ES 

mIL.S-12109/15 

AT 

22  Nov 

68 

AT 

OS 

85 

5945 

Solenoid,  Electrical,  Closs  2  (Machine  Gun),  Col  .30,  12  Volt  DC  8  AMP  MAX 
Validated  Aug  83  USER-AV  MC  REV-AR  99  ES 

Mll-6  12109/16 

AT 

22  Nov 

68 

AT 

OS 

85 

5945 

Solenoid,  Electrical,  Closs  1  (Cannon),  90  MM,  24  Volt  DC  28  AMP  MAX 
Validated  Aug  83  USER-AV  MC  REV-AR  99  ES 

M!L-5-1210^/17 

AT 

22  Nov 

68 

AT 

OS 

85 

5945 

Solenoid,  Electrical,  Closs  1  (Connon),  76  MM,  24  Volt  DC,  28  AMP  MAX 
Validated  Aug  83  USER-AV  MC  REV-AR  99  ES 

M11-S12109/18 

AT 

> 

o 

2 

04 

04 

68 

AT 

OS 

85 

5945 

Solenoid,  Electrical.  Class  1  (Connon),  90  MM,  Volt  DC,  28  AMP  MAX 

Validated  Aug  83  USER-MC  REV-AR  99  fS 

Mll-S- 12109/ 19 

AT 

22  Nov 

68 

AT 

OS 

85 

5945 

Solenoid,  Electricol,  Closs  1  (Connon),  76  MM,  24  Volt  DC,  28  AMP  MAX 
Validated  Aug  83  USER-MC  REV-AR  99  ES 

MILS12109/20 

AT 

22  Nov 

68 

AT 

OS 

85 

5945 

5945 

Solenoid,  Elctlnool,  Clojs  2  (Mothinc  Gun),  7.62  MM,  24  Voll  OC,  8  AMP 

MAX  (75F20924  And  7791685)  Validalcd  Jan  83  USER-AR  OS  MC  REV-AT 

ES 

Solenoid,  fifing,  Colibcr  .50  Gun,  28  Voll  Oe,  T>  oc  G&22  REV.99  ES  . 

MIL-S-12109/21 

MIL-S-7014C 

AR 

85 

31  Dec 

31  Mor 

76 

88 

AR 

85 

85 

NOTICE  1 


5945 

Solenoid,  Firing,  07665749  And  F8208586  Validated  Apr  85  REV-ES  . . 

MI1..S.13498 

AR 

24  Jun 

54 

AR 

5945 

Solenoid,  Fuje  Arming,  Type  FSl  REV-99  ES  . . . . . . . . 

MII-S.5733B 

NOTICE  1 

85 

31  Mor 

88 

85 

5945 

Solenoid,  Remote  Gun  Firing,  Type  G-9B  REV-Mt  £A  MC  99  ES . . 

MIL-S-6785D 

NOTICE  1 

85 

31  Mor 

88 

AR 

AS 

85 

5945 

Terminal  Covers-reloy  R6V-99  ES . . . . . . . . . . . . 

MS-27243E 

NOTICE  1 

85 

31  Mor 

88 

AS 

85 

5945 

Time  Delay  Unit,  Adjustoblc,  Solid  State  REV-ES  . . .  . . . .  .. 

Mll-T-62063  (2) 

AT 

03  Nov 

88 

AT 

5950 

Coil  Aisembly,  Telephone  loading  CU-260(  )/G  Validated  Oct  8t  REV-ES  . 

MII.-C-55508 

ER 

01  Jul 

66 

ER 

5950 

Coil  Rodiofrequency.  Molded.  Voriobic,  Ferrite  Core  (Printed  Circuit  Mt  O) 

MS.90546A 

ER 

27  Nov 

73 

ER 

EC 

85 

Types  LT10V094  To  tT10V124  Inclusive  Validated  Oct  8!  USER-MI  AS  mC 

1 1  REV-AT  6C  99  ES 

5950 

Coil,  Chip,  Rodio  Frequency,  Fixed  USER-OS  11  REV-MI  AS  19  ES . .  ...... 

MILC-83446/6C 

ER 

25  Feb 

88 

ER 

EC 

85 

5950 

Coil,  Chip,  Radio  Frequency,  Fixed  Validated  Aug  88  USER-OS  1 1  ES  R6V-Mi 

MILC-83446/1B 

ER 

18  Aug 

88 

ER 

EC 

85 

AS  19 

NOTICE  1 

5950 

Coil,  Chip,  Rodio  Frequency,  Fixed  USER-OS  11  REV-MI  AS  19  ES., . . . 

MIIC-83446/8C 

ER 

25  Feb 

88 

ER 

EC 

85 

5950 

Coil,  Chip,  Rodio  Frequency,  Vonoblc  USER-OS  U  REV-MI  AS  19  U  ES...  — ... 

MIL-C.83446/9C 

ER 

12  Moy 

87 

ER 

EC 

85 

5950 

Coil,  Chip,  RodfO  frequency,  fixed  USER-OS  11  REV-MI  AS  19  ES., . . 

MIL.C-83446/10B 

ER 

20  Feb 

85 

ER 

EC 

85 

5950 

Coil,  Chip,  Radio  Frequency,  Shielded,  Fixed  USER-OS  11  REV-MI  AS  19  ........ 

Mll.C-83446/llB 

ER 

20  Feb 

85 

ER 

EC 

85 

5950 

Coil,  Chip,  Rodio  Frequency,  Fixed  Validated  Aug  8$  USER-OS  11  REV-MI  AS 

MllC.83446/12 

ER 

18  Aug 

88 

ER 

EC 

85 

19  ES 

NOTICE  1 

5950 

Coil,  Chip,  Redio  Frequency,  Fixed  Validated  Aug  88  USER-OS  1 1  REV-MI  AS 

MILC-83446/14 

ER 

18  Aug 

88 

ER 

EC 

85 

19  ES 

NOTICE  1 

5950 

Coi),  Chip,  Rodio  Frequency,  Vonoblc  Validated  Aug  88  USER-OS  11  REV-MI 

MIL-C'83446.  16 

ER 

18  Aug 

88 

ER 

EC 

85 

AS  ly  tb 

Nnw->iCc  I 

5950 

Coil,  Chip,  Radio  Frequency,  Variable  Validated  Aug  88  USER-OS  REV-MI  AS 

MIL-C-83446/17 

ER 

18  Aug 

88 

ER 

EC 

85 

19  n  ES 

NOTICE  1 

5950 

Coil,  Chip,  Rodio  frequency,  Voriobic  Validated  Aug  68  USER*OS  11  REV-MI 

MIL-C-83446/  18 

ER 

18  Aug 

88 

ER 

EC 

85 

AS  19  ES 

NOTICE  1 

5950 

Coil,  Chip,  Radio  Frequency,  Fixed  Validated  Aug  88  USER-OS  11  REV-MI  AS 

MIL-C-03446/15 

ER 

18  Aug 

88 

ER 

EC 

85 

19  ES 

NOTICE  1 

5950 

Coil,  Chip,  Rodio  Frequency,  Fixed  USER-OS  11  REV -Ml  AS  19  ES  . . . 

M1L.C-83446/5C 

ER 

25  Feb 

88 

ER 

EC 

85 

5950 

Coi!,  Chip,  Rodio  frequency,  Vonoblc  Validated  Aug  83  USER-OS  11  REV-Ml 

Mll-C-83446  19A 

ER 

18  Aug 

88 

ER 

EC 

85 

AS  19  ES 

NOTICE  1 

5950 

Coil,  Clip,  Radio  Frequency,  Fixed  Validated  Aug  88  USER-OS  REV.mI  AS  1 1 

MIL.C-83446/13 

ER 

18  Aug 

88 

ER 

EC 

85 

19  ES 

NOTICE  1 

5950 

Coil,  Fixed  And  Vonoblc,  Rodiofrequency  Generol  Specificotion  For  USER-ME 

MIL.C-15305E  (3) 

ER 

21  Moy 

87 

ER 

EC 

85 

MC  AS  CG  SH  19  REV-MJ  AR  OS  17  11  99  BS  SUPP  1A 
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FSC 

HUE 

NUMBER 

PREP 

DATE 

CUSTODIAN 

5950 

Coil,  Fixed.  Rodiofrequeney.  Molded.  Micro-miniature  (Phenolic  Cofe)i. 

Estoblished  Reliobllity  USER-AR  MC  AS  19  REV-MI  SH  OS  11  17  99  ES 

MILC-39010/8A 

ER 

01  Mor 

85 

ER 

EC 

85 

5950 

Coil.  Fixed,  Rodiofrequency,  Molded.  Micro-minialurc  (Iron  Core).  E^tobliihed 
RJ.obil.ly  USER-AS  OS  MC  19  REV-MI  AR  SH  17  11  99  ES 

MIL  C-39010-9A 

ER 

01  Mor 

85 

ER 

EC 

85 

5950 

Coil, .  ixed.  Rodiofrequency,  Molded.  Micro-mmiolurc  (Ferrite  Core).  Ettoblithed 
Reliobihly  USER-AR  AS  MC  19  REV-MI  SH  OS  EC  17  11  99  ES 

MIL-C-39010-  lOA 

ER 

01  Mar 

85 

ER 

EC 

85 

5950 

Coil.  Fixed,  Rodiofrequency.  Molded.  Established  Reliability  General 

Spccificotion  For  USER-MI  MC  AS  OS  SH  19  REV-AR  Ml  OS  11  17  99  ES 

MIL-C-39010C  (1) 
SUPl  lA 

ER 

18  Dec 

86 

ER 

EC 

85 

5950 

Coil.  Fixed.  Rodiofrequency.  Molded.  Micro-miniature.  Mogncticolly  Shielded 
(Phenolic  Core-iron  Sleeve).  Estoblished  Reliobllity  USER-ME  MC  AS  CG  SH 

19  REV-MI  AR  OS  17  11  99  ES 

MIL-C.39010r  1C 

ER 

01  Mor 

85 

ER 

EC 

85 

5950 

Coil.  Fixed,  Rodiofrequency,  Molded,  MlCRO-MINIATURE.  Mogneticolly 

Shielded  (Iron  Core-iron  Sleeve),  Established  Reliability  USER-ME  MC  AS  CG 

19  REV-mI  AR  OS  SH  17  11  99  ES 

MIL  C-39010/2C 

ER 

01  Mor 

85 

ER 

EC 

85 

5950 

Coil,  Fixed.  Rodiofrequency,  Molded.  Micro-miniature,  Mogneticolly  Shielded 
(Ferrite  Core  >  Ferrite  Sleeve),  Estoblished  Reliability  USER-AR  CG  MC  AS 

SH  19  REV-MI  AV  OS  11  17  99  ES 

MIL-C.39010,3C 

ER 

01  Mor 

85 

ER 

EC 

85 

5950 

Coil.  Fixed.  Rodiofrequency,  Molded.  Sub  miniature.  (Phenolic  Core),  Estoblished 
Reliability  USER-AR  CG  MC  AS  SH  19  REV-MI  OS  17  11  99  ES 

MIL-C-39010, 4C 

ER 

01  Mor 

85 

ER 

RC 

85 

5950 

Coil.  Fixed,  Rodiofrequency.  Molded.  Sub  miniature  (Powdered  Iron  Core) 
Estoblished  Reliobllity  USER-AR  MC  CG  AS  SH  19  REV-MI  11  17  99  ES 

MIL-C-39010/5C 

ER 

01  Mor 

85 

ER 

EC 

85 

5950 

Coil,  Fixed,  Rodiofrequency,  Molded.  MICRO  MINIATURE  (Phenolic  Core), 
Estoblished  Reliability  USER-AR  MC  CG  AS  SH  19  REV-MI  OS  17  11  99  ES 

MIL-C-39010/6C 

ER 

01  Mor 

85 

ER 

EC 

85 

5950 

Coil,  Frcquenc/,  Molded,  Fixed,  Subminioture  (Iron  Core)  Types  LT10K097  To 
IT10KI07  Inel.  (Inoelivc)  Validated  Apr  84  USER-ME  AS  SH  MC  19  REV-AR 

Ml  OS  11  17  80ES 

MS.1-1040A 

EC 

25  Jul 

83 

ER 

EC 

85 

5950 

Coil,  Rodio  Frequency,  Molded,  Vonoble,  Powdered  Iron  Core  (Printed  Circuit 

Mt  G)  Types  IT12V001  To  IT12V031  Inclusive  Validated  Oct  81  USER-ME 

MC  CG  AS  REV-MI  AR  SH  OS  11  17  99  ES 

MS-905.13A 

ER 

27  Nov 

73 

ER 

EC 

85 

5950 

Coil,  Rodio  Frequency,  Molded,  Fixed,  Subminioture  (Iran  Core)  Types 

IT10K108  To  LT10K112  IncI,  (Inoclive)  Validated  Apr  84  USER-ME  MC  AS 

SH  19  REV-AR  Ml  OS  1 1  17  80  ES 

MS-140-tlA 

EC 

25  Jul 

83 

ER 

EC 

85 

5950 

Coil,  Rodio  Frequency,  Molded,  Fixed,  Subminioture  (Iron  Core)  Types 

LTlOKOOl  To  LT10K021  IncI.  Validated  Oct  81  USER-AR  OS  SH  MC  AS  19 
rev-mi  AV  17  11  99  ES 

MS-90538A 

ER 

01  Jun 

73 

ER 

EC 

85 

5950 

Coll,  Radio  Frequency,  Molded,  Fixed,  Subminioture  (Iron  Core)  Types 

IT10K113  To  l,T10K117  IncI.  (Inoclive)  Validated  Apr  84  USER-Sl  ME  AS  SH 

MC  19  REV-AR  mi  os  17  11  80  ES 

MS-14042A 

EC 

25  Jul 

83 

ER 

EC 

85 

5950 

Coil,  Rodio  Frequency,  Molded,  Fixed,  Subminioture  (Iron  Coro)  Types 

I.T10tC022  To  IT10K035  IncI.  Validated  Oct  81  USER-AR  MC  AS  OS  19 

REV-MI  11  17  99 

MS-90539A 

ER 

01  Jun 

73 

ER 

EC 

85 

5950 

Coil,  Rodio  Frequency,  Molded,  fixed,  Subminioture  ©iron  Core@  Types 

IT10K158  To  IT10K168  IncI.  Validated  Apr  84  USER-ME  MC  AS  19  REV-AR 

Ml  OS  17  11  99  ES 

MS- 14052 

EC 

15  Feb 

72 

ER 

EC 

85 

5950 

Coil,  Rodio  Frequency,  Encopsuloted,  Vonoble,  Micro  minioture,  (Ferrite  Core), 
Types  IT11V040  To  IT11V076,  Inel.  USER-AR  SH  MC  OS  AS  19  REV-MI  EC 

1)  17  80  ES 

MS-53232A 

ER 

31  Oct 

85 

ER 

EC 

85 

5950 

Coil.  Rodio  Frequency.  Chip.  Fixed  Or  Variable.  Gencrol  Spccificotion  For 
USER-OS  11  REV-MI  AS  19  ES 

MIL-C-83446B  (3) 
SUPP  6 

ER 

20  Jon 

88 

ER 

EC 

85 

5950 

Coil,  Radio  Frequency.  Encopsuloted.  Vorioble.  Micro-minioture.  (Iron  Core). 

Types  LTllVOOl  To  LT11V021.  INCl-  USER-AR  MC  SH  AS  19  REV-MI  OS 

11  99  17  ES 

MS-53229A 

ER 

31  Oct 

85 

ER 

EC 

85 

5950 

Coll.  Radio  Frequency.  Chip,  Fixed  USER-OS  11  REV-MI  AS  19  ES . . . . 

MIL-C-83446/4C 

ER 

07  Feb 

84 

ER 

EC 

85 

5950 

Coil,  Radio  Frequency.  Molded,  Fixed.  Micro-mmioturc.  Mogneticolly  Shielded 
(Phenolic  Core-iron  Sleeve)  Types.  LT10K061  To  LT10K072  Inch  USER-ME  AS 

MC  19  REV-MI  OS  11  17  99  ES 

M5-75087B 

ER 

04  Sep 

85 

ER 

EC 

85 

5950 

Coil,  Rodio  Frequency,  Molded,  Fixed,  Submtnlolure  @iron  Core®  Typcj 

LT10K153  To  ITU0K157  IncI.  Validated  Apr  84  USER-ME  MC  AS  19  REV-AR 

Ml  OS  11  17  99  ES 

MS-14050 

EC 

15  Feb 

72 

ER 

EC 

85 

5950 

Coil,  Rodro  Frequency,  Molded,  Fixed,  Micro-mmoturc,  Mogneticolly  Shteldcd 
(Iron  Core-iron  Sleeve)  TYPES,LT10K203  To  It  10K216  IncI.  USER-ME  AR  MC 

AS  19  REV-MI  OS  17  11  99  ES 

MS-75088B 

ER 

04  Sep 

85 

ER 

EC 

85 

5950 

Coil,  Rodro  Frequency,  Molded,  Fixed,  Subminioture  (Iron  Core)  Types 

IT10K118  To  LT10K122  Inel.  (Inoctive)  Validated  Apr  84  USER-ME  AS  MC 

SH  19  REV-MI  AR  OS  11  17  80  ES 

MS-14043A 

EC 

25  Jul 

83 

ER 

EC 

85 

5950 

Coil.  Rodio  Frequency.  Encopsuloted.  Vonoble.  Micro-minioture.  (Ferrite  Core), 
Type  LT11V022  To  LT11V038,  INCl  USER-AR  MC  SH  AS  19  REV-MI  OS  17 
i;  99CS 

Coil.  Radio  Frequcncy.molded.  Fixed.  Submin  loture  (Iron  Core)  Types 

LT10K123  To  LT10K127  IncI.  (Inoclive)  Validated  Apr  84  USER-ME  AS  mC 

SH  19  REV-MI  AR  OS  n  17  80  ES 

MS-53230A 

ER 

31  Oct 

85 

ER 

EC 

85 

5950 

MS-14044A 

EC 

25  Jul 

83 

ER 

EC 

85 

5950 

Coll.  Rodio  Frequency.  Molded.  Fixed,  Subminioture  (Iron  Core)  Types 

LT10K037  To  LT10K049  IncI.  Validated  Oct  8J  REV-MI  99  ES 

MS-90540A 

ER 

01  Jun 

73 

ER 

EC 

85 

5950 

Coil,  Rodio  Frequency,  Molded,  Fixed,  Microminroture  (Iron  Core)  Types 

LT10K128  To  IT10<137  Inel.  USER-ME  MC  AS  19  REV-MI  AR  AV  OS  11  17 

99  ES 

MS-14046A 

EC 

16  Sep 

85 

ER 

EC 

85 

5950 

Coil.  Rodio  Frequency.  Molded.  Fixed.  Subminioture  (Iron  Core)  Types 

LT10K050  To  LT10K060  Inch  Validated  Oct  8J  USER-AR  MC  OS  AS  SH  19 
REV-MI  17  11  99 

MS-90541A 

ER 

01  Jun 

73 

ER 

EC 

85 

5950 

Coil.  Rod'O  Frequency.  Molded,  Fixed,  Microminiature  (Phenohe  Core)  Types 
LT4K074  To  LT4K0891NCL.  USER-ME  AR  MC  AS  SH  19  REV-MI  05  11  17 

MS-18130C 

EC 

16  Sep 

85 

ER 

EC 

85 

ES 
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5950 

Coil,  Rodio  Frequency,  Molded  Fixed,  (Phenolic  Core),  Types  LT4K339  To 

MS-75083B 

ER 

04  Sep 

85 

ER 

EC 

85 

LT4K351,  Inclusive  USER-ME  AS  MC  CG  19  REV-MI  AR  SH  OS  11  17  ES 

5950 

Coil,  Radio  Frequency,  Molded,  Fixed,  Subminioture  (Phenolic  Core) 

MS-18100D 

EC 

25  Jul 

83 

ER 

EC 

85 

TYPES, IT4K200  To  IT4K208  Inch  LT4K220  &  LT4K221  (Inoclive)  USER-ME 

MC  SH  19  REV-MI  AR  OS  11  17  80  ES 

5950 

Coil,  Radio  Frequency,  Molded  Fixed,  (Iron  Core),  Types  LT10K061  To 

•'^48 

ER 

04  Sep 

85 

ER 

EC 

85 

IT10K077,  Inclusive  USER-ME  MC  AS  CG  19  REV-MI  AR  OS  SH  11  17  £' 

5950 

Coil,  Rodio  Frequency,  Molded,  Fixed,  Submlniolure  @iron  Core(§^  Types 

.048 

EC 

15  Feb 

72 

ER 

EC 

85 

Ito/kuio  To  LTI0K147  Inch  VaUdaitd  Apr  84  USER-ME  AS  MC  SH  19 

REV-MI  AR  OS  17  11  99  ES 

5950 

Coil,  Rodio  Frequency,  Molded  Fixed,  (Ferrite  Core),  Types  lTt0K078  To 

MS-75085C 

ER 

04  Sep 

85 

ER 

EC 

85 

LT10K096,  Inclusive  USER-ME  CG  AS  MC  19  REV-MI  AR  OS  11  17  99  ES 

5950 

Coil,  Rodio  Frequency,  Molded,  Fixed,  Micro  Minioture,  Mogneticolly  Shielded 

MS-21375B 

85 

10  May 

83 

85 

(Iron  Core  -  Iron  Sleeve)  Types,  LT10K408  To  LT10K432  Inch  REV-II 

5950 

Coil,  Rodio  Frequency,  Molded,  Fixed,  Subminioture  (Phenolic  Core)  Types 

MS-75052C 

EC 

22  Aug 

72 

ER 

EC 

85 

IT4K052  And  LT4K053  Validated  Apr  84  USER-MC  AS  19  REV-AR  Ml  OS  11 

17  99  ES 

5950 

Coil,  Rodio  Frequency,  Molded  Fixed,  Micro  Minioiure,  Mogneticolly  Shielded, 

MS-21397B 

85 

15  Apr 

88 

85 

(Ferrite  Core  Ferrite  Sleeve)  Types  LT10K433  To  LT10K456  Inch  Validated 

Apr  58REV.il 

5950 

Coil,  Radio  Frequency,  Encopsuloted,  Vorioble,  Micro&minioture,  (Iron  Core), 

MS-5323IA 

ER 

31  Oct 

85 

ER 

EC 

85 

Types  T11V039  To  LT11V059,  Inch  USER-AR  MC  AS  SH  19  REV-MI  OS  17 

11  99  ES 

5950 

Coil,  Rodio  Frequency,  Encopsuloted,  Fixed,  Micro  Min’oturc,  Shielded,  (Iron 

MS-21359E 

85 

09  Jun 

76 

85 

Core),  Types  IT10K396  To  IT10K407,  Inch  Validated  Jan  82  REV-11  ES 

5950 

Coil,  Rodio  Frequency,  Encopsuloted,  Vorioble,  Micro-minioture,  (Iron  Core), 

MS-53233 

ER 

18  Aug 

76 

ER 

EC 

85 

Types  IT11V077  To  LT11V097,  IncI  Validated  Oct  51 

5950 

Coil,  Rodio  Frequency,  Molded,  Fixed,  Subminioture,  Iron  Core,  Types  LT4K 

MS-213808 

85 

28  Jul 

86 

85 

REV-ES 

5950 

Coil,  Rodio  Frequency,  Encopsuloted,  Variable,  Micro-minioture,  (Ferrite  Core), 

MS-53234 

ER 

18  Aug 

76 

ER 

EC 

85 

Types  IT11V098  To  LTIIVIU,  Inch  Validated  Oct  8)  USER-AR  OS  MC  SH 

AS  19  REV-MI  EC  U  80  17  ES 

5950 

Coil,  Rodio  Frequency,  Molded,  Fixed,  Subminioture,  Iron  Core,  Types  LT4K 

MS-213888 

85 

28  Jul 

86 

85 

REV-ES 

5950 

Coil,  Radio  Frequency,  Molded,  Fixed,  Subminioture,  Phenolic  Core,  Types  IT4K 

MS-21389C 

85 

28  Jul 

86 

85 

REV-ES 

5950 

Coil,  Rodio  Frequency,  Metol  Encosed,  Fixed,  Minioture  (Iron  Core)  IT10K264  lo 

MS-21358A 

85 

20  Nov 

81 

85 

LT10K306  Inch  Validated  Jan  82  US6R-19  REV.17  85  11  ES 

5950 

Coil,  Radio  Frequency,  Molded  Fixed,  Micro  Minioture,  Mogneticolly  Shielded, 

MS-21353A 

85 

02  Jul 

85 

85 

(Ferrite  Core  Ferrit  Sleeve)  Types  IT10K307  To  LT10K353  Inch  USER-)9 

REV-17  U  80 

5950 

Coil,  Rodio  Frequency,  Encopsuloted,  Fixed,  Micro  Minioture,  Shielded  (Iron 

MS-21367F 

85 

15  Apr 

88 

85 

Core),  Types  LT10K354  To  tT10K383,  IncI  Validated  Apr  88  REV-U  ES 

NOTICE  1 

5950 

Coil,  Rodio  Frequency,  Encopsuloted,  Fixed,  Micro-minioture,  Shielded,  (Iron 

MS-21368E 

85 

09  Jun 

76 

85 

Core),  Typos  IT10K384  To  U10K395,  Inch  Validated  Jan  82  REV-MI  U  ES 

5950 

Coil,  Radio,  Frequency,  Molded,  Fixed,  Micro  Minioture,  Mogneticolly  Shielded 

MS-21400A 

85 

31  Mor 

88 

ER 

EC 

85 

(Iron  Core  « Iron  Sleeve)  Types,  ITIOK  469  To  ITIOK  482  Inch  Validated  Mar 

55  USER-19  REV.17  85 

NOTICE  1 

5950 

Coil,  Rodio,  Frequency,  Molded,  Fixed,  Subminioture,  Types  LT4K521  To 

MS-21423B 

85 

09  Nov 

82 

85 

LT4K545  IncI 

5950 

Coil,  Rodio,  Frequency.  Molded  Fixed,  Micro  Minioture,  Mogneticolly  Shielded, 

MS-214016 

85 

31  Mor 

88 

ER 

EC 

85 

(Ferrite  Core  Ferrite  Sleeve)  Types,  LTIOK  483  To  ITIOK  517  Inch  VoUdotcd 

Mar  88  USER.19  REV-MI  99  17 

NOTICE  1 

5950 

Coil,  Rodio,  Frequency,  Molded,  Fixed,  Subminioture  Types  IT4K546  To 

MS-214248 

85 

09  Nov 

82 

85 

LT4K570  Inch 

5950 

Coil,  Radio,  Frequency,  Molded,  Fixed,  Subminioture,  Types  IT4K496  To 

MS-21422B 

85 

09  Nov 

82 

85 

tT4K520  Inch 

5950 

Coil,  Rodiofrequcncy,  Molded,  Subminioture,  Shielded,  Magnetic  Type  IT4K242 

MS-90537A 

ER 

07  Mor 

73 

ER 

EC 

85 

To  LT4K314  Inch  (Inactive)  Validated  Oct  81  REV-MI  99 

5950 

Coil,  Rodiofrequcncy,  Molded,  Fixed,  Subminioture  (Phenolic  Core)  Types 

MS-91 189D 

ER 

31  Oct 

72 

ER 

EC 

85 

LT4K002  To  LT4K016  Inch  Validated  Oct  81  USER-AR  OS  MC  AS  19  REV-MI 

17  11  99  ES 

5950 

Coil,  Rodiofrequency,  Molded,  Fixed,  Subminioture  (IRON  Core)  Types 

MS-7SI01A 

ER 

04  Sep 

85 

ER 

EC 

85 

LT10K169  To  LT10K180  Inch  USER-AR  AS  MC  OS  19  REV-MI  11  17  99  ES 

5950 

Coil,  Rodiofrequency,  Molded,  Fixed,  Subminioture  (IRON  Core)  Types 

MS-75103 

ER 

14  Mor 

72 

ER 

EC 

85 

LT10K181  To  LT10K190  Inch  Validated  Oct  81  USER-AR  MC  AS  OS  19 

REV-MI  17  11  99  ES 

5950 

Coil,  Rodiofrequency,  Molded,  Fixed,  Subminioture  (Phenolic  Core)  Types 

M5-75008E 

ER 

04  Sep 

85 

ER 

EC 

85 

IT4K027  To  LT4K039  Inch  USER-AR  05  MC  AS  19  REV-MI  11  17  99  ES 

5950 

Coil,  Telephone  Repealing  (Coils  C-161)  &  (C-288)  Validated  Oct  81  REV-ES.... 

MIL-C-12512A 

ER 

17  Jun 

60 

ER 

5950 

Coils,  Fixed,  Rodiofrequcncy,  Molded,  Micro-mmiolure  (Powdered  Iron  Core) 
Esfoblished  Reliobility  USER-AR  MC  CG  SH  14  19  REV-MI  AV  OS  17  11  99 

ES 

Coils,  Fixed,  Rodiofrequency,  Molded,  Micro-mmioturc,  Mogneticolly  Shielded 

Mll-C-39010,'7C 

ER 

01  Mor 

85 

ER 

EC 

85 

5950 

MIL-C-390I0/11 

ER 

06  Aug 

86 

ER 

EC 

85 

(Iron.core-iron  Sleeve),  Esioblished  Reliability  USER-ME  AS  CG  MC  SH  19 
REV-AR  Ml  11  99  ES 

5950 

Coils,  Fixed,  Rodiofrequcncy,  Molded,  Micro-miniolurc,  Mognetic  Shielded 

Mll-C-39010/12 

ER 

06  Aug 

86 

ER 

EC 

85 

(Ferrite  Core-ferrite  Sleeve)  Esfoblished  Reliability  USER-ME  AS  CG  MC  SH 

19  REV-AR  Ml  11  99  ES 

5950 

Coils,  Fixed,  Rodiofrequcncy,  Molded,  Micro  Miniature,  Mogneticolly  Shielded 

MIL-C-39010/13 

ER 

05  Jul 

88 

ER 

EC 

85 

(Iron  Core  Iron  Sleeve)^  Esioblished  ReKobillt/  USER'MC  CG  MC  SH  AS  19 
REV.AR  Min  99  £S 
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5950 

Coils,  Fixed,  Radiofrequency,  Molded,  Micro  Miniolure^  Mogneticolly  Shielded 

MILC-39010/I4 

ER 

15  Jul 

88 

ER 

EC 

85 

(Ferrite  Core  Ferrite  Sleeve),  Estoblishcd  Reliability)  USER-ME  C<i  MC  SH  AS 

19  REV-AR  MI  n  99  ES 

1 

5950 

Coils,  Rodio  Frequency,  Molded,  Voriob’e,  Subminiolure,  Ferrite  Core, 

MS-2I402D 

85 

08  May 

07 

ER 

EC 

85 

Mognetically  Shielded.  Types  LT10V210  To  LT10V2<J6  Ind.  USER.19  REV-MI 

11  99  17  ES 

5950 

Coils.  Radio  Frequency.  Molded,  Fixed,  Micro  -  Minioture,  Mogrseticolly 

MS-75089B 

ER 

04  Sep 

85 

ER 

EC 

85 

Shielded  (Ferrite  Core  ■  Ferrite  Sleeve)  Types,  LT10K217  To  LT10K263  IncI 
USER-ME  AR  MC  AS  19  REV-MI  OS  17  11  99  ES 

1 

5950 

Coils,  Rodio  Frequency,  Molded,  Fixed,  Micro  Minioture  Mogneticolly  Shielded, 

MS-21426A 

85 

26  Apr 

84 

85 

(Iron  Cote  Iron  Sleeve)  Type  ITIOK  USER.19  REV-99  11 

5950 

Coils,  Rodio  Frequency,  Molded,  Fixed,  Submmioture  (Phenolic  Core)  Types 

M5-90542B 

EC 

22  Aug 

72 

ER 

EC 

85 

LT4K315  To  IT4K327  IncI.  Validated  Apr  34  USER-ME  MC  AS  19  REV-MI  AR 

OS  17  11  99  ES 

1 

5950 

Coils,  Rodio  Frequency,  Molded,  Fixed,  Micro  minioture,  Mogneticolly  Shielded 

MS-21427B 

85 

31  Oct 

84 

85 

(Ferfilc  Corc-lctrilc  Sleeve)  Type  LTIOK  USER-19  REV-17  99  11 

5950 

Coils,  Radio  Frequency,  Molded,  Fixed,  Submimoture  Types  LT4K  USER-ME  AS 

MS-75132 

ER 

17  Jul 

87 

ER 

85 

CG  MC  19  REV-AR  mi  SH  os  11  ES 

5950 

Coils,  Radio  Frequency,  Molded,  Fixed,  Subminioturc  (Iron  Core)  Types 

MS.14047 

EC 

15  Feb 

72 

ER 

EC 

85 

IT10K138  To  IT10K142  IncI.  Validated  Apr  34  REV-MI  AR  OS  17  11  99  ES 

L 

5950 

Coils,  Rodio  Frequency,  Molded,  Fixed,  Subminioturc,  Iron  Core,  Type  LT4K 

MS-21390C 

85 

09  Sep 

88 

85 

REV-ES 

5950 

Coils,  Radio  Frequency,  Molded  Vorioble,  Subminoture,  iron  Core,  Mogneticolly 

MS-21381D 

85 

08  Moy 

87 

ER 

EC 

ShieWed,  Types  IT10V174  To  IT10V209  IncI.  And  LT10V247  To  IT10V258 

IncI.  USER-19  REV-MI  11  17  99  ES 

5950 

Coils,  Radio  Frequency,  Molded,  Fixed,  Subminioturc  (Iron  Core)  Types 

MS- 14049 

EC 

15  Feb 

72 

ER 

EC 

85 

LT10K148  To  LT10K152  IncI.  Validated  Apr  84  USER-ME  AS  SH  MC  19 

REV-MI  AR  OS  17  11  99  ES 

5950 

Colts,  Rodio  Frequency,  Chip,  Fixed,  Phenolic  Core  USER-OS  11  REV-MI  AS  19 

ES 

Coils,  Radio  Frequency,  Chip,  Fixed,  Iron  Core  USER-OS  11  REV-MI  AS  19  ES.. 

MIL-C-83446/20 

ER 

20  Dec 

88 

ER 

EC 

85 

5950 

MILC-83446/21 

ER 

20  Dee 

88 

ER 

EC 

85 

5950 

Coils,  Radio  Frequency,  Chip,  Fixed,  Ferrite  Core  USER-OS  11  REV-MI  AS  19 

ES 

Coils,  Rodio  Frequency,  Chip,  Fixed,  Phenolic  Core  USER-OS  11  REV-MI  AS  19 

ES 

Coils,  Rodio  Frequency,  Chip,  Fixed,  Iron  Core  USER-OS  11  REV-MI  AS  19  ES.. 

MIL-C-83446/22 

ER 

20  Dec 

88 

ER 

EC 

85 

5950 

MlL-C-83446/23 

ER 

20  Dec 

88 

ER 

EC 

85 

5950 

MIL-C-83444/24 

ER 

20  Dec 

88 

ER 

EC 

85 

5950 

Colls,  Rodio  Frequency,  Chip,  Fixed,  Ferrite  Core  USER-OS  11  REV-MI  AS  19 

ES 

Coils,  Rodio  Frequency,  Chip,  Fixed,  Mogneticolly,  Shielded,  Iron  Core-iron 

MILC-83444/2S 

ER 

20  Dee 

88 

ER 

EC 

85 

5950 

MIL-C-83446/25 

ER 

20  Dec 

88 

ER 

EC 

85 

SI.evo  USER-OS  11  REV-MI  AS  19  GS 

5950 

Coils,  Radio  Frequency,  Chip,  Fixed,  Magnetically  Shielded,  (Ferrite,  Core-ferrite 

Mll.C-83446-  27 

ER 

20  Dec 

88 

ER 

EC 

85 

Sleeve)  USER-OS  11  REV-MI  AS  19  ES 

5950 

Design,  Monufocturing  And  Quolity  Slondords  For  Custom  Electromognetic 

MIL-STD-981 

NA 

16  Jon 

84 

19  NA 

Devices  For  Space  Applications  REV-ES 

1 

5950 

DIMMER-S8M15  For  Blinker  Slgooling  light  Symbol  960  Validated  Jun  88 

M5-17850 

SH 

15  Jun 

88 

SH 

REV-ES 

L 

5950 

Frequency  Meter  FR-40  (  )/GSM-l  Validated  Oct  8J  REV-ES . . . 

MIL-F-11650  (2) 

ER 

10  Dec 

58 

ER 

L 

5950 

Inductor,  (Reoclor)  Type  TF4RX04HA209  Validated  Apr  82  REV-MI  ES  . . 

MS-16467A 

SH 

21  Nov 

66 

SH 

5950 

Inductor,  Power  Type  TF4RX04HA005  R6V-SH . . . 

MS.90013C 

ER 

20  Moy 

82 

ER 

EC 

85 

5950 

Inductor,  Power,  Type  TFYRX04FA207  (Inoclive  For  Design  After  29  Mor  1982, 

MS-16465B 

EC 

04  Aug 

88 

ER 

EC 

85 

See  MIL-STO-962  For  Slotus  Criterio)  Validated  Avg  88  USER-MC  CG  14  19 
REV-AR  SH  11  17  80 

NOTICE  1 

5950 

Inductor,  Power,  Type  TF4R04FA  Validated  Feb  85 . . . 

MS-90009B 

ER 

28  Dec 

77 

ER 

EC 

85 

5950 

Inductor,  Power,  Type  TF4RX04K62n  (Inactive  For  New  Design)  Volidote  Aug 

MS-16469C 

EC 

04  Ai»g 

88 

EC 

85 

88  Validated  Avg  33  USER-MI  CG  MC  14  19  REV-AR  SH  11  17  ES 

NOTICE  1 

5950 

Inductor,  Power,  Type  TF4RX04MA010  (Inactive)  REV-SH  . . . 

MS-75001D 

ER 

20  Moy 

82 

ER 

EC 

85 

5950 

Inductor,  Power,  Type  TF4RX04NA012  USER-MC  14  19  REV-SH  11  17  ES . 

MS-75002D 

ER 

20  Moy 

82 

ER 

EC 

85 

5950 

Inductor,  Power,  Type  TF4RX04YY013  USER-MC  19  14  REV-SH  17  11  . 

MS-75003D 

ER 

20  Moy 

82 

ER 

EC 

85 

1 

5950 

Inductor,  Reoctor,  Type  TF4SX04E8214  (Inactive  For  New  Design)  Validated 

MS-)6476A 

EC 

04  Aug 

88 

EC 

Avg  88  REV-MI  ES 

NOTICE  1 

L 

5950 

Inductor,  Reactor  Validated  Jun  62  REV-11  99  6$  . . . . . . . . 

MIL-l-83720/9 

85 

02  Dec 

68 

85 

5950 

Inductors,  Chip,  Thick  Film,  Vorioble . . . . . . 

MILI-83446/7B 

ER 

20  Feb 

85 

ER 

EC 

85 

1 

5950 

Title,  Coils,  Radio,  Frequency,  Molded,  Fixed,  Micro  minioture,  Mogneticolly 

MS-21399A 

85 

31  Mar 

88 

ER 

EC 

85 

Shielded  (Phenolic  Core-iron  Sleeve)  Types,  LTIOK  457  To  LTIOK  468  IncI. 
Validated  Mar  88  USER-19  REV-17  85 

NOTICE  1 

5950 

Tronsfer,  Audio  Frequency  TF4R21AJ  Validated  Aug  87  USER-ME  AS  MC  19 

MIL-T-2773A 

ER 

03  Aug 

87 

ER 

EC 

85 

REV-AR  17  11  99  ES 

NOTICE  1 

5950 

Tronsfomer,  &  Inductor  (Audio,  Power  &  High  Power  Pulse)  Inductor  Power 

MIL-T-27/I19A 

ER 

13  Apr 

88 

ER 

EC 

85 

Tf5S04ZZ938  USER-ME  AR  AS  MC  19  REV-MI  OS  SH  11  99  17  ES 

5950 

Tronsfomer,  Audio  Frequency  TF4R2lAj  Validated  Aug  87  USER-ME  AS  MC  19 

MIL-T-27/4A 

ER 

03  Aug 

87 

ER 

EC 

85 

REV-AR  11  17  99  ES 

NOTICE  1 

5950 

Tronsfomer,  Audio  Frequency  TF4R21AJ  Validated  Aug  87  USER-ME  MC  AS  19 

MIL-T-27/7A 

ER 

03  Aug 

87 

ER 

EC 

85 

REV-AR  17  11  99  ES 

NOTICE  1 

5950 

Tronsfomer,  Audio  Frequency  TF4R21AJ  Validated  Aug  87  USER-ME  AS  MC  19 

MIL-T-27/8A 

ER 

03  Aug 

87 

ER 

EC 

85 

REV-AR  11  17  99  ES 

NOTICE  1 

5950 

Tronsfomer,  Audio  Frequency  TF4R21AJ  Validated  Aug  87  USER-ME  AS  MC  19 

MIL-T-27/9A 

ER 

03  Aug 

87 

ER 

EC 

85 

REV-AR  11  17  99ES 

NOTICE  1 

5950 

Tronsfomer,  Audio  Frequency  TF4R2lAj  Validated  Aug  87  USER-ME  MC  AS  19 

MIL-T-27/10A 

ER 

03  Aug 

87 

ER 

EC 

85 

REV-AR  11  17  99  ES 

NOTICE  1 

5950 

Tronsfomer,  Power  Step  Down  TF5V03ZZ314  Validated  Aug  87  USER-AR  ME 

MIL-T.27/27 

ER 

03  Aug 

87 

ER 

EC 

85 

AS  MC  19  REV-MI  OS  SH  17  11  99 

NOTICE  1 

5950 

Tronsformc,  Power,  St  Ep-down,type  TF4SX01  EB206  (Inoctive  For  New  Design 

MS  16474C 

EC 

04  Aug 

88 

ER 

EC 

85 

USER-MI  CG  MC  14  19  REV-AR  11  17  ES  NOTICE  1 
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5950 

Trcnjformcr  &  Inductorj  (Audio,  Power,  &  High  Power  PuUc),  Inductor,  Audio, 

Type  TF5U20ZZ93I  Validated  Aug  B7  USER-AR  ME  AS  MC  19  REV-MI  OS 

SH  n  17  80  ES 

MIL-T-27/112 
NOTICE  1 

ER 

03  Aug 

87 

ER 

EC 

85 

5950 

Tronslormer  &  Inductors  (Audio,  Power  &  High  Power  Pulse),  Inductor,  Power, 
TF5S04ZZ  Validated  Feb  SS  USER-ME  AR  MC  AS  19  REV-MI  SH  OS  99  17 

11  ES 

MIL-T-27/234 

ER 

06  Jul 

78 

ER 

EC 

85 

5950 

Transformer  &  Inductors  (Audio,  Power  &  High  Power  Pulse),  Inductors,  Power, 
T0F5S04ZZ  USER-AR  MC  AS  19  REV-MI  OS  11  17  99  ES 

MIL-T.27/356B 

ER 

25  Jan 

85 

ER 

EC 

85 

5950 

Transformer  &  Inductors  (Audio,  Power  &  High  Power  Pulse)  Inductors,  Audio 
Frequency,  High  Q,  TF5R20ZZ  Validated  Apr  87  USER-AR  AS  MC  19  REV-MI 

OS  SH  99  17  11  ES 

MIL-T-27/241A 
NOTICE  1 

ER 

06  Apr 

87 

ER 

EC 

85 

5950 

Tronslormer  &  Inductors  (Audio,  Power,  &  High  Power  Pulse)  Inductor,  Power, 
TF5T04Z2  Validated  Feb  85  USER-ME  AR  MC  AS  19  REV-MI  OS  SH  17  99 

11  ES 

Tronslormer  &  Inductors  (Audio,  Power  &  High  Power  Pulse),  Inductor,  Power 

60  VA,  TF5T04ZZ  Validated  Feb  85  USER-ME  AS  MC  19  REV-AR  OS  SH  99 

17  11  ES 

MIL-T-27/229 

ER 

30  Moy 

78 

ER 

EC 

85 

5950 

MIL-T-27/259 

ER 

23  Oct 

78 

ER 

EC 

85 

5950 

Tronslormer  &  Inductors  (Audio,  Power  &  Highpower  Pulse)  Inductors,  Audio 
Frequency,  TF5R202Z  USER-ME  AR  AS  MC  19  REV-OS  SH  AS  17  11  99  ES 

MII-T-27/142B 
NOTICE  1 

ER 

06  Apr 

87 

ER 

EC 

85 

5950 

Tronslormer  &  Inductors,  (Audio,  Power  &  High-power  Pulse),  Inductor,  Power 
TF4S04YY  Validated  Aug  88  USER-ME  MC  AS  19  REV-AR  Ml  OS  SH  11  99 

17  ES 

MIL-T-27/308 
NOTICE  1 

ER 

18  Aug 

88 

ER 

EC 

85 

5950 

Tronslormer  &  Inductors  (Audio,  Power  &  High  Power  Pulse),  Inductor,  Power, 
TF5S042Z  Validated  Aug  88  USER-ME  AS  MC  19  REV-AR  Ml  SH  OS  99  17 

11  ES 

MIL-T-27/310 
NOTICE  1 

ER 

18  Aug 

88 

ER 

EC 

85 

5950 

Tronslormer  &  Inductors  (Audio,  Power  &  High  Power  Pulse),  Inductor,  Power 
TFSS04ZZ  Validated  Aug  88  USER-ME  MC  AS  19  REV-AR  Ml  OS  SH  11  99 

17  ES 

MIL-T-27/303 
NOTICE  1 

ER 

18  Aug 

88 

ER 

EC 

85 

5950 

Tronslormer  &  Inductors  (Audio,  Power,  S  High  Power  Pulse),  Inductor,  Power 
TF5S04ZZ  Validated  Aug  88  USER-ME  AS  MC  19  REV-AR  Ml  OS  99  17  11 

ES 

Tronslormer  &  Inductors  (Audio,  Power  &  High  Power  Pulse),  Inductor,  Power 
TFSS04ZZ  Validated  Aug  88  USER-AR  ME  AS  MC  19  REV-MI  OS  99  17  1) 

ES 

Tronslormer  8,  Inductors  (Audio,  Power  &  High  Power  Pulse)  Inductor,  Power, 
TF5S04ZZ  Validated  Aug  88  USER-AR  ME  AS  MC  19  REV-SH  OS  11  17  99 

ES 

Tronslormer  &  Inductors  (Audio,  Power  &  High  Power  Pulse),  Inductor,  Pow- 
TF4S04AG  USER-ME  AR  MC  AS  19  REV-MI  OS  SH  99  17  11  ES 

MIL-T-27/304 
NOTICE  1 

ER 

18  Aug 

88 

ER 

EC 

85 

5950 

MIL-T-27/305 
NOTICE  1 

ER 

18  Aug 

88 

ER 

EC 

85 

5950 

MIL-T-27/160A 
NOTICE  1 

ER 

18  Aug 

88 

ER 

EC 

85 

5950 

MIL-T-27C/)71B 

ER 

16  Nov 

87 

ER 

EC 

85 

5950 

Tronslormer  i  Inouclor  (Audio  Power  &  High  Povrer  Pulse)  Inductor  Power 
TF5S042Z939  USER-ME  AR  AS  MC  19  REV-MI  OS  SH  99  17  11  ES 

MIL-T-27,  120A 

ER 

31  Apr 

88 

ER 

EC 

85 

5950 

Tronslormer  &  Inductor  (Audio  Power  &  ttigh  Power  Pulse)  Inductor  Power 
TFSS04ZZ942  USER-ME  AR  AS  MC  19  REV-OS  11  99  17  ES 

MIL-T-27Br  123A 

ER 

19  Apr 

88 

ER 

EC 

85 

5950 

Tronslormer  &  Inductors  (Audio,  Power  &  High  Power  Pulse),  Inductor,  High  O, 
TF5S20ZZ  USER-ME  SH  MC  19  REV-AR  OS  99  17  11 

MIL-T-27/124C 

ER 

25  Apr 

88 

ER 

EC 

85 

5950 

Tronslormer  &  Inductor  (Audio,  Power,  8,  High  Power  Pulse),  Inductor,  Power, 

Type  TF5S04ZZ905  Validated  Aug  87  USER-AR  ME  AS  MC  19  REV-MI  OS 

SH  11  SO  17  ES 

MIL-T-27/88 

NOTICE  1 

ER 

03  Aug 

87 

ER 

EC 

85 

5950 

Tronslormer  &  Inductors  (Audio,  Power,  &  High  Power  Pulse),  Type 

TF5S04ZZ903  Validated  Jul  83  USER-AR  ME  AS  MC  19  REV-MI  OS  SH  80 

17  11  ES 

Mll-T-27/Bo 

ER 

22  Apr 

76 

ER 

EC 

85 

5950 

5950 

Tronslormer  (Chopper  Input),  Tr4R21YY  Validated  Feb  85  USER-ME  AR  19 
rev-mi  os  99  17  11  ES 

Tronslormer  And  Inductors,  Non-explosive,  Gcnerol  Specilicotion  For  Validated 
Aprs/ REV-11  84 

Mll-T-27,  185 

MIL-T-83720  (1) 
NOTICE  1 

ER 

85 

05  Oct 

19  Apr 

77 

71 

ER 

EC 

85 

85 

5950 

Tronslormer  And  Inductors  (Audio,  Power,  And  High-power  Pulse)  Inductors, 

Audio  Frequency,  High  0,  TF5R20ZZ  Validated  Aug  88  U5ER-AS  MC  OS  SH 

19  REV-AR  99  17  11  ES 

Mll-T-27/ 163B 
NOTICE  1 

ER 

18  Aug 

88 

ER 

EC 

85 

5950 

Tronslormer  And  Inductor  (Audio,  Power  And  High-power  Pulse)  Inductors,  High 

O,  TF5R20ZZ  Validated  Jul  83  USER-AR  ME  AS  MC  19  REV-MI  OS  SH  11 

99  17  ES 

Mll-T-27r  168 

ER 

05  Apr 

77 

ER 

EC 

85 

5950 

Tronslormer  And  Inductors  (Audio,  Pov/er,  And  High  power  Pulse),  Inductors, 

Audio  Frequency,  High  <3,  TF5R20ZZ  USER-MC  AS  19  REV-AR  OS  99  17  11 

ES 

Tronslormer  And  Inductors  (Audio,  Power  And  High-power  Pulse),  Inductor, 

Power,  TF5S04ZZ  USER-AR  ME  AS  MC  19  REV-MI  OS  SH  11  99  17  ES 

Mll-T-27, 161A 
NOTICE  1 

ER 

06  Apr 

87 

ER 

EC 

85 

5950 

MIL-T-27/208A 

ER 

14  Jun 

88 

ER 

EC 

85 

5950 

Tronslormer  And  Inductors  (Audio,  Power  And  High  Power  Pulse)  Inductor, 

Power,  TF4R04FA  Validated  Feb  65 

Mll-T-27/209 

ER 

28  Dec 

78 

ER 

EC 

85 

5950 

Tronslormer  And  Induclrrs  (Audio,  Power,  And  High  Power  Pulse)  Inductors, 

Audio  Freouency,  TF5S2022  Validated  Aar  87  USER-ME  AS  MC  19  REV-AR 

OS  SH  99  17  11  EC 

MIL-T-27,215B 
NOTICE  1 

ER 

06  Apr 

87 

ER 

EC 

85 

5950 

Tronslormer  And  tnducic  .\udio,  ,'owcr  And  H'gh-power  Pulse),  Inductor, 

Power,  TF5S04ZZ  USul.  ME  AS  MC  19  REV-AR  OS  SH  17  99  11  ES 

MIL-T-27/149B 

ER 

21  Moy  87 

ER 

EC 

85 

5950 

Tronslormer  And  Inductors  (Audio,  Power  And  High  Power  Pulse)  Inductors, 

Power,  TF5S047Z  Validated  Apr  37  USCR-AR  AS  MC  19  REV-MI  OS  SH  11 

99  17  ES 

Mll-T-27/289 
NOTICE  1 

ER 

06  Apr 

87 

ER 

EC 

85 

5950 

Tronslormer  And  Inductors  (Audio,  Power  And  High  Power  Pulse)  Inductor, 

Power,  TF5R04ZZ  Validated  Jul  88  USER-ME  AS  MC  )9  REV-AR  M'  OS  SH 

99  17  11  ES 

MILT-27,298 
NOTICE  1 

ER 

03  Jul 

88 

ER 

EC 

85 

5950 

Tronslormer  And  Inductors  (Audio,  Power  And  High  Power  Pulse),  Inductor, 

Power,  TF5T04ZZ  Validated  Feb  85 

Mll-T-27, 226 

ER 

19  Moy  78 

ER 

EC 

85 

5950 

Tronslormer  And  Inductors  (Audio,  Power  And  High  Power  Pulse)  Inductors, 

Power,  TF5R042Z  USER-AR  AS  MC  !9  REV-MI  OS  SH  17  11  99  ES 

Mll-T-27, 286A 

ER 

12  Jul 

82 

ER 

EC 

85 

535 
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59S0 

Tronjlormer  And  Inducloii  (Audio,  Power  And  HigK>powcr  PuKo),  Induclor, 

Power,  TF5S04ZZ  VoMolcd  Avg  88  USER-ME  AR  MC  AS  19  REV-MI  OS  SH 

80  17  11  99  ES 

Mil.  T-27,'988 
NOTICE  1 

ER 

18 

Aug 

S3 

ER 

EC 

85 

5950 

Trontfotmcr  And  Inductors  (Audio,  Power  And  High-power  PuUe)  Inductor, 

Audio,  Type  TF4U20YY930  Voldalcd  Aug  87  USER-AR  ME  MC  AS  19 

REV-MI  OS  SH  80  17  11  ES 

Mii-T-??/  in 
NOTICE  1 

ER 

03 

Aug 

87 

ER 

EC 

85 

5950 

Tronsformer  And  inductor  (Audio.  Power,  And  High  Power  Puhe)  Generol 
Specificotion  for  USER-ME  MC  YD  19  CS  REV-AR  11  ES 

MII-T-27E  (1/ 

SUPPL  18 

ER 

06 

Aug 

87 

ER 

EC 

85 

5950 

Tronsformer  Audio  Frequency  TF4R21AJ002  Vahdoted  Aug  87  USER-ME  AS 

MC  19  REV-AR  11  17  99  ES 

Mll-T.2;,  4 

NOTICE  1 

ER 

03 

Aug 

87 

ER 

EC 

85 

5950 

Tronjlormer  Audio  Frequency  TF5S21YY944  Validated  Aug  88  USER-ME  AR  AS 
MC  19  REV-MI  SH  OS  99  17  11  ES 

MIL-T.27/ 125 
NOTICE  1 

ER 

18 

Aug 

88 

ER 

EC 

85 

5950 

Tronjlormer  Power,  Step  Down  TFSS03ZZ936  USER-ME  AR  AS  MC  19  REV-MI 

OS  SH  99  17  11 

M!L-T-27/n7A 

ER 

25 

Al- 

88 

ER 

EC 

85 

5950 

Transformer  Power  TF5S03ZZ940  Validated  Aug  88  USER-ME  AR  AS  MC  19 
REV-mI  SH  OS  99  17  11  ES 

Mll.T-274 121 
NOTICE  1 

ER 

18 

Aug 

88 

ER 

EC 

85 

5950 

Tronsformer  Power  Step  Down  TF5S03ZZ946  VoUdoted  Aug  88  USER-ME  AR 

AS  MC  19  REV.MI  OS  SH  11  99  17  ES 

MIL-T-27/  127B 
NOTICE  1 

ER 

18 

Aug 

88 

ER 

EC 

85 

5950 

Tronsfornier  Power  Siepdown  Step  Up  TFS03ZZ948  Validated  Aug  88  USER-AR 

ME  AS  MC  19  REV-MI  OS  SH  99  85  17  11 

Ma-T.274 129 
NOTICE  1 

ER 

18 

Aug 

88 

ER 

EC 

85 

5950 

Tronsformer  Power  Step  Down  TF4r03YY950  Validated  Aug  88  USER-ME  AR 

MC  AS  19  REV-MI  SH  OS  99  17  11 

Mll.T-27/131 
NOTICE  1 

ER 

18 

Aug 

88 

ER 

EC 

85 

5950 

Tronsformer  Power  Step  Down  TE5V03ZZ95b  Validated  Feb  85  USER-ME  AS 

MC  19  REV-AR  OS  SH  11  99  17  ES 

Ma-T-277  134A 

ER 

23 

Apr 

79 

ER 

EC 

85 

5953 

Irontformcr  Power  TF5703ZZ894  Validated  Jul  83  USER-AR  ME  SH  AS  19 

REV-MI  SH  OS  17  11  99  ES 

MIL-T.27/77 

ER 

29 

Aug 

75 

ER 

EC 

85 

5950 

5950 

Tronsformer  Synchro  Overload.  60  Cycle  And  4(X)  Cycle  Validated  Apr  84 

USER-ER  MC  SH  REV-AR  AS  99  ES 

Transformer  Unit  Validate  Aug  88  REV-MI  ES . . . . . . 

MS.150I2D 

MII-T-14605A 
NOTICE  1 

EC 

EA 

03 

18 

Oct 

Aug 

63 

88 

ME  EC 

EA 

5950 

Transformer,  &  Inductors  (Audio,  Power,  And  High  Power  Pulse),  Inductors, 

Power,  TF4S04  USER-Afi  ME  AS  MC  19  REV-MI  OS  SH  11  17  99  ES 

MII.T-27B/174A 

ER 

16 

Nov 

87 

ER 

EC 

85 

5950 

Tronsformer,  And  Inductors  (Audio,  Power  And  High  Power  Pulse)  Inductor, 

Audio  Frequency,  High  Q,  TF5R20ZZ  Validated  Apr  87  USER-AR  AS  MC  19 
REV-MI  OS  SH  99  17  11  ES 

Mll.T.27/285 
NOTICE  1 

ER 

06 

Apr 

87 

ER 

EC 

85 

5950 

Transformer,  And  inductors  (Audio,  Power  And  High-power  Pulse),  Inductors, 

Power,  TF5V04ZZ  USER-ME  AR  AS  MC  19  REV-MI  SH  OS  99  17  11  ES 

Mll.T.27/207 
NOTICE  1 

ER 

06 

Apr 

87 

ER 

EC 

85 

5950 

Transformer,  Audio  Frequency,  Tf4R21YY  Validated  Aug  67  USER-ME  AR  19 
REV-MI  AS  MC  OS  SH  99  17  11  ES 

MII.T.27/200A 
NOTICE  1 

ER 

03 

Aug 

87 

ER 

EC 

85 

5950 

Tronsformer,  Audio  Frequency,  TF5R21ZZ  Validated  Fr^b  8S . . 

Mll.T-27/263 

ER 

23 

Mor 

79 

ER 

EC 

85 

5950 

Tronsformer,  Audio  frequency,  Sub  Miniature,  TFSR21ZZ  Validated  Feb  65. . . 

Mll.T-27/277 

ER 

03 

Moy 

79 

ER 

EC 

85 

5950 

Tronsformer,  Audio  Frequency,  TF5521ZZ  USER-AR  AS  MC  19  REV-MI  OS  SH 

17  11  99  ES 

Mll.T.27,283 

ER 

28 

Sep 

79 

ER 

EC 

85 

5950 

Ifoniformtr,  Audio,  TF4R21YY  USER-AR  ME  AS  MC  19  REV-MI  OS  SH  17  99 

11  ES 

Troniformcr,  Audio  Frequency.  TF5R21ZZ  USER-ME  AR  AS  MC  19  REV-MI  OS 

99  17  11  ES 

MIL.T.27/155A 

ER 

22 

Jon 

85 

ER 

EC 

85 

5950 

MII-T-27/167C 

ER 

15 

Apr 

87 

ER 

EC 

85 

5950 

Tronsformer,  Audio  Frequency,  Sub-mioiofure  TF5R21ZZ  USER-ME  AS  MC  19 
REV-aR  OS  99  17  n  ES 

MIL-T-27/172C 

ER 

25 

Apr 

88 

ER 

EC 

85 

5950 

Tronsformer,  Audio  Frequency,  TF5R21ZZ  Validated  Jul  $3  USER-ME  AR  MC  19 
REV-MI  AS  MC  OS  SH  99  11  17  ES 

Mll-T.27/  170A 

ER 

14 

Sep 

77 

ER 

EC 

85 

5950 

Tronsformer,  Audio  Frequency,  TF5R21ZZ  USER-ME  AR  AS  MC  19  REV-MI  OS 

99  17  11  ES 

Mlt,-T-27/1653 

ER 

06 

Aug 

85 

ER 

EC 

85 

5950 

Tronsforiscr.  Aus  lo  Frequency,  TF5R21ZZ  Validated  Jul  83  USER-ME  AR  AS 

MC  19  REV-MI  SH  OS  17  n  99  ES 

MIL.T-27/176 

ER 

24 

Moy 

77 

ER 

EC 

85 

5950 

Tronsformer,  Audio  Frequency,  TF5R21ZZ  Validated  Feb  85  USER-ME  AS  MC 
REV.aR  mi  OS  SH  19  17  11  ES 

MII-T-27/144A 

ER 

24 

Mcy 

79 

SR 

EC 

85 

5950 

Tronsformer,  Audio  Frequency,  TF5521ZZ  Validated  Apr  87  USER-ME  AS  MC 

19  REV-mI  AR  OS  SH  99  17  11  ES 

MIL-T.27/247B 
NOTICE  1 

ER 

06 

Apr 

87 

ER 

EC 

85 

5950 

Transformer,  Audio  Frequency,  Uliro  Miniature,  TF5R21ZZ  USER-ME  MC  AS  19 
REV-AR  os  11  17  99  ES 

MIL  T-27A/357B 

Eft 

14 

Jun 

88 

ER 

cC 

85 

5950 

Transformer,  Audio  Frequency,  Sub  Mimoture.  Tf5R21ZZ  USCR-ME  MC  AS  19 
REV-AR  OS  11  17  99  ES 

MIL-T.27A/3588 

ER 

14 

Jun 

88 

ER 

EC 

85 

5950 

Transformer,  Aud.o  Frequency,  Ultro  Miniature,  TF5R21ZZ  USER-ME  MC  AS  19 
REV-AR  OS  n  17  99  ES 

m:|,-T.27/359 

E? 

n 

Jut 

84 

ER 

EC 

85 

5950 

Tronsformer,  Audio  Frequency,  Tf4S21AJ  Validated  Aug  88  . . 

MIL-T-27/307 
NOTICE  1 

ER 

18 

Aug 

88 

ER 

EC 

85 

5950 

Tronsfonner,  Audio  Frequency,  TF5S21ZZ  Validated  Apr  87  USER-ME  AR  AS 

MC  19  REV-MI  OS  SH  99  17  n  ES 

MI'.T-27/290A 
NOTICE  I 

ER 

06 

Apr 

87 

ER 

EC 

85 

5730 

Tronsformer,  Audio  rrsqucncy  Tr5K21ZZo95  validated  Aug  88  uSEk-mE  AK 

AS  OS  MC  19  REV-MI  SH  OS  17  11  99  ES 

NOTICE  1 

fcK 

(b 

Aug 

8b 

tR 

tc 

85 

5950 

Transformer,  Audio  Frequency,  TF5R21ZZ  Validated  Aug  87  USER-AR  AS  mC 

19  REV-MI  OS  11  80  17  99  ES 

Mll-T-27. 103C 
NOTICE  1 

ER 

03 

Aug 

87 

ER 

EC 

85 

5950 

Tronsformer,  Audio  Frequency,  Tf552lZZ  USER-ME  AS  MC  19  REV-AR  OS  II 

99  17  ES 

MIL-T-27/  126B 

ER 

25 

Apr 

88 

ER 

EC 

85 

5950 

Tronsformer,  Audio  Frequency  Tf5R21ZZ896  Validated  Jul  83  USER-ME  AR  SH 

MC  AS  19  REV-MI  OS  SH  n  17  99  ES 

Mll.T.27/79 

E2 

29 

Aug 

75 

ER 

EC 

85 

5950 

Tronsformer,  Audio  Frequency,  Sub-mimoture,  rF5R21ZZ915  Validated  Aug  87 
USER-AR  ME  OS  SH  AS  19  REV-MI  OS  SH  11  SO  17  ES 

Mlu  T-27,'96 

NOTICE  1 

ER 

03 

Aug 

87 

E-R 

EC 

85 

5950 

Trcfuformer,  Audio  Frequency  TF5S21ZZ  Validated  Feb  85  USER-AR  ME  AS 

MC  19  REV.MI  OS  SH  11  99  17  ES 

MIL-T.27'71S 

ER 

11 

Jul 

79 

ER 

EC 

85 

5950 

Tronsformer,  Audio  frequency  TF5S212Z  Validated  Jvf  83  USER-AR  ME  OS  SH 

MII.T-27/72A 

ER 

18 

Moy 

77 

ER 

EC 

85 

19  REV.MI  OS  SH  EC  17  n  99  ES 
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5950 

Tronsformer,  Audio  Frequency,  Sub-minioture.  TF5R21ZX916  USER'ME  SG  AS 

MIL-T.27/97B 

ER 

14  Jon 

88 

ER 

EC 

85 

MC  19  REV-AR  OS  SH  80  17  11  99  ES 

5950 

Troniformco  Audio  Frequency  TF4R2)AGfl^l  Validated  Aug  o8  USER'ME  AR 

MIL-T-27/74 

ER 

•8  Aug 

88 

ER 

EC 

85 

os  SH  AS  MC  19  REV.MI  SH  80  17  11  ES 

NOTICE  1 

5950 

Tronsformer,  Audio  Frequency  TF5R21ZZ  USER-AR  AS  MC  19  REV-MI  OS  11 

MIL-T-27,76C  (1) 

ER 

15  May 

85 

ER 

EC 

8S 

17  99  ES 

5950 

Tronsformer,  Audio  Frco.oency,  TF4R21AJ  Validated  Jul  83  . . . . 

MII-T-27/SA 

ER 

06  Dec 

76 

ER 

EC 

85 

5950 

Transformer,  Audio  Frequency  TF5R21Z2315  USER-ME  AS  MC  19  REV-AR  17 

MIL-T-27/29A 

ER 

15  Apr 

87 

ER 

EC 

85 

11  99  ES 

5950 

Tronsformcr,  Audio  Frequency  TF4R21AJ316  USER-ME  AR  MC  AS  19  fifcV-Ml 

MIL  T-27R/30A 

ER 

13  Aug 

87 

ER 

EC 

85 

SH  OS  17  11  99  ES 

5950 

Transformer,  Audio  Frequency  TF5V21ZZ318  Validated  Jul  83  U$ER-AR  ME  MC 

MIL-T-27/32 

ER 

29  Aug 

75 

ER 

EC 

85 

AS  19  REV-MI  SH  OS  11  17  99  ES 

5950 

Transformer,  Audio  Frequency  TF4R21YY  t  TF4S21YY  Validated  Feb  85 

MIL-T-27/1C 

ER 

04  Apr 

85 

ER 

EC 

85 

USER-ME  MC  AS  19  ES  REV-SH  OS  11  17  99  ES 

5950 

Tronsformer,  Audio  Frequency  TF5S21ZZ  Validated  Jut  83  USER-ME  AR  AS  MC 

,.«i.-T-27''67A 

ER 

18  Moy 

77 

ER 

EC 

85 

19  REV.MI  SHOS  11  17  99  ES 

5950 

Tronsformer,  Audio  Frequency  TF5S21ZZ  Validated  Jul  83  USER-AR  ME  AS  OS 

MIL-T-27/68A 

ER 

18  Moy 

77 

ER 

EC 

85 

19  REV-MI  OS  EC  11  17  99  ES 

5950 

Tronsformer,  Audio  Frequency  TF5S21ZZ  Validated  Jul  83  USER-AR  ME  MC  AS 

MIL-T-27/69A 

ER 

18  May 

77 

ER 

EC 

85 

19  rev-mi  SHOS  11  17  99  ES 

5950 

Transformer,  Audio  Frequency  TF5S212Z  Validated  Feb  85  USER-AR  ME  AS 

MIL-T-27/70a 

ER 

11  Jul 

79 

ER 

EC 

85 

MC  19  REV-MI  OS  SH  99  17  11  ES 

5950 

Transformer,  Audio  Frequency,  TF4R21YY  And  ■’ff4S2lYY  (tnoctive  Use 

MIL-T.27/2D 

ER 

28  Jun 

88 

ER 

EC 

85 

M27/2-02  USER-Mf  AS  MC  19  REV-AR  OS  SH  99  17  11  ES 

5950 

Transformer,  Audio  Freouency  TF4R21AJ  Validated  Aug  68  USER-ME  MC  AS 

MIL-T-27/11A 

ER 

18  Aug 

88 

ER 

EC 

85 

19  REV-AR  17  1 1  99  ES 

NOTICE  1 

5950 

Transformer,  Current,  Type  O&l  (Supersedes  32498)  Validated  Jan  79  REV -Mi 

MlL-T-5383  (1) 

85 

09  Apr 

54 

85 

99  ES 

5950 

Transformer,  Impedonce  Matching,  Bolance  To  Unbolonce  (Boturs) . . 

M1L-T-28732C 

EC 

06  Apr 

84 

EC 

5950 

Transformer,  Impedance  Motching  (Baiun),  Receive  Only  Validated  Apr  63 

MIL-T.28767 

EC 

26  Mar 

71 

EC 

REV-ES 

5950 

transformer.  Inductors,  And  Coils  Selection  And  Use  Of  USER-ME  CG  AS  MC 

MIL-STD.1286D 

ER 

30  Jun 

87 

ER 

EC 

85 

REV-MI  OS  17  99  11  ES 

NOTICE  3 

5950 

Tronsformer,  Intermediate  Frequency,  Rodio  Frequency,  And  Oiscriminotor, 

MIL-T-5S631  (2) 

ER 

12  Jul 

82 

ER 

EC 

85 

General  Speeil'  .lion  for  USER-ME  AR  AS  MC  19  REV-MI  OS  17  99  1 1  ES 

5950 

Tronsformer,  Power,  Stepup,  3  Phase  Validated  Api  84  REV-ES . 

MIL-T-28778 

EC 

01  Feb 

72 

EC 

5950 

Transformer,  Power  5.75  VA  60  HZ  TF5S03ZZ  USER-ME  AS  MC  19  REV-AR 

MII-T-27/18A 

ER 

25  Apr 

88 

ER 

EC 

85 

OS  SH  17  11  99  ES 

5950 

Tronsformer,  Power,  Step  Down  S  Step  Up,  Type  TF4RX03JB002  USER-MC  14 

MS-90027C 

ER 

20  Moy 

82 

ER 

EC 

85 

19  REV-SH  11  17  ES 

5950 

Transformer,  Power,  Step  Down,  TF5S03ZZ  Validated  A<,g  68  USER-AR  AS  MC 

MIL-T-27/291A 

ER 

18  Aug 

88 

ER 

EC 

85 

19  REV-MI  OS  SH  17  11  99  ES 

NOTICE  1 

5950 

Tronsformer,  Power,  Isolotion,  Series  Circuit,  Airport  Lighting,  Generot 

MIL-T.27535A  (2) 

85 

12  Oel 

65 

AS 

85 

Specificotion  For  Validated  Apr  88  REV-MI  YO  11  99  ES 

SUPP  lA 

950 

Tronsformer,  Power,  107  Voltomperes,  S-FHASE,  Type  TF5S03YY  USER-ME  AS 

MIL-T-27/36/t 

ER 

04  Dec 

86 

ER 

EC 

85 

M'"  19  REV-MI  OS  11  17  99  ES 

5950 

Tro^srormcr,  Power,  Step  Down,  10525900  Validated  Jon  81  REV-MI  E$  .......... 

MIL-T.60206  (2) 

AR 

12  Jul 

68 

AR 

5950 

Tronsformer,  Power,  Step  Down  TF5R03ZZ  Validated  Apr  87  USER-AR  AS  MC 

Mll-T-27/293 

ER 

06  Apr 

87 

ER 

EC 

85 

19  REV-MI  OS  SH  99  17  11  ES 

NOTICE  1 

5950 

Tronsformer,  Power,  Iso'otion-oirfield  lighlmg,  200W/20A/6.5a,/50(X)V 

MS-27786B 

85 

15  Apr 

88 

85 

Validated  Apr  88  REV-aS  11  99  ES 

NOTICE  1 

5950 

Transformer,  Power,  Step  Down  TF5R03ZZ  Valid  ited  At.g  88  USER-AR  AS  MC 

Mll-T-27.'295A 

ER 

18  Aug 

88 

ER 

EC 

85 

19  REV  OS  17  11  99  ES 

NOTICE  1 

5950 

Tronsforme  ,  ^ower,  Isolotion  oirfreld  Lighting,  30-45V//6.6A/6.6A,  5(X)0V 

MS.27289B 

85 

15  Apr 

88 

85 

Validated  Apr  88  REV-AS  1 1  99  ES 

NOTICE  1 

5950 

Tronsformer,  Power,  ilep  Down  TF5V03ZZ  Validated  Aug  08  USER-AR  AS  MC 

M1L-T-27/296A 

ER 

18  Aug 

88 

ER 

EC 

85 

19  REV-MI  OS  SH  99  17  11  ES 

NOTICE  1 

5950 

Tronsformer,  Power,  Step  Down,  10525910  Validated  Jon  81  REV-MI  ES . 

MIL-T-60207  (2) 

AR 

12  Jul 

68 

AR 

5950 

Tronsformer,  Power,  Step  Up  Tf4V03YY  USER-ME  AR  AS  MC  19  REV-MI  OS 

Mll-T -27/31 1C 

ER 

25  Apr 

88 

ER 

EC 

85 

SH  17  11  99  ES 

5950 

Tronsformer,  Power,  Isolation,  Airport  Lighting  l(X)W/2  /20A/5,000V  (Asg) 

MS-27362A 

85 

18  Aug 

65 

AS 

85 

Validated  Jan  79  REV-11  99  ES 

5950 

Tronsformer,  Power,  Step  Down,  TF4R03  USER-ME  AL  AR  AS  MC  CG  19 

MIL-T-27B/300B 

ER 

05  ju! 

88 

ER 

EC 

85 

REV-MI  OS  SH  99  17  1 1  ES 

5950 

Tronsformer,  Power,  Isolation,  Airport  Lighting,  500W/20A/2CA/5000V 

MS-27382B 

85 

15  Ap' 

8S 

AS 

85 

Validated  Apr  88  REV-ll  99  ES 

NOTICE  1 

5950 

Tronsformer,  Power,  Step  Down  &  Step  Up,  TF4R03  Validated  Aug  88 

MIL-T-27/301 

ER 

18  Aug 

88 

ER 

EC 

85 

USER-ME  Al  AR  MC  AS  CG  19  REV-MI  OS  17  11  99  ES 

NOTICE  1 

5950 

Ironkforn.er,  Power,  iso'jtion.  Airport  Lighting,  300W/'20A/20A/ 5000V  (Asg) 

M5-2/305A 

85 

18  Aug 

65 

Ab 

Jb 

Validated  Jan  82  REV-1 1  99  ES 

5950 

Tronsformer,  Power,  Step  Up,  TF4R03  Validated  Aug  88  USER-ME  AL  AR  CG 

MII-T-27/302A 

EC 

18  Aug 

88 

ER 

EC 

85 

AS  MC  19  REV-MI  OS  17  11  99  ES 

NOTICE  ; 

5950 

Transformer,  Power,  Isolotion,  Airport  Lighting,  3(X)W/6.6A/20A-50(XiV  (Asg) 

M5-27306A 

85 

18  Aug 

65 

AS 

85 

Validated  Jan  82  RF''-11  99  ES 

5950 

Tronsformer,  Power,  Step  Down,  TF5T03ZZ  Validated  Feb  85  U$£R*ME  AR  MC 

MI'.-T  27,255 

ER 

06  Nov 

78 

ER 

EC 

85 

AS  19  REV-MI  GH  OS  99  17  11  ES 

5950 

Tronsformer,  Power,  Step  Down,  10525915  Validated  Jon  $1  RFV-MI  ES . 

Mll-T-60193  (2) 

AR 

12  Jul 

68 

AR 

5950 

Tronsformer,  Power,  Isolation,  TF5T03ZZ  Validated  Feb  85  UScR-ME  AR  MC 

MIL-T.27/256 

ER 

30  Jan 

79 

ER 

EC 

85 

AS  19  REV-MI  OS  SH  17  11  99  ES 

5950 

Tf  ,*»form*-  ,  Power  Isolotion  oirpori  Or  Airfield  ''ghiing,  200W/6  6A/6.6A, 

M.-  3B 

rs 

15  Apr 

88 

85 

;00V  VcIldatcdApr  S8  REV.aS  U  99  ES  No.'iv.E  1 
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5950 

Tronsformer,  Power,  Step  Down,  TF5T03ZZ  USER-ME  AR  MC  AS  19  R£V*MI 

MIL-T.27/221A 

ER 

07  Oct 

87 

ER 

EC 

85 

SH  OS  99  17  11  ES 

5950 

Troniformer,  Power,  Isolation,  Airport  Lighting,  500W/20A/6  6A^5000V 

MS-27 133A 

85 

18  Aug 

65 

AS 

85 

Validated  Jun  82  REV-ll  99  ES 

59i0 

Tronsformer,  Power,  Step  Down,  TF5T03ZZ  USER-AR  ME  AS  MC  19  REV-MI 

MIL-T  27/222A 

ER 

07  Ocl 

87 

ER 

EC 

85 

SH  OS  99  17  11  ES 

5950 

Tronsformer,  Power,  Iso'otion,  Airport  Lighting,  300W  '20A/5.6A/5000V 

MS-27153A 

85 

18  Aug 

65 

AS 

85 

Validated  Jun  82  REV-ll  99  ES 

5950 

Transformer,  Power,  Step  Down,  TF5T03ZZ  USER-ME  AR  MC  AS  19  REV-Mi 

MIL.T-27/223A 

ER 

07  Oct 

87 

ER 

EC 

85 

SH  OS  17  99  11  ES 

5950 

Transformer,  Power  Step-up  REV-ll  84  80  ES  . . . . . . . . . 

MIL-T.83720/8B 
NOTICE  1 

85 

15  Apr 

88 

85 

5950 

Tronsformer,  Power,  Step  Down,  TF5T03ZZ  USER-AR  ME  AS  MC  19  REV-MI 

MIL-T-27/224A 

ER 

07  Ocl 

87 

ER 

EC 

85 

os  99  17  11  ES 

5950 

Tronsformer,  Power,  Isolotion,  Airport  Lighting,  300W/5.6A/6  6A/5000V 

MS-27134A 

85 

18  Aug 

65 

AS 

85 

Validated  Jan  82  REV-l  1  99  ES 

5950 

Tronsformer,  Power,  Step  Down,  TF5T03ZZ  USER-ME  AR  AS  MC  19  REV-MI 

MlL-T-27/2258 

ER 

14  Jun 

88 

ER 

EC 

85 

SH  OS  99  17  11  ES 

5950 

Tronsformer.  Power,  Step-up  Validated  Jun  82  REV-ll  99  ES  . . . . . . . 

Mll-T-83720/22 

85 

26  Dec 

69 

85 

5950 

Tronsformer,  Power,  Step  Down,  TF5T03ZZ  Validated  Feb  85  USER-ME  AR  MC 

MIL-T-27/227 

ER 

19  Moy 

78 

ER 

EC 

85 

AS  19  REV-MI  SH  OS  11  99  17  ES 

5050 

Tronsformer,  Power,  Step-up,  Step-down  Validated  Apr  87  REV-ll  99  84  ES  .... 

MIL-T-83720/13 
NOTICE  1 

85 

20  Dee 

68 

85 

5950 

Tronsformer,  Power,  Isototion,  Shielded,  TF4R03YY  Validated  Aug  88  USER-MC 

MIL-T-27/235B 

ER 

18  Aug 

88 

ER 

EC 

85 

AS  19  RFV-MI  OS  SH  99  17  11  ES 

NOTICE  1 

5950 

Tronsformer,  Power,  Isolation,  Airport  Lighting,  500W/6.6A/6.6A/5000V 

MS.27135A 

85 

18  Aug 

65 

AS 

85 

Validated  Jan  82  REV-l  1  99  ES 

5950 

Tronsformer,  Power,  Step  Down,  TF5T03ZZ  Validated  Feb  85  USER-ME  AR  MC 

MIL-T.27/220 

ER 

19  Moy 

78 

ER 

EC 

85 

AS  19  REV-MI  OS  99  17  11  ES 

5950 

Tronsformer,  Power,  Isolation,  Scries  Circuit  Airport  Lighting,  6.6<'6.6  Amperes 

MIL-T-52497A 

ME 

12  Sep 

72 

ME 

Validated  May  62  REV-MI  ES 

5950 

Transformer,  Power,  Step  Down,  3-PHASE  TF4S03YY  Validated  Jul  83 

MIL-T-27/138 

ER 

31  Jon 

77 

ER 

EC 

85 

USER-AR  me  as  MC  19  REV-MI  OS  SH  1 1  99  17  ES 

5950 

Transformer,  Power,  Isololion,  Airport  Lighting,  500W/6,6A/20A/5000V 

MS-27136A 

85 

18  Aug 

65 

AS 

85 

Validated  Jan  82  REV-l  1  99  ES 

5950 

Tronsformer,  Power,  Step  Down  TF4S03FA  Validated  Jul  83  USER-ME  AR  AS 

MIL-T-27/180 

ER 

18  Apr 

77 

ER 

EC 

85 

MC  19  rev-mi  SHOS  11  17  99  ES 

5950 

Tronsformer,  Powcr,sl  £p  down,type  TF4SX0t  GA209  (Inoctive  For  New  Design 

MS-16471E 

EC 

04  Aug 

88 

ER 

EC 

85 

Validated  Aug  88  USER-MI  CG  MC  U  19  REV-AR  SH  11  17  ES 

NOTICE  1 

5950 

Tronsformer,  Power,  Step  Down  &  Step  Up  TF4S03FA  USER-ME  MC  AS  19 

MII-T-27/181A 

ER 

06  Apr 

87 

ER 

EC 

85 

REV-AR  SH  CS  11  17  99  ES 

NOTICE  1 

5950 

Tronsformer,  Power,  Isolotion-oirfield  Lighting,  30-45W/20A/6.6A,  5000V 

MS-27 1378 

85 

18  Aug 

65 

85 

Validated  Jan  82  REV-AS  11  99  ES 

5950 

Tronsformer,  Power,  Step  Down  And  Step  Up,  TF4503JA  Validated  Feb  85 

MIL-T-27/183B 

ER 

18  Jul 

78 

ER 

EC 

85 

USER-ME  MU  MC  AS  19  REV-MI  AR  OS  17  99  11  ES 

5950 

Tronsformer,  Power.  Step-down  Type  TF4SX01FA208  (Inoclive  For  New  Design 
After  23  Jun  1981  Validated  Aug  88  USER-MI  CG  MC  14  19  REV-AR  17  !1 

ES 

Tronsformer,  Power,  Step  Down  TF4S03aH  USER-Mc  AS  MC  19  REV-AR  SH 

MS.16472C 

NOTICE  1 

EC 

04  Aug 

88 

ER 

EC 

85 

5950 

M1L-T-27/184A 

ER 

06  Apr 

87 

ER 

EC 

85 

OS  99  11  17  ES 

NOTICE  1 

5950 

Tronsformer,  Power,  Step  down  Type  TF4SX01EA207  (Inoclive  For  New  Design 

MS-16473C 

EC 

04  Aug 

88 

ER 

EC 

85 

After  23  Jun  1981)  USER-MI  MC  CG  19  14  ES  REV-AR  17  11 

NOTICE  1 

5950 

Tronsformer,  Power,  Step  Down,  Au’otronsformcr,  TFST03ZZ  USER-AR  ME  AS 

MII-T-27/187A 

ER 

21  Aug 

86 

ER 

EC 

85 

MC  19  REV-MI  OS  SH  17  11  99  ES 

5950 

Tronsformer,  Power,  Step  Down  &  Step  Up,  Type  TF4RX03J6221  (Inocitve  For 
New  Design)  Validated  Aug  88  USER-Ml  CG  MC  14  19  REV-AR  SH  17  11 

ES 

Tronsformer,  Power,  Step  Up,  TF5S03ZZ  Validated  Jul  83  USER-MU  ME  AR  AS 

MS-I6403D 

NOTICE  I 

EC 

04  Aug 

88 

ER 

EC 

85 

5950 

M!L.T-27‘'188 

ER 

15  Aug 

77 

ER 

EC 

85 

MC  19  REV-MI  OS  SH  17  11  99  ES 

5950 

Tronsformer,  Power,  Step-down  Type  TF4RX02HA203  USER-MI  CG  MC  14  19 

MS-16450F 

EC 

20  Mar 

86 

ER 

EC 

85 

REV-AR  SH  17  11 

5950 

Tronsformer,  Power  Step  Down,  TF4S03XB  USER-ME  MC  AS  19  REV-AR  OS 

MIL.T-27/151A 

ER 

06  Apr 

87 

ER 

EC 

85 

99  17  II  ES 

NOTICE  I 

5950 

Troniformer,  Power.  Step  Down,  TF5V03ZZ  &  TF5S03ZZ  REV-AR  OS  17  11 . 

MIL-T-27/284C 

ER 

14  Jun 

82 

ER 

EC 

85 

5950 

Transformer,  Power,  Step  Up  And  Step  Down  TF5S03ZZ  Validated  Feb  85 . . 

MIL-T-27/265 

ER 

07  Mor 

79 

ER 

EC 

85 

5950 

Tronsformer,  Power,  Step  Up.  TF5S03ZZ  Validated  Feb  85  USER-ME  AS  MC  19 

MIL-T-27'266 

ER 

07  Mor 

79 

ER 

EC 

85 

REV-AR  OS  SH  17  99  11  ES 

5950 

Tronsformer,  Power,  TSF5S03ZZ,  Metric  USER-ME  AS  MC  REV-AR  SH  OS  99 

OOD-T-27/267B 

ER 

25  Apr 

83 

ER 

EC 

85 

11  17  ES 

5950 

Troniformer,  Power,  Tf4i-f>TJA  USER-ME  AS  MC  19  REV-AR  OS  SH  17  11  99 

ES 

Tronsformer,  Power,  IF5V03ZZ  USER-ME  AR  AS  MC  19  REV-OS  99  17  11  ES  , 

MIL-T -27/2606 

ER 

29  Apr 

85 

ER 

EC 

85 

5950 

MII.T-27/269B 

ER 

29  Apr 

85 

ER 

EC 

85 

5950 

Troniformer,  Power,  0.6  VA,  10/15  Klu,  TF5V03ZZ  USER-ME  AS  MC  19 

MIL-T-27-270B 

ER 

04  Apr 

85 

ER 

EC 

85 

REV-AR  OS  17  99  11  ES 

5950 

Tronsfo.'mer,  Powco  Step  Down,  Three  Phose  HZ,  TF5503ZZ  -Metric  Validated 

DOD-T-2//272 

ER 

04  Apr 

79 

ER 

EC 

85 

Feb  85 

5950 

Transformer,  Power,  30  /A,  400  HZ,  TF4503yY  Validated  Aug  88  USER-ME 

MIL-T.27/275B 

ER 

18  Aug 

83 

ER 

EC 

85 

MC  AS  19  REV-AR  OS  99  17  11  ES 

NOTICE  1 

5950 

Troniformer,  Power,  150  VA,  400  HZ,  TF4S03YY  Validated  Apr  87  USER-ME 

MIL-T-27/276A 

cR 

06  Apr 

87 

ER 

EC 

85 

AS  MC  19  REV-AR  OS  SH  99  17  11 

NOTICE  1 

5950 

Troniformer,  Power,  IF5T03ZZ  USER-ME  AS  MC  19  REV-AH  SH  OS  17  II  99 

MIIT.27/260A 

ER 

07  Ocl 

87 

ER 

EC 

85 

ES 


538 


FSC  LISTING 


DOCUMENT 


FSC 

TIKE 

NUMBER 

PREP 

DATG 

CUSTODIAN 

5950 

Trcosformer,  Power,  Step  Down,  TF5S03ZZ  Validated  Aug  88  USER>ME  AR  MC 

AS  19  REV.Ml  OS  SH  99  17  ES 

Mll-T-27/281 
NOTICE  1 

ER 

18  Aug 

88 

ER 

EC 

85 

5950 

Transformer,  Power,  Step  Down,  TF5V03ZZ  Validated  Feb  85  USER-ME  AR  MC 

AS  19  REV.Ml  OS  SH  99  17  11  ES 

MIL-T-27/262 

ER 

30  Jon 

79 

ER 

EC 

85 

5950 

Tronsformer,  Power,  Step-down,  TF4S03FB  Validated  Feb  85  USER-AR  ME  AS 

MC  19  REV.Ml  OS  SH  11  99  17  ES 

MIL-T.27/153A 

ER 

03  Jon 

78 

ER 

EC 

85 

5950 

Transformer,  Power,  Step  Up  And  Step  Down,  ElectrostoticoHy  Shielded, 

TF5T03ZZ  Validated  Feb  85  USER-ME  AS  MC  19  REV-aR  OS  99  17  11  ES 

MIL-T-27/199C 

ER 

04  Apr 

85 

ER 

EC 

85 

5950 

Tronsformer,  Power,  15  VA,  TF5T03ZZ  USER-ME  AS  MC  19  REV-AR  OS  SH  99 

17  11  ES 

Mll-T-27/2nA 

ER 

08  Moy 

86 

ER 

EC 

85 

5950 

Transformer,  Power,  50  VA,  TF5T03ZZ  USER-ME  AS  MC  19  REV-AR  OS  SH  17 

1 1  99  ES 

MII-T-27/212A 

ER 

08  Moy 

86 

ER 

EC 

85 

5950 

Transformer,  Power,  Step  Up,  178  Voltomper,  TF5T032Z  USER-ME  MC  AS  19 
REV.SH  OS  11  17  99  ES 

MII.T-27/213A 
NOTICE  1 

ER 

06  Apr 

37 

ER 

EC 

85 

5950 

Tronsformer,  Power,  Sted  Down,  TF5S03ZZ  Validated  Feb  65  USER-AR  ME  MC 

AS  19  REV.Ml  OS  SH  17  11  99  ES 

MIL-T-27/192 

ER 

18  Ocl 

77 

ER 

EC 

85 

5950 

Tronsformer,  Power,  Step  Down,  TF5S03ZZ  &  TF5T03ZZ  Validated  Feb  85 

USER-AR  ME  MC  AS  19  REV-Ml  OS  99  17  11  ES 

MII-T-27/193A 

ER 

15  Moy 

78 

ER 

EC 

85 

5950 

Transformer,  Power,  Step  Down  &  Step  Up,  TF5S03ZZ  Validated  Feb  85 

USER-AR  ME  MC  AS  19  REV-MI  OS  99  17  11  ES 

MII.T-27/194A 

ER 

15  Moy 

78 

ER 

EC 

85 

5950 

Tronsformer,  Power,  Step  Down,  TF5S03ZZ  USER-AR  ME  MC  AS  19  REV-MI 

SH  OS  99  17  11  ES 

MIL-T-27/195 
NOTICE  1 

ER 

06  Apr 

87 

ER 

EC 

85 

5950 

Tronsformer,  Power,  Sted  Down,  TF5S03ZZ  Validated  Jul  83  USER-MU  ME  AR 

MC  AS  19  REV.Ml  SH  OS  17  11  19  ES 

MIL-T-27/201 

ER 

18  Aug 

77 

ER 

EC 

85 

5950 

Tronsformer,  Power,  Step  Down,  TF5S03ZZ  Validated  Feb  85  USER-ME  AR 

REV-MI  OS  99  17  11  ES 

Mll.T.27/202 

ER 

25  Nov 

77 

ER 

EC 

85 

5950 

Transformer,  Power,  Step  Down,  TF4S03E8  Validated  Jul  83  USER-AR  ME  AS 

19  REV-MI  SH  OS  99  17  11  ES 

Mll-T-27/)54 

ER 

01  Apr 

77 

ER 

EC 

85 

5950 

5950 

Tronsformer,  Power,  50  Vollampercs,  400  HZ,  TF5S03ZZ  USER-ME  MC  AS  19 
REV-AR  OS  99  17  11  ES 

Tronsformer,  Power,  120  Voltomperes,  400  HZ,  TF5S03ZZ  USER-ME  MC  AS  19 
REV-AR  OS  99  17  11  ES 

MIL-T-27/335C 

MIL.T-27/336C 

ER 

ER 

17  Jon 

17  Jon 

86 

86 

ER 

ER 

EC 

15 

5950 

Tronsformer,  Power,  150  Voltomperes,  400  HZ,  TF5S03ZZ  USER-ME  MC  AS  19 
REV-AR  OS  11  99  17  ES 

MII.-T-27/337C 

ER 

17  Jon 

86 

FR 

L 

5950 

Tro’’isformer,  Power,  2  Voltomperes,  400  HZ,  TF5S03ZZ  USER-ME  MC  AS  19 
REV-AR  OS  99  17  11  ES 

MIL.T-27/338C 

ER 

17  Jon 

86 

ER 

EC 

85 

5950 

iionsformer.  Power.  6  Voltomperes,  400  HZ,  TF5S03ZZ  USER-ME  MC  AS  19 
REV-AR  OS  99  17  11  ES 

MII.T-27/339C 

ER 

17  Jon 

86 

ER 

EC 

85 

5950 

Transformer,  Power,  15  Voltomperes,  400  HZ,  TF5S03ZZ  USER-ME  MC  AS  19 
REV-AR  OS  99  17  11  ES 

Mll-r-27/340C 

ER 

17  Jon 

86 

ER 

EC 

85 

5950 

Tronsformer,  Power,  24  Voltomperes,  400  HZ,  TF5S03ZZ  USER-ME  MC  AS  19 
REV-AR  OS  99  17  11  ES 

MIL-T.27/341C 

ER 

17  Jon 

86 

ER 

EC 

85 

5950 

Tronsformer,  Power,  80  Voltomperes,  400  HZ,  TF5S03ZZ  USER-ME  MC  AS  19 
REV-AR  OS  99  17  11  ES 

MII-T-27/342C 

ER 

17  Jon 

86 

ER 

EC 

85 

5950 

Tronsformer,  Power,  175  Voltomperes,  400  HZ,  TF5S03ZZ  USER-ME  MC  AS  19 
REV-aR  os  99  17  11  ES 

MIL-T-27/343C 

ER 

17  Jon 

86 

ER 

EC 

85 

5950 

Tronsformer,  Power,  90  Voltomperes,  3  Phase,  Type  TF5S03YY  USER-ME  MC 

AS  19  REV-MI  os  99  17  11 

MIL-T-27/344B 

ER 

17  Jon 

86 

ER 

EC 

85 

5950 

Tronsformer,  Power,  120  Voltomperes,  3  Phose,  Type  TF5S03YY  USER-ME  MC 

AS  19  REV-MI  OS  99  17  11  ES 

M11-T-27/345B 

ER 

17  Jon 

86 

ER 

EC 

85 

5950 

Tronsformer,  Power,  150  Voltomperes,  3  Phose,  Type  TF5Sw3YY  USER-ME  MC 

AS  19  REV-MI  OS  99  17  11  ES 

MIIT-27/346B 

ER 

17  Jon 

86 

ER 

EC 

85 

5950 

Tronsformer,  Power,  200  Voltomperes,  3  Phose,  Type  TF5S03YY  USER-ME  MC 

AS  19  REV-MI  OS  99  17  11  ES 

MIL-T-27/347C 

ER 

17  Jon 

86 

ER 

EC 

85 

5950 

Tronsformer,  Power,  270  Voltomperes,  3  Phose,  Type  TF5S03YY  USER-ME  MC 

AS  19  REV-MI  OS  99  17  11  ES 

MII-T-27/348B 

ER 

\7  Jon 

86 

ER 

EC 

85 

5950 

Tronsformer,  Power,  375  Voltomperes,  3  Phase,  Type  TF5S03YY  USER-ME  MC 

AS  19  REV-MI  OS  99  17  11  ES 

MII-T-27/349B 

ER 

17  Jon 

86 

ER 

EC 

85 

5950 

Tronsformer,  Power,  15  Voltomperes,  400  HZ,  TF5S03ZZ  USER-ME  AR  AS  MC 

19  REV-MI  OS  SH  99  17  11  ES 

MII-T-27/350B 

ER 

17  Jon 

86 

ER 

EC 

85 

5950 

Tronsformer,  Power,  25  Voltomperes,  400  HZ,  TF5S03ZZ  USER-ME  AR  AS  MC 

19  REV-MI  os  SH  17  n  99  ES 

MIL-T-27. 3518 

ER 

17  Jon 

86 

ER 

EC 

85 

5950 

Tronsformer,  Power,  50  Voltomperes,  400  HZ,  TF5S03ZZ  USER-ME  AR  AS  MC 

19  REV-MI  OS  SH  17  11  99  ES 

MII-T-27/352B 

ER 

17  Jon 

86 

ER 

EC 

85 

5950 

Tronsformer,  Power,  75  Voltomperes,  400  HZ,  TF5S03ZZ  USER-ME  AR  MC 

REV-MI  os  SH  99  17  11  ES 

MIIT-27/353B 

ER 

17  Jon 

86 

ER 

EC 

85 

5950 

Tronsformer,  Power,  100  Voltomperes,  400  HZ,  TF5S03ZZ  Validated  Jan  86 
USER-ME  AR  AS  MC  19  REV-MI  OS  SH  17  11  99  ES 

MII-T-27-354B 

ER 

17  Jon 

86 

ER 

EC 

85 

5950 

Tronsformer,  Power  TF5S03ZZ  Validated  Aug  88  USER-AR  ME  AS  MC  19 

KCY-Mi  OS  Sn  cS  17  99 

MIL-T-27/355 
NGTiCc  1 

ER 

18  Aug 

88 

ER 

EC 

85 

5950 

Transformer,  Power,  Step  Down,  TF4S03EA  Validated  Feb  85  USER-ME  AR  A$ 
MC  19  REV-mI  OS  SH  11  99  17  ES 

MIL-T-27/ I55A 

ER 

26  Ocl 

77 

ER 

EC 

85 

5950 

Tronsformer,  Power,  100  VA  To  UO  VA,  60  HZ,  TF4S03JA  USER-ME  MC  AS 

19  REV-aR  os  99  17  11  ES 

MII-T-27/330B 

ER 

02  Apr 

84 

ER 

EC 

85 

5950 

Transformer,  Power,  160  VA  &  170  Va,  TF4S03KA  USER-ME  MC  AS  19 

REV-AR  os  11  99  17  ES 

Mll-T  .27/33  IB 

ER 

02  Apr 

84 

ER 

EC 

85 

5950 

Transformer,  Power,  7  Voltomperes,  400  HZ,TF5S03ZZ  USER-ME  MC  AS  CG 

19  REV-AR  os  90  17  11  ES 

MIL-T-27/332C 

ER 

17  Jon 

86 

ER 

EC 

85 

5950 

Tronsformer,  Power,  10  Voltomperes,  400  HZ,  TF5S03ZZ  USER-ME  MC  AS  19 
REV-aR  OS  99  17  ll'ES 

Mll-T-27,333C 

ER 

17  Jon 

86 

ER 

EC 

85 

5950 

Tronsformer,  Power,  25  Voltomperes,  400  HZ,  TF5S03ZZ  USER-ME  AS  MC  19 
REV-AR  os  11  17  99  ES 

MII-T-27.334C 

ER 

17  Jon 

86 

ER 

EC 

85 

539 
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PREP 
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5950 

Tronjformcr,  Power,  Step  Down,  Tf5R03ZZ  Vofidoted  Aug  88  USER-ME  AR  AS 

MC  19  REV-Ml  OS  99  17  11  ES 

MIL-T-27/324 
NOTICE  1 

ER 

18  Aug 

88 

ER 

EC 

85 

5950 

Tronsformer,  Power  TF5S03ZZ  USER-WE  AR  MC  AS  19  REV-Ml  OS  SH  11  17 

99  ES 

MIL-T-27A.325 

ER 

07  Mar 

86 

ER 

EC 

85 

5950 

Troniloimct.  Power,  5  VA,  60  HZ,  IF4503EB  USfcR  ME  MC  AS  19  REV-AR  OS 

99  17  11  ES 

MII-T-27/326B 

ER 

02  Apr 

84 

ER 

EC 

85 

5950 

Ironjlormer.  Power,  15  VA,  60  HZ,  Tf4503FA  USER  ME  MC  AS  19  REV-AR 

OS  99  17  11  ES 

MIL-T-27/327C 

ER 

19  Jon 

89 

ER 

EC 

85 

5950 

Transformer,  Power,  Step  Down,  TF4S03AJ  Volidated  Aug  87  USER*ME  AR  AS 

MC  i9  REV.se  Ml  OS  17  99  11  ES 

Mll-T-27,  156A 
NOTICE  1 

ER 

0?  Aug 

87 

ER 

EC 

85 

5950 

Tronsformer,  Power,  Step  Down,  TF4S03FA  USER-ME  AR  MC  AS  19  REV-Ml 

OS  99  17  11  ES 

MII-T-27/157B 

ER 

29  Apr 

85 

ER 

EC 

85 

5950 

Tronsformer,  Power,  Step  Down,  TF5S03ZZ  Validoltd  Jul  83  USER*AR  ME  AS 

MC  19  REV-Ml  OS  SH  11  17  99  ES 

Mll-T-27/158 

ER 

10  Moy  77 

ER 

EC 

85 

5950 

Tronsformer,  Power,  Step  Down,  TF4S03HA  USER-ME  AS  MC  19  REV-AR  OS 

SH  TD  99  17  n  ES 

MIL-T-27/  148A 

ER 

10  Ocl 

84 

ER 

EC 

85 

5950 

Tronsformer,  Power,  112  VA,  Step  Up  TF5S03ZZ  Validated  Jul  83  USER-ME  AR 
MC  AS  99  19  REV-Ml  OS  SH  17  11  ES 

MIL.T-27.  139 

ER 

01  Mar 

77 

ER 

EC 

85 

5950 

Tronsformer,  Power,  Step  Down,  TF4S03YY  Validated  Jul  83  USER-ME  AR  AS 

MC  19  REV-MI  SH  OS  EC  11  17  99  ES 

Mll-T-27/ 140 

ER 

26  Jon 

77 

ER 

EC 

85 

5950 

Tronsformer,  Power,  Step  Down  TF5S0377Z  Val!dnt/>d  Jul  83 . 

MIL-T-27/ 141 

ER 

26  Jon 

77 

ER 

EC 

85 

5950 

5950 

Tronsformer,  Power  1.5  Volt  Amperes  400  HZ  Electrostolic  Shielded  TF4S03YY 
USER-ME  AS  MC  19  REV-Ml  OS  99  17  11  ES 

Tronsformer,  Power,  Autotronsformers,  And  Step  Down,  400  Cycle  Validated 

Apr  68  REV-Ml  99  ES 

MIL-T-27/49C 

MIL-T.9219  (2) 

85 

85 

07  Feb 

04  Jun 

G4 

65 

ER 

EC 

85 

85 

5950 

Transformer.  Power  3  Volt  Amperes,  400  HZ  TF4S03YY  USER-ME  AR  MC  AS 

19  REV-OS  99  17  11  ES 

MIL-T-27/50C 

ER 

07  Feb 

84 

Ml 

SH 

85 

5950 

Tronsformer,  Power  3  Volt  Amperes  400  HZ  Electrostatic  Shielded  TF403YY 
USER-ME  MC  AS  19  REV-MI  OS  99  17  11  ES 

MIL-T-27/51C 

ER 

07  Feb 

84 

ER 

EC 

85 

5950 

Transformer,  Power  6  Volt  Amperes  400  HZ  TF4S03YY  USER-ME  AS  MC  19 
REV-Ml  OS  99  19  11  ES 

Mll-T-27/ 52C 

ER 

07  Feb 

84 

ER 

EC 

85 

5950 

Tronsformer,  Power  6  Volt  Amperes  400  HZ  Electrostotic  Shielded  TF4S03YY 
USER-ME  AS  MC  19  REV-MI  OS  M  17  99  ES 

MIL-T-27/53C 

ER 

C7  Feb 

84 

ER 

EC 

85 

5950 

Tronjlormer.  Power  9.0  Volt  Amijetci  400  HZ  TF4S03yY  USER-AS  19  REV-ME 

Ml  MC  OS  17  11  99  ES 

MtL-T-27/54C 

ER 

07  Feb 

84 

ER 

EC 

85 

5950 

Transformer,  Power  16  Volt  Amperes  400  HZ  TF4S03YY  USER-ME  AS  MC  19 
REV-MI  OS  99  17  11  ES 

MIL-T-27/55C 

ER 

07  Feb 

84 

ER 

EC 

85 

5950 

Transformer,  Power  25  Volt  Amperes  400  HZ  TF4S03YY  USER-ME  AS  MC  19 
REV-MI  os  11  17  99  ES 

MII-T-27/56C 

ER 

07  Feb 

84 

ER 

EC 

85 

5950 

Tronsformer,  Power  50  Volt  Amperes  400  HZ  TF4S03YY  USER-ME  AS  MC  19 
REV-MI  os  99  17  11  ES 

MII-T-27/57C 

ER 

07  Feb 

84 

ER 

EC 

85 

5950 

Tronsformer,  Power  75  Volt  Amperes  400  HZ  TF4S03YY  USER-ME  AS  MC  19 
REV-MI  OS  17  11  99  ES 

MIL-T-27/58C 

ER 

07  Feb 

84 

ER 

EC 

85 

5950 

Tronsformer,  Power  100  Volt  Amperes  400  HZ  TF4S03YY  USER-ME  AS  MC  19 
REV-MI  os  99  17  11  ES 

MII-T-27/S9C 

ER 

07  Feb 

84 

ER 

EC 

85 

5950 

Tronsformer.  Power  250  Volt  Amperes  400  HZ  TF403YY  USER-ME  MC  AS  19 
REV-MI  OS  11  99  17  ES 

MIL-T-27/60D 

ER 

18  Feb 

86 

ER 

EC 

85 

5950 

Tronsformer,  Power,  16  Volt  Amperes,  400  HZ.  Electrostotic  Shielded, 

TF4S03YY  USER-ME  AS  MC  19  REV-MI  OS  99  17  11  ES 

MII-T.27/61C 

ER 

07  Feb 

84 

ER 

EC 

85 

5950 

Transformer,  Po'  er  25  Volt  Amperes  400  HZ  Electrostatic  Shiefded  TF4S03Yy 
USER-ME  MC  AS  19  REV-MI  OS  17  99  11  ES 

MrL-T-27/62C 

ER 

07  Feb 

84 

ER 

EC 

85 

5950 

Tronsformer,  Power  50  Volf  Amperes  400  HZ  Electrostatic  Shielded  TF4S03YY 
USER-ME  AS  MC  19  REV-MI  OS  99  17  11  ES 

MIL-T-27/63C 

ER 

07  Feb 

84 

ER 

EC 

85 

5950 

Transformer,  Power  75  Volt  Amperes  400  HZ  Electrostotic  Shielded  TF4S03YY 
USER-ME  MC  AS  19  REV-MI  OS  17  99  11  ES 

MIL-T-27/64C 

ER 

07  Feb 

84 

ER 

EC 

85 

5950 

tronsformer.  Power  100  Volt  Amperes  400  HZ  Electrostotic  Shielded  TF4S03YY 
USER-ME  AS  MC  19  REV-Ml  OS  11  99  17  ES 

MIL-T-27/65C 

ER 

07  Feb 

84 

ER 

EC 

85 

5950 

Tronsformer,  Power,  250  Volt  Amperes,  400  HZ,  Electrostotic  Shielded, 

TF4S03YY  USER-ME  MC  AS  19  REV-MI  OS  17  99  11  ES 

MIL-T-27/66D 

ER 

18  Feb 

86 

ER 

EC 

85 

5950 

Tronilormcr,  Power  52  VA  60  HZTF5S03ZZ  USER-ME  MC  AS  19  REV-AR  OS 

SH  99  17  11  ES 

Mll-T-27/ 19C 

ER 

15  Apr 

87 

ER 

EC 

85 

5950 

Tronsformer,  Power  Step  Up  TF5S03ZZ319  Validated  Aug  87  REV-MI . . 

MIL.T-27/33 
NOTICE  1 

ER 

03  Aug 

87 

ER 

EC 

85 

5950 

Tronsformer,  Power,  Step-down,  TF5S03ZZ  USER-ME  AR  AS  MC  19  REV-MI 

OS  SH  11  99  17 

MII-T-27/99A 

ER 

15  Nov 

84 

ER 

EC 

85 

5950 

Tronsformer,  Power  Step  Down  TF403AG890  Validated  Aug  88  USER-AR  ME 

MC  AS  19  REV-MI  SH  os  11  80  17  99  ES 

MIL-T-27/73A 
NOTICE  1 

ER 

18  Aug 

88 

ER 

EC 

85 

5950 

Tronsformer,  Power,  Stepdown,  TF5R03ZZ697  (Inactive  For  New  Design) 

MII-T-27/80A 

ER 

18  Aug 

86 

ER 

EC 

85 

5950 

Tronsformer,  Power  Step  Down  TF5R03ZZ899  USER-ME  AR  MC  AS  19  REV-Ml 

OS  S!l  11  CC  17  CS 

MII-T-27/82A 
NOTICE  1 

FR 

25  Apr 

88 

ER 

EC 

85 

5950 

Tronsformer,  Power  Step  Down  &  Step  Up  TF5S03ZZ9(X)  Validated  Aug  67 
USER-ME  AR  OS  SH  AS  MC  19  REV-MI  OS  11  80  17  ES 

MIL-T-27/83 
NOTICE  1 

ER 

03  Aug 

87 

ER 

EC 

85 

5950 

Tronsformer,  Power  Step  Down  &  Step  Up,  Type  TF4R03HA322  USER-AR  ME 

OS  SH  19  REV-MI  OS  SH  EC  17  11  99  ES 

MIIT-27/36A 

ER 

28  Jon 

88 

ER 

EC 

85 

5950 

Tronsformer,  Power,  Step  Up,  TF4R03MA932  Validated  Aug  88  USER-ME  MC 

AS  19REV.MI  80  17  n  CS  SS 

MIL-:-27/113 
NOTICE  1 

ER 

18  Aug 

88 

ER 

EC 

85 

5950 

Tronsformer,  Power,  Step  Down,  TF5V03ZZ919  USER-AR  ME  AS  MC  19 

REV-MI  OS  SH  11  80  17  ES 

Mll-T-27/ 100 

ER 

17  Moy  76 

ER 

EC 

85 

5950 

Tronsformer,  Power,  Step  Down,  TF4R03KA921  Vohdafed  Aug  88  USER-AR  19 
REV-Ml  OS  SH  99  17  11  ES 

Mll-T-27/ 102 
NOTICE  1 

ER 

18  Aug 

88 

ER 

EC 

85 

5950 

Tronsformer,  Power,  Stepdow.  TF5S03ZZ93r  USER-AR  ME  AS  MC  19  REV-Ml 

OS  SH  11  99  17  ES 

MIL-T-27/ 118A 

ER 

25  Apr 

88 

ER 

EC 

85 

540 
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5950 

Transformer,  Power,  Step>up,  TF5T0322955  87  tlSER*SG  AR  ME 

Mll-T-27/136 

ER 

03  Aug 

87 

ER 

EC 

85 

AS  MC  19  REV.MI  OS  SH  11  99  17  ES 

NOTICE  1 

5950 

Tronjformer,  Power  1.5  Veil  Amperes  400  HZ  TF5S03ZZ400  TO  TF5503ZZ443 

MII-T-27/37B 

ER 

07  Feb 

84 

ER 

EC 

85 

Inclusive  USER-ME  AS  MC  19  REV-MI  OS  17  11  99  ES 

5950 

Transformer,  Power  ).5  Volt  Amperes  4C0  HZ  Eleetrostotic  Shielded 

MIL-T-27/38B 

ER 

07  Feb 

84 

ER 

EC 

85 

TF5S03ZZ444  To  TF5S03ZZ487  Inclusive  USER-ME  AS  MC  19  REV-MI  OS  17 

11  99  ES 

5950 

Transformer,  Power  3  Volt  Amperes  400  HZ  TFSS03ZZ488  To  TF5S03ZZ53 

Mll-T-27/398 

ER 

07  Feb 

84 

ER 

EC 

85 

Inclusive  USER-ME  AS  MC  19  REV-MI  OS  99  17  11  ES 

5950 

Tronsformer,  Power  3  Volt  Amperes  400  HZ  Electrostotic  Shielded  TF5S03ZZ532 

MIL-T-27/40B 

ER 

07  Feb 

84 

ER 

EC 

85 

To  TF5S03ZZ575  Inclusive  USER-ME  AS  MC  19  REV-MI  OS  SH  99  17  11  ES 

5950 

Tronsformer,  Power  6  Volt  Amperes  400  HZ  TF5S03ZZ576  To  TFSS03ZZ619 

MII-T.27/41B 

ER 

07  Feb 

84 

ER 

EC 

85 

Inclusive  USER-ME  MC  AS  19  REV-MI  OS  SH  99  17  11  ES 

5950 

Transformer,  Power  6  Volt  Amperes  400  HZ  Eleetrostotie  Shielded  TF5S03ZZ620 

MII-T-27/42B 

ER 

07  Feb 

84 

ER 

EC 

85 

To  TF5S03ZZ663  Inclusive  USER-ME  AS  MC  19  REV-MI  OS  11  17  99  ES 

5950 

Transformer,  Power  9  Volt  Amperes  400  HZ  TF5S03ZZ664  To  TF5S03ZZ707 

MII-T-27/43B 

ER 

07  Feb 

84 

ER 

EC 

85 

Inclusive  USER-ME  MC  AS  19  REV-MI  OS  11  17  99  ES 

5950 

Transformer,  Power  16  Volt  Amperes  400  HZ  TF5S03ZZ708  To  TF5S03ZZ751 

MIL-T.27/44B 

ER 

07  Feb 

84 

ER 

EC 

85 

Inclusive  USER-ME  AS  MC  19  REV-MI  OS  SH  II 

5950 

Transformer,  Power  16  Volt  Amperes  400  HZ  Electrostotic  Shielded 

MII-T-27/45B 

ER 

07  Feb 

84 

ER 

EC 

85 

TF5S03ZZ752  To  TF5S03ZZ795  Inclusive  USER-AS  MC  19  REV-MI  OS  11  99 

17  ES 

5950 

Tronsformer,  Power  25  Volt  Amperes  400  HZ  TF5S03ZZ796  To  TF5S03ZZ839 

MII-T-27/46B 

ER 

07  Feb 

84 

ER 

EC 

85 

Inclusive  USER-ME  MC  AS  19  REV-MI  OS  99  17  11  ES 

5950 

Transformer,  Power  25  Volt  Amperes,  400  HZ,  Electrostotic  Shielded 

MIL4.27/47B 

ER 

07  Feb 

84 

ER 

EC 

85 

TF5S03ZZ840  To  TF5S03ZZ883  Inclusive  USER-ME  AS  MC  19  REV-MI  OS  17 

11  99  ES 

5950 

Transformer,  Power  1.5  Volt  Amperes  400  HZ  TF4S03YY  USER-ME  AS  MC  19 

MII-T-27/4BC 

ER 

07  Feb 

84 

ER 

EC 

85 

REV.MI  OS  n  17  99  ES 

5950 

Tronsformer,  Power  Step  Down  3  Phase  Type  TF4S03YY312  VoUdoted  Avg  87 

MIL-T.27/25A 

ER 

03  Aug 

87 

ER 

EC 

85 

USER-AR  AS  MC  CG  19  REV-MI  SH  17  11  99  ES 

NOTICE  1 

5950 

Transformer,  Power,  3.0  Volt  Amperes  400  HZ  YF5T03ZZ313  Votidoted  Avg  67 

Mll-T-27/26 

ER 

03  Aug 

87 

ER 

EC 

85 

USER-ME  MC  AS  19  REV-AR  11  17  ES 

NOTICE  1 

5950 

Transformer,  Power  Step  Up  TF5V03ZZ317  Votidoted  Aug  87  USER.AR  ME  AS 

MIL‘T-27/31 

ER 

03  Aug 

87 

ER 

EC 

85 

MC  19  rev-mi  os  SH  17  11  99  ES 

NOTICE  1 

1 

5950 

Tronsformer,  Power,  Step  Down  (Mlscelloneous,  Novol  Shlpboord  Use)  (Novy) 

MII-T-16315C  (3) 

SH 

05  Nov 

56 

SH 

Validated  Sep  31  REV-MI  ES 

L 

5950 

Transformer,  Power,  Voltoge  Regulotlng  Validated  May  65  REV-MI  99  ES . 

MII-T-981A 

EC 

11  Aug 

60 

EC 

Q 

5950 

Tronsformer,  Pulse,  low  Power,  Oenerol  Specification  For  Validated  Apr  87 

MII-T-21038D  (2) 

85 

10  Mor 

86 

85 

USER-ME  MC  SH  19  REV-AR  Ml  OS  SH  AS  17  99 

5950 

Tronsformer,  Pulse,  High  Power,  TF4S36YY  Validated  Apr  87  USER*ME  AS  MC 

MII-T-27/218A 

ER 

06  Apr 

87 

ER 

EC 

85 

19  REV-AR  os  SH  99  17  11  ES 

NOTICE  1 

L 

5950 

Transformer,  Pulse,  low  Pow^r,  Type  TP7SX1110JAC . . . 

MII-T.21038/23A 

85 

20  Nov 

81 

1 

5950 

Transformer,  Pulse  Validated  Apr  87  REVO  1  99  80  84 . 

Mll-T-83720/14 
NOTICE  1 

85 

26  Oct 

73 

85 

L 

5950 

Trontformer,  Pulse,  low  Power  Types  TP7RYNNNNH2,  TP7RY1100H2  & 

MII-T-21038/24A 

85 

20  Nov 

81 

85 

TP7RY1200H2 

L 

5950 

Tronsformer,  Pulse,  low  Power,  Type  TP7SX21  lO-IAC... . 

MIL-T-21038/22A 

85 

20  Nov 

81 

85 

5950 

Transformer,  Pulse,  low  Power,  Type  TP5SXNNNNBZ  USER-ME  MC  19  REV-AR 

MIIT-21038/25A 

EC 

28  Jon 

85 

ER 

EC 

85 

Ml  SH  AS  OS  99  17  11  ES 

5950 

Transformer,  Pulse,  low  Power,  Type  TP5SX2100HU  Validated  Apr  84  REV-1 1  .. 

Mll-T -2 1038/26 

EC 

26  Jun 

78 

ER 

EC 

85 

5950 

Transformer,  Pulse,  low  Power  (Submmioture)  Type  TP7SXUOOHZ  USER*19 

MII-T-21038/4A 

ER 

20  Nov 

81 

ER 

EC 

85 

REV.17  n 

5950 

Transformer,  Pulse,  low  Power,  T/pc  TP7UX5510HZ001  USER'ME  MC  19 

MII-T-21038/1A 

85 

20  Nov 

81 

85 

REV-MI  85  17  11  ES 

5950 

Tronsformer,  Pulse,  low  Power  Type  TP7RX1100CZ  Validated  Apr  84  USER-ME 

MII-T-21038/2A 

EC 

15  Jun 

72 

ER 

EC 

85 

MC  19  REV-MI  AR  85  17  11  ES 

L 

5950 

Transformer,  Pulse,  Low  Power,  Type  TP6RX5310CZ . 

MII-T-21038/7B 

95 

20  Nov 

81 

5950 

Tronsformer,  Pulse,  low  Power,  Type  TP7SXni0AZ  USER-ME  MC  SH  19 

MIL-T-21038/8C 

EC 

18  Nov 

86 

ER 

EC 

85 

REV-MI  OS  AS  17  11  ES 

5950 

Tronsformer,  Pulse,  low  Power,  Type  TP7SX1110AZ  USER-ME  MC  19  REV-MI 

MII-T-21038/9B 

EC 

18  Nov 

86 

ER 

EC 

85 

OS  AS  17  11  ES 

L 

5950 

Transformer,  Pulse,  low  Power,  Type  TP7SX1110AN . . . 

MII-T-21038/10B 

85 

20  Nov 

81 

L 

5950 

Tronsformer,  Pulse,  low  Power,  Type  TP7SX4410AZ . . . 

MII-T-21038/11E 

85 

24  Jul 

87 

L 

5950 

Tronsformer,  Pulse,  low  Power,  Type  TP7SX5310AZ . . . . . . 

MII-1-21038/12B 

85 

20  Nov 

81 

L 

5950 

Tronsformer,  Pulse,  low  Power,  Type  TP7RX2110HZ  REV-11  ES. . . 

MIIT-21038/13A 

85 

02  Jun 

80 

85 

L 

5950 

Transformer,  Pulse,  low  Power,  Type  TP7SX1100M22  . . . . 

MII-T-21038/1S3 

85 

20  Nov 

81 

L 

5950 

Tronsformer,  Pulse,  low  Power,  Type  TP7SX2100MZ  . . . . 

MII-T.21038/17A 

85 

20  Nov 

81 

L 

5950 

Tronsformer,  Pulse,  Low  Power,  Type  TPZSXllOOMZ  . . 

MII-T-21038/18A 

85 

20  Nov 

81 

1 

29^0 

Tronsformer,  ruise,  low  rower.  Type  Tr/oAi  i  iviAA.. . . 

Mll-T-2i03S'*  i9A 

85 

20  Nuv 

Cl 

5950 

Tronsformer,  Saturoble,  TF5540ZZ  Validated  Feb  85  USER-AR  ME  AM  AS  MC 

MIL-T.27/231 

ER 

05  Jul 

78 

ER 

EC 

bb 

19  REV.MI  OS  99  17  11  ES 

5950 

Tronsformer,  Soturoble,  TF55402Z  Validated  Aug  88  USER-ME  AS  MC  19 

Mll-T-27/309 

ER 

18  Aug 

88 

ER 

EC 

85 

REV-MI  AR  OS  99  17  11  ES 

NOTICE  1 

5950 

Transformer,  Soturoble,  TF5S407Z  Validated  Aug  88  USER-ME  AS  MC  19 

Mll-T-27/306 

ER 

18  Aug 

88 

ER 

EC 

85 

rev-mi  AR  SH  OS  17  11  99  ES 

NOTICE  1 

5950 

Tronsformer,  Soturoble,  TF5540ZZ  Validated  Apr  87  USER-AM  ME  AR  AS  MC 

MIL-T-27/232 

ER 

06  Apr 

87 

ER 

EC 

85 

19  REV-MI  SH  OS  17  11  99  ES 

NOTICE  1 

5950 

Trontformer,  Soluroblc  TF5S40ZZ  USER-ME  AS  MC  19  REV-AR  OS  99  17  11 

ES 

Trontformer,  Soturoble,  TF5S40ZZ909  Validated  Avg  87 . 

MII-T-27/122B 

ER 

19  Apr 

88 

ER 

EC 

85 

5950 

Mll-T-27/92 

NOTICE  1 

ER 

03  Aug 

87 

ER 

EC 

85 

5950 

Tronsformer,  Soturoble,  TF5S40ZZ . . . . . . . . . 

MII-T-27/0/1 

ER 

01  Dee 

80 

ER 

EC 

85 

541 


FSC  USTING 


DOCUMENT 


fSC 

TITIE 

NUMBER 

PREP 

DATE 

CUSTODIAN 

5950 

Tronsformcr,  Voftoble,  Aircroft  Lighting  (Asg)  Validated  Jan  82  REV-aS  LI  ES  .. 

MS.90309 

85 

30  Oct 

64 

85 

5950 

Transformer,  Voriobte,  Single  Phosc,  400  Cycles  General  Speeificotions  For 
Validated  Apr  88  REV-MI  85  1 1  ES 

MIL-T-27493A 
NOTICE  1 

85 

15  Apr 

88 

AS 

85 

5950 

5950 

Transformer,  Vorioble,  Power  Gencrol  Specification  For  Validated  Jan  82 

USER-MC  19  REV-AT  MM?  11  99 

Trotsformer,  Vorioble,  Aircroft  Lighting>dual  Output  (Asg)  Vatidaled  Jan  80 

REV. AS  ES 

MIL-T.83721 

MS.90312 

85 

85 

24  Apr 

30  Oct 

75 

64 

ER 

EC 

85 

85 

5950 

Transformer,  Vorioble,  Power,  400  Kl  Validated  Jan  82  USER.Ml  MC  19 

REV-AR  17  1 1  99  ES 

MIL-T-83721/) 

85 

24  Apr 

75 

ER 

EC 

85 

5950 

Tronsfo'mers  &  Inductors  (Audio,  Power,  &  High  Power  Pulse),  Inductor,  Power 
TF5S0 12Z  Validated  Jut  83  USER-ME  AR  OS  SH  AS  MC  19  REV-MI  17  1 1 

ES 

Transformers  &  Inductors  (Audio,  Power  &  .Hi  H  Power  Pulse),  Inductor,  Power 

100  VA,  TF5T04ZZ  Validated  Feb  8S  USER-ME  AS  MC  19  REV-AR  OS  SH 

99  17  11  ES 

MILT-27-  85A 

ER 

/ 

02  Moy 

77 

ER 

EC 

85 

5950 

MIL-T-27--'261 

ER 

23  Ocl 

78 

ER 

EC 

85 

5950 

Tronsformers  &  Inductors  (Audio,  Power,  &  High  Power  Pulse)  Inductor,  Power, 
TF5S04ZZ  Validated  Jul  83  USER-ME  AR  AS  MC  19  REV-MI  SH  OS  99  17 

11  ES 

Tronsformer .  &  Inductors,  (Audio,  Power  &  High-power  Pulse),  Inductor,  Power, 
TF5T04ZZ954  Validated  Aug  87  USER-AR  ME  AS  MC  19  REV-MI  OS  SH  11 

99  17  ES 

MIL-T-27/  179A 

ER 

29  Aug 

77 

ER 

EC 

85 

5950 

Mll-T-27/ 135 
NOTICE  1 

ER 

03  Aug 

87 

ER 

EC 

85 

5950 

Tronsformers  And  Inductors  (Audio,  Power  And  High  power  Pulse),  Inductor, 

Power  type  TF5S04ZZ901  USER-AR  ME  AS  MC  19  REV-MI  OS  SH  11  80 

17  ES 

MIL-T-27/84A 

ER 

25  Apr 

88 

ER 

EC 

85 

5950 

Tronsiormers  And  Inductors  (Audio,  Power  And  High  Power  Pulse),  Inductors, 

HIg  i  Q,  TF5R20ZZ  USER-AR  AS  MC  19  REV-MI  OS  99  17  11  ES 

MIL-T-27/ 164A 
NOTICE  1 

ER 

06  Apr 

87 

ER 

EC 

85 

5950 

Transformers  And  Inductors  (Audio,  Power  And  High  Power  Pulse)  Inductor, 

Power,  TF5Y04ZZ  USER-ME  MC  AS  19  REV-AR  SH  OS  17  11  ES 

MIL-T-27/282A 

ER 

04  Apr 

85 

ER 

EC 

85 

5950 

Tronsformers  And  Inductors  (Audio,  Power  And  High  Power  Pulse),  Inductor, 

Power,  TF4R04AJ  Validated  Feb  85  USER-AR  ME  AS  MC  19  REV-MI  OS  SH 

99  17  11  ES 

MIL-T-27/279 

ER 

02  Aug 

79 

ER 

EC 

85 

5950 

Transformers  And  Inductors  (Audio,  Power  And  High  Power  Pulse),  Inductor, 

Power,  TF5S04ZZ  Validated  Apr  87 

MIL-T-27/280 
NOTICE  1 

ER 

06  Apr 

87 

ER 

EC 

85 

5950 

Transformers  And  Inductors  (Audio,  Power,  And  High  Power  Pulse),  Inductors, 
Audio  Frequency,  High  O,  TF4520YY  Validated  Jul  83  USER-ME  AS  MC  19 
PEV-AR  90  17  11  ES 

MIL.T-27/162 

ER 

21  Mor 

77 

ER 

EC 

85 

5950 

Tronsformers  And  Inductors  (Audio,  Power  And  High  Power  Pulse)  Inductors, 

Audio  frequency.  High  Q,  TF4R20YY  Validated  Feb  85  USER-ME  AS  MC  19 
REV-AR  SH  OS  99  17  11  ES 

MII.T-27/175A 

ER 

12  Mar 

79 

ER 

EC 

85 

5950 

Transformers  And  Inductors  (Audio,  Power  And  High  Power  Pulse)  Inductor, 

Power,  TF5S0422  Validated  Jul  83  USER-AR  ME  MC  AS  19  REV-MI  SH  OS 

11  17  99  ES 

MIL-T.27/159 

ER 

10  Moy  77 

ER 

EC 

85 

5950 

Transformers  And  Inductors  (Audio,  Power  And  High  Power  Pulse),  Inductor, 
Charging,  TF5S37ZZ  Vatidaled  Feb  85  USER-ME  AM  AR  MC  AS  19  REV-MI 

OS  SH  17  11  99  ES 

MIL.T.27/233 

ER 

06  Ju) 

78 

ER 

EC 

85 

5950 

Tronsformers  And  Inductors  (Audio,  Power  '  High  Power  Pulse)  Inductor, 
Chorging,  TF4S37YY  Validated  Ae’  87  UucR-ME  WC  AR  SH  AS  MC  19 

REV-MI  SH  OS  99  17  11  ES 

MIL-T-27/2I9 
NOTICE  1 

ER 

06  Apr 

87 

ER 

EC 

85 

5950 

Tronsformers  And  Inductors  (Audio,  r%  .,er  And  High  Power  Pulse)  Inductors, 

Audio  Frequency,  High  Q,  TF5R20ZZ  Validated  Apr  87  USER-AR  AS  MC  19 
REV-MI  SH  OS  99  17  1 1  ES 

MII-T-27/240A 
NOTICE  1 

ER 

06  Apr 

87 

ER 

EC 

85 

5950 

Transformers  And  Inductors  (Audio,  Power,  And  High  Power  Pulse),  Inductor, 
Power,  Tf5T04ZZ  Validated  Feb  85  USER-AR  ME  AS  MC  19  REV-MI  OS  SH 

99  17  11  ES 

MIL-T-27/230 

ER 

30  Moy  78 

ER 

EC 

85 

5950 

Tronsformers  And  Inductors  (Audio,  Power,  And  High  Power  Pulse),  Inductor, 
Power,  Tf5V04ZZ956  Validated  Oct  81  USER-ME  AR  AS  MC  19  REV-MI  OS 

SH  11  99  17 

MILT.27/137 

ER 

02  Nov 

76 

ER 

EC 

85 

5950 

Tronsformers  And  Inductors  (Audio,  Power  And  High  Power  Pulse),  l-nductors, 
Auciio  Frequency,  High  O  TF4R20YY  Validated  Feb  85  USER-ME  AR  AS  MC 

19  REV-MI  SH  OS  11  99  17  ES 

Mll-T.27/205 

ER 

27  Ocl 

77 

ER 

EC 

85 

5950 

Transformers  And  Inductors  (Audio,  Power,  And  High  Power  Pulse)  Inductors, 
Audio  Frequency,  fT5S20ZZ  USER-AR  AS  MC  19  REV-MI  OS  SH  99  17  11 

ES 

Tronsformers  And  Inductors  (Audio,  Power  And  High  Power  Pulse),  Inductor, 
Power,  TF5S04ZZ  Validated  F'b  85  USER-ME  AR  AS  MC  19  REV-OS  SH  99 

17  11  ES 

MIL  T-27/2I4 
NOTICE  1 

ER 

06  Apr 

87 

ER 

EC 

85 

5950 

MILT-27-  189A 

ER 

07  Moy  85 

cR 

EC 

85 

5950 

Tronsform.ers  And  Inductors  (Audio,  Power  And  High  Power  Pulse),  Inductor, 
Power,  TF5S04ZZ  Validated  Feb  85  USER-ME  AR  AS  MC  19  REV-MI  SH  OS 

99  17  11  ES 

MIL-T-27/ 190 

ER 

IS  Oct 

77 

ER 

EC 

85 

5950 

Transformers  And  Inductors  (Audio,  Power  And  High  Power  Pulse),  Inductor, 
Power,  TF5S04ZZ  Validated  Feb  85 

MIL-T-27/ 191 

ER 

18  Ocl 

77 

ER 

EC 

85 

5950 

Tronsformers  And  Inductors  (Audio,  Power  And  High  Power  Pufse)  Inductors, 
Variable,  High  0,  TF4R20YY  Validated  Jut  83  USER-ME  AR  AS  MC  19 

REV-MI  os  SH  99  17  11  ES 

MILT-27/145 

ER 

21  Mor 

77 

ER 

EC 

85 

5950 

Tronsformers  And  Inductors  (Audio,  Power  And  High  Power  Pulse)  Inductors, 
Power,  TF5S04ZZ  Validated  Aug  88  USER-AR  AS  MC  19  REV-MI  OS  17  11 

99  ES 

MIL-T-27/287 
NOTICE  I 

85 

18  Aug 

88 

ER 

EC 

85 

5950 

Tronsformers  And  Inductors  (Audio,  Power  And  High  Power  Pulse)  Inductors, 
Power,  TF5S04ZZ  Validated  Apr  87  USER-AR  AS  MC  19  REV-MI  OS  17  11 

99  ES 

MILT-27- 288 
NOTICE  I 

ER 

06  Apr 

87 

ER 

EC 

85 

5950 

Tronsformers  And  Inductors  (Audio,  Power  And  High  Power  Pulse),  Inductors, 

High  O,  TF5R20ZZ  USER-AR  AS  MC  19  REV-MI  OS  SH  11  99  17  ES 

MIL-T-27/ 146A 
NOTICE  1 

ER 

06  Apr 

87 

ER 

EC 

85 

FSC  LISTING 


DOCUMENT 


FSC 

TITLE 

NUMBER 

PREP 

DATE 

CUSTODIAN 

5950 

Transformers  And  Inductor*  (Audio,  Power,  And  High  Power  Pulse),  Inductors, 

MIL-T-27/147A 

ER 

02  Feb 

78 

ER 

EC 

85 

Audio,  High  O,  TF4R20YY  VaUdatcd  Feb  85  USER-ME  AR  MC  AS  19  REV-MI 

OS  SH  17  n  99  ES 

5950 

Transformers  And  Inductors  (Audio,  Power,  And  High  Power  Pulse),  Inductor, 

MIL-T.27/89A 

ER 

02  May  77 

ER 

EC 

85 

Power,  TF5V04ZZ  Validated  Jut  83  USER-AR  ME  SH  AS  MC  19  REV-MI  OS 

SH  17  11  99ES 

5950 

Tronjtormeri,  Audio  Frequency,  TF5S21ZZ  USER-AR  AS  MC  19  REV-MI  OS  SH 

MIL-T-27/361 

ER 

04  Apr 

85 

ER 

EC 

85 

11  17  99  ES 

5950 

Tronsformers,  Audio  Frequency,  TF5S21ZZ  USER-AR  AS  MC  19  REV-Ml  OS  SH 

MIL-T.27/362 

ER 

04  Apr 

85 

ER 

EC 

85 

11  17  99  ES 

5950 

Transformers,  Audio  Frequency,  TFSS21ZZ  USER-AR  AS  MC  19  REV-Ml  OS  SH 

MIL-T-27/363 

ER 

04  Apr 

85 

ER 

EC 

85 

11  17  99  ES 

5950 

Tronsformers,  Audio  Frequency,  TF4R2IYY  USER-AR  ME  AS  MC  19  REV-Ml  OS 

MIL-T-27/197B 

ER 

10  Mar 

87 

ER 

EC 

85 

SH  99  17  11  ES 

5950 

Transformers,  Audio  Frequency,  Micro  miniature,  TF5R2122  USER-ME  MC  AS 

MIL-T-27/173D 

ER 

22  Mor 

85 

ER 

EC 

85 

19  REV-AR  SH  OS  17  11  99  ES 

5950 

Tronsformers,  Power,  15  VA.  60  HZ,  Electrostotic  Shielded,  Tf4S03FA  USER-ME 

MIL-T-27/360 

ER 

05  Feb 

85 

ER 

EC 

85 

AS  MC  19  REV-AR  OS  17  99  11  ES 

5950 

Tronsformers,  Power,  5  Volt  •  Amperes,  60  Heriz,  B  TP4S03YY  Validated  Aug 

MIL-T-27/312A 

ER 

18  Aug 

88 

ER 

EC 

85 

88  USER-ME  AS  MC  19  REV-MI  OS  99  17  11  ES 

NOTICE  1 

5950 

Transformers,  Power,  30  VA,  60  HZ,  TF4503GA  USER-ME  mC  AS  19  REV-AR 

MIL-T-27/328B 

ER 

02  Apr 

84 

ER 

EC 

85 

OS  99  17  11  ES 

5950 

Tfoncloimers,  Power,  60  VA,  60  HZ  TF4S03HA  USER-ME  MC  AS  19  REV-AR 

MIL-T-27/329B 

ER 

02  Apr 

84 

ER 

EC 

85 

OS  99  17  n  ES 

5950 

Tronsformers,  Power,  10  Volt  amperes,  60  HERT2,  TF4503YY  Validated  Aug  88 

MIL-T.27/313A 

ER 

18  Aug 

88 

ER 

EC 

85 

USER-ME  AS  MC  19  REV-MI  OS  99  17  11  ES 

NOTICE  1 

5950 

Transformers,  Power,  15  Volfompcres,  60  HZ,  TF4S03YY  Validated  Aug  88 

MII-T-27/314A 

ER 

18  Aug 

88 

ER 

EC 

85 

USER-ME  AS  MC  19  REV-MI  OS  99  17  11  ES 

NOTICE  1 

5950 

Tronsformers,  Power,  20  Voltompcres,  60  HZ,  Tf  4S03YY  Validated  Aug  88 

MII-T-27/315A 

ER 

18  Aug 

88 

ER 

EC 

85 

USER-ME  AS  MC  19  REV-MI  OS  17  11  99  ES 

NOTICE  1 

5950 

Transformers,  Power,  16  VoRamperes,  400  HZ,  Electrostotic  Shielded  TF4S03YY 

MIL-T-27/316A 

ER 

18  Aug 

88 

ER 

EC 

85 

Validated  Aug  88  USER-ME  MC  AS  19  REV-MI  OS  99  17  11  ES 

NOTICE  1 

5950 

Transformers,  Power,  40  Voltampercs,  60  HZ,  TF4S03YY  Validated  Aug  88 

MIL-T.27/317A 

ER 

18  Aug 

88 

ER 

EC 

85 

USER-ME  MC  AS  19  REV-MI  OS  1 1  17  99  ES 

NOTICE  1 

5950 

Transformers,  Power,  80  Voltampercs,  60  HZ,  TF4S03YY  USER-ME  AS  MC  99 

MIL-T.27/318B 

ER 

19  Jan 

89 

ER 

EC 

85 

REV-AR  os  SH  99  17  11  ES 

5950 

Transformers,  Power,  120  Voltamperes,  60  HZ,  TF4S03YY  USER-ME  AS  MC  19 

MII-T-27/319B 

ER 

19  Jon 

89 

ER 

EC 

85 

REV-aR  os  SH  17  11  99  ES 

5950 

Transformers,  Power,  160  Voltamperes,  60  HZ,  TF4S03YY  USER-ME  AS  MC  19 

Ma.T.27/320B 

ER 

19  Jon 

89 

ER 

EC 

85 

REV-MI  OS  99  17  11  ES 

5950 

Transformers,  Power,  200  Voltamperes,  60  HZ,  TF4S03YY  USER-ME  AS  MC  19 

MIL-T.27/321C 

ER 

19  Jon 

89 

ER 

EC 

85 

REV-AR  os  SH  99  17  11  ES 

5950 

Transformers,  Power,  3(X)  Voltomperes,  60  HZ,  TF4S03YY  USER-ME  AS  MC  19 

MIL.T.27/322C 

ER 

17  Jon 

89 

ER 

EC 

85 

REV-AR  OS  SH  99  17  11  ES 

L 

5950 

Tronsformers,  Pulse,  low  Power,  Type  TP7SX2110MA, . 

MIL-T.21038/20A 

85 

20  Nov 

81 

85 

5950 

Tronsformers,  Pulse,  low  Power  Type  TP  SXNNNNKZ  USER-ME  AS  MC  19 

MIL-T-21038/27C 

EC 

04  Jon 

89 

ER 

EC 

85 

REV-AR  OS  11  17  99  ES 

1 

5950 

Transformers,  Pulse,  low  Power,  Type  TP7SX1110JA0 . . 

MIL-T.21038/21A 

85 

20  Nov 

81 

85 

L 

5950 

Tronsformers,  Pulse,  Low  Power,  (Subminioture)  Types  TP7SX1100AZ  & 

MIL-T.21038/3A 

85 

20  Nov 

81 

85 

TPZSXniOAZ 

1 

5950 

Transformers,  Pulse,  low  Power,  (Mimoture)  Types  TP7RXI100AZ  & 

MIL-T.21038/5A 

85 

20  Nov 

81 

85 

TPRXinOAZ 

L 

5950 

Transformers,  Pulse,  Low  Power,  Type  TP6RX4410CZ  . . . . . . . 

MIL-T.21038/6B 
NOTICE  1 

85 

20  Nov 

81 

85 

1 

5955 

Cose,  Crysiol  Holder  (CS&137)  Validated  Sep  83  USER-MC  REV-ES . 

MIL-C-10146A 

ER 

15  Feb 

52 

ER 

L 

5955 

Cryslol  Unit  CR-IO/U  Validated  Sep  83  REV-ES . 

MIL-C-10405/7A 

ER 

18  Sep 

67 

ER 

L 

5955 

rrysiot  Unit  CR-13/U  Validated  Sep  83  REV-ES  . . . . 

MIL-C-10405/8A 

ER 

18  Sep 

67 

ER 

L 

595i 

Crystal  Unit  CR-13/U  Validated  Sep  83  REV-ES . 

MIL-C-10405/9A 

ER 

18  Sep 

67 

ER 

L 

5955 

Crystol  Unit  0C.9-A  Validated  Sep  83  REV-ES . . . . . 

MIL-C'13142A  (1) 

ER 

29  Jul 

59 

ER 

1 

5955 

Cryslol  Unit  DC'34  Validated  Sep  83  REV-ES . . 

MII-C-10405/3A 

ER 

18  Sep 

67 

ER 

L 

5955 

Crystol  Unit  DC-35  Validated  Sep  83  REV-ES . .  . . 

MIL-C-10405/4A 

ER 

18  Sep 

67 

ER 

1 

5955 

Cryslol  Unit  In  Rodio  Receiver  BC-499  Validated  Sep  83  REV-ES  . . . . . 

MIL-C-10405/2A 

ER 

18  Sep 

67 

ER 

L 

5955 

Crystol  Unit  Used  In  Tronsmittcr  BC610  Validated  Sep  83  REV-ES . . . 

MIL.C-10405/1A 

ER 

18  Sep 

67 

ER 

5955 

Cryslol  Unit,  Ouorli,  CR  75rU  Validated  Nov  88  USER-MC  AS  OS  SH  17  19 

MIL-C-3098r520 

ER 

04  Ocl 

76 

ER 

EC 

85 

REV-MI  AR  11  85ES 

NOTICE  1 

L 

5955 

Cryslol  Unit,  Quartz,  CR-125/U  Valtdofed  Apr  87  REV-11 . . . 

MIL-C-30987102A 
NOTICE  1 

85 

17  Apr 

87 

85 

5955 

Cryslol  Unit,  Ouori,.  CR-101-U  USER-CG  AS  OS  MC  19  17  REV-MI  SM  AR 

MIL-C-3098/103B 

ER 

12  Jon 

87 

ER 

EC 

85 

SH  99  11  ES 

5955 

Crystol  Unit,  Quoriz,  CR  102  U  Validated  Nov  88  USER-OS  M.C  CG  AS  19  17 

MIL-C-3098/  104B 

ER 

01  Nov 

88 

ER 

EC 

85 

KtV-Ml  AK  1  ’-  W  ti 

NUllLb  1 

5955 

Crystol  Unit.  Ouortz,  CR103.  U  USER-MC  CG  AS  OS  19  17  REV-MI  AR  SM 

MIL-C-30980/105D 

ER 

19  Mor 

86 

ER 

tC 

85 

SH  11  99  ES 

L 

5955 

Cryslol  Unit,  Quorii,  CR-127/U  Validated  Apr  87  VStK-W  REV-17  11  ES  . 

MII-C-3098/106A 
NOTICE  1 

85 

07  Apr 

75 

85 

5955 

Cryslol  Unit,  Ouorli,  CR  126,  U  (Inoclive)  USER-MC  CG  AS  OS  19  17  REV-SM 

MIL-C-3098, 107B 

ER 

01  Nov 

88 

ER 

EC 

85 

AR  MI  SH  99  11  ES 

NOTICE  1 

L 

5955 

Cryslol  Unit,  Ouorli,  CR-128/U  USER-17  19  REV-11  ES . 

MII.C-3098/108A 

ER 

02  Nov 

83 

85 

5955 

Cryslol  Unit.  Ouorli  CR-130rU  USER-OS  MC  AS  CG  19  17  REV-MI  11  ES . 

Mll-C-3098, 109B 
NOTICE  1 

ER 

01  Nov 

88 

ER 

EC 

85 

5955 

Cryslol  Unil,  Ouorli,  CR  129/U  USER- 17  19  84  REV- 11  ES . 

MIL  C-3098/1I0A 

ER 

02  Nov 

83 

ER 

EC 

85 

5955 

Cryslol  Unil,  Ouorli,  CR-8A-U  USER-MC  AS  SH  19  17  REV-AR  Ml  85  11  ES,,.. 

MIIC-3098-111A 
NOTICE  1 

ER 

01  Nov 

88 

ER 

EC 

85 

543 
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1 

5955 

Crystal  Unit,  Quortz,  CR-133/U  (Inactive)  Validated  Mar  88  USER-17  R6V-19 

11  85  ES 

MIL-C-3098/l)2B 
NOTICE  1 

85 

01  Mor 

88 

5955 

Cryilol  Unil,  Quoili,  CR-134/U  USER-)?  84  REV-l)  19  ES . 

MIL.C-3098/113A 

ER 

02  Nov 

83 

L 

5955 

Crystol  Unit,  Quortz,  CR-135/U  Validated  Apr  8?  REV-11  19 . . . . . 

MIL-C-3098/114A 
NOTICE  1 

85 

17  Apr 

87 

5955 

Crytlal  Unit,  Quotli,  CR-)36/U  USER-17  84  REV-l  1  ES . 

MII-C.3098/115A 

ER 

02  Nov 

83 

1 

5955 

Cryslol  Unil,  Quorli,  CR-137/U  USER-17  19  REV-EC  11  ES . 

MlL-C-3098/n6A 

ER 

02  Nov 

83 

1 

5955 

Crystal  Unit,  Quartz,  CR*138/U  (Inoctive)  Validated  Mar  88  USER-17  19 

REV-EC  M 

MIL-C-3098/117B 
NOTICE  1 

85 

01  Mor 

88 

L 

5955 

Ciyilol  Unil,  Quorlz,  CR-139/U  USER-19  17  REV-l  1  ES . 

MIL-C-3098/118A 

ER 

09  Moy  84 

L 

5955 

Cryiiol  Unit,  Quorlz,  CR-13)/U  REV-MI  AR  ES  . 

MIL.C.3098/120A 
NOTICE  1 

ER 

01  Nov 

88 

5955 

Crystal  Unit,  Quortz,  CR-132/U  (Inoctive)  USER-OS  MC  CG  AS  19  17  REV-SM 

AR  Ml  SH  99  11  ES 

MIL-C-3098,  1218 
NOTICE  1 

ER 

01  Nov 

88 

5955 

Crysiol  Unil,  Quorlz,  CR-141/U  USER-17  REV-11  ES . 

MIL-C-3098/122A 

ER 

02  Nov 

83 

1 

5955 

Crystal  Unit,  Quartz,  CR-142/U  Validated  Apr  87  REV-11  . 

MIL-C-3098/123A 
NOTICE  1 

85 

17  Apr 

87 

L 

5955 

Crystal  Unit,  Quartz,  CR-l^S/U  Validated  Apr  87  REV-11  . . . . . . 

MIL-C.3098/129A 
NOTICE  1 

85 

17  Apr 

87 

5955 

Cryslol  Unit,  Quorlz,  CR-76A/U  USER-MC  AS  CG  OS  19  17  REV-MI  AR  SM 

SH  11  99  ES 

MIL-C-3098/53H 

ER 

09  Nov 

83 

5955 

Crystal  Unit,  Quartz,  CR-6A/U  Validated  Nov  88  USER-AS  MC  SH  19  17 

REV-AR  Ml  11  85  ES 

MII-C-3098/78B 
NOTICE  1 

ER 

01  Nov 

88 

L 

5955 

Cryslol  Unit,  Quortz,  CR-104/U  Validated  Mar  88  USER-17  REV-ll  99..... . 

MII-C.3098/79C 
NOTICE  1 

85 

01  Mor 

88 

L 

5955 

Crystol  Unit,  Quartz,  CR-105/U  USER-17  REV-11  99  ES . . . 

MIL-C-3098/80C 

85 

02  Nov 

83 

L 

5955 

Crystol  Unit,  Quorlz,  CR*94/'U  Validated  Aug  83  USER-MI  MC  CG  AS  OS  19 

17  REV-AR  SM  MI  SH  11  99  ES 

MII-C-3098/81B 

ER 

09  Mor 

83 

L 

5955 

Crystal  Unit,  Quartz,  CR-106/U  USER-19  17  REV-11  ES . . 

MIL-C-3098/82A 

85 

02  Nov 

83 

1 

5955 

Cryslol  Unil,  Quorlz,  CR-107/U  USER-17  REV.99  1 1  ES . 

MII-C-3098/83C 

85 

02  Nov 

83 

L 

5955 

Crystal  Unit,  Quortz,  CR-108/U  Validated  Apr  87  REV-ll  99.... . 

MIL.C.3098/84B 
NOTICE  1 

85 

17  Apr 

87 

L 

5955 

Crystal  Unit,  Quartz,  CR-109/U  Validated  Apr  87  REV-ll  . . . . . 

MIL-C.3098/85A 
NOTICE  1 

85 

17  Apr 

87 

1 

5955 

Crystol  Unil,  Quorlz,  CR-llOA/U  USER-17  84  REV-ll  ES  . 

MIL-C-3098/86B 

85 

02  Nov 

83 

i 

5955 

Cryslol  Unit,  Quorlz,  CR-1117U  USER-17  REV-ll  ES . 

MIL-C-3098/87C 

85 

12  Sep 

85 

5955 

Cryslol  Unit,  Quorlz,  CR-112/U  USER-OS  MC  CG  AS  19  17  REV-MI  AR  SM 

SH  1 1  99  ES 

MII.C-3098/88D 

ER 

09  Nov 

83 

L 

5955 

Cryslol  Unit,  Quorlz,  CR-113/U  USER-17  19  REV-ll  85  ES . 

Ma-C-3098/89A 

ER 

02  Nov 

83 

1 

5955 

Crystol  Unit,  Quartz,  CR-114/U  Validated  Apr  87  REV-ll . 

MIL.C-3098/90  (1) 
NOTICE  1 

85 

17  Apr 

87 

1 

5955 

Cryslol  Unil,  Quorlz,  CR-116/U  USER-17  REV.99  11  . 

MII.C.3098/92C 

ER 

02  Nov 

83 

L 

5955 

Cryslol  Unil,  Quorlz,  CR-117/U  Vo/rVoMrf  Apr  57  REV.19  17  11 . 

Mll-C-3098/93 
NOTICE  1 

85 

17  Apr 

87 

5955 

Cryslol  Unil,  Quorlz  CR-119/U  VaMaled  Sov  88  USER-MC  AS  SH  17  19 

REV-MI  AR  11  ES 

Ma-C-3098/95B 
NOTICE  1 

ER 

01  Nov 

88 

5955 

Crystol  Unit,  Quortz,  CR-90/U  (Inactive)  USER-SH  AS  MC  17  REV-Sm  ER  Ml 

AR  EC 

MIL-C-3098/96C 
NOTICE  1 

ER 

01  Nov 

88 

5955 

Crystol  Unit,  Quartz,  CR-120/U  (Inactive)  USER-OS  MC  CG  AS  19  17  REV-SM 

AR  Ml  SH  99  11  ES 

MIL-C-3098/97D 
NOTICE  1 

ER 

01  Nov 

88 

5955 

Cryslol  Unil,  Quorlz,  CR-12)/U  USER-OS  CG  AS  MC  17  19  REV-SM  Ml  AR 

SH  1 1  99  ES 

MIL-C-3098/98D 
NOTICE  1 

ER 

01  Nov 

88 

5955 

Cryslol  Unil,  Quorlz,  CR-122/U  REV.19  11  17  ES  . 

MIL-C-30y8/99A 

ER 

02  Nov 

83 

5955 

Cryslol  Unil,  Quorlz,  CR-123/U  USER-17  19  REV.))  ES . 

MUC-3098/100A 

ER 

02  Nov 

83 

5955 

Crystol  Unil.  Quortz,  CR-124/U  USER-19  17  REV-ll  ES . 

MIL-C-3098/101A 

85 

02  Nov 

83 

5955 

Crystol  Unil,  Quorlz,  CR-73/U  Validated  Nov  88  USER-MC  AS  SH  19  17 

REV-MI  AR  1 1  ES 

MIL-C-3098/54C 
NOTICE  1 

ER 

01  Nov 

88 

5955 

Crystal  Unit,  Quartz,  CR-149/U  Validated  Mar  88  USER-CG  AS  OS  MC  17  19 
REV-AR  Ml  SH  11  99  ES 

MIL-C-3098/)30A 
NOTICE  1 

85 

01  Mor 

88 

1 

5955 

Crystol  Unit,  Quorlz,  Type  CR-15C/U  REV-MI  AR  ES  . . . . . . 

MIL-C-3098/131B 
NOTICE  1 

ER 

01  Nov 

88 

5955 

Cryslol  Unil,  Quorlz,  CR-151/U  USER-17  19  REV-ll  80  ES . 

MIIC-3098/132A 

ER 

02  Nov 

83 

5955 

Cryslol  Unil,  Quorlz,  CR-)52/U  USER-MC  OS  CG  AS  19  17  REV-MI  AR  11  99 

ES 

Cryslol  Unil,  Quorlz,  CR-153/U  USER-OS  MC  CG  AS  19  17  REV-MI  AR  SM 

SH  99  11  ES 

MII.C.3098/133B 

85 

09  Nov 

83 

5955 

MIL-C-3098/'134B 
NOTICE  1 

ER 

01  Nov 

88 

5955 

Crystol  Unit,  Quartz,  CR-156/U  (Inoctive)  USER-MC  CG  AS  OS  19  17  REV-SM 

AR  MI  SH  99  n  ES 

MII-C-3098/136B 
NOTICE  1 

11 

01  Nov 

88 

5955 

Cryslol  Unil,  Quorlz,  CR-157/U  USER-SH  MC  AS  19  17  REV-AR  Ml  85  11  ES.. 

Mll.C-3098/137 
NOTICE  1 

ER 

01  Nov 

88 

5955 

Crystal  Unit,  Quorlz,  CR-154/U  USER-17  19  REV-ll  99 . 

Mll-L-3Uy8'  I38C 

ER 

02  Nov 

53 

5955 

Cryslol  Unil,  Quorlz,  CR-158/U  USER-OS  MC  CG  AS  19  17  REV-SM  AR  Ml 

SH  99  11  ES 

MIL.C-3098/)39B 
NOTICE  1 

11 

01  Nov 

88 

5955 

Cryslol  Unil,  Quorlz,  CR-159/U  USER-AS  MC  CG  OS  19  17  REV-AR  Ml  SM 

SH  11  99  ES 

MIL.C-3098/140D 

11 

04  Moy  87 

L 

5955 

Cryslol  Unil,  Quorlz,  CR-160/U  (Inoclive)  USER-OS  MC  CG  AS  19  17  REV-SM 
AR  Ml  SH  il  99  ES 

MII-C-3098/141A 
NOTICE  1 

ER 

01  Nov 

88 

5955 

Cryslol  Unil,  Quorlz,  CR.14I/U  USER-CG  MC  AS  OS  19  17  REV-MI  AR  SM 

SH  11  99  ES 

MIL-C-3098/I42B 
NOTICE  1 

11 

01  Nov 

88 

L 

5955 

Cryitol  Unil,  Quortz,  CR-162/U  Validated  Mar  88  USER-19  17  ES  REV-99  11 

MIL-C3098  143A 
NOTICE  1 

11 

01  Mor 

88 

5955 

Cryslol  Unil,  Quorlz,  CR-143/U  USER-MC  AS  17  REV-SM  AR  Ml  SH  19  11  ES 

Mll-C-3098y  144A 
NOTICE  1 

ER 

01  Nov 

88 

CUSTODIAN 

85 

ER  EC  85 
85 

ER  EC  85 
ER  EC  85 
85 

ER  EC  85 
ER 

ER  EC  85 

ER  EC  85 
85 

85 

ER  EC  85 
ER  EC  85 
85 

ER  EC  85 
ER 

ER  EC  85 
ER  EC  85 
85 

85 

ER  EC  85 
ER  EC  85 
ER  EC  85 

ER  EC  85 
85 

ER  EC  85 
85 

ER  EC  85 

ER  EC  85 

ER  EC  85 

ER  EC  85 

ER  EC  85 
ER  EC  85 
ER  EC  85 
ER  EC  85 

ER  EC  85 

ER 

ER  EC  85 
ER  EC  85 

ER  EC  35 

ER  EC  85 

ER  EC  85 

ER  EC  55 
ER  EC  85 

ER  EC  85 

ER 

ER  EC  85 
85 

ER  EC  85 
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5955 

Cryjlol  Unit,  Quorti,  CR-154/U  USER-MC  AS  17  19  ES  REV-AR  Ml  SM  SH  19 

Mll-C-30987145 

ER 

01  Nov 

88 

ER 

EC 

85 

11  ES 

NOTICE  1 

5955 

Cryitol  Unit*  Quortz,  CR')56/U . . . . . . 

Mll-C-3098/146 

ER 

24  Sep 

86 

ER 

5955 

Crystot  Unit,  Quartz,  CR-77/U  Validated  Nov  88  USER-MC  AS  SH  19  17 

MIL  C-3098/55C 

ER 

01  Nov 

88 

ER 

EC 

85 

REV.MI  AR  n  ES 

NOTICE  1 

5955 

Cfystol  Unit,  Quartz,  CR-85/U  Validated  Nov  88  USER-MC  AS  SH  19  REV-MI 

MIL-C-3098/56D 

ER 

01  Nov 

88 

ER 

EC 

85 

AR  11  ES 

NOTICE  1 

5955 

Ctyslol  Unit,  Quortz,  CR-80/U  USER-MC  CG  AS  OS  19  17  REV-MI  AR  SM  SH 

MIL  C-3098/57E 

ER 

09  Nov 

83 

ER 

EC 

85 

99  11  ES 

5955 

Crystot  Unit,  Quartz,  CR-81/U  Validated  Nov  88  USER-MC  AS  SH  19  17 

MIL-C-3098/58E 

ER 

01  Nov 

88 

ER 

EC 

85 

REV-AR  Ml  11  ES 

NOTICE  1 

5955 

Cryslol  Unit,  Quntli,  CR-82/U  Vohdaled  htov  SB  USER-MC  AS  SH  19  17 

M1L-C-3098/59C 

ER 

01  Nov 

88 

ER 

EC 

85 

REV-MI  AR  11  ES 

NOTICE  1 

5955 

Crystol  Unit,  Quartz,  CR'83  ^*J  Validated  Nov  88  USER-AS  MC  SH  19  17 

MIL-C-3098/60D 

ER 

23  -lun 

75 

ER 

EC 

85 

REV-MI  AR  11  85  ES 

NOTICE  1 

5955 

Cfyjtol  Unit,  Quorli,  CR-84/U  Validated  Nav  88  USER-MC  AS  SH  i9  REV-MI 

M1L-C-3098/61F 

ER 

01  Nov 

88 

ER 

EC 

85 

AR  11  17  ES 

NOTICE  1 

5955 

Cryjlol  Un.l,  Quartz,  CR-78/U  Validated  Nov  88  USER-MC  AS  SH  19  17 

Mll.C-3098/d2C 

ER 

01  Nov 

88 

ER 

EC 

85 

REV-MI  AR  n  ES 

NOTICE  1 

5955 

Crystal  Unit,  Quartz,  CR-79/U  Validated  Nov  88  USER-MC  AS  SH  19  17 

MIL-C-3098/63C 

ER 

01  Nov 

88 

ER 

EC 

85 

REV-MI  AR  11  ES 

NOTICE  1 

5955 

Cryilol  Unit,  Quortz,  CR-88A/U  (Inoctive)  USER-SH  MC  AS  17  19  REV-SM  Ml 

MIL-C-3098/65F 

ER 

08  Mar 

83 

ER 

EC 

85 

AR  11  ES 

5955 

Crystal  Unit,  Quartz,  CR-89/U  Validated  Nov  88  REV-MI  ES . 

MII.C-309B/67B 
NOTICE  1 

ER 

01  Nov 

88 

ER 

5955 

Crystal  Unit,  Quartz,  Type  CR-91/U  Validated  Nov  88  USER-AS  MC  SH  19  17 

MIL  C-3098/68C 

ER 

01  Nov 

88 

ER 

EC 

85 

REV-MI  AR  11  ES 

NOTICE  1 

5955 

Crystal  Unit,  Quortz,  CR-95/U  Validated  Apr  87  REV-ll . . . 

MIL.C*3()98/70& 
NOTICE  1 

85 

17  Apr 

87 

85 

5955 

Crystal  Unit,  Quartz,  CR-96/U  Validated  Apr  87  R£V-tl  . . . . 

M!L-C-3()98/71B 
NOTICE  1 

85 

17  Apr 

87 

85 

5955 

Crystal  Unit,  Quartz,  CR-97/U  USER-19  17  84  REV-ll  ES . 

MIL-C-3098/728 

85 

02  Nov 

83 

ER 

EC 

85 

5955 

Crystal  Unit,  Quartz,  CR-98/U  Vo'idated  Apr  87  REV-ll  . . . . . . . 

MIL.C-3098/73B 
NOTICE  1 

85 

17  Apr 

87 

85 

5955 

Crystal  Unit,  Quartz,  CR-99A/U  (Inactive)  Validated  Mar  88  USER-17  REV-ll 

MIL-C-3098/74D 

85 

01  Mar 

88 

85 

85  ES 

NOTICE  1 

5955 

Crystal  Unit,  Quortz,  CR-ID/U  Validated  Nov  88  USER-AS  MC  CG  19  REV-AR 

MIL-C-3098/76B 

ER 

01  Nov 

88 

ER 

EC 

85 

Ml  17  11  ES 

NOTICE  1 

5955 

Crystol  Unit,  Quartz,  CR-5A/U  Validated  Nov  88  USER-AS  MC  SH  19  17 

MIL-C-3098/77B 

ER 

01  Nov 

88 

ER 

EC 

85 

REV-MI  AR  11  ES 

NOTICE  1 

5955 

Crystal  Unit,  Quartz,  CR-18A/U  Validated  Nov  88  USER-MC  AS  SH  19  17 

MII-C-3098/3D 

ER 

23  Jun 

75 

ER 

EC 

85 

rev-mi  AR  85  11  ES 

NOTICE  1 

5955 

Crystol  Unit,  Quartz  Wire-mounted,  Metol  Plated  Validated  Avg  83  REV-ES . 

MII.C-12813A  (5) 

85 

29  Jul 

59 

ER 

85 

5955 

Crystol  Unit,  Quortz  CR-51A/U  Validated  Nov  88  USER-MC  AS  SH  19  17 

MIL-C-3098/29C 

ER 

01  Nov 

88 

ER 

EC 

85 

REV-MI  AR  1 1  ES 

NOTICE  1 

5955 

Crystol  Unit,  Quortz,  CR-52A/U  Validated  Avg  83  USER-MC  AS  SH  17  19 

Mll-C-3098/300 

ER 

23  Jun 

75 

ER 

EC 

85 

REV-MI  AR  85  1 1  ES 

5955 

Crystol  Unit,  Quartz,  CR-53A/U  Validated  Nov  88  USER-MC  AS  CG  17  19 

MII-C-3098/31C 

ER 

01  Nov 

88 

ER 

EC 

85 

REV-MI  AR  SH  99  1 1  ES 

NOTICE  1 

5955 

Crystal  Unit,  Quortz,  CR-54A/U  Validated  Nov  88  USER-MC  AS  SH  19  17 

MIL-C-3098/32D 

ER 

23  Jun 

75 

ER 

EC 

85 

REV-MI  AR  11  85  ES 

NOTICE  1 

5955 

Crystal  Unit,  Quortz,  CR  55A,  U  USER-MC  CG  AS  OS  17  19  REV-MI  AR  SM 

MIL-C-3098/33G 

ER 

09  Nov 

83 

ER 

EC 

85 

SH  11  99  ES 

5955 

Crystol  Unit,  Quartz,  CR-5aArU  USER-MC  AS  CG  OS  19  17  REV-MI  AR  SM 

MIL.C-3098/34E 

ER 

09  Nov 

83 

ER 

EC 

85 

SH  11  99  ES 

5955 

Crystal  Unit,  Quartz,  CR-..  ^U  Validated  Nov  68  USER-MC  AS  SH  19  17 

MIL.C-3098/35D 

ER 

01  Nov 

88 

ER 

EC 

85 

REV-MI  AR  11  ES 

NOTICE  1 

5955 

Crystal  Unit,  Quortz,  CR-58A/U  Validated  Nov  88  USER-MC  AS  SH  19  17 

Mll-C-309e/36C 

ER 

01  Nov 

88 

ER 

EC 

85 

REV-MI  AR  11  ES 

NOTICE  1 

5955 

Crystal  Unit,  Quortz,  CR-59A.  U  USER-MC  CG  AS  OS  19  17  REV-MI  AR  SM 

MII-C-3098/37G 

ER 

09  Nov 

83 

ER 

EC 

85 

SH  11  99  ES 

5955 

Crystol  Unit,  Quortz,  CR-60A.  U  USER-MC  AS  CG  OS  19  17  REV-MI  AR  SH 

MII-C-3098/38E 

ER 

09  Nov 

83 

ER 

EC 

85 

11  99  ES 

5955 

Crystol  Unit,  Quor'z,  CR-dl.U  USER-MC  AS  OS  CG  19  17  REV-MI  AR  SM  SH 

MII-C-3098/39E 

ER 

09  Nov 

83 

ER 

EC 

85 

1 1  99  ES 

5955 

Crystol  Unit,  Quortz,  CR-d2rU  Validated  Nov  88  USER  MC  AS  SH  17  19 

MIL-C-3098/40D 

ER 

01  Nov 

88 

ER 

EC 

85 

REV.MI  AR  II  ES 

NOTICE  1 

5955 

Cryitol  Unit,  Quartz.  CR-63B7  U  Validated  Nov  88  USER-MC  AS  SH  19  17 

MIL-C-3098/41F 

ER 

01  Nov 

88 

ER 

EC 

85 

REV-MI  AR  .  1  ES 

NOTICE  1 

5955 

Crystol  Unit,  Quartz,  CR-64,U  USER-MC  AS  OS  CG  19  17  REV-MI  AR  SM  SH 

MIL-C-3098/42G 

ER 

23  Aug 

84 

ER 

EC 

85 

1 1  99  cc 

5955 

Cryjtol  Unit,  Quartz,  CR-65/U  Validated  Nov  88  USER-MC  S  SH  19  17 

MIL-C-3098/43E 

ER 

04  Oct 

76 

ER 

EC 

85 

REV-MI  AR  11  85  ES 

NOTICE  1 

5955 

Crystal  Unit,  Quartz,  CR‘66/0  Validated  Nov  88  USER-MC  AS  SH  19  17 

MII-C-3098/44C 

ER 

23  Jun 

75 

ER 

EC 

85 

REV-MI  AR  11  85  ES 

NOTICE  1 

5955 

Crystol  Unit,  Quortz,  CR-57A/U  USER-MC  AS  CG  OS  17  19  REV-MI  AR  SM 

MII-C-3098/45G 

ER 

09  Nov 

83 

ER 

EC 

85 

SH  99  11  ES 

5955 

Crystal  Ur..!,  Quartz,  CR'58,  U  Validated  Nov  88  USER-MC  AS  OS  SH  19  17 

Mll-C-3098r4aD 

ER 

04  Ocl 

76 

ER 

EC 

85 

REV-MI  AR  11  ES 

NOTICE  1 

5955 

Crystol  Unit,  Ouoilz,  CR-69A  U  USER-AS  MC  OS  CG  19  17  REV-MI  AR  SM 

MIL-C-3098.47G 

ER 

09  Nov 

83 

ER 

EC 

85 

SH  11  99  ES 

5955 

Crystol  Unit,  Quartz,  CR-71-U  Validated  Nov  88  USER-MC  AS  RIV-MI  11  ES  - 

MIL-C  3098, 498 

ER 

30  Jul 

74 

ER 

EC 

85 

NOTICE  I 
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5955 

Crystol  Uml,  Quorir,  CR-72/U  (Inactive)  USER-AS  CG  MC  19  REV-AR  Ml  SM 

SH  TD  17  99  ES 

MIL-C-3098/50C 

85 

07  Nov 

84 

ER 

EC 

85 

5955 

Cryslol  Unil.  Quatli,  CR-74(U  USER-MC  AS  CG  OS  19  17  REV-MI  AR  SM  SH 

11  99  ES 

Mil  C-3098/51E 

ER 

17  Jul 

84 

ER 

EC 

85 

5955 

Crystol  Unit,  Quartz,  CR-19A/U  Validated  Nov  88  USER-MC  AS  SH  19  17 

REV-AR  mi  11  ES 

MII-C-3098/4D 
NOTICE  1 

ER 

01  Nov 

88 

ER 

EC 

85 

5955 

Crystol  Unit,  Ouortz,  CR-24/U  Validated  Nov  88  USER-MC  CG  AS  OS  19  17 
REV-MI  AR  SH  11  99 

Mll-C-3098/dF 
NOTICE  1 

ER 

01  Nov 

88 

ER 

EC 

85 

5955 

Crystol  Unit,  Quartz,  CR-258/U  Validated  Nov  88  USER-MC  AS  SH  19  17 
rev-mi  AR  11  ES 

MII-C-309U/7F 
NOTICE  1 

ER 

01  Nov 

88 

ER 

EC 

85 

5955 

Crystal  Unit,  Ouortz,  CR-26A/U  Validated  Nov  88  USER-MC  AS  SH  17  19 

REV-MI  11  ES 

MIL-C-3098/8D 
NOTICE  1 

ER 

23  Jun 

75 

ER 

EC 

85 

5955 

Crystol  Unit,  Quartz,  CR-27A/U  Validated  Nov  88  USER-MC  CG  AS  SH  19 

REV-MI  AR  1 1  17  85  ES 

M1L-C-3098/9E 
NOTICE  1 

ER 

23  Jun 

75 

ER 

EC 

85 

5955 

Crystol  Unit,  Ouortz,  CR-28A/U  Validated  Nov  88  USER-MC  AS  SH  19  17 

REV-MI  AR  1 1  ES 

MIL-C-3098/10E 
NOTICE  I 

ER 

04  Oct 

76 

ER 

EC 

85 

5955 

Crystol  Unil,  Ouortz,  CR-lO-U  Validated  Nov  88  USER-MC  AS  CG  19  REV-MI 

AR  SH  11  17  99 

MIL-C-309S/  20C 
NOTICE  1 

ER 

01  Nov 

88 

ER 

EC 

85 

5955 

Crystol  Unit,  Ouortz,  CR--12A/U  Validated  Nov  88  USER-MC  AS  SH  19  17 
rev-mi  AR  11  ES 

MII-C-3098/21E 
NOTICE  1 

ER 

01  Nov 

88 

ER 

EC 

85 

5955 

Crystal  Unit,  Ouortz,  CR-43rU  USER-MC  AS  CG  OS  19  17  REV-MI  AR  SH  11 

99  ES 

MIL-C-3098/22C 
NOTICE  1 

ER 

01  Nov 

88 

ER 

EC 

85 

5955 

Crystal  Unit,  Ouortz,  CR-45/U  Validated  Nov  88  USER-MC  AS  SH  19  17 
rev-mi  AR  1 1  ES 

MII-C-3098/24C 
NOTICE  1 

ER 

01  Nov 

88 

ER 

EC 

85 

5955 

Crystol  Unit,  Quoriz,  CR-46B/U  Validated  Nov  88  USER-MC  AS  SH  19  17 

REV-MI  AR  1 1  ES 

MIL-C-3098/25O 
NOTICE  1 

ER 

01  Nov 

88 

ER 

EC 

85 

5955 

Crystol  Unit,  Ouortz,  CR-47A/U  Validated  Nov  88  USER-MC  AS  SH  19  REV-MI 

AR  11  17  ES 

MIL-C-3098/26E 
NOTICE  1 

ER 

o 

Z 

o 

< 

88 

ER 

EC 

85 

5955 

Crystol  Unit,  Ouortz,  CR-50A/U  Validated  Nov  88  USER-MC  AS  OS  19  17 
rev-mi  AR  SM  SH  1 1  99  ES 

MIL-C-3098/28E 
NOTICE  1 

ER 

01  Nov 

88 

ER 

EC 

85 

5955 

Crystol  Unit,  Ouortz,  CR-30A-’U  Validated  Nov  88  USER-MC  AS  CG  OS  19  17 
REV-MI  AR  SH  11  99 

MIL-C-3098/12D 
NOTICE  1 

ER 

o 

Z 

o 

< 

88 

ER 

EC 

85 

5955 

Crystol  Unil,  Ouortz,  CR-33A/U  Validated  Nov  88  USER-MC  AS  SH  19  17 

REV-MI  AR  11  ES 

MII-C-3098/14D 
NOTICE  1 

ER 

> 

o 

Z 

o 

88 

ER 

EC 

85 

5955 

Crystal  Unil,  Quartz,  CR-35A/U  Validated  Nov  88  USER-MC  AS  SH  19  17 
rev-mi  AR  11  ES 

MII-C-3098/15E 
NOTICE  1 

ER 

01  Nov 

88 

ER 

EC 

85 

5955 

Crystol  Unil,  Quoriz,  CR-36A/U  Validated  Nov  88  USER-MC  AS  CG  SH  19  17 
REV-MI  AR  11  ES 

MII-C-3098/16F 
NOTICE  1 

ER 

o 

Z 

o 

< 

88 

ER 

EC 

85 

5955 

Crystol  Unit,  Quoriz,  CR-37A/'U  Validated  Nov  88  USER-MC  AS  SH  17  19 

REV-MI  AR  11  ES 

MIL-C-3098/17D 
NOTICE  1 

ER 

01  Nov 

88 

ER 

EC 

85 

5955 

Crystol  Unit,  Quoriz,  CR-38A/U  Validated  Nov  88  USER-AS  MC  SH  17  19 

REV-MI  AR  11  99 

MIL-C-3098/18D 
NOTICE  1 

ER 

o 

Z 

o 

< 

88 

ER 

EC 

85 

5955 

Crystol  Unit,  Ouortz,  CR-15B/U  Validated  Nov  88  USER-MC  CG  AS  OS  17  19 
REV-MI  AR  SH  99  11 

MIL-C-3098/1D 
NOTICE  1 

ER 

01  Nov 

88 

ER 

EC 

85 

5955 

Crystol  Unit,  Ouortz,  CR-14B/U  Validated  Nov  88  USER-MC  AS  CG  OS  17  19 
REV-MI  AR  SH  11  99 

MIL-C-3098/2E 
NOTICE  1 

ER 

o 

Z 

o 

< 

88 

ER 

EC 

85 

5955 

Crystol  Units  (Quartz)  And  Crystol  Holders  (Enclosures),  Selection  Of  Validated 

Feb  85  USER-MC  AS  OS  19  17  REV-MI  AR  SH  11  ES 

Mll-STO  683F 

ER 

o 

C/I 

o 

78 

ER 

EC 

85 

5955 

Crystol  Units,  Quartz,  General  Specification  For  USER-AR  OS  MC  CG  AS  19 

17  REV-MI  AV  AR  SM  SH  99  11  ES 

MII-C-3098G  (3) 
SUPP  1 

ER 

14  Sep 

88 

ER 

EC 

85 

5955 

Cryslol  Units,  Quartz,  Pressure  And  Spacer  Mounted  Validated  Sep  83  REV-ES 

MII-C-10405A  (3) 
SUPP  lA 

ER 

29  Jul 

59 

ER 

11 

5955 

Crystol  Units,  Quartz,  CR-39/U  Validated  Nov  88  USER-MC  AS  CG  OS  19  17 

REV  Ml  AR  SH  11  99 

MIL-C-3098719C 
NOTICE  1 

ER 

01  Nov 

88 

ER 

EC 

85 

5955 

Crystal  Units,  Quoriz,  CR-29A/U  Validated  Nov  88  USER-MC  CG  AS  19 

REV-MI  AR  11  17 

MII-C-3098/11D 
NOTICE  1 

ER 

O 

Z 

o 

< 

88 

ER 

EC 

85 

5955 

Holder  (Enclosure),  Crystol,  Type  HC-IO/U  (Inactive  For  New  Oesipn)  USER-MC 

CG  AS  OS  19  17  REV-AR  Ml  SH  11  ES 

Mll-H-1(»56/3D 

ER 

15  Oct 

87 

ER 

EC 

85 

5955 

Holder  (Enclosure),  Cryslol,  Type  HC-48/U  USER-AR  CG  AS  OS  MC  19  17 
REV-SM  AR  Ml  SH  1 1  99  ES 

Mll-H-10056/35 
NOTICE  1 

ER 

06  Apr 

87 

ER 

EC 

85 

5955 

Holder  (Enclosure),  Cryslol,  Type  HC-49/U  USER-MC  CG  AS  OS  19  17 

REV-AR  mi  SH  11  99  ES 

MIL-H-10056/35 
NOTICE  1 

ER 

06  Apr 

87 

ER 

EC 

85 

5955 

Holder  (Enclosure),  Cryslol,  Type  HC-50/U  USER-MC  CG  AS  REV-AR  Ml  SH  99 

11  ES 

Mll-H-10056/37 
NOTICE  1 

ER 

06  Apr 

86 

ER 

EC 

85 

5955 

Holder  (Enclosure),  Cryslol,  Type  HC-21/U  (Inactive  For  New  Design)  USER-MC 

AS  CG  OS  14  19  REV-MI  11  17  ES 

MIL-H-in056/10E 

ER 

15  Oct 

87 

ER 

EC 

85 

5955 

Holder  (Enclosure),  Cryslol,  Type  HC-25/U  Validated  Apr  87  USER-MC  CG  AS 

19  14  REV-MI  11  ES 

MIL-H-1C056/11E 
NOTICE  1 

ER 

06  Jon 

75 

ER 

EC 

85 

5955 

Holder  (Enclosure),  Cryslol,  Type  HC-39/U  USER  MC  OS  CG  AS  19  17  REV-MI 

AR  S5  ES 

MII-H-10056/26A 
NOTICE  1 

ER 

06  Apr 

87 

ER 

EC 

85 

5955 

Holder  (Enclosure),  Cryslol,  Type  HC-36/U  USER-MC  AS  OS  CG  17  REV-MI 

AR  19  11  85  ES 

MII-H-10056/23C 
NOTICE  1 

ER 

06  Apr 

87 

ER 

EC 

85 

5955 

Holder  (Enclosure),  Cryslol,  Type  HC-42/U  USER-OS  MC  CG  AS  19  17  REV-MI 

AR  SH  11  ES 

MII-H-10056/29C 
NOTICE  1 

ER 

06  Apr 

87 

ER 

EC 

85 

5955 

Holder  (Enclosure),  Cryslol,  Type  HC-43/U  USER-MC  CG  AS  OS  19  17  REV-MI 

11  ES 

MII-H-100S5/30B 
NOTICE  1 

ER 

06  Apr 

87 

ER 

EC 

85 

5955 

Holder  (Enclosure),  Cryslol,  Type  HC-44/U  USER-OS  MC  CG  AS  19  17 

REV-AR  Ml  11  ES 

Mll-H-10056/31 
NOTICE  1 

ER 

16  Apr 

87 

ER 

EC 

85 

5955 

Holder  (Enclosure),  Cryslol,  Type  HC-45/U  USER-OS  MC  CG  AS  19  17 

REV-AR  Ml  11  ES 

Mll-H-10056/32 
NOTICE  1 

ER 

06  Apr 

87 

ER 

EC 

85 

5955 

Holder  (Enclosure),  Crystol,  Type  MC-46-  U  Validated  Nov  88  USER-05  MC  CG 

AS  19  17  REV-AR  Ml  11  ES 

MIL-H-10056/33 
NOTICE  1 

ER 

o 

Z 

o 

< 

88 

ER 

EC 

85 

5<I6 
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5955 

Holder  (Enclosure),  Cryslol,  Type  HC-47/U  USER>OS  MC  CG  AS  19  17 

MIL-H- 10056/34 

ER 

06  Apr 

87 

ER 

EC 

85 

REV-AR  Ml  11  ES 

NOTICE  1 

5955 

Holder  (Enclosure),  Crystol,  Typo  HC-SO/  U  Validated  Apr  87  USER-MC  AS  OS 

Mll.H-10056.  128 

ER 

06  Jon 

75 

ER 

EC 

85 

CG  19  17  REV.MI  AR  11  ES 

NOTICE  1 

5955 

Holder  (Enclosure),  Crystal,  Type  HC-6y  U  Validated  Apr  87  USER-MC  AS  CG 

Mil  H-10056-  2D 

ER 

06  Jon 

75 

ER 

EC 

85 

os  19  17  REV.MI  AR  SH  11  ES 

NOTICE  1 

5955 

Holder  (Enclojuro),  Cryjlol,  Type  HC-34/U  USER-CG  MC  OS  AS  19  17  REV-MI 

MILH-10056/22A 

85 

01  Mar 

88 

85 

AR  SH  11  ES 

NOTICE  1 

5955 

Holder  (Enclosure),  Crystol,  Type  HC-13/U  Validated  Apr  87  USER-MC  AS  CG 

MIL-H-10056/4D 

ER 

06  Jon 

75 

ER 

EC 

85 

os  19  17  REV.MI  AR  SH  11  ES 

NOTICE  1 

5955 

Holder  (Enclosure),  Crystol,  Type  HC-ld/U  Validated  Apr  87  USER-MC  AS  OS 

MIL.H.10056/5C 

ER 

06  Jon 

75 

ER 

EC 

85 

CG  17  19  REV-MI  AR  11  ES 

NOTICE  1 

5955 

Holder  (Enclosure),  Crystol,  Type  HC-15/U  Validated  Apr  87  USER-AS  CG  OS 

MIL-H-10056/6C 

ER 

06  Jon 

75 

ER 

EC 

85 

MC  17  19  REV-AR  mi  SH  11  ES 

NOTICE  1 

5955 

Holder  (Enclosure),  Crystol,  Type  HC-16>  U  Validated  Apr  87  USER-MC  AS  CG 

MIL-H-10056-7C 

ER 

06  Jon 

75 

ER 

EC 

85 

OS  19  17  REV.MI  AR  11  ES 

NOTICE  1 

5955 

Holder  (Enclosure),  Crystol,  Type  HC-17r  U  Validated  Apr  87  USER-CG  MC  OS 

MIL-H-10056/8B 

ER 

06  Jen 

75 

ER 

EC 

85 

AS  19  17  REV-AR  Ml  SH  1 1  ES 

NOTICE  1 

5955 

Holder  (Enclosure),  Crystal,  Type  HC-18/U  Validated  Apr  87  MS^k-tAC  CG  AI 

MILH-10056/9C 

ER 

06  Jon 

75 

ER 

EC 

85 

os  19  14  REV-MI  AR  11  17  ES 

NOTICE  1 

5955 

Holder  (Enclosure),  Crystol,  Type  HC-27/U  Validated  Apr  87  USER-MC  AS  CG 

MiL-H-10056/14E 

ER 

06  Apr 

87 

ER 

EC 

85 

os  19  17  REV-MI  AR  SH  11  ES 

5955 

Holder  (Enclosure),  Crystol,  Type  HC-28/  U  Validated  Mar  80  USER-MC  AS  CG 

MIL-H-10056-  I5D 

ER 

06  Jon 

75 

ER 

EC 

85 

SH  OS  19  17  REV-MI  AR  11  ES 

5955 

Holder  (Enclosure),  Crystol,  Type  HC-29/  U  Validated  Mar  80  USER-MC  CG  OS 

MllH-10055, 16C 

ER 

06  Jon 

75 

ER 

EC 

85 

AS  SH  19  17  REV-MI  AR  1 1  85  ES 

5955 

Holder  (Enclosure),  Crystol,  Type  HC-llA/U  Validated  Apr  87  USER-CG  MC 

MIL-H.10056/17A 

ER 

06  Jon 

75 

ER 

EC 

85 

os  AS  19  17  REV-AR  Ml  SH  11  ES 

NOTICE  1 

5955 

Holder  (Enclosure),  Crystal,  Type  HC-32/  U  Validated  Nov  68  USER-AS  OS  MC 

MIL-H-10056/  18C 

ER 

01  Nov 

88 

ER 

EC 

85 

CG  17  19  REV-MI  AR  SM  SH  11  99 

NOTICE  1 

5955 

Holder  (Enclosures),  Crystol,  General  Specificotion  For  USER-MC  AS  OS  19  17 

MIL  H-10056E  (1) 

ER 

15  Oct 

87 

ER 

EC 

85 

REV-MI  AR  SH  11  17  ES 

SUPP  1 

5955 

Holder,  (Enclosure),  Crystal,  Type  HC-51/U . . . . 

MlL-H.10056/38 
NOTICE  1 

ER 

06  Apr 

86 

ER 

EC 

85 

5955 

Holder,  Crystol,  Type  HC-40/U  USER-MC  CG  OS  AS  17  19  REV-MI  AR  SM  99 

Mll-H-10056/27 

ER 

06  Apr 

87 

ER 

EC 

11 

ES 

NOTICE  I 

5955 

Holder,  Cryslol,  Type  HC-41/U  USER-AS  OS  CG  17  19  REV-MI  AR  ES  . 

MIL.H-10056/28 
NOTICE  1 

ER 

06  Apr 

87 

ER 

EC 

85 

5955 

Holder,  Cryslol,  Type  HC-37/U  USER-CG  OS  AS  MC  17  19  REV.MI  AR  ES . 

MIL.H.10056/24 
NOTICE  1 

ER 

06  Apr 

87 

ER 

EC 

85 

5955 

Holder,  Crystol,  Type  HC-37/U  Validated  Apr  87  REV-11 . . 

Mll-H  0010056/24A 
NOTICE  1 

85 

17  Apr 

87 

85 

5955 

Holder,  Cryslol,  Type  HC-38,U  USER-AS  MC  CG  OS  19  REV-MI  AR  17  11  ES 

MIL-H.  10056/25 
NOTICE  1 

ER 

06  Apr 

87 

ER 

EC 

85 

5955 

Holder,  Crystal,  Type  HC-lA/U  VaKdaled  Apr  87  REV-MI  SM  AR  11  17 . 

Mll.H-10056/ 19 
NOTICE  1 

85 

17  Apr 

87 

ER 

EC 

85 

5955 

Holder,  Cryslol,  Type  HC-33.  U  Val, doled  Mar  88  USER-CG  MC  14  19  REV-MI 

MIL-H-10056- 20A 

85 

01  Mor 

88 

ER 

SH 

85 

AR  SM  17  11  ES 

NOTICE  1 

5955 

Holder,  Cryslol,  Type  HC-35/U  USER-CG  MC  OS  AS  19  REV-MI  AR  ES . 

MILH-10056/21A 
NOTICE  1 

ER 

06  Apr 

87 

ER 

EC 

85 

5955 

Holder,  Cryslol,  Type  HC-35/U  Validated  Feb  83 . . . 

MII-H.0010056/21B 

85 

10  Sep 

74 

85 

5955 

Holder,  Cryslol,  Type  HCS26-  U  Validated  Apr  87  USER-MC  OS  CG  AS  17  19 

MIL.H.10056/  13C 

ER 

06  Apr 

87 

ER 

EC 

85 

REV-MI  11  ES 

NOTICE  1 

5955 

Oscrllotor,  Crystal,  Gcncrol  Specification  For  USER-AS  MC  CG  19  REV-MI  AR 

M1L-O-55310B 

ER 

10  Moy 

88 

ER 

EC 

99 

NA 

AV  SM  99  ES 

5955 

Oscillotor,  Crystal,  Class  3,  (Temperoture  Compensoled  (TCXO)),  3.2  MHZ 

Solder  Scol,  Square  Wove,  CMOS  USER-AS  CG  MC  19  REV-AR  Ml  SM  99 

ES 

Oscillotor,  Crystol,  Closs  1  (Cryslol  Osctllolor  (XO)),  1  KHZ  Thru  10  MHZ, 

MIL-O-55310A- 22A  (1) 

85 

10  Moy 

88 

ER 

EC 

85 

NA 

5955 

MIL-O-55310-  12C  (1) 

85 

10  May  88 

ER 

EC 

85 

NA 

Hermetic  Seal,  Squore  Wove,  CMOS  USER-AS  CG  MC  19  REV-AR  Ml  SM 

99  ES 

5955 

Oscillotor,  Crystol,  Class  1  (Crvstal  Oscillotor  (XO)),  1  KHZ  Thru  10  MHZ, 

MIL  O-.55310- 138  (I) 

ER 

10  Moy 

88 

ER 

EC 

85 

NA 

Hermetic  Scol,  Squore  Wove,  CMOS  USER-AS  MC  CG  19  REV-AR  Ml  SM 

99  ES 

NOTICE  1 

5955 

Oscillotor,  Cryslol,  Closs  1  (Crystal  Oscillotor  (XO)),  I  KHZ  Thro  10  MHZ, 

MII-O-55310-11B  (1) 

ER 

10  Moy 

88 

ER 

EC 

85 

NA 

Hermetic  Seol,  Squore  Wove,  CMOS  USER-AS  MC  CG  19  REV-AR  Ml  ES 

NOTICE  1 

5955 

Oscillotor,  Crystol,  Closs  1  (Crystol  Oscillotor  (XO)),  0  01  HZ  Thru  10  MHZ, 

MIL.O-55310.  158  (I) 

ER 

10  Moy 

88 

ER 

EC 

85 

NA 

Hermetic  Seol,  Squore  Wove,  CMOS  USER-MC  AS  CG  19  REV-AR  Ml  SM 

99  ES 

NOTICE  1 

5955 

Oscillator,  Crystal,  Class  1  (Crystal  Ostllalor  (XO)),  0..1  HZ  Through  80  MHZ, 

MIL-O.55310C'  16D 

ER 

10  May 

88 

ER 

EC 

85 

ua—j.-j  S— .C'C  Wove,  USER  AS  CG  VC  '9  ®SV  ao  mi  $m  55 

17  99  11  ES 

5955 

Oscillotor,  Crystol,  Closs  1  (Crystol  Oscillotor  (XO)),  Goted,  250  KHZ  Through 

Mll-O  55310-  17A  (1) 

ER 

10  Moy 

88 

ER 

EC 

85 

NA 

25  MHZ,  Hermetic  Seol,  Squore  Wove,  TTl  USER-CC  AS  MC  REV-ES 

NOTICE  1 

5955 

Oscillotor,  Crystol,  Closs  1  (Crystol  Oscillotor  (XO)),  0.0)  Hz  Through  15  0 

MIL-O-55310/18A 

ER 

11  Apr 

84 

ER 

EC 

85 

NA 

MHZ,  Hermetic  Scol,  Squore  Wove,  CMOS  USER-AS  CG  MC  19  ES  REV-AR 

Ml  SM  99 

5955 

Osciiiotof,  Crystol,  Closs  3  (Temperoture  Compensated  (Tcxo)(.  750  Khz 

MIL.O-55310  40  (1) 

85 

10  May 

88 

ER 

EC 

99 

NA 

Through  10  Mhz,  Solder  Seol,  Square  Wove,  C-mos  USER-AS  MC  CG  19 
REV-AR  Ml  SM  99  ES 

5955 

Oscillotor,  Crystol,  Class  3  (Temperoture  Compensoled  (TCXO)),  1  MHZ  Thru 

Mll-O-55310.50  (I) 

85 

10  Moy 

88 

ER 

E( 

NA 

10  MHZ,  Solder  Seal,  Squore  Wove,  TTl  USER-MC  CG  AS  19  REV.AR  Ml 
SM  ES 
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5955 

Oscillator,  Crystal,  Closs  1  (Cryslol  Osci'lator  (XO)),  15.7  KHZ  Thru  10  MHZ, 

MIL.O-55310,6C  (1) 

85 

10  May 

88 

ER 

EC 

99  NA 

Solder  Seol,  Squore  Wove,  TIE  USER-AS  MC  CG  19  REV-AR  Ml  SM  ES 

5955 

Oscillator,  Cryslol,  Closs  3  (Temperolurc  Compensoted  (TCXO)),  10  MHZ  Thru 

MIL-O-55310,70  U) 

ER 

10  May 

08 

ER 

EC 

85  NA 

90  MHZ,  Solder  Seal.  Sine  Wave  Validated  Feb  85  USER-AS  MC  CG  19 

REV-AR  Ml  SM 

5955 

Oscillotor,  Crystol,  Class  1  (Cr/stal  OsciHotor  (XO)),  1  KHZ  Thru  50  MHZ, 

Hermetic  Seol.  Squore  Wove,  TTL  USER-AS  CG  MC  19  REV-AR  Ml  SM  99 

ES 

Oscillator,  Crystol,  Closs  1  (Crystol  Oscillator  (XO)),  400  KHZ  Thru  30  MHZ, 

Mll.O-55310, 8D  (1) 

ER 

10  Moy 

88 

ER 

EC 

85  NA 

5955 

MlL-O-55310,90  (1) 

ER 

10  Moy 

88 

ER 

EC 

85  NA 

Hermetic  Seal,  Squore  Wove,  TTl  USER-AS  CG  MC  19  REV-AR  Ml  SM  99 

ES 

Oscillotor,  Crystal,  Closs  1  (Crystal  Oscillator  (Xo)),  1.0  Mhi  Through  60.0 

5955 

Mll  O-55310, 19  (1) 

85 

10  Moy 

88 

ER 

EC 

85  NA 

Mhz,  Hermetic  Seol,  Square  Wove,  TTL  USER-19  REV-SM  Ml  AR 

NOTICE  1 

1 

5955 

Oscillators,  Crystol,  Closs  1  (Crystol  Oscillotor  (XO)),  40  KHZ  Through  60.0 

MIL-0.55310/20A 

85 

29  Aug 

86 

85 

MH7.,  Hermetic  Seel,  Squore  Wove,  Til  USER.19  REV-l  1  17  99 

L 

5955 

Oscillotors,  Crystal.  Cass  1  (Crystol  Oscillotor  (XO)\  1.0  MHZ  Through  60.0 

MIIO-55310/21A 

29  Aus 

86 

85 

MHZ,  Hermetic  Seol,  Squore  Wove,  TTL  USER-*i9  REV-ll  17  99 

5955 

Oscillators,  Crystal,  Closs  1  (Crystal  Oscinv.ior  (Xo)),  1  Khi  Through  60  Mhz, 

MIL-O-55310,  iOD  (2) 

85 

10  May 

88 

ER 

EC 

85  NA 

Hermetic  Seal,  Square  Wove,  Ttl  USER-AS  CG  MC  19  REV-AR  Ml  SM  99  ES 

5955 

Oscillators,  Crystal,  Class  1  (Crystal  Oscillotor  (Xo)),  0.1  Hz  Through  25  Mhz, 

Mll-O-55310. 14C  (1) 

ER 

10  Moy 

88 

ER 

EC 

85  NA 

Hermetic  Seal,  Square  v*nve,  Ttl  USER-CG  AS  MC  19  REV-MI  AR  SM  99  ES 

5955 

Oven  Assembly,  With  Ouortz  Crystol  Units,  Generol  Specification  For  Validated 

MII-0-55S93  (1) 

85 

22  Jul 

70 

ER 

EC 

85 

Feb  85  USER-OS  AS  MC  CG  19  17  REV-MI  ES 

5955 

Oven,  Crystol  (Plus  75  Deg  C,  Plo.  85  Seg  C)  Validated  Aug  83  USER-AS  OS 

MIL-O-39021/3B 

ER 

06  Mar 

70 

ER 

EC 

CG  17  REV-19  11  ES 

Q 

5955 

Oven,  Crystal,  General  Specification  For  Validated  Mar  8Q  USER-AS  MC  14  19 

MIL-O.39021A  (1) 

ER 

20  Moy 

75 

ER 

EC 

85 

REV-AR  Ml  OS  11  ES 

SUPP  1 

5955 

Piezoelectricity,  IEEE  Standard  On  •  29  Sept  1978.. . . 

lEEF  176-78 

SH 

06  Nov 

86 

ER 

SH 

85 

1 

5950 

Electron  Tube  Colhode  Roy  Type  10UP14B  Validated  Apr  87  REV-17  11  99  ES.. 

M1L-E-1/1031C 

NOTICE  1 

85 

17  Apr 

87 

85 

5960 

Electron  Tube  Diode  JAN  575AM  Validated  Apr  87  USER-AS  REV-11  17  99  ES 

MIL.E-1/1440C 

NOTICE  1 

85 

17  Apr 

87 

ER 

EC 

85 

5960 

Electron  Tube  Image  Converter  JAN  6929  Validated  Jan  83  USER-CG  MC  AS 

MII-E-1/1583A 

ER 

02  Sep 

71 

ER 

EC 

85 

os  REV-17  99  ES 

5960 

Electron  Tube  Klystron  JAN  5836  Validated  Apr  87  REV-MI  99  80  ES . . . 

MIL.E-1/601D 

NOTICE  1 

85 

14  Mor 

75 

ER 

FC 

85 

1 

5960 

Electron  Tube  Klystron  Type  OOD  037  Validated  Apr  8J  USER-OS  MC  CG  SH 

AS 

Electron  Tube  Magne'  on  Type  1  OOD  023.2  DOD  024.3  DOD  025  Validated 

Ma-E-l/1763 

EC 

16  Sep 

75 

EC 

5960 

MIL.E-1/1736 

EC 

25  -lun 

73 

ER 

EC 

85 

May  85  USER-AR  OS  AS  MC  CG  SH  17  REV-11  99  ES 

5960 

Electron  Tube  Reference  Cavity  Types  1Q22,  1023,  1024,  5d46,  6040,  6041 

MIL-E-1/296C  (1) 

85 

17  Apr 

87 

ER 

EC 

85 

Validated  Apr  87  REV-AR  SH  11  30 

NOTICE  1 

5960 

Ele.lron  Tube,  Power  Type  8904  USER-ME  AV  OS  MC  CG  AS  11  REV-SM  Ml 

MIl-E-l/ 1728a 

ER 

06  Sep 

79 

ER 

EC 

85 

CE  99  ES 

L 

5960 

Electron  Tube,  Ar  pnN-1B36  Validated  Apr  82 . . . . . . . 

JAN-E-1/1B36A 

EC 

24  Jon 

69 

EC 

L 

5960 

Electron  Tube,  Bockword  Wove  Oscillotor  Type  7661  Validated  Jun  82  REV-11 

MIL.E-I/1685A 

85 

24  Jul 

76 

85 

99  ES 

L 

5960 

Electron  Tube,  Bockword  Wave  Oscillotor  Type  7824  REV- 11  99 . . . 

MIL-E-1/1686A 

NOTICE  1 

85 

17  Apr 

87 

85 

L 

5960 

Electron  Tube,  Cothode  Roy  Chorge  Sloroge  Type  8602/CK1383A  Validated 

MIL-E-l/1665 

EC 

30  Dec 

68 

EC 

Apr  81  USER-AS  OS  MC  CG  REV-ES 

L 

5960 

Electron  Tube,  Cothode  Roy,  Cho*  ^-toroge  Type  8931  Validated  Apr  81 

Mll-E-1/1711  (3) 

EC 

05  Aug 

75 

EC 

USER-CG  OS  AS  MC  SH  RE 

1 

5960 

Electron  Tube,  Cathode  Roy,  CF  orogc  Type  8832  REV-17  il  99  ES . 

Mll-E-1/1681 

NOTICE  1 

85 

17  Apr 

87 

85 

1 

5960 

Electron  Tube,  Cothode  Roy  T,,,e  loAlP19  USER-ME  AV  REV-ES . 

MIL-E-1/1635A 

ER 

06  Feb 

80 

ER 

L 

5960 

Electron  Tube,  Cross  Field  Amplifier  Type  8900  Validated  Apr  81  USER-AS  SH 

MlL-E-1/1741  (1) 

EC 

01  Jul 

75 

EC 

MC  OS  CG  REV-ES 

1 

5960 

Electron  Tube,  Cross  Field  Amplifier  Type  81290  Validated  Apr  81  USER-OS 

Mll-E-l/1742  (1) 

EC 

01  Jut 

75 

lC 

MC  CG  AS  SH  REV-ES 

L 

5960 

Electron  Tube,  Cross  Field  Amplifier  Type  8129F  Validated  Apr  81  USER-CG 

Mll-E  1/1743  (1) 

EC 

01  Jul 

75 

EC 

AS  MC  SH  OS  REV-ES 

L 

5960 

Electron  Tube,  Cross  Field  Amplifier  Type  8898  Validated  Apr  81  USER-SH  OS 

Mll  E  l/1744  (1) 

EC 

01  Jul 

75 

EC 

MC  CG  AS 

L 

5960 

Electron  Tube,  Cross  Field  Amplifier  Type  8899  Validated  Apr  81  USER-SH  OS 

Mll-E  l/1745  (1) 

EC 

01  Jul 

75 

EC 

MC  CG  AS  REV-ES 

L 

5960 

Electron  Tube,  Cross  Field  Amplifier  Type  8934  Validated  Apr  81  USER-SH  OS 

Mll  E-1/1740  (1) 

EC 

01  Jul 

75 

EC 

MC  CG  AS  REV-ES 

5960 

Electron  Tube,  Cathode  Roy  Type  5BGP2  Validated  Jan  83  USER-ME  OS  AS 

M11.E-1/1651A 

ER 

17  Feb 

71 

ER 

EC 

85 

MC  CG  SH  19  REV-AR  11  17  99  ES 

5060 

Tube,  Cothode  Roy  Type  Vot'da*ed  $5  AS  OS 

M<t-E-W072E 

EC 

26  Dec 

’2 

CO 

EC 

85 

MC  11  REV.17  99  ES 

L 

5960 

Electron  Tube,  Colhode  Roy,  Sloroge,  Type  72688  Validated  Apr  84  REV-ES  .... 

MIL-E-1/1591A 

EC 

30  Nov 

66 

EC 

1 

5960 

Electron  Tube,  Cothode  Roy  Tube  Type  10VP7  Validated  Apr  83  USER-AS  CG 

MIl-E-l/  75A  (1) 

EC 

19  Moy 

71 

EC 

MC  OS  REV-ES 

5960 

Electron  Tube,  Cathode  Roy  Type  10WP7A1  Validated  Apr  81  USER-MC  05 

MII-E-1/1005C 

EC 

05  Nov 

74 

ER 

EC 

85 

AS  CG  SH  REV-MI  17  99  ES 

L 

5960 

Electron  Tube,  Cathode  Roy  Type  7BSP7  Validated  Apr  83  USER-CG  OS  AS 

MII.E-1/1455C 

EC 

22  Feb 

77 

EC 

MC  RF.V-CS 

5960 

Electron  Tube,  Cathode  Roy  Type  4DP7  Validated  Apr  87  USER-MC  OS  AS 

MIL-E-1/  I006D 

85 

17  Apr 

87 

ER 

EC 

85 

CG  11  REV-ME  99  17  ES 

NOTICE  I 

5960 

Electron  Tube,  Cothode  Roy  Type  4MP1  Validated  Apr  61  USER-MC  CG  AS 

MIl-E-l/ 1296E 

EC 

30  Oct 

74 

ER 

EC 

85 

OS  SH  19  REV-l  1  17  99  ES 
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L 

L 

L 

L 

L 

L 

L 

L 

L 

L 


I 


I 


L 

L 

L 

I 

L 

L 

L 

L 

L 


FSC  TITIE 


5960  Electron  Tube,  Cothode  Roy,  Roy  Type  8MPt8  {Navy)  Validated  Apr  84 
REV-MI  ES 

5960  Electron  Tube,  CW  Field  Tuned  Oscillator  JAN  7533  Validated  Jen  83 
UbER-MC  17  REVO  I  99  ES 

5960  Electron  Tube,  Cothode  Roy  Type  10AKP7  (Navy)  Validated  Apr  64  US£R‘CG 
MC  OS  AS  REV.ES 

5960  Electron  Tube.  Cothode  Roy  Type  3A0P1,  3ADP2,  3ADP7,  &  SADPU  Validated 
Apr  82  USER-ME  AS  OS  CG  MC  11  REV-'^  ES 

5960  Electron  Tube,  Cathode  Roy  Type  6DP7  Validated  Apr  81  USER*SH  CG  MC  AS 
OS  REV.ES 

5960  Electron  Tube,  Cothode  Roy,  Storage,  Type  7423  (Navy)  USER*AS  CG  MC  OS 
SH 

5960  Electron  Tube,  Cothode  Roy  1  Typo  7AQP7  &  7AQP33  V'jUdated  May  85 
USER.CG  MC  REV-ES 

5960  Electron  Tube,  Cothode  Roy  Type  5AM**1A  USER-SA  CG  MC  OS  AS  REV*M1 
ES 

5960  Electron  Tube,  Cathode  Roy.  Electrostatic  Oellection  &  Focus,  Type  3&GP1 
Validated  Jon  83  REV-ES 

5960  Electron  Tube,  Cathode  Roy  Type  lEPl  Validated  May  85  USER-AS  CG  MC 
OS  SH  REV-AR  17  11  ES 

5960  Electron  Tube,  Cathode  Roy  Type  12AWP12  (Navy)  Validated  Apr  81  USER*AS 
MC  OS  SH  REV-ES 

5960  Electron  Tube,  Cothode  Roy  Type  12AKP7  Validated  Apr  87  REV-99. . ..... 

5960  Electron  Tube,  Cothode  Roy  Type  22CP7A  &  22CP25A  Validated  Apr  81 
USER.CG  MC  OS  AS  REV-ES 

5960  Electron  Tube,  Cathode  Roy  Type  5AQP7  Validated  Apr  81  USER-ME  OS  CG 
AS  19  REV.99  ES 

5960  Electron  Tube,  Cathode  Roy  Type  lOPl  Validated  Apr  81  USER-AS  MC  OS 
CG  SH  11  REV-99  ES 

5960  Electron  Tube,  Cathode  Roy  USN  7AGP19  (Navy  Validated  Apr  83  USER-OS 
AS  MC  CG  REV-MI  ES 

5960  Electron  Tube,  Cathode  Roy  Type  5BFP7  Validated  Apr  87  REV-17  11... . 

5960  Electron  Tube,  Cathode  Roy  Type  7KP25  Validated  Apr  81  REV-MI  ES . 

5960  Electron  Tube,  Cathode  Roy  Type  10KP7A  Validated  Apr  84  USER-OS  AS  CG 
MC  14  I9REV.17  11  99  ES 

5960  Electron  Tube,  Cothode  Ray  Type  120P7C  Validated  Jan  83  USER-MC  CG  OS 
AS  REV.99  ES 

5960  Electron  Tube,  Cothode  Roy  Type  5AFP7  Validated  Apr  83  USER-CG  MC  AS 
OS  19REV.17  11  99ES 

5960  Electron  Tube,  Cothode  Ray  Type  12SP70  Validated  Apr  83  USER-CG  MC  AS 
19REV.17  1199ES 

5960  Electron  Tube,  Cathode  Roy  Type  5BCP7  Validated  Apr  82  USER-ME  AS  CG 
OS  SH  11  REV.99  ES 

5960  Electron  Tube,  Cothode  Type  7AEP7  Validated  Apr  81  USER-MC  OS  CO  AS 
SH  REV.17  11  99  ES 

5960  Electron  Tube,  Cothode  Roy  Type  4QP2  Validated  Apr  82  USER-CG  MC  OS 
AS  REV-ES 

5960  Electron  Tube,  Cothode  Roy  JAN  5AQP1B,  5AOP2B,  5AQP7,5AQP1  IB, 
5AOP31B  Validated  Apr  83  USER-MC  CG  AS  19  REV-MI  11  17  99  ES 

5960  Electron  Tube,  Cathode  Roy  Type  12AVP7,  12AVP19  Validated  Jon  83  REV-ES 

5960  Electron  Tube,  Clipper,  Hydrogen  Type  8492  Validated  Apr  81  USER-OS  CG 
MC  SH  AS  REV-ES 

5960  Electron  Tube,  Cothode  Roy,  Sloroge,  Type  7268A  (Novy)  Validated  Apr  83 
REV-ES 

5960  Electron  Tube,  Cathode  Roy  Type  5FP14A,  &  5FP25  Validated  Apr  83 
USER-CG  AS  OS  19  REV-ll  99  ES 

5960  Electron  Tube,  Cathode  Roy  Type  12ARP19M  (Novy)  Validated  Apr  84 
USER-SH  MC  AS  CG  OS  REV-ES 

5960  Electron  Tube,  Cathode  Roy  Type  10ANP7  (Novy)  Validated  Apr  81  USER-MC 
AS  CG  OS  SH  REV-ES 

5960  Electron  Tube,  Cothode  Roy  Type  12  AMP  19  Validated  Apr  64  USER-AS  MC 
CG  OS  REV-ES 

5960  Electron  Tube,  Cothode  Roy  Type  )2ATP28  (Novy)  Validated  Apr  83  USER-AS 
CG  MC  OS  REV-ES 

5960  Electron  Tube,  Cothode  Roy,  Sloroge,  Type  7315  And  7448  (Novy)  Validated 
Apr  81  USER-AS  OS  SH  MC  CG  REV-ES 

5960  Electron  Tube,  Coi  ide  Roy  Type  2BP1  &  28P1 1  Validated  Apr  82  USER-CG 
OS  aS  MC  n  REV-MI  AR  17  99  ES 

5960  Electron  Tube,  Cothode  Roy  Type  3FP7A  Validated  Apr  81  USER-ME  CG  MC 
OS  AS  SH  19  n  REV.17  99  ES 

5960  Electron  Tube,  Cathode  Roy  Type  2AP1A  Validated  Apr  81  USER-MC  17 
REV.85  ES 

5960  Electron  Tube,  Cothode  Roy  Type  5BP1A  &  5HPIA  Validated  Apr  81  USER-CG 
MC  SH  OS  AS  REV.17  11  99  ES 

5960  Electron  Tube,  Cathode  Roy  Type  3BP1A  Validated  Apr  81  USER-MI  MC  17 
REV.99  ES 

5960  Electron  Tube,  Cothode  Roy  TypcJ  5RP2  &  5RP7A  1/  Validated  Apr  84 
USER-CG  MC  OS  AS  11  REV.17  99  ES 

5960  Electron  Tube,  Cathode  Roy  JAN  3XP1  Validated  Apr  82  USER-CG  MC  OS 
REV-MI  11  17  99  ES 


DOCUMENT 


NUMBER 

?R£P 

OATE 

CUSTODIAN 

Mll-E-)/1324A 

EC 

12  Nov 

65 

EC 

MIL-E-1/13)1A  (1) 

ER 

01  Oct 

64 

ER 

EC 

85 

MII.E-1/1297B 

EC 

07  Feb 

72 

EC 

MIL.E-1/974E 

EC 

20  Jut 

76 

ER 

EC 

85 

MIL-E-1/1079C 

EC 

04  Fob 

75 

EC 

MIL.E-I/I337C  (2) 

EC 

16  Jul 

84 

EC 

MIL.E-I/1373C 

EC 

30  May 

73 

EC 

MIL-E-I/1339B 

EC 

30  Apr 

84 

EC 

MIL-E-I/1341  (1) 

ER 

16  Apr 

65 

ER 

Ma-E-1/1342B  (1) 

EC 

12  Apr 

79 

ER 

EC 

85 

MIL-E-1/1345B 

EC 

11  Mar 

75 

EC 

Mll-E-1/n22A 
NOTICE  1 

85 

14  Aug 

68 

85 

M1L-E-1/I072f 

EC 

05  Sep 

75 

EC 

MIL.E-1/H33C 

EC 

22  Oct 

6P 

ER 

EC 

85 

MIL.E-1/1204F 

EC 

09  Apr 

75 

ER 

EC 

85 

MIL-E-l/n78D 

EC 

23  Dec 

76 

EC 

MIL-E-I/1205D 

85 

21  Mof 

72 

ER 

EC 

85 

NOTICE  1 
MIL-E-1/12)9F  (1) 

EC 

06  Aug 

75 

EC 

MII-E-UU62C 

EC 

04  Apr 

72 

ER 

EC 

85 

MIL.E-1/12223 

ER 

J**  Apt 

70 

ER 

EC 

85 

MII-E-17104BB 

EC 

05  Ocl 

70 

ER 

EC 

85 

MIL-E-)/ 10560 

EC 

23  Mor 

71 

ER 

EC 

85 

MII.E-1/1065E 

EC 

24  Nov 

75 

ER 

EC 

85 

MII-E-1/949B 

EC 

19  Nov 

74 

ER 

EC 

85 

MII.E.1/1386E 

EC 

20  Jul 

76 

EC 

MII-E-1/1499A 

EC 

17  Dec 

70 

ER 

EC 

85 

MIL.E.1/1511 

ER 

11  Sep 

63 

ER 

MIL  E-I/1514A  (1) 

EC 

05  Aug 

75 

EC 

MIL-E-1/1505B 

EC 

02  Mor 

65 

EC 

MII.E-1/I392C 

EC 

02  Nov 

70 

ER 

EC 

85 

MIL.E-1/1423A  (1) 

EC 

27  Mor 

78 

EC 

MIL.E-I/1389E 

EC 

01  Jul 

75 

EC 

MII.E-1/1399B 

EC 

23  Mor 

72 

EC 

AML-E-1/1400B 

EC 

14  Jul 

69 

EC 

MIL-E-1/12743 

EC 

03  Mor 

75 

EC 

MII-E-1/272D 

EC 

11  May 

76 

ER 

EC 

85 

KIL-E-1/590A 

EC 

30  Sep 

74 

ER 

EC 

85 

MII-E-1/588A 

EC 

18  Dec 

74 

ER 

EC 

MIL-E-1/592A 

EC 

14  Jon 

75 

ER 

EC 

85 

MIL-E-1/594A 

EC 

14  Jon 

75 

ER 

EC 

85 

MII-E-1/276B 

EC 

21  Jul 

72 

ER 

EC 

85 

MILE-1/7470 

EC 

20  Jul 

76 

ER 

EC 

85 
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FSC  USTING 


DOCUMENT 


ESC 

TITLE 

NUMBER 

PRER 

DATE 

CUSTODIAN 

5960 

Electron  Tube,  Cathode  Roy  Typos  3WP1  &  3WP2  Validated  Apr  64  USER-AR 

MII-C-1/267E 

EC 

18  Aug 

71 

ER 

EC 

85 

CGMCASREV.MI  11  17  99  ES 

5960 

Electron  Tube,  Colhode  Roy  Type  5ADP',  5ADP2,  5AOP7.  &  5ADP14  Validated 

MIL-E-1.'689E 

£R 

21  Jon 

71 

ER 

EC 

85 

Jan  83  USER-CG  MC  OS  AS  REV-AR  CE  11  99  ES 

5960 

Electron  Tube,  Cathode  Roy  Typo  5LP1A,  5t.P5A,  51P7A,  &  5LP11A  Validated 

MII-E-I/275C 

EC 

10  Mor 

76 

ER 

EC 

85 

Apr  82  USER-AR  OS  CG  MC  AS  REV-ll  99  ES 

5960 

Electron  Tube,  Cothodc  Roy  Types  7A6P7A  &  7ABP19A  Vahoaled  Apr  64 

MIL-E- 1/8660 

EC 

13  Aug 

71 

EJl 

EC 

85 

USER-MC  CG  AS  REV-MI  11  17  99  ES 

5960 

Electron  Tube,  Cathode  Roy  Types  5Uf’l  &  5UP7  Validated  Apr  81  USER*M1 

MII-E-1/698B 

EC 

14  jon 

75 

ER 

EC 

85 

MCOS  AS  CG  17  REV-ll  99  ES 

5960 

Electron  Tube,  Cathode  Roy  Type  5SP1A,  5SP7A,  &  SSPPA  Validated  Apr  64 

Mil  •E.1/480C 

EC 

17  Sep 

71 

ER 

EC 

85 

USER-OS  CG  AS  MC  REV-l  1  99  ES 

5960 

Electron  Tube,  Cothode  Roy  Type  3KP1  Validated  Jon  83  USER-CG  MC  OS  AS 

MIL-E-I/501B 

ER 

26  Apr 

72 

ER 

EC 

85 

R6V07  n  ES 

5960 

Electron  Tube,  Colhode  Roy  Tyoe  3SPI  Validated  May  $5  USER-CG  MC  AS 

MII  E-1/502E  (1) 

EC 

06  Apr 

73 

ER 

EC 

85 

os  REV- 17  11  99  ES 

5960 

Electron  Tube,  Cathode  Roy  Validated  Apr  81  USER*ME  MC  CG  AS  SH  OS 

Mll.E-1/665 

EC 

14  Jon 

75 

ER 

EC 

85 

REV-ll  17  99  ES 

5960 

Electron  Tube,  Cothode  Roy  Type  5AWP2  Validated  Apr  61  USER*ME  OS  MC 

MIL-E-1/810D 

EC 

17  Mar 

69 

ER 

EC 

05 

CG  AS  19  REV-ll  99  ES 

5960 

Electron  Tube,  Cothode  Roy  Type  7MP7  Validated  Apr  61  USER-CG  MC  AS 

MII.E-1/67G 

EC 

13  May 

75 

ER 

EC 

85 

SH  os  11  REV-AR  17  99ES 

5960 

Electron  Tube,  Cothode  Roy  Type  3ACP1A,  3ACP2A  &  3ACP7A  Validated  Apr 

MII..E-1/31U 

EC 

20  Jul 

76 

ER 

EC 

85 

82  USER-ME  AV  MC  CG  AS  OS  REV-ll  17  99  80  ES 

5960 

Electron  Tube,  Cathode  Roy  Type  7YP1,  7YP2,  7YP7  Validated  May  $5 

MI1.-E-1/422G  (1) 

EC 

26  Ocl 

78 

ER 

EC 

P5 

USER-ME  AV  CG  MC  AS  OS  11  REV-17  99  ES 

5960 

Electron  Tube,  Cathode  Roy  Type  30P1A  &  3DP1A  Plu$  52  Validated  Apr  6} 

MIL-E-1/385B 

EC 

12  Dec 

74 

ER 

EC 

85 

USER-OS  SH  MC  CG  AS  19  REV.17  11  99  ES 

5960 

Electron  Tube,  Cothode  Roy  Type  3RP1  K  3RP1A  Validated  Jan  63  USER-CG 

MII-E-1/390D  (1) 

ER 

23  Jun 

77 

ER 

EC 

85 

MC  AS  OS  REV-MI  AR  11  17  99  ES 

5960 

Electron  Tube,  Diode,  High  Vacuum,  Type  5973  Validated  Apr  87  USER-CG  MC 

MIL.E-1/1S77S 

85 

17  Apr 

87 

ER 

EC 

85 

11  16  REV-17  99  ES 

NOTICE  1 

L 

5960 

Elect  on  Tube,  Forccd-olr  Cooled  Triode  Validated  Apr  83  USER-MC  OS  AS  17 

MII-E-1/372A 

EC 

01  Ocl 

70 

EC 

REV-CG  85  ES 

NOTICE  2  (EC) 

5960 

Electron  Tube,  Gos  Switching  Type  6081  Validated  Apr  61  USER-MC  OS  AS 

MII-E-1/384B  (1) 

EC 

16  Jun 

75 

ER 

EC 

85 

CG  REV-n  17  99  ES 

5960 

Electron  Tube,  Goi  Switching  IR  Type  7166  Validated  Jan  83  USER-AR  SH  CO 

MIL-E.1/1232C  (2) 

ER 

12  Ocl 

76 

ER 

EC 

85 

MC  OS  AS  19  REV-MI  11  17  99  ES 

5960 

Electron  Tube,  Goi  Switching  Type  7381  Validated  Apr  87  REV-SO . 

MII.E.1/1254C 
NOTICE  1 

85 

17  Apr 

37 

ER 

EC 

35 

5960 

Electron  Tube,  Goi  Switching  Typo  6183  Validated  Jan  83  USER-AS  CO  OS 

MII.E.1/999A 

ER 

13  Jun 

72 

ER 

EC 

85 

MC  19  REV-MI  11  17  99  ES  NS 

5960 

Eiccifon  Tube,  Gai  Swilthing  TR  JAN  721D  VaMaltd  Apr  83  USER-CG  MC 

Mll.E-1/'I432A 

EC 

16  Mor 

71 

ER 

EC 

85 

AS  rev-mi  11  99  ES 

5960 

Electron  Tube,  Gos  Switching  Type  6378  Validated  Apr  87  REV-AR  11  99  ES.... 

MIL-E-1/964C 
NOTICE  1 

85 

17  Apr 

87 

ER 

EC 

85 

5960 

Electron  Tube,  Gos  Type  8435  Validatca  Mar  80  USER-AR  OS  AS  CG  MC  19 

MII.E.1/1496B  (1) 

EC 

12  Apr 

74 

ER 

EC 

85 

11  REV.17  99  ES 

5960 

Electron  Tube,  Goscous  Discharge  Type  7617  USER-ME  AV  AT  MC  AS  OS  11 

MII.E-1/987E  (1) 

EC 

01  feb 

84 

ER 

EC 

85 

REV-1?  99  ES 

1 

£960 

Elactron  Tube.  Go>  Type  8376  VaMated  Apr  83  USER-OS  AS  MC  CG  REV-ES 

MIL-E-1/1595A 

EC 

01  Feb 

71 

EC 

L 

5960 

Eliciron  lube,  Gqj  Type  7620  VaKdalcd  Apr  81  USER-MC  CG  REV-ES  . 

Ma.E-1/1612 
NOTICE  2 

EC 

19  May 

75 

EC 

5960 

Electron  Tube,  Gos  Typj  857S  Validalod  Apr  81  USER-AR  MC  CG  SH  AS  OS 

Ma-E-1/1614A 

EC 

12  Dee 

74 

ER 

EC 

85 

REV.17  11  99  ES 

5960 

Electron  Tube,  Gos  Switching  Type  1B58A  USER-AS  OS  MC  CG  SH  REV-99 

11  ES 

Elecl'on  Tube,  Gos  Type  8698  Validated  Apr  61  USER-MC  CG  AS  OS  19  14 

MIL-E-1/970D  (3) 

85 

22  Feb 

85 

ER 

EC 

35 

5960 

MU..E-1/913B 

EC 

10  Jul 

75 

ER 

EC 

85 

REV.17  99  ES 

1 

5960 

Electron  Tube,  Gas  Switching  Type  6962  Validated  Jon  83  REV-MI  ES  . . 

MII-E-1/1071B 

ER 

11  Nov 

71 

ER 

5960 

Electron  Tube,  Gas  Switching  Type  5939A  Validated  Apr  84  USER-CG  OS  AS 

MIL.EI/396G 

EC 

04  Oct 

77 

ER 

EC 

85 

REV.17  1 1  99  ES 

5960 

Electron  Tube,  Gos  Switching  Type  8770  Validated  Apr  81  USER-AR  CG  OS 

MIL-E-l/  1643B 

EC 

08  May 

75 

ER 

CC 

85 

AS  SH  11  REV.99  ES 

L 

5960 

Electron  Tube,  Gos  Switching  Type  6795A  Validated  Auy  83  REV-ES  . . 

MIL-E-1/1675 

ER 

18  Jul 

69 

ER 

5960 

Electron  Tube,  Gos  Switching  Type  000  004  Validated  Apr  62  USER-CG  OS 

Mlt,E-l/I701B 

EC 

21  Jun 

76 

ER 

EC 

85 

MC  AS  REV-ll  17  99  ES 

1 

5960 

Electron  Tube,  Gos  Switching  Type  COD  008  REV>17  05  99  ES  ........ ..  . . . 

Mll-E-1/1710 
NOTICE  1 

85 

17  Apr 

87 

85 

t 

5960 

Eluetton  Tube,  Gus  Switch'ng  Typo  OOD  uiO  Vohdatea  Apr  84  KbV-Eb  . . . 

AML-E-1/1714A 

EC 

10  Nov 

76 

EC 

5960 

Electron  Tube,  Gos  Swichmg  Type  DOD  020  1  USER-OS  AS  CG  MC  11 

MIL-E-171731A  (1) 

85 

17  Apr 

87 

ER 

EC 

85 

REV-AR  ME  99  ES 

NOTICE  1 

5960 

Electron  Tube,  Gos  Switching  Type  8922  Validated  Apr  84  USER-AS  CG  OS 

Mll-E-I/1718 

EC 

01  Jun 

72 

ER 

EC 

85 

MC  REV-AR  Ml  99  ES 

5960 

Electron  Tube,  Gos  Switching  Type  DOD  005  Validated  May  83  USER-CG  AS 

Mll.E-I/1703  (1) 

EC 

23  Apr 

73 

ER 

EC 

85 

MCOS  '9  REV.17  11  99  65 

5960 

Electron  Tube,  Gus  Switching  Type  8919  USER-AR  AS  OS  CG  MC  RfcV-17  11 

MIL-E-l/ I709A 

EC 

26  Jun 

85 

ER 

EC 

85 

99  ES 

L 

5960 

Electron  Tube,  Gos  Switching  Type  7849  REV-ll  99  . . . . . 

MIL-E-1/1699A 
NOTICE  1 

85 

17  Apr 

87 

85 

5960 

Electron  Tube,  Gos  Switching  Type  586S  Validated  Oct  87  USER-AS  OS  MC 

MIL-E-1/368E 

EC 

13  Oct 

87 

ER 

EC 

85 

CG  SH  REV.17  n  99  ES  NOTICE  1 
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PSC  LISTING 


DOCUMENT 


IjC 

TITLE 

NUMBER 

PREP 

DATE 

CUSTODIAN 

5960 

Electron  Tube,  Gos  Switching  Type  6560  Volidated  Apr  84  USEft*OS  CG  AS 

MIL.E-1/837D 

EC 

05  Moy 

72 

ER 

EC 

85 

19  REV.17  11  99  ES 

5960 

Electron  Tube,  Gas  Switching  Type  6j22  Valldaled  Apr  USER*SH  OS  AS 

MIL-E-1/370E  (1) 

EC 

05  Jun 

75 

ER 

EC 

85 

CG  MC  11  REV.99  ES 

5960 

Electron  Tube,  Gas  Switching  Type  5853  VaUdaled  Apr  83  USER*MC  SH  OS 

MII-E-1/504E 

EC 

08  Jul 

77 

ER 

EC 

85 

AS  CG  11  REV-17  99  ES 

1960 

Eleciton  Tube,  Goi  Type  4B32  Valldaled  Apr  81  USER-AR  OS  AS  CG  MC  11 

MIL.E-1/891B 

EC 

30  Apr 

75 

ER 

EC 

85 

REV-17  99  ES 

5960 

Electron  Tube,  Got  Type  5962  USER-ME  MC  CG  AS  OS  11  REV-17  99  ES  ...... 

MII-E-1/505F  (1) 

EC 

23  Apr 

84 

ER 

EC 

85 

5960 

Electron  Tube,  Gos  Switching  Type  5863  Validated  Apr  83  USER*CG  OS  AS 

MIL-E-1/298E 

EC 

30  Dec 

70 

ER 

EC 

85 

REV-99  ES 

5960 

Electron  Tube,  Gas  Switching  Type  5927  Validated  Apr  83  USER>CO  MC  OS 

MII-E-1/299E 

EC 

31  Dec 

70 

ER 

EC 

85 

AS  REV-AR  17  11  99  ES 

5960 

Electron  Tube,  Gas  Switching  Type  1823  Validated  Apr  84  USER^CG  MC  AS 

M1L-E-1/21B 

EC 

16  Jun 

72 

ER 

EC 

85 

os  REV-11  17  99  ES 

5960 

Electron  Tube,  Glow  Modulotor  Type  1859  1/  Validated  Apr  83  USER*MC  CG 

MIL-E-1/178F 

EC 

23  Dec 

70 

ER 

EC 

85 

os  AS  17  19  REV-99  ES 

5960 

Electron  Tube,  Gas  Switching  Type  1827  Validated  Apr  8i  USER^CG  MC  AS 

MIL-E-1/208F  (1) 

EC 

05  Jun 

75 

ER 

EC 

85 

SH  11  REV-99  ES 

5960 

Electron  Tube,  Gas  Switching  Type  1635A,  1837 A,  6162  &  5864  Validated  Apr 

MII.E-1/22H  (1) 

EC 

13  Moy 

75 

ER 

EC 

85 

81  USER-MC  CG  AS  OS  SH  11  REV-99  ES 

5960 

Electron  Tube,  Got  Type  5517  Valldaled  Apr  87  USER-MI  AR  MC  SH  CG  OS 

Mll-E  1/69CC 

85 

17  Apr 

87 

ER 

EC 

85 

AS  11  REV-17  99  ES 

NOTICE  1 

5960 

Electron  Tube,  Gas  Switching  Jan  1B63A  Validated  Apr  82  USER*MC  CG  AS 

MIL-E-1725E 

FC 

11  Feb 

76 

ER 

EC 

35 

SH  REV-11  99  ES 

5960 

Electron  Tube,  Gas  Type  5643  Validated  Jan  86  US£R*CC  MC  AS  19  REV-ME 

MII-E-1/757J 

EC 

21  Nov 

73 

ER 

EC 

85 

Ml  11  17  99  ES 

NOTICE  1 

5960 

Electron  Tube,  Gos  Switching  Type  6024  Validated  Apr  87  USER^OS  AS  CG 

MIL-E-1/796B 

85 

17  Apr 

87 

ER 

EC 

85 

MC  SH  REV-AR  99 

NOTICE  1 

5960 

Electron  Tube,  Gas  Type  3822  Validated  Apr  82  USER*CG  MC  AS  OS  SH  19 

MIL-E-1/751D  (1) 

EC 

15  Apr 

76 

ER 

EC 

85 

REV-11  17  99  ES 

5960 

Electron  Tube,  Gas  Switching  JAN  1663A  Validated  Apr  84  USER*CG  MC  AS 

MII-E-1/26C 

EC 

05  Moy 

72 

ER 

EC 

85 

REV-11  17  99  ES 

5960 

Electron  Tube,  Gos  Type  83  Validated  Apr  81  USER'MC  SH  CG  OS  AS  11 

M1L-E-1/581C 

EC 

30  Apr 

75 

ER 

EC 

85 

REV-AR  99  ES 

5960 

Electron  Tube,  Got  Switching  ATR  JAN5921  5922  Valldaled  Aar  83  VSiR-CO 

MIL-E.1/607B 

EC 

02  Nov 

70 

ER 

EC 

85 

SA  MC  OS  AS  19  REV-ll  17  99  ES 

5960 

Electron  Tube,  Gos  Switching  TR  JAN  1824A  Validated  Apr  83  USER*MC  OS 

MU-E.1/609E 

EC 

27  Jon 

71 

ER 

EC 

85 

CG  AS  19  REV-MI  17  11  99  ES 

5960 

Electron  Tube,  Gas  Types  3C23  And  3238  Validated  Apr  82  USER*MC  CG  AS 

MII-E-1/610E 

EC 

18  Mar 

76 

ER 

EC 

85 

OS  19  RbV-AR  11  99  ES 

5960 

Electron  Tube,  Got  Type  249C  Valldaled  Apr  81  USER-MC  AS  OS  SH  CG  17 

MIL-E.1/612D 

EC 

30  Apr 

75 

ER 

EC 

85 

REV-99  ES 

5960 

Electron  Tube,  Imoge  Converter  Type  6914  USER'AR  CG  A\C  AS  19  REV'MI  17 

MIL-C-1/1049F 

EC 

10  Apr 

84 

ER 

EC 

85 

99  ES 

5960 

Electron  Tube,  Klyitron  Type  6460  Validated  May  85  USER*05  MC  AS  CG-19 

MIL-E-1/923C 

EC 

25  Aug 

66 

ER 

EC 

85 

14  REV-MI  17  11  99  ES 

5960 

Electron  Tube,  Klyitron  JAN  776Z  Validated  Apr  83  USER-AV  ME  MC  CG  AS 

M11.E.1/981C 

EC 

31  Mor 

70 

ER 

EC 

85 

OS  REV-11  99  ES 

5960 

Electron  Tube,  Klystron  Type  2K25  Validated  Apr  87  USER*ME  MC  OS  CO  AS 

MIL-E-1/982B 

35 

17  Apr 

87 

ER 

EC 

85 

REV-AR  11  99  ES 

NOTICE  1 

L 

5960 

Electron  Tube,  Klystron  Typo  SRL  7F,  SRL  7G,  SRI  7H  Validated  Jan  83 

MII-E-1/1012A  (1) 

ER 

16  Nov 

64 

ER 

REV-ES 

5960 

Electron  Tube,  Klystron  JAN  598\  Validated  Apr  84  USER-CG  MC  AS  REV-17 

MIL-E-1/?36C 

EC 

03  Nov 

65 

ER 

EC 

85 

1 1  99  ES 

5960 

Electron  Tube,  Klystron  Type  6781  Validated  Apr  83  USER-ME  CG  AS  OS 

Mll-E-17i1B0C 

EC 

17  Jun 

70 

ER 

EC 

85 

REV-ll  99  ES 

5960 

Electron  Tube,  Klystron  Type  6975  Validated  Apr  84  USER-ME  MC  CG  AS  OS 

MIL-E.1/1081D 

EC 

01  Dec 

77 

ER 

EC 

85 

REV-ll  99  ES 

1 

5960 

Electron  Tube,  Klystron  Type  7S29A  REV-99  ES  . . . . . . . 

MII-E-1/I622A  (1) 
NOTICE  1 

85 

17  Apr 

87 

85 

5960 

Electron  Tube,  Klystron  Type  8493  Validated  Nov  83  USER-AR  CG  AS  OS  MC 

MIL-E-1/1112F  (1) 

85 

18  Nov 

88 

ER 

EC 

85 

SH  11  REV-99 

NOTICE  1 

1 

5960 

Electron  Tube,  Klystron,  Type  8196  Validated  Apr  82  USER-CG  MC  OS  AS 

MIL-E-1/1520B 

EC 

12  Aug 

76 

EC 

REV-ES 

1 

5960 

Electron  Tube,  Klyiiron  Type  SOU  293  Validated  Apr  81  USER-CG  MC  OS  AS 

MIL.E-1/1528A 

EC 

03  Jui 

69 

EC 

REV-ES 

5960 

Electron  Tube,  Klystron  Type  417C  Validated  Apr  82  USER-MC  CG  AS  OS  11 

Ma-E-1/1537B 

EC 

10  Mar 

76 

ER 

EC 

35 

xtv-AK  yy  fcS 

L 

5960 

Electron  Tube,  Klystron,  Type  8405  Validated  Apr  83  USER-CG  MC  OS  AS 

MIL-E-1/12920  (1) 

EC 

26  Aug 

70 

EC 

REV-ES 

1 

5960 

Electron  Tube,  Klystron  Type  6584  Validated  Apr  82  REV-MC  OS  AS  CG.......... 

Mll-E-1/13388  (3) 

EC 

20  Joi 

76 

EC 

5960 

Electron  Tube,  Klystron  Type  8316  Validated  Apr  82  USER-CG  OS  SH  AS  MC 

MIL-E-1/1288E 

EC 

25  May  76 

ER 

EC 

85 

REV-U  99  ES 

5960 

Electron  Tube,  Klystron  Type  8467  Validated  Apr  87  USER-OS  CG  MC  REV.99 

MII-E.1/1571B 

85 

17  Apr 

87 

ER 

EC 

85 

ES 

NOTICE  1 

L 

5960 

Electron  Tube,  Klystron  Type  8237  Validated  Apr  82  USER-MC  CG  OS  AS 

MIL-E-1/1589C  (1) 

EC 

04  Jun 

76 

EC 

REV-ES 

1 

5960 

Electron  Tube,  Klystron  Types  8315  Validated  May  85  USER-SH  MC  AS  CG 

MIL-E-1/1290D  (2) 

EC 

24  Apr 

79 

EC 

os  rev-mi  ES 

5960 

Electron  Tube,  Klystron  Type  5837  Validated  Apr  82  USER-MC  AS  CG  OS  SH 

m;l-e-i/6020 

EC 

19  Nov 

74 

ER 

EC 

85 

19  11  REV-n  99  ES 


551 


FSC  LISTING 


DOCUMENT 


FSC 

TITLE 

NUMSER 

PREP 

DATE 

custodian 

L 

5960 

Electron  Tube,  Klystron  Type  D00*007  1/  Validated  Jan  86  REV-SH  OS  MC 

Mll-E-1/1708  (2) 

EC 

11  Jun 

74 

EC 

CG  AS  ES 

NOTICE  1 

5960 

Electron  Tube,  Klystron  Type  7049  Validated  Apr  84  USER-ME  OS  AS  CG 

MIL-E-1/1715 

EC 

05  Moy 

72 

ER 

EC 

85 

REV.ll  99  ES 

1 

5960 

Electron  Tube,  Klystron  Type  8901  Validated  Jim  82  USER-ll  REV.99  ES _ 

MtL-E-l/1690A  (1) 

85 

17  Feb 

82 

85 

5960 

Electron  Tube,  Klystron  1  Type  8979  Validated  Apr  81  USER'AS  OS  SH  MC 

MIL-E-1/1762 

EC 

16  Sep 

75 

ER 

EC 

85 

CG  n  rev.es 

1 

5960 

Electron  Tube,  Ku  Bond,  Cooxiol  Magnetron,  Pulse  Type. . . . . . 

MIL-E-1/1772  (1) 

ER 

01  Moy 

81 

ER 

5960 

Electron  Tube,  Klystron  Type  OOD  003  Validated  Apr  87  USER*ME  AS  OS  19 

MIL-E-1/1697A 

EC 

20  Jul 

76 

ER 

EC 

85 

REV.ll  99  ES 

5960 

Electron  Tube,  Klystron  Type  DOD  001  USER-AR  CG  AS  MC  OS  19  REV-11 

MIL-E-1/1687  (1) 

EC 

10  Feb 

81 

ER 

EC 

85 

99  17  ES 

5960 

Electron  Tute,  Klystron  Types  8849  And  8821  Validated  Apr  88  USER'ME  MC 

MII-E-1/I668A  (I) 

EC 

14  Apr 

71 

ER 

EC 

85 

CG  AS  OS  19  REV.17  11  99  ES 

L 

5960 

Electron  Tjbe,  Klystron  Typo  8766  Validated  Aug  83  R&V>ES.. . . 

.VMl-E-1/1669 

ER 

05  Apr 

69 

ER 

5960 

Electron  Tube,  Klystron  Type  8848  Validated  Apr  62  USER-ME  AS  OS  MC  CG 

MII..E-1/1684A 

EC 

25  Moy 

76 

ER 

EC 

85 

19  REV.ll  99  ES 

L 

5960 

Electron  Tube,  Klystron  Type  8759  Validated  Aug  83  REV>ES. . . . . . 

Mll-E-1/1677 

ER 

06  Oct 

69 

ER 

L 

5960 

Electron  Tube,  Klystron  Type  8634  Validated  Jan  83  REV-ES . . . 

Mll-E-1/1627 

ER 

15  Sep 

66 

ER 

1 

5960 

Ele.tron  Tube,  Klystron  Type  8956  USER-ll  REV-99 . 

MIL-E-1/1749B 
NOTICE  1 

85 

17  Apr 

87 

85 

1 

5960 

Electron  Tube,  Klystron,  Amplifier,  Pulsed  Type  DOD-034  Validated  Oct  88 . 

MIL-E-1/1758A  (1) 
NOTICE  1 

AR 

01  Jul 

83 

AR 

5960 

Electron  Tube,  Klystron  Type  2K22  Validated  Apr  83  USER-ME  SM  CG  MC  AS 

MILE-1/1638A 

EC 

16  Jun 

70 

ER 

EC 

85 

os  REV.ll  99  ES 

L 

5960 

Electron  Tube,  Klystron  Type  8406  Validated  Apr  83  USER-AS  CG  MC  OS 

MIL-E-1/1650A 

EC 

23  Jul 

69 

EC 

REV-ES 

5960 

Electron  Tube,  Klystron  Type  VA  2208  USER-AR  MC  OS  AS  CG  11  REV-99  ES 

MIL.E-1/1631A 
NOTICE  1 

85 

17  Apr 

87 

ER 

EC 

85 

5960 

Electron  Tube,  Klystron  Type  6BM6  Validated  May  86  USER-MC  OS  AS  CG 

MIL-E-1/744G 

EC 

01  Moy 

73 

ER 

EC 

85 

SH  REV-11  99  ES 

5960 

Electron  Tube,  Klystron  Type  6BL6  Validated  Apr  83  USER-ME  MC  AS  CG  OS 

MIL-E-1/745G 

EC 

28  Oct 

69 

ER 

EC 

85 

19  REV.ll  99  ES 

5960 

Electron  Tube,  Klystron  1  Type  6BM6A  Validated  May  85  USER-MC  CG  OS 

MIL-E-1/746G 

EC 

24  Apr 

73 

ER 

EC 

85 

AS  19  14  REV.17  11  99  ES 

5960 

Electron  Tube,  Klystron  Type  2K45  Validated  May  85  USER-CG  MC  OS  AS 

MIL-E-1/732D 

EC 

02  Fob 

73 

ER 

EC 

85 

REV-MI  17  11  99  ES 

5960 

Electron  Tube,  Klystron  Type  6310  Validated  Apr  87  USER-CG  MC  11  REV-SH 

MIL-E-1/605D 

85 

17  Apr 

87 

ER 

EC 

85 

99  ES 

NOTICE  1 

5960 

Electron  Tube,  KIvstron  Type  6312  USER-MC  CG  OS  AS  14  19  REV.17  11  99 

ES 

Electron  Tube,  Klystrom  Type  2K41  Validated  Apr  82  USER-ME  AS  CG  MC  OS 

MII-E-1/669D  (1) 

EC 

16  Dec 

82 

ER 

EC 

85 

5960 

Mll-E- 1/7308 

EC 

02  Feb 

76 

ER 

EC 

85 

SH  11  REV-AR  99  ES 

5960 

Electron  Tube,  Klystron  Type  6133  Validated  Apr  83  USER-CG  OS  AS  MC 

MIL-E-*./200C 

EC 

29  Jun 

70 

ER 

EC 

85 

REV.ll  17  99  ES 

5960 

Electron  Tube,  Klystron  JAN.6236  Validated  Apr  83  USER-AS  CG  MC  REV-MI 

MIL-E-1/264F 

EC 

26  Jon 

71 

ER 

EC 

85 

11  99  ES 

5960 

Electron  Tube,  Klystron  \  Type  DOD  002  Validated  Apr  USER-ME  OS  CG 

MIL-E-1/485E 

EC 

20  Feb 

76 

ER 

EC 

85 

AS  MC  REV-ll  99  ES 

5960 

Electron  Tube,  Klystron  Type  6995  Validated  Apr  82  USER-ME  AR  OS  AS  CG 

MII-E-1/901C 

EC 

20  Feb 

76 

ER 

EC 

85 

MC  11  REV.99  ES 

5960 

Electron  Tul,«,  Klystron  Type  7265  Validated  Apr  83  USER-AS  CG  MC  OS 

Mll-E-1/5008 

EC 

01  Feb 

71 

ER 

EC 

85 

REV-ll  59  ES 

5960 

Electron  Tube,  Klystron  Type  6390  Validated  Apr  82  USER-AS  MC  CG  OS  1 1 

MIL-E-1/840E 

EC 

15  Apr 

76 

ER 

EC 

85 

REV-AR  99  ES 

5960 

Electron  Tube,  Klystron  Type  6115A  Validated  Apr  82  USER-OS  MC  AS  CG  11 

MIL-E-1/845D 

EC 

15  Mor 

76 

ER 

EC 

85 

REV.99  ES 

5960 

Electron  Tube,  Klystron  Type  6116  Validated  Apr  87  USER-CG  AS  OS  REV-17 

MIL-E-1/478E 

85 

23  No. 

70 

ER 

EC 

85 

11  99  ES 

NOTICE  1 

5960 

Electron  Tube,  Klystron  Type  2K28  Validated  Apr  83  USER-ME  CG  MC  OS  AS 

MIL-E-1/496C  (1) 

EC 

23  Oel 

70 

ER 

EC 

85 

19  REV-l  1  99  ES 

5960 

Electron  Tube,  Klystron  Type  2K48  Validated  Apr  82  USER-CG  MC  AS  OS  19 

MIL-E-1/374D  (1) 

EC 

20  Jul 

76 

ER 

EC 

85 

REV-17  11  99  ES 

5960 

Electron  Tube,  Klystron  Type  5721  Validated  Apr  83  USER-CG-MC  AS  OS 

MIL-E-1/135D 

EC 

26  Oel 

70 

ER 

EC 

85 

REV-ll  99  ES 

L 

5960 

Electron  Tube,  Magnetron,  Type  6344A  (Navy)  Validated  Oct  8/  USER*OS  AS 

MIL-E-1/383C 

EC 

13  Ocl 

87 

EC 

CG  MC  REV-ES 

NOTICE  1 

5960 

Electron  Tube,  Mognetron  Type  8855  Validated  Apr  82  USER-CG  MC  AS  OS 

MII-E-1/16408 

EC 

29  Jon 

76 

ER 

EC 

85 

.REV  1 1 

L 

5960 

Electron  Tube,  Mognetron  Type  DOD  035  Vaiiaated  Apr  62 . . . . 

MIL-E-1/1759A 

EC 

20  Feb 

76 

EC 

5960 

Electron  Tube,  Magnetron  1  Type  OOD  036  Validated  Apr  81  USER-ME  AR 

MII-E-1/1760 

EC 

28  Jul 

75 

ER 

EC 

85 

MC  SHCGO.'  AS  19REV.il  ES 

5960 

Electron  Tube,  Mognetron  Type  8939  Validated  Apr  84  USER-AR  MC  OS  CG 

MIL-E-1/17388 

EC 

12  Jun 

78 

ER 

EC 

85 

11  REV.99 

1 

5960 

Electron  Tube,  Mognetron  Type  OOD  028  Validated  Jan  86  REV-SH  CO  MC 

MII-E-1/1750 

EC 

31  Moy  74 

fC 

os  AS 

NOTICE  I 

1 

5960 

Electron  Tube,  Megnolron  Type  DOD  029  Validated  Apr  83 \)62R-CC  MC  OS 

AS 

Electron  Tube,  Mognetron  Type  DOD  031  Validated  Apr  82  USER-OS  AS 

MII-E-1/1751A  (1) 

EC 

10  Nov 

76 

EC 

L 

5960 

MI'..-E-1/1753 

EC 

31  Oel 

74 

EC 

L 

5960 

Electron  Tube,  Mognetron  Type  OOD  032  Validated  Apr  81  USER-OS  AS 

MIE-E-1/1754 

EC 

31  Oel 

74 

EC 

1 

5960 

Electron  Tube,  Magnetron  Type  OOD  033  Validated  Apr  81  .............................. 

MII-E-1/1755 

EC 

31  Oel 

74 

EC 

1 

5960 

Elcclroti  Tube,  Moonciron  Type  8945  USER-I!  REV-99  17 . . . 

MII.E-1/1739  (1) 

85 

12  Apr 

79 

85 
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L 

5960 

Electron  Tube,  Mtcrowove,  Negative  Grid  Type  5767  Validated  Apr  81 

Mll-E-1/1659  (1) 

EC 

24  Apr 

69 

EC 

USER-CG  MC  AS  OS  REV-ES 

1 

5960 

Electron  Tube,  Magnetron  Type  8798  REV>1)  99  ES, . . . . . 

MIL.E-1/1688A 
NOTICE  1 

85 

17  Apr 

87 

85 

L 

5960 

Electron  Tube,  Magnetron  Type  USAF  6233  REV-11  99  ES . . . 

MIL-E-1/1704 

NOTICE  1 

85 

17  Apr 

87 

85 

L 

5960 

Electron  Tube,  Mognelron  Type  8896  USER-1 1  REV-99  ES . . . 

MIL-E-1/1705A 
NOTICE  1 

85 

17  Apr 

87 

85 

1 

5960 

Electron  Tube,  Mognetron  Type  7547  REV-11  99  ES... . . . . 

MIL-E-1/1700A 
NOTICE  1 

85 

17  Apr 

87 

85 

5960 

Electron  Tube,  Microwove,  Negative  Grid  Typo  8403  Validated  Apr  62 

MIL-E-1/1660A 

EC 

11  Nov 

75 

ER 

EC 

85 

USER-ME  AS  OS  CG  11  REV-aR  17  99  ES 

L 

5960 

Electron  Tube,  Magnetron  Type  8982  Validated  May  85  USER-A$  CG  OS 

MIL-E-1/1769  (1) 

EC 

26  Ocl 

77 

EC 

REV-ES 

L 

5960 

Electron  Tube,  Mognetron  Type  8763  Validated  Apr  83  USER^MC  AS  OS 

MIL.E-1/1680B 

EC 

> 

o 

2 

76 

EC 

REV-ES 

5960 

Electron  Tube,  Microwave  Negative  Grid  Type  DOD  018  Validated  May  85 

MlL-E-l/1727  (1) 

EC 

14  Moy 

73 

ER 

85 

USER-MC  OS  AS  CG  REV-99  ES 

5960 

Electron  Tube,  Mognetron  Type  DOD  Oil  Validated  Jan  86  USER^AR  OS  CG 

MIL-E-1/1719  (1) 

EC 

12  Apr 

74 

ER 

EC 

AS  MC  REV-ES 

NOTICE  1 

5960 

Electron  Tube,  Magnetron  Type  DOD  015  Validated  Apr  82  USER*19  REV-AR 

MII-E-1/1722A 

EC 

20  Jul 

76 

ER 

EC 

85 

17  11  99  ES 

5960 

Electron  Tube,  Magnetron  Type  8943  Validated  May  68  USER-OS  SH  AS  CG 

MIL-E-1/1734A 

85 

01  Dec 

78 

ER 

EC 

85 

MC  11  REV-99  ES 

5960 

Electron  Tube,  Mognetron  Types  2J30  Through  2J34  Validated  Apr  81 

MIL-E-1/1676A 

EC 

27  Jun 

75 

ER 

EC 

85 

USER-ME  AV  OS  AS  MC  CG  SH  11  REV-AR  99  ES 

L 

5960 

Electron  Tube,  Magnetron  Type  8827  Validated  Apr  81  USER*A$  MC  CG  OS 

MIL-E-1/1664A 

EC 

16  Jun 

75 

EC 

REV-ES 

L 

5960 

Electron  Tube,  Magnetron,  Pulse  Type  7452A  Validated  Jan  63  REV-ES . 

MIL-E-l/507f 

ER 

09  Jan 

70 

ER 

5960 

Electron  Tube,  Magnetro-  Type  7111  Validated  May  85  USER-AR  CG  MC  OS 

M1L-E-1/1243A 

EC 

06  Mar 

73 

ER 

EC 

85 

AS  11  REV-MI  99  ES 

L 

5960 

Electron  Tube,  Mognetron,  Type  7156A  Validated  Apr  81  USER-AS  CG  OS  MC 

MIL-E-1/1570C 

EC 

30  Sep 

74 

EC 

SH  REV-ES 

L 

5960 

Electron  Tube,  Microwove  (Negolive  Grid)  Type  7698  USER-AS  OS  MC  CG 

MIL-E-1/1470C  (1) 

EC 

o 

Z 

o 

< 

85 

EC 

REV-ES 

5960 

Electron  Tube,'Microwave,  Negotive  Grid  Type  7588  Validated  Apr  81 

MIL-E-1/1452E 

EC 

10  Jul 

75 

ER 

EC 

85 

USER-MC  AS  CG  OS  11  REV-99  ES 

5960 

EI««lfon  Tube,  Mognelron  Type  7006  USER-SH  CG  MC  OS  AS  REV-17  11  99 

ES 

Electron  Tube,  Mognetron  TYPE-6S17  Validcled  Apr  87  REV.99 . 

MII.E-1/1461D  (1) 

ER 

16  Mor 

87 

ER 

EC 

85 

5960 

MIL.E-1/1315D  (1) 
NOTICE  1 

85 

17  Apr 

87 

ER 

EC 

85 

•fO 

Electron  Tube,-Microwove  Type  7266  Validated  May  87  REV-17  99, . 

MII.E-1/1333F 
NOTICE  1 

85 

17  Apr 

87 

ER 

EC 

85 

c 

Electron  Tube,  Magnetron  Pulse,  Type  7521  Validated  Jan  83  REV-MI  99  ES  •... 

Mll.E-1/1329  (3) 

ER 

08  Aug 

66 

ER 

•y) 

•‘•on  Tube,  Magnetron  Type  6248  Validated  Apr  87  REV.99........ . . 

MIL-E-1/1554B 
NOTICE  1 

85 

17  Apr 

87 

85 

1 

59.. 

‘.Magnetron,  Pulsed  REV-ES. . . . . . 

MIL-E-1/1594C 

ER 

29  Jon 

86 

L 

5960 

•riccti  elognotron  Type  8682  Validated  Apr  81  ySER-OS  AS  MC  SH 

MII-E-1/1624A 

EC 

03  Mor 

75 

EC 

CG  Rev  ..p 

L 

•5960 

Electron  Tube,  Magnetron  Type  7460  Validated  Apr  83  USER-AS  MC  OS  CO 

MIL-E-1/1600 

EC 

19  Sep 

66 

EC 

REV-ES 

NOTICE  2  (EC) 

5960 

Electron  Tube,  Magnetron  Type  7256  Validated  Apr  87  USER-AS  CG  OS 

MIL.E-1/1618B 

85 

17  Apr 

87 

ER 

EC 

85 

REV-11  99  ES 

NOTICE  1 

5960 

Electron  Tube,  Mognetron  Type  5795  Validated  Apr  87  USER-AS  MC  CG  OS 

MIL-E-1/1522C  (1) 

85 

17  Apr 

87 

ER 

EC 

85 

19  REV-17  99  ES 

NOTICE  1 

L 

596U 

Electron  Tube,  Microwove  Noise  Source,  Type  6782  Validated  Aug  83  REV-Ml 

ES 

Electron  Tube,  Mognelron  Types  2J49  And  2J50  Validated  Apr  81  USER-AV 

MIL.E-1/1147A  (1) 

ER 

20  Jon 

61 

ER 

5960 

MIL-E-1/945D 

EC 

08  Moy  75 

ER 

EC 

85 

AS  CG  OS  MC  SH  REV-11  99  ES 

5960 

Electron  Tube,  Magnetron  JAN  2J42H  Validated  Apr  81  USER-CG  OS  MC  AS 

Mlt-E-1/1002E 

EC 

13  Sep 

74 

ER 

EC 

85 

REV-Ak  11  99  ES 

5960 

Electron  Tube,  Microwove,  Negative  Grid  Type  6442  USER-CG  MC’OS-AS  19 

MIL-E-1/1C55D  (2) 

ER 

30  Moy  88 

ER 

EC 

85 

REV.17  11  99ES 

5960 

Electron  Tube,  Mognelron,  Pulse,  Type  7529  Validated  Apr  87  USER-OS  AS  SH 

MIL-E-1/10360  (1) 

85 

17  Apr 

87 

ER 

EC 

85 

CGMC  11  REV-MI  AR99ES 

NOTICE  1 

5960 

Electron  Tube,  Magnetron  Type  6002  Validated  Apr  87  REV-SH  11  99  80  ES,... 

MII.E-1/373C  (1) 
NOTICE  1 

85 

20  Aug 

75 

ER 

EC 

85 

5960 

Electron  Tube,  Mognelron  Type  6510  Validated  Apr  81  USER-ME  AS  MC  OS 

MIL-E-1/835B 

EC 

05  Feb 

69 

ER 

EC 

85 

CG  19  REV-11  99  ES 

L 

5960 

Electron  Tube,  Magnetron  Type  6402  Validated  Apr  83  USER-CG  AS  OS  mC 

MII-E-T/805A 

EC 

08  Oct 

70 

EC 

REV-ES 

5960 

Electron  Tube,  Magnetron  Type  2J51A  Validated  Apr  82  USER-AV  ME  aR  CG 

MIL-E-1/846J 

EC 

18  Mor 

76 

ER 

EC 

MC  AS  OS  REV-ll  99  ES 

1 

5960 

Electron  Tube,  Mognelrots  JAN  6551  Validated  May  88  REV-11 

Mll-E-1/8488 

85 

20  Moy  88 

85 

NOTICE  1 

5960 

Electron -Tube,  Mognetron  Type  6543  Validated  Apr  82  USER-ME-CG  mC  AS 

M11-E-1/849F 

EC 

20  Feb 

76 

ER 

EC 

85 

os  RCV-ll  99  ES 

5960 

Electron  Tube,  Mognelron  Types  4J57  Through  4J59  Validated  Apr.31 

MIL-E-1/400  (1) 

EC 

13  May  75 

ER 

EC 

85 

USER-CG  MC  AS  OS  SH  REV-MI  AR  11  99  ES 

5960 

Electron  Tube,  Magnetron  JAN  5780  Validated  J*  i  86  USER-CG  MC  AS 

MII-E-1/851G 

EC 

05  Moy  75 

ER 

EC 

85 

SH  REV-Ml  AR  11  17  99  ES 

NOTICE  1 

5960 

Electron  Tube,  Mognelron  Type  2J55  Validated  Apr  81  USER-CG  OSrAS  SH 

M11.E-1/297C  (1) 

EC 

05  Jun 

75 

ER 

EC 

85 

11  REV.99  ES 
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5960 

Electron  Tube,  Magnetron  Type  5J26  Validated  Apr  83  USER-ME  AV  OS  AS 

MIL.E.1/205G  (1) 

EC 

10  Nov 

76 

ER 

EC 

85 

MC  CG  IT  REV.99  ES 

5960 

Electron  Tube,  Mognetron,  Pulje  JAN  6410A  Validated  Jan  83  USER-OS  AS 

MII-E-1/665D 

ER 

02  Sep 

7T 

ER 

EC 

85 

CG  MC  REV-AR  T7  TI  99  ES 

5960 

Electron  Tube,  Microwove  Type  2B22  Validated  Apr  81  USER-OS  CG  AS  MC 

ATII-E-1/736B 

EC 

02  Oct 

68 

ER 

EC 

85 

19  REV.99  ES 

5960 

Electron  Tube,  Magneton  Type  4j38  Validated  Apr  82  USER-MC  AS  OS  CG 

MIL-E-1/766C 

EC 

02  Feb 

76 

ER 

EC 

85 

SH  IT  REV-99  cS 

5960 

electron  Tube,  JAognetron  Types  5586  And  5657  Validated  Apr  87  USER-AS 

Mll-E-1/*»70C 

85 

17  Apr 

87 

ER 

EC 

85 

CG  SH  IT  REV-99  ES 

NOTICE  1 

5960 

Electron  Tube.  Mognetron  T/pe  4J52A  USER-ME  AR  CG  AS  OS  SH  REV-1 1  17 

ES 

Electron  Tube,  Mognetron  Type  6T77A  Validated  Apr  81  USER-AR  CG  MC  AS 

MIL-E-1/800E  (2) 

EC 

15  Apr 

87 

ER 

EC 

85 

5960 

MIL-E-1/666F 

EC 

19  Nov 

74 

ER 

EC 

85 

OS  SH  19  REV-II  17  99  ES 

5960 

Electron  Tube,  Magnetron  Typo  2J42  Validated  Apr  61  USER*AR  MC  AS  CG 

MII.-E-1/667G 

EC 

07  Jul 

75 

ER 

EC 

85 

os  SH  REV-lI  99  ES 

5960 

Electron  Tube,  Microwave  Type  6173  Validated  May  8S  USER-CG  MC  OS  AS 

MII-E-1/670E  (1) 

EC 

27  Nov 

78 

ER 

EC 

85 

T9REV.MI  AR  17  IT  99  ES 

5960 

Electron  Tube,  Microwove,  Negative  Grid  Type  2C36  Validated  Apr  81 

MIL-E-1/30A 

EC 

13  Fee 

69 

ER 

EC 

85 

USER-ME  MC  CG  OS  AS  19  REV-MI  11  99  ES 

5960 

Electron  Tube,  Negative  Grid  (Microwove)  Type  2C42  Validated  Apr  87 

MII-E-1/73BC 

85 

17  Apr 

87 

ER 

EC 

85 

USER-CG  MC  AS  OS  14  19  REV-ll  17  99  ES 

NOTICE  1 

5960 

Electron  Tube,  Negcitive  Grid  (Microwove)  Type  6897  Validated  Jan  83 

MIL-E-1/1037D  (1) 

ER 

08  Jun 

73 

ER 

EC 

85 

USER-ME  CG  MC  OS  AS  REV.19  11  99  ES 

5960 

Electron  Tube,  Negotive  Grid  (Microwave)  Type  7077  Validated  Apr  82 

MI1-E.1/1203J 

EC 

25  May 

76 

ER 

EC 

85 

USER-AS  OS  CG  MC  REV-MI  11  99  ES 

5960 

Electron  Tube,  Negative  Grid  (Microwave)  Type  5768  Validated  Jan  83 

MII-E-1/1075C  (1) 

ER 

10  Nov 

70 

ER 

EC 

85 

USER-ME  OS  AS  CG  19  REV-99  ES 

5960 

Electron -Tube/ Numericol  Indtcotor  Type  8502  Validated  Jon  83  USER-CG  OS 

Ma-E-1/1536A 

ER 

04  Jon 

71 

ER 

EC 

85 

AS  19  REV-17  11  99  ES 

5960 

Electron  Tube,-Numerfcal  Indicator  Type  8422  Validated  Jan  83  USER-MC  CG 

MIL-E.T/1519A 

ER 

06  Jon 

71 

ER 

EC 

85 

os  AS  19  REV-MI  17  11  99  ES 

5960 

Electron  Tube,- Negative  Grid  (Microwove)  Type  5876A  Validated  Apr  87 

MII-E-1/1043D 

85 

03  Oct 

77 

ER 

EC 

85 

USER-CG  MC  OS  AS  11  REV.99  ES 

NOTICE  1 

5960 

Electron  Tube,  Negotive  Grid  Type  7784  Validated  Apr  87  REV-SH  80  17 

Mll.E.1/t621A 
NOTICE  1 

85 

29  Aug 

75 

ER 

EC 

85 

1 

5960 

Electron  Tube,  Negotive  Grid  (Microwove)  Type  6263A  Validated  Apr  87 

MIL-E-1/1044C  (1) 

85 

19  Jul 

78 

85 

REV.99  11  17  ES 

NOTICE  1 

5960 

Electron  Tube,  Negative  Grid  (Microwove)  Type  7768  Validated  Jan  83 

MII-E-1/1S170 

ER 

19  Moy 

78 

ER 

EC 

85 

USER-OS  MCCG  AS  1°  REV-ME  11  17  99  ES 

5960 

Electron  Tube,  Numerical  Indlcotor  Type  8423  USER-MC  SH  CG  OS  A$  17 

MIl-E-l/TSTBA 

ER 

31  Jul 

84 

ER 

EC 

85 

REV-ll  99  ES 

5960 

Electron  Tube,  Numericol  Indlcotor  Type  7009  Validated  Apr  8J  USER-AR  AS 

M11-E.1/1500B  (1) 

EC 

16  Mar 

78 

t-T 

EC 

85 

os  CG  MC  19  11  REV.17  99  ES 

5960 

Electron-Tube,  Numerical  Indicator  Type  7977  Validated  Apr  84  USER-MC  CG 

Ma-E-1/1497B  (1) 

EC 

16  Mor 

78 

ER 

EC 

85 

AS  OS  19  11  REV-MI  17  99  ES 

- 

1 

5960 

Electron  Tube,  Negotive  Grid  (Microwove)  Type  6264A  Validated  Apr  87 

MII-E-1/I045C  (1) 

85 

17  Apr 

87 

85 

REV-ll  99  ES 

NOTICE  1 

5960 

Electron  Tube,  Negotive  Grid  (Microwove)  Type  7289  Validated  Aug  83 

MIL-E-1/1120E 

ER 

09  Nov 

72 

ER 

EC 

85 

USER-ME  MC  CG  AS  OS  19  REV-ll  17  99  ES 

5960 

Electron  Tube,  Negative-Grid  (Microwove)  Type  2C41  USER-AS  OS  MC  CG 

MII-E-1B/1047B 

ER 

30  Sep 

85 

ER 

EC 

85 

19  REV-ll  99  ES 

5960 

Electron  Tube,  Negotive  Grid  (Microwove)  Types  7815,  7815R  USER-AS  CG 

MII-E-1/1429G 

85 

22  Apr 

86 

EC 

85 

MC  OS  REV-ES 

L 

5960 

Electron  Tube,-No>$e  Source  Type  6357  Validated  Apr  87  REV-99 . . 

MIL-E-1/1394B 
NOTICE  1 

85 

17  Apr 

87 

85 

_ 

5960 

Electron  Tube,-Negotive  Grid,  Microwove  Type  7486  Validated  Apr  81 

MIL-E.1/1330E 

EC 

09  Jul 

75 

ER 

EC 

85 

: 

USER-MC  OS  AS  CG  REV-ll  99  ES 

L 

5960 

Electron  Tube,  Negotive  Grid,  (Microwave)  Type  7296  Validated  Apr  84 

MIL-E-1/1334F 

EC 

04  Feb 

72 

EC 

USER-AS  CG  MC  OS  REV-ES 

5960 

Electron  Tube,-NegotIve  Grid  (Microwove)  Type  7462  Validated  Apr  81 

MIL-E-1/1335F 

EC 

09  Jul 

75 

ER 

EC 

85 

USER-ME  OS  CG  AS  REV-AR  99  ES 

- 

5960 

Electron  Tube,  Negotive  Grid  (Microwave)  Type  7554  Validated  Apr  83 

MII-E-1/1325D  (I) 

EC 

17  Nov 

76 

ER 

EC 

85 

•; 

5960 

USER-AR  CG  MC  AS  REV.17  11  99  ES 

Electron  Tube,  Numericol  Indicotor  Type  JAM  8037,  8421  Validated  „  3 

MIL-E-I/1454C 

ER 

09  Nov 

71 

ER 

EC 

85 

USER-CG  MC  AS  OS  REV-CE  Ml  17  11  99  ES 

5960 

Electron  Tube,  Negotive  Grid  Type  7644  Validated  Apr  87  USER-AR  OS  AS 

MII-E-1/1562C 

85 

17  Apr 

87 

ER 

EC 

85 

MC  CG  14  11  REV-SH  99  ES 

NOTICE  1 

r 

5960 

bloc'rOtl  lub^,  I'.wt'neoCOi  indlCutor  type  Oo-i-iA  validated  Apr  uocn-MC  CG 

MIL-E'l/  1266D 

EC 

13  feb 

76 

ER 

EC 

85 

AS  OS  19  14  REV-MI  11  17  99  ES 

5960 

Electron  Tube,  Negotive  Grid  (Microwove)  Type  2C46  Validated  Apr  87 

MIL-E.1/739C 

85 

17  Apr 

87 

ER 

EC 

85 

- 

USER-CG  MC  AS  OS  19  REV.17  11  99  ES 

NOTICE  1 

L 

5960 

Electron  Tube,  Negotive  Grid  (Microwove)  Type  8727  Validated  Apr  83 

MIL-E-1/1657B 

EC 

30  Jun 

77 

EC 

5960 

USER-CG  MC  OS  AS  REV-ES 

Electron  Tube/Negollve  Grid  (Microwove)  Type  8906  Volide'ed  Apr  82 

MIL-E-I/1717A 

EC 

15  Apr 

76 

ER 

EC 

85 

- 

USER-CG  MC  OS  AS  11  REV-EO  17  ES 

L 

5960 

Electron  Tube,  Negotive  Grid  (Microwove)  1  Type  DOD  041........... . . 

Mll-E.1/1771  (1) 

ER 

14  Dec 

79 

ER 

5960 

Electron  Tube,  Negative  Grid  (Microwave  (  1  Type  8980  Validated  Apr  8^.,.,.... 

Mll-E.1/1766 

EC 

30  Jun 

77 

EC 

5960 

Electron  Tube,  Negotive  Grid  (Micro  vove)  Types  85388  And  8933  USER-AR 

MII-E-1/1729B  (2) 

EC 

25  Sep 

85 

ER 

EC 

85 

5960 

AS  MC  CG  OS  SH  11  REV-17  99  ES 

Electron  Tube,  Negotive  Grid  (Microwove)  Type  8533W  Validated  Apr  82 

MIL-E.)/1726A 

EC 

11  May 

76 

ER 

EC 

85 

USER-OS  CG  AS  MC  I)  REV.17  99  ES 
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5960 

Electron  Tube,  Negative  Grid  (Microwave)  Type  8745  USER>AS  OS  MC  CG 

MIL.F.1/1702A 

85 

06  Dec 

85 

EC 

85 

REV.99  ES 

L 

5960 

Electron  Tube,  Negolive  Grid  (Microwave)  Type  8964  Vofidotcd  Apr  81 

Mll-E-1/1756 

EC 

14  Jon 

75 

EC 

USER-AS  CG  OS  SH 

L 

5960 

Electron  Tube,  Negative  Grid  (Microwave)  Type  8965  Validated  Apr  81 

MIL-E-1/17S7 

EC 

14  Jon 

75 

EC 

USER-OS  AS  SH  CG 

5960 

Electron  Tube,  Negotive  Grid  (Microwove)  Type  OOD  026  EC  Elec  80  5960 

MIL-E-1/1737 

EC 

13  Aug 

73 

FR 

EC 

85 

130873  Validated  May  85  USER-AR  CG  MC  OS  AS  REV-ll  17  99  ES 

5960 

Electron  Tube,  Negative  Grid  (Microwave)  Type  721)  USER*Aft  ME  CG  MC 

MIL.E-1/1633  (1) 

85 

18  Oct 

85 

ER 

EC 

85 

os  AS  19  REV.17  11  99  ES 

5960 

Electron  Tube,  Negotive  Grid  (Microwave)  Type  7391  Validated  Apr  81 

MIL-E-1/1628A 

EC 

09  Apr 

75 

ER 

EC 

85 

USER-AR  OS  AS  MC  CG  SH  11  REV.17  99  ES 

5960 

Electron  Tube,  Negative  Grid  (Microwave)  Type  5393  Validated  Apr  8) 

MIL-E-1/96G 

EC 

22  Oct 

68 

ER 

EC 

85 

USER-AS  MC  CG  OS  19  REV.99  ES 

5960 

Electron  Tube,  Negative  Grid  (Microwove)  Type  2C40A  Validated  Apr  87 

MIL-E-1/868E  (1) 

85 

17  Apr 

87 

ER 

EC 

85 

USER-AR  CG  MC  OS  AS  REV-ll  99  ES 

NOTICE  1 

5960 

Electron  Tube,  Negolive  Grid  (Microwave)  Type  2C41  USER*AS  OS  MC  CG 

Mir-E-1/104B 

ER 

30  Sep 

85 

ER 

EC 

85 

19  REV.99  ES 

'>ART  7 

5960 

Electron  Tube,  Negotive  Grid  (Microwove)  Type  5675  Validated  Jan  83 

MIL.E.1/78E 

E2 

04  Jon 

69 

ER 

EC 

85 

USER-AS  CG  MC  OS  19  REV-MI  17  99  ES 

5960 

Electron  Tube,  Negative  Grid  (Microwove)  Type  6299  Validated  Apr  81 

MIL-E-1/484D 

EC 

31  Mar 

75 

ER 

EC 

85 

USER-AR  MC  CG  AS  OS  SH  REV-17  11  99  ES 

5960 

Electron  Tube,  Negolive  Grid  (Microwove)  Type  2C43  Validated  Apr  87 

MIL-E-1/144E 

85 

17  Apr 

87 

ER 

EC 

85 

REV-ll  17 

NOTICE  1 

L 

5960 

Electroii  Tube,  O  Type  Backward  Wove  Type  8076A  Validated  Apr  81  REV*ES.. 

Mll-E-1/1666 

EC 

04  Apr 

69 

EC 

5960 

Eleelfon  Tube,  Power  Type  5946  And  6161  USER-AS  OS  MC  CG  REV-AR  SH 

Mll-E.1,'1667A  (2) 

85 

17  Apr 

87 

ER 

EC 

85 

11  99  ES 

NOTICE  1 

5960 

Electron  Tube,  Power  Type  8252W  Validated  Jan  83  USER'ME  AV  AR  CG  MC 

MIL-E-1/1679A 

ER 

06  Jun 

75 

ER 

EC 

85 

os  AS  19  REV-MI  17  11  99  ES 

1 

5960 

Electron  Tube,  Phototube  Type  2056A  Validated  Jun  82  REV-11  99  ES . 

MIL-E-1/1683 

85 

13  Mar 

70 

85 

L 

5960 

Electron  Tube,  Power  Type  8590  Validated  Apr  87  USER-11  REV-99  ES . 

MIL-E.1/1670B 
NOTICE  1 

85 

27  Sep 

78 

85 

5960 

Electron  Tube,  Power  Typei  8321,  8322  Validated  Feb  88  USER-AV  ME  MC 

MIL-E-1/1634B 

ER 

08  Feb 

88 

ER 

EC 

85 

CG  OS  AS  11  REV-SM  Ml  CE  99  ES 

NOTICE  1 

i 

5960 

Electron  Tube,  Power  1  Type  8966  Validated  Apr  82 . . 

MIL-E-1/1765 

EC 

11  Moy 

76 

EC 

L 

5960 

Electron  Tube,  Power  1  Type  8281  USER-AS  OS  MC  11  DC  REV-99  ES . 

MIL-E-1/1767B 

EC 

02  Moy 

84 

ER 

EC 

85 

1 

5960 

Electron  Tube,  Power  Type  8650  Validated  Apr  82  USER-CG  MC  OS  AS 

MIL-E-1/1648B 

EC 

20  Feb 

76 

EC 

REV-ES 

5960 

Electron  Tube,  Power  Type  8122  USER-AR.ME  AS  CG  SH  OS  MC  19  11 

Mll-B-1/1748  (1) 

EC 

09  Apr 

75 

ER 

EC 

85 

REV.99  ES 

5960 

Electron  Tube,  Power  1/  Type  DOO  006  Validated  Apr  82  \)S8R-A$  CG  OS 

MIL.E-1/1707A 

EC 

20  Feb 

76 

ER 

EC 

85 

MC  REV.17  11-99  ES 

5960 

Electron  Tube,  Power  type  8169  Validated  Jan  83  REV-17  11  99  ES... ...... ......... 

MIL.E-1/1725 

ER 

25  Jul 

72 

ER 

85 

5960 

Electron  Tube,  Power  Type  8171  Validated  Jan  83  USER-19  REV-AR  17  11  99 

ES 

Electron  Tube,  Power  Type  8932  Validated  Jan  86  USER-SH  CG  MC  OS  AS 

MIL.E-1/lh6  (1) 

ER 

06  Feb 

75 

ER 

85 

L 

5960 

MIL.E-1/1733  (2) 

EC 

11  Jul 

74 

EC 

REV-ES  • 

NOTICE  1 

5960 

Electron  Tube,  Power  Type  3718  Validated  Apr  82  USER-ME  AV  AR  MC  AS 

MIL-E-1/I29B 

EC 

15  Ocl 

75 

ER 

EC 

85 

os  CG  SH  11  REV.17  99  ES 

5960 

Electron  Tube,  Power  Type  577V/  Validated  Jan  63  USER*CG  MC  OS  AS  14 

MU-E-1/1286C 

ER 

16  Jun 

75 

ER 

EC 

85 

19  REV-MI  17  99  ES 

L 

5960 

Electron  Tube,  Power  Type  8596  Validated  Nov  88  R6V-99 . . . . 

MIL.E-1/1587C  (1) 
NOTICE  1 

85 

30  Nov 

88 

85 

5960 

Electron  Tube,  Power  Type  8168  Validated  Jan  83  USER-AR  CG  MC  AS  OS 

MII-E-1/I569B 

ER 

18  Jul 

77 

ER 

EC 

85 

REV-SM  CE  Ml  17  11  99  ES 

5960 

Electron  Tube,  Power  Type  8621  Validated  Apr  82  USER-SH  CG  MC  OS  AS 

M1L.E-1/1580F 

EC 

20  Feb 

76 

ER 

EC 

85 

19  REV-ll  "9  ES 

L 

•5960 

Electron  Tube,  Power  Type  7030  Validated  Apr  84  USER-CG  MC  AS  REV-ES.... 

MIL-E-l/ISBlA 

EC 

16  Jul 

71 

EC 

5960 

Electron  Tube,  Phototube  Type  6467  Validated  Apr  83  REV.99  ES.......... . . 

MIL-E-1/1574B 

EC 

16  Dec 

76 

ER 

EC 

85 

5960 

Electron  Tioe,  Power  Type  6816  And  6884  Validated  Feb  88  USER-AR  MC  CG 

MIL-E-l/'1239D 

ER 

08  Feb 

88 

ER 

EC 

85 

os  AS  19  REV-17  11  99  ES 

NOTICE  1 

5960 

Electron  Tube,  Power  Type  8188  Validated  Apr  02  USER-OS  AS  MC  CC  11 

MII-E-1/1472C 

EC 

20  Feb 

76 

ER 

EC 

85 

REV.99  ES 

5960 

Electron  Tube,  Power  Type  8189  Validated  Apr  81  USER-CG  MC  OS  AS  SH 

MIL-E-1/1473C 

EC 

28  Apr 

75 

ER 

EC 

85 

11  REV.17  99  ES 

5960 

Electron  Tube,  Power  Type  8013A  Validated  Jon  86  USER-ME  MC  CG  AS  OS 

MIL.E-1/1449A 

EC 

28  Moi 

67 

ER 

EC 

85 

19  14  REV-MI  11  17  99  ES 

NOTICE  1 

5960 

Electron  Tube,  Power  Type  7843  Validated  Jan  83  USER-AR  AS  OS  CG  MC 

MIL-E-1/14570 

ER 

15  Oct 

82 

ER 

EC 

85 

SH  19  11  REV-17  99  ES 

5960 

Electron  Tube,  Power  Type  SR  554  &  554  Validated  Apr  61  UbbK-AR  OS  CG 

M!L-c-i/i28iD 

EC 

0!  A-j; 

75 

ER 

EC 

85 

AS  MC  14  19  REV-MI  SH  17  11  99  ES 

5960 

Electron  Tube,  Power  Type  7609  Validated  Apr  87  USBR-19  . . . . . . . 

MIL-E-1/1331D 
NOTICE  1 

85 

17  Apr 

87 

ER 

EC 

85 

5960 

Electron  Tube,  Pulse  Modulator  Type  3D21WP  REV-99  ES  . . . . . 

MII.E-1/1336E 

EC 

03  May 

85 

ER 

EC 

85 

5960 

Electron  Tube,  Power  Typo  3B2\VB-Validated  Apr-82  USER-AR  MC  CG  AS  OS 

MII-E-1/1374D 

EC 

02  Feb 

76 

ER 

EC 

85 

SH  11  REV-MI  99  ES 

5960 

Electron  Tube,  Power  Type  2041  Validated  Apr  82  USER-AS  CG  MC  OS  SH 

MIL.E-1/1383B  (1) 

EC 

23  Oct 

75 

ER 

EC 

85 

11  REV.17  99  ES 

5960 

Electron  Tube,  Power  Type  8295A  Validated  Apr  82  USER-ME  MC  CG  AS  OS 

MIL-E-1/1350P 

EC 

20  Feb 

76 

£R 

EC 

85 

11  REV-17  99  ES 

5960 

EI«elton  Tube,  Power-Typo  8167  Validated  Apr  83  USER-ME  CG  MC  AS  OS 

MIL-E-1/13130  <1) 

EC 

01  Nov 

76 

ER 

EC 

85 

11  REV.17  99  ES 
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5960 

Electron  Tube,  Power  Types  7580W  And  89130  Validated  Apr  82  USEft*CG  MC 

MIL-E-1/1385G 

EC 

11  Feb 

76 

ER 

EC 

85 

AS  os  11  REV.17  99  ES 

5960 

Electron  Tube,  Power  Type  8170W  USER-CG  MC  AS  OS  11  REV-17  99  ES . 

MIL-E-1/1427E  (1) 

EC 

15  Nov 

83 

ER 

EC 

85 

L 

5960 

Electron  Tube,  Power,  Type  6303A  Validated  Oct  87  USER>OS  CG  AS  MC 

MIL-E-1/1424A  (1) 

EC 

13  Oct 

87 

EC 

REV-ES 

NOTICE  1 

5960 

Electron  Tube,  Power  Types  6283  And  8500  Validated  Apr  87  REV*17  1 1 . 

M1L-E-I/1314B 
NOTICE  1 

85 

17  Apr 

87 

ER 

EC 

85 

5960 

Electron  Tube,  Power  Type  8020W  Validated  Apr  87  R£V*99  80 . . . . 

MIL-E-1/1316C 
NOTICE  1 

85 

26  Jun 

75 

ER 

EC 

85 

Q 

5960 

Electron  Tube,  Power  Type  3B29W  VaUdaled  Oel  B7  USER-AR  MC  CG  AS  OS 

MII-E-1/1317D 

EC 

13  Oct 

87 

ER 

EC 

85 

14  19  REV-MI  11  17  99  ES 

NOTIwE  1 

5960 

Electron  Tube,  Phototube  Type  C675V  Validated  Apr  82  USER<ME  MC  CG  AS 

M1L-E-I/1298C 

EC 

20  Jul 

76 

ER 

EC 

85 

os  REV-ll  99  ES 

5960 

Electron  Tube,  Power  Type  6952  Validated  Apr  82  USER>AR  CG  MC  AS  OS 

Mll-E-l/n06D 

EC 

20  Feb 

76 

ER 

EC 

85 

11  REV.99  ES 

5960 

Electron  Tube,  Power,  Type  7248  Validated  Apr  87  REV*n  99  ES . 

Mll.E-t/1512B  (1) 
NOTICE  1 

85 

17  Apr 

87 

ER 

85 

5960 

Electron  Tube,  Power  Type  810  Validated  Apr  81  USER-AR  CG  MC  AS  REV-11 

MII-E.1/1613A 

EC 

06  Aug 

75 

ER 

EC 

85 

17  99  ES 

5960 

Electron  Tube,  Power  Types  8161  And  8251  Validated  Apr  67  USER*AR  AS  MC 

MII-E-1/1619B 

85 

17  Apr 

87 

ER 

EC 

85 

CG  19  11  REV-SH  99  ES 

NOTICE  1 

L 

5960 

Electron  Tube,  Power  Type  8116  Validated  Apr  81  USER-MC  AS  SH  OS  CG 

MIL-E-1/1S96A 

EC 

30  Oct 

74 

EC 

REV-ES 

L 

5960 

Electron  Tube,  Power  Types  7457,  7842  Validated  Apr  87  USER-11  REV-99  ES.. 

MIL-E-1/1616E 
NOTICE  1 

85 

17  Apr 

87 

85 

5960 

Electron  Tube,  Power  Type  6696A  6697A  &  6697 AW  Validated  Apr  82 

MII-E-1/1S09D 

EC 

20  Feb 

76 

ER 

EC 

85 

USER-ME  AV  AS  OS  CG  REV-11  17  99  ES 

1 

5960 

Electron  Tube,  Power  Type  8561  Validated  Apr  87  USER*11  REV*99  ES  ............ 

MII.E-1/1541D 
NOTICE  1 

85 

17  Apr 

87 

85 

1 

5960 

Electron  Tube,  Power  Type  7402  Validated  Apr  87  Rt;V*17  It  99  ES  . 

MIL-E.1/1542A  (1) 
NOTICE  1 

85 

17  Apr 

87 

85 

1 

5960 

Electron  Tube,  Power  Type  6166A  Validated  Apr  87  REV-11  17  99  ES . 

MIL-E-1/1543A  (1) 
NOTICE  1 

85 

17  Apr 

87 

85 

L 

5960 

Electron  Tube,  Power  Typo  6423  Validated  Apr  87  REV-17  11  99  ES  . 

MIL-E-1/1S44A 
NOTICE  1 

85 

17  Apr 

87 

85 

5960 

Electron  Tube,  Power  Type  7650  USER-SH  CG  MC  OS  AS . . . . . 

MII.E-1/1S52B 

EC 

18  Mor 

82 

5960 

Electron  Tube,  Power  Type  7651  Validated  Apr  82  USER-OS  AS  CG  MC  11 

MH.E-1/1553B  (1) 

EC 

12  Aug 

76 

ER 

EC 

85 

REV.17  99  ES 

L 

5960 

Electron  Tube,  PuUe  Amplifier  Types  8428  And  8455  (Navy)  Validated  Apr  81 

MIL-E-1/1494B 

EC 

15  Aug 

66 

EC 

USER-MC  CG  OS  AS  REV-MI  ES 

5960 

Electron  Tube,  Power  Typo  8245  USER-ME  CG  AS  OS  SH  REV-MC  11  99  ES  . 

MIL-E-l/lSOS: 

EC 

z 

o 

< 

83 

ER 

EC 

85 

5960 

Electron  Tube,  Power  Type  6942  Validated  Apr  84  USER-ME  CG  MC  OS  AS 

Mll..E-l/n52E 

EC 

09  -Ion 

78 

ER 

EC 

85 

19  REV.17  99  ES 

L 

5960 

Electron  Tube,  Power  Type  5736  Validated  Apr  87  REV-17  . . 

MIL-E-l/nSBB 
NOTICE  1 

85 

20  Apr 

73 

ER 

EC 

85 

5960 

Electron  Tube,  Power  Type  705WA  USER-ME  OS  AS  CG  MC  19  14  REV-17  11 

MII.-E-1/1I59C  (1.1 

EC 

18  Jul 

84 

ER 

EC 

85 

99  ES  * 

5960 

Electron  Tube,  Power  Type  6303  Validated  Apr  81  USER-MC  CG  AS  OS  1.  19 

MIL-E-l/n74D 

EC 

17  Jun 

75 

ER 

EC 

85 

REV-MI  11  17  99  ES 

5960 

Electron  Tube,  Phototube  Type  6363  Validated  Apr  81  REV-11  17  99  ES  . . 

MII-E-1/962C 

EC 

31  Jon 

75 

ER 

5C 

85 

5960 

Electron  Tube,  Photomultiplier  Type  5819  Validated  Apr  84  USt  OS  AS  CO 

MIL.E-1/943C 

EC 

12  Nov 

71 

ER 

EC 

85 

MC  REV-n  99  ES 

5960 

Electron  Tube,  Power  Type  805  Validated  Apr  82  USER-AR  MC  CG  AS  OS  SH 

MIL-E-I/WIC 

EC 

31  Oct 

75 

ER 

EC 

85 

11  REV.17  99  ES 

5960 

Electron  Tubv,  Power  Type  719A  Validated  Apr  81  USER-AS  CG  OS  MC  19 

MIL.E-1/9I1C 

EC 

16  -lun 

75 

ER 

EC 

85 

14  REV-1 1  99  ES 

5960 

Electron  Tube,  Power  Type  836  Validated  Apr  84  USER-OS  MC  CG  AS  REV-11 

MII.E-1/912B 

EC 

04  Aug 

72 

ER 

EC 

85 

99  ES 

5960 

Electron  Tube,  Power  Type  833A  Validated  Apr  87  USER-MC  CG  AS  SH  OS 

MIL.E-1/933B 

85 

17  Apr 

87 

ER 

EC 

85 

REV.17  1 1  99  ES 

NOTICE  1 

5960 

Electron  Tube,  Po\/er  Type  813  Validated  Apr  81  USER-MC  CG  AS  OS  14  19 

MI)..E-1/928D 

EC 

16  Jun 

75 

ER 

EC 

85 

REV-n  17  9yES 

5960 

Electron  Tube,  Power  Type  576A  Validated  May  85  USER-AR  AS  MC  OS  CG 

MIL-E-1/959D  (2) 

EC 

15  Nov 

78 

ER 

EC 

85 

SH  14  19  REV-MI  17  11  99  ES 

5960 

Electron  Tube,  Power  Type  35T  Validated  Apr  81  USER-MC  AS  OS  CG  SH 

Mll-E-I/ISID 

EC 

12  Dee 

74 

ER 

EC 

85 

REV-ll  17  99  ES 

5960 

Electron  Tt;l«,  Power  1  Type  7034  Validated  Jan  83  USER-CG  MC  AS  OS 

Mll-E-I/ISOL 

ER 

17  Jon 

74 

ER 

EC 

85 

REV.17  1 1  99  ES 

5960 

Electron  Tube,  Power  Type  8166  Validated  Apr  81  USER-MC  CG  OS  AS  SH 

MIL.E-1/37C  (1) 

EC 

22  Jul 

75 

E- 

EC 

85 

ly  neV-M  17  99  fcS 

5960 

Electron  Tube,  Power  Type  5762  Validated  Apr  81  USER-CG  MC  AS  SH  OS 

MII.E-1/824B 

EC 

22  Moy  75 

ER 

EC 

85 

n  REV.17  99  ES 

5960 

Electron  Tube,  Power  Type  5D22  Validated  Apr  81  USER-MC  CG  OS  AS 

MII.E-1/812C 

EC 

22  Moy 

75 

ER 

EC 

85 

REV-SH  17  n  99  ES 

5960 

Electron  Tube,  Power  Type  2ilW  Validated  Apr  81  USER-AR  MC  CG  AS  OS 

MIL.E-1/815C 

EC 

29  Moy  75 

ER 

CC 

85 

SH  11  REV-17  99  ES 

5960 

Electron  Tube,  Power  Type  845W  Validated  Apr  81  USER-MC  CG  AS  OS  SH 

MIL.E-1/816C 

EC 

12  Dec 

74 

ER 

EC 

85 

REV-ME  11  17  99ES 

5'"  10 

Electron  Tube,  Power  Type  4825  USER-AR  CG  MC  AS  OS  11  REV-99  11  ES.... 

Ma-E-1/39C 

EC 

18  Nov 

85 

ER 

EC 

85 

5760 

Electron  Tube,  Phototube,  Vacuum  JAN-922  Validated  Apr  84  USER-MC  AS 

MII-E-V410C 

EC 

13  Dec 

71 

ER 

EC 

85 

os  CG  1  /-ll  17  99ES 

5960 

Electron  Tube,  Power  Type  6C2I  USER-AR  MC  CG  OS  AS  SH  11  REV-99  ES  .. 

MII.E-1/S6E  (1) 

EC 

09  Dec 

83 

ER 

EC 

85 

S56 
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5960 

Electron  Tube,  Power  Type  5680  Validaled  Apr  83  USER-OS  MC  REV-CG  99 

ES 

Electron  Tube,  Power  Type  4D32  Validated  Apr  87  USER-MC  AS  REV-I?  1 1  99 

MIL-E-1/371B 

EC 

23 

Sep 

70 

EC 

85 

5960 

MII.E-1/867B 

85 

17 

Apr 

87 

ER 

EC 

85 

5960 

ES 

Electron  Tube,  Power  Type  304TL  Volldot^d  Apr  3t  USER<MC  OS  AS  CG  SH 

NOTICE  1 
MIL.E.1/869F 

EC 

05 

May 

75 

ER 

EC 

85 

5960 

REV-AR  17  n  99ES 

Electron  Tube,  Power  Type  81  lA  VoHdaled  Apr  83  USER*ME  AV  CG  MC  OS 

MII-E-1/871D 

EC 

05 

Mar 

70 

ER 

EC 

85 

5960 

AS  19  REVOl  99  ES 

Electron  Tube,  Power  Type  8165  Validated  Apr  82  USER*ME  CG  MC  OS  AS 

MIL-E-1/876E  (2) 

EC 

15 

Apr 

76 

ER 

EC 

85 

5960 

19REV.MI  ll  17  99  ES 

Electron  Tube,  Power  Type  lOOTH  Validated  Apr  8!  USER-AR  AS  CG  MC  OS 

MIL-E-1/877C 

EC 

09 

Moy 

75 

ER 

EC 

85 

5960 

SH  11  REV.99  ES 

Electron  Tube,  Power  Type  250TH  Validated  Jan  63  USER-AR  AS  CG  MC  OS 

MI1.-E-1/878D 

ER 

06 

Jun 

75 

ER 

EC 

85 

5960 

SH  19  REV.17  11  99  ES 

Electron  Tube,  Power  Type  30ATH  USER-MC  OS  AS  CG  11  REV-AR  17  99  ES.. 

MIL-E-1/884E 

EC 

05 

Apr 

85 

ER 

EC 

85 

5960 

Electron  Tube,  Power  Type  8438  Validated  Jan  83  USER-CG  MC  AS  OS  19 

MIL-E-1/887B 

ER 

14 

Moy 

71 

ER 

EC 

85 

5960 

REV-ll  99  ES 

Electron  Tube,  Power  Type  7203  Validated  Jan  83  USER-ME  AV  AR  ,.G  MC 

MIL-E-1/889F 

ER 

19 

Sep 

78 

ER 

EC 

85 

5960 

AS  OS  19  REV.99  ES 

Electron  Tube,  Power  Type  578  Validated  Apr  81  USER-OS  AS  MC  CG  SH  11 

MIL-E-1/301C 

EC 

30 

Apr 

75 

ER 

EC 

85 

5960 

REV.17  99  ES 

Electron  Tube,  Power  Type  8172  Validated  Apr  87  USER-ME  CG  AS  OS 

MIL-E-1/302M  (1) 

85 

07 

Oct 

81 

ER 

EC 

85 

5960 

REV-SH  11  99  ES 

Electron  Tube,  Power  Type  5667  Validated  Apr  81  USER-AR  MC  CG  AS  OS 

NOTICE  1 
MIL-E.1/306C 

EC 

09 

Moy 

75 

ER 

EC 

85 

5960 

SH  REV.17  11  99ES 

Electron  Tube,  Power  Type  3C24  Validated  Apr  81  USER-AR  OS  AS  CG  SH 

Ma.E-l/211E 

EC 

18 

Dec 

74 

ER 

EC 

85 

5960 

MC  REV-AR  1 1  17  99  ES 

Electron  Tube,  Power  Type  4D21  Validated  feh  88  USER-ME  AR  MC  AS  OS 

MII.E.1/776D 

ER 

08 

Feb 

88 

ER 

EC 

85 

5960 

CG  1 1  REV.99  ES 

Electron  Tube,  Power  Rectifier,  Goi  Type  3828  Validated  Apr  8t  USER-MC  AS 

NOTICE  1 
MIL-E-1/753F 

EC 

21 

Moy 

75 

ER 

EC 

85 

5960 

CG  OS  SH  14  19  11  REV-17  99  ES 

Electron  Tube,  Photomultiplier  Type  931VA  Validated  Apr  84  USER-OS  CG  MC 

MIL-E-l/5970 

EC 

15 

Nov 

71 

ER 

EC 

85 

5960 

REV-99  ES 

Electron  Tube,  Power  Type  4831  Validated  Apr  82  USER-AV  AS  MC  CG  OS 

MIL.E-1/615C 

EC 

02 

Feb 

76 

ER 

EC 

85 

5960 

11  REV-AR  99  ES 

Electron  Tube,  Phototube,  Multiplier  Type  1P21  Validated  Apr  83  MC 

MIL-E-1/28G 

EC 

03 

Dec 

70 

ER 

EC 

85 

5960 

AS  OS  19  RcV-ll  99  ES 

Electron  Tube,  Rectifier,  X-roy  Generotor  Validated  Jan  81  REV-ES . 

MII-E-0036083A 

DM 

13 

Nov 

70 

MD  MS 

03 

5960 

Electron  Tube,  Receiving  Type  1Z2  Validated  Apr  03  USER-MC  CG  AS  OS  19 

MtL-E-l/29C 

EC 

19 

Feb 

70 

ER 

EC 

85 

5960 

REV-ME  17  99  ES 

Elec  >r-r.  ,u'-u.  Receiving  Type  5R4WGB  USER-MC  CG  OS  AS  11  REV-MI  AR 

MII-E.1/924G  (2) 

85 

18 

Apr 

84 

ER 

EC 

85 

5960 

SH  99  CS 

Electron  Tube,  Receiving  Type  5879  USER-MC  CG  AS  R6V.17  99  ES  . . 

MII-E-1/1017E  (1) 

EC 

05 

Jan 

84 

ER 

EC 

85 

5960 

Electron  Tube,  Radiation  Counter  Type  5980  Validated  Apr  82  USER-ME  CO 

MIL-E-1/973B  (2) 

EC 

15 

Apr 

76 

ER 

EC 

85 

5960 

MCOS  AS  REV-MI  17  11  99  ES 

Electron  Tube,  Receiving  Type  5U4GB  Validated  Apr  87  USER-ME  MC  SH  CG 

MIL-E-V985B 

85 

17 

Apr 

87 

ER 

EC 

85 

5960 

OS  AS  REV-AR  Ml  99  ES 

Electron  Tube,  Rodloilon  Counter  Type  76!6  Validated  Apr  82  USER-ME  AP 

NOTICE  1 
MIL-E.1/986F 

EC 

15 

Apr 

76 

ER 

EC 

85 

5960 

5960 

MC  AS  OS  REV.17  99  ES 

Electron  Tube,  Receiving  Type  6211  Validated  Apr  83  REV-ES...... . 

Electron  Tube,  Receiving  Type  6939  Validated  Apr  84  USER.MC  AS  CG 

MII.-E-1/905D 

MII-E1/1221B 

EC 

EC 

25 

31 

Aut 

Aug 

70 

71 

ER 

EC 

EC 

85 

5960 

5960 

REV-MI  17  11  99  ES 

Electron  Tube,  Receiving  JAN.12H6  (Use  Mll-E*l/1599)  Validated  Apr  82 

REV-ES 

Electron  Tube,  Receiving  Type  6688  USER-ME  MC  CG  AS  OS  11  REV-MI  AR 

JAN-E-1/I2H6 

MII-E-I/1225C 

EC 

EC 

04 

10 

May 

Feb 

66 

81 

ER 

EC 

EC 

U5 

5960 

99  85  ES 

Electron  Tube,  Receiving  Type  6948  Validated  May  88  USER-OS  AS  MC  CG 

MIL.E-1/1165E  (1) 

85 

19 

Mor 

82 

ER 

EC 

85 

5960 

5960 

SH  1 1  REV.99  FS 

Electron  Tube,  Receiving  Type  1K3A  Validated  Apr  81  USER-CG  MC  OS  AS 

SH  REV-ES 

Electron  Tube,  Recelvirg  './pc  6922  USER-ME  OS  MC  CG  AS  11  REV-AR  Ml 

MII-E-1/1166C 

MIL-E-1/1168F 

EC 

EC 

12 

27 

Aug 

Jun 

75 

83 

ER 

EC 

EC 

85 

5960 

17  99  ES 

Electron  Tube,  Receiving  Type  6U8A  VoUdofed  Apr  63  USER-CG  AS  OS  MC 

MII.E-1/1169C 

EC 

25 

May 

70 

ER 

EC 

85 

5960 

19  REV-MI  11  99  ES 

Electron  Tube,  Rodiotion  roonler  Type  5979  Validated  Apr  62  USE9-CG  MC 

MIL.E-I/906C  (1) 

EC 

15 

Apr 

76 

ER 

EC 

85 

5960 

AS  OS  REV-ll  99  ES 

Electron  Tube,  Receiving  Type  1284A  Validated  Apr  83  USER-CG  OS  AS  MC 

MIL-E-1/1507A 

EC 

17 

Aug 

70 

ER 

EC 

85 

5960 

19  REV-n  99  ES 

Electron  Tube,  Receiving  Type  6754  Validated  Apr  81  USFR-CG  AS  OS  SH 

MIl-E-l/lSOBA  (1) 

EC 

05 

Feb 

75 

ER 

EC 

85 

5960 

REV-ll  99  ES 

Electron  Tube,  Receiving  Type  8058  Validated  May  85  USER-CG  MC  AS  OS 

MIL-E-1/14910 

EC 

08 

Nov 

78 

ER 

EC 

85 

5960 

1 1  REV-AR  99  ES 

Electron  Tube,  Rodial  Beom  Switching  Type  6703  Validated  Apr  63  USER-MC 

MIl-E-l/lSOlB 

EC 

23 

Nov 

76 

ER 

EC 

85 

5960 

AS  OS  CG  11  REV-MI  99  ES 

Electron  Tube,  Rodiol  Beom  Switching  Type  6710  Validated  Apr  63  UScR-AR 

MIL-E-1/1498B 

EC 

22 

Feb 

77 

ER 

EC 

85 

5960 

MC  CG  AS  OS  11  REV.17  99  ES 

Electron  Tube,  Receiving  JAN  5965  Validated  Feb  88  USER-ME  CG  OS  MC  AS 

MIL-E-1/1504R 

ER 

08 

Feb 

88 

ER 

EC 

85 

5960 

SH  19  REV-MI  11  99  ES 

Electron  Tube,  Receiving  Type  6252  And  6907  Validated  Apr  84  USER-AS  CG 

NOTICE  1 
MIL.E-1/1515A  (1) 

EC 

08 

Dee 

71 

ER 

EC 

85 

5960 

05  19  REV.17  11  99  ES 

Eleelfon  lube.  Receiving  JAN  5963  Vatidoted  Jan  83  OSER-OS  MC  AS  CG  19 

MIL.E-1/1516A 

ER 

14 

Moy 

70 

ER 

EC 

85 

REV-AR  Ml  99  FS 
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59o0 

Electron  Tube.  Receiving  Type  6AU6WC  USER-ME  AR  CG  MC  AS  OS  11 

MIL.E-1/952G  (1) 

EC 

05  Aug 

81 

ER 

EC 

85 

REV.99  6S 

5960 

Etcctron  Tube,  Receiving  Type  8532W  Validated  Avg  63  USER*OS  AS  CG  19 

MIL-E-1/1527C 

ER 

21  Jun 

83 

ER 

EC 

85 

REV-l  1  99  ES 

5960 

Electron  Tube,  Receiving  Type  6DJ8  Validated  Apr  87  USER'ME  CG  MC  AS 

MtL.E-l/1556A  (1) 

85 

17  Apr 

87 

ER 

EC 

85 

os  19  REV-MI  17  99  ES 

NOTICE  1 

5960 

Electron  Tube,  Receiving  Type  6550A  USER-MI  CG  MC  AS  OS  19  REV-11  17 

MIL-E-1/1548C 

ER 

15  Jun 

84 

ER 

EC 

85 

99  ES 

5960 

Electron  Tube,  Receiving  Type  6BQ7A  Validated  Jan  83  USER-CG  MC  AS 

MIL.E-I/1549A 

ER 

09  Mar 

72 

ER 

EC 

85 

REV-MI  17  99  ES 

L 

5960 

Electron  Tube,  Receiving  Type  6386  USER-ME  MC  OS  AS  CG  H  REV-MI  99 

ES 

Electron  Tube,  Receiving  Type  5847A  USER-MI  AR  CG  MC  OS  AS  14  P 

MIL-E.1/953D 

EC 

15  Apr 

81 

ER 

EC 

85 

5960 

MIL.E-1/1617B 

ER 

21  Jun 

83 

ER 

EC 

85 

REV-11  17  99  ES 

5960 

Electron  Tube,  Receiving  Types  6H6  And  12H6  Validated  Apr  87  USER-AR  CG 

MII.E-1/1599A 

85 

17  Apr 

87 

ER 

EC 

85 

MC  11  REV.17  99  ES 

NOTICE  1 

5960 

Electron  Tube,  Receiving  Type  8233  USER-ME  CG  MC  OS  AS  SH  19  REV-11 

MII-E.1/1593B 

EC 

27  Jun 

S3 

ER 

EC 

85 

99  ES 

L 

5960 

Electron  Tube,  Receiving  Type  8639  Validated  Apr  82  USER>OS  CG  MC  AS 

MIL-E-1/1610C 

EC 

04  Jun 

76 

EC 

REV-ES 

5960 

Electron  Tube,  Receiving  Type  1616  Validated  Apr  62  USER-ME  CG  OS  AS 

MIL-E.1/915B 

EC 

10  Mar 

76 

ER 

EC 

85 

MC  REV-MI  AR  17  11  99  ES 

5960 

EIccIrun  Tube,  Receiving  Type  1X2C  Validated  Apr  81  USER-CG  MC  SH  AS 

MlL-E.l/llllC 

EC 

26  Aug 

75 

ER 

EC 

85 

os  11  REV-99  ES 

5960 

Electron  Tuoe,  Receiving  Type  6BJ6A  Validated  Apr  81  USER-ME  OS  CG  MC 

MIL-E-1/1094B 

EC 

08  Nov 

68 

ER 

EC 

85 

AS  19  REV-99  ES 

5960 

Electron  Tube,  Receiving  Type  6CG7  Validated  Apr  87  REV-99  . . 

MII.E-1/1095B 
NOTICE  1 

85 

28  Apr 

77 

ER 

EC 

85 

5960 

Electron  Tube,  Receiving  Type  5784WB  USER-ME  AR  CG  OS  AS  MC  REV-MI 

MII-E-1/1096D  (1) 

EC 

09  Feb 

82 

ER 

EC 

85 

11  99  ES 

5960 

Electron  Tube,  Receiving  Type  12AT7WC  USER-AR  ME  MC  CG  OS  AS  SH  11 

MII.E.1/1097G  (1) 

EC 

30  Sep 

81 

ER 

EC 

85 

REV-MI  99  ES 

5960 

Electron  Tube,  Receiving  Type  6082WB  USER-ME  CG  MC  AS  OS  19  REV-11 

MII.E-1/1121E 

EC 

14  Apr 

83 

ER 

EC 

85 

99  ES 

5960 

Electron  Tube,  Receiving  Type  6832  Validated  Apr  83  USER-CG  MC  AS 

MIL-E-1/1082D 

EC 

16  Jun 

71 

ER 

EC 

85 

REV-MI  17  99  ES 

Q 

5960 

Electron  Tube,  Receiving  Type  6829  USER-ME  MC  CG  AS  REV-MI  11  17  99  ES 

MIL.E-1/1090E 

EC 

03  Apr 

81 

ER 

EC 

85 

1 

5960 

Electron  Tube,  Receiving,  Type  6943  (Navy)  Validated  Apr  84  USER-CG  AS 

Ma-E.1/1'276 

EC 

28  Sep 

78 

EC 

MC  OS  REV-MI  ES 

5960 

Electron  Tube,  Receiving  Type  6AH6WA  USER-CG  MC  AS  OS  11  REV-AR  99 

ES 

Electron  Tube,  Receiving  Type  6877  USER-AR  SH  CG  OS  AS  MC  REV.17  99 

ES 

Electron  Tube,  Receiving  Type  6533WA  USER-AR  MC  CG  AS  OS  19  REV-MI 

MIL-E-l/  130G 

EC 

13  Aug 

82 

ER 

EC 

85 

5960 

MII-E.1/1131D 

EC 

24  Jun 

83 

ER 

EC 

85 

5960 

MIL-E-l/llWD 

EC 

27  Jon 

83 

ER 

EC 

85 

17  99  ES 

5960 

Electron  Tube,  Receiving  Type  OB2WA  Validated  Apr  82  USER-ME  MC  CG  AS 

MII.E-1/940G 

EC 

10  Mor 

76 

ER 

EC 

85 

os  REV-AR  Ml  11  99ES 

L 

5960 

Electron  Tube,  Receiving  Type  7246  Validated  Jan  83  REV-ES . . . 

MIL-E-1/1300A  (1) 

ER 

31  Jan 

69 

ER 

L 

5960 

Electron  Tube,  Receiving  Type  7308  USER-CG  MC  AS  OS  SH  REV-ES . . 

MIL-E-1/1301D 

EC 

27  Jun 

83 

EC 

5960 

Electron  Tube,  Receiving  Type  6360  Validated  Apr  83  USER-MC  OS  AS  CG  19 

MII-E-1/1308C 

EC 

17  Aug 

70 

ER 

EC 

85 

REV-AR  11  99  ES 

5960 

Electron  Tube,  Receiving  Type  6BQ5  Vahdated  Apr  83  USER-MC  CG  AS  OS 

MII-E-1/1309A 

EC 

21  Aug 

70 

EC 

85 

REV-99  ES 

5960 

Electron  Tube,  Receiving  Type  5842WA  Validated  Apr  87  REV-l  •  17  . . . 

MIL-E.1/1328B 
NOTICE  1 

85 

17  Apr 

87 

EC 

85 

L 

5960 

Electron  Tube,  Receiving  Type  6842  Validated  May  88  USER-11  REV-99  ES . 

MIL-E.1/129:0 
NOTICE  1 

85 

20  May 

88 

85 

5960 

Electron  Tube,  Receiving  Type  12BY7A  Validated  May  85  U  ER-MC  CG  AS  OS 

MIL.E-l/9420 

EC 

13  Apr 

67 

ER 

EC 

85 

19  14  REV-17  11  99  ES 

5960 

Electron  Tube,  Receiving  JAN  5702WB  USER-AR  MC  CG  OS  AS  11  REV-99 

ES 

Electron  Tube,  Rodiotion  Counter,  Type  784U  USER-AS  MC  OS  REV-ES . 

MIL.E.l/i069F  (1) 

EC 

02  Oct 

81 

ER 

EC 

85 

1 

5960 

MII.E.1/1388C  (1) 

EC 

02  Dec 

CO 

EC 

5960 

Electron  Tube,  Receiving,  Pentode,  Minoture  Type  20F-4  Validated  Jan  83 

MIL-E-1/1404C 

ER 

12  Sep 

72 

ER 

EC 

85 

USER-OS  MC  AS  CG  REV-99  ES 

i 

5960 

Electron  Tube,  Receiving  Type  7403  Validated  May  87  A7  11.. . 

MII.E.1/1396B 
NOTICE  1 

85 

17  Apr 

87 

85 

5960 

Electron  Tube,  Receiving  Type  7586  USER-ME  MC  CG  AS  OS  19  REV-MI  11 

M1L-E.1/1397E  (1) 

ER 

10  Oct 

80 

ER 

EC 

85 

99  ES 

5960 

Electron  Tube,  Receiving,  Miniature,  Type  5844  Validated  Jan  83  USER-MC  OS 

M1L-E.1/1421A 

ER 

27  Apr 

72 

ER 

EC 

85 

AS  CG  KEV.17  n  99  ES 

5960 

Electron  Tube,  Receiving  Type  5703WB  USER-AR  AS  03  CG  11  REV-MI  MC 

MIL-E.1/I070D  (1) 

EC 

09  Feb 

82 

ER 

EC 

85 

99  ES 

1 

5960 

Electron  Tube,  Receiving,  Type  6418  (Navy)  Validated  Apr  84  USER-AS  CG 

MIL-E-1/136SD 

EC 

03  Feb 

72 

EC 

MC  OS  REV-MI  AR  ES 

L 

5960 

Electron  Tube,  Receiving,  Types  7551,  7558  Validated  Apr  82  USER-OS  MC  AS 

MIL-E-1/'1376A  (1) 

EC 

11  Moy  76 

EC 

CG  REV-ES 

5960 

Electron  Tube,  Rodial  Beam  Switching  Type  6700  Validated  Apr  82  USER-AR 

MIL-E-1/1058D 

EC 

15  Apr 

76 

ER 

EC 

85 

MCAS  OS  11  REV-17  99  ES 

5960 

Electron  Tube,  Receiving  Type  12AX7WA  USER-ME  AR  CG  MC  OS  AS  I! 

MII-E.1/1276D  (1) 

EC 

30  Sep 

81 

ER 

EC 

85 

REV-MI  99  ES 

5960 

Electron  Tube,  Receiving  Type  6CB6A  Validated  Apr  81  USER-CG  MC  OS  AS 

MII.E-1/1245B 

EC 

03  Dec 

68 

ER 

EC 

85 

19  REV.17  99  ES 

L 

5960 

Electron  Tube,  Receiving  Type  5902WA  (Novy)  USER-AS  MC  OS  CG  REV-ES 

MIL.E-1/1268C 

EC 

24  Moy  83 
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DOCUMENT 
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TITLE 
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PREP 
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CUSTODIAN 

5960 

Electron  Tube,  Receiving  Type  61 1 IWA  (Navy)  Validated  May  85  wSER>MC 

MII-E-1/1270C 

EC 

10  Ocl 

78 

EC 

os  AS  CG  REV.ES 

5960 

Electron  Tube,  Receiving  Type  6B14  Validated  Apr  87  USER'OS  REV-11 . . 

MIL-E-1/1272A 
NOTICE  1 

85 

17  Apr 

87 

ER 

EC 

85 

5960 

Electron  Tube,  Receiving  Type  5V3WGTA  ^*oUdotcd  Apr  87  USER'ME  OS  MC 

MIIE-1/1021C 

85 

17  Apr 

87 

ER 

EC 

85 

AS  19  REV-AR  Ml  CG  II  99  ES 

NOTICE  1 

5960 

Election  Tube,  Receiving  Type  7788  USER-MC  CG  AS  OS  SH  REV-MI  17  ES .... 

MIL-E-1/1458C 

EC 

24  Jut, 

83 

ER 

EC 

85 

5960 

Electron  Tube,  Receiving  Type  5875  Validated  Jan  63  REV-MI. . . . 

MIL.E.1/1460A 

ER 

06  Jun 

75 

ER 

EC 

85 

5960 

Eleclron  Tube,  Receiving  JAN  7895  USER-CG  MC  OS  AS  11  REV.99  ES . 

MIL-E-1/1433E 

ER 

22  May 

81 

ER 

EC 

85 

5960 

Electron  Tube,  Receiving  Type  7587  USER-AS  CG  MC  OS  REV-11  17  ES . 

MIL-E-1/1434E 

ER 

10  Ocl 

80 

ER 

EC 

85 

5960 

Eleclron  Tube,  Receiving  Type  8056  USER-CG  MC  AS  OS  11  REV-99  ES . 

Ma-E*l/1490E 

EC 

23  Feb 

81 

ER 

EC 

85 

5960 

Electron  Tube,  Receiving  Type  8334  Validated  Apr  84  USER-1 1  19  REV-I?  99 

ES 

Electron  Tube,  Receiving  Type  6336B  Validated  Apr  83  USER-CG  AS  OS  MC 

MIL-E-I/1463C  (1) 

EC 

16  Aug 

72 

ER 

EC 

85 

5960 

MII.E-1/1478F 

EC 

15  Nov 

76 

ER 

EC 

85 

19  REV-MI  11  99  ES 

5960 

Electron  Tube,  Receiving  Type  6528A  Validated  Apr  S3  USER-ME  AS  MC  CG 

MIL-E-1/1479F 

FC 

15  Nov 

76 

ER 

EC 

85 

os  19  11  REV-99  ES 

5960 

Electron  Tube,  Receiving  TYPE*6384  Validated  Apr  S3  USER-AR  AS  MC  CG 

MIL-E-1/1022D 

EC 

22  Feb 

77 

ER 

EC 

85 

os  17  11  REV-99  ES 

5960 

Electron  Tube,  Receiving  Type  60K6  Validated  Apr  84  USER-CG  MC  A$ 

M1L-E-1/1560B 

EC 

27  Jon 

72 

ER 

EC 

85 

REV-11  17  99  ES 

5960 

Electron  Tube,  Receiving  Type  5845  Validated  May  85  USER-CG  MC  AS 

MIL.E-1/1S6IA  (1) 

EC 

17  Jon 

73 

ER 

EC 

C5 

REV.17  99  ES 

5960 

Electron  Tube,  Receivini}  Type  6AN8A  Validated  Jan  83  USER-AS  CG  REV-17 

MIL.E  1/1567A  (1) 

ER 

07  Aug 

73 

ER 

EC 

85 

9?  ES 

5960 

Eleclron  Tube,  Receiving  Type  60C6  USER-CG  MC  AS  REV-17  11  99  ES . 

Mtl-E-l/TiSSB  (1) 

ER 

17  Jul 

84 

ER 

EC 

85 

5960 

Electron  Tube,  Receiving  Type  6H6WGT  (Sec  MIL  E  1/1599)  Validated  Apr  84 

MIL-E-1/1588 

EC 

03  Feb 

66 

EC 

USER-CG  MC  AS  REV-ES 

5960 

Electron  Tube,  Receiving  Type  5744WB  USER-CG  AS  OS  11  REV-AR  MC  99 

ES 

Electron  Tube,  Receiving  Type  6352  Validated  Apr  87  REV*MI  11  99  ES ............ 

MIL-E.1/1073F  (1) 

EC 

06  Oct 

81 

ER 

EC 

85 

5960 

MIL.E-1/1041A 
NOTICE  1 

85 

17  Apr 

87 

85 

5960 

Electron  Tube,  Receiving  Type  3516G7  Validated  Apr  81  USER-ME  CG  MC  OS 

MILE-1/617A 

EC 

24  Sep 

68 

ER 

EC 

85 

AS  19  REV.99  ES 

5960 

Electron  Tube,  Receiving  Type  7984  Validated  Jan  83  REV-ES  . . . . . . . 

Mll-E-1/1691 

ER 

29  Jun 

70 

ER 

EC 

85 

5960 

Electron  Tube,  Receiving  1  Type  1G3GTA  Validated  Apr  83  USER-MC  CG  AS 

Mll-E-1/1761  (1) 

EC 

27  Ocl 

76 

ER 

EC 

85 

REV.99  17  ES 

5960 

Electron  Tube,  Receiving  Type  5993A  Validated  Apr  83  USER-MC  AS  CG  19 

Mll-E-1/1706 

EC 

29  Apr 

71 

ER 

EC 

85 

RfcV-AR  99  ES 

5960 

Electron  Tube,  Rodiotion  Counter,  Type  7301  Validated  Apr  $2  AS 

MII.E.1/1698A 

EC 

15  Apr 

76 

EC 

os  CG  REV-ES 

5960 

Electron  Tube,  RoJIotion  Counter  Type  8767  USER-OS  AS  CG  MC  REV  tR  ES.. 

MIL-E-I/1647A  (2) 

EC 

16  Jon 

85 

EC 

5960 

Electron  Tube,  Receiving  Type  6BZ6  Validated  Apr  81  USER-CG  OS  MC  AS  SH 

MIL.E-1/1632A 

EC 

30  Jon 

75 

ER 

EC 

85 

REV-17  11  99  ES 

5960 

Electron  Tube,  Receiving  Type  5840V/  USER-ME  OS  SH  MC  AS  CG  REV  11  ES 

MII-E-1/1656B 

EC 

03  Sep 

82 

ER 

EC 

85 

5960 

Electron  Tube,  Receiving  Type  6414W  USER-11  REV-17  99  ES..,. . . . 

M1L.E-1/1639B 

85 

17  Apr 

87 

85 

5960 

Electron  Tube,  Receiving  Type  6080WC  USER-AR  CG  AS  OS  MC  11  REV-99 

ES 

Electron  Tube,  Receiving  Type  1U4  Validated  Jan  83  . . . . . . . 

MIL.E-1/16550 

EC 

30  Apr 

88 

ER 

EC 

85 

5960 

MII-E-1/626B  (1) 

ER 

27  Dec 

77 

ER 

EC 

85 

5960 

EIcc'ron  Tube,  Receiving  Type  2516GT  &  50L6GT  Validated  Apr  83  USER-MC 

MIL-E-1/596B 

EC 

07  Aug 

70 

ER 

EC 

85 

AS  CG  OS  19  REV-ll  99  ES 

5960 

Electron  Tube,  Receiving  Type  65J7,  65J7WGT,  6,  125J7  Validated  Apr  82 

MIL.E-1/521B 

EC 

15  Apr 

76 

ER 

EC 

85 

USER-AR  AS  MC  CG  OS  REV-99  ES 

5960 

Electron  Tube,  Receiving  Type  6A17GT  Validated  Apr  83  USER-OS  AS  MC 

MIL-E-1/555C 

EC 

28  Jon 

70 

EC 

85 

rev-mi  99  ES 

5960 

Electron  Tube,  Receiving  Type  6K6GT  Validated  Apr  83  USER-AS  CG  OS  MC 

MILE-1/566B 

EC 

24  Jul 

70 

ER 

EC 

85 

19  REV.ll  99  ES 

5960 

Electron  Tube,  Receiving  Type  126E6  Validated  Apr  83  USER-MC  17  REV-99 

ES 

Eleclron  Tube,  Receiving  Type  12AV7  Validated  Apr  83  USER-MI  MC  AS  CG 

MIL-E-1/571B 

EC 

23  Jul 

70 

ER 

EC 

85 

5960 

MIL.E-1/59IC 

F.C 

17  Feb 

70 

ER 

EC 

85 

OS  17  19  REV-99  ES 

5960 

Elect'on  Tube,  Receiving  Type  5654  Validated  Apr  81  USER  ME  AV  CG  MC 

MIL-E-1/4H 

EC 

04  Feb 

81 

ER 

EC 

85 

AS  os  11  REV-MI  AR  99  ES 

5960 

Electron  Tube,  Receiving  Type  6F4  Validated  Apr  81  USER-ME  CG  MC  AS  OS 

MIL  E-I/424B  (2) 

EC 

24  Ocl 

74 

ER 

EC 

85 

19  REV-ll  99  ES 

5960 

Electron  Tube,  Receiving  Type  617  USER-ME  OS  AS  MC  CG  19  REV-ll  99  ES 

MIL-E-1/429D 

ER 

14  Jun 

84 

ER 

EC 

85 

5960 

Electron  Tube,  Receiving  Type  6X5WGT  Validated  Apr  82  USER-AR  CG  AS  OS 

MII-E-1/431B 

EC 

11  Feb 

76 

ER 

EC 

85 

MC  11  REV.17  99  ES 

5960 

Electron  Tube,  Receiving  lype  6YoOl  U$tK*Mt  AV  mC  CC  OS  AS  1^  RcV-9y 

ES 

Electron  Tube,  Receiving  Type  12BA6  Validated  Apr  87  USER-MC  OS  AS  CG 

Mfu'E  t.  4328  { t) 

CC 

Cl  Api 

83 

ER 

EC 

85 

5960 

MIL-t-l/436B 

85 

21  Nov 

75 

ER 

EC 

85 

17  19  REV.99  ES 

NOTICE  1 

5960 

Electron  Tube,  Receiving  Type  26A6  Validated  Oct  87  USER-MC  CO  AS  OS  17 

MII-E-1/439B 

EC 

13  Oct 

87 

ER 

EC 

85 

19  REV.90  ES 

NOTICE  1 

5960 

Electron  Tuoe,  Receiving  Type  35W4  Validated  Jon  83  USER-OS  AS  MC  CG 

MIL-E-1/441B 

ER 

06  Jun 

75 

ER 

EC 

85 

19  REV-ll  99  ES 

5960 

Electron  Tube,  Receiving  Type  50C5  Validated  Apr  87  USER-MC  CO  P  RE*'  11 

MIL-E-1/448C 

85 

01  Feb 

72 

ER 

EC 

85 

99  ES 

NOTICE  1 

5960 

Electron  Tube,  Receiving  Type  1613  Validated  Apr  87  USEr-ME  MC  AS  CG 

Mll-E-lr460A 

85 

17  Apr 

87 

ER 

EC 

85 

os  19REV.il  17  99  ES 

NOTICE  1 

5960 

Electron  Tube,  Receiving  Type  6BA7  L'SER-AAC  CG  OS  AS  17  19  11  REV-AV 

MII-E-1/406C 

EC 

20  Feb 

86 

ER 

EC 

85 

AR  Ml  99  ES 


5E9 
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5960 

Electron  Tube,  Receiving  Type  5670W  VoUdated  Apr  $i  USER'MC  CG  AS  OS 
REV-MI  n  99  ES 

MIL-E-T/5J 

EC 

18  Feb 

81 

ER 

EC 

85 

5960 

Electron  Tube,  Receiving  Type  2606  Validated  Jan  83  USER-ME  MC  OS  CG 

AS  17  19REV.n99  ES 

MIL-E-1/671B 

ER 

02  Aug 

68 

ER 

EC 

85 

5960 

Electron  Tube,  Receiving  Type  3SC5  Validated  Apr  81  USER-ME  AS  CG  MC 

OS  19  REV.Mt  99  ES 

MIL  E-1.673A 

EC 

27  Sep 

68 

ER 

EC 

85 

5960 

Electron  Tube,  Receiving  Type  2AC15  &  2AS15  USER-CO  AS  OS  MC  19 

REV-ll  99  ES 

MIL-E-1/629D 

EC 

03  Moy 

84 

ER 

EC 

85 

5960 

Electron  Tube,  Receiving  Type  6N7  &  6N7GT  USER-AR  AT  AV  ME  REV-MI  AS 

ES 

Electron  Tube,  Receiving  Type  6K7  Validated  Apr  81  USER-AR  MC  AS  OS  CG 

SH  REV-ll  17  99  ES 

MIL-E-1/633B 

EC 

17  Jul 

84 

CR 

EC 

II 

5960 

MIL-E.I/634B 

EC 

10  Mar 

75 

ER 

EC 

85 

5960 

Electron  Tube,  Receiving  Type  6SH7  &  12SH7  Validated  Apr  81  USER-ME  CO 

OS  19  REV.99  ES 

MIL-E-1/636B 

EC 

14  Nov 

68 

ER 

EC 

85 

5960 

Electron  Tube,  Receiving  Type  6088  Validated  Apr  81  USER-ME  CG  OS  MC 

AS  19  REV.99  ES 

MIL-E-1/694B 

EC 

14  Nov 

63 

ER 

EC 

85 

5960 

EIccKon  Tube,  Receiving  Type  6SN7WGTA  USER-ME  MC  AS  CG  OS  REV-MI 
n  99  ES 

MIL-E-1/663E 

EC 

14  Apr 

83 

ER 

EC 

85 

5960 

Electron  ’ube.  Receiving  Type  9001  Validated  Oct  87  USER-ME  MC  CG  AS 

OS  r  19  REV.99  ES 

MIL-E-1/652B 
NOTICE  1 

EC 

13  Oct 

87 

ER 

EC 

85 

5960 

Electron  Tube,  Receiving  Type  9002  Validated  Apr  83  USER-ME  MC  OS  CG 

AS  RCV-n  99  ES 

MIL-E-1/653B  (2) 

EC 

25  Jon 

77 

ER 

EC 

85 

5960 

5960 

Electron  Tube,  Receiving  Type  S725W  USER-MC  CG  AS  OS  REV-MI  99  11  ES 
Electron  Tube,  Receiving,  Pentode  Minoture,  Type  6AK5WP  Validated  Jan  83 
REV-MI  AR  ES 

MIL-E-1/6J 

MIL-E.I/804A 

EC 

ER 

11  Feb 
10  Moy 

81 

56 

ER 

ER 

EC 

85 

5960 

Electron  Tube,  Receiving  Type  5687W8  USER-ME  MC  AS  OS  11  REV-AR  Ml 

99  ES 

MIL-E-1/779J 

EC 

28  Jon 

81 

ER 

EC 

8.'; 

5960 

Eteciran  Tube,  Receiving  Type  2)(2A  USER-MC  CG  OS  AS  )9  IT  REV-AR  99 

ES 

Eteciron  Tube,  Receiving  Type  6C6  Vatidaled  Apr  3)  USER-ME  MC  AS  CG  OS 

19  REV-99  ES 

MIL-E-1/749C 

EC 

18  Dec 

80 

ER 

EC 

85 

5960 

MIL-E-1/767B 

EC 

07  Oct 

68 

ER 

EC 

85 

5960 

Eteciron  Tube,  Receiving  Type  5726  USER-Al  CG  OS  AS  MC  REV-AR  1 1  99 

ES 

Electron  Tube,  Receiving  Type  5644  Voiidated  Apr  87  REV-17 . ,„ . 

MIL-E.1/7H  (1) 

EC 

16  Jul 

81 

ER 

EC 

85 

5960 

MIL-E-1/181E 
NOTICE  1 

85 

17  Apr 

87 

ER 

EC 

85 

5960 

Electron  Tube,  Receiving  Type  5977  Voiidated  May  8S  USER-ME  MC  CG  AS 

OS  11  ReV.99  ES 

MIL-E-1/187F 

EC 

16  0cl 

78 

ER 

EC 

85 

5960 

Electron  Tube,  Receiving  Type  6021W  1/  And  6021WSPL  2/  USER-AV  ME  SH 

CG  MC  OS  AS  n  REV-AR  Ml  99  ES 

MIL-E-1/188G 

EC 

06  Jon 

83 

ER 

EC 

85 

5960 

Electron  Tube,  Receiving  Type  6112  Voiidated  May  8S  USER-CO  MC  AS  OS 
n  REV-MI  AR  17  99  ES 

MIL-E-1/190H 

EC 

15  Nov 

78 

ER 

EC 

85 

5960 

Electron  Tube,  Receiving  Type  684G  Validated  Apr  87  REV-99  80 . 

MIL-E.1/191C(1) 
NOTICE  1 

85 

17  Apr 

87 

ER 

EC 

85 

5960 

Electron  Tube,  Receiving  Type  6F51/  USER-ME  MC  CG  OS  AS  19  REV-99  ES.. 

MIL-E-1/192B 

ER 

15  Jul 

85 

ER 

EC 

85 

5960 

Electron  Tube,  Receiving  Type  OC3A  &  OC3W  Validated  Jan  83  USER-MC  AS 

OS  CG  19  11  REV-MI  AR  99  ES 

MIL-E-1/193C 

ER 

23  Jun 

77 

ER 

EC 

85 

5960 

Electron  Tube,  Feceiving  Type  083  &  OB3A  Validated  Apr  83  USER-AS  CG 

MC  OS  19  REV-ll  99  ES 

MIL-E-T/)95B  (1) 

EC 

26  Feb 

71 

ER 

EC 

85 

5960 

Electron  Tube,  Receiving  Type  OD3  &  O03W  Validated  Apr  63  USER-ME  MC 

OS  AS  CG  11  REV-AR  99  ES 

MIL-E-1/196B  (1) 

EC 

15  Nov 

76 

ER 

EC 

85 

5960 

Electron  lube.  Receiving  Type  616WGB  USER-MC  OS  AS  CG  19  TI  REV-aK 

17  99  ES 

MIL-E-1/)97D  (3) 

EC 

15  Aug 

85 

ER 

EC 

85 

5960 

Electron  Tube,  Receiving  Type  6SC7  6SC7GTY  &  12SC7  Validated  Jon  63 
USER-ME  OS  AS  MC  CG  1*  ’tEV-EC  11  99  ES 

MIL-E-1/I99A  (T) 

ER 

20  Jun 

72 

ER 

EC 

85 

5960 

Electron  Tube,  Receiving  Type  5902  Validated  May  8S  USER-CG  MC  AS  OS 
n  REV-MI  99  ES 

M1L.E.1/175H 

EC 

'.2  Jon 

79 

ER 

EC 

85 

5960 

Electron  Tube,  Receiving  Type  5U4G  &  5Z3  Validated  Apr  83  USER-ME  CG  AS 
OS  MC  19  REV-ll  99  ES 

M1L-E-1/223F  (1) 

EC 

01  Dee 

70 

ER 

EC 

85 

5960 

Electron  Tube,  Receiving  Type  114  Validated  Jan  83  USER-AR  OS  MC  CG  AS 
n  REV.99  ES 

MIL-E-1/232C 

FR 

19  Moy 

78 

ER 

EC 

85 

5960 

5960 

Electron  Tube,  Receiving  Type  5749W  USER-AV  ME  CG  AS  OS  MC  11 

REV-MI  AR  99  ES 

Electron  Tube,  Receiving  Type  2C5I  Voiidated  Jan  63  . . . . . 

MIL-E-1/8G  (1) 

MIL-E-1/333B 
NOTICE  1  (EC) 

EC 

ER 

29  Sep 

06  Nov 

81 

70 

ER 

ER 

EC 

85 

5960 

Electron  Tube,  Receiving  Type  2C53  Validated  Apr  83  USER-MI  MC  AS  OS  CG 

19  REV-ll  99  ES 

Mi:-E-1/334A 

EC 

30  Mar 

70 

ER 

EC 

85 

5960 

Electron  Tube,  Receiving  Typo  IRS  Validated  Apr  84  USER-AR  OS  AS  CG  MC 

19  11  RLV.99  ES 

MIL-E-1/325C 

EC 

17  Mor 

78 

ER 

EC 

85 

5060 

Electron  Tube,  Rece’y'"^  Type  2G21  Vatidatsd  Apr  81  USER-.V.C  OS  CG  AS 

SH  17  REV-ME  11  99ES 

.V.!t  E  I  '3415 

SC 

05  Jur. 

75 

CD 

SC 

85 

5960 

Electron  Tube,  Receiving  Types  3Q4  And  3V4  Validated  Apr  83  USER-AV  MC 

AS  OS  CG  19  11  REV.99  ES 

MIL-E-1/3438  (1) 

EC 

17  Aug 

77 

ER 

EC 

85 

5960 

Electron  Tube,  Receiving  Type  5R4GA  USER-MC  AS  CG  OS  19  11  REV-99  ES„ 

MIL-E.1/344C 

EC 

18  Oct 

84 

ER 

EC 

85 

5960 

Electron  Tube,  Receiving  Type  5Z4  USER-CG  MC  OS  AS  19  REV-99  ES... . . 

MIL-E-I/348A  (1) 

85 

13  Apr 

84 

ER 

EC 

85 

5960 

Electron  Tube,  Receiving  Type  6A64  Voiidated  Apr  64  USER-ME  MC  AS  CG 

OS  l9REV.n  99  ES 

MIL-E-1/35IA  (1) 

EC 

O'"'  Mar 

70 

ER 

EC 

85 

5960 

Electron  Tube,  Receiving  Type  6AJ5  Validated  Apr  63  USf  R-MC  CG  OS  AS  17 
19REV.n  99.  ES 

MIL-E-)/358B 

EC 

07  Aug 

70 

ER 

EC 

85 

5960 

Electron  Tube,  Receiving  Types  6SF7  &  12SF7  Validated  Apr  87  USER-ME  MC 

AS  CG  OS  19  REV-SH  11  99  ES 

MIL-E-1/363A 
NOTICE  1 

85 

13  Aug 

68 

ER 

EC 

85 

5960 

Electron  Tube,  Receiving  Types  6SG7  And  -12SG7  Validated  Apr  87 

CG  OS  AS  REV-ll  17  99  ES 

MIL-E-1/365C 
NOTICE  I 

85 

20  Apr 

73 

ER 

EC 

85 

560 


FSC  LISTING 


DOCUMENT 


FSC 

TITLE 

NUMBER 

PREP 

DATE 

CUSTODIAN 

5960 

Electron  Tube,  Receiving  Type  5750  VaUdated  May  88  REV-)7  11  ES  . . . 

MIL-E-1/9G 

NOTICE  1 

85 

20  May 

88 

ER 

EC 

85 

5960 

Electron  Tube,  Receiving  Type  6286  Validated  Jan  83  USER>CG  AS  MC 

REV-AR  17  n  99  ES 

MIL-E-1/270C 

ER 

06  Dec 

71 

ER 

EC 

85 

5960 

Electron  Tube,  Receiving  Type  5672  Validated  Jen  83  USER<ME  MC  CG  AS 

OS  19  REV.99  ES 

MIL-E.1/280D 

ER 

23  Mar 

70 

ER 

EC 

85 

5960 

Electron  Tube,  Receiving  Type  5678  Validated  Jan  83  USER*M£  CG  MC  AS 

OS  19  REV-99  ES 

MIL-E.1/281E 

ER 

21  Jon 

71 

ER 

EC 

85 

5960 

Electron  Tube,  Receiving  Type  OA2WA  Validated  Apr  83  USER-CG  MC  AS  17 
REV-AR  Ml  99  ES 

MIL-E-1/290D 

EC 

01  Feb 

71 

ER 

EC 

85 

5960 

5960 

Electron  Tube,  Receiving  Type  5829WA  USER-AR  CG  MC  OS  AS  REV-MI  11 

99  ES 

Electron  Tube,  Receiving  Type  6098  REV-MI  AR  ES  . 

MIL-E-1/292D  (1) 

MIL-E-1/240C 

EC 

ER 

09  Feb 

17  Mcy 

82 

83 

ER 

ER 

EC 

85 

5960 

Electron  Tube,  Receiving  Type  6J6WB  USER-ME  AR  AS  CG  MC  OS  19  REV-11 

99  ES 

MiL-E-1/243D  (1) 

EC 

12  Dec 

85 

ER 

EC 

85 

5960 

Electron  Tube,  Receiving  Type.  6186W  USER-ME  CG  AS  MC  OS  SH  11  REV-99 

ES 

Electron  Tube,  Receiving  Type  6188  Validated  Apr  87  REV-99 . . . . . 

MII.E-1/244D 

EC 

24  May 

83 

ER 

EC 

85 

5960 

MIL-E-1/245D  (2) 
NOTICE  1 

85 

17  Apr 

87 

ER 

EC 

85 

5960 

Electron  Tube,  Receiving  Type  618999  USER-CG  MC  AS  OS  SH  REV-MI  11  99 

ES 

Electron  Tube,  Receiving  Type  6203  USER-AR  CG  AS  11  REV-MC  99  ES  . 

MII-E-1/246J  (1) 

EC 

14  Oct 

81 

ER 

EC 

85 

5960 

MIL.E-1/262F 

EC 

03  Apr 

81 

ER 

EC 

85 

5960 

Electron  Tube,  Receiving  Type  6X49/A  USER-CG  MC  AS  OS  11  REV-MI  AR  99 

ES 

Electron  Tube,  Receiving  Type  5751  USER-ME  AR  MC  AS  OS  CG  11  REV-99 

ES 

Electron  Tube,  Receiving  Type  6CL6  Validated  Apr  84  USER-CG  MC  AS  OS 

REV-MI  17  11  99  ES 

MIL-E-1/263F 

EC 

17  Feb 

81 

ER 

EC 

85 

5960 

MIL-E-l/lOH  (1) 

EC 

05  Nov 

81 

ER 

EC 

85 

5960 

MIL.E-1/864E 

EC 

09  Feb 

72 

ER 

EC 

85 

5960 

Electron  Tube,  Receiving  Type  6167  Validated  Apr  82  USER-ME  CG  SH  AS  MC 

OS  19  REV-MI  11  99  ES 

MIL-E-1/904D  (1) 

EC 

02  Feb 

76 

ER 

EC 

85 

5960 

Electron  Tube,  Receiving  Type  6C4WA  USER-AS  MC  OS  CG  19  REV-MI  AR  11 

99  ES 

MIL-E-1/857E 

EC 

18  Feb 

81 

ER 

EC 

85 

5960 

Electron  Tube,  Receiving  Type  58MA  USER-AV  AS  MC  CG  OS  SH  11  REV-AR 

Ml  99  ES 

MIL-E-1/12K  (1) 

EC 

05  Nov 

81 

ER 

EC 

85 

5960 

Election  Tube,  Receiving  Type  1A5GT  Validated  May  85  USER-ME  MC  AS  OS 

CG  19REV.n  99 

MII.E-1/104B  (1) 

EC 

15  Feb 

73 

ER 

EC 

85  ES 

5960 

Electron  Tube,  Receiving  Type  5763  Validated  Apr  83  USER-CG  MC  AS  19 

REV-MI  17  99  ES 

MIL.E-1/85C 

EC 

18  Feb 

n 

ER 

EC 

85 

5960 

Electron  Tube,  Receiving  Type  5783  WA  Validated  Apr  84  USER-CG  MC  AS 

OS  REV-MI  11  17  99  ES 

MII.B.1/87F 

EC 

14  Jop 

72 

ER 

EC 

85 

5960 

Electron  Tube,  Receiving  Type  5787  WA  Validated  Apr  84  USER-AS  MC  CG 

OS  19  REV-MI  11  17  99  ES 

MIL.E-1/89E 

EC 

07  Feb 

72 

ER 

EC 

85 

5960 

Electron  Tube,  Receiving  Types  5839  And  5852  Validated  Apr  81  USER-MC  CG 

AS  REV.17  99  ES 

MIL-E-1/92D 

EC 

10  Mor 

75 

ER 

EC 

85 

5960 

Electron  Tube,  Receiving  JAN  5886  Validated  Apr  83  USER-MC  AS  CG  OS  19 
REV-ll  99  ES 

MIL-E-1/95C 

EC 

04  Jun 

70 

ER 

EC 

85 

5960 

Electron  Tube,  Receiving  Type  5899  And  6206  Validated  May  85  USER-CG  MC 

AS  OS  SH  REV-MI  99  ES 

MII-E-1/97M 

EC 

15  Jan 

79 

ER 

EC 

85 

5960 

Electron  Tube,  Receiving  Types  6AT6  And  12AT6  Validated  Apr  83  USER-MC 

CG  AS  OS  19  REV-MI  11  99  ES 

MIL-E-1/119B 

EC 

IS  Jul 

70 

ER 

EC 

85 

5960 

Electron  Tube,  Receiving  Type  6BN6  Validated  May  85  USER-MC  OS  AS  CG 

SH  11  19  REV.99  ES 

MIL-E-1/121D 

EC 

04  Dec 

72 

ER 

EC 

85 

5960 

Electron  Tube,  Receiving  Type  6J5WGT  Validated  May  85  USER-OS  MC  CG 

AS  19  REV.17  11  99  ES 

MIL.E-1/123?  (1) 

EC 

15  Sep 

72 

ER 

EC 

85 

5960 

Electron  Tube,  Receiving  Type  6SQ7  &  12SQ7  Validated  Apr  83  USER-MC  AS 

OS  CG  17  19  REV-ll  99  ES 

MIL-E-1/124A 

EC 

13  Feb 

70 

ER 

EC 

85 

5960 

Electron  Tube,  Receiving  Type  5693  Validated  Jan  83  USER-CG  MC  AS  OS  19 
REV-MI  11  99  ES 

MIL-E-l/BlC  (1; 

ER 

16  Mor 

73 

ER 

EC 

85 

5960 

Electron  Tube,  Receiving,  Power  Amplifier  Pentode  Validated  Jan  83  USER-MC 

CG  AS  17  19  REV-ES 

MIl-E-l/lOSB 

ER 

18  Nov 

70 

ER 

EC 

85 

5960 

Electron  Tube,  Receiving  Type  6005W  USER-CG  MC  AS  OS  11  REV-MI  99  ES 

MII.E-1/13K  (1) 

EC 

09  Nov 

81 

ER 

EC 

85 

5960 

Electron  Tube,  Receiving  Type  6E5  Validated  Apr  84  USER-ME  CG  MC  AS  OS 

19  REV-SH  11  ES 

MIL-E-1/57A  (1) 

EC 

30  Aug 

78 

ER 

EC 

85 

5960 

Electron  Tube,  Receiving  Type*  6SA7,  6SA7WGT,  12SA7,  12SA7GT,  i  12SY7 
Validoled  Apr  82  USER-CG  MC  AS  OS  REV-AR  11  99  ES 

MIL-E-1/60C 

EC 

20  Jul 

76 

ER 

EC 

85 

5960 

Electron  Tube,  Receiving  Type  12SK7Y  Validated  Apr  87  USER-OS  AS  MC  CG 
REV-ll  17  99  80  ES 

MIL-E-1/61C  (1) 
NOTICE  1 

85 

31  Oct 

73 

ER 

EC 

85 

5960 

Electron  Tube,  Receiving  Type  6S17WGT  &  12S17GT  Validated  May  8S 

USER-MC  CG  AS  19  REV-MI  11  99  ES 

MII.E.1/62C  (1) 

EC 

01  Nov 

72 

ER 

EC 

85 

5960 

Electron  Tube,  Receiving  Type  12SN7GT  &  12SX7GT  Validated  Apr  87 

USER-CG  MC  AS  OS  n  REV-AR  17  99  ES 

MIL.E-1/63B  (2) 
NOTICE  1 

85 

02  Moy  73 

ER 

EC 

85 

5960 

Electron  Tube,  Receiving  Type  5676  Validated  Jan  83  USER-AR  CG  MC  OS  AS 

19  REV.99  ES 

MIL-E-1/79B 

ER 

20  Nov 

70 

ER 

EC 

85 

5960 

Electron  Tube,  Receiving  Type  6AG7Y  Validated  May  85  USER-AR  CG  MC  OS 

AS  REV.17  11  99ES 

MIL.E-1/45E  (1) 

EC 

15  Sep 

72 

ER 

EC 

85 

5960 

Electron  Tube,  Receiving  Type  6AK6  Validated  Apr  84  USER-ME  CG  MC  AS  19 
REV-MI  11  99  ES 

MIL.E-1/47C 

EC 

16  Mor 

70 

ER 

EC 

85 

5960 

Electron  Tube,  Receiving,  Type  6AQ6  USER-ME  CG  OS  AS  MC  19  REV-ll  99 

ES 

Electron  Tube,  Re -diving  Type  6AS7G  USER-AR  MC  AS  CG  11  REV.17  99  ES.. 

MIL-E-I/48D 

ER 

18  Jul 

84 

ER 

EC 

85 

5960 

MII-E-1/49E  (2) 

85 

13  Apr 

84 

ER 

EC 

85 

5960 

Electron  Tube,  Riiceiving  Type  6AV6  Validated  Apr  84  USER-ME  MC  CG  AS 

OS  REV-MI  11  17  99  ES 

MII-E-1/51D 

EC 

04  Feb 

72 

ER 

EC 

85 

set 
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5960 

Electron  Tube,  Receiving  Type  26A7GT  Voltdoted  Apr  31  USER*MC  CG  AS  OS 

19  REV.ME  99  ES 

MIL-E-1/71E 

EC 

27  Sep 

68 

ER 

EC 

85 

5960 

Electron  Tube,  Receiving  Type  26Z5W  Volidoled  Apr  83  USER'CG  MC  AS 

REV.99  ES 

M11-E.1/73A 

EC 

23  Apr 

65 

ER 

EC 

85 

5960 

Electron  Tube,  Receiving  Type  3A5  Volidoled  Jan  63  USER<MC  AS  OS  CG  19 
REV-ll  99  ES 

MIL-E-1/33C 

ER 

01  Moy 

68 

ER 

85 

5960 

Electron  Tube,  Receiving  Type  6072A  USER-AS  CG  MC  REV-MI  17  99  ES . 

MIL-E-l/ldE 

EC 

23  Feb 

81 

ER 

EC 

85 

5960 

Electron  Tube,  Receiving  Type  6216  Validated  Apr  82  USER-MC  CG  AS  OS  19 
REV-11  17  ES 

MIL-E-1/843D 

EC 

20  Feb 

76 

ER 

EC 

85 

5960 

Electron  Tube,  Receiving,  Beam  Tetrode,  Submlnloture  JAN  6397  Volidoled  Apr 

82  USER'AR  AS  OS  CG  19  REV.99  ES 

MII-E-1/844B  (1) 

EC 

15  Apr 

76 

ER 

EC 

85 

5960 

Electron  Tube,  Receiving  Type  5651WA  Volidoled  Apr  84  USER'AR  CG  MC  AS 

OS  REV.Ml  11  17  99ES 

MIL-E-1/82SD 

EC 

14  Jon 

/2 

ER 

EC 

85 

5960 

Electron  Tube,  Receiving  Type  12A15  Validated  Jan  83  USER-OS  CG  MC  AS 

19  REV-MI  11  99  ES 

MII-E-1/832A 

ER 

17  Fob 

71 

ER 

EC 

85 

5960 

Electron  Tube,  Receiving  Type  6094  USER-ME  MC  CG  AS  OS  SH  11  REV-MI 

17  99  ES 

MIL-E-1/821E 

EC 

28  Apr 

83 

ER 

EC 

85 

5960 

Electron  Tube,  Receiving  Type  6AN5WA  USER-ME  CG  OS  AS  11  REV-MI  AR 

99  ES 

MII.E.1/839E  (1) 

EC 

09  Feb 

82 

ER 

EC 

85 

5960 

Electron  Tube,  Receiving  Type  0a3  &  OA3A  Validated  Apr  81  USER-CG  MC 

AS  OS  19REV.il  99  ES 

MIL.E.1/17C 

EC 

04  Dec 

68 

ER 

EC 

85 

5960 

Electron  Tube,  Receiving  JAN  5894  Validafed  Apr  84  USER-MC  CG  AS  REV-11 

17  99  ES 

MIL-E-1/152C 

EC 

25  Jon 

72 

ER 

EC 

85 

5960 

Electron  Tube,  Receiving  Type  5691  USER-MI  MC  CG  OS  AS  11  REV-AR  99 

11  ES 

MIL-E-I/133D 

EC 

19  Nov 

85 

ER 

EC 

85 

5960 

Electron  Tube,  Receiving  Type  6SR7  &  12SW7  USER-ME  MC  OS  CG  AS  17  19 
REV.85  11  99  ES 

MIL-E-1/125A  (1) 

EC 

18  jul 

84 

ER 

EC 

85 

5960 

Electron  Tube,  Receiving  Type  5A6  Validated  Apr  83  USER-AS  CG  MC  OS  19 
REV-ll  99  ES 

MIL-E-1/147B 

EC 

i5  Oct 

70 

ER 

EC 

85 

5960 

Electron  Tube,  Receiving  Type  5755  USER-CG  MC  AS  17  19  REV-MI  99  ES . 

MIL-E-1/167B  (1) 

EC 

04  May 

83 

ER 

EC 

85 

5960 

Electron  Tube.  Receiving  Type  5636  USER-AS  OS  CG  MC  11  REV-MI  99  ES 

MIL.E-1/168J  (1) 

EC 

03  Feb 

82 

ER 

EC 

85 

5960 

Electron  Tube,  Receiving  Type  5639  USER-AR  AS  CG  MC  OS  11  REV.99  ES-. 

MIL.E.1/169J  (1) 

EC 

09  Nov 

81 

ER 

EC 

85 

5960 

Electron  Tube,  Receiving  Type  5641  Validated  May  83  USER-AS  MC  CG  SH  11 

19  REV-AR  17  99  ES 

MIL-E-1/170E 

NOTICE  1 

85 

2D  May 

88 

ER 

EC 

85 

5960 

Electron  Tube,  Receiving  Type  5686  Validated  Feb  83  USER-ME  AS  OS  CG 

MCSH  11  REV.99  ES 

MIL-E-1/171E 

85 

30  Mor 

83 

ER 

EC 

85 

5960 

Electron  Tube,  Receiving  Type  5718  Validated  May  8S  USER-CG  MC  AS  SH 

OS  19  11  R6V.99  ES 

MIL-E.1/172G 

EC 

24  Nov 

78 

ER 

EC 

85 

5960 

Electron  Tube,  Receiving  Type  5719  Validated  May  85  USER-AR  CG  MC  AS 

OS  SH-ll  REV.99  ES 

MIL.E-1/173H 

EC 

12  Dee 

78 

ER 

EC 

85 

5960 

Electron  Tube,  Receiving  Type  5896  Validated  May  85  USER-CG  MC  AS  OS 

SH  11  REV.17  99  ES 

MIL.E-1/174G 

EC 

12  Dec 

78 

ER 

EC 

85 

5960 

Electron  Tube,  Receiving  Type  6205  Validated  May  85  USER-CG  MC  AS  OS 

19  11  REV.99  ES 

MIL-E-1/140G 

EC 

20  Oct 

78 

ER 

EC 

85 

5960 

Electron  Tube,  Receiving  Type  1a3  Validated  Apr  83  USER-OS  CG  MC  AS  19 
REV.17  11  99ES 

MIL-E-1/193 

EC 

23  Jul 

70 

ER 

EC 

35 

5960 

Electron  Tube,  Receiving  Type  6BH6  Validated  Apr  83  USER-MC  CG  OS  AS  17 

19  REV-MI  n  99  ES 

MIL-E-1/5’6A 

EC 

19  May 

70 

ER 

EC 

85 

5960 

Electron  Tube,  Receiving  Type  6C5  Validated  Apr  81  USER-ME  MC  CG  OS  AS 

19  REV.99  ES 

MIL-E-1/519A 

EC 

15  Nov 

68 

ER 

EC 

85 

5960 

Electron  Tube,  Receiving  Type  6J7  &  12J7GT  Validated  Apr  81  USER-ME  MC 

AS  CG  OS  19  REV.99  ES 

MIL-E-1/520B 

EC 

26  Nov 

68 

ER 

EC 

85 

5960 

Electron  Tube,  Receiving  Type  5704  Validated  Apr  81  USER-ME  MC  AS  CG 

OS  19  REV.99  ES 

MIL-E-1/464B 

EC 

25  Sep 

68 

ER 

EC 

85 

5960 

Electron  Tube,  Receiving  Type  5842  Validated  Apr  81  USER.ME  MC  AS  CG 

OS  17  REV-AR  11  99  ES 

MII-E-1/466B 

EC 

04  reb 

75 

ER 

EC 

85 

5960 

Electron  Tube,  Receiving  Pentode,  High  Gain  JAN  5847  (Use  Mil-E'1/1617) 
Validated  Jon  83  USER-MI  MC  17  19  REV-1 1  99  ES 

MIL-E-1/467A 
NOTICE  1  (EC) 

ER 

04  Jon 

71 

ER 

85 

5960 

Electron  Tube,  Receiving  Type  5915  Validated  Apr  83  USER-ME  MC  CG  OS 

AS  REV-AR  SH  1 1  99  ES 

MIL-E-1/470C 

EC 

25  Apr 

77 

ER 

EC 

85 

5960 

Electron  Tube,  Receiving  Type  9006  Validated  Apr  81  USER-MC  CG  OS  AS  19 
REV.17  11  99  ES 

MIL-E-1/476B 

EC 

04  Dec 

68 

ER 

EC 

84 

5960 

Electron  Tube,  Receiving  Type  5656  Validated  Apr  83  USER-CG  AS  MC  OS  19 
REV-11  99  ES 

MIL-E-1/463A 

EC 

15  Oct 

70 

ER 

EC 

85 

5960 

Electron  Tube,  Receiving  Type  1A04  Validated  Apr  83  USER-CG  MC  AS 

REV-17  99  ES 

MIL-E-1/20F 

EC 

22  Jun 

75 

ER 

EC 

85 

5960 

Electron  Tube,  Selection  01  Volidoled  Apr  81  USER-OS  CG  MC  AS  19  REV-AR 

Ml  SH  17  11  99  ES 

MIL-STD.200K 
NOTICE  1 

7  NOV  1977 

EC 

07  Nov 

77 

ER 

EC 

85 

5960 

Electron  Tube,  Storoge  Type  7571  Validated  Apr  83  USER-CG  MC  AS  REV-ll 

17  99  ES 

MIL-E-I/1563  (1) 

EC 

17  Moy 

65 

ER 

EC 

85 

5960 

Electron  Tube,  Thyrotron  Type  8613  Validated  May  85  USER-ME  AS  MC  CG 

OS  11  REV.17  99  ES 

MII-E-1/1590B  (1) 

EC 

23  Aug 

79 

ER 

EC 

85 

5960 

5960 

5960 

Electron  Tube,  Thyrotron  Type  7665  And  7665A  Volidoled  Jon  86  USER-AR  CG 
OS  AS  SH  REV-MI  11  99  ES 

Electron  Tube,  Type  7792  Volidoled  Apr  81  USER-OS  CG  MC  REV-ES . 

Electron  Tube,  Triode  Type  756V  Volidoled  Apr  87  REV-ll  99  ES . 

Ma-E-1/1485D 
NOTICE  1 
MII-E-1/1488A  (1) 
MIL-E-1/1476A 
NOTICE  1 

EC 

EC 

85 

17  Jon  80 

02  Moy  69 

17  Apr  87 

ER 

EC 

EC 

85 

85 

5960 

Electron  Tube,  Triode  JAN  809M  Volidoled  Apr  83  USER-MC  CG  AS  19 

REV-ll  99  ES 

MIL-E-1/1442A 

EC 

27  Jul 

70 

ER 

EC 

85 

5960 

Electron  Tube,  Thyrotron  Type  7410  Validated  Jan  83  USER-OS  AS  CG  MC  11 
REV-MI  AR  17  99  ES 

MIL-E-1/1291F 

ER 

07  Mor 

73 

ER 

EC 

85 

562 
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5960 

Electron  Tube,  Thyrotron  Type  7590  Validatect  Oct  87  USER<AR  CG  MC  OS 

MIL-E.1/1319D 

EC 

13  Gel 

87 

ER 

EC 

85 

AS  19  n  REV.17  99  ES 

NOTICE  1 

1 

5960 

Electron  Tube,  Type  4NP7  (Navy)  Validated  Apr  64  REV*MI  ES... . . . . 

MIL-E-1/1320B 

EC 

11  Mor 

66 

EC 

5960 

Electron  Tube,  Thyrotron  Type  7363  Validated  Apr  82  USER*AR  OS  AS  CG 

MIL-E-1/1282E 

EC 

1 1  Nov 

75 

ER 

EC 

85 

MC  11  REV.17  99  ES 

5960 

Electron  Tube,  Troveling  Wave  Type  8175  Validated  Apr  82  USER-OS  CG  AS 

MIL-E-I/  1623B 

EC 

11  Moy 

76 

ER 

EC 

85 

MC  11  REV-MI  99  ES 

1 

5960 

Electron  Tube,  Type  B5961  Validated  Apr  83  USER-CG  MC  OS  AS  REV-ES . . 

MtL-E-1/1602B 

EC 

04  Sep 

70 

EC 

1 

5960 

Electron  Tube,  Troveling  Wove  Type  8128  Validated  Apr  8t  USER*CG  MC  AS 

MIL-E-1/1605A 

EC 

02  Dee 

74 

EC 

os  SH  REV-ES 

L 

5960 

Eleclron  Tube,  Type  7471  Validated  Apr  St  USER-CG  MC  AS  OS  SH  REV-ES- 

MIL-E-1/1283B 

EC 

03  Mor 

75 

EC 

5960 

Electron  Tube,  Type  6792  Validated  Apr  83  USER-ME  AR  AS  MC  OS  CG  19 

MIL-E-1/1349C 

EC 

15  Jul 

69 

ER 

EC 

85 

REV-MI  17  11  99  ES 

5960 

Electron  Tube,  Thyrotron  Type  7322  Validated  Apr  62  USER«MC  CG  AS  OS 

MIL.E.1/1371F 

EC 

11  Moy 

76 

ER 

EC 

85 

SH  11  REV.99  ES 

5960 

Eleclron  Tube,  Type  3B4WA  Validated  Jan  S3  USER-MC  CG  OS  17  REV-99  ES 

MIL-E-1/1358A 

ER 

27  Apr 

72 

ER 

EC 

85 

5960 

Eleclron  Tube,  Type  6028  Validated  Jan  83  USER-MC  CG  OS  AS  17  19 

MIL-E-1/1359A 

ER 

24  Feb 

71 

ER 

EC 

85 

REV.99  ES 

5960 

Electron  Tube,  Thyrotron  Typet  7390  And  7390A  USER-AR  AS  CG  11  REV.99 

MIL-E-1/1361E  (1) 

EC 

04  Mor 

86 

ER 

EC 

85 

17  ES 

L 

5960 

Electron  Tube,  Triode,  Power  Type  6950  Validated  May  68  REV*MI  17  11  99 

MIL-E-1/1332B 

85 

20  Moy 

88 

85 

ES 

NOTICE  1 

5960 

Electron  Tube,  Thyrotron  Types  7190  And  7191  Validated  Apr  82  USER-AR  CG 

MIL-E-1/1260G 

EC 

11  Nov 

75 

ER 

EC 

85 

MC  AS  OS  SH  11  REV -99  ES 

5960 

Electron  Tube,  Transmitting  Types  6146W  And  6159W  Validated  Apr  63 

/••IL-E  1/1502A 

EC 

15  Jon 

71 

ER 

EC 

85 

USER-AR  OS  AS  MC  CG  19  REV-11  99  ES 

5960 

Electron  Tube,  Traveling  Wove  Type  7640  Validated  Apr  8i  USER-AR  AS  CG 

MIL-E-1/1405C 

EC 

26  Nov 

74 

El 

EC 

85 

MC  OS  SH  REV-n  99  ES  GS 

L 

5960 

Electron  Tube,  Thyrotron  Type  8354  (Novy)  Validated  Apr  81  USER-MC  OS 

MIL-E-1/1426C 

EC 

02  Sep 

75 

EC 

CG  SH  AS  REV-Ml  ES 

5960 

Electron  Tube,  Thyrotron  Type  7621  Validated  Jan  86  USER-CG  AS  MC  OS  11 

MII-E-1/1428E  (1) 

EC 

03  Sep 

80 

ER 

EC 

85 

REV.80  17  99  ES 

NOTICE  1 

L 

5960 

Electron  Tube.  Triode.  Power  Validated  Apr  87  REV.17  11  99  ES  . 

MII.E-1/1401A  (1) 
NOTICE  1 

85 

17  Apr 

87 

85 

L 

5960 

Electron  Tube,  Type  6164  Validated  Jan  83  REV-MI  99  ES  . . 

MIL-E-I/IOOOA 

ER 

05  Jun 

75 

ER 

5960 

Electron  Tube,  Thyrotron  Validated  Jan  83  USER-MC  AS  CG  19  REV-MI  11  99 

ES 

Eleclron  Tube,  Thyrotron  Type  5696  Validated  Apr  81  USER-AR  AS  MC  CG 

MI'.-E-I/IOIID 

ER 

24  Aug 

71 

ER 

EC 

85 

5960 

MtL-E-l/917D 

EC 

22  Moy 

75 

ER 

EC 

85 

OS  14  19  REV.17  11  ES 

1 

5960 

Electron  Tube,  Type  6564  Validated  Jan  83  REV-MI  99  ES  . . . . 

MIL-E-1/1105  (2) 

ER 

20  Jon 

61 

ER 

5960 

Electron  Tube,  Type  12AU6  (Novy)  Validated  Apr  84  USER-CG  MC  AS  OS  19 

MIL.E-1/1091B 

EC 

18  Aug 

71 

EC 

85 

REV.17  ES 

5960 

Electron  Tube,  Thyrotron  Type  5948A  Validated  Apr  81  USER-MC  CG  OS  AS 

MIL.E-1/1099D 

EC 

06  Aug 

75 

ER 

EC 

85 

14  19  REV-ll  17  99  ES 

5960 

Electron  Tube,  Thyrotron  Type  5949A  Validated  Apr  81  USER-MC  CG  AS  OS 

MIL-E-l/llOOD 

EC 

06  Aug 

75 

ER 

EC 

85 

14  19  REV-MI  11  ES 

5960 

Electron  Tube,  Tronjmitting  Type  837  Validated  Apr  82  USER-ME  MC  CG  OS 

MII-E-1/934B 

EC 

01  Jul 

76 

ER 

EC 

85 

AS  11  REV-99  ES 

L 

5960 

Eleclron  Tube,  Type  5682  Validated  Apr  ii  REV.17  11  99  ES . 

MII-E-1/1551A 
NOTICE  1 

85 

17  Apr 

87 

85 

L 

5960 

Electron  Tube,  Traveling  Wove  Type  M5058A  Validated  Apr  81  USER-MC  SH 

Ma-E-1/1531A 

EC 

22  Nov 

74 

EC 

CG  AS  OS  REV-ES 

L 

5960 

Eleclron  Tube,  Type  8587/4605V2  Validated  Apr  8t  USER-CG  A\C  OS  AS 

MIL-E-1/1538B 

EC 

16  Sep 

75 

EC 

REV-ES 

L 

5960 

Electron  Tube,  Traveling  Wove,  CW  Amplifier  Type  8551  Validated  Jan  83 

MIL.E-1/1539  (1) 

ER 

08  Oct 

69 

ER 

REV-ES 

L 

5960 

Eleclron  Tube,  Type  8361  (Novy)  Validated  Jan  84  USER-AS  OS  CG  MC  SH 

MIL-E-1/1228C  (3) 

EC 

19  Nov 

73 

EC 

REV-ES 

NOTICE  1 

5960 

Electron  Tube,  Transmitting  Type  1624  Validated  Apr  81  USER-ME  CG  OS  AS 

MIIE-1/461B 

EC 

10  Mor 

75 

ER 

EC 

85 

SH  19  REV-11  99  ES 

1 

5960 

Electron  Tube,  Traveling-wove  Type  8364  Validated  Apr  84  USER-AS  MC  OS 

M1L-E-1/1654A 

EC 

09  Nov 

70 

EC 

CG  REV-ES 

1 

5960 

Electron  Tube,  Troveling  Wove  Type  8878  Validated  May  88  REV-11  99  ES . 

M1L.E.1/1692A 
NOTICE  1 

85 

20  May 

88 

85 

L 

5960 

Electron  Tube,  Traveling  Wove  Type  8879  Validated  May  88  REV-1 1  99  ES  ...... 

MIL.E-1/1693A 
NOTICE  1 

85 

20  Moy 

88 

85 

L 

5960 

Eleclron  Tube,  Troveling  Wove  Type  8880  REV-ll  99  ES . . . . . 

MIL-E-1/1694A  (1) 
NOTICE  1 

85 

17  Apr 

87 

85 

L 

5960 

Eleclron  Tube,  Troveling  Wove  Type  8881  Validated  Nav  88  USER-11  REV-99  ,. 

MII.E.1/1695A  (2) 
NOTICE  1 

85 

30  Nov 

88 

85 

L 

5960 

Electron  Tube,  Troveling  Wove  Type  8882  Validated  May  88  REV-1 1  99  ES  ...... 

MIL-E-1/1696A  (1) 

85 

05  Sep 

81 

85 

L 

5960 

Electron  Tube,  Troveling-wove  Type  8362  Validated  Apr  84  USER-AS  MC  OS 

MIL.E-1/I653A 

EC 

04  Nov 

70 

EC 

CG  REV-ES 

5960 

Electron  Tube,  Troveling  Wove  Type  8742  Validated  Apr  83  USER-CG  AS  OS 

MIL-E-1/1712B 

EC 

05  Ocl 

76 

ER 

EC 

MC  REV-ES 

5960 

Electron  Tube,  Traveling  Wove  DOD  009  1/  Validated  May  8S  USER-AR  CG 

MII.E-1/1713B 

EC 

26  Feb 

79 

ER 

EC 

85 

os  AS  MC  11  REV-99  ES 

1 

5960 

Electron  Tube,  Troveling  Wove  Type  DOD  017  Validated  Apr  81  USER-OS  MC 

MIIE-1/1724A 

EC 

06  Aug 

75 

EC 

AS  CG  REV-ES 

L 

5960 

Electron  Tube,  Tetrode  Type  8866  Validated  May  85  USER-MC  OS  CG  AS  11 

MII-E-1/1649B 

EC 

16  Feb 

79 

EC 

85 

REV-99  ES 

L 

5960 

Eltelron  Tube,  Thyrotron  Type  8789  USER-11  REV.99  ES . 

MIL-E-1/1658A  (1) 
NOTICE  1 

85 

17  Apr 

87 

85 

FSC  USTING 


DOCUMENT 

FSC  TITLE  NUMBER  CUSTODIAN 

5960  Electron  Tube,  Thyrotron  Type  8765  V'oAWaMf/ Apr  59  USER-ME  CG  AS  OS  )  T  MIL'E-1/1661A  EC  11  Nov  75  ER  EC  85 

REV-MI  99  ES 

L  5960  Electron  Tube,  Thyrolron  Type  7782  Wirfo/erf  Apr  fiJUSER-MCCGREV-EC  Mll  E-l/t636A  (li  EC  22  Feb  77  EC 

ES 

5960  Electron  Tube,  Thyrotron  Type  1258  USER-AR  CG  MC  AS  SH  OS  REV-ll  17  MIL-E-1/131G  (1)  EC  02  Mor  88  EREC  85 

99  ES 

5960  Electron  Tube,  Thyrotron  Type  5684  Vol/t/olerf  Apr  a;  USER-OS  AS  CG  MC  MIL-E-1/375D  EC  09  Moy  75  ER  EC  85 

SH  11  REV.17  99  ES 

5960  Electron  Tube,  Tronimitting  Type  6293  V'o/lrfoterf  Apr  82  USER-AR  CG  MC  AS  ,MIL-E-1/381D  (1)  EC  11  Feb  76  EREC  85 

OS  REV-MI  17  ES 

5960  Electron  Tube,  Thyrotron  Type  C6A  VolWotca  Apr  8/ USER-AR  MCCG  AS  OS  MIL-E-1/148C  EC  12  Dec  74  EREC  85 

SH  REV-17  11  99  ES 

5960  ElectronTube,  Thyrotron  Type  604  VoWoterf  Apr  81  USER-AR  MC  AS  OS  CG  MII-E-1/781D  EC  05  Moy  75  EREC  85 

3H  11  REV.17  99  ES 

I  5960  Electron  Tube,  Type  QK427  VolWo/erf  Oc(  87  USER-MC  REV-AR  17  85  ES .  MIL-F.-1/789B  EC  13  Oct  87  EC 

NOIICE  3 

5960  Electron  Tube,  Thyrotron  Type  5685  Vo/iVoterf  Apr  81  USER-AR  CG  MC  OS  MIL-E-l/lSOF  EC  12  Dec  74  ER  EC  85 

AS  SH  REV-ll  17  99  ES 

5960  Electron  Tube,  Thyrotron  Type  4C35A  VoWoterf  Apr  81  USER-AR  AS  SH  OS  MIL-E-l/806r  EC  09 -Moy  75  EREC  85 

MC  CG  11  REV.17  99  ES 

5960  Electron  Tube,  Thyrotron  Type  2050W  VoliVotea  Apr  87  USER-AR  MCCG  11  MIL-E-1/842G  85  17  Apr  87  EREC  85 

REV-SH  17  99  ES  NOTICE  1 

5960  Electron  Tube,  Thyrotron  Type  6278  Vo/, -rfoterf  Apr  81  USER-MC  CG  AS  OS  19  MIL-E-l/SlSE  EC  16  Jun  75  EREC  85 

14  REV-ll  17  99  ES 

5960  Electron  Tube,  Thyrotron  Type  6130  VoWo/erf  Apr  81  USER  ARMCSHCG  AS  MIL-E-l/lllD  EC  12  Dec  74  EREC  85 

OS  17  REV-ll  ES 

I  5960  Electron  Tube,  Type  6542  Vo/iWoterf  Apr  87  REV.99ES .  MIL-E-1/858A  85  17  Apr  87  85 

5960  Electron  Tube,  Thyrothron  Type  884  USER-MC  CG  AS  SH  OS  11  REV.17  99  MIL-E-1/894E  EC  21  Nov  85  EREC  85 

ES 

5960  Electron  Tube,  Thyrotron  Type  5560  USER-CG  MC  AS  14  REV-ll  17  99  ES .  MII-E-1/898B  (1)  EC  18  Jul  84  EREC  85 

5960  ElectronTube,  Tronimitting  TYPE5933WA  USER-OS  AS  MCCG  11  REV-99  ES  MII-E-1/852D  EC  23  Mor  81  EREC  85 

5960  Electron  Tube,  Tronimitting  Type  829B  Vo//Vote8  Apr  82  USER-ME  CG  AS  OS  MIL-E-1/853B  EC  01  Jul  76  ER  EC  85 

MC  19  REV-AR  11  99  ES 

5960  Electron  Tube,  Thyrotron  Type  5C22  Vol/Vorea  Apr  87  REV-AR  SH  99  17 .  MIL-E-1/115H  85  17  Apr  87  EREC  85 

NOTICE  1 

5960  Electron  Tube,  Troumclting  Type  2E22  Vo/Wotcrf  Apr  84  USER-ME  MC  AS  CG  MIL-E-1/335A  EC  20  Feb  70  EREC  85 

OS  19  REV-ll  99  ES 

5960  ElectronTube,  Tronimitting  Type  2E24  Vo/;</ole8  Apr  88  USER-AR  MC  OS  CG  MII-E-1/336A  EC  12  Nov  70  EREC  85 

AS  19  REV-ll  99  ES 

5960  Electron  Tube,  Tronimithng  Type  2E26  VoWoterf  Apr  83  USER-OS  AS  CG  MC  MIL-E-1/338F  EC  16  Mor  77  EREC  85 

11  REV-AR  99  ES 

5960  Electron  Tube,  Thyrotron  Type  5727  USER-ME  AR  OS  AS  CG  MC  11  REV- 17  MII-E-1/83F  (1)  EC  20  Jul  8'  EREC  £5 

99  ES 

5960  Electron  Tube,  Tronimilling  Type  3E29  VoWoterf  Apr  84  USER-CG  MC  AS  MIL-E-1/212C  EC  13  Aug  71  EREC  85 

REV.99  ES 

5960  Electron  Tube,  Tronimitting  Type  832A  USER-ME  AV  AS  OS  MC  CG  SH  19  Mll-E-l/yi50  EC  14  Apr  83  ER  EC  85 

REV-ll  99  ES 

5960  Electron  Tube,  Tronimitting  Typci  807  And  1625  Va/i8ater/ Ato/ 85  USER-MC  MIL-E-1/99C  (1)  EC  13  Sep  73  ER  EC  85 

CGAS  OS  19  REV-MI  11  99ES 

5960  Electron  Tube,  Type  9003  VolWoferf  Jon  86  USER-ME  MC  OS  ,AS  CG  17  19  MIL-E-1.'654B  EC  18  Apr  68  ER  EC  85 

REV.99  ES  NOTICE  1 

5960  Electron  Tube,  Thyrotron  Type  5665  VoWoterf  Apr  84  USER-AR  MCCG  AS  MIL-E-1/664D  EC  14  Jul  78  EREC  85 

OS  11  REV-17  99  ES 

5960  ElectronTube,  Thyrotron  Type  6vl2  VoWoted  Apr  81  USER-11  REV-AR  17  99  MIL.E.1/714E  EC  22  Moy  75  EREC  85 

ES 

5960  Electron  Tube,  Tronimitting  Type  6000  VolrVoted  Apr  81  USER-AV  CG  AS  OS  MIl-E-l/lOOA  (1)  EC  24  Oct  74  EREC  85 

SH  REV-ll  99  ES 

5960  Electron  Tube,  Thyrotron  Type  CIA  Vol/Voted  Apr  81  USER-,XR  MC  CG  AS  OS  MII.E-1/102C  EC  30  Oct  74  EREC  85 

SH  REV-ll  17  99  ES 

5960  Electron  Tube,  Thyrotron  Type  6014  Vol/VoterJ  Apr  82  USER-CG  MC  OS  AS  II  MIL-E1/'103F  EC  llMoy76  EREC  85 

REV.17  99  ES 

L  5960  ElectronTube,  VoltogeRegulotion  Type  8797  Vo/lr/oler/ Apr  82  USER-CG  MC  MIL-E-1/1652A  EC  02  Oct  75  EC 

SH  AS  OS  REV-ES 

5960  ElectronTube,  Vidicon  Type  7038  VoWolerJ  Apr  81  USER-MC  CGAS  SH  OS  MIL-E-1/1534A  EC  05  Moy  75  EREC  85 

11  REV.17  99  ES 

5960  ElectronTube,  VoltogeRegulotorT)  pe  7615  USER-AR  AS  CGMC  OS  II  MII-E-1/988F  (1)  EC  23  Apr  84  Elf  EC  85 

REV.99  ES 

I  5960  ElectronTube,  VoltogeRegulolor  Type  6213A  Vo/ldored  Apr  88  USER-OS  AS  MIL-E-1/1592A  EC  23  Sep  70  EC 

CG  MC  REV-ES 

5960  Electron  lube,  Vidicon  Type  7290  Vol/doletl  Apr  8/ USER-CG  MC  AS  REV- 17  Mll-t- 1,  1572A  B5  17  Apr  B/  LK  tC  85 

1199ES  NOTICE  1 

I  5960  ElectronTube,  Vidicon  Type  7263A  Vo/rdoW  Apr  87  REV-ll  17 .  MII-E-1/1294B  85  17  Apr  87  85 

NOTIfF  1 

5960  Electron  Tube,  Voltoge  Regulotor  Type  8515  Vo/rdolcd  Apr  84  USER-CG  MC  MIL-E-  ')9A  (1)  EC  06  Jon  72  EREC  85 

AS  REV.17  11  99  r.C 

•5960  Electron  Tube,  Vidicot  lype  7325  Volr'doled  Apr  84  USER-CG  MC  AS  REV-17  MIL-E-1,  io03  EC  05  Oct  65  ER  EC  85 

11  99  ES 

5960  Electron  Tube,  Vidicon  Type  7735A  Volidoled  Apr  81  USER-MC  CGAS  SH  OS  MIL-E-1, 1410A  EC  05  Moy  75  EREC  85 

REV-ll  17  99  ES 

5960  ElectronTube,  12AY7  Volldoted  Apr  81  USER-MC  AS  CG  SH  19  REV.17  99  MIL-E-I/639E  EC  10  Mor  75  EREC  85 

ES 

5960  ElectronTubej,  Cothode  Roy  Types  3JP1,3JP2,3JP7,3JP11,«.3JP12  MIL-E-1/36E  EC  12  Dec  78  EREC  85 

Voi;doted/Mo/85USER-ME  AR  AV  CG  OS  AS  11  REV.99  ES 
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5960 

Electron  Tubes,  Colhode  Roy  Types  12A''P1A,  12ABP7A,  And  12A8P19A 

M11-EO/1261F 

85 

21  Mar 

72 

ER 

EC 

85 

Valida led  Apr  S7  RBV.\) 

NOTICE  1 

5960 

Electron  Tubes,  Receiving  VoUdated  Jan  83  USER-AR  MC  OS  AS  CG  17  19 

MIL-E-1/3270 

ER 

15  May 

78 

ER 

EC 

85 

REV.99  ES 

5960 

Electron  fubes,  Pocking  OI  USER-AS  SH  OS  MC  CG  11  REV-SM  Ml  AR  17  .... 

MIL-E-75H 

EC 

22  Sep 

86 

CR 

EC 

99- 

o 

5960 

Electron  Tubes,  Generol  Specification  For  USER*AV  AT  ME  AS  OS  MC  CG  YD 

MIL-E-IJ 

EC 

15  Jan 

85 

ER 

EC 

85 

19REV.AR  Ml  17  11  99  ES 

SUPPL  1 

5960 

Electron  Tubes,  Colhode  Roy  Types  5CP1A,  5CP1B  &  5CP12  USER'MC  CG  AS 

MILE-1/:73H 

EC 

23  Apr 

84 

ER 

EC 

85 

os  19  11  REV-AR  99  ES 

5960 

Electron  Tubet.  .Receiving  Typet  6V6  &  6V6GI  1/2/  USER-AV  AL  CG  OS  AS 

MIL-E-1/126D  (2) 

EC 

01  Apr 

83 

ER 

EC 

85 

MC  SH  19  REV-MI  AR  11  99  ES 

L 

5960 

Electronic  Tube,  Negotive  Grid  (Microwave)  1  Type  OOD>038  Voh'daied  Jut  86 

MtL-E-1/t764B 

NOTICE  1 

ER 

14  Dec 

79 

ER 

L 

5960 

Electronic  Tube,  Thyrotron  Type  8951  USER>SH  CG  MC  OS  AS  REV*ES....... . 

MIL-E-1/1735  (1) 

EC 

28  Apr 

82 

EC 

5960 

Eletron  Tube,  Receiving  Type  1AE4  Validated  Apr  84  USER'CG  MC  AS  OS 

MIL-E-1/221B 

EC 

14  Jon 

72 

ER 

EC 

85 

REV- 11  99  ES 

5960 

Retainer  (Bose),  Electron  Tube,  Heat  Oissipoting,  Octol,  T9  Validoled  Jan  86  .... 

MIL  R-24251/8A  (2) 

EC 

03  Oct 

79 

ER 

EC 

85 

1 

5960 

Semiconductor  Device,  Tronsistor,  PNP,  Silicon  Type  2N1234  Validated  Ju!  83 

MIL-S-19500/179A  (1) 

ER 

21  Aug 

72 

ER 

REV.19  ES 

5960 

Semiconductor  Device,  Transistor,  Types  2N389  A.  d  2N424etNovy)  Validated 

MII-S-19500/173A 

EC 

24  Nov 

64 

EC 

17 

Air  8J  REV.19  ES 

5960 

Semiconductor  Device,  Tronsistor,  PNP,  Germonium,  Low  Power  Type 

MIL-S-19500/174B 

EC 

29  Nov 

71 

EC 

17 

JAN.2N398A  Validoled  Apr  84  USER-AV  MC  AS  CG  13  15  REV-MI  85  11 

99  ES 

5960 

Semiconductor  Device,  Tronsistor,  NPN,  Silicon  Types  2N342,  2N342A  And 

MIL-S-19500/16E 

EC 

24  Nov 

64 

ER 

EC 

17 

2N333  Validoled  May  8S  USER-Ml  MC  CG  AS  KEV-ll  19  ES 

5960 

Semiconductor  Device,  Tronsistor,  NPN,  SMon,  Low  Power  Types  2N333, 

MIL-S-1950O/37D 

EC 

22  Nov 

71 

ER 

EC 

17 

2N335,  2N336,  2N333A,  2N335A,  And  2N336A  Validoled  Apr  84  JSER-AS 

MC  CG  REV-AR  Ml  85  11  19  99  ES 

5960 

Semiconductor  Device,  Diode,  Type  1N93A  REV.19  ES  . . . . 

MIL  S  19500/293A  (1) 

EC 

15  Mor 

83 

EC 

17 

5960 

Semiconductor  Device,  Diode,  Silicon,  Power  Rectifier  Types  1N1124A, 

MIL-S-19500/104C 

EC 

29  Nov 

65 

ER 

EC 

17 

1N1126A,  1N1128A,  1N3649,  1N3650,  1N1124RA,  1N1126RA,  IN1128RA, 
1N3649R  And  1N3650R  Validoled  Apr  84  USER-MI  CG  MC  AS  14  REV-AR 
£A  11  19  ES 

5960 

Semiconductor  Device,  Tronsistor,  PNP,  Germonium  Types  2N1039,  2N1041, 

MI1.-S-19500/89D 

EC 

22  Mor 

71 

ER 

EC 

17 

2N2553,  2N2555,  2N2557  And  2N2559  Validaled  Apr  83  USER-MI  CG  MC 

AS  OS  15  13  REV-AR  85  11  19  ES 

1 

5960 

Semiconductor  Device,  Diode,  Silicon,  Power  Rectifies  Type  1N2153.  Validated 

MIL-S-19500/91  (1) 

ER 

01  -lul 

60 

ER 

Ju!  S3  RBVA9  99 

5960 

Semiconductor  Device,  Oiooe,  Germonium,  Type  JAN.1N933  REV.AR  Ml  19  ES 

MIL-S-19500/119B  (1) 

EC 

15  Mor 

83 

ER 

EC 

17 

5960 

Semiconductor  Device,  Tronsistor,  Type  2N3013  Validated  Aug  88  LJSER'AV 

MIL.S-19500/287B  (1) 

EC 

24  Aug 

88 

ER 

EC 

17 

MC  AS  OS  CG  15  13  REV-MI  AR  85  11  99  ES 

1 

5960 

Semiconductor  Device,  Tronsistor,  Types  2N2631  And  2N2876  Validated  Apr 

MIL-S-19500/303  (3) 

EC 

26  Feb 

71 

EC 

83  REV.19  ES 

L 

5960 

Semiconductor  Device,  Tronsistor  Type  Type  2N744  Validated  Apr  84  REV.19 

ES 

Semiconductor  Device,  Transistor,  NPN,  Silicon,  Types  JAN.2N337  And 

MIL-S-19500/273A 

EC 

21  Mor 

66 

EC 

5960 

MII-S-19500/69E 

EC 

22  Nov 

71 

ER 

EC 

17 

JAN.2N338  Validoled  Apr  84  USER-CG  MC  AS  15  13  REV-AR  Mill  19  ES 

L 

5960 

Semiconductor  Device,  Tronsistor,  PNP  Germonium  Type  2N987  Validated  Jut 

MtL-S.19500/267  (2) 

ER 

17  Jon 

66 

ER 

83  REV-85  17  19  ES 

L 

5960 

Semiconductor  Device,  Tronsistor  Types  2N962  And  2N964  (Navy)  REV.MI  ES.. 

MIL-S  19500/25BA  (4) 

EC 

24  Aug 

88 

EC 

1 

5960 

Semiconductor  Device,  Tunnel  Diode,  Types  1N3713,  1N3715,  1N3717, 

MIL*S09500/269  (1) 

EC 

25  Apr 

66 

EC 

1N3719  And  1N3721  Validaled  Apr  34  USER-MC  CG  REV-19  ES 

5960 

Semiconductor  Device,  Diode,  Silicon,  Video  Detector  Types  1N358A, 

MIL-S-19500/339 

EC 

17  Dee 

65 

ER 

EC 

17 

1N358AR,,  1N358AM,  And  1N358AMP  Validaled  Apr  84  USER-MI  CG  MC 

AS  14  REV-AR  11  85  19  ES 

L 

5960 

Semiconductor  Device,  Diode  Germanium,  Low  Level,  Forword*voitage.referenee 

MII-S-19500/205A 

EC 

15  Feb 

66 

EC 

Type  1N3287  Validaled  Apr  84  USER-CG  MC  AS  REV-MI  19  ES 

5960 

Semiconductor  Device,  Diode,  Germonium,  Mixer  Type  1N263  Validated  Apr 

MU-S  19500/191A  (1) 

EC 

26  Ocl 

71 

ER 

EC 

17 

84  USER-MC  CG  AS  OS  REV-1 1  19  ES 

5960 

Semiconductor  Device,  Tronsistor,  PNP,  Germonium,  Low  Power  Type  2N2084 

Mll-S-19500,213C  (1) 

EC 

15  Mor 

83 

ER 

EC 

17 

USER-MC  CG  AS  13  15  REV-aR  Ml  11  85  19  ES 

5960 

Semiconductor  Device,  Diode,  Silicon,  Switching,  Type  JAN.1N251  Validated 

MIL-S-19500. 188A  (1) 

EC 

25  Sep 

86 

ER 

EC 

17 

Jan  Si  REV-MI  19  ES 

NOTICE  1 

5960 

Semiconductor  Device,  Diode,  Silicon,  Power  Rectifiers,  Types  JAN.1N538M, 

MIL-S-19S00.202A  (2) 

EC 

14  Dec 

64 

ER 

EC 

17 

JAN-1I-1540M,  And  JAN1IN547M  Validaled  Apr  83  USER-CG  MC  AS 

REV-AR  Ml  11  19  ES 

5960 

Semiconductor  Device,  Transistor,  PNP,  Germonium,  High  Power  Type 

MIL-S-19500/340 

EC 

17  Dec 

65 

ER 

EC 

17 

2N2079A  Validaled  Apr  84  USER-MI  ER  MC  CG  AS  14  REV-11  85  19  ES 

5960 

Semiconductor  Device,  Tronsistor.  NPN  Types  2N1302,  2N1304,2N1306  21308 

MIL.S.19500/126C 

EC 

24  Mor 

/I 

ER 

EC 

17 

And  PNP  Types  2N1303,  2N1305,  2Ni307  And  2N1309  Validated  Apr  83 
USER-MI  CG  MC  AS  OS  13  15  REV-AR  EA  1 1  19  99  ES 

t 

1 

5960 

Semiconductor  Device,  Tronsistor,  NPN,  Silicon  Type  2NI493  REV.ES ................ 

MIL-S-19500/247  (4) 

25  Mor 

85 

ER 

5960 

Semiconductor  Device,  Diode,  Silicon,  Switching  Types  1N3595  And  TX1N3595 

MIL-S-19500/241E 

EC 

28  Dec 

87 

ER 

EC 

17 

USER-MC  CG  OS  AS  REV-MI  AR  AV  11  85  19  ES 

5960 

Shield,  Electron  Tube,  Heol  Dissipating,  Octot  Til  (Split  Shell  Validated  Oct  87 

MIL  S-24251/9A  (2) 

EC 

13  Ocl 

87 

ER 

EC 

85 

USER-AR  CG  MC  AS  REV-MI  17  11  ES 

NOTICE  1  , 

5960 

Shield,  Electron  Tube,  Hoot  Dissipating,  Octol  T16  (Split  Shell)  Validated  Oct 

MIL-S-24251.  16A  (2) 

EC 

13  Oct 

87 

ER 

EC 

85 

87  USER-AR  MC  CG  AS  REV-MI  17  99  1 1  ES 

5960 

Shield,  Electron  Tube,  Heot  Dissipoting,  7  And  9  Pin,  Mmioture  (Cfom  Shell) 

Mll-S-24251/  lA  (2) 

EC 

13  Oct 

87 

ER 

EC 

85 

Validated  Oel  87  USER-MC  CG  AS  OS  19  REV-MI  85  17  ES 

NOTICE  1 

5960 

Shield,  Electron  Tube,  Heat  Dissipoting,  7  And  9  Pin,  Mimoture  (Cjien  Sides) 

MII-S-24251/5A  (1) 

EC 

1 1  Jun 

70 

SR 

EC 

85 

Valldaled  Apr  S3  USER-CG  MC  AS  OS  19  REV-MI  17  8S  ES 
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FSC  LISTING 


FSC  TITLE 

5960  Shield,  Electron  Tube,  Hcot  Dissipotmg,  7  And  9  Pin,  Minioture  (Retrolil  Type 
Only)  USER.AV  Ml  MC  CG  SH  OS  AS  19  REV-MI  AR  17  99  ES 
5960  Shield,  Electron  Tube,  Heol  Dissipating,  Octal  T9  (Split  Shell)  Voftdatcd  Ocl  67 
USER.AR  CG  MC  AS  REV-Ml  17  U  99  ES 
5960  Shield,  Electron  Tube,  Heat  Dissipating,  Octol  T12  (With  Tube  Base  Diameter 
1.50  Inches)  (Split  Shell)  Vofidated  Oct  87  USER-AR  MC  CG  AS  REV-MI  17 
99  ES 

5960  Shield,  Electron  Tube,  Heot  Dissipating,  Octal  T12  (With  Tube  Bose  Diameter 
1.70  Inches  (Split  Shell)  Vc*!datcd  Oct  87  USER-AR  MC  CG  AS  REV-MI  17 
99  11  ES 

5960  Shield,  Electron  Tube,  Heat  Dissipating,  Octal  T12  (With  Tube  Bose  Diometer 
1.65  Inches)  (Split  Shell)  Validated  Oct  87  USER-AR  MC  CG  AS  REV-MI  17 
11  99  ES 

5960  Shield,  Electronic  Tube,  Retainer  (Bose)  Heot  Dissipating,  7  And  9  Pin, 

Miniature  Validated  Apr  83  USER-AR  AS  CG  MC  REV-MI  99  17  11  ES 
5960  Shield,  Electron  Tube,  Heot  Disslpoting,  7  And  9  Pin,  Minioture  (Split  Shell) 
Validated  Apr  8}  USER-CG  MC  19  REV-MI  85  17  ES 
5960  Shield,  Rctoiner  (Bose),  And  Adopter,  Electron  Tube,  Heot  Dissipotmg,  7  And  9 
Pin,  Minioture  Validated  Apr  83  USER-MC  CG  OS  AS  19  REV-MI  17  85  ES 
5960  Shield,  Retainer  (Bose),  Electron  Tube,  Heat  Dissipating,  Octol,  T12  Validated 
Oct  87  USER-AR  CG  MC  AS  OS  REV-MI  17  99  11  ES 
Q  5960  Shield,  Retainer  (Bases),  And  Adopters,  Electron  Tube,  Heot  Oissipoting, 

General  Specillcotion  For  USER-AR  CG  MC  AS  REV*17  99  ES 
5960  Shield,  Reto>ner  (Base)  Electron  Tube,  Heat  Dissipating,  Octol,  Til  Validated 
Apr  83  UoER-AR  AS  MC  CG  REV-MI  17  99  11  ES 
5960  Shield,  Retoiner  (Bose),  Electron  Tube,  Heol  Dissipoling  Octol,  T14  And  T16 
Validated  Oct  87  USER-AR  CG  MC  AS  19  REV-MI  17  99  11  ES 

L  5960  Spark  Gap  Protector  Tube  JAN-1A1B32  Vo/zdo/ec/ Apr  REV-ES . . 

5960  Test  Methods  For  Electron  Tubes  USER-AV  ME  SM  OS  AS  MC  CG  19  REV-MI 

AR  SH  II  17  99 

5961  Display,  Diode,  Light  Emitting,  Solid  Stole,  General  Specification  For  Validated 

Dec  88  USER-13  ES  REV-SM  17  19  85 

L  5961  Disptoy,  Diode,  Light  Emitting,  Solid  State  ,  Red,  Numeric  &  Hexa  Oectmol, 

With  On  Boor  0  Decodcr/driver 

L  5961  Display,  Diode,  light  Emitting,  Solid  3lole,red,  Alpha-numeric,  W  Ith  On  Board 
Decoder/driver 

L  5961  Insulo'or  Discs,  Semiconductor  Device  REV-MI  11  85  ES.... . . . 

L  5961  Insulator  Disk,  Semiconductor  Device  Oenerol  Specilicotion  For  REV-1'  85  ES  .. 

5961  Lists  Of  Stondard  Semiconductor  Devices  USER-OS  CG  MC  AS  REV-AT  Ml  AR 
SH  11  85  99  ES 

5961  Photoelectric  Switches  For  Lighting,  Stondord  For  Nonindustriol  •  15  Apr  82 
(Second  Edition)  USER-99  ES 

L  5961  Semiconductor  Device,  Tronsislor,  PNP,  Germonium  Type  2N2273M  Validated 
Aup55REV.19  ES 

5961  Semiconductor  Device,  Tronsislor,  PNP,  Germonium  Power  Types  2N539  And 
2N539A  USER-CG  MC  AS  REV-Ml  11  85  19  ES 
5961  Semiconducloi  Device,  Transistor,  PNP,  Germonium,  High  Frequency,  25 
Milliwatt.  Type  JAN-2N128  Validated  Apr  63  USER-CG  AS  MC  15  13 
REV-AR  mi  19  99  ES 

5961  Semiconductor  Device,  Tronsislor,  NPN,  Germonium,  Switching  Type  2N167A 
(Inoclive  For  New  Design  After  Date  Of  Amd  1)  USER-MC  CG  AS  13  15  19 
REV-AR  MM  1  99  ES 

5961  Semiconductor  Device,  Tronsislor,  PNP,  Germonium,  High  Power  Type  2N174A 
Validated  May  85  USER-SM  CG  MC  AS  U  REV-MI  AR  11  19  ES 
5961  Semiconductor  Device,  Transistor,  PNP,  Ermanium,  Low  Power  Types  2N404 

And  2N40A  Validated  Apr  84  USER-MI  AV  CG  MC  AS  15  13  REV-AR  11  85 
19  ES 

5961  Semiconductor  Device,  Transistor,  PNP,  Germonium,  Power  Type  2N158 
Validated  Apr  83  USER-AS  MC  CG  13  19  15  REV-MI  AR  SH  17  11  ES 
5961  Semiconductor  Device,  Tronsislor,  PNP,  Germonium,  Low  Power  Type  2N240 
Validated  Aug  88  USER-AS  .MC  CG  REV-MI  19  ES 
5961  Semiconductor  Device,  Tronsislor,  PNP,  Germanium,  High-  Frequency  Type 

2N384  VaUdaied  Sep  88  USER-SM  MC  CG  AS  15  13  REV-AR  Ml  SM  11  85 
19  ES 

L  5961  Semiconductor  Device,  Tronsis  or,  PNP,  Germanium,  Alloy  Junction  Type  2N123 
Validated  D'C  82  REV-l  1  19  99  ES 

5961  Semiconductor  Device,  Tronsislor,  NPN,  Silicon,  Low  Power  Type  2N341 
Validated  May  85  USER-CG  MC  AS  15  13  REV-MI  AR  85  11  19  ES 
5961  Semiconductor  Device,  Transistor,  PNP,  Germonium,  High  Power  Type  2N297A 
Validated  Sep  88  USER-SM  MC  CG  AS  OS  14  19  r'eV-MI  AR  SH  11  19  85 
ES 

5961  Semiconductor  Device,  General  Specification  For  USER-SM  CG  MC  OS  AS  19 
13  REV-AR  Ml  85  11  99 

5961  Semiconductor  Device,  Tronsislor,  PNP,  Germanium,  low  Power  Type  2N220 
Validated  Apr  84  USER-AV  CG  AS  MC  14  19  15  REV-MI  AR  11  ES 
5961  Semiconductor  Device,  Tronsislor,  PNP,  Germonium,  Switching  Types  2N425, 
2N426,  And  2N427  Validated  Sep  88  REV-19  cS 
5961  Semiconductor  Device,  Tronsislor,  PNP,  Germonium,  Low  Power  Type  2N428 
Validated  Sep  88  USER-CG  MC  AS  OS  13  15  19  REV-MI  AR  II  ES 
5961  Semiconductor  Device,  Diode,  Silicon,  Vol  Reg  Types  1N4370A  Thru  1N4732A, 
1N746A  Thru  1N759A,  1N4307A-1  Thro  lN4372A-t,  USER-SM  CG  MC  AS 
13  REV-MI  AR  AV  85  11  99  19  ES 


DOCUMENT 

NUMBER  ^ATE  CUSTODIAN 


Mll-S-2«S1/6B  (1) 
NOTICE  1 

EC 

15  Jul 

88 

ER 

EC 

85 

MIL-S-24251, 7A  (2) 
NOTICE  1 

EC 

13  Ocl 

87 

ER 

EC 

85 

Mll-S-2425I.'nA  (2) 
NOTICE  1 

EC 

13  Oct 

87 

ER 

EC 

85 

MIL-S-2425L  12A  (2) 
NOTICE  1 

EC 

13  Ocl 

87 

ER 

EC 

85 

MIL-S-24251/ 13A  (2) 
NOTICE  1 

EC 

13  Ocl 

87 

ER 

EC 

85 

MIL-S-24251/2A  (2) 

EC 

03  Ocl 

79 

ER 

EC 

85 

MILS-24251/3A 

EC 

01  Jul 

68 

ER 

EC 

85 

MIL-S-24251/4A  (1) 

EC 

11  Jun 

70 

ER 

EC 

85 

MIL-S-242S1/14A  (2) 
NOTICE  1 

EC 

13  Oct 

87 

ER 

EC 

85 

MIL-S-24251B  (2) 

EC 

15  Jul 

88 

ER 

EC 

85 

Mtl-S-24251/  lOA  (2) 

EC 

03  Ocl 

79 

ER 

EC 

85 

MIL-S-242S1/17A  (2) 
NOTICE  1 

EC 

03  Ocl 

79 

ER 

EC 

85 

JAN-S.1/1B32 

EC 

01  Dec 

66 

EC 

MIL-STD.1311B 

NOTICE  3 

EC 

0  ‘  Mor 

83 

ER 

EC 

85 

MIL  D-87157  (1) 
NOTICE  1 

85 

15  Dec 

88 

ER 

85 

NA 

MllO-87157/1  (1) 

ER 

13  Aug 

84 

ER 

MII-D-87157/3A 

ER 

02  Feb 

89 

ER 

MIL.I.38526/1A 

85 

15  Ocl 

76 

17 

MII-I.38526A 

85 

15  Ocl 

76 

17 

MII.STO-701M 

EC 

09  Jun 

86 

ER 

EC 

17 

UL  773A.82 

YD 

15  Feb 

85 

ER 

YD 

85 

MIL-S-19500/244B  (5) 
NOTICE  1 

ER 

29  Aug 

83 

ER 

Mll.S-)9500/38C  (1) 

EC 

28  Ocl 

88 

ER 

EC 

17 

MIL-S-19500/9B 

EC 

12  Mor 

70 

ER 

EC 

17 

MIL  S  1950C.11C  (1) 

EC 

23  Moy  86 

ER 

EC 

17 

MIL-S195(X)/13B  (2) 

EC 

23  Jon 

67 

ER 

EC 

17 

MII  S-)9500/20C  (1) 

EC 

09  Jul 

71 

ER 

EC 

17 

MIL.S-19500/24D  (1) 

EC 

27  Moy  76 

ER 

EC 

85 

Ma.S-I950O/25B 
NOTICE  1 

EC 

24  Aug 

83 

ER 

EC 

17 

MIL-S-1950O/27E  '.3) 
NOTICE  1 

ER 

29  Sep 

88 

ER 

EC 

17 

MIL-S-19500/30A 

17 

31  Mor 

70 

17 

MIL.S-I9:00/31C  (I) 

EC 

04  Oct 

72 

ER 

EC 

17 

MIL-S-19500/36C 
NOTICE  1 

ER 

30  ScF 

38 

ER 

SH 

11 

MIL.S-\9500G  (4) 

SUPl  18 

EC 

24  Aug 

87 

ER 

EC 

17 

NA 

MIL-S-19500/1A  (1) 

EC 

13  Aug 

71 

ER 

EC 

17 

MIL-S-I9500/4IB  (I) 
NOTICE  1 

ER 

30  Sep 

88 

ER 

MIL-S  19500/44D  (1) 
NOTICE  1 

ER 

30  Sep 

88 

ER 

EC 

17 

MIL-S-19500/127J  (4) 

EC 

09  Apr 

85 

ER 

EC 

17 

NA 
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FSC  LISTING 


POCUMENT 

FSC  IIIIE  HUMBER  PSEP  DATE  CUSTODIAN 

5961  Semiconductor  Device,  Diode,  Silicon,  Mixer  Types  JAN-1N26B,  JAN-1N26BR,  Mll-S-19500/  128A  ER  01  Feb  65  ER  EC  85 
JAN-1N26BM  And  JAN-1N26BMR  Validated  Jul  83  USER-MI  CG  MC  AS 
REV-17  19  99  ES 

5961  Semiconductor  Device,  Diode,  Silicon,  Mixer  Types  1N78C,  1N78CR,  1N78CM,  MIL'S-19500/  130C  ER  25  Aug  88  ER  EC  17 

1N78CMR,  1N78F,  1N78FR,  1N78FM,  And  1N78FMR  Validated  Aug  88  NOTICE  1 

USER-MC  AS  CG  SH  REV-MI  AR  11  19  85  99  ES 

L  5961  Semiconductor  Device,  Tronsislor,  PNP,  Germonium,  Type  2N1411  Vo/ido/ed  MII.-S-19500/133A  (3)  ER  25  Aug  88  ER 

Aug  88  REV.19  ES  NOTICE  1 

t  5961  Semiconductor  Device,  Transistor,  PNP,  Germanium  Type  2N695  (Inoctive  For  MIL-S-19500/135A  EC  18  Dec  68  EC 

New  Design  Alter  27  Apr  1983)  Validated  Apr  81  USER-AS  CG  MC  REV-19 
ES 

L  5961  Semiconductor  Device,  Transistor,  NPN,  Germanium,  Low  Power  Type  2N1310  MIL-S-19500/136A  (1)  EC  15  Mor  83  EC 

REV.19  ES 

5961  Semiconductor  Device,  Transistor,  PNP,  Germanium,  Power  Types  2N1042  Thro  MIL-S.19500/137C  ER  25  Aug  88  ER  EC  17 

2N1045  Validated  Aug  88  USER-15  13  REV-AR  Mill  85  99  ES  NOTICE  1 

5961  Semiconductor  Device,  Transistor,  PNP,SILICON,  low-power  Type  2N1 118  MIL-S.19500/138C  ER  25  Aug  88  ER  EC  17 

Validated  Aug  88  USER-MC  CG  AS  13  REV-MI  AR  11  85  19  ES  NOTICE  1 

5961  Semiconductor  Device,  Tronsistor,  PNP,  Silicon,  Type  JAN-2N1 119  Vo/ic/o/ed  MIL-S-19500/ 139B  (1)  ER  25  Aug  88  ER  EC  17 

Aug  88  USER-MC  REV-ll  19  ES  NOTICE  1 

L  5961  Semiconductor  De  lice.  Diode,  Type  1N697  (Novy)  Vo/idflted  Alo/ 85  REV-/AI  MIL-S-19500/141A  (1)  EC  29  Aug  66  EC 

19  ES 

5961  Semiconductor  Device,  Silicon,  High  Voltage  Rectifier  Types  1N1731A,  MIL.S-19500/142A  (3)  ER  20  Aug  68  ER  EC  17 

1N1733A  And  1N1734A  Validated  J.’l  S3  USER-MI  CG  MC  AS  14  REV-AR 
11  19  ES 

L  5961  Semiconductor  Device,  Transistor,  PNP,  Germanium,  Medium  Power  Types  M1L-S-19500/143B  (2)  ER  26  Aug  88  ER 

2N1183,  2N1183A,  2N1183B,  And  2N1184,  2N1184A,  2N1184B  Validated  NOTICE  1 
Aug  88  REV-MI  19  ES 

5961  Semiconductor  Device,  Diode,  Silicon,  Switching  Types  1N3064  1N4454  MIL-S-1950O/144G  (3)  EC  31  Jul  86  ER  EC  17 

1N4454.1  &  1N4532  JAN  JANTZ  JANTXV  USER-SM  CG  AS  MC  19 
REV-AR  Ml  SH  85  11  99  ES 

L  5961  Semiconductor  Device,  Transistor,  Npn,  Silicon,  Switching  Types  2N702  And  MIL-S-19500/153B  (1)  ER  26  Aug  88  ER 

2N703  Validated  Aug  88  REV-MI  19  ES  NOTICE  1 

L  5961  Scmiconduclor  Device,  Diode,  Silicon,  Power  Rectifier,  General  Purpose  Types  MIL-S-19500/  155E  EC  25  Sep  86  EC 

1N3189,  1N3190,  1N3191,  TX  And  Non-TX  Types  Validated  Jan  86  NOTICE  1 

USER-MC  SH  CG  AS  REV-ES 

5961  Semiconductor  Device,  Diode,  Silicon,  Voltage  Reference  Types  1N9356,  MtL-S-19500/156F  EC  07  Oct  85  ER  EC  17 

1N937B,  1N938B,  1N939B,  lN940aB  TX  And  Non-tX  USER-CG  MC  AS 
REV-AR  mi  AV  11  85  19  ES 

5961  Senlconductor  Device,  Diode,  Silicon,  Voltage  Reference  Types  IN9418,  MIL-S-19500G/  157G  EC  32  Dec  85  ER  EC  17 

IN9436,  IN944B,  IN945B,  TXIN9418,  TXIN943B,  TXIN944B,  And  TXIN945B 
USER-SM  CG  MC  AS  SH  85  REV-AV  1 1  99  ES  NA 

5961  Semiconductor  Device,  Transistor,  PNP,  Germanium,  High  Power  Type  2N1358  MIL-S-lPSOOr  122C  (1)  ER  25  Aug  88  ER  EC  17 

Validated  Aug  88  USER-AS  OS  MC  CG  14  REV-MI  AR  11  85  19  99  ES  NOTICE  1 

L  5961  Scmiconduclor  Device,  Transistor,  PNP,  Germonium,  VHF  2N700A  VoWoreef  Juf  Mil  S-19500/123A  ER  12  Dec  66  ER 

83  REV-MI  19  ES 

5961  Semiconductor  Device,  Diode,  Silicon,  Voltoge  Reg  B  &  RB  Types  1N2970  Thru  *,tlL-S-19500/ 124F  ER  25  Aug  88  ER  EC  17  NA 

77,  79,  80,  82,  84  Thru  86,  88  Thru  93,  95,  97,  99  Thru  1N3005,  07,  03,  09,  NOTICE  1 
11,  12,  14,  15,  JAN,  JANTX,  JANTXV  And  JANS  Validated  Aug  88 
USER-CG  MC  AS  REV-AR  Ml  AV  1 1  19  85  ES  NA 

5961  Scmiconduclor  Device,  Tronsislor,  PNP,  Germanium,  Switching  Type  2N1500  MIL-S-19500/ 125C  ER  01  Jun  67  ER  EC  17 

Validated  Jul  83  USER-CG  MC  AS  14  REV-MI  11  19  ES 

5961  Semiconductor  Device,  Diode,  Silicon,  Power  Rectifier,  Types  IN3289,  1N3291,  MIL-S-19500/246F  (1)  ER  14  Moy  85  ER  EC  17 

1N3293,  1N3294,  1N3295,  And  R  Types,  JAN,  JANTX,  JANTXV  USER-SM 
AS  CG  SH  MC  REV-AR  Ml  99  19  85  II 

5961  Semiconductor  Device,  Silicon,  UHF  Mixer  Type  1N82A,  1N82AG  Validated  MIL-S-19500/250B  ER  29  Aug  88  ER  EC  17 

Aug  88  USER-AS  CG  MC  13  19  15  REV-MI  11  85  ES  NOTICE  1 

L  5961  Semiconductor  Device,  Tronsislor,  NPN,  Silicon  Type  2N1051  Validated  Aug  88  MIL-S-19500/216A  (1)  EC  24  Aug  88  EC 

USER-CG  MC  AS  REV.19  ES  NOTICE  1 

5961  Semiconductor  Device,  Tronsislor,  PNP,  Germonium,  High  Power  Types  MIL-S-195C0/217B  ER  29  Aug  88  ER  EC  17 

2N456B,  2N457B,  2N458B,  2N1021A,  2N1022A  Validated  Aug  88  USER-AS  NOTICE  1 
MC  REV-MI  EA  85  11  19  ES 

5961  Scmiconduclor  Device,  Tronsislor,  NPN,  Silicon,  Low  Power  Types  2N757A,  MIL-S.19500/218A  ER  29  Aug  88  ER  EC  85 

2N759A,  And  2N760A  Validated  Aug  88  USER-OS  MC  CG  AS  14  REV-MI  NOTICE  1 

17  11  19  99  ES 

L  5961  Semiconductor  Device,  Transistor,  PNP,  Germonium,  Power,  Switching,  Types  M1L-S-19500/219A  (6)  ER  29  Aug  88  ER 

2N1651,  2N1652,  2N1653  Validated  Aug  88  RbV-19  ES  NOTICE  1 

L  5961  Semiconductor  Device,  Tronsislor,  PN,  Silicon,  Unt|unction  JAN2N543I  And  MIL.S.19500/425  (3)  17  01  Feb  84  17 

JANTX2N5431  REV-85  11  ES 

L  5961  Semiconductor  Device,  Tronsislor,  PNP,  Silicon,  Amplifier  Type  2N4957  JAN,  MIL.S-19500/426A  (1)  17  03  Feb  89  ER  EC  17 

JANTV  JANTXV  A  JANS  USFR-AR  RFV.MI  SH  85  11  19  80  FS 

5961  Semiconductor  Device,  Diode,  Silicon,  Power  Rectifier  Types  1N5614,  1N5616,  MIL-S-19500/ 427C  (1)  ER  16  Apr  85  ER  EC  17 

1N5618,  1N5620,  1N5622  TX  And  TXV  USER-AS  SH  MC  CG  REV-AR  Ml  19 
85  11  99  ES  NA 

L  5961  Semiconductor  Device,  Field-effect  Transistor,  N-chonnel,  Silicon  Jon,  Jontx,  MIL-S-19500/ 428A  17  07  Dec  87  17 

Jonixv,  And  Jons  USER-14  REV-ll  85  19  ES 

5961  Scf.ticonduclor  Device,  Diode,  Silicon,  Power  Rnclifier,  Fast  Recovery  Types  MIL-S-19500/429C  (1)  ER  03  May  85  ER  EC  17 

1N5615,  1N5617,  1N5619,  IN5621,1N5623,  JAN,  JANTX,  JANTYV  &  INT  AMD  3  (NA) 

JANS  USER-CG  MC  AS  SH  REV-AR  Ml  AV  85  11  19  99  ES  NA 

5961  Semiconductor  Device,  Transistor,  NPN,  Silicon,  Types  2N1711,  TX2N1711,  MIL-S-195(X)/225D  (21  EC  24  Aug  88  ER  EC  17 

2N1890  And  TX2N1890  Validated  Aug  88  USER-AV  AS  MC  CG  SH  13  NOTICE  1 

REV-MI  AR  85  11  19  99  ES 

5961  Semiconductor  Device,  Diode,  Germonium,  Switching,  Types  1N3666(1)  And  MIL-S  19500/ 226a  EC  22  Jun  66  Eft  EC  17 

1N3666(2)  Validated  Apr  Si  USER-AS  MC  CG  14  REV-AR  Ml  11  19  ES 
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5961  Semiconductor  Device,  Diode,  Type  1N995M  (Novy)  USSR-MC  CG  AS  fi£V,MI 
19  ES 

5961  Semiconductor  Device,  Trontiitor,  PNP,  Silicon,  Power  Typec  2N5003,  2N5005 
JAN,  JANIX  !,  JANIVV  REV.99  85  19  11 

5961  Semiconductor  Device,  Silicon,  Multiple  Diode  Army,  Types  1N5768,  1N5770, 
1N5772,  15774  And  1N61C0  JAN,JANIX,  JANIXV  And  JANS  USER-SM  CR 
AS  CG  MC  OS  REV-mI  AR  SH  II  19  85  ES 
5961  Semiconductor  Device,  pic!d>eHect  Tronsis'cr,  P^chonnel,  Silicon  Types  2N5114 
Ihrough  2N5116  And  TX2N51I4  Through  TX2N5116  Validated  Aug  87 
USER-13  REV-aV  85  11  19  ES 

5961  Semiconductor  Device,  Diode,  Silicon,  Post  Recovery,  Power  Rectifier,  Types 
1N5802,  1N5804,  1N5806,  1N5807.  1N5809,  co  1N5811  Jon, 
Jontx,iontxv,Mions  USER-SM  AS  SH  CG  MC  OS  REV-MI  AR  19  11  80  ES 
5961  Semiconductor  Device,  Diode,  Silicon,  Post  Recovery,  Power  Rectifier  Types 
1N5812.  1N5814,  1N5816  &  R  Tyoes  JAN,  JANIX,  i  JANTXV  Validated 
Apr  S4  USER-SM  AS  MC  SH  CG  REV-AR  Ml  19  11  99  NA  ES 
5961  Semiconductor  Device,  Silicon,  High  Power,  Three  Phase,  Full  Wove  Bridge 

Rectifier  Port  Numbers  M19500r483-01  Through  M 19500/483-0-1  USER-SM 
AS  MC  CG  SH  REV-AR  mi  85  11  99  19  ES 
5961  Semiconductor  Device,  Diode,  Silicon,  Power  Rectifier,  General  Jturpose  TX  & 
Non-TX  Types  1N5835  &  1N5836  Validated  Jul  S3  REV-ES 
5961  Semiconductor  Device,  Tronsistor,  PNP,  Silicon  Low  Power  Types  2N5415, 

TX2N5415,  2N5416,  IX2N5416  VaUdated  Apr  Si  USER-t5  13  REV.19  11  85 
ES  NA 

5961  Semiconductor  Device,  Coupler,  Opto-electronic,  Solid  Stole  4N22,  4N22A, 
4N23,  4N24,  4N24A  Non-TX  And  IXV  Validated  Dee  82  REV-MI  AV  85  1 1 
80  19  99  ES 

5961  Semiconductor  Device,  Tronsisior,  NPN,  Silicon,  High  Power  Types  2N5671,  & 
2N5672,  JAN,  JANIX,  &  JANIXV  USER-SM  13  15  REV-AR  Ml  SH  19  11  80 
ES 

5961  Semiconductor  Device,  Pnpn,  Progrommoble  Unijunction  Transistor,  Silicon  Jon, 
Jontx,  Jontxv,  Types  2N6116,  2N6117,  2N6118,  2N6137  &  2N6138 
Validated  Sep  88 

5961  Semiconductor  Device,  Unitized  Duel  Transistor,  NPN  Silicon  Types  2N5793, 
TX2N5793,  3N5794,  TX2N5794,  IXV2N5794  Validated  Sep  86  USER-15  13 
REV.19  85  11 

5961  Semiconductor  Device,  Unitized,  Dual  Transistor,  PNP,  Silicon  Types  2N5795, 
TX2N5795,  TXV2N5795,  2N5796,  TX2N5796,  TXVSNSTPS  Validated  Sep  86 
5961  Semiconductor  Device,  Tronsistor,  NPN,  Silicon  Rosier  Types  2N6305, 

TX2N630i,  TXV2N630i,  2N6308,  IX2N6308,  TXV2N6303  Valido’ed  Apr  55 
REV-MI  11  19  99 

5961  Semiconductor  Device,  Diode,  Silicon,  Tronsient  Voltoge  Suppressor,  Types 
1N5907,  1N5629A  Through  1N5665A  JAN,  JANIX,  JANTXV,  &  JANS 
USER-SM  MC  SH  CG  AS  REV-MI  AR  85  19  11  ES 
5961  Semiconductor  Device,  Dorlmgton  Tronsistor,  PNP,  Silicon,  Power  Type 
2N6051,  2N6052,  JAN,  JANTX,  &  JANTXV  REV-11  19  99  85  13  ES 
5961  Semiconductor  Device,  Dorlington  Tronsistor,  NPN  Silicon,  Power  Types 
2N6059,  Non-TX,  TX,  And  TXV  USER-13  REV-AV  11  85  19  99  ES 
5961  Semiconductor  Device,  Diode,  Silicon,  Power  Rectifier,  Ultr  Post  Recovery,  TX 
And  Non-TX  Types  1N6073  Thru  1N6081  Validated  Sep  88  REV-ll  17  19  80 
5961  Semiconductor  Device,  Dorlington  Tronsistor,  NPN,  Silicon,  Power  Types 

2N6283,  2N6284,  Non-TX,  TX  And  TXV  Validated  Sep  86  USER -13  REV-35 
19  11  99  ES 

5961  Semiconductor  Device,  Dorlington  Tronsistor,  PNP,  Silicon,  Power  Type 

2N6286,  2N6287,  Non-tX,  TX,  And  TXV  Validated  Sep  86  USER.13  REV.19 
11  85  99  ES 

5961  Semiconductor  Device,  Diode,  Silicon,  Bipolor  Transient  Voltoge  Suppressor 

Types  IN6036A  Through  1N6072A  JAN,  JANIX,  JANTXV,  &  IANS  REV-MI 
19  II  ES 

5961  Semiconductor  Device,  Tronsistor,  PNP,  Silicon  Power  Types  2N6437, 

TX2N6437,  2N6438,  TX2N6438,  TXV2N6438  Validated  Jul  S3  REV-MI  ES 
5961  Semiconductor  Device,  Transistor,  NPN,  Silicon  Power  Types  2N6338, 
TX2N6338,  TXV2N633S,  2N6341,  IX2N6341,  IXV2N6341  REV-ES 
5961  Semiconductor  Device,  Tronsisior,  NPN,  Silicon,  Power  Types  2N6671,  & 
2N6673,  JAN,  JANIX,  &  JANIXV  REV.99  85  19  11  ES 
5961  Semiconductor  Device,  Tronsistor,  PNP,  Silicon,  Switching  Type  JAN,  JANTX,  & 
JANIXV  2Nil93 

5961  Semiconductor  Device,  Field  Effect  Tronsistor,  P-chonnel,  Silicon  Types  2N6804, 
2N6806  Jontx,  Jon-xv,  And  Jons  USER-19  B^V-II  70  80  ES 
5961  Semiconduvlui  Device,  rieU  Effect  Trensistors,  P  C-hennef,  Siheo.-;  Types 

2N6845,  2N6847,  JANIX,  JANIXV,  &  JANS  USER-SM  OS  MC  CG  13  15 
REV-ER  AR  Ml  SH  II  19  85  ES 

5961  Semiconductor  Device,  Field  Effect  Tronsistor,  P-chonnel,  Silicon  Types  2N6849 
And  2N6851  JANIX,  JANTXV,  AndjANS  USER-SM  AS  CG  MC  OS  19 
REV-aR  Ml  id  11  70  80  ES 

5961  Semiconductor  Device,  Field  Effect  Tronsistor,  P-chonnel,  Silicon,  Types  2N6895, 
2N6869,  2N6897  &  2N6898  JANTX,  JANTXN,  &  JANS  USER-AM  AS  CG 
MC  OS  13  REV-AR  Ml  II  19  85  99  ES 

5961  Semiconductor  Device,  Field  Effect  Tronsistor,  N-chonnel,  Silicon  Types  2N6962, 
2N69i3,  2N6964,  And  2N6965  JANIX,  Jontxv,  And  Jons  REV-AR  Mill  19 
5961  Semiconductor  Device,  Field  Effect  Tronsistors,  N-cnonnel,  Silicon  Types 

2N6966,  2N6907,  2N6968,  &  2N6969  JANTX,  JANTXV,  4  JANS  USER-19 
REV-TO  II  70  80 
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5961  Semiconductor  Device,  Field  Effect  Transistor,  N^chonnet,  StI.con  LogiC’level, 

Types  2N6901  &  2N6903  JANTX,  JANTXU  &  JANS  USER-SM  AS  CG  MC 
OS  13  15  REV-AR  Ml  SH  11  19  85  ES 

5961  Semiconduwlor  Device,  Tronsistor,  Pop  Silicon,  Switching  Type  2N4209  Jontx, 
Jontxv,  And  Jons 

5961  Semiconductor  Device,  Diode,  light-emitt'  Types  Jontx  IN6497,  IN6498, 
lNi'499,  IN6503,  IN6504,  And  'NdSOS 

5961  Semionducter  Device,  Diode,  Silicon,  Power  Rectifier,  Post  Recov  Ery,  High 
Voltoge  1N65I2  Through  1N6519  IN6512U  Through  1N6519U  Jontxv, 

Jontxv,  And  Jon  S  USER-SM  AS  CG  MC  OS  IS  N,\  REV-AR  AV  Ml  11  19 
85  ES 

5961  Semiconductor  Device,  Diode,  Silicon,  Power  Rectified,  post  Recovery,  High 

Voltage  TYPES1N6528  Through  1N6535  Jontx,  Jontxv,  And  Jo  Ns  USER-SM 
AS  CG  MC  OS  13  NA  REV-AR  AV  Ml  11  19  85  ES 
5961  Semiconductor  Device,  Diode,  Silicon,  Switching  1N6638,  1N6642,  1N6643, 
1N6638U,  IN6642UAND  1N6643U  Jontx,  Jontxv,  And  Jons  USER-SM  AS 
MC  OS  REV-AR  Ml  SH  11  '.9  85  99  ES  NA 
5961  Semiconductor  Device,  Tronsistor,  NPN,  Silicon,  Power  Types  2N6674,  2N6675, 
2N6689  And  2N6690  JAN,  JANTX  And  JANTXV  REV-99  85  19  11  ES 
5961  Semiconductor  Device,  Tronsistor,  NPN,  Silicon,  Power  Types  2N6676,  2N6678, 
2N6691  And  2N6693  JAN,  JANTX  And  JANTXV  REV-99  85  19  11  ES 
5961  Semiconductor  Device,  Unitized,  Dual  Field  Effect  Tronsistor,  N  Chonnel,  Silicon 
Types  TX  And  Non-TX  2N5545,  2N5546  And  2N5547  Validated  Apr  85 
REV-MI  11  85  19  99  ES 

5961  Semiconductor  Device,  Field  Effect  Tionsistor,  N-chonnef,  Silicon  Types  2N4091, 
2N4092,  And  2N4093,  And  TX2N4091,  TX2N4092  And  TX2N4093  REV-MI 
85  11  19  99  ES 

5961  Semiconductor  Device,  Diode,  Silicon  JAN1N5624  Through  JAN1N5627  And 
JANTX1N5624  Through  JANTX1N5627  Validated  Dec  82  REV-ll  19  99  ES 
5961  Semiconductor  Device,  Tronsistor,  PNP,  Silicon,  High  Power  Types  2N4399, 
2N5745,  JAN,  JANTX,  JANTXV,  And  JANS  USER-AV  SM  SH  AS  MC  CG 
15  13  19  REV-MI  AV  11  99ES 

5961  Semiconductor  Device,  Diode,  Siltronsicnt  Voltoge  Suppressor  Types  1N5S55 
Through  1N5558  &  15610  Through  1N5613  JAN,  JANTX,  JANTXV  And 
JANS  USER-SM  CG  MC  AS  SH  REV-AR  Ml  85  11  19  ES 
5961  Semiconductor  Device,  Diode,  Siiicon,  Low  Noise  Voltoge  Regulolor  Types 
1N4099  Thru  IN4135,  1N4614  Thru  1N4627  1N4Q99-1  Thro  IN4135-1, 
1N4614.1  Thro  IN  1627-1  JAN,  JANTX,  &  JANTXV  REV-AR  85  11  19  99  ES 
5961  Semiconductor  Device,  Diode,  Silicon,  Volioge-VARIABLE  Copocitor  Types 
1N5461B  Thru  1N5476B  And  1N5461C  Thro  1N5476C  JAN,  JANTX  And 
JANTXV  USER-19  REV-11  99 

5961  Semiconductor  Device,  Diode,  Siiicon,  Low  Noise  Voltage  Regulolor  1N5518B 
Through  1N5546B  And  TX1N5518B  Thro  TX1N5546B  USER-13  REV-85  II  99 
19  ES 

5961  Semiconductor  Device,  Triode  Thyristor  (Bi-dircctionol),  Silicon,  Types  2N5806 
Through  2N5P09  Validated  Aug  88  USER-AS  CG  MC  REV-MI  AR  AV  SH  11 
85  19  99  ES 

5961  Semiconductor  Device,  Transistor,  NPN,  Silicon,  High  Power  Types  2N5038, 

2N5039,  JAN,  JANTX  And  JANTXV  USER-AV  AS  CG  MC  SH  REV-MI  II  19 
85  99  80  ES 

5961  Semiconductor  Device,  Tronsistor,  NPN,  Silicon  Power  Type  2N5927  And 
TX2N5927 

5961  Semiconductor  Device,  Tronsistor,  PNP,  Silicon,  Power  Types  2N3740,  2N3741, 
JAN,  JANTX,  &  JANTXV  USER-AV  SM  SH  MC  CG  AS  13  15  REV-MI  AR 
19  II  85  ES  NA 

5961  Semiconductor  Device,  Tronsistor,  NPN,  Silicon,  Hi  Frequency  Power  Types 
2N5071  And  TX2N5071  Validated  Jut  83  REV-ES 
5961  Semiconductor  Device,  Diode,  Silicon,  Switching  1N57I9  And  TXIN5719 
USER-MC  CG  AS  SH  REV-MI  AR  11  19  99  ES 
5961  Semiconductor  Device,  Diode,  Silicon,  Switching  Types  1N5711  And  TX1N5711 
USER-SM  CG  AS  MC  SH  19  REV-MI  AR  11  99  85  ES 
5961  Semiconductor  Device,  Diode,  Silicon,  Switching  Types  IN5712,  TX1N5712 
USER-SM  AS  MC  SH  CG  REV-Ml  AR  85  11  99  70  ES  NA 
5961  Semiconductor  Device,  Silicon,  High  Power,  Single  Phase,  Full  Wove  Bridge 
Rectifier  Types  SPA25,  SPB25,  SPC25,  And  SPD25  Validated  Dec  83 
USER-AS  CG  MC  REV-Ml  85  11  19  99  ES 

5961  Semiconductor  Device,  Diode,  Silicon,  Rectifier  Types  TX  And  Non  TX  1N3611, 
1N3612,  IN3613,  IN3614  And  IN3957  Validated  Aug  88  USER-CG  AS  MC 
REV-AR  Ml  EAAV  11  19  99  ES 

5961  Semiconductor  Device,  Diode,  Type  1N830AM  (Navy)  Validated  Apr  84 
u3ER‘CG  MC  REV-MI  19  ES 

5961  Semiconductor  Device,  Diode,  Silicon,  High-conductonce  Type  JAN-1N3207 
Validated  Aug  88  USER-MC  CG  AS  REV-Ml  11  19  ES 
5961  Semiconductor  Device,  Tronsistor,  NPN,  Switching  Types  2N3735  And  2N3737 
Non-TX,  TX,  And  TXV  USER-AV  SM  SH  MC  CG  AS  15  13  REV-MI  AR  19  11 
99  ES 

5961  Semiconductor  Device,  Transistor,  PNP,  Silicon  Switching  Types  2N3762, 

2N3762L,  2N3763,  2N3763L,  2N3764,  &  2N3765  JAN,  JANTX,  JANTXV,  & 
JANS  USER-SH  MC  CG  AS  15  REV-MI  AV  II  19  85  99  ES 
5961  Semiconductor  Device,  Transistor,  NPN,  Silicon,  Power  Types  2N6249,  2N6250, 
2N625I,  Non-TX,  TX  And  TXV  Votidat-d  Dec  82  REV-8'  19  99  ES 
5961  Semiconductor  Device,  Tronsistor,  PNP,  Silicon,  Switching  lypcs  2N426I  JAN, 
JANTX,  JANTXV,  &  JANS  USER-15  13  REV-85  19  99  ES 


DOCUMENT 

NUMBER  CUSTODIAN 


MIL-S-19500/570  (1) 

ER 

30  May  88 

ER 

EC 

17  NA 

*'IL-S-195(X)/573 

ER 

12  Jon  88 

ER 

EC 

17 

MIL-S-19500/S74 

17 

01  Aug  88 

MIL-S-19500/575 

ER 

06  Apr  89 

ER 

EC 

17 

MiL-S-19500/577 

ER 

05  Apr 

89 

ER 

EC 

17 

MIL  S.I9500/578 

17 

01  Mar 

89 

ER 

EC 

17 

NA 

MIL-S-19500/537  (2) 

17 

01  Feb 

84 

17 

Mll-S-19500/538  (2) 

17 

30  Dec 

83 

17 

MIL-S-19500/430  (1) 

17 

01  Jun 

73 

17 

MIL-S-19500/431  (2) 

17 

14  Aug 

85 

17 

MIL-S-19500/432 

17 

03  Apr 

70 

17 

MIL-S.19S00/433B  (1) 

ER 

19  Mar 

81 

ER 

EC 

17 

NA 

MIL.S  19500/434A 

17 

01  Sep 

81 

ER 

EC 

17 

NA 

MIL-S-19500/435  (4) 

17 

09  Sop 

85 

ER 

EC 

17 

MIL-S-19500/436  (5) 

17 

09  Jon 

84 

17 

MIL-S-19500/437A 

17 

2/  Sep 

85 

17 

MIL-S-19500/438  (1) 

EC 

24  Aug 

83 

ER 

EC 

17 

MIL-S-19500/439B 

17 

01  Mor 

89 

ER 

EC 

17 

MIL-S-19500/440  (6) 

ER 

07  Oct 

86 

ER 

MIL-S-19500/44IB  (1) 

17 

16  Jul 

84 

ER 

EC 

17 

MIL-S.19500/442  (1) 

ER 

22  Mor 

72 

ER 

MIL-S-19500/443  (4) 

17 

04  Feb 

82 

ER 

EC 

17 

MIL  S  19500/444A  (1) 

17 

20  Mar 

89 

ER 

EC 

17 

NA 

MIL-S-I9500/445A  (I) 

17 

20  Mar 

89 

ER 

EC 

17 

NA 

MIL.S-I9500/446  (2) 

17 

14  Jul 

72 

ER 

EC 

17 

NA 

MIL.S-19500/228E  (5) 

EC 

24  Aug 

88 

ER 

EC 

17 

MIL  S-I9500/229  (1) 

EC 

25  Apr 

66 

EC 

MIL-S  I9500.'230C  (I) 
NOTICE  I 

ER 

29  Aug 

88 

ER 

EC 

17 

MIL  S-19500-395B  (2) 

17 

23  Feb 

89 

ER 

EC 

17 

NA 

MIL-S-I9500/396C  (1) 

17 

76  Dec 

84 

ER 

EC 

17 

MIL-S-19590/510 

17 

23  Oct 

75 

17 

MIL.S-I9500/511A  (1) 

17 

09  Aug 

88 

17 
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5961  Sem  conductor  Device,  Trontistor,  PNP,  Silicon,  Switchra  Types  2NiJ029  & 
2N4033  Jon,  Jonix,  Jontxv,  J.  Jons  REV-AV  11  85  Iv  30  ES 
5961  Semiconductor  Device,  Thyristors  (Controlled  Rectifiers)  Silicon  Types  2N660S, 
2N6606,  2N66078  2N6608  Non-TX,  TX  And  TXV  Validated  Feb  85 
5961  Semiconductor  Device,  Transistor,  NPN,  Silicon  Power  Types  2N6274, 

TX2N6274,  TXU2N6274,  2N6277,  TX2N6277,  TXU2N6277  Validated  Sep  88 
5961  Semiconductor  Device,  Tronsistor,  PNP,  Silicon  Power  Types  2N6378, 

TX2N6378,  TXV2N6378,  2N6379,  TX2N6379,  TXV2N6379  Volidalea  Sep  88 
5961  Semiconductor  Device,  Diode  Silicon,  Bipolar  Transient  Voltage  Suppressor, 
Types  1N6102  Thru  1N6137,  1N6102A  Thru  1N6137A,  1N6138  Thru 
1N6173,  &  1N6138A  Thru  1N6173A,  SAN,  JANIX,  JANTXV,  &  JANS 
REV.MI  AV 

5961  Semiconductor  Device,  Tronsis*or,  NPN  Silicon  Power  Types  2N3766, 

TX2N3766,  TXV2N3766,  2N3767,  TX2N3767,  TXV2N3767  REV.19  11  99  85 
ES 

5961  Semiconductor  Device,  Diode,  light  Emitting,  Red  Types  JAN1N6092, 

JTX1N6092,  JAN1N6609  (Cleor  Lens),  JIX1N6609  (Cleor  lens).  And  Ponel 
Mount  Assembly  Types  JANM19500/51901,  JTXM195(X)/51902, 
JANM19500/51903  (Cleor  lens).  And  JIXM1950J/51904  (Oeor  lens) 

5961  Semiconductor  Devices,  Diode,  li  ,ht  Emitting,  Yellow  Types  JAN1N6093, 

JTX1N6093,  ;AN1N6610  (Cleor  lens),  JIX1N6610  (Cleor  lens)  And  Ponel 
Mount  Assembly  Types  JANM195IXI/52(X)),  JTXM19500/S2(X)2, 

JANM 19500/52003  (Clear  lens)  And  JTXM19500/52004  (Cleor  lens) 

REV.ES 

5961  Semiconductor  Device,  Diode,  Light  Emitting,  Green  Types  JAN1N6094, 

JTX1N6094,  JANIN6611,  (Cleor  lens),  JTX1N6611  (Clear  lens).  And  Ponel 
Mounted  Assembly  Types  JANM19500/52101,  JTXM19i3C/52102, 
JANM19500/52103  (Cleor  lens).  And  JTXM19500/52104  (Cleor  lens) 

5961  Semiconductor  Device,  Transistor,  NPN,  Silicon,  High  Frequency  Device  Types, 
JAN  2N6603  And  TXV2N6603,  jAN  2N6604  And  TXV2N6604 
5961  Semiconductor  Device,  Darlington  Tronsistor,  NPN  Silicon,  Power  Types 

2N6383,  2N6384,  2N6385  Non-IX,  TX  And  TXV  Validated  Aug  87  USER-13 
REV.85  99  19  11  ES 

5961  Semiconductor  Device,  Tronsistor,  NPN,  Silicon  Power  Types  2N6546, 

TX2N6546,  TXV2N6546,  2N6547,  TX2N6547,  TXV2N6547  USER-13  REV-1) 
99  85  19  ES 

5961  Semiconductor  Device,  Tronsistor,  NPN,  Silicon  Power  Types  2N3879  Non-TX, 
TX  And  TXV  USER-13  REV.99  11  85  19  ES 
5961  Semiconductor  Device,  Darlington  Tronsistor,  PNP,  Silicon,  Power  Types 
2N6648,  2N6649  And  2N6650  Non-TX,  TX  And  TXV  Validated  Dee  83 
USER-13  ReV.19  11  99  J5  ES 

5961  Semiconductor  Device,  Trorsislor,  NPN,  Silicon,  Power  Typos  2N6032  And 

2N6033  Non-TX,  TX  And  TXV  Validated  Dee  82  USER-19  REV-AV  99  85  19 
11  ES 

5961  Semiconductor  Device,  Tronsistor,  Silicon  Type  1 N3904  Validated  Feb  85 

5961  Semiconductor  Device,  Tronsistor,  Silicon  Type  2N3906  Validated  Feb  85 . 

5961  Semiconductor  Device,  Diode,  Silicon,  Zener,  Voltoge  Regulator,  Solid  Gloss 
Noncovity  Construction,  Types  In  6309  Through  IN63.5  JAN,  JANTY  8. 
JANTXV  REV-11  19  85 

5961  Semiconductor  Device,  Tronsistor,  NPN,  Silicon,  Power  Types  2N50O2,  2N5004, 
JAN,  JANTX  And  JANTXV  REV.85  99  11  19 
5961  Semiconductor  Device,  Diode,  Sil'con,  Switching  Types  1N3600,  1N4150, 

TX1N3600,  And  IX1N4150  USER-AS  CG  MC  SH  19  REV.MI  AV  85  11  99 
ES 

5961  Semiconductor  Device,  Diode,  Silicon,  Mixer  Types  1N21WE,  1N21WEM,  And 
1N21WEMR  Validated  Apr  84  USER.MC  AS  CG  SH  13  15  19  REV.MI  AR 
11  99  ES 

5961  Semiconductor  Device,  Diode,  Silicon  Type  1N31  Validated  Aug  88  USER-MC 
SH  CG  AS  13  15  REV.MI  85  11  19  ES 

5961  Semiconductor  Device,  Diode,  Silicon,  Video  Detector  Type  1N32  Validated 
Aug  88  USER.AS  SH  CG  MC  13  15  REV.MI  AR  85  11  99  ES 
5961  Semiconductor  Device  Diode  Silicon  Rectifier  Type  IN  645  IN  647  JAN  & 

JANTX  IN  645.1  IN  o47.1  IN  649.1  JAN  JANTX  &  JANS  Validated  Aug  88 
USER.SM  MC  CG  AS  19  NA  REV.AV  Ml  AR  SH  99  11  ES 
5961  Semiconductor  Device,  Dorlington  Tronsistor,  NPN,  Silicon,  Power  Types 
2N6300,  2N6301,  JAN,  TX  And  TXV  REV.99  85  19  11 
5961  Semiconductor  Device,  Dorlington  Transistor,  PNP  Silicon,  Power  Types 
2N6298,  2N6299,  JAN,  TX,  And  TXN  REV.EC  99  85  19  11 
5961  Semiconductor  Device,  Field  Effect  Tronsistors,  N-chonnel,  Silicon  Types 

2N6756,  2N6758,  2N6760,  2N6762,  Jontx,  JontxV,  &  Jons  USER-19  REV.70 
SO  1 :  97  ES 

5961  Semiconductor  Device,  Field  Effect  Tronsistor,  N-chonnet,  Silicon  Types  2N6764, 
2N6766,  2N6768  &  2N6770  JAN,  JANIX  S  JANTXV  USER-19  REV-ll  70 
80 

5961  Semiconductor  Device,  Transistor,  NPN,  Silicon,  Power  Types  2N5152,  JAN, 
JANTX  i  JANTXV  REV-19  11  99  85  ES 

5961  Semiconductor  Device,  Tronsistor,  PNP,  Silicon,  Power  Types  2N5I51,  2N5153 
JAN,  JANTX  And  Jr^NTXV 

5961  Semiconductor  Device,  Field  Effect  Tronsistor,  N<honncl,  Silicon  Types  2N660 
&  2N6661  Jon,  Jontx,  Jontxv,  3,  Jons 

5961  Semiconductor  Device,  Coupler,  Opto  Electronic,  Solid  State  Type  4N47,  4N48, 
And  4N49  JAN,  JANIX,  JANIXV,  And  JANS  USER-SM  AS  SH  MC  CG  OS 
15  13  REV-MI  AR  85  19  II  ES 


DOCUMENT 

NUMBER  PSEP  DATE  CUSTODIAN 


MII-S-19500/5)2A 

17 

08  Jun 

87 

ER  EC 

17  NA 

MIL  S  19500/513  (1) 

ER 

22  Mar 

78 

ER 

MIL-S-19500/514  (2) 
NOTICE  1 

ER 

30  Sep 

88 

ER 

Mll-S-19500/515  (1) 
NOTICE  1 

£■> 

30  Sep 

88 

ER 

MIL  S  I9500r516A  (1) 

ER 

05  Oct 

83 

ER 

MIL-S-19500/518A 

17 

14  Mo/ 

84 

17 

MIL.S-19500/519A 

ER 

31  Jon 

89 

ER 

MII-S.19500/520A 

ER 

31  Jan 

89 

ER 

MII-S-19500/521A 

ER 

31  Jon 

89 

ER 

Mll.S-19500/522  (5) 

ER 

14  Feb 

89 

ER 

MIL.S-19500/523  (3) 
NOTICE  1 

17 

17  Aug 

87 

17 

Mll.S-19500/525  (2) 

17 

07  Dec 

87 

17 

MIL.S-19500/526A 

17 

01  Mo/ 

84 

17 

MIL.S.)9500/527  (2) 

17 

14  Sep 

78 

17 

MIL-S.19500/528 

17 

16  Sep 

77 

17 

MIL.S  19500/529  (1) 

ER 

30  Apr 

79 

ER 

Mll.S-19500/530 

ER 

01  Mor 

59 

ER 

MII.S-19500/533A 

17 

25  Mor 

85 

17 

MIL.5-19500/534 

17 

09  Sep 

86 

17 

NOTICE  1 

MII-S-19500/231D  (’.) 

EC 

18  Mor 

85 

ER 

EC 

17 

MIL.S-19500/232B  (2) 

EC 

26  Jun 

78 

ER 

EC 

17 

MIL-S  )9500/236A  (1) 

EC 

24  Aug 

83 

ER 

EC 

17 

MII-S-)9500/237A  (3) 

EC 

24  Aug 

88 

ER 

EC 

17 

MIL.S-19500/240E 
NOTICE  1 

EC 

24  Aug 

88 

ER 

EC 

17 

M'l.S. 19500/539 

17 

09  Sep 

86 

17 

MIL.S-19500/540  (2) 

17 

23  Aug 

84 

17 

MIL-S-19u»/542C  (1) 

17 

27  Moy 

88 

ER 

EC 

17 

NA 

MII.S  19500/543C  (1) 

ER 

31  Moy 

88 

17 

MIL.S.I9500/S44  (1) 

17 

03  Moy 

82 

17 

Mll.S-19500/545  (1) 

17 

03  Moy 

82 

17 

Mll-S  19500,547  (1) 

17 

18  Nov 

85 

17 

MIL.S  19500/548  (2) 

NA 

17  Jul 

88 

ER 

EC 

17 

NA 
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S961  Semiconductor  Dcvico,  DIodo«  Silicon,  Fost  Recovery  High  Current  Types 
1N6304.  1N6305,  1N6306  And  Types  JAN,  JANTX,  JANIXV  USER-13 
5961  Semiconductor  Devi-e,  Diode  Silicon  Tronsient  Voltage  Suppressor  Types 
1N6461  Through  IN6468  JAN,  JANIX,  And  JANTXV 
5961  Semiconductor  Device,  Diodr  Silicon  Tronsient  Voltage  Suppressor  Types 
IN6469  Through  IN6476  Jon,  Jontx  And  Jontxv 
5961  Semiconductor  Device,  Diode,  Silicon,  Schotthy  Sorrier,  Fast  Recovery,  Type 
IN639I  JAN,  JANIY,  &  JANTXV  USER-15  REV.99  85  19  11  ES 
5961  Semiconductor  Device,  Diode,  Silicon,  Schottky  Barrier,  Fast  Recovery,  Type 
IN6392  JAN,  jANTY,  &  JANTXV  USER-15  REV-99  85  19  11  ES 
5961  Semiconductor  Device,  Field  Effect  Tronsistor,  N-chonnel,  Silicon  Types  2N6788, 
2N6790,  2N6792  And  2N6794  JANTX,  Jantxv,  And  JANS  USER-SM  AS  CG 
MC  OS  13  15  REV-AR  ER  Ml  SH  11  19  85  ES 
5961  Semiconductor  Device,  Field  Effect  Transistor,  N-chonnel,  Silicon  Types  2N6796, 
2N6798,  2N6800  &  2N6802  JANTX,  JANTXV,  i  JANS  USER-SM  AS  CG 
MC  OS  19  REV-AR  Ml  SH  11  70  80  ES 

5961  Semiconductor  Device,  PNP,  Silicon,  Switching,  Four  Transistor  Array  Type 
M19500/558  01,  -02,  JAN,  JANTX,  &  JANTXV 
5961  Semiconductor  Device,  NPN,  Silicon,  Switching,  Four  Tronsistor  Arroy  Type 
M19500/559-01,  -02,  Jon,  Jontx,  And  Jontxv  USER-SM  CG  MC  AS  SH 
REV-AR  11  19  99  85  13  ES 

5961  Semiconductor  Device,  Tronsistor,  NPN,  Silicon,  Switching  Type  2N5339  JAN, 
JANTX,  And  JANTXV 

5961  Semiconductor  Device,  Transistor,  PNP,  Silicon,  JAN,  JANTX  &  JANTXV  Types 
2N3743,  2N4930  And  2N4931  Validated  Sep  86  REV-19  ES 
5961  Semiconductor  Device,  Transistor,  Pnp,  Silicon  Jon,  Jontx  And  Jantxv  Types 
2N3743,  2N4930  And  2N4931  Validated  Dee  78  REV-19 
5961  Semiconductor  Device,  Tronsistor,  NPN,  Silicon,  High  Frequency  Types  2N3866 
And  TX2N3866  USER-MC  AS  CG  13  REV-MI  AR  11  85  19  99  ES 
5961  Semiconductor  Device,  Tronsistor,  NPN,  Silicon,  Switching  Types  2N3959, 

TX2N3959,  2N3960  '»nd  TX2N3960  Validated  Dee  82  USER-MC  AS  CG  19 
REV-MI  AR  85  ES 

5961  Semiconductor  Device,  Tronsistor,  NPN,  Silicon,  Power  Type  2N3739  And 

TX2N3739  USER-AV  SM  CG  AS  SH  MC  15  13  REV-MI  AR  85  11  19  ES  NA 
5961  Semiconductor  Device,  Diode,  Silicon,  Switching  Type  1N4500  And  TX1N4500 
Validated  Avg  87  REV-11  85  19  ES 

5961  Semiconductor  Device,  Silicon,  High-voltage  Rectifier  Module  Types  IN5597, 
IN5600,  And  IN5603  Validated  Dee  83  USER-AS  REV-19 
5961  Semiconductor  Devices,  Diode,  Silicon,  Voltoge  Regulator  Types  1N4460  Thru 
1N4496  And  1N6485  Thro  1N6491  JAN,  JANTX  JANTXV,  And  JANS 
USER-SM  MC  CG  AS  13  REV-AR  Ml  AV  SH  85  19  11  ES 
5961  Semiconductor  Device,  Transistor,  NPN,  Silicon,  Power  Types  2N3055  And 

TX2N3055  Validated  Sep  86  USER-AV  OS  SH  MC  CG  AS  REV-MI  AR  85  19 
11  ES 

•  961  Semiconductor  Device,  Transistor,  NPN,  Silicon,  High-power  Types  2N3715, 

2N3716,  JANTX,  JANTXV.  And  JANS  Validated  Feb  88  USER-AV  AS  MC 
CG  15  13  rev-mi  AR  AV  Stl  85  11  19  ES 
5961  Semiconductor  Device,  Diode,  Silicon,  Power  Rectifier,  Fost  Recovery  1N5415 
Through  1N5420  JAN,  JANTX,  JANTXV,  &  JANS  USER-SM  CG  MC  SH  AS 
REV-AR  Ml  AV  11  19  85  80  ES  NA 

5961  Semiconductor  Device,  Transistor,  NPN,  Silicon,  Power  Types  JAN  hnd  JANTX 
2N3846  And  2N3847  REV-85  1 1  ES 

5961  Semiconductor  Device,  Tronsistor,  NPN,  Silicon,  High  Power  Types 

JAN2N3771,  JANTX2N3771,  JAN2N3772,  JANTX2N3772  REV-11  19  85  99 
ES 

5961  Semiconductor  Device,  Tronsistor,  i-tPN,  Silicon,  High  Power  Type  2N5241, 

JAN,  JANTX  &  JANTXV  Validated  Dee  83  USER-MC  OS  CG  AS  REV-MI  AR 
AV  85  11  19  ES 

5961  Semiconductor  Device,  Transistor,  NPN,  Silicon,  High  Power  Type  JAN2N2812, 
JANTX2N2812,  JAN2N2814  And  JANTX2N2814  Validated  Sep  86  REV-11 
85  19  90  -ES 

5961  Semiconductor  Dev-ce,  Thyristor  (Controlted  Rectifier),  Silicon  Types  2N3027 
Through  2N3032,  And  TX7N3027  ’hough  TX2N3032  Validated  Jut  83 
REV-19  ES 

5961  Semiconductor  Device,  Diode,  Silicon,  Power,  Rectifier,  Generol  Purpose  Types 
1N5550  Through  1N5554  JAN,  JANTX,  JaNTXV,  S,  JANS  USER-AS  MC  CG 
19  rev-mi  AR  SM  SH  11  80  85  99  ES 

5961  Semiconductor  Device,  Unitized,  Duel  Transistor,  NPN/PNP,  Complemcntory 
Silicon  Types  2N3833,  2N4854  Nr,n  TX,  TX  &  TXV  REV-11  85 
596!  Scmieonductsr  Device,  Trc-nsisle,-,  UPfl,  Silico.n,  Swite,‘-=,-.g  Type-.  JAN  2.N55S1. 
JAN  TX2N5531,  JAN  2N5582,  And  JAN  TX2N5582  Validated  Jan  81 
USER-IS  13  REV.85  11  19  ES 

5961  Semiconducto.  Device,  Diode,  Silicon  fast  Recovery,  Power  Rectifier  Types  TX 
And  Non-TX  1N5186,  1N5187,  1N5188,  And  1N5190  Validated  Dec  82 
USFR-AS  CG  MC  REV-MI  AR  M  85  19  ES 
5961  Semi  ictor  Device,  Tronsistor,  NPN,  Silicon,  High  Frequency,  Power  Type* 
2N3375,  2N3553,  &  2N4440  JAN,  JANTY,  8  JANTXv  USER-AS  MC  CG  13 
REV-MI  AR  11  85  19  ES 

5961  Semiconductor  Device,  Tronsistor,  NPN,  Silicon,  High  Power  Types  2N3902, 
TX2N3902,  2N5157,  And  TX2N5157  USER-CG  AS  MC  19  REV-ll  ES 
5961  Semiconductor  Device,  Thyristor  (Controlled  Rectifier),  Silicon  Types  2N4199 
Through  2N4206  Vl  dated  Sep  88 
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PREP 
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CUSTODIAN 

MIL.S-195(X)/550  (1) 

17 

01  Jun 

82 

17 

Mll.-S-195CX)/551  (2) 

17 

13  Aug 

87 

17 

Mll-S-19500/552 

17 

26  Oct 

81 

MIL-S-195(X)/553  (3) 

17 

28  Moy  88 

17 

MIL-S-19500/554  (2) 

17 

09  Moy  88 

17 

Mll-S-195(X)/555B  (1) 

17 

06  Jun 

88 

ER 

EC 

17 

NA 

MIL-S-195(X)/5578 

17 

08  Sep 

87 

ER 

EC 

17 

NA 

MII-S-19500/S58  (2) 

17 

01  Jul 

87 

ER 

EC 

17 

MIL-S-195(X)/559  (1) 

17 

17  Sep 

84 

ER 

EC 

17 

MIL-S-)9500/560 

ER 

24  Oct 

84 

ER 

MIL-S-19500/397  (3) 
NOTICE  1 

17 

09  Sep 

86 

ER 

17 

Mll.S-(X)1950O/397A 

17 

14  Jon 

72 

17 

Mll-S-195(X)/398A 

17 

26  Dec 

84 

ER 

EC 

17 

NA 

MIL-S.19.<00/399  (1) 

17 

22  Mor 

77 

ER 

EC 

17 

MIL-S-19500/402A  (1) 

17 

29  Sep 

81 

ER 

EC 

17 

Mll.S-19500/403 
NOTICE  1 

17 

17  Aug 

87 

17 

MIL-S.19500/404A  (1) 

17 

08  Sep 

71 

ER 

EC 

17 

MIL.S.19500/406A  (4) 

17 

28  Sep 

87 

ER 

EC 

17 

NA 

MIL-S-19500/'407A 
NOTICE  1 

17 

09  Sep 

86 

ER 

EC 

17 

M1L-S-19500/408C  (1) 
NOTICE  1 

ER 

05  Feb 

88 

ER 

EC 

17 

MIL  S-19500/41)D  (1) 

ER 

13  Dec 

84 

ER 

EC 

17 

MIL-S-19500/412  (3) 

17 

08  Jun 

87 

17 

MIL-S.19500/413A  (1) 

17 

19  Jun 

84 

ER 

EC 

17 

M1L-S.19500/414B 

17 

05  Aug 

83 

ER 

EC 

17 

MIL'S.19500/415  (2) 
NOTICE  1 

17 

09  Sep 

86 

17 

MIL-S-19500/419  (1) 

ER 

21  Moy  69 

ER 

EC 

MIL-S  195(X)/420B 

17 

28  Sep 

84 

ER 

EC 

17 

MIL-S-19500/42IA  (1) 

17 

11  Sep 

86 

17 

Mi»  s  19500'423  (4' 

17 

>A  CmU 

75 

17 

MIL-S-19500/424  (2) 

17 

09  Mar 

71 

ER 

EC 

17 

MIL-S-195(X)/341B  (7) 

ER 

16  Sep 

83 

ER 

EC 

17 

MIL-S-195(X)/371A  (3) 

17 

11  Apr 

85 

ER 

EC 

17 

MIL-S-195(X)/372A  (5) 

EP 

30  Sep 

88 

cR 

NOTICE  1 
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fSC  HUE 


5961  Semiconductor  Device,  Trontiitor,  NPN,  Silicon  Switching  Types  INgu  And 
TX2N91d  Validated  Aug  S7  USER-CG  MC  OS  AS  15  13  REV-MI  11  85  19 
ES 

5961  Semiconductor  Device,  Ttonnstor,  NPN,  Silicon,  Power  Types  2N3996  Through 
2N3999,  JAN,  JANTX,  jaNTXV  And  JANS  Validated  Sep  86  REV-AV  85  11 
ES 

5961  Semiconductor  Device,  Transistor,  Field  Effect,  N  Chonnel,  Depletion  Mode, 
Silicon,  Type  2N3821  2N3822  2N3823  JAN,  JANTX,  JANTXV  &  JANS 
USER-SM  AV  MC  CG  AS  REV-AR  Ml  85  19  11  99  ES 
5961  Semiconductor  Device,  Diode,  Silicon,  Power  Rectifier,  Fast  Recovery  TX  And 
Non-TX  Types  1N3909,  1N3910,  1N3911,  1N3912,  1N3913,  1N3909R, 
IN3910R,  1N3911R,  1N3912R,  And  1N3912R  USER-CG  AS  MC  REV-AR  Ml 
AV  11  85  19  ES  NA 

5961  Semiconductor  Device  Tronsistor,  PNIP,  Germonium,  Type  2N2528  (Inactive) 
USER-AR  mC  CG  REV-SH 

5961  Semiconductor  Device,  Tronsistor,  NPN,  Silicon  Power  Switching  Type  2N-S150, 
2N5237,  2N5238,  2N4150S,  2N5237S,  2N5238S,  JAN,  JANTX,  JANTXV 
JANS  Validated  Dec  82  USER-AV  MC  CG  AS  SH  15  REV-99  85  19  11  ES 
5961  Semiconductor  Device,  Field-effect  Transistor,  P-chonnel,  Silicon  Types  2N2497 
THROUGH2N2500,  TX2N2497  Through  TX2N2500,  2N3329  Through 
2N3332,  And  TX2N3329  Through  TX2N3332  Validated  Sep  86  USER-CG  AS 
mC  REV-MI  11  19  ES 

5961  Semiconductor  Device,  Tronsisler,  PNP,  Silicon,  High  Power  Types  2N3791  & 
2N3792,  JAN,  JANTX,  JANTXV,  &  JANS  USER-SM  AV  AS  MC  CG  SH  13 
15  REV-MI  AR  85  19  11  ES 

5961  Semiconductor  Device,  Tronsistor,  NPN,  Silicon,  Power  Types  2N4865,  2N5250, 
2N5251  And  TX2N4865,  TX2N5250,  TX2N52S1  Validated  Jut  83  REV-J9  ES 
5961  Semiconductor  Device,  Tronsistor,  NPN,  Silicon,  JAN,  JANTX  And  JANTXV 

Types  2N2034,  2N2858,  2N2859  And  2N2911  Validated  Dee  83  REV.19  ES 

5961  Semiconductor  Device,  Validated  Dec  83  REV-85  11  19  ES . 

5961  Semiconductor  Device,  Tronsistor,  PNP,  Silicon,  how-power  Types  2N2944A, 

2t  2945A,  And  2N2946A  JAN,  JANTX,  JANTXV,  And  JANS  REV-AV  19  85 
11  99  ES 

5961  Semiconductor  Device,  Diode,  Silicon,  Volioge-vorioble  Copocitor  Types 

IN5139A  Through  1N5148A  And  TX1N5139A  Through  TX1N5148A  Validated 
Aug  88  USER-CG  MC  AS  REV-SH  19  ES 

5961  Semiconductor  Device,  Tronsistor,  NPN,  Silicon,  High  Power  Types  2N3584  And 
2N3585  Non-TX,  TX,  And  TXV  Validated  Aug  88  USER-AS  MC  CG  SH  15 
REV-AR  Ml  SM  AV  11  19  85  99  ES 

5961  Semiconductor  Device,  Fir  d  Effect  Tronsistor,  N-chonnel,  Silicon  Types  2N4856 
Through  2N4861  JAN,  JANTX,  JANTXV,  &  JANS  REV-ES 
5961  Semiconductor  Device,  Tronsistor,  PNP,  Germonium  Type  2N2834  (Inoctive) 
USER-MC  CG  REV-SH 

5961  Semiconductor  Device,  Transistor,  NPN,  Silicon,  Switching  Types  2N708  And 
TX2N708  Validated  Sep  86  USE.R-AV  AS  -MC  CG  13  REV-MI  AR  11  19  85 
ES 

5961  Semiconductor  Device,  Tronsistor,  NPN,  Silicon,  low  Power  Types  2N2432, 

1X2N2432,  2N2432A  And  TX2N2432A  USER-AS  MC  CG  14  REV-MI  85  11 
19  ES 

5961  Semiconductor  Device,  Tronsistor,  NPN,  Silicon,  Power  Types  2N2880,  2N3749, 
JAN,  JANTX,  JANTXV  And  JANS  USER-MC  AS  CG  SH  14  REV-MI  AR  85 
19  11  99  ES 

5961  Semicrnductor  Device,  Transistor,  NPN,  Silicon,  Switching,  Types  2N2369A, 

2f-i3227,  2N4449  JAN,  JANTX  And  JANS  USER-SM  CG  MC  AS  SH  OS  13 
REV-MI  AR  11  19  85  99  ES 

5961  Semiconductor  Device,  Diode,  Silicon,  Power  Rectifier  Type  JAN-1N1084 
USER-MI  AS  CG  MC  REV-AR  85  H  19  ES 

5961  Semiconductor  Device,  Diode,  Silicon,  Mixer  Types  1N21WG,  1N21WGM  And 
1N21WGMR  Validated  Feb  85  USER-MC  CG  AS  SH  REV-MI  AR  85  II  19 
99  ES 

5961  Semiconductor  Device,  Diode,  Silicon„mixer  Types,  IN23WE,  IN23WEM, 

IN23WEMR,  Validated  Feb  85  USER-MC  CG  AS  SH  REV-AR  Ml  11  19  99 
85  ES 

5961  Semiconductor  Devices  Tronsistor,  PNP,  Silicon,  Switchir:  Types  2N3250A  And 
2N3251A  JAN,  JANTX,  Jonixv,  And  Jans  USER-SM  CG  MC  AS  13 
REV-AR  mi  AV  85  19  11  99  ES 

5961  Semiconductor  Device,  Diode  Silicon,  Voltoge  Vorieble  Copocitr-  Types 

1N4801A  Thru  1N4815A,  1N48018  Thru  1N4815B  JAN,  JANIX  S  JANTXV 
USER-MC  14  19  REV-AR  Ml  LG  SH  Eb 

5961  Semiconductor  Device,  Tronsistor  PNP,  Germanium  Types  2NI557A  Th,u 
2N1560A  Validated  Sep  88  REV-19  ES 

5961  Semiconductor  Device,  Transistor,  PNP,  Germanium,  Power  Types  2N1553A 
Through  2N1556A  Validated  Sep  88  REV-19  13 
5961  Semiconductor  Device,  Diode,  Sillc-sn,  Mixer  Types  1N3655A,  1N3655AM,  And 
1N3655AMR  Validated  Dec  83  "JtiER-CG  MC  AS  SH  13  15  19  REV-AR  Ml 
99  11  ES 

5961  Semiconductor  Device,  Silicon,  Voltoge  Reference  (Temperoturc  Stable)  Type 
)N430A,  1N430B  USER-MI  REV-MI  19  ES 

5961  Semiconductor  Device,  Unitized,  Duol  Tronsistor,  PNP,  Silicon  Types,  2N3810, 
2N3810L,  2N3811,  &  2N381U  JAN,  JANTX,  JANTXV,  &  JANS  USER-AS 
CG  MC  13  15  REV-MI  AV  11  85  99  ES 


DOCUMENT 

NUMBER  '’I'EP  DATE  CUSTODIAN 


MII-S-19500/373A  (1) 
NOTICE  1 

17 

17  Aug 

87 

17 

MIL-S-19500/374A 
NOTICE  1 

17 

09  ScD 

86 

ER 

EC 

1/ 

na 

Mll-S- 19500/3758 

V 

16  Aug 

82 

ER 

EC 

17 

MIL-S.19500/?08A  (5) 

ER 

14  Ju! 

80 

ER 

EC 

17 

Mll-S.19500/309  (2) 

EC 

15  Mor 

83 

EC 

MII-S-19500/394A 

17 

10  Sep 

82 

LR 

EC 

17 

MIL-S-19500/378A 
NOTICE  1 

17 

09  Sep 

86 

ER 

EC 

17 

MII-S-19500/379C  (2) 

ER 

21  Oct 

83 

ER 

EC 

17 

na 

MII-S-19500/380A  (4) 
INT  AMD  5  (17) 

ER 

29  Jon 

73 

ER 

MIL-S.19500/381 

17 

18  Sep 

68 

17 

NOTICE  (2) 
MIL-S-0019500/381A 

17 

14  Jon 

72 

17 

MII-S-19500/382A 

17 

01  Jul 

87 

ER 

EC 

17 

NA 

MIL.S-19500/383  (3) 
INT  AMD  4  (17) 

EC 

24  Aug 

88 

EC 

Mll-S- 19500/3848  (3) 

EC 

24  Aug 

66 

ER 

EC 

17 

MIL-S.19500A/385  (1) 

17 

14  Nov 

86 

17 

MIL-S-19500/310  (2) 

El 

16  Mor 

83 

EC 

M1L-S-19500/312B  (1) 
NOTICE  1 

17 

09  Sep 

86 

ER 

EC 

17 

MIL-S-19500/313B 

17 

14  Jun 

82 

ER 

EC 

17 

MII.S-19500/315D  (2) 

17 

14  Sep 

81 

ER 

EC 

17 

NA 

MIL.S-19500/317E  (3) 

17 

06  Sep 

88 

ER 

EC 

17 

NA 

Mll-S-19500/318  (7) 

ER 

11  Feb 

85 

ER 

EC 

17 

NA 

.MIL-S-19500/321A  (3) 

ER 

19  Sep 

78 

ER 

EC 

17 

M1L-S-19500/322B  (2) 

ER 

19  Sep 

78 

ER 

EC 

17 

MIL-S-19500/323C 

EC 

09  Jul 

87 

ER 

EC 

17 

NA 

MIL-S-19500/329C 

ER 

04  Oct 

83 

ER 

EC 

17 

MII-S-19500/330A  (5) 
NOTICE  1 

ER 

29  Sep 

88 

ER 

MII-S-19500/331A  (2) 
NOTICE  1 

ER 

29  Sep 

88 

ER 

MIL-S-19500,  334A  (1) 

17 

22  Moy  78 

ER 

EC 

17 

MIL-S  19500/335  (2) 

ER 

08  Feb 

85 

ER 

MIL-S  19500/336B  (5) 

EC 

01  Aug 

88 

ER 

EC 

17 
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DOCUMENT 

FSC  TITLE  NUMBER  DATE  CUSTODIAN 

Swi  Semiconductor  Device,  DIODE,  Silicon,  Switching  Types  1N4T53,  1N4I53-I,  &  MIL.S-19500/337E  (1)  EC  12  Feb  88  ER  EC  17  NA 

1N4534,  Jon,  JANTX,  JANTXU,  &  Joni  USER-SM  CG  AS  19  REV-MI  AR 
MC99  85  19  11  ES  NA 

L  5961  Semiconductor  Device,  Tronjlstor,  PNP  Germanium,  Switching  Type  2N3449  Mll-S-19500/338  (2)  17  17  Aug  87  17 

Validated  Aug  87  REV.85  ES  NOTICE  I 

5961  Semiconductor  Device,  Trontislor,  PN,  Silicon,  Uniiunclion  Types  2N4947,  MIL-S-19500/388A  17  11  Jul  83  ER  EC  17 

2N4948  8,  2N4949  JAN,  JANTX,  JANTXV,  &  JANS  USER-SM  AS  MC  13 
REV-AV  Ml  SH  11  d5  19  80  ES 

5961  Semiconductor  Device,  Tronsislor,  NPN,  Silicon,  low  Power  Types  2N2857  And  MIL-S-19500/343B  17  03  Jun  d6  ER  EC  17 

TX2N2857  USER-MC  AS  CG  19  REV-AR  Ml  AV  SH  11  85  ES 

I  5961  Semiconductor  Device,  Troniislor  Types  2N3253  And  2N3444  Vo//dore<J  Atoy  MIL-S-19500/347  (4)  EC  12  Jul  79  EC 

85  USER-MC  CG  AS  SH  REV-ES 

I  5961  Semiconductor  Device,  Trontistor,  PNP,  Silicon,  Switching  Types  2N3467,  MIL-S-19500/348C  EC  26  May  87'  EC 

2N3467L,  2N3468,  i  2N3468L  JAN,  JANTX,  &  JANTXV  USER-MC  CG  AS 
SH  13  15  REV-AR  Ml  AV  11  85  19  ES 

596’  Semiconduclor  Device,  Tronsislor,  NPN,  Silicon,  Switching  Types  2N3506  And  MIL-S-19500/349B  EC  26  Moy  87  ER  EC  17 

2N3507  Non-TX,  TX  And  TXV  USER-MI  CG  MC  AS  13  REV-AR  AV  85  11  19  NOTICE  1 
ES 

59p1  Semiconduclor  Device,  PNP,  Silicon,  Switching  Types  2N3867,  2N3867S,  MIL-S-19500/350B  EC  1 1  Feb  88  ER  EC  17 

2N3868,  &  2N3868S,  JAN,  JANTX,  &  JANTXV  USER-AV  SM  CG  AS  MC 
15  13  REV-MI  AR  19  85  11  ES 

I  5961  Semiconduclor  Device,  Diode,  Silicon  Type  1N831A  Vo/idoted  Sep  85  REV-MI  MIL-S-19500/352  (1)  ER  30  Sep  88  ER 

19  ES  NOTICE  1 

I  5961  Semiconductor  Device,  Diode,  Silicon  Types  1N832B,  JAN,  JANTX,  &  JANTXV  MIL-S-19500/3538  ER  02  Apr  85  ER 

REV-AV  11  85  19  99  ES 

5961  Semiconductor  Device,  Transistor,  PNP,  Silicon,  low  Power  Types  2N2604  &  MII-S-19500/354C  (2)  ER  30  Oct  87  ER  EC  17  NA 

2N2605  JAN,  JANTX,  JANTXV,  &  JANS  USER-AV  MC  AS  CG  13  15 
REV-MI  AR  19  11  85  ES 

5961  Semiconductor  Device,  Unitized  Dual-transistor,  NPN,  Silicon  Types  2N2919,  MII-S-19500/355C  (1)  ER  05  Feb  88  ER  EC  17 

2N2919L,  2N2920  &  2N29201  JAN,  JANTX,  JANTXV,  8,  JANS  Volldaled  NOTICE  1 

Feb  o3  USER-CG  AS  MC  SH  13  P.EV-AR  Ml  AV  99  85  19  I  VES 

5961  Semiconduclor  Device,  Diode,  Silicon,  Volloge  Regulator  Types  iN4954  Through  MII-S-19500/356C  (2)  EC  08  Jun  87  ER  EC  17  NA 

1N4996,  1N5968,  &  1N5969  JAN,  JANTX,  JANTXV,  &  JANS  USER-CG  AS 
MC  13  REV-MI  AR  AV  SH  85  19  1 1  ES 

5961  Semiconductor  Device,  Transistor,  PNP,  Silicon,  Amplifier  Types  2N3634  MII-S-19500/357C  (1)  ER  21  Apr  83  ER  EC  17 

Through  2N3637,  2N36341  Through  2N36371  JAN,  JANTX,  JANTXV,  8. 

JANS  USER-SM  CG  MC  AS  19  REV-MI  AR  SH  85  1 1  ES 

O  5961  Semiconductor  Device,  Diode,  Silicon,  Volt  Reg,  Power  1N3305B-1N33SOB,  Mll-S-19500/3588  (4)  ER  30  Sep  88  ER  17 

1N45496.1N45546,  TX1N33058-TX1N33508,  TX1N45498.TX1N4554B,  NOTICE  1 

1N3305RB-IN33S0RB,  1N4544;RB-IN4S54RB,  TX1N3305RB-TX1N3350RB, 

TX4549RB-TX1N4554RB  Validated  Sep  88  REV-80 


5961 

Semiconductor  Device,  Diode,  Silicon,  Fast  Recovery,  Power  Rectifier  TX  And 
Non-TX  Type  1N4942,  1N4944,  1N4946,  1N4947  And  14948  Voiidoitd  Jon 

8)  USER-CG  AS  MC  REV-MI  AV  8j  11  19  99  ES 

MII-S-19500/359J  (6) 

17 

10  Sep 

75 

ER  EC 

17 

L 

5961 

Semiconductor  Device,  Transistor  Types  2N2996  And  2N2997  Validated  Apr  83 
ReV.19  ES 

Mll-S-19500/360  (1) 

EC 

25  Feb 

71 

EC 

5961 

Semiconductor  Device,  Diode,  Silicon,  Mixer  Types  INI  132  And  1N1132R 
Validated  Apr  8S  USER-MI  AS  MC  CG  14  REV-85  11  19  ES 

Mll-S-19500/362 

17 

03  Oct 

66 

ER  EC 

17 

L 

5961 

Semiconductor  Device,  Transistor,  PNP,  Silicon,  Dual  Type  3H93 -Validated  Apr 

83  USER-AS  MC  CG  SH  REV-19  ES 

Mll-S-19500/363  (2) 

EC 

26  Feb 

71 

•EC 

5961 

Semiconduclor  Device,  Diode,  Germanium,  Mixer  Type  IN1838  Validated  Apr 

84  USER-MI  ER  CG  AS  MC  19  REV-ES 

Mll-S-19500/364  (2) 

EC 

16  Nov 

71 

ER  EC 

17 

5961 

Semiconductor  Device,  Tronsistor,  NPN,  SILICON,  Amplifier  Types  2N3498, 

MII-S-19500/366B  (2) 

ER 

13  Apr 

88 

ER  EC 

17 

2N3499,  2N3500,  2N3501,  2N34981,  2N34991,  2N35001,  And  2N35011 
Jon,  JANTX,  JANTXV,  And  Jons  USER-SM  MC  AS  CG  SH  REV-MI  AR  11 
85  19  ES 


5961 

Semiconduclor  Device,  Trontistor,  NPN,  Silicon,  low  Power  Type  2N3439, 

MII-S-19500/368A  (4) 

EC 

25  Sep 

86 

ER 

EC 

17 

TX2N3439,  2N3440  And  TX2N3440  Validated  Jan  85  USER-AV  AS  MC  CG 

SH  15  REV-MI  AR  AV  11  85  19  99  ES 

NOTICE  1 

5961 

Semiconduclor  Device,  Transistor,  NPN,  Silicon,  Power  Types  2N3441  And 

MII-S-19500/369A 

EC 

25  Sep 

86 

ER 

EC 

17  NA 

TX2N3441  Validated  Jan  85  USER-AV  MC  CG  AS  15  13  REV-AR  Ml  AV  85 

19  11  ES 

NOTICE  1 

5961 

Semiconduclor  Device,  Transistor,  NPN,  Silicon,  High  Power  Type  2N3442 

MII-S-19500/370A 

EC 

24  Aug 

88 

ER 

EC 

17 

Validated  Aug  88  USER-CG  MC  AS  REV-MI  AR  19  99  85  11  ES 

L 

5961 

Semiconductor  Device,  Diode,  Silicon,  High  Voltage  Rectifier  Types  1N5181, 

Mll-S-19500/389  (2) 

ER 

17  Dec 

83 

-R 

1N5182,  1N5183,  1N5184  And  TX  1N5181,  TX  1N5181,  TX  1N5182,  TX 
1N5183,  TX  5184  Validated  Jul  83  REV- 19  CS 

L 

5961 

Semiconductor  Device,  Thyristors,  (Controlled  Rectifiers)  Silicon  Types  2N2()24, 

MII-S-19500/203C  (2) 

EC 

20  Moy  75 

EC 

2N2025,  2N2027,  2N2029,  2N2030  Validated  Apr  8f  USER-AS  MC  CG 

REV-ES 

5961 

Semiconduclor  Device,  Thyristor,  Reverse  Blocking,  Silicon  Types  2N1792 

MII-S-19500/204F 

EC 

27  Apr 

82 

ER 

EC 

17 

2N1793  2N1795  2N1797  2N1798  2N1799  2N1800  2N1805  2N1806 
2N1910  2NI911  2NI911  2N1913  2N1915  2N1916  2N2031  JAN  JANTX  8. 

JANTXV  USER-SM  SH  MC  CG  AS  REV-MI  AR  99  85  19  11  NA  ES 

5961  Semiconduclor  Device,  Tronsistor,  PNP,  Germanium,  low  Power  Types  2N1224  MII-S-19500/189B  (1)  ER  24  Feb  78  ER  EC  17 

And  2N1225  Validated  Feb  85  USER-AV  CG  MC  AS  SH  13  15  19  REV-MI 
AR  11  99  ES 

I  5961  Semiconductor  Device,  Transistor,  Types  2N1 173  And  2N1 174  (Novy)  Mll-S-19500/215  (2)  EC  14  Nov  66  EC 

Validated  Moy  85  USER-AS  CG  MC  REV-19  ES 

5961  Semiconductor  Device,  Diode,  Germonlum,  Switching,  Type  JAN-IN276  MII-S-19500/192A  (1)  EC  24  Aug  88  ER  EC  17 

Validated  Aug  88  USER-MI  MC  CG  AS  REV-19  ES  NOTICE  1 

I  5961  Semiconductor  Device,  Diode,  Silicon,  Reclifier  Types  1N457,  1N458,  And  MII-S-19500/193C  ER  26  Aug  88  ER 

1N459  Validated  Aug  88  USER-MC  OS  AS  CG  REV-AR  Ml  19  ES  NOTICE  1 


573 


FSC  LISTING 


fsc  HUE 

5961  Scmicoriductor  Device,  Diode,  Silicon,  Micro  Miniature,  Switching  Type  1N3206 
Validated  Avg  88  USER-MI  CG  AS  MC  13  15  REV-AR  85  19  ES 

L  5961  Semiconductor  Device,  Thyristor  Type  2N1870A,  2N1871A,  2N1872A,  And 
2N1874A  Validated  Aug  88  USER-CG  AS  MC  REV-MI  19  ES 
5961  Semiconductor  Device,  Diode,  Silicon,  Torword-voltoge  Regulator  Type  1N816 
Validated  Aug  88  USER-MI  SM  CG  MC  19  REV-AR  SH  85  11  ES 
5961  Semiconductor  Device,  Diode,  Germanium  Type  1N270  Validated  Aug  88 
USER-MI  MC  CG  AS  REV-AR  EA  19  99  ES 
5961  Semiconductor  Device,  Diode,  Germanium  Type  1N277  Validated  Aug  88 
USER-MI  MC  CG  AS  REV-AR  19  ES 

L  5961  Semiconductor  Device,  Tronsistor,  NPN,  Silicon,  Types  2N1479, 
2N1480,2N1481,  2NU82  Validated  Aug  88  REV-AR  Ml  19  ES 
5961  Semiconductor  Device,  Transistor,  NPN,  Silicon,  High  Power,  Types  2N1487, 
2M1488,  2N1489  And  2N1490  Validated  Aug  88  USER-MC  CG  AS  REV-AR 
Ml  EA  85  19  ES 

I  5961  Semiconductor  Device,  Tronsistor,  NPN,  Silicon,  Photo  Type  2N986  Validated 
Apr  83  USER-CG  MC  AS  REV-19  ES 

5961  Semiconductor  Device,  Diode,  Silicon,  Power  Rectifier  Types  1N3164,  1N3168, 
1N3170,  1N3172,  1N3174,  1N3175,  1N3176,  1N3177,  &  R  Types,  JAN, 
JANIX,  JANIXV  USER-MI  MC  CG  REV-AR  SH  19  14  ES 
5961  Semiconductor  Device,  Diode,  Silicon,  RP  Mixer  Types  JAN-1N536, 

JAN-1N53BR,  JAN-1N53BM  And  JAN-lN53aMR  Validated  Aug  88  US8R-m 
CG  MC  AS  REV.19  ES 

L  5961  Semiconductor  Device,  Tronsistor,  Npn,  Silicon,  Double-emitter  Types  3N74, 
TX3N74,  3N7S,  TX3N75,  3N76,  TX3N76,  3N127,  TX3N127  Validated  Sep 
56REV-EC  11  85  19  ES 

5961  Semiconductor  Device,  Unitized,  Duol  Transistor.  NPN,  Silicon  Types  2N2060 
And  2N20601,  JAN,  JANIX,  JANTXV,  And  J  -NS  USER-AV  SM  AS  MC  CG 
19  REV-.MI  AR  85  1 1  ES 

L  5961  Semiconductor  Device,  Tronsistor  Type  2N917  US'-  CG  AS  REV-19  ES . 

5961  Semiconductor  Device,  Diode,  Voltage  Reg'-’ V  ■  pc  X  And  Non-TX) 

1N3993A  Through  14000A  And  The  RA  V  c.'ec'  -o  88  USER-AS  MC  CG 
SH  REV-MI  AR  AV  11  19  99  ES  NA 

5961  Semiconductor  Devices,  Diodes,  Silicon,  Power  h  ifu-rs  Types  JAN-1N1130 
And  JAN-1N1131  USER-MI  SM  CG  MC  AS  ’9  RT7-AR  11  99  85  ES 
5961  Semiconductor  Device,  Diode,  Silicon  Power  Rectitiur  Types  1N1202A, 

1N1204A,  1N1206A,  1N3671A  oo  1N3673A  (Both  A  co  RA)  JAN,  JANTX, 
JANIXV,  &  JANS)  USER-AS  CG  MC  SH  REV-MI  AR  SM  11  99  19  85  NA 
ES 

5961  Semiconductor  Device,  Tronsistor,  NPN,  Silicon,  High  Power  Types  2N1722, 
TX2N1722,  2N1724  And  TX2N1724  USER-MC  CG  AS  19  REV-MI  AR  SM 
SH  11  85  99  ES 

5961  Semiconductor  Device,  Tronsistor,  NPN,  Silicon  Switching  Types  2N2481  And 
TX2N2481  Validated  Aug  88  USER-AV  MC  SH  CG  AS  REV-MI  AR  19  85  11 
99  ES  NA 

5961  Semiconductor  Device,  Thyristors  (Controlled  Rectifiers),  Silicon  Types  (Both  TX 
And  Non-IX)  2N2323,  2N2324,  2N2326,  2N2328,  2N2329,  2N2323A, 
2N2324A,  2N2326A  And  22328A  USER-AV  SM  CG  MC  AS  REV-MI  AV  SH 
85  11  19  99  ES 

5961  Semiconductor  Device,  Transistor,  NPN,  Silicon,  Power  Types  2N2150,  TX2150, 
2N2151,  And  TX2151  Validated  Jut  83  USER-AS  MC  CG  REV-MI  11  85  19 
ES 

5961  Semiconductor  Device,  Diode,  Silicon,  Matched  Pair  Type  1N4306  Non-TX,  TX, 
And  TXV  USER-SM  CG  AS  MC  REV-MI  AR  SH  85  11  19  99  ES  NA 
5961  Semiconductor  Device,  Tronsistor,  NPN,  Silicon,  Switching  Types  2N2218, 
2N2218A,  2N2218AI,  2N2219,  2N2219A,  oo  2N2219AI  JAN,  JANTY, 
JANTXV,  oo  JANS  Validated  Aug  88  USER-SM  CG  AS  SH  MC  19  14 
REV-MI  AR  11  19  85  ES 

5961  Semiconductor  Device,  Transistor,  NPN,  Silicon,  Low  Power,  Types  2N929, 

TX2N929,  2N930,  And  TX2N930  Validated  Aug  88  USER-MI  AV  MC  CG  AS 
SH  13  REV-AR  EA  85  11  ES 

L  5961  Semiconductor  Device,  Diode,  Silicon  Types  INI  147  And  INI  149  Validated  Aug 
88  REV-19  ES 

5961  Semiconductor  Device,  Transistor,  NPN,  Silicon,  Switching  Types  2N2221, 
2N2221A,  2N2222  And  2N2222A  JAN,  JANTX,  JANTXV  And  JANS 
USER-SM  AS  MC  CG  SH  13  15  REV-MI  AR  11  85  19  ES 
5961  Semiconductor  Device,  Diode,  Silicon,  Switching,  Types  IN643,  IN662  And 

IN663  Validated  Aug  88  USER-MC  AS  CG  13  15  19  REV-AR  Ml  85  II  ES 
5961  Semiconductor  Device,  Tronsistor,  NPN,  Silicon,  Low  Power  Types  2N3019, 

2N3019S,  2N3057A  S  2N3700  JAN,  JANTX,  JANTXV,  AndjANS  USER-AV 
SM  AS  CG  MC  SH  13  REV-AR  Ml  AV  85  11  19  99  ES 

L  5961  Semiconductor  Device,  Transistor,  PNP,  Gertnonium,  Types  2N464,  2N465, 
2N467  Validated  Sep  88  REV-AR  Ml  19  ES 
5961  Semiconductor  Device,  Tronsistor,  Pnp,  Germanium,  Low  Power  Type  2N466 
USER-AV  SM  CG  AS  MC  SH  13  15  REV-AR  Ml  19  ES 

L  5961  Semiconductor  Device,  Transistor,  PNP,  Germanium,  Types  2N416  &  2N417 
REV-19  ES 

5961  Semiconductor  Device,  Tronsistor,  PNP,  Germonium,  High  Power  Type  2N665 
Validated  Oct  88  USER-SM  CG  MC  REV-MI  AR  SH  11  85  70  ES 
5961  Semiconductor  Device,  Tronsistor,  PNP,  Germanium,  Type  JAN-2N526 
Validated  Apr  83  USER-MC  CG  AS  13  15  REV-MI  AR  11  19  99  ES 
5961  Semiconductor  Device,  Transistor,  PNP,  Germanium,  Low  Power  Type  2N  501A 
Validated  Oct  88  USER-SM  AS  MC  CG  OS  REV-MI  SH  85  99  ES 
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PREP 

DATE 

CUSTODIAN 

MIL-S.19500/195D 
NOTICE  1 

ER 

26  Aug 

88 

ER 

EC 

17 

MIL-S.19500/198A  (I) 
NOTICE  1 

EC 

24  Aug 

88 

EC 

MIL-S-I9500, 199A  (3) 
NOTICE  1 

EC 

24  Aug 

88 

ER 

EC 

17 

MIL-S-19500/200A  (1) 
NOTICE  1 

EC 

24  Aug 

88 

ER 

EC 

85 

MIL  S-19500/201A  (1) 
NOTICE  1 

EC 

24  Aug 

88 

ER 

EC 

17 

MIL-S-I9500/207C 

ER 

26  Aug 

88 

ER 

NOTICE  1 
MIL-S-19500/208B 
NOTICE  1 

ER 

29  Aug 

88 

ER 

17 

MIL  S  19500/210B  (1) 

EC 

24  Feb 

71 

EC 

MIL-S-19500/211B  (3) 

ER 

28  Feb 

85 

ER 

EC 

17 

MIL-S-19500/186B 
NOTICE  1 

ER 

26  Aug 

88 

ER 

SH 

17 

MIL-S-19500/390 
NOTICE  1 

17 

09  Sep 

86 

17 

MIL-S-19500/270D  (3) 

EC 

29  Oct 

84 

ER 

EC 

17  NA 

MIL-S-19500/271A  (5) 

EC 

01  Oct 

87 

EC 

MIL-S-19500/272C  (5) 
NOTICE  1 

ER 

05  Feb 

88 

ER 

EC 

17 

MIL-S-I9500/259A  (2) 

ER 

26  Mor 

85 

ER 

EC 

17 

MIL-S-19500/260C  (1) 

EC 

03  Oct 

83 

ER 

EC 

17 

MIL-S-19500/262F  (4) 

ER 

21  Feb 

85 

ER 

EC 

17 

MIL-S-19500,  J8C(1) 

EC 

24  Aug 

88 

ER 

EC 

17 

MIL-S-19500/276A  (3) 

EC 

18  Feb 

81 

ER 

EC 

17 

MIL-S  19500/277C 

ER 

12  Aug 

68 

ER 

EC 

17 

MIL-S  19500/278D  (1) 

EC 

15  Oct 

84 

ER 

EC 

17 

MIL-S-19500/251G  (2) 
NOTICE  1 

ER 

29  Aug 

88 

ER 

EC 

17 

MIL-S-I9500/2538  (1) 
NOTICE  1 

ER 

29  Aug 

88 

ER 

EC 

17 

MIL-S  19500/254A 
NOTICE  1 

ER 

29  Aug 

88 

ER 

MIL-S-I9500/255F  (4) 

ER 

03  Feb 

83 

ER 

EC 

17 

MIL-S-19500/256C  (I) 
NOTICE  1 

ER 

29  Aug 

88 

ER 

EC 

17 

MIL-S-19500/391B  (I) 

17 

14  Mo/  84 

ER 

EC 

17 

MIL-S.19500/49C  (1) 
NOTICE  1 

ER 

30  Sep 

88 

ER 

MIL-S-195(X)/51E  (1) 

ER 

01  May  85 

ER 

EC 

17 

MIL-S-195(X)/56B  (1) 

ER 

12  Feb 

85 

ER 

MIL-S  195(X)/58D 

ER 

07  Oet 

88 

ER 

SH 

11 

NOTICE  1 
MIL-S-I95(X)/60E 

EC 

19  Mar 

70 

ER 

EC 

17 

MIL-S-19500/62B  (3) 
NOTICE  1 

ER 

07  Oct 

88 

ER 

EC 

17 
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5961 

Semiconduclor  Device,  Transiilor,  NPN,  Germar.ium,  Low  Power  Type  2N3S8A 

MIL-S-19500/63D 

EC 

02  Nov  72 

ER 

EC 

17 

Validated  May  85  USER-AS  CG  MC  13  REV-MI  11  85  19  ES 

5961 

Semiconductor  Device,  Transistor,  PNP,  Germonium,  Low  Power  Type  2N396A 

MILS.19500/64D 

EC 

29Jun  67 

ER 

EC 

17 

Validated  May  85  USER-MC  AS  CG  14  REV-MI  11  19  ES 

5961 

Semiconductor  Device,  Transistor,  NPN,  Germonium,  Switching  Type  2N388 

MIL-S-19500/65B 

EC 

19  Mor  70 

ER 

EC 

17 

Validated  Apr  83  USER-MC  CG  AS  15  13  REV-MI  11  19  99  ES 

L 

5961 

Semiconduclor  Device,  Transistor,  Type  2N423  Validated  Apr  83  USER-MC  AS 

MIL-S-19500/66B  (1) 

EC 

24  Feb  71 

EC 

CG  REV-19  ES 

L 

5961 

Semiconduclor  Device,  Tronsistor,  PNP,  Germanium,  50  Watt  Type  2N1011 

MIL-S-IPSOO/STA 

ER 

07  Oct  88 

ER 

Validated  Oet  88  REV-19  ES 

NOTICE  1 

5961 

Semiconductor  Device,  Tronsistor,  PNP,  Germanium,  Switching  Type  2N1120 
Validated  Oct  88  USER-SM  MC  CG  AS  OS  14  19  REV-MI  AR  SH  11  17  85 

ES 

Semiconductor  Device,  Tronsistor,  PNP,  Germanium,  Low  Power  Type  2N1195 

MIL-S-19500/68A  (1) 
NOTICE  1 

E.f 

07  Ocl  88 

ER 

SH 

11 

5961 

MIL-S-19500/71D  (1) 

EC 

24  Aug  S8 

ER 

EC 

17 

Validated  Aug  88  USER-AS  CG  MC  14  REV-ME  11  19  ES 

NOTICE  1 

L 

5961 

Semiconductor  Device,  Transistor,  PNP,  Germonium  Types  2N499  And  2N499A 

MIL-S-19500/72C  (4) 

ER 

07  Oct  88 

ER 

Validated  Oct  88  REV-ES 

NOTICE  1 

5961 

Semiconductor  Device,  Transistor,  NPN,  Silion,  Switching  Type  2N560 

MIL.S.19500/73B 

EC 

24  Aug  88 

ER 

EC 

17 

Validated  Aug  88  USER-MC  CG  AS  REV-AR  Ml  19  ES 

NOTICE  1 

5961 

Semiconduclor  Device,  Transistors,  NPN,  Silicon,  Medium  Power,  Types  2N497, 

MIL-S-19500/74E  (4) 

EC 

11  Aug  86 

ER 

EC 

17 

2N498,  2N656  And  2N657  USER-CG  MC  AS  SH  15  19  REV-AR  Ml  11  85 

99  ES 

5961 

Semiconductor  Device,  Tronsistors,  PN,  Silicon  Unijunction  Types  2N2417A 

MIL-S.19500/75B  (2) 

17 

16  Aug  82 

ER 

EC 

17 

Through  2N2422A,  And  TX2N2417A  Through  TX2N2422A  USER-MI  MC  CG 
REV-AR  Ml  11  19  ES 

L 

5961 

Semiconductor  Device,  Tronsistor,  PNP,  Germanium,  Power  Types  2N1412  And 

MIL-S-19500/76C  (3) 

EC 

06  Mar  72 

EC 

2N1412A  Validated  Apr  84  USER-AS  MC  CG  REV.19  ES 

5961 

Semiconductor  Device,  Tronsistor,  PNP,  Germonium,  Low  Power  Type  2N393 

MIL  S-19500/77C  (4) 

ER 

02  Mo/  85 

ER 

EC 

17 

USER-MI  AS  CG  MC  19  REV-AR  SH  19  85  11  ES 

5961 

Semiconductor  Device,  Transistor,  Pnp,  Silicon,  Switching  Types  2N3435A, 

Ml L-S- 19500/392 A  (2) 

17 

17  Aug  87 

ER 

EC 

17  NA 

TX2N3485A.  2N34a6A,  TX2N3486A  Validated  Aug  87  USER-AV  AS  MC  CG 

15  13  REV-MI  11  85  19  ES 

NOTICE  1 

5961 

Semiconductor  Device,  Diode,  Silicon,  Power  Rectifier,  Post  Recovery  Types 

MIL-S-19500/304B  (3) 

ER 

11  Aug  87 

ER 

EC 

’/  NA 

1N3885,  1N3886,  1N3888,  1N3890,  1N3891,1N3893,  IN3890R,  1N3891R, 

&  1N3893R  JAN,  JANTX,  JANTXV,  &  JANS  USER-SM  AS  MC  REV-AR  Ml 

SH  11  19  85  99  ES 

5961 

Semiconductor  Device,  Tronsistor,  NPN,  Silicon,  Switching,  Low  Power  Type 

MIL-S.19500/120C  (3) 

ER 

25  Aug  88 

ER 

EC 

17 

2N706  Validated  Aug  88  USER-AV  MC  AS  SH  CG  13  REV-MI  AR  11  85  19 

80  ES 

NOTICE  1 

5961 

Semiconductor  Device,  Tronsistor,  NPN,  Silicon,  Switching,  Medium  Power 

MIL.S.19500/99E  (1) 

ER 

25  Sep  67 

ER 

EC 

11 

Typos  2N696  And  2N697  Validated  Jul  83  USER-CG  MC  AS  OS  14  REV-AR 

Ml  EA  17  19  ES 

Q  L 

5961 

Semiconduclor  Device,  Tronsistor,  PNP,  Germium  Typo  2N537  REV-19  99  ES  .... 

MIL  S.19500/100A  (2) 

ER 

27  Mor  85 

ER 

5961 

Semiconductor  Device,  Tronsistors,  NPN,  Silicon,  High  Power  Types  2N1016B, 

MIL-S-19500/102A 

EC 

29  Dec  66 

ER 

EC 

85 

2N1016C,  And  2N1016D  Validated  May  85  USER-CG  AS  MC  19  REV-AR 

Ml  17  11 

5961 

Semiconductor  Device,  Thyristors  (Conlollcd  Rectifiers),  Silicon  Types  2N682, 

MIL-S-19500/108D  (4) 

EC 

24  Aug  88 

ER 

EC 

17 

2N683,  2N685  Through  2N692,  2N5206,  TX2N682,  TX2N683,  TX2N685 
Through  TX2N692,  And  TX2N5206  Validated  Aug  88  USER-SM  CG  MC  AS 

SH  REV-MI  AR  AV  85  11  19  99  ES 

5961 

Semiconductor  Device,  Transistor,  Pnp,  Silicon,  Low-power  Types  2N328A, 

MIL-S-19500/110C  (1) 

ER 

16  Jul  86 

ER 

EC 

17 

2N329A,  2N328AS,  And  2N329AS  USER-AV  MC  AS  CG  13  15  REV-AR  Ml 

85  11  19  ES 

L 

5961 

Semiconduclor  Device,  Tronsistors,  PNP,  Germonium,  Types  2N502A  8,  2N52B 

MIL  S-19500/1)2C  (4) 

ER 

25  Aug  88 

ER 

Validated  Aug  88 

NOTICE  1 

5961 

Semiconductor  Device,  Diode,  Silcon,  Vol  Reg  6&RB  Type 

MIL-S.19500/114E  (4) 

EC 

21  Mor  84 

ER 

EC 

17 

1N2804.1N2811,-1N2811,  1N2813,  1N2814,  1N2816,  1N2818-1N2820, 
12822-1N2827,  1N2829,  IN283I.1N2J38, 

1N2840.1N2846,1N4557.1N4562,  JAN,  JANTX,  JANTXV  USER-SM  CG  AS 

MC  13  REV-AR  MR  SH  19  11  85  ES 

5961 

Semiconductor  Device,  Diode,  Silicon,  Voltage  Regulotor  Types  1N3821A 

MIL  S-19500/115F  (2) 

EC 

14  Sep  73 

ER 

EC 

17 

Through  1N3828A  And  1N3016B  Through  1N3051B  TX1N3821A  Through 
1N3828A  And  1N30165  Through  TX1N30518  Validated  May  85  USER-MI 

AS  MC  CG  REV-AR  Ml  EA  AV  11  85  19  ES 

5961 

Semiconduclor  Device  Diode  Silicon  Switching  Type  IN  914  IN  4148  IN  4148-1 

Mll  S-19500rI16G  (3) 

EC 

23  Sep  85 

ER 

EC 

17 

&  IN  4531  JAN  JANTX  JANTXV  SjANS  USER-MC  CG  AS  REV-MI  AR  SH 

99  85  19  11  NA  ES 

5961 

Semiconductor  Device,  Diode,  Silicon,  Volloge  Regulator  Types  1N962B  Thru 

MII-S-19500/117G  (1) 

EC 

10  Apr  85 

ER 

EC 

17 

1N992B,  1N962B-1  Thro  1N992B-1,  JAN,  JANTX,  JANTXV  «,  JANS 

USER-AS  CG  MC  REV-MI  AR  AV  11  85  ES 

5961 

Semiconductor  Device,  Diode,  Silicon  Types  (TX  And  Non-TX)  1N483B, 

MIL-S.19500/118D 

EC 

1 1  Aug  86 

ER 

EC 

17 

1N485B,  1N486B,  1N5194,  1N5195,  And  1N5196  USER-CG  MC  AS  SH 

REV-AR  Ml  11  19  85  99  ES  NA 

5961 

Semiconductor  Device,  Tronsistor  PNP,  Silicon,  Low-power  Types  2N1025, 

MIL-S.19500/78C 

ER 

07  Ocl  88 

ER 

EC 

17 

2N1026  And  2N1469  Validated  Oct  88  USER-SM  CG  AS  MC  OS  SH  15  13 
REV-MI  AR  11  85  80  ES 

NOTICE  1 

5961 

Semiconductor  Device,  Tronsistor,  Npn,  Silicon,  Low-power  TYPE3N35 

MIL-S-19500/80E 

ER 

07  Ocl  88 

ER 

EC 

17 

Validated  Oct  88  USER-SM  MC  AS  CG  REV-MI  AR  11  80  ES 

NOTICE  1 

5961 

Semiconductor  Device,  Tronsistor,  PNP,  Germonium  Type  2N705  USER-SM  CG 

Mll-S-19500,86A  (3) 

EC 

28  Mor  83 

ER 

EC 

17 

MC  AS  14  19  REV-MI  AR  SH  11  85  ES 

L 

5961 

Semiconductor  Device,  Transistor,  PNP,  Germanium  Low  Power  Type  2N1)42 

MIL-S-19500y87A  (1) 

EC 

01  Jun  73 

ER 

VoUdaled  May  85  USER-CG  AS  MC  OS  14  REV-MI  85  17  ES 
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DOCUMENT 

fSC  TITLE  NUMBER  CUSTODIAN 

L  5961  Scmiconduclor  Device,  Trontilor,  Type  2N1046  (Navy)  Vo/fVare^  Apr  55  MIL'S‘19500/88  (3)  EC  15  Mor  83  EC 

USER-AS  MC  CG  REV.19  99  ES 

I  5961  Semiconduclot  Device,  Tronsiilor,  PNP,  Silicon  Type  2N2377  Vohdoled  Stp  88  MIL-S-19500/288  (2)  ER  29  Sep  88  ER 

REV.19  ES  NOTICE  1 

5961  Semiconductor  Device,  Tronjistor,  PNP,  Germanium,  low  Power  Typei  2N650A,  MIL'S-19500/175C  (1)  EC  C9  Mar  73  ER  EC  17 
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AS  CG  MC  OS  REV-AR  Ml  SH  11  19  85  99  ES 
5962  Certilicatlon  Requirements  For  Jon  Microcircuits  USER-SM  MC  OS  AS  CG 
REV-AR  MI  SH  85  19  11  99  ES 

5962  l.$ts  Of  Stondard  Microcircuits  USER-AR  MC  OS  AS  CG  REV-SM  AT  Ml  SH 
11  85  99  19  ES 

5962  Micrcircuits,  Dlgltol,  NMOS,  65,536  Bit,  Dynamic  Rondom  Access  Memory 
(Diom),  Monolithic  Silicon  REV.99  85  19  11  ES 
5962  Microcircuit  Digital  4096BtT  Schottky  Bipohr  Programmable  Read  Only  Memory 
(PROM)  Monolithic  Silicon  USER-SM  MC  CG  AS  REV-MI  AR  SH  99  85  19 
11  ES 

5962  Microcircuit  Digltol  Til,  Counters,  Monolithic  Silicon  USER-SM  MC  CG  AS 
REV-MI  AR  SH  11  99  85  19  ES 

5962  Microcircuit  Digital/  Bipolar  Schottky  Til,  Nond  Gotes,  Monolithicsilicon 
USER-SM  MC  CG  AS  REV-MI  AR  SH  TO  11  85  99  19  ES 
5962  Microcircuit  Digital  TTL  Data  Selectors/^  multiplexers  Monolithic  Silicon  USER-SM 
MC  CG  AS  REV-MI  AR  SH  19  11  99  85  ES 
5962  Microcircuit.  Digital,  Low  Power  Schoitky  TTL,  Flip  Flop  Monolithic  Silicon 
USER-SM  CG  MC  AS  REV-AR  MI  SH  19  99  1 1  85  ES 
5962  Microcircuit;  Dlgitol,  Til,  Low  Power  Excluslvo-or  Gates,  Monolithic  Silicon 
Validated  Dec  82  USER.19  REV.85  11  ES 

5962  Microcircuit,  Analog  Switch  With  Driver,  Monolithic  And  Multi  Chip  Silicon 
USER-SM  MC  AS  CG  19  REV-MI  AV  AR  SH  11  99  85  ES  NA 
5962  Microcircuit,  Cmos/onolog  Multiplexers/demultiplexers  With  Overvoltage 

Protection,  Monolithic  Silicon,  Positive  Logic  USER-SM  AR  AS  SH  MC  CG 
OS  REV-MI  99  85  19  11  ES 

S962  Microcircuit,  Oigitol,  512  BIT,  Bipolar,  Progrommoble  Reed  Only  Memory 

(PROM),  Monolithic  Silicon  USER-SM  AS  MC  REV-AR  Ml  SH  OS  11  85  19 
99  ES 

5962  Microcircuit,  Orgitol,  1024  Bit  BIpoIor  Progrommoble  Rood  Only  Memory 

(P  rOM),  Monolithic  Silicon  (Inactive)  USER-SM  AS  MC  CG  REV-MI  AR  SH 
19  11  99  85  ES 

5962  Microcircuit,  Digitol  Bipolar  Programmable  Logic,  Monolillhic  Silicon  REV-99  85 
19  11  ES 

5962  Microcircuit,  Digital,  Advanced  Low  Power  Schoitky,  TTL,  Binory  Counters, 
Monolithic  Silicon  USER-SM  AS  CG  MC  REV-AR  MI  OS  SH  11  19  85  99 
5962  Microcircuit,  Dlgltol,  Advanced  Low  Power  Schott),  TTL,  Oefol  Buffer  Gates 
With  Three  Stole  Outputs,  Monolithic  Silicon  REV-ES  19  85  99  11 
5962  Microcircuit,  Digitol,  4096  Bit,  CMOS,  Ultroviolci  Erasable,  Progrcmmoble-Reod 
Only  Memor)^  (Eprom),  Monolithic  Silicon  REV-ll  19  85  99  ES 
5962  Microcircuit,  Digitol,  8192  Bit,  Mos,  Ultrovloloi  Erosoble  Progrommobte  Read 
Only  Memory  (Eprom)  Monolithic  Silicon  REV-MI  99  85  19  11  ES 
5962  Microcircuit,  Digital,  16384  Bit,  Mci,  Ultroviolci  Erasable  Progrommoble  Read 
Only  Memory  (EPROM),  Monolithic  Silicon  REV.99  85  19  11  ES 
5962  Microcircuit,  Digital,  32,768  Bit  Mos,  Ultroviolet  Erosoble  Progrommoble 
Reod-only  Mcmory(cprom)  Monolithic  Silicon  REV-99  85  19  11  ES 
5962  Microcircuit,  Digital,  N  Channel,  Silicon  Cute  Monolithic  16  Bit  Microprocessor 
USER-SM  MC  AS  CG  REV-AR  Ml  OS  SH  11  19  85  99 
5962  Microcircuit,  Digitol,  Schottky,  Clock  Generator  &  Driver,  Monolithic  Silicon 
(Inoctive)  Validated  Dec  83  USER-SM  AS  MC  CG  REV-AR  Ml  SH  15  99  19 
85  ES 

5962  Microcircuit,  Digitol,  Til,  Hex  Bus  Drivers  With  3  State  Outputs,  Monolithic 
Silicon  USER-SM  CG  AS  REV-AR  MI  SH  TO  11  85  19  99  ES 
5962  Microcircuit,  Digital,  Cmos,  And  Gotes  Monolithic  Silicon,  Positive  Logic 
USER-AR  SM  SH  MC  CG  AS  REV-MI  99  85  19  11  ES 
5962  Microcircuit,  Digitol,  Cmos,  Or  Gotes,  Monolithic  Silicon,  Positive  logic 
USER-AR  SM  AS  SH  MC  CG  REV-MI  85  19  99  11  ES 
5962  Microcircuit,  Digitol,  Cmos,  And  Or  Invert,  Exclusive  Or,  Exclusive  Nor  Gotes, 
Monolithic  Silicon,  Positive  logic  USER-AR  SM  CG  AS  SH  MC  REV-MI  11  19 
99  85  ES 

5962  Microcircuit,  Digitol,  262,144  Bit,  MOS,  Ultroviolet  Erosoble  Progrommoble 
Reod-only  Memory  (EPROM)  MomolithTc  Silicon  USER-SM  AS  CG  ES 
REV-AR  Ml  OS  SH  TO  11  19  85  99  ES 

5962  Microcircuit,  Digitol,  Cmos,  Decoders,  Encoder,  And  Decncoders- demultiplexers 
Monolithic  Silicon,  Positive  Logic  USER-AR  SM  MC  CG  AS  SH  REV-MI  99  85 
19  11  ES 

5962  Microcircuit,  Digitol,  N  channel,  Silicon  Gate  Monolithic  16  Bit  Microprocessor 
USER-SM  MC  CG  AS  REV-MI  AR  SH  99  85  19  11  ES 
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MIL-T-)9500/46B  (1) 

ER 

09  Jul 

85 

ER 

17 

M1L-T-19500/263A  (4) 
NOTICE  1 

ER 

19  Jul 

88 

ER 

MtL‘T-19500/248A  (2) 
NOTICE  1 

ER 

29  Aug 

88 

ER 

MIL-T-19500/351  (1) 

EC 

23  Moy 

86 

EC 

MIL-T-19500/70A  (2) 

EC 

23  Moy 

86 

EC 

MII-T.19SOO/274B  (1) 

ER 

27  Mar 

73 

ER 

Mll-STD-)772A 

17 

15  May 

87 

ER 

EC 

17 

NA 

MIISTD.976A 

NA 

05  Oct 

81 

ER 

EC 

17 

NA 

MII-STO-1562R 

17 

03  Feb 

88 

ER 

EC 

17 

MII-M-38510/244B  (2) 

17 

12  Aug 

85 

17 
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ER 

EC 
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ER 

EC 

17 

MIL-M-3 8510/708 
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85 

ER 

EC 

17 

MII  M-38510/14D  (2) 

17 

21  Feb 

85 

ER 

EC 

17 

MIL-M.38510/301D 

17 

08  Apr 

88 

ER 

EC 

17 

MIL-M.38510/26  (4) 

17 

17  Jun 

76 

17 

Mll-M-38510/in  (6) 

17 

05  Aug 

85 

ER 

EC 

17 

NA 

MII-M-38510/190B  (1) 

NA 

18  Jun 

86 

ER 

EC 

17 

NA 

MILM-38510/201C 

17 

24  Mor 

86 

ER 

EC 

17 

MIL-M-38510/202B 

17 

25  Moy 

84 

ER 

EC 

17 

NA 

MII-M-38510/504A  (2) 

17 

11  Sep 

86 

17 

MII-M-38510/380A  (1) 

17 

08  Dec 

87 

ER 

EC 

17 

MII-M-38510/383A 

17 

11  Feb 

88 

17 

MILM-38510/219A 

17 

15  Oct 

83 

17 

MIL'M.38510/220A 

17 
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83 

17 

MIL-M-38510/221A 

17 

14  Nov 

83 

17 

MIL-M.38510/222A 

17 

14  Nov 

83 

17 
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17 

27  Oel 

87 

ER 

EC 

17 
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EC 
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MIL-M.38510/163A  (2) 
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ER 
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5962 

Microcircuit,  Digital,  High  Speed,  CMOS,  NOR  Gates,  Monolithic  Silicon, 

Positive  Logic  USER-SM  AS  CG  MC  SH  REV-AR  Ml  U  19  85  99  ES 

MII.M-38510/651A 

17 

15  Moy 

87 

5962 

Microcircuit,  Digitol,  High  Speed,  CMOS  Flip-flops,  Monolithic  Silicon,  Positive 
logic  USER-SM  AS  CG  MC  SH  REV-AR  Mill  19  85  99  ES 

MILM-38510,653 

17 

31  Mor 

86 

L 

5962 

Microcircuit,  Digitol,  Advanced  low  Power  Schotty  TTl,  Oecooers,  Monolithic 
Silicon  REV.ES  19  85  99 

MIL-M-38510/377  (1) 

17 

09  Nov 

84 

1 

5962 

Microcircuit,  Digitol,  Schoitly  TTl,  Clock  Generator  And  Driver,  Monolithic 

Silicon  Validated  Nov  88  REV-l  1  85  19  99  ES 

MIL-M-38510/-122A 
NOTICE  I 

17 

30  Nov 

88 

5962 

Microcircuit,  Digitol,  Schottky  TTL,  System  Controller  oo  Bus  Driver,  Monolithic 
Silicon  (Inactive)  Validated  Nov  88  USER-SM  AS  CG  MC  REV-AR  Ml  SH  1 1 

19  85  99 

MIL-M-38510/423A 
NOTICE  1 

17 

30  Nov 

83 

5962 

Microcircuit,  Digital,  Four  Bit  Microprocessor  Slice  Monolithic  Silicon  USER-SM 

AS  MC  CG  REV.MI  AR  SH  19  11  99  85  ES 

MIL-M-38510/  440C 

17 

17  Jui 

86 

5962 

Microcircuit,  Digital,  Low  Power  Schottky  TTL,  Bus  Transceiver,  Monlithic  Silicon 
Validated  Nov  88  USER-SM  MC  AS  CG  REV-AR  Ml  SH  99  11  19  85  ES 

MIL-M-385I0,441a 
NOTICE  1 

17 

30  Nov 

88 

L 

5962 

Microcircuit,  Digitol,  Schottky,  Ttl,  D  Type  Register,  With  Three  Stote  Output, 
Monolithic  Silicon  Validated  Nov  88  USER-SM  AS  CG  MC  REV-MI  AR  SH 

85  11  19  99  ES 

MII-M-38510/442A 
NOTICE  1 

17 

30  Nov 

88 

L 

5962 

Microcircuit,  Digital,  Integrated  Injection  logic  (I2L),  Porotlel  16  Bit 

Microprocessor,  Monolithic  Silicon  REV-MI  99  85  19  11  ES 

6\ll-M-38510/460A 

17 

29  Jun 

84 

1 

5962 

Microcircuit,  Digital,  Inlegroied  Injection  logic  (I2L),  PoroHel  16-  Bit 

Microprocessor,  Mono'lthic  Silicon  REV-99  85  19  11  ES 

MIL-M-38510/465A 

17 

08  Aug 

86 

L 

5962 

Microcircuit,  Digital,  N-chonnel,  Silicon  Gote,  Monolithic,  8-81T  Microcomputer 
(Inoctive)  REV.19  11  85  99  ES 

M',l-M-385I0/490A 

17 

11  Sep 

86 

L 

5962 

Microcircuit,  Digitol  TTL,  Multiplier  Accumulators-  multipliers.  Monolithic  Silicon 
USER-SM  AS  CG  MC  REV-AR  Ml  SH  OS  11  99  85  19  ES 

MIL-M-38510, 5008 

17 

04  Aug 

86 

L 

5962 

Microcircuit,  Digitol,  Bipolor  Field  Progrommobte  logic  Array  (FPLA)  16  X  48  X 

8,  Monolithic  Silicon  Validated  Nov  88  REV-MI  99  85  19  11  ES 

MIL-M-38510/502 
NOTICE  1 

17 

30  Nov 

88 

L 

5962 

Microcircuit,  Digital,  CMOS,  Monolithic  N-bit  One  Of  Eight  Decoder  (inoctive) 
REV-ES 

MIL-M-38510, 474A 

NA 

30  Sep 

83 

L 

5962 

Microcircuit,  Digitol,  CMOS  4  BIT  Bus  Buffer/seporotor,  Monolithic  Silicon 

REV-ES 

MII-M-38510/476A 

NA 

09  Aug 

83 

5962 

Microcircuit,  Digitol.n  Channel,  Silicon  Gote,  Monolithic  Penpherol  Interloce 
Adopter  (Inoctive)  Validated  Nov  88  USER-SM  MC  AS  CG  REV-AR  Ml  SH 

85  19  11  99  ES 

MIL-M-38510/401A 
NOTICE  1 

17 

30  Nov 

88 

5962 

Microcircuit,  Digitol,  Mos  1024  Bits  Stoti  C  Random  Access  Memory  (RAM), 
Monolithic  Silicon  (Inoctive)  Validated  Nov  88  USER-SM  MC  CG  AS  19 

REV-MI  AR  SH  99  85  11  6$ 

MII-M-38510/402A 
NOTICE  1 

17 

30  Nov 

88 

5962 

Microcircuit,  Digitol,  NMOS,  2048  Word  X  8  8ii  Stotic  Reed  Only  Memory 
(ROM),  Monolithic  Silicon  Validated  Nov  88  USER-SM  MC  CG  AS  REV-AR 

MI  SH  11  99  85  19  ES 

MIL-M-38510, 403A 
NOTICE  1 

17 

30  Nov 

88 

5962 

Microcircuit,  Digital,  N-chonnel,  Silicon  Gote  Monolithic  8  Bit  Microprocessor 
USER-SM  MC  CG  AS  REV-MI  AR  SH  99  35  19  11  ES 

MIL-M-38510,  4808  (2) 

17 

06  Oct 

85 

L 

5962 

Microcircuit,  Digitol,  N-chonnel,  Silicon  Gate  Monolithic  Ouol  Serio) 

Input/output  Controller  (Inoctive)  US6R-19  85  11  99  ES 

MII-M-38510/481A 

17 

IP  Jun 

84 

L 

5962 

Microcircuit,  Digitol.cMOS,  512  Word  X  S-BIT  Static  Rood  Only  Memory 
(ROM)  Monolithic  Silicor  (Inoctive) 

MIL-M-38510/472A 

NA 

09  Aug 

83 

5962 

Microcircuit,  Digital,  N-channei,  Silicon  Gate  Monolithic  8  Bit  Microprocessor 
(Fixed  Instruction  USER-SM  AS  CG  MC  REV-AR  Ml  SH  11  85  19  99  ES 

MIL-M-38510.  420A  (2) 

17 

08  Nov 

85 

5962 

M  crocircuit.  Digital,  Schottky  TIL.  Input  Output  Pori  With  Three  Stote  Output, 
Monolithic  Silicon  (Inoctive)  Validated  Nov  88  USER-SM  AS  MC  CG  REV-MI 

AR  SH  99  85  11  19  ES 

MIL-M-38510,'421A 
NOTICE  1 

17 

30  Nov 

88 

1 

5962 

Microcircuit,  Digitol,  TTL,  Multiple  Port  Registers,  Monolithic  Silicon  (Inoctive) 
Validated  Nov  88  USER-CG  MC  AS  REV-AR  Ml  SH  11  99  19  85  ES 

MIL-M-38510/ 157A 
NOTICE  1 

17 

30  Nov 

88 

5962 

Microcircuit,  Digitol,  TTL,  Decoders,  Monolithic  Silicon  (Inoctive)  USER-SM  MC 

AS  CG  REV-aR  Ml  SH  11  99  70  85  19  ES 

MIL-M-38510/ 158A 

17 

23  Apr 

84 

5962 

Microcircuit,  Digitol,  Cmos,  Positive  Logic,  Flip  Flops  And  Monostoble 

Mullivibrotor,  Monolithic  Silicon  USFR-AR  SM  MC  AS  SH  CG  REV-MI  99  11 

19  85  ES 

MIL-M-38510/ 1758  (2) 

NA 

24  Feb 

86 

5962 

Microcircuit,  Digitol,  CMOS,  Lotches,  Monolithic  Silicon,  Positive  Logic 

USER-AR  SM  SH  MC  CG  REV-MI  AS  85  99  19  11  ES 

MIL.M-38510/176A 

NA 

30  Apr 

84 

5962 

Microc>rc>>t,  Digi'ol,  CMOS,  Schmitt  Triggers,  Monolithic  Silicon,  Positive  Logic 
USER-AR  SM  MC  CG  AS  SH  REV-MI  19  11  99  85  ES 

MIL-M-38510,  1778 

NA 

30  Apr 

84 

5962 

Microcircuit.  Digital,  CMOS  Multiplexers  Demultiplexers  Monolithic  Silicon, 

Positive  logic  USER-SM  AR  SH  CG  MC  AS  REV-MI  99  85  19  11  ES 

MIL-M-38510, 178A 

NA 

30  Apr 

84 

1 

5962 

Microcircuit,  Digital,  Ttl,  O«odruple  Bus  Buffer  Gotes  With  Three  Stote 

Outputs,  Monolithic  Silicon  USER-SM  AS  CG  MC  19  REV-MI  AR  11  99  85 

19  ES 

MIL-M-38510/ 153A 

17 

11  Mar 

85 

L 

5962 

Microcircuit,  Digitol,  TTl,  High  Speed,  &  Gotes  Monolithic  Silicon  (Inactive) 
USER-SM  AS  CG  MC  REV.85  11  99  19  ES 

MIL-M-38510/ 1558 

17 

07  Mar 

84 

5962 

Microcircuit,  Digitol,  TTl,  Addressoble  Latches,  Monolithic  Silicon  (Inocliv*) 
VatidatedNoy  88  USER-SM  CG  MC  AS  19  REV-AR  Ml  SH  99  85  11  19  ES 

MIL-M-38510/  160A 
NOTICE  I 

17 

30  Nov 

88 

L 

5962 

Microcircuit,  Digitol,  Bipolar  256  Bit  Rondom  Access  Memory  (Rom)  Monolithic 
Silicon  REV.99  85  19  11  NA  ES 

MIL-M-38510,  230a 

17 

04  Sep 

84 

5962 

Microcircuit,  Digitol,  Schottky  Ttl,  1024  Bit  Rondom  Access  Memory  (Rom) 
Monolithic  Silicon  USER-AR  SM  SH  AS  CG  MC  OS  REV-MI  1)  99  85  19  ES 

MIL-M-38510-  2318  (3) 

17 

27  Jul 

87 

5962 

Microcircuit,  Digital,  2048  Bit  Schottky,  Bipolor,  Progrommobic  Reod  Only 

Memory  (Prom)  Monolithic  Silicon  USER-SM  AS  MC  CG  REV-MI  AR  SH  TD 

11  99  85  19  ES 

MIL-M-38510D-  204C 

17 

06  Feb 

86 

5962 

Microcircuit,  Digitol,  Advonced  Schottky  TTL,  Exclusive  Or  Gotes,  Monolithic 
Silicon  USER-SM  MC  AS  CG  REV-MR  Ml  SH  99  11  85  19  ES 

Mil-M-38510,345B 

17 

16  Dec 

87 

CUSTODIAN 
ER  EC  17  NA 
ER  EC  17  NA 
17 
17 

ER  EC  17 

ER  EC  17  NA 
ER  EC  17 
ER  EC  17 

17 

ER  EC  17 
17 

ER  EC  17  NA 
17 

NA 

NA 

ER  EC  17 

ER  EC  17 

ER  EC  17 

ER  EC  17 
17 

NA 

ER  EC  17 
ER  EC  17 

ER  EC  17 
ER  EC  17 
ER  EC  17  NA 

ER  EC  17  NA 
ER  EC  17  NA 
ER  EC  17  NA 
ER  EC  17 

17 

ER  EC  17 
17 

ER  EC  17 
ER  EC  17 

ER  EC  17 
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5962  Microeircuii.  D'ghoi,  <1096  Bit  Schoiiky,  Bipolor,  Progrommobte  Reod'Onl^  MlL-M>38510/206C  17  10  Sep  86  ER  EC  17 

Memory  (Prom),  Monolithic  Silicon  USER*AR  SM  SH  AS  CG  MC  REV-MI  11 
99  85  19  ES 

5962  Microcircuit.  Digiioi.  16.384  Bit  Schottky  Bipolor  Programmable  Reody  Only  MIL'M-38510D/210C  17  16  Moy  86  ER  EC  17 

Memory  (Prom)  Monolithic  Silicon  USER-SM  AS  CG  MC  REV-MI  ER  SH  99 
85  19  11  ES 

5962  Microcircuit.  Digitol.bipolor  Advonced  Schoitky  Til.  And-or-invertgotes.  MIL-M>38510<^334B  (4)  17  10  Sep  87  ER  EC  17 

Monolithic  Silicon  USER-SM  AS  CG  MC  REV-AR  Ml  SH  ES  11  19  85 

I  5962  Microcircuit,  Digitol,  Ttl.  4096  Bit  Rondom  Access  Memory  (Rom)  Monolithtc  MIL-M'38S10/233A  17  20  Oct  87  ER  EC  17 

Silicon  USER-SM  AS  CG  REV-AR  Ml  05  SH  TD  99  85  11  19  ES  NA 

5962  Microcircuit,  Digtiol,  MOS,  4096  Bit  Random  Accett  Memory  (RAM),  MIL-M-38510/235C  17  25  May  84  ER  EC  17  NA 

Monolithic  Silicon  (Inactive)  USER-SM  MC  CG  AS  REV-MI  AR  SH  99  85  19 
11  ES 

5962  Microcircuit,  Digitol,  Low  Power  Scholtky  Ttl,  And  Or  Invert  Gotes,  Monolithic  MIL'M-38510/304B  (2)  17  23  Oct  85  ER  EC  17 

Silicon  USER-SM  MC  CG  AS  REV-AR  Ml  85  11  99  19  ES 

5962  Microcircuit,  Digital,  MOS,  4096  Bit  Stotic  Random  Accc&s  Memory  (RAM)  MIL  M'38510/237B  17  25  May  84  17 

Monolithic  Silicon  (Inactive)  USER-SM  AS  MC  CG  REV-MI  AR  SH  85  19  11 
99  ES 

5962  Microcircuit,  Digital,  MoJ,  4096  Bit  Static  Random  Acccjj  Memory  (Rom),  MIL-M-38510/238A  (2)  17  06  Mar  84  ER  EC  17 

Monolithic  Silicon  USER-SM  CG  MC  SH  AS  19  REV-MI  AR  11  85  99  ES 

5962  Microcircuit,  Digital,  Low  Power  Schotiky  TTL,  Deccdcri,  Monolithic  Silicon  MIL-M-38510/307C  17  05  Nov  87  ER  EC  17 

USER-SM  AS  MC  CG  REV-Ml  AR  SH  11  99  85  19  ES 

5962  Microcircuit,  Digitol,  Advanced  Scholtky  TTL,  Quadruple,  2  Input  Or  Gates,  MIL-M'38510/335B  (1)  17  08  Dec  87  ER  EC  17 

Monolithic  Silicon  USER-SM  19  REV-AR  Ml  SH  TD  85  19  11  99  ES 

5962  Microcircuit,  Digitol,  Til,  Bistoble  Lotches,  Monolithic  Silicon  Vo/ic/ofec/ iVov  88  MIL-M-38510/ 15A  (1)  17  30  Nov  88  ER  EC  17 

USER-SM  AS  SH  CG  MC  19  REV-AR  Ml  85  11  99  NOTICE  1 

L  5962  Microcircuit,  Digitol,  Ttl,  And  Gates,  Monolithic  Silicon  Vo/iVatec/ Dec  8?  MIL-M-38510/16  (2)  17  28  Jun  76  17 

USER-19  REV-AV  85  11  99  ES 

L  5962  Microcircuit.  Digitol,  Ttl,  Flip-Hops,  Monolithic  Silicon  USER-19  REV-AV  1)  99  MIL-M-38510/ 17A  (4)  17  24  Oct  84  17 

85 

5962  Microcircuit,  Digital,  TTL,  Register  File,  Monolithic  Silicon  (Inoctive)  Vo/rc/o/e8  MIL-M-38510/ 18A  17  30  Nov  88  ER  EC  17 

Nov  88  USER-SM  AS  CG  MC  REV-AR  Ml  11  85  19  99  ES  NOTICE  1 

L  5962  Microcircuit,  Digitol  Ttl,  Party  Generotors/checkers,  Monolithic  Silicon  Votidoted  MIL-M-38510/ 19  (3)  17  31  Moy  78  17 

Dec  88  USER-19  REV-ll  99  ES 

5962  Microcircuit,  Digitol,  Til,  Low  Power,  Nand  Gates  Monolithic  Silicon  Vafidated  MIL-M-38510/20A  (2)  17  17  Jun  76  ER  EC  17 

Dec  82  USER-AS  CG  MC  13  15  REV-Ml  85  11  19  ES 

5962  Microcircuit,  Digital,  Advanced  Scholtky  TTL,  Shift  Registers,  Monolithic  Sil  con  M1L-M-38510/336A  (3)  17  27  Oct  87  ER  EC  17 

USER-SM  MC  AS  CO  REV-AR  Ml  SH  99  85  19  11  ES 

5962  Microcircuit,  Digitol,  Advanced  Schottky  TTL,  Decoders,  Monolithic  Silicon  Mlt'M-38510/337A  (2)  17  30  Nov  87  ER  EC  17 

USER-SM  MC  CO  REV-AR  Ml  OS  TO  99  85  19  1 1  ES 

5962  Microcircuit,  Digital,  low  Power  Schottky,  T*L,  Priority  Encoders,  Monolithic  Mll>M-38510<360A  (2)  17  10  Jun  85  ER  EC  17 

Silicon  USER-SM  AS  CG  MC  REV-Ml  AR  SS  OS  19  11  99  85  ES 

5962  Microcircuit,  Digital,  Ttl,  Low  Power,  Flip-flops  Monolithic  Silicon  USER-SM  aS  MIL-M'38510/21D  17  04  Jon  88  ER  EC  17 

CG  MC  REV-MI  AR  SH  OS  11  85  99  19 

5962  Microcircuit,  Digitol,  Ttl,  Nand  Gales  Monolithic  Silicon  USER-SM  CG  MC  AS  MIL'M-38510/lE  (2)  17  17  Jul  85  ER  EC  17 

SH  19  REV-AR  Ml  AV  11  85  99  19  ES 

L  5962  Microcircuit,  Digitol,  Ttl,  low-power.  Multiple  Nor  Gates,  Monolithic  Silicon  MIL-M-38510/27  (3)  17  17  Jun  76  17 

Vofidoted  Dec  82  REV.19  1 1  99  ES 

L  5962  Microcircuit,  Digitol  Ttl,  Low  Power  Shift  Registers  Monolithic  Silicon  Validated  MIL'M'38510/28B  (2)  17  17  Jun  76  17 

Dee  82  REV-ES 

5962  Microcircuit,  Digital,  TTL,  low  Power  Decoders,  Monolithic  Silicon  (Inoclive)  MIL-M-38510/29C  17  16  Apr  84  ER  EC  17 

USER-SM  AS  CG  MC  REV-AR  MI  SH  11  85  99  19  ES 

5962  Microcircuit,  Digitol,  DTL  Nond  Gates,  Monolithic  Silicon  Vafidafed  Dee  82  MIL-M'38510/30A  (1)  17  19  Jul  76  ER  EC  17 

US6R-CG  AS  REV-MI  1  85  ES 

5962  Microcircuit,  Digital,  D'  .end  Buffer  Extender,  Monolithic  Silicon  (fnoctivc)  MIL-M-38510/31A  17  30  Nov  88  ER  EC  17 

VaUdated  Nov  88  USER-AR  SM  MC  AS  CG  REV-MI  SH  11  99  19  85  ES  NOTICE  I 

5962  Microcircuit,  Digital,  DTL,  Monostoble  Multivibrator,  Monofilhic  Silicon  MIL-M-38510/32A  17  30  Nov  88  ER  EC  17 

(Inoclive)  Validated  Nov  88  USER-SM  CG  AS  MC  REV-MI  AR  SH  85  11  99  NOTICE  1 
19  ES 

5962  Microcircuit,  Digitol,  DTL,  Flip  Flops,  Monolithic  Silicon  (Inactive)  Vo/(</ore8  Nov  Mll'M*38510/ 33A  17  30  Nov  88  ER  EC  17 

88  USER-AS  CG  REV-MI  11  85  99  ES  NOTICE  1 

5962  Microcircuit,  Digital,  TTl,  low  Power,  Priority  Encoders,  Monlithic  Silicon  MIL'M'385lO/43B  17  28  Feb  84  ER  EC  17  NA 

(('active)  USER-SM  MC  AS  CS  REV-ME  AR  SH  99  85  19  11  ES 

5962  Microcircuit,  Digitol,  High  Speed,  Ttl,  Flip  Flops,  Monolithic  Silicon  USER-AS  MIL'M'38510/'226  (3)  17  18  Sep  85  ER  EC  17 

CG  MC  REV-AR  Ml  SH  11  99  19  85  ES 

5962  Microcircuit,  Digitol,  Ttl,  High  Speed,  Nona  Gates,  Monolithic  Silicon  Vo/rdoro8  M!L'M*38510/23A  (4)  17  01  Jun  77  ER  EC  17  NA 

Dee  82  USER-AR  AS  CG  MC  SH  15  REV-MI  85  1 1  99  ES 

5962  Microcircuit,  Digitol,  TTL,  Nand  Buffers,  High  Speed,  Monolithic  Silicon  MIL-M-38510/24A  17  05  Apr  84  ER  EC  17 

(Inoclive)  USER-AS  CG  19  REV-MI  85  11  99  ES 

5962  Microcircuit,  Oioitol,  Cmos,  Nond  Gotes  Monolithic  Silicon^  Positive  logic  MH-M-'IBSI^'  50F  NA  30  Ape  04  CP  EC  17  NA 

USER-AR  Sm"aS  SH  MC  CG  REV-Ml  11  85  99  19  ES 

5962  Microcircuit,  Digital,  CMOS,  Flip  Flops  &  Lolchels,  Monolithic  Silicon  USER-AR  MIL'M-385lLr  jIE  NA  30  Apr  84  ER  EC  17 

SM  SH  MC  CG  AS  REV-MI  99  11  85  19  ES 

5962  Microcircuit,  Digital,  TTL,  low  Power,  &  Or  Invert  Gotes,  Monolithic  Silicon  MII-M-38510/41C  17  30  Nov  88  ER  EC  17 

(Inoclive)  Validated  Nov  88  USER-SM  AS  CG  MC  19  REV-SH  11  99  19  85  NOTICE  1 

ES 

5962  Microcircuit,  Digital,  Ttl,  Flip-flops  Monolithic  Silicon  USER-CG  AS  MC  SH  19  MIL'M'38510/26  (7)  17  19  Nov  84  ER  EC  17 

REV-MI  AR  AV  1 1  99  ES  NA 

5962  Microcircuit,  Digitol,  Ttl,  Nond  Suffers  Monolithic  Silicon  USER-SM  MC  AS  CG  Mll-M-38510'3F  (1)  17  16  Nov  87  ER  EC  17 

REV-AR  Ml  SH  OS  85  1 1  99 

5962  Microcircuit,  Digital,  CMOS,  Complemenlory  Pair  Plus  Inverted,  And  Or  Select  MIL'M-38510/53D  NA  30  Apr  84  ER  EC  17 

Exclusive  Or  Gotes,  Expondoble  8  Input  Gale,  Monolithic  Silicon  USER-AR 
MC  CG  AS  SH  REV-MI  99  85  11  19  ES 
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5962 

Microcircuit,  Digital,  Positive  Logic  Cmos,  Static  Shift  Register,  Monolithic, 

Silicon  USER-AR  SM  SH  MC  CG  AS  REV-MI  11  85  99  19  ES 

MIL-M.38510/57D 

NA 

30  Apr 

84 

ER 

EC 

17 

NA 

5962 

Microcircuit,  Digital,  Ttl,  Multiple  Nor  Oates  Monolithic  Silicon  VoUdoied  Dec 

82  USER-CG  AS  MC  SH  19  REV-AR  Ml  AV  OS  11  99  85  ES 

MII-M-38510/4C 

17 

25  Feb 

77 

ER 

EC 

17 

5962 

Microcircuit,  Digitol,  CMOS  Switches,  Monolithic  Silicon,  Positive  Logic 

USER-AR  SM  MC  SH  CG  AS  REV-MI  99  85  19  11 

MIL-M-38510/58C 

NA 

01  Ocl 

86 

ER 

EC 

17 

NA 

5962 

Microcircuit,  Digitol,  Schottk/  Ttl,  Nond  Buffers,  Monolithic,  Silicon  USER-SM 

CG  MC  AS  REV-AR  Ml  SH  11  85  99  19  ES 

MIL-M-38510/72B 

17 

20  Oct 

87 

ER 

EC 

17 

5962 

Microcircuit,  Digital,  Schottky  Ttl,  Multiple  Nor  Gates,  Monolithic  Silicon 

USER-SM  MC  AS  CG  REV-AR  Mill  99  19  85  ES 

MIL-M-38510/73A  (2) 

1/ 

20  Oct 

87 

ER 

EC 

17 

5962 

Microcircuit,  Digitol,  Bipolar,  Schottky  TTL,  &>or-invert  Gates  Monolithic  Silicon 
USER-SM  AS  CG  MC  RP/-AR  Ml  SH  OS  11  85  99  19  ES 

MIL-M-3B510/74B  (1) 

17 

05  Nov 

87 

ER 

EC 

17 

5962 

Microcircuit,  Digital,  Scottky  Ttl,  Exclusive-or  Gotes,  Monolithic  Silicon 

USER-SM  REV-MI  AR  SH  TD  11  19  85  99 

MIL-M-385I0/75B  (1) 

17 

20  Oct 

87 

ER 

EC 

17 

5962 

Microcircuit,  Digitol,  CMOS,  Positive  logic,  Four  Bit  Full  Adder,  Monolithic 

Silicon  USER-AR  SM  CG  MC  AS  SH  REV-MI  19  99  85  11  ES 

MIL-M-385I0/54D 

NA 

30  Apr 

84 

ER 

EC 

17 

NA 

5962 

Microcircuit,  Digital,  Cmos,  Buffer/converte*,  True/complement  Buffer, 

Monolithic  Silicon  USER-AR  SM  AS  SH  MC  CG  REV-MI  AV  11  85  99  19  ES 

MIL-M-38510/5SF  (1) 

NA 

21  Sep 

84 

ER 

EC 

17 

NA 

5962 

Microcircuit,  Digital,  Ttl,  And-or-invert  Gotes  Monolithic  Silicon  USER-MC  AS 

CG  REV-AR  Ml  OS  SH  85  11  19  99  ES 

MII.M.38510/5C  (1) 

17 

06  Nov 

87 

ER 

EC 

17 

5962 

Microcircuit,  Digitol,  Ttl,  Binary  Full  Adders  Monolithic  Silicon  /aUdoted  Nov  63 
USER-CG  MC  AS  SH  19  REV-MI  AR  11  99  ES 

MIL-M.38510/6C  (2) 
NOTICE  1 

17 

30  Nov 

88 

ER 

EC 

17 

5962 

Microcircuit,  Digital,  Ttl,  Exclusive-or  Gates  Monolithic  Silicon  USER-SM  MC 

CG  AS  SH  REV-MI  AR  11  99  85  19  ES 

MIL-M-38510/7B  (2) 
NOTICE  1 

17 

12  May 

88 

ER 

EC 

17 

5962 

Microcircuit,  Digital,  Ttl,  Buffers/drivers,  Open  Collector  Output,  High  Voltoge, 
Monolithic  Silicon  USER-SM  MC  CG  AS  OS  SH  19  REV-MI  AR  85  11  99  ES 

MIL-M-38510/8D  (1) 

17 

08  Dec 

87 

ER 

EC 

17 

S962 

Microcircuit,  Digital  Ttl,  Shift  Registers  Monolithic  Silicon  USER-SM  CG  MC  AS 
REV-AR  Ml  SH  19  99  85  11  ES 

MII.M-38510/9D  (5) 

17 

15  Apr 

85 

ER 

EC 

17 

5962 

Microcircuit,  Digitol, bipolar,  Ttl,  Decoders,  Monolithic  Silicon  USER-SM  AS  CG 

MC  REV-AR  MI-SH  OS  11  19  85  99  ES 

MIL-M.38S10/10C 

17 

03  Mof 

86 

ER 

EC 

17 

5962 

Microcircuit,  Digirat,  Tii  Arithmetic  Logic  Units/function  Generotors  Monolithic 
Silicon  Vafidcled  Dec  83  USER-AS  MC  CG  SH  REV-AR  Mill  19  99  85  ES 

NA 

Microcircuit,  Digitol,  Ttl,  Monostoble  Multivibrators,  Monolithic  Silicon  USER-AS 

MC  CG  REV-AR  MI  SH  85  11  99  19  ES 

MIL-M-38510/nC 

17 

19  May 

78 

ER 

EC 

17 

5962 

MIL-M-38510/12G 

17 

20  Aug 

85 

ER 

EC 

17 

5962 

Microcircuit.  Digital.  Til.  Schottky.  Doto  Selectors/multiplexert  With  Three  Stote 
Out  Put*.  Monolithic  Silicon  USER-SM  AS  CG  MC  REV-AR  Ml  SH  OS  29  85 

19  11  ES 

MII-M.38510/79C 

17 

05  Nov 

87 

■ER 

EC 

17 

5962 

Microcircuit,  Digitol,  Ed,  Multiple  Nor  Gates,  Monolithic  Silicon  USER-SM  A$ 

CG  MC  19  REV-AR  MI  os  SH  11  99  19  85  ES 

MIL-M-38510/60A 

17 

05  Auq 

85 

ER 

EC 

17 

5962 

Microcircuit,  Digitol,  Eel,  Flip  Flops,  Monolithic  Silicon  USER-SM  AS  CG  MC 
REV-AR  Ml  OS  SH  11  99  19  85  ES 

MIL-M-38510/61B 

17 

15  Jol 

85 

ER 

EC 

17 

5962 

Microcircuit,  Digital,  Ed,  And/nrnd  Gotes,  Monolithic  Silicon  USER-SM  AS  CG 

MC  REV-AR  Ml  SH  OS  11  19  99  85  ES 

MII-M.38510/62A 

17 

17  Jon 

85 

ER 

EC 

17 

5962 

Microcircuit,  Digitol,  Ed,  .Quod  Tronslotor,  Monolithic  Silicon  REV-19  1)  85  99.. 

MIL-M-38510/63A 

17 

17  Jun 

85 

ER 

EC 

17 

5962 

Microcircuit,  Digitol,  low  Pov/er  Schottky  Tt),  Parity  Checker,  Monolithic  Silicon 
USER-SM  MC  AS  CG  REV-AR  Ml  SH  85  19  11  99 

MIL-M  38510/329A  (1) 

17 

11  Moy 

87 

ER 

EC 

17 

5962 

5962 

Microcircuit,  Digital,  Bipolar,  Advonced  Schottky  TTL,  Nond  Gotes,  Monolithic 
Silicon  USER-SM  MC  AS  CG  REV-MI  AR  SH  11  85  19  99  ES 

Microcircuit,  Digital,  Low  Power  Schottky  Ttl,  Binory  Multiplier,  Monolithic 

Silicon  RfcV.85  11  19  99  ES 

MU-/.  38510/3308  (2) 

fA!L.ftv38510/318A  (1) 

17 

17 

27  Ocl 

10  Jun 

87 

85 

ER 

EC 

17 

17 

5962 

Microcircuit,  Digital,  Low  Power  Schottky  TTL,  4  By  4  Register  File,  CoscodaHe, 
Monolithic  Silicon  USER-SM  MC  CG  AS  REV-MI  AR  SH  OS  P  99  85  T9  ES 

MIL  M-385I0/319B  (2) 

17 

11  Aug 

86 

ER 

EC 

17 

5962 

Microcircuit,  Digitol,  Low  Power  Schottky  TTL,  Counters,  Monlithir  Silicon 

USER-SM  MC  CG  AS  REV-MI  AR  SH  11  99  85  19  ES 

MII.M-38510/320C  (I) 

17 

08  Mar 

88 

ER 

EC 

17 

5962 

Microcircuit,  Digitol,  Low-power  Schottky  TTL,  Buffers/drivers,  Open  Collector 
Output,  High  Voltoge,  Monolithic  Silicon  Validated  Nov  88  USER-SM  AS  CG 
MC  REV-MI  AR  SH  1 1  99  85  19  ES 

MII-M-38510/321B 
NOTICE  I 

17 

30  Nov 

88 

ER 

EC 

17 

5962 

Microcircuit,  Digitol,  TTL,  low  Power  Schottky  Hex  Bus  Drivers  V/ith  3  Stole 
Outputs,  Monolith  Silicon  USER-SM  MC  v,G  AS  REV-MI  AR  SH  11  99  85 

19  ES 

Microcircuit,  Digito  bOw  Power  Schottky  TTl  Quadruple  Cjs  Buffer  Gote  With 
Three  State  Output  Monolithic  Silicon  USER-SM  AS  CG  MC  REV-AR  MI  SH 

99  11  85  19  ES 

MIL  M-38510/322B  (4) 

17 

06  Nov 

87 

ER 

EC 

17 

5962 

MIL-M-38510/323B  (4) 

17 

16  Jun 

86 

ER 

EC 

17 

5962 

Microcircuit,  Digital,' Bipolor,  low-power  Schotiy,  Ttl,  Octol  Buffer  Gales  With 
Three-stole  Outputs, -Monolithic  Silicon  USER-SM  MC  CG  AS  REV-AR  Ml  OS 

99  85  19  11  ES 

MII-M-385I0/324C 

17 

15  Oct 

87 

ER 

EC 

17 

5962 

Microcircuit,  Digital,  Low  Power  Schottky  1TL,  Flip-flops,  Coscodoble, 

.V.cncllthic  SiKco-.  USER  SM  CG  AS  MC  REV  .M?  AR  SH  OS  99  85  19  ’’  ES 

MII-M-38510/325B  (1) 

17 

31  Oct 

85 

ER 

EC 

17 

5962 

Microcircuit,  Digital  Low  Power  Schottky  Til,  Mognitude  Comporotors 

Monolithic  Silicon  USER-SM  AS  CG  MC  REV-MI  AR  SH  85  11  99  19  ES 

MIL-M-38S10/311B  (3) 

17 

08  Dec 

87 

ER 

EC 

17 

5962 

5962 

Microcircuit,  Digitol,  Low  Power  Schottky  Til,  4  Bit  Binary  Foil  Adders  With 

Fost  Corry  Monolithic  Silicon  USER-SM  MC  CG  AS  ES  REV-MI  AR  SH  11  99 

85  19 

Microcircuit,  Digitol,  low  Power  Schottky  Til,  Schmitt  Trigger  Positive  Nond 

Gates  And  Inverters,  Monolithic  Silicon  USER-SM  AS  CG  MC  REV-MI  AR  OS 
SHn  99  85  19  ES 

MIL-M-385I0/3I2B  (1) 

MIL  M-38510/3I3A  (1) 

17 

17 

10  Jun 

08  Dec 

85 

87 

ER 

EC 

17 

17 

5962 

Microcircuit,  Digital,  Low  Power  Schottky,  Ttl,  Monostoble  Multivibrotors, 
Monolithic  Silicon  USER-SM  AS  CG  MC  REV-MI  AR  SH  99  85  19  11  ES 

MIL-M-38510/314B  (I) 

17 

01  Mor 

85 

ER 

EC 

17 

5962 

Microclrcuit,.Digitol,  Low  Power  Schottky  TTL,  Counters,  Monolithic  Silicon 
USER-SM  SH  MC  AS  CG  19  REV-MI  AR  11  99  85  ES 

MIL  M-385I0/327A  (3) 

17 

20  Aug 

85 

ER 

EC 

17 

5962 

Microcircuit,  Generot  Specificolion  For  USER-SM  CG  OS  SK  REV-MI  AR  MC 

AS  85  19  11  99  ES 

MIL-M-38510H  (1) 
SUPPL  1 

17 

31  Dec 

88 

ER 

EC 

17 

NA 
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5962 

Microcircuit,  tineor,  H/brid,  12  Bit  Anolog  To  Digitot  Converters  USER-SM  MC 

CG  AS  REV.MI  AR  SH  85  19  U  99  £S 

MILM-38510-  120A 

17 

01  Oct 

84 

ER 

EC 

IT 

NA 

5962 

Microcircuit,-Unear  Monlithic  &  Multichip,  Silicon  12  Bit  Oigitol  To  Analog 
Converters  USER-SM  AS  CG  MC  REV-MI  AR  SH  OS  1 1  85  19  99  ES 

MIL-M-38S10/12IA  (3) 

17 

12  Dec 

86 

ER 

EC 

17 

NA 

5962 

Microcircuit,  Lineor,  Voltage  Comporators,  Monolithic  Silicon  USER-SM  CG  MC 

AS  19  REV.AR  Ml  SH  OS  99  85  11  19  ES 

MIL-M-3DS10/I12A  (2) 

17 

23  Mor 

87 

ER 

EC 

17 

NA 

5962 

Microcircuit,  Linccr,  Line  Drivers  And  Receivers  Monolithic  Silicon  USER-SM  AS 

MC  CG  OS  REV-MI  AR  HD  SH  OS  11  99  85  19  ES 

Mll-M-38510- 1048  (1) 

17 

20  Jun 

88 

ER 

EC 

17 

5962 

Microcircuit,  Lmcor,  CMOS,  High  Level  Analog  Switch  With  Driver,  Monolithic 
Silicon  USER-SM  CG  AS  MC  19  REV-M!  AR  SH  99  85  11  ES 

Mll-M-38510. 105  (3) 

17 

17  Ocl 

85 

ER 

EC 

17 

NA 

5962 

Microcircuit,  Linear,  Precision  Timers,  Monolithic  Silicon  USER-SM  AS  CG  MC 
REV.MI  AV  AR  19  11  99  85  ES 

Mll.M-38510/  109A  (3) 

i7 

20  Mar 

87 

ER 

EC 

17 

NA 

5962 

Microcircuit,  Lineor,  Quod  Operational  Amplifiers,  Monolithic  Silicors  USER-SM 

MC  CG  AS  REV-MI  AR  HD  SH  99  1 1  85  19  ES  NA 

MIL  M-38510, 110A  (3) 

17 

27  Jun 

88 

ER 

EC 

17 

NA 

5962 

Microcircuit,  Lineor,  Operotionol  Amplifiers,  Monolithic  Silicon  USER-SM  CG 

MC  AS  REV-MI  HD  AR  SH  11  99  85  19  ES  NA 

MIIM-38S10, 101G 

17 

08  May 

87 

ER 

EC 

17 

NA 

5962 

Microcircuit,  Lineor,  6t  Fet  Operational  Amplifiers,  Monolithic  Silicon  Validated 
Nov  88  USER-SM  CG  MC  AS  SH  REV-MI  AR  AV  ER  99  NS 

M1L-M-38510/114A  (6) 
NOTICE  1 

17 

30  Nov 

88 

ER 

EC 

17 

5962 

Microcircuit,  Linear,  Voltage  Regulotors,  Monolithic  Stiico  Validated  Nov  88 
USER-AR  CG  MC  AS  SH  19  REV-MI  11  99  19  OS  ES 

MJL-M.38510/115  (1) 
NOTICE  1 

17 

30  Nov 

88 

ER 

EC 

17 

5962 

Microcircuit,  Linear,  Positive,  Voltage  Regulators,  Monolithic  Silicon  USER-SM 

CG  MC  AS  REV-MI  AR  SH  11  85  99  19  ES 

MIL  M-38510/ 1078  (4) 

17 

21  Dec 

85 

ER 

EC 

17 

5962 

Microcircuit,  lineor,  Adjustoble.  Positive,  Voltoge  Regulators,  Monolithic  Silicon 
USER-SM  AS  MC  CG  REV-AR  Ml  SH  99  19  11  85  ES  NS 

MIL-M-38510, 1I7A  (3) 

17 

17  Jul 

87 

ER 

EC 

17 

NA 

5962 

Microcircuit,  Lineor,  Adjustoble,  Negotive,  Voltage  Regulators,  Monolithic 

Silicon  USER-SM  AS  MC  CG  REV-AR  Ml  SH  OS  99  11  85  19  NS  ES 

MIL-M-385I0,'I18  (4) 

17 

20  Nov 

87 

ER 

EC 

17 

NA 

5962 

Microcircuit,  Linear,  Low  Power,  Low  Nolse,-Bi-fet  Operotionol  Amplifiers, 
Monolithic  Silicon  USER-SM  CG  MC  AS  REV-AR  Ml  SH  99  85  19  11  ES 

MIL-M-38510/ 119A 

17 

07  Aug 

87 

ER 

EC 

17 

NA 

5962 

Microcircuit,. Lmcor,  High  Slew  Rote  Operotionol  Amplifiers,  Monolithic  Silicon 
USER-SM  CG  MC  SH  AS  19  REV-AR  Ml  99  17  11  ES 

MIL-M-38510/ 122  (4) 

NA 

26  Moy 

82 

ER 

EC 

17 

NA 

5962 

Microcircuit,  Lmco^  CMOS  Negative-Logic.  Anolog  Switch,  Monolithic  Silicon 
USER-SM  MC  CG  AS  REV-MI  AR  SH  99  85  19  11  ES 

MIL-M-38510,  123a  (2) 

NA 

27  Jun 

83 

ER 

EC 

17 

NA 

5962 

Microcircuit,  Lineor,  Low  Offset  Operotionol  Amplifiers  Monolithic  Silicon 

USER-SM  AS  CG  MC  REV-AR  Ml  SH  85  99  11  19  ES 

MIL-M-3e510/135  (1) 

17 

10  Jul 

85 

ER 

EC 

17 

5962 

Microcircuit^  Uncor«  Voltage  Output  12  Bit  Digitol  to*anotog  Converters^  Hybrid 
&  Monolithic  Silicon  USER-SM  AS  MC  REV-AR  Ml  OS  SH  11  19  80  85  99 

ES 

Microcircuit-  lineor-  internally  Trimmed  Analog  Multiplier^  Monolithic  Silicon 
USER-SM  AS  CG  MC  REV-AR  Ml  SH  85  99  11  19  80  ES 

Mll-M-38510/  I37A 

17 

17  Sep 

86 

ER 

EC 

17 

5962 

MIL-M-38510/1398 

17 

24  Mor 

86 

ER 

EC 

17 

NA 

5962 

Microcircuit,  lineor,  Somple  &  Hold  Circuits,  Monolithic  Silicon . . . 

Mll-M-38510/125  (1) 

17 

10  Feb 

88 

ER 

EC 

17 

5962 

Microcircuit,  Lineor,  Regulating,  Pulse  Width  Modulotor,  Monlithic  Silicon 

USER-SM  MC  CG  AS  ES  REV-l?  99  85  ES 

MII-M-38510A/126 

17 

23  Jun 

88 

ER 

EC 

17 

NA 

5962 

Microcircuit,  linear,  CMOS  Multiply'ing  D/o  Converters,  Monolit'  c  Silicon 
USER-SM  AS  MC  CG  REV-AR  Ml  SH  99  85  19  11  ES 

Mll-M-38510/  27A  (1) 

17 

20  Jun 

86 

ER 

EC 

17 

NA 

5962 

Microcircuit,  Lineor,  Low  Noise  Operational  Amplifiers  Monolithic  Silicon 

USER-SM  AS  MC  CG  REV-AR  Ml  SH  19  85  99  11  ES 

Ma-M.38510/131  (1) 

17 

14  Aug 

84 

ER 

EC 

17 

NA 

5962 

Microcircuit,  lineor,  10  Bit  Digitol  To  Anolog  Converter,  Monolithic  Silicon 
USER-SM  MC  CG  AS  REV-AR  Ml  SH  OS  11  99  85  19  ES 

MII-M-38510/133A  (1) 

17 

25  Mor 

87 

ER 

EC 

17 

NA 

5962 

Microcircuit,  Memory,  Digitol,  262,  144  Bit,  Cmos,  Ultraviolet  Erasable 
Programmable  Reod-only  Memory  ^Uveprom)  Nonmonolilhic  Silicon  USER-SM 

AS  CG  MC  OS  SH  REV-AR  Mill  19  85  99  ES 

Mll-M-38510/276 

17 

12  Dec 

88 

ER 

EC 

17 

5962 

Microcircuit,  Monolithic  Silicon  interfaces  Duot  Penpherol  Drivers  USER-SM  CG 

MC  AS  REV-AR  Ml  SH  TO  99  85  U  19  ES 

Mll-M-38510, 129A  (2) 

17 

20  Nov 

86 

ER 

EC 

17 

5962 

Microcircuit,  Monolithic  Silicon,  Sipolor,  Interface,  Memory  Core  Drivers 

USER-SM  MC  CG  AS  REV-AR  Ml  SH  85  19  11  99  ES 

MII-M.38510/130B  (2) 

17 

22  Dec 

87 

ER 

EC 

17 

5962 

Microcircuits  Digital  Bipolar,  Schottky  Til.orithmetie  Logic  Unit  Function 

Generolors,  Monolithic  Silicon  USER-SM  AS  CG  MC  REV-AR  Ml  SH  TO  85 

11  99  19  ES 

MII-M-38510/78A  (3) 

17 

10  Nov 

87 

ER 

EC 

17 

5962 

M'crocircuils,  Digital,  CMOS,  Counters/dividers,  Monolithic  Silicon  USER-AR 

AV  AS  SH  MC  REV-MI  CG  85  1 1  99  19  ES 

MII-M-38510/56E 

NA 

30  Apr 

84 

ER 

EC 

17 

NA 

5962 

Microcircuits,  Digital,  Schottky  TTl,  Shift-Registers,  Monolithic  Silicon  USER-SM 

AS  CG  MC  REV-MI  AR  SH  99  11  85  19  ES 

Mll-M-385 10/768  (3) 

17 

09  Jul 

85 

ER 

EC 

17 

5962 

Microcircuits,  Oigitol,  Bipolor,  Scholiiy,  Decoders,  Monolithic  Silicon  USER-AS 

CG  MC  REV-AR  Ml  SH  11  99  85  19  ES 

MIL-M.38510/77A  (4) 

17 

05  Nov 

87 

ER 

EC 

17 

5962 

Microcircuits,  Digitol,  Cmos,  Decoder,  MONOLIITKIC  Silicon,  Positive  Logic 
USER-AR  CG  SH  MC  AS  REV-MI  SM  85  19  11  99  ES 

MII-M-38510/59C 

NA 

30  Apr 

84 

ER 

EC 

17 

NA 

5962 

Microcircuits,  Digitol,  Cmos,  Nor  Gotes,  Monlithic  Silicon,  Positive  logic 

USER-AR  SM  MC  CG  SH  AS  REV-MI  U  85  99  19  ES 

Mll  -M  38510/52D 

NA 

30  Apr 

84 

ER 

EC 

17 

NA 

5962 

Microcircuits,  Digitol,  Bipolor  Scholtky  TTL,  Flip-flops,  Coscodoble,  Monolithic 
Silicon  USER-SM  AS  CG  MC  REV-AR  Ml  SH  OS  11  19  85  99  ES 

MIL-M-38510,71C  (4) 

17 

05  Nov 

87 

ER 

EC 

17 

5962 

5962 

5962 

5962 

5962 

5962 

Microcircuits,  Dorlington  Tronsistor  Array,  Seven  Gate,  Monolithic  Silicon 

USER-SM  AS  CG  MC  REV-MI  AR  SH  11  19  80  85  99  ES 

Microcircuits,  Digitol,  Bipolor,  Advonced  Low  Power  Schottky  Ttl,  Shift 

Registers,  Coscodoble,  Monolithic  Silicon  REV-11  19  85  99  ES 

Microcircuits,  Digitol,  Cmos,  Monolithic  8-BiT  Input/output  Port  (fnoctive) 

REV-ES 

Microcircuits,  Digitol,  N-chonnel,  Silicon  Gote  Monolithic  Counter/timer  Unit 
(Inoctive  For  New  Design  After  Dote  Of  This  Revision)  REV-99  19  11  85  ES 
Microcircuits,  Digitol,  N-chonnel,  Silicon  Gote,  Monolithic,  Poroliel  fnput/oufput 
Controller  (fnoctive  For  New  Design  After  Dote  Oflhis  Revision)  REV-ll  99 

85  19- ES 

Microcircuits,-Digitol,  Bipolar,  Progrommoble  Logie,  Monolithic  Silicon  REV-19 

11  99  85  ES 

Mll-M-38510/ I41A 

MII-M-38510/376  (2) 

MII-M-38510/473A 

MII-M-385I0/483A 

MIL-M-385I0/484A 

MII-M-38510/503A  (1) 

17 

17 

NA 

17 

17 

17 

04  Moy 

21  Apr 

30  Sep 

15  Jun 

29  Jun 

24  Moy 

88 

87 

83 

84 

84 

85 

ER 

EC 

17 

17 

17 

17 

17 

NA 

r4A 
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5962  Microcircuits,  Digital,  Advonced  low  Power  Schottk/  TTL,  And,  Or,  Nond  And 
Nor  Gates,  Monolithic  Silicon  REV-H  19  85  99  ES 
5962  Microcircuits,  Digitol,  Advanced  low-power  Schottky  Til,  Bus  Transceivers  With 
Three*siate  Outputs,  Monolithic  Silicon  USER*SM  CG  MC  REV*AR  Ml  OS  SH 
TD  n  19  85  99  ES 

5962  Microcircuits,  Digitol,  CMOS  Monolithic  6  BIT  MicroprCvessor  (Fixed  instruction^ 
(Inoctive) 

5962  Microcircuits,  Digitol,  CM0S<S0S  1024  Bit  Rondom  Access  Memory  (Rom) 

Monolithic  Silicon  {(noclivc)  USER*SM  AR  MC  CG  AS  SH  REV-MI  99  85  19 
11  ES 

5962  Microcircuits,  Digitol,  N-chonnet,  Silicon  gate  Monolithic  8  Bit  Microprocessor 
(Fixed  Instruction!  Inoctive  Validaitd  Nov  88  REV-85  19  U  99  ES 
5962  Microcircuits.  Digitol,  High  Speed,  CMOS  Latches,  Monolithic  Silicon  USER*SM 
AS  CG  MC  SH  REV-AR  Mill  19  85  99  ES 

5962  Microcircuits,  Digital,  High  Speed,  Cmos  Data  Selectors/multiplexe  . . 

5962  Microcircuits,  Digitol.  N*chonnel,  Silicon  Gate  Monolithic  16  Bit  Microprocessor, 
(Fixed  Instruction)  REV.99  85  19  11  ES 

5962  Microcircuits,  Digilol.cMOS  Semicustom  (Gate  Arroy)  Devices,  Monolithic 
Silicon  REV-AR  Ml  OS  SH  TD  11  19  85  99  ES 
5962  Microcircuits,  Digital,  VHSIC,  CMOS  65.536-61T  Seiectoble  Mode,  Static 

Rondom  Access  Memory  (SRAM),  Monolithic  Silicon  b$ER-SM  AS  CO  MC 
REV-AR  M!  OS  SH  11  19  85  99  ES 

5962  Microcircuits.  Digitol,  High  Speed,  CMOS,  Nand  Gales  Monolithic  Silicon, 
Positive  logig  USER-SM  AS  CG  OS  MC  SH  REV-AR  Ml  11  19  85  99  ES 
5962  Microcircuits,  Digital,  Bipolor  Programmable  Logic  Monolithic  Silicon  REV-11  19 
85  99  ES 

5962  Microcircuits,  Digitol,  Bipolor,  Progrommable  Logic,  Monolithic  Silicon  USER-SM 
AS  CG  MC  REV-MI  AR  OS  SH  II  19  85  99  ES 
5962  Microcircuits,  Digitol,  Bipolar  Advonced  Low-power  Schotty  TTl,  Flip-  Flops, 
Coscodoble,  Monolithic  Silicon  REV- 11  19  85  99  ES 
5962  Microcircuits,  Digitol,  Bipolor,  Low  Power  Schottky  Ttl,  Coscodoble,  Monolithic 
Silicon  USER-SM  MC  CG  AS  REV-Ml  AR  SH  99  85  19  11  ES 
5962  Microcircuits,  Digital,  TTL,  Low  Power  Monostobte  Muitivlbrotors,  Monolithic 
Silicon  Vaiidoted  May  88  USER-MC  CG  AS  SH 
5962  Microcircuits,  Digitol,  Bipolar,  Til,  Low  Power,  Counters,  Monolithic  Silicon 
USER-SM  MC  CG  AS  19  RfV-MI  AR  85  11  99  ES 
5962  Microcircuits,  Digital,  Ttl,  Low  Power,  Comporotors,  Monolithic  Silicon  (Inactive 
For  New  Design)  USER-AS  MC  CG  19  REV-MI  AR  SM  SH  II  99  85  ES 
5962  Microcircuits,  Digitoh  Ttl,  Low  Power,  Bistobte  Lotches,  Monolithic  Silicon 

(Inoctive  For  New  Design  Alter  Date  Of  This  Revision)  USER>$M  CG  AS  MC 
REV-MI  AR  SH  99  n  85  19  ES 

5962  Microcircuits.  Digital,  Low  Power  Schottky  TTl,  Counters,  Coscodoble, 

Monolithic  Silicon  USER-SM  AS  CG  MC  REV-MI  AR  SH  19  99  85  11  ES 
5962  Microcircuits,  Digital,  Low  Power  Schottky  TTL,  Latches,  Coscodoble,  Monolithic 
Silicon  USER-SM  AS  MC  CG  REV-AR  MI  SH  OS  11  85  99  19  ES 
5962  Microcircuits,  Digitol,  Low  Power  Schottky  Ttl,  Oemultiptexers,  Monolithic 
Silicon  USER-SM  AS  CG  REV-AR  Ml  SH  TO  11  19  85  99  ES 
5962  Microcircuits,  Digitol,  Bipolar,  Low  Power  Schottky  TTL,  Arithmetic  Logic 

Units/ (unction  Generators,  Monolithic  Silicon  USER-AS  CO  MC  REV-AR  Ml 
Sri  11  85  99  19  ES  NA 

5962  Microcircuits,  O.gilal,  Bipolar,  Low  Power  Schottky  TTL,  Ooto 

Seleclor/MULTIPIEXER  With  3-STATE  Outputs,  Coscodoble,  Monolithic 
Silicon  USER-SM  MC  CG  REV-AR  Ml  SH  TO  99  85  11  19  ES 
5962  Microcircuits,  Oigitolbipotar.  Low-power  Schottky  TfS,  And  Gates  Monolithic 
Silicon  USER-SM  MC  CG  AS  REV-MI  AR  SH  TD  II  99  85  19  ES 
5962  Microcircuits,  Digitol,  Advonced  Low  Power  Schottky  TTL,  Universol  Multiplexer 
With  Three-stote  Outputs,  Monolithic  Silicon  USER-SM  AS  CO  REV-AR  Ml 
OS  SHTO  ES  n  19  85  99 

5962  Microcircuits,  Digitol,  Advonced  Low  Power  Schottky  TTL,  Nond  Ones,  And 
Monolithic  SILICON  REV-ES  19  85  99  11 
5962  Microcircuits,  Digitol,  Advonced  low  Power  Schottky  TTL,  Nor  Gotes, 
Monolithic  Silicon  VaVdated  Nov  88  REV-ES  19  85  99 
5962  Microcircuits,  Digitol,  Advonced  Low  Powder  Schottky  TTl,  And  Gotes, 
Monolithic  Silicon  REV-ES  19  85  99  11 

5962  Microcircuits,  Digitolbipolor,  Advanced  low-power  Schottky,  Til,  Coscodoble, 
Decode  Counters,  Monolithic  Silicon  REV-11  19  85  99  ES 
5962  Microcircuits,  Digitol,  Advonced  Low-power  Schottky  TTL,  O-type  letches, 

Coscodoble,  Mono'ithic  Silicon  USER-SM  AS  CG  MC  REV-AR  Ml  OS  SH  ES 
19  85  99  II  ES 

5962  Microcircuits,  Digitol,  TTL,  Low  Power,  Daio  Selectors  Multiplexers,  Monolithic 
Silicon  (inoctive  roi  Nv-w  Design  A((e»  Dole  CT  TIn>  nevisiv««}  USER  5-V»  MC 
CG  AS  REV-MI  AR  SH  11  19  85  99  ES 

5962  Mirrocircuifs,  Digitol,  CMOS  4096  Bit  Slotic  Romdom  Access  Memory  (RAM) 
Monolithic  Silicon  USER-SM  AS  CG  MC  REV-AR  Ml  SH  OS  11  19  85  99  ES 
5962  Microcircuits.  Digitol,  CMOS  16,384  6lT  Static  Rondom  Access  Memory  (RAM) 
Monolithic  Silicon  USER-SM  AS  CG  MC  ES  REV-AR  Ml  11  19  85  99 
5962  Microcircuits,  Digitol,  Low  Power  Schottky  Ttl,  Nond  Gates,  Monolithic  Silicon 
USER-SM  MC  AS  CG  REV-AR  Ml  SH  OS  11  85  99  19  ES 
5962  Microcircuits,  Digital  Clock  Drivers,  Monolithic  Silicon  (Inoctive  For  New 
Design)  USER-SM  MC  rQ  aS  REV-MI  AR  SH  11  85  99  70  19  ES 
5962  Microcircuits,  Digitol,  CMOS  1024  8it  Rondom  Access  Memory  (RAM), 

Monolithic  Silicon  USER-SM  AS  CG  MC  REV-AR  Ml  OS  SH  1*.  85  19  99  ES 
NA 
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5962 

Mtcroc!r<uits»  Oigiiot,  Nmos,  16,384  Bit  Rondom  Access  Memory  (Rom), 

MIL-M-38510/2^0  (2) 

17 

30  Nov 

88 

17 

Monolithic  Silicon  Validated  Nov  88  REV«1 1  99  85  19  ES 

NOTICE  1 

5962 

Microcsrcuits,  Digital,  TTL,  High  Speed,  &  Or  invert  Gates,  Monolithic  Silicon 

MIL-M-38510/40A 

17 

13  Apr 

84 

ER 

EC 

17 

{Inociivel  USER.Sm  AS  CG  MC  19  REV-MI  AR  SH  85  11  99  ES 

5962 

Microcircuits.  Oigitolbipolor,  Low  Rower  Schhottky  Ttl,  Or  Gates,  Monolithic 

MIL-M-38510/305B  (2) 

17 

30  Nov 

87 

ER 

EC 

17 

Silicon  USER-SM  AS  CG  MC  REV-MI  AR  SH  TD  99  U  85  19  ES 

5962 

Microcircuits,  Digifolbipotor,  Low  Power  Schottky  Ttl,  Shift  Registers, 

MIL-M-3851O/306C  (6) 

17 

04  Nov 

85 

ER 

EC 

17 

Coscadobtc,  Monolithic  Silicon  USER>SM  CG  AS  MC  REV-AR  Ml  SH  TO  11 

85  99  19  ES 

5962 

Microcircuits,  Oigitol,  CMOS,  4096  Bit,  Static  Rondom  Access  Memory 

MIL-M.38510/245A 

17 

28  Jon 

87 

17 

(SRAM),  Bulk  Silicon  And  Silicon  On  Sopphire  REV*ES  19  85  99 

5962 

Microcircuits  Digitol,  NMOS,  246.144>BtT  Dynamic  Rondow  A  ess  Memory 
(DRAM),  Monolithic  Silicon  USER-SM  AS  MC  CG  REV-MI  AR  SH  99  85  19 

11  ES 

Microcircuits.  Digitol,  Cmos,  1,048,576/  1<BIT  Dynamic  Random  Access  Memory 

MIL-M-38510/246 

17 

25  Jun 

87 

ER 

EC 

17  NA 

5962 

Mll-M.38510/249 

17 

03  Oct 

88 

ER 

EC 

17 

(Orom),  Monolithic  Silicon  USER*SM  AS  CG  REV-AR  Ml  OS  SH  TO  11  19 

85  99 

5962 

Microcircuits,  Digital,  Mos,  4096  Bit  Rondom  Access  Memory  (Ram),  Monolithic 

MIL-M-385I0'236A 

17 

04  Sep 

84 

ER 

EC 

17 

Silicon  REV.  11  99  85  19  NA  ES 

5962 

Microcircuits,  Digitol,  Schottky  TIL,  low  Rower  Buffers  Monclilhic  Silicon 

MIL-M-38510/302C  (2) 

17 

16  Oct 

85 

ER 

17 

REV.AV  11  99  85  19  ES 

5962 

Microcircuits,  Digitol,  Btpolor,  Low  Rrower  Schottky  Ttl,  Nor  Gotes,  Monolithic 

MIL-M-38510/303C 

17 

12  Nov 

87 

ER 

EC 

'7 

Silicon  USER-SM  MC  aS  CG  REV-AR  Ml  SH  OS  11  85  99  19  ES 

5962 

Microcircuits,  Digitol,  Ttl,  Common  Or  Gales,  Monolithic  Silicon  Validated  Dec 

MII-M.38S10/161  (I) 

17 

08  Aug 

77 

17 

82REV.99  10  11  ES 

5962 

Microcircuits,  Digital,  Bipolar,  Advoncod  Schotty  TTL,  Arithmetic  lo^ic  Units, 

Ma-M-38510.’338  (1) 

17 

05  Nov 

87 

ER 

EC 

17 

Monolithic  Silicon  USER-SM  AS  CG  MC  REV-AR  Ml  SH  OS  11  19  85  99  ES 

5962 

Microcircuits,  Digitol,  Bipolar,  Advanced  Schottky  TTL  Data 

MIL-M-38510/339C  (1) 

17 

28  Apr 

87 

ER 

EC 

17 

Sotcctors/mu!liplexer&  With  Three*itate  Outputs,  Monolithic  Silicon  USER*SM 
AS  CG  MC  REV.AR  Ml  SH  OS  11  99  85  19  ES 


5962 

Microcircuits,  Oigitol.  Advanced  Schottky  Ttl,  And  Gotes,  Monolithic  Silicon 
USER-SM  MC  CG  AS  REV-MI  AR  OS  SH  99  85  11  19  ES 

MII-M.38510/340C 

17 

11  Jon 

85 

ER 

EC 

17 

5962 

5962 

Microcircuits,  Digital,  Advonced  Schottky  TTL,  Flip  flops,  Coscodobte,  Monolithic 
Silicon  USER-SM  AS  CG  MC  REV-AR  Ml  SH  OS  99  85  19  11  ES 

M.icrocircuits,  Oigitol,  Advonced  Schottky  Ttl,  4<6IT  Binary  Full  Adders  With  Post 
Corry,  Monolithic  Silicon  USER-SM  REV-AR  Ml  OS  SH  19  85  99  11  17  ES 

MII-M-38510/341C  (1) 

Mll-M-38510/342  (2) 

17 

17 

17  Jut 

10  Sep 

85 

87 

ER 

EC 

17 

17 

5962 

Microcircuits,  Digital,  Bipolor,  Advonced  Schottky  TTL,  Binory  Counters, 

Monolithic  Silicon  USEfi-SM  AS  CG  MC  REV-AR  Ml  SH  OS  U  19  85  99  ES 

MIL-M-38510/343 

17 

16  Jul 

86 

ER 

EC 

17 

5962 

Microcircuits,  Digital,  Bipolar,  Advonced  Schottky  TTL.  Decode  Counters, 

Monolithic  Silicon  USER-SM  AS  CO  MC  REV-AR  Ml  SH  OS  11  19  85  99  ES 

Mll-M.385 10/344 

17 

24  Feb 

87 

ER 

EC 

17 

5962 

Microcircuits,  Oigitol,  Bipolor,  Advanced  Schottky  TTL,  Tronsporent  &  Octol  D 

Type  letches,  Coscodoble,  Monolithic  Silicon  USER-SM  AS  CO  MC  REV-aR 

MI  SH  11  19  85  99  ES 

MIL-M-38S10/3468  (1) 

17 

27  Oct 

87 

ER 

EC 

17 

5962 

Microcircuits,  Digital,  Advanced  Schottky  TTL,  S-BIT  Identity  Compototor 

Monolithic  Silicon  USER-SM  AS  CG  MC  REV-AR  MI  SH  OS  11  19  85  99  ES 

Mll-M.38510/347  (2) 

17 

06  Nov 

87 

ER 

EC 

17 

5962 

MIcrocifcuits.  Oigitol,  Bipolor,  Advanced  Schottky  TTL,  Bus  Transceivers  With 
fhree-stote  Outputs,  Monolithic  Silicon  USER-oM  AS  CG  mC  REV-AR  Ml  05 

SH  11  19  85  99  65 

MIL-M.38510/348A 

17 

10  Nov 

88 

ER 

EC 

17 

5962 

Microcircuits,  Digital,  Bipolar,  Advanced  Schottky  TTL,  Pority  Checker, 

Monolithic  Silicon  USER-SM  CG  MC  REV-AR  Ml  OS  SH  TD  11  19  85  99  ES 

MII.M.38510/349A  (2) 

17 

22  Oct 

87 

ER 

EC 

17 

5962 

Microcircuits,  Oigitol,  Advonced  Schotty  TTL,  Ouod  2-PORT  Registers, 

Coscodoble,  Monolilh'c  Silicon  USER-SM  AS  CG  MC  REV-AR  MI  OS  SH  11 

19  85  99  ES 

MIL-M-38510/350 

17 

24  Jun 

85 

ER 

EC 

17 

5962 

Microcircuits,  Digitol,  Bipolar,  Advonced  Schottky  TTL,  Nond  Buffers,  Monolithic 
Silicon  USER-SM  AS  CG  MC  REV-AR  Ml  OS  SH  11  19  85  99  ES 

MIL-M-38510/352 

17 

07  Aug 

87 

ER 

EC 

17  NA 

5962 

Microcircuits,  Oigitol,  low-power  Schottky  Ttl,  Flip-flops,  Monolithic  Silicon 
USER-SM  AS  CG  REV-AR  Ml  OS  SH  TO  1 1  99  85  19  ES 

MII-M.38510/331A  (I) 

17 

22  Jul 

86 

ER 

EC 

17 

5962 

Microcircuits,  Digital,  Bipolor,  Advonced  Schottky  Ttl,  Octal  Buffers,  Monolithic 
Silicon  USER-SM  MC  AS  CG  REV-AR  MI  SH  99  11  19  85  ES 

MIL-M.38510/332B 

17 

30  Oct 

87 

ER 

EC 

17 

5962 

Microcircuits,  Oigitol,  Til,  Data  Encoders,  Monolithic  Silicon  REV-MI  AR  SH  TD 

AS  CG  11  85  99  19  ES 

Ma-M.38510/156A 

17 

01  Mor 

85 

ER 

EC 

17 

5962 

Microcircuits,  Oigitol,  TTL,  Shift  Registers,  Monolithic  Silicon  (Inoctive  For  New 
Design  After  21  July  86)  USER-SM  MC  AS  CG  REV-AR  Ml  SH  85  99  11  19 

NA  ES 

MIL-V. 38510/ 1598 

17 

21  Jul 

86 

ER 

EC 

17 

5962 

Microcircuits,  Digitol,  Cmos,  Inverter,  Nond  Buffer  Driver,  Strobed  Hex 
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USER-AR  SM  CG  AS  SH  MC  REV-MI  99  85  19  11  ES 

MIL-M-38510/174A  (2) 

NA 

07  Nov 

86 

ER 

EC 

17  NA 

5962 

Microcircuits,  Digitotbipolor,  Til,  Mognilude  Comporotors,  Monolithic  Silicon 
USER-19  99  REV-AR  Ml  OS  SH  TO  11  99  85  ES 

MIL-M-38510/150C 

17 

07  Nov 

85 

ER 

17 

5962 

Microcircuits,  Oigitol,  Ttl,  Schmiit-trigger  Nond  Gates,  Monolithic  Silicon 

USER-SM  AS  MC  CG  19  REV-MI  AR  OS  ‘'.H  85  11  9?  19  ES 

M1L-M-38510/151A  (1) 

17 

20  Oct 

87 

ER 

EC 

17 

5962 

Microcircuits,  Digitol,  TTL,  Data  Decoders*^ demultiplexers.  Monolithic  Silicon 
(Inactive  For  New  Design  After  21  July  86)  USER-SM  AS  CG  MC  REV-MI 

AR  OS  SH  11  85  99  19  ES 

MIL-M-38510/152B 

17 

21  Jul 

86 

ER 

EC 

17 

5962 

Microcircuits,  Oigitol,  Advanced  Schottky  Ttl,  Nor  Gates,  Monolithic  Silicon 
USER-SM  MC  AS  CG  REV-AR  Ml  SH  85  19  99  11  ES 

MIL-/6.38510/333B 

17 

13  Nov 

87 

ER 

EC 

17 

5962 

AMcrocircuils,  Digitolbipolor,  Schottky  Ttl, end  Gates,  Monolithic  Silicon 

USER-SM  AS  CG  MC  REV-AR  MI  SH  TO  11  85  99  19  NA  ES 

M1L-M-38510/80D 

17 

08  Dec 

87 

ER 

EC 

17 

5962 

Microcircuits,  Digitol,  Schollky  TTL,  Lin*  Drivers  Monolithic  Silicon  USER-AS 

CG  MC  19  REV-AR  Ml  SH  11  99  ES 

MII-M-385IO/8IC 

17 

06  Nov 

87 

ER 

EC 

17 

5962 

Microcircuits,  Digital,  Bipolor,  Schottky  Ttl,  Mognilude  Compo  ofors,  Monolitudc 

MIL-M-385 10/828 

17 

30  Oct 

87 

ER 

EC 

17 

Comporotors,  Monolithic  USER*SM  AS  CG  MC  19  REV»MI  AR  SA  11  85  99 
ES 
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5962  Microctrcuits,  Di^itoL  32./68  Bit  SCHOTTKY,  Bipoloff  Progrommoblc  Reod«onl/ 
Memory  (Prom),  Monolithic  Silicon  REV»AR  MI  OS  SH  TD  11  19 
5962  Microcircuits,  Digitol,  256  Bit,  Schottk/,  Bipotor,  Progroromoote  Rood  Orsly 

Memory  (Prom),  Monolithic  Silicon  USER-SM  SH  AS  CC  MC  REV-MI  AR  11 
65  19  99  6S 

5962  Microcircuits,  Oigito),  Schotiky  Ttt,  576  Bit  Rondom  Access  Memory  (Ram), 
Monolithic  Silicon  Validated  Nov  88  REV-99  85  19  11  ES 
5962  Microcircuits,  Digitol,  8192  Bit  Schotiky  Bipolar  Programmable  Reod-only 

Memory  (Prom)  Monolithic  Silicon  USER-SM  MC  AS  CG  REV-AR  Ml  SH  11 
99  85  19  ES 

5962  Microcircuits,  Digital,  NMOS  16,384  Bit,  Electrically  Erasable  Progrommoble 
Reod  Only  Memory  (EEPROM)  Monolithic  Silicon 
5962  Microcircuits,  Oigitol,  NMOS,  16,384  Bit,  Electrically  Erosobte,  Progrommobte 
Reod-onlymemory  (Eeprom),  Monolithic  Silicon  USER-SM  AS  CG  MC 
5962  Microcircuits,  Digital,  Umos  8K  X  8  Bii,  Electrically  Erosoble,  Progrommobte 

Read-only  Memory  (Eeprom)  Monolithic  Silicon  USER-SH  AS  CG  MC  REV-AR 
MI  OS  85  99  11  19 

5962  Microcircuits,  DIG1TAL1024  Bit  Schottky,  Bipolar,  Progrommabie  Read-only 

Memory  (Prom),  Mc'olithic  Silicon  USER-AR  SM  SH  AS  CG  MC  REV-MI  19 
11  99  85  80  ES 

5962  Microcircuits,  Ltneor,  Vottage  Follower  Operotionol  Ampliner»  Monolithic  Silicon 
Validated  Apr  85  USER-AR  MC  CG  AS  19  REV-MI  AV  11  85  99  ES 
5962  Microcircuits,  Lineor,  8  Bit,  Digitol  To  Anolog  Converters,  Monolithic  Silicon 
USER-CG  MC  AS  19  REV-MI  AR  SH  99  85  1 1  NA 
5962  Microcircuits,  Linear,  Transistor  Arroys,  Monolithic  Silicon  USER-19  REV-80  11 
85 

5962  Microcircuits,  Linear,  Validated  Nov  88  USER-SM  AS  MC  CG  REV-MI  AR  SH 
99  85  11  19  NA  ES 

5962  Microcircuits,  Linear,  Voltogc  Regulotor,  Monolithic  Silicon  USER-19  REV-MI  AV 
1 1  99  ES 

5962  Microcircuits,  Lineor,  Bipolar,  Semicustom  (Cell  Arroy)  Devices,  Monolithic 
Silicon  USER-SM  AS  CG  MC  REV-AR  Ml  OS  SH  11  19  85  99  ES 
5962  Microcircuits,  Linear,  Voltage  Comparator  Monolithic  Silicon  USER-SM  AS  CG 
OS  SH  REV-aR  Ml  MC  1 1  19  35  99  ES 

5962  Microcircuits,  Linear,  lnstrumenta*'on  Amplifiers,  Monolithic  Silicon  USER-SM  AS 
CG  MC  REV-AR  Ml  OS  SH  11  19  85  99  ES 
5962  Microcircuits,  Lineor,  Microprocessor  Compatible  8-BIT  Digitol-lo-onolog 

Converter,  Monolithic  Silicon  USER-SM  AS  CO  MC  80  REV-AR  Ml  OS  SH 
11  19  85  99  ES 

5962  Microcircuits,  cmeor,  Progrommoble  Voltoge  References,  Monolithic  Silicon 
USER-SM  AS  MC  CG  REV-MI  AR  SH  99  85  19  11  ES 
5962  Microcircuits,  Linear,  Anotog-to-digitol  Converters  With  3-STATE  Buffered  10  Sit 
Outputs,  Monolithic  Silicon  USER-AR  SM  AS  CG  MC  REV-AR  Ml  OS  SH  11 
19  85  99  ES 

5962  Microcircuits,  linear,  Monolithic  &  Hybrid  Silicon,  Microprocessor  Compolibte, 

(2  Bit  Anolog-to-dlgitol  Converters  USER-SM  AS  CG  MC  REV-AR  Ml  05  SH 
11  19  85  99  ES  NA 

5962  Microcircuits,  Lmeor.precision  Voltage  Reiercnces,  Hybrid  Silicon  USER-SM  AS 
CG  MC  REV-AR  MI  OS  SH  19  85  99  ES 

5962  Microcircuits,  Linear,  Precision  Voltage  References,  Monolithic  Silicon  USER-SM 
AS  CG  MC  REV-AR  Ml  SH  99  11  19  85  ES 
5962  Microcircuts,  Digital,  Low  Power  Schottky  ITL,  Registers,  Coscodobie,  Monolithic 
Silicon  USER-SM  AS  CG  MC  REV-AR  Ml  OS  SH  11  19  85  99  ES 
5962  Microcircuts,  Digital  Bipofor,  Advanced,  Low  Power  Schottky  Ttl,  Flip  Flops, 
Monolithic  Silicon  USER-SM  AS  CG  REV-AR  Ml  OS  SH  TO  11  19  85  99 
5962  Microcuit  Digital  N  Chonnel,  Silicon  Gote  Monolithic  Direct  Memory  Access 
Controller  REV-99  85  19  11 

5962  Microcurcuits,  Digital,  Advonced  Low  Power  Schotiky  TTL,  Or  Gates,  Monolithic 
Silicon  Validated  Nov  88  R6V-6S  19  85  99 

5962  Microelectronic  Device  Ooto  Handbook  Validated  Feb  85  USER-ME  SH  REV-MI 
17  ES 

5962  Poromcler  To  Be  Controlled  For  The  Specification  Of  Microcircuits  Validated 
Feb  8i  USER-ME  CG  REV-MI  AR  OS  AS  85  11  10  01  ES 

5962  Test  Methods  &  Procedures  For  Microcircuit  Line  Ccrtificotion  USER-SM  AS  MC 
CG  REV-AR  Ml  OS  SH  19  11  99  85  ES 

5962  Test  Methods  Ano  Procedures  For  Microelectronics  USER-SM  AS  MC  CG 

REV-MI  AR  SH  O.S  19  11  99  ES 

5963  •V«ci-j<i«»wdc,  D*y-*5*,  Key  Cede  JHB .  .«• .. .. .« 

5963  Converter,  Anolog/DIGITAL,  Key  Code  QQO . . . . . 

5963  Design  Requirements  For  Stondard  Electronic  Modules  REV-AT  AV  AR  Ml  85  17 
19  13  ES 

5963  tnterfoce.  Microprocessor,  Key  Code  NGK  . . . . . . . . . . . 

5963  Memory,  Read  Only,  Digitol  . . . . . . . . . . . 

5963  Memory,  Reod  Only,  Progrommoble,  Digitol,  Key  Code  GYf  . . . 

5963  Module  Descriptions  For  The  Standord  Electronic  Modules  Progrom  REV-MI  AV 
AT  MC  SH  AS  19  17  13  ES 

5963  Module,  Electronic,  Stondard  Hordwore  Program  Logic  Converter,  Digitol  To 
Anolog,  Key  Code  D8C 

5963  Module,  Electronic,  Stondord  Hordwore  Program  Receiver,  fnterfoce,  Digitol, 

Key  Code  ODH 
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5963 

Modute,  Electronic,  Standard  Hardware  Progrom  Gote.  Inverter,  Oigitol,  Key 

MIL-M-28787/  156A 

SH 

08  Jun 

82 

SH 

L 

5963 

Code  DBE 

Module,  Electronic,  Stondord  Hordwore  Program  Goto,  Nond,  Orgitoi,  Key 

MIL-M-28787/157A 

SH 

08  Jon 

82 

SH 

L 

5963 

Code  DBr 

Module,  Electronic,  Stondord  Hardware  Program  Driver,  Lamp  Or  Reloy,  Oigitot, 

MIL-M.28/87/  152A  (1) 

SH 

15  Aug 

85 

SH 

L 

5963 

Key  Code  ABF 

Module,  Electronic.  Stondord  Hordwore  Progrom  Gate,  Excluiive  Or,  Digitol, 

M..M-2B787/I71A 

SH 

U  May  82 

SH 

1 

5963 

Key  Code  Ebb 

Module,  Electronic,  Standard  Hordwore  Progrom  Multiplexer,  Digitol,  Key  Code 
KHQ 

Module,  Electronic,  Stondord  Hordwore  Program  Encoder,  Priority,  Digitol,  Key 

MII-M-287B7/72B  (1) 

SH 

15  Feb 

85 

SH 

L 

5963 

MIL-M-28787/76A 

SH 

29  Aug 

83 

SH 

1 

5963 

Code  MbI 

Module,  Electronic,  Stondord  Hordwore  Program  Fiipdlop,  J*K,  Digitol,  Key 

MIL-M-28787/172A 

SH 

22  Jun 

82 

SH 

1 

5963 

Code  EBC 

Module,  Electronic,  Stondord  Hordwore  Progrom  Counter,  Up/down,  Binory, 

MIL-M‘2S787/30B 

SH 

19  Jon 

82 

SH 

L 

5963 

Digitol,  Key  Code  8BA  Vahdoted  Apr  83 

Module,  Electronic,  Standard  Hordwore  Program  Flip*fiop,  O-type,  Digital,  Key 

MIL-M-28787/32B 

SH 

15  Jun 

82 

SH 

1 

5963 

Code  KBR 

Module,  Electronic,  Stondord  Hordwore  Adder.  Discrete  Sum,  Digitol,  Key  Code 

Mil-M.28787/  175A 

SH 

27  Ocl 

82 

SH 

1 

5963 

FBG  Validated  Apr  83 

Module,  Electronic,  Stondord  Hordwore  Program  OsciHotor,  Crystal,  Digitol,  Key 

MII-M.2B787/235A 

SH 

27  Apr 

83 

SH 

L 

5963 

Code  Qvg 

Module,  Electronic,  Stondord  Hordwore  Program  Switch,  S/d  Multispeed, 

MII.M-28787/225B 

SH 

25  Oil 

83 

SH 

L 

5963 

Anolog,  Key  Code  HUH 

Module,  Electronic,  Stondord  Hardware  P'/'nrom  Multiplexer,  Digitol,  Key  Code 

MIL-M-28787/85A 

SH 

04  Jun 

82 

SH 

1 

5963 

BON  Validated  Apr  83 

Module,  Electronic,  Standard  Hordwore  Progrom  Filter,  Low  Poss,  Active, 

Mil  M.28787/218A 

SH 

15  Jun 

82 

SH 

L 

5963 

Analog,  Key  Code  EEE 

Module,  Electronic,  Standard  Hordwore  Program  Fuse,  Key  Code  Gzc. . . 

MII-M-2B767/209B 

SH 

12  Ocl 

83 

SH 

L 

5963 

Module,  Electronic,  Standard  Hordwore  Progrom  Amplilier,  Phase  Shift,  Anolog, 

MII-M-28787/221A 

SH 

08  Jun 

82 

SH 

1 

5963 

Key  Code  LEE 

Module,  Electronic,  Stondord  Hordwore  Progrom  Inductor,  Power,  Key  Code 

MII-M-28787/)37a 

SH 

14  May  82 

SH 

1 

5963 

Module,  Electronic,  Standard  Hordwore  Progrom  Multiplexer,  Digitol,  Key  Code 

Kdc 

Module,  Stand  ELECTRONIC  Encoder,  Fault  tsotoilon.  Key  Code  MFC  . . 

MIL-6\-28787/223a  (2) 

SH 

06  Jul 

83 

SH 

1 

5963 

MII-M-28787/3'14  (1) 

SH 

17  Jul 

84 

SH 

I 

5963 

Module,  Stondond  Electronic  Shill  Register,  Digitol,  Key  Code  PDM  . . . . 

MIL-M-28787/28A  (1) 

SH 

20  Sep 

83 

SH 

1 

5963 

Module,  Stondord  Electronic  Inverter,  Digital,  Key  Code  FDH  (Inocllve) . . 

MIL-M-28787/29B 

SH 

19  Jul 

82 

SH 

1 

5963 

Module,  Stondord  Electronic  Flip  Flop,  JK,  Digitol,  Key  Code  JDF  . . 

MIL.M-28787/224A  (3) 

SH 

28  Aug 

85 

SH 

1 

5953 

Module.  Stondord  Electronic  Converter,  Serial' porollel,  Digital,  Key  Code  EOF .. 

MIL-M-28787/214  (2) 

SH 

20  Sep 

83 

SH 

1 

5963 

Module,  Stondord  Electronic  Diode,  Poirs,  Digitol,  Key  Code  KOF . . 

MII-M-28787/49A  (2) 

SH 

21  Oct 

82 

SH 

1 

5963 

Module,  Stondord  Electronic  Receiver,  Tronslote,  Digitol,  Key  Code  MOQ . . 

MII.M.28787/518 

SH 

14  Dec 

82 

SH 

L 

5963 

Module,  Stondord  Electronic  Oscillotor,  Crystal  Oigitoh  Key  Code  Y6S  . . . 

MIL-M-28787/331A 

SH 

12  Ocl 

83 

SH 

L 

5963 

Module,  Stondord  Electronic  Flip  Flop,  JK,  Digitol,  Key  Code  OHK . . . 

MIL-M-28787/329 

SH 

17  Aug 

83 

SH 

1 

5963 

Module,  Stondord  Electronic  Interfoce,  Microprocessor,  Key  Code  NBQ . . . 

MIL.M-28787/336 

SH 

31  Jon 

83 

SH 

L 

5963 

Module,  Stondord  Electronic  Converter,  $/d.  Key  Code  JWP. . . . . . 

MII-M-28787/337A 

SH 

06  Moy  85 

SH 

1 

5963 

Module,  Stondord  Electronic  Encoder,  Priority,  Key  Code . . 

Mll-M-28787/338  ()) 

SH 

22  Aug 

86 

SH 

L 

5963 

Module,  Stondord  Electronic  Microprocessor  Module,  Key  Code  Mho .  . 

MII-M-28787/394 

SH 

13  Jon 

86 

SH 

L 

5963 

Module,  Standard  Electronic  Decoder,  Digitol,  Key  Code  MFP . . . 

MII-M-28787/332 

SH 

21  Jul 

83 

SH 

1 

5963 

Module,  Stondord  Electronic  Interface  Bus,  Key  Code  PHP  . . . . . . . . 

MIL-M-28787/341 

SH 

25  Oct 

82 

SH 

L 

5963 

Module,  Standard  Electronic  Relay,  Lotching,  Key  Code  MFD........ . . . . 

MIL-M-28787/343  (2) 

SH 

17  Jon 

86 

SH 

L 

5963 

Module,  Standard  Electronic  Shift  Register,  Digitol,  Key  Code  JDJ . . . 

MIL-M.28787/33B  (2) 

SH 

05  Jul 

83 

SH 

L 

5963 

Module,  Standard  Electronic  Multivbrator,  Monostable,  Digitol,  Key  Code  JBN  .. 

MII-M-28787/34B  (1) 

SH 

24  Apr 

84 

SH 

L 

5963 

Module,  Stondord  Electronic  Comporotor,  Mognitude,  Digitol,  Key  Code  JBK  .... 

MII-M-28787/42B  (1) 

SH 

20  Sep 

83 

SH 

L 

5963 

Module,  Standard  Electronic  Latch,  Digital,  Key  Code  GBL . . . 

Mll’M-28787/44B  (1) 

SH 

15  Feb 

85 

SH 

1 

5963 

Module,  Stondord  Electronic  Counter,  Binary  Coded  Decimal,  Digitol,  Key  Code 

MIL-M-28787/ 458  (1) 

SH 

06  Sep 

83 

SH 

L 

5963 

ZBZ 

Module,  Stondord  Electronic  Counter,  Binary,  Digital,  Key  Code  ZBY  (Inactive) .. 

MIL-M-28787/46C  (1) 

SH 

06  Sep 

83 

SH 

L 

5963 

Module,  Stondord  Electronic  Buffer,  Three  Stole,  Digitol,  Key  Code  8BB . 

MIL-M-28787/47B  (1) 

SH 

29  Dee 

82 

SH 

L 

5963 

Module,  Stondord  Electronic  Adder,  Digital,  Key  Code  KBC  Validated  Apr  63 .... 

MIL-M-28787/39B 

SH 

14  Dec 

82 

SH 

L 

5963 

Module,  Stondord  Electronic  Multiplexer,  Digitol,  Key  Code  KBL . . . . . 

MIL-M-28787/40B 

SH 

03  Jun 

82 

SH 

L 

5963 

Module,  Standard  Electronic  Program  Control  Unit,  Key  Code  MJC . 

MIL-M-28787/308A  (2) 

SH 

11  Feb 

86 

SH 

L 

5963 

Module,  Stondord  Electronic  Driver,  Tronslotor,  Digital.  Key  Code  DIB  . . 

MIL-M-28787/312  (1) 

SH 

18  Apr 

83 

SH 

L 

5963 

Module,  Stondord  Electronic  Receiver,  Tronslotor,  Digitol,  Key  Code  OLC..... . 

MIL-M-28787/313A 

SH 

27  Apr 

83 

SH 

1 

5963 

Module,  Stondord  Electronic  Multiplexer,  Digitol,  Key  Code  FRC  . . . . . . . 

MIL-M-28787/314 

SH 

13  Jul 

84 

SH 

L 

5963 

Module,  Stondord  Electronic  Flip  Flop,  JK,  Digital,  Key  Code  FRc . . 

MIL-M-28787  7315 

SH 

21  Ocl 

82 

SH 

L 

5963 

Module,  Stondord  Electronic  Memory,  Read  Only,  Digitol . . . 

MIL-M-28787/316A 

SH 

20  Jon 

84 

SH 

1 

5963 

Module,  Stondord  Electronic  Register,  Digitol,  Key  Code  PJB  . . . . . 

MIL-M-28787/317A 

SH 

27  Apr 

83 

SH 

1 

5963 

Module,  Stondord  Electronic  Resistor,  Anolog,  Key  Code  GRB . . . . 

MIL-M-28787/318A  (1) 

SH 

03  Nov 

82 

SH 

1 

Modul*,  .Stortdo'd  B’"C'y,  D’g'tcf,  Key  Cod?  NZC  . . 

MIL  .V.  22787 ‘'3I9A  (I) 

SH 

14  Feb 

SH 

L 

5963 

Module,  Stondord  Electronic  Switch,  Crosspoini,  Key  Code  IZN . . . 

MIL-M-28787 /320B  (1) 

SH 

01  Moy  85 

SH 

1 

5963 

Module,  Stondord  Electronic  Multiplexer,  Analog,  Key  Code  RRB........................ 

MIL-M-28787/321A 

SH 

14  Mar 

85 

SH 

i 

5963 

Module,  Stondord  Electronic  Converter,  D/o,  Key  Code  OBK  . . . 

MIL-M-28787/322A  (1) 

SH 

25  Sep 

85 

SH 

1 

5963 

Module,  Stondord  Electronic  Amplifier,  Opcrotionol,  Anolog,  Key  Code  OAA 

MIL-M-28787/309A 

SH 

21  Jul 

82 

SH 

1 

5963 

Module,  Stondord  Electronic  Multiplexer,  Anolog,  Key  Code  NGP . . . . 

MIL-M-28787/324 

SH 

09  Nov 

83 

SH 

L 

5963 

Module,  Stondord  Electronic  Multiplexer,  Analog,  Key  Code  NOD... . . 

MIL-M-28787/325 

SH 

12  Ocl 

83 

SH 

L 

5963 

Module,  Stondord  Electronic  Nond  Schmitt,  Digital,  Key  Code  JQM  .................. 

MIL-M-28787/222A 

SH 

20  Sep 

83 

SH 

L 

L 

5963 

5963 

Module,  Stondord  Electronic  Regulator,  Negolive,  Power,  Key  Code  Arn  ............ 

Module.  Stondord  Electronic  Resistor,  Pollup,  Power,  Key  Code  AOl  .................. 

MIL-M-28787/ 1928  (2) 
MIL.M-28787/2I6B 

SH 

SH 

18  Apr 
13  Mor 

83 

86 

SH 

SH 

L 

5963 

Module,  Stondord  Electronic  Memory,  Random  Access.  Digitol,  Key  Code  SYT.... 

MIL-M-28787/  193A  (4) 

SH 

02  Aug 

85 

SH 

L 

5963 

Module,  Stondord  Electronic  Generotor,  Function,  Digital,  Key  Code  UHX  . . . 

MIL-M-28787/ 194A  (1) 

SH 

26  Apr 

85 

SH 

L 

5963 

Module,  Stondord  Electronic  line  Receiver,  Digitol,  Key  Code  Bdm....... . . 

MIL-M-28787/196A  (1) 

SH 

14  Jon 

85 

SH 

L 

5963 

Module,  Stondord  Electronic  Inverter,  Digital,  Key  Code  Ebd . . 

MIL-M-78787/I97A  (2) 

SH 

18  Feb 

86 

SH 

586 
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L 

5963 

Module,  Stor.dord  Electronic  Generotor,  Function,  MSB,  Analog,  Key  Code  SHY 

MIL  M-28787/186B  (1) 

SH 

20  Sep 

83 

SH 

L 

5963 

Module,  Stondord  Electronic  Driver,  Anolog,  Key  Code  Mad  . . . . . 

MIL-M-28787/202B 

SH 

31  Jul 

86 

SH 

1 

5963 

Module,  Stondord  Electronic  Netv/ork,  Resistor,  Power,  Key  Code  Rum 

Validated  Jon  36 

MII-M.287B7/204A 

SH 

05  Feb 

80 

SH 

L 

5963 

Module,  Standard  Electronic  Copacitor,  Progrommobte,  Anolog,  Key  Code  OGD 

MIL-M-28787/179B 

SH 

12  Ocl 

83 

SH 

L 

5963 

Module,  Stondord  Electronic  Network,  Resistor,  Programmable,  Arsolog,  Key 

Code  GGG 

MIL-M-28787/180A  (1) 

SH 

03  Dec 

82 

SH 

1 

5963 

Module,  Stondord  Electronic  Demultiplexer,  Analog,  Key  Code  VGS  .................. 

MIL-M-28787/182A 

SH 

12  Ocl 

83 

SH 

i 

5963 

Module,  Stondord  Electronic  Switch,  Anolog,  Anolog,  Key  Code  Z$W.... . 

Mll-M-28787/)83A  (1) 

SH 

18  Apr 

83 

SH 

L 

5963 

Module,  Stondord  Electronic  Amplifier,  Power,  Analog,  Key  Code  SES.. . 

Ma-M.28787/184B 

SH 

21  Jul 

81 

SH 

1 

5963 

Module,  Stondord  Electronic  Processor,  Error,  S/d,  Analog,  Key  Code  Sh,*. . . 

MIL.M-28787/189C 

SH 

21  Nov 

80 

SH 

L 

5963 

Module,  Stondord  Electronic  Tronsformer,  Scolt*T,  Anolog,  Key  Code  PIE. . 

MIL-M-28787/226A  (1) 

SH 

03  Nov 

82 

SH 

L 

5963 

Module,  Stondord  Electronic  Buffer  Limiter,  Anolog,  Key  Code  Boc  . . 

MII-M.28787/190A 

SH 

12  Nov 

80 

SH 

L 

5963 

Module,  Standard  Electronic  Transformer,  Resolver,  Analog,  Key  Code  PTk  . . 

MIL  M-28787/227A  (2) 

SH 

08  Sep 

81 

SH 

L 

5963 

Module,  Stondord  Electronic  Driver,  Differcntiol  Lino,  Digitof,  Key  Code  KDM .... 

MIL-M-28787/55B  (2) 

SH 

17  Apr 

85 

SH 

L 

5963 

Module,  Stondord  Electronic  Integrotor,  S/0,  Anolog,  Key  Code  PEG . 

MIL-M.28787/228A  (3) 

SH 

02  Aug 

85 

SH 

L 

5963 

Module,  Standard  Electronic  Switch,  Analog,  Analog,  Key  Code  TTY. . . 

MIL-M-28787/57A  (3) 

SH 

03  Jun 

85 

SH 

L 

5963 

Module,  Stondord  Electronic  Counter,  Binary  Coded  Decimol,  Digital,  Key  Code 

MII-M-28787/58C 

SH 

03  Aug 

83 

SH 

L 

5963 

ADK 

Module,  Stondord  Electronic  Multiplexer,  Digital,  Key  Code  JHO . 

MIL-M-28787/67B 

SH 

01  Jun 

82 

SH 

1 

5963 

Module,  Standard  Electronic  Gote,  Nond,  Digital,  Key  Code  LHH  . 

MIL-M-28787/68A 

SH 

12  Ocl 

83 

SH 

1 

5963 

Module,  Stondord  Electronic  Flip  flop,  0  Type,  Digital,  Key  Code  KHR . 

MIL-M.2S787/69A  (1) 

SH 

28  Dec 

82 

SH 

L 

5963 

Module,  Stondord  Electronic  Amplifier,  Summing,  Anolog,  Key  Code  BED  . 

MIL-M-28787/205A  (2) 

SH 

29  Sep 

82 

SH 

L 

5963 

Module,  Standard  Electric  Driver,  Lomp/reloy,  Oigitol,  Key  Code  Fqb  . . 

M1L-M.28787/206A 

SH 

23  Aug 

83 

SH 

L 

5963 

Module,  Stondord  Electronic  Test  Point,  Isolated,  Miscellaneous,  Key  Code  FZJ .. 

MII-M-28787/211A  (1) 

SH 

28  Jon 

85 

SH 

L 

5963 

Module,  Standard  Electronic  Standard  Senol  Output,  Dtgitol,  Key  Code  DQD.... 

MII.M-28787/212A 

SH 

24  Jun 

82 

SH 

1 

5963 

Module,  Standard  Electronic  Amplifier,  Power,  Anolog,  Key  Code  Hee . . . 

MII-M-2B7B7/219A  (2) 

SH 

18  Feb 

81 

SH 

1 

5963 

Module,  Standard  Electronic  Modulotor,  Synchronous.onotog,  Key  Code  KAD 
Validated  Apr  83 

MIL-M-287B7/220A 

SH 

24  Jun 

82 

SH 

L 

5963 

Module,  Stondord  Electronic  Counter,  Binary,  Digitol,  Key  Code  Fho . . 

MII-M.28787/70B 

SH 

02  Aug 

83 

SH 

L 

5963 

Module,  Standard  Electronic  Shift  Register,  Digitol,  Key  Code  CHF  . . . . . . 

MII-M-28787/71C  (3) 

SH 

16  Jon 

86 

SH 

L 

5963 

Module,  Stondord  Electronic  Gote,  And  Digital,  Key  Code  DOJ . 

MIL-M-287B7/244A 

SH 

12  Oct 

83 

SH 

L 

5963 

Module,  Standard  Electronic  Amplifier,  AGC,  Analog,  Key  Code  DPA  . . . 

MIL-M-28787/245A 

SH 

30  Nov 

83 

SH 

L 

5963 

Module,  Stondord  Electronic  Opticol  Isolotor,  Digitol,  Key  Code  Mum . 

MIL.M-28787/246B 

SH 

16  Apr 

86 

SH 

1 

5963 

Module,  Stondord  Electronic  Receiver,  Intcrfcce,  Digitol,  Key  Code'iHK . . . 

MIL-M.28787/73A 

SH 

27  Apr 

83 

SH 

L 

5963 

Module,  Stondord  Electronic  Gate,  Nond,  Oigitol,  Key  Code  LHP . . 

MII-M-28787/75A 

SH 

17  Aug 

83 

SH 

1 

5963 

Module,  Stondord  Electronic  Comparator,  Anolog,  Key  Code  CFA  . . . 

MIL.M.28787/62C  (3) 

SH 

17  Jul 

84 

SH 

1 

5963 

Module,  Stondord  Electronic  Gote,  And  Or  Invert,  Oigitol,  Key  Code  IHJ  .......... 

MIL-M-28787/64A  (2) 

SH 

14  Aug 

84 

SH 

1 

5963 

Module,  Stondord  Electronic  Decoder,  Digital,  Key  Code  AHA . 

MIL-M.28787/65A  ()) 

SH 

20  Dec 

83 

SH 

1 

5963 

Module,  Stondord  Electronic  Comporotor,  Anolog,  Key  Code  GEE . . . 

MII.M-28787/231A 

SH 

12  Oei 

83 

SH 

L 

5963 

Module,  Stondord  Electronic  Driver,  NTDS  Slow,  Digitol,  Key  Code  OBQ . . 

MIL-M-287B7/239A  (1) 

SH 

12  Dec 

83 

SH 

i. 

5963 

Module,  Stondord  Electronic  Tronsformer,  Signet,  Anolog.  Key  Code  CGR . 

MIL-M.28787/240A  (2) 

SH 

25  Apr 

85 

SH 

5963 

Module,  Stondord  Electronic  Arithmetic  Logic  Unit,  Digitol,  Key  Code  FBA . . 

MIL-M-28787/174A  (2) 

SH 

05  Aug 

83 

SH 

1 

5963 

Module,  Stondord  Electronic  Counter,  Up/down,  Binory,  Digitol,  Key  Code  BBJ.. 

MIL-M-28787/166B  (1) 

SH 

24  Sep 

85 

SH 

L 

5963 

Module,  Stondord  Electronic  Memory,  Rood  Only,  Progrommobte,  Digitol,  Key 
Code  GYC 

MIL  M-28787/168A  (2) 

SH 

23  Sep 

83 

SH 

L 

5963 

Module,  Stondord  Electronic  Driver,  Interfoce,  Ntds  (Anew),  Key  Code  Qdr 
Validated  May  85 

MlL-M.28787/241 

SH 

11  Moy  79 

SH 

1 

5963 

Module,  Stondord  Electronic  Receiver,  Interfoce,  NTDS  (Anew),  Digitol,  Key 

Code  OOF 

MII-M-28787/242A 

SH 

14  Moy  82 

SH 

L 

5963 

Module,  Stondord  Electronic  Amplifier,  Clipper,  Anolog,  Key  Code  F8E 

Validated  May  85 

M1L-M.28787/233B 

SH 

1 1  Jun 

79 

SH 

1 

5963 

Module,  Standard  Electronics  Oscillotor,  Crystal,  UK^itol,  Key  Code  GVQ . 

MIL-M-28787/234A  (1) 

SH 

25  May  82 

SH 

L 

5963 

Module,  Stondord  Electronic  Gote,  Nor,  Key  Code  AME  . . 

MII-M-28787/249A 

SH 

(D  Aug 

83 

SH 

L 

5963 

Module,  Stondord  Electric  Microprocessor,  Digitol  Key  Code  HRH  . . 

MII-M.28787/237A  (1) 

SH 

03  Jun 

85 

SH 

1 

5963 

Module,  Stondord  Electronic  Lotch,  Digitol,  Key  Code  AMG . . 

MIL-M-28787/251  (2) 

SH 

25  Ocl 

85 

SH 

L 

5963 

Module,  Stondord  Electronic  Gote,  &  Or  Invert,  Digital,  Key  Code  AMH ............ 

MIL-M.28787/252  (1) 

SH 

16  Aug 

83 

SH 

1 

5963 

Module,  Standard  Elecltronic  Gote,  Nond,  Digitol,  Key  Code  DBG . 

MII.M.28787/158A  (1) 

SH 

11  Apr 

83 

SH 

L 

5963 

Module,  Stondord  Electronic  Gate  Nond,  Power,  Digitol,  Key  Code  CDS . . . 

MIL-M.28787/)20B  (1) 

SH 

06  Sep 

83 

SH 

L 

5963 

Module,  Stondord  Electronic  Extender,  Test  Po'nt,  &  Resistor,  Miscelloneous, 

Key  Code  FLA 

MIL.M.28787'125A  (I) 

SH 

14  Nov 

83 

SH 

L 

5963 

Module,  Stondord  Electronic  Comporotor,  Magnitude,  Digitol,  Key  Code  JDB  .... 

MIL-M-28787/142B 

SH 

19  Jon 

83 

SH 

1 

5963 

Module,  Stondord  Electronic  Flip  Flop,  JK,  Digitol,  Key  Code  G88.............. . . 

MIL-M.28787/143B 

SH 

19  Jon 

83 

SH 

1. 

5963 

Module,  Standard  Electronic  Oscillator,  Digitol,  Key  Code  HVA  Validated  Jon 

86 

Module,  Stondord  Electronic  Multivibrotor,  Monostobic,  Digitol,  Key  Code  CDD 
(Inoctivc) 

MILM-28787/147A 

SH 

23  Jon 

80 

SH 

L 

5963 

M1L-M-28787/121B 

SH 

07  Sep 

82 

SH 

t 

5963 

Module,  Stondord  Electronic  Multivibrotor,  Monostoble,  Digitol,  Key  Code  CDE 
(Inoctive) 

MIL  M-28787/122B  (1) 

SH 

17  Jun 

86 

SH 

Modot*  Stondord  Electronic  Flm  Flop.  JK,  Oioitol,  Kev  Code  ADH  .................... 

MII-M.28787/123A  (1) 

SH 

28  Dec 

82 

SH 

L 

5963 

Module,  Stondord  Electronic  Ccpccitor,  Digital,  Key  Code  FIE  . . 

MIL-M.28787/I27D  (I) 

SH 

04  Jun 

84 

SH 

1. 

5963 

Module,  Stondord  Electronic  Transformer,  Anolog,  Key  Code  Ctr . . . . 

MIL.M.28787/128B  (1) 

SH 

06  Oct 

83 

SH 

t 

5963 

Module,  Standard  Electronic  isolation  Module,  Digitol,  Key  Code  EMF . 

MIL-M-28787/)29A  (1) 

SH 

14  Nov 

83 

SH 

L 

5963 

Module,  Stondord  Electronic  Network,  Miscelloneous,  Power,  Key  Code  QPl . 

MII-M.28787/130A  (1) 

SH 

30  Nov 

83 

SH 

L 

5963 

Module,  Stondord  Electronic  Oscillotor,  Squore  Wove,  Anolog,  Key  Code  MVJ.. 

MIL-M.28787/132A  (1) 

SH 

14  Nov 

83 

SH 

1 

5963 

Module,  Stondord  Electronic  Reloy,  4PDT,  Anolog,  Key  Code  Nrn . 

M1L-M.28787/133B  (2) 

SH 

15  Aug 

85 

CH 

L 

5963 

Module,  Standard  Electronic  Inductor,  1.5  Ampere,  Pvwer,  Key  Code  Qpm . . 

MIL-M.28787/'135A  (1) 

SH 

13  Nov 

81 

SH 

L 

5963 

Module,  Stondord  Electric  Tronsformer,  Key  Code  RPN. . . . . 

MII-M-28787/136A  {!) 

SH 

11  Apr 

83 

SH 

1 

5963 

Module,  Stondord  Electric  Gote,  Nond,  Digital,  Key  Code  D8H  . . 

MII.M-28787/159A 

SH 

04  Jun 

82 

SH 

L 

5963 

Module,  Stondord  Electronic  Terminator,  Resister  Copoertor,  iincor.  Key  Code 

JBD 

Module,  Stondord  Electronic  Receiver,  INTERFACE,  Digitol,  Key  Code  Jdk . . 

MIL-M-28787/14B 

SH 

28  Jan 

85 

SH 

1 

5963 

MIL-M*28787/16A  (1) 

SH 

01  Nov 

82 

SH 

1 

5963 

Module,  Standard  Electronic  Goto,  And  OR  Invert,  Oigitol,  Key  Code  LDJ.......... 

MILM.28787/17A  (2) 

SH 

n  Dec 

85 

SH 

587 
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1 

5963 

Module,  Standard  Electronic  Muttiplcxer,  Digital,  Key  Code  BDL  . . . 

M'L-M-28787/5B  (1) 

SH 

01  Nov 

82 

SH 

1 

5963 

Module,  Standard  Electronic  Adder,  Oigitol,  Key  Code  KDL  . 

MIL.M.28787/1IA  (2) 

SH 

01  Nov 

82 

SH 

1 

5963 

Module,  Stondord  Electronic  Arithmetic  logic  Unit,  Oigitol,  Key  Code 

MIL-M.28787/  128 

SH 

12  Mor 

86 

SH 

1 

5963 

Module,  Standard  Electronic  Flip  Flop,  JK,  Digital,  Key  Code  GDE  (inoctive) . 

MU-M-28787/2B 

SH 

19  Jul 

82 

SH 

L 

5963 

Module,  Stondord  Electronic  Cole,  Wond,  Digitol,  Key  Code  ION . . 

MIL-M-28787/  V9B 

SH 

21  Apr 

83 

SH 

1 

5963 

Module,  Stondord  Electronic  Inverter,  Oigtiol,  Key  Code  LOC  . . . . 

MII.M-28787/20A  (2) 

SH 

06  Mor 

86 

SH 

1 

5963 

Module,  Stondord  Electronic  Gate,  Nond,  Digiial,  Key  Code  WOU  . . . 

MIL.M.28787/21B  (1) 

SH 

21  Jon 

86 

SH 

1 

5963 

Module,  Stondord  Electronic  Decoder,  Bmory,  Oigitol,  Key  Code  GDN  . . 

MII-M.28787/7C  (3) 

SH 

11  Dec 

85 

SH 

1 

5963 

Module,  Stondord  Electronic  Regitter,  Shift,  Oigitol,  Key  Code  EBH  (Inoctive) .... 

Mll-M-28787/  160A  (1) 

SH 

07  Ocl 

85 

SH 

1 

5963 

Module,  Standard  Electronic  Register,  Progrommobte.  Digital,  Key  Code 
(Inoctive) 

Ma-M.28787  1768 

SH 

16  Moy  84 

SH 

1 

5963 

Module,  Stondord  Electronic  Relay,  Power,  Key  Code  Ern. ..................... .............. 

MII-M.28787/86A  (3) 

SH 

29  Nov 

83 

SH 

L 

5963 

Module,  Stondord  Electronic  Regulator,  Positive,  Power,  Key  Code  ARM ............ 

Ma-M.2e787'87B  (2) 

SH 

09  Sep 

82 

SH 

1 

5963 

Module,  Stondord  Electronic  Multtlplexer,  Anolog,  Key  Code  SEX  . . 

MIL-M.28787 /88a  (2) 

SH 

25  Jon 

85 

SH 

L 

5963 

Module,  Stondord  Electronic  Driver,  Interfoce,  Oigitol.  Key  Code  MOL  . . 

MU-M-28737/1098 

SH 

04  Feb 

83 

SH 

L 

5963 

Module,  Standard  Electronic  Gote,  Nond,  Oigitol,  Key  Code  BOB  . . . . 

MIL-M.28787/115A  (1) 

SH 

20  Ocl 

83 

SH 

L 

5963 

Module,  Stondord  Electronic  Gote,  Nond,  Digitol,  Key  Code  6DC  . . . . . 

MII-M.28787/116A  (1) 

SH 

14  Nov 

83 

SH 

L 

5963 

Module,  Stondord  Electronic  Multivibrotor,  Monostoble,  Digitol,  Key  Code  BDD 

Ma-M-28787/117A 

SH 

04  Jun 

82 

SH 

L 

5963 

Module,  Stondord  Electronic  Multivibrator,  Monostoble,  Digitol,  Key  Code  BDE 
(Inoctive) 

Ma-M-28787/118B 

SH 

31  Aug 

82 

SH 

L 

5963 

Module,  Standard  Electronic  Encoder,  Portly,  Digitol,  Key  Code  MHK  . . . 

MII-M-28787/77A  (1) 

SH 

30  Ocl 

84 

SH 

1 

5963 

Module,  Standard  Electronic  Multiplexer,  Digital,  Key  Code  AHD . . . 

Ma.M-28787/78A  (1) 

SH 

03  May  83 

SH 

L 

5963 

Module.  Stondord  Electronic  Logic  Unit,  Arithmetic,  Digital,  Key  Code  RDH........ 

Ma-M-28787/79A  (2) 

SH 

14  Nov 

83 

SH 

1 

5963 

Module,  Standard  Electronic  Memory,  Rondom  Access,  Digitol,  Key  Code  BYF.... 

Ma-M-28787/80A 

SH 

12  Ocl 

83 

SH 

1 

5963 

Module,  Standard  Electronic  Switch,  Analog,  Key  Code  FAG. . . . . . . . 

Ma-M-28787/113A  (2) 

SH 

25  Nov 

83 

SH 

1 

5963 

Module,  Stondord  Electronic  Inverter,  Oigitol,  Key  Code  RBG..... . . . . 

Ma-M-28787/82A  (1) 

SH 

14  Nov 

83 

SH 

L 

5963 

Module,  Standard  Electronic  Gate,  Nond,  Digital,  Key  Code  RBP.. . . . . 

Ma-M.28787/83B 

SH 

31  Jon 

83 

SH 

1 

5963 

Module,  Stondord  Electronic  Shift  Register,  Oigitol,  Key  Code  C6F  . . . 

MII.M-287S7/84A 

SH 

16  Jul 

82 

SH 

L 

5963 

Module,  Standard  Electronic  Terminotor.  Interface,  Oigitol,  Key  Code  MDN  ....... 

Ma-M.28787/ lllA  (2) 

SH 

14  Feb 

86 

SH 

L 

5963 

Module,  Standard  Electrorkic  Gate,  And  Or  Invert,  Digital,  Key  Code  EBA . 

Ma-M.28787/ 170A 

SH 

01  Jun 

82 

SH 

1 

5963 

Module,  Stondord  Electronic  Counter,  Binory/bCO,  Digital,  Key  Code  BMG........ 

Ma.M-28787/275A 

SH 

10  Nov 

83 

SH 

L 

5963 

Module,  Stondord  Electronic  Shift  Register,  Oigitol,  K  Code  EMt . . . 

MIL-M-28787/277  (1) 

SH 

30  Ocl 

84 

SH 

1 

5963 

Module,  Stondord,  Electronic  Gate,  Nond,  Digital.  Key  Code  DMA  . . 

Ma.M-28787/253  (1) 

SH 

18  Apr 

83 

SH 

1 

5963 

Module,  Stondord  Electronic  Gate,  Nond,  Oigitol,  Key  Code  BMB . . 

Ma-M-28787/254  (1) 

SH 

12  Moy 

83 

SH 

L 

5963 

Module,  Stondord  Electronic  Gote,  Exclusive  Or,  Digital,  Key  Code  BMC.... . . 

Ma-M-28787/25S  (1) 

SH 

06  Jul 

83 

SH 

1 

5963 

Module,  Standard  Electronic  Driver,  lomp/rcloy,  Digitol,  Key  Code  Fqd . . . 

Ma-M-28787/278A 

SH 

03  Moy  84 

SH 

1 

5963 

Module,  Stondord  Electronic  Counter,  Binary,  Digital,  Key  Code  FEA... . . 

Ma-M-28787/295A  (1) 

SH 

03  Moy  83 

SH 

L 

5963 

Module.  Stondord  Electronic  Clock,  Microprocessor,  Oigitol,  Key  Code  JRH ........ 

MII-M-28787/288A  (3) 

SH 

27  Apr 

83 

SH 

1 

5963 

Module,  Stondord  Electronic  Decoder,  Digital,  Key  Code  AFA . . 

Ma-M-28787/291A 

SH 

25  Ocl 

82 

SH 

1 

5963 

Module,  Stondord  Electronic  Counter,  Up/down,  Binory,  Oigitol,  Key  Code  6HA 

Ma-M-28787/292A  (2) 

SH 

29  Feb 

84 

SH 

L 

5963 

Module,  Stondord  Electronic  Gote,  Nond,  Oigitol,  Key  Code  CHH  . . . 

Ma-M.28787/293  (1) 

SH 

08  Jul 

83 

SH 

L 

5963 

Module,  Stondord  Electronic  Inverter,  Digitol,  Key  Code  RHG  . . . 

Ma-M.28787/298A  (1) 

SH 

14  Feb 

86 

SH 

1 

5963 

Module,  Stondord  Electronic  Comporotor,  Mognitude,  Digitol,  Key  Code  HFB  .... 

Ma-M.28787/300A 

SH 

21  Jul 

83 

SH 

1 

5963 

Module,  Stondord  Electronic  Microprocessor,  Key  Code  ERD  . . 

MII.M-28787/301A  (2) 

SH 

07  Moy  85 

SH 

1 

5963 

Module,  Standard  Electronic  Memory,  Random  Access,  Key  Code  ZJS . . . 

Ma-M-28787/302A  (3) 

SH 

11  Mor 

85 

SH 

1 

5963 

Module,  Standard  Electronic  Memory,  Random  Access,  Key  Code  ZJT . . 

Ma.M-28787/303A  (1) 

SH 

08  Jul 

83 

SH 

L 

5963 

Module,  Stondord  Electronic  Microprogrom  Controller,  Key  Code  ZJU  ................ 

Ma-M.28787/304A  (3) 

SH 

13  Jul 

83 

SH 

1 

5963 

Module,  Stondord  Electronic  Controller,  Interrupt,  Digitol,  Key  Code  ZJX . . 

Ma-M-28787/305A  (1) 

SH 

08  Jul 

83 

SH 

L 

5963 

Module,  Standard  Elecironic  Microprocessor,  Key  Code  MJA . . . . 

Ma.M-28787/306A  (2) 

SH 

13  Jul 

83 

SH 

L 

5963 

Module,  Standard  Electronic  Flip  Flop,  D  Type,  Oigitol,  Key  Code  BMD.. . . 

Ma-M-28787/256  (1) 

SH 

06  Jul 

83 

SH 

1 

5963 

Module,  Standard  Electronic  Amplifier,  Differential,  Anolog,  Key  Code  FGH . 

Ma-M.28787/269A 

SH 

30  Aug 

82 

SH 

1 

5963 

Module,  Standard  Electronic  Rcloy,  Anolog,  Key  Code  ZRX  . . . . 

Ma.M-28787/270  (2) 

SH 

30  Oct 

84 

SH 

L 

5963 

Module,  Stondord  Electronic  Converter,  Binary/BCD,  Digital,  Key  Code  ROB . 

Ma-M-28787/271A 

SH 

12  Ocl 

83 

SH 

L 

5963 

Module,  Stondord  Electronic  Converter,  BCD/BINARY,  Digital,  Key  Code  ZEZ.... 

Ma-M-28787/272A  (1) 

SH 

20  Dec 

83 

SH 

L 

5963 

Module,  Standard  Electronic  Memory,  Read  Only,  Digital. . .  . . . 

Ma-M-28787/265A  (2) 

SH 

23  Sep 

83 

SH 

L 

5963 

Module,  Stondord  Electronic  Decoder,  BCD  To  OeCimol,  Oigitof,  Key  Code  BMH 

Ma.M-28787/258A  (I) 

SH 

13  Jul 

83 

SH 

1 

5963 

Module,  Standard  Electronic  Gate,  Nor,  Oigitol,  Key  Code  EMJ  . . . . 

Ma-M-28787/259  (2) 

SH 

16  Sep 

85 

SH 

L 

5963 

Module,  Standard  Electronic  Goto,  Nond,  Digital,  Key  Code  EMK  . . . . . 

Ma-M-2S787/260  (1) 

SH 

06  Jul 

83 

SH 

L 

5963 

Module.  Stondord  Electronic  Gate,  Inverter,  Digital,  Key  Code  EMM . . . 

Ma.M-28787/261  (1) 

SH 

06  Jul 

83 

SH 

L 

5963 

Module,  Stondord  Electronic  Inverter,  Buffer,  Digital,  Key  Code  EMN. . . . 

Ma-M-28787/262  (2) 

SH 

31  Jul 

86 

SH 

1 

5963 

Module,  Stondord  Electronic  Gate,  NOR,  Digitol,  Key  Code  EMP  . . . 

Ma-M-28787/263  (1) 

SH 

13  Jul 

83 

SH 

5963 

Module,  Stondord  Electronic  Buffer,  Three-state,  Digital,  Key  Code  YBZ  REV.AT 

AV  AS  MC  SH  13  17  19  £S 

Ma-M-28787/267B 

SH 

20  Jon 

84 

HR  SH  85 

L 

5963 

Modules,  Stondord  Electronic  Multiplier,  Digital,  Key  Code  AGA . . 

Ma-M.28787/268A 

SH 

20  Ocl 

S3 

SH 

L 

5963 

Modules,  Standard  Electronic  Flip  Flop,  JK,  Digitol,  Key  Code  EMO  . . . 

Ma-M-28787/264A 

SH 

21  Jul 

83 

SH 

i 

5963 

Modules,  Stondord  Electronic  Components,  Miscellaneous,  Key  Code  FMD..... . 

Ma-M-28787/310B  (1) 

SH 

14  Feb 

86 

SH 

1 

5963 

Modules,  Stondord  Electronic  Relay,  Signol,  Key  Code  HRQ. . . . . 

Ma-M-28787/311A 

SH 

05  Aug 

82 

SH 

L 

5963 

Modules,  Standard  Electronic  Amplifier,  Video,  Anolog,  Key  Code  MFR...., . 

Ma.M-2B787/323 

SH 

29  Feb 

84 

SH 

L 

5963 

Modules,  Stondord  Electronic  Converter,  D/A  Key  Code  MKR  . . . 

Mll-M-28787/333  (1) 

SH 

06  Ocl 

83 

SH 

L 

5963 

Modules,  Standard  Elecironic  loc  Mod"**?.  Key  Code  Bwes  .. . 

8^4  28787  '507 

SH 

2?  Apr 

09 

511 

L 

5963 

Modules,  Stondord  Electronic  Control  Processor  Sequencer  Modules,  Key  Code 

Ma-M-28787/508 

SH 

21  Apr 

89 

SH 

L 

5963 

Modules,  Standard  Electronic  Arlthmotlc-logic  Unit  Module,  Key  Code  Bwe  ........ 

Ma-M.28787/ 510 

SH 

21  Apr 

89 

SH 

L 

5963 

Modules,  Stondord  Electronics  Multiply/moth  Pockego  Module,  Key  Cude  Owoe 

Ma-M-28787/523 

SH 

21  Apr 

89 

SH 

1 

5963 

Modules,  Stondord  Electronic  Amplifier,  Anolog,  Key  Code  Eop . . . 

Ma-M-28787/340 

SH 

03  Moy  84 

SH 

1 

5963 

Modules,  Stondord  Electronic  Controller,  Microprocessor,  Key  Code  Rro  . . 

Ma-M-28787/330 

SH 

10  Nov 

83 

SH 

L 

5963 

Modules,  Standard  Electronic  Converter,  S/D,  Key  Code  JAP  . . . . . . 

Ma-M.28787/345 

SH 

14  Nov 

84 

SH 

L 

5963 

Modules,  Stondord  Electronic  Drive,,  Bus,  Digitol,  Key  Code  Gqb  . . . 

Ma.M.2B787/266B  (1) 

SH 

14  Aug 

85 

SH 

L 

5963 

Modules,  Stondord  Electronic  Shift  Register,  Digitol,  Key  Code  S{s . . 

Ma-M-28787/273A  (1) 

SH 

04  Dec 

85 

SH 

L 

5963 

Modules,  Stondord  Electronic  Timer,  Oigitol,  Key  Code  Ykv  . . . 

Ma.M-28787/2748 

SH 

22  Aug 

83 

SH 

L 

5963 

Modules,  Stondord  Electronic  Rcgulotor,  Current,  Programmable,  Anolog,  Key 
Code  MJB 

Ma-M-28787/307A 

SH 

31  Aug 

82 

SH 

1 

5963 

Modules,  Standard  Electronic,  Gote,  Nond,  Digitol,  Key  Code  CHP  . . . 

Ma.M-28787/294A 

SH 

02  Aug 

83 

SH 

588 


FSC  LISTING 


DOCUMENT 


FSC 

TITLE 

NUMBER 

DATE 

1 

5963 

Modules,  Standard  Electromc  Flip  Flap,  Jk,  Digitol,  Key  Code  Ghk . . . 

MIL-M-287B7/296A  (3) 

SH 

13  Jon 

86 

1 

5963 

Modules,  Standard  Electronic  Gate,  Nond,  Digitol,  Key  Code  RHF... . 

MIL-M-28787/297A 

SH 

02  Aug 

83 

L 

5963 

Modules,  Stondord  Electronic  Reloy,  Analog,  Key  Code  RRF  VoUdoied  Moy  85 

MlL-M.28787/279  (1) 

SH 

02  Oct 

84 

L 

5963 

Modules,  Stondord  Electronic  Memory,  Rondom  Access,  Digitol,  Key  Code  KYF .. 

MIL.M.28787/286  (2) 

SH 

23  Sep 

83 

L 

5963 

Modules,  Stondord  Electronic  Buffer,  Bidirectional,  Digitol,  Key  Code  HrI..... . 

MIL-M.287B7/287A  (2) 

SH 

09  Jol 

85 

1 

5963 

Modules,  Stondord  Electronic  Multivibrator,  Monostoble,  Digitol,  Key  Code  BME 

MIL-M-28787/257  (1) 

SH 

03  Aug 

83 

L 

5963 

Modules,  Stondord  Electronic  Shift  Register,  Seriol  And  Porollel,  Digitol,  Key 

Code  Pdl 

MIL-M-2B787/112C 

SH 

29  Apr 

83 

1 

5963 

Modules,  Standard  Electronic  Terminator,  Network,  lineor.  Key  Code  Ake . . 

MIL-M.28787/161A 

SH 

12  Oct 

83 

1 

5963 

Modules,  Stondord  Electronic  Gate,  Nond,  Digital,  Key  Code  Bdo . . . 

MlL-M-28787/lldA  (2) 

SH 

04  Jun 

84 

L 

5963 

Modules,  Stondord  Electronic  Multiplexer,  Digital,  Key  Code  KHL.... . 

MIL-M-28787/81A  (1) 

SH 

14  Nov 

83 

L 

5963 

Modules,  Standard  Electronic  Receiver,  Interface,  Digitol,  Key  Code  Mdm . 

MIL-M-28787/110A  (3) 

SH 

19  Feb 

85 

L 

5963 

Modules,  Standard  Electronic  Driver,  Interfoce,  Digital,  Key  Code  Ekb . 

MlL-M-28787/162  (2) 

SH 

16  Moy 

84 

1 

5963 

Modules,  Stondord  Electronic  Gate,  Nond,  Digital,  Key  Code  GDC . . 

MIL-M-28787/8B 

SH 

04  Aug 

82 

L 

5963 

Modules,  Stondord  Electronic  Gote,  Nond,  Digital,  Key  Code  IDP . 

MIL-M-28787/9B  (1) 

SH 

08  Mar 

84 

L 

5963 

Modules,  Standard  Electronic  Gate,  Nond,  Digitol,  Key  Code  GDB . 

MIL-M-28787/10B 

SH 

08  Jun 

82 

L 

5963 

Modules,  Stondord  Electronic  Diode,  Progrommoble,  Digitol,  Key  Code  ABE  ...... 

MIL.M.28787/22C  (1) 

SH 

30  Oct 

84 

L 

5963 

Modules,  Stondord  Electronic  Gate,  Exclusive>digitol,  Key  Code  GDK  . 

MIL-M.28787/4B  (1) 

SH 

14  Feb 

86 

5963 

Modules,  Stondord  Electronic  General  Speeiflcotiors  For  REV>CR  . 

MIL-M.28787C  (1) 

SUPL  IF 

EC 

29  Jon 

8b 

L 

5963 

Modules,  Stondord  Electronic  Latch,  Digital,  Key  Code  GDJ . 

MIL-M.28787/1C  (3) 

SH 

30  Jon 

86 

L 

5963 

Modules,  Stondord  Electronic  Counter,  Binory,  Synchronous,  Digitol,  Key  Code 

FDA 

Modules,  Stondord  Electronic  Gote,  Nond,  Digitol,  Key  Code  tOQ . . . 

M1L-M-28787/6C  (1) 

SH 

06  Sep 

83 

L 

5963 

MIL-M-2B7B7/18B 

SH 

27  Apr 

83 

L 

5963 

Modules,  Stondord  Electronic  Driver,  Interface,  Digitol,  Key  Code  Eke . 

MIL-M-28787/163A 

SH 

10  Nov 

83 

L 

5963 

Modules,  Standard  Electronic  Test  Point,  Digitol,  Key  Code  CMH . 

MIL.M-28787/124A  (1) 

SH 

14  Nov 

83 

L 

5963 

Modules,  Standard  Electronic  Multiplexer,  Digital,  Key  Code  Ebe . 

MIL.M.28787/173A 

SH 

18  Feb 

82 

1 

5963 

Modules,  Stondord  Electronic  Reloy,  Reloy,  Key  Code  Hrf . 

MIL-M.28787/1S3B  (1) 

SH 

26  Jon 

81 

L 

5963 

Modules,  Stondord  Electronic  Logic  Converter,  Analog  To  Digitol,  Key  Code 

Obo 

Modules,  Stondord  Electronic  Load,  Resistor,  Stondord,  Anolog,  Key  Code  Fib.... 

MtL-M.287B7/154A  (1) 

SH 

14  Nov 

84 

L 

5963 

MIL-M-28787/126A  (1) 

SH 

14  Nov 

83 

L 

5963 

Modules,  Stondord  Electronic  F:io  flop,  Jk,  Digitol,  Key  Code  Ebl . . . . 

MIL-M-2B787/41B(1) 

SH 

05  Mar 

84 

L 

5963 

Modules,  Stondord  Elec'ronlc  Receiver,  nterfoce,  Digitol,  Key  Code  SET  ............ 

MIL.M.28787/23B  (1) 

SH 

20  Sep 

83 

1 

5963 

Modules,  Stondord  Electronic  Rectifier,  Low  Current,  Power,  Key  Code  GPR  ...... 

M1L-M-28787/24A  (2) 

SH 

29  Sep 

82 

L 

5963 

Modules,  Stondord  Electronic  Counter,  Up  ty  Down,  Digitol,  Key  Code  GDM...... 

MIL  M-2B787/27A  (2) 

SH 

29  Feb 

84 

1 

5963 

Modules,  Stondord  Electronic  Driver,  Tronslote,  Digital,  Key  Code  MOP..... . 

MIL-M.28787/48A  (1) 

SH 

29  Dec 

83 

L 

5963 

Modules,  Stondord  Electronic  Counter,  Up/down,  BCD,  Pressettoble,  Key  Code 

MIL-M.23787/31B  (1) 

SH 

28  Aug 

85 

L 

5963 

JDD 

Modules,  Stondord  Electronic  Relay,  DPOT,  Power,  Key  Code  NPM . 

MIL-M-28787/38B  (1) 

SH 

28  Dec 

82 

L 

5963 

Modules,  Stondord  Electronic  Gote,  Nond,  Power,  Digitol,  Key  Code  Bdh . 

MIL-M.28787/119A  (2) 

SH 

21  Jon 

86 

1 

5963 

Modules,  Stondord  Ele  Ctronic  Gote,  Nond,  Digital,  Key  Code  GHM.... . 

M1L-M-287BT/238A  (1) 

SH 

23  Apr 

85 

1 

5963 

Modules,  Standard  Electronic  Counter,  Binory,  Digitol,  Key  Code  AMF . . 

MlL-M-28787/250  (1) 

SH 

13  Jul 

83 

1 

5963 

Modules,  Standard  Electronic  Multiplexer,  Digitol,  Key  Code  AGO . . . . 

MIL-M-28787/140B 

SH 

19  Jul 

82 

1 

5963 

Modules,  Stondord  Electronic  Gote,  And  Digitol,  Key  Code  OQK . . . 

MIL-M-28787/243A  (1) 

SH 

03  May 

83 

L 

5963 

Modules,  Stondord  Electronic  Amplifier,  Summing,  Analog,  Key  Code  Bee . 

MIL.M-28787/229A 

SH 

12  Oct 

83 

L 

5963 

Modules,  Standard  Electronic  Non*inverting,  Buffer,  Digitol,  Key  Code  AMC  ...... 

MIL-M.28787/248A  (1) 

SH 

06  Jul 

33 

L 

5963 

Modules,  Stondord  Electronic  Oscillotor,  Crystol,  Digitol,  Key  Code  Qvq  . . 

MIL-M.28787/236A 

SH 

12  Oct 

83 

L 

5963 

Modules,  Standard  Electronic  Memory,  Random  Access,  Digitol,  Key  Code  OYB 

MIL-M.28787/141B  (1) 

SH 

28  Aug 

85 

L 

5963 

Modules,  Stondord  Electronic  Multiplexer,  Digitol,  Key  Code  BHl . . . 

M1L-M.28787/66B  (1) 

SH 

16  Jon 

84 

L 

5963 

Modules,  Stondord  Electronic  Receiver,  Differential  line,  Digitol,  Key  Code  Kdn.. 

MIL-M-28787/53B  (2) 

SH 

13  Jul 

83 

1 

5963 

Modules,  Stondord  Electronic  Converter,  Porollcl/seriol,  Key  Code  EQG 

Validated  May  85 

MIL-M.28787/213A 

SH 

07  Aug 

79 

L 

5963 

Modules,  Stondord  Electronic  Progrommoble  Timer,  Digitol,  Key  Code  Hqe . 

MIL-M-28787/208  (3) 

SH 

19  Feb 

85 

1 

5963 

Modules,  Stondord  Electronic  Shift  Register,  Digitol,  Key  Code  KDP . . 

MII-M.28787/59B  (1) 

SH 

14  Feb 

86 

1 

5963 

Modules,  Standard  Electronic  Multiplexer,  Digital,  Key  Code  Kdq . . . 

MIL-M-28787/60B  (1) 

SH 

17  Jul 

84 

1 

5963 

Modules,  Standard  Electronic  Test  Point,  Key  Code  CZH  Validated  May  85 . 

MIL-M-28787/210A 

SH 

19  Jun 

79 

L 

5963 

Modules,  Stondord  Electronic  Stondord  Seriol  Input,  Digitol,  Key  Code  EQJ . 

MIL-M-287B7/215A 

SH 

14  Jun 

84 

1 

5963 

Modules,  Standard  Electronic  Flip.flop,  D  Type,  Digitol,  Key  Code  KDR . 

M1L-M.2B787/61B  (1) 

SH 

13  Sep 

85 

L 

5963 

Modules,  Standard  Electronic  Sample  And  Hold,  Anolog,  Key  Code  Pee 

Validated  Jon  86 

MIL-M-287B7/191B 

SH 

23  Jul 

80 

l 

5963 

Modules,  Stondord  Electronic  Tronsformer,  Scott«t,  Analog,  Key  Code  Stt . 

MIL-M-28787/185B  (1) 

SH 

30  Jon 

86 

1 

5963 

Modules,  Standard  Electronic  Generotor,  Function,  LS8,  Anolog,  Key  Code  SHU 

MIL-M-28787/187B 

SH 

10  Mor 

86 

L 

5963 

Modules,  Stondord  Electronic  Octont/quodronI,  Analog,  Key  Code  SHV . . 

MIL-M-287B7/1B8B 

SH 

20  Oct 

83 

L 

5963 

Modules,  Standard  Electronic  Register,  Multiport,  Key  Code  QOA..,.. . 

MIL-M-28787/200 

SH 

31  Aug 

83 

L 

5963 

Modules,  Stondord  Electronic  Amplifier,  Operotionol,  Anolog,  Key  Code  FGC .... 

MIL-M-28787/177C 

SH 

21  Jon 

86 

1 

5963 

Modules,  Stondord  Electronic  Driver,  Fet,  Switch,  Digitol,  Key  Code  GDP . . 

MIL-M-2B787/178B  (1) 

SH 

14  Sep 

84 

5963 

Progrom  Monogers  Guide  For  The  Stondord  Electronic  Modules  Progrom 

USER.MC  AS  REV-AR  Ml  AV  OS  SH  85  19  17  13  ES 

MIL-HDBK  246A 

SH 

03  Sep 

82 

5963 

Requirements  For  Employing  Standard  Electronic  Modules  REV-MI  AV  AR  AT 

AS  SH  OS  MC  19  17  13  85  11  ES 

MIL-STD-1378D 

SH 

16  May  86 

5963 

Test  Equipment  For  The  Stondord  Electronic  Modules  Progrom  USER«PA  MC 
REV.MI  AT  OS  AS  85  19  17  13  99  ES 

MIL-STO-1665 

NOTICE  4 

NOTICE  6 

SH 

23  Apr 

85 

1 

5965 

Adopter,  Heodsel  &  Microphone  Mx  &  1646  REV-99  ES  . . . . 

MIL-A-8416B 

85 

18  Oct 

79 

5965 

Adapter,  Headset-microphone  M83529-01 . . . . . . . . . 

MIL-A-83529 

85 

10  Mor 

89 

5965 

Audio  Devices  &  Components,  Selection  &  Use  Of  REV-CE  Ml  AR  SH  99  11  ES 

MIL-STO-2115 

EC 

25  Mor 

82 

5965 

Audio  Equipment  Validated  Sep  86  REV-MI  AR  EC  99  ES  . . . . . 

MIL-HOBK  173A 
NOTICE  1 

CR 

23  Sep 

86 

5965 

Bole  Rod  Validated  Apr  87  USER-MC  AS  SH  REV-IS  H  99 . 

MS-75117 

NOTICE  1 

CR 

10  Apr 

87 

5965 

Bond  Validated  Apr  87  USER-AS  MC  SH  REV-13  11  99  . 

MS.75120 

NOTICE  1 

CR 

10  Apr 

87 

CUSTODIAN 

SH 

SH 

SH 

SH 

SH 

SH 

SH 

SH 

SH 

SH 

SH 

SH 

SH 

SH 

SH 

SH 

SH 

ER  SH  85 

EC 

SH 

SH 

SH 

SH 

SH 

SH 

SH 

SH 

SH 

SH 

SH 

SH 

SH 

SH 

SH 

SH 

SH 

SH 

SH 

SH 

SH 

SH 

SH 

SH 

SH 

SH 

SH 

SH 

SH 

SH 

SH 

SH 

SH 

SH 

SH 

SH 

SH 

SH 

SH 

SH 

EL  SH  85 
ER  EC  85 
ER  SH  85 


85 

99 

CR  EC  35 
CR  SH  85 

CR  EC  85 

CR  EC  85 
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fSC 

TIKE 

NUMBER 

PREP 

DATE 

CUSTODIAN 

ms 

BrocVol,  MT-522A/U  Volidottd  Feb  87  REV.99  ES . 

MS.25071 

NOTICE  1 

85 

27  Feb 

87 

AS 

85 

L 

5965 

Corbon  Microphone  M‘15(  (/ur  REV>99  E$ . . . . . 

MIL-C-A629  (1) 
NOTICE  1 

85 

27  Feb 

87 

85 

5965 

CO-162  Coble  Validated  May  87  USER-MC  AS  REV-1 1  13  99 . 

MS.75122A 

NOTICE  1 

CR 

25  Mar 

82 

CR 

EC 

85 

5965 

Cord  C0169  VoWofer/ Apr  USER-AS  MC  SH  REV-ll  13  99 . 

MS-7S123 

NOTICE  1 

CR 

10  Apr 

87 

CR 

EC 

85 

Q  1 

5965 

Cord,  P/O  H-87B/U  Validated  del  82  REV  ES  . . . 

MIL-C-18266A 

AS 

30  Jun 

76 

AS 

5965 

Cup,  Earphone  Validated  May  87  USER>AS  MC  REV-13  11  99  . . 

MS-75I30A 

NOTICE  I 

CR 

25  Mor 

82 

CR 

EC 

85 

5965 

Cupwoiher  Validated  Apr  87  USER-MC  SH  AS  REV-l  1  13  99 . 

MS-7SI13 

NOTICE  1 

CR 

10  Apr 

87 

CR 

EC 

85 

5965 

Cushion,  Eorphone  Validated  Mar  88  USER-SH  MC  AS  REV.13  11  99 _ 

MS.75128A 

NOTICE  1 

CR 

29  Mor 

88 

CR 

EC 

85 

L 

5965 

D/nomic  loudipccVcr  LS&18<1A>AIC&10  REV>99  ES  . . . . . . . . . 

MIL.D-9415A 

NOTICE  1 

85 

27  Feb 

87 

85 

ot 

5965 

Eophone  Elements  General  Specification  For  REV>99  ES . . 

MIL.E-25670A  (1) 
NOTICE  1 

85 

27  Feb 

87 

85 

L 

5965 

Earcup.sound  Protective  MX-8376/AR  Generolspecificolion  For  Validated  Feb 

MII-E-83425  (I) 

85 

27  Feb 

87 

85 

87  REV.99  ES 

NOTICE  1 

5965 

Eorphone  (Low  Impewjnce)  Validated  Apr  31  USER*MC  AS  REV-ES . . . . 

MIL.E-17884B 

EC 

27  Sep 

66 

CR 

EC 

5965 

Forphone  (Low  impedance)  Type  NT-490t6A  Validated  Apr  81  USER*)^  .7 

MIL-E-17884/1 

EC 

27  Sep 

66 

CR 

EC 

11 

REV.85  17  ES 

5965 

Eorphone  (Low  Impedance)  Type  NT‘49505A  Validated  Apr  8t  REV-ES . 

MIL-E-17884/2 

EC 

27  Sep 

66 

CR 

EC 

11 

5965 

Earphone  Assembly  Validated  Apr  87  USER'AS  MC  REV-H  13  99  . . 

MS-75127B 

NOTICE  1 

CR 

10  Apr 

87 

CR 

EC 

85 

L 

5965 

Earphone  Elements,  1M36/AIC  Validated  Feb  87  REV.99  ES  . . . . 

MII-E-25670/1A 
NOTICE  1 

85 

27  Feb 

87 

85 

5965 

Earphone  Element  Validated  Jon  89  USER*MD  AS  OS  REV-Ml  99  11  ES  . 

MII-E-83510A 
NOTICE  1 

85 

13  Jon 

89 

CR 

EC 

85 

L 

5965 

Earphone  Element,  H.143/AIC  Validated  Fek  87  REV-99  ES,.„ . . . . 

MIL.E-25670/28 
NOTICE  1 

85 

27  Feb 

87 

85 

O  1 

5965 

Eorphone  H-87B/U  REV-85  ES  . 

MIL-E-18239D 

AS 

17  Dec 

82 

AS 

5965 

Eorphone  Rctoiner  Validated  Apr  87  USER'AS  MC  REV*1 1  13  99 . . . . 

MS-75129B 

NOTICE  1 

CR 

10  Apr 

87 

CR 

EC 

65 

Q 

5965 

Eorphone,  Extended  Range,  H-SOl/U  Validated  Mar  80  REV-Ml  99 . 

MIL-E-S589C  (1) 

EC 

04  Jon 

74 

CR 

EC 

85 

5965 

Electro  Acoustical,  Mechanicol  And  Environmentol  Test  Methods  For  Audid  Or 

Mll.STD-2114 

EC 

23  Oct 

80 

CR 

EC 

85 

Acovsticol  Component  Ports  USER-AT  MC  19  REV*SH  AS  NS  ES 

L 

5965 

Electro  Acoustical  Tronsducer  Equipments  REV-MC  ES  . 

MII-E-55119A  (4) 
NOTICE  1 

CR 

10  Apr 

87 

CR 

5965 

Friction  Spring  Validated  Apr  87  USER-SH  AS  MC  REV-ll  13  99 . 

MS -751 09 

NOTICE  1 

CR 

10  Apr 

87 

CR 

EC 

85 

5965 

Guide  Sorrel  Validated  Apr  87  USER-AS  SH  MC  REV.13  11  99  . 

ms-75108 

NOTICE  1 

CR 

10  Apr 

87 

CR 

EC 

85 

5965 

Guide  Plole  Validated  Feb  82  USER-SH  MC  AS  REV-ll  13  99  . 

MS-75107 

CR 

27  Jul 

73 

CR 

EC 

85 

5965 

Hondset  Validated  Avg  SO  USER-CG  MC  REV-99  ES  ...» . . . . 

MIL-H-13253D 

SUPP  1 

ES 

26  Jun 

74 

CR 

EC 

85 

5965 

Hondiel  H-ISS/PI  Validated  Mar  88  REV-MI  17  99  ES . 

MIL-H-1  1996/2 
NOTICE  1 

CR 

29  Mor 

88 

CR 

85 

5965 

Hondset  H*165/PST  Validated  Mar  88  REV-EA  Ml  99  17 . . . . . 

MIL-H-l ’996/3 
NOTICE  1 

CR 

25  Mar 

88 

CR 

85 

L 

5965 

Handset  H-250(  (/u . . . . . . . . . . . . 

MIL-H-4P078  (2) 

CR 

22  Jun 

84 

CR 

5965 

Hondiel  H-60/PST  Validated  Mar  88  REV-MI  99  17  ES . 

Mll-H-11996/I 
NOTICE  1 

CR 

29  Mar 

88 

CR 

85 

5965 

Hor-diet  H-60/PT,  Hondiel  H-156/U,  And  Hondiel  H-165/U  REV-SM  AR  Ml  99 

ES 

Hondicl-heodicl  H-108(  (/u  And  Cord  CX-1245)  (/u  (7  Ft  6  In)  Validated  Jan 

MIl-H-l  19968 

CR 

28  Oct 

80 

CR 

85 

1 

5065 

Mll-H-26827  (1) 

13 

01  Apr 

58 

85 

80  REV-99  ES 

1 

5965 

Hondiel,  H-SS/PT  REV-ES . 

MIL-H-11134E 

CR 

03  Aug 

77 

CR 

5965 

Hondiel,  Type  H-23/U  Validated  Ma.  88  USER-CG  MC  AS  ES  REV-M!  AR  99 

Mll,-H-I3253/4A 

CR 

25  Mor 

88 

CR 

SH 

85 

ES 

NOTICE  1 

5965 

Hondiel,  Type  H-90/U  Validated  Aug  80  USER-MC  CG  AS  ES  REV-MI  85  ES  .. 

MIL-H-13253/5 

ES 

18  Jun 

65 

CR 

SH 

17 

5965 

Handset,  Type  H-142/'U  Validated  Apr  87  USER-ES  REV-MI  AR  85  ES . . 

MIL-H132S3/9A 
NOTICE  1 

CR 

10  Apr 

87 

CR 

EC 

17 

5965 

Hondiel,  Type  TS-9  (  )  Validated  Aug  80  USER-CG  MC  AS  ES  REV-MI  99  ES.. 

Mll-H-13253/1 

ES 

18  Jun 

65 

CR 

SH 

85 

5965 

HB-7  Hcodbond  Assembly  Validated  Apr  87  USER-MC  AS  SH  REV*I3  11  99  .... 

MS-75105 

NOTICE  1 

CR 

10  Apr 

87 

CR 

EC 

85 

5965 

Heodband  Cover  Volidotca  Apr  87  USER-AS  SH  MC  REV-ll  99, . . . 

MS.75121 

NOTICE  1 

CR 

10  Apr 

87 

CR 

EC 

85 

L 

5965 

Headset  &  Microphone  H  1630-U  REV-ES . . . . . . 

MIL-H-9697  (I) 

85 

30  Sep 

58 

85 

5965 

Heodiel  -  Microphone,  H-157A/AIC  Validated  Jan  89  USER-MC  REV-99  ES . 

Mll-H-835ll,2 
NOTICE  1 

55 

13  Jon 

89 

EC 

85 

L 

5965 

Headset  Electricol  H.154/AIC  Gcncrol  Specification  For  Validated  Feb  67 

MII-H-27467A 

85 

27  Feb 

87 

85 

REV-99  ES 

NOTICE  1 

5965 

Hfod***»  M'C'Apho"f,  V7.01  U^ER-aaC  PFV.99  .  .  .  , . 

Mll-H’835)l/7A 

85 

02  Jul 

85 

CR 

EC 

85 

L 

5965 

MIL-H-49092 

CR 

12  Mor 

87 

CR 

NOTICE  1 

5965 

Heodset  Microphone  And  Heodset  Electricol  (Medium  Noise  Allenuotion, 

MIL-H-83511  (2) 

85 

24  Jun 

85 

CR 

EC 

85 

Hearing  Protective),  General  Specifications  For  USER*MC  REV.99  ES 

SUPP  1 

5965 

Headset  Microphone,  H-46A/UR  Validated  Feb  78  REV-99  ES..,.. . . . 

MIL-H-5795A 

85 

26  Mor 

52 

CR 

SH 

85 

5965 

KiroJiel  Microphone,  H-172/AIC  USER-MC  REV.99  ES  . 

MIL-H-83511-5 

85 

04  Apr 

78 

CR 

EC 

85 

590 


FSC  LISTING 


DOCUMENT 


fSC 
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NUMBER 

PREP 

DATE 

CUSTODIAN 

L 

5965 

Hcodiet  Microphone  Kit  MK*896A/AIC  (Componcnii  Of)  Votidated  Jan  87 . 

MIL-H.49225 

NOTICE  1 

CR 

09  Jon 

87 

CR 

L 

5965 

Headset  Microphone  Kit  MK-1039/G  Validated  Aug  80  REV-ES  . . 

MIL  H-55535  (1) 

ES 

02  Moy 

68 

CR 

5965 

Headset  Microphone  Kit,  Mik  156<J{  )/o&ic  REV-ES  . . . . . 

MIL-H.49198A 

CR 

03  Jon 

85 

CR 

EC 

85 

1 

5965 

Heodset  Microphone  Kit  MK0564  (  )/AtC  (Components  Of)  Validated  Mar  88 

MIL.H-55351 

CR 

25  Mor 

88 

CR 

REV-ES 

NOTICE  1 

1 

5965 

Heodset  Microphone  Kit  MK-1974{  )/vr« . . . . . . . 

MIL-H.49195 

CR 

04  May 

79 

CR 

1 

5965 

Headset&microphone  H&157-AIC  Validated  Jan  78  REV-99  ES  . . . 

MIL-H.26312A 

85 

20  Dec 

62 

85 

5965 

Hcodsel*electricah  Hearing  Protective  Type  High  Ambient  Noise  levels.  105-125 

MIL-H-87819/2 

85 

11  Mor 

85 

85 

DB  M87819/2-01  REV-ES 

5965 

Heodset-microphone,  H-91/U  And  H-92/U  And  Hondset-heodset,  H-144H/U 

MIL  H-12576C  (2) 

MC 

18  Dec 

85 

CR 

OS 

99 

USER-MC  CG  REV-MI  85  17  ES 

1 

5965 

Headset-microphone.  Hcodsct-electricol.  Heodset-nonelectricol  (Hearing 

MIL-H  87819 

85 

1 1  Mar 

85 

Protective  Type,  High  Ambient  Noise  levels)  REV-ES 

L 

5965 

Heodsct-microphone  Kit  MK*1697(  (/g  Validcfed  Jui  83. . . . 

MIL-H.49161 

CR 

26  Jun 

78 

CR 

L 

5965 

Heodset-microphone,  Hearing  Protective  Type  High  Ambient  Noise  levels. 

MIL-H.87819/1 

85 

11  Mor 

85 

105-12508  REV-ES 

L 

5965 

Heodsei-mtcrophone,  Sound  Powered  H‘159/GlC*10  Validated  Jon  78  REV-99 

ES 

Headset-microphone  KITMK-2193/A1C . . . . . . . 

MIL-H-27186  (1) 

85 

18  Jun 

62 

85 

L 

5965 

MlL.H-58108 

AV 

30  Moy 

86 

AV 

L 

5965 

Hcodset-noneleetricoh  Heoring  Protective  Type  High  Ambient  Noise  levels. 

MIL-H.87819/3 

85 

11  Mor 

85 

85 

105-125  08  M87819/3-01  REV-ES 

5965 

Hcoosel,  Electrieol  Validated  Apr  80  USER-ME  MC  REV-ES . . 

MIL-H.3679A 

CR 

18  Dec 

58 

CR 

SH 

5965 

Heodicl,  Eleciricol.  H-216  A/U  Vatidated  Aug  80  USER-SH  AS  MC  REV.13  11 

MIL-H.55353 

ES 

27  Jol 

73 

CR 

EC 

85 

99  ES 

5965 

Headset,  Electrieol,  Gcnerol  Specificotion  For  USER-CG  MC  17  REV-99  ES . . 

MIL-H.13109A 

NOTICE  1 

CR 

09  Jon 

87 

CR 

85 

5965 

Heodiel,  Eleciritol.  H-173C/AIC  Validated  Jan  89  USER-MC  REV-99  ES . 

Ma-H.835n/6A 
NOTICE  1 

85 

13  Jon 

89 

CR 

EC 

85 

5965 

Headset,  Electrieol  And  Headset  Microphones  REV-99  ES.. . 

M!L-H.ni90D 

NOTICE  1 

CR 

12  Mor 

87 

CR 

EC 

85 

5965 

Hcodul,  Eletificol,  H-251A/U  Validated  Jan  89  USER-MC  REV-99  ES . 

MIL-H-835n/l 
NOTICE  1 

85 

13  Jon 

89 

EC 

85 

5965 

Heodset,  Electrieol  And  Heodset  Microphones  Heodset  Microphone  Type 

MIL-H-l  1190/1 

CR 

09  Jon 

87 

CR 

EC 

85 

H-62(/U)  Validated  Jon  87  REV-99  ES 

NOTICE  1 

5965 

HcodicI,  Elceificol.  H-158A/AIC  Validated  Jan  89  USER-MC  REV-99  ES . 

MIL-H.83511/3 
NOTICE  1 

85 

13  Jon 

89 

EC 

85 

5965 

Heodset,  Electrieol  And  Headset  Microphones  Heodset  Microphone  Type 

MIL-H.11190/2 

CR 

09  Jon 

87 

CR 

EC 

85 

H-63(/U)  Validated  Jon  87  REV-99  ES 

NOTICE  1 

5965 

Headset,  Electrieol  And  Headset  Microphones  Headset  Eiectncol  Type  H-1)3(/U) 

MIL-H-l  n90.'3 

CR 

09  Jan 

87 

CR 

EC 

85 

Validated  Jan  87  REV.99  ES 

NOTICE  1 

5965 

Heodtcl,  Microphone,  H-161E/GR  USER-MC  REV-99  ES  . 

MIL-H.83511/4A  (1) 

85 

29  Apr 

85 

ER 

EC 

85 

5965 

loud  SpeoVers,  Mounting  Dimensions  For  •  6  Jan  75  REV-99 . .  .............. 

EIA  RS278B.76 

85 

01  Mor 

77 

CR 

SH 

85 

5965 

Loudspeaker,  Oynomic  LS-112/U,  LS-116/U,  LS.148/U,  IS-160/U,  LS-179/0, 

MIL-1.13078A  (1) 

CR 

09  Oct 

86 

CR 

85 

IS-181/U  And  loudspeoker  LS-154/U  And  IS-206/U  Validated  Oct  86 

REV.99  ES 

NOTICE  1 

5965 

Loudspeoker,  Permanent  Mognet  LS-21 1/AIC-13  Validated  Jun  82  USER-ME  AT 

M!L  L-25547B  (I) 

85 

05  Moy 

75 

CR 

EC 

85 

AV  AR  OS  REV.99  ES 

INT  AMD  2  (85) 

5965 

Loudspeaker,  Permonent  Mognet,  (Unencosed,  12  Inch  Oiometer  Cone) 

MIL.l-109n/5A 

CR 

20  Ocl 

82 

CR 

EC 

85 

Validated  feb  81  USER-MI  ME  AV  AT  MC  AS  17  REV-ER  SH  OS  11  13  ES 

L 

5965 

Loudspeoker,  Permanent  Magnet,  (Unencosed,  3  Inch  Oiometer  Core)  Validated 

MIL  L  109n/6A 

85 

13  Jon 

89 

CR 

EC 

85 

Jon  89  USER-MI  ME  AV  AT  MC  AS  17  REV-ER  SH  OS  11  13  ES 

NOTICE  ) 

L 

5965 

loudspeaker.  Permanent  Magnet,  (Unencosed,  2.5  Inch  Diometer  Cone) 

MIL.L.109n/7A 

85 

13  Jon 

89 

CR 

EC 

85 

Validated  Jon  89  USER-AR  Ml  ME  AV  MC  AS  17  REV-ER  SH  OS  11  13  ES 

NOTICE  1 

5965 

Loudspeoker,  Permonent  Mognet,  (Unencosed,  4  Inch  Oiometer  Cone)  U$ER-M1 

MIL  L  )09U.8A 

EC 

20  Ocl 

82 

CR 

EC 

85 

ME  AV  AT  MC  AS  17  REV-ER  SH  OS  11  13  ES 

5965 

Loudspeoker,  Permanent  Mognet  (Unencosed,  6-,  8-,  10-,  And  12-INCH 

Mai-i09nD 

EC 

20  Ocl 

82 

CR 

EC 

85 

Diomcler  Cone)  USER-MI  AR  AT  ME  MC  AS  17  REV-ER  13  99  ES 

SUPP  ) 

INT  AMO  1  (11) 

5965 

Loudspeoker,  Permonent  Magnet,  (Unencosed,  5  Inch  Oiometer  Cone),  Type 

MIL-1-1091MB 

CR 

20  Ocl 

82 

CR 

EC 

85 

IS-XXX/U  USER-ME  AV  Ml  AT  AS  MC  17  REV-ER  13  99  ES 

5965 

Loudspeoker,  Permonent  Mognet,  (Unencosed,  6-INCH  Oiometer  Cone),  Type 

MIL.L.109n-2A 

CR 

20  Oct 

81 

CR 

EC 

85 

LS-446/U  Vohda'ed  Feb  82  USER-AV  AT  Ml  ME  MC  AS  17  REV-ER  SH  OS 

11  13  ES 

5965 

Loudspeoker,  Permonent  Mognet,  (Unencosed,  8  Inch  Diometer  Cone),  Type 

MIL.L-10911/3B 

CR 

20  Ocl 

82 

CR 

EC 

85 

LS  180  'U  Validated  Nov  80  USER-MI  ME  AT  AS  MC  17  REV-ER  SH  OS  13 

99  ES 

L 

5965 

loudspeoker.  Permonent  Mognet,  Blosiproof  And  Submersible,  Novy  Type 

-MIL  L-16225B  ()) 

EC 

06  Sep 

79 

EC 

4y540u  \at  dated  Jon  S6  AeV-cS 

1 

5965 

Loudspeoker,  Permonent  Mognet,  lS-474.  U  Validated  Apr  84  R6V-MI  AR  ES  ... 

MIL-1-17061E 

EC 

15  Nov 

65 

EC 

O  L 

5965 

Loudspeoker,  Permonent  Mognet  For  Shipboord  Enlertcmment  Systems  REV-£S.. 

MIL-L  )7080C  (4) 

SH 

03  Dec 

86 

SH 

5965 

Loudspeaker,  Permonent  Mognet  (Encased,  2  V/otl,  Fungus ,  Gunblost-,  And 

MIL  L- 126320 

CR 

18  Sep 

86 

CR 

EC 

85 

Immersion  Resistant),  Genercl  Specification  For  Validated  Sep  86  USER-ME 

MC  CG  OS  REV.13  99  ES 

NOTICE  1 

5965 

Loudspeoker,  Permonent  Magnet  (Encosed,  2  Watt,  Fungus.  Gunblost,  And 

MlL-L-12632  lA 

CR 

18  Sep 

86 

CR 

EC 

85 

Immersion  Resisiont)  Type  IS-590''U  Validated  Sep  06  USER-ME  OS  CG  MC 
REV.13  ES 

NOilCE  1 

5965 

Loudspeoker,  Permonent  Mognet  (Encosed,  2  Wolf,  Fungus-,  Gunblost ,  And 

MIL-L  12632  2A 

CR 

18  Sep 

86 

CR 

EC 

85 

Immersion  Resistant},  Type  IS-166''U  Validated  Sep  86  USER-ME  MC  CG 

OS  REV-'3  99  ES 

NOTICE  ) 

5965 

loudspeaker,  Permonent  Mognet  (‘sneosed,  2  Won,  Fungus  ,  0*  nbicsl-.  And 

MILL  12632. 4A 

CR 

18  Sep 

86 

CR 

EC 

85 

inmcMroi  R»»isionl,  Type  IS-454/U  USER-ME  CG  OS  MC  REV.I3  99  ES  NOTICE  I 

5!)l 
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Q 

5965 

loudspeaker,  Permoneni  Mognet  (Uncncased,  3  Inch  And  4  Inch  Diameter  Cone, 

MIL  L-126060  (1) 

CR 

18  Sep 

86 

CR  EC 

85 

2  Won,  Fungus,  GunWost,  And  Immersion  Resistant),  Type  Ll*445/U, 

M12606  01.  And  M12606  02  VqV, dated  Sep  86  USER-AV  MC  REV-AR  99  ES 

NOTICE  1 

L 

5965 

loudsoeaker.  Pressure  Proof,  Type  lS-450(  (/b  )issue  Coniroilcd>reqsts  By 

MIL.L.24296..  (1) 

SH 

21  Aug 

81 

SH 

Other  Thon  Dod  Actys  Must  Be  Submitted  Via  Preparing  Activity  Of  The 

Spec{ 

0  1 

5965 

loudspeaker,  Shipboord  Announcing  Systems  Generol  Specificotion  For... . 

MIL.L-24223C 

SH 

22  Oct 

86 

SH 

1 

5965 

loudspeoker,  Shipboord  Announcing  Systems  Eneosed.  70.7  Volt,  1  To  5  Volt 

MIL-L-24223/1A 

SH 

22  Oet 

86 

SH 

Amperes 

L 

5965 

loudspeoker.  Shipboord  Announcing  Systems  Eneosed,  70.7  Volt,  6  To  15  Volt 

MIL-L-24223/2A 

SH 

22  Oct 

86 

SH 

Amperes 

1 

5965 

loudspeoker,  Shipboord  Announcing  Systems  Eneosed,  70.7  Volt,  80  Volt 

MIL-L-24223/3A 

SH 

22  Oct 

86 

SH 

Amperes 

L 

5965 

loudspeoker,  Shipboord  Announcing  Systems  eneosed,  High  Power,  Rototionol 

MIL-L-24223/4A 

SH 

22  Oct 

86 

SH 

70.7  Volt 

5965 

loudspeokers,  Permonent  Magnet,  (Unencosed,  10  Inch  Diometer  Cone) 

Ma-L.10911/4A 

CR 

20  Oct 

82 

CR  EC 

85 

USER-MI  ME  AV  AT  MC  AS  17  REV-ER  SH  OS  11  13  ES 

5965 

Microphone  Dynomic.  M-1 16  {  )/G  USER  AR  AT  AV  ME  OS  REV-aS  ES . 

MIL-M.26542/8A 

SS 

29  Mar 

85 

CR  EC 

85 

5965 

Microphone  O/nomic,  M-133/U  USER-AR  AT  AV  ME  OS  REV-AS  ES . 

MII-M-26542/9A 

85 

29  Mar 

85 

CR  EC 

85 

1 

5965 

Microphone  Element,  Corbon  And  Eorphone,  Element,  Mognetic  (For  Telephone 

MIL-M-13189A  (2) 

CR 

03  Apr 

64 

CR 

And  Rodio  Use).  REV»ES 

5965 

Microphone  Element,  M-lOl.'AIC  USER-ME  AV  AT  AR  OS  REV-AS  99  ES . 

MIL-M-26542/4B 

85 

29  Mar 

85 

CR  EC 

85 

5965 

Microphone  Headset  H182A/PT  . . . . . . . . 

MIL-M-83511/8 

CR 

11  Oct 

85 

CR 

1 

5965 

Microphone  M-161(  (/TNS*I0....... . . . . . . . . . . 

Mlt.M.49123 

CR 

01  Aug 

77 

CR 

5965 

Microphone  M*3A/A  (Asg)  t  doted  Jun  81  US£R*MC  R6V*99  ES . . 

MIL-M-5793A 

AS 

30  Jun 

54 

AS 

85 

1 

5965 

Microphone  M-33A/A1C  Validated  Jan  87  REV*ES  . . . . . 

MIL.M.55233  (3) 
NOTICE  1 

CR 

09  Jan 

87 

CR 

L 

5965 

Microphone  Mark  10  Mod  0  Validated  Oet  8S  REV-ES  . . 

MIL-M-18808 

OS 

30  Jun 

55 

OS 

5965 

Microphone  Unit  M>6A/UR  &  Microphone,  Carbon  M'51/UR  W/oddendum  No. 

M1L-M-5794B 

AS 

01  Jul 

63 

CR  AS 

2  Vol, doled  No.  BO  REV-MI  EA  85  ES 

5965 

Microphone,  Corbon  (Microphones  M-2°)  (/U  &  M-52)  (/U)  Validated  Apr  87 

MlL-M-1 11930 

CR 

10  Apr 

87 

CR 

85 

REV-99  ES 

NOTICE  1 

Q  1 

5965 

Microphone,  Corbon,  Oxygen  Mosk,  ANB-*^*C1  Validated  Jon  61  REV>ES  ........ 

MIL-M-22001  (1) 

AS 

14  Jun 

68 

AS 

5965 

Microphone,  Corbon,  Hond  Held  Validated  Apr  81  USER'AS  CG  REV-ES . 

MIL-M-2714A  (1) 

EC 

06  Feb 

69 

CR  EC 

85 

L 

5965 

Microphone,  Oynomic  M*116(  )/G  Validated  Apr  87  REV-EA  ES. . 

MIL-M-55198A 
NOTICE  1 

CR 

27  Apr 

87 

CR 

5965 

Microphone,  Oynomic  M-102/AIC  USER-ME  AV  AT  AR  OS  REV-AS  99  ES . 

MIL-M-26542/5B 

85 

29  Mor 

85 

CR  EC 

85 

1 

5965 

Microphone,  Oynomic  M'133/U  Validated  Jan  87  REV<EA  ES  . . . . . 

MIL-M.55516A 
NOTICE  1 

CR 

09  Jon 

87 

CR 

Q  1 

5965 

Microphone,  Oynomic,  Oxygen  Meik  M-94B/A  Validated  Jon  61  REV-ES . 

MIL-M-21734C 

AS 

25  Sep 

74 

AS 

5965 

Microphone,  Oynomic  Generol  Specification  For  USER-ME  AR  AV  AT  OS 

MIL-M.26542D  (1) 

85 

14  Jun 

85 

CE  EC 

85 

REV-AS  99  ES 

SUPL  1 

Q  L 

5965 

Microphone,  Dynamic  M-92C/U  Validated  Jon  81  REV-ES  . . 

MIL.M.21393A  (6) 

AS 

15  No. 

68 

AS 

Q  1 

5965 

Microphone,  Dynamic  M-96B/A  Validated  Jol  63  REV-ES . . . . . 

MIL-M.22179  (6) 

AS 

15  Aug 

69 

AS 

5965 

Microphone,  lineor.  General  Specificotion  For . . . . . 

MIL-M-58109 

AV 

30  Mo/  86 

AV 

5965 

Microphone,  Uneor  M-162/AtC  Generol  Specificotions  For . . . 

MII.M-49I99A 

CR 

03  Jon 

85 

CR  EC 

85 

1 

5965 

Microphone,  linear,  M-170/AtC . . . . . . . 

MIL-M.58109/1 

AV 

30  May 

86 

AV 

L 

5965 

Microphone,  linear,  M<‘171/AIC . . . . . . 

MIL-M-58109/2 

AV 

30  May  86 

AV 

5965 

MIctophone,  M-103/AlC  USER-ME  AR  AV  AT  OS  REV-AS  99  ES . 

MII.M-26542/6B 

85 

29  Mor 

85 

CR  EC 

85 

5965 

Microphone,  M-IOO/AIC  USER-AV  AT  AR  ME  OS  REV-AS  99  ES . 

MIL-M.26542/3B 

85 

29  Mar 

85 

CR  EC 

85 

5965 

Microphone,  M-138/G  USER-AR  AT  AV  ME  OS  AS  REV-ES . 

MIL-M.26542/10A 

85 

29  Mor 

85 

CE  EC 

85 

5965 

Microphone,  M-169/AIC  USER-AR  AT  AV  ME  REV-OS  AS  99  ES . 

MIL-M-26542/12 

85 

29  Mor 

85 

CR  EC 

85 

5965 

Microphone,  M-94B/A  USER-AR  AT  AV  ME  OS  REV-AS  ES . 

Ma-M.26542/7A 

85 

29  Mor 

85 

CR  EC 

85 

5965 

Microphone,  M26542/1-01  USER-AR  AV  AT  ME  OS  REV-99  ES . 

MIL.M.26542/IC 

85 

29  Mar 

85 

CE  EC 

85 

5965 

Microphone,  M26542/11-01  USER-AR  AT  AV  ME  OS  REV-AS  99  ES . 

MIL-M.26542/11 

85 

29  Mar 

85 

CR  EC 

85 

5965 

Microphone,  M87/AIC,  M26542/2-01,  M26542/2-02,  i  M26542/2-03 

MIL.M-26542/2C 

85 

29  Mor 

85 

CR  EC 

85 

USER-AR  AV  AT  ME  OS  REV-AS  99  ES 

L 

5965 

MIl-M-62545 

AT 

05  Apr 
10  Apr 

88 

AT 

5965 

Ring  Tcrmlnol  Validated  Apr  87  USER-MC  AS  SH  REV-13  11  99.,,.,. . . . . 

MS.75124 

NOTICE  1 

CR 

87 

CR  EC 

85 

5965 

Rivet  VoUdaledApr  37  USER-MC  SH  AS  REV.I3  11  99 . 

MS-75112 

NOTICE  1 

CR 

10  Apr 

87 

CR  EC 

85 

5965 

Roll  Pin  Validated  Apr  87  USER-MC  SH  AS  REV-ll  13  99  . 

MS-75119 

NOTICE  1 

CR 

10  Apr 

87 

CR  EC 

85 

5965 

Sub-assembly  Guide  Plotc  And  Borrel  Validated  Apr  87  USER*MC  AS  SH 

MS-75106 

CR 

10  Apr 

37 

CR  EC 

85 

REV-ll  13  99 

NOTICE  1 

5965 

Subosscmbly  Of  Receiver  Holder  Validated  Apr  87  USER-SH  AS  MC  REV-13  11 

MS-75114 

CR 

10  Apr 

87 

CR  EC 

85 

99 

NOTICE  1 

Q  L 

5965 

Telephone  Equipment,  Sound  Powered  Hondsels,  Headset-chest  Sets,  And 

MIL-T-15514E  (1) 

SH 

28  Nov 

86 

SH 

Keodset-microphones,  Types  H-200/U,  H-201/U,  H-202/U,  H-203/U,  And 
H*204/U  USER-MC  REV-ES 

1 

5965 

Telephone  System,  Sound  Powered,  Ships  Service  AN/WTC-2{  )  (V) . 

Mll-T.24632 

SH 

07  Moy  84 

SH 

5965 

TM-51  Tcrminols  Validated  Apr  87  RBW‘99 . . . . . 

MS-75125 

NOTICE  1 

CR 

TO  Apr 

87 

CR  EC 

85 

5965 

U-cIrp  Validated  Apr  87  USER-MC  AS  SH  REV-1 1  13  99 _ 

MS.7511! 

NOTICE  1 

CR 

10  Apr 

87 

CR  EC 

85 

5965 

V-clip  Validated  Apr  87  US8R-AS  MC  SH  REV-ll  13  99.. . 

MS-75110 

NOTICE  1 

CR 

10  Apr 

87 

CR  EC 

85 

5965 

Yoke  Validated  Ap,  87  USER-SH  MC  AS  REV-13  11  99 . 

MS.75116 

NOTICE  1 

CR 

10  Apr 

87 

CR  EC 

85 

5965 

Yoke  Stud  Validated  Apr  87  USER-SH  MC  AS  REV-13  11  99 . 

MS-75118 

NOTICE  1 

CR 

10  Apr 

87 

CR  EC 

85 

5970 

Blankets,  Rubber  Insuloling  -  28  Aug  81  REV-SH . . . . . . 

ASTM  D!048-81 

YD 

05  Mar 

84 

ER  YD 

85 

592 
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5970 

Block  Mico  &  Thins,  Naturol  Muscovite,  Based  On  Visuol  Quohly  •  19  Mor  71 

ASTM  D351-71R77 

ER 

09  Jon 

80 

ER 

SH 

85 

1 

5970 

Boot,  Heot  Shrinkoble,  Stroin  Relief,  Right  Angle  (Inactive  Use  MIL*C*85049/68) 

MS-31 17E 

AS 

17  Jul 

85 

AS 

REV.MI  EC 

1 

5970 

Boots,  Heat-shrinkoble,  Stroin-relief,  Right  Angle  REV«MI  EC  . . . 

MS-3109E 

AS 

17  Jul 

85 

AS 

5970 

Cop,  EIcctricol  (Wire  End,  Crimp  Style,  Type  It,  Class  1)  For  105  Deg.  C  Toiol 

MS-25274G 

AS 

15  Jul 

82 

ER 

AS 

85 

Conductor  Temperoture  USER-MC  SH  REV-EC  11  99 

5970 

Ceramic  Moteriols  Vitrified  For  Electrical  Applications  •  25  Jun  76... . . . 

ASTM  D1 16-76 

ER 

09  Jan 

80 

ER 

SH 

85 

5970 

elect.  Knobs  &  Tubes,  Stondord  For  Porceloin-fifth  Edition  «  25  May  79 

UL  511-79 

ME 

25  Jun 

85 

ME 

85 

USER.EC  SH  MC  REV.99  GS 

L 

5970 

Coating,  Polyurethane,  Single  Component  System  REV-GS . 

Mll-C-47002  (1) 

Ml 

12  Jun 

85 

Ml 

1 

5970 

Compound,  Coating,  Porcelain  For  Potting  Electronic  Components  VoUdated  Feb 

MIL-C-47150 

Ml 

07  Jun 

74 

Ml 

ei  REV-GS 

1 

5970 

Compound,  Cooling,  Polyurethone,  Electncol  Insulating.  Room  Temperoture  Cure 

MIL-C-4720O  (1) 

Ml 

01  Apr 

83 

MI 

5970 

Conductivity,  Thermol,  By  Cut  Bar  Apporolus  ••  24  Nov  76  REV-AR . . 

ASTM  C408-76 

ER 

17  Ocl 

79 

ER 

SH 

85 

5970 

Film,  Polytetrofluoroethylenc,  General  Purpose  Grade  •  Jul  76  REV>GS  . . 

AMS  3662A-76 

AS 

15  Jul 

82 

MR  AS 

20 

5970 

Insulating  &  Jacketing  Compounds,  Electrical  (For  Cobles,  Cords,  &  Wires). 

MIL-1-3930E  (1) 

CR 

14  Jun 

88 

CR 

SH 

85 

General  Specificolion  For  REV-AR  ER  ME 

SUPP  lA 

5970 

Insuloting  &  Jacketing  Compounds,  Electricol  (For  Cobles,  Cords,  &  Wires) 

Mll-l-3930/8 

CR 

14  Jun 

85 

CR 

85 

Insulating  Compound,  Type  IL<RN>lOW  Temp,  Layer  Of  Natural  Rubber  latex 
&  A  Color  Coded  Outer  Layer  Of  Chloroprene  Rubber  (CR)  Lotex  Bonded 
Together  REV-AR  Ml  ME 


5970 

Insuloting  &  Jacketing  Compounds,  Electricol  (For  Cobles,  Cords,  &  Wires) 

Insulot'ng  Compound,  Type  IH  Low  Temp,  Heat  &  Ozone  Resistant,  Ethylene 
Propylene  Rubber  (EPM)  Or  Ethylene  Propylene  Dienerubber  (EPOM)  REV-AR 

Ml  ME 

MIL-l-3930/9 

CR 

14  Jun 

85 

CR 

85 

5970 

Insuloting  &  Jackv  ing  Compounds,  Electricol  (For  Cobles,  Cords,  &  Wires), 
Insulating  Compound,  Type  IJ-H-LOW  Temperoture,  Heat  &  Weother 

Resistont,  Insulating  &  Jacketing,  Ethylene-proplene  Rubber  (EPM)  Or 
Ethylene-propylene-diene-rubber  REV-AR  ME  Ml  IS 

MIL-I.3930M0 

CR 

14  Jun 

85 

CR 

85 

5970 

Insulating  &  Jacketing  Compounds,  Electricol  (For  Cables,  Cords,  &  Wires), 
Insulating  Compound,  Type  lE-POLYETHYLENE  In  Accordonce  W/t-P-390, 

Type  II,  Class  1,  Grode  3  Or  4,  Category  5  REV-AR  ME  Ml  IS 

MIL.I-3930/11 

CR 

14  Jun 

85 

CR 

85 

5970 

Insulating  &  Jacketing  Compounds,  Electricol  (For  Cobles,  Cords,  &  Wires), 
Insulating  &  Jacketing  Compound,  Type  TPE-S-LOW  Temperoture,  Heot  & 

Ozone  Resistant,  Styrcnic  Thermoplastic  Elostomer  REV-AR  ME  Ml  IS 

MIL.1-3930/12 

CR 

14  Jun 

85 

CR 

85 

5970 

insulating  &  Jacketing  Compounds,  Electrical  (For  Cobles,  Cords,  &  Wires), 
Insuloting  &  Jacketing  Compound,  Type  TPE-O-LOW  Temperoture,  Weother 
Resistont,  Olefinic  Thermaplostlc  Elostomer  REV-AR  ME  Ml  IS 

MIL-l-3930/13 

CR 

14  Jun 

85 

CR 

85 

5970 

Insuloting  &  Jacketing  Compounds,  Elec  (For  Cobles,  Cords,  &  Wires),  Jocketing 
Compound,  Type  JP-MEOlUM-LOW  Temperature  Polyvinylchloride  (PVC)  & 
Polyvinylchloride-ocetotc  (PVCA)  REV-AR  ME  Ml  IS 

MI'.-l-3930/14 

CR 

14  Jun 

85 

CR 

85 

5970 

Insulating  &  Jocketing  Compounds,  Elec  (For  Cobles,  Cords,  &  Wires),  Jocketing 
Compound,  Type  JS-MEOlUM-LOW  Temperoture  Styrene-butodiene  Rubber 
(SBR)  REV-AR  ME  Ml  IS 

MIL.I-3930/15 

CR 

14  Jun 

85 

CR 

85 

5970 

Insuloting  &  Jocketing  Compounds,  Electrical  (Compound,  Type  JS-l-lOW  Temp 
Heat-resistont,  Styrene-butadiene  Rubber  REV-AR  ME  Ml  IS 

MILI-3930/16 

CR 

14  Jun 

85 

CR 

85 

5970 

Insulating  &  Jocketing  Compounds,  Electricol  (For  Cobles,  Cords,  &  Wires), 
Jacketing  Compound,  Type  JR-lOW  Temperature,  Naturol  Rubber  RCY-AR 

ME  Ml  IS 

MILI-3930/17 

CR 

14  Jun 

85 

CR 

85 

5970 

Insulating  &  Jacketing  Compounds,  EIcctricol  (For  Cob'es  Cords,  &  Wires), 
Jacketing  Compound,  Type  JN-MODERATE-LOW  Temperoture,  Chloroprene 
Rubber  (CR)  REV-AR  ME  MI  IS 

MIL.I-3930/18 

CR 

14  Jun 

85 

CR 

85 

5970 

Insuloting  6  Jacketing  Compounds,  Electricol  (For  Cobles,  Cords,  &  Wires), 
Jocketing  Compound,  Type  JN-L-LOW  Temperoture,  Chloroprene  Rubber  (CR) 
REV-AR  me  Ml  IS 

Mll-l-3930/19 

CR 

14  Jun 

85 

CR 

85 

5970 

Insulating  &  Jacketing  Compounds,  Electncol  (For  Cobles,  Cords,  &  Wires), 
Jocketirg  Compound,  Type  JH-LOW  Temperture,  Heot  &  Weother  Res'  font, 
Efhylene-pronylene  (EPM),  Or  Ethylene-propylcnc-dlene  Rubber  (EPOM 

rev.ar  me  S 

MIL-l-3930/20 

CR 

14  Jun 

85 

CR 

85 

5970 

Insulating  6.  Jockenng  Compounds,  Electricol  (For  Cobles,  Cords,  &  Wires), 
Jocketing  Compound,  Type  JU-LOW  Temperoture,  Heot  &  Weather  Resistont, 
Polyurethone  Thermoplastic  Elastomer  REV-AR  ME  Ml  IS 

MIL-r-3930/21 

CR 

14  Jun 

85 

CR 

85 

5970 

Insulating  &  Jocketing  Compounds,  Electricol  (For  Cobles,  Cords,  &  Wires) 
Insulating  Compound,  Type  IP  Medium  Low  Temperoture,  Polyvinylchloride 
(PVC)  &  Polyvinylchloride  Acetote  (PVCA)  REV-AR  ME  Ml 

Mll-l-3930/1 

CR 

14  Juf) 

85 

CR 

85 

5970 

Insuloting  &  jacketing  Compounds,  Electricol  (For  Cables,  Cords,  &  Wires) 
Insuloting  Compound,  Type  IS  Medium  low  Temperotuns,  Styrene  Butodlene 
Rubber  (SBR)  REV-AR  Ml  ME 

MIL-l-3930/2 

CR 

14  Jun 

85 

CR 

85 

597.0 

Insulating  &  Jocketing  Compounds,  Electrical  (For  Cables,  Cords,  &  Wires) 
Insulating  Compound,  Type  IS-L-lOW  Temperoture  Heot  Resistant,  Styrene 
Butadiene  Rubber  (SoP.)  REV-AR  MI  ME 

MIL-l-3930/3 

CR 

14  Jun 

85 

CR 

85 

5970 

Insuloting  &  Jocketing  Compounds,  Electricol  (For  Cobles,  Cords,  &  Wires) 
Ir.wloting  Compound,  Type  IR-lOW  Temperolure,  Natural  Rubber  REV-AR  Ml 

ME 

Mll.1-3930/4 

CP 

14  Jun 

85 

CR 

85 

5970 

Insuloting  &  Jacketing  Compounds,  EIcctricol  (For  Cables,  Cords,  &  NIres) 

Insuloting  Compound,  Type  IL  Low  Temperature,  Naturol  Rubber  Deposited 

From  A  Rubber  lotex  Compound  REV-AR  ME  Ml 

MILI-3930/5 

CR 

14  Jun 

85 

CR 

85 

5970 

Insulating  &  Jocketing  Compounds,  Electrical  (For  Cobles,  Cords,  &  Wires) 

MILI-3930/6 

CR 

14  Jun 

85 

CR 

85 

Insulating  Compound,  Type  IJ'S'MEDIUM  low  Temp  fnsuloting  &  Jocketing, 

Styrene  Butadiene  Rubber  (SBR)  REV-AR  Ml  ME 

5970  Insololing  &  Jocketing  Compounds,  Electrical  (For  Cobles,  Cords,  &  Wires)  MIL*l'3930/7  CR  14  Jun  85  CR  85 

Insulating  Compound,  Typo  IL*H>LOW  Temp,  Heol  Resisfont,  Notural  Rubber 
Deposited  From  A  Rubber  lotex  Compound  REV-AR  Ml  ME 
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fSC  TITLE 

5970  Insulating  And  Jacketing  Compounds,  Electrical  (For  Cables,  Cords,and  Wires), 
Jacketing  Compound,  Type  JNMODERATE*lOW  Temperoture,  Chlorinated 
Polyethylene  Rubber  (CM)  REV-AR  ME  Ml 

5970  Insuloting  And  Jocketing  Compounds,  clectricol  (For  Cables,  Cords,ond  Wires), 
Jacketing  Compound,  Type  JN^L-LOW  Tempeiature  (CM)  REV*AR  ME  Ml 
5970  Insulating  Component,  Molded,  Electrical,  Heat  Shrinkable,  Generot 
Specification  For  Validated  Oet  84  REV*GS 

5970  Insuloting  Compound,  EIcctricol  Embedding  REV*GS  . . . . . . 

5970  Insulating  Compound,  Electricol,  Embedding,  Reversion  Resistont  Silicone 
USER.MC  REV-AV  Ml  EC  85  99  GS 

5970  Insulating  Compound,  Electrical,  Ceromic  Class  L  USER<ME  AV  AT  AS  MC  OS 
REV-MI  EA  ES  GS 

5970  Insulating  Component,  Molded,  Electricol,  Heot  Shrinkoble  Polyolefin, 

Crosslinked,  Semi-rigid  And  Flexible  Validated  Apr  80  REV-MI  GS 

5970  Insulating  Compound,  Electricol  Validated  Dec  82  REV-GS . . . 

5970  Insuloting  Component,  Molded,  Electrical,  Heal  Shrinkoble  Polychforoprene, 
Flexible,  Crosslinked  Validated  Sep  85  REV-GS 
5970  Insulating  Compound,  Electrical,  Embedding  Validated  Apr  81  USER-ME  MC  AS 
REV-MI  AR  EA  EC  OS  85  GS 

5970  insuloting  Component,  Molded,  Electrical,  Heat  Shrinkable  Silicone  Rubber, 
Flexible,  Crosslinked  Validated  Sep  85  REV-GS 
5970  Insuloting  Compound,  Electricol,  Silicone  Rubber,  Room  Temperature  USER-ME 
REV-AR  Ml  GS 

5970  Insulating  Component,  Melded,  Electricol,  Heot  Shrinkable  Fluoroelostomer, 
Flexible,  Crosslinked  Validated  Sep  85  REV-GS 
5970  Insuloting  Compound,  Electrical,  Epoxy,  Colloidol  Silica  Filled  For  Potting  And 
Eneapsulotion 

5970  Insulating  Component,  Molded,  Electrical,  Heat  Shrinkoble  8utyl  Rubber, 

Flexible,  Crosslinked  Validated  Sep  85  REV-GS 
5970  Insulating  Compound,  Electrical  (For  Cooting  Printed  Ci.cuil  Assemblies) 

USER-AV  MC  OS  SH  REV-AR  Ml  AS  99  85  GS 
5970  Insulating  Components,  Molded,  Electricol,  Heot  Shrinkoble  Fluoropolymer, 
Semi-RIGIO,  Crosslinked  REV-GS 

5970  Insuloting  Compound,  Electrical  (For  Field  Splicing  Applications)  Validated  Apr 
SO  USER-ME  REV-MI  SH  YO  85  99  GS 

5970  Insuloting  Components,  Molded,  Electricol,  Heat  Shrinkable  Fluoropolymer 
Composiie,semi  -RIGID,  Crosslinked  REV-GS 

5970  Insulating  Materia),  Solid  Electrical  At  Microwave  Frequencies  And  Temperoh«res 
Up  To  1650  Degrees  C,  Compex  Permittivity  (Dielectric  Constont)  Of  •  28 
Jon  77  Validated  Feb  $5 

5970  Insuloting  Moteriols,  Electrical,  At  Commerciol  Power  Frequencies,  Dielectric 
Breakdown  Voltage  &  Dielectric  Strenght  Of  >  30  Jon  81  Validated  Feb  67 
5970  Insuloting  Sleeving,  Electricol,  Flexible,  Cooted,  Closs  130,  Type  B,  Category  6 
USER-ME  MC  OS  REV-AR  AV  EA  Ml  EC  85  99  80  GS 

5970  Insulating  Tape  •  8  Oct  77  (Reapproved  1982)  REV-YO . . . 

5970  Insulating  Tope,  Electrical,  Self  Fusing,  For  Use  In  Electronic,  Communications,  & 
Allied  Equipment  USER-GL  CG  REV-AR  SH  YD  85  GS 
5970  Insulating  Vornish,  Electrical,  Impregnating,  Solvent  Containing  USER-ME  AS 
MC  REV-AR  Ml  EC  YO  OS  99  GS  OS 

5970  Insulation  Cloth  And  Tope,  Electrical,  Vornished  Cambric  Validated  Apr  $1 
USER-ME  OS  AS  REV.85  GS 

5970  Insulotion  Cloth  And  Tope,  Electrical,  Gloss  Fiber,  Vornished  Validated  Apr  81 
USER-ME  MC  AS  REV-AR  Ml  11  99  GS 

5970  Insulation  Electrieol,high  Temperature  Inorgonlc  Paper . . . . . . 

5970  Insulation  Sheet,  Electrical,  Natural  Muscovite  Mica  Validated  Jvl  63  REV-MI  .... 

5970  Insulation  Sheet,  Electrical,  Silicone  Rubber,  Thermolly  Conductive,  Fibergloss 

Reinforced  REV-GS 

5970  Insulotion  Sheet  And  Tope,  Electrical,  Coil  And  Slot,  High  Temperature 
Validated  Apr  81  USER-ME  REV-AR  Ml  99  GS 
5970  Insulation  Sheet,  Etecl''cal,  Ligno-cellulosic,  High  Density,  Hardboord  Validated 
May  85  USER-ME  REV-GS 

5970  Insulation  Sheet  And  Tape,  Electricol,  Reinforced  Mica  Poper  Validated  Apr  81 
REV-GS 

5970  Insulotion  Sheet,  Electrical,  Mica  Poper,  Silicone  Bonded  Validated  Apr  61 
REV-MI  GS 

5970  Insulotion  Sheet,  Electricol,  Paper,  Pressboord  Validated  Jvl  83  REV-AR  Ml  99 
ES 

5970  Insulation  Sleeving,  Electricol,  Shrinkable  Without  Heat,  Polyvinyl  Chloride, 
Flexible  .Ncr,  C'csslinted 

5970  Insulation  Sleeving,  Electrico!,  Broided  REV-GS. . . . . . 

5970  Insulotion  Sleeving,  Electrical,  Non  Hoot  Shrink,  Silicone  Rubber,  Flexible 
Validated  Oet  84 

5970  Insulation  Sleeving,  Electricol  (Coble  Splicing)  FT-9d,  FT-97,  FT-98,  And  FT-472 
Validated  Sep  83  USER-CG  MC  17  REV-AR  GS 
5970  Insulotion  Sleeving,  Electricol,  Shrinkoble  Without  Heot,  Polyurethone  Flexible  .... 

5970  Insulation  Sleeving,  Electricol,  Heot  Shrinkoble,  Generol  Specificotion  For 

REV-AR  Ml  EA  EC  80  DS  GS 

6970  Insulation  Sleeving,  Electrical,  Shrinkoble  Without  Heat,  Chlorosulfonoted 
Polyethylene  Flexible 

5970  Insulotion  Sleeving,  Electrical,  Flexible,  Cooted,  Generol  Specificotion  For 
USER-MC  OS  REV-AR  Ml  EA  AV  EC  85  GS 
5970  Insulation  Sleeving,  Electrical,  Shrinkoble  Without  Heot,  Polychloroprene  . . 
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DOCUMENT 


NUMBER 

PREP 

DATE 

CUSTODIAN 

MIH-3930/22 

CR 

21  Apr 

88 

CR 

SH 

85 

MIL-t-3930/23 

CR 

21  Apr 

88 

CR 

85 

MtL-l-8I765 

SUPP  1 

AS 

20  Jul 

70 

AS 

MIL-I-<715)  (1) 

Ml 

15  Jol 

86 

Ml 

MIL-hSISSOC 

AS 

14  Jul 

83 

ER 

AS 

20 

MIL-t-)03  (3) 

ER 

06  Dec 

84 

ER 

SH 

85 

MIL-I-8176571 

AS 

20  Jul 

70 

AS 

MIH-46877  (2) 

Ml 

15  Jul 

80 

Ml 

MIL-l-81765/2 

AS 

20  Jul 

70 

AS 

MIL-M6923G  (1) 

SH 

12  Sep 

75 

ER 

SH 

20 

M1L-I.8176S/3 

AS 

20  Jul 

70 

AS 

MIL-I-46838B 

Ml 

27  Feb 

81 

Ml 

MIL-l-81765/4 

AS 

20  Jul 

70 

AS 

MII-I-46865A  (1) 

Ml 

13  May 

86 

Ml 

MIL-l.81765/5 

AS 

20  Jul 

70 

AS 

MIL-I-4605SC  (6) 

ER 

08  Nav 

82 

ER 

EC 

85 

MIL.I.81765/6 

AS 

15  Jun 

87 

MR 

AS 

20 

MIH-222»6C  (1) 

AS 

15  Nov 

73 

ER 

AS 

20 

MIL-I-S 1765/7 

AS 

15  Jun 

87 

MR  AS 

20 

ASTM  D2520-77 

ER 

26  Apr 

79 

ER 

SH 

85 

ASTM  0149.81 

MR 

10  Feb 

87 

MR 

11 

MIH.3190/2A 

SH 

04  Sep 

87 

SH 

20 

UL  510.77R82 

ER 

16  Mor 

82 

ER 

SH 

85 

MIL.1.3825B  (3) 

ER 

10  Sep 

84 

ER 

YD 

85 

MI1.1.24092B  (1) 

SH 

21  Del 

83 

ER 

SH 

20 

MI1.1.3374A  (2) 

SH 

21  Oct 

68 

ER 

SH 

20 

MII.I.17205C 

SH 

16  Nov 

61 

ER 

SH 

20 

MIL.1.24683 

SH 

19  Moy  87 

SH 

HH.1.536 

-ER 

23  Jon 

52 

ER 

SH 

NOTICE  2  (SH) 
Ma.|.49456 

ER 

05  Sep 

84 

ER 

EC 

85 

MII.I.3505C 

SH 

13  Oct 

60 

ER 

SH 

85 

Mll.1.24330  (1) 

SH 

01  Nov 

68 

SH 

M1L.1.21070B  (I) 

SH 

06  Moy  66 

SH 

MI1.1-I9917A 

SH 

12  Dec 

68 

SH 

MIL.I.545B 

ER 

30  Mor 

76 

ER 

SH 

85 

MIL-l-BSOBO/IA 

AS 

20  Apr 

83 

AS 

MIL.1.47203  (1) 

Ml 

24  Nov 

86 

Ml 

MIL.I.85080/2 

AS 

28  Nov 

77 

AS 

MII.I-13548A 

ER 

16  Mor 

66 

ER 

20 

MIL.1.850B0/3 

AS 

20  Apr 

83 

AS 

MIL.1.33053D  (1) 

AS 

22  Moy  87 

ER 

AS 

85 

SUPL  1 

MII-I.85080/4 

AS 

20  Apr 

83 

AS 

MU..I.3190E 

SH 

04  Sep 

87 

ER 

SH 

20 

MIL.I.85080/5 

AS 

20  Apr 

83 

AS 

FSC  LISTING 


DOCUMENT 

FSC  TITLE  NUMBER  ^^TE  CUSTODIAN 

5970  Insutolion  Sleeving,  EIcctncot,  Hoot  Shrinkable,  Polychloroprcne,  Flexible  REV-MI  MIL-1'23053/  IB  AS  01  Moy  86  ER  AS  85 

EA  EC  99  GS 

L  5970  Insulation  Sleeving,  Eicctncol,  Shrinkable  Without  Heal,  Generot  Spccificalion  MlL-l-SSOSO  (1)  AS  20  Apr  83  AS 

For 

5970  Insulolion  Sleeving,  EIcctricol,  flexible  REV-SH  85  99  80 . . . . .  M1L-1-7444D  (1)  20  30  Jul  87  ER  AS  20 

NOTICE  1 

5970  Insulation  Sleeving,  Electncol,  Heol  Shrinkable,  Polyvinyl  Chloride,  flexible,  MIL't-23053/'2C  (1)  AS  01  Moy  86  ER  AS  85 

Crosslinked  And  Non^crosslinked  (Inoeilve  ror  New  Design)  REV*MI  EA  EC  99  NOTICE  1 
GS 

5970  Insulation  Sleeving,  Electrical,  Flexible,  Cooled,  Class  155,  Type  A,  Cotegory  A  MILI'3190/3A  SH  04  Sep  87  ER  SH  20 

USER-ME  MC  OS  REV-AR  AV  EA  Ml  EC  85  80  99 

5970  Insulation  Sleeving,  Electncol,  Heal  Shrinkable,  Polyvinyl  Chlofide,  Semt  Rigid,  MIL-I-23053/3A  (1)  AS  Cl  May  86  ER  AS  85 

Crosslinked  And  Non-crossllnked  (Inactive  For  New  Design)  REV«MI  AR  EA  NOTICE  1 

EC99GS 

L  5970  Insutotion  Sleeving,  Closs  155,  Type  A,  Cotegor,  Validated  Feb  63  MIL-l  003190/3  SH  28  Jul  69  SH  20 

REV-MI  EC 

5970  Insulotion  Sleeving,  Electrical,  Heat  Shnnkobtc,  Polyolefin,  Ouol'woll,  Rigid  MIL'1'23053/ 4C  (1)  AS  29  Apr  88  ER  AS  85 

(Outer  Wall  Crosslinked)  USER-ME  MC  REV-MI  EC  99  80  GS 

5970  Insulation  Sleeving,  Electrical,  Flexible,  Cooled,  Class.  2(X),  Type  C,  Category  C  MIL'l'3190&/5  SH  04  Sep  87  ER  SH  20 

USER-ME  MC  OS  REV-AR  AV  EA  Ml  EC  85  99  80  GS 

5970  Insulotion  Sleevmg,  Electrical,  Heat  Shrinkable,  Polyolefin,  Flexible,  Crosslinked  MIL-i-23053/'5B  AS  01  May  86  ER  AS  85 

USER-ME  MC  REV-Ml  AR  ER  EC  99  GS 

5970  Insulation  Sleevmg,  Electncol,  Flexible,  Coated,  Class  200,  Typed,  Cotegory  C  MIL-I'3190/6A  SH  04  Sep  87  ER  SH  20 

USER-ME  MC  OS  REV-AR  AV  EA  Ml  EC  85  80  99 

5970  Insulation  Sleeving,  Electrical,  Heot  Shrinkable,  Polyolefin,  Semi  Rigid,  MIL-I'23053/6C  AS  01  Moy  86  ER  AS  85 

Crosslinked  USER-ME  MC  REV-Ml  EA  EC  99  GS 

5970  Insutotion  Sleevmg,  Electrical,  Heat  Shrinkable,  Polyethylaoe  Terephtholote,  MIL-I-23053/7B  AS  01  Moy  86  ER  AS  85 

Non-crosslinkcd  REV-EA  EC  99  GS 

5970  Insulotion  Sleevmg,  Electncol,  Heoi  Shnnkoble,  Potyvinylidene  Fluoride,  Semi  MIL'I'23053/8B  AS  01  May  86  ER  AS  85 

Rigid,  Crosslinked  REV-EC  99  GS 

5970  Insulation  Sleevmg,  Eleciricot,  Heat  Shrinkoble,  Silicone  Rubber,  Flexible  MtL-l'23053/10C  AS  01  May  86  ER  AS  85 

USER-MC  REV-Ml  AR  EC  SH  99  GS 

5970  Insulation  Sleevmg,  Electncol,  Heat  Shrinkoble,  Fluorinoted  Ethylene  Propylene,  MIL-l-23053/'11B  AS  01  Moy  86  ER  AS  85 

Non-crosslinked  USER-SH  REV-Ml  EC  99  GS 

5970  nsulotion  Sleevmg,  Electrical,  Heol  ShrinkoWe,  Pclytelrafluoroell./lene  REV-MI  MIL-l-23053/  128  AS  01  Moy  86  ER  AS  85 

EC  99  GS 

5970  Insulation  Sleeving,  Electncol,  Heat  Shrinkoble,  Ftuoroelosiomer,  Flexible  REV  Ml  MIL'I-23053A/ 13  AS  01  Moy  86  ER  AS  85 

EC  99  GS 

5970  Insulation  Sleevmg,  Electncol,  Heol  Shrinkoble,  Ethyfcne-tetrofluoroethylene  MIL'1'23053A'  14  AS  01  Moy  86  ER  AS  85 

Fluoropolymer,  Svmt-rigid  REV-EA  Ml  UC  99  GS 

5970  Insulation  Sieevmg,  Electrical,  Heot  Shnnkoble  Polyolefin,  Heovy  Woll,  Cooted,  MII-I-23053A/ 15  AS  01  Moy  86  ER  AS  85 

Flexible,  Outer  Woll  Crosslinked 

5970  Insulotion  Sleevmg,  Electncol,  Heat  Shrinkoble,  Crosslinked,  Elostomeric  MIL  l'23053A/16\  (1)  AS  29  Apr  88  ER  AS  85 

Polyolefin,  Flexible  USEP-ME  MC  REV-AR  Ml  EC  99  GS 

i  r'70  Insulotion  Sleevmg,  Electrical,  Heat  Shrinkoble,  Flome  Retarded,  Tronstucent,  MIL-I-23053A/17  AS  01  Moy  86  AS 

Polyolefin,  Flexible,  Crosslinked 

5970  Insulotion  Sleeving,  EIcctricol,  Heot  Shrinkoble,  Modified  Fluoropolymer,  MIL-1'23053/ 18  AS  05  Aug  88  ER  AS  85 

Crosslinked  USER-ME  MC  REV-Ml  EC  80  99 

5970  Insulation  Tope,  EIcctricol,  (Rubber,  Noturol  And  Synthetic)  Validated  Jut  83  HH-I-553C  (1)  *ER  02  Aug  77 

REV-EA  AR 

5970  Insulotion  Tope,  Electrical  Gloss  Fiber  (Resin  Filled),  &  Cord,  Fibrous  Gloss  MIL'I-3158D  $H  28  Oct  88  ER  SH  85 

USER-ME  MC  REV-Ml  EC  99  GS  NOTICE  1 

5970  Insulation  Tope,  E.eciricol,  Pressure  Sensitive  Adhesive,  Plostic  Validated  Jul  63  HH'I'595C  *ER  09  Apr  76  ER 

USER-MI  AT  AR  YD  REV-ME  AV 


5970 

Insulotion  Tope,  Electncol,  Self  Adhering  Unsupported  Silicone  Rubber  Validated 

Mll'l'46852B  (4) 

Ml 

22  Sep 

75 

Ml 

85 

Jun  85  REV-Ml  99  GS  DS 

INT  AMD  5  (Ml) 

5970 

Insulation  Tope,  Nonadhering.  Gloss  Fabric,  Polytetrofiuoroethylene  Cooted 

MIL-I18746B 

85 

25  Mor 

88 

ER 

OS 

85 

Validated  Mar  88  USER-SH  AS  REV-MI  EC  AS  13  99  GS 

NOTICE  1 

5970 

Insulation  Tope,  Electricol,  High  Temperoture,  Polyietrofluoroethylene, 

MILI-23594C 

AS 

31  Mor 

88 

ER 

AS 

85 

Pressure-sensitive  USER-SM  ME  OS  REV-MI  EC  99  GS  OS 

INT  AMD  1  (Ml) 

5970 

Insulation  Tope,  Electncol,  Pressure  Sensitive  Aoncstve  And  Pressure  Sensitive 

MIL  I-15126F  (2) 

SH 

15  Jon 

54 

ER 

SH 

85 

Thermosetting  Adhesive  Validated  Apr  82  USER-ME  REV-AR  Ml  EA  YO  99 

GS  OS 

Q 

5970 

Insulotion  Tope,  Electricol,  Plastic,  Pressure  Sensitive  USER-ME  MC  YD  RbV-MI 

MIL-I-24391B 

SH 

17  Jun 

87 

ER 

SH 

11 

EA  OS  EC  DS  GS 

Q 

597C 

Insulotion  Tope,  Electrical,  High-temperature,  Glass  Fiber,  Pressure  sensitive 

MIL-I-19155C  (1) 

SH 

28  Oct 

88 

ER 

SH 

85 

USER-ME  MC  REV-MI  AR  EC  GS 

NOTICE  1 

1 

5970 

Insulation  Tope,  Electricol,  Self  Bonding,  Silicone  Rubber  Treoted  Bios  Weave 

MIL-I-22444C 

SH 

28  Oct 

88 

SH 

Or  Sinusoidal  Wcove  Glass,  Coble  Solicina.  Naval  Shioboord  REV-MI  GS 

NOTICE  1 

L 

5970 

Insulation  Tope,  Electricol,  Filler  Type,  Flameproof,  Synthetic  REV-GS  ................ 

MIL-)-17695B 

NOTICE  1 

SH 

28  Oct 

88 

SH 

L 

5970 

Insulation  Tope,  EIcctricol,  Semi-cured  Thermosetting  Resin  Treoted  Gloss, 

MIL-l-24178 

SH 

28  Oct 

88 

SH 

Armoturc  Bonding,  Novel  Shipboord  USER-ME  REV-GS 

NOTICE  1 

5970 

insulotion  Tubing,  Electrical,  Polytetrofiuoroethylene  Resm,  Nonngid  (See  Astm 

MIL.I.22129C  (1) 

SH 

18  Feb 

55 

ER 

SH 

85 

D  3295)  USER-MI  AE  REV-AR  EA  EC  99  GS 

L 

5970 

Insulotion  Tubing,  Sili:one  Rubber,  Heat  Shrinkoble  Validated  Jun  85  REV-GS.... 

MIL-l-47049 

Ml 

10  Moy  74 

Ml 

Q 

5970 

Insulotion  Tubing,  Elei  tricol  Nonrigid,  Vinyl,  Very  Low  Temperoture  Grode 

MIL  I-22076B  (1) 

SH 

02  Apr 

84 

ER 

SH 

85 

REV-MI  EC  99  GS 

Q  1 

5970 

Insulotion,  Electricol,  High  Temperoture,  Bonded,  Synthetic  Fiber  Poper 

MII-I-24204A 

SH 

15  Aug 

75 

SH 

Vaiidaled  Apr  81  REV-GS 

Q 

5970 

Insulotion,  Electricol,  Plastic  Seoler  REV-MI  GS . . . . . . 

MIL-I-3054B 

SH 

20  Jul 

82 

ER 

SH 

85 

L 

5970 

Insulotion,  Electricol,  Dielectric  Borrier,  Lominoted,  Plostic  Film  And  Syr.ihe*ic 

MIL-I-22834A  (1) 

SH 

27  Apr 

64 

SH 

Fiber  Mat  Validated  Apr  61  USER-ME  REV-Ml  GS 
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5970 

Insulation,  Electrical,  Dielectric  Barrier,  Lominated,  Plostic  Film  And  Rog  Roper 
Validated  Apr  81  REV-GS 

MIL-I-19632B 

SH 

14  Apr 

60 

SH 

5970 

Insulotion,  Electrical,  Synthetic  Resin  Composition,  Non  Rigid  USER-ME  REV-AR 

MI  EA  AS  EC  YD  OS  99  GS  OS 

MIL-I-631D  i6) 

SH 

02  Jun 

87 

ER  SH 

20 

5970 

Insulation,  Electrical,  Plastic  (Submorine  Bus  Bor  Covering)  REV-GS . 

MII-I-15265B 

NOTICE  1 

SH 

28  Oct 

88 

SH 

5970 

Insulation,  Electricol,  Poper  (Slot  Cell)  Validated  Mar  79  USER*ME  MC  EC 

REV-AR  Ml  EA  OS  99  GS 

MIL-I-695B  (1) 

SH 

21  Nov 

72 

ER  SH 

85 

5970 

Insulotiori,  Sound  And  Thermo!  Resin  bonded  Glass  Fiber,  Medium  Filoment  -  15 

Jun  52  Votidaled  Mar  81  R£V*GS 

AMS  3676A-52 

AS 

29  Jon 

71 

MR  AS 

20 

5970 

Insulotor  Assemblies,  Rack,  Secondary  REV-GS . . . . . 

MIL-I-23972C 

YD 

2)  May 

84 

YD 

5970 

Insulator,  Bowl  (Style  55,  56  And  57)  Validated  Apr  81  USER*ME  MC  AS 

REV.MI  99  ES  GS 

MIL.I.23264/18A 

EC 

03  Jul 

68 

ER  EC 

85 

5970 

Insulator,  Bowl  (Style  58)  Validoled  Apr  Bl  USER-ME  MC  AS  REV-MI  99  ES 

GS 

Insulotor,  Bushing,  Sporlc  Plug  Coble  Terminol  (Other  Than  Aireroft)  Votidaled 

Sep  87  USER-ME  MC  REV-99  GS 

MII-I-23264/19A 

EC 

08  Jul 

68 

ER  EC 

85 

5970 

MS-)5679A 

NOTICE  1 

AT 

09  Sep 

87 

AT  VO 

85 

5970 

Insulotor,  Bushing  (Style  40,  4\,  And  47)  Validated  Apr  81  USER-ME  MC  AS 
REV-AR  Ml  99  ES  GS 

MIL-I-23264/16A 

EC 

08  Jul 

68 

ER  EC 

85 

5970 

Insulator,  Bushing,  Spork  Plug  Coble  Elbow  (Other  Than  Aireroft)  Validated  Nov 

84  USER-ME  MC  YD  REV.99  GS 

MS-16580A 

AT 

05  Jul 

67 

AT 

85 

5970 

Insulator,  Bushing  (Style  43)  Validated  Apr  81  USER-ME  MC  AS  REV-MI  99  ES 

GS 

Insulotor,  Electric,  Porcelain  And  Gloss  Validated  Jan  83  USER-MC  EC  SH 

REV-ER  99  GS 

Mll-l-23264y)7A 

EC 

08  Jul 

68 

ER  EC 

85 

5970 

HH.I-435B 

/ME 

23  Aug 

77 

ME  YD 

85 

5970 

Insulator,  Feedthru  (Style  30)  Validated  Apr  81  USER-ME  MC  AS  REV-AR  Ml 

99  ES  GS 

MII-I-23254/9A 

EC 

08  Jul 

68 

ER  EC 

85 

5970 

Insulator,  Feedthru  (Style  31)  Validated  Apr  81  USER-ME  MC  AS  REV-AR  Ml 

99  ES  GS 

MII-I-23254/10A 

EC 

08  Jul 

68 

ER  EC 

85 

5970 

Insulator,  Feedthru  (Style  32)  Validated  Apr  31  USER-ME  MC  AS  REV-\R  Ml 

99  ES  GS 

MIL-I-23264/11A 

EC 

08  Jul 

68 

ER  EC 

85 

5970 

Insulator,  Feedthru  (Style  33)  Validated  Apr  81  USER-ME  MC  AS  REV-Ml  99 

ES  GS 

MIL-I-23264/12A 

EC 

03  Jul 

68 

ER  EC 

85 

5970 

Insulotor,  Feedthru  (Style  34)  Validated  Ap.  81  USER-ME  MC  AS  REV-MI  99 

ES  GS 

MtL-l-23264/13A 

EC 

08  Jul 

68 

ER  EC 

85 

5970 

Insulator,  Feedthru  (Style  35  And  36)  Validated  Apr  81  USER-ME  MC  AS 

REV-AR  mi  99  ES  GS 

MIL-I-23254/14A 

EC 

08  Jul 

68 

cR  EC 

85 

5970 

Insulator,  Feedthru  (Style  37)  Validated  Apr  81  USER-ME  MC  AS  REV-Ml  99 

ES  GS 

MII-I-23264/)5A 

EC 

08  Jul 

68 

ER  EC 

85 

5970 

Injulolor,  Pin  (Style  81)  Valida'ed  Apt  81  USER-ME  MC  AS  REV-AR  Ml  99  CS 

GS 

Intuloler,  Pin,  Style  82  Votidaled  Apr  84  USER-ME  MC  REV-AS  99  ES  GS . 

MIL-l-2326-.'25A 

EC 

08  Jul 

68 

er'^j 

85 

5970 

MIL-l-23264/248 

EC 

16  Feb 

72 

ER  EC 

85 

5970 

Insulotor,  Spreader  (Style  76)  Validated  Apr  81  USER-ME  MC  AS  REV-AR  Ml 

SH  99  ES  GS 

MIL-I-23254/23A 

EC 

08  Jul 

68 

ER  EC 

85 

5970 

Insulotor,  StondoH  (Style  21)  Validated  Apr  81  USER-ME  MC  AS  REV-MI  99 

ES  OS 

MII-I-23264/4A 

EC 

08  Jul 

68 

ER  EC 

85 

5970 

Insulator,  StondoU  (Style  26)  Validated  Apr  81  USER-ME  MC  AS  REV-AR  Ml 

SH  99  ES  GS 

MII-I-2326475A 

EC 

08  Jul 

68 

ER  EC 

85 

5970 

Insulotor,  Stondod  (Style  27)  Votidaled  Apr  81  USER-ME  MC  AS  REV-MI  99 

ES  GS 

MIL-I-2326475A 

EC 

08  Jul 

68 

ER  EC 

85 

5970 

Insulotor,  Stondoff  (Style  28)  Votidaled  Apr  81  USER-ME  MC  AS  REV-AR  Ml 

99  ES  GS 

MIL-I-23264/7A 

EC 

08  Jul 

68 

ER  EC 

85 

5970 

Insulator,  Standoff  (Style  29)  Validated  Apr  81  USER-ME  MC  AS  REV-MI  99 

ES  GS 

MtL.|-23264/8A 

EC 

08  Jul 

68 

ER  EC 

85 

5970 

Insulotor,  Standoff,  (Style  01,  02,  03,  04,  And  06)  Validated  Apr  81  USER-ME 

AS  MC  REV-Ml  AR  SH  99  ES  GS 

MIL-I-23264A 

SUPP  1 

EC 

08  Jul 

68 

ER  EC 

85 

5970 

Insulator,  Standoff  (Styles  01,  02,  03,  04,  And  06)  Validated  Apr  81  USER-ME 

MC  AS  REV-AR  Ml  99  ES  GS 

MIL-I-23264/1A 

EC 

08  Jul 

68 

ER  EC 

85 

5970 

Insulator,  Stondoff  (Styles  10,  11,  12,  13,  And  14)  Validated  Apr  81  USER-ME 

MC  AS  REV-AR  Ml  85  99  ES  GS 

MII-I-23254/2A 

EC 

08  Jul 

68 

ER  EC 

85 

5970 

Insulator,  Standoff  (Style  19  And  20)  Validated  Apr  81  USER-ME  MC  AS 

REV-AR  mi  99  ES  GS 

MII.I.23264/3A 

EC 

08  Jul 

68 

ER  EC 

85 

5970 

Insulotor,  Strain,  With  Clevis  Validated  Apr  85  USER-ME  MC  REV-99  GS . 

MS-75076 

ER 

06  Nov 

68 

ER  EC 

85 

5970 

Insulator,  Strain  (Style  64,  65,  66,  And  67)  Validated  Apr  81  USER-ME  MC  AS 
REV-MI  99  ES  GS 

MIL-l-23264/'20A 

EC 

08  Jul 

63 

ER  EC 

85 

5970 

Insulotor,  Stroin,  With  Clevis  Validated  Apr  85  USER-ME  MC  REV-99  GS.......... 

MS.75077 

ER 

06  Nov 

68 

ER  EC 

85 

5970 

Insulotor,  Strain  (Style  68,  69,  70,  And  71)  Validated  Apr  83  USER-ME  MC  AS 
REV-AR  Ml  99  ES  GS 

MIL-I-23264/21B 

EC 

25  Aug 

77 

ER  EC 

85 

5970 

Insulotor,  Stroin  (Styles  60,  61,  73,  74,  And  75)  Validated  Apr  81  USER-ME 

MC  AS  REV-AR  Ml  99  ES  GS 

.14-23264/22A 

EC 

03  Jul 

68 

ER  EC 

85 

5970 

Insulotor,  Wet  Processporceloin,  low  &  Medi  Um  Voltogc  Types,  American 

National  Stondard  For  •  7  Aug  84  USER-EC  SH  MC  REV-99  GS 

ANSI  C29.5  84 

ME 

25  Jun 

85 

ME  YO 

85 

5970 

Insulator,  Wet  Process  Porceloin  (High  Voltoge  Pin  Type)  -  7  Aug  84  USER-EC 

SH  MC  REV.99  GS 

ANSI  C29.6-84 

ME 

25  Jun 

85 

ME  YD 

85 

5970 

Insulotors  Wet  Process  Porceloin  (Stroin  Type)  -  4  Oct  77  . . 

ANSI  C29.4-77 

ME 

16  Aug 

78 

ME  YO 

85 

5970 

Insulators-stroin  Type,  Wet  Process  Porceloin  •  24  July  1984  . . . . . . . 

ANSI  C29.4-84 

ME 

25  Jun 

85 

ME  YO 

85 

5970 

Insulotors-wet-process  Porceloin  And  Toughened  Gloss-suspension  Type  -  16  Jun 
1982  USER-EC  SH  MC  REV.99  GS 

ANSI  C29,2-83 

MB 

25  Jun 

85 

ME  YO 

85 

5970 

Insulators,  Elcctncol  Power,  Test  Methods  For  -  33  Oct  81  USER-SH  EC  MC 
REV.99  GS 

ANSI  C29.1-8) 

ME 

09  Jon 

84 

ME  YD 

85 

5970 

Molding  Plastics,  Electricol,  Thermoplastic  USER-MC  AS  EC  SH  . . . 

MII-M-24519C 

SH 

08  Ocl 

87 

SH 

5970 

Mounting  Pods,  Electricol-electronic  Component,  ,100  Diometer  Pin  Center 

USER-AS  CG  MC  SH  REV-ll  19  99  ES 

MIL-M-38527-  lA 

85 

07  Sep 

84 

ER  EC 

85 

596 
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S970 

Mounting  Pod»,  Electrical-eiectfonic  Component,  Relay  And  Discrete  Component 

MII-M-38527/6B 

85 

15  Dec 

88 

ER  EC 

85 

USER-CG  MC  AS  SH  REV-11  19  99  ES 

5970 

Mounting  Pads,  Electricol  electronic  Component,  Multiple  Applicotions  USER-CG 

Mil  M-38527,7A  (1) 

85 

22  Nov 

85 

ER  EC 

85 

MC  AS  SH  REV-AV  85  19  99  11  ES 

5970 

Mounting  Pads,  Electrical'clectronic  Component,  .002,  .005  &  .010  Inch  Thick 

MIL-M.38527/8B 

85 

10  Mor 

89 

ER  EC 

85 

USER-SH  MC  AS  CG  REV.19  99  11  ES 

L 

5970 

Poper,  Insulating,  Electricol  REV*GS  . . . . . 

MIL-P-47271A 

Ml 

18  Feb 

83 

MI 

L 

5970 

Paste,  Color  Concentrate,  Epoxy  Resin  Base  Validated  Jun  85  REV>GS  . . 

MIL-P-47005 

Ml 

19  Apr 

74 

Ml 

0 

5970 

Ploslic  Materiol,  Lominated,  Thermosetting,  Electric  Insulotion,  Sheets,  Gloss 

MIL-P.9970  (2) 

SH 

14  Jun 

68 

ER  SH 

20 

Cloth,  Silicone  Resin  Validated  May  85  USER*ME  MC  OS  REV*AR  Ml  EA  AS 

EC  85  17  GS 

Q 

5970 

Plostic  Sheet,  Laminated,  Thermosetting,  Glass  Cloth,  Metomine  Resm  Validated 

MIL-P-15037E  (3) 

SH 

14  Oct 

75 

ER  SH 

20 

Apr  82  USER-ME  AR  Ml  AS  REV-MR  EC  CS  GS 

5970 

Plastic  Tubing,  Electricol  Insulotion,  Irradiated  Polyolefin,  Pigmented,  Semi-rigid, 

AMS  3638E-88 

AS 

20  Oct 

88 

MR  AS 

11 

Heat  Shrinkoble,  2  To  1  Ratio  -  1  July  1988  REV-GS 

L 

'970 

Polyurethone  Foom,  Rigid,  For  Packaging  And  Encopsulotion  Of  Electronic 

MIL-P -47099  (2) 

Ml 

28  Jun 

82 

Ml 

Components  REV-GS 

L 

5970 

Resin,  Epoxy  Bose,  Thixotropic  Validated  Jun  65  REV-GS  . . . 

MIL-R-)7004 

Ml 

19  Apr 

74 

Ml 

5970 

Rubber  Deterioration  Surface  Ozone  Crocking  In  A  Chamber  (Plot  Specimen)  • 

ASTM  D1149-78A 

YD 

31  Aug 

88 

ER  SH 

85 

9  Jon  80 

5970 

Rubber  Deterioration  •  Surfoce  Ozone  Crocking  In  A  Chomber  (Flot  Specimen)  • 

ASTMD  1149-78A 

ER 

09  Jon 

80 

ER  SH 

85 

31  Aug  70 

5970 

Rubber  Oeterioration-surfoce  Crocking  (Standard  Test  Method)  -  27  Mor  86 . 

ASTM  D518-86 

ER 

19  Jun 

86 

ER  SH 

85 

5970 

Rubber  Insulating  Covers  *  24  Jun  1983  REV -99  GS . . . 

ASTM  D1049-83 

YD 

30  Apr 

87 

ER  YD 

85 

5970 

Rubber  Insulating  Line  Hose  -  30  Aug  1985  REV-80  99  GS  . . . 

ASTM  D1050-8S 

YO 

17  Aug 

87 

ER  YO 

85 

5970 

Rubber  Insulating  Motting  •  31  July  1981  REV-SH  99  GS . . . 

ASTM  0178-81 

YD 

10  Aug 

86 

ER  YO 

85 

1 

5970 

Rubber,  Synthetic,  Heat  Shrinkable  USER-ME  REV-EA  MR  GS . . 

MIL-R-46846A  (2) 

Ml 

27  Nov 

84 

Ml 

5970 

Sheets,  Rods,  And  Tubes,  Vulcanized  Fibre  Used  For  Electricol  Insulotion  -  30 

ASTM  D710-81 

20 

12  Mar 

85 

MR  AS 

20 

Jon  1981 

5970 

Sleeving,  For  Identification  Marking,  Heot  Shrinkable,  Generol  Specificotion  For 

Ma-S-85848 

AS 

01  Moy 

87 

L 

5970 

Sleeving,  For  identification  Marking  Heat  Shrinkable,  Polyolefin,  Flexible . 

MIL-S.8584871  (1) 

AS 

05  Oct 

87 

AS 

L 

5970 

Sleeving,  For  Identifrcotion  Morking,  Heat  Shrinkable,  Polyvinylide  Fluoride, 

MlL-S.85848/2  (1) 

AS 

05  Oct 

87 

AS 

Flexible 

L 

5970 

Sleeving,  Textile,  Braided,  Polyomide  REV-GS . . . . . 

MIL.S.47053 

MI 

10  Moy 

74 

Ml 

5970 

Strip,  Mounting,  Nut  Insulating,  For  Ms  27212  Terminal  Board  Validated  Jun  80 

MS-3373C 

AS 

07  Mor 

72 

ER  AS 

11 

USER-AV  EC  OS  MC  REV-MI  AV  85  GS 

5970 

Tope,  Electrical  Insulating,  Tetrofluorethylene  Becked  Pressure  .Sensitive  -  31  Aug 

84 

Tope,  Electricol  Insuloting,  Tetrofluorethylene  Backed  Pressure-sensitive  •  31  Aug 

84 

Toue,  Epoxy-gloss  Cloth,  Thermosetting,  Pressure  Sensitive  Adhesive  Validated 

ASTM  02686-84 

20 

09  Aug 

85 

MR  AS 

20 

5970 

ASTM  02686-84 

20 

09  Aug 

85 

MR  AS 

20 

1 

5970 

Mll  T-47052  (1) 

Ml 

24  Mar 

78 

Ml 

Mar  $5  REV-GS 

1 

5970 

Tope,  Heat  Shrinkoble  Validated  Mar  85  REV-MR  GS . . . . . . . 

Mll-T-47023 

MI 

19  Apr 

74 

Ml 

5970 

Tope,  Insulation,  Electricol  (Friction)  . . . 

A.A-2094 

X 

14  Oct 

82 

L 

5970 

Tope,  Repoir,  Magnetic  Minesweeping  Coble  Sheath  REV-GS  . . . . . 

MIL-T-2275'SE 

NOTICE  1 

SH 

19  Oct 

88 

SH 

5970 

Tope,  Rubber  Insuloting,  For  High  Voltage  Applicotions  -  18  Sep  75 . . 

ASTM  03391-75 

ER 

19  Ocl 

79 

ER  SH 

85 

L 

5970 

Tope,  Rubber  Unvulconized,  Splicing  And  Molding  (Topes  TI-317/U  And 

MIL-T-13020C 

ER 

20  Moy 

71 

ER 

TI-318/U)  Validated  Apr  85  USER-MI  REV-ME  AV  AT  AR  GS 

5970 

Topes,  Rubber,  Nonmetollic  Conducting  And  Electricolly  Insuloted  -30  Dec  83 

ASTM  04325-83 

MR 

14  Jun 

88 

MR  SH 

99 

USER-AT  OS  YD  REV-AR  ER  Gl  ME  AS  GS 

5970 

Tubing  Elostomeric,  Electricol  Insulotion,  Irrodloted  Polychloroprene,  Flexible, 

AMS  36238-82 

AS 

28  Sep 

84 

MR  AS 

20 

l''eot  Shrinkable  1.750  To  1  Shrink  Ratio  •  1  Apr  82  REV-GS 

5970 

Tubing  Plastic,  Electricol  Insulotion,  Irrodloted  Polyolefin,  Pigmented,  Flexible, 

AMS  3636F-84 

AS 

28  Sep 

84 

MR  AS 

20 

Heat  Shrinkable  2  To  1  Shrink  Rotlo  •  1  Jan  84  REV-GS 

5970 

Tubing,  Electrical  Insulotion,  Light  Woll,  Extruded  Polytetrofluoroethylene  -  1 

AMS  36548-85 

AS 

20  Oct 

88 

MR  AS 

11 

July  1985  REV-AR  GS 

5970 

Tubing,  Electricol  Insulation,  Thin  Woll,  Extruded  Polytetrofluoroethylene  •  1  July 

AMS  3655A-85 

AS 

20  Oct 

88 

MR  AS 

11 

1985  REV-GS 

5970 

Tubing,  Electrical  Insulation,  Stnndord  Wall,  Extruded  Polytetrofluoroethylene  •  1 

AMS  36530-85 

AS 

20  Oct 

88 

MR  AS 

11 

July  1985  REV-GS 

i 

5970 

Tubing,  Heat  Shrinkable  Validated  A\oy  65  REV-GS.. . . . . . 

MIL-T.47051 

Ml 

10  Moy 

74 

Ml 

5970 

Tubing,  Plostic,  Electrical  Insulation  Irradiated  Polyvinylidene  Fluoride, 

AMS  3632C-75 

AS 

12  Sep 

75 

MR  AS 

20 

Semi-rigid,  Hcol  Shrinkable  2  To  1  Rotlo  -  15  Jun  75  Validated  Apr  6i 

REV-MI  GS 

L 

5970 

Varnish,  Impregnating,  Electricol-insuloting  (For  Fire  Control  Instruments). 

MIL-V.13497A 

AR 

2  Mor 

62 

AR 

Validated  Apr  85  USER-AT  REV-MI  IS  GS 

L 

5970 

Wosher,  Insuloting,  For  Split  Knob  Type  Electrical  Insufotor  Validated  May  82 

MIL-W.52815 

ME 

12  Jun 

74 

ME 

REV.GS 

5975 

Adopter  Assembly  •  3/16  Inch  Conduit  Validated  Jul  82  REV-99  GS . . 

AN3069 

REV  1 

AS 

9  Moy 

52 

AS 

85 

t 

5975 

Adopter  For  Electric  Tcrminol  (Hermetic  Seal)  Validated  Apr  82  REV-GS . 

MS-17021 

SH 

7  Jul 

59 

SH 

5975 

Adapter,  Electrical  Conduit,  Rigid  To  Flexible  Validated  May  81  USER-AR  MC 

AN3056 

AS 

31  Jul 

74 

WP 

11 

REV-AV  99  GS 

REV  6 

5975 

Aluminum  Conduit,  Rigid,  Stondord  For  -  7  Mor  1983  REV-C6  MC  99................ 

ANSI  C80.5-83 

YD 

20  Mor 

87 

ME  YO 

99 

1 

5975 

Angle,  Mounting  Validated  Apr  82  REV-GS . . . . . . 

MS-14137F 

AS 

09  Dec 

75 

AS 

5975 

Bose,  Mounting,  Smoli-sizc  (For  Use  With  Electronic  Equipment  In  Aircraft) 

MS-91404D 

AS 

20  Oct 

66 

ER  AS 

85 

Validated  May  80  USER-MC  CG  REV-MI  1 1  99  GS 

5975 

Bose,  Mounting,  Large-size  (For  Use  With  Electronic  Equipment  In  Aircroft) 

MS-91405E 

AS 

20  Oct 

66 

ER  AS 

85 

Validated  May  80  REV-1 1  99  GS 

5975 

Bend,  Electricol  Conduit,  90  Deg.  And  45  Deg.  Zinc  Cooted  Thin-woll  Steel 

MS -75023 A 

85 

25  Mor 

88 

ME 

85 

(Emi)  USER-AT  ME  REV-ER  99  GS  NOTICE  1 


597 
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CUSTODIAN 

5975 

Bend$,  Efectricot  Conduit  90  Deg«  And  45  Deg.  Zinc  Coated  Std  Thk  Woit  Sfeet 

MS  75022A 

ME 

08  Jon 

73 

ME 

85 

Validated  May  82  USER-AT  REV-ER  99  GS 

L 

5975 

Bod/,  NPT,  Nylon  Stuffing  Tube  Validated  Oct  62  REV<GS . . . . 

MII-B-19622/7A 

SH 

18  Jan 

67 

SH 

1 

5975 

Bod/,  Nylon  Stuffing  Tube  (inactive  After  20  Jan  1967)  (Use  Mll*S-19622/5) 

MS-)6168C 

SH 

20  Jan 

67 

SH 

Validated  Apr  82  REV-GS 

1 

5975 

Bod/,  Nylon  Stuffing  Tube,  90  Deg. . . . . . . . . 

MII-E.19522/6A 

SH 

24  Jun 

86 

SH 

L 

5975 

Bod/,  Nyton  Stuffing  Tube,  Y  Type  VoZ/rfoterf  Oc/  52  REV-GS...., . . . . 

Mll-B-19622/8 

SH 

10  Nov 

66 

SH 

L 

5975 

Bod/,  St  ,ight.  Nylon  Stuffing  Tube  . . . . . . . . . 

MII-B-19622/5B 

SH 

24  Jun 

86 

SH 

5975 

Box  Connector,  Electricol  Validated  Mar  88  REV-MI  GS.. . . . . . 

AN3055 

REV  6 

85 

25  Mar 

88 

YD 

85 

5975 

Box  Connector,  Electrical  Validated  May  8i  REV*M!  GS  . . . . 

AN3064 

REVS 

AS 

21  Sep 

56 

AV  AS 

85 

5975 

Boxes,  Metallic  Outlet,  Stondord  For  •  1  Dec  83  (Seventh  Edition)*  Chg  Notice 

UL  514A-83 

YD 

30  Nov 

84 

ER  YD 

85 

1  Old  29  Nov  85  USER-MI  MC  REV.99  GS 

CHG  NOTICE  1 

5975 

Boxes,  Nonmeiollic  Outlet,  Flush  Device  Boxes,  &  Covers  -  29  Aug  79  (First 

UL514C.79 

YD 

30  Nov 

84 

ER  YD 

85 

Edition)  As  Revised  To  18  Nov  83  •  Chg  Notice  1  Old  29  Nov  85  USER-MI 

MC  REV-GS 

5975 

Brace,  Crossorm,  Flat  (Pole  line)  Validated  Jvl  83  USER-MC  REV-99  GS.,.., . 

MS.39030A 

ER 

19  Dec 

67 

ER  YD 

85 

5975 

Broce,  Crossarm,  Bock  (Pole  Line)  Validated  Jul  83  USER-MC  REV-MI  99  GS  .... 

MS.39024A 

ER 

19  Dec 

67 

ER 

85 

5975 

Bracket  -  Mounting,  Extinguisher,  Fire  Validated  Avg  82 . . . . 

AN6046 

AS 

24  Feb 

50 

AS 

5975 

Brockel,  Insulolot,  Steel  (Pole  line)  Validated  Jul  83  USER-MC  REV.99  GS . 

MS-39043A 

ER 

19  Dee 

67 

ER 

85 

1 

5975 

Bracket,  Mounting,  Plosttc  For  Use  With  Ms  3367  Ploslic  Tie  Down  Strops 

MS-3341B 

AS 

21  Mor 

74 

AS 

Validated  Jun  80  REV-MI  GS 

5975 

Bridle  Ring  (Pole  Line)  Validated  Jul  83  USER*MC  REV-99  GS... . . . 

.AS-39040A 

ER 

19  Dee 

67 

ER 

85 

L 

5975 

Bulkhead  Brocket,  For  Use  With  MS-3367  Ploslic  Tiedown  Strops  Validated  Mar 

84 

Bushing  &  Electrical  Conduit  Validated  May  81  REV-99  GS  . . . . . 

MS-3340B 

AS 

18  Oet 

77 

AS 

5975 

AN3059 

REV  1 

AS 

16  Apr 

53 

AS 

85 

L 

5975 

Bushing  For  Electric  Terminol  (Hermetic  Seal)  Validated  Nov  82  REV-GS . 

MS-170)6 

SH 

7  Jul 

59 

SH 

L 

5975 

Cabinet,  Electrical  Eouipmeni  CY-2675  Validated  Mar  80  REV-GS . . 

MII-C-23280A 

EC 

26  Nov 

62 

EC 

L 

5975 

Cobinet,  Electncol  6quipment,cY*3397(  )/G  Validated  Aug  83  REV-GS  . . 

MIL-C-55)72B 

ER 

17  Jon 

72 

ER 

L 

5975 

Cabinet,  Electronic  Equiment  C  Y-4516C/S  (  } . . . . 

MIL-C-28872 

EC 

17  Mar 

83 

EC 

L 

5975 

Cobinet,  Electronic  Equipment  (Single  Boy)  REV-GS . . . 

MIL-C-28794 

EC 

18  Jun 

73 

EC 

L 

5975 

Coble,  Safely  (Wire  Rope)  Validated  Apr  82  REV-MI  GS  . . . . . 

MS-17339D 

SH 

27  Mor 

67 

SH 

Q 

*5975 

Cose,  Boses,  Mounting,  And  Mounts.  Vibration  (For  Use  With  Electronic 

MII-C-172C  (2) 

AS 

20  Oet 

66 

ER  AS 

85 

Equipment  In  Al'croft)  (Notice  1  (As)(  Validated  May  SO  REV-MI  AR  AV  99 

SUPP  ID 

GS 

INT  AMD  5  (85) 

5975 

Cose,  Lorge*size.  (For  Use  With  Electronic  Equipment  Aircraft)  Validated  Jut  83 

MS-91403B 

AS 

8  Dee 

58 

ER  AS 

85 

REV-n  99  GS 

597^ 

Case,  Smoll-size  tFor  Use  With  Electronic  Equipment  In  Aircroft)  Validated  Jul 

MS-91 402A 

AS 

8  Dee 

58 

ER  AS 

85 

83  REV-11  99  GS 

5975 

Clamp,  Battery  Hold  Down  Validated  May  80  REV-ER  85  99  GS . . . 

MIL-C-6783 

AS 

23  Jun 

50 

AS 

85 

5975 

Clomp,  Coble  Suspension  (Pole  Line)  Validated  Jul  83  USER-MC  REV.99  GS  .... 

MS-39032A 

ER 

19  Dee 

67 

ER  YD 

85 

5975 

Cfomp,  Oropwire  Electncol  Conductor,  Strain  (Pole  line)  Validated  Jut  83 

MS-3903)A 

ER 

19  Dee 

67 

ER 

85 

USER-MC  REV-85  99  GS 

5975 

Clomp,  Electricol,  Loshmg  (Pole  Ime)  Validated  Jul  63  USER-MC  REV-99  GS  .... 

M5-39046A 

ER 

10  Moy 

68 

ER 

85 

5975 

Clomp,  Electrical  Strand,  Ground  (Pole  Line)  Validated  Jul  83  USER-MC  REV-MI 

MS-39041A 

ER 

19  Dec 

67 

ER 

85 

99  GS 

5975 

Clevis,  Most  Holder  Validated  Jul  83  REV-GS............. . . . 

ms-750)) 

ER 

2  Feb 

60 

ER  SH 

85 

5975 

Collor,  Coble  Validated  Jut  83  REV.99  GS . 

MS-35762 

ER 

7  Moy 

56 

ER  AS 

85 

L 

5975 

Compound,  Electrically  Conductive  Validated  Sep  88  REV-GS  . . . . 

MII-C-82597A 
NOTICE  1 

OS 

07  Sep 

88 

OS 

5975 

Conduit  &  Fillings,  Nonmetol,  Rigid,  (Asbestos  Cement  Or  Fire  Cloy  Cement), 

W-C-571C 

•YD 

15  Jan 

81 

ME  YD 

85 

(For  Electricol  Purposes)  REV.99 

5975 

Conduit  &  Fittings,  Nonmetollic,  Rig'd,  Bituminized  Fiber,  Lominoted  Well . . . 

W-C-575B 

16  Jon 

81 

5975 

Conduit  &  Hope  Conduit,  Type  EB  &  A  Rigid  PVC,  Stondord  For  •  11  Mo/  81  - 

Ul  651A-81 

YD 

30  Nov 

84 

ER  YD 

85 

First  Edition  (Chg  Notice  3  Otd  30  Sept  88  REV.99  GS 

CHG  NOTICE  1 

5975 

Conduit  &  Outlet  Boxes,  Fittings  For,  Standard  For  -  First  Edition-  14  Jul  82  - 

Ul  5148-82 

YD 

23  Aug 

84 

ER  YD 

85 

Chg  Nolice  1  Did  18  Nov  85  USER-MC  REV-99  GS 

CHG  NOTICE  1 

5975 

Conduit  And  Conduit  Fittings  Plosic,  Rigid..,.. . 

W-C-)094A 

t 

03  Jul 

75 

1 

5975 

Conduit  Assembly,  Flexible,  Rodio  Frequency  Shielding  Validated  Aug  81 

MS-25067A 

AS 

15  Dee 

67 

AS 

REV-GS 

L 

5975 

Conduit  Assembly-flexible  Metollic  Validated  Aug  81  REV-GS  . . . 

ANDI0391 

AS 

23  Jan 

47 

AS 

5975 

Conduit  Outlet  Boxes,  Bodies,  And  Entrance  Copt,  Electricol,  Cost  Metal 

W-C-586D 

/YD 

30  Jun 

86 

ME  YD 

99 

USER-GL  AR  REV-ME  99 

5975 

Conduit,  Electncol,  Flexible,  Shielded,  Aluminum  Alloy  For  Aircroft  Instollotions 

MII-C-6136A  (2) 

AS 

30  Jun 

70 

ER  AS 

85 

Validated  Jun  82  REV-AR  MI  99  GS 

5975 

Conduit,  Flexible  Metol,  Stondord  For  •  Eighth  Edition  -  28  Aug  85  REV.ME  85 

Ul  1-85 

YD 

04  Nov 

85 

ER  YD 

99 

5975 

Conduit,  Flexible,  Radio  Frequency  Shielding  USER-ME  MC  REV-11  99  GS ........ 

MS-25064A 

AS 

11  Jul 

80 

ER  AS 

85 

5975 

Conduit,  Metol,  Rigid,  (Electrical,  Aluminum)  USER-YO . . . . 

WW.C-540A 

INT  AMD-1 

t 

2  Nov 

60 

Q 

5975 

Conduit,  Metol,  Flexible,  Electrical,  Shielded  Validated  May  87  REV-AR  6A  99 

GS 

Conduit,  Metal,  Ridgid  &  C'^upling,  Elbow  &  Nipple,  Electricol  Conduit, 

MIL-C-13909C 

AT 

20  Moy 

87 

AT  AS 

85 

5975 

WV/-C-00540C 

: 

15  Moy 

67 

Aluminum 

INT  AMD  (1) 

5975 

Conduit,  Metol,  Flexible  Validated  Ju!  83  REV-ME  99. . . . . . . 

WW-C-566C 

/ER 

21  Ocl 

75 

ER  YD 

85 

5975 

Conduit,  Raceway,  Metol,  And  Fitting,  Surfoce . . . . . . . . 

W-C-582A 

t 

25  Jun 

81 

5975 

Conduit,  Rigid  Metol  (Ninth  Edition  First  Impression)  •  23  Oct  81(W/REV  Pgs 

UL  6-81 

YD 

12  Moy 

82 

ME  YD 

85 

10/83 

5975 

Conduit,  Schedule  40  &  80  Rigid  PVC,  Fourtheditlon  (Chg  Notice  2  Dtd  29  Oct 

UL  651-8) 

YD 

02  Moy 

88 

ER  YD 

85 

88)  REV-99  GS 

CHG  NOTICE  2 

598 
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5975 

5975 

Coupling  &  Eiectricol  Conduit  VaUdated  May  81  REV*99  GS  . . . . 

Coupling&conduit  Y  Volidalcd  Avg  $t  REV-GS . . . . . . . . . 

AN3058 

REV  3 

AN3250 

REV  1 

AS 

AS 

16  Apr  53 

9  Apr  47 

AS 

AV  AS 

85 

5975 

Coupling,  Electficol  Conduit.  Rigid  Validated  May  8i  USER*AR  MC  REV-AV  99 

GS 

AN3058 

REV  6 

AS 

31  JJ  74 

AS 

11 

L 

5975 

Door,  Face  Mounted  Validated  Mar  83  REV.GS. . . . 

MS04127E 

AS 

18  Feb  7/ 

AS 

1 

5975 

Door,  Flush  Mounted  Validated  Mar  83  REV*GS  . . . . . . . . . . 

MS-I4128F 

AS 

18  Feb  77 

AS 

L 

5975 

Drawer  Assembly,  Rock  Mounting  Validated  Apr  82  REV.GS . . . 

MS-14135C 

AS 

09  Dec  75 

AS 

L 

5975 

Drower,  Sliding  Validated  Mar  88  REV*GS... . . . . . . 

MS-14133C 

NOTICE  I 

AS 

15  Mar  88 

AS 

5975 

Drive  Ring  (Pole  line)  Volldaled  Jut  83  USER-MC  REV-99  GS . 

MS-39045A 

ER 

10  May  68 

ER  YD 

85 

5975 

Elbow  •  Electricoi  Conduit,  45  Deg.  Validated  May  81  REV*99  GS.. . . . 

AN3050 

REV  4 

AS 

16  Apr  53 

AS 

85 

5975 

Elbow  •  Electricoi  Conduit,  45  Deg.  Junction  Box  Validated  May  81  REV-MI  99 

GS 

AN306I 

REV  3 

AS 

16  Apr  53 

AS 

85 

5975 

Elbow  ■  Electricoi  Conduit,  90  Deg.  Validated  May  81  REV-MI  99  GS ................ 

AN3052 

REV  3 

AS 

16  Apr  53 

AS 

85 

5975 

Elbow  -  Electricoi  Conduit,  90  Deg.  Junction  Box  Validated  May  81  REV-99  GS 

AN3063 

REV  3 

AS 

16  Apr  53 

AV  AS 

85 

5975 

Elbow,  Electricoi  Conduit,  Spork  Plug  Coble  (Other  Thon  Aircroft)  Validated 

Nov  87  USER-ME  MC  REV-MI  6R  99  GS 

MS-39019A 

NOTICE  1 

AT 

12  Nov  8/ 

AT 

85 

5975 

Elbow,  Electricoi  Conduit,  With  Insulotor,  Spork  Plug  Coble  (Other  Thon 

Aircraft)  Validated  Dee  83  USER-ME  MC  REV-ER  99  GS 

MS-39015B 

AT 

22  Apr  74 

AT 

85 

5975 

Electricoi  Solely  Code,  Notfonol  ■  15  Jut  83  USER-MC  REV-ME  SH  99  80  GS  .. 

ANSI  C2-84 

YD 

27  Ocl  85 

ER  YD 

85 

L 

5975 

Enclosure  For  Electrical  Fittings  &  Fixtures,  Summersibte  (15  Foot),  Size  2*1/6 

By  3  REV-GS 

MIL-E-24)42/9B 

SH 

25  Jon  84 

SH 

1 

5975 

Enclosure  For  Electricoi  Fittings  &  Fixtures,  Generol  Spectficotion  For  REV-GS.... 

MIL-E-24142B  (1) 
SUPP  1 

SH 

17  Feb  87 

SH 

1 

5975 

Enclosure  For  Electricoi  Sittings  &  Fixtures,  Submersible,  Size  4  By  4  (15  Foot) 
REV-GS 

MIL-E-24142/1C 

SH 

25  Jon  84 

SH 

L 

5975 

Enclosure  For  Electricoi  Fittings  And  Fitures,  Submersible  ()5-FOOT),  Size  3  By 

5  flEV-GS 

MIL-E-24142/2C 

SH 

25  Jon  84 

SH 

i 

5975 

Enclosure  For  Electricoi  Fittings  &  Fixtures,  Submersible,  Size  6  By  9  (15  Foot) 
REV-GS 

MII-E-24142/3C 

SH 

25  Jon  84 

SH 

L 

5975 

Enclosure  For  Electricoi  Fittings  &  Fixtures  Submersible  (15  Fool),  Sue  2*1/d  By 
4.1/2  REV.GS 

MIL-E-24142/10B 

SH 

25  Jon  84 

SH 

1 

5975 

Enclosure  For  Electricoi  Fittings  And  Fixtures,  Submersible,  (15-FOOT),  Sizes 

3R,  4R  And  5R  REV-GS 

MII'E-24142/5C 

SH 

25  Jon  84 

SH 

i 

5975 

Enclosure  With  Fuse  Cover,  Sizes  10  By  14  Through  12  By  20,  Totolly  Enclosed, 
Nonwoterlight  REV-GS 

MII-E-24142/  17a 

SH 

25  Jon  84 

SH 

L 

5975 

Enclosure  plostic.  Submersible,  (15-FOOT)  4-INCHES  Round,,  Grounded 

Validated  Apr  82  REV-GS 

MIL-E-24142/13 

SH 

31  Jul  75 

SH 

1 

5975 

Enclosure,  Plostic,  Submersible,  (15  FOOT)  3'INCHES  Round,  Grounded 

Validated  Apr  82  REV-GS 

MIL-E-24142/12 

SH 

31  Jul  75 

SH 

L 

5975 

Enclosure,  Single  Cover,  Sizes  10  By  14  Through  12  By  20,  Totolly  Enclosed, 

Mwt  REV-GS 

MII-E.24142/  16a 

SH 

25  Jon  84 

SH 

L 

5975 

Enclosure.  Single  Cover,  Sizes  10  By  10  Through  12  By  12,  Totolly  Enclosed, 

Mwt  REV-GS 

MII-E-24)42/14A 

SH 

25  Jon  84 

SH 

1 

5975 

Enclosure,  Single  Cover,  Sizes  10  By  20  T.hrough  18  By  22,  Totally  Enclosed, 

Mwi  REV-GS 

MIL-E-24142/)8A 

SH 

25  Jan  84 

SH 

L 

5975 

Enclosure,  Stondord  Avionics,  Forced  Air  Cooled,  Generol  Spec  For.................... 

MII-E-85726 

AS 

25  Jul  86 

AS 

1 

5975 

Enclosure,  Submersible  (15'FOOT)  Size  4  By  7  REV-GS... . 

MII-E-24142/4C 

SH 

25  Jon  84 

SH 

1 

5975 

Enclosure,  Totolly  Enclosed,  Size  2  1/4  By  2  7/8  (Octogon),  NWT  REV-MI  GS 

MIL-E-24142/8C 

SH 

25  Jon  84 

SH 

L 

5975 

Enclosure,  With  Fuse  Cover,  Size  10  By  20  Through  12  By  22,  Totolly  Enclosed. 
Nonwoterlight  REV-GS 

MIL-E-24142/19A 

SH 

25  Jon  84 

SH 

L 

5975 

Enclosure,  With  Fuse  Cover,  Sizes  10  By  10  Through  12  By  12,  Totolly 

Enclosed,  Nonwoterlight  REV-GS 

MIL-E-24142/15A 

SH 

25  Jon  84 

SH 

1 

5975 

Enclosure,  4  Inch  For  Elec  Fittings  And  lighting  Fixtures  (fnoctivs  Use 
MIL.J.24142/5)  Validated  Apr  82  REV-GS 

MS-17234A 

SH 

23  Mar  67 

SH 

1 

5975 

Enclosure,  5  Inch  For  flee  Fittings  And  lighting  Fixtures  (Incctive  For  New 

Design  After  23  Mar  1967)  (Use  MIL.J.24142/5)  Validated  Apr  82  REV-GS 

MS-)7848A 

SH 

23  Mor  67 

SH 

1 

5975 

Enclosures  Plostic,  Submcrisible,  (15  Fool)  3  And  4  •  Inches  Round,  Grounded 
Validated  Apr  62  REV-GS 

mile-24142/ 11 

SH 

31  Jul  75 

SH 

L 

5975 

Enclosures,  Submersible  (l5<FOOT},  Size  20  Sy  24  REV-GS . . . . 

MIL-E-24142/7E 

SH 

25  Jan  84 

SH 

L 

5973 

Enclosures,  With  Fuse  Cover,  Size  10  By  20,  Through  12  By  22,  Totolly 

Enclosed,  Nonwofertlghl  REV-GS 

MII-E-24142/20A 

SH 

25  Jon  84 

SH 

5975 

Ferrule  &  Conduit,  Flexible,  Two  Step,  Synthetic  Covered  Validated  Sep  85 

REV  99  OS 

AN3083 

REV  2 

AS 

19Moy  52 

AS 

85 

5975 

Ferrule  &  Conduit,  Flexible  Validated  Sep  85  R6V.99  GS - - - - - 

AN3050 

REV  4 

AS 

8  Ocl  53 

AV  AS 

85 

5975 

Ferrule  &  Conduit,  Flexible,  One  Step  Validated  Sep  85  REV-MI  99  GS  . . 

AN3051 

REV  5 

AS 

8  Ocl  53 

AV  AS 

85 

5975 

Ferrule  &  Conduit,  Flexible,  Two  Step  Validated  Sep  85  REV.99  GS  . . . . 

AN3052 

REV  5 

AS 

9  Nov  53 

AS 

85 

5975 

Ferrule  &  Rigid  Conduit  Validated  Sep  85  REV.99  GS . . . 

AN3053 

REV  3 

AS 

13  May  52 

AV  AS 

85 

1 

5975 

Ferrule  For  Electric  Termmol  (Hermetic  Seol)  Filter  Assembly  Validated  Nov  82 
REV.GS 

MS-17037 

SH 

7  Jul  59 

SH 

5975 

Ferrules  Conduit,  Flexible,  One  Step  Synthetic  Covered  Validated  Sep  85 

REV.99  GS 

AN3048 

REV  4 

AS 

8  Ocl  53 

AS 

85 

5975 

Ferrule,  ElcCincol  Conduit,  Spork  Plug  Coble  (Other  Than  Aircraft)  Validated 

Aug  87  USER-ME  GL  REV-AR  ER  CR  99  GS 

MS-39018A 

notice  1 

AT 

31  Aug  87 

AT 

85 

599 
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5975 

5975 

Ferrule,  EtecIrKol  Conduit.  Spark  Piug  Coble  Elbow  (Other  Thon  Aircroft) 

Validated  May  83  USER-ME  MC  REV-AR  ER  GS 

Ferrule,  Flexible  Conduit.  Radio  Frequency  Shielding  Vol.doted  Aug  $i 

USER.MC  REV.GS 

•■lS-39017 

MS-25065A 

AT 

AS 

25  Apr 

15  Dec 

58 

67 

AT 

ER  AS 

11 

L 

5975 

Fitter  Assembly  For  Electric  Terminol  (Hermetic  Seol).  Siie  AWO  )4/) 

Validated  Nov  82  REV-GS 

MS.I7W4 

SH 

7  Jul 

69 

SH 

5975 

Filter  Assembly  For  Electric  Termmol  (Hermetic  Seal),  Size  AWG  lO/l 

Validated  Nov  82  REV-GS 

MS. 17027 

SH 

7  Jul 

59 

SH 

L 

5975 

Fitter  Assembly  For  Electric  Terminol  (Hermetic  Seol).  Size  AWS  4/0  Validated 
Nov  82  REV-GS 

MS.17028 

SH 

7  Jul 

59 

SH 

L 

5975 

Fitter  Assembly  For  Electric  Termmol  (Hermetic  Seol),  Size  AWG  14/2 

Validated  Nov  82  REV-GS 

MS.17029 

SH 

7  Jul 

59 

SH 

L 

5975 

Filter  Assembly  For  Electric  Terminal  (Hermetic  Seol).  AWG  -1/3  Validated 

Nov  82  REV-GS 

MS.17i10 

SH 

7  Jul 

59 

SH 

L 

5975 

Fitter  Assembly  For  Electric  Termmol  (Hermetic  Seal).  Size  Awg  14/4  Validated 
Nov  82  REV-GS 

MS.17031 

SH 

7  Jul 

59 

SH 

1 

5975 

Fitter  Assembly  for  Electric  Terminol  (Hermetic  Seal).  Size  Awg  14/7  Validated 
Nov  82  REV-GS 

MS. 17032 

SH 

7  Jul 

59 

SH 

1 

5975 

Fitter  Assembly  For  Electric  Terminal  (Hermetic  Seol).  Size  Awq  d/2  Validated 

Nov  82  REV-GS 

MS.17033 

SH 

7  Jul 

59 

SH 

L 

5975 

Filter  For  Multiple  Conductor  Electric  Terminol  (Hermetic  Sec!)  Fitter  Assembly 
Validated  Nov  82  REV-GS 

MS. 17035 

SH 

7  Jul 

59 

SH 

1 

5975 

Fitter  for  Single  Conductor  Electric  Terminol  (Hermetic  Seol)  Fitter  Assembly 
Validated  Nov  82  REV-GS 

MS.17034 

SH 

7  Jul 

59 

SH 

L 

5975 

Fitter  For  S'ufling  Tubes . . . . . . . . . . . . 

MIL.F.24235/15 

SH 

18  Jul 

67 

SH 

5975 

Filling  For  Conduit.  Metol,  Rigid,  (Thick-woll  And  ThrA-woll  (Emt)  Type( 

USER-CE  MC  REV-ME  99  GS 

W.F.408D 

*YO 

30  Mar 

84 

ME  YD 

85 

5975 

Fittings  For  Ccble,  Power,  Electricol  And  Conduit,  Metol,  flexible  REV.99  .......... 

W.F-406D 

/YD 

10  Aug 

87 

ER  YD 

85 

5975 

Fillings.  Conduit,  Explosion  Proof  (Couplings.  Seols,  Unions.  Elbows)  USER-AR 

ME  REV.99  GS 

MIIF-28675B 

YD 

10  Jun 

85 

ER  YO 

85 

1 

5975 

Glond  Nuts  For  Electric  Terminol  (Hermetic  Seal)  Filter  Assemblies  Validated 

Nov  82  REV-GS 

MS.17036 

SH 

7  Jul 

59 

SH 

5973 

Grounding  &  Bonding  Equipment  -  Sixth  Edition  •  22  Nov  84  REV-GS  . . . . 

UL  467-84 

YD 

23  Jun 

85 

ER  YD 

85 

1 

5975 

Handle  Validated  Apr  82  REV-MI  . . . . . . 

MS.14136C 

AS 

09  Dee 

75 

AS 

5975 

Hanget,  Coble  (Pole  line)  ValidaleJ  J<j>  83  USER-MC  REV.85  99  GS  . 

MS.39026A 

ER 

19  Dec 

67 

ER 

85 

L 

5975 

Hanger,  Wire  Strand  For  Angle  Use.  Three  Holes  (Pole  line)  Validated  Jut  83 
REV.GS 

MS.39051A 

ER 

13  Jun 

67 

ER 

5975 

Hordworc,  Pole  line  Validated  Avg  83  USER  MC  REV-99  GS  . . . 

MII.H.55053B 

SUPP  lA 

ER 

OiOcI 

71 

ER  YD 

85 

5975 

Holder,  Moil  (MoH  Boic  ABil54-U)  Validaltd  Jul  83  REV-MI  99  GS . 

MS.75012 

ER 

2  Feb 

60 

ER  SH 

85 

L 

5975 

5975 

5975 

Hull  Filling,  Stuffing  Tube,  Type  MX8213/U,  For  Flexible,  Solid-dielectric, 
Radio-frequency  Coble 

Hull  Fitting,  Blonking  Plugs  For  Stuffing  Tubes  MX2326/U,  MS2327/U,  And 
MX2646/U.  For  flexible  Solid  •  Dielectric  Rodio  •  Frequency  Coble 

Hull  Fitting,  Blonking  Plugs  For  Stuffing  Tube  MX763/U  For  Flexible,  Solid  • 
Dielectric  Radio  •  Frequency  Coble 

MIL.H.21367/6 

Mll.H.21367/17 

Mll.H.21367/18 

SH 

SH 

SH 

18  Ocl 

18  Oct 

18  Ocl 

85 

85 

85 

SH 

1 

5975 

Hull  Fitting,  Stuffing  Tube,  Type  MXd210/U  For  Flexible,  Solid-dielectric, 
Rodio-frequency  Coble 

MIL.H.21367/3 

SH 

18  Ocl 

85 

SH 

L 

5975 

Hull  Fitting,  Stuffing  Tube,  Type  MX8211/U  For  Flexible,  Solid-dielectric, 
Radio-frequency  Coble 

MIL-H-21367/4 

SH 

18  Oct 

85 

SH 

L 

5975 

Hull  Fitting,  Stuffing  Tube,  Type  MX8208/U  For  Flexible,  Solid  Dielectric,  Radio 
Frequency  Coble 

MIL.H-21367/1 

SH 

18  Ocl 

85 

SH 

L 

5975 

Hull  Fitting,  Stuffing  Tube,  Type  MX8209/U  For  Flexible,  Solid-dielectric, 
Radio-frequency  Coble 

Mll.H.21367/2 

SH 

18  Get 

85 

SH 

L 

5975 

Hull  Fitting,  Stuffing  Tube,  Type  MX8212/U  For  Flexible,  Solid-dielectric, 
Radio-frequency  Coble 

MIL-H.21367/5 

SH 

18  Ocl 

85 

SH 

L 

5975 

Hull  Fitting,  Stuffing  Tube,  Type  MX7637/U  For  Flexible,  Solid-dielcctric, 
Rodio-frequency  Coble 

Mll.H.21367/7 

SH 

18  Oct 

85 

SH 

L 

5975 

Hull  Fitting,  Stuffing  Tube,  Type  MX7637/U,  Long  Body,  For  Flexible,  Solid 
Dielectric,  Radio-frequency  Coble 

MIL.H.21367/8 

SH 

18  Get 

85 

SH 

L 

5975 

Hull  Fitting,  Stuffing  Tube,  Type  MX2327/U  For  Flexible,  Solid-dielectric, 
Rodio-frequency  Coble 

Mll.H.2 1367/9 

SH 

18  Gel 

85 

SH 

L 

5975 

5975 

5975 

5975 

5975 

Hull  Fitting,  Stuffing  Tube,  Type  MX2327/U  (long  Body),  For  Flexible, 
Solid-dielectric  Rodio-frequency  Coble 

Hull  Fitting,  Stuffing  Tube,  Type  MX2326/U  For  Flexible,  Solid  •  Dielectric, 

Rodio  •  Frequency  Coble 

Hull  Fitting,  Stuffing  Tube,  Type  MX232S/U  (long  Body)  For  Flexible,  Solid  • 
Dielectric,  Rodio  >  Frequency  Coble 

hull  hilling,  Slutting  lube.  Type  MX2646/U  For  Ffexibie,  -o  -  Dieiectric, 

Radio  •  Frequency  Coble 

Hull  Fitting,  Stuffing  Tube,  Type  MX2646/U  (long  Body),  For  Flexible,  Solid  ■ 
Dielectric,  Rodio  >  Frequency  Coble 

MlL.H.21367/10 

MIL.H.21367/11 

Mll.H.21367/12 

Mll‘H.2i367/i3 

Mll.H.21367/14 

SH 

SH 

SH 

SH 

SH 

18  Gel 

18  Get 

18  Get 

iS  Out 

18  Ocl 

85 

85 

85 

85 

85 

SH 

5975 

Intermediote  Metol  Conduit «  10  Oct  83  Fi'rit  Edition . . . 

UL  1242  83 

YD 

21  Mo/ 

84 

ME  YD 

85 

L 

5975 

Junction  Box  JEU'25  (*)/a  Validated  Mar  82  REV-GS... . . 

M!L.J.23013 

AS 

20  Sep 

61 

AS 

5975 

Junction  Box,  Extension,  Junction  Box,  Cover,  Junction  Box,  (Steel,  Codmium 

Of  Zinc-coated)  USER-ER  C6  SH  REV.99  GS 

W.J.800E  (1) 

/YD 

21  Feb 

86 

ME  YD 

85 

L 

5975 

Junction  Box,  Submersible  (15  Foot),  Sizes  8  By  10  Through  14  By  26  REV-GS 

MII-J.24142/6G 

SH 

25  Jon 

84 

SH 

L 

5975 

Knee  Protector  Validated  Apr  62  REV-GS . . . . 

MS.14139A 

AS 

09  Dee 

75 

AS 

5975 

link.  Reinforcing,  Coble  (Pole  line)  Validated  Jvl  83  USER*MC  REV.85  99  GS  .. 

MS.39027A 

ER 

19  Dec 

67 

ER 

85 

5975 

Liquid  Tight  Flexible  Steel  Conduit  •  12  Aug  80  (Second  Edition  As  Revised  To 
1982)  REV-ME  99  GS 

Ul  360  80R82 

fD 

20  Jon 

84 

ER  YD 

85 

5975 

liquid-tight  Flexible  Steel  Conduit,  Stondord  For  •  18  Aug  19,6  Third  Edition 
REV-ME  99  GS 

UL  360  86 

YO 

01  Get 

87 

ER  YO 

85 

600 


FSC  LISTING 


DOCUMENT 


ESC 

TIIIE 

NUMBER 

PREP 

DATE 

CUSTODIAN 

t 

5975 

Locknul,  Nylon  StuHing  Tube  90  Deg.  REV*GS. . . . . . . . . . 

MIL-1-19622/15A 

SH 

24  Jun 

85 

SH 

5975 

Motol,  Cellular,  Floor  Rocewoys  &  FiUingi  •  30  Nov  1981  Fifth  Edition  As 

Ul  209-81 

YD 

18  May 

87 

ER 

YD 

85 

Reviled  To  17  Sept  1985  REV.99 

5975 

Nipple,  Electrical  Tcrmlnol  (Asg)  VoWo/erf  Aug  5/  USER-MC  REV-GS . . . 

MS-25171C 

AS 

19  Moy 

59 

AS 

85 

5975 

Nipple,  Electrical  Terminol  VoUdated  Aug  6i  USER-ME  Mi  MC  CG  REV-ER  99 

MIL-N-67A8A 

AS 

01  Nov 

68 

AS 

85 

ES  GS 

5975 

Nut,  Coupling,  Electricol  Conduit  Validated  Mar  88  REV.99  . . . . . 

AN305a 

REV  8 

85 

25  Mor 

88 

85 

5975 

Nut,  Coupling,  Electricol  Conduit,  Spark  Plug  Cable  (Other  Then  Aircraft) 

MS-39016B 

AT 

16  Jon 

89 

AT 

85 

USER-ME  MC  VO  REV-ER  99  GS 

5975 

Nut,  Flexible  Conduit,  Radio  Frequency  Shielding  Validated  Jon  60  USER.MC 

MS-25066A 

85 

24  Oct 

73 

ER 

AS 

85 

REV.99  GS 

L 

5975 

Outlet,  Shore  Power  Validated  Mar  68  REV-GS . . . . . . . . . . 

Mll-O-23641 

CG 

05  Feb 

53 

CG 

5975 

PVC  &  ABS  Ploitic  Ulililiei  Duct  For  Underground  (nitotlation  -  1983  REV-99 

GS 

PVC  Fillingi  For  Uie  Wiih  Rigid  PVC  Conduit  &  Tubing  -  1982  REV.99  GS 

NEMA  TC6-83 

YD 

06  Moy 

85 

YD 

99 

5975 

NEMA  TC3-82 

YO 

20  May 

85 

YD 

85 

t 

5975 

Pocking  Assemblies  For  Nylon  Stuffing  Tube,  Size  2  Validated  Apr  62  REV-GS.. 

MS-I617BA 

SH 

18  Apr 

61 

SH 

L 

5975 

Ponel  Textolite  Validated  Mar  88  REV-GS  . . . . . . . . . . . . 

MS-14132A 

NOTICE  1 

AS 

15  Mor 

88 

AS 

L 

5975 

PoncI,  Plush  Mounted  Validated  Apr  62  REV-GS  . . . . . . . . . 

MS.14129D 

AS 

09  Dec 

75 

AS 

5975 

Pin,  Insutolor  Lcod  Thread  (Pole  Line)  Validated  Jul  83  USER-MC  REV-99  GS.... 

MS-39042A 

ER 

19  Dee 

57 

ER 

85 

5975 

Pin,  Strolght,  Headless  Validated  Oet  61  RpV-GS, . .  . 

MS.75013 

ER 

2  Feb 

50 

ER 

85 

1 

5975 

Platc*rock  Validated  Mar  83  REV-GS . . . . . . . . . 

MS-14140H 

AS 

14  Jul 

77 

AS 

1 

5975 

Plote,  Mounting,  Plastic  For  Use  With  MS3367  Plostic  Tiedown  Strops  REV-MI 

MS-3339B 

AS 

15  Sep 

87 

AS 

EC  GS 

NOTICE  1 

1 

5975 

Plug,  Neoprene,  Nylon  Stuffing  Tube  (Inactive  Use  MIL-S-19622/14)  Validated 

MS-16173C 

SH 

25  Jon 

57 

SH 

Apr  82  REV-GS 

5975 

Rocewoy  And  Fittings,  Metollic,  Underfloor . . . . . 

W.R.36D 

t 

25  Nov 

83 

L 

5975 

Raceway,  Steel,  Rigid  REV-GS  . . . . . . . . . . . . . . . 

MII-R-46837A 

Ml 

05  Nov 

85 

Ml 

5975 

Rocewoys  &  Fittings,  Surface  Metoi,  Standard  For  (Tenth  Edition)  *  28  Moy  85 

UL  5-85 

YD 

19  Jul 

85 

ER 

YD 

85 

REV-ME  99  GS 

5975 

Rock,  Electrical  Equipment  (Rock  MT-452r  F  &  Rock  MT-53/F)  Validated  Aug  83 

MIL-R-10964A 

ER 

18  Mor 

52 

ER 

SH 

REV-GS 

L 

5975 

Rack,  Integroted  Avionics,  Forced  Air  Cooled,  General  Specification  For 

MIL-R-85725 

AS 

25  Jul 

85 

AS 

1 

5975 

Rock,  Module,  Test  Equipment  Validated  Apr  82  KtV-GS. . . . . 

MS-3503 

AS 

24  Moy 

70 

AS 

1 

5975 

Rock,  Verticol  Validated  Apr  82  REV-GS  . . . . . . . . 

MS-14125F 

AS 

09  Dec 

75 

AS 

E 

5975 

Rocks,  Panels,  &  Assoc  oted  Equipment  28  Nov  77  USER-YO  REV-EC  AS . . 

EIA  RS310C-77R82 

SH 

08  Oct 

82 

ER 

SH 

85 

5975 

Rigid  Alum  num  Conduit,  Specification  For  18  Jul  77  USER-CB  MC  99  . . 

ANSI  C80.S-77 

YD 

05  Apr 

82 

ME 

YD 

85 

5975 

Ring  &  Bonding,  Electricol  Connector  Validated  Sep  8S  REV-MI  99  OS . . 

AN3111 

AS 

22  Oct 

48 

AV 

AS 

85 

5975 

Rod,  Ground  (With  Attachments)  Validated  Jan  63  USER-AR  REV-ER  Ml  MC 

W-R-550A  (1) 

-ME 

18  Aug 

77 

ME 

YD 

85 

11  99  GS 

NOTICE  1  (ME) 

L 

5975 

Sealing  Kit  For  Prcscrvotion  Of  Ends  Of  Disconnected  Cobles  Validated  Apr  82 

MlL-S-2 19538 

SH 

06  Apr 

70 

SH 

REV-GS 

L 

5975 

Shelf  REV-GS  . 

MS-14138B 

AS 

15  Apr 

81 

AS 

L 

5975 

Sleeve,  Wire  Splicing,  Single  Tube,  Gcncrol  Specification  For  Validated  Jul  83 

MIL-S-2244A 

ER 

07  Mar 

57 

ER 

REV-GS 

1 

5975 

Slide  Assembly,  Equipment  Validated  Apr  82  REV-GS  . . . . . . 

MS-14134C 

AS 

09  Dec 

75 

AS 

5975 

Stoke,  Guy  And  Other  Hordwore  For  Antenna  Mosts  Validated  Aug  83 

Mll-S-55094 

ER 

2  Fob 

60 

ER 

85 

USER-MC  REV-ll  99  GS 

SUPP  1 

5975 

Stoke,  Guy,  Anienno  (Stoke  GP-2)  Validated  Jul  83  REV-GS  . . . . 

MS.75014 

ER 

2  Feb 

50 

ER 

SH 

5975 

Stoke,  Guy,  Antenna  (Stake  GP  101 '‘U)  Validated  Jul  83  REV-MI  GS . . 

MS.75015 

ER 

2  Feb 

50 

ER 

SH 

85 

5975 

Stoke,  Guy,  Antenna  (Guy  Slake  GP  lOS/U)  Validated  Jul  83  REV-GS  . . . 

MS-75015 

ER 

2  Feb 

50 

ER 

SH 

85 

5975 

Stoke,  Guy,  Antenna  (Guy  Stake  GP-lll^G)  Validated  Jul  83  REV-GS  . . 

MS-75017 

ER 

2  Feb 

50 

ER 

SH 

85 

5975 

Stoke,  Guy,  Antenna  Validated  Jul  83  REV-GS  . . . . . 

MS.75019 

ER 

2  Feb 

50 

ER 

SH 

5975 

Standard  For  Rigid  Steel  Conduit  zinc  Coated  Mor  1983  R6V-99  GS . . 

ANSI  C80-1-83 

YD 

30  Moy 

85 

ER 

YD 

85 

5975 

Step.  Pole,  Dclochobic  Validated  Jal  83  USER-MC  REV.99  GS . 

MS-39047A 

ER 

10  May 

58 

ER 

85 

5975 

Slep,  Pole,  Sleel,  Drive  Validated  Jut  83  USER-MC  REV.99  GS . 

MS-39049A 

ER 

10  Moy 

68 

ER 

YO 

85 

5975 

Sirond  Connector,  Pole  (Pole  line)  Validated  Jul  83  USER-MC  REV-99  G3  ........ 

MS-39037A 

ER 

19  Dec 

67 

ER 

85 

5975 

Strop,  Clompi,  &  Mounting  Uordworc,  Ploilic  &  Mctol  For  Coble  Hernejv  Tying 

MIIS-23190.'3 

AS 

28  Mor 

85 

CR 

AS 

85 

&  Support  Strop,  Tic  Down,  Ad[ustable,  Corrosion  Rcsistont  Steel  Type  Vi, 

Clou  1  USER-AV  me  SH  OS  MC  REV-MI  AR  EC  80  99  GS  NS 

5975 

Strop,  Support  Wire  Sirond  Hongcr  (Pole  Line)  Validated  Jul  83  USER-MC 

MS-39038A 

ER 

19  Dec 

57 

ER 

85 

REV.99  GS 

5975 

Strop.  Tiedown.  Electricol  Components,  Idcntificolion,  Adiuitoblc,  Self  Clinching, 
Plastic,  Type  Ii,  Closs  1  Validated  Oct  84  USER-AV  OS  17  RcV-MI  EC  SH  99 
GS 

Strop,  Tiedown,  Electricol  Components,  Adiusloble,  Self  Clinching,  Plostic,  Type 

MS-3368F 

AS 

16  Aug 

78 

ER 

AS 

85 

5975 

MS-3367F 

AS 

16  Aug 

78 

ER 

AS 

85 

1,  Class  1  Validated  Oct  84  USER-AV  ME  OS  MC  17  REV-MI  AV  EC  SH  99 

OS 

Strops.  Clomps,  Plastic  And  Metoi,  Mounting  Horowore,  Plostic  For  Coble 

5975 

MIL-S-23190/2 

AS 

28  Mor 

CR 

AS 

85 

Harness  Tying  And  Support  Clomp,  loop,  Mctol,  Cushioned,  Adjvstoble,  Wire 
Support,  Type  V,  Clou  1  REV-SO  99  GS  NS 

O 

*5975 

Strops,  Clomps,  And  Mounting  Hordwore,  Plostic  And  Metoi  For  Cobtehorness 

MIL-3-23190E  (1) 

AS 

30  Dee 

87 

ER 

AS 

85 

Tying  And  Support  USER-ME  AR  MC  OS  SH  11  REV-MI  AV  EA  EC  99  GS 

SUPPL  lA 

1 

5975 

Stuffing  Tube  For  Sheet  Mctol  Enclosures  Validated  Apr  82  REV-GS  . . 

Mlt.S-24235/14A 

SH 

30  Oel 

67 

SH 

1 

5975 

Stuffing  Tube  For  Cost  Enclosures,  Prcisureproof  Validated  Apr  62  REV-GS  ...... 

MIL-S.24235'7 

SH 

18  Jul 

57 

SH 

1 

5975 

Stuffing  Tube  For  Sheet  Mefo!  Enclosures.  Pressureproof  Validated  Apr  82 

Mll-S-24235/8 

SH 

18  Jul 

57 

SH 

REV-GS 

1 

5975 

Stuffing  Tube  For  Cost  Enclosures  Validated  Apr  82  REV-GS . . . . . 

MII-S-24235/13A 

SH 

30  Ocl 

67 

SH 

L 

5975 

Stuffing  Tube  Stroighi,  Nylon  Validated  Oct  82  REV-GS  . . . 

Mll-S- 19522/1 

SH 

10  Nov 

55 

SH 

1 

5975 

Stuffing  Tube,  Bolloi?  Tank  Validated  Apr  82  REV-GS  . . . . 

MII-S-24235/5 

SH 

18  Jul 

57 

SH 

1 

5975 

Stuffing  Ti'be,  Bulkhcod,  Pressureproof  REV-GS  . . . 

MIL  S-24235/ID 

SH 

25  Ocl 

77 

SH 

601 


FSC  USTIN6 


DOCUMENT 


FSC 

TITIE 
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PREP 

DATE 

L 

5975 

Stuffing  Tube,  Bross  And  Steel,  For  Decks  And  Bulkheads  Wtih  Pipe  Protection 
VoWo/edApr  S2  REV^GS 

Mll.S-24235  9C 

SH 

15  Dec 

70 

L 

5975 

Stuffing  Tube,  Bulkhead,  For  Ballast  Tonks  VoUdated  Apt  83  REV>GS  . . . 

MIL-S-24235/3 

SH 

18  Jul 

67 

L 

5975 

Stuffing  Tube,  Coble  Shearing  Volve.  Hull,  Pressureproof,  Symbols  5)2,  512  1, 

513  And  513.1  VahdafedApr  82  REV-GS 

MIL-S-24235-  14 

SH 

18  Jul 

47 

1 

5975 

Stuffing  Tube,  Metol,  &  Pockmg  Assemblies  For  Electric  Cobles.  Generol 
Specificotioni  For 

MILS-24235A 

SUPP  lA 

SH 

25  Oct 

77 

i 

5975 

Stuffing  Tube,  Npt,  Nylon,  Size  1  (Inactive  After  13  Jan  1967)  (Use 

MIL  S- 19622  3)  VaUdated  Apr  82  REV-Ml  GS 

MSI7039B 

SH 

13  Jon 

67 

i 

5975 

Stuffing  Tube,  Nylon,  Locknut,  Stroight  Body  REV-GS  . . . . . . . . 

MII-S-19622/9A 

SH 

24  Jun 

84 

i 

5975 

Stuffing  Tube,  Npt.  Nylon  Size  3  (inactive  After  13  Jon  1967)  (Use 

MlUS.19622  3)  VaUdatedApr  82  REV-GS 

MS. 172738 

SH 

13  Jon 

67 

i 

5975 

Stuffing  Tube,  Nylon,  Cep  REV.GS... . . . . . . .  .... . 

Ma-S.19622/10B 

SH 

24  Jun 

84 

L 

5975 

Stuffing  Tube,  Npt,  Nyfon,  Size  2  (Inoctive  After  13  Jan  1967)  (Use 
MlL-S-19622^3)  Vohdoted  Apr  82  REV-GS 

MS.17040B 

SH 

13  Jon 

47 

1 

5975 

Stuffing  Tube,  Nylon,  Wosher  Nonmetollic  Slip  REV.GS........ . . . . 

Mll-S.19422/nG 

SH 

24  Jun 

84 

1 

5975 

Stuffing  Tube,  Npi,  Nylon,  Size  <1T  (Inactive,  Use  MIL-S‘19622'3)  Validated 

Apr  82  REV*GS 

MS.17041C 

SH 

13  Jon 

67 

L 

5975 

Stuffing  Tube,  Nylon.  Wosher  Nonmetollic,  Relomer  REV-GS  . . . . . 

MII.S.19622/12F 

SH 

24  Jun 

84 

1 

5975 

Stuffing  Tube,  Nylon.  Size  9  Validated  Apr  82  REV-GS.... . . . . 

MS.14162C 

SH 

05  Jon 

67 

1 

5975 

Stuffing  Tube,  Nylon,  Plug,  Neoprene  REV-GS  .................  . . . . . . . 

MIIS-19622/14A 

SH 

24  Jun 

86 

1 

5975 

Stuffing  Tube,  Nylon,  Size  1  (Inactive  After  5  Jan  1967  Use  Mll-S>19622'  M 
Validated  Apr  82  REV-GS 

MS-16155C 

SH 

05  Jon 

47 

1 

5975 

Stuffing  Tube,  Nylon,  Bushing  Neoprene  REV-GS..... . . . . . 

MIL.S-19422'13E 

SH 

24  Jun 

84 

1 

5975 

Stuffing  Tube,  Nylon,  Size  2  (Inactive  After  5  Jon  1967  Use  MIL-S-19622/ 1) 
Validated  Apr  82  REV-GS 

MS-14156C 

SH 

05  Jon 

67 

1 

5975 

Stuffing  Tube,  Nylon,  Y,  Type . .  . . . . . . . . . . 

MII.S.19622/4A 

SH 

24  Jun 

86 

1 

5975 

Stuffing  Tube,  Nylon,  Size  4T  (Inactive,  Use  Mll-S-I9622''l)  Validated  Apr  82 
REV-Ml  GS 

MS-161576 

SH 

13  Jon 

67 

L 

5975 

Stuffing  Tube,  Npt,  Nylon  Validated  Apr  82  REV-MI  GS  . . . . . 

MILS- 19622/3 

SH 

10  Nov 

66 

1 

5975 

Stuffing  Tube,  Nylon,  Size  5  Validated  Apr  82  REV-GS...., . . . . . . 

MS.I6158C 

SH 

05  Jon 

47 

1 

5975 

Stuffing  Tube,  Nylon.  Size  6  (inochve  Use  MIL*S'19622  1J  Vohdoted  Apr  $2 
REV-GS 

MS.16159C 

SH 

05  Jon 

67 

L 

5975 

Stuffing  Tube,  Nylon,  Size  7  Validated  Apr  82  REV-GS  . . . . 

MS.14160C 

SH 

05  Jon 

47 

1 

5975 

Stuffing  Tube,  Nylon,  Size  8  Validated  Apr  82  REV-GS . . . . . . 

MS.16141C 

SH 

05  Jon 

67 

1 

5975 

Stuffing  Tube,  Nylon,  90  Deg,  Size  1  (INACTIVE  After  5  Jon  1967)  (Use 
MIL-S»19622/2)  Validated  Apr  82  REV-GS 

MS.16)63C 

SH 

05  Jon 

67 

1 

5975 

Stuffing  Tube  Nylon,  90  Ocg,  Size  2  (Inactive  After  5  Jon  1967)  (Use 

MIL  S09622'2)  Validated  Apr  82  REV-GS 

MS.16164C 

SH 

05  Jon 

47 

L 

5975 

Stuffing  Tube,  Nylon,  90  Oeg.,  Size  4T  Validated  Apr  82  REV-GS.............. ....... 

MS16165C 

SH 

16  Aug 

42 

1 

5975 

Stuffing  Tube,  Nylon,  90  Oeg.,  Size  5  (Inoctive  Use  MIL-S*19622/2)  Validated 

Apr  82  REV-GS 

MS.14166C 

SH 

05  Jon 

47 

L 

5975 

Stuffing  Tube,  Nylon,  90  Ocg.,  Size  6  (Inoctive  (USE-Mll-S-19622/2) 

Validated  Apr  82  REV-GS 

MS-14I67C 

SH 

05  Jon 

47 

L 

5975 

Stuffing  Tube.  Swogc  Type,  Steel  And  Aluminum,  For  Deck  And  Bulkheods  With 
Pipe  Protection  Validated  Apr  83  REV-GS 

Mll.S.24235  17  (!) 

SH 

10  Apr 

78 

L 

5975 

Stuffing  Tube,  Steel,  For  Decks  And  Bulkheads  Without  Pipe  Protection 

Validated  Apr  82  REV-GS 

MIL.S.24235/)0 

SH 

18  Jul 

67 

1 

5975 

Stuffing  Tube,  Split  Validated  Apr  82  REV-GS  . . . . . . . . . 

MIL.S.24235/12 

SH 

18  Jul 

67 

1 

5975 

Stuffing  Tube.  90  Deg.  Nylon  Validated  0<t  82  REV-GS  . . . 

MILS.19622/2A 

5H 

19  Moy 

67 

1 

5975 

Stuffing  Tubc,nyIon,  90  Deg.  Size  3  (1  Nociivc  After  13  Jan  1967)  (Use 
MlL-S-19622/2)  Validated  Apr  52  REV-GS 

MS-17271B 

SH 

13  Jon 

67 

L 

5975 

Stuffing  Tubes  Metol,  And  Pocking  Assemblies  For  Electric  Cobles,  Pocking 
Assemblies  For  Bollost  Tonk  REV-GS 

Mil  5-24235^  6A 

SH 

02  Mor 

84 

L 

5975 

Stuffing  Tubes,  Metol,  And  Packing  Assemblies  For  Electric  Cables,  Pocking 
Assemblies  For  Pressureproof  Bulkhead  REV-GS 

MII-S.24235/2A 

SH 

02  Mor 

84 

L 

5975 

Stuffing  Tubes,  Metol,  And  Pocking  Assemblies  For  Electric  Cobles,  Outlet, 

Weather  Deck,nonmognetlc  REV-GS 

MIL  S-24235.  DA 

SH 

02  Mor 

84 

L 

5975 

Stuffing  Tubes,  Metol,  And  Pocking  Assemblies  For  Electric  Cobles,  Pocking 
Assemblies  For  Bulkheod  (Bollost  Tanks)  REV-GS 

MIIS.24235'4A 

SH 

02  Mor 

84 

L 

5975 

Stuffing,  Tube,  NPT.  Nyfon  USER-ME  REV-GS  .................................................. 

MIL'S- 194226 

SH 

24  Jun 

84 

L 

5975 

Terminol,  Electric  (Hermetic  Seal),  Single  Conductor.  Awg  10/1  Validated  Apr 

82  REV-GS 

MS-17017 

SH 

7  Jul 

59 

5975 

Tubing  (6PT)  &  Conduit  (EPC.40  &  EPC-80),  Eleclncot  Plostic  -  1983  REV-99 

GS 

Tubing,  Electricol  Melolfic  •  19  Aug  77  Validated  Mar  68........ . . . . . . 

NEMA  TC2.83 

YD 

20  Moy 

85 

5975 

UL  797-77 

notice  1 

85 

25  Mor 

88 

5975 

Tubing,  Electrical  Meiollic  -  Zinc  Coaled  7  Mor  83  REV.99  GS  . . . . . . 

ANSI  C803  83 

YD 

30  Moy  84 

5975 

Tvb«*'-g,  PJo-t-c,  ffcA-bfc,  COa'->Ci<v*cd,  Ccii'dv--  Spccif-cct-on  For 

Validated  Sep  85  REV-MI  GS 

.V.!L  T  S19H 

SUPP  1 

AS 

28  -;b 

73 

1 

5975 

Tubing)^lostic,  Flexible,  Convoluted,  Polytetrofluoroethyfene,  Stondord 

Convolutions  Validated  Avg  85  REV-Ml  GS 

Mll-T.81914/1 

AS 

28  feb 

73 

L 

5975 

Tubing,  Plastic,  Exiro  Flexible,  Convoluted,  Polytcfrolluorocthylenc  Close 
Convolution  Validated  Avg  85  REV-GS 

MIL-T-81914/2 

AS 

28  Feb 

73 

L 

5975 

Tubing,  Plostic,  Flexible,  Convouled,  Ftuonnoled  Ethylene  Propylene,  Stondord 
Convolution  Validated  Avg  85  REV-GS 

MIL.T.81914.3 

AS 

28  Feb 

73 

L 

5975 

Tubing,  Plastic,  Extra  Flexible,  Convoluted,  Fluorinoted  Ethylene  Propylene, 

Close  Convolution  Validated  Aug  85  REV-GS 

MIL-T-81914/4 

AS 

28  Feb 

73 

L 

5975 

Tubing,  Plastic,  Extro  Flexible,  Convoluted,  Eihylcnc-tefrolluoroclhylene,  Close 
Convolution  Validated  Apr  82 

MIL.T-81914.5 

AS 

14  Jut 

76 

L 

5975 

Tubing,  Plostic,  Flexible,  Convoluted,  Ethylene-tetrofluoroethylene,  Stondord 

MIL-T-81914/6 

AS 

14  Jul 

74 

Convolution  Votldotcd  Apt  82 


CUSTODIAN 


SH 

SH 

SK 

SH 

SH 

SH 

SH 

SH 

SH 

SH 

SH 

SH 

SH 

SH 

SH 

SH 

SH 

SH 

SH 

SH 

SH 

SH 

SH 

SH 

SH 

SH 

SH 

SH 

SH 

SH 

SH 

SI  I 
SH 
SH 

SH 

SH 

SH 

SH 

SH 

SH 

YD  85 


ER  YD  85 
AS 

AS 

AS 

AS 

AS 

AS 

AS 
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FSC  LISTING 


OOCUN.lNI 


FSC 

TITIE 

NUMBER 

PREP 

DATE 

CUSTODIAN 

L 

5975 

Tubing,  Plastic,  Flexible.  Convoluted,  Fluorinoted  Ethylene  Propylene,  Integral 

MIL.T-81914f7 

AS 

14  Jul 

76 

AS 

Broid  Validated  Apr  82 

5975 

Underfloor  Rocewoys  &  Fittings,  Stondord  For  •  28  Oct  8)  (Seventh  Edition)  As 

UL  884  81 

YD 

30  Nov 

84 

ER 

YD 

85 

Revisod  to  25  Feb  82  REV-ME  99  GS 

5975 

Wirewoys,  Auxiliory  Gutters,  And  Associated  Fittings  •  Fifth  Oeition  17  Jun  85 

UL  870-85 

YD 

14  Apr 

87 

ER 

YD 

85 

REV.99  GS 

5975 

Wiring,  Electric,  Flexible  Nonmetoilic  Tubing  For,  Stondord  For  *eight  Edition  - 

Ul  3-84 

ME 

25  Jun 

85 

ME 

85 

25  Jon  80  USER-MC  REV-EC  99  GS 

L 

5975 

Writing  Desk,  Validated  Mar  88  REV*GS . . . . . . . . . . 

MS-14130B 

NOTICE  1 

AS 

15  Mof 

88 

AS 

1 

5975 

Writing  Desk  Components  Validated  Mar  88  REV*GS. . . . . . . . 

MS-14131C 

NOTICE  1 

AS 

15  Mar 

88 

AS 

5977 

Brush,  Elcctncol  Contoct.corfridge  Type  Validated  Jul  83  REV.MC  99  GS  . . 

MS-91000B 

ER 

12  Nov 

57 

ER 

AS 

11 

5977 

Brush,  Electrical  Contact  Validated  Apr  61  USER-AR  MC  AS  REV-Mi  ER  99  GS 

MIL-8-3743D 

SH 

16  Jun 

67 

ME  3H 

85 

L 

5977 

Brush,  Electrical  Contact.  Oynamotor  L.v.,  Aircroft  Validated  Mar  88  REV.99  GS 

MS-24220B 

NOTICE  1 

85 

25  Mor 

88 

85 

L 

5977 

Electrodes,  Corbon,  Lighting,  High<jntensity  Searchlight  Service  Validated  Apr 

Mlt-E-19122A 

SH 

01  May 

73 

SH 

82  REV.GS 

NOTICE  1 

5977 

Electrodes,  Graphite,  Spectroscopic  Grode  Validated  Mar  88  USER-ME  Ml  AT 

MIIE-8971A 

85 

25  Mor 

88 

AV  AS 

85 

REV.AR  ER  99  ES 

NOTICE  ) 

5985 

Adopter,  Antenno  Validated  Jul  82  REV.99. . . . . . 

MS.25050A 

AS 

18  Jun 

76 

AS 

85 

5985 

Adapter,  Cooxioi  To  Woveguide,  Genero)  Specificotion  For  Validated  Apr  84 

MII-A-22641C  (3) 

EC 

21  Sep 

78 

ER 

EC 

85 

USER.AR  MC  AS  REV-MI  Gl  OS  17  11  99  ES 

SUPP  lA 

5985 

Adopter,  Cooxioi  To  Waveguide  (Scries  N  To  Waveguide  Closs  1)  Validated 

Mtl-A-22641  ^6f 

EC 

21  Sep 

78 

ER 

EC 

85 

May  as  USER-AR  MC  AS  REV-GL  Ml  OS  99  17  11  ES 

5985 

Adopter,  Coaxial  To  Waveguide  (Closs  3  7/8  inen)  Types  UG'405  U, 

Mll-A-22641,  I7A 

EC 

27  Ocl 

87 

ER 

EC 

85 

UG-522/U,  UG.1622/U  And  UG‘1663/U  Validated  Oct  87  USER*AV  MC  AS 
REV.MI  17  99  ES 

NOTICE  T 

5985 

Adopter,  Cooxioi  To  Woveguide  (Closs  2  >  5'8  Inch),  Types  UG-403/U, 

MtL-A-2264l,  18 

EC 

27  Oci 

87 

ER 

EC 

85 

UG-404/U,  UG-J45/U,  UG-520/U,  UG-521/U,  UG.523/U,  UG.1647/U  Ihiu 
UG-16527U  Validated  Oct  87  USER-AV  MC  AS  REV-MI  17  99  ES 

NOTICE  1 

5985 

Adapter,  Cooxioi  To  Woveguide  (Tnc  To  Woveguide  Class  4)  Validated  Apr 

MIL-A.22641/19 

EC 

02  May 

72 

ER 

EC 

85 

84  USER-AS  MC  OS  REV-MI  17  11  99  FS 

5985 

Adopter,  Cooxioi  To  Woveguide  (Smo  To  Woveguide  •  Closs  5)  Validated  Apr 

MIL.A-2264le208 

EC 

21  Sep 

78 

ER 

EC 

85 

84  USER-MC  AS  REV-MI  OS  1 1  17  99  ES 

L 

5985 

Adopter,  Cooxioi  To  Waveguide  (Scries  N  To  Waveguide  Closs  1), 

Mil  A-2264|,21 

EC 

24  Jun 

76 

EC 

Pressureuoble  Val'datcd  Apr  62 

5985 

Adopter,  Cooxioi  To  Woveguide-(Oouble  R10GE)  (Bandwidth  Rotio  2.4  1) 

MIL-A-22641.22 

EC 

21  Sep 

78 

ER 

EC 

85 

(Series  Smo  To  Woveguide  Closs  5)  Validated  Apr  84  USER*AR  AS  MC 
REV.GL  Ml  OS  99  17  U  ES 

5985 

Adapter,  Cooxioi  To  Woveguide  (Double  Ridge)  (Bondwidth  Rotio  2.4.1) 

MIL-A-22641,23 

EC 

21  Sep 

78 

ER 

EC 

85 

(Scries  N  To  Waveguide  •  Closs  1)  Validated  Apr  64  US£R*AR  MC  AS 

REV.GL  Ml  OS  99  17  n  ES 

L 

5985 

Adapter,  Rodio  Frequency,  MX-10158/6RC . . . . . . . . . 

MIL-A-28898 

EC 

15  Nov 

85 

EC 

5985 

Adopters,  Cooxioi  To  Waveguide  Selection  Of  Validated  Apr  83  USER*AR  MC 

MIL-STO-I636 

EC 

22  Apr 

77 

ER 

EC 

85 

REV.aV  mi  99  85  17  ES 

5985 

Amplifier  Rodio  Frequency  &  Microwave.  Solid  State,  low  Noise.  Widebond. 

MtL-A.28875  6 

EC 

27  Jul 

83 

ER 

EC 

85 

Cooxioi  Configurolion  USER  AV  mC  19  REV-Ml  OS  SM  ES  17  99 

5985 

Amplifier,  Rodiofrcqucncy  &  Microwave,  Solid  State  Selection  Of  USER-AV  A$ 

MIL-STD  2162 

EC 

27  Jul 

83 

ER 

EC 

85 

MC  rev-mi  05  SH  ES  11  17  99 

5985 

Ampliftcf.  Rod.o  Frequency  &  Microwave,  Solid  Stole,  Low  Noise,  Widebond, 

.Mll-A.28875  7 

EC 

27  Jul 

83 

ER 

EC 

85 

Flolpotk  Configurolion  USER-AV  AS  MC  REV-MI  OS  SH  ES  11  17  99 

5985 

Amplifier,  Rodiofrcqucncy  &  Microwave,  Solid  State,  Power,  Widebond,  To 

MIL  A-28875j  8 

EC 

27  Jul 

83 

ER 

EC 

85 

Configurolion  USER-AV  AS  MC  REV-Mf  OS  SH  ES  11  17  99 

L 

5985 

Amplifier,  Rodio  Frequency,  AM-7074/6RC. . . . . . 

Mll-A-28897  (2) 

EC 

12  Feb 

88 

EC 

5985 

Amplifier,  Rodiofrcqucncy  &  Microwove,  Solid  Stole,  Power,  Widebond, 

Mll-A-28875-  9 

EC 

27  Jul 

83 

ER 

EC 

85 

Cooxioi  Configurolion  USER*AV  AS  MC  REV-MI  OS  SH  ES  11  17  99 

5985 

Amplifier.  Rodiofrcquency  &  Microwove,  Solid  Stole,  Widebond,  To 

Mll-A.28875  10 

EC 

27  Jul 

83 

ER 

EC 

85 

Configurolion  USER-AV  AS  MC  19  REV-MI  OS  SH  ES  17  99 

O 

5985 

Amplifier,  Rodio  Frequency  And  M.crowovc.  Solid  Stole,  Oenerol  Specificotion 

MIL-A-28875 

EC 

27  Jul 

83 

ER 

EC 

85 

For  USER-AV  AS  MC  REV-MI  OS  SH  ES  U  17  99 

SUPP  1 

5985 

Amplifier,  Rod'O  Frequency  &  Microwove,  Solid  Stote,  Norrowbond,  01P 

MIL  A-28875- 1 

EC 

27  Jul 

83 

CR 

EC 

85 

Configurolion  USER-AV  AS  MC  19  REV-MI  OS  SH  11  19  99  ES 

5985 

Amplifier,  Rodiofrcquency  &  Microwove,  Solid  Stote,  Norrowbond,  Cooxioi 

Mll-A-28875  2 

EC 

27  Jul 

83 

ER 

EC 

85 

Configurolion  USER-AV  AS  MC  REV-MI  OS  SH  ES  >1  17  99 

5985 

Amplifier,  Rodiofrcquency  &  Microwove,  Solid  Slotc.  low  Noise,  Norrowbond, 

MIL  A-28875  3 

EC 

27  Jul 

83 

ER 

EC 

85 

Cooxioi  Configurotlon  USER-AV  AS  MC  REV-MI  0$  SH  ES  11  17  99 

5985 

Amplifier,  Rodiofrcqucncy  &  Microwove,  Solid  Stote  logorithmic,  Cooxioi 

MlL-A-28875.4 

EC 

27  Jul 

83 

ER 

EC 

85 

Configurolion  USER-AV  AS  MC  19  REV-MI  OS  SH  ES  17  99 

5985 

n.ir  f>..i.r..  c  t  *  t  t  »»  jv 

A^.iip.iMti  A!-,.,  ••‘.jr  W.  nRVHVIT  iuR.mK.  W**  *• .v 

A  2SS75  5 

EC 

27  Jv? 

S3 

Cf? 

EC 

85 

Conliguiolion  USER-AV  AS  MC  REV-MI  OS  SH  ES  11  17  99 

5985 

Amplifier,  Rodiofrcqucncy  &  Microwove.  Solid  Stole,  Wideband.  Cooxioi 

Ma-A-28875  n 

EC 

27  Jul 

83 

ER 

EC 

85 

Conliguiolion  USER-AV  AS  MC  REV-MI  OS  SH  ES  11  17  99 

5985 

Amplifier,  Rodiofrcquency  &  Microwove,  Solid  Stoic,  Widebond,  low  Profile, 

Mll-A-28875  12 

EC 

27  Jul 

83 

ER 

EC 

85 

To  Conliguiolion  USER-AV  AS  MC  19  REV-MI  OS  SH  ES  17  99 

1 

5985 

Anicno,  Whip,  10  67  Meier  (35  F  Eel),  AS-2537  (  j'SR  . . . . 

MII-A-243I9B  (5) 

EC 

24  Jon 

86 

EC 

L 

5985 

Antenno  AS'l425  (  (^gRC  Validated  Oct  81  REV-ES  . . . .  .... ...... 

MII  A-55571A  (I) 

ER 

27  Mor 

72 

ER 

1 

5985 

Anienno  AS  1729()  VRC  Validated  Feb  88  USER-MC  REV-MI . 

MII-A-55288B  (1) 

notice  1 

CR 

16  Feb 

88 

CR 

1 

5985 

Antenno  AS-2731(  )  GRC  .  ........  . . . 

MII-A-49263 

CR 

23  Aug 

82 

CR 

1 

5985 

Antenno  AT  912(  )  VRC  Validated  Nov  83  REV-MC  99 .. , .........  . . . 

MII-A-55101A  (I) 

CR 

04  Feb 

64 

CR 

1 

5985 

Antenno  AT  784(  )  PRC  VaKdoted  Mar  87  REV-ES. ...  . . 

Mlt-A.55138&  (1) 
NOTICE  1 

CR 

18  A\or 

87 

CR 

603 


FSC  LISTING 


DOCUMENT 


fSC 

TITIE 

NUMBER 

PREP 

DATE 

CUSTODIAN 

L 

5985 

Anienno  AS4735  SRC  REVUES  ....  ...  . ... ..  . . . . 

MtL.A.24233A  (1> 

EC 

05  May 

81 

EC 

t 

5985 

Antenna  AS<333  AP  A1or  5?  REV-SS  ES,..  .  ,  . .  ,  ...... 

MIL-A- 18793 

AS 

15  May 

55 

AS 

5985 

Anienno  AS  515A  SPG  And  MX“7232  SPG  53B  (Rodor  Antenno  Scanner) 

MIL-A.I9273B 

OS 

24  Sep 

74 

OS 

VaUdoted  Apr  82  REV-85  ES 

1 

5985 

Anienno  A»jcmb!y,  Omnidirccijono!  AS'177B*  UPX  Vatidoled  May  8$  REV-ES  .. . 

MIL-A.28745A  (2) 

EC 

18  Oci 

72 

EC 

5985 

Anienno  Assembly  AT  1970  GR  Validated  dart  79  USER-17  REV.99  ES . 

MIL.A-4946B  (1) 

85 

0)  Moy 

47 

ER 

85 

1 

5985 

Anienno  Auembly,  BuoyonI  Cobfe.  AS*26298/’BRR  ^ .  . . . . . .  . . 

MIL-A-28879A 

EC 

10  Jun 

85 

EC 

L 

5985 

Anienno  AT&190B-AP  Validated  Jan  87  REV-99  ES . 

MIL-A-7292A  (1) 
NOTICE  1 

85 

30  Jon 

87 

85 

L 

5985 

Anienno  AT&505-AP  Validated  Jan  8?  REV-85  ES  . . . . 

Mll.A.25895 

NOTICE  1 

85 

30  Jon 

87 

85 

L 

5985 

Anienno  ATi8dO-ARC  VoWo/eo’ 7^  REV-ES  .... . . . .  . . 

Mll  A-26336  ()) 

84 

20  Feb 

59 

99 

1 

5985 

Antenna  AT  MIA-  ARC  Validated  Mar  82  REV-85  ES  . . . . . . . . 

MII-A-7879A 

NOTICE  2  (AS) 

AS 

1  Sep 

54 

AS 

1 

5985 

Anienno  AT'948'  U  Validated  Jul  82  REV-85  ES ......  ..........  ..........  . . 

Ma.A.22354A  (1) 

AS 

10  Jlh 

64 

AS 

5985 

Anienno  Components.  Anlipre<«pilolion  Siolic  Validated  Mar  8 1  REV-99  ES 

MII-A-7965C 

AS 

22  May 

64 

AV  AS 

85 

SUPP  1 

1 

5985 

Anienno  Coupler  CU  937{)  UR  Validated  Apr  64  . . . 

MII-A-23547E 

EC 

2d  Ocl 

77 

EC 

1 

5985 

Anienno  Coupler  Group.  CU  1382(  (  )h{  Broodbond.  Wtdo  Oynomic  Range( 

M1L.A.28729B  (2) 

EC 

26  May 

81 

EC 

REV-ES 

1 

5985 

Anienno  Coupler  Group.  AN  SRA*49(  ) . . . . . . . 

MIL-A-28880  (1) 

EC 

20  Dec 

84 

EC 

1 

5985 

Anienno  Coupler  Group  AN»-SRA*34A(V)  Validated  Apr  8). . . . . . 

MIL-A-28813 

EC 

)8  Mor 

75 

EC 

1 

5985 

Anienno  Coupler  Group  N/SRA-56.  AN  'SRA-57.  And  AN/SRA-58  . . . . 

Mll-A-28893 

EC 

02  -lun 

85 

EC 

L 

5985 

Anienno  Elcmenis,  AS-3435''BRC  &  AS‘3436‘‘BRC  . . . . . 

MIL-A.28895 

EC 

15  No/ 

85 

EC 

1 

5985 

Anienno  Group  AN  3RA-28()  Validated  Oct  66  REV-ES  . . . .  . . . 

MIL-A-23865A  0) 
NOTICE  1 

EC 

15  Oci 

86 

EC 

1 

5985 

Anienno  Group  OE-254''GRC . . . . . . . . 

Mll-A-49204  (1) 

CR 

05  Oci 

84 

CR 

5985 

Anienno  Group  OE'303(  )'gr<  .  .  . . . . . . . . . . . . 

MIL-A-49295 

AR 

01  Mor 

88 

L 

5985 

Anienno  Group.  OE*207''8R  . . . . . . . . . 

MIL-A-28890 

EC 

10  Dec 

84 

1 

5985 

Anienno  Group,  OE'82{  )IWSC-1(V'  . . . . . . . 

MII-A-26865A 

EC 

30  Nov 

87 

1 

5985 

Anienno  Group,  OE-418(V)/  SRC  10  MHZ  To  SO-MHZ  Tronsmilling  Twin  Whip .. 

MIL.A-29518 

EC 

29  Jon 

88 

EC 

L 

5985 

Anienno  Group,  0E-415(V)/SRC  4  MHZ  To  12-MHZ  Trontmitting  Twin  M^hip .... 

MIL-A-29519 

EC 

29  Jon 

88 

EC 

L 

5985 

Antenna  Group,  OE*4  i6(V)/SRC,  4-MHZ  To  30‘MHZ  Receiving  Twin  Whip........ 

MIL-A-29520 

EC 

29  Jon 

88 

EC 

5985 

Antenno  Subsystem,  Airborne,  Crileno  For  Design  And  Locohon  Of  Validated 

MIL-STD.877 

11 

08  Nov 

48 

ER 

AS 

11 

Apr  81  USER-CG  19  REV-mi  AV  ES 

NOTICE  1 

8  NOV  1968 

5985 

Anienno  Subsystems  For  Airborne  Idenlificollo''  And  Novigoiiv'*  Equipments, 

MIL-A-25730C 

)) 

07  Jun 

76 

AV 

11 

Generol  Specifkotion  For  Validated  May  82  REV-SC  85  ES 

5985 

Anienno  SuppofI  AB-lOSrfRC  Tower  AB-127/fR  Validated  Oel  81  REV-ES  . 

MIL-A-I2868C 

CR 

12  Feb 

49 

ER 

99 

1 

5985 

Antenno  System,  Broordbond  Idoniificolion  Friend  Or  Foe  Validated  Apt  82 . 

MIL-A-28826 

EC 

03  Moy 

74 

EC 

5985 

Antenno  Systems  For  Uhf  Airborne  Commumeolions  Equipment,  Generol 

MII-A-6224E 

)) 

24  Feb 

88 

ER 

AS 

11 

Speeifieotion  For  Design  Of  Validated  Feb  88  REV^SC  EC  65  ES 

NOTICE  ) 

L 

5985 

Anienno  Systems,  Submonne,  Design,  Loeotion,  And  (nstollotion,  Generol 

Mll-A-23834 

EC 

03  Sep 

43 

EC 

Speeilieolion  Validated  Mar  79  USER-EC  REV-ES 

5985 

Antenno,  AS'{)/GRC,  Mkrowovc . . . . . . . . 

Mll-A-29423 

MC 

02  Jun 

84 

1 

5985 

Antenno,  AS-1018A/URC  (  Rcq  For  Issue  Other  Thon  DOO  Musi  Be  Sent  Vio 

MII-A-23764B 

EC 

14  Feb 

87 

EC 

Com*.,  (SPAWAR-003-121),  Woih,  DC  20343-5100)  REV-ES 

5985 

Anienno,  Blodc,  UHF  *  Bond,  Generol  Specifi  Coticn  For  REV-AV  11  99  ES  . 

MIL.A-5815E 

NOTICE  1 

85 

02  Mor 

87 

ER 

85 

L 

5985 

Anienno,  Blodc.  AS-2485/A  Validated  Jan  87  REV-11  99  ES . 

MII-A.25708/2A 
NOTICE  1 

85 

30  Jon 

87 

85 

1 

5985 

Anienno,  Blod*  UHF,  AT-256A/ARC  {Senes  N  Connector)  REV-AV  99  11  ES.... 

Mll-A-5815/1 

NOTICE  1 

85 

18  Mor 

77 

85 

o 

5985 

Antenno,  Blodc,  L'bond,  Generol  Speeifieotion  For  REV-AV  11  99  ES  . 

MII-A-25708C 
NOTICE  ) 

85 

02  Mor 

87 

ER 

AS 

85 

L 

5985 

Anienno,  Blode,  AT.741B/B  (HN  Connector)  USER-70  71  84  REV-AV  11  80  ES 

MIL-A-25708-  )C 

85 

27  Dec 

85 

ER 

AS 

85 

5985 

Anienno.  Blode,  AS-2486/A  (Hn  Conneclor)  REV-AV  1 1  99  ES . 

MIL-A-25708/3B 
NOTICE  1 

85 

02  Mor 

87 

ER 

AS 

85 

5985 

Antenno,  Blode,  Lbond  (4  Hole  Mount,  N-conneetor)  REV-AV  99  ES ............... .. 

MIL.A-257087  5a 
NOTICE  1 

85 

02  Mor 

87 

ER 

AS 

85 

L 

5985 

Antenna,  Fi;ied  High  Frequency  Generol  Soreiflcoiio-  'v  REV-ES. . . . . 

Mll-A-287688  (2) 

EC 

18  Sep 

84 

EC 

1 

5985 

Antenno,  Fixed  High  Frequency,  High  Take  off  Angle  Validated  May  85  REV-ES 

MIL-A-28768-2A 

EC 

15  0e> 

72 

EC 

L 

5985 

Antenno,  Fixed  High  Frequency,  Verlicol  log  Periodic  (Dipole)  Volidotcd  Oct  86 

MII-A-2&7687  3 
NOTICE  1 

EC 

15  Oci 

86 

EC 

L 

5985 

Antenna,  Fixed,  High  Frequency,  Hortzonlol  Omnidirectionol  Broodbond . . 

Mll-A.28768. 4  (2) 

EC 

18  Sep 

86 

EC 

L 

5985 

Antenna,  Fixed,  High  Frequency,  Verlicol  Polorizotion,  Omnidirectionol, 

Mll-A-28768/5 

EC 

20  Feb 

37 

EC 

Broodbond 

L 

5985 

Antenno,  Fixed,  High  Frequency,  Vc'»lcol  Omnidirectionol  Broodbond  REV-ES  .... 

Mll-A-28768  IB 

EC 

30  Mor 

84 

EC 

1 

5985 

Antenno,  Flush  Mount,  Type  AT'740/A  Validated  Jan  87  REV-ll  99........ . 

Mll-A-25707  lA 
NOTICE  1 

85 

30  Jon 

87 

85 

1 

5985 

Antenno,  Flush  Mount  (Radius  Of  Curvature  •  14.90  Inches)  Validated  Jon  87 

M11-A-25707-2A 

85 

30  Jon 

87 

85 

REV-ll  99 

NOTICE  1 

L 

5985 

Antenno,  Flush  Mount  (Rodius  Of  Curvoturc  -  66.50  Inches)  Validated  Jon  87 

Mll-A-25707. 3A 

85 

30  Jon 

87 

85 

REV-l  1  99 

NOTICE  1 

1 

5985 

Antenno,  Flush  Mount,  L-bond,  Generol  Speeifieotion  For  Validated  Jon  87 

Mll.A-257070 

85 

30  Jon 

87 

85 

REV-n  99 

NOTICE  1 

L 

5985 

Antenno,  Group,  0E*417(V)/SRC  2-MHZ  To  30'MHZ  Tronsmift.tig  Whip 

MIL  A-295)7 

EC 

29  Jon 

88 

EC 

(Tilling) 

1 

5985 

Antenno,  High  Frequency  (Hf)  Fixed  Rototobfe  log  Periodic  REV-ES.. . . . 

MIL.A-28772C 

EC 

19  Jon 

84 

EC 

1 

5985 

Antenno,  Iff,  AS-1288(  (  )3  /4crers(  (10  Feel),  AS.2189  (1.8  Meters  (6  Fccl)t 

MIL-A-28737A  (!) 

EC 

16  Dev 

78 

EC 

Validated  May  85  REV-ES 

1 

5985 

Antenno,  Uolson  Communications  Equipment,  Generol  Speeifieotion  For  Design 

MII..A.9080 

11 

24  Feb 

88 

11 

01  Validated  Feb  88  REV-85  E-S 

NOTICE  1 

604 
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5985 

5985 

Antenno,  Omnidirectionol  Receiving  Equipment.  General  Specificollon  ror 

Design  0(  (Supersedes  X7197)  V'c/zVo/erf  Alo/  52  REV*85  ES 

Antenna.  Transmission  Line,  AS*3437/BRC . . . . . . . . 

MH-A-6300 

MI1.-A-28896  (1) 

11 

EC 

8  Jon 

17  Mor 

51 

87 

EC 

11 

5985 

5985 

5985 

5985 

5985 

5985 

Antenno,  Vhf  Airborne  Communications  Equipment,  General  Specificot.dn  For 

Design  Of  Validated  Feb  88  REV-SC  85  ES 

Antenno;  AS>3569/VCR . . . . . . . 

Antennoe,  Glide  Path  Rcdlo  Receiving  Equipment,  General  Specificohon  For 

Design  Of  Vofidoted  Feb  88  REV.85  ES 

Antennas,  AT-5(X)  (*)/op  And  AT-929(*)j'AP,  And  Antenna  Bose  Ab  117(*)/AP 
Validated  Jut  83  REV-ES 

Antennas,  Definitions  Of  Terms  •  Nov  1983  REV07  85  99 . . . . . 

Attenuator  CN-29(  (‘up,  CN*42)  (*up,  CN'43)  (-up  Validated  Jan  87  REV.99  ES 

MIL.A-5271C 

NOTICE  1 

MIL-'.  29426 
MIL-A-6325 

NOTICE  1 

MIL-A-222)2  (T) 

IEEE  145-83 
MIL-A-4637  (2) 
NOTICE  I 

11 

MC 

11 

AS 

11 

bC 

26  Feb 

27  Jon 
26  Feb 

30  Jon 

30  Sep 
30  Jon 

88 

87 

88 

70 

85 

87 

ER 

EC 

MC 

AS 

11 

11 

11 

85 

5985 

Attenuator,  Fixed  &  Vorioble,  Selection  Of  USER-ME  Av  MC  CG  AS  SH  19 
REV-AR  Ml  OS  17  n  99  ES 

MIL-STO-1352F 

EC 

24  Apr 

85 

ER 

EC 

85 

5985 

Attenuotor,  Fixed,  Cooxiol  Line,  Frequency  Range:  1  To  4  Ghz,  Cion  *.D 

Medium  Pov^er  USER-AS  MC  SH  REV-MI  11  99  ES 

MII-A-3933/2C 

EC 

24  Apr 

85 

ER 

EC 

85 

5985 

Attenuotor,  Fixed  Coaxial  line  (SMA  Connectors),  Frequency  Ronge  DC  To 

12.4  GKr.  CIoss  'V,  Low  Power  USER-AS  MC  REV-MI  11  99  ES 

MlL-A-3933/  14C  (1) 

EC 

06  Nov 

85 

ER 

FC 

85 

5985 

Attenuator.  Fixed,  Cooxiol  Line  (SMA  Connectors),  Frequency  Rongei  DC  To  18 
Ght,  CiossiV,  Low  Pownr  USER-AS  MC  REV-Ml  1 1  99  ES 

Mll-A-3923/  i6C  (1) 

EC 

06  Nov 

85 

ER 

EC 

85 

5985 

Attenuotor,  Fixed,  Coaxiol  Line  (TNC  Connectors).  Frequency  Rongei  DC  To  18 
Ghz,  Omi  IV,  Low  Power  USER-AS  MC  SH  REV-Ml  11  99  ES 

MIL-A-3933/  17A 

EC 

24  Apr 

85 

ER 

EC 

85 

5985 

Attenuotor,  Fixed,  Cooxiol  Line  (Senes  N),  Frequency  Range.  DC  To  12.4  GHZ, 

&  DC  To  18  Ghz,  0<is>  lit,  lew  Power  USER-MC  SH  AS  REV-Ml  11  99  ES 

MIL-A-3933/ 18E  (1) 

EC 

06  Nov 

85 

ER 

EC 

85 

5985 

Attenuotor,  Fixed.  Coexici  Line  (6NC  Connectors),  Frequency  Rongei  DC  To  4.5 
Ghl.  Ctes;  In,  Low  Power  USER-MC  SH  AS  REV-MI  11  99  ES 

MIL-A-3933/19A 

EC 

24  Apr 

85 

ER 

EC 

85 

5935 

5985 

Altonvctor,  Fixed,  Woveguidc  Frequent/  Range,  7  To  18  GHZ,  CIoss  IM 

Validated  Apr  8!  USER-SH  AS  MC  REV-MI  OS  11  ©9  ES 

Aitsneotor,  Fixed,  Cooxiol  Line  (Type  N  Connectors)  frequency  Ronge,  DC  To 

500  MHZ.  Class  HI  Validated  Apt  82  USER-MC  REV-SH  AS  OS  ES 

MIL-A-3933/20 

Mll-A-3933/21 

EC 

EC 

25  Nov 

24  Mor 

74 

76 

ER 

EC 

EC 

85 

5985 

AtfePuotor,  Fixed,  Stripline,  Class  Iv.  low  Power  USER-SH  MC  AS  REV-Mil  1 1 

99  ES 

MIL-A-3933/22A 

EC 

24  Apr 

85 

ER 

EC 

85 

5985 

Attenuator,  Fixed,  TO-5  Configurotlon,  Class  Iv,  low  Power  USER-AS  SH  MC 
REV-Ml  99  11  ES 

Mll-A-3933/238 

EC 

24  Apr 

85 

ER 

EC 

85 

5985 

Aftenuotor,  Fixed,  Cooxiol  Line,  (SMA  Connectors),  Bulkheod,  CIoss  Iv,  low 

Powe'  USER-AS  .SM  MC  ES  REV-Ml  99  11  ES 

MII-A-3933/24A 

EC 

24  Apr 

85 

ER 

EC 

85 

5985 

Attenuatot.  Fixetf,  Minoture,  Cooxiol  Line  (SMA  Connectors),  Frequency  Ronge. 

DC  To  18  Ghz,  CIoss  Iv,  low  Power  USER-AS  SH  MC  ES  RE'».MI  99  11  ES 

MII-A-3933/25A  (1) 

EC 

06  Nov 

85 

ER 

EC 

85 

5985 

Attenuator,  Fixed,  Cooxiol  Lme  (Series  N),  Frequen-  .’  Ronge.  0.4  To  18  Ghz, 

CIoss  Iv,  low  Po'-'e-  USER-SM  AS  MC  .SH  R£''-Ml  11  99  ES 

MIL-A-3933/26 

EC 

24  Apr 

85 

ER 

EC 

85 

5935 

Attenuator.  Fixed,  Coaxiol  Line  (F'Vles  N),  Frequency  Range:  DC  To  3  Ghz, 

CIoss  ti;,Low  Powe.  USER-MC  AS  SH  REV-Ml  11  99  ES 

MII-A.3933/1C 

EC 

24  Apr 

85 

ER 

EC 

85 

5985 

Attenuotor,  Vorioble  (Cooxiol  And  V/oveguide)  Generol  Specificotion  For 

Validated  May  85  USER-MC  CG  OS  K  REV-Ml  AV  OS  AS  17  99  ES 

MII-A-242I5A 

SUPR  1A 

EC 

17  Sep 

73 

ER 

EC 

85 

5985 

Attenuotor,  Vorioble  (Waveguide)  Ocss  Validated  Apr  61  USER-AV  CO  SH 

MC  19  REV-AS  OS  17  n  99  ES 

MII-A-24215/4B 

EC 

27  Jgn 

75 

ER 

EC 

85 

J'JSf 

Arltftuoior,  Vorioble  (Woveguide,  Rotating  Vonet  Class  1^  Validated  Apr  81 
USER-A*.  CG  MC  SH  19  REV  OS  AS  17  1 1  97  ES 

MIL-A-24215/5B 

EC 

27  Jun 

75 

ER 

EC 

85 

5985 

Attenuotor,  Vorioble  (Coo-iot,  Step)  Class  7  Validated  May  85  USER-AV  MC 

CG  SH  19  REV-AS  OS  '.1  17  ES 

MIL-A-24215.6A  (2) 

EC 

16  Moy 

79 

ER 

EC 

85 

5985 

Altenyofc*,  Vanobte  (Cooxiol)  Frequency  Ronge  Oc  To  2  Ghz  Validated  Oct 

87  REV-AR  Ml  99  ES 

MlL-A-742)5/8 
NOTICE  1 

EC 

27  Oct 

87 

ER 

EC 

85 

5985 

Attenuator,  Variable  (Cooxiol),  CIoss  5  (S.  o)  USER  -oM  AS  OS  MC  REV-MI 

AR  99  ES 

MIL-A-24215/9B  (2) 

EC 

02  Jul 

86 

ER 

EC 

85 

5985 

Attenuotor,  Vorioble  (Step)  ^ooxioi.  Class  7  (Bnc)  Validated  Apr  61  USER-OS 

SH  MC  AS  REV  AR  Ml  11  99  ES 

MIL-A-24215/10 

EC 

27  Jun 

75 

ER 

EC 

85 

3yo5 

Attenuoto/,  Variable  (Cooxiol),  Frequenc)  Range  Dc  To  1  Mhz  (Low  Frequency) 
Validated  Apr  81  REV-AR  MI  SH  11 

MIL-A-24215/n 

EC 

27  Jun 

75 

ER 

EC 

85 

5985 

Altenuoiof,  Variable  (Cooxiol),  Class  1  (N)  Validated  Apr  81  USER-SH  MC  OS 

AS  REV-AR  Mill  99  ES 

MIL-A.24215/12A 

EC 

22  Sep 

75 

ER 

EC 

85 

5985 

Atfenuefor,  Vor'oble  (Cooxiol,  Step)  Class  5  (Smo)  Validated  Oet  07  USER-MC 

AS  OS  REV-Ml  AR  11  ES 

MIL  A-242I5/13 
NOTICE  1 

EC 

27  Oct 

87 

ER 

EC 

85 

5985 

Attenuotor,  Vorioble  (Cooxiol,  Step)  CIoss  4  (TNC)  Validated  Oct  USER-OS 
MC  AS  REV-Ml  AR  11  ES 

MIL-A-24215/14 
NOTICE  1 

EC 

27  Oct 

87 

ER 

EC 

85 

5985 

Attenuotors,  Fixed  General  Specification  For  USER-AS  MC  SH  REV-Ml  11  17 

99  ES 

MIL-A-3933E  (1) 
SUPPL  1 

EC 

06  Nov 

85 

ER 

EC 

85 

5985 

Attenuotors,  Fixed,  Coaxiol  Line  (Series  N),  Frequency  Range.  DC  To  1.5  GHZ, 
rio«  IIA^  low  Power  USER-AS  MC  SM  06V'M»  M  «9  £5 

MIL-A-3933/6B 

EC 

24  Apr 

85 

ER 

EC 

85 

5985 

Attenuotors,  Fixed,  Cooxiol  line  (Series  N),  Frequency  Ronge:  DC  To  4  GHZ, 

CIoss  MB,  tow  Power  USER-MC  AS  SM  REV-Ml  99  11  ES 

MIL-A-393378B 

EC 

24  Apr 

85 

ER 

EC 

85 

5985 

Attenuotors,  Fixed,  Cocx:ol  Line  (Series  N),  Frequency  Ronge:  DC  To  4.5  GHZ, 
CIoss  III.  low  Power  USER-MC  SH  AS  REV-Ml  17  99  ES 

MIL-A-3933/9B 

EC 

24  Apr 

85 

ER 

EC 

85 

5985 

Attenuotors,  Fixed  Cooxiol  Line  (Senes  N),  Frequency  Ronge:  DC  To  18  GHZ. 
Class  III,  Medium  Power  USER-MC  SH  AS  REV-Ml  SH  11  99  ES 

MIL-A-3933/10C 

EC 

24  Apr 

85 

ER 

EC 

85 

5985 

Attenuotors,  Fixed,  Cooxiol  Line  (Senes  N),  Frequency  Ronge:  DC  To  l.S  GHZ, 
CIoss  I!l,  Medium  Power  Validated  May  85  USER-MC  AS  SH  REV-Ml  1 1  99 

ES 

Attenuotors,  Fixed,  Coaxial  Line  (Senes  N),  Frequency  Ronge:  1  TO10  GHZ, 

CIoss  IIB,  Low  Power  USER-MC  AS  SH  REV-Ml  SH  11  99  ES 

MIL-A-3933/38 

EC 

23  Apr 

85 

ER 

EC 

85 

5985 

MIL-A-3933/ 58 

EC 

24  Apr 

85 

ER 

EC 

85 

5985 

Cop,  Most,  Antenno  (Asg)  Validated  Jul  82  REV-99  ES . . . . 

MS-25053A 

AS 

18  Jun 

76 

AS 

85 

5985 

Circulation,  Rodio  Frequency,  Wovegolde,  Three  Ports  Validated  Oct  87 

USER-OS  MC  REV-ll  ES 

MIL-C-28790/6 
NOTICE  1 

EC 

27  Oct 

87 

ER 

EC 

85 
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5985 

Circufotor,  Rodio  Frequency,  Cooxiol,  (4  Ports,  Frequency  Range  •  .60  To  .80 

MIL-C-28790/3 

EC 

24  Sep 

76 

EC 

Ghr)  Validated  Apr  62 

5985 

Circuioior,  Rodio  Frequency,  Cooxiol  (Senes  SMA),  Three  Ports  Validated  Oct 

MIL-C-28790,  lA 

EC 

27  Ocl 

87 

ER 

EC 

85 

87  USER-MC  SH  OS  REV-U  ES 

NOTICE  1 

5985 

Circulotor,  Radio  Frequency,  Cooxiol,  (3  Ports,  Frequency  Range  •  .15  o  .18 

Mll-C-28790/2 

EC 

24  Sep 

76 

EC 

Ghz)  Validated  Apr  82 

5985 

Cooxiol  Assemblies,  Generol  Spccificotion  For  Validated  Apr  63  . . . . . 

Mll-C.87104 

85 

15  Mar 

77 

85 

5985 

Cooxiol  Assemblies,  TNC  Type  (0  03  To  12  Ghz)  Validated  Apr  63 . .  ... 

MlL-C-87 104/1 

85 

13  Moy  77 

11 

5985 

Cooxiol  Assemblies,  Tnc  Type  (0  03  To  18  Ghz)  Validated  Apr  63 . . . . 

MlL-C.87104/2 

85 

13  May  77 

85 

5985 

Cooxiol  Assemblies,  ODNC  Type  (0  03  To  12  GHZ)  Validated  Apr  63..... . 

Mll-C-87 104/3 

85 

13  Moy  77 

85 

5985 

Cooxiol  Assemblies,  Qdnc  Type  (003  To  18  Ghz)  Validated  Apr  83 . . . 

MIL-C-87 104/4 

85 

21  Apr 

77 

85 

5985 

Cooxiol  Assemblies,  MIt  Type  (0.03  To  5.5  Ghz)  Validated  Apr  63 . . 

MlL-C-87104/5 

85 

21  Apr 

77 

85 

5985 

Combiner,  Extended  Frequency  Range  CU-20D7(  (>'srr  Validated  Apr  64  REV.£S 

Mll-C-287793 

EC 

31  Mcf 

72 

EC 

5985 

Connector,  Tee.  Antenno  Validated  Jul  82  REV  99  ES  . . . . 

MS-2S053A 

AS 

18  Jun 

76 

AS 

85 

5985 

Control  Monitor,  C-8430/UPX  Validated  Apr  84  REV-ES  . . . 

Mlt.-C-28741A 

EC 

27  Jun 

72 

EC 

5985 

Coupler  Directionol  (Cooxiol  line  Or  Waveguide),  Generol  Specificotiors  Fo 

MIL  C-15370C  (2) 

EC 

14  Jun 

76 

ER 

EC 

85 

Validated  Apr  82  USER-MC  CG  AS  REV-MI  C'S  17  H  99  ES 

SUPP  1C 

5985 

Coupler  Directionol  (Cooxiol,  Series  N  Connectors)  Validated  Oct  67  USER-MC 

MIL  C-15370-3B  (2) 

EC 

27  Ocl 

87 

ER 

EC 

85 

CG  REV.MI  OS  SH  AS  11  99  ES 

NOTICE  1 

5985 

Coupler  Group,  Antenno  An/sro<(  )  . . . . . . . . . . 

MII-C-28858A  (1) 

EC 

23  Moy  86 

EC 

5985 

Coupler  Group,  Antenno,  AN/URA‘38(  (  Validated  Apr  61  . . . 

MIL-C-28806 

EC 

24  Mor 

75 

EC 

5985 

Coupler,  Antenna  CU'351  AR  And  Coupler,  Antenna  CU.509'^AR  Validated  Mar 

MIL  C  18277B  (3) 

AS 

15  Moy 

64 

AS 

81  REV.85  ES 

5985 

Coupler,  Antenno,  AN>'SRA-33,  Four  Channel,  Automoticolly  Tuned  Validated 

MII  C-24219A  (1) 

EC 

27  Ocl 

87 

EC 

Ocl  87  REV-EC  ES 

5985 

Coupler,  Antenno  CU*308D/U  Validated  A\or  84  . . 

MIL-C-25601C  (2) 

84 

26  Jon 

71 

99 

5985 

Coupler,  Directional  (Cooxiol  Line,  Woveguide,  And  Printed  Circuit),  Selection 

MIL-STD-1328B 

EC 

27  Oct 

87 

ER 

EC 

11 

Of  Validated  Oel  87  USER-CG  OS  MC  19  REV-AR  Ml  AV  AS  17  85  ES 

NOTICE  1 

5985 

Coupler,  Directional  (Waveguide,  Multihole)  Validated  Apr  81  USER.CG  MC 

MIL-C-15370/4B 

EC 

05  Jun 

75 

ER 

EC 

85 

AS  OS  REV.  17  11  99  ES 

5985 

Coupler,  Directionol  (Woveguide-crossguide)  Validated  Apr  81  USER-CG  MC 

MIL-C-I5370/5S 

EC 

05  Jun 

75 

ER 

EC 

85 

AS  OS  REV- '7  11  99  ES 

5985 

Coupler,  Directional  (Waveguide,  Coaxial  Output)  Validated  Oct  67  USER  MC 

MIL-C- 15370- 68 

EC 

27  Ocl 

87 

ER 

EC 

85 

CG  REV-MI  as  os  11  99  ES 

NOTICE  1 

5985 

Coupler,  Directionol,  Duol  (Cooxiol,  SMA  Connectors)  Validated  Oct  87 

Mll-C-15370/17 

EC 

27  Ocl 

87 

ER 

EC 

85 

USER-CG  SH  MC  REV-MI  AS  OS  1 1  99  ES 

NOTICE  1 

5985 

Coupler,  Directionol  (Cooxiol,  SMA  Connectors)  (50  To  18  GHZ)  Validated  Apr 

Mll-C- 15370/ lOA 

EC 

05  Jun 

75 

ER 

EC 

85 

81  REV.99 

5985 

Coupler,  Directionol,  Duel  (Cooxiol,  Series  N  Connectors)  Validated  Oct  67 

MIL-C-15370/T1A 

EC 

27  Ocl 

87 

ER 

EC 

85 

REV-MI  AS  OS  99  11  ES 

NOTICE  1 

5985 

Coupler,  Directionol  (Cooxiol,  TNC  Connectors)  Validated  Apr  61 . . . . 

MII-C-1S370/12 

EC 

05  Jun 

75 

ER 

EC 

85 

5985 

Coupler,  Directionol  (Coaxial,  Series  N  And  C  Connectors)  Validated  Api  62 .... 

MIL-C-1S370/14 

EC 

06  Peb 

76 

EC 

5985 

Couplers,  Directionol,  Dual  (Woveguide)  Validated  Oet  87  USER-MC  CG  SH 

Mll-C-15370/15 

EC 

27  Ocl 

87 

ER 

EC 

85 

REV-Ml  AS  OS  99  1 1  ES 

NOTICE  1 

5985 

Couplers,  Otreclionol  (Cooxiol,  SMA  Connectors)  (25  To  500  MHZ  Validated 

Mll-C-15370/16 

EC 

27  Oct 

87 

ER 

EC 

85 

Oet  87  USER-MC  CG  SH  REV-MI  AS  OS  99  11  ES 

NOTICE  1 

5985 

Couplers,  Directionol  (Pin  Plug  In  Tcrminoiion)  Validated  Oct  67 . . 

Mll-C-15370/18 
NOTICE  1 

EC 

27  Ocl 

87 

ER 

EC 

85 

5985 

Couplers.  Direc'ionol  Ccoxiot,  SMA  Connectors  (1  To  18  GHZ)  KEV-MI  AS  OS 

90  11 

Coupling  Assemblies,  Ouic’x-disconnect,  Generol  Purpose,  For  Submimoture 

MII-C-I5370/9D  (3) 

EC 

05  Mor 

82 

ER 

EC 

85 

5985 

Mll-C.39004 

85 

27  Ocl 

87 

ER 

EC 

85 

Waveguide  Flanges,  Generol  Specilieotion  For  Validated  Oct  67  USER-MC 

AS  REV.MI  17  11  99  ES 

NOTICE  1 

5985 

Coupling  Assemblies,  Quick-diiconnecl,  Gcrerol  Purpose,  For  Submimoture 

Ma.C-39(X)4/l 

EC 

01  May  64 

ER 

EC 

85 

V/oveguide  Flanges  Validated  Apr  P^V-AV  99  ES 

5985 

Coupling  Assembly,  Qujcx  Disconnect,  For  Submillimcter  Woveguide  Flonges 

Mi:C-3P004/2 

EC 

17  Dec 

75 

ER 

EC 

85 

Validated  Apr  82  USER-ME  MC  AS  REV-AR  Ml  OS  11  99  ES 

5985 

Diplexer  Validated  Jan  85  REV>E5 . . . . . . . . . . 

MII-O-20963A 

MC 

04  Dec 

75 

MC 

5985 

Drive,  Antenno,  Verticol  Stobilizotion,  For  AS-473/AS8-1  (8uord  Orowings 

MIl.D-19403 

AS 

21  Mor 

56 

AS 

776405,  776463,  Vcrticol  Stobilizotion  Servo  Clutch,  For  ASB-l,  864390, 
1444082  For  ASB-lA)  Validated  Mar  61  RcV-85  ES 

5985 

Dummy  Lood  Elecirical,  Waveguide,  (Frequ  <y  Rongc  7.05  To  10.0  Gigohertz) 

MIL  D  3954/ llA 

EC 

27  Ocl 

87 

ER 

EC 

85 

Validated  Oct  87  USER-AS  MC  CC  SH  OS  19  14  REV-MI  AR  17  1 1  99  ES 

NOTICE  I 

5985 

Dummy  lood,  Elect>,vOl,  \Vaveguide,  Cooxiol,  &  Str.pline,  Section  Of  USER-AV 

MIL.STD-I637A 

EC 

24  Occ 

80 

ER 

EC 

85 

MC  CG  AS  19  R:«-AR  mi  os  SH  85  17  ES 

5985 

Dummy  lood,  ElectrucL  Cooxiol,  Type  |v  (TNC),  Medium  Power  USER-AV  AS 

Mll-D-39030-8 

EC 

22  Dec 

80 

ER 

EC 

85 

19  REV-MI  SH  OS  85  17  11  ES 

5985 

Dummy  Lood,  Electricol  OA-662/UPO-5  VoUoated  Mar  88  „ .............................. 

AAll-D  81976 
hJGTtCF  ? 

AS 

17  Jun 

74 

AS 

5985 

Dummy  Lood,  Electricol,  Woveguide,  (Frequency  Range  12.4  To  18.0  Gigohertz) 

Mll-0-3954'13A 

EC 

27  Oct 

87 

ER 

EC 

85 

Validated  Ocl  87  USER-MC  AS  CG  OS  SH  14  19  REV-MI  AR  17  11  99  ES 

NOTICE  1 

5985 

Dummy  Lood,  Electricol,  600  Watts  D.c.  To  3(X)0  Me.  Validated  Apr  64 

MIL.0.23973  (3) 

EC 

30  Jun 

66 

EC 

USER-MC  REV-ES 

5985 

Dummy  Load,  Electricol,  Woveguide,  (Frequency  Ronge  I.I2  To  1.70  Gigohertz) 

MII-D-3954,  15a 

EC 

27  Ocl 

87 

ER 

EC 

85 

Validated  Ocl  87  USER-MC  CG  OS  AS  SH  11  19  REV-MI  AR  17  11  99  ES 

NOTICE  1 

5985 

Ourrmy  Lood,  Electricol,  Cooxiol,  Type  Iv  (Tnc),  High  Power  USER-AV  AS  19 

MIL-D-39030/9 

ER 

22  Dec 

80 

ER 

EC 

85 

rev-mi  SH  OS  85  17  1 1  ES 

5985 

Dummy  Lood,  Electricol,  Woveguide,  (Frequency  Ronge  5  85  To  8.20  Gigohertz) 

MIL-D  3954,  16A 

EC 

27  Ocl 

87 

ER 

EC 

85 

Validated  Oct  87  USER-CG  AAC  AS  oH  OS  19  14  REV-MI  AR  II  17  99  ES 

NOilCE  1 

5985 

Dummy  Lood,  Electricol,  Type  Xiv  (Tob  Contact),  Siriptine,  High  Power  REV-11.. 

Mll-O-39030/22 

EC 

22  Dec 

80 

ER 

EC 

85 

5985 

Dummy  lood,  Electricol,  Waveguide,  (Frequency  Ronge  3.95  To  5.85  Gigohertz) 

MII-0-3954/17A 

EC 

27  Ocl 

87 

ER 

EC 

85 

Vclidoicd  Oct  B7  USLR-OS  AS  CG  MC  14  19  REV.MI  AR  17  1 1  99  ES  NOTICE  1 
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5985 

Dummy  Lood,  Eiectricoi,  Cooxioi,  Type  V  (N),  Medium  Power  US£R*AV  AS  19 

MIL-0-39030/ 10 

EC 

22  Dec 

80 

ER 

EC 

85 

5985 

REV-Ml  SH  OS  85  17  11  ES 

Dummy  Lood,  Eteclncot,  Wciveguide,  (Frequency  Range  2.6  To  3.95  Gigoheriz) 

MIL-D-3954,  18A 

EC 

27  Oct 

87 

ER 

EC 

85 

5985 

VaUdoted  Ocl  87  USER-MC  OS  CG  14  19  REV-Ml  AR  17  11  99  ES 

Dummy  Lood,  Electncol,  Cooxiot,  Type  V  (N),  High  Power  USER-AV  AS  19 

NOTICE  1 
MIL-D-39030/ 1 1 

EC 

22  Dec 

80 

ER 

EC 

85 

5985 

REV.MI  SH  OS  85  17  11  ES 

Dummy  Load,  Electricol,  Woveguide,  (Frequency  Ronge  8.2  To  12.4  Gigohertz) 

MIL-O-3954,  19A 

EC 

27  Oct 

87 

ER 

EC 

85 

5985 

VoVdafed  Oct  87  USER  MC  OS  AS  CG  19  14  REV-Ml  AR  SH  17  11  99  ES 
Dummy  Lood,  Etectneot,  Cooxio!,  Type  Vi  (C).  Medium  Power  USER-AV  AS  19 

NOTICE  1 
MIL-D-39030/ 12 

EC 

22  Dec 

80 

ER 

EC 

85 

5985 

REV-Ml  OS  SH  85  17  11  ES 

Dummy  Load,  Eicctricol,  Dummy  Antenno  TS-235B/UP  Volidotcd  Oct  81 

MIL  0-1621 10 

ER 

28  Mor 

62 

ER 

EC 

85 

5985 

USER-AV  MC  AS  REV-Ml  99  ES 

Dummy  Load,  Electricol,  Type  XIV  (Socket  Contact),  Striplme,  Low  Power 

Mll-D-39030, 13A 

EC 

19  Nov 

85 

ER 

EC 

85 

5985 

USER-AS  19  REV-AV  SH  OS  85  17 

Dummy  Load,  ElectncaldA.64/UP  Validated  Oct  81  USER-AV  REV-85  ES  ....  ... 

MIL-D-n933B 

ER 

1  Feb 

55 

ER 

MC 

5985 

Dummy  Load,  Electrical,  Type  Xiv  (Bifurcoted  Contact),  Stnplme,  Low  Power 

MIL-D-39030, 14A 

EC 

19  Nov 

85 

ER 

EC 

85 

5985 

USER-AS  19  REV-AV  SH  OS  85  17  ES 

Dummy  Lood,  Electricol,  Type  XIV  (Biforcoled  Contoct),  Stnplme,  High  Power 

MIL-D-39030/  15A 

EC 

19  Nov 

85 

ER 

EC 

85 

5985 

USER-AS  19  REV-AV  SH  OS  85  17  ES 

Dummy  Lood,  Electrical,  Type  Xiv  (Bifurcated  Contact),  Striplme,  Low  Power 

MIL-D-39030/ 16A 

EC 

19  Nov 

85 

ER 

EC 

85 

5985 

USER-AS  19  REV-AV  SH  OS  85  17  ES 

Dummy  Load,  Electrical,  Type  Xiv  (Tab  Center  Contoct),  Stnpline,  Low  Power 

MILD-39030/17A 

EC 

19  Nov 

85 

ER 

EC 

85 

5985 

USER-AS  19  REV-AV  SH  OS  85  17  ES 

Dummy  Lood,  Electricol,  Type  Xiv  (Pm  Contact),  Striplme,  Low  Power  USER-AV 

MIL-D'39030/18 

EC 

22  Dec 

80 

ER 

EC 

85 

5985 

5985 

AS  19  REV-MI  SH  OS  85  17  11  ES 

Dummy  Loods,  Electricol,  Woveguide,  Ctoss  It  (Frequency  Ronge  8.2  To  12.4 

GHZ)  Validated  Apr  82  USER-MC  REV-OS  SH  AS  ES 

Dummy  Loads,  Electnccl,  Type  XIV  (Tab  Center  Contoct),  Stnplme,  High  Power 

MIlD-3954/22 

Mll-D-39030/  19  (2) 

EC 

EC 

24  Mor 

13  Dec 

76 

82 

ER 

EC 

EC 

85 

5985 

USER-AV  AS  19  REV-MI  SH  OS  85  17  11  ES 

Dummy  loods,  Electricol,  Type  Xiv  (Tab  Contact),  Stnplme,  Low  Power 

M1L-D-39030/20A 

EC 

19  Nov 

85 

ER 

EC 

85 

5985 

USER-AS  19  REV-AV  SH  OS  17  85  ES 

Dummy  Loads,  Electricol,  Type  Xiv  (Tob  Contact),  Stnplme,  Medium  Power 

MIL-D-39030/21  (1) 

EC 

19  May 

86 

ER 

EC 

85 

5985 

REV.ll 

Dummy  Loods,  Electricol,  Coaxiol  And  Stnplme  'JSER-19  REV-MI  OS  SH  11  ES 

MIL  D-39030B  (1) 

EC 

16  Dec 

86 

ER 

EC 

85 

5985 

Dummy  Loods,  Elcctncol,  Cooxiol  Frequency  Range,  Dc  To  5  Ghz  Validated  Oct 

MIL.0-39030/  lA 

EC 

27  Ocl 

87 

ER 

EC 

85 

5985 

87  USER-AV  MC  AS  19  REV-Ml  OS  17 

Dummy  Loads,  Electricol,  Cooxiot  Frequency  Ronge,  Deto  3.5  Ghz  Validated 

NOTICE  1 
MIL-D-39030/2A 

EC 

27  Ocl 

87 

ER 

EC 

85 

5985 

Oct  87  USER-AV  MC  19  REV-MI  OS  85  17  ES 

Dummy  Loads,  Elcctncol,  Cooxiol  Type  1  (SMA),  Low  Power  USER  AV  AS  19 

NOTICE  1 

MIL-D-39030/3A  (2) 

EC 

13  Dec 

82 

ER 

EC 

85 

5985 

rev-mi  OS  SH  17  85  ES 

Dummy  Loads,  Electricol  Cooxiol  Type  1  (Smo),  Medium  Power  Validated  Apr 

MILD-39030/4 

EC 

27  Jun 

75 

ER 

EC 

85 

5985 

81  USER-AV  AS  MC  19  REV-MI  OS  SH  85  17  99  ES 

Dummy  Loods,  Electricol,  Cooxiol  Type  iv  (Tnc),  Low  Power  USER-AV  AS  19 

MIL-D-39030- 5A  (1) 

EC 

21  Sep 

81 

ER 

EC 

85 

5985 

REV.MI  6R  OS  SH  85  17  ES 

Dummy  Loods,  Electricol,  Cooxiol  Type  V  (Senes  N),  Low  Power  Validated  Apr 

MILD-39030/5A 

EC 

22  Dec 

80 

ER 

EC 

85 

5985 

81  USER-AV  AS  19  REV-MI  SH  OS  17  85  ES 

Dummy  Loads,  Electricol,  Cooxiol,  Type  In  (BNC),  Low  Power  USER-AV  AS  19 

Mll-D-39030/7 

EC 

22  Dee 

80 

ER 

EC 

85 

5985 

5985 

REV.MI  £R  SH  OS  17  85  11  ES 

Dummy,  Lood,  Electrical,  Navy  Type  14ACN  Validated  Mar  60  . . 

Elbow,  Lead-through  Insutotor,  Antenno  (Asg)  Validated  7u/ 82  REV -99  ES  . . 

Ma-D-18576A 

MS.25055A 

EC 

AS 

25  Aug 
18  Jun 

61 

76 

EC 

AS 

85 

5985 

Electricol,  Waveguide,  General  Specificotion  For  Validated  May  8S  USER-MI 

MIL  E-3954C  (2) 

EC 

29  Mor 

79 

ER 

EC 

85 

5985 

SH  OS  AS  CG  MC  19  REV-aR  11  17  ES 

Evoluotion  Of  High  Frequency  Antennas  In  An  Operotionol  Environment  REV-ES 

SUPP  1 

MIL-HDBK  332 

17 

31  Mor 

87 

EC 

17 

5985 

Fobr.colion  Of  Rigid  Wovegu.de  Assemblies  (Sweep  Bends  And  Twists) 

NOTICE  1 

MIL-HDBK  660A 

EC 

07  Jul 

72 

EL 

EC 

85 

5985 

Validated  May  85  REV.17  85  ES 

Flonge,  Cooxiot  And  Woveguide,  And  Coupling  Assemblies  Selection  Of 

MIL-STD-1327A 

EC 

19  Aug 

75 

ER 

EC 

85 

5935 

Validated  Apr  81  USER-AV  CG  MC  19  REV-AR  Ml  AS  OS  17  99  ES 

Flange,  Cooxiot  Line,  Rigid  Air  Dielectric,  Cenerol  Specificotion  For  Validated 

NOTICE  1 

2  JAN  76 

MIL-F-24044 

EC 

18  Mar 

64 

ER 

EC 

85 

5935 

Aar  81  USER-MC  REV.17  85  11  ES 

F  3*tge,  Fixed,  Cooxiol  Lmc.  Rigid  Validated  Oct  87  USER-MC  AS  05  REV-AR 

MIL-F-24044/1A 

EC 

27  Ocl 

87 

ER 

EC 

85 

5985 

15  17  11  ES 

Flonge,  Roiotob!  Cooxiot  Line,  Rigid  Validated  Ayr  81  USER-MC  AS  REV-17 

NOTICE  1 
MIL-f-24044/2 

EC 

18  Mar 

64 

ER 

EC 

85 

5985 

8*^  1  ES 

Flonge,  Woveguide,  General  Purpose,  Generol  Specificotion  For  Validated  Apr 

MIL-F-3922B  (3) 

EC 

04  Moy 

76 

ER 

EC 

85 

5985 

82  USER-MC  AS  OS  19  14  REV-AR  Ml  AV  11  99  ES 
flange,  Woveguide  (Mimolure,  Unpressunzed  Contoct)  (4  Hole  And  8  Hole) 

SUPP  IF 

MIL  F-3922/63B  (1) 

EC 

18  Nov 

77 

ER 

EC 

85 

5985 

VohdoiedApr  SJ  USER-AV  MC  AS  OS  SH  CG  14  19  REV-MI  AR  ER  II  99 

f  C 

Flange,  V/oveguide,  (Mimolure,  Unpressurized  Contoct)  (6  Through  Hole,  6 

MIL-F-3922/64B 

EC 

04  Moy 

76 

ER 

EC 

85 

5985 

Topped  Hole)  VohdoiedApr  82  USER-AV  MC  AS  OS  SH  CG  14  19  REV-MI 

11  99  ES 

flonge.  V/ovegurde  (Conioct)  (Round,  8  Hole)  Vohdoted  Apr  82  USER-ME  AV 

MIL-F-3922,66B 

EC 

04  Moy 

76 

ER 

EC 

85 

5985 

OS  AS  MC  SH  CG  14  10  REV.MI  ER  11  99  ES 
flonge,  Woveguide  (Contact),  (Round.  4  .Hole),  (Millimeter)  Validated  Apr  82 

MILF-3922/67B 

EC 

17  Dec 

75 

ER 

EC 

85 

5985 

USER-ME  AS  MC  OS  CG  19  U  CS  REV-Ml  AR  17  99  ES 

Flonge,  Woveguide  Cover  (Butt  Mount)  (Square,  4  Hole)  USER-ME  AV  SH  AS 

MIL-F-3922,68  (1) 

EC 

09  Aug 

85 

ER 

EC 

85 

5985 

MC  REV-AR  Ml  os  n  99  ES 

flonge,  Woveguide  (Choke)  (Square,  4  Hole)  Validated  Apr  8)  USER-AV  ME 

MIL-F-3922,69 

EC 

03  Feb 

75 

ER 

EC 

85 

5985 

SH  AS  MC  REV-MI  AR  OS  11  99  ES 

Flonge,  Waveguide  (Cover)  (Squore,  4  Hole,  Butt  Mount)  Validated  Apr  S4 

MIL-F-3922  70A 

EC 

07  Mar 

78 

ER 

EC 

85 

USER-mC  as  SH  REV-OS  n  99  ES 
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DOCUMENT 


fSC 

TITLE 

NUMBER 

PREP 

DATE 

t 

5985 

Flonge,  Waveguide  (Conloct)  (With  Pressurization  Pitting)  Vahdottd  Apr  64 . . 

Mll-F-3922/71  (1) 

EC 

21  Apr 

78 

L 

5985 

Fiongc,  Waveguide  (Cover)  (With  Pressurization  Fitting)  VoUdaled  Apr  62 . 

MIL-F-3922/72 

EC 

24  Jun 

76 

L 

5985 

Fionge,  Waveguide  (Choke)  (With  Pressurization  Fitting)  Validated  Apr  62 . . 

MtL-F-3922/73 

EC 

24  Jun 

76 

5985 

Fionge.  Waveguide  (Contact)  (Round.  4  Hole)  (Submillimeter)  Validated  Apr  82 
USER-ME  CG  MC  AS  19  14  REV-AR  Ml  OS  11  99  ES 

MIL-F.3922/74 

EC 

17  Dee 

75 

L 

5985 

Flange,  Woveguide,  Reduced  Height  USER-MC  AS  SH  REV-OS  99  11  ES . 

MIL-F.3922/75B 

EC 

23  Dec 

81 

5985 

Flange,  Waveguide,  General  Purpose,  Lorge(  Unpressunzed  Contoct)  Validated 

Apr  83  USER-AR  SH  MC  AS  19  14  REV-MI  OS  99  U 

MllF.3922/76 

EC 

04  Apr 

77 

5985 

Fionge,  Woveguide  (Pressunzobte  Contoct  USER*AV  CG  MC  OS  AS  19  14 

REV.Ml  AR  11  99  ES 

MIL-F.3922/52B  (1) 

EC 

09  Aug 

85 

5985 

Fionge,  Woveguide  (Cover)  (Square,  4  Hole)  (Circular  Bock)  Validated  Apr  83 
USER-AR  MC  AS  SH  REV-MI  AV  OS  11  99  ES 

MIL-F.3922/53C  (2) 

EC 

09  May 

77 

5985 

Fionge,  Woveguide  (Cover)  (Square,  4  Hole)  Validated  Apr  84  USER-AV  MC 

AS  SH  REV-MI  OS  11  99  ES 

MIL  F-3922/54C  (2) 

EC 

01  May 

78 

5985 

Fiongc,  Woveguide  (Cover)  (Round,  6  Hole)  Validated  Apr  83  USER-AV  MC 

AS  SH  rev-mi  os  11  99  ES 

MIL  F-3922/55B  (1) 

EC 

09  Moy 

77 

5985 

flange,  Woveguide  (Cover)  (Round,  8  Hole)  Validated  Apr  83  USER-AV  MC 

OS  AS  REV-MI  AR  OS  11  99  ES 

MIL  F.3922/56B  (1) 

EC 

09  May 

77 

5985 

Fionge,  Woveguide  (Cover)  (Round,  8  Hole  (2  Holes  Centered  HorizontoSty,  2 

Holes  Centered  Verlicolly)  Validated  Apr  83  USER-AV  MC  AS  SH  OS 

REV-MI  AR  os  11  99  ES 

MII  F-3922/57B  (1) 

EC 

09  Moy 

77 

5985 

Fionge.  Waveguide  (Contact)  (Rectangular,  10  Hole)  Validated  Apr  63 

USER-AV  MC  CG  OS  SH  AS  19  14  REV-MI  11  17  99  ES 

MILF-3922/58C 

EC 

04  Moy 

76 

5985 

Flange,  Woveguide  (Choke)  (Square,  4  Hole)  USER-AV  AR  MC  AS  SH  REV-MI 

OS  11  99  ES 

MIL  F-3922/59D  (3) 

EC 

09  Aug 

85 

5985 

Fionge,  Woveguide  (Choke)  (Round,  6  Hole)  Validated  Apr  83  USER-MC  AS 

SH  REV-MI  AV  OS  11  99  ES 

MIL  F-3922/60B  (1) 

EC 

09  Moy 

77 

5985 

Flange,  Woveguide  (Choke)  Round,  8  Hole  Validated  Apr  83  USER-AV  MC  AS 

SH  REV-MI  OS  11  99  17  ES 

MILF.3922/61C 

EC 

07  Oct 

82 

5985 

Flange*  Waveguide  (Chak-'  ^ound,  8  Hale  (2  Holes  Centered  Horizontoll/*  2 

Holes  Centered  Verlieolly)  validated  Apr  83  USER-AV  MC  AS  SH  REV-MI 

OS  n  99  ES 

MIL  F-3922/52B  (2) 

EC 

09  Moy 

77 

5985 

Flanges,  Woveguide,  Ridge  Generol  Specihcotlon  For  Validated  Apr  84 

USER-AR  AV  AS  MC  SH  OS  19  REV-SH  11  ES 

MIL-F-39000A 

EC 

21  Oct 

77 

5»85 

Flanges,  Woveguide.  Single  Ridge,  Socket  Mount  (6andv<idih  Ratio  2.4  To  1) 
Validated  Apr  84  USER-AR  AV  MC  CG  AS  19  14  REV-OS  11  99  ES 

Mll-F -39000/ IB 

EC 

21  Oct 

77 

5985 

Flanges.  Woveguide,  Single  Ridge,  Socket  Mount  (Bondvridth  Rotio  3.6  To  1) 
Validated  Apr  84  USER-AR  AV  MC  AS  CG  OS  19  14  REV-ll  99  ES 

MIL-F-39000/2B 

EC 

21  Oet 

77 

5985 

Flongcs.  Waveguide,  Double  Ridge,  Socket  Mount  (Bandwidth  Rotio  2.4  To  1) 
USER-AR  AV  AS  CG  OS  MC  19  REVOl  99  ES 

MII-F-39000/3B  (1) 

EC 

18  Jul 

80 

5985 

Flonges,  Waveguide,  Double  Ridge,  Socket  Mount  (Bondwidth  Rotio  3.6  To  1) 
Validated  Apr  84 

MIL-F.39000/4B 

EC 

21  Oct 

77 

5985 

Gasket,  Woveguide  Fionge  Generol  Specificotlon  For  Validated  Apr  81 

USER-MC  AS  CO  19  REV-MI  85  17  ES 

MIL-G-24211 

EC 

28  Mor 

66 

5985 

Goskel,  Waveguide  Fionge  (Cover)  Validated  Apr  83  USER-19  14  REV-MI  OS 

85  17  11  ES 

MIL-G.242)1/1A 

EC 

28  Feb 

69 

5985 

Goskel,  Waveguide  Fionge  (Flat  Focc)  Validated  Apr  84  USER-AR  CG  MC  AS 

14  REV-OS  SH  17  11  19  ES 

MIL  G-2421)/2B  (!) 

EC 

09  Dec 

77 

5985 

Insert,  Deod-end,  Antenna  (Asg)  Validated  Jan  8J  REV-99  ES . . . 

MS-2505) 

AS 

18  Aug 

55 

5985 

Insulotor,  Lead  Through  Antenna  REV-99  ES . . . 

MS-25054B 

AS 

17  Dec 

85 

5985 

Insulator,  Stroin,  Antenna  (Asg)  Validated  Jul  82  REV-99  ES . . 

MS-25052B 

AS 

18  Jun 

76 

L 

5985 

Interrogator  Set  AN/APX-76B(V)  Validated  Mar  65 . . . . 

Mll-I-8)453A  0) 

AS 

31  Oet 

78 

5985 

Isolator,  Radio  Frequency,  Generol  Specificotion  For  Validated  May  85 

USER-OS  MC  REV-ll  99  ES 

MIL-l-28791 

5UPP  1 

EC 

10  Jon 

73 

5985 

Isolator,  Radio  Frequency,  Cooxiol  USER-MC  OS  SH  AS  REV-ll  99  ES  . . 

Mll-I-28791/)A  (1) 

EC 

18  Dec 

81 

L 

5985 

Isolotor,  Radio  Frequency,  Coaxiol  Frequency  Ronge  -  .85  To  1.05  Ghz 

Validated  Oct  8J  USER-AR  REV-ES 

MIL-l-2879)/4 

ER 

29  Sep 

76 

L 

5985 

line  Assemblies.  Rodio  Frequency  Tronsmission  General  Specificotion  For 

Validated  May  85  USER-MC  REV-OS  AS  SH 

MlL-l-28796 

SUPP  )A 

EC 

10  Aug 

73 

L 

5985 

line  Assemblies.  Radio  Frequency  Tronsmission  1  5/8  Inch  Elbows . . . . 

MIL-1-28796/1A 

EC 

07  Jun 

82 

L 

5985 

line  Assemblies,  Rodio  Frequency  Tronsmission  3-1/8  Inch  Elbows  Validated 

May  85  USER-MC  REV-OS  AS  SH 

Mll-L-28796/2 

EC 

10  Aug 

73 

L 

5985 

line  Assemblies,  Radio  Frequency  Tronsmission  1  5/8  Inch  Gos  Sorrier 

USER-MC  REV-AS  OS  SH 

MIL-L-28796/3A 

EC 

07  Jun 

82 

L 

5985 

line  Assemblies,  Rodio  Frequency  Trans  Ission  3  1/8  Inch  Gos  Borrier  Validated 
Apr  83  USER-MC  REV-AS  SH  OS 

MIL-L-28795/4A 

EC 

22  Apr 

77 

L 

5985 

Line  Assemblies,  Rodio  Frequency  Transmission  1-5/8  Inch  Stroight  Sections 
Flanged  USER-MC  REV-AS  OS  SH 

MIL-L-28796/5A 

EC 

07  Jun 

82 

5935 

line  Asse.T.bSics,  Radio  Froqwency  Tronsiiiission  Reducer,  flunye  Type,  3-1/8  To 
1-5/8  Inch  50  Ohm  USER-AS  MC  REV-SH  OS 

Mil  l-2S7r6'’?A 

EC 

C7  Jun 

82 

L 

5985 

line  Assembly,  Rodio  Frequency  Transmission  3-1/8  Inch  Stroight  Sections, 

Flongcd  Validated  Apr  81  USER-MC  REV-OS  SH  AS 

Mll-l-28795/6 

EC 

31  Mor 

75 

L 

5985 

Line  Assembly,  Rodio  Frequency  Tronsmission  1  5/8  Inch  Stroight  Flexible 

Sections,  Flonged  USER-AS  MC  REV-SH  OS 

MIL-1-28796/7A 

EC 

07  Jon 

82 

L 

5985 

line  Assembly,  Radio  Frequency  Transmission  3  1/8  Inch  Stroight  Flexible 

Sections,  Flonged  Validated  Apr  81  USER-MC  AS  REV-OS  SH 

MIL-l-28796/8 

EC 

22  Sep 

75 

5985 

Line,  Rodio  Frequency  Tronsmission  (Coaxiol,  Air  Dielectric)  Validated  Oet  81 
USER-AS  19  REV-AR  ME  Ml  OS  SH  MC  17  11  99  ES 

MIL-L-3890A 

ER 

23  Jan 

76 

5985 

line.  Radio  Frequency  Tronsmission  (Coaxiol,  Air  Dielectric)  50  OHMS 

Validated  Oet  81  USER-AT  MC  AS  SH  REV-ME  Ml  AR  OS  11  17  99  ES 

MIL-L-3890/1B 

ER 

23  Jon 

76 

5985 

line.  Radio  Frequency  Tronsmission  (Coaxiol,  Air  Dielectric)  75  OHMS 

MIL-1-3890/2A 

ER 

23  Jon 

76 

Validated  Oet  81  USER-AT  MC  AS  SH  19  REV-ME  Ml  OS  11  17  ES 


CUSTODIAN 

EC 

EC 

EC 

ER  EC  85 

ER  EC  85 
ER  EC  85 

ER  EC  85 

ER  EC  85 

ER  EC  85 

ER  EC  85 

ER  EC  85 

ER  EC  85 

ER  EC  85 
ER  EC  85 
ER  EC  85 
ER  EC  85 
ER  EC  85 

ER  EC  85 

ER  EC  85 

ER  EC  85 

ER  EC  85 

ER  EC  85 

ER  EC  85 

ER  EC  85 

ER  EC  85 

AS  85 
AS  85 
AS  85 
AS 

ER  EC  85 

ER  EC  85 
ER 

EC 

EC 

EC 

EC 

EC 

EC 

EC 

EC 

EC 

EC 

ER  EC  85 
ER  EC  85 
ER  EC  85 


608 


FSC  LISTING 


DOCUMENT 


fSC 

HUE 

NUMBER 

PREP 

DATE 

CUSTODIAN 

5985 

5985 

5985 

5985 

5'’85 

5985 

Line,  Radio  Frequency  Tronjmission  (CooxioL  Air  Dielectric)  50  OHMS  Type 
RG-382/U  VjlidoledApr  83  REV-ES 

Most  AB-577{  )1GRC  Valldoled  Ocl  81  REV-ES . 

Most  AB-62U  (/g  VoUdaltd  Oct  81  REV-ES  . 

Mosi  AB*864(  (/g  And  Molt  Extension  Kit  MK-1624)  (/g  VaUdated  Oct  6i  ..... 

Most  8oiCp  Section  And  Adapter  Kit  Validated  Oct  8)  REV-ES  . . . . 

Most,  AB-1309(V)4/IRC . 

MIL-IJ890/3A 

MIL-M-55220A 
MIL.M-55670A 
Mll-M-49089 
MII-M-12320A  (4) 
MIL-M-49275/) 

EC 

ER 

ER 

ER 

ER 

CR 

02  Feb 

10  Sep 
31  Mor 
19  May 
14  Sep 
26  Feb 

70 

73 

72 

76 

73 

87 

ER 

ER 

ER 

ER 

CR 

EC 

5985 

Mott,  Antenna,  Deod>cnd  (Aig)  Validated  Jul  82  REV-99  ES . . . 

MS-25048A 

AS 

18  Jun 

76 

AS 

85 

5985 

5985 

Most,  Antenno,  Lead  Through  Validated  Jul  82  REV-99  . . . . 

Masts,  Quick  Erect,  Expandable  AB-1309(V)/TRC . . 

MS-25049A 

MIL-M-49275 

AS 

CR 

18  Jun 
26  Feb 

76 

87 

CR 

AS 

85 

5985 

Mtxer  Stages,  Frequency,  Selection  Of  Validated  May  85  USER-AV  AS  MC  CG 

19  REV-Ml  AR  SH  OS  85  17  ES 

MIL-STD-I640B 

EC 

07  Feb 

85 

ER 

EC 

11 

5985 

Mixer  Stoges,  Radio  Frequency  Generol  Specificotion  For  USER-AR  MC  CG  AS 

19  U  REV-Ml  OS  85  17  11  ES 

MIL-M-28837  (1) 

SUPP  lA 

EC 

07  Feb 

85 

ER 

EC 

85 

5985 

Mixer  Stoges,  Radio  Frequency,  Double  Bolonced,  Pin  Plug  In  Termination 

USER-AR  CG  AS  MC  19  U  REV-Ml  OS  11  99  17  ES 

MtL-M-2B837/lB 

EC 

07  Feb 

85 

ER 

EC 

85 

5985 

Mixer  Stages,  Radio  Frequency,  Double  Bolonced,  Solder  Leeds  USER-AR  AS 

CG  MC  19  14  REV-Ml  OS  EC  11  17  99  ES 

MIL-M-28837/2B 

EC 

07  Feb 

85 

ER 

EC 

85 

5985 

Mixer  Stages.  Rodio  Frequency,  Bolonced,  Smo  Femole  Connectors  Validated 

Apr  83  USER-AR  AS  CG  MC  14  19  REV-Ml  OS  99  11  17  ES 

MIL-M-28837/3 

EC 

02  Sep 

77 

ER 

EC 

85 

5985 

Mixer  Stages,  Radio  Frequency,  Single  Balanced,  Type  N,  Bnc  Connectors 

Validated  Apr  83  USER-AR  AS  CG  MC  14  19  REV-Ml  OS  99  11  17  ES 

MlL-M-28837/4 

EC 

02  Sep 

77 

ER 

EC 

85 

5985 

Mixer  Stoges,  Radio  Frequency,  Double  Bolonced,  SMA  Femole  Connectors 
USER-AR  AS  CG  MC  99  14  19  REV-Ml  EC  OS  17  11 

MIL-M-2e837y5A 

EC 

07  Feb 

85 

ER 

EC 

85 

5985 

Mixer  Stages,  Rodio  Frequency,  Double  Bolonced,  Bnc  Femole  Connectors 

Validated  May  85  USER-AR  MC  CG  AS  19  REV-Ml  EC  OS  99  17  11  ES 

MIL-M-28837/6 

EC 

01  Jun 

79 

ER 

EC 

85 

5985 

Mixer  Stages,  Rodio  Frequency,  Double  Balanced,  TO-5  Configurotion  USER-AR 

MC  CG  AS  19  REV-Ml  EC  OS  99  17  11  ES 

MIL  M-28837/7  (1) 

EC 

26  Moy 

81 

ER 

EC 

85 

5985 

Mixer  Stages,  Radio  Frequency,  Single  Bolonced,  Pc  Mounted  Validated  May 

85  USER-AR  MC  CG  AS  19  REV-Ml  OS  EC  99  17  11  ES 

MlLM-28837/r 

EC 

01  Jun 

79 

ER 

EC 

85 

5985 

5985 

Mixer  Stages,  Rodio  Frequency,  Double  Bolonced,  To  Configurotion  USER-AR 

AS  CG  MC  14  19  REV-Ml  EC  OS  11  17  99  ES 

Pedestal  Group,  Antenna,  For  IFF  Antennas  AN/UPA-67  Validated  Apr  83 

REV-ES 

MlL-M-28837/9 

MIL-P-28739  (2) 

EC 

EC 

07  Feb 

01  Jun 

85 

70 

ER 

EC 

EC 

85 

5985 

Plug  Driver,  Antenno  (Asg)  Validated  Jul  82  USER-MC  REV.99  ES.... . . . . 

MS-25 120A 

AS 

18  Jun 

76 

AS 

85 

5985 

Powder  Dividers,  Power  Combiners,  And  Power  Divider/combiners  Generol 
Specification  For 

MIL-P-23971B 

SUPP  lA 

NOTICE  1 

EC 

27  Ocl 

87 

ER 

EC 

85 

5985 

Power  Oivider/combiners,  N-woy,  0  Degress,  To  5  USER-MC  0$  AS  REV-ES .... 

MIL-P-23971/5A 

ER 

22  Feb 

80 

ER 

EC 

85 

5985 

Power  Divider/  combiners,  Quodroture,  Rectongutor,  Pc  Pins  Validated  Oct  87 
USER-OS  MC  AS  REV-ES 

MILP-23971/10 
NOTICE  ) 

EC 

27  Ocl 

87 

ER 

EC 

85 

5985 

Power  Divider/  combiners,  Quodroture,  To  5  Validated  Oct  87  USER-AS  OS 

MC  REV-ES 

MIL  P.23971,  n 
NOTICE  1 

EC 

27  Oct 

87 

ER 

EC 

85 

5985 

Power  Divider/  combiners,  Quodroture,  Strrpline  Validated  Oct  87  USER-MC  AS 

OS  REV-ES 

MIL-P-23971/12 
NOTICE  ) 

EC 

27  Ocl 

87 

ER 

EC 

85 

5985 

Power  Divider/combiners,  2  Way,  180  Degrees,  SMA  Connectors  Validated  Ocl 

87  USER-OS  AS  MC  REV-ES 

MILP-23971/13 
NOTICE  1 

EC 

27  Ocl 

87 

ER 

EC 

85 

5985 

Power  Divider/ combiners,  N  Woy,  0  Degrees,  Flat  Pack  USER-OS  AS  MC 

REV-ES 

Mll-P-23971/14  (1) 

EC 

24  Nov 

81 

ER 

EC 

85 

5985 

Power  Divider/  combiners,  N  Woy,  0  Degrees,  Rectongulor,  Pc  Pins  Validated 

Oct  87  USER-OS  MC  AS  REV-ES 

MIL-P-23971/I5 
NOTICE  1 

EC 

27  Ocl 

87 

ER 

EC 

85 

5985 

Power  Divider/combincrs,  N  Way,  0  Degrees,  Smo  Connectors  USER-AS  MC 

OS  REV-ES 

MIL  P-23971/16  (1) 

EC 

12  Jon 

84 

ER 

EC 

85 

5985 

Power  Olvider/combincrs,  N-woy,  0  Degrees,  TNC  Connectors  Validated  Jon  86 
USER-AS  OS  MC  REV-ES 

MIL.P-23971/17 

EC 

22  Feb 

80 

ER 

EC 

85 

5985 

Power  Divider,  N  Woy,  0  Degrees,  SMA  Connectors  Validated  Oct  87 

USER-MC  OS  AS  REV-ES 

MILP-23971/9 
NOTICE  1 

EC 

27  Ocl 

87 

ER 

EC 

85 

5985 

Power  Divider,  N-woy,  0  Degrees,  Flat  Pock  USER-AS  OS  MC  REV-ES... . . 

MIL-P.23971/5A 

ER 

22  Feb 

80 

ER 

EC 

85 

5985 

Power  Divider,  3  Port  Quodroture,  Solder  Tcrmmols  Validated  Jon  83  USER-MC 
OS  AS  REV-EC 

MIL-P-23971/4 

ER 

02  Dec 

77 

ER 

EC 

85 

5985 

Power  Divider,  4  Pert  Quadrature,  Plug  In  Terminols  Validated  Jan  83 

USER-OS  AS  MC  REV-EC 

MIL-P.23971/3 

ER 

02  Dec 

77 

ER 

EC 

85 

5985 

Power  Divider,  4  Port  Quadrature,  Solder  Tcrmmols  Vchd^ted  Jan  63  USFR-MC 
OS  AS  REV-EC 

Mll-p.23971.1 

ER 

02  Dec 

77 

ER 

EC 

85 

5985 

Power  Divider,  4  Port  Ouodi , fores,  N  Connectors  Validated  Dec  87  USER-AS 

MC  OS  REV-ES 

Mll-P.23971/7 
NOTICE  1 

EC 

27  Oct 

87 

ER 

EC 

85 

5985 

Power  Divider,  4  Port  Quodroture,  Smo  Connectors  USER-AS  OS  MC  REV-ES  .. 

MIL  P-2397I.2A  (1) 

ER 

21  Sep 

81 

ER 

EC 

85 

5985 

Power  Dividers,  Power  Combiners,  And  Power  Divider/ combiners.  Selection  Of 
Vflfidoted  Oct  87  USFR-AV  MC  CG  A.S  19  RFV.AR  Ml  SH  OS  85  17  FS 

MIL-STD.1639A 
NOTICE  1 

EC 

27  Ocl 

87 

ER 

EC 

85 

5985 

Power  Dividers,  Ouodrolore,  Flol  Pock  Validated  Oct  87  USER-OS  MC  AS 

REV-ES 

MIL-P-23971/8 

EC 

27  Ocl 

87 

ER 

EC 

85 

5985 

5985 

Radio  Frequency  Circulators  And  Isolators  Selection  Of  Validated  Oct  87 .......... 

Rodome  CW.860/GPS(  (  REV.85  ES  . 

Mll-STO.21 13 

NOTICE  1 
MII-R-38522B  (2) 

EC 

80 

27  Ocl 

1 1  Sep 

87 

84 

ER 

EC 

85 

99 

5985 

Screw,  Most  And  Adopter,  Antenno  (Asg)  Validated  Aug  81  REV-99  ES . . 

MS.25n8 

AS 

18  Jul 

55 

AS 

85 

5985 

Sleeve,  Support,  Antenno,  Intcrnol  Thrcod  (Asg)  Validated  Jul  62  MSER’MC 

REV.99  ES 

MS-25061A 

AS 

18  Jun 

76 

AS 

85 

5985 

Sleeve,  Support,  Antenno,  Externol  Threod  (Asg)  Validated  Jul  62  USER-MC 
REV.99  ES 

MS-25056A 

AS 

18  Jun 

76 

AS 

85 

5985 

Support,  Vee,  Antenno  (Asg)  Validated  Jul  82  USER-MC  REV-99  £S..... . . 

MS-25060A 

AS 

18  Jun 

76 

AS 

85 

5985 

Switch,  (Cooxiol),  Rodio  Frequency  Transmission  Line,  Generol  Specification  For 
Validated  Oct  87  USER-AV  MC  AS  19  REV-Ml  OS  17  11  99  ES 

MII  S-3928C  (1) 

SUPP  lA 

EC 

27  Ocl 

87 

ER 

EC 

85 

609 


FSC  LISTING 


FSC 


TITLE 


5985 

Q  5985 

5985 
L  5985 


Switch,  (Cooxiol),  Rcdio  Frequency  Tror.smission  L<nc(  Manuotty  And  Motor 
Operotcd)  Clo»  1  (Type  N  Connectors)  Validated  Apr  83  USER*AV  AT  ME 
MC  19  REV.MI  AR  os  n  17  99  ES 
Switch,  Antenna,  Radio  Frequency,  Solid-state,  General  Spccificotion  For 
REV-ll  99  ES 

Switch,  Antenna,  Rad(0  Frequency,  Solid  state,  SA-l-i/^A/A  Validated  Jun  84 
REV.MI  SH  OS  11  99  ES 

Switch,  Antenna,  Rodio  Frequency,  Solid&stote  Validated  Jan  8?  REV-l  \  99.... 


L 


I 


L 


Q  L 


L 


L 


L 


L 


OL 


L 


L 


5985  Switch,  Cooxiol,  Rodio  Frequency  Tronsmission  Line  (For  Use  With  Electronic 

Countermeosu'es  Equipment),  General  Specificotlon  Validated  Apr  84  REV.MI 
ES 

5985  Switch,  Cooxiol,  Rodio  Frequency  Transmission  Line  (For  Use  With  Electronic 
Countermeosures  Equipment)  Single  Pole  Double  Throw,  Type  1  Validated 
Apr  84  REV.ES 

5985  Switch,  Cooxiol,  Rodio  Frequency  Transmission  Line  (For  Use  With  Electronic 
Countermeosures  Equipment)  Double  Pole,  Double  Throw,  Type  2  Validated 
Apr  84  REV.ES 

5985  Switch,  Radio  Frequency  Transmission  Line  (Cooxiol)  (Electricolly  &  Monuolly 
Operated)  Class  7  USER-SH  MC  AS  REV.MI  OS  99  11  19  ES 
5985  Switch,  Radio  Frequency  Transmission  Line  SA.521A/A  Validated  Jun  82 
REV.AV  OS  11  99  ES 

5985  Switch,  Radio  Frequency  Tronsmission  Line  (Cooxiol)  (Electricolly  Operated) 

Closs  1  USER.MC  AS  SH  OS  19  REV-MI  17  11  99  ES 
5985  Switch,  Radio  Frequency  Tronsmission  Line  (Cooxiol)  (Electricolly  Operoled) 

Clots  7  (Inactive)  USER-AS  MC  SH  REV-MI  OS  99  11  19  ES 
5985  Switch,  Rodio  Frequency  Tronsmission  Line  (Cooxiol)  (Electricolly  Operoted) 

Closs  5,  1P2T  USER-AS  MC  19  REV-MI  OS  11  99  ES 
5985  Switch,  Rodio  Frequency  Tronsmission  Line  (Cooxiol)  (Electricolly  Operoted) 

Closs  5,  1P3T  Validated  Apr  81  USER-AS  MC  SH  19  REV-MI  OS  11  99  ES 
5985  Switch,  Radio  Freuenc  Y  Tronsmission  Line  (Cooxiol)  (Electricolly  Operoted) 

Closs  8,  1P4T  USER-SH  AS  MC  19  REV-MI  OS  11  99  ES 
5985  Switch,  Radio  Frequency  Transmission  Line  (Cooxiol)  (Electricolly  Operoted) 
Closs  5,  1P6T  USER-MC  AS  CG  19  REV-MI  OS  11  99  ES 
5985  Switch,  Radio  frequency  Tronsmission  Line  (Cooxiol)  (Electrically  Operoled 
Closs  5,  T&r  USER-AV  SH  AS  MC  19  REV-MI  OS  11  17  99  ES 
5985  Switch,  Rodio  Frequency  Tronsmission  Line  (Cooxiol)  (Eleciricol  Operoted)  Closs 
4,  1P2T  US6R.SH  AS  MC  19  REV-MI  OS  11  99  ES 
5985  Switch,  Rodio  Frequency  Tronsmission  Line  (Cooxiol)  (Electricolly  Operoted) 

Class  4,  Tsr  USER-AV  SH  AS  MC  OS  19  REV-MI  17  11  99  ES 
5985  Switch,  Radio  Frequency  Tronsmission  line  (Cooxiol)  (Electricolly  Operoted) 

Class  4,  2P2T  USER-CG  AS  MC  19  REV-MI  OS  11  99  ES 
5985  Switch,  Radio  Frequency  Transmission  line  (Cooxiol)  Manually  &  So  Lenoid 
Operoted)  Closses  1  (Type  N  Connectors)  &  7  (Type  B&nc  Connectors 
USER-AV  MC  REV-MI  11  99  ES 

5985  Switch,  Rl  Cooxial,  Selection  Of  USER-AV  OS  CG  MC  AS  19  REV-Ml  SH  17 
99  11  ES 

5985  Switch,  Waveguide  General  Spccificotion  For  USER-AV  AS  MC  OS  19  REV-MI 
ER  SM  SH  11  17  99  ES  NS 

5985  Switch.  Woveguidc,  SP2T,  Follsafc  USER-SH  AS  OS  MC  19  REV-MI  SM  11  17 
19  ES 

5985  Switch,  Waveguide,  Tronsfer,  Latching  USER-OS  SH  AS  MC  19  REV-MI  SM  17 
11  99  ES 

5985  Switch,  Wovegulde,  Electromechonicol,  Foiljofc  Frequency  Rongc  8.5  -  10.3 
GHZ  Val’dated  Jan  87  REV.99 

5985  Switch,  Wovegulde,  1P2T,  Follsafc  USER-OS  MC  SH  AS  19  REV-ll  99  17  ES .. 

5985  Switch,  Wovegulde,  2P2T,  Foilsofe  USER-AS  MC  OS  SH  19  REV-MI  SM  99  11 

17  ES  NS 

5985  Switch,  Waveguide,  2P2T,  Foil  Sofe,  115  Volts,  AC  USER-MC  OS  AS  SH  19 
REV-MI  SM  11  99  17  ES 

5985  Switch,  Waveguide,  1P2T,  Monuolly  Operoted  USER-OS  AS  MC  SH  19 
REV-SM  Ml  99  17  11  NS 

5985  Switch,  Waveguide,  Electromechanicol,  Latching,  Frequency  Range  8.6  -  10.3 
GHZ  Validated  Jan  87  REV.99 

5985  Switch.  Wovegulde,  1P2T,  lotching  USER-AS  MC  OS  SH  19  REV-SM  Ml  11  17 
99  ES 

5985  Switching  Group,  Rf,  AN/UPA-61(  (  Validated  Apr  84  REV-ES  . . . . . . 

5985  Tokeup,  Antenno  (Atg)  Validated  Ju!  82  REV-99  ES . . . 

5955  Tekevp,  Tcr.::cn,  Ar.;cr..-:c  (Asg)  Validated  Jan  SI  REV  99  ES  . . . . . . . 

*5985  Terminal,  Tic  Rod,  Threoded  Clevis  Type,  Aircroft  Validated  Jvl  81  REV.99  ES  .. 
5985  Transformer,  Audio  Frequency  Telephone  Interconnect  TF5R21ZZ  USER-AR  ME 
MC  AS  19  REV-MI  SH  OS  1 1  99  17  ES 

5985  Transmission  Lines,  Tronsverse  Elecfromognellc  Mode  Validated  Mar  81  REV-ES 

5985  Tronsmitting  Set,  Rodio . . . . . . . . . . . 

5985  Woveguide  Assemblies,  Generol  Specification  for  Validated  Apr  83 . 

5985  Woveguide  Assembly,  Flexible,  Twistoble,  &  Non  Twistoble,  Generol 

Specification  For  Validated  Oet  87  USER-AR  CG  AS  MC  19  REV-MI  AV  OS 
17  11  99  ES 

5985  Woveguide  Assemblies  (3.5  To  8.2  Ghz)  Validated  Apr  83 . . . . 

5985  Waveguide  Assembly,  Rigid,  Cost,  90  Degree  H-plone  Bend,  Miter  And  Radius 
Bock  Miter,  Full  Corrol  USER-AR  MC  AS  GS  REV-MI  OS  EC  99  17  11  14  19 
ES 


DOCUMENT 


NUMBER 

PREP 

DATE 

CUSTODIAN 

MIL  S-3928/9B  (1) 

EC 

16  May 

77 

ER 

EC 

99 

MII-S-83739A 

NOTICE  1 

85 

02  Mar 

87 

ER 

EC 

85 

MIL-S-83739/  lA  (1) 
NOTICE  1 

85 

17  Feb 

77 

ER 

EC 

85 

MlL-S-83739/2 
NOTICE  1 

85 

30  Jon 

87 

85 

MU-S-24067  (2) 

EC 

Z 

o 

< 

65 

EC 

MIL-S-24067/1B 

EC 

21  Jul 

65 

EC 

M11-S.24067/2B 

EC 

21  Jul 

65 

EC 

MIL-S-3928/8C 

EC 

15  Jul 

88 

ER 

EC 

85 

MIL.S-2S879C  (1) 

85 

01  Aug 

76 

85 

Mll-S -3928/100 

EC 

15  Jul 

88 

ER 

EC 

85 

Mll-S-3928/nB 

EC 

15  Jul 

88 

El 

EC 

85 

MIL-S-3928/15D 

EC 

15  Jul 

88 

ER 

EC 

85 

Mll-S-3928/16 

EC 

15  Mar 

74 

ER 

EC 

85 

MIL-S-3928/17A 

EC 

15  Jul 

88 

ER 

EC 

85 

MII-S-3928/18B 

EC 

15  Jul 

88 

ER 

EC 

85 

MII.S-3928/19C 

EC 

15  Jul 

88 

ER 

EC 

85 

MI1..S-3928/20C 

EC 

15  Jul 

88 

ER 

EC 

85 

Mll-S-3928/218 

EC 

15  Ju) 

88 

ER 

EC 

85 

MIL-S-3928/23A 

EC 

15  Jul 

88 

ER 

EC 

85 

MII-S-3928/7C 

EC 

07  Aug 

88 

ER 

EC 

85 

MIL.STO-1329C 

EC 

15  Jul 

88 

ER 

EC 

85 

MIL-S-5504IC 

SUPP  1 

EC 

10  Jon 

84 

ER 

EC 

85 

MII.S.55041/3A 

EC 

10  Jon 

84 

ER 

EC 

85 

MII-S-55041/4A 

EC 

10  Jan 

84 

ER 

EC 

85 

Mll-S-55041/5  (1) 
NOTICE  1 

85 

30  Jan 

87 

85 

MII-S-55041/6A 

EC 

10  Jan 

84 

ER 

EC 

85 

MII-S-55041/7A 

EC 

10  Jon 

84 

ER 

EC 

85 

MIL-S-55041/8A 

EC 

10  Jon 

84 

ER 

EC 

85 

MII.S-5504I/9A 

EC 

10  Jon 

84 

ER 

EC 

85 

MIL-S-55041/10  (1) 
NOTICE  1 

85 

30  Jan 

87 

85 

Mll-S-i5041/ll 

L. 

10  Jon 

84 

ER 

EC 

85 

MII.S-28738C  (I) 

EC 

10  Feb 

78 

EC 

MS-25057A 

AS 

18  Jun 

76 

AS 

85 

-V.S  25058 

AS 

18  Avg 

55 

AS 

85 

MII-T.5683A 

AS 

16  Moy 

50 

AS 

85 

MII-T-27/323A 

ER 

07  Mar 

86 

ER 

EC 

50 

Mll-T-81490 

AS 

21  Sep 

72 

AS 

MIL.T-15480B 

SH 

22  Jul 

52 

SH 

MIL.V/.87105 

85 

15  Mor 

77 

85 

MII-W-287E 

SUP?  1 

EC 

27  Oct 

87 

ER 

EC 

85 

INT  AMD  1  (CR) 
Mll-W.87105/1 

85 

2*  Apr 

77 

85 

MIL-W-3970/29  (1) 

EC 

14  Jon 

85 

ER 

EC 

85 

610 


FSC  LISTING 


DOCUMENT 


fSC 

TITIE 

NUMBER 

PREP 

DATE 

CUSTODIAN 

5985 

Waveguide  A»emblies«  Rigid  And  Etexibtci  Selection  Of  Validated  Oct  87 

USER-AR  AS  CG  MC  19  REV-MI  AV  OS  85  99  17  ES 

MIL-STD-1638A 
NOTICE  1 

EC 

27  Gel 

87 

ER 

EC 

85 

5985 

Woveguide  AstcmbI/,  Rigid-  Cost-  45  Degree  K-plone  Bend,  Reduced  Height, 

Full  Corral  Validated  Apr  84  USER-AR  AS  MC  CG  19  REV-MI  OS  11  99  17 

ES 

Waveguide  Assembly,  Rigid,  Cast,  90  Degree  H-plane  Bend,  Reduced  Height, 

Full  Cerral  Validated  Apr  84  USER-MC  AS  CG  19  REV-MI  OS  17  99  ES 

MIL-W-3970/30 

EC 

30  Aug 

78 

ER 

EC 

85 

5985 

Mll-W-3970/31 

EC 

30  Aug 

78 

ER 

EC 

85 

5985 

Waveguide  Assemblies,  Rigid,  90-DEGREE  E-plane  Bend  Validated  Apr  83 

USER-AR  MC  AS  14  19  REV-MI  OS  11  99  17  ES 

MIL-W-3970/7B 

EC 

04  Apr 

77 

ER 

EC 

85 

5985 

Waveguide  Assemblies,  Rigid,  45-DEGREE  E-plane  Mitered  Corner  Validated 

Apr  83  USER-MU  AS  CG  OS  MC  17  14  19  REV-MI  99  11  ES 

MIL-W-3970/8B 

EC 

04  Apr 

77 

ER 

EC 

85 

5985 

Woveguide  Assemblies,  Rigid,  60-DEGREE  E-plane  Mitered  Corner  Validated 

Apr  83  USER-AR  MC  AS  CG  19  14  REV-MI  OS  11  99  17  ES 

MII-W-3970/9A 

EC 

04  Apr 

77 

ER 

EC 

85 

5985 

Waveguide  Assemblies,  Rigid,  90-DEGREE  E-plane  Mitered  Corner  Validated 

Apr  83  USER-AR  MC  CG  AS  19  14  REV-MI  OS  11  99  17  ES 

MIL-W-3970/10B 

EC 

04  Apr 

77 

ER 

EC 

85 

5985 

Waveguide  Assemblies,  Rigid,  45-DEGREE  H-plane  Bend  Validated  Apr  83 
USER-MC  AS  CG  14  19  REV-MI  OS  11  99  17  ES 

MIL-W-3970/11B 

EC 

04  Apr 

77 

ER 

EC 

85 

5985 

Woveguide  Assemblies,  Rigid,  60-DEGREE  H-plane  Bend  Validated  Apr  83 

USER-AR  MC  AS  CG  14  19  REV-MI  OS  11  99  17  ES 

MII-W-3970/12B 

EC 

04  Apr 

77 

ER 

EC 

85 

5985 

Waveguide  Assemblies,  Rigid,  90-DEGREE  H-pione  Bend  Validated  Apr  83 
USER-MC  CG  AS  REV-MI  OS  11  99  17  ES 

MII-W-3970/13B 

EC 

04  Apr 

77 

ER 

EC 

85 

5985 

Waveguide  Assemblies,  Rigid,  45-DEGREE  H-plane  Mitered  Corner  Validated 

Apr  83  USER-AR  MC  AS  CG  14  19  REV-MI  OS  11  99  17  ES 

MIL-W-3970/14A 

EC 

04  Apr 

77 

ER 

EC 

85 

5985 

Woveguide  Assemblies,  Rigid,  60-DEGREE  H-plane  Mitered  Corner  Validated 

Apr  83  USER-ME  AT  AR  MC  AS  CG  19  14  REV-MI  OS  17  99  ES 

MIL-W-3970/15B 

EC 

04  Apr 

77 

ER 

EC 

85 

5985 

Woveguide  Assemblies,  Rigid,  90-DEGREE,  H-plane,  Mitered  Corner  Validated 

Apr  83  USER-AR  MC  CG  AS  14  19  REV-MI  OS  11  99  17  ES 

Mll-W-3970/168 

EC 

04  Apr 

77 

ER 

EC 

85 

5985 

Waveguide  Assemblies,  Rigid,  Straight  45  Degree  Twist  Validated  Apr  83 

USER-AR  AS  CG  MC  19  14  REV-MI  OS  99  17  11  ES 

MIL-W-3970/17 

EC 

04  Apr 

77 

ER 

EC 

85 

5985 

Woveguide  Assemblies,  Rigid,  30-DEGREE  E-plane  Bend  Validated  Apr  83 

USER-AR  AS  CG  MC  14  19  REV-MI  OS  EC  99  17  11  ES 

MIL-W-3970/18 

EC 

04  Apr 

77 

ER 

EC 

85 

5985 

Waveguide  Assemblies,  Rigid,  30-DEGREE  H-plone  Bend  Validated  Apr  83 
USER-AR  CG  MC  AS  14  19  REV-MI  OS  EC  99  11  17  ES 

MIL-W-3970/19 

EC 

04  Apr 

77 

ER 

EC 

85 

5985 

Waveguide  Assembly,  Rigid,  40  Degree  H-plane  Bend  Validated  Apr  83 

USER-AR  AS  CG  MC  19  14  REV-MI  OS  99  17  11  ES 

MIL-W-3970/20 

EC 

04  Apr 

77 

ER 

EC 

85 

5985 

Woveguide  Assemblies,  Rigid,  Cost,  45'DEGREE  E-plone  Bend,  Full  Corrol  And 

Sell  Jigging  Va'idated  Apr  84  USER-AR  AS  CG  MC  19  REV-MI  OS  99  17 

11  ES 

Waveguide  Assemblies,  Rigid,  Cost,  90  DEGREE  E-plone  Bend,  Full  Corral 

Validated  Apr  84  USER-AS  CG  MC  19  REV-MI  OS  99  17  11  ES 

MIL-W-3970/21 

EC 

30  Aug 

78 

ER 

EC 

85 

5985 

Mll-W-3970/22 

EC 

30  Aug 

78 

ER 

EC 

85 

5985 

Waveguide  Assembly,  Rigid,  Cost,  90  Degree  E-plane  Bend,  Miter  And  Rodius 

Bock  Miter,  Full  Corrol  Validated  Apr  84  USER-AS  CG  MC  19  REV-MI  OS 

99  17  ES 

Mll-W-3970/23 

EC 

30  Aug 

78 

ER 

EC 

85 

5985 

Woveguide  Assembly,  Rigid,  Coast,  45  Degree  E-plone  Bend,  Reduced  Height, 

Full  Corrol  Validated  Apr  84  USER-AR  MC  CG  AS  19  REV-MI  OS  99  11  17 

ES 

Woveguide  Assembly,  Rigid,  Cost,  90  Degree  E-plane  Bend,  Reduced  Height, 

Radius  Bock  Miter,  Full  Corrol  Validated  Apr  84  USER-MC  AS  CG  19  REV-MI 
OS  99  17  ES 

MIL-W-3970/24 

EC 

30  Aug 

78 

ER 

EC 

85 

5985 

Mll-W-3970/75 

EC 

30  Aug 

78 

ER 

EC 

85 

5985 

Woveguide  Assemblies,  Rigid,  Cast,  45-DEGREE  H-plane  Bend,  Full  Corrol  And 
SeH-jlgglng  Validated  Apr  84  USER-AR  CG  MC  AS  19  REV-MI  OS  99  17  11 

ES 

Woveguide  Assembly,  Rigid,  Cost,  60  Degree  H-plane  Bend,  Full  Corrol 

Validated  Apr  84  USER-CG  MC  AS  19  REV-MI  OS  99  17  ES 

MIL-W-3970/26 

EC 

30  Aug 

78 

ER 

EC 

85 

5985 

Mll-W-3970/27 

EC 

30  Aug 

78 

ER 

EC 

85 

5985 

Waveguide  Assembly,  Rigid,  Cast,  90  DEGREE  H-plane  Bend,  Full  Corral 

Validated  Apr  84  USER-AR  MC  AS  CG  19  REV-MI  OS  99  17  11  ES 

MIL-W-3970/28 

EC 

30  Aug 

78 

ER 

EC 

85 

5985 

Woveguide  Assemblies,  Rigid,  Generol  Specification  For  USER-AR  MC  AS  CG 
REV-MI  OS  SH  11  99  17  ES 

MIL-W-3970C 

SUPP  1 

EC 

01  Apr 

83 

ER 

EC 

85 

5985 

Woveguide  Assemblies,  Rigid,  Stroight,  90  DEGREE  Twist  Validated  Apr  83 
USER-AR  MC  AS  CG  REV-MI  OS  11  99  17  ES 

MIL-W-3970ylA 

EC 

04  Apr 

77 

ER 

EC 

85 

5985 

Woveguide  Assemblies,  Rigid,  90-DEGREE  Step  Twist  CG-1130/U  And 

CG-1131/U  Validated  Apr  81  USER-MC  AS  REV-11  99  ES 

Mll-W-3970/2 

EC 

18  Sep 

63 

ER 

EC 

85 

5985 

Woveguide  Assemblies,  Rigid,  90-DEGREE  Step  Twist,  CG-1128/U, 

CG-1129/U,  CG-1132/U,  And  CG-1133/U  Validated  Apr  81  REV-99  ES 

Mll-W-3970/3 

EC 

15  Oct 

63 

ER 

EC 

85 

5985 

Woveguide  Assemblies,  Rigid,  90-DEGREE  Step  Twist,  CG-1134/U  Through 
CG-1147/U  Validated  Apr  81  REV-1 1  99  ES 

MIL-W-3970/4 

EC 

15  Oct 

63 

ER 

EC 

85 

5985 

Waveguide  Assemblies,  Rigid,  45-DEGREE  E-plonc  Bend  Validated  Apr  83 
USER-AR  MC  AS  CG  19  14  REV-MI  OS  11  99  17  ES 

MII-W-3970/5B 

EC 

04  Apr 

77 

ER 

EC 

85 

5985 

Wovegvidc  Atsc.T.bI.es,  Rigid,  60  DEGREE  E  plo.nc  Send  Validated  Apr  S3 
USER-MC  AS  CG  19  14  REV-OS  11  99  17  ES 

-Ml!,  W  3970 '65 

cr 

04  Apr 

77 

ER 

EC 

85 

5985 

Woveguide  Assembly,  Flexible,  Twlstoble,  Closs  1  Validated  Oct  87  USER-AR 

AS  CG  MC  19  REV-MI  AV  OS  17  99  ES 

MIL-W.287r3D 
NOTICE  . 

EC 

27  Oct 

87 

ER 

EC 

85 

5985 

Waveguide  Assembly,  Flexible,  Non-twistable,  Closs  2  Validated  Oct  87 

USER-AR  MC  CG  AS  14  19  REV-MI  AV  OS  17  11  99  ES 

MIL-W-''87/4E 

notice 

EC 

27  Oct 

87 

ER 

EC 

85 

5985 

Woveguide  Assembly,  Extro  Flexible,  Twistable,  Closs  3  Validated  Oct  87 

USER-AR  MC  CG  AS  19  REV-MI  AV  OS  17  11  99  ES 

MII-W-287/5E 
NOTICE  1 

EC 

27  Oct 

87 

ER 

EC 

85 

5985 

Woveguide  Assembly,  Flexible,  Twlstoble,  Closs  5  Validated  Oct  87  USER-AR 

AS  CG  MC  19  11  REV-MI  AV  OS  99  17  ES 

Mll-W-287/6 
NOTICE  1 

EC 

27  Oct 

87 

ER 

EC 

85 

5985 

Woveguide  Assembly,  Flexible,  Non-twistoble,  Closs  7  Validated  Oct  87 

USER-AR  MC  CG  AS  19  11  REV-MI  AV  OS  99  17  ES 

Mll-W-287/7 
NOTICE  1 

EC 

27  Oct 

87 

ER 

EC 

85 

5985 

Woveguide  Assembly,  Millimeter  Flexible,  Non-twistoble,  Closs  8  Validated  Oct 

87  USER-AR  MC  CG  AS  19  11  REV-MI  AV  OS  99  17  ES 

MIL-W-287/8 
NOTICE  1 

EC 

27  Oct 

87 

ER 

EC 

85 

611 


FSC  LISTING 


DOCUMENT 


ESC 

TITLE 
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PREP 

DATE 

CUSTODIAN 

5985 

Waveguide,  Double  Ridged  (Bondwidth  Ratio  2.4.1)  Vo//do/ed  54  USER-AR 

MIL-W-23351/4B 

EC 

20  Oct 

77 

ER  EC 

85 

MC  AS  14  19  REV-OS  SH  11  17  99  ES 

5985 

Woveguide,  Double  Ridged  (Bondwidtn  RATIO  3.6.1)  VoUdaicd  Apr  84 

MII-W-23351/2B 

EC 

20  Oct 

77 

ER  EC 

85 

USER-AR  MC  AS  19  14  REV-SH  OS  11  17  99  ES 

L 

5935 

Woveguide,  Ridged  Assemblies,  Flexible  And  Rigid  Generol  Speeificotion  For 

Mll-W-25913 

85 

30  Jon 

87 

85 

Vahdaled  Jan  87  REV-l  1  99  ES 

NOTICE  1 

5985 

Woveguide,  Rigid,  Reclongulor,  Generol  Specification  For  Validated  Apr  82 

MIL-W-85G 

EC 

20  Apr 

76 

ER  EC 

85 

USER-AT  MC  CG  AS  19  REV-AR  Ml  ME  OS  11  17  99  ES 

INT  AMD  1  (CR) 

5985 

Waveguide,  Rigid,  Reclongulor  Validated  Oct  87  USER'MC  CG  AS  19  REV-AR 

MIL-W-85/1E 

EC 

27  Oct 

87 

ER  EC 

85 

Ml  ME  OS  11  17  99  ES 

NOTICE  1 

5985 

Woveguide,  Rigid,  Reclongulor  (Heovy  Woll)  Validaltd  Apr  83  USER-AS  MC 

MIL.W-85/2C 

EC 

13  Moy 

77 

ER  EC 

85 

REV-AR  os  99  ES 

5985 

Woveguide,  Rigid,  Reclongulor  (Millimeter  Wovetengih)  Validated  Apr  8  J 

MII-W-85/3A 

EC 

02  Jul 

74 

ER  EC 

85 

USER-MC  SH  AS  19  REV-AR  ME  Ml  OS  17  11  99  ES 

5985 

Woveguide,  Rigid,  Reclongulor,  Reduced  Height  Validated  Apr  52  USER-A$  SH 

MIL-W.85/4C 

EC 

23  Dec 

81 

ER  EC 

85 

19  REV-AR  17  1 1  99  ES 

5985 

Woveguide,  Single  Ridged  (Bandwidth  RATIO  2.4.1)  Validated  Apr  64 

Ma.W.23351/3B 

EC 

20  Oct 

77 

ER  EC 

85 

USER-AR  MC  AS  14  19  REV-SH  OS  11  17  99  ES 

5985 

Woveguide,  Single  Ridge  And  Double  Ridge.  Generol  Specificotion  For 

MII-W.23351A 

EC 

20  Oct 

77 

ER  EC 

85 

Validated  Apr  84  USER-AR  MC  AS  19  REV-SH  OS  1 1  99  17  ES 

5985 

Woveguide,  Single  Ridged  (Bondwilh  Ratio  3.6,1)  Validated  Apr  84  USER-AR 

M)l-W-23351/1B 

EC 

20  Oct 

77 

ER  EC 

85 

MC  AS  19  14  REV-OS  SH  11  17  99  ES 

5985 

Woveguides,  EDiplicol  Generol  Specification  For  Validated  Apr  84  USER-SH 

Mll-W.28839 

EC 

13  Mor 

78 

ER  EC 

85 

REV-MI  SH  OS  17  11  99  ES 

5985 

Woveguidei,  Elliptical,  Semirigid  Validated  Apr  84  USER-SH  REV-MI  SH  OS  17 

MIL-W-28839/1 

EC 

13  Mor 

78 

ER  EC 

85 

11  99  ES 

5985 

Waveguides,  Rectangular,  Ridge  And  Circular,  Selection  Of  Validated  Apr  84 

MIL-STD-1358B 

EC 

06  Mor 

78 

ER  EC 

85 

USER-ME  AV  CG  AS  19  REV-MI  AR  OS  17  11  99  ES 

5985 

Woveguide.,  Rigid,  Cireulor  Validated  Jan  83  USER-MC  AS  REV-MI  11  99  ES  „ 

MIL.W-23068 

ER 

31  Oct 

61 

ER  EC 

85 

5985 

Wire  Retriever,  Antenna  (Aig)  Validatj^d  Mnr  82  RFV.99  FS . 

MS-251 19A 

AS 

18  Jun 

76 

AS 

85 

5990 

Adopter  Aisembly  Validated  Aug  87  USER-CG  REV-MI  MC  85  17  ES . 

MS-90401 

AS 

06  Jun 

67 

AR  AS 

11 

L 

5990 

Amplifier,  Electronic  Control,  Synchro  Signol  AM-6015/A . . . . . 

MII-A-83162A 

71 

17  Feb 

89 

11 

L 

5990 

Amplifier,  Resolver,  Generol  Specificotion  For  Validated  Auq  8t  REV-ES . 

MtL-A-81258 

AS 

n  Moy 

65 

AS 

L 

5990 

Amplifier,  Resolver  Validated  Jul  63  REV«ES . . . . . 

Mll-A-81258/1 

AS 

19  Aug 

65 

AS 

L 

5990 

Amplifier,  Servo  (For  Torpedo  Mork  37  Mods  O  Ard  1)  Validated  Sep  55 

MIL-A.18850C 

OS 

19  Nov 

70 

os 

REV-ES 

L 

5990 

Amplifier,  Servomotor,  Generol  Specification  Validated  Aug  81  ReV-ES 

MIL-A-81307 

AS 

20  Aug 

65 

AS 

Q  1 

5990 

Amplifier,  Synchro  Signal  (Novy)  Validated  Apr  61  REV-EC  ES . . . 

MII-A-15344J  (1) 

SH 

18  Sep 

63 

SH 

5990 

Applicotion  Of  Electricol  Resolvers  Validated  Apr  67  REV*99  18  ES . 

Mll-HDBK  218 

AR 

29  Apr 

87 

AR  AS 

85 

NOTICE  1 

1 

5990 

Clomp  (Synchro)  Validated  Sep  85  REV»MI  ES . 

MS-1718S 

AS 

20  Sep 

60 

AS 

L 

5990 

Clomp  Assembly  (Synchro)  Validated  Sep  85  R6V*MI  AV  ES . . . 

MS-17183A 

AS 

17  Mor 

67 

AS 

5990 

Clomping  Oiie  Asiembly  Validated  Aug  82  USER-CG  MC  AS  17  REV-8S  ES . 

MS -90400 

AS 

06  Jun 

67 

AR  AS 

85 

L 

5990 

Encoder  Shoft  Angle  To  Digitol  Validated  Sep  85 . . . . . . . . 

Mll-HOBK  231 

AS 

01  Jul 

70 

AS 

Q 

5990 

Encoder,  Shoft  Position  To  Digitol,  Contact  Type,  Altitude  Reporting,  Generol 

MIL-E-81512  (1) 

AS 

10  Apr 

87 

AR  AS 

99 

Specificotion  For 

5990 

Encoder,  Shaft  Position  To  Digitol,  Contact  Type,  Altitude  Reporting 

MIL-E-81512/1  (1) 

AS 

10  Apr 

87 

AR  AS 

99 

TYPE11CC12571800A 

L 

5990 

Encoder,  Shaft-angle*posilion,  Cyclic*decimat  coded  (For  Torpedo  Test  Set  Mork 

MIL-E-82578 

OS 

27  Jon 

87 

os 

281  Mod  1)  Validated  Jan  87 

NOTICE  1 

L 

5990 

Encoders,  Shaft  Angle  To  Digitol,  General  Specificotion  For  Validated  Jul  83  .... 

MIL-E-85082 

AS 

27  Sep 

77 

AS 

L 

5990 

Encoders,  Shaft  Position  To  Digital,  Non  Contact  Type,  Altitude  Reporting 

MIL-E-85051 

AS 

09  Mor 

77 

AS 

Validated  Jul  83 

5990 

lug,  Termlnol  Type  1,  Closs  2  Validated  Jun  80  USER-CG  MC  17  REV-MI  85  .... 

MS-90404 

AS 

06  Jun 

67 

AR  AS 

85 

5990 

Military  Specification  Sheet  Synchro  Torque  Receiver,  Type  10TR4  USER-CG 

MIL-M-20708/500A 

AS 

15  Sep 

87 

AR  AS 

85 

MC  REV-MI  AT  ME  SA  1 1  99  ES 

NOTICE  1 

5990 

Pin.  locking  Validated  Jut  82  USER-CG  MC  17  REV-MI  ME  85  F.5  . 

M  5-90405 A 

AS 

24  Mor 

69 

AR  AS 

85 

L 

5990 

Precision  Components  Validated  Jul  83  . . . . . . 

MIL-HDBK  224 

AS 

27  Sep 

68 

AS 

L 

5990 

R.jolv.f  Tron.miller.  Type  25V-1 IR15N4B  Validated  Jut  83  REV-FC  F.5 

MII-R-23417/23A 

AS 

05  Nov 

68 

AS 

5990 

Resolver  Transmitter,  Type  26V-11R5N4A  Validated  Jul  83  REV-EC  99  ES 

MIL-R-23417/24A 

AS 

05  Nov 

68 

AS 

85 

5990 

Resolver  Tronsmiticr,  Type  9V*11R41N40A  Validated  Aug  81  REV-EC  99  ES...... 

MII-R-23417/25A 

AS 

05  Nov 

68 

AS 

85 

5990 

Resolver,  Electricol,  Selection  Of  Validated  Apr  85  USER-ME  AT  MC  19  14 

MIL-STO-1451A 

AR 

25  Apr 

78 

AR  AS 

85 

REV-MI  OS  EC  85  17  ES 

NOTICE  1 

25  APR  1978 

L 

5990 

Resolver,  Electricol,  AC  For  Use  In  Potoris  Fleet  Ballistic  Missile  Weopon  System 

MILR-21530/2D 

os 

26  Feb 

62 

OS 

Type  11R20N4R8A  Validated  Oct  85  REV-ES 

5990 

Resolver,  Electricol,  Lineor,  Generol  Specification  For  USER-MC  OS  SH  19 

MIL-R-50781  (1) 

AR 

31  Jon 

85 

AR  AS 

85 

REV-ME  AV  Ml  EC  11  17  99  ES 

5990 

Resolver,  Electrical  Type  15RUW4A  Validated  Apr  86  USER-MI  AV  AT  ME  MC 

MILR-23417/26 

AR 

19  Sep 

67 

AR  AS 

85 

CO  14  19  -REV-OS  EC  1!  17  99  ES 

NOTICE  ; 

5990 

Reiolver,  EIccIricol,  linear.  Type  26V  0B13554A  Validated  Apr  87  REV-AV  CR 

MIL-R.50781/1 

AR 

03  Sep 

75 

AR  AS 

85 

AR  AS  EC  TD  80  ES 

NOTICE  1 

L 

5990 

Resolver,  Electricol,  AC  REV-MI  EL  ES . . . . . . . . . . . . . 

MIL-R-14346A  (3) 

AR 

26  Oct 

84 

AR 

5990 

Resolver,  Electricol  Type  11R7N4A  Validated  Apr  86  USER-MI  CG  MC  14  19 

MIL-R-23417/1 

AR 

01  Apr 

86 

AR  AS 

85 

REV-EC  11  17  99  ES 

NOTICE  1 

L 

5990 

Resolver,  Electricol,  AC  For  Use  In  Polaris  Fleet  Bollistic  Missile  Weapon  System 

M1L-R-21530/3D 

os 

26  Feb 

62 

OS 

Type  25R27NBA  Validated  Oct  85  REV-ES 

5990 

Resolver,  Electricol  Type  11R17N4A  Validated  Apr  86  USER-MI  CG  MC 

MI..R.23417/2 

AR 

01  Apr 

86 

AR  AS 

85 

REV-EC  11  17  99  ES 

NOTICE  1 

L 

5990 

Resolver,  Electrical,  AC  For  Use  In  Polaris  Fleet  Bollistic  Missile  *Vcopon  System 

Mll-R-2 1530/40 

os 

26  Feb 

62 

OS 

Type  11R40N4R8A  Validated  Oct  85  REV-8S 

5990 

Resolver,  Electrical  Type  11R23W4A  Validated  Apr  86  USER-ME  MC  CG  19 

Mll.R.23417/3 

AR 

01  Apr 

86 

AR  AS 

85 

REV-MI  EC  11  17  99  ES  NOTICE  1 


612 


FSC  LISTING 


L 


I 


L 


L 


L 


L 


L 


L 


L 


I 


I 


I 


L 


NO 


I 


I 

I 

L 


FSC  TITLE 


S990  Resolver,  Electrico),  AC  For  Use  In  Polaris  Fleet  Ballistic  Missile  Weopon  System 
Type  nR99N4R8A  Vah’dated  Oct  85  REV-ES 
5990  Resolver,  Electricol  Type  15R2N4A  Validated  Apr  86  USER*AT  Ml  AV  ME  MC 
CG  14  19  REV.OS  EC  17  99  ES 

5990  Resolver,  Electrical,  AC,  For  Use  In  Polaris  Fleet  Bolllstic  Missile  Weopon 
System  Type  11R99N4RBX  Validated  Oct  85  REV*ES 
5990  Resolver,  Electricol  Type  15R8N4A  Validated  Apr  86  USER'ME  AV  Ml  AT  CG 
MC  19  14  REV.OS  EC  17  99  ES 

5990  Resolver,  Electricol,  Ac,  For  Use  In  Polaris  Fleet  Ballistic  Missile  Weopon  System 
Generol  Specificotion  For  Validated  Oct  65  R£V*ES 

5990  Resolver,  Electrical,  MK4  Mod  O  Validated  Avg  81  REV-EC  99  ES  . 

5990  Resolver,  Electricol,  AC  For  Use  In  Polaris  Fleet  Boltistic  Missile  Weopon  System 
Type  11R2N4R100A  Validated  Oct  85  REV-ES 
5990  Resolver,  Electricol  Type  15R28N4A  Validated  Apr  86  USER-AT  ME  Ml  AV  MC 
CG  19  14  REV.OS  EC  17  99  ES 

5990  Resolver,  Electricol,  AC,  For  Use  In  Poloris  Fleet  Bolllstic  Missile  Weopon 
System  Type  nR40N4RBX  Validated  Oct  85  REV-ES 
5990  Resolver,  Eleclrirol,  General  Specificotiors  For  USER-AV  ME  MC  CG  19  14 
REV-Mf  ER  OS  EC  TO  17  11  99  ES 

5990  Resolver,  Electricol,  AC,  For  Use  In  Polaris  Fleet  Bolllstic  Missile  Weopon 
System  Type  11R2N4R100X  Validated  Oct  85  REV-ES 
5990  Resolver,  Electricol  Type  15R26W4A  Validated  Apr  86  USER-AT  ME  Ml  CG 
MC  19  14  REV-OS  EC  17  99  ES 

5990  Resolver,  Electrical,  AC,  Special  Mounting  For  Use  In  Poloris  Fleet  Bollistic 
Missile  Weopon  System  Type  54RU10N8  Validated  Oct  85  REV-ES 
5990  Resolver,  Electrical  Type  1 1R20W4A  Validated  Apr  85  USER-MI  MC  CG  14  19 
REV-EC  11  17  99  ES 

5990  Resolver,  Electricol,  AC,  Speciol  Mounting  For  Use  In  Poloris  Fleet  Bolllstic 
Missile  Weapon  System  Type  54RU10N8  Validated  Oct  85  REV-ES 
5990  Resolver,  Electrical  Type  11R20N4A  Validated  Apr  85  USER-MC  CG  19  14 
REV-MI  EC  11  17  99  ES 

5990  Resolver,  Electrical,  AC,  Special  Mounting  For  Use  In  Poloris  Fleet  Bollistic 
Missile  Weopon  System  Type  28RU42N8  Validated  Oct  85  REV-ES 
5990  Resolver,  Electrical  Type  11R2N4B  Validated  Jun  82  USER-MI  ME  CG  19 
REV-EC  1 1  17  99  ES 

5990  Resolver,  Electricol,  AC,  Speciol  Mounting  For  Use  In  Poloris  Fleet  Bollistic 
Missile  Weopon  System  Type  28RU82N8  Validated  Oct  85  REV-ES 
5990  Resolver,  Electricol  Type  11R1N4B  Validated  Jan  82  USER-MI  ME  AV  CG  19 
REV-ll  17  99  ES 

5990  Resolver,  Electricol.  AC,  For  Use  In  Poloris  Fleet  Bollistic  Missile  Weopon 
System  Type  41PU47N0A  Validated  Oct  $5  REV-ES 
5990  Resolver,  Electrical  Type  1 1R21N48  Validated  Jun  82  USER-ME  Ml  CG  19 
REV-EC  17  11  99  ES 

5990  Resolver.  Electrical  Type  08R6N4B  Validated  Jan  82  USER-MI  ME  MC  CG  19 
REV-11  17  99  ES 

5990  Resolver,  Electrical  Type  08R3N4B  Validated  Jun  82  USER-ME  Ml  AV  CG  19 
REV-SH  EC  11  17  99  ES 

5990  Resolver,  Electricol  Type  08R10N4A  Validated  Jun  82  USER-AV  ME  Ml  CG  19 
REV-SH  17  11  99  ES 

5990  Resolver,  Electricol  Type  08R21W4B  Validated  Jun  62  USER-AV  ME  Ml  CG  19 
REV-SH  EC  17  11  99  ES 

5990  Resolver,  Electricol  Type  08R7N4A  Validated  Jun  82  USER-MI  ME  AV  CG  19 
REV-SH  11  17  99  ES 

5990  Resolver,  Electrical  Type  15R28W4A  Validated  Apr  86  USER-ME  Ml  CG  MC  19 
REV-EC  11  17  99  ES 

5990  Resolver,  Electricol,  Type  23R3N4A  Validated  Apr  83  USER-ME  REV-AV  99  ES.. 

5990  Resolver,  Electricol,  Type  23R8N4A  Validated  Apr  83  USER-ME  REV-AV  99  ES., 

5990  Resolver,  Electrical,  Type  23R32N4A  Validated  Apr  83  USER-ME  REV-AV  ES  .... 

5990  Resolver,  Electricol  fype  23R32W4A  Validated  Apr  86  USER-MI  AT  ME  CG 

MC  19  14  REV-OS  EC  11  17  99  ES 

5990  Resolver,  Electricol  Type  23R58N4A  Validated  Apr  86  USER-ME  AV  Ml  AT  CG 
MC  14  19  REV-OS  EC  99 

5990  Resolver,  Electricol  Type  23R58W4A  Validated  Apr  86  REV-EC  99...... . 

5990  Ring,  Zeroing  Validated  Aug  82  USER-MC  CG  17  REV-MI  85  ES . 

5990  Screw,  Coptive  Validated  Jut  82  USER-AV  CG  MC  17  REV-MI  85  ES . 

5990  Screw,  Drive  Validated  Aug  62  USER-MC  CG  17  REV-MI  85  ES . 

5990  Screw,  Externolly  Relieved  Body  Validated  Sep  85  REV-MI  ES  . . 

5990  Ser«o*con»pvnenl,  rrecision  lostroment,  Rototing,  Common  Rocyvlroments  And 

Tests,  Generol  Specification  For  USER-AT  CG  MC  19  REV-AV  Ml  SH  OS  79 
17  11  ES 

5990  Serviorq,  General  Specificotion  For  USER-SH  EC . . . 

5990  Synchro  Control  Transmitter,  Type  15CX4F  USER-CG  MC  REV-AV  Ml  OS  17 
1 1  99  ES 

5990  Synchro  Corstrol  Tronsmilter,  Type  31CX4A  Validated  Jun  81  USER-MC  CG 
REV-SH  AS 

5990  Synchro  Control  Tronsmilter,  Type  31CX6A  Validated  Sep  68  USER-MC  CG 
REV-SH  EC  ES 

5990  Synchro  Control  Transformer,  Type  26V'23CT4A  (10539690)  Validated  Mar  86 
REV-ES 

5990  Synchro  Control  Transmitter,  Type  15CX6C  USER-CG  MC  REV-AV  Ml  OS  17 
11  99  ES 


DOCUMENT 

NUMBER  CUSTODIAN 


M1L-R.21530/5D  (1) 

OS 

09  Mar 

65 

os 

MIL.R.23417/4 

NOTICE  1 

AR 

01  Apr 

86 

AR 

AS 

85 

MIL-R-21530/12A  (1) 

OS 

09  Mor 

65 

OS 

MIL-R-23417/5 

AR 

19  Sep 

67 

AR 

AS 

85 

NOTICE  1 
MII-R.21S30D  (2) 

os 

09  Mar 

65 

OS 

Mll-R.23417/6 

AS 

23  Dee 

65 

AS 

85 

Ml L-R -2 1530/ ID  (1) 

OS 

09  Mar 

65 

OS 

MIL-R.23417/9 

NOTICE  1 

AR 

15  Sep 

67 

AR 

AS 

85 

MIL-R.21530/13A 

os 

26  Feb 

62 

OS 

MII.R.23417A  (1) 

AR 

31  Jon 

85 

AR 

AS 

85 

MIL.R.21530/14A  (1) 

os 

09  Mor 

65 

OS 

MIL-R-23417/27 

AR 

01  Apr 

86 

AR 

AS 

85 

NOTICE  1 
MIL-R.21530/15  (1) 

os 

09  Mor 

65 

OS 

MILR.23417/29 

AR 

24  Ocl 

66 

AR 

AS 

85 

Mll-R.21530/16  (2) 

os 

09  Mor 

65 

OS 

MIL.R.23417/30 

.^R 

24  Oel 

66 

AR 

AS 

85 

Mll-R.21530/18  (1) 

OS 

09  Mor 

65 

OS 

MII-R.23417/31A 

8S 

28  Apr 

70 

AR 

AS 

85 

MII-R.21S30/19  (2) 

OS 

09  Mar 

65 

OS 

MIL.R.23417/32A 

85 

28  Apr 

70 

AR 

AS 

85 

MII.R.21530/20A  (1) 

OS 

09  Mor 

65 

OS 

MII-R.23417/33A 

85 

28  Apr 

70 

AR 

AS 

85 

MIL-R.23417/34A 

85 

28  Apr 

70 

AR 

AS 

85 

MIL-R.23417/35A 

85 

28  Apr 

70 

AR 

AS 

85 

MII.R.23417/36A 

85 

28  Apr 

70 

AR 

AS 

85 

MIL-R.23417/37A 

85 

28  Apr 

70 

AR 

AS 

85 

MIL.R.23417/38A 

85 

28  Apr 

70 

AR 

AS 

85 

MIL.R.23417/12 
NOTICE  1 

AR 

15  Sep 

67 

AR 

AS 

85 

MIL.R.23417/13A 

AR 

17  Nov 

69 

AR 

85 

MII.R.23417/14A 

AR 

17  Nov 

69 

AR 

85 

MII-R.23417/16A 

AR 

17  Nov 

69 

AR 

MlL-R.23417/17 

AR 

22  Sep 

67 

AR 

AS 

85 

NOTICE  1 
Mll.R.23417/19 
NOTICE  1 

AR 

22  Sep 

67 

AR 

AS 

85 

Mll.R.23417/20 
NOTICE  I 

AR 

01  Apr 

86 

AR 

AS 

85 

MS-90398 

AS 

06  Jun 

67 

AR 

AS 

85 

MS-90402 

AS 

06  Jun 

67 

AR 

AS 

85 

MS-90399 

AS 

06  Jun 

67 

AR 

AS 

11 

MS-17184 

AS 

20  Sep 

60 

AS 

M'l  S  81963a 

AS 

01  An- 

85 

AR 

AS 

85 

MIL-S-8I746 

AS 

03  Jon 

84 

AS 

MII-S-20708/13IC 

AS 

30  Jul 

87 

AR 

AS 

85 

MIL-S-20708/138A 

OS 

29  Nov 

71 

OS 

MIL-S-20708/139  (I) 

os 

09  Dec 

88 

OS 

MIL-S-20708/142  (1) 
NOTICE  1 

AR 

27  Mof 

86 

AR 

MII-S-20708/20D 

AS 

30  Jul 

87 

AR 

AS 

85 

613 


FSC  LISTING 


DOCUMENT 


fSC 

TITLE 

NUMBER 

PREP 

DATE 

5990 

Synchro  Control  Differentiol  Transmitter,  Type  )8COX6D  USER-MC  CO  REV>MI 

AV  OS  U  \7  99  ES 

MIL-S.20708/36D 

AS 

30  Jul 

87 

5990 

Synchro  Control  Tronsmitter,  Type  23CX4D  USER>CO  MC  REV'Ml  AV  OS  \7 

11  99  ES 

MII-S-20708/45E 

AS 

30  Jul 

87 

5990 

Synchro  Control  Tronsformer,  Type  23CT4C  USER*CG  MC  REV-AV  Ml  OS  17 

11  99  ES 

MIL-S-20708/46D 

AS 

30  Jul 

87 

5990 

Synchro  Control  Differcntiol  Tronsmitter,  Type  23CDX4C  USER-CG  MC  REV>M1 

AV  OS  17  11  99  ES 

MIL-S.20708/47D 

AS 

30  Jul 

87 

5990 

Synchro  Contro'  Transmitter,  Type  26V-11CX4C  USER>CG  REV-AV  Ml  OS  MC 

17  n  99  ES 

MII-S-20708/8D 

AS 

30  Jul 

87 

5990 

Synchro  Control  Differential  Transmitter,  Type  26V-11CDX4C  USER-CG  REV-MI 

AV  MC  OS  n  17  99  ES 

MIL-S-20708/9D 

AS 

30  Jul 

87 

5990 

Synchro  Control  Tronsformer,  Type  26V-1ICT40  USER-MC  CG  REV-AV  Ml  OS 

11  17  99  ES 

MIL-S.20708/'7D 

AS 

30  Jul 

87 

5990 

Synchro  Control  Tronsformer,  Type  1SCT6D  USER-CG  MC  REV-AV  Ml  OS  11 

17  99  ES 

MIL-S-20708/21E 

AS 

30  Jul 

87 

O 

5990 

Synchro  Control  Tronsformer,  Type  23CT60  USER-CG  MC  REV-MI  AV  OS  17 

11  99  ES 

MIL-S-20708/53D 

AS 

30  Jul 

87 

5990 

Synchro  Control  Oiffcr-ntiol  Transmitter,  Type  23CDX6C  USER*CG  MC  REV-MI 

AV  OS  11  17  99  ES 

MII-S.20708/54D 

AS 

30  Jul 

87 

5990 

Synchro  Control  Transmitter,  Type  23CX6D  USER'CG  MC  REV-MI  AV  OS  11 

17  99  ES 

MII-S.20708/52D 

AS 

30  Jul 

87 

5990 

Synchro  Control  Differcntiol  Tronsmilter,  Type  1SCDX6C  OSER-MC  CG  REV-AV 

Ml  OS  17  11  99  ES 

MIL-S-20708/22D 

AS 

30  Jul 

87 

5990 

Synchro  Control  Transmitter,  Type  18CX6C  USER-MC  CG  REV-MI  AV  OS  17 
n  99  ES 

MII-S.20708/33D 

AS 

30  Jul 

87 

5990 

Synchro  Control  Tronsformer,  Type  18CT60  USER-CG  MC  REV-AV  Ml  OS  11 

17  99  ES 

MIL-S.20708/34D 

AS 

30  Jul 

87 

1 

5990 

Synchro  Receiver,  Type  5SN,  Mod  18  REV-ES . . . . . 

MIL-S-20708/100 
NOTICE  1 

AS 

15  Srp 

87 

5990 

Synchro  Torque  Differentol  Tronsmitter,  Type  23TOX4C  USER-CG  MC  REV-MI 

AV  OS  17  11  99  ES 

MIL-S-20708/48D 

AS 

30  Jul 

87 

NQl 

5990 

Synchro  Torque  Differential  Transmitter,  Type  31TDX6C  USER-MC  CG  REV-SH 

AS  ES 

MII-S-20708/68C 

OS 

02  Jun 

88 

L 

5990 

Synchro  Torque  Receiver  Tronsmilter,  Type  37TRX4A  Validated  Aug  82 

USER-MC  CG  REV-EC  ES 

MIL-S-20708/70C 

AS 

03  Mor 

69 

Q 

5990 

Synchro  Torque  Receiver  Tronsmitter,  Type  37TRX6A  USER-CG  MC  REV-AV  Ml 

OS  17  il  99  ES 

MIL-S-20708/74D 

AS 

30  Jul 

87 

5990 

Synchro  Torque  Receiver  Tronsm-lter,  Type  23TRX4A  USER-CG  MC  REV-MI  AV 

OS  EC  17  1199ES 

Ma-S.20708/50E 

AS 

30  Jul 

87 

5990 

Synchro  Torque  Receiver  Tronsmitter.  Type  23TRX6B  USER-CG  MC  REV-MI  AV 

OS  11  17  99  ES 

MIL-S-20708/56D  (1) 

AS 

23  Juft 

88 

1 

5990 

Synchro  Torque  Receiver  Tronsmitter,  Type  31TRX4A  USER-CG  MC  REV-EC  ES 

MII-S-20708/62E 

AS 

30  Jul 

87 

5990 

Synchro  Torque  Receiver  Transmitter,  Type  18TRX6B  USEk-CO  MC  REV-AV  Ml 

OS  17  11  99  ES 

Mll-S-20708/350 

AS 

30  Jul 

87 

5990 

Synchro  Torque  Receiver,  Type  26V-11TR4C  USER-CG  MC  REV-MI  AV  OS  17 

11  99  ES 

MIL-S-20708/5D 

AS 

30  Jul 

87 

5990 

Synchro  Torque  Receiver,  Type  11TR4C  USER-CG  MC  REV-AV  Ml  OS  11  17 

99  ES 

MIL-S-20708/3D 

AS 

30  Jul 

87 

O 

5990 

Synchro  Torque  Receiver  Tronsmilter,  Type  15TRX4A  USER-CG  MC  REV-AV  Ml 

OS  17  11  99  ES 

MIL-S-20708/19F 

AS 

30  Jul 

87 

5990 

Synchro  Torque  Tronsmitter,  Type  11TX4C  USER-MC  CG  REV-MI  AV  OS  11  17 

99  ES 

MIL-5-20708/4D 

AS 

30  Jul 

87 

5990 

Synchro,  Control  Transmitter,  Type  11CX4E  USER-MC  CG  REV-MI  AV  OS  11 

17  99  ES 

MIL-S-20708/2D 

AS 

30  Jul 

87 

1 

5990 

Synchro,  Control  Transformer,  Type  19CT84B  REV-99  ES . . . . . 

MII-S-20708/39A 
NOTICE  1 

AS 

15  Sep 

87 

L 

5990 

Synchro,  Control  Tronsformer,  Type  19CT66B  REV-99  ES... . . . 

MII-S-20708/42A  (1) 
NOTICE  I 

AS 

15  Sep 

87 

5990 

Synchro,  Control  Tronsformer,  Type  11CT4E  USER-MC  CG  REV-MI  AV  OS  11 

17  99  ES 

MII-S-20708/1E 

AS 

30  Jul 

87 

5990 

Synchro,  Control.lronsformcr,  Type  15CT4C  USER-CG  MC  REV-MI  AV  OS  11 

17  99  ES 

MIL-S-20708/I5F 

AS 

30  Jul 

87 

5990 

Synchro,  Control  Differentiol  Tronsmitter,  Type  15COX4D  USER-MC  CG 

REV-AV  mi  os  17  11  99  ES 

M1L-5.20708/16E 

AS 

30  Jul 

87 

L 

5990 

Synchro,  Control  Tronsformer,  Type  16CT84B  REV-99  ES . . . 

MIL-S.20708/25A 
NOTICE  1 

AS 

15  Sep 

87 

0 

5990 

Synchro,  Control  Tronsmilter,  Type  26V-08CX4C  USER-CG  MC  REV-AV  Ml  OS 

11  17  99  ES 

Mll-S-20708/'78E 

AS 

30  Jul 

87 

5990 

Sy.'tch'o,  Ce':tre!  Tre-.sfermer,  Type  26V  CSCT4C  USER  CO  fAC  .REV  AV  .•*.!  OS 

17  n  99  ES 

,V.!l  S  20702  '795 

AS 

30  Jy! 

87 

5990 

Synchro,  Control  Diffrentiol  Transmitter,  Type  26V-08CDX4C  USER-MC  CG 

REV-MI  AV  os  17  n  99  ES 

MIL-S-20708/80E 

AS 

30  Jul 

87 

Q 

5990 

Synchro,  Control  Differential  Tronsmitter,  Type  11CDX48  USER-CG  MC  REV-AV 

Ml  OS  17  11  99  ES 

MIL-S-20708/8)0 

AS 

30  Jul 

87 

5990 

Synchro,  Control  Tronsmitter,  Type  18CX4D  USER-MC  CG  REV-MI  AV  OS  17 

11  99  ES 

MIL-S-20708/28E 

AS 

30  Jul 

87 

5990 

Synchro,  Control  Tronsformer,  Type  18CT4C  USER-CG  MC  REV-AV  Ml  OS  17 

11  99  ES 

MII-S-20708/29E 

AS 

30  Jul 

87 

5990 

Synchro,  Control  Differentiol  Tronsmitter,  Type  18CDX4C  USER-CG  MC 

REV-AV  Ml  OS  17  11  99  ES 

MIL-S-20708/30E 

AS 

30  Jul 

87 

L 

5990 

Synchro,  Differential  Tronsmilter,  Type  31TDX4B  Validated  Jun  81  USER-CG 

MIL-S-20708/64B  (1) 

OS 

26  Sep 

75 

MC  REV-EC  ES 


CUSTODIAN 
AR  AS  85 
AR  AS  85 
AR  AS  85 
AR  AS  85 
AR  AS  85 
AR  AS  85 
AR  AS  85 
AR  AS  85 
AR  AS  85 
AR  AS  85 
AR  AS  85 
AR  AS  85 
AR  AS  85 
AR  AS  85 
AS 

AR  AS  85 
OS 
AS 

AR  AS  85 
AR  AS  85 
AR  AS  85 
AS 

AR  AS  85 
AR  AS  85 
AR  AS  85 
AR  AS  85 
AR  AS  85 
AR  AS  85 
AS 
AS 

AR  AS  85 
AR  AS  85 
AR  AS  85 
AS 

AR  AS  85 
AR  AS  85 
AR  AS  85 
AR  AS  85 
AR  AS  85 
AR  AS  85 
AR  AS  85 
OS 
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FSC  LISTING 


DOCUMENT 


ESC 

TITLE 

NUMBER 

PREP 

DATE 

CUSTODIAN 

5990 

Synchro,  Diff«rentiol  Trontmiltef,  Type  26V4)5COX4A  Volidoted  Mor  69 

USER-MI  AV  MC  REV-ME  ER  OS  EC  11  17  99  ES 

MIL-S-20708/137A  (3) 
NOTICE  1 

AR 

15  Mor 

89 

AR  AS 

85 

1 

5990 

Synchro,  Oifferentiol  Transmitter,  Type  37TDX6A  REV-ES . 

MII-S.20708/76B 

AS 

30  Jul 

87 

AS 

L 

5990 

Synchro,  Olfferentlol  Tronsmitter,  Type  31T0R6&  REVUES . . . . . 

MIL-S.20708/67B 

AS 

30  Jul 

87 

AS 

1 

5990 

Synchro,  Dilferentlol  Receiver,  Type  23T0R4B  REV.99  ES . . . . 

Mil.S.20708/498 

AS 

30  Jul 

87 

AS 

5990 

Synchro,  Torque  Receiver  Tronsmitter,  Type  31TRX6A  USER-MC  CG  REV-AV  Ml 
OS  11  17  99  ES 

MIL-S-20708/66D 

AS 

30  Jul 

87 

AR  AS 

85 

5990 

Synchro,  Torque  Differentiot  Transmitter  26V-08TDX4A  REV>ME  AV  AT  Ml  ER 

SH  AS  17  11  85  ES 

MIL-S-20708/143 
NOTICE  1 

85 

02  Apr 

87 

AR  AS 

85 

5990 

Synchro,  Torque  Receiver  Type  26V.08TR4A  REV-AV  ME  AT  Ml  SH  AS  11  17 

85  ES 

MIL.S.20708/144 
NOTICE  1 

85 

02  Apr 

87 

AR  AS 

85 

5990 

Synchro,  Torque  Tronsmrller  Type  26V.08TX4A  VoMoted  Jun  82  REV-MI  AV 

AT  ME  SH  AS  17  1 1  85  ES 

MIL-S-20708/145 

85 

10  Jon 

69 

AR  AS 

85 

5990 

Synchro,  Torque  Oilferenliol  Transmitter,  Type  18T0X4C  USER-CO  MC  REV-MI 

AV  OS  11  17  99  ES 

MIL-S-2070B/31E 

AS 

30  Jul 

87 

AR  AS 

85 

5990 

Synchro,  Torque  Receiver  Troncmiller,  Type  18TRX4A  USER-MC  CG  REV-MI  AV 

OS  EC  17  11  99  ES 

MIL-S.20708/32f 

AS 

30  Jul 

87 

AR  AS 

85 

5990 

Synchro,  Torque  OiHerenliol  Tronsmitter,  Type  15T0X4C  USER  CG  MC  REV-AV 

Ml  OS  17  11  99  ES 

MIL-S-20708/17E 

AS 

30  Jul 

87 

AR  AS 

85 

5990 

Synchro,  Torque  Receiver  Transmitter,  Type  15TRX6A  USER-CG  MC  REV-AV  Ml 
OS  11  17  99  ES 

MIL-S.20708/23D 

AS 

30  Jul 

87 

AR  AS 

85 

5990 

Synchro,  Torque  Transmitter.  Type  26V.11TX4C  USER-CG  REV-AV  Ml  MC  OS 

11  17  99  ES 

MIL-S-20708/6E 

AS 

30  Jul 

87 

AR  AS 

85 

Q 

5990 

Synchro,  Torque,  Differentiot  Tronsmitter,  Type  23T0X6C  USER-MC  CG  REV-MI 

AV  OS  17  11  99  ES 

MIL-S-20708.'55D 

AS 

30  Jul 

87 

AR-aS 

85 

5990 

Synchro,  Tronjmiller,  Type  15CX4D  Validated  Aug  82  USER-CG  MC  REV-AV 

Ml  OS  11  17  99  ES 

MIL-S.20708-  14E  (1) 

AS 

30  Nov 

81 

AR  AS 

85 

L 

5990 

Synchro,  Tronimiller,  Type  16CX848  Validated  Aug  82  REV-99  ES . 

Mll.S.20708/'24A 

AS 

25  Nov 

59 

AS 

5990 

Synchro,  Troncmiller,  Type  26V-05CX4A  Validated  Mae  89  USER-MI  AV  MC 
REV-ME  ER  OS  EC  11  17  99  ES 

MIL-S-20708r  135A  (3) 
NOTICE  1 

AR 

15  Mor 

89 

AR  AS 

85 

5990 

Synchro,  Tronsmiller,  Type  26V-05CT4A  Validated  Mar  89  USER-AV  Ml  MC 
REV-ME  ER  OS  EC  11  17  99  ES 

MIL-S-20708/136A  (3) 
NOTICE  1 

AR 

15  Mar 

89 

AR  AS 

85 

L 

5990 

Synchro,  400  Cycle,  Siie  16  VaUdated  Apr  85  REV-ES...... . . . . . . 

MIL.S-20708/95B 

AR 

26  Jul 

71 

AR 

1 

5990 

Synchro,  400  Cycle,  Slie  15  Validated  Apr  85  REV-MI  ME  AV  ES  . . . 

MIL-S-20708/93B 

AR 

26  Jul 

71 

AR 

5990 

Synchro,  60  And  400  Cycle  Validated  Sep  85  USER-ME  MC  CG  11  REV-MI 

OS  EC  99  ES 

MII.STD-710C 

AS 

09  Nov 

70 

AR  AS 

85 

L 

5990 

Synchro,  60  And  400  HZ,  Sue  23  Validated  Apr  84  USER-AT  REV-ME  Ml  ES-- 

MII-S-20708/94B  (1) 

AR 

01  Nov 

77 

AR 

L 

5990 

Synchros  Validated  Jul  83  USER-AT  CG  MC  14  19  REV-ME  AV  Ml  SH  OS  11 

ES 

Synchros,  Control  Tronslormer,  Type  15CT6B  Validated  Sep  88 . - . 

MIL-HDBK  2I4B 

AS 

21  Jul 

77 

MU  AS 

85 

1 

5990 

Mll.S-20708/504 

OS 

09  Dee 

88 

OS 

L 

5990 

Synchros,  Description  And  Operotiort  Validated  Jul  83  USER-OS  REV-MI  ES . 

MIL-HDBK  225 

AS 

04  Oct 

68 

AS 

5990 

Synchros,  Generol  Specilicolion  for  USER-AT  ER  CG  MC  19  REV-AV  Ml  EC 

SH  OS  99  17  ES 

MIL.S.20708E 

SUPPL  lA 

AS 

30  Jun 

87 

AR  AS 

85 

5990 

Synchroi,  60  Cycle,  115  Volt  (Inactive)  Volldaled  Sep  85  U$£R*MC  CG 

REV-AV  Ml  OSEC  n  17  99  ES 

Mll.S.2335  (1) 

NOTICE  3 

AS 

o 

o 

70 

AR  AS 

85 

5990 

Tronsmitter,  Synchro,  Angle  Of  Attack  Or  Sideslip  Validated  May  82  REV-99 

MS-24378F 

85 

30  Nov 

66 

85 

5990 

Tronsol.er  Type  11.8  08S48Y340A  Validated  Apr  87  REV-AV  EC  17  11  99  ES. 

MIL-T -83727/1 

NOTICE  1 

85 

02  Apr 

87 

AR  AS 

85 

5990 

TronsoUer  Type  11.8  08R37Y440A  Validated  Apr  87  REV-aV  EC  17  11  99  ES- 

.MlL-T-83727/2 

NOTICE  1 

85 

02  Apr 

87 

AR  AS 

85 

5990 

Tronsolver  Type  11.8  08R14Y440A  Validated  Apr  87  REV-EC  17  11  99  ES . 

Mll.T.83727/3 

NOTICE  1 

85 

02  Apr 

87 

AS 

85 

5990 

Tronsolver  Type  11.8  08R11Y440A  Validated  Apr  87  REV-EC  17  11  99  ES . 

MII-T.83727/4 

NOTICE  1 

85 

02  Apr 

87 

AS 

85 

5990 

Tronsolver  Type  1 1.8  10S49Y340A  Validated  Apr  87  REV-EC  17  1 1  99  ES . 

Mll.T.83727/8 

NOTICE  1 

85 

02  Apr 

87 

AS 

85 

5990 

Tronsolver  Type  26  1 IR 180  3Y40A  Validated  Apr  87  REV-EC  17  1 1  99  ES . . 

MII-T.B3727/15 
NOTICE  1 

85 

02  Aor 

87 

AS 

85 

5990 

Tronsolver  Type  90  11S210Y440A  Validated  Apr  87  REV-EC  17  11  99  ES  . 

Mll.T.83727/16 
NOTICE  1 

85 

02  Apr 

87 

AS 

85 

5990 

Tronsolver  Type  11.8  10R13Y440A  Validated  Apr  87  REV-aV  EC  17  11  99  ES- 

MIL.T-83727/9 

NOTICE  1 

85 

02  Apr 

87 

AR  AS 

85 

5990 

Tronsolver  Type  11.8  IOR16Y440A  Validated  Apr  87  REV-AV  EC  11  17  99  ES- 

Mll-T-83727/10 
NOTICE  1 

85 

02  Apr 

87 

AR  AS 

85 

5990 

Tronsolver  Type  26  10R90Y440A  Validated  Apr  87  REV-EC  11  17  99  ES  . 

MIL.T-83727/11 
NOTICE  1 

85 

02  Apr 

87 

AS 

85 

5990 

Tronsolver  Type  0.1  10S10Y380A  Validated  Apr  87  REV-av  EC  17  11  99  ES-.. 

MIL.T-83727/  12 
NOTICE  1 

85 

02  Apr 

87 

AR  AS 

85 

5Qon 

Trnnsolv.r  Tvp-  1 1  8  10R?oye80A  Validated  Apr  87  REV-av  EC  17  1 1  99  ES .. 

Ma-T.83727/ 13 
NOTICE  1 

85 

02  Apr 

87 

AR  AS 

85 

5990 

Tronsolver  Type  11.8  11S30y340A  Validated  Apr  87  REV.EC  11  17  99  ES . 

MII-T-83727/14 
NOTICE  1 

85 

02  Apr 

87 

AS 

85 

5990 

Tronsolver  Type  1 1.8  15S33Y340A  Validated  Apr  87  REV-EC  17  1 1  99  ES . 

Mll.T.83727/  17 
NOTICE  1 

85 

02  Apr 

87 

AS 

85 

5990 

Tronsolver,  Generol  Spectficolion  For  Validated  Apr  87  REV-AV  AT  Ml  EC  MC 

CG  OS  11  99  ES 

Mll.T-83727  (1) 

SUPP  1 

NOTICE  1 

85 

02  Apr 

87 

AR  AS 

85 

5990 

Wrench,  Pinion  {Straight)  Validated  Aug  82  USER-AV  MC  CG  17  REV-MI  85 

ES 

Wrench,  Pinion,  90  Deg.  Validated  Jul  83  USER-CG  MC  17  REV-MI  85  ES _ 

MS.90393 

AS 

06  Jun 

67 

AR  AS 

85 

5990 

MS.90394 

AS 

06  Jun 

67 

AR  AS 

85 

1 

5990 

5995 

Wrench.  Socket  Validated  Aug  82  USER-CG  MC  17  REV-mI  85  ES . 

Coble  Assemblies,  RF,  CG  3820'BRC.  CG  3819/BRC . 

MS.90395 

MIL.C-28899 

AS 

EC 

06  Jun 
15  Nov 

67 

85 

AR  AS 

85 

615 
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FSC  TITLE 

S995  Coble  Assemblies  And  Cord  Assembles,  Eloctricot,  Used  Wiih  Communication 
Equipments,  Standard  Toleronces  For 

5995  Coble  Assemblies,  Rodio  Frequency  {Mode  From  M17  28'RG58  Coble) 

Voh'doted  Sep  88  USER-ME  aV  AT  MC  19  REV-CR  AS  SH  17  11  ES 
5995  Coble  Assemblies.  Aircrofi  Audio,  CX'4832A' AR  (Inoclive  For  New  Design  2 
Sep  88  For  New  Design  Use  MIL-C.224d2/ 19)  REV-ll  99  ES 
5995  Coble  Assemblies  And  Cord  Assemblies,  Electrical  USER-ME  MC  11  19  REV-MI 
AR  AT  EA  OS  AS  17  99  GS 

5995  Coble  Assembly  Molded  Connector,  Generol  Purpose,  Electronic  Equipment 
(Grounding  Connector  Molded)  Volidaled  Feb  83  REV-MI 
5995  Coble  Assembly  Molded  Connector.  Generol  Purpose,  Electronic  Equipment 

(Grounding  Connector  Molded)  2  Pole,  3  Wire  10  AMP,  125  Volts  Validated 
Feb  83 

5995  Coble  Assembly  Telephone  CX-456&(  1/G  &  CX-4760(  )/U  USER-MC  REV-GS  .. 

5995  Coble  Assembly,  Rodio  Frequency  (Aircraft  Audio),  Switch  Assembly  . . . 

5995  Coble  Assembly,  Power  Electricol  CX-7453  &  7705(  )''U  Validated  Apr  $8 

USER-ME  REV-GS 

5995  Coble  Assembly,  Rodio  Frequency  (Aircrofi  Audio),  CX-ISIAS/AH-IT  &  AH*IW 
REV-AS 

5995  Coble  Assembly.  Rodio  Frequency  Generol  Specification  For  Validated  Apr  88 
USER-AT  me  MC  19  14  REV-Ml  AR  CR  OS  AS  SH  17  99  11  GS 
5995  Coble  Assembly,  Rodio  Frequency  (Aircraft  Audio),  Molded  Rubber  Connector 
(Quick  Disconnect)  (Inoctive  For  New  Design  2  Sep  88  Use  MIL-P-642/14  Or 
MIL- J-64 1/20  For  New  Design) 

5995  Coble  Assembly,  Speclol  Purpose.electrlcol  CX*11230(  )/G  Coble  Assembly 
Adopter  CX.10734(  )/G  REV-GS 

5995  Coble  Assembly,  Rodio  Frequency  (Aircraft  Au  Dio),  CX-12987/AR . 

5995  Coble  Assembly,  Rodio  Frequency  (Aircraft  Audio).  CX-7889/AtC-22(VDlO), 
CX-12988/AR,  CX*7890/AIC.22(V)  &  CX-11754  (Inactive  For  New  Design  2 
Sep  88 

5995  Coble  Assembly,  Rodio  Frequency  (Aircraft  Audio),  CX-13017/AR . 

5995  Coble  Assembly,  Aircraft  Audio,  Molded  Rubber  Connector  Mechonicol  Gouges.. 

5995  Coble  Assembly,  Radio  Frequency  (Aircraft  Audio)  CX-13126A/A  . . . . . . 

5995  Coble  Assembly,  Radio  Frequency  (Aircrofi  Audio)  CX-13127/A . . . . . 

5995  Coble  Assembly,  Rodio  Frequency  (Aircraft  Audio)  CX-13128/A . . 

5995  Coble  Assembly,  Radio  Frequency  (Aircraft  Audio),  CX'13154/A  . 

5995  Coble  Assembly,  Radio  Frequency  (Aircrofi  Audio),  CX13155/A  &  CX*13164/A 

5995  Coble  Assembly,  Radio  Frequency  (Aircrofi  Audio) . . . . . 

5995  Coble  Assembly,  Radio  Frequency  (Aircroft  Audio),  Associated  Ports  REV-ll  99 
5995  Coble  Assembly,  Rodio  Frequency  (Aircraft  Audio)  CX*4707C/AtC  REV-ll  99 
ES 

5995  Coble  Assembly,  Rodio  Frequenev  (Aircrofi  Audio),  Coble  . . . . . 

5995  Coble  Assembly,  Radio  Frequenc)  (Aircrofi  Audio),  Coble  REV-ll  99 . 

5995  Coble  Assembly,  Radio  Frequency  (Aircroft  Audio),  REV-ll  99,... . . . 

5995  Coble  Assembly,  Rodio  Frequency  (Aircroft  Audio)  CX'4708A/AIC  REV-ll  99 
ES 

5995  Coble  Assembly,  Rodio  Frequency  (Aircrofi  Audio)  REV.)  1  99 . . . 

5995  Coble  Assembly,  Rodio  Frequency  (Aircraft  Audio)  EA-3B  Adopter  Coble . . 

5995  Coble  Assembly,  Radio  Frequency  (Aircroft  Audio) . . . . . 

5995  Coble  Assembly,  Rodio  Frequency  (Aircroft  Audio),  S-3A  Coble  Adopter  . . 

5995  Coble  Assembly,  Rodio  Frequency  (Aircraft  Audio),  Adopter  Assmbly  REV-AS  .... 

5995  Coble  Assembly,  Aircroft  Audio,  Coble  (Retractile) . . . . . 

5995  Coble  Assembly,  Radio  Frequency  (Aircraft  Audio),  Connector  (U-61/U) . 

5995  Coble  Assembly,  Radio  Frequency  (Aircraft  Audio),  Connector . 

5995  Coble  Assembly,  Radio  Frequency  (Aircroft  Audio),  Clothing  Clip . . . . 

5995  Coble  Assembly,  Radio  Frequency  (Aircraft  Audio),  CX-4620/AR  (fr)active  For 

New  Design  20  Apr  84  For  New  Design  Use  MlL-C'22442/23) 

5995  Coble  Assembly,  Rodio  Frequency  (Aircraft  Audio),  CX-4621  (Inactive  For  New 
Design  2'SEP88  For  New  Design  Use  MIL-C-22442/21) 

5995  Coble  Assembly,  Radio  Frequency  (Aircraft  Audio),  CX-4622  . . . 

5995  Coble  Assembly,  Radio  Frequency  (Aircroft  Audio),  CX-4623/AR  (Inactive  For 

New  Design  20  Apr  88  For  New  Design  Use  MlL-C-22442/22) 

5995  Coble  Assembly,  Rodio  Frequency  (Aircraft  Audio),  CX-4831/AR  (Inactive  For 
New  Design  2  Sep  88  For  New  Design  Use  MIL-C-22442/20) 

5995  Coble  Assembly,  Rodio  . . . . . . . . . 

5995  Coble  Assembly,  Radio  Frequency  (Aircraft  Audio),  CX-7888/AlC*22(V) 

(Inoctive  For  New  Design  2-SEP  88  No  S/s  () 

5995  Coble  Assembly,  Aircroft  Audio,  CX.7889/AIC'22(V)  . . . 

5995  Coble  Assembly,  Rodio  Frequency  (Aircroft  Audio),  CX-12972/AR . . . . 

5995  Coble  Assembly,  Radio  Frequency  (Aircroft  Audio),  CX-12973/AR  . . . . . . 

5995  Coble  Assembly,  Radio  Frequency  (Aircraft  A  Udio),  CX-12974/AR . . 

5995  Coble  Assmbly,  Radio  Frequency  (Aircroft  Audio),  AH-IW  REV-AS  . 

5995  Cord  Assemblies,  Electricol,  Broided  And  Molded  docket,  Generol  Specification 
For  REV-n  99 

5995  Cord  Assembly,  Electricol,  CX-215/U  (Relroctile)  REV-GS........ . . . . . ... 

5995  Cord  Assembly,  Electricol  (Cord  CD-307.A)  Validated  Apr  87  USER-AS  REV.99 
NS 

5995  Cord!  Heodset-microphone,  CX-lSOl/AR  Validated  Sep  55  USER-MI  REV-99 
GS 

5995  Design  Features  For  Switchboord  Cord  Assemblies  Validated  Nor  88 . . . . 

5995  Microphone  Coble,  Broodcost,  Bosic  Requirements  For  *  Nov  58  . . . . 
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5995 

Rclransmijjlon  Coble  Kil  MK*456(  )/GRC  (Unili  Ol)  Validated  Apr  80  REV*MC 

GS 

Adhesive  Cooled  Dielectric  Films  For  Use  As  Cover  Sheets  For  Flexible  Printed 

Ma-R-SS168A  (1) 

CR 

09  Mor 

72 

CR 

5999 

IPC  FC232A-83 

EC 

07  Oct 

83 

ER 

EC 

17 

Wiring  •  1  Sep  83  USER-AS  CG  MC  REV-MI  AR  OS  11  85  ES 

5999 

Assemblies,  Electricol  Bockplone,  Printed  Wiring,  Generot  Specilieotion  For 

MIL.A-28870  (3) 

SH 

18  Mor 

86 

SH 

USER-MC  AS  CG  SH  REV-OS  ES 

5999 

Coble,  Aircraft  And  Age  Grounding  Validated  Mar  79  USER'ME  R6V-68  85  99 

n 

Circuit  Cord  Assemblies,  Rigid,  Flexible,  &  Rigid  Flex  USEROl  REV-AR  AT  ME 

MS.27574B 

85 

04  F«b 

72 

AV 

AS 

85 

5999 

MII-C-28809B 

EC 

13  Moy 

88 

ER 

EC 

85 

Ml  OS  SH  AS  85  99  20  NS  ES 

5999 

Clip,  Electricol,  General  Specificotion  For  Validated  Feb  8$  USER*ME  REV«MI 

W.C-440B 

/ER 

11  Aug 

70 

ER 

SH 

85 

EA  99 

5999 

Clip,  Electricol,  Grid  And  Anode,  Generol  Specification  For  Validated  Avg  83 

MtL.C-55422 

ER 

23  Feb 

65 

ER 

SH 

85 

REV.MI  17  99  GS 

5999 

Clip,  Electrical,  Grid  Voh'daled  Aug  83  REV*99  GS  . . . . . . 

Mll.C-55422/1 

ER 

23  Feb 

65 

ER 

SH 

85 

5999 

Clip,  Electrical,  Anode  Validated  Jon  83  R6V-99  GS  . . . . . . . . . . 

MIL.C-55422/2 

ER 

23  Feb 

65 

ER 

SH 

85 

5999 

Clip,  Electrical,  Anode  Validated  Jon  83  REV>MI  99  GS . . . . . 

MIL.C-55422/3 

ER 

23  Feb 

65 

ER 

SH 

85 

5999 

Clip,  Electrical,  Anode  Validated  Avg  83  REV.99  GS  . . 

MlL.C-55422/4 

ER 

23  Feb 

65 

ER 

SH 

85 

5999 

Connectors  And  Assemblies,  Electricol,  Aircroft  Grounding:  Grounding  Clomp 

MIL.C-83413/7A 

11 

15  Mar 

89 

AV 

AS 

11 

Connector  Fort/pes  1  And  lii  Grounding  Assemblies,  Clip,  Electricol  U$ER*MC 
REV.ME  AR  CR  Ml  18  82  85  90  13  ES 

5999 

Copper  Foil  For  Printed  Wiring  Application  •  2  Moy  81  USER*MC  AS  CG 

IPC  CF150E-81 

ER 

01  Oct 

81 

ER 

EC 

85 

REV-AR  Ml  OS  17  85 

5999 

Delay  line.  Pulse,  Electromagnetic,  Fixed  Style  Po  Validated  Apr  84  USER*Mi 

Mll.D.23859/1 

85 

20  Sep 

67 

ER 

EC 

85 

MC  REV-AR  OS  17 

5999 

Delay  line.  Pulse,  Electromognetie,  Fixed  Style  Ro  Validated  Apr  64  USER-MI 

MIL.D-23B59/13 

85 

20  Sep 

67 

ER 

EC 

85 

MC  REV-OS  17 

5999 

Oeloy  linci,  Active  USER-AS  CG  MC  SH  REV-ll  19  99  ES . 

MIL-D-83532 

85 

31  Mor 

87 

ER 

EC 

85 

5999 

Delay  lines,  Active,  16*P1N  Dip  Compotible  Programmable  3*8IT  Ttl  Compatible 

MIL-D-83532/5 

85 

10  Mar 

89 

ER 

EC 

85 

USER-AS  CG  MC  SH  REV-ll  19  99  ES 

5999 

Deloy  lines.  Active,  16*PtN  Dip  Compotible,  Progrommoble  3-BIT, 

MIL.D-83532/6 

85 

10  Mor 

89 

ER 

EC 

85 

Emiller-coupled  logic  USER-AS  CG  MC  SH  REV-ll  19  99  ES 

5999 

Oeloy  Irnei,  PoMive  USER-AS  CG  MC  SH  REV-l  1  19  99  ES . 

MIL-D-83531 

85 

31  Mar 

87 

ER 

EC 

85 

5999 

Oeloy  lines.  Pulse,  Electromagnetic,  Fixed  General  Specificotion  For  Validated 

MIL-D.23859C 

85 

25  Aug 

76 

ER 

EC 

85 

Apr  B2  USER-MI  MC  REV-AR  OS  SH  AS  17  99 

5999 

Delay  llne»,  10-  Top,  Duel-  In-  line,  14-  Pin  USER-AS  CG  MC  SH  REV-ll  19 

MlL.0-83531/1 

85 

31  Mor 

87 

ER 

EC 

85 

99  ES 

5999 

Deloy  line>,  10-  Top,  Duel-  In-  Line,  16-  Pin  USER-AS  CG  MC  SH  REV-ll  19 

MIL.D-83531/2 

85 

31  Mor 

87 

ER 

EC 

85 

99  ES 

5999 

Oeloy  Lines,  14  Pm  Dip  Compotible,  5  Tap  (5  Section  Minium)  USER-AS  CO 

MIL-D-83532/ 1 

85 

31  Mar 

87 

ER 

EC 

85 

MC  SH  REV-ll  19  99  ES 

5999 

Delay  Lim.  ,  14  Pm  Compotible,  5  Top  (10  Section  Minimum)  USER-AS  CG  MC 

MIL-D-83532/2 

85 

31-Mor 

87 

ER 

EC 

85 

SH  REV-11  19  99  ES 

5999 

Deloy  linct,  14  Pin  Dip  Compotible,  10  Top  USER-AS  CG  MC  SH  REV-ll  19 

Mll.D-83532/3 

85 

31  Mor 

87 

ER 

EC 

85 

99  ES 

5999 

Deloy  lines,  14  Pin  Dip  Compotible,  3  Delay  Circuits  Per  Pockoge..... . . . 

MIL.D-83532/4 

85 

31  Mor 

87 

ER 

EC 

85 

5999 

Deloy  linei,  20-  Top,  Duol-  In-  line,  24-  PIN  USER-AS  CG  MC  SH  REV-11  19 

MILiD-83531/3 

85 

31  Mor 

87 

ER 

EC 

85 

99  ES 

5999 

Design  &  End  Product  Requirements  For  Discrete  Wiring  Boords  &  Associolcd 

IPC  DW425-82 

17 

10  Sep 

82 

ER 

EC 

17 

Spetilieolion  Sheeu  REV-YO  99  85  ES 

5999 

Design  Requirements  For  Printed  Wiring  Electricol  Backplane  Assemblies 

MIL.STD.2119 

SH 

24  Jul 

84 

SH 

USER-CG  AS  MC  SH  REV-OS  ES 

NOTICE  2 

5999 

Dielectric  Films,  Adhesive  Coated,  For  Use  As  Cover  Sheets  For  Flexible  Printed 

IPC  FC232B-86 

EC 

08  Moy 

86 

ER 

EC 

17 

Wiring  -  Feb  86  USER-OS  REV-AR  Ml  AS  SH  11  85  ES 

5999 

Dielectrics,  Flexible  Bore,  For  Use  In  Flexible  Printed  Wiring  •  Feb  86 . . . 

IPC  FC231B-86 

EC 

08  May 

86 

ER 

EC 

17 

5999 

Dielectrics,  Flexible  Metol'Clod,  For  Use  Infobricotion  Of  Flexib  le  Printed 

IPC  FC241B-86 

EC 

08  Moy 

86 

ER 

EC 

17 

Wiring  USER-OS  REV-AR  Ml  AS  SH  11  85  ES 

5999 

Dielectrics,  Flexible  Bore,  For  Use  In  Flexible  Printed  Wiring  -  Feb  86  USER-OS 

IPC  FC213B-86 

EC 

08  Moy 

86 

ER 

EC 

17 

REV-AR  MIAS  SH  11  85  ES 

5999 

Drillers  &  Routers,  Computer  Numcricol  Control  Formofting  For  «  Aug  85 

IPC  NC349-85 

ER 

24  Oct 

85 

ER 

EC 

85 

USER-OS  REV-AR  mi  AS  SH  11  85  ES 

5999 

Elcctrocoulometer,  Dual  Anode,  Two  Mtcroompere  Hours  And  Nine  Hundred 

MIL-E-48223A 

AR 

30  Dec 

74 

AR 

And  Sixty  Microomperc  Hours  Copocity  Validated  Apr  S4 

5999 

Electronic  Design  Doto  Description  For  Printed  Wiring  Boards  In  Oigitol  Form 

IPC  D351-85 

ER 

18  Sep 

85 

ER 

EC 

17  ES 

Jun  85  USER-OS  REV-AR  Ml  AS  SH  11  85 

5999 

Films,  Flexible  Adhesive  Bonding  •  Feb  86  USER-OS  REV-AR  Ml  AS  SH  11  85 

ES 

Flexible  &  Rigid  Flex  Printed  Wiring  For  Electronic  Equipment  Design 

IPC  FC233A-86 

EC 

08  Moy 

86 

ER 

EC 

17 

5999 

MIL-STO-2n8 

EC 

12  Moy 

86 

ER 

EC 

17 

Requircmcnl!  For  USER-AS  CG  MC  19  REV-AR  Ml  OS  SH  11  16  85  ES  NA 

NOTICE  1 

5??7 

riexiblu  Adhesivi;  pondlog  rUnis  •  Sept  83  USCR-CO  MC  A$  .REV  .V.S  AR  OS  11 

!°C  FC233  83 

EC 

07  Oc' 

83 

ER 

EC 

17 

85  ES 

5999 

Flexible  Bore  Dielectric  For  Use  In  Flexibie  Printed  Wiring  -  1  Sep  83  USER-AS 

IPC  FC231A-83 

EC 

07  Ocl 

83 

ER 

EC 

17 

CG  MC  REV.MI  AR  OS  n  85  ES 

5999 

Flexible  Metol  Clod  Dieteclncs  for  Use  In  Fobneotion  Of  Flexible  Printed  Wiring 

IPC  FC241A-83 

EC 

07  Ocl 

83 

ER 

EC 

17 

USER-AS  CG  MC  REV-MI  AR  OS  11  85  ES 

5999 

Goge,  Dimensioncl  Control,  Mechanical  (For  Signol  Corps  Equipment)  Validated 

MIL-G-13451B 

ER 

23  Sep 

66 

ER 

Jan  83  REV-AR  ES 

5999 

Goseling  Motcnol,  Conductive,  Shielding  .gasket,  Electricol,  EMI/  RFt,  Elostomer, 

MIL.G-83528.'4A 

85 

09  Sep 

88 

ER 

EC 

85 

Connector  flange  Mount  REV-ll  19  20  99  NS 

5999 

Gosket  Matcriol,  Conductive,  Shielding  Gosket,  Electronic,  Elostomci,  Electncci, 

MIL-G-83528/6A 

85 

09  Sep 

88 

ER 

EC 

85 

Esmi/irfi,  Rectoogulor,  D-cross  Section  REV-ll  19  20  99  NS 

5999 

Gosket,  Shielding,  Electronic  Oriented  Wires  Embedded  In  Silicone  Rubber, 

Mll.G-471978 

Ml 

27  Apr 

87 

Ml 

Pressure  Seel  REV-MI 
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5999 

Gosketing  Materiol.  Conductive,  Elostomer,  Electricol,  Emi/rfi,  Hollow  O-STRIP 

REV.  11  19  20  99  NS 

MlL-G-83528/7 

85 

31  Mar 

88 

ER 

EC 

85 

5999 

Gasketing  Materiol.  Conductive,  Elostomer,  Electricol,  EMI/RFI,  Hollow  P-strip 
REV-n  19  20  99  NS 

MIL.G.83528/8 

85 

31  Mar 

88 

ER 

EC 

85 

5999 

Gosketing  Materiol,  Conductive,  Elostomer,  Electrico),  EMI/RFI,  Solid 

Rectangular  Strips  REV.ll  19  20  99  NS 

MIL-G.83528^9 

85 

31  Mor 

83 

ER 

EC 

85 

5999 

Gosketing  Motcrio),  Conductive,  Elostomer,  Electrical,  EMI/RFI,  Channel  Strips 
REV-n  19  20  99  NS 

MIL-0.83528/ 10 

85 

31  Mor 

88 

ER 

EC 

85 

5999 

Gosketing  Motenol,  Conductive,  Elostomer,  Electricol,  EMI/RFI,  Hollow 

O-STRIPS  REV.ll  19  20  99  NS 

MIL-G.83528/U 

85 

31  Mar 

88 

ER 

EC 

85 

5999 

Gosketing  Motenol,  Conductive,  Shielding  Gosket,  Electronic,  Elostomer, 

Electrical,  Esmi/srri.  Plot  Circulor  Washers  REV-ll  19  20  99  NS 

MIL.G-83528/12A 

85 

09  Sep 

88 

ER 

EC 

85 

5999 

Gosketing  Materiol,  Conductive,  Shielding  Gasket,  Electronic,  Elostomer, 

Electricol,  Emi/rfi,  O'Cross  Section  Waveguide 

Mll-G-83528/13 

85 

31  Mor 

88 

ER 

85  ES 

5999 

Crosketing  Materiol.  Conductive,  Shielding  Gosket,  Electricoi,  Esmi/RFl  Onng 

Non  Stondard  REV-ll  19  20  99  NS 

MIL-G-83528/5A 

85 

09  Sep 

88 

ER 

EC 

85 

5999 

Gosketing  Moterial,  Conductive,  Shielding  Gosket,  Electronic,  Elostoner,  Emi/rfi 
REV.ll  20  19  99  NS 

MIL-G.83528A  (1) 
SUPPL  lA 

85 

19  Aug 

83 

ER 

EC 

85 

5999 

Heot  Sink,  Elcctricohelectronic  Component  USER-MC  SH  AS  CG  REV-AR  AV 

Ml  n  19  99  ES 

MIL-H-87niA  (2) 
SUPP  1 

85 

13  Jon 

88 

ER 

EC 

85 

5999 

Htot  Sinks,  Electricoielcctronic  Component  Closs  1  And  Ctoss  2  (Press  On  Type) 
USER.AS  CG  MC  SH  REV-TO  11  99  19  ES 

MII-H-87111B/3A  (I) 

85 

19  Aug 

88 

ER 

EC 

85 

5999 

Heel  Sinks,  Semiconductor  Devices,  Class  1  (Encopsutoting  Type)  USER>MC  SH 

AS  CG  REV-TO  11  19  99  ES 

MIL-H-87111/4A 

85 

07  Sep 

84 

ER 

EC 

85 

5999 

Heot  Sinks,  Semiconductor  Devices,  Closs  1  (Formed)  USER-MC  SH  AS  CG 

REV-TD  11  19  99  ES 

Mll-H-87 11 18/58 

85 

18  Apr 

86 

ER 

EC 

85 

5999 

Heat  Sinks,  Ssmiconductor  Devices,  Class  1  (Extruded)  USER-MC  SH  AS  CG 
REV-TO  11  19  99  ES 

MIL.H-87111&/6B 

85 

18  Apr 

86 

ER 

EC 

85 

5999 

Heat  Sinks,  Semiconductor  Devices,  Class  1,  (DueMn  line  Pockoges)  USER-MC 

SH  AS  CG  REV-TD  11  19  99  ES 

MIL-H-87111-7  (1) 

85 

13  No* 

87 

ER 

EC 

85 

5999 

Heal  Sinks,  Semiconductor  Devices,  Class  2  (Ouol  link)  USER-AS  CG  MC  SH 
REV-n  17  19  99  ES 

MIL-H.87111/8 

85 

01  Apr 

86 

ER 

EC 

85 

5999 

Heat  Sinks,  Semiconductor  Devices.  Class  1  (Formed)  USER-AS  CG  MC  SH 

REV-TD  11  99  ES 

Mll-H‘87in 

PART  5 

85 

01  Apr 

86 

ER 

EC 

85 

5999 

Heot  Sinks,  Semiconductor  Devices,  Closs  1  &  4  (Wofer  Typo)  USER-AS  CG 
MCSH  RE/.TD  11  19  99  ES 

MIL-H-871 11/18 

85 

25  Sep 

85 

ER 

EC 

85 

5999 

Heot  Sinks,  Semiconductor  Devices,  Closs  2  And  3  (Retoiner  Clip  Type) 

USER-CG  MC  SH  AS  REV-TO  11  19  99  ES 

MIL-H-87111B/2A 

85 

18  Apr 

86 

ER 

EC 

85 

5999 

Leeds  For  Electronic  Component  Ports  USER*CG  MC  REV-AS  SH  OS  17  85  99 

MIL-STD.12760 

ER 

28  Jon 

87 

ER 

EC 

11 

5999 

Mognel,  Rare  Eorih/cobolt,  Permenont  Somorium/cobeli,  33/57-15(119)250  - 
15  Jon  77 

AMS  7510/1-77 

20 

01  Sep 

83 

MR 

AS 

20 

5999 

Magnet,  Rore  Eorth/cobolt,  Permenont  Somorium/cobolt,  33/57-18(143)250'  15 
Jon  77 

AMS  7S10/2-77 

20 

01  Sep 

83 

MR  AS 

20 

5999 

Magnet,  Rare  Eorth/cobolt,  Permenont  Power  Metallurgy  -  15  Jon  77 . . . 

AMS  7510-77 

20 

01  Sep 

83 

MR  AS 

20 

5999 

Mognefs,  Rore-eorlh/cobolt,  Permonent  Powdef*mctcllurgy  Product  •  1  Jul  88  .... 

AMS  7510A-88 

11 

17  Mor 

89 

MR  AS 

11 

5999 

Magnets,  Rare-eorlh/coboll,  33/67  -  15  (119)250  *  1  Jul  88. . . . . . 

AMS  7510/1A-88 

11 

17  Mor 

89 

MR  AS 

11 

5999 

Mognels,  Ratc*earth/cobaIt,  Permanent  Somorium'CoboIl,  33/57  •  18  (143)  250 

1  Jul  88 

AMS  7510/2A-88 

11 

17  Mor 

89 

MR  AS 

11 

5999 

Mounting  Pads,  Electrical  Electronic  Component,  .2(X)  Or  .230  Oiometer  Pin 

Center  USER-CG  MC  AS  SH  REV.19  99  11  ES 

MIL-M-38527/2A  (2) 

85 

10  Feb 

88 

ER 

EC 

85 

5999 

Mounting  Pods,  Electricol'electronic  Component,  lead  Conversioit,  .100 

Diameter  Pin  Center  To  A  Larger  Oiometer  USER'CG  MC  AS  SH  REV-19  99 

11  ES 

Mounting  Pods,  Electricohelectronic  Component,  Lead  Conversion,  .700  Or  .230 
Oiometer  Pin  Center  To  A  Lorger  Oiometer  USER'AS  SH  CG  MC  REV-Il  19 

99  ES 

MIL-M-38527/3B 

85 

15  Dec 

88 

ER 

EC 

85 

5999 

Mll-M-38527/  48 

85 

15  Dec 

88 

ER 

EC 

85 

5999 

Mounting  Pods,  Eleclricol'clectronic  Component,  Gcnerol  Specification  For 
USER.CG  SH  MC  AS  REV.19  11  99  ES 

MII-M-38527C  (1) 
SUPPL  1C 

85 

22  Nov 

85 

ER 

EC 

85 

5999 

Mounting  Pods,  Electricol  Electronic  Component,  Hordwore  For  Mounting 

USER.SH  AS  CG  MC  REV-ll  19  99  ES 

MIL-M.38527/9A 

85 

07  Sep 

84 

ER 

EC 

85 

5999 

Mounting  Pods,  Electricol  Electronic  Component,  Lead  Conversion,  .200 

Diomcler  Pin  Center  USER-SH  MC  CG  AS  REV-ll  99  19  ES 

MIL.M.38527/10A 

85 

07  Sep 

84 

ER 

EC 

85 

5999 

Mounting  Pods,  Electricol  Electronic  Component,  Verlicle  Type  USER-AS  CG 

MC  SH  REV.ll  19  99ES 

Ma-M-38527/ 11 

85 

14  Jun 

85 

ER 

EC 

85 

5999 

Mounting  Pods,  Electricohelectronic  Component,  ler'd  Conversion,  .200  Or  .230 
Diameter  Pin  Center  To  A  Grid  Pollern  USER-SH  CG  MC  AS  REV.99  11  19 

ES 

Permonent  Mognet  Materials  -  April  1985  USER-OS . . . 

MIL-M.38527/5C 

85 

15  Dec 

88 

ER 

EC 

85 

5999 

MMPA  0100-85 

AR 

18  Sep 

85 

AR 

20 

5999 

Plostic  Sheet,  Bose  Molerlol  PX  Pnp^r  Foovy  R^sin,  Flom*  R#tO'dO"*. 

Copper  Clod  Validated  Sep  83  REV-MI  AS  OS  17  ES 

ER 

>5  .'i! 

71 

ER 

SC 

1  1 

5999 

plostic  Sheet,  Lominoted,  Metol-clod  (For  Printed  Wiring  Boords),  Bose  Materiol 
Gb,  Gloss  Bose,  Woven,  Moiority  Poly  Functionol  Epoxy  Resin,  Hot  Strength 
Retention,  Copper-clod  USER-ME  AT  MC  19  REV-MI  AR  OS  AS  SH  11  85 

ES 

Plastic  Sheet,  Lominoted,  Metol-clod  (For  Printed  Wiring  Soords),  Bose  Moteriol 
Qi,  Quartz  Bose,  Woven,  Polyimide  Resin,  Heot  Resistont,  Copper-clod 

Mlt-P-13949/2B 

ER 

11  Feb 

87 

ER 

EC 

85 

5999 

Mll-P-13949/19 

ER 

11  Feb 

87 

ER 

EC 

85 

5999 

Plostic  Sheet,  Lominoted,  Moleriots  (For  Printed  Wiring  Boords),  Bose  Motenol, 

Oi,  Quortz  Bose  Woven,  Polyjmlde  Resin,  Heot  Resistant  Preimpregnoted 
(Bstoge) 

MIL-P-I3949/20 

ER 

11  Feb 

87 

ER 

EC 

85 

5999 

Plostic  Sheet,  lominoted,  Metol-clod  (For  Printed  Wiring  Boards),  Bose  Material 
Gf,  Gloss  Bose,  Woven,  Mojority  Dlfunclionol  Epoxy  Resin  Fiome  Resistont, 

MIL-P-13949/4C 

ER 

11  Feb 

87 

ER 

EC 

85 

Copper-tlod  USER-ME  AT  MC  IR  REV-MI  AR  SH  OS  AS  11  85  ES 

6t0 
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5999 

Plastic  Sheet,  Laminated,  Melat  Clad  (For  Printed  Wiring  Boords),  Base 

Moterial  GH,  Glass  Base,  Epoxy  Resin,  Heot  Resistont  &  Flome  Retardant, 

Copper  Clod  (0.031  Inch  &  Over)  USER-ME  AT  MC  19  REV-AR  OS  AS  SH 

85  1 1  ES 

MII-P-13949/5A  (1) 

ER 

14  Mar 

83 

ER 

EC 

85 

5999 

Plastic  Sheet,  Lominoted,  Metahclad  (For  Printed  Wiring  Boords),  Bose  Moteriol 

Gp,  Gloss  Bose,  Non  Woven,  Polytetrofluoroethylene  Resin,  Flame  Resistant, 
Copper-clod  USER-ME  AT  MC  19  REV-AR  Ml  OS  AS  SH  11  85  ES 

MII-P-13949/6D 

ER 

11  Feb 

87 

ER 

EC 

85 

5999 

Plastic  Sheet,  lominoted.  Metal-clod  (For  Printed  Wiring  Boords),  Bose  Matenol 

Gf,  Glass  Bose,  Nonwoven,  Polytetralluoroethylene  Resin,  Flome  Resistont, 

For  Microwave  Application,  Copper-clad  USER-ME  AT  MC  19  REV-MI  AR  SH 

OS  AS  85  11  ES 

MII-P-13949/7E 

ER 

11  Feb 

87 

ER 

EC 

85 

5999 

Plostic  Sheet,  lominoted,  Metol-ctad  (For  Printed  Wiring  Boards),  Bose  Moteriol 

Gt,  Gloss  Base,  Woven,  Polytetrolluoroethylene  Resin,  Flome  Resistont, 
Copper-clod  USER-ME  AT  MC  19  REV-MI  AR  OS  AS  SK  85  11  ES 

MIL-P-13949/8D 

ER 

28  Mor 

88 

ER 

EC 

85 

5999 

Plastic  Sheet,  lominoted,  Metal-clad  (For  Printed  Wiring  Boords),  Bose  Moteriol 

Gx,  Gloss  Bose,  Woven,  Polytetralluoroethylene  Resin,  Flome  Resistont,  For 
Microwave  Application,  Copper-clod  USER-ME  AT  MC  19  REV-MI  AR  SH  OS 

AS  11  85  ES 

MII.P.13949/9D 

ER 

28  Mor 

88 

ER 

EC 

85 

5999 

Plastic  Sheet,  lominoted,  Meta)  'jd  (For  Printed  Wiring  Boards),  Bose  Moteriol 

Gi,  Glass  Bose,  Woven,  Polyimide  Resin,  Heot  Resistont,  C,pper-ciod 

USER-ME  AT  MC  19  REV-AR  Ml  OS  AS  SH  85  11  ES 

M1LP-13949/10B 

ER 

11  Feb 

87 

ER 

EC 

85 

5999 

Plostic  Sheet,  lominoted,  Moteriols  (For  Printed  Wiring  Boords),  Bose  Moteriol, 

Ai,  Aromid,  Woven,  Mojority  Polyimide,  Resin  Preimpregnoted  (B-sloge) 

MlL.p.13949/21 

ER 

11  Feb 

87 

ER 

EC 

85 

5999 

Plostic  Sht-et,  laminated,  Metoi-clod  (For  Printed  V/iring  Boo4ds),  Bose  Moteriol 

Gy,  Gloss  Base,  Woven,  Polytetrofluoroethylene  Resin,  Flome  Resistont,  For 
Microwave  Applicotlon,  Copper-clad  USER-ME  AT  MC  19  REV-AR  Ml  AS  SH 

OS  85  11  ES 

MII-P-13949/14A 

ER 

11  Feb 

87 

ER 

EC 

85 

5999 

Plastic  Sheet,  lominoted,  Moteriols  (  For  Printed  Wiring  Boards),  Bose  Moteriol, 
Cm,  Gloss  Bose  Woven,  Trlozine  &  Or  Bismaleimide  Modified  Epoxy  Resin 
Preimpregnoted  (  B-  Stage)  USER-AT  ME  MC  19  REV-AR  Ml  SH  AS  OS  11 

85  ES 

MIL.P-13949/26 

ER 

11  Feb 

87 

ER 

EC 

17 

5999 

Plostic  Sheet,  laminated,  Metol-  Clod  (  For  Printed  Wiring  Bcords),  Bose 

Moteriol,  GM,  Gloss  Bose  Woven,  Triozlne  &  Or  Bismaleimide  Modified 

Epoxy  Resin,  Copper  Clad  USER-AT  ME  MC  19  REV-AR  Ml  SH  AS  OS  11 

85  ES 

Mll-P-13949/24 

ER 

11  Feb 

87 

ER 

EC 

85 

5999 

Plastic  Sheet,  Lominoted,  Moteriols  (For  Printed  Wiring  Boords),  Ge  Bose 

Moteriol,  Gloss  Fabric,  Woven,  Mojority  Olfunctiono)  Epoxy  Resin 

Preimpregnoted  (B-stoge)  USER-ME  AT  MC  19  REV-MI  AR  SH  OS  AS  11  85 

ES 

Plastic  Sheet,  lominoted,  Moteriols  (For  Printed  Wiring  Boords),  Gf  8ose 

Moteriol,  Gloss  Fobric,  Woven,  Mojority  Oifunctionof  Epoxy  Resin 

Preimpregnoted  (B-stoge)  USER-ME  AT  MC  19  REV-MI  AR  SH  OS  AS  11  85 

ES 

Plostic  Sheet,  lominoted.  Metal  Clod  (For  Printed  Wiring  Boords)  Generol 
Specificollon  For)  USER-ME  AT  MC  19  REV-MI  AR  OS  AS  SH  85  11  ES 

MII-P-13949/11A 

ER 

11  Feb 

87 

ER 

EC 

85 

5999 

MI1,-P-13949/12A 

ER 

1 1  Feb 

37 

ER 

EC 

85 

5999 

MIL-P-13949G  (1) 

ER 

26  Sep 

88 

ER 

EC 

85 

5999 

Printed  Board  Description  In  Oigitol  Form  -  1  Aug  77  VoUdoted  Mar  85 

USER-AR  REV-MI  AS  SH  OS  11 

IPC  D350B-77 

ER 

06  Jul 

78 

ER 

EC 

17  ES 

5999 

Printed  Board  Growings  In  Digital  Form  JUN8S  USER-OS  REV-AR  Ml  AS  SH 
n  85 

IPC  D352-85 

ER 

18  Sep 

85 

ER 

EC 

17  ES 

5999 

5999 

Printed  Boords,  Permanent  Polymer  Coating  (Solder  MosI;)  For,  Ovolificotion  & 
Performonce  Of  -  Jul  83  USER-AS  CG  MC  REV-MI  AR  OS  11  85  ES 

Printed  Wiring  Assemblies  Vafidated  Jun  85  USER-AR  REV-ES . . . . . 

IPC  SM840A.83 

MIL.P.46843B  (3) 

ER 

Ml 

25  Aug 

08  Jun 

83 

79 

ER 

Ml 

EC 

85 

5999 

Punted  Wiring  Bootdi  USER-MC  CG  SH  AS  TD  19  REV.MI  AR  85  16  1)  99 

ES 

Printed  Wiring  for  Electronic  Equipment  USER*MC  CG  REV-MU  Ml  EA  AR  SH 

OS  AS  99  85  11  16  19  ES 

MIL-P-55110D 

ER 

31  Dec 

84 

ER 

EC 

85 

5999 

MIL-STD-275E 

NOTICE  1 

EC 

31  Dec 

84 

ER 

EC 

85 

5999 

Sheet,  For  Prir.;ed  Wiring  Board,  lominoted,  Gl  8ase  Moteriol,  Gloss  Fobric 
Woven,  Polyimide  Resin  Preimpregnoted  (B-stoge  USER-ME  AT  MC  19 

REV-AR  Ml  SH  OS  AS  85  11  ES 

M1L.S-13949/13B 

ER 

16  Nov 

88 

ER 

EC 

85 

5999 

Sheet,  Printed  V/iring  Boord,  lominoted,  Bose  Moteriol  Bf,  Aromid  Nonwoven, 
Epoxy  Resin,  Flame  Resistont,  Preimpregnoted  (B-stoge)  USER-AT  ME  MC  19 
REV-AR  MI  AS  OS  SH  11  99  ES 

MII-S-13949/23A 

ER 

20  Sep 

88 

ER 

EC 

85 

5999 

Sheet,  Printed  Wiring  Boord,  lominole,  Metol  clod,  Bose  Moteriol  Af.  Aromid 
Fabric,  Woven,  Mojority  Polyfunclionol,  Flome  Resistont,  Epoxy  Resin, 
Copper-clod  USER-AT  ME  MC  19  REV-AR  Ml  AS  OS  SH  11  85  ES 

MII-S-13949/15B 

ER 

12  Ocl 

88 

ER 

EC 

85 

5999 

Sheet,  Printed  Wiring  Boord,  Lominote,  Bose  Moteriol  Af,  Aromid  Fobric, 

Woven,  Mojority  Polyfunclionol,  Flame  Resistont,  Epoxy  Resin, 

Pre-impregnoted  (B-stoge)  USER-AT  ME  MC  19  REV-AR  Ml  AS  OS  SH  11  85 

ES 

Sheet,  P'’"Jed,  W-'-^g  Ooo'd.  Motorio!  Rf  Aromid.  Nonwoven, 

Epoxy  Resin  ,  Flome  Resistant,  Co  Pper  Clod  USER-AT  Me  MC  19  REV-AR 

Ml  AS  OS  SH  11  99  ES 

M1L.S.13949/16A 

ER 

12  Oel 

88 

ER 

EC 

85 

5999 

MIL-S-13949/22A 

ER 

15  Aug 

88 

ER 

EC 

85 

5999 

Shielding  Gosket,  Electncol,  EMkRFI  Circular  Strip  .040  Thru  .250  Diometer 

REV-ll  19  20  99  NS 

MIL-S-83528/1 

85 

29  Aug 

86 

ER 

EC 

85 

5999 

Shielding  Gosket,  Etecincol  EMI/RFI  O-nng  Stondord  REV-11  19  20  99  NS  ...... 

MIL-S-83528/2 

85 

29  Aug 

86 

ER 

EC 

85 

5999 

5999 

5999 

Shielding  Gosket.  Electncol,  EMI/RFI  Solid  (D)  Shaped  Strip  REV.ll  19  20  9? 

NS 

Surface  Acoustic  Wove  Devices.  Generol  .Specificotion  For.... . . 

Surface  Acoustic  Wove  Devices,  Bondposs  Filter. . . . . . . . . . . . 

Mll-S-83528.'3 

MIL-S-49433 

Mll-S-49433/1 

85 

ER 

ER 

29  Aug 

16  Feb 

17  Feb 

86 

84 

84 

ER 

ER 

ER 

EC 

85 

60GP 

Aeeclerotcd  Oxygen  Aging  ■  Feb  1984  REV-TE  EC  SH  MC  17  19  11  13  14  ES 

SS 

Aliiiude  Immcriion  FOTP  15  REV-TE  EC  SH  MC  11  13  14  17  19  ES . 

EIA  RS455-101-84 

CR 

29  Jon 

85 

CR 

AS 

85 

60GP 

EIA  RS455-15-83 

CR 

15  Jul 

85 

CR 

AS 

85 

60GP 

Ambicnl  lighi  Suiecptibilily  ■  Nov  83  REV-TE  EC  SH  MC  17  11  13  14  ES  . . 

EIA  RS455-22-83 

CR 

IS  Jul 

85 

CR 

AS 

85 

619 
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60GP 

Coble  Tw.it  Tesi,  Fiber  Optic  -  Sep  84  REV-TE  EC  SH  MC  11  13  U  17  19  ES.. 

EIA  RS455  85-84 

CR 

15  Jul 

85 

CR 

AS 

85 

60GP 

Coble,  riut’d  lir.mcrtion  Tcil  For  fibre  Optic  *  Aug  83  REV-TE  EC  SH  MC  H  13 

14 

fiber  Geometry  Of  Optica!  Woveguidc  Fibers.  Microscopic  Method  For 

EIA  RS455-40-83 

15  Jul 

85 

CR 

AS 

85 

60GP 

EIA  RS455-45-84 

CR 

15  Jul 

85 

CR 

AS 

85 

60GP 

Meoturing  •  Sep  1984  REV-TE  EC  SH  MC  17  19  11  13  14  ES 

Fiber  Optic  Coble,  fluid  Immersion  Test  For  •  Aug  83  REV-TE  EC  SH  A\C  11  13 

EIA  RS455'40  83 

C.R 

15  Jul 

85 

CR 

AS 

85 

«OGP 

14  17  19  ES 

Fiber  Optic  Coble  Twist  Test  REV-TE  80  99  84  82  ES  . . . . . . 

EIA  RS455-85  83 

CR 

15  Jul 

85 

CR 

AS 

85 

60GP 

Fiber  Optic  Cobles,  Compressive  Loading  Resistonce  Of  •  Feb  1985  REV-TE  EC 

EIA  455-41.85 

CR 

15  Jul 

85 

CR 

AS 

85 

60GP 

SH  MC  17  19  11  13  14  ES 

Fiber  Optic  Coble  Interconnecting  Devices,  Crush  Resistonce  Of  •  1  Jut  85 

EIA  455-26A.85 

CR 

14  Feb 

86 

CR 

AS 

85 

60GP 

REV-TE  EC  SH  MC  11  17  19  80  99  ES 

Fiber  Optic  Coble  Knot  Ie»l  -  12  Moy  1986  USER-13  14  REV-TE  EC  MC  SH  17 

ANSI/EIA  455  87A-86 

CR 

15  Apr 

87 

CR 

AS 

85 

60GP 

19  11  ES  SO 

Fiber  Optic  CobI,  Twijt-bend  Test  ■  12  June  1985  USER-13  14  REV-TE  EC  SH 

ANSirEIA  455-91-85 

/CR 

17  Sep 

86 

CR 

AS 

85 

60GP 

MC  11  17  19  ES 

Fiber  Optic  Coble  Stupfing  Tub  Compression  13  Aug  1986  USER-13  14 

ANSNEIA  455-94-86 

CR 

18  Dec 

87 

CR 

AS 

85 

60GP 

60GP 

REV-TE  ECMC  SH  17  19  M  ES  SO 

Fiber  Op^ic  Checicout  Procedure  For  Military  Applications  USER-CG  MC 

REV-AS  EC 

Fiber  Optic  Component  Scots,  Air  Leakage  Of  •  7  Aug  85  REV-TE  EC  $H  MC 

Mll-HOBK  277 

EIA  455.23A-85 

SH 

CR 

10  Jul 

14  Feb 

84 

86 

CR 

SH 

AS 

85 

60GP 

11  17  19  80  90  ES 

Fiber  Optic  Connector  component  Temperature  Life  -  23  July  1985  USER  13  14 

ANSI/EIA  455.4A.85 

/CR 

17  Sep 

86 

CR 

AS 

85 

60GP 

REV-TE  EC  SH  MC  11  17  19  ES 

Fiber  Optic  Sytnbolt  USER-OS  MC  REV-AR  ER  EC  SH  ES . 

OOD-STD-1864 

CR 

06  Jun 

83 

CR 

AS 

85 

60GP 

Fiber  Optics,  IEEE  Slondord  Definitions  Of  Terms  Relating  To  -  15  Dec  84 

IEEE  812-84 

CR 

03  Dec 

85 

CR 

AS 

65 

60GP 

REV-TE  EC  SH  MC  80  90  11  17  19  ES 

Fiber,  Long  Length  Groded-mdex  Optlcol,  Light  Lounch  Conditions  For,  Spectrot 

EIA  RS455-50-83 

CR 

27  Mor 

86 

CR 

AS 

85 

60GP 

Attenuation  Measurements  -  15  Feb  83  REV-TE  EC  SH  MC  11  17  19  80  90 

ES 

Fiber,  Optical,  Long  Length  Graded  Index,  Spectral  Attenuation  Meosurements, 

EIA  RS50-83 

CR 

27  Mor 

86 

CR 

AS 

85 

60GP 

Lighi'lounch  Conditions  For  -  15  Feb  1983 

Fiber,  Single*mode,  Measurement  Of  Mode  Field  Diometer  By  Ncor-field 

ANSI/EIA  455-165-86 

CR 

18  Dec 

87 

CR 

AS 

85 

6QGP 

Sconring  •  30  Oct  1986 

Fiber,  Single-mode,  Meosurements  Of  Mode  Field  Oiometer  8y  Tronsverse 

ANSI/EIA  455-166  86 

CR 

18  Dec 

87 

CR 

AS 

85 

60CP 

Offset  -  30  Oct  1986  US6R-13  14  REV-TE  EC  MC  SH  11  17  19  ES  SO 

Fibers  &  Cables,  Opficol,  Absolute  Optlcol  Power  Test  For  •  9  Jun  1986 

ANSI/EIA  455-95-86 

CR 

15  Apr 

87 

CR 

AS 

85 

60GP 

USER-13  14  REV-TE  EC  MC  SH  17  19  11  SS  SO 

Fibers  Optlcol,  Geometry  Cooling  Of  Methods  For  Meosuring  The  18  Dee  87 

ANSI/EIA  .455-S5A-86 

CR 

18  Dec 

87 

CR 

AS 

85 

60GP 

USER.13  U  ES  REV-TE  EC  MC  SH  11  17  19 

Fibers,  Fiber  Optic,  Cobles,  tronsducers,  Connecting  &  Terminating  Devices  • 

EIA  RS455-3-81 

CR 

12  Aug 

82 

CR 

AS 

85 

60GP 

May  81  REV-TE  EC  20  99  17  11  ES 

Fibers,  Fiber  Optics,  Cobles,  Transducers,  Connecting  &  Terminoting  Devices  -  9 

EIA  R54S5-80 

CR 

12  Aug 

82 

CR 

AS 

85 

60GP 

Feb  79 

Fibers,  Fiber  Optics,  Cables,  Tronsducers,  Connecting  &  Terminoting  Dev,ces  - 

EIA  RS455-1-81 

CR 

> 

e 

ia 

82 

CR 

AS 

85 

60GP 

20  Nov  79  REV-TE  EC  20  17  1 1  99  ES 

Fibers,  Fiber  Optics,  Cables,  Transducers,  Connecting  &  Terminating  Devices  •  2 

EIA  RS455-2-80 

CR 

12  Aug 

82 

CR 

AS 

85 

60GP 

Feb  80  REV-TE  EC  20  17  11  99  ES 

Fibers,  Fiber  Optics.  Cables,  T  Ansducers,  Connecting  &  Terminoting  Devices  • 

EIA  RS455-3-81 

CR 

12  Aug 

82 

CR 

AS 

85 

60GP 

Moy  81  REV-TE  EC  20  99  17  1 1  ES 

Fibers,  Measuring  Outside  (Uncooled)  Diometer  Of  Optlcol  Wovegulde, 

EIA  455-27A-86 

CR 

30  Dec 

86 

CR 

AS 

85 

60GP 

Methods  For  ■  17  Mor  86  REV-TE  EC  MC  SH  80  90  11  17  19  ES 

Fibers,  Optical,  Specirol  Aitenuotion  Meosurement  For  Long  Length, 

EIA  RS46'83 

CR 

27  Mor 

86 

CR 

AS 

85 

60GP 

Grodcd-.nde«  ■  15  Moy  1983  USER-13  14  REV-TE  EC  SH  MC  11  17  19  ES 

SO 

Fibers,  Optlcol,  Attenvoiion  By  Substitution  Meosurement  For  Multimode 

ANSI/EIA  455-53-86 

CR 

15  Apr 

87 

CR 

AS 

85 

60GP 

Groded-  'r.dex  Or  Fiber  Assemblies  Used  In  Long  Length  Communicotions 

Systems  ■  17  Mar  1986  USER-13  14  REV-TE  EC  MC  SH  17  19  11  ES  SO 

Fibers, optlcol  Wovegulde,  Methods  for  Meosuring  Tensile  Failure  Point  Of  -  7 

Al.ol/EIA  455-28A-86 

CR 

15  Apr 

87 

CR 

AS 

85 

60GP 

60GP 

Apr  1986  USER-13  14  REV-TE  EC  MC  SH  17  19  11  ES  SD 

Glossory,  Fiber  Optics . . . . . . . . . 

Immersion,  Altitude  -  Moy  83  REV-TE  EC  SH  MC  11  13  14  . . . . . 

MII-STO-2196 

EIA  RS455-15-83 

SH 

12  Jon 
15  Jul 

89 

85 

CR 

SH 

AS 

85 

60GP 

Interconnection  Device  Insertion  Loss  Test  •  5  April  1985  USER-13  14  REV-TE 

EIA  455-34-85 

CR 

14  Feb 

86 

CR 

AS 

85 

60GP 

EC  SH  MC  11  17  19  SD  ES 

light  Susceptibility,  Ambient  •  Nov  83  REV-TE  EC  SH  MC  11  13  14  . . . 

EIA  RS455-22-83 

15  Jul 

85 

CR 

AS 

85 

60GP 

Mode  Field  Diameter  Ofsingle-mode  Optlcol  Fiber  By  Knife-edge  Sconning  In 

EIA  455174-88 

CR 

17  Mor 

89 

CR 

AS 

85 

MGP 

The  For  Field  •  6  Jul  88 

Optic  Coble  Twist  Test,  Fiber  •  Sept  1984  REV-TE  EC  SH  MC  11  13  14 . 

EIA  RS455-85  84 

CR 

15  Jul 

85 

CR 

AS 

85 

oOGP 

Optic  Coble  w.'cking  T^<t,  F.b-r  .  Jfj«  03  OEV-TC  zQ  !M3  T7  !2 

ES 

Optic  Coble,  Compound  Flow  (Drip)  Test  For  Filled  Fiber  •  Mor  1985  REV-TE 

E-’A  RS455  37-83 

ck 

ly  Mor 

o5 

CR 

AS 

55 

60GP 

EIA  455  81-85 

CR 

15  Jul 

85 

CR 

AS 

85 

too? 

EC  SH  MC  11  13  14  17  19 

Optic  Coble,  Fiber,  Jockci  Self  Adhesion  (Blocking)  Test  For  -  21  Jun  83 

EIA  RS455  84  83 

CR 

03  Dec 

85 

CR 

AS 

85 

60GP 

REV-TE  EC  SH  MC  11  17  19  80  90  ES 

Optic  Coble,  Fiber,  Jocket  Efongotion  &  Tensile  Strength  -  3  Jsm  83  REV-TE  EC 

EIR  RS455-89-83 

CR 

03  Dec 

85 

CR 

AS 

85 

60GP 

SH  MC  80  90  1 1  17  19  ES 

Optic  Coble,  Fiber,  Jockol  Shrinkage  -  15  Jon  83  REV-TE  EC  SH  MC  11  13  14 

EIA  R5455-86  83 

CR 

19  Mor 

35 

CR 

AS 

85 

60GP 

17  19  ES 

Optic  Coble,  Gos  Flomc  Test  For  Speclol  Purpose  Fiber  -  20  Mor  83  REV-TE  EC 

EIA  RS455-99-83 

CR 

19  Mor 

85 

CR 

AS 

85 

«OGP 

SHMC  17  19  11  13  14  ES 

Optic  Cobles,  Gos  leokuge  Test  For  Gos>blocked  Fiber  -  July  1984  REV-I?  19 

EIA  RS455-100  84 

CR 

29  Jon 

85 

CR 

AS 

85 

ES  SS 
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50GP 

Optic  Circuit  Discontinuities,  Fiber  •  3  Jan  83  REV>TE  EC  SH  MC  t1  17  19  80 

90  ES 

EIA  RS455-32-83 

CR 

03  Dec 

85 

60GP 

Optic  Components  &  Assemblies,  Fiber,  Accelerotion  Testing  Of  •  8  Nov  84 

REV-TE  EC  SH  MC  11  17  19  80  90  ES 

EIA  455-18A-84 

CR 

03  Dec 

85 

60GP 

Optic  Devices,  Fiber,  Impact  Test  Measurements  For  •  8  Nov  84  R£V*TE  EC  SH 

MC  11  17  19  80  90  ES 

EIA  455-2A-84 

CR 

03  Dec 

85 

60GP 

Optic  Devices,  Visual  &  Mechonicol  Inspection  Of  Fibers,  Cobles,  Connectors 
And/or  Other  Fiber  •  Mor  84  REV-TE  EC  SH  MC  17  19  It  13  14  ES 

EIA  RS455-13-84 

CR 

29  Jon 

85 

60GP 

Optic  Interconnecting  Devices,  Moting  Durability  For «  Feb  83  REVJE  EC  SH 

MC  11  13  14  17  19 

EIA  455-21-84 

CR 

15  Jul 

85 

60GP 

60GP 

Optic  Shock  Test,  Fiber  (Specified  Pulse)  -  Oct  83  REV-TE  EC  SH  MC  13  14  17 

19  11  ES 

Opticoi  Fiber  Informotion  Transmission  Capacity,  Pulse  Distortion  MeosuremenI 

Of  Multimode  Gloss  •  Sep  83 

EIA  RS455-14-83 

EIA  RS455-51-83 

CR 

19  Mor 

.5  Jul 

85 

85 

60GP 

Optical  Fiber,  Pulse  Distortion  Measurement  Of  Multimode  Gioss  •  Sep  1983 
REV-TE  EC  SH  MC  17  19  11  13  14 

EIA  RS455-51-S3 

CR 

15  Jul 

85 

60GP 

Opticoi  Fibers,  Graded>index,  Spectral  Attenuation  Meosurement  For 

Long-length  -  15  Moy  83  REV-TE  EC  SH  MC  11  17  19  80  90  ES 

EIA  RS455-46-83 

CR 

27  Mor 

86 

60GP 

Optical  Fibers,  Graded  Index,  Core  Diameter  Meosurement  Of  -  1  Oct  84 

REV-TE  EC  SH  MC  11  17  19  80  90  ES 

EIA  455.58-84 

CR 

03  Dec 

85 

60GP 

60GP 

Optical  Transmittance,  Change  In,  Meosurement  Of  -  15  Feb  83  REV-TE  EC  SH 

MC  11  17  19  80  90  ES 

Opticoi  Waveguide  Fibers,  Microscopic  Method  For  Meosurtng  Fiber  Geometry 

Of  -  Sep  84  REV-TE  EC  SH  MC  11  13  14 

EIA  RS45S-20-83 

EIA  RS455-45-84 

CR 

14  Feb 

15  Jul 

86 

85 

60GP 

Optical  Waveguide  Fiber,  Torsion  Test  For  -  Apr  84  REV-TE  EC  SH  MC  17  19 

11  13  14  ES 

EIA  RS455-63-84 

CR 

29  Jon 

85 

50GP 

Optical  Woveguide  Coatings  &  Buffers,  Test  Methods  For  Meosurlng  Relotine 
Abrasion  Resistance  Of  -  Apr  84  REV-TE  EC  SH  MC  13  14  17  19  11  ES 

EIA  RS455-66-84 

CR 

29  Jon 

85 

60GP 

Output  Near-field  RADIATION  Pattern  Measurement  Of  Opticoi  WAV£GL'2DE 
Fibers  •  15  Dec  1984  USER-13  14  REV-TE  EC  SH  MC  11  17  19  ES  SD 

EIA  455-43-84 

CR 

14  Feb 

86 

60GP 

Product  Assurance  Program  Requirements  For  Fiber  Optic  Components  USER-SH 

OS  REV-n  13  14  17  70  ES 

DOD-STD-347 

CR 

27  Mor 

85 

40GP 

60GP 

Profile,  Refractive  Index,  Refrocted  Roy  Method  -  Jon  84  REV-TE  EC  SH  MC  17 

19  11  13  14  ES  SO 

Rodiotion  Pottern  Meosurement,  Output  For  -  Field  •  Sep  83  REV-TE  EC  SH  MC 

11  13  14 

EIA  RS455-44.84 

EIA  RS455-47-83 

CR 

29  Jon 

15  Jul 

85 

85 

60GP 

Rodiotion  Pattern  Meosurement,  Output  For  Field  •  Sep  83  REV-TE  EC  SH  MC 

17  19  11  13  14  ES 

EIA  RS455.47-83 

CR 

15  Jul 

85 

60GP 

Scanning  Far-field,  Fiber  Single-mode,  Meosurement  Of  Mode  Field  Diometer  18 
Dec  87  USER-13  14  REV-TE  EC  MC  SH  11  17  19  ES 

ANSI/EIA  -455-164-86 

CR 

18  Dec 

87 

L 

50GP 

System  Design  Guide  For  Applying  Fiber  Optic  Technology  To  Shipboord 

Systems  USER-CG  MC  REV-AS  EC  ES 

MII-HD8K  278 

SH 

03  Aug 

84 

6010 

Fiber,  Opticoi,  (Metric) . . . . . . . . . 

DOD-F-49291 

CR 

30  Mor 

87 

6010 

Fiber,  Optical,  50/125  Um,  Radiation  Hardene  D  (Metric) . 

DOD.F-49291/1 

CR 

30  Mor 

87 

6010 

Fiber,  Optical,  100/140  Um,  Rodiotion  Hardened  (Metric)  . . . . . 

DOD-F-49291/2 

CR 

30  Mor 

87 

6010 

Fiber,  Opticoi,  50/125  Um,  (Metric) . . 

DOD-F-49291/3 

CR 

30  Mor 

87 

6010 

Fiber,  Optical,  100/140  Um,  (Metric) . 

DOD.F-49291/4 

CR 

30  Mor 

87 

6010 

Optical  Fibres,  Dimensions  Of  ■  1980  USER-MC  REV-AI  SH  17  11  06  99  20. . 

lEC  693-80 

CR 

31  Jon 

83 

1 

6015 

Coble,  Fiber  Optic,  Fiber  Optic  Coble  Configuration  Type  B  (OFCC),  Opticoi 

Fiber  Type  Su  &  Mm  (Metric)  USER-EC  YD 

Mll-C-85045/13 

SH 

30  Noy 

88 

6015 

Cable,  Fiber  Optics,  Generol  Speclflcotion  For  (Metric)  REV-11 . . . 

DOD-C-85045C 

AS 

30  Jul 

86 

L 

6015 

Coble,  Fiber  Optic,  Shipboard  (Metric)  REV-EC  YD  . 

DOD-C-0085645B/D 

SH 

30  Nov 

88 

1 

6015 

Cable,  Fiber  Optic,  Ruggedized,  Rodiotion  Hardened  (Metric)  REV-SC  ES . 

DOD-C.85045 

PART  8 

CR 

31  Mor 

87 

6015 

Coble,  Fiber  Optics,  Type  1,  Class  2,  Composition  A,  Atlenuotion  Ronge  A, 

Single  Fiber  For  (Metric)  USER-19  REV-MI  AS  11  ES 

DOD-C-85045/1  (1) 

85 

22  Jun 

84 

L 

6015 

Coble,  Fiber  Optic, fiber  Optic  Coble  Configuration  Type  B  (Pigtoil),  Opticoi 

Fiber  Tyf.  Mm  (Groded  Index,  Glass  Core  And  Gloss  Oodding,  Multimode) 
(Metric)  USER-EC  YD 

Mll-C-85045/14 

SH 

30  Nov 

88 

L 

6015 

Coble,  Fiber  Optic,  Ruggedized,  Radlatio.n  Hardened  (Metric)  REV-SC  ES  . . 

DOD-C-85045/8 

CR 

31  Mor 

87 

6015 

Cobles,  Fiber  Optic,  High  Reliobilily,  Single  Fiber,  Mufti-mode,  Groded  Index, 
Outgassing  Resistont  REV-ES 

Ma-C-85045/12 

NA 

01  Jon 

89 

6015 

Cobles,  Fiber  Optics,  One,  Two,  Four,  And  All  Six  Fiber,  Keovy  Duty  (Metric) 
USER-17  REV-MI  SC  AS  11  ES 

DOD-C-85045/2B 

85 

20  Mor 

87 

6015 

Cobles,  Fiber  Optics,  Heovy  Duty,  With  Gel  Filling  And  Flooding  Compound 
(Metric)  USER-17  REV-MI  SC  AS  11  ES 

DOD-C-83045/3A 

85 

20  Mor 

87 

6015 

Cobles,  Fiber  Optics,  Heovy  Duty,  Ruggedized  With  Steel  Sheothlng  Rodent 
Protection,  Gel  Filling  And  Flooding  Compound  (Metric)  USER-17  REV-MI  SC 

AS  11  ES 

DOD-C-85045/4A 

85 

20  Mor 

87 

6015 

Cobles,  Fiber  Optics,  Heavy  Duty,  Ruggedized  With  Non-metolic  Sheothing 

Rodent  Protection,  Gel  Filling  And  Flooding  Compound  (Metric)  USER-17 

REV-Ml  SC  AS  11  ES 

DOD-C-85045/5A 

85 

20  Mor 

87 

L 

6015 

Cobles,  Fiber  Optics,  Environment  Resisting  USER-17  REV-MI  SC  AS  11  ES........ 

DOD-C-85045/'6C 

SH 

10  Sep 

86 

6015 

Fiber  Optic  Coble  Initotloilo'i  Procedures  USER-CG  MC  REV-AS  EC  ES .............. 

DOD-HD8K  282 

SH 

28  Feb 

85 

6020 

Coble  Assembly,  Fiber  Optic  (Nonpressur«-  Proof) . . . . . 

MIL-C-49292 

PART  4 

CR 

31  Mor 

87 

1 

6020 

Coble  Assembly,  Fiber  Optic,  Test  Nonpressure-proof . 

MIL-C-49292 

PART  7 

CR 

31  Mor 

87 

L 

6020 

Coble  Assembly,  ^iber  Optic,  Test  Nonpressure  Proof..... . . . 

Mll-C-49292/'4 

CR 

31  Mor 

87 

L 

6020 

Coble  AssembI' ,  Fiber  Optic,  Test  Nonpressure-proof . . . . 

Mll-C-49292/7 

CR 

31  Mor 

87 

6020 

Horness  Assrmblies,  Coble,  Pressure-proof,  Fiber  Optic  REV-AS  CG  EC  MC  ES.. 

MIL-H-24626 

SH 

27  Nov 

87 

6020 

Horness  Assemblies,  Corle,  Pressure-proof,  Fiber  Optic  USER-CG  MC  REV-AS 

MIL-H.24626/1 

SH 

27  Nov 

87 

EC  ES 


CUSTODIAN 
CR  AS  85 
CR  AS  85 
CR  AS  85 
CR  AS  85 
CR  AS  85 
CR  AS  85 
CR  AS  85 
CR  AS  85 
CR  AS  85 
CR  AS  85 
CR  AS  85 
CR  AS  85 
CR  AS  85 
CR  AS  85 
CR  AS  85 
CR  AS  85 
CR  AS  85 
CR  AS  85 
CR  AS  85 
CR  AS  85 
SH 

CR  EC  85 
CR  EC  85 
CR  EC  85 
CR  EC  85 
CR  EC  85 
CR  AS  85 
SH 

ER  AS  85 
SH 
CR 

CR  EC  85 
SH 

CR 

CR  EC  85 
CR  EC  85 
CR  EC  85 

CR  EC  85 

CR  SH  85 
SH 
CR 

CR 

CR 

CR 

SH 

SH 
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CUSTODIAN 

6030 

Detector.  Pin.  Fiber  Optic.  820-910  Nonometers  Wavelength  Ronge. 

Gloss-pigtoiled  Type  (Metric)  USER*CG  MC  REV*£C  ES 

OOO-D.24620/1 

SH 

03  Dee 

84 

CR 

SH 

85 

6030 

6030 

Detector.  Pin.  fiber  Optic.  Types  A  &  B,  Closs  1.  Style  3  USER-CG  MC  13  14 
REV-AS  EC  1117  19  ES  NA 

Detector,  PInfet.  Fiber  Optic.  11(X)*1600  Nonomcters«  Gloss  Pigtolled, 

Hcrmetleolly  Seoled.  Duol  In-line  Package  (DIP)  REV-ES 

MIL.D-24620/2 

MlL.D-24620/4 

85 

CR 

26  Dec 

23  Jon 

88 

87 

CR 

CR 

SH 

85 

6030 

6030 

Detectors,  Pin.  Fiber  Optic,  (Metric)  USER*CG  MC  REV*EC  ES . . 

Source.  LED.  Fiber  Optic,  1290  Nanometers.  Gloss  Pigtoiled.  Hermcticolly 

Scaled,  Dual  In-line  Pockogc  (DIP)  REV-ES 

OOD-D.24620 

MIl-S -24622/3 

SH 

CR 

03  Dee 
23  Jon 

84 

87 

CR 

CR 

SH 

85 

6030 

Sources,  led,  fiber  Optic,  (Metric)  USER  CG  MC  REV-AS  EC  99  11  17  19  ES.. 

OOD-S.24622 

SH 

03  Dec 

84 

CR 

SH 

85 

6030 

Sources,  Led.  Fiber  Optic.  820*910  Nanometers  Wavelength  Range,  Gloss 

Pigtoiled  Type  (Metric)  USER-CG  MC  REV-AS  EC  99  11  17  19  ES 

DODS.24622/1 

SH 

03  Dee 

84 

CR 

SH 

85 

6060 

Adapter.  Connector.  Fiber  Optic,  Bulkhead  Mount.  For  Single  Fiber  USER-AS 

MC  OS  13  REV-SH  11  17  19  ES 

MIL.A-83522/3E 

85 

30  Dee 

88 

CR 

EC 

85 

NA 

6060 

6060 

Connector.  Fiber  Optic.  General  Specificolion  For  •  Nov  B1  USER-OS  REV4E 

SH  20  17  11  99  SD 

Connector.  Fiber  Optic.  High  Reliability,  Fixed  Single  Terminus.  Plug  100/140 

Um  Fiber  (Space  level)  REV-ES 

EIA  RS47S.8I 

MIL.C-0083522/2E 

CR 

NA 

31  Aug 

01  Jon 

82 

89 

CR 

AS 

85 

6060 

Connector,  Fiber  Optic,  Plug-receptocie-odopter  Style,  2.SMM  Boyonet 

Connector,  Plug,  Epoxy,  For  50/125UM,  62.S/12SUM  &  100/140UM 

USER-AS  MC  OS  13  14  REV-SH  11  17  19  ES 

MIL-C-83522/12 

85 

21  Oel 

88 

CR 

EC 

85 

6060 

Connector.  Fiber  Optic.  Adapter  2.5MM  Bayonet.  Bulkheod  Ponel  Mount. 

Coupling  Receptacle  USER-AS  13  14  REV-SH  11  17  19 

MIL.C-83522/13 

85 

21  Oct 

88 

CR 

EC 

85 

6060 

Connector.  Fiber  Optic.  Circutor.  Environmentol  Resistant.  Hermophrodltlc. 

Generol  Specification  Far  REV-MI  11  17  19  80  99  ES 

MIL.C-83S26 

SUPL  1 

85 

1?  Dee 

85 

CR 

EC 

85 

6060 

Connector.  Fiber  Optic.  Active  Device  Receptacle.  2.5MM  Bayonet  Pemount 
USER-MC  OS  REV-ES 

MIL-C-83522/14 

85 

21  Oel 

88 

CR 

EC 

85 

6060 

Connector.  Plug.  Fiber  Optic.  Single  Terminus.  Threoded.  (Step-down  Nose 
Interface).  Lensless,  Epoxy.for  50/125  Um.  62.5/125  Um,  And  100/140  Um 
USER-AS  MC  OS  13  14  REV-SH  11  17  19  ES 

MIL.C-83S22/10 

85 

30  Dee 

88 

CR 

EC 

85 

NA 

6060 

Connector.  Plug.  Fiber  Optic.  Single  Terminus.  Threaded.  (Stroight  Nose 

Interfoce),  lensless.  Epoxy.  For  50/125  Um.  62.5/125  Um.  And  100/140  Um 
USER-AS  MC  OS  13  14  REV-SH  19  11  17  ES 

MII.C-83522/2D 

85 

30  Dec 

88 

CR 

EC 

85 

NA 

6060 

Connector,  Plug,  Fiber  Optic,  Single  Terminut,  Threoded,  Expanded  Beom  leni. 
Epoxy,  For  50/125  Um,  62.5  Um,  And  100/140  Um  USER-AS  MC  OS  13  14 
REV-SH  11 

MIL-C-83S22/6C 

85 

30  Dee 

88 

CR 

EC 

85 

6060 

Connector.  Receptacle.  Fiber  Optic.  Single  Terminus.  Threoded.  Porollcl  Pc 

Mount  USER-MC  OS  YD  REV-MI  AS  SH  11  17  19  70  71  ES 

MH.C-83522/7B 

85 

30  Dee 

88 

CR 

EC 

85 

NA 

6060 

Connector.  Receptacle.  Fiber  Optic.  Single  Terminus.  Threoded.  Bulkheod.  Hex 

Not  Mount  USER-MC  OS  YO  13  14  19  REV-MI  AS  SH  11  17  ES 

MIL.C-83522/8B 

85 

30  Dee 

88 

CR 

EC 

85 

NA 

6060 

Connecior.  Receptocle.  Fiber  Optic,  Single  Terminus.  Threaded.  Receptoefe.  low 
Profile  Pofollel  Pc  Mount  USER-AS  MC  OS  13  14  REV-SH  11  17  19  ES 

MIL.C-83522/4E 

85 

30  Dee 

88 

CR 

EC 

85 

NA 

6060 

Connector.  Receptocle.  Fiber  Optic.  Bulkhead  Mount,  For  Single  Fiber  USER-A$ 
MCOS  14  REV-SH  11  17  19  ES 

MIL.C-83522/SO 

85 

30  Dee 

88 

CR 

EC 

85 

NA 

6060 

Connectors.  Fiber  Optic.  Circular.  Receptocle  Style.  Multiple  Removoble  Termini. 
Screw  Threads.  Woll  Mounting.  Without  Stroln  Relief.  Environment  Resisting 
USER-OS  YO  14  REV-MI  MC  SH  AS  17  80  11  19  ES 

MII.C-288768/1C 

EC 

15  Jun 

88 

CR 

EC 

85 

6060 

Connectors.  Fiber  Optic,  Single  Terminus,  Generol  Specification  For  USER-MC 

OS  YO  REV-MI  SH  AS  11  14  17  19  13  ES 

MIL.C-83522B  (1) 
SUPPL  IB 

85 

25  Mor 

88 

CR 

EC 

85 

6060 

Connectors.  Fiber  Optic.  Circular.  Hermaphoditic.  Jam-nut  Mounting.  Without 
Strain  Recief.  2  &  4  Position  USER-YD  13  14  82  REV-MI  11  17 

MIL.C-83526/11 

85 

19  Aug 

86 

CR 

EC 

85 

6060 

Connectors.  Fiber  Optic.  Circulor.  Receptacle  Style.  Multiple  Removoble  Termini. 
Screw  Threods.  Wall  Mounting.  With  Straight  Strain  Relief.  Environment 

Resisting  USER-OS  YD  14  REV-MI  MC  SH  AS  17  80  11  19  ES 

MII..C-28876B/2C 

EC 

15  Jon 

88 

CR 

EC 

85 

6060 

Connectors,  fiber  Optic.  Circular,  Receptacle  Style.  Multiple  Removoble  Termini, 
Receptocle.  Screw  Threods.  Woll  Mounting.  With  45  Deg  Strain  Relief. 
Environment  Resisting  USER-OS  YD  14  REV-MI  MC  SH  AS  17  80  11  19  ES 

MU.C-28876B/3C 

EC 

15  Jun 

88 

CR 

EC 

85 

6060 

Connectors.  Fiber  Optic,  Circular.  Receptacle  Style.  Multiple.removoble.termim. 
Screw  Threads.  Woll  Mounting.with  90  Deg  Strain  Relief.  Environment 

Resisting  USER-OS  YO  14  REV-MI  MC  SH  AS  80  17  11  19  ES 

MIL-C-28876B/4C 

EC 

15  Jun 

88 

CR 

EC 

85 

6060 

Connectors.  Fiber  Optic.  Circulor.  Receptacle  Style.  Multiple  Removoble  Termini. 
Screw  Threods.  With  Stroight  Stroln  Reilfe.  Environment  Resisting  USER-OS 

YD  14  REV-MI  MC  SH  AS  80  17  1 1  19  ES 

MIL.C-28876B/5C 

EC 

15  Jon 

88 

CR 

EC 

85 

6060 

Connectors,  Fiber  Optic,  Circulor.  Plug  Style.  Multiple  Removable  Termini  Screw 
Threods.  Without  Stroin  Relief.  Environment  Resisting  USER-OS  YD  14 

REV-MI  MC  SH  AS  17  80  11  19  ES 

MII.C.28876B/6C 

EC 

15  Jun 

88 

CR 

EC 

85 

6060 

Connectors.  Fiber  Optic.  Circular.  Plug  Style.  Multiple  Removable  Termini. 

Screw  Threods.  With  Straight  Stroln  Relief,  EnvironmenI  Resisting  USER-OS 

YU  U  rev-mi  MC  SH  AS  17  80  11  19  ES 

MII.C-28876B/7C 

EC 

15  Jun 

88 

CR 

EC 

85 

6060 

Connectors.  Fiber  Optic.  Circulor,  Plug  Style,  Multiple  Removable  Ternrini. 

Screw  Toreods.  With  45  Deg  Stroin  Relief.  Environment  Resisting  USER-OS 

YD  14  REV-MI  MC  SH  AS  80  17  11  19  ES 

MIL.C-28876B/8C 

EC 

15  Jun 

88 

CR 

EC 

85 

6060 

Connectors.  Fiber  Optic.  Circulor.  Plug  Style.  Multiple  Removoble  Termini. 

Screw  Threods  ,  With  90  Deg  Stroln  Relief.  Environment  Resisting  USER-OS 

YO  14  REV-MI  MC  SH  AS  17  80  11  19  ES 

MII.C-28876B/9C 

EC 

15  Jun 

88 

CR 

EC 

85 

6060 

Connectors.  Fiber  Optic.  Circular.  Plug  And  Receptacle  Style.  Multiple 

Removoble  Termini,  Plug  Oust  Cover.  Screw  Threads.  Environment  Resisting 
USER-OS  YD  14  REV-MI  MC  SH  80  17  ES 

MII.C.28876B/10A 

EC 

03  Feb 

87 

CR 

EC 

85 

6060 

Connectors.  Fiber  Optic.  Circulor.  Receptacle  Style.  Mi/ltiple  Removoble  Termini, 

MIL.C-28876B/11C 

EC 

15  Jun 

88 

CR 

EC 

85 

Screw  Threod$«  Jcmnyl  Mounling,  Without  Stroln  Relief,  EnvironmenI 
Resisting  USER-OS  YD  Id  REV-MI  MC  SH  AS  17  80  11  19  ES 
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L 


L 


L 


I 


L 


L 


L 


FSC  TIUE 

6060  Connectors,  Fibei  Optic,  Circular,  Receptacle  Style,  Multiple  Removable  Termini, 
Screw  Threads,  Jon'^.ul  Mounting  With  Straight  Stroin  Relief,  Environment 
Resisting  USEr.-OS  YD  14  REV-MI  MC  SK  AS  17  80  11  19 
6060  Connectors,  Fiber  Optic,  Circular,  Receptacle  Style,  Multiple  Removoble  Termini, 
Screw  Threads,  Jomnut  Mounting,  With  45  Deg  Stroin  Relief,  Environment 
Resisting  USER-OS  YD  14  REV-MI  MC  SH  AS  17  80  11  19  ES 
60d'0  Connectors,  Fiber  Optic,  Circular,  Receptacle  Style,  Mult  Pie  Removoble  Termini, 
Screw  Threads,  Jomnut  Mounting,  With  90  Oeg  Stroin  Relief,  Environment 
Resisting  USER-OS  YD  14  REV-MI  MC  SH  AS  17  80  11  19  ES 
6060  Connectors,  Fiber  Optic,  Circular,  Plug  And  Receptacle  Style,  Multiple 

Removoble  Termini,  Receptacle  Oust  Cover,  Environment  Resisting  USER-OS 
YD  14  REV-MI  MC  SH  80  17  ES 

6060  Connectors,  Fiber  Optic,  Circular,  Receptacle  Style,  Multiple  Removoble  Termini, 
Screw  Threods,  Woll  Mounting,  With  Short  Straight  Sockshell,  Non 
Environment  USER-14  REV-MI  MC  AS  17  80  11  19  ES 
6060  Connectors,  Fiber  Optic,  Circulor,  Plug  And  Receptacle  Style,  Multiple 

Removable  Termini.  Straight  fiocVshell,  Screw  Threads,  With  Stroin  Relief, 
Environment  Resisting  USER-OS  YD  14  REV-MI  MC  SH  AS  80  17  11  19  ES 
6060  Connectors,  Fiber  Optic,  Circulor,  Plug  And  Receptacle  Style,  Multiple 

Removable  Termini,  45  Deg  Bockshelt,  Screw  Threads,  With  Stroin  Relief, 
Environment  Resisting  USER-OS  YD  14  REV-MI  MC  SH  AS  17  80  11  19  ES 
6060  Connectors,  Fiber  Optic,  Circular,  Plug  And  Receptocle  Style,  Multiple 

Removoble  Termini,  90  Oeg  Bockshell,  Screw  Threads,  With  Stroin  Relief, 
Environment  Resisting  USER-OS  YD  14  REV-MI  MC  SH  AS  80  17  11  19  ES 
6060  Connectros,  Fiber  Optic,  Circular,  Plug  And  Receptacle  Style,  Multiple 

Removable  Termlnigencrol  Specificolion  For  USER-OS  YD  14  REV-MI  MC  SH 
AS  17  80  11  19  ES 

6060  Coupler,  Fiber  Optic  Coble,  Coble  Splitter,  Possive  Gloss  Connectorixed  Output, 
Type  1  820  To  910  Nanometers  Wovelengthronge,  2X2  Symmetrical 
Transmission  Star,  50/125  Micrometer  Fiber,  Groded  Index  Multi  Mode 
Bidrectionol  (Metric) 

6060  Coupler,  Fiber  Optic  Coble,  Coble  Splitter,  Possive  Gloss-pcgtoiled  Output;  Type 
II,  820  To  910  Nanometers  Wovelength  Range,  4X4  Symmetricol  Transmission 
Stor,  50/125  Micrometer  Fiber,  Groded  Indexmulti-mode  Oldirectionol 
(Metric)  USER-CG  MC  REV-AS  EC  80  99  11  17  19  ES 
6060  Coupler,  Possive,  Fiber  Optic,  Cenerol  Specificolion  For  (Metric)  USER-CG  MC 
REV-AS  EC  11  17  19  80  99  ES 

6060  Couplers,  Fiber  Optic  Coble,  Coble  Splitter,  Possive,  GlASS-PlGTAUED 
Output;  Type  II,  820  To  910  Nonometers  Wavelength  Range,  5X5  Port 
Tronsmission  Stor,  50/125  &  100/140  Micrometer  Fiber  (Metric)  USER-CG 
MC  REV-AS  EC  11  17  19  80  99  ES 

6060  Dust  Covers,  Fiber  OPTIC,  Connector,  Circular,  Hcrmophroditic,  Environmentol, 
-2  &  -4  Positions  USER-13  14  REV-II  17  19 
6060  Oust  Covers,  Fiber  OPTIC,  Connector,  Circulor  Hcrmoph'oditic,  Environmentol, 

6  Positions  USER-13  14  REV-11  17  19 

6060  Insert  Arrangements  For  Mil-C-2887o  (Novy)  Environment  Resisting  Fiber  Optic 
Connectors  USER-OS  YD  14  REV-MI  MC  SH  17  80  ES 
6060  Inslolling  And  Removoltools,  Fiber  Optic,  Hond,  Right  Angle,  Type  1  Closs  2, 
Composillono,  Size  16  Termini  USER-AV  MC  YD  R6V-AR  AT  Gl  Ml  OS  SH 
11  17  19  80  90 

6060  Intcrfocc  Designs  &  Dimension  For  Fib^r  Optic  Interconnection  Devices 
USER-AV  MC  14  REV-MI  AR  OS  AS  11  13  19 
6060  Penetrotor,  Bulkhcod,  Conneciorized,  Fiber  Optic,  32  Chonnel  (For  Inboord  Use 
On  Navy  Ships  And  Submorines)  USER-CG  MC  REV-AS  EC  ES 
6060  Pcnetrolors,  Bulkheod,  Conneciorized,  Fiber  Optic,  (For  inboerd  Use  On  Novy 
Ships  And  Submarines)  USER-CG  MC  REV-AS  EC  ES 
6060  Penelrotors,  Hull,  Conncctorizcd,  Connectors,  Pressure-proof,  Fiber  Optic, 
Submorinc  USER-CG  MC  REV-AS  EC  ES 

6060  Penelrotors,  Hull,  Conneciorized,  Connectors,  Pressure-proof,  Fiber  Optic, 

Submarine  Plug  Connector,  32  Channel,  Type  1  USER-CG  MC  REV-AS  EC  ES 
6060  Splice,  Fiber  Optic  Coble  Generol  Specification  For  (Metric)  USER-AR  CG  MC 
REV-MI  AS  EC  99  11  17  19  80  ES 

6060  Splice,  Fiber  Optic  Cobic,  Fiber  Splice  (Metric)  USER-AR  CG  MC  REV-MI  AS 
EC  11  17  19  80  99  ES 

6060  Splice,  Fiber  Optic  Coble,  Fiber  Splice  Enclosure  (Metric)  USER-AR  CG  MC 
REV-MI  AS  EC  11  17  19  80  99  ES 

6060  Termin,  Fiber  Optic,  Environment  Resisting,  Closs  5,  Type  h.  Style  A,  Socket 
Terminus,  Sz  16.  Front  Releosc  MIL-C-28840  USER-OS  YD  REV-MC  SH 
6060  Termini  Fiber  Optic  Connector,  Removoble  USER-AV  CG  MC  13  14  84  REV-MI 
AS  OS  SH  ll'  17  ES 

6060  Termini,  Fiber  Optic,  Environment  Resisting,  Pin  Terminus  Closs  I,  Type  Isi,  Style 
A  (For  MSlL-C-28876  S  MlL-C-83526  Connectors)  USER-AV  OS  YD  14  84  13 
REV-MI  MC  SH  11  17  ES 

6060  Termni,  Fiber  Optic,  Environment  Resisting,  Dummy  Terminus,  (For  Mll-C'26876 
&  MIL-C.83526  Connectors  USER-AV  OS  YD  14  84  13  REV-MI  mC  SH  11  17 
ES 

*6060  Termini,  Fiber  Optic,  Environment  Resisting,  Pin  Termmus,  Size  16,  Reor  Release 
■  Mll.C-38999,  Series  I,  IK,  B  IV  USER-OS  YD  REV-mC  SH  ES 
6060  Termini,  Fiber  Oplic,  Environment  Resisting,  Socket  Terminus,  Size  16,  Reor 
Relcose  ■  MlL-C-38999,  Series  I,  III  &  IV  USER-OS  YD  REV-MC  SH  ES 
6060  Termini,  Fiber  Optic,  Environment  Resisting,  Closs  5,  Type  li,  Style  A,  Pm 
Terminus,  Size  16,  Front  Rcleose  Mll-C-28840  USER-OS  YD  REV-MC  SH 


DOCUMENT 


NUMBER 

PREP 

DATE 

CUSTODIAN 

MII.C-28876B/12C 

EC 

15  Jun 

88 

CR 

EC 

85 

MIL-C-28876B/  I3C 

EC 

15  Jun 

88 

CR 

EC 

85 

MIL-C-28876B/1-1C 

EC 

15  Jun 

88 

CR 

EC 

85 

MIL-C-28876B/15C 

EC 

21  Mor 

88 

CR 

EC 

85 

MIL.C-28876A/26B 

EC 

15  Jun 

88 

CR 

EC 

85 

MII.C-28876A/278 

EC 

15  Jun 

88 

CR 

EC 

85 

MII-C-2B876A728B 

EC 

15  Jun 

88 

CR 

EC 

85 

MII.C-28376A/29B 

EC 

15  Jun 

88 

CR 

EC 

85 

MII-C-28876C 

SUPPL  1 

EC 

IS  Nov 

88 

CR 

EC 

85 

MIL.C.24621/1 

SH 

31  Aug 

84 

SH 

OOD  C-2-1621.'2 

SH 

31  Aug 

84 

CR 

SH 

85 

Mll-C-2462) 

SH 

31  Aug 

84 

CR 

SH 

85 

OOD  C-24621/4 

SH 

23  Jol 

86 

CR 

SH 

85 

Mll.D-83$26/6 

85 

19  Aug 

86 

CR 

EC 

85 

Mll.0  83526/8 

85 

19  Aug 

86 

CR 

EC 

85 

Mll.STO-2)63A 

EC 

03  Feb 

87 

CR 

EC 

85 

M1L-I.81969/49A 

85 

31  Dec 

86 

CR 

EC 

85 

MIL-STD-1863A 
NOTICE  1 

CR 

10  Jun 

86 

CR 

EC 

85 

Mll.p.24627/1 

SH 

31  Aug 

84 

SH 

MIL-P-24627 

SH 

31  Aug 

84 

SH 

Mll.p.24628 

SH 

31  Aug 

84 

SH 

MlL-P-24628/1 

SH 

31  Aug 

84 

SH 

DODS-24623 

SH 

25  Mor 

85 

CR 

SH 

85 

DODS-24623/1 

SH 

25  Mor 

85 

CR 

SH 

85 

DOD-S-24623/2 

SH 

25  Mar 

85 

CR 

SH 

WIL.T-29504/9 

EC 

21  Oct 

88 

CR 

EC 

85 

Mll.T-29504 

EC 

25  Aug 

87 

CR 

EC 

85 

Mll-T -29504/1 

EC 

25  Aug 

87 

CR 

EC 

85 

Mll-T-29504/3 

EC 

25  Aug 

87 

CR 

EC 

85 

MIL-T-29504,  4 

EC 

25  Aug 

87 

CR 

EC 

85 

MIL-T-29504, 5 

EC 

25  Aug 

87 

CR 

EC 

85 

MIL.T-29504/8 

EC 

21  Oct 

88 

CR 

EC 

85 

623 
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FSC  TITLE 

6060  Test  Plug.  Fiber  Optic.  Connector.  Circular.  Hermaphroditic,  2*  And  4-  Position 
USER-13  U  REV-n  17  19 

6060  Test  Plug.  Fiber  Optic.  Connector,  Circular.  Hcrmophroditic.  6-  Position 
USER-13  14  REV-n  \7  19 

6060  Toot,  Fiber  Optic.  Polishing  Bushing  Assembly  Type  Iv  USER  MC  19  REV*AR  AT 
GLMl  SC  AS  OS  SH  11  17  99  ES 

6060  Tool.  Fiber  Opt:-,  Stripping,  (50/125),  (lOO/UO),  (400/430),  (600/630). 

(1000/1040),  lype  X.  Composition  C  USER-MC  REV.AR  AT  GL  Ml  OS  SH 
AS  11  17  80  90  99  ES 

6060  Tools,  Fiber  Optic,  Hand  Terminating,  Type  II  USER-AV  ME  MC  19  REV*AR  AT 
GL  OS  SH  AS  11  13  14  19  ES 

6060  Tools,  Fiber  Optic,  Hond,  Type  VII,  Corbido/diamond  Composition  C  USER-AV 
ME  MC  YO  19  REV-AR  AT  GL  EC  OS  SH  11  13  14  17  ES 

6080  Kit,  Portoble  Opticol  Microscope,  Militarized,  200X  Mognificotion  For  Field 

Inspection  0(  Opticol  Fibers  USER-AV  ME  MC  YD  19  REV-AR  AT  Gl  OS  SH 
17  99  1 1  ES 

L  61GP  Electricol  Power  Systems,  Aircraft  (Request  For  Issue  Other  Thon  OOD  Musi  Be 
Sent  Via  ASD/ENES,  Wright-potlerson  AFB  OH  45433'6503} 

61GP  Morking  Of  Connections  For  Electrical  Assemblies  Validated  Jut  68  R£V*ME  GS 


L  6105  Motor,  Alternating  Current,  Froctionol  Horsepower,  Squirrel  Cage  (For 

Communication  And  Other  Electronic  And  Special  Militory  Applications). 
Validated  Feb  85  REV-GS 

L  6105  Motor,  Alternating  Current  (Inoctive  For  New  Design  Per  Not.  1  2/23/89) 
Validated  Apr  82  REV-GS 

6105  Motor,  Alternoting  Current,  400-CYCLE,  1 15/200-VOLT  System,  Aircroft, 

General  Specification  For  Validated  May  81  USER-AR  ME  REV-MI  EA  AV 
GS 

L  6105  Motor,  Control  (Inactive  For  New  Design  Per  Not.  1  (2/23/89)  Validated  Apr 
82  REV-GS 

6105  Motor,  Oc,  28  Volt  System,  Aircraft,  Generol  Specification  For  USER-ME  11 
REV-MI  EA  GS 

L  6105  Motor,  Direct  Current,  Fractional  HP  (Shipboord  Use)  Validated  Apr  61 
USER-ME  REV-MI  GS 

L  6105  Motor,  Direct  Current,  Integrol  H.P.  Naval  Shipboard  (Novy)  Validated  Apr  81 
USER-ME  REV-AS  OS  GS 

L  6105  Motor,  Drive,  Direct  Current,  2  RPM/8RPM  . . . . . . 

I  6105  Motor,  Electric,  For  Air  Conditioner  Applicotions  Methods  Of  Test  & 

Instructions 

L  6105  Motor,  Froctionol  Horsepower,  Direct  Current  And  Universal  (For 

Communication  And  Other  Electronic  And  Speciol  Militory  Applicotions). 
Volidoted  Mor  1965  Validated  Feb  85  USER-AT  REV-MI  EA  GS 

L  6105  Motor,  Georheod,  18-30  Volts,  Direct  Current  . . . 

L  6105  Motor,  Induction,  AC,  208.VOLT,  1  1/2  HP.  3-PHASE,  60-CYCie  Validated  Apr 

85  REV-GS 

L  6105  Motor,  60  Cycle,  Alternating  Current,  Froctionol  H.P.  (Shipboord  Use)  Volidoted 
Apr  82  REV-AR  Ml  GS 

L  6105  Motor,  60  HZ,  Alternating  Current,  Integrol  Current,  Integrol  HP  (Shipboord 
Use) 

6105  Motors  &  Generotors,  Electric,  For  Use  In  Hazardous  Locotions,  Class  1, 

Groups  C  &  D,  Class  li.  Groups  E,  F,  &g  •  First  Edition  Notice  1  USER-AR 
REV-ME  AS  GS 

6105  Servomotor  Tochometer-generotor,  Type  18SM-RG40  Validated  Aug  81 
USER-MC  REV-MI  ER  17  GS 

6105  Servomotor  Tochometer  Generator  AC  Generol  Specificotion  For  Validated  Aug 
81  USER-MC  REV-MI  ER  79  GS 

L  6105  Servomotor  Type  18SM6  (Georheaded)  Validated  Feb  85  REV-GS . 

L  6105  Servomotor-tochometer  Generolor,  Type  15SM-RG4A  Validated  Jul  83 

L  6105  Servomotor-lochometer-generofor,  Type  15SM-IN4A  (Heat  Compensoted) 
Validated  Aug  81  REV-GS 

NO  6105  Servomotor,  Generol  Specification  Validated  Aug  81  REV-MI  AV  ER  SH  GS . 

6105  Servomotor,  Type  Mark  7  Mod  7  Validated  Jut  83  USER-ME  CG  MC  REV-MI 
ER  OS  SH  99  GS 

Q  6105  Servomotor,  Type  18SM4C  Validated  Oct  84  USER-AV  MC  CG  REV-ME  Ml  ER 
OS  SH  EC  99  GS 

6105  Servomotor,  Type  1BSM4A  Validated  Jut  83  USER-AV  ME  MC  CG  REV-MI  ER 
OS  SH  99  GS 

6105  Servomotor,  Type  1 1SM4A  Validated  Jul  83  USER-ME  AV  OS  MC  CG  REV-MI 
ER  SH  EC  99  GS 

6105  Servomotor,  Type  26V.08SM4D  Validated  Jul  83  USER-ME  AV  OS  CG  MC 
REV-MI  ER  SH  EC  99  GS 

Q  6105  Servomotor,  Type  11SM4C  Validated  Aug  81  USER-ME  AV  CG  MC  RCV-MI  ER 
SH  OS  EC  99  GS 

6105  Servomotor,  Type  15SM40  Validated  Jul  83  USER-ME  AV  MC  CG  REV-MI  ER 
OS  EC  99  GS 

L  6105  Servomotor,  Type  18SM4  (7631932  Validated  Mar  86  REV-GS. . . 

6110  Air  Switches,  Bus  Supports,  &  Switch  Accessories,  American  Notionol  Stondord 
Schedules  Of  Preferred  Rotings,  Monufocturing  Specificotions  &  Applicotion 
Guide  For  High  Volloge  •  4  Moy  72  REV  "R  80  GS 
O  L  6110  Broke,  Magnet,  Novol  Shipboard  Validated. \pr  31  REV-GS  . . . 

6110  Cobinets  And  Boxes  •  7  Sep  88  (Ninth  Ed)  USER-MC  SH  REV-ER  80  GS  . . 


DOCUMENT 

NUMBER 


Mll-T.83526/9  85 

Mll-I.83526/10  85 

MIL.T.83523/2A  85 

Mll.T.33523/t6A  85 

Mll-T.83523/1  85 

MIL-T.83523/10  85 

Mll-K-83525  85 

MK-E'87219  (I)  11 

MII-STD-19S  SH 

NOTICE  1 
NOTICE  2 

Mll-M- 13787  (I)  ER 

MIL-M-22387  OS 

MII.M-7969C  AS 

MIL-M-22358  OS 

MIL-M'8609B  AS 

NOTICE  I 

MIL-M-17556  (1)  SH 

MII.M-17413A  SH 

MIL-M.623618  AT 

Ma.STD-1412A  ME 

MII-M-1378A  (1)  ER 

MII.M-62368A  AT 

MII-M-13574A  AR 

MII.M-I7059A  SH 

Mll-M. 17060E  (1)  SH 

UL  574-82  YD 

CHG  NOTICE  1 

MIL-S-22820/7B  AS 

MII-S-22820A  AS 

MU-S-22432/35A  ER 

MII-S-22820/1B  AS 

MII-S-22820/34B  AS 

Ma-S-22432  AS 

MIL-S-22432/5B  AS 

MIL-S-22432/9D  (1)  AS 

MIL-S-22432/nB  AS 

MIL-S-22432/17C  (1)  AS 

MIL-S-22432/30C  AS 

MIL-S-22432/'31C  AS 

MIL-S-22432/32C  AS 

MIL-S-22432/34  AR 

NOTICE  1 

ANSI  C37.32-72  YD 

MII-B-16392C  (4)  SH 

Ul  50  88  YD 


DATE  CUSTODIAN 


19  Aug 

86 

CR 

EC 

85 

19  Aug 

86 

CR 

EC 

85 

27  Aug 

87 

CR 

EC 

85 

09  Mar 

88 

CR 

EC 

85 

30  Sep 

86 

CR 

EC 

85 

30  Sep 

86 

CR 

EC 

85 

18  Oct 

85 

CR 

EC 

85 

15  Apr 

86 

11 

08  Jul 

88 

SH 

11 

17  Nov 

55 

ER 

1 1  Mar 

64 

os 

25  May 

65 

AS 

99 

15  Del 

63 

OS 

12  Dec 

87 

AV 

AS 

99 

02  Sep 

64 

SH 

15  Jun 

55 

SH 

30  Jon 

86 

AT 

07  Mor 

86 

ME 

17  Nov 

55 

ER 

06  Moy 

86 

AT 

4  Apr 

55 

AR 

12  Oct 

65 

SH 

15  Moy 

81 

SH 

25  Moy 

83 

ER 

YO 

11 

01  Nov 

72 

aR 

AS 

11 

03  Mor 

66 

AR 

AS 

03  Aug 

70 

ER 

23  Dm 

/6 

AS 

29  Nov 

71 

AS 

15  Mor 

63 

AR 

AS 

11 

22  Aug 

74 

AR 

AS 

11 

15  Jun 

78 

AR 

AS 

11 

22  Aug 

74 

AR 

AS 

11 

17  Jon 

75 

AR 

AS 

11 

22  Aug 

74 

AR 

AS 

11 

22  Aug 

74 

AR 

AS 

11 

22  Aug 

74 

AR 

AS 

11 

28  Mor 

86 

AR 

14  Nov 

83 

ME 

i  YD 

99 

01  Ocl 

65 

SH 

09  Mor 

89 

ME 

:  YO 

99 

624 


FSC  LISTING 


DOCUMENT 

FSC  TITLE  NUMBER  •’’’EP  DATE  CUSTODIAN 


6110 

6110 

6110 

Circuit  Breaker  AC  High  Volt  Roted  On  A  Symmetrico!  Current  Boiii/  Stondord 

Test  Procedure  For  -  15  Oct  79  •  Chg  Notice  1  Doled  22  Feb  85  REV-80  GS 
Circuit  Breoker,  AC  High  VottagCp  Roted  On  A  Symmetricol  Current  Bosis  •  6 

Apr  79  USER-ME  SH  MC  REV-GS 

Circuit  Breokers,  Low  Voltage  Power  >  1981  USER-SH  REV-GS . . 

IEEE  C37.09-79 

IEEE  C37 .04-79 

NEMA  SG3-81 

YD 

YD 

YD 

19  Apr 

24  Jon 

02  Dec 

84 

83 

85 

ME  YD 

YD 

ME  YD 

99 

6110 

Circuit  Breokers  Power  &  AC  Power  Circuit  Protectors,  Preferred  Ratings  & 

Reloted  Requirements  &  Application  Recommendations  For  Low  Voltoge  •  6 

Feb  80  Validated  May  68  USER-SH  OS  REV-GS  80 

ANSI  C37.16-80 
NOTICE  \ 

YD 

04  May 

88 

ME  YD 

99 

6110 

Circuit  Breakers,  AC  High  Voltage,  Roted  Ono  Symmetrical  Current  Bosis, 

Preferred  Ratings  &  Reloted  Required  Copobilities  For  •  24  Apr  79  VoUdoted 

Apr  88  REV-GS  80 

ANSI  C37.06.79 
NOTICE  1 

YD 

11  Apr 

88 

ME  YD 

99 

L 

6110 

Contro*  (Blinker)  Key,  Novigotor  Lights  Symbol  No.  978.2  REV-GS . 

MIL.C-24)74A/3 

SH 

02  Oct 

87 

SH 

1 

6110 

Control  (PuIsQlor)  Novigotion  Lights  A.e.  125  Volts  •  Symbol  No.  930.2  D.e. 

125  Volts  -  Symbol  No.  931.2  Validated  Apr  81  REV-GS 

Mll.C-24174/2 

SH 

29  Sep 

67 

SH 

L 

6110 

Control  Centers,  Alternoting  Current  Novol  Shipboard  Validated  Apr  81 

REV-GS 

M1L-C.23742  (3) 

SH 

08  Jul 

66 

SH 

1 

6110 

Control  Group,  Electric  Power  OK-XXX  (V)  A  Generol  Specification  For 

Validated  Jul  82 

MIL-C.81883 

AS 

04  May 

76 

AS 

1 

6110 

Control  Group,  Electric  Power  OK-XXX  (V)  A  Validated  Jul  62 . . 

MII.C.818837I 

AS 

04  May 

76 

AS 

L 

6110 

Control  Ponel  Assembly  For  Portoble  Heliport  Electric  Lighting.  Validated  May 

62  REV-GS 

M1L.C.52009C 

ME 

28  Apr 

75 

ME 

1 

6110 

Control,  Novigotion  Lights,  General  Specification  For  REV-GS . . . 

MII.C.24174A 

SH 

02  Oct 

87 

SH 

Q  L 

6110 

Controi'er,  Electric  Motor  AC  Or  DC,  &  Associoted  Switching  Devices  Validated 
Apr  62  USER-ME  REV-MI  EA  GS 

MILC-2212f 

SH 

30  Mar 

82 

SH 

L 

6110 

Controller,  Novigotion  Lights  A.c.  115  Volts  •  Symbol  No.  970.2  O.c.  115  Volts 
•  Symbol  No,  973.2  Validated  Apr  81  REV-GS 

MIL.C.24174/) 

SH 

29  Sep 

67 

SH 

1 

6110 

Controllers,  Static,  Novol  Shipboard  Validated  Apr  81  REV-GS.. . 

Mll.C-23994  (2) 

SH 

14  Dec 

64 

SH 

1 

6110 

Controls,  Pulsotor,  Submorine  Idcntificotton  Light,  A.c.  125  Volts,  Symbol  No. 

932 

Disconnect  Switch  Boxes,  Contoclor  Ponels  &  Switchboords,  Low  Mognetic  Field 
Design  Of  (Metric) 

MII.C-24174/4A 

SH 

02  Oct 

87 

SH 

1 

6110 

DOD.STD.2145 

SH 

01  Jun 

83 

SH 

L 

6110 

Distribution  Box,  J-1077(  (/u.  Distribution  Box,  J-2317)  (/u  Validated  Feb  88 
USER-MC  REV-GS 

MIL.D.S5456B 
NOTICE  1 

ER 

24  Feb 

88 

ER 

NO 

6110 

Electric  Power  Monitor,  Externol,  Aircrofi  REV-11  80  GS . . . 

MIL-E-24021J 

AS 

30  Jun 

86 

AV  AS 

99 

L 

6110 

Electric  Power  Monitors,  Externa),  Aircraft  . . . . 

MIL.E.002402)H 

AS 

13  Dec 

85 

AS 

6110 

Electricol  Control  For  AC  High  Voltage  Circuit  Breakers  Roted  On  A 

Symmetricol  Current  Bosis  Or  A  Totol  Current  Bosis,  Requirements  For  -  6 

Apr  79  Validated  Apr  88  USER-SH  REV-GS 

ANSI  C37.ll.79 
NOTICE  1 

YD 

19  Apr 

88 

ME  YD 

99 

L 

6110 

Electricol  Power  Generoting  And  Control  Equipment,  Aircroft,  Genero) 

Specifications  For  Validated  0<t  84  REV-GS 

MIL.E.81910A  (1) 

AS 

26  Mojf 

78 

AS 

1 

6110 

Fuse  Boxes,  Feeder  Distribution,  With  Switches,  Wotertight  (3  Feet),  125  Volts, 
Alternoting  Current,  Single  &  Three  Phose  Buses,  Single  &  Double  Feeders, 

Single  Phase  Bronches,  0-30  Ampere  Midget  Fuses,  &  Snop  Switches, 

Symbols  645,  645.1,  649.1  &  650,1 

MIL.F.24646/1 1 

SH 

30  Nov 

84 

SH 

L 

6110 

Fuse  Boxes,  Feeder  Distribution,  With  Switches,  Totolly  Enclosed,  125  Volts, 
Alternoting  Current,  Single  &  Three  Phase  Buses,  SingtcBi  Double  Feeder, 

Single  Phose  Branches,  0-30  Ampere  Midget  Fuses  &  Snop  Switches,  Symbols 
602,-  606,  615  -  617 

Mll-F.24646/6 

SH 

30  Nov 

84 

5H 

L 

6110 

6110 

Fuse  Boxes,  Feeder  Distribution,  With  Switches,  Wotertight  (3  Feet),  125  Volts, 

All.  Current,  Single  Or  Three  Phase  Buses,  Single  Phase  Branches,  Interlocking 
Fuse  Cover,  0-30  Ampere  Fuses,  &  Snap  Switches,  Symbols  644  64B 

Fuses,  High  Voltage,  Stondord  For  -  1981  USER-SH  REV-GS . . . 

MIL-F-24646/12 

NEMA  5G2-81 

SH 

YD 

30  Nov 

20  Oct 

84 

85 

SH 

ME  YO 

6110 

Fuses,  Power,  &  Fuse  Disconnecting  Switches  •  22  May  1980  REV-80  GS . 

ANSI  C37.46.81 

YD 

29  Moy 

87 

YD 

99 

L 

6110 

Generotor  Control  Indicator  SG-118./AST-4(V) . . . 

Mll.G.85468 

AS 

07  Aug 

81 

AS 

6110 

Icce  Guide  For  Surge  Voltages  In  low-voltogcoC  Power  Circuits  -  19  Dec  1979 

IEEE  C62.41.80 

YD 

16  Nov 

87 

ME  YD 

8S 

6110 

Interrupters,  Ground-fault  Circuit  •  Standard  For  Sofety  -11  Sep  85  •  Second 
Edition  USER-OS  REV-ES 

UL  943-85 

YD 

24  Dec 

86 

ER  YD 

85 

6110 

Panel  Reloy,  Pilot,  Enclosed,  Airport  Lighting  (Types  1  And  li)  Validated  May  82 
REV-99  GS 

MS-21961 

11 

09  Aug 

67 

AS 

11 

L 

6110 

Ponel,  Ground  Detector,  Generol  Specification  For  Validated  Apr  81  REV-GS.,.. 

MIL-P-24395 

SH 

02  Moy 

72 

SH 

L 

6110 

Ponel,  Ground  Detector,  120-VOLTS  (Symbol  1005.1)  And  450-VOLT  (Symbol 
1005.2)  Alternating  Current,  Three  Phase,  60  Or  400  Hertz,  Dripproof 

REV-GS 

MIL-P-24395/1A 

SH 

10  Oct 

88 

SH 

L 

6110 

Pane),  Ground  Detector,  120-VOLT  (Symbol  1005.3)  And  240-VOLT  (Symbol 
1005.4)  Direct  Current,  Dripproof  Validated  Apr  81  REV-GS 

MIL.P.24395/2 

SH 

02  Mo/ 

72 

SH 

6110 

Ponel,  Power  Distribution  USER-MC  SH  REV-80  GS . . . . . 

W-P-115B 

•YO 

08  Jun 

84 

ME  YD 

99 

L 

6110 

Panel,  Power  Supply  And  Control  For  Novigotion  Lights,  Generol  Specificolion 

For  Validated  Apr  81  REV-GS 

MIL-P-24175  (3) 

SUPP  1 

SH 

27  Aug 

71 

SH 

L 

6110 

Ponel,  Power  Supply  And  Control  For  Navigation  Lights,  D.p.,  Non  Magnetic, 
iO  Amperes,  120  Volts,  A.c.,  60  n'eriz,  3  rhoic  Bus,  6  Circuits,  Symbol  No. 
944.2  Validated  Apr  81  REV-GS 

MIL.P-24175/lB 

SH 

27  Aub 

71 

SH 

L 

6110 

Ponel,  Power  Supply  And  Control  For  Novigotion  Lights,  N.w.t.,  10  Amperes, 

120  Volts  A.C.,  60  Hertz  3  Phose  Bus,  8  Circuits,  Symbol  No.  940.1  VoUdoted 
Apr  81  REV-GS 

MII-P-24175/2A 

SH 

27  Aug 

71 

SH 

L 

6110 

Pone),  Power  Supply  And  Control  For  No  Igotion  Lights,  N.  W.  T.,  10  Amperes, 
120  Volts  O.c.  D.p.  Bus,  8  Circuits,  Symbol  No.  945.1  VoUdoted  Apr  81 

REV-GS 

MIL-P-24175/3A 

SH 

27  Aug 

71 

SH 

L 

6110 

Ponel,  Power  Supply  And  Control  For  Novigotion  Lights,  N.w.t.,  10  Amperes, 

120  Volts,  D.c.  D.p.  Bus,  10  Circuit,  Symbol  No.  942.1  VoUdoted  Apr  81 
REV-GS 

Mll.P.24l75/4A 

SH 

27  Aug 

71 

SH 

L 

6110 

Ponel,  Power  Supply  And  Control  For  Submorine  Novigotion  Lights,  10 

MIL.P.24175/58 

SH 

27  Aug 

71 

SH 

Amperes,  120  Volts  A.c.,  60  Hz  T.e,  Symbol  No.  2550.f  Validated  Apr  81 
REV.GS 


625 


FSC  LISTING 


DOCUMENT 


fSC 

TITLE 

NUMBER 

PREP 

DATE 

CUSTODIAN 

L 

6110 

Ponei,  Receptacle.  For  Electrical  And  Electronics  Test  And  Molntenonce  Tobte. 
Gencrol  Speclllcotlon  For  Validated  Jan  83  REV*GS 

MIL-P-22<I38B 

SH 

10  Moy  77 

SH 

L 

6110 

Panel.  Receptacle,  Electrlcol  And  Electronic  (Symbol  No.  754,2)  REV>G$ . . 

MIL-P-22438/1B 

SH 

21  Moy  80 

SH 

1 

6110 

6110 

Panel.  Receptacle.  Enclosed.  Electrical  And  Electronic  (Symbol  No.  755.3) 

Validated  Jon  63  REV*GS 

Ponel,  Relay,  Pilot,  Enclosed.  Airport  Lighting  Validated  Nov  83  REV*YD  11  GS 

MIL-P-22438/2B 

MIL-P-8945A 

SH 

AS 

10  May  77 

23  Aug  77 

SH 

AS 

L 

6110 

Ponelboord,  Power  Distribution.  Portable.  Wealherprool,  Generol  Specificollon 

For  REV.MC 

MII-P-29183A  (1) 

YD 

13  Mor  86 

YD 

1 

6110 

Ponelboord.  Power  Distribution,  Portable.  Weolherprool.  Type  1.  Closs  1, 
Configuration  1.  208Y/120  Volt,  10  Kilowatt.  Without  Moln  Breotcers,  With 
Feedthrough  Connector  REV»MC 

MIL-P-29183/1A 

YD 

24  Moy  85 

YD 

L 

6110 

Ponelboord.  Power  Distribution,  Portable.  Weatherproof.  Type  1.  Closs  1, 
Configuration  2,  208Y/120  Volt,  15  Kilowatt  REV-MC 

MII-P-29183/2A 

YD 

24  Moy  85 

YD 

1 

6110 

Panelboard,  Power  Distribution,  Portoble.  Weoiherproof,  Type  1.  Closs  1, 
Confrgurotion  3.  208Y/120  Volt,  30  Kilowatt  REV-MC 

MIL-P-29183/3A 

YD 

24  May  85 

YD 

L 

6110 

Ponelboord.  Power  Distribution.  Portable.  Weatherproof.  Type  2.  Closs  1. 
Conflgurotlon  1,  150  Kilowatt,  15  Kvo  Transformer  REV-MC 

MII-P-29183/4A 

YD 

24  Moy  85 

YD 

L 

6110 

Ponelboord.  Power  Distribution.  Portable.  Weotherproof,  Type  2,  Cfoss  1, 
Configuration  2.  150  Kilowott.  30  Kvo  Transformer  REV-MC 

MIIP-291B3/5A 

YD 

24  Moy  85 

YD 

L 

6110 

Ponelboord,  Power  Distribution,  Portoble.  Weatherproof,  Type  1,  Closs  1, 
Configuration  4,  208Y/120  Volt,  100  Kilowatt  REV-MC 

MILP-29183/6A 

YD 

24  May  85 

YD 

L 

6110 

Ponelboord.  Power  Distribution.  Portoble,  Weatherproof,  Type  1,  Closs  1, 
Configuration  5,  480  Or  208  Volt.  120  Kilowatt.  Terminal  Type  Connectors 
REV.MC 

MIL-P-29183/7A 

YD 

24  May  85 

YD 

L 

6110 

Ponelboord,  Power  Distribution,  Portable.  Weoiherproof,  Type  1,  Class  1, 
Configuration  6.  480  Or  208  Volt.  240  Kilowatt,  Termlnol  Type  Connectors 
REV-MC 

MIL-P-29183/BA 

YD 

24  May  85 

YD 

L 

6110 

Panelboard.  Power  Distribution,  Portable,  Weatherproof.  Type  1,  Cfoss  1, 
Conflgurotlon  7,  480  Or  208  Volt,  400  Kilowatt.  Terminal  Type  Connectors 
REV-MC 

MIL-P-29183/9A 

YD 

24  May  85 

YD 

L 

6110 

Ponelboord,  Power  Distribution  Portoble.  Weotherproof,  Type  1,  Closs  1, 
Configuration  1.  208/120  Volt.  10  Kilowatts  Without  Main  Sreoher,  With 
Feedthrough  Connector  REV-MS 

MIL-P-29183/10 

YD 

12  Oct  84 

YD 

L 

6110 

Panelboard.  Power  Distribution,  Portable,  Weatherproof  Type  1,  Cfoss  1, 
Configuration  4:  208Y/120  Volt.  200  Kilowatts 

MIL-P-29183/12B 

YD 

18  Nov  86 

YD 

1 

6110 

Ponelboord,  Power  Distribution,  Portoble.  Weoiherproof  Type  1,  Class  1, 
Configuration  5:  208Y/120  Volt,  100  Kilowatt  (200  Kilowatts  With  Porollel 
Inputs) 

Ponelboord.  Power  Distribution.  Portable.  Weatherproof  Type  1,  Cfoss  1, 
Conflgurotlon  6:  208Y/120  Volt,  100  Kilowatt  (200  Kilowatts  With  Porollel 
Inputs) 

Ponelboords.  Power  Distribution,  Portoble,  Weatherproof  Type  1.  Closs  1, 
Conflgurotlon  3:  208Y/120  Volt,  30  KILOWATT 

MIL-P-29183/13 

YD 

04  Ocl  85 

YD 

1 

6110 

MIL-P-29183/14 

YD 

04  Oct  85 

YD 

1 

6110 

MIL-P-29183/11 

YD 

08  Nov  84 

YD 

99 

6110 

Ponelboords,  Standard  For  (Ninth  Edition  -  16  Aug  79  Chg  Notice  1  Doted  7 

Jun  85  REV-ER  SH  80  GS 

Ul  6779 

YD 

13  Dec  84 

ME  YD 

1 

6110 

Power  Controller,  Solid  State,  General  Speclflcotion  For  REV-99  GS . 

MIL-P-81653B 

AS 

14  Feb  80 

ME  AS 

99 

6110 

Power  Controller,  Solid  State,  Generol  Specification  For  REV-99 . . . 

MIIP-0081653C 

AS 

15  Jun  87 

ME  AS 

11 

L 

6110 

Power  Controller.  Dc  Load  Switching,  SpsI,  Normal  Open.  1  Ampere  Validated 
Sep  85  REV-GS 

Mll-P-81653/1 

AS 

17  Nov  69 

AS 

L 

6110 

Power  Controller.  Indlcotor  Driver  Spsi,  Normol  Open.  500  Milfiomperes 

Validated  Sep  85  REV-GS 

Mll-P-81653/8 

AS 

17  Nov  69 

AS 

L 

6110 

Power  Controller,  Dc  Load  Switching  Spst,  Normol  Open,  10  Amperes 

Validated  Sep  85  REV-GS 

Mll-P-81653/9 

AS 

17  Nov  69 

AS 

Q  1 

6110 

Power,  Distribution  Panel,  Alternotlng  Current,  F-4  Aircraft,  Specificotion  For 
Validated  Mor  82  REV-GS 

MII.-P-81305  (4) 

AS 

19  Mor  76 

AS 

L 

6110 

Regulator  Control  Ponel,  Aircroft  Direct  Current  Generator,  28  Volt  Validated 

Oct  84  REV-GS 

MIL  R-23761/1A  (1) 

AS 

15  Moy  78 

AS 

DH 

6110 

Regulotor  Set,  Voltoge,  AC  Generotor,  Navol  Shipboard  Use  Validated  Mor  79 
USER-MI  REV-MC  GS 

MII-R-2729C  (3) 

SH 

01  Feb  62 

SH 

6110 

Regulator  Voltoge,  Direct  Current  Generotor,  28  Volts,  Solid  Sfote  (fnoefive  • 

Use  MlL.R-23761/1) 

M5-18071H 

AV 

12  Ocl  82 

AV  AS 

99 

L 

6110 

Regulotor,  Current,  Runwoy  lighting.  120  Volt,  2  1/4  KW,  AC  Validated  Avg 

82 

Regulator,  Line  Voltoge,  Single  Phose,  400  Hertz  A.c.  Naval  Sbipboord 

Validated  Apr  82  REV-GS 

Mll-R-52939 

ME 

08  Nov  77 

ME 

Q  1 

6110 

MII-R.23098A  (6) 

SH 

14  Jul  76 

SH 

L 

6110 

Regulotor,  Voltage  CN-514(  )/GRC  Validated  Avg  82  REV-GS . . 

MILR-55223B 

El 

16  Jun  70 

EL 

11 

o 

6110 

Regulotor,  Voltage,  And  Control  Ponels  Aircraft.  Direct  Current  Generator, 

Generol  Specification  For  Validated  Feb  82  REV-99  80  GS 

MII-R-23761B 

AS 

01  Ocl  75 

AV  AS 

L 

6110 

Regulator,  Voltoge,  Aircroft  Direct  Current  Generotor,  28  Volt . . 

MIL-R-23761/2A 

AS 

22  Mar  83 

AS 

85 

6110 

Reloy  &  Relay  Systems  Associoted  With  Electric  Power  Apporotus  •  23  Jun  78 
RFV-ME  SH  GS 

IEEE  C37.90  78 

YD 

18  Jul  83 

ME  YD 

6110 

Sofety  Coblnets  &  Boxes,  Stondord  For  •  Eighth  Edition,  Second  Imp..  1 1  Feb 

82  .  Chg  Notice  1  Dtd  7  Jun  85  USER-MC  SH  REV-ER  80  99  GS 

Ul  50-80 

CHG  NOTICE  1 

YD 

24  Aug  84 

ME  YD 

85 

L 

6110 

Sensing  And  Slgnoling  Device,  Current-time  (Cts)  (Novel  Shipboord  Use) 

Validated  Jan  83 

MIL-S-24561 

SH 

15  Aug  77 

SH 

99 

6110 

Service  Equipment,  Reference  Stondord  For  USER-SH  REV-80  GS  - . . 

UL  869-87 

YD 

06  Nov  87 

YD 

6110 

Storter,  Motor,  Across-the-llne  And  Reduced  Voltoge  Types,  AC  Induction,  3/4 

To  100  HP  Manual  And  Electric  Validated  May  82  USER-AR  MC  REV-MI  EA 

ER  GS 

MH-S-125I4C 

ME 

09  Jon  74 

ME  YD 

11 

L 

6110 

6110 

Stctic  Adjustable  Speed  Control  System  For  A.c.  Induction  Motor  (Adjustoble 
Frequency  Type)  Novol  Shipboord  Validated  Apr  81  REV-GS 

Switchboords,  DeodfronI  Distribution  >  1984  REV-SH . 

MIL-S-24158 

NEMA  P82-84 

SH 

YD 

09  Sep  65 

21  Ocl  85 

SH 

YD 

626 
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6110 

Switchboardi,  Standard  For  Deed  Front  •  13  Nov  84  (E-ght  Edition  As  Revised 

To  14  Nov  84  USER.SH  REV.80  GS 

Ul  391-84 

CHANGE  NOTICE1 

YD 

25  Jun 

85 

ME  VO 

99 

Q  1 

6110 

Switches,  8us  Tronsfer,  Electric  Power  Automotic  &  Manuol  (Metric) . . . 

DOD-S  17773B  (1) 

SH 

20  Jon 

88 

SH 

6110 

Switches,  Stondord  For  Automatic  Tronsfer  •  17  Moy  84,  Third  edition  •  First 
Impression  W/revlsion  Poges  Doted  18  May  84  REV.80  GS 

UL  1008  84 

YD 

20  Aug 

84 

me  YD 

99 

L 

6110 

6110 

Switchgeor,  Power,  Novel  Shtpboord  REV.GS  . . . . . . 

Swithgear  Assemblies,  Including  Metol  Enclosed  Bus  Stondord  For  •  74  .............. 

MIL-S-16036K 

IEEE  C37.20  69R81 

SH 

VO 

04  Aug 
11  Feb 

88 

85 

SH 

L 

6110 

Synchronizing  Control  Equipment,  60  Cycles,  450  Volts,  Novo!  Shipboord 

Validated  Apr  8J  REV-GS 

MIL-S-24188 

SH 

01  Occ 

65 

SH 

6110 

Trip  Devices  For  AC  &generol  Purpose  DC  Low  Voltage  Power  Circuit  BreoLer, 
Amcricon  Notional  Stondord  For  *  9  Moy  79  REV-ME  SH  80  GS 

ANSI  C37.17-79 

YD 

30  Jon 

84 

YD 

99 

6110 

Voltoge  Regulofor  Group,  For  Multiplex  Projectors  Validated  Moy  67  USER-MC 
REV.80  GS 

MIL-V-10537D 

ME 

11  Apr 

74 

ME  AS 

99 

6110 

Wiring  Diogrom  •  Externol  Power  Receptacle,  28  Volt  D.c.,  Common  Bus  System 
Validated  Feb  88  REV-GS 

MS-24442B 

NOTICE  1 

11 

26  feb 

88 

AV  AS 

11 

L 

6115 

Adapter,  Generotor  To  Air  Duet  Radiol,  2  Inch  REV-GS . . . 

MS-90333A 

NOTICE  1 

AS 

11  Dec 

87 

AS 

L 

6115 

Adapter,  Generator  To  Air  Duct,  Radio),  3  Inch  Validated  Oec  87  REV-GS . 

MS-25160A 

NOTICE  1 

AS 

31  Dec 

87 

AS 

L 

6115 

Aircrolt  Accessory  Mounting  Validated  Jun  83  REV-GS  . . 

MS14165 

AS 

28  Jon 

76 

AS 

L 

6115 

Circulor  Spline  And  Adopter  Details  Engine  Driven  Accessories  Validated  Dec 
fl/REV-ll 

MS-14169C 

NOTICE  1 

AS 

31  Oec 

87 

AS 

L 

6115 

Connector,  Electricol,  Power  . . . . . . 

MIL  C-53052  (1) 

ME 

07  Jon 

86 

ME 

1 

6115 

Cooling  Requirements  Of  Power  Plont  Instollotions  Validated  Oct  84  REV-GS  .... 

Mll-C  8678 

AS 

19  Jon 

54 

AS 

6115 

Definition  Applicable  To  Speed  governing  Of  Electric  Generotor  Set  Rf  '  ^  GS 

MIL-STD-178A 

NOTICE  1 

SH 

11  Jon 

88 

SH 

11 

6115 

Definitions  Of  Toeticol,  Prime,  Precise,  And  Utility  Terminologies  For 

Classification  Of  The  Dod  Mobile  Electric  Power  Engine  Generotor  Set  Fomii/ 
USER-AR  17  R6V.CE  Ml  MC  99  GS 

MII-STD-1332B 

ME 

13  Mor 

73 

ME  VO 

11 

L 

6115 

Direct  Current  Generotors  &  Motors,  Low  Stray  Magnetic  Field,  Design  Of 
(Metric)  Validated  Feb  89 

D^r.  no-2146 
NOTIt.&  1 

SH 

16  Feb 

89 

SH 

L 

6115 

Dummy  load,  Electricol,  60/l<X)  Kw,  55/90  Kvor  3  Phase,  60/4(X)  Hertz,  Ac 
REV-GS 

MIL  O  82134B  (1) 

MC 

17  Mot 

86 

MC 

NO 

6115 

Electric  Generoting  System,  Variable  Speed  Censtont  Frequency,  Aircroft  - 
Gcnerol  Specificotlon  For  Validated  Mar  87  REV-AV  GS 

MIL-E-23001B 

AS 

28  Jun 

76 

AS 

11 

O  1 

6115 

6115 

Electric  Generating  System,  Aircraft,  Vsef.  20  Kvo,  115/200  Volt,  3  Phose,  400 

Hz  Validated  Jun  83  REV-GS 

Electric  Power  Generoting  Chonnel,  Venable  Input  Speed.  2390  To  8560  Rpm, 
Alternoting  Current,  400  Hz,  12.5  KVA,  Aircroft 

MII  E-23001/3D  (1( 

Mll.E-85583/1 

AS 

AS 

25  Mor 

13  Mor 

77 

87 

AS 

1 

6115 

Electric  Power  Generoting  Chonnel,  Venoble  Input  Speed,  12,450  TO26,250 

Rpm,  Alternoting  Current,  4(X)  Hz,  40  Kvo,  Aircroft 

Mll.E.85583  2 

AS 

07  Nov 

86 

AS 

1 

6115 

Electric  Power  Generoting  Chonnel,  Venable  Input  Speed,  Alternoting  Current, 

400  Hz,  Aircroft,  Generol  Specificotlon  For 

MII-E-85583A 

AS 

20  Feb 

87 

AS 

Q  L 

6115 

Emergency  Generotor,  Alternoting  Current,  3  0  Kvo,  F-4  Aircroft  Validated  Jul 

84  REV-GS 

MII.E.21480/1B 

AS 

18  Moy 

78 

AS 

O  1 

6115 

Generating  System,  25  KVA,  400  Hertz,  Alternating  Current,  integrolly  Excited, 
Brushless  Validated  Nov  87 

MIL-G-21480/4C 
NOTICE  1 

AS 

30  Nov 

87 

AS 

O 

6115 

Generotor  And  Starter  Generotor,  Electric  Direct  Current,  Nominol  30  Volts, 
Aircraft  Generol  Specification  Validated  Aug  85  USER-MI  REV-AV  GS 

MIL-G  6162B 

80 

15  Feb 

72 

ME  AS 

99 

L 

6115 

Generotor  Set,  Diesel  Engine,  Troiler  Mounted  30  Kw,  50/60  Hertz, 

PU-406B/M  REV-GS 

MII-G-52858A  (1) 

ME 

26  Jun 

85 

ME 

1 

6115 

Generotor  Set,  Diesel  Engine,  Alternoting  Current  For  Focilities  Construction,  10 
KW  Thru  500  KW  (Not  Stocked) 

MII-G-19826F 

YD 

26  Dec 

84 

YD 

1 

6115 

6115 

Generotor  Set,  Diesel  Engine,  100  KW,  450-VOLT  A.C.,  60  CYCLE,  1800 

R.P.M.  (Inoctive  For  New  Design)  Validated  Jun  81  REV-G^ 

Generotor  Set,  Diesel  Engine,  Stotionery,  Alternoting  Current,  30  Through  500 

KW  (For  Floating  Drydocks)  Validated  Jun  82  REV-ER  CR  99  GS 

MII-G-22997A 
NOTICE  1 

MIL  G  17264C  (1) 

SH 

SH 

30  Apr 

11  Apr 

65 

63 

SH 

MOSH 

6115 

Generotor  Set,  Diesel  Engine,  750  Kw,  50/60  Hertz,  Prime,  Utility  REV-CE  99 

GS 

Generotor  Set,  Diesel  Engine  60  KW,  450  Volt  A.C.  60  Cycle,  1800R.R.M. 
inactive  For  New  Design  Validated  Jun  81  REV-99  GS 

Mll-G  82058D 

ME 

30  Nov 

84 

ME  VD 

11 

L 

6115 

MII-G-15788B 
NOTICE  1 

SH 

'>7  Nov 

64 

SH 

L 

6115 

Generotor  Set,  Diesel  Engine  250  KW,  Alternating  Current  (Inoctive  For  New 
Design)  Validated  Jun  81  REV-GS 

Mll-G’24l97  (3) 
NOTICE  1 

SH 

30  Jon 

67 

SH 

L 

6115 

Generotor  Set,  Diesel  Engine,  Direct  And  Alternating-current,  (Novo)  Shipboord 
Use)  Validated  Apr  84  REV-GS 

MII  G-3048B  (1) 

SH 

13  Feb 

58 

SH 

L 

6115 

Generator  Set,  Diesel  Engine,  TR5B/G . . . . . . . . . 

MIL  G-53010  (1) 

ME 

01  JJ 

86 

ME 

L 

6115 

Generotor  Set,  D.esel  Engine,  450  Volt,  60  HZ  AC,  Single  And  Twin  Engine 

Driven,  Novol  Shipboord  Validated  Jun  61  REV-GS 

MII-G-21296A 

SH 

24  Feb 

76 

SH 

L 

6115 

Generotor  Set,  Diesel  Engine  Alternating  Current  (Novol  Submarine  Use) 

Vattdrfed  /..«  PI  »EV.GS 

Mll.G.24477 

SH 

08  Dec 

72 

SH 

1 

6115 

Generotor  Set,  Diesel  Engine,  Troifer  Mounted  60  Kw,  50/60  Hertz, 

PU  6.50B/G  REV-GS 

MII  G-52773A  (1) 

ME 

25  Jul 

86 

ME 

1 

6115 

Generotor  Set,  Diesel  Engine,  100  Kw,  120-VOlT  D.c.,  1800  R.p.m.  Validated 

Jun  82  REV-GS 

MILG.24.60 

SH 

24  Jon 

67 

SH 

t 

6115 

Generotor  Set,  Diesel  Engine,  Troincr  Mounted,  60  Kw,  4(X)  Hertz,  PU'707/M 
Validated  Feb  84  REV-GS 

MIL-G-52647 

ME 

04  Jun 

69 

ME 

L 

6115 

Generator  Set,  Diesel  Engine,  Troiler  Mounted  30  Kw,  400  Hertz,  PU  760/M 
REV-GS 

MII.G-52859A  (1) 

ME 

30  Apr 

87 

ME 

t 

6115 

Generotor  Set,  Diesel  Engine,  Troiler  Mounted  15  Kw,  50-60  Hertz,  PU  405 

A/M  REV-GS 

MII-G-52656A  (1) 

ME 

29  Jul 

86 

ME 

1 

6115 

Generotor  Set,  Diesel  Engine,  Troiler  Mounted  15  Kw,  400  Hertz,  PU-732'M 
REV-GS 

MII-G.52857A  (1) 

ME 

26  Jun 

85 

ME 

1 

6115 

Generotor  Set,  Diesel  Engine,  Trailer  Mounted  5  Kw,  60  Hertz,  PU-751/M  . . 

MIL  G-52902A 

ME 

17  Feb 

82 

ME 

627 
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6115 

Generotor  Set,  Diesel  Engine,  500  Kw  50/60  Hertz,  Tacticol  Utility  REV«80  GS 

MIL-G.52880A 

ME 

07  Ocl 

83 

ME 

99 

6115 

Generator  Set,  Diesel  Engine  Driven,  15  Kilowott,  50/60  Hertz,  Utility 
(Toclical)  REV-MC  GS 

MIL-G-5288a,2A  (1) 

ME 

13  Jon 

86 

ME  YD 

99 

6115 

Generotor  Set,  Diesel  Engine  Driven,  15  Kilowatt,  400  Hertz,  Precise,  (Tocticol) 
REV-MC  GS 

MILG-52884,3A  (1) 

ME 

23  Jon 

86 

ME  YD 

99 

6115 

Generotor  Set,  Diesel  Engine  Driven,  30  Kilowatt,  50/60  Hertz.  Precise, 

(Tocticol)  REV-MC  80  GS 

Ma-G.52884,4A  (1) 

ME 

09  Jon 

86 

ME  YD 

99 

1 

6115 

Generotor  Set,  Diesel  Engine,  Troiler  Mounted  10  Kw,  60  Hertz,  PU-753/M . . 

MIL-G-52903A 

ME 

09  Moy 

85 

ME 

6115 

Generator  Set,  Diesel  Engine  Driven.  200  Kilowatt,  50/  60  Hertz,  Precise, 

(Tocticol)  Validated  Jan  85  REV-SO  GS 

Mll.G-52884,  13  (1) 

ME 

27  Jun 

79 

ME  YD 

99 

6115 

6115 

Generotor  Set,  Diesel  Engine  Driven,  200  Kilowott,  50/60  Hertz,  Utility 
(Tocticol)  Validated  Jan  85  REV-80  GS 

Generator  Set,  Diesel  Engine,  Troiler  Mounted  60  Kw,  400  Hertz,  PU  707  A/M 
REV-GS 

MIL-G-528S4/14  (1) 

MIL-G  52886A  (1) 

ME 

ME 

27  Jun 

29  Jul 

79 

86 

ME  YD 

ME 

99 

6115 

Generator  Set,  Diesel  Engine  Driven,  30  Kilowatt,  50/60  Hertz,  Utility 
(Tocticol)  REV-mC  GS 

MIL  G-52884,5A  (1) 

ME 

23  Jon 

86 

ME  YD 

99 

6115 

Generotor  Set.  Diesel  Engine  Driven,  30  Kilowatt,  400  Hertz,  Precise,  (Tocticol) 
REV-MC  GS 

MIL-G-52884,6A  (1) 

ME 

23  Jon 

86 

ME  YD 

99 

6115 

Generotor  Set,  Diesel  Engine  Driven  5  KW,  60  Hertz  &  10  KW,  60  &  400 

Hertz  Tocticol,  Utility,  General  Specificotion  For  USER>CG  REV-mC  80  GS 

MIL-G-52889C 

INT  AMD  1 

ME 

01  Jul 

81 

ME  YD 

99 

6115 

Generotor  Set,  Diesel  Engine  Driven,  10  KW,  400  Hertz,  Tocticol,  Utility 

USER-CG  REV-MC  80  GS 

MlL-G-52889/3 

INT  AMD  1 

ME 

01  Jul 

81 

ME  YD 

99 

6115 

Generotor  Set,  Diesel  Engine  Driven,  60  Kilowatt,  50/60  Hertz,  Precise, 

(Tactical)  Validated  Nov  86  REV-MC  80  GS 

MILG.52884/7A 
NOTICE  1 

ME 

21  Nov 

86 

ME  YD 

99 

6115 

Generator  Set,  Diesel  Engine  Driven,  60  Kilowott,  50/60  Hertz,  Utility 
(Tocticol)  Validated  Nov  86  REV-MC  80  GS 

MII-G-52884/8A 

ME 

21  Nov 

86 

ME  YD 

99 

6115 

Generotor  Set.  Diesel  Engine  Driven,  60  Kilowatt,  400  Hertz,  Precise,  (Tocticol) 
REV-MC  80  GS 

MIL  G-52884,9A  (1) 

ME 

23  Jon 

86 

ME  YD 

99 

6115 

Generator  Set,  Diesel  Engine  Driven,  100  Kilowott,  50/60  Hertz,  Precise, 

(Tactical)  Validated  May  82  R6V-80  GS 

MllG-52884/10 

ME 

10  Dm 

75 

ME  YD 

99 

6115 

Generator  Set,  Diesel  Engine  Driven,  100  Kilowatt,  50/60  Hertz,  Utility 
(Tocticol)  Validated  May  82  REV-80  GS 

Mil  G-52884/'11 

ME 

10  Dec 

75 

ME  YD 

99 

6115 

Generator  Set,  Diesel  Engine  Driven,  1(X)  Kilowatt,  400  Hertz,  Precise, 

(Tactical)  Validated  May  82  REV-80 

MIL-G-52884/12 

ME 

23  Nov 

76 

ME  YD 

99 

6115 

6115 

Generotor  Set,  Diesel  Engine  Driven,  15  Kilowott,  50/60  Hertz,  Precise, 

(Tocticol)  REV-MC  GS 

Generotor  Set,  Gosoline  Engine  (Air  Cooled,  Portoble,  120  Volts,  60  Hertz, 

Single  Phose) 

MII-G-52884/IA  (1) 

A-A729 

ME 

t 

09  Jon 

24  Feb 

86 

81 

ME  YD 

99 

6115 

Generotor  Set,  Gas  Turbine  Engine,  60  Kw  400  Hertz,  Generot  Purpose . 

MIL.G.38195C  (2) 

80 

14  Nov 

85 

YD 

99 

1 

6115 

Generotor  Set,  Gasoline  Engine  Driven,  Direct  &  Alternating  Current  (Novol 
Shipboord  Use)  Validated  Jun  81  REV-GS 

MIL-G.2145A  (2) 

SH 

03  Sep 

64 

SH 

4115 

6115 

Generotor  Set,  Gasoline  Engine  Driven  10  Kw,  400  Hertz  Type  1  (Tocticol), 

Goss  2  (Utility)  REV-GL  ER  CR  80  GS 

Generator  Set,  Gosoline  Engine  (Stotionory,  120/240  V,  60  Hertz,  Singte 

Phose) 

MII-G-52732/12A 

A-A.732 

ME 

J 

27  Sep 

20  Feb 

85 

81 

ME  YD 

99 

L 

6115 

6115 

Generator  Set,  Gosoline  Engine,  Trailer  Mounted  10  Kw,  60  Hertz,  PU-619/-M 
REV-GS 

Generator  Set,  Gasoline  Engine  Portoble,  120/240  V,  60  Hertz,  Single  Phase).. 

MIL.G-52483B  (1) 
NOTICE  1 

A.A.733 

ME 

J 

02  Mor 

24  Feb 

88 

81 

ME 

11 

L 

6115 

6115 

Generotor  Set,  Gosoline  Engine,  Trailer  Mounted,  5  Kw,  60  Hertz,  PU-618/M 
Validated  Sep  86  REV-GS 

Generotor  Set,  Gosoline  Engine  Air  Cooled,  Stationary,  120  V,  60  Hertz, 

Single  Phase) 

MII.G-52495B 

NOTICE  1 

A-A-734 

ME 

1 

15  Sep 

25  Feb 

86 

81 

ME 

L 

6115 

Generator  Set,  Gasoline  Engine,  Troiler  Mounted  5  Kw,  60  Hertz,  PU*620/M 
REV-GS 

MIL-G-52557C 

ME 

19  Aug 

85 

ME 

4115 

Generotor  Set,  Gosoline  Engine  Driven,  0.5  Kv/,  60  Hertz  Type  t  (Tocticol), 

Goss  2  (Utility)  Validated  Oct  84  REV-MI  GL  ER  CR  GS 

MIL.G-52732/1 

ME 

23  Jun 

72 

ME  YD 

99 

6115 

Generotor  Set,  Gasoline  Engine  Driven,  0.5  Kw,  400  Hertz  Type  1  (Tocticol), 

Goss  2  (Utility)  Validated  Oct  84  REV-MI  AR  GL  ER  CR  GS 

MILG-52732/2 

ME 

23  Jun 

72 

ME  YD 

99 

6115 

Generotor  Set,  Gasoline  Engine  Driven,  0.5  Kw,  28  Volt  Direct  Current,  Type  i 
(Tocticol),  Goss  2  (Utility)  Validated  Oct  84  REV-MI  GL  ER  CR  80  GS 

MIL-G -52732/3 

ME 

23  Jun 

72 

ME  YD 

99 

6115 

Generator  Set,  Gosoline  Engine  Driven,  1.5  Kw,  60  Hertz  Type  1  (Tocticol), 

Goss  2  (Utility)  REV-GL  ER  80  GS 

MII-G.52732/4A 

ME 

27  Sop 

85 

ME  YD 

99 

6115 

Generator  Set,  Gosoline  Engine  Driven,  1.5  Kw,  28  Volt  Direct  Current,  Type  1 
(Tocticol),  Clots  2  (Utility)  Validated  Oct  84  REV-MI  GL  ER  CR  80  GS 

MIL.G.52732,5 

ME 

23  Jun 

72 

ME  YD 

99 

6115 

Generator  Set,  Gosoline  Engine  Driven  3  Kw,  60  Hertz  Type  1  (Tocticol),  Goss 

2  (Utility)  REV-GL  ER  CR  80  GS 

MIL.G-52732/6A 

ME 

27  Sop 

85 

ME  YD 

99 

6115 

Generotor  Set,  Gasoline  Engine  Driven,  3  Kw,  400  Hertz  Type  1  (Tocticol), 

Goss  2  (Utility)  Validated  May  84  REV-AR  Ml  GL  ER  CR  80  GS 

MIL-G-52732/7 

ME 

23  Jun 

72 

ME  YD 

99 

6115 

Generotor  Set,  Gasoline  Engine  Driven,  3  Kw,  28  Volt  Direct  Current,  Type  1 
(Tacticol),  Goss  2  (Utility)  Validated  Oct  84  REV-AR  Ml  GL  ER  CR  80  GS 

MIL-G-52732/8 

ME 

23  Jun 

72 

ME  YD 

99 

L 

6115 

Generator  Set,  Gosoline  Engine,  Troiler  Mounted,  10  Kw,  400  Hertz, 

PU.375B/G  Validated  Sep  86  REV-GS 

MIL.G.52537C 
NOTICE  1 

ME 

15  Sep 

86 

ME 

t 

6115 

Generator  Set,  Gosoline  Engine,  Troiler  Mounted,  10  Kw,  400  Hertz,  PU  656/G 
Validated  Jul  87  REV-GS 

MIL-G-525S2B 
NOTICE  1 

ME 

21  Jul 

87 

ME 

L 

6115 

Generator  Set,  Gosoline  Engine,  Troiler  Mounted  10  Kw,  60  Hertz,  PU'332A/G 
Validated  Feb  84  REV-GS 

Mil  G  525388 

ME 

26  Apr 

78 

ME 

6115 

Generotor  Set,  Gosoline  Engine  Driven,  5  Kw,  60  Hertz  Type  1 1  (Tocticol), 

Goss  2  (Utility)  Validated  Oct  84  REV-MI  GL  ER  CR  80  GS 

MllG-52732/9 

ME 

23  Jun 

72 

ME  YD 

99 

6115 

Generator  Set,  Gosoline  Engine  Driven,  5  Kw,  400  Hertz  Type  t  (Tocticol), 

Goss  2  (Utility)  Validated  Oct  84  REV-AR  Ml  GL  ER  CR  80  GS 

MII.G-52732/IO 

ME 

23  Jun 

72 

ME  YD 

99 

6115 

Generotor  Set,  Gosoline  Engine  Driven,  10  Kw,  60  Hertz  Type  i  (Tocticol), 

Goss  2  (Utility)  Validated  Oct  84  REV-MI  GL  ER  CR  80  GS 

MIl.G-52732/11 

ME 

23  Jun 

72 

ME  YD 

99 

623 


FSC  USTING 
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TITLE 
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PREP 
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CUSTODIAN 

1. 

6115 

Generator  Set,  Ootollne  Engine,  Trolier  Mounted  3  Kw,  60  Hertz,  PU>617/M 
REV-GS 

MIL.G.52524C 

ME 

09  May 

85 

ME 

6115 

Generotor  Set,  Gos  Turbine  Engine  Driven,  30  And  60  Kw,  400  Hz  REV«99 . 

MIL-G-83380 

80 

21  Feb 

79 

ME 

99 

1 

6115 

Generotor  Set,  Gosoline  Engine,  Trailer  Mounted  3  Kw,  60  Hertz,  PU*625/G 
REV.GS 

MIL.G-52636B  (2) 

ME 

04  Sep 

86 

ME 

L 

6115 

Generotor  Set,  Gotoline  Engine,  Troiter  Mounted,  5  Kw,  60  Hertz, 

Validated  Feb  84  REV-GS 

'  .G-52622B 

ME 

29  Jun 

78 

ME 

1 

6115 

Generotor  Set,  Gasoline  Engine,  Trailer  Mounted,  5  Kw,  60  Hertz,  PU-4 

Validated  Feb  84  REV-GS 

..G-52627A 

ME 

27  Apr 

71 

ME 

6115 

Generotor  Set,  Mobile  Electric  Power  And  Supplemental  Equipment,  Packaging 

Of  USER-EC  AS  REV-EL  SM  CR  MC  43  69  GS 

MIL-G-28554C 

YD 

17  Nov 

88 

ME  YD 

99 

L 

6115 

Generator  Set,  Steom  Turbine,  2500  KW,  450  Volt,  60  Cycle,  A.c.  (Inoctivs  For 
New  Design)  Validated  Jun  81  REV-GS 

MIL-G-19287C 

NOTICE  1 

SH 

25  Jun 

69 

SH 

L 

6115 

Generator  Set,  Steam  Turbine,  1500-KW,  450-VOLT,  60-CYCLE,  A.C.  (Inactive 

For  New  Design)  Validated  Jun  81  REV-GS 

MIL-G-22665  (1) 
NOTICE  1 

SH 

13  Jan 

64 

SH 

L 

6)15 

Generotor  Sets,  Steam  Turbine  (Direct  And  Alternating  Current)  (Naval 

Shipboord  Use)  Validated  Jun  81  REV-GS 

MIL-G-3087C 

SH 

15  Nov 

73 

SH 

611? 

Generotor  Sets,  Gasoline  Engine  Driven,  0.5KW  Thru  tOKW,  60  Hertz,  400 

Hertz  &  28  Volt  Direct  Current,  Type  1  (Tactical),  Closs  2  (Utility)  General 
Specification  For  REV-ER  GL  80  OS 

MII.G-52732B 

SUPP  1 

ME 

27  Sep 

85 

ME  YD 

99 

1 

6115 

Generotor  Sets,  Steam  Turbine,  Direct  Drive,  2000  KW,  450  Volt,  60  Cycle, 
A.C.(INACTIVE  For  New  Design)  Validated  Jun  81  REV-GS 

MIL-G-196508  (1) 
NOTICE  1 

SH 

15  Feb 

65 

SH 

6115 

Generator  Sets,  Electrico),  Measurements  And  Instrumentotions  USER-EL  AT  MC 
REV-TE  CE  AS  11  GS 

MIL-HD8K  705C 

ME 

29  May 

87 

ME  YD 

99 

1 

6115 

Generator  Sets,  Gos  Turbine,  Direct-ond  Alternotlng-current,  Naval  Shipboard 

Use  Validated  Jan  83  REV-GS 

MIL-G-22077B 

SH 

01  Aug 

77 

SH 

6115 

Generotor  Sets,  Engine&driven,  Methods  Of  Tests  And  Instructions  USER-AT  YD 
REV-TE  Ml  MC  AS  GS 

MIL-STD-705B 

NOTICE  3 

12  SEP  1975 

ME 

12  Sep 

75 

ME  SH 

11 

6115 

Generator  Sets,  Diesel  Engine  Driven,  15  Thru  200  Kilowatts  50/60  And  4(X) 

Hertz,  (Tocticol)  General  Specificotion  For  Validated  May  62  REV-MC  80  GS 

MIL-G-52884A  (2) 
SUPP  1 

ME 

03  Sep 

81 

ME  YD 

99 

6115 

Generator  Sets,  Diesel  Engine  Driven,  5  Kw,  60  Hertz,  Tocticol,  Utility 

Validated  Nov  86  USER-CG  REV-MC  80  GS 

MII-G-52889/1C 
NOTICE  1 

ME 

21  Nov 

86 

ME  YD 

99 

L 

6115 

Generator  Sets,  Gasoline  Engine,  Trailer  Mounted  3  Kw,  28  Volt  Dc,  PU-666/G 

MIL.G-52927A 

ME 

09  Moy 

85 

ME 

6115 

Generator  Sets,  Diesel  Engine  Driven,  10  KW,  60  Hertz;  Tocticol,  Utility 

Validated  Nov  86  USER-CG  REV-MC  GS 

MIL.G-52889/2C 
NOTICE  1 

ME 

21  Nav 

86 

ME  yd 

99 

1 

6115 

Generotor  System,  60  KVA,  4(X)  Hertz  Alternating  Current,  Integrally  Excited 
Brushless  Type 

MS-2S368H 

AS 

21  Mar 

86 

AS 

L 

6115 

Generotor  System,  Emergency,  2.5  Kva,  400  Hertz,  Alternoting  Currerst,  Rom 

Air  Turbine  Driven,  Detoil  Specificotion  For  Validated  Dec  87  REV-GS 

MIL.G-21480/3B 
NOTICE  1 

AS 

31  Dee 

87 

AS 

L 

6115 

Generator  System,  Alternating  Current,  Integrolly  Excited,  Brushless,  20  Kvo 
Validated  Dec  87  REV-GS 

MS.21967C 

NOTICE  1 

AS 

31  Dee 

87 

AS 

Q  1 

6115 

Generator  System,  10  KVA,  400  HZ,  AC,  Integrally  Excited  Brushless  Type 
Validated  Jul  84  REV-GS 

MII.G.21480/7A 

AS 

21  Jul 

78 

AS 

L 

6115 

Generotor  System,  Ac  Integrolly  Excited  10  Kvo-oircroft  Validated  Mar  83 

REV-GS 

MS-21968C 

80 

09  Sep 

75 

99 

Q  L 

6115 

Generator  System,  34  KVA,  400  Cycle,  AC,  Integrolly  Excited  Brushless  Type 

And  200  AMPS  At  28  Volts.  DC  Validated  Jul  84  REV-GS 

MIL-G-21480/8A 

AS 

04  Nov 

77 

AS 

L 

6115 

Generator  System,  Alternating  Current,  Integrolly  Excited,  60  Kvo  Brushless  (P-3 
Aircroft)  REV-GS 

MS-90325G 

AS 

15  Feb 

80 

AS 

L 

6115 

Generotor  System,  30  KVA,  400  HZ,  AC,  Integrolly  Excited,  Brushless  Type........ 

MIL-G-21480/21A 

AS 

05  Aug 

83 

AS 

L 

6115 

Generator  System,  Alternating  Current,  Brushless  30  Kva  F-4  Aircroft  Validated 
Aug  85  REV-GS 

MS-90302B 

AS 

01  Apr 

79 

AS 

L 

6115 

Generator  System,  Aircroft  400  HZ,3  Phase  115/200  Volt,  30/45  KVA... . 

MIL-G-21480/23 

AS 

03  Moy 

84 

AS 

L 

6115 

Generator  System,  20  Kvo,  400  Hertz,  Alternating  Current,  Integrolly  Excited, 
Brushless  Type,  Aircraft,  Self  Cooled  REV-GS 

MS-90304E 

NOTICE  1 

AS 

11  Dec 

87 

AS 

Q  L 

6115 

Generotor  System,  Emergency,  1.7  KVA,  400  HZ,  AC,  RAM  Air  Turbine  Driven 
REV-GS 

MII-G.21480/9B 
NOTICE  1 

AS 

o 

Z 

o 

< 

87 

AS 

L 

6115 

Generator  System,  20  Kvo,  400  Hertz,  Alternoting  Current,  Integrally  Excited, 
Brushless  Type,  Aircraft,  Blast  Cooled  Validated  Oct  84 

MS-90313E 

AS 

26  Mar 

78 

AS 

Q  1. 

6115 

Generator  System,  20  KVA,  400  HZ,  AC,  Stolicolly  Excited,  Brushtype 

Validated  Jun  83 

MIL-G-21480/'10B 

AS 

20  Dec 

76 

AS 

1 

6115 

Generator  System,  10  Kvo,  4(X>  Hertz,  Alternating  Current,  Integrolly  Excited, 
Brushless  Type,  A-4  Aircraft  Validated  Dec  88 

MS-21970B 

NOTICE  1 

AS 

31  Dec 

88 

AS 

1 

6115 

Generator  System,  10  KVA,  400  Cycle,  AC,  Intergrolly  Excited,  Brushless  Type 
Validated  Aug  85  REV-GS 

MIL-G-21480/11A 

AS 

05  Feb 

79 

AS 

O  1 

6115 

Generotor  System,  40  KVA,  400  HZ  AC,  Integrally  Excited,  Brushless  Type  . . 

MIL-G-21480/12E 

AS 

15  Jul 

83 

AS 

L 

6115 

Generator  System,  30  KVA,  400  HZ,  AC,  Integrolly  Excited,  Brushless  Type 
Validated  Jul  84  REV-GS 

M1L-G-21480/13A 

AS 

20  Jan 

78 

AS 

6115 

Generotor  System  400  Hertz,  Alternoting  Current,  Aircraft,  Generot 

Specificotion  For  Validated  Dec  67  REV-AV 

MIL-G-21480A  (1) 
NOTICE  1 

AS 

15  Dec 

87 

AS 

11 

01 

6115 

Generotor  System,  20  KVA,  400  HZ,  AC,  Integrolly  Excited,  Brushless  Type 
Validated  Jul  84  REV-GS 

MIL-G-21480/16A 

AS 

22  Feb 

78 

AS 

1 

6115 

Genetolor  System,  20  KVA,  400  HZ,  AC,  Integrolly  Excited,  Brushless  Type 

REV-n 

MIL-G-21480/17A  (1) 

AS 

23  Jul 

82 

AS 

1 

6115 

Generator  System,  30  KVA,  400  HZ,  AC,  Integrolly  Excited,  Brushless  Type 
Validated  Jun  83 

MIL-G-21480/18 

AS 

20  Oct 

76 

AS 

1 

6115 

Generator  System,  Aircraft,  400  HZ,  3  Phose  1 15/2(X)  Volt,  50  KVA  And  90 

KVA 

MIL-G-21480/19A 
NOTICE  1 

AS 

29  Ocl 

79 

AS 

6115 

Generotor,  Allernatingcurrent  (650  Ampere  Rectified),  28  Volts  Direct  Current 
(Oil  Cooled) 

Mll-G-62186 

AT 

19  Jan 

88 

AT  YD 

99 

1 

6115 

Generotor,  Alternoting  Current,  60  Cycle  (Naval  Shipboord  Use)  REV-GS . 

MII-G-3124C  (3) 

SH 

12  Mar 

65 

SH 

1 

6115 

Generotor,  Direct  Current:  G-76B/G...... . . . 

MII-G-49460  (1) 

ER 

04  Mar 

87 

ER 

629 
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DOCUMENT 


ESC 

TITLE 

NUMBER 

PREP 

DATE 
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L 

6116 

Generator,  Direct  Current,  G>43(  )/G  (Hond  Cranked)  (Inactive  For  New 

MIL-G-I4106B 

CR 

10  Apr 

87 

CR 

Oeitgn)  REV-GS 

6116 

Generator,  Direct  Current,  300  Ampere,  Clo$»  A,  Blatl  Cooled,  3000*8000  Rpm 

MS-903320 

AS 

11  Dec 

87 

AS 

99 

REV-GS 

NOTICE  1 

1 

6116 

Generotor,  Direct  Current  G‘67(  (/g  Validated  Feb  85.... . . . . . . 

M1L-G-4P140 

ER 

19  Oel 

77 

ER 

1 

6116 

Generator,  Direct  Current,  400  Ampere  Cioss  A,  Blast  Cooled,  3(X)0*8000  Rpm 

MS-3364A 

AS 

12  Sep 

77 

AS 

Validated  Jvn  83 

1 

6116 

Generotor,  Direct  Current,  G-76  {  )/g  With  Accessories........... . . . 

MIL-G-49369A  (3) 

ER 

25  Ocl 

84 

ER 

6116 

Generotor,  Electric,  Direct-current  Novo!  Shipboard  Use(  Validated  Apr  64 

MIL-G-3111C  (1) 

SH 

09  Ocl 

69 

SH 

99 

REV-GS 

L 

•6116 

Generotor,  Motor,  And  Auxiliary  Equipment,  Direct  Current,  Naval  Ship 

MIL.G-184738 

SH 

24  Nov 

78 

SH 

Propulsion  Validated  Dec  83  REV*GS 

6115 

Generators,  Cylindrical  Rotor  Synchronous,  Requirements  For  •  4  Aug  75 

ANSI  C50-13-77 

YD 

17  Jon 

85 

ME  YD 

99 

REV-80  GS 

L 

6116 

Governing  Systems,  Speed  And  Load'senslng  (For  Electric  Generotor  Sets) 

Mll-G-21410  (3) 

SH 

12  Aug 

65 

SH 

Validated  Jun  81  REV-GS 

L 

6116 

load  Bank.  Ac,  0-33KW,  Resistive  REV<GS . . . . 

MII-1-62366C 

CR 

21  Mar 

84 

CR 

6116 

Machines,  Synchronous,  Gcnerol  Requirements  For  -  4  Aug  75  REV*80  GS . 

ANSI  C50. 10-77 

YD 

14  Jon 

85 

ME  YD 

99 

6116 

Mobile  Electric  Power  Engine  Generator  Stondord  Family  Chorocteristics  Doto 

MIL-SID-633E 

ME 

22  Feb 

80 

ME  YD 

99 

Sheet  USER-C6  AS  EC  REV-MI  MC  11  GS 

L 

6116 

Mounting  Devices  For  Aircraft  Electric  Equipment,  Quick  Attoch  Detoch, 

MS-I7320F 

AS 

31  Dec 

87 

AS 

Circulor,  5*,  8-,  And  10  Inch  Validated  Dec  87 

NOTICE  1 

1 

6115 

Nonmetollic  Shoft-caupllng  Details,  Engine  Driven  Accessories  Validated  Dec  87 

MS-14184A 

NOTICE  1 

AS 

31  Dec 

87 

AS 

L 

6116 

Power  Pockoge,  Emergency  AC/DC  Generotor,  Rom  Air  Turbine  Driven 

MIL-P-85034 

AS 

06  May 

76 

AS 

Validated  feb  82 

1 

6116 

Power  Plant,  Diesel  Engine,  Trailer  Mounted  200  KW,  60  Hertz,  AN/MJQ'llA 

MlL-P-53069 

ME 

08  Jul 

87 

ME 

1 

6116 

Power  Plant,  Electric,  Diesel  Engine,  Trailer  Mounted  5  Kw,  60  Hertz, 

MIL-P-S2894B 

ME 

16  Aug 

85 

ME 

AN/MJQ-16  REV-GS 

L 

6115 

Power  Plont,  Electric,  Troiler  Mounted,  Diesel  Engine,  60  Kw,  50/60  Hertz, 

MIL-P-52979  (1) 

ME 

29  Jul 

86 

ME 

AN/MJQ.12A  REV-n 

L 

6115 

Power  Plant,  Electric,  Troiler  Mounted,  Diesel  Engine,  10  KW,  50/60  Hertz, 

MII-P-52897A  (1) 

ME 

11  Sep 

86 

ME 

AN/MJQ*18 

L 

6116 

Power  Plant,  Electric.  Diesel  Engine  Drive,  Trailer  Mounted.  3  KW,  60  Hertz, 

MIL-P-53087 

ME 

03  Feb 

89 

ME 

AN/MJQ-32 

L 

6116 

Power  Plant,  Electric,  Troiler  Mounted:  Diesel  Engine,  30  KW,  50/60  Hertz, 

MII-P-52854A  (2) 

ME 

30  Mor 

87 

ME 

AN7MJQ-10A  REV-GS 

1 

6116 

Power  Plont,  Electric  Diesel  Engine,  Troiler  Mounted  lOKW,  400  Hertz, 

MIL-P-S3045A 

ME 

27  Jun 

86 

ME 

AN/MJQ-2S 

1 

6113 

Power  Plont,  Electric,  Troiler  Mounted,  Diesel  Engine,  15  Kw,  400  Hertz, 

MIL-P-S2855A  (2) 

ME 

28  Jul 

86 

ME 

AN/MJQ-1S  REV-GS 

1 

6115 

Power  Plont,  Utility,  Must  Hospital  System  Validated  Jut  87  USER-MC  REV-GS.. 

MIL-P-52632D  (3) 
NOTICE  1 

ME 

21  Jul 

87 

ME 

1 

6116 

Power  Supply  (Plate  Supply-timer  Unit  PE-244-)  (),  REV-GS . . 

MIL-P-10653D  (2) 

ER 

21  Jul 

81 

ER 

L 

6116 

Protector,  Underfrequency  F-4  Aircraft  . . . . . 

MS-3312C 

AS 

30  Sep 

80 

AS 

1 

6115 

Protector,  Underfrequency  A4«E,  A4-F  Aircraft  Validated  Oct  84  REV-GS  .......... 

MS-904I2E 

AS 

26  Mor 

78 

AS 

L 

6115 

Starter  Generotor,  30  Volt,  Direct  Current  400  Ampere,  Aircroft  Engine  Driven 

MIL-S-6I62/1C 

AS 

02  Sep 

88 

AS 

Validated  Sep  88 

NOTICE  1 

L 

6116 

Starter  Generator,  Direct  Current,  3(X)  Ampere,  30  Volt,  Wide  Speed  Ronge, 

MS-18108B 

AS 

08  Feb 

74 

AS 

Class  A,  Type  3  Validated  May  80  REV-GS 

L 

6116 

Starter-generator,  30  Volt,  Dirs-t  Torrent,  200  Ampere,  Aircroft  Engine  Driven .. 

MIL-S-6I62/2A 

AS 

15  Mor 

86 

AS 

1 

6115 

Transmission,  Power,  Constant  Speed  17  Hp  And  21.7  Hp  Validated  Mar  88 

MS-17333D 

AS 

15  Mor 

88 

AS 

REV-GS 

NOTICE  1 

L 

6116 

Cell,  Solar,  Silicon,  Generol  Specificotion  For  Validated  May  82 . . . . 

MIL-C-83443A 

11 

30  May 

75 

11 

1 

6116 

Cell,  Scilor,  Silicon,  S.lver  Contoct  Validated  May  82 . . . . . . 

MIL-C-83443/1A 

11 

30  Moy 

75 

11 

6120 

Substations,  Primary  Unit,  Standord  For  •  1970  KEV-SH  80  GS . . 

NEMA  201-70R76R82 

YD 

27  Jun 

86 

ME  YD 

99 

6120 

Substations,  Secondary  Unit  -  1982 . . . 

NEMA  210-70R82 

YD 

24  Dec 

85 

ME  YD 

99 

6120 

Tronsformer  230  000  Volts  &  Below  833/958  Through  8333/10  417  Kvo,$ingle 

ANSI  C57-12-10.77 

YD 

28  Jun 

85 

ME  YD 

99 

Phose,  i  750/862  Through  60  000/80  000/100  OOC  Kvo,  Thr^re  Phose, 

Americon  Notional  Stano'ord  Requirements  For  •  13  Sept  76  REV-SH  80  GS 

6120 

Transformer.with  Separable  Insuloted  High  Voltage  Connectors,  High  Voitoge, 

ANSI  C57-12-25-81 

YD 

15  Aug 

85 

ME  YD 

99 

34,500  GrdY/19  920  Volts  &  Below,  Low  Voltage  240/120  Volts,  167  Kvo  & 
Smoller,  Pod  Mounted,  Comportmentol  Type,  Self  Cooled,  Singij  Phose 
Distribution  >  12  Jan  81  REV-SH  80  GS 

t 

6120 

Tronsformer,  Dry-type,  Power  Dislributlott,  Step  Up  And  Step  Down  Service, 

MIL-T-82402 

CG 

05  Mor 

65 

CG 

1000  Kvo  And  Below  Validated  Feb  78  REV-MI  YD  GS 

6120 

Tronsforrner,  Dry  Type  Distribution  &  Power,  Test  Code  for  29  Nov  78 

IEEE  C57.12-91-79 

YD 

07  Jun 

85 

ME  YD 

99 

REV-SH  85  GS 

6120 

Tronsformer,  Power  D^tributlon  USER-MI  CE  MC  11  REV-GS  . . 

W-T-631C  (2) 

•ME 

07  Ocl 

66 

ME  YD 

99 

6120 

Transformer,  500  Kvo  6  Srrclla/;  High  Voltage,  67,000  Volts  &  Below;  low 

ANSIC  57.12-20-81 

YD 

16  Jul 

85 

ME  YD 

99 

Voitoge,  15,000  Volts  &  Below,  Overhead  Type  Distnoution,  Requirements 

For -31  Dec  80  REV-SH  80  GS 

6120 

Tronsformers  With  High  Voitoge  Bushings;  High  Voitoge  34  500  GrdY/lV  920 

ANSI  C57-12.22-80 

YD 

21  Jul 

85 

ME  YD 

99 

Volts  &  Below,  25(X)  Kvo  &  Smo'ler,  Pod  Mounted,  Comportmentol  Type,  Self 
Cooled,  Three  Phose  Distribulion.  Americon  NgI?<vio1  Sfwdord  R»»q«I'cments 

For  -  22  Oct  79  REV-SH  GS 

6120 

Tronsformers,  Dry-typedistribution  And  Power  •  28  Nov  78  USER-GS  . 

IEEE  C57-I2.01-79 

YD 

11  Feb 

86 

ME  YD 

6120 

Tronsformers,  Instrument  -  30  Mar  1978  REV-SH  99  GS. . . . . . 

IEEE  C57-13-78 

YD 

27  Jon 

86 

ME  YD 

80 

6120 

Tronsformers,  Liquid  Immersed  Distribution,  Power,  &  Regulating  •  14  Dec  78 

IEEE  C67.12.00-80 

YD 

10  Jon 

85 

ME  YD 

REV-SH  OS  NI  GS 

6120 

Transformers,  Overhead*type  Distribution,  500  Kvo  &  Smaller;  High-volloge, 

ANSI  C57-12.20-81 

YD 

16  Jul 

85 

ME  YD 

99 

67,000  Volts  &  Below,  low  Volloge,  16,000  Volts  &  Below,  Americon 
Notional  Stondord  Reqoirements  For  •  3 1  Dec  80  REV*SH  80  G5 
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Q  1 

4120 

Transformers,  Power,  Step  Down,  Single  Phose,  60  Hertz,  1  Kitovottompere 

MII-T-15108C  (1) 

SH 

03  Jul 

85 

SH 

Approximote  Minimum  Roting,  Dry  Type,  Novol  Shipboard  USER*OS  REV*GS 

Ql 

4120 

Transformers,  Power,  Distribution,  Single  Phase,  400  Hertz,  Insulotion  System 

MII-T-17221B  (1) 

SH 

03  Jul 

85 

SH 

Class  220  Deg.  C,  Dry  (Air  Cooler),  (Novol  Shipboard  Use)  REV>MI  GS 

4120 

Tronsformers,  500  KVA  And  Smoller:  High  *  Voltage,  67,000  Volts  &  Below; 

ANSI  C12.20-81 

ME 

14  Jul 

85 

YD 

99 

Low  •  Voltage,  15,000  Volts  &  Below,  Requirements  For  Overhead  •  Type 
Distribution  -  31  Dec  80  REV-SH  80  GS 

4120 

Trosformers,  Regulotors  &  Reactors,  Standard  For  >  1960  USER*SH  REV>80  GS 

NEMA  TR1-80 

YD 

10  Jul 

84 

ME  YD 

99 

L 

4125 

Converter  '  Constant  Voltoge  300  Amp,  30  Volts  Dc  (For  Ground  Use) 

MS-25303A 

AS 

17  Jun 

71 

AS 

(Inactive)  Volldated  Jun  81  REV*GS 

L 

4125 

Converter,  Signol  Doto  CV*2461(  (/o  Validated  May  80  REV-OS  . . . 

Mll-C-81344  (1) 

AS 

01  May 

48 

AS 

Q  L 

4125 

Converter,  Synchro  Signal  (Ponel  Mounted)  REV-OS  GS  . . . . 

MII-C-24105C  (1) 

SH 

28  Sep 

84 

SH 

L 

4125 

Converter,  50  Ampere,  Class  C  Nonreguloted,  Aircroft,  Fon  Cooled  REV-G$  ...... 

MS-18103D 

AS 

30  Sep 

88 

AS 

L 

4125 

Dynamotor  Power  Supply  DY-88/GRC*9  Validated  Jan  63  REV-GS . 

MtL-D-115S4A  (1) 

ER 

26  Jun 

64 

ER 

4125 

Dynamolor,  Generol  Specification  For  USER*MC  REV-99  GS. . 

MILD-24C 

ER 

20  Apr 

84 

ER  AS 

11 

4125 

Dynomolor,  Type  DY  97/GRC  9  Volldaltd  Jan  5.1  USER-MC  REV-ll  99  GS  .... 

MIL-D-24/7B 

ER 

10  Apr 

64 

ER  AS 

4125 

Dynomolor,  Type  DY  134/GRC  9X  Volldaltd  ‘on  $3  USER-MC  REV-11  99  GS 

MIL.D.24/9B 

ER 

10  Apr 

64 

ER  AS 

4125 

Engine,  tnternol  Combustion,  Generotor  Ur.ts,  Speed  Governing  Of,  leee 

IEEE  124-1959(RS3) 

YD 

23  Nov 

87 

ER  YD 

Recommended  Specification  For  •  15  icn  59  REV*$H  GS 

1 

4125 

Frequency  Converter,  Mobile,  Type  MC-U  REV*GS.... . . 

MIL-F-9397E  (2) 

80 

26  Sep 

84 

99 

4125 

Inverter,  Aircraft,  2500  Vo,  3/1  Phase,  400  Cycle,  Class  B,  Multipurpose 

MS-17404B 

AS 

02  Sep 

88 

ME  AS 

99 

Validated  Sep  88  REV-GS 

NOTICE  1 

Q 

4125 

Inverter,  Aircraft,  General  Specificotion  For  (Asg)  Validated  May  60  USER-MI 

MIL-I-7032F  (2) 

AS 

22  Jun 

73 

AV  AS 

11 

REV-AV  11 

SUPP  1 

L 

6125 

Inverter,  VIbrolor  PP-1703/U  Validated  Jan  33  REV-GS  . . . . . . . 

MIL-I.14403B 

ER 

18  Sep 

70 

ER 

•4125 

Inverter,  100/60  VA,  3/1  Phose  To  100  VA,  1  Phase,  Closs  B,  Multipurpose 

MS.16057F 

AS 

31  Dec 

87 

ME  AS 

99 

Volldaltd  Dtt  87  USER-AV  CG  MC  REV-MI  ER  80  GS 

NOTICE  1 

4125 

Inverter,  250VA,  3/1  Phose  And  1  Phase,  Clo.s  B,  Multipurpose  REV-GS  . 

MS-21983E 

NOTICE  1 

AS 

31  Dec 

87 

ME  AS 

99 

L 

4125 

Inverter,  2500  Vo,  3/1  Ptiose,  Cloi.  o  Joldaltd  Stp  88  REV-.MI  GS . 

MS.14042C 

NOTICE  1 

AS 

02  Sep 

88 

AS 

L 

4125 

Inverter,  350  Volt  Ampere  Validated  Feb  SO  REV-GS . . 

MIL-I-12459A  (1) 

AR 

28  Apr 

59 

AR 

L 

6125 

Inverter,  5000VA,  3/1  Phose,  Class  A  35'X)VA,  3/1  Phase,  Closs  B  Validated 

MS-25202B 

AS 

27  Sep 

76 

AS 

Jul  82  REV-GS 

4125 

Inverter,  750  Vo  3/1  Phase,  750  Va  3  Phase,  And  1000  Va  1  Phose  Cliss  B, 

MS-17404C 

AS 

31  Dec 

87 

ME  AS 

99 

Multi-purpose  Validated  Dec  8'  REV-AV  ER  80  GS 

NOTICE  1 

1 

4125 

Motor  Generotor  PU-335(  )/MPM-25  REV-GS . 

MII-M.55227A 

ER 

25  Mor 

83 

ER 

1 

4125 

Motor  Generator  PU-126(  )/U  (R  stdry  Converter)  REV-GS . 

MII-M-55143A  (1) 

ER 

01  Aug 

83 

ER 

1 

4125 

Motor  Generator,  60  Cycle  AC  To  400  Cycle  AC  (Voltoge  And  Frequency 

MIL-M-19433B  (2) 

SH 

17  Jon 

72 

SH 

Regulated)  Shipboard  Service  Velldoted  Jvn  81  REV-GS 

L 

4125 

Motor  Generotor,  AC  To  DC,  Shif  boord  Service  Validated  Jan  81  REV-GS . 

MIL-M-19147  (2) 

SH 

08  Sep 

44 

SH 

1 

4125 

Motor  Generator,  DC  To  DC,  Shisboard  Service  Validated  Jan  81  REV-GS . 

MIL-M-19283  (1) 

SH 

28  Jun 

54 

SH 

1 

4125 

Motor  Generator,  60  HZ  AC  To  4X)  HZ  AC  Shipboard  Service  Validated  Jvn 

MIL-M-19140C 

SH 

30  Sep 

70 

SH 

81  REV-GS 

L 

4125 

Motor  Generotors,  300  KW  DC  To  AC,  AC  TodC  Submorine  Service  Validated 

MII-M-19249A 

SH 

4  Jul 

54 

SH 

Jan  81  REV-GS 

L 

4125 

Motor  Generotors  DC  To  AC,  Shipboard  Service  REV-GS . .  . . 

MIL-M-19097B  (3) 

SH 

16  Nov 

82 

SH 

4125 

Motor  Genrators  PU-2  0/U  And  PU-33/U . . . . . . 

MII-M-14305A  (1) 

ER 

28  Jul 

83 

ER 

1 

6125 

Motor-generotor,  Skid  Mounted,  Type  MD-4  Validated  Avg  8S  REV-GS . 

MII-M-4820E 

80 

24  Jul 

79 

99 

6125 

Motors  &  Generators  -  1978  US6R-AR  ME  REV-AS  99  GS . . . . 

NEMA  MG1-78R82 

YD 

20  Jan 

84 

ER  YD 

85 

4125 

Rotory  Converter  (Motor  Generotor)  PU  134  ()/U,  PU  140  0/U,  PU  141  0/0 

M"  ~  •  '741A 

ER 

12  Sep 

62 

&  PU  143  ()/U  (Inactive  For  New  Design  Validated  Avg  83 

Nl'iIk.c  1 

L 

4130 

Automotic  Battery  Charger  And  Tester  Validated  May  80  REV-GS . . 

MS-2527B 

AS 

19  Nov 

57 

AS 

4130 

Boltery  Charger  Mobile,  High  Rate,  For  6  And  12  Volt  Botteries  . . . 

A-A-584 

: 

31  Oct 

79 

4130 

Bottery  Chorger  And  Analyzer,  Mobile,  For  6  And  12  Volt  Botteries  . 

A-A-594 

t 

15  Nov 

79 

4130 

Boltery  Charger  (For  6/12/18/24  Volts)..... . . . . . 

A-A.1741 

z 

17  Apr 

81 

4130 

Battery  Chorger  And  Analyzer,  Mobile  High  Rote,  For  6-,  12,  And  24  Volt 

A-A-597 

X 

09  Dec 

79 

Botteries 

4130 

Battery  Chorger,  Portoble,  For  6  And  12  Volt  Batteries  . . 

A-A-598 

t 

05  Dec 

79 

4130 

Battery  Chorger,  Dual  Circuit,  Slow  Rote,  For  Series  Charging  Of  72  Or  144 

A-A.602 

X 

31  Oct 

79 

Volts  Of  Botteries 

4130 

Boltery  Chorger,  Portoble,  Slowrate  For  Series  Chorging  Of  6  To  84  Volt 

A-A-401 

X 

11  Dec 

79 

Botteries 

4130 

Bottery  Charger,  Single  Phose,  For  Charging  6  Cell  Indusfriol  Storoge  Botteries.. 

A-A-405 

X 

31  Oct 

79 

4130 

Boltery  Charger,  Three  Phose,  F  Or  Chorging  6  Cel)  tndustriol  Storoge  Batteries 

A-A-404A 

X 

20  May 

81 

4130 

Boltery  Charger,  Single  Phose,  For  Chorging  9  Cell  fndusiriol  Storoge  Botteries.. 

A-A-409 

X 

05  Dec 

79 

4130 

Boltery  Chorger,  Three  Phase,  For  Charging  Nine  Cell  fndustriol  Storoge 

A-A-410 

X 

31  Oct 

79 

Botteries 

4130 

Doticry  Charger,  Single  Fhosc,  For  Chorging  12  Cel!  industrioi  Storog  Batteries.. 

A-A-6'i  1 

! 

31  Get 

79 

6130 

Bottery  Chorger,  Three  ^hose.  For  Charging  12  Cell  Indusfriol  Storage  Botteries 

A-A-612 

X 

19  Nov 

79 

6130 

Battery  Chorger,  (  Those,  For  Chorging  15  Cell  Industrioi  Storoge  Batteries 

A-A-613 

X 

11  Dec 

79 

4130 

Bottery  Chorger,  .  ^hose.  For  Charging  15  Cell  Industrioi  Storoge  Botteries 

A-A-614 

X 

10  Dec 

79 

4130 

Battery  Chorger,  Single  Phase,  For  Chorging  16  Cell  Industrioi  Storoge  Botteries 

A-A-415 

X 

10  Dec 

79 

4130 

Battery  Chorger,  Three  Phase,  For  Charging  16  Cell  Industrioi  Storage  Botteries 

A-A-414 

X 

09  Dec 

79 

4130 

Boltery  Chorger,  Single  Phase,  For  Chorging  18  Cell  fndustriol  Storoge  Botteries 

A-A-617 

i 

09  Dec 

79 

4130 

Boltery  Charger,  Three  Phose,  For  Charging  18  Cell  Industrioi  Storoge  Botteries 

A-A-418 

X 

09  Dec 

79 

4130 

Boltery  Charger,  Single  Phase,  For  Charging  24  Cell  Indusfriol  Storoge  Batteries 

A-A-419 

X 

09  Dec 

79 

4130 

Boltery  Charger,  Three  Phose,  For  Chorging  24  Cell  Industrioi  Storoge  Batteries 

A-A-420 

i 

09  Dec 

79 

4130 

Bottery  Chorger,  Portable,  Slow  Rote,  For  24-  Or  36-VOLT  Botteries . . . 

A-A-599 

X 

30  Oct 

79 

4130 

Bottery  Chorger,  Three  Phase,  For  Chorging  36  Cell  Industrioi  Storage  Botteries 

A.A.621 

t 

30  Oct 

79 

4130 

Bottery  Chorgers,  Stondord  For  •  Second  Edition  -  27  Apr  81  (Chg  Notice  1).... 

Ul  1234  81 

CHG  NOTICE  1 

YD 

17  Dec 

82 

ER  YD 

99 

631 
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6130 

Coble  Assemb)/,  Externol  Electric  Power,  Aircraft,  28  Volt  DC  External  Electric 

MS-90347C 

AS 

31  Aug 

78 

ER 

AS 

85 

Power  Validated  Oel  84  REV-11  GS 

6130 

Charger  Anolyzer  For  Vented  Cell  Nickel  Codmium  Batteries  Volidoted  Jun  83  .. 

A-A-50799 

780 

16  Feb 

82 

99 

L 

6130 

Charger,  Bottcry,  Silicon  Diode,  Type  A>1  REV>GS . . . . 

MIL-C-4928A  (1) 

80 

03  jon 

79 

99 

0  1 

6130 

Charger,  Bottery,  Automotic,  Portable,  Rectifier  Type  REV«GS  . . . 

MII-C-24095B  (2) 

SH 

18  Mar 

86 

SH 

6130 

Chorger,  Battery,  Semiconductor  Rectifier  (For  Chorging  tndustriol  Storage 

W-C-260C 

: 

30  Jun 

7S 

ER 

SA 

99 

Botteries)  REV*GL  ER  SH  SA  85 

INT  AMD  1 

L 

6130 

Chorger,  Bollery  PP-4127(  )/U  REV-CR  GS  . 

MIL-C-S5639A  (2) 

ER 

25  Nov 

80 

ER 

6130 

Chorger,  Bottery,  Metallic,  Power  Unit  PP*34/MSM  Vaiidated  Jan  63  USER-MI 

MIL-C-12539B 

ER 

26  Sep 

60 

ER 

MC 

99 

REV-80  GS 

1 

6130 

Chorger,  Battery,  PP  7286/U..... . . . . . . . 

MIL-C-49144  (3) 

CR 

15  Jon 

88 

CR 

L 

6130 

Charger,  Bottery,  Generotor  Type  Volidalcd  Jun  8i  REV-GS, . . 

MIL-C-18438B  (1) 

SH 

26  Nov 

62 

SH 

L 

6130 

Charger,  Bottery,  Metallic  Rectifier,  Naval  Shipboard,  Guided  Missile 

Mll-C-81011 

OS 

10  Mur 

64 

OS 

Appllcotlon  Validated  Apr  82  REV*GS 

6130 

Charger,  Bottery,  PP'7562/U  REV-Al  . . . . . 

Mll-C-44(X)9A 

GL 

28  Jon 

82 

Gl 

11 

L 

6130 

Chorger,  Bottery  PP-7311  /PAS'7  Validated  Mar  87  USER-AR.... . . 

MIL-C-49085 

NOTICE  1 

CR 

26  Mar 

87 

CR 

L 

6130 

Chorger,  Bottery,  Nickel  Cadmium,  Aircraft . . . . 

DOD-C-850S0  (2) 

AS 

08  Jul 

83 

AS 

L 

6130 

Chorgti.%  Bottery,  Nickel  Cadmium  Aircraft  30  Ampere  Charger,  DC  Imput . 

DODC-85050/1A 

AS 

03  Aug 

83 

L 

6130 

Chorger,  Battery,  PP-1451(  )/G  Validated  Jon  83  REV-GS  . . . . 

MIL-C-SS21 18 

ER 

08  Aug 

69 

ER 

L 

6130 

Chorger,  Battery  PP-1660(  (/g  Validated  Jan  63  REV-GS  . . . . 

MIL-C.55532A 

ER 

24  Oct 

69 

ER 

L 

6130 

Charger,  Bollery,  PP-1659(  )/G  Vatidaled  Jan  83  REV-EA  GS . 

MIL-C-5S1588  (1) 

CR 

27  Aug 

74 

CR 

L 

6130 

Charges,  Bottery,  lift  Truck  And  Pallet  Tronsporter  Battery  Service  (Metric) . 

DOD-C-24529  (5) 

SH 

06  Sep 

83 

SH 

L 

6130 

Converter,  Aircraft,  150  Ampere  Type  II,  Blest  Cooled,  Closs  C . . . 

Mll-C-7115/3 

AS 

13  Sep 

85 

AS 

O  1 

6130 

Converter,  Aircraft  Dc  To  Dc,  Boost  Genero!  Specification  For  Volidoted  Mar 

MIL-C-81991 

AS 

14  Moy 

75 

AS 

81  REV-MI  GS 

o 

6130 

Converter,  Aircraft,  General  Speclficotion  For  REV-MI  AV  80  GS . 

MIL-C-7115E 

SUPP  1 

AS 

08  Jul 

S3 

ME 

99 

1 

6130 

Converter,  1(X)  Ampere,  ^!jss  B  Aircraft,  Self  Cooled........ . 

MS-17335G 

AS 

3D  Sep 

88 

AS 

L 

6130 

Converter,  100  Ampe*^,  Aircraft,  Class  B,  Regulated,  Fon  Cooled  Validated  Jun 

33 

Converter,  100  Ampere,  Class  C  Static,  Aircraft,  Blast  Cooled  Validated  Jul  80 

DODC-711S/1 

AS 

24  May 

77 

AS 

L 

6130 

MS-3370A 

AS 

23  Nov 

70 

AS 

REV-GS 

L 

6130 

Converter,  100  Ampere,  Closs  C  Aircraft,  Fan  Cooled  REV-GS.. . . 

MS-17976F 

NOTICE  1 

AS 

30  Sep 

88 

AS 

6130 

Converter,  150  Ampere,  Class  C  Aircraft  Blast  Cooled  REV-GS . . 

MS-18111E 

AS 

31  Dec 

87 

ME  AS 

99 

NOTICE  1 

1 

6130 

Converter,  200  Ampere,  Aircraft,  Class  B,  Fan  Cooled . . . 

MIL-C-7115/2A 

AS 

15  Aug 

86 

AS 

1 

6130 

Converter,  200  Ampere,  Closs  A  Validated  Dec  87  REV<G$ . . . 

MS-28 126E 

NOTICE  1 

AS 

31  Dec 

87 

AS 

6130 

Converter,  200  Ampere,  Class  8  Aircraft  USER-ER  REV-GS  . 

MS-28132J 

AS 

30  Sep 

88 

ME 

Q  L 

6130 

Converter,  4  Ampere  Oc  To  Oe,  Boost  Class  A,  Multipurpose  Validated  Jun  83 

Mll-C-81991/)A  (1) 

AS 

24  Nov 

75 

AS 

REV-GS 

6130 

Converter,  50  Ampere,  Class  6  Validated  Aug  8S  USER-ER  REV-GS  . . . 

MS-28133D 

AS 

15  Dec 

69 

ME  AS 

1 

6130 

Frequency  Changer,  Solid  Stole  (Naval  Shipboard)  REV-GS  . . . . 

MIL-F-24122C 

SH 

01  Dec 

83 

SH 

6130 

Frequency  Changer,  Stotlc,  Air  Cooled  (Novol  Shipboord) . . . 

MIL-F-24713 

SH 

21  Feb 

89 

L 

6130 

Frequency  Chonger,  Solid  State,  Air  Cooled  (Naval  Shipboord) . . 

MIL-F-24638 

SH 

30  Jul 

84 

SH 

1 

6130 

Inverter,  Aircroft,  Oc  To  Ac,  Stotic,  lOOVA  3  Phose  And  lOOVA  1  Phose  Multi 

MIL-l-85071/1 

AS 

20  Nov 

87 

AS 

Purpose,  Closs  B  Validated  Nov  87 

NOTICE  1 

L 

6130 

Inverter,  Aircraft,  Oe  To  Ac,  Static,  250VA,  3  Phose  And  250  VA  1  Phose, 

Mll-l-85071/2 

AS 

11  Dec 

87 

AS 

Multipurpose,  Class  B  Validated  Dec  87 

NOTICE  1 

L 

6130 

Inverter,  Aircraft,  Dc  To  Ac,  Static,  750VA  3  Phose  And  1000VA  1  Phase, 

MIL-I-85071/3A 

AS 

28  Feb 

85 

AS 

Multipurpose,  Class  B 

Q 

6130 

Inverter,  Power,  Static,  Generol  Spectficolion  For  Validated  Oct  62  REV-ER  GS 

MIL.I-27273A  (3) 

80 

12  Mor 

70 

AV 

99 

L 

6130 

Inverters,  Aircroft,  Dc  To  Ac,  General  Specification  For  Validated  Nov  67 . . 

MIL-l-85071  (1) 

AS 

20  Nov 

87 

AS 

L 

6130 

Panel,  Distribution,  Bottery  Charging  Validated  Jan  85  REV-GS. . 

MIL-P-52457B  (1) 

ME 

11  Jul 

79 

ME 

L 

6130 

Power  Supplies,  Metolllc  Rectifier,  Cathodic  Protection,  Reserve  Fleet  (Inoctive 

MIL-P-21454  (2) 

SH 

17  Jon 

64 

SH 

For  New  Design)  Validated  Jun  81  REV-GS 

NOTICE  1 

O  1 

6130 

Power  Su,.ply  ECU'23/A  REV-GS . . . . . . 

MIL.P.38026A  (4) 
NOTICE  1 

80 

04  Feb 

87 

99 

L 

6130 

Power  Supply  ECU-45/A  REV-99  GS  . . . . . . . 

MS-27209B 

NOTICE  1 

80 

04  Feb 

87 

99 

L 

6130 

Power  Supply  For  Test  Set  Mark  281  Mod  0  Validated  Sep  88  REV-GS . . 

MII-P-21325A 

OS 

09  Dec 

88 

OS 

1 

6130 

Power  Supply  PP-2953(  )/U  Validated  Aug  83  REV-MI  GS  . . . . 

M1L-P-55200D 

ER 

02  Ocl 

73 

ER 

L 

6130 

Power  Supply  PP-1588(  )/MPO-4A  Volidaled  Jon  83  REV-GS . 

MIL-P-SS213  (1) 

ER 

15  Mor 

66 

ER 

L 

6130 

Power  Supply  PP‘1104(  )/G  Validated  Jan  63  REV-GS . . . . . 

MIL-P-5S1SI8  (1) 

ER 

05  May  76 

ER 

L 

o130 

Power  Supply  PP-6224(  (/u . . . 

MIL-P-49080A 

ER 

24  Nov 

80 

ER 

L 

6130 

Power  Supply  PP-6148(  f/u . . . . . 

MIL-P-49139  (1) 

ER 

13  Jul 

87 

ER 

L 

6130 

Power  Supply,  Cothodic  Protection,  Automotsc  Constant  Current  Type,  Inactive 

MIL-P-I5736/8 

SH 

08  Sep 

70 

SH 

rieet  Validated  Jan  S3  REV-GS 

1 

6130 

Power  Supply,  Cothodic  Protection,  Automotic  Hull  Potentlol  Type,  Inactive 

MIL-P.15736/9 

SH 

08  Sep 

70 

SH 

Fleet  Validated  Jan  83  REV-GS 

1 

6130 

Power  Supply,  D.c.,  For  Oxygen  Generotor . . . . . . . 

MIL-P-24568A 

SH 

28  Feb 

86 

SH 

L 

6130 

Power  Supply,  Guided  Missile  &  Guided  Missile  Fire  Control  System  Support.... 

MII-P-1573676A 

SH 

30  Dec 

82 

SH 

1 

6130 

Power  Supply,  Metallic  Rectifier  Guided  Missile  Fire  Control,  Novol  Shipboard 

Mll-P-15736778 

SH 

26  Nov 

82 

SH 

REV-GS 

Q  1 

6130 

Power  Supply,  Metollic  Rectifier,  Novol  Shipboord . . 

MIL-P-15736D  (3) 
SUPP  lA 

SH 

28  Feb 

85 

SH 

L 

6130 

Power  Supply,  Metollic  Rectifier,  Helicopter  Storting  And  Servicing  Volidoted 

MIL-P-15736/1C 

SH 

14  May  73 

SH 

Jun  81  REV-GS 

1 

6130 

Power  Supply,  Metollic  Rectifier,  Missile  Testing  Validated  Jon  S3  REV-GS . 

Mlt-P-15736/4 

SH 

09  Aug 

65 

SH 

1 

6130 

Power  Supply,  Metollic  Recitifer  Type,  General  Specification  For  Validated  Apr 

MII-P-6457E 

11 

30  Aug 

74 

11 

3J  REV-99  GS  NOTICE  2  (99) 
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L 

6130 

Power  Suppt/«  Muliivottogc,  Direct  Current  (For  Torpedo  Test  Set  Mark  281 

MIL.P-82579 

OS 

27  -Ian  87 

os 

Mod  1)  Vefidated  Jan  87  REV*GS 

NOTICE  1 

1 

6130 

Power  Supply,  Rectifier,  Interior  Communicctions  Ar)d  Fire  Control  Novo! 

MIL-P-15736/S 

SH 

09  Aug  65 

SH 

Shipboord  Use  Validated  Jon  83  REV-GS 

Q 

6130 

Power  Supply.  Tronsformer-rectificr,  Aircroft,  Genera)  Specificotion  For 

MIL-P-26517A  (5) 

80 

13  0cl  71 

AV 

99 

Volidaled  Sep  B2  REVO  1  GS 

6130 

Power  Supply,  Tronsistorized  Validated  Mar  82  REV.GS  . . 

Mll.p.83763 

80 

23  Jan  69 

ER 

99 

1 

6130 

Power  Supply,  Uninterruptible,  Soled  State  (Nava!  Shipboord)  Validated  May 

84 

Power  Supply,  28  Volt,  Type  REV*GS  . . . . . 

MIL-P-2-1587 

SH 

08  May  79 

SH 

1 

6130 

MIL-P-7204B  (1) 

80 

24  Jan  79 

99 

L 

6130 

Power  Supply,  28V  DC  Input,  15V  4  Cycle  3  Phase  Output,  Type  MC*1  . . 

MIL-P-8422B 

71 

12  Sep  88 

99 

6130 

Quad'Output  Switching  Power  Supply  REV<SH  GS . . . 

A-A-50764 

82 

14  Apr  86 

ER 

99 

6130 

Rectifier,  Melollic.  28  VOLTOOO  Ampere  Validated  Jan  85  USER-ME  MC  YD 

MS-17100B 

AT 

24  Mor  75 

AT 

99 

REV.ER  GS 

6130 

Rectifier,  Melollic,  Selenium  (High  Temperature)  Validated  Jan  83  R6V*GS 

•  ’  R.U224 

ER 

6  Jon  56 

ER 

6130 

Rectifier,  Mctollic,  Selenium  Validated  Jan  83  USER-ME  MC  AS  ES  REV-AR  Ml 

I..IL-R-I1050B 

ER 

21  May  69 

ER  SH 

99  GS 

SUPP  1 

6130 

Rectifier,  MetoHIc,  Selenium,  Single  Phase,  Half  Wove,  Style  RS-10  Validated 

MIL-R-1 1050/1 

ER 

22  Jun  55 

ER  SH 

Jan  83  REV.GS 

6130 

Rectifier,  Metallic,  Selenium,  Single  Phase,  Center  Top,  Style  RS10  Validated 

MIl-R-l  1050/2 

ER 

22  Jun  55 

ER  SH 

Jan  83  USER-MC  REV.GS 

6130 

Rectifier,  Metallic,  Selenium,  Single  Phase,  Bridge,  Style  RSlO  Validated  Jan  83 

MIL.R.n050/3 

ER 

22  Jun  55 

ER  SH 

USER.MC  REV.GS 

6130 

Rectifier,  Metallic,  Selenium,  Single  Phase,  Half  Wove,  Style  RS20  Validated 

Mll-R-1 1050/4 

ER 

22  Jun  55 

ER  SH 

Jan  83  USER.MC  RFV.GS 

6130 

Rectifier,  Metallic,  Selenium,  Single  Phose,  Center  Top,  Style  RS20  Validated 

M!LR.n050/5 

ER 

22  Jun  55 

ER  SH 

Jan  83  USER.MC  REV.GS 

6130 

Rectifier,  Metallic,  Selenium,  Sincle  Phose,  Bridge,  Style  RS20  Validated  Jon  83 

MIl-R-l  1050/6 

ER 

22  Jun  55 

ER  SH 

USER-MC  REV.GS 

6130 

Rectifier,  Metallic,  Selenium,  Single  Phase,  Half  Wove,  Style  RS30  Validated 

MIL.R.n050/7 

ER 

22  Jun  55 

ER  SH 

Jan  83  USER.MC  REV.GS 

6130 

Rectifier,  Metallic,  Selenium,  Single  Phase,  Center  Top,  Style  RS30  Validated 

MIL-R-1 1050/8 

ER 

22  Jun  55 

ER  SH 

.an  83  USER.MC  REV.GS 

6130 

Rectifier,  Metallic,  Selenium,  Single  Phose,  Bridge,  Style  RS30  Validated  Jan  83 

MIL-R-l  1050/9 

ER 

22  Jun  55 

ER  SH 

USER.MC  REV.GS 

1 

6130 

Rectifier,  Silicon,  Direct  Current,  Troiner  Power  Supply,  Type  F*1  REV.GS . 

MIL-R-6336D 

NOTICE  1 

80 

04  Feb  87 

99 

6130 

Six-output  Switching  Power  Supply  REV-SH  GS . . . 

A.A-507S9 

82 

15  Moy  86 

ER  AS 

99 

1 

6130 

Suppressor,  Voltage-surge,  Sele.num  Type . 

MIL.S.24602  (1) 

SH 

08  Jul  85 

SH 

L 

6130 

Troy  Assembly,  Boltery  Chorgmg  MX-10154(  )/u . . . . 

MIL.T-49388A 

ER 

19  Jul  83 

ER 

i 

6130 

Vibfolor  Pack  PP.68  (  )/U  Validated  Jan  83  REV.GS . 

MII.V.11671A 

ER 

01  Apr  70 

ER 

L 

613S 

Batteries,  Non-rechorgeoble, lithium  Mongone  $e  Dioxide . . 

MII-B-49458 

ER 

25  Jun  86 

ER 

i 

613S 

Batteries,  Non-rechorgeoble,  lithium  Thionylchtorlde . . . 

MIL-B-49461  (3) 

ER 

10  Jul  87 

ER 

613S 

Batteries,  Primary,  Woter  Activoted  (Dunk  Type)  Validated  Oct  81 . . 

MII-B.10154C 

INT  AMD  5  (EL) 

ER 

01  Na<  61 

ER  SH 

99 

'35 

Boticry  Dry  BA-  402/U  Validated  Feb  85  tJSER-ME  MC . . . . 

MIL-B-18/1D 

ER 

21  Moy  85 

ER  SH 

99 

•  35 

Boltery  Mark  46  Mod  <  Primory  Type,  Silver-zinc-olkoli  Validated  Feb  88 . 

MII-B.23394B  (5) 
NOTICE  1 

OS 

22  Feb  88 

OS 

L 

6135 

Battery  Non-rechorgeoble,  Lithium  Sulfur  Dioxide  BA-5n2/U . 

MIL-B-49430/103  (1) 

ER 

01  Dec  88 

ER 

Q 

6135 

Bollery,  Dry  USER.AI  OS  YD  MC  REV.MI  ME  .MD  CR  SH  80 . 

W-B-lOU 

•ER 

19  Nov  82 

99 

6135 

Bo'‘cry,  Dry  Validated  Jan  83  USER-AV  ME  Ml  MC  YD  11  RE\'-AR  AS  OS  85 

MIL-B-18E  (1) 

ER 

12  Moy  83 

ER  SH 

99 

6135 

Bottery,  Dry  Validated  Oct  81  USER-AV  MI  MC  REV-AS . . . . 

MIL-B-13136B 

ER 

26  Jan  68 

ER  SH 

99 

L 

6135 

Battery,  Dry  (Alkaline)  . . . . . . . 

MlL-B-49030  (3) 

SUPP  1 

ER 

07  Feb  84 

ER 

L 

6135 

Boltery,  Dr;  peciol  Purpose)  Validated  Avg  83 . . . 

MIL-B-55679  (1) 
NOTICE  1 

ER 

14  Apr  77 

ER 

L 

6135 

Ballcry,  Dry  8A.1393A/U  REV  AV  ME . 

MIL-8-18/266A 

^=R 

28  Moy  85 

ER 

L 

6135 

3ollery,  D.-y  8A.15/9/  )  Validated  Jan  83  REV.AR . . . 

MIL-B-49041  (1) 

ER 

26  Apr  77 

ER 

1 

6135 

Ballcry,  Dry  BA.1083/U  USER.AV  ME  . 

MIL-B-18/256A 

ER 

28  Moy  85 

ER 

1 

6135 

Battery,  Dry  BA-1086/U  USER-AV  ME  . . . . . . . . . . 

MIL-B-18/257A 

ER 

28  May  85 

ER 

L 

6135 

Ballcry,  Dry  BA-1389/U  USER-AV  ME . 

MIL-B-18/259A 

ER 

28  Moy  85 

ER 

L 

6135 

Boltery,  Dry  BA*1391/U  Validated  Jan  83  USER-ME . . . . . 

MIL-B-18/260 

ER 

07  Oct  68 

ER 

L 

6135 

Boltery,  Dry  BA-1396/U  USER-ME . . . . . . 

MII-B-18/261A 

ER 

28  Moy  85 

ER 

1 

6135 

Botiery,  Dry,  BA-3955^TA  Validated  Sep  68 . . . . . 

Mll-B-49030/9 
NOTICE  1 

ER 

06  Sep  88 

ER 

6135 

Battery,  Dry,  8A-803' U . .  .............  . . . . . 

MIL-B-18/270A 

ER 

21  May  85 

EP  SH 

99 

6135 

Ballcry,  Dry,  BA-15A  USER-ME  MC  REV-MI  MC . 

MIL-B.18/4r 

ER 

21  Moy  85 

ER  SH 

99 

6135 

Battery,  Dry,  BA-334/U  USER-ME  MC  . . . . . . . . . . 

MII-B-18/2&9C 

ER 

21  Moy  85 

ER  SH 

99 

1 

6135 

Boltery,  Dry,  6..-S05''U  USER-ME.  . . . . . 

MIL-B-18/25IA 

EP 

28  Moy  85 

ER 

c 

6i35 

OGliery,  Dry,  Ba-SBoi  t'KC-25)  jStK-Mb  . . . . — ... 

MII.B  18/244L 

ER 

28  Moy  85 

ER 

6135 

Ballcry,  Dry,  BA-23  Validated  Oct  81  USER-/AE  MC  YD  ES  REV-MI . 

MII.B-18/5C 

ER 

21  Aug  76 

ER  SH 

99 

6135 

Ballcry,  Dry,  BA-233/U  USER-AR  MC  REV.mI . 

MII-B-18/59D 

ER 

2;  May  85 

ER  SH 

99 

6135 

Ballcry,  Dry,  3A.26  USER-ME  MC  REV-MI . 

MII.-B.18/60 

ER 

21  Moy  85 

ER  SH 

99 

6135 

Ballcry,  Or-/,  BA-222  "J  USER-AR  ".C  REV-MI  . 

MIL  B-18/50ty 

ER 

21  Moy  85 

ER  SH 

99 

6135 

Ballcry,  Dry,  BA-2I6/U  USER-AR  MC  REV-MI  . . 

MIL-8-18/-I6D 

ER 

21  Moy  85 

ER  SH 

99 

6135 

Bollery,  Dry,  8A-232/1'  JSER-AR  MC  REV-MI . 

MIL-B-1S/58D 

ER 

21  Moy  85 

ER  SH 

99 

6135 

Botiery,  Dry,  BA-27  USER-ME  MC  . . . . . . . 

MIL  e-iO/70 

ER 

21  Moy  85 

ER  SH 

99 

6135 

Bottery,  Dry,  BA-28  USER-ME  mC  . . . . . . . . 

Mll-S-IB/SD 

ER 

21  Moy  85 

:R  SH 

99 

6135 

Boiler),  Dry,  BA-30  Validated  Oct  PI  USER-A’-E  AV  YD  MC  REV-M!  AR  EA _ _ 

MIL-B-18r9C 

ER 

21  Aug  76 

ER  SH 

88 

6135 

Bollery,  Dry,  BA.31  USER-ME  MC  REV-MI . 

MII-B-I8/10D 

ER 

21  May  85 

ER  SH 

99 

6135 

Bolter;-,  Dry,  6A-33  USER-ME  MC  . . . . . . . . . . . 

MIL-B.'P  nu 

ER 

21  Moy  85 

ER  SH 

99 

6135 

Bn'-*,  D')  BA.3-1  USER-ME  MC  REV-AR . . . 

M'l  >  i2D 

ER 

21  Moy  85 

ER  SH 

99 

6135 

Boi."y  On,  8A.36  USER-ME  MC  REV-MI  AR . 

MIL'8.|8r  13D 

ER 

21  Moy  85 

ER  SH 

99 

633 


FSC  LISTING 


DOCUMENT 


FSC 

TITLE 

NUMBER 

PREP 

DATE 

CUSTODIAN 

4135 

Boltpry,  Dry,  BA'36  USER-ME  MC  . . . . . . 

MIL-B.18/14D 

ER 

21  May  85 

ER 

SH 

99 

6135 

Bottcry,  Dry.  BA-37  Validated  Oct  81  USER-ME  YD  MC . . . . . 

MII-B-18/15C 

ER 

21  Aug  76 

ER 

SH 

99 

6135 

Bollery,  Dry,  BA-38  USER-ME  MC  REV-MI . 

MII-B-18/16D 

ER 

21  May  85 

ER 

SH 

99 

4135 

Bairery,  Dry,  BA-39  USER-ME  MC  ES  REV-MI . 

M1L-B-18/17D 

ER 

21  May  85 

ER 

SH 

99 

6135 

BoMery,  Dry,  BA-40  USER-ME  MC  REV-MI . . . . . 

MtL-B-18'  18D 

ER 

21  May  85 

ER 

SH 

99 

6135 

Boiicry,  Dry,  BA-42  Volidoied  Oel  8t  USER-ME  YD  MC  REV-MI  AR . 

MIL-B-18/20C 

ER 

21  Aug  76 

ER 

SH 

99 

4135 

Bottcry,  Dry,  BA-58  Volldattd  Ocl  81  USER-ME  YD  MC  REV-mC . 

MIL  B-1S/28C 

ER 

21  Aug  76 

ER 

SH 

99 

4135 

Boitery,  Dry.  BA8  USER-ME  MC  REV-MC, . . . . . .  ....... 

MIL-B-18/2D 

ER 

21  Moy  35 

ER 

SH 

99 

6*35 

Bottcry,  Dry,  BA-8  USER-ME  MC  RE«-MI  SA . . . 

MIL-B-18/3D 

ER 

21  Moy  85 

ER 

SH 

99 

6135 

Bottcry,  Dry,  BA-3030/U  Validated  Sep  86. . . . 

MILB-49030/1 

ER 

06  Sep  88 

ER 

NOTICE  1 

6135 

Bottcry,  Dry,  BA-44  USER-ME  MC . . . . . . . . . 

MIL  B-18/21D 

ER 

21  May  85 

cR 

SH 

99 

6135 

Bottcry,  Dry,  BA-221/U  USER-MC  REV-AR  Ml . 

MIL-6-18/490 

ER 

21  May  85 

ER 

SH 

99 

6135 

Bottcry,  Dry,  6A-3042/U  Validated  Sep  88.... . . . . . . . . . . 

Mll-B-49030/3 

ER 

06  Sep  88 

ER 

NOTICE  1 

6*35 

Bottcry.  Dry,  BA-223/U  USER-AR  YD  MC  REV-MI . . . . . . . 

MIL-B-18/51D 

ER 

21  Moy  85 

ER 

SH 

99 

6135 

Bottcry,  Dry,  BA-225/U  USER-MC . 

MIL-B-18/520 

ER 

21  May  85 

ER 

SH 

99 

6135 

Bottcry,  Dry,  BA-226/U  USER-AR  MC  REV-MI . 

MII-B-18/53D 

ER 

21  Moy  85 

ER 

SH 

99 

4135 

Bottcry,  Dry,  BA-3058/U  Validated  Sep  88 . . . . . 

MIl.B-49030/6 

ER 

06  Sep  88 

ER 

NOTICE  1 

6135 

Bottcry,  Dry,  BA-228/U  USER-AR  MC  REV-MI . 

AML-B-18/55D 

ER 

21  Moy  35 

ER 

SH 

99 

6135 

Bottcry,  Dry,  BA-230-'U  USER-AR  MC  REV-MI . 

MIL-B-18/560 

ER 

21  May  85 

ER 

SH 

99 

4135 

Bottcry,  Dry,  BA-231 /U  Validated  Oct  8i  USER-AR  YD  MC  REV-MI . 

MII-B-18/57C 

ER 

21  Aog  76 

ER 

SH 

99 

6135 

Bottcry,  Dry,  BA-59  USER-ME  MC  REV-MI . 

MIL-B-18/29D 

ER 

21  Moy  85 

ER 

SH 

99 

6135 

Bottcry,  Dry,  BA-70  USER-ME  MC  REV-MI . 

MII.B-18/30D 

ER 

21  May  85 

ER 

SH 

99 

6135 

Bottcry,  Dry,  BA-65  USER-ME  YD  MC  REV-MI . 

MIL-B-18/31D 

ER 

21  Moy  85 

ER 

SH 

99 

6135 

Bottcry,  Dry,  BA-67  USER-ME  MC  . . . . . . . . 

MII-B-18/32D 

ER 

21  Moy  85 

ER 

SH 

99 

4135 

Bottcry,  Dry,  BA-70  USER-AR  MC  REV-MI  . 

MIL-B-18/33D 

ER 

21  Moy  85 

ER 

SH 

99 

6135 

Battery,  Dry.  BA-200/U  USER-ME  AR  YO  MC  REV-MI . 

M1L-B-18/34D 

ER 

21  Moy  85 

ER 

SH 

99 

6135 

Bottcry,  Dry,  BA-202/U  Validated  Oel  81  USER-AR  YD  MC  REV-MI . 

MII-B-18/35C 

ER 

21  Aug  76 

ER 

SH 

99 

6135 

Bottcry,  Dry,  BA-203/U  USER-AR  MC  REV-MI . 

Mll-B-18'36D 

ER 

21  Moy  85 

ER 

SH 

99 

6135 

Bottcry,  Dry,  8A-205/U  USER-AR  MC  REV-MI . 

MIL-B-18/38D 

ER 

21  Moy  85 

ER 

SH 

99 

6135 

Bottcry,  Dry,  BA-207/U  USER-AR  YD  MC  REV-Ml . 

MIL-B-18/40D 

ER 

21  Moy  85 

ER 

SH 

99 

6135 

Bottcry,  Dry,  8A-208/U  USER-AR  MC  REV-MI  . 

MIL-B-18/41D 

ER 

21  Moy  85 

ER 

SH 

99 

6135 

Bottcry,  Dry,  BA-210/U  USER-AR  MC  REV-MI . 

MII-B-18/43D 

ER 

21  Moy  85 

ER 

SH 

99 

6135 

Bottcry,  Dry,  BA-48  USER-ME  MC  . 

Mll-B-18/230 

ER 

21  Moy  85 

ER 

SH 

99 

6135 

Battery,  Dry,  BA-234/U  USER-AR  MC  REV-MI . 

MIL-B-18760D 

ER 

21  Moy  85 

ER 

SH 

99 

6135 

Bottcry,  Dry,  BA-243/U  Validated  Nov  81  USER-ME  ES . 

MIL-8-18/67A 

OS 

15  Feb  41 

OS 

6135 

Bottcry,  Dry,  BA-241/U  USER-YD  MC  REV-EA . 

MII-8-18/74D 

ER 

21  Moy  85 

ER 

SH 

99 

6135 

Battery,  Dry,  8A-270/U  USER-AR  MC  REV-MI . 

MII-B-18775D 

ER 

21  Moy  85 

ER 

SH 

99 

6135 

Bottcry,  Dry,  8A-279/U  USER-AR  MC  REV-MI . 

MIL-B-18/770 

ER 

21  Moy  85 

ER 

SH 

99 

6135 

Bottcry,  Dry  8A-401/U  Validated  Oel  81  USER-AR  YD  MC  REV-MI . 

MII-B-18779C 

ER 

21  Aug  74 

ER 

SH 

99 

6135 

Bottcry,  Dry,  BA-402/U  USER-ME  MC  REV-MI . 

MIL-B-IB/BOD 

ER 

21  Moy  85 

ER 

SH 

99 

4135 

Bottcry,  Dry,  8A-403/U  USER-ME  MC  REV-MI . 

MII-B-18781D 

ER 

21  Moy  85 

ER 

SH 

99 

6135 

Battery,  Dry,  BA-404/U  USER-ME  MC  REV-MI . 

MII-B-18/82D 

ER 

21  Moy  85 

ER 

SH 

99 

4135 

Battery,  Dry,  8A-405/U  USER-MB  MC  REV-MI . . . . 

MII-B-18/83D 

ER 

21  Moy  85 

ER 

SH 

99 

6135 

Bottcry,  Dry,  BA-406/U  USER-ME  MC  REV-MI . 

M11-B-18/84D 

ER 

21  Moy  85 

ER 

SH 

99 

6135 

Battery,  Dry,  BA-407 /U  USER-ME  MC  REV-MI . 

MIL-8-18/85D 

ER 

21  May  85 

ER 

SH 

99 

6135 

Bottcry,  Dry,  BA-408/U  USER-ME  MC  REV-MI . 

MIL-B-18/86D 

ER 

21  Moy  85 

ER 

SH 

99 

6135 

Bollery.  Dry.  BA-409/U  USER-ME  MC  REV-MI . 

MIL.B-18/87D 

ER 

21  Moy  85 

ER 

SH 

99 

6135 

Battery,  Dry,  BA-410/U  USER-ME  MC  REV-MI . 

MIL-B-18788D 

ER 

21  Moy  85 

ER 

SH 

99 

6135 

Battery,  Dry,  8A.411/U  USER  ME  REV-MI  . . . 

M!L-B‘18/89D 

ER 

21  Moy  85 

ER 

SH 

99 

6135 

Battery,  Dry,  8A-412/U  USER-ME  NC  REV-MI  . . . . . . 

MIL-B-18/900 

ER 

21  Moy  85 

ER 

SH 

99 

4135 

Bollery,  Dry,  8A-413/0  USER-ME  MC  REV-MI . . . 

MIL-B-18/91D 

ER 

21  .Moy  85 

ER 

SH 

99 

6135 

Battery,  Dry,  BA-414/U  USER-ME  YD  MC  . 

MIL-B-18/92D 

ER 

21  Moy  85 

ER 

SH 

99 

6135 

Botiery,  Dry,  BA-415/U  USER-ME  YD  MC  REV-MI . . . . 

MII-B-18/93D 

ER 

21  Moy  85 

ER 

SH 

99 

6135 

Battery,  Dry.  BA-416/U  USER-ME  MC  REV-MI . . . . . 

MII-B-18/94D 

ER 

21  Moy  85 

ER 

SH 

99 

6135 

Battery,  Dry.  BA-51  USER-MC  REV-MI . . . 

MIL  8-18/250 

ER 

21  May  85 

ER 

SH 

99 

6135 

Bollery,  Dry,  BA-417/U  USER-ME  MC  REV-MI.....  . . 

Mll-8-18/950 

ER 

21  May  85 

ER 

SH 

99 

6135 

Bottcry,  Dry,  BA-418/U  USER-MC  REV-MI . 

MII-S.18/96D 

ER 

21  Moy  85 

ER 

SH 

99 

6135 

Bottcry,  Dry,  BA-419/U  USER-ME  YD  MC  REV-MI . 

MIL-B-18/970 

ER 

21  Moy  85 

ER 

SH 

99 

6135 

Battery,  Dry,  BA-420/U  USER-ME  MC  . . . .  . . . 

MIL-B-18/98D 

ER 

21  Moy  85 

ER 

SH 

99 

6135 

Bollery,  Dry,  BA-421/U  USER-ME  MC  REV-MI . 

MIL.B.18/99D 

ER 

21  Moy  85 

ER 

SH 

99 

6135 

Bottery,  Dry,  BA-422/U  USER  ME  YD  MC  REV-MI . . . 

MILB-18/100D 

ER 

21  Moy  85 

ER 

SH 

99 

6135 

Bottcry,  Dry,  BA-424/U  USER-ME  MC  REV-MI . 

MIL-B-18/102D 

ER 

21  May  85 

ER 

SH 

99 

4135 

Bottcry,  Dry,  BA-1015A/U  USER-ME  MC  REV-MI . . . . . 

MII-B-13/104D 

ER 

21  Moy  85 

ER 

SH 

88 

4135 

Sollcry,  Dry,  BA-10307U  Validated  Oel  81  USER-AV  ME  YD  MC  ES  REV-MI 

MII-B-I8/106C 

ER 

21  Aug  76 

ER 

SH 

88 

SA  AS 

4135 

Bollery,  Dry,  BA-1051/U  USER-ME  MC  REV-MI . 

MIL'B-18/115D 

ER 

21  Moy  85 

ER 

SH 

99 

4135 

Botterv.  Dry,  BA-1232/U  USER-ME  MC  REV-MI . . . 

MIL-B-18/12SD 

ER 

21  Moy  85 

ER 

SH 

99 

6135 

Bottcry,  Dry.  BA-1234/l  USl'R-ME  YD  MC  REV-MI . . . . 

MIL.8-18/127D 

ER 

21  Moy  85 

ER 

SH 

99 

6135 

Bottcry,  Dry,  BA-1277/U  USER-ME  MC  REV-MI . . . 

MII-8-18/130O 

ER 

21  Moy  85 

ER 

SH 

99 

6135 

Bollery,  Dry,  BA-1278/'U  USER-ME  MC  . . . . 

MII-B-IB/I3ID 

ER 

21  May  85 

ER 

SH 

99 

6135 

Battery,  Dry,  BA-266/U  USER-ME  MC . . . . . . . . . . 

M11-B-18/198C 

ER 

21  May  85 

ER 

SH 

99 

6135 

Bollery,  Dry,  BA-272/U  USER-ME  MC . . . 

MIL-B-18/’99C 

ER 

21  Moy  85 

ER 

SH 

99 

6135 

Battery,  Drf,  8A-29’/U  USER-ME  MC  . 

MIL-B-18/200C 

ER 

21  Moy  85 

ER 

SH 

99 

6135 

Buttery,  Dry,  BA'30S/U  USER-ME  MC  . . . . . . . . . 

MIL-B  18/202C 

ER 

21  Moy  85 

ER 

SH 

99 

4135 

Bottcry,  Dry,  8A-314/U  USER-ME  MC  . 

MIL-B-18/204C 

ER 

21  Moy  85 

ER 

SH 

99 

6135 

Boitery,  Dry,  BA-33I/U  USER-ME  MC  . 

M11-B-18/206C 

ER 

21  Moy  85 

ER 

SH 

99 

6135 

Bollery,  Dry,  BA-332/U  USER-ME  MC . . . . . . . 

MIL-B-18/2fi7C 

ER 

21  Moy  85 

ER 

SH 

99 

6135 

Bollery,  Dry,  BA-333/U  USER-ME  MC  . 

MIL-B-18/20BC 

ER 

21  Moy  85 

ER 

SH 

99 

6135 

Bottcry,  Dry,  BA-53  USER-ME  MC  . . . . . 

MIL-B-18/260 

ER 

21  Moy  85 

ER 

SH 

99 

6135 

Bollery,  Dry,  BA-1264/U  USE.-ME  MC  . 

MII-B-18/245C 

ER 

21  Moy  ZS 

ER 

SH 

99 
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6135 

Boltery.  Dry,  BA-1210/U  Volidolcd  Jon  83  USER-ME  YD  MC  PS  RPV.Mt . 

MILB-18/247B 

ER 

21  Aug 

76 

ER 

SH 

6135 

Bottery,  Dry,  BA-13B7/URC-10  USER-ME  MC . 

MIL-B-18/248B 

ER 

21  May 

85 

ER 

SH 

1 

6135 

Botlery,  Dry,  BA-1087/U  USER-ME  ES  REV-SH  . 

MII.B.18/249A 

ER 

21  Moy 

85 

ER 

1 

6135 

Batlery.  Dry.  BA-399/U  USER-ME . 

Mil  B-18/250A 

ER 

28  Moy 

85 

ER 

1 

6135 

Bottery.  Dry.  BA-801/PRC  USER-ME . 

M11-B-18/252A 

ER 

28  Moy 

85 

ER 

6135 

Bottery.  Dry.  BA-3587U  USER-ME  YD  MC  . 

M1L-B-18/211C 

ER 

21  May 

85 

ER 

SH 

6135 

Bollery.  Dry.  BA.471/U  USER-ME  MC  . 

MIL-8-18/215C 

ER 

21  Moy 

85 

ER 

SH 

99 

6135 

Bottery.  Dry.  BA-1006/U  Volidolcd  Ocl  81  USER-ME  YD  MC  . 

M11-8-18/217B 

ER 

21  Aug 

76 

ER 

SH 

99 

6135 

Bottery.  Dry.  BA-1288/U  Volidolcd  Oel  81  USER-ME  YD  MC  . . 

M11.8-18/218B 

ER 

21  Aug 

76 

ER 

SH 

99 

6135 

Battery,  Dry,  BA-1293/U  USER-ME  MC  . 

MII-8-18/219C 

ER 

21  Moy 

85 

ER 

SK 

99 

6135 

Bottery.  Dry.  BA-1312/U  Volidolcd  Ocl  81  USER-ME  YD  MC . 

MIL  B-I8/220B 

ER 

21  Aug 

76 

ER 

SH 

99 

6135 

Battery,  Dry,  BA1315/U  USER-ME  MC  . 

MILB-18/222C 

ER 

21  Moy 

85 

ER 

SH 

99 

6135 

Bottery,  Dry,  BA-1318/U  USER-ME  MC  . 

MIL-8-18/223C 

ER 

21  Moy 

85 

ER 

SH 

99 

6135 

Bottery,  Dry,  BA-1328/U  Volidolcd  Ocl  81  USER-ME  YD  MC  REV-EA  Ml  AS .... 

MIL-B  18/224B 

ER 

21  Aug 

76 

ER 

SH 

99 

6135 

Bottery.  Dry.  BA-1330/U  Volidolcd  Jon  83  USER-ME  YD  MC  . 

MIL-B-18/225B 

ER 

21  Aug 

76 

ER 

SH 

99 

6135 

Bottery,  Dry,  BA-1363/U  USER-ME  MC  . 

MILB-18/226C 

ER 

21  May 

85 

ER 

SH 

99 

L 

6135 

Bottery.  Dry.  BA-3BI/U  Volidolcd  Jun  81  USER-ME  FS  . 

Mll.B.18/239 

OS 

01  Mar 

63 

os 

L 

6135 

Battery,  Dry,  BA-382/U  Volidolcd  Jun  81  USER-ME  ES . 

MIL-S-18/240 

OS 

01  Mof 

63 

OS 

6135 

Botlery,  Dry,  BA-56  USER-ME  MC  ES  REV  Ml  . 

MIL-B-18/27D 

ER 

21  May 

85 

ER 

SH 

88 

6135 

Battery.  Dry.  BA-804/U . 

MIL-B-I8/271A 

ER 

21  May 

85 

ER 

SH 

99 

6135 

Botlery.  Dry.  BA-1098/U  USER-SH . 

MIL-B-18/274A 

ER 

21  Moy 

85 

ER 

99 

6135 

Bollery,  Dry,  BA-1425/U  USER-AT . 

MIL-B-18B/275 

ER 

28  Nov 

88 

ER 

SH 

99 

6135 

Botlery.  Dry,  BA-802/U  USER-ME  AV . . . 

MIL.B-18/262A 

ER 

28  May 

85 

ER 

L 

6135 

Bottery.  Dry.  RA-BOS/U  USER-MF . 

MII.B-18/263A 

ER 

28  May 

85 

ER 

1 

6135 

Bollery.  Dry.  BA-1010/U  Volidolcd  Jon  83  USER  ME . 

MIL-8-18/264 

ER 

01  Apr 

69 

ER 

L 

6135 

Bottery.  Dry.  BA.1093/U  REV-AV  ME . 

MIL-8-18/265A 

ER 

28  Moy 

85 

ER 

1 

6135 

Botlery.  Dry.  BA-1094/U . . . ,  . . . . 

MII-B-18/268A 

ER 

28  May 

85 

ER 

6135 

Bollery,  Dry,  BA-90  USER-AT  REV-ME  . 

MIL-8.18/269A 

ER 

21  Moy 

85 

ER 

SH 

99 

L 

6135 

Bollery.  Dry.  BA-IIOO/U  USER-ME . 

MIL.8.18/253A 

ER 

28  Moy 

85 

ER 

1 

6135 

Bottery.  Dry.  BA-11I0/U  Volidolcd  Ocl  81  USER-ME . 

MIL-8-18/254 

ER 

26  Feb 

68 

ER 

t 

6135 

Bottery.  Dry,  BA-1509/PRC-64  USER-ME  . 

MIIB.18/255A 

ER 

28  Moy 

85 

ER 

L 

6135 

Bcitery.  Lithium  Thionyl  Chloride.  Sinqie  Cell  Reierve  . . irutttitttut . 

MILB-70824 

AR 

09  Sep 

88 

AR 

L 

6135 

Boltery.  Mogneslum.  Dry  Validated  Auq  83 . . . . . 

MIL.B-55252A  (1) 

ER 

10  Mar 

77 

rR 

6135 

Botlery.  Non  Rechorqeoble.  Bo  3090/U  . . . 

MIl.B-49030/11 

ER 

09  Moy 

88 

L 

6135 

Boltery,  Non  Rechorgeoble.  lithium  Sulfur  Dioxide  BA-5600/U  . 

MIL-B-49430/8C 

ER 

26  Apr 

88 

ER 

6135 

Bnitery,  Non  Rechorqeoble,  lithium  Sulfur  Dioxide.  BA-5800/U . . . 

M11-B-49430/11D 

ER 

22  No. 

88 

ER 

1 

6135 

r  itery.  Non  Rechorgeobtc,  lithium  Sulfur  Dioxide . . . 

MIL-B-49430B  (3) 

ER 

23  No. 

88 

ER 

1 

6135 

Bottery.  Non  Rechorgeoble,  lithium  Sulfur  Dioxide  8A-5557/U . . 

MIL  8-49430/6D 

ER 

26  Apr 

88 

ER 

L 

6135 

Bollery.  Non  Rechorqeoble,  lithium  Sulfur  Dioxide  BA-5590/U . . . . 

MIL-3-49430/3E 

ER 

25  Apr 

88 

ER 

1 

6135 

Boltery.  Non  Reehorqeobte,  lithium  Sulfur  Dioxide  8A-5599/U  . . 

MIL-8-49430/ IE  (1) 

ER 

09  Jon 

88 

ER 

1 

6135 

Boltery,  Non-ehorgeoble.  lithium  Thionyl  Chloride  BA-6704/U  . . . 

MILB-49461/3 

ER 

04  Sep 

86 

ER 

L 

6135 

Bollery.  Non  rechorgecbfc,  lithium  Thionyl  Chloride,  BA-6598/U  . . 

MiL-8-49461/2A 

ER 

10  -lul 

87 

ER 

1 

6135 

Bollery.  Non  rechorgeo . . . . . . 

MIL  B-49430/2D 

ER 

26  Apr 

88 

ER 

6135 

Bollery,  Non-rochorgcoblc,  lithium  Sulfur  Dioxide,  BA-5093/U . 

MIL-B.49430/12B 

ER 

26  Apr 

88 

ER 

i 

6135 

Botlery.  Non  rechorgcoble.  lithium  Sulfur  Dioxide  BA-5847/U . 

MIL-B-49430/5E 

ER 

26  Apr 

88 

ER 

1 

6135 

Botlery.  Non-rcchorgeobte.  BA-3590/U  . . 

MIL-B-49030/10 

ER 

09  Moy 

88 

ER 

1 

6135 

Bottery,  Non  rechorgcoble,  lithium  Manganese  Dioxide,  BA-.5372/U . . . 

MIL-B-49458/1 

ER 

25  Jun 

86 

ER 

L 

6135 

Botlery,  Nonrechorgeoble.  lithium  Sulfur  Dioxide  BA-5588/U . . . . . 

Mil  B.49430/7D 

ER 

26  Apr 

88 

ER 

1 

6135 

Botlery,  Primory,  lithium  Sulfur  Dioxide  8A-5567/U . . . . . 

MIL-B-49430/4A 

ER 

26  Apr 

88 

ER 

1 

6135 

Bollery.  Primary,  lithium  Sulfur  Dioxide  (For  AN/PRC  96  Rodio  Tronscciver) 

MIlB-28857 

EC 

28  Sep 

79 

EC 

Validated  Jan  86 

L 

6135 

Bottery,  Thermal  Validated  May  67  REV-MI  . . . . . . 

MIL  B-55291C  (1) 

EA 

17  Jul 

73 

EA 

NOTICE  1 

L 

6135 

Boltery,  Wet  Primary  For  AN/OKT-37(V)  Telemetry  Pockoge  Validated  Oct  $4,. 

Mll-B-85099 

AS 

15  Jun 

78 

AS 

1 

6135 

Bcitery.  We..  Non  rechorgcoble.  BA-472  ()  /u  REV-MI  AR . . 

MIL-B-55150A 

ER 

21  Nov 

83 

ER 

1 

6135 

Technicol  Requirement.  Battery.  Dry  BA-1082/U  USER-SH  . 

MIL-T-18/276A 

ER 

21  Moy 

85 

ER 

O  1 

6140 

Arrester,  Flosh,  Mom  Storoge  Botlery,  (Submarine  Use),  Generol  Speci(i€Ot«or> 

MIL-A-22681C 

SH 

24  Mor 

72 

SH 

For  Validated  Apr  82  REV-GS 

SUPP  lA 

L 

6140 

Arrester,  Flesh,  Submorine  Mom  Storoge  Battery,  Type  Validated  Apr  87 

MIL-A.22681/1C 

SH 

24  Mor 

72 

SH 

REV-GS 

L 

6140 

Arrester,  Flosh,  Submorine  Mom  Storoge  Bollery,  Type  M  Validated  Apr  62 

MIL  A-22681/2C 

SH 

24  Mof 

72 

SH 

REV-GS 

1 

6140 

Arrester,  Flash,  Submarine  Mom  Storoge  Battery,  Type  III  Validated  Apr  82 

MIL-A-22681'3B 

SH 

24  Mor 

72 

SH 

ReV-GS 

o 

6140 

Bolterics  &  Cells,  Storoge,  Nickel  Codmium,  Aircraft  Generol  Spccificotion  For 

MII-B-81757C 

AS 

01  Jul 

84 

ER 

AS 

11 

USER-CG  REV-AV  99 

SUPPL  1 

1 

6140 

Bolterics,  Rechorgcoble,  Nickel  Codmium  Sealed . . . 

MIL.B-55130A 

ER 

22  Aug 

84 

ER 

SUPL  1 

O 

6140 

Boitcnes,  Storage- lead  odd  USER-MI  ME  MC  80  REV  SR  AS  G$  ....  . 

M.L-B-11I88F  (2) 

AT 

25  Jul 

88 

AT 

YD 

99 

L 

6140 

Bolterics,  Storoge,  (Cells),  Vented,  Nickel  Cadmium  USER-ME  REV-MI  GS  ....  . 

MIL  B-55118A  (21 

ER 

27  Mov 

83 

ER 

SUPP  ID 

o 

6140 

Batteries,  Storoge  leod  Acid  (Low  Momlenonce)  . .  .  . . . . 

MIL-B  62346A 

AT 

10  Jon 

83 

AT 

t 

6140 

Boitcries,  Storoge,  Aircroft,  Two  Port,  Threaded  Post  Connected,  lorge 

MS-90379f 

AS 

12  Mor 

71 

AS 

Validated  May  80  REV-GS 

6140 

Bolterics,  Storoge,  Aircroft,  24  Volt,  Generol  Purpose  REV-AV  GS . . . 

MS.18045T 

AS 

10  Mor 

£0 

ER 

AS 

6140 

Boitcries,  Storage,  Aircroft,  Dimensions  For  Validated  May  80  . 

MS-18093P 

AS 

21  Mor 

72 

AS 

99 

L 

6140 

Battery  Cell,  Storage,  Silver  Zinc  Alkolme  Type  (For  NR-I)  (Metric)  Validated 

DOD-B-24507B  (1) 

SH 

21  Nov 

79 

SH 

Nov  83  REV-GS 

L 

6140 

Soltcry  Cell,  Storoge,  Silver  Zinc  Alkolme  Type  (For  Oolphm)  (Metric)  REV  GS. 

DOD-B-24504B  (1) 

SH 

12  May 

80 

SH 

L 

6140 

Boltery  Cells  &  Elements,  leod  Acid,  Mom  Storoge,  Submorine  Type  Guppy  1, 

Ma-B-24541/4 

SH 

24  Nov 

82 

SH 

MOD  D  (Mcitfc) 

1 

6140 

Bollery  Cells  And  EIc.nents,  leod  Acid,  Mom  Storoge,  Submorine,  Generol 

OOD.B-24545A  (T) 

SH 

01  Sep 

83 

SH 

Specification  For  (Metric) 
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L 

6U0 

BoMery  Cells  And  Elements,  Lcod  Ac<d,  Mom  Storoge,  Submorme.  Type  Guppy 

DOD  8-24541  1A 

SH 

24  Nov 

82 

SH 

1  (Metric) 

L 

6140 

Boitery  Cells  And  Elements,  lcod  Acid,  lead  Antimony,  Mom  Storoge, 

DOO  B-24200B  (2) 

SH 

18  Mor 

86 

SH 

Submorinc,  Gencrol  Specificotion  For  (Metric) 

SUPP  1 

L 

6U0 

Bottery  Cells  And  Elements,  Leod  oc<d,leod*ontimony.  Mom  Storoge,  Submarine, 

DOD-B  24200  1A 

SH 

23  Ocl 

78 

SH 

Type  Sorgo  1  (Metric)  VoUdoled  Oct  83 

L 

6U0 

Bottery  Cells  And  Elements,  leod  Acid,  (eod  Antimony,  Mom  Storoge, 

OOD-B-24200/2A 

SH 

23  Ocl 

78 

SH 

Submarine,  Type  Sorgo  ii  (Metric)  Validated  Oct  83 

t. 

6140 

Bottery  Cells  And  Elements,  leod  ocid,  lead*ontimony.  Mom  Storage, 

DOD  B-24200/5A 

SH 

23  Oct 

78 

SH 

Submorlne,  Type  Guppy  1  (Metric)  Validated  Oct  83 

1 

6140 

Battery  Ceils  And  Elements,  leod  Acid,  Lcod  Antimony,  Mom  Storoge, 

DOD-B  24200^6A 

SH 

23  Ocl 

78 

SH 

Submarine,  Type  Guppy  1,  Mod  A  (Metric)  Validated  Oct  63 

L 

6140 

Bottery  Cells  And  Elements,  Leod'OCid.lmom  Storage,  Submarine,  Type  Guppy  1, 

DOD-B-24541.2A 

SH 

24  Nov 

82 

Mod  C  (Metric; 

L 

6140 

Bottery  Cells  And  Elements,  Leod-ocid.lmom  Storoge,  Submorme,  Type  Trident 

DOD-B-24541.3A 

SH 

24  Nov 

82 

SH 

(Metric) 

1 

6140 

Bottery  Ceils,  Mom  Storoge,  Leap  Acid,  Deep  Submergence  Vehicles  (Metric) 

DOD-B-24559 

SH 

15  Sep 

77 

SH 

Validated  Jan  83 

6140 

Boitery  Filler,  Grovity  . .  . . . . . 

A-A.21 75 

1 

11  Ocl 

83 

L 

6140 

Boitery  Mk  53  Mod  O  Secondary  Type,  Silvcr.zinc*olkoli  Validated  Avg  87 

MIL  B-188S5D  (1) 

os 

19  Aug 

87 

OS 

REV.GS 

NOTICE  1 

L 

6140 

Battery  Reloy  Control  Unit,  Alrcroft.. . . . . . . . . . . 

DOD-B  85584A 

AS 

21  Jul 

88 

6140 

Bottery  Storage  For  Gasoline  Operoted  Industrial  Trucks  And  Tractors  Validated 

MS-35002D 

AT 

1 1  Jun 

64 

AT  YD  99 

Jan  85  USER-MC  AS  REV-ER  GS 

O  1 

6140 

Bottery  Storoge.  Aircrofi  REV-MI  82  GS . . . . 

MtLB-8565J 

AS 

01  Jul 

87 

AS  99 

L 

6140 

Bottery,  Aircraft,  Storoge,  Nlckehcodmium,  24V,  5  Amp  Hour  (1  Kr  Role)  25 

MS-27546 

80 

02  Moy 

66 

99 

Deg.  C  Validated  Feb  84  REV.II  GS 

1 

6140 

Battery,  Aircroft  Storage,  Nickel  codmium  24  Volts,  22  Ampere  Hour,  27  Oeg. 

MS-24497F 

80 

25  Ocl 

78 

99 

C  (80  Deg  F)  VaMaitd  Oct  85 

L 

6140 

Bottery,  Aircrofi  Storage,  Nickel  cadmium  24  Volts,  34  Ampere  Hour,  27  Oeg. 

MS-24498F 

80 

25  Ocl 

78 

99 

C  (80  Deg  F)  Validated  Oct  85 

L 

6140 

Battery,  Aircraft  Storage,  Nickel  codmium  24  Volts,  1 1  Ampere  Hour,  27  Oeg. 

MS-24496G 

80 

25  Ocl 

78 

99 

C  (80  Deg.  F)  VaUdated  Oct  85  REV-GS 

L 

6140 

Battery,  Rechorgeobtc,  Nickel  Cadmium  Sealed  REV'CR  AV  Gl  80. . 

Mlt-B.49436A 

ER 

04  Moy 

87 

ER  99 

L 

6140 

Bottery,  Rechorgeoble,  Seoled  Nickel  Cadmium  BB>411/U.. . 

Mll-B-55130/1 

ER 

22  Aug 

84 

ER 

6140 

Bottery,  Rechorgeoblc.seoled  Nickel  Cadmium, BB<593/U . 

MIL-B-49436/11A 

ER 

20  Moy 

88 

ER 

L 

6140 

Bottery,  Rechargeable,  Seeled  Nickel  Codmium  86‘412/U. . . . . 

MIL-B-55130/2 

ER 

22  Aug 

84 

ER 

i 

6140 

Battery,  Rechorgeoble, nickebcodmium  Vented,  Aircraft,  b6*716/A . 

Mll.B-49450  (1) 

ER 

03  Apr 

87 

ER 

L 

6140 

Battery,  Rechorgeoble,  Seoled  Nickel  Codmium  BB*416/U . 

MII-B-55130/3 

ER 

22  Aug 

34 

ER 

6140 

Bottery,  Rechorgeoble,  Nickel  codium,  Vented,  Aircroft,  B8716/A,  Interccll 

Mll-B-49450/1 

ER 

16  Jon 

87 

ER 

Connectors 

L 

6140 

Boitery,  Rechorgeoble,  Seoled  Nickel  Codmium  66*417/U . 

Mll.B-55130/4 

ER 

22  Aug 

84 

ER 

1 

6140 

Bottery,  Rechargeable,  Seoled  Nickel  Codmium  BB«590/U  REV-CR  AV  Gl . 

Mil.B-49436/1  (1) 

ER 

10  Dec 

84 

ER 

L 

6140 

Bottery,  Rechorgeoble,  Seoled  Nickel  Codmium  BB*625/U... . . . 

MIL-B-55130/5 

ER 

22  Aug 

84 

ER 

i 

6140 

Bottery,  Rechorgeoble,  Seoled  Nickel  Codmium  BB«588/U  REV-CR  AV  Gl . 

MIL-B-49436/2  (1) 

ER 

17  Nov 

83 

ER 

1 

6140 

Bottery,  Rechorgeoble.seoled  Nickel  Codium  BB<586/U  REV-CR  AV  Gl . 

Mll-B-49436/3  (1) 

ER 

17  Nov 

83 

ER 

6140 

Bottery,  Rechorgeoble,  Nickel  codium.  Vented.  Aircraft,  8B-716/A  ,  Diode 

Mll-B-49450/2 

ER 

16  Jon 

87 

ER 

Assembly 

6140 

Battery,  Rechorgeoble,  Nickel-codium,  Vented,  Aircrofi,  BB*716^A,  BvIlevIHe 

Mll.B-49450/3 

ER 

16  Jon 

87 

ER 

Springs 

6140 

Battery,  Rechorgeoble,  Nickel  codium.  Vented,  Aircraft,  B8-716/A,  Cell  Vent 

Mll.B-49450/4  (1) 

ER 

03  Apr 

87 

ER 

Assembly 

6140 

Battery.  Rechorgeoble,  Nickcl-codium,  Vented,  Aircrofi,  66-7)6/A,  Harness 

MIL-B  49450/5 

ER 

16  Jon 

87 

ER 

Assembly 

6140 

Bottery,  Rechargeable,  Nickel-codium,  Vented,  Aircraft,  BB716/A,  low 

MIL.B-49450/6A 

ER 

19  Jul 

88 

ER 

Capacity  Cell 

6140 

Bottery,  Rechorgeoble.  Nickel  codium.  Vented,  Aircraft,  BB  716/A,  Cell . . 

MII-B-49450/7A 

ER 

18  Jun 

87 

ER 

L 

6140 

Battery,  Kechorgeoble.nickel  codium,  Vented.oircroft.  B8716/A  . . 

MIL.B-49450/8  (1) 

ER 

03  Apr 

87 

ER 

SUPP  1 

L 

6140 

Boitery,  Rechorgeoble,  Seoled  Nickel  Cadmium  BB-557/U  REV-CR  AV  Gl . . 

Mll-B-49436/4  (1) 

ER 

10  Dec 

84 

ER 

1 

6140 

Battery,  Rechorgeoble,  Seoled  Nickel  CoJm'um  BB-541/U  Validated  Avg  88 

MHB-49436/5 

ER 

23  Aug 

88 

ER 

REV-CR  AV  GL 

NOTICE 

1 

6140 

Bottery,  Rechorgeoble,  Sealed  Nickel  Codmium  BB'516/U  Validated  Avg  88 

MIL-B-49436/6 

ER 

23  Aug 

88 

ER 

REV-CR  AV  Gl 

NOTICE 

L 

6140 

Bottery,  Rechorgeoble,  Seoled  Nickel  Cadmium  BB*507/U  Validated  Avg  88 

Mll-B-49436/7 

ER 

23  Aug 

88 

ER 

REV-CR  AV  GL 

NOTICE 

L 

6140 

Battery,  Rechorgeoble,  Seoled  Nickel  Cadmium  6B-506/U  Validated  Avg  88 

MIL-B-49436/8 

ER 

23  Aug 

88 

ER 

REV-CR  AV  Gl 

NOTICE 

L 

6140 

Bottery,  Rechorgeoble,  Seoled  Nickel  CadrriumbB>505/U  Validated  Avg  88 

MIL-B-49436/9 

ER 

23  Aug 

88 

ER 

REV-CR  AV  GL 

NOTICE 

L 

6140 

Bottery,  Rechorgeoble,  Seoled  Nickel  Cr-dmlumbB'503/TAS  Validated  Avg  88 

MIL-3-49436/' 10 

ER 

23  Aug 

88 

cR 

REV-CR  AV  GL 

NOTICE 

1 

6140 

Bottery,  Silver  Zinc  Alkoli,  Gen . . . . . . . 

MIL-B-8I502B 

AS 

31  Dee 

87 

AS 

NOTICE  1 

1 

6140 

Bottery,  Storoge.  Silver-zinc,  Vented,  General  Specificotion  For  Validated  Jan 

MIL  8  29361 

MC 

28  Jul 

77 

MC 

6140 

Boitery,  Storoge,  Aircrofi,  Nickel  Codium  Cell  USER-CG  REV-AV  99. . . . 

MIL-B-81757/1C 

AS 

05  Ocl 

84 

ER  AS  II 

6140 

Bottery,  Storoge,  Vehiculor,  Ignition,  lighting.  And  Storting  REV.80... . . . 

W.B-131M  (1) 

1 

26  Nov 

85 

L 

6140 

Bottery,  Storage,  Aircraft,  Heovy  Duty,  2  Ampere  Hours,  Seoled  Cells,  26  Volts 

DOO-B  8565. 1 

AS 

23  Moy  77 

AS 

V/ith  115V  400  HZ  Integrol  Charger  Validated  Jvn  83 

1 

6140 

Battery,  Storoge.  Sllver-zinc,  Vented,  BB-560(  (/PRC-104,  6  Vdc  )nominol( 

MIL-8-29361/1 

MC 

28  Jul 

77 

MC 

Validottd  Jan  85 
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TITLE 

NUMBER 

PREP 

DATE 

CUSTODIAN 

Boltery,  Storoge,  Alrcfoll,  Nlckel'Cadmlum,  Vented  Filler  Cep  USEft>CO  REV-AV 

99 

Battery,  Storage  (leod  Acid,  Industrial  Portoble  Service)  US6R*ME  SH  YO 

MIL-3-81757/2B 

AS 

31  Jut 

81 

ER  AS 

11 

W.B-1330 

-ER 

26  Jul 

85 

ER 

99 

REV-SA  MC 

Battery,  Storoge,  Alrcroft,  Type  MA«2*1  REV«GS  . . . . . . 

MIL.B-26026B  (1) 

80 

24  Jul 

79 

99 

Battery,  Storage,  Aircraft,  Nickel  Cadmium  Connector,  Strop  USER-CG  REV-AV 

99 

Bottery,  Storoge,  (leod*ocid,  Industrial,  Flooting  Service) . 

MIL-B-81757/3B 

AS 

31  Jul 

81 

ER  AS 

11 

W.B-134C 

t 

16  F«b 

73 

Bottery,  Storoge,  Aircraft,  Medium  Rote  Motntenonce  Free,  Type  1,  24*VOLT, 

MIL-B-85&5A/n 

80 

02  Dec 

88 

99 

9.5  Ampere-hour 

Bottery,  Storoge,  Silver  Zinc  Alkaline  Type  (For  Dsrv)  (Metric) . . . 

DOD-B-24505C 

SH 

08  Jul 

80 

SH 

Bottery,  Storage,  Aircraft,  Nickel-cadmium,  Connector,  Tab  USER-CG  REV-AV 

99 

Bottery,  Storoge,  (Nickel-olkolme,  Industrial,  Floating  Service) . 

MII-B-8I7S7/4C 

AS 

05  Ocl 

84 

ER  AS 

11 

W.B-137C 

t 

04  Apr 

73 

Bottery,  Storage,  Aircraft,  Medium  Rote,  No  Maintenance,  24-VOLT,  15 

OOD-B-8565/3E 

AS 

26  Jun 

87 

AS 

Ampere-HOUR 

Battery,  Storoge,  Silver-zinc  Alkoline  (Emergency),  Generol  Specificotion  For 

DODB-24531  (1) 

SH 

19  Dec 

77 

SH 

(Metric)  Volidafod  Dec  82  REV-GS 

Bottery,  Storage,  Aircroft,  Nickel  Codium,  Connector,  Curved  USER-CG  REV-AV 

99 

Battery,  Storage,  Leod-acid,  Portoble,  B8-239/U  Volidafed  Jan  8S  USER-MC 

SUPP  1 

MILB-81757/5B 

AS 

31  Jul 

81 

ER  EC 

11 

MS.91321C 

AT 

11  Jun 

64 

AT  YD 

99 

AS  REV-ER  80  GS 

Battery,  Storoge,  Aircraft,  Medlum-RATE,  Type  1,  Mointenonce-FREE,  24-VOLT, 

DOD’B-8565/4C 

AS 

26  Jun 

87 

AS 

7.5  Ampere-HOUR 

Bottery,  Storoge,  Silver  Zinc  Atkolme  Type  (For  Trieste),  Generol  Specificotion 

DOD  B-24506B  (1) 

SH 

08  Feb 

80 

SH 

For  (Metric)  VaUdated  Mar  85 

Battery,  Storoge,  Aircroft,  Nickel  Cadlum,  24  Volts,  10  Ampere  Hours 

MIL.B-8I757/7C 

AS 

05  Oct 

84 

ER  AS 

11 

(BB-432/A)  USER-CG  REV-AV  99 

Battery,  Storage,  Lead-acid,  Portable,  BB-240/U  Validated  Jan  85  USER-MC 

MS.91322C 

AT 

1 1  Jun 

64 

at  yd 

99 

AS  REV-ER  SO  GS 

Bottery,  Storage,  Aircroft,  Medium-rote,  Type  1,  Mointenonco  Free,  24  Volt,  30 

MIL-B-8565/S 

AS 

21  Nov 

86 

AS 

Ampere-hour 

Bottery,  Storage,  SKver-zinc  Alkoline  Type  (For  Trieste)  Propulsion  (1000 

0ODB-24506/1C 

SH 

20  Mor 

78 

SH 

Ampere-hour),  (Metric)  Validated  Oct  63 

Battery,  Storoge,  Aircroft,  Nickel-codmium,  24  Volts,  20  Ampere-hour 

MIL-B-81757/8D 

AS 

03  Moy  85 

ER  AS 

11 

(BB-434/A)  USER-CG  REV-AV  99 

Bottery,  Storage,  Lead-acid,  Portoble,  BB-241/U  Validated  Jan  85  USER-Gl 

MS.91323C 

AT 

11  Jun 

64 

AT  YD 

99 

MC  AS  REV-ER  80  GS 

Battery,  Storoge,  Aircroft,  Medium-RATE,  Type  1,  Maintenonce-FREE,  24-VOLT, 

OODB-8565/6 

AS 

26  Jun 

87 

1.5  Ampere-HOUR 

Bottery,  Storoge,  Silver  Zinc  Alkaline  Type  (For  Trieste)  Auxiliory  (50(X)  Ampere 

DODB-24506/2C 

SH 

20  Mor 

78 

SH 

Hour)  (Metric)  Val'dated  Oct  83 

Battery,  Storoge,  Aircraft,  Nickel  Cadmium,  24  Volts,  30  Ampere  Hour 

Mll.B’8)7i7/9C 

AS 

05  Oct 

84 

ER  AS 

11 

(6B-433A/A)  USER-CG  r<ev.AV  99 

Bottery,  Storoge,  lecd-ocid,  Portoble,  BB-242/U  Validated  Jon  85  USER-MC 

MS-91324C 

AT 

11  Jun 

64 

at  SH 

REV-ER  YO  AS  11  GS 

Battery,  Storoge,  Aircroft,  Medium-rote,  Type  1,  Mointenonce-free,  24-VOLT, 

DOD-B-8565/7 

AS 

09  Oci 

87 

AS 

24.AMPER6-HOUR 

Battery,  Storoge,  Aircraft,  Nickel-codmium,  Generol  Specificotion  For  REV-11 

GS 

Bottery,  Storoge,  Aircroft,  Nickel  Codmium  23  Volts,  6  Ampere  Hour  . . . 

MIL-B'26220D  (4) 

80 

26  Feb 

85 

AV 

99 

MII-B-81757/10B 

AS 

05  Oel 

84 

AS 

Battery,  Storoge,  leod-ocid,  Portoble,  BB-243/U  Validated  Jan  85  USER-MC 

MS-91325C 

AT 

1 1  Jun 

64 

AT  YD 

99 

REV-ER  80  GS 

Bottery,  Storoge,  Silver-zinc  Alkoline  (Emergency),  For  OSV.  Type  25  V  •  12 

DOD-B-24531/1A 

SH 

19  Dec 

77 

SH 

AN  (Metric)  Validated  Dec  82 

Bottery,  Storoge,  Aircroft,  Nickel  Cadmium  24  Volts,  20  Ampere  Hour  (lovir 

MII-B-81757/11C 

AS 

03  Moy  85 

AS 

Frequency  Vibrotion) 

Bottery,  Storoge,  lead  acid,  Portoble,  BB-246/U  Validated  Jan  85  USER-MC 

MS-9I326C 

AT 

11  Jun 

64 

AT  YD 

99 

AS  REV-ER  80  GS 

Bottery,  Storoge  Nickel-codmium  Validated  Aug  81  REV-G$  . . . 

MII-B-2  14423  (5) 

OS 

26  Oel 

70 

OS 

SoMery,  Storoge,  Alkoline,  Nickel-ccdium  Validated  Jan  85  REV-GS  . . 

MII-B-23272B  (2) 

AT 

31  Mar 

80 

AT 

99 

Bottery,  Storoge,  Aircroft,  Nickel-codmium  Forced-cir  Cooled,  Chorge 

MllB-81757/12 

AS 

20  Apr 

84 

AS 

Controlled,  24-VOlT,  30  Ampere-hour 

Bottery,  Storoge,  lead-ocid,  Portoble,  BB-247/U  Validated  Jan  85  USER-MC 

MS-91327A 

AT 

11  Jun 

64 

AT  YD 

99 

AS  REV-ER  80  GS 

Bottery,  Storoge,  leod  Acid,  Portoble,  Generol  Specificotion  For  (Metric) 

DODB-15072E 

SH 

02  Sep 

81 

SH 

REV-MI  GS 

SUPP  1 

Bottery,  Storoge,  Alokline,  Nickel  Codmium,  BB-634/U,  12  Volt,  70  Amp  Hr 

MII-B-23272/1B 

AT 

18  Sep 

75 

AT 

99 

Capacity  Validated  Jan  85  REV-ME  ER  GS 

Bottery  Storoge  Aircroft  NicV^Lcodmium  ?4  Voh.  30  Amp*'* 

miI-B-81757/13 

AS 

2«  Peb 

85 

Bottery,  Storoge,  Silver  Zinc  Alkoline  (Emergency),  For  Osvr,  Type  25  V  -  70  Ah 

DOD-8-24531/2  (1) 

SH 

19  Dec 

77 

SH 

(Metric  Validated  Oct  83  REV-GS 

Bottery,  Storoge  BB-40(  )/U  Validated  Oct  81  REV-GS . . . 

MIL.B-11453A  (4) 

ER 

07  Mor 

61 

ER 

Bottery,  Storage,  Stiver  Zinc  Alkoline  (Emergency),  For  Trieste,  Type  12  V  •  1(X) 

DOD-8-24531/3  (2) 

SH 

26  Feb 

79 

SH 

Ah  (Metric)  Validated  Feb  84  REV-GS 

Bottery,  Storoge  BB-418/U  Validated  Nov  81  REV-GS . . . . . 

MIL-B-55;18/I 

ER 

29  Nov 

71 

ER 

Bottery,  Storage,  Silver  Zinc  Alkoline  (Emergency),  For  Trieste,  Type  24  V  -  2(X) 

DOD-B-24531/4  (2) 

SH 

26  Feb 

79 

SH 

Ah  (Metric)  Validated  Feb  84  REV-GS 

Bottery,  Storage,  Lead  Acid,  Portoble,  Types  6V  -  50  AH,  I/O,  A  Or  B  &  12  V 

MIL-B- 15072/9 

SH 

02  Sep 

81 

SH 

.  50  AH,  I/O,  A  Or  B  (Metric) 

Bottery,  Storage,  Silver  Zinc  Alkoline  (Emergency),  For  DSV,  Type  27  V  •  30 

MIL-B-24531/5 

SH 

19  Dec 

77 

SH 

Ah  (Metric)  Validated  Oct  83 

Bottery,  Storoge  BB-431/U  Validated  Nov  81  REV-GS . . . . . . 

MIL.B-55118/2 

ER 

29  Nov 

71 

ER 

637 
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L 

6U0 

Battery,  Storoge,  lead  Acid,  Portoble,  Types  6V  •  205  AH  H/S  A  Or  B  &  8V 

DOD-B-15072/10 

SH 

02  Sep 

81 

SH 

205  AH  H/S  A  Or  B  (Metric 

6140 

Boltery,  Storage,  Silvcr'Zinc.  Rechargeable,  General  Specificotion  VoMated  Feb 

MIL-B  821 17D 

MC 

16  Feb 

88 

AT 

MC 

88  USER-AS  CG  SH  17  REV-AI  GS 

INI  AMD  1  (MC) 

1 

6140 

Botte  y.  Storage,  lead  Acid,  Portoble,  Type  2V  •  20  AH  L/0  A  (Metric) 

DOD-B-15072/3F 

SH 

02  Sep 

81 

SH 

REV.GS 

6U0 

Battery,  Storoge,  Silver  Zinc,  Rcchorgcable,  6B‘646/U,  6VOC,  (Nominal) 

MIL-B-82)  17/IE 

MC 

25  Jul 

83 

AT 

MC 

USi-R.AS  CG  SH  17  REV-ER  GS 

6U0 

Batter,.  Storoge,  Icod  Acid,  Portable,  Type  12V  •  15  AH  •  I/O  •  A  Or  B 

Mll.B-15072/11 

SH 

02  Sep 

81 

SH 

(Metric) 

6140 

Bottery,  Storoge,  Silver  Zinc,  Rcchorgcable,  BB>451/U,  24VOC  (Nominol) 

MII-B-82117/2E 

MC 

25  Jul 

83 

AT 

MC 

USER-CG  AS  SH  17  REV-ER  GS 

L 

6140 

Battery,  Storoge,  Icod  Acid,  Portable,  Types  6V  •  100  AH  l/D  A  Or  B,  8V  100 

DOD-B-15072/12 

SH 

02  Sep 

81 

SH 

AH  I/O  A  Or  B,  &  12V  ■  ICO  AH  l/D  A  Or  B  (Metric) 

L 

6140 

Bottery,  Stonge  BB*436/U  Validated  Nov  8 J  REV<GS. . . . . 

Mll-B-55118/3 

ER 

29  Nov 

71 

ER 

6140 

Battery,  Storege,  lead  Acid,  Portable,  Types  6V  •  130  AH  •  H/s  <  A  Or  B,  8V  - 

Mll-B-15072/13 

SH 

02  Sep 

81 

SH 

130  AH  ■  (-/J  ■  A  Or  B,  And  12V  130  AH  .  H/j  ■  A  Or  8  (Metric) 

L 

6140 

Bottery,  Storage,  Aircraft,  Hcovy  Dufy,  2  1/2  Ampere-hour,  24-VOlT,  Heated 

MS-3346A 

AS 

25  Oct 

68 

AS 

Validated  \1or  61  REV*GS 

L 

6140 

Bottery,  Storege,  leod  Acid,  Portoble,  Types  6V  300  AH  L/0  A  Or  B  &  8V 

DOD-B-15072/14 

SH 

02  Sep 

81 

SH 

300  A/H  1/  D  A  Or  B  (Metric) 

L 

6140 

Bottery,  Storege,  Aircraft,  Heavy  Duty,  3/4  Ampere-hour,  24-VOlT  REV-GS . 

MS-3319D 

AS 

24  Sep 

82 

AS 

L 

6140 

Bottery,  St'.,rogc  6B-437/U  Validated  Nov  81  REV-GS . . . . . 

MIL-B-55118/4 

ER 

29  Nov 

71 

ER 

L 

6140 

Bottery  Storage,  Aircroft,  Heavy  Duty,  0.4  Ampere  hour  Validated  May  80 

MS-3337C 

AS 

21  Jun 

71 

AS 

REV-GS 

L 

6140 

Bolter),  Storage  BB-438/U  Validated  Nov  81  REV-GS . . . 

MIL-B-55118/5 

ER 

29  Nov 

71 

ER 

L 

6140 

Bottery.  Storage,  BB641 1()/U  Validated  Oct  81  REV-GS . 

MS-75030 

ER 

19  May 

61 

ER 

L 

6140 

Battery,  Storage  B6&412(}/U  Validated  Oct  81  REV-GS  . . . . 

MS-75031 

ER 

19  Moy  61 

ER 

L 

6140 

Battery,  Storoge  B6&416()/U  Validated  Oct  81  REV-GS . . . 

MS.75032 

ER 

19  Moy 

61 

ER 

6140 

Battery,  Storage,  leod-ocid,  Portoble,  BB-46  Validated  Jan  85  USER-MC  AS 

MS-91310A 

AT 

1 1  Jun 

64 

AT 

YD 

99 

REV-ER  YD  11  GS 

6140 

Bottery,  Storage,  leod-ocId,  Portoble,  BB-50  Validated  Jan  85  USER-MC  AS 

MS-91311A 

AT 

1 1  Jun 

64 

AT 

SH 

99 

REV-ER  YD  CO  GS 

6140 

Bottery,  Storoge,  leod-ocid,  Portable,  B6-236/U  Validated  Jan  85  USER-MC 

MS-91316C 

AT 

11  Jun 

64 

AT 

YD 

99 

AS  REV-ER  11  BOGS 

6140 

Bottery,  Storage,  leod-ocid,  Portable,  BB-237/U  Validated  Jan  85  USER-MC 

MS-91319C 

AT 

1 1  Jun 

64 

AT 

YD 

99 

REV-ER  AS  1 1  80  GS 

1 

6140 

Battery,  Storoge  BB6417()/U  Validated  Oct  81  REV-GS . . . 

MS-75033 

ER 

19  Moy  61 

ER 

i 

6140 

Bottery,  Storage,  Leod-ocid,  Waterproof  24  Volt  USER-ME  REV-ER  GS . 

MS-75047E 

AT 

17  Jon 

84 

AT 

L 

6140 

Bottery,  Storoge  BB-613/U  Validated  Nav  81  REV-GS..... . . . 

Mll-B-551 18/6 

ER 

29  Nov 

71 

ER 

6140 

Bottery,  Storoge,  leod-ocid,  Portoble,  6B'238/U  Validated  Jan  85  USER-MC 

MS-91320C 

AT 

1 1  Jun 

64 

AT 

YD 

99 

AS  REV-ER  80  GS 

1 

6140 

Bottery,  Storage  BB-616/U  Validated  Nov  81  REV-GS. . . . . . 

Mll-B-551 18/7 

ER 

29  Nov 

71 

ER 

6140 

Bottery,  Storoge,  For  Electric  Powered  Industriol  Trucks  And  Troctors  USER-AT 

MS-1S367C 

SA 

30  Aug 

85 

ER 

SA 

99 

ME  MC  AS  REV-SH  GS 

1 

6140 

Battery,  Storage,  Aircroft,  Instollotion  Of  Validated  Jun  81  REV-GS . 

MS-25193J 

AS 

01  Moy  69 

AS 

6140 

Battery,  Storage,  Typc(EX)  For  4,000  7180  ,&  6,000  (2700KG)  Pound 

MS-16974A 

SA 

18  Jul 

86 

ER 

SA 

99 

Copocily,  Fork  lift  Trucks  REV-C' 

L 

6140 

Bottery,  Storage,  Aircroft,  24  Volt,  *  Duty,  1/3  Ampere  Hour  REV-GS . 

M5.17334P 

AS 

22  Apr 

82 

AS 

L 

6140 

Battery,  Storage,  Vented,  Nickel  Codiium  REV-GS . . . 

Mll-B-55363  (1) 

ER 

05  Apr 

82 

ER 

61-0 

Bottery,  Storage,  Silver  Zinc  Rcchorgeoble,  BB-606/U,  6VOC(NOMINAl 

MII-B-82117/3E 

MC 

25  Jul 

83 

AT 

MC 

USER-CG  AS  SH  17  REV-ER  GS 

L 

6140 

Bottery,  Storage,  Nickel  Cadmium  (For  Tolos  Missile)  Validated  Avg  87 

Mll-B-82623 

os 

19  Aug 

87 

OS 

REV-GS 

NOTICE  1 

6140 

Battery,  Storage,  lead-acid,  Woterproof  USER-GL  MC  OS  REV-ME  Ml  ER  SH 

MS-35000R 

AT 

01  Dec 

87 

AT 

YD 

99 

80  GS 

6140 

Battery,  Storoge,  Icod  Acid,  Non  Woterproof  (Inoclive  Use  MS  35000)  . . 

MS-35001E 

AT 

10  Oct 

66 

AT 

YD 

99 

6140 

Bottery,  Storoge,  leod  Acid,  BB-638/U  REV-AV  11  GS  . . . . . . 

MIL.B-83769/1D 

AS 

04  Apr 

83 

ER 

AS 

99 

M40 

Bottery,  Storage  Alkollne,  Nickel-cadmium  12  Volt,  35  Ampere-hour  Copocity 

M5-53073A 

AT 

21  Oct 

74 

AT 

SH 

99 

Valiihted  Dec  83  USER-MC  YD  REV-ER  GS 

L 

6140 

Bottery,  Storoge,  Leod  Acid,  (Low  Maintenance)  . . . . 

M5.52149D 

AT 

21  Sep 

88 

AT 

6140 

Boltery,  Storage,  lead  Acid,  BB-639/U  REV-AV  1 1  . 

MII-B-83769/2D 

AS 

04  Apr 

83 

ER 

AS 

99 

6140 

Battery,  Storoge  -  Alkaline,  Nickel-codmium  12  Volt,  70  Ampere  hour  Copocity 

MS.53074A 

AT 

21  Oct 

74 

AT 

SH 

99 

VoMoledAug  83  USER-MC  YD  REV-ER  GS 

6140 

Boltery,  Storoge,  leod  Acid,  BB  640/U  REV-AV  1 1  GS . 

Mll-B-83769/30 

AS 

04  Apr 

83 

ER 

AS 

99 

6140 

Bottery,  Storoge,  leod  Acid  REV-AV  11  80  GS . . . 

MII-B-83769/4C 

AS 

04  Apr 

83 

ER 

AS 

99 

6140 

Bottery,  Storoge,  leod  Acid  REV-AV  11  80  GS . . . 

MII-B-83769/5C 

AS 

04  Apr 

83 

ER 

AS 

99 

6140 

Battery,  Storoge,  leod  Acid  REV-AV  11  80  GS . . . . . . . 

MII-B-8J769/6C 

AS 

04  Apr 

83 

ER 

AS 

99 

L 

6140 

Bottery,  Storage,  Threoded-posl-connected,  leod-ocid . . . . 

MIL.B-83769/7A 

AS 

05  Nov 

82 

AS 

Q 

6140 

Bottery,  Storoge,  Lead  Acid,  General  Spectficotion  For  REV-AV  80  11  GS . 

MII-B-83769D  (1) 

AS 

13  Feb 

87 

ER 

AS 

99 

L 

6140 

Boyonet  Type  Vent  Cop  Validated  Oct  81  REV-GS  . . . 

MS-75046B 

ER 

29  Jun 

70 

ER 

L 

6i40 

Cell,  Bottery,  /  ircroft  Storoge,  Nickel  Codium  REV-GS . . . 

MS-27307E 

80 

12  Sep 

80 

99 

L 

6140 

Cell,  Bottery,  Storoge,  Light  And  Keovy  Duty,  Aircraft  REV-GS . . . 

MS-90321S 

AS 

24  Sep 

82 

AS 

L 

6140 

Cell,  Storage,  Nickel-codmium  (For  Tales  Missile)  Validated  Aug  67  REV-GS...... 

Mll-C-82624 

NOTICE  1 

OS 

19  Aug 

87 

OS 

L 

6140 

Celt,  Storage,  Silver  Zinc  Alkollne  Type  (For  Deep  Submergence  Applicotions) 

DOD-C-24594  (1) 

SH 

01  Sep 

82 

SH 

(Metric) 

6140 

Oomp  &  Boltery  Hold&down  (Supersedes  Usof  Owg  44A509d)  Validated  Jul  7d 

AN3156 

80 

28  Aug 

53 

AV  AS 

99 

REV-GS 

REV  5 

L 

6140 

Connector,  Bottery  Cell,  Offset  Validated  Apr  83 . . . 

MS.27308B 

80 

26  Moy  77 

99 

L 

6140 

Connector,  Bottery  Cell,  Straight  Validated  Mar  83  REV-GS  . . . . 

MS-27309A 

80 

26  Moy  77 

99 

1 

6140 

Connector,  Boltery  Cell,  Curved  Validated  Apr  83  REV-GS . . . . 

MS-27310A 

80 

26  Moy  77 

99 

638 
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CUSTODIAN 

L 

6U0 

Connector,  Intercell  And  Crl(«to*rcceptaele,  Battery,  Storage,  Heovy  Duty, 

MS-3347A 

AS 

28  Aug 

69 

AS 

Alrcroft  Validated  82  REV-GS 

L 

6140 

Cover,  Battery,  Storoge,  Medium  Duly,  Gencrol  Purpose,  Aircraft  Validated 

MS-903900 

AS 

28  Jul 

67 

AS 

May  80  REV-GS 

6140 

Filler  Cop,  Bollery  (Submersible)  USER*MC  AS  REV-ER  80  GS  . . 

MS-91872C 

AT 

19  Jul 

88 

AT  YO 

L 

6140 

Jor,  Bottery,  Laminated  Rubber,  Submarine  Validated  Apr  62  R£V-G$ . . . 

MIL-J-16128C 

SH 

15  Nov 

72 

SH 

L 

6140 

Lead,  Electrical  (Storoge  Bollery)  Validated  Jan  85  REV*YO  GS  . 

MS-359158 

AT 

30  Dec 

77 

AT 

6140 

lead,  Electricol  (Storage  Bollery)  Validated  Oct  81  REV*ER  G$ . . . . 

MIL-L-21321 

ER 

31  Mar 

58 

ER  YD 

99 

6140 

leods,  Storage*boltery . . . . . . . . . . 

J-L-231C 

/YD 

20  Jon 

87 

ER  YD 

99 

L 

6140 

Nonmetollic  Fittings  For  Submarine  Battery  Air  Agitation  Systems  Validated 

MS-1B309A 

SH 

15  Moy 

79 

SH 

May  84 

6140 

Pockoging  Of  Botlerics,  Storage,  Charged  And  Dry  Unchorged  And  Moist, 

MII-P-6063B 

80 

22  Mor 

78 

GL  AS 

99 

Generol  Specificotion  For  REV.GS 

L 

6140 

Ports,  Hard  Rubber,  For  Use  With  Submorine  Storoge  Batteries  (Metric) 

M1L-P-15816C 

SH 

11  Oct 

77 

SH 

Validated  Sep  82  REV-CS  GS 

L 

6140 

Plug,  Venting,  Electrolyte  Access  Hole,  Cell,  Alrcroft  Atkolmc  Storage  Battery 

MS.3510A 

AS 

27  Apr 

71 

AS 

Validated  May  60  REV-GS 

6140 

Plug,  Venting,  Gravity  Controlled,  Electrolyte  Acess  Hole,  Cell,  Aircroft  Lead 

MS-25185C 

AS 

01  Nov 

78 

ER  AS 

99 

Acid  Storage  Bottery  Validated  Avg  85 

L 

6140 

Rock,  Bottery  Chorging  Validated  Mar  62  REV-GS . . . . . . 

MS-25390 

AS 

27  Mar 

59 

AS 

L 

6140 

Screw,  Slolled  Hex  Heod  Validated  0:1  81  USER-MI  ME  REV-AI  GS . 

MS-75043B 

ER 

26  Mar 

68 

ER 

L 

6140 

Spring,  Belleville  Validated  Oel  81  USER-ME  REV-MI  GS.. . . . 

MS-75044A 

ER 

12  Jon 

68 

ER 

6140 

Storoge  Botteries  -  Jun  78  Validated  Oct  83  . . 

SAE  J537J-78 

AT 

01  Apr 

81 

AT  AS 

99 

1 

6140 

Storoge  Bottery  Arrongement  For  Minimum  Stroy  Mognetic  Field  (Metric) . 

OOD-STD.2134 

SH 

03  Aug 

81 

SH 

L 

6140 

Wojher  Validated  Oel  81  REV-GS . 

MS.75045A 

ER 

2  Apr 

62 

ER 

L 

6140 

Wrench,  Plug,  Elcclrotyle  Access  Hole,  Cell,  Aircraft  Atkoline  Storoge  Bottery 

MS-90489B 

AS 

02  Jun 

71 

AS 

Validated  Sep  85  REV-GS 

6145 

Aluminum  1350-  H19  Wire  For  Electrical  Purposes  -  30  Aug  1985  REV-SH  99  IS 

ASTM  B230-85 

YD 

27  Moy 

87 

CR  YD 

85 

6145 

Aluminum-ciloy  6201-T81  Conductors,  Concentric-loy-stonded  -  27  Jun  1986 

ASTM  B399-86 

YD 

24  Dec 

86 

CR  YD 

85 

USER-SH  REV-99  80  IS 

6145 

Braid,  Wire,  (Copper,  Tin  Ccoted,  Or  Silver  Coated,  Tubulor,  Or  Flat) 

QQ-B-S75B  (1) 

/CR 

01  Aug 

80 

CR  AS 

85 

Validated  Sep  88  USER-AV  AT  YD  SH  MC  REV-OS  99  NS  IS  DS 

NOTICE  1 

Q 

6145 

Coble  &  Cord,  Electrical,  low  Smoke,  For  Shipboard  Use,  Gencrol  Specificotion 

MlL-C-24643 

SH 

28  Sep 

84 

SH 

85 

For  USER-ME  AR  AV  CG  REV-CR  ER  EC  99  IS 

SUPP  lA 

INT  AMD  2(SH) 

O 

6145 

Coble  &  Wire,  Power,  Electric,  Portoble  Validated  Sep  87  REV-MI  EA  ME  EC 

MIL-C-5756B  (4) 

AS 

08  Sep 

87 

AS 

85 

IS 

NOTICE  1 

Q 

6145 

Coble  And  Cord  Electricol,  For  Shipboard  Use  Ger.erct  Specifications  For 

MIL-C-915F  (2) 

SH 

14  Mor 

88 

SH 

85 

USER-ME  AR  At  CG  YD  REV-CR  ER  EC  99  IS 

6145 

Coble  And  Cord,  Electricol,  Identificotion  Morking  And  Color  Coding  Of 

MII-STD-686B 

CR 

23  Jon 

84 

CR  AS 

85 

USER-AV  SH  MC  REV-MI  85  99  ES 

6145 

Coble  And  Wire,  Electrical  (Power,  Fixed  Instollation)  USER-MI  AR  MC  11 

J-C-30B 

• 

16  Feb 

89 

CR  YD 

17 

REV-ME  EA  AS  YD  99  IS 

6145 

Cable  And  Wire,  Insulated,  .Methods  Of  Testing  USER-MC  YD  SH  REV-AR  AT 

FED-STD-228B 

/CR 

17  Ocl 

85 

CR  EC 

85 

Ml  EC  15  14  11  85  99  IS 

NOTICE  2 

L 

6145 

Coble  Arrongement  For  Minimum  Stray  Magnetic  Field  (Metric)  REV-CR . 

DOD.STD-2133 
NOTICE  1 

SH 

03  Aug 

81 

SH 

6145 

Coble  Comparison  Honobook  Ooto  Pertaining  To  Electric  Shipboard  Coble  ........ 

MIL-HDBK  299 

SH 

03  Apr 

89 

6145 

Coble  Power  Electricol,  Fiol  Three  Conductor  REV-MI  AR  SH  17  IS  ES . 

M1L-C-55483A 

CR 

10  Aug 

82 

CR  YD 

85 

6145 

Coble  Spcciol  Purpose  Electricol  37  39  42  And  46  Conductors  Validated  Apr  83 

MIL  C  13777/5C 

AR 

15  Sep 

69 

AR  SH 

17 

USER-CE  MC  11  REV-MI  CR  OS  15  IS 

6145 

Coble  Speciol  Purpose  Electricol  2  3  And  4  Conductors  Validated  Mar  85 

M11.C-13777/1B  (1) 

AR 

05  Aug 

71 

AR  SH 

17 

USER-AT  ME  MC  EC  11  REV-Ml  CR  IS 

6145 

Coble  Special  Purpose  Electrical  16  17  19  And  20  Conductors  Validated  Mar 

M1L-C-13777/3A 

AR 

01  Sep 

66 

AR  SH 

17 

85  USER-CE  MC  11  REV-MI  CR  15  IS 

L 

6145 

Coble,  Special  Purpose,  Electricol,  Multiconductor,  (7  Conductors)  &  Sir>gle 

MIL-C-27072/66A 

85 

24  Sep 

87 

85 

Shielded  M27072/661DDD 

6145 

Coble,  (Power  &  Special  Purpose)  &  Wire,  Electricol  (300  &  600  Volts) 

MII-C-3432E  (3) 

CR 

08  Ocl 

85 

CR  YD 

85 

USER-MC  15  11  REV-AR  Ml  SH  AS  99  17  IS 

6145 

Coble,  (Wire),  Two  Conductor,  Parallel  Validated  Sep  88  USER-AT  ME  MC 

MII-C-442D  (1) 

CR 

06  Sep 

88 

CR  OS 

85 

REV-MI  IS 

NOTICE  1 

L 

6145 

Coble,  Cooxiol  (For  Submorine  Use)  Validated  Apr  83  REV-IS . 

MIL-C-23020B 

SUPP  lA 

EC 

12  Apr 

65 

EC 

L 

6145 

Coble,  Cooxiol  (For  Submarine  Use)  Type  RG-293A/U  Validated  Jan  86  REV-lS 

MII-C-23020/1A 

EC 

03  Jun 

68 

EC 

L 

6145 

Coble,  Cooxiol  (Submarine  Use)  Type  RG-294A/U  Validated  Jan  66....... . 

MII-C-23020/2A 

EC 

03  Jun 

68 

EC 

1 

6145 

Coble,  Cooxiol  (Submarine  Use)  Type  RG-295/U  Validated  Apr  83  REV-IS . 

MIL-C-23020/3 

EC 

12  Apr 

65 

EC 

L 

6145 

Coble,  Cooxiol  (Submorine  Use)  Type  RG-264C/U  REV-IS . . . 

MII-C-23020/4A  (1) 

EC 

17  Jul 

86 

EC 

1 

6145 

Coble,  Cooxiol  (For  Submorine  Use)  Type  RG-317/U  Validated  Apr  84  REV-lS .. 

MIL-C-23020/5A 

EC 

21  Jon 

66 

EC 

L 

6145 

Coble,  Cooxiol  (Submorine  Use)  Type  RG*14A/U  Validated  Apr  63  REV-IS.  ... 

MIL-C-23020/6 

EC 

12  Apr 

65 

EC 

1 

6145 

Coble,  Cooxiol  (Submorine  Use)  Type  RG-17A/U  Validated  Jan  86 . 

MIL-C-23020/7B 

EC 

03  Jun 

68 

EC 

L 

6145 

Coble,  Composite  Telephone  &  Television  (16  AWG,  Video  Poir  Polythylene 

MIL.C-9660A  (3) 

85 

26  Jon 

73 

85 

Insuloted  &  19  AWG,  Poper  Insulated,  Lcod  Covered,  &  Tope  Armored) 
Validated  Feb  79  REV-IS 

6145 

Coble,  Cord,  And  Wire,  Electric  Pockogmg  Of  USER-ME  MC  EC  REV-AR  Ml  AT 

MII-C-12000G 

YD 

07  Moy 

84 

CR  YD 

85 

SM  SA  AS  OS  99  IS  ES 

O 

6145 

Coble,  Electric,  Filter  Line,  Rodio  Frequency  Absorptive  REV-AV  19 . . . 

M1L.C-85485A 

SUPP  1 

AS 

10  May 

83 

85 

L 

6145 

Coble,  Electric,  Torpedo,  65  Conductor  (For  Torpedo  Control,  Electric  Setting) 

MIL  C-19787C  (4) 

OS 

30  Jun 

78 

OS 

Validated  Sep  85 

6145 

Coble,  Electric,  Filter  line.  Component  Wire,  Tin-cooted  Copper  Conductor, 

MIL-C-85485. 5 

AS 

10  May 

83 

AS 

85 

Rodio  Frequency  Absorptive,  150  Deg.  C  600-VOIT  REV.19 

L 

6145 

Coble,  Electric,  Aerospace  Vehicle,  Mll-W.22759/23  Bosic  Wires,  Unshielded, 

MIL-C-7078.'33 

AS 

08  Sep 

87 

AS 

Unjacketed,  600  Volt,  260  Degrees  C  Validated  Sep  87 

NOTICE  1 

639 


FSC  LISTING 


I 


L 


I 

L 

L 

L 

L 

L 

L 

L 

L 

I 


L 

L 

L 

L 

L 


L 


FSC  TITLE 

6)45  Coble.  Eiecirk.  Filter  Line.  Component  Wire,  Silver>coated  High  Strength 

Copper  Al!o/  Conductor,  Rodio  Frequency  Absorptive.  150  Oeg.  C.  600*VOLT 
REV.99  ES 

6145  Coble,  Electric,  Aerospoce  Vehicle,  MIL*W.22759/12  Bosic  Wires,  Copper 
Shield,  Tfe  Jacket,  600  Volt,  260  Deg.  C  Validated  Sep  87 
6145  Coble,  Electric,  Filter  line.  Unshielded,  Unjocketed,  Mu]liple>comporsent,  Rodio 
Frequency  Absorptive,  150  Oeg.  C,  600‘VOLT  R6V*19 
6145  Coble,  Electric,  Aerospoce  Vehicle,  MIL*W-22759/23  Bosic  Wires,  Copper 
Shield,  Tic  Jacket,  600  Volt,  260  Degrees  C  Validated  Sep  87 
6145  Coble,  Electric,  Filter  Line,  Shielded,  Jacketed,  Rodio  Frequency  Absorptive,  150 
Oeg.  C,  600-VOLT  REV.19 

6145  Coble,  Electric,  Aerospoce  Vehicle.  Generot  Specification  For  Validated  Nov  83 
USER-AV  ME  REV.AR  MI  EA  11  IS 

6145  Coble,  Electric.  Filter  Line,  Component  Wire,  Silver>cooied  High-strength  Copper 
Alloy  Conductor,  Rodio  Frequency  Absorptive.  150  Oeg  C,  600  Volt  REV«19 
6145  Coble,  Electric,  Aerospoce  Vehicle,  MIL*W .5086/3  Bosic  Wires,  Copper  Shield, 
Nylon  Jockel,  600.VOLT,  105  Deg.  C  Validated  Nov  83  USER-AV  REV-MI  IS 
6145  Coble,  Electric,  Filter  line.  Unshielded,  Unjocketed,  Multiple-component,  Rodio 
Frequency  Absorptive,  150  Oeg  C,  600  Volt  REV>19 
6145  Coble,  Electric.  Aerospace  Vehicle.  MIL.W.81381/11  Bosic  Wires,  Copper 

Shield,  Potyimide  Tope  Jocket.  600.VOLT,  150  Degrees  C  Validated  Nov  83 
6145  Coble,  Electric,  Filter  Line,  Shielded,  Jacketed,  Radio  Frequency  Absorptive,  150 
Deg.  C,  600  Volt  REV.19 

6145  Coble,  Electric,  Aerospace  Vehicle,  MIL.W-81381/12  Basic  V/Jres,  Copper 

Shield,  Polyimide  Tope  Jocket.  dOO-VOLT,  150  Degrees  C  Validated  Nov  83 
6145  Coble,  Electric.  Aerospace  Vehicle,  MIL.W-81381/13  Bosic  Wires.  Copper 

Shield,  Polyimide  Tope  Jacket.  600-VOLT.  150  Degrees  C  Validated  Oct  84 
6145  Coble,  Electric,  Aerospace  Vehicle,  MIL.W-81381/1 1  Basic  Wires,  Copoer 

Shield,  Polyimide  Tope  Jacket,  600‘VOLT,  200  Degrees  C  Validated  Nov  63 
6145  Coble,  Electric,  Aerospace  Vehicle,  MIL.W-81381/12  Basic  Wires,  Copper 
Shielded,  Polyimide  Tope  Jocket,  600  Volt,  200  Oeg.  C  Validated  Nov  83 
6145  Coble,  Electric,  Aerospace  Vehicle,  Mll.W-81381/13  Basic  Wires,  Copper 

Shield,  Polyimide  Tope  Jacket,  600-VOLT,  200  Degrees  C  Validated  Nov  63 
6145  Coble,  Electric,  Aerospace  Vehicle,  MIL-W-81381/14  Basic  Wires,  Copper 
Shielded,  Polyimide  Tope  Jocket,  600  Volt,  200  Deg.  C  Validated  Nov  83 
6145  Coble,  Electric,  Aerospace  Vehicle,  MIL-W-81381/11  Bosic  Wires,  Unshielded, 
Unjocketed  600-VOIT  200  Degrees  C  Validated  Nov  83 
6145  Coble,  Electric,  Aerospoce  Vehicle,  MIL-W-81381/12  Basic  Wires,  Unshielded, 
Unjocketed  600  Volt.  200  Deg.  C  Validated  Nov  83 
6145  Coble.  Electric,  Aerospace  Vehicle,  MIL*W.81381/13  Bosic  Wires,  Unshielded, 
Unjocketed  600.VOLT,  200  Degrees  C  Validated  Oct  84 
6145  Coble.  Electric,  Aerospoce  Vehicle,  MIL.W.81381/14  Basic  Wires,  Unshielded, 
Unjocketed  600-VOLT.  200  Degrees  C  Validated  Oct  84 
6145  Coble,  Electric,  Aerospoce  Vehicle,  MlL-W.5086/1  Bosic  Wires,  Unshielded, 

Unjocketed,  600  Volt.  105  Deg.  C  Validated  Nov  83  USER-AV  REV-MI  AR  1) 
IS 

6145  Coble,  Electric.  Aerospoce  Vehicle,  MlL-W.5086/2  Bosic  Wires,  Unshielded, 
Unjocketed,  600.VOLT.  105  Degrees  C  Validated  Nov  83  USER-AV  REV-MI 
11  IS 

6145  Coble,  Electric,  Aerospace  Vehicle,  Mll-W-5086/3  Bosic  Wires,  Unshielded, 

Unjacketed,  600  Volt,  105  Deg.  C  Validated  Nov  83  USER-AV  REV-MI  11  IS 
6145  Coble,  Electric,  Aerospace  Vehicle,  Mll-W-81381/8  Bosic  Wires,  Copper  Shield, 
Polyimide  Tope  Jacket,  600  Volt,  200  Deg.  C  Validated  Oct  84 
6145  Coble,  Electric,  Aerospace,  MiL-W-81381/8  Basic  Wires,  Unshielded.  Unjocketed 
600  Volt,  200  Oeg.  C  Validated  Oct  84 

6145  Coble,  Electric,  Aerospace  Vehicle,  MIL-W.81381/10  Bosic  Wire,  Copper 

Shielded,  Polyimide  Tope  Jocket,  600  Volt,  200  Deg.  C  Validated  Oct  84 
6145  Coble,  Electric,  Aerospoce  Vehicle,  MIL-W-81381/10  Basic  Wires,  Unshielded, 
Unjocketed  600  Volf,  200  Deg.  C  Validated  Oct  84 
6145  Coble,  Electric,  Aerospace  Vehicle,  MtL-W-22759/12  Basic  Wires,  Copper 
Shield,  Fep  Jocket,  600  Volt.  200  Deg.  C  Validated  Sep  87 
6145  Coble,  Electric,  Aerospoce  Vehicle,  MlL-W-22759/12  Basic  Wires,  Unshielded, 
Unjocketed  Validated  Sep  87 

6145  Coble,  Electric,  Aerospoce  Vehicle,  MIL-W-22759/23  Bosic  Wires,  Copper 
Shield,  Fep  Jacket,  600  Volt,  200  Deg.  C  Validated  Sep  87 
6145  Coble,  Electric,  Aerospoce  Vehicle,  MIL-W-81044/9  Bosic  Wires,  Copper  Shield, 
Polyvinylldene  Fluoride  Jocket.  600-VOLT,  110  Deg.  C  Validated  Nov  83 
6145  Coble,  Electric,  Aerospace  Vehicle,  MlL-W-5086/1  Bosic  Wires,  Copper  Shield, 
600-VOLT.  105  Deg.  C  Validated  Nov  83  USER-AV  REV-MI  IS 
6145  Cable,  Electric,  Aerospoce  Vehicle,  MIL-W-5086/1  Bosic  Wi^es,  Copper  Shield, 
Nylon  Jocket,  600-VOLT,  105  Oeg.  C  Validated  Nov  83  USER-AV  REV-MI  EA 
IS 

6145  Coble,  Electric,  Aerospace  Vehicle,  MlL-W-5086/2  Bosic  Wires,  Copper  Shield, 
600-VOLT,  105  Deg.  C  Validated  Nov  83  USER-AV  REV-MI  IS 
6145  Coble,  Electric,  Aerospoce  Vehicle,  MlL-W-5086/2  Bosic  Wires,  Copper  Shield, 
Nylon  Jocket,  600-VOLT.  105  Oeg.  C  Validated  Nov  83  USER-AR  AV 
REV-MI  IS 

6145  Coble,  Electric,  Aerospoce  Vehicle,  MIL-W-5086/3  Bosic  Wires,  Copper  Shield, 
600.VOLT,  105  Oeg.  C  Validated  Nov  83  USER-AV  REV-MI  IS 
6145  Cable,  Electricol,  600  Volts,  Type  LSCVSF  USER-ME  AR  AV  CG  REV-CR  ER  EC 
IS 


DOCUMENT 

NUMBER  t^ATE  CUSTODIAN 


Mll-C-85485/6  (1) 

AS 

31  Jan 

84 

AS 

85 

MIL.C-7078/34 
NOTICE  1 

AS 

08  Sep 

87 

AS 

85 

MIL-C-85485/7 

AS 

10  Moy  83 

AS 

85 

MIL-C-7078/35 
NOTICE  1 

AS 

08  Sep 

87 

AS 

MIL-C.85485/8 

AS 

10  Moy  83 

AS 

85 

MIL-C.7078C 

SUPP  lA 

AS 

09  Aug 

71 

CR 

AS 

85 

INT  AMD  1  (AS) 
MIL-C-85485/10A 

AS 

20  Jun 

86 

AS 

85 

MIL.C.7078/7 

AS 

12  Aug 

70 

CR 

AS 

MII-C.8548S/I1 

AS 

25  Apr 

86 

AS 

85 

MII.-C.7078/8 

AS 

05  Aug 

70 

AS 

MII-C-8548S/12 

AS 

25  Apr 

86 

AS 

85 

MU-C-7078/9 

AS 

05  Aug 

70 

AS 

MII-C.7073/10A 

AS 

16  Jun 

78 

AS 

M11-C7078/11 

AS 

05  Aug 

70 

AS 

MIL-C.7078/12 

AS 

05  Aug 

70 

AS 

MIL-C-7078/13 

AS 

05  Aug 

70 

AS 

MIl-C.7078/14 

AS 

05  Aug 

70 

AS 

Mll-C.7078/15 

AS 

05  Aug 

70 

AS 

Mll-C.7078/16 

AS 

05  Aug 

70 

AS 

MIL.C-7078/17A 

AS 

16  Jun 

78 

AS 

MIL-C-7078/18A 

AS 

16  Jun 

78 

AS 

Ma-C-7078/23 

AS 

09  Aug 

71 

CR 

AS 

85 

MIL.C-7078/24 

AS 

09  Aug 

71 

CR 

AS 

85 

MIL-C.7078/25 

AS 

09  Aug 

71 

CR 

AS 

85 

MIL-C-7078/26 

AS 

06  Apr 

72 

AS 

M'l-C-7078/27 

AS 

06  Apr 

72 

AS 

MIL-C-7078/28 

AS 

06  Apr 

72 

AS 

MIL.C-7078/29 

AS 

06  Apr 

72 

AS 

MIL.C-7078/30 
NOTICE  1 

AS 

08  Sep 

87 

AS 

85 

MIL-C-7078/3I 

AS 

08  Sep 

87 

AS 

85 

NOTICE  ) 
MIL.C-7078/32 

AS 

08  Sep 

87 

AS 

85 

NOTICE  1 
MIL-C-7078/1A 

AS 

12  Aug 

70 

AS 

MIL-C.7078/2 

AS 

12  Aug 

70 

CR 

AS 

Mll-C.7078/3 

AS 

12  Aug 

70 

CR 

AS 

MIl.C-7078/4 

AS 

12  Aug 

70 

CR 

AS 

MIL-C-7078/S 

AS 

12  Aug 

70 

CR 

AS 

MIL-C-7078/6 

AS 

12  Aug 

70 

CR 

AS 

M11-C-24643/IB 

SH 

03  Ocl 

86 

Ml 

SH 

640 


FSC  LISTING 


DOCUMENT 

FSC  TITLE  NUMBER  CUSTODIAN 

6145  Coble,  Eleelricol.  300  Volli,  Types  ISDCOP  &  LSTCOP  USER-AR  Al  CG  MIL.C-24643/2B  SH  03  Ocl  86  Ml  SH 

REV-AV  CR  ER  99  IS 

I  6145  Coble,  Eleelricol,  Speciol  Purpose,  Shore  Uic  VoWfllerf  Apr  83  REV-IS .  MIL-C-19547B  (1)  EC  07  Jun  71  EC 

6145  Coble,  Eleelricol,  600  Vollj,  Types  ISSHOF,  ISDHOF,  ISTHOF,  i  ISFHOF  MIL.C-24643/3B  SH  03  Ocl  86  Ml  SH 

USER-ME  AR  CG  REV-AV  CR  ER  EC  IS 

6145  Coble,  Eleelricol,  1000  Volts,  Three  Conductor,  Type  ISTNW  (Including  MIL-C-24643/49B  SH  03  Ocl  86  Ml  SH 

Voriolion  ISTNV/A)  USER-ME  AR  Al  CG  REV-AV  CR  EC  IS 

6145  Coble,  Eleelricol,  600  Volts,  Type  CVSF  USER-ME  Al  CG  REV-AR  CR  ER  EC  99  MII-C-915/1D  SH  18  Jon  85  Ml  SH  85 

IS 

6145  Coble,  Eleelricol,  1000  Veils,  Four  Conductor,  Type  ISFNW  (Including  Voriolion  MtL-C-24643/50B  SH  03  Ocl  86  Ml  SH 

ISFNWA)  USER-ME  AR  Al  CG  REV-AV  CR  EC  IS 

6145  Coble,  Eleelricol,  1000  Volts,  Mutlieonduelor,  Type  LSMNW  (Including  Voriolion  MIL-C-24643/51B  SH  03  Ocl  86  Ml  SH 

ISMNV/A)  USER-ME  AR  Al  CG  REV-AV  CR  EC  IS 

6145  Coble,  Eleelricol,  Type  TPUM-6  USER-Al  AR  ME  CG  REV-CR  ER  EC  IS .  MIL-C-915/79A  SH  18  Jun  85  MISH 

6145  Coble,  Eleelricol,  300  Volls,  Type  ISTPNW  (Including  Voriolion  ISTPNWA)  MIL-C-24643/52B  SH  03  Ocl  86  Ml  SH 

USER-ME  AR  Al  CG  REV-AV  CR  EC  IS 

6145  Coble,  Eleelricol,  One  Twisted  Poir  AWG-20,  For  Submorine  Oulboord  Use  MIL-C-915/81  SH  18  Jun  85  Ml  SH 

Only  (Nol  For  inboord  Use),  Type  1PR-A20E  USER-Al  AR  ME  CG  REV-CR 
ER  EC  IS 

L  6145  Coble,  Eleelricol,  600  Volls,  lighlweighi,  Mulli-poir,  Awg  26,  Type  2XOW  .  MII-C-0024640/17A  SH  23  Ocl  85  SH 

6145  Coble,  Eleelricol,  One  Twisted  Poir  No.  16  Goge  Fluoropotymer  Insulotion,  For  MIL-C-915/82  SH  18  Jun  85  Ml  SH 

Submorine  Oulboord  Use  Only  (Nol  For  Inboord  Use),  Type  lPR-16  USER-Al 
AR  ME  CR  CG  REV-ER  EC  IS 

6145  Coble,  Eleelricol,  600  Volls,  lightweight.  Multi  -  Poir  AWG  20,  Type  TTXS  Mll-C-0026420/5  SH  23  Ocl  85 

(Including  Voriolion  Types  TTXSA  &  TTXSO)  PART  A 

6145  Coble,  Eleelricol,  Seven  Twisted  Poirs  No,  16  Gouge  Fluoropotymer  Insulolion,  Mll-C-915/83  SH  18  Jun  85  Ml  SH 

For  Submorine  Oulboord  Use  Only  (Nol  For  Inboord  Use)  Type  7PR-16 
USER-Al  AR  ME  CG  REV-CR  ER  EC  IS 

6145  Coble,  Eleelricol,  600  Volls,  lighlweighi.  Multi  -  Pori,  AWG  22  Type  2XAO .  Mll-C-0026420/6  SH  23  Ocl  85 

PART  A 

6145  Coble,  Eleelricol,  Two  Shielded  Twisted  Poirs  No.  16  Gouge,  Fluoropotymer  Mll.C  915/84  SH  18  Jun  85  Ml  SH 

Insulolion,  For  Submorine  Outboard  Use  Only  (Not  For  Inboord  Use),  Type 
2SPR-I6  USER.AL  AR  ME  CG  REV.CR  ER  EC  IS 

6145  Coble,  Eleelricol,  600  Volls,  lighlweighi,  Mulli-poir,  AWG  26,  Type  2X0  Mll-C-26460/12  SH  10  Aug  84  Ml  SH  85 

USER-ME  AR  CG  REV-EC  99  IS 

6145  Coble,  Electrical,  Three  Twisted  Poirs  No,  16  Gouge,  Fluoropotymer  Insulation,  MIL-C-915/85  SH  18  Jon  85  Ml  SH 

For  Submarine  Outboard  Use  Only  (Nol  For  Inboord  Use),  Type  3Pfi-16) 

USER-Al  AR  me  CG  REV-CR  ER  EC  IS 

6145  Coble,  Eleelricol,  600  Volls,  lightweight,  Mulli-triod,  AWG  22,  Type  3XSW  Mll-C-24640/18  SH  10  Aug  84  Ml  SH  85 

(Including  Voriolion  Types  3XSOW  And  3XSWA)  USER-ME  AR  CG  REV-EC 
99  IS 

6145  Coble,  Eleelricol,  Twisted  Quod  No  16  Gouge,  Fluoropotymer  Insulolion,  For  Mll-C-915/86  SH  18  Jun  85  Ml  SH 

Submorine  Outboard  Use  Only  (Nol  For  Inboord  Use,  Type  lQ-16)  USER-Al 
AR  ME  CG  REV-CR  ER  EC  IS 

I  6145  Coble,  Eleelricol,  600  Volts,  lightweight,  Mulli-lriod,  Awg  18,  Type  3XSW  Mil  C-0024640/  18A  SH  23  Ocl  85  SH 

(Including  Voriolion  Types  3XSOW  &  3XSWA) 

6145  Coble,  Eleelricol,  Twisted  Triad,  No.  16  Gouge,  Fluoropolymer  Insulation,  For  Mll-C-915/87  SH  18  Jun  85  Ml  SH 

Submorine  Oulboord  Use  Only  (Nol  For  Inboard  Use),  Type  1TR.16  USER-AL 
AR  ME  CG  REV-CR  ER  EC  IS 

6145  Coble,  Eleelricol,  6(X)  Volls,  lighlweighi.  Two  Conductor,  Power,  Type  DXW  Mll-C-24640/19  SH  10  Aug  84  Ml  SH  85 

(Including  Voriolion  Types  DXOW  And  DXWA  USER-ME  AR  CG  REV-EC  99 
IS 

6145  Coble,  Electrical,  Seven  Shielded  Twislej  Poirs  With  Overoll  Shield,  No.  16  MIL-C-915/88  SH  18  Jun  85  Ml  SH 

Gouge,  Fluoropolymer  Insu'otion,  For  Submarine  Oulboord  Use  Only  (Nol  For 
Inboord  Use),  Type  7fR.16S  USER-Al  AR  ME  CG  REV-CR  ER  EC  IS 

I  6145  Coble,  Eleelricol,  Speciol  Purpose,  Soore  Use  Vo/idored  Apr  83 .  MIL-C-28781B  EC  18  Jon  77  EC 

6145  Coble,  Eleelricol,  One  Shielded  Twisted  Poir  No.  16  Gouge,  Fluoropolymer  Mil  C-915/89  SH  18  Jun  85  Ml  SH 

Insulolion,  For  Submarine  Oulboord  Use  Only  (Not  For  Inboard  Use)  Type 
1SPR.16  USER-Al  AR  ME  CG  REV-CR  ER  EC  IS 

6145  Coble,  Eleelricol,  SIIX)  Volls,  Types  ISSRW,  ISDRW,  And  ISTRV/  (Including  M1L-C-24643/53B  SH  03  Ocl  86  Ml  SH 

Vorioiions,  ISSRWA,  ISDRWA,  And  ISTRWA)  USER-ME  AR  Al  CG  REV-AV 
CR  EC  IS 

6145  Coble,  Eleelricol,  300  Volls,  Type  DIT  USER-ME  AR  CG  REV-CR  AV  ER  EC  99  MII-C-915/5C  SH  18  Jun  85  Ml  SH  85 

IS 

6145  Coble,  Eleelricol,  Type  IS8NW6  (Including  Voriolion  IS8NWA6)  USER  ME  AR  Mll-C  24643/54B  SH  03  Ocl  86  MISH 

Al  CG  REV-AV  CR  EC  :s 

6145  Coble,  Electrical,  600  Volls,  Type  THOF  USER-ME  AR  Al  CG  REV-CR  ER  EC  MIL-C-915/6H  SH  03  Ocl  86  Ml  SH  85 

99  IS 

6145  Coble,  Eleelricol,  Type  IS4NW8.(INCIUDINC  Voriolion  IS4NWA8)  USER-ME  Mll.C-24643.-55B  SH  03  Ocl  86  Ml  SH 

AR  Al  CG  REV-AV  CR  EC  IS 

6145  Coble,  Eleelricol,  Type  DSWS  USER-ME  AR  Al  CG  REV-CP  ER  EC  IS .  MII-C-915/7E  SH  18  Jun  85  Ml  SH 

6145  Coble,  Eleelricol,  Type  IS2SWL-7  (Including  Voriolion  IS2SWIA-7)  USER-ME  MII-C-24643/56B  SH  03  Ocl  86  Ml  SH 

AR  Al  CG  REV-AV  CR  EC  IS 

6145  Coble,  Eleelricol,  600  Volls,  Types  OSS,  TS5,  FSS  &  7SS  USER-ME  AR  Al  CG  MII-C-915/8F  SH  18  Jon  85  MISH  85 

REV-ER  CR  EC  IS 

6145  Coble,  Eleelricol,  Type  And  Siee  IS2UW-42  (Including  Vorioiions  IS2UWA-42  Mll.C-24643i57B  SH  03  Ocl  86  MISH 

And  IS2UVJS-42  USER-ME  AR  Al  CG  REV-AV  CR  EC  IS 

6145  Cobie,  Eleelricol,  600  Volls,  Type  JAS  USER-ME  AR  Al  CG  REV-CR  ER  EC  99  Mll.C-915'9D  SH  18  Jun  85  Ml  SH  85 

IS 

6145  Coble,  Eleelricol,  300  Volls,  Typo  IS2CS  UScR-ME  AR  Al  CG  REV-AV  CR  EC  MII  C-24643/58B  SH  03  Ocl  86  Ml  SH 

IS 

6145  Coble,  Eleelricol,  600  Volls,  Type  mCSF-4  USER-AR  ME  Al  CG  REV-CR  ER  EC  MII-C-915/10D  SH  18  Jun  85  MISH 

IS 
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fSC  TIIIE  NUMBER  CUSTODIAN 

6\45  Coble,  Etcclrieol,  (Flexible,  Flot,  Unihielded),  (Round  Conductor),  (Wire  Size  26,  MIL-C*49055/  IB  CR  15  Jul  B3  CR  AS  85 

7/34  Or  28,  7r36  Sironding)  USER-ME  AT  MC  REV-AR  AV  Ml  OS  EC  17 
11  99  ES  IS 

6145  Coble,  Eleeir:col,  600VOITS,  A.c.,  Type  Mdy  (Refer  To  Mll.C-24643/6)  Ma-C-9I5/13D  SH  18  Jun  85  Ml  SH 

USER-mE  AR  Al  CG  REV-AV  CR  EC  IS 

6145  Coble,  Electrkol  (Flexible,  Flol,  Unshielded),  (Flot  Conductor)  Generol  Mll*C-49059A  (1)  CR  31  Aug  88  CR  AS  85 

Specificotion  For  Volidaled  Aug  88  USER-AT  ME  SH  REV-AR  Ml  AV  OS  EC  SUPP  1 
17  85  1 1  ES  IS  NOTICE  I 

6145  Coble,  Electricol,  iOO  Volts,  Type  TRF  USER-ME  AR  Al  CG  REV-CR  ER  EC  99  MII-C-915/20E  SH  18  Jun  85  Ml  SH  85 

IS 

6145  Coble,  Electricol  (Flexible,  Flol,  Unshielded)  (Flol  Conductor  Unploted)  300  MII-C-49059/1A  CR  31  Aug  88  CR  AS  85 

Volts,  105  Deg  C  Validated  Aug  88  USER-ME  AT  SH  REV-MI  AR  AV  OS  EC  NOTICE  1 
17  85  11  IS  ES 

6145  Coble,  Electricol,  125  Volts,  Type  TRXF  USER-ME  AR  CG  REV-CR  ER  EC  99  IS-,  Mlt-C-9I5/21E  SH  18  Jun  85  Ml  SH  85 

6145  Coble,  Electricol  (Flexible,  Flol,  Unshielded)  (Flot  Conductor)  300  Volts,  150  Mll-C-49059r2C  CR  13  Jun  83  CR  AS  85 

Deg.  C  REV- 11 

6145  Coble,  Electricol,  300  Volts,  Type  TSP  (Including  Voriolion  Type  TSPA)  M1L-C-915/22G  SH  18  Jun  85  Ml  SH 

USER-ME  AR  Al  CG  REV-CR  ER  EC  IS 

L  6145  Coble,  Electricol,  600  Volts,  lightweight.  Two  Conductor,  Power,  Type  DXW  Mll-C-(X)24640/I9A  SH  23  Oct  85  SH 

(Including  Voriolion  Types  DXOW  &  DXWA) 

I  6145  Coble,  Electricol,  300  Volts,  Type  TSP  (Including  Voriolion  TSPA)  .  MIL-C-00915/22F  SH  25  Jon  82  SH 

I  6145  Coble,  Electricol,  Shielded  And  Jocketed,  Speciol  Purpose  USER-AR .  MIL-C-47238A  MI  29  Moy  87  Ml 

O  6145  Coble,  Electricol,  1000  Volts,  Type  TSGU  (Including  Voriolion  Type  TSGA)  MIL-C-915/30D  SH  18  Jun  85  Ml  SH 

USER-AR  me  Al  CG  REV-CR  EC  IS 

6145  Coble,  Electricol,  600  Volts,  lightweight.  Three  Conductor,  Power,  Type  TXW  MIL-C-24640/20  SH  10  Aug  84  Ml  SH  85 

(Including  Voriolion  Type  TXWA)  USER-ME  AR  CG  REV-EC  99  IS 

I  6145  Coble,  Electricol,  1000  Volts,  Type  MSCU  (Including  Voriotions  MSCA  4  MII-C.00915/32F  SH  26  Jon  82  SH 

MSCS) 

I  6145  Coble,  Electricol,  600  Volts,  lightweight.  Three  Conductor,  Power,  Type  TXW  MII-C-0024640/20A  SH  23  Oct  85  SH 

(Including  Voriolion  Type  TXWA  &  TXOW) 

6145  Coble,  Electricol,  Type  1SWF  USER-ME  AR  Al  CG  IS  REV-CR  ER  EC .  MII-C-915/47B  SH  18  Jon  85  Ml  SH 

6145  Coble,  Electricol,  600  Volts,  lightweight.  Four  Conductor,  Power,  Type  FXW  Mll-C-24640/21  SH  10  Aug  84  Ml  SH  85 

(Including  Voriolion  Type  FXWA)  USER-ME  AR  CG  REV-EC  99  IS 

6145  Coble,  Electricol,  Type  2SWF  USER-ME  AR  Al  CG  REV-CR  ER  EC  IS .  MII-C-915/48B  SH  18  Jon  85  Ml  SH 

I  6145  Coble,  Electricol,  Speciol  Purpose,  Ship  And  Shore  Use  VoIrVoterJ  Ato/ 85 .  MlL-C-28793  EC  16  Moy  73  EC 

6145  Coble,  Electricol,  600  Volts,  Type  MWF  USER-ME  Al  CG  REV-CR  ER  EC  IS .  MII-C-915/58D  SH  18  Jon  85  Ml  SH  85 

I  6145  Coble,  Electricol,  600  Volts,  Lightweight,  Four  Conduclor,  Power,  Type  FXW  MII-C-0024640/21A  SH  23  Oct  85  SH 

(Inch  Voriolion  Type  FXWA  &  FXOW) 

6145  Coble,  Electricol,  Type  S2S  USER-ME  AR  AL  CG  REV-CR  ER  EC  IS .  MII  C-91S/61C  SH  18  Jun  85  MISH 

6145  Coble,  Electricol  600  Volts,  Lightweight,  Seven  Conduclor,  Power,  Type  7XW  Mll-C-24640/22  SH  10  Aug  84  Ml  SH  85 

(Including  Voriolion  Type  7XWA  USER-ME  AR  CG  REV-EC  99  IS 

6145  Coble,  Electricol,  300  Volts,  Type  2U  (Including  Voriolion  Type  2UA)  USER  ME  MIL-C-915/63C  SH  18  Jun  85  Ml  SH 

Al  CG  REV-AV  CR  ER  EC  IS 

6145  Coble,  Electricol,  600  Volts,  A.c.,  Type  ISMOY  USER-Al  ME  CG  REV-AV  CR  MII-C-24643/6B  SH  03  Oct  86  Ml  SH 

ER  EC  IS 

6145  Coble,  Electricol,  59  Conduclor,  Type  MSPW  USER-ME  AR  Al  REV-CR  ER  EC  MIL-C.915/66B  SH  18  Jon  85  Ml  SH 

IS 

6145  Coble,  Electricol,  600  Volts,  Type  IMHOF  USER-ME  AR  CG  REV-AV  CR  ER  EC  MIL.C-24643/7B  SH  03  Oct  86  Ml  SH 

IS 

6145  Coble,  Electricol,  59  Conduclor,  Type  MSP  USER-ME  AR  Al  CG  REV-CR  ER  EC  MII.C-915/67B  SH  18  Jon  85  Ml  SH 

IS 

6145  Coble,  Electricol,  Type  ISPBTMU  (Including  Voriolion  ISPBTM)  USER-ME  AR  Mll-C-24643/10  SH  28  Sep  84  Ml  SH  85 

CG  REV-AV  CR  ER  EC  IS 

6)45  Coble,  Electricol,  600  Volts,  Type  5SS  USER-Al  AR  ME  CG  REV-CR  ER  EC  99  MII.C-915/74B  SH  18  Jon  85  Ml  SH  85 

IS 

6145  Coble,  Electricol,  600  Volts,  Type  ISSSF  USER-ME  Al  CG  REV-AV  CR  ER  EC  Mll-C-24643/)lB  SH  03  Oct  86  MiSH 

IS 

6)45  Coble,  Electricol,  Type  2SWI-7  (Including  Voriolion  Type  2SWIA-7)  (See  MII-C-915/77B  SH  18  Jon  85  Ml  SH 

Mll-C.24643/56)  USER-Al  AR  ME  CG  REV-CR  ER  EC  IS 

6145  Coble,  Electricol,  300  Volts,  Type  ISTTOP  USER-ME  AR  CG  REV-AV  CR  ER  EC  Mll.C-24643/)2B  SH  03  Oct  86  MISH 

IS 

I  6145  Coble,  Electricol,  Shielded,  600-VOIT  (For  Nonllexing  Service)  Vbirr/oter/ Arrg  MII-C-21609A  (1)  OS  02  Aug  66  OS 

82  REV-IS 

6145  Coble,  Electricol,  300  Volts,  Type  ITTRS  (Icloding  Voriolion  ISTTRSA)  USER-ME  MIL  C-24643/13B  SH  03  Oct  86  Ml  SH 

AR  CG  REV-AV  CR  ER  EC  IS 

6145  Coble,  Electricol,  1000  Volts,  Type  ISSSGU  (Including  Voriolion  ISSSGA)  MII-C-24643/14B  SH  03  Oct  86  Ml  SH 

USER-Al  ME  CG  REV-AV  CR  ER  EC  IS 

6145  Coble,  Electricol,  1000  Volts,  Type  LSDSGU  (Including  Voriolion  ISDSGA)  MII-C-24643/15B  SH  03  Oct  86  Ml  SH 

USER-Al  ME  CG  REV-AV  CR  ER  EC  IS 

6145  Coble,  Electricol,  1000  Volts,  Type  ISTSGU  (Including  Vonolron  ISTSGA)  MIL  C-24643/16B  SH  03  Oct  86  Ml  SH 

USER-mE  AR  CG  REV-AV  CR  ER  EC  IS 

6145  Coble,  Electricol,  1000  Volts,  Type  ISFSGU  (Including  Voriolion  ISFSGA)  MIL-C-24643/17B  SH  03  Oct  86  Ml  SH 

USER-AL  ME  CG  REV-AV  CR  ER  EC  IS 

6145  Coble,  Electricol,  1000  Volts,  Type  ISMSCU  (Including  Voriotions  ISMSCA  &  MIL-C-24643/18B  SH  03  Oct  86  Ml  SH 

ISMSCS)  USER-Al  ME  CG  REV-AV  CR  ER  EC  IS 

6145  Coble,  Electricol,  1000  Volts,  Type  IS6SU  (Including  Voriolion  IS6SGA)  MIL-C-24643/19B  SH  03  Oct  86  Ml  SH 

USER-ME  AR  CG  REV-AV  CR  ER  EC  IS 

6145  Coble,  Eicelticol,  1000  Volts,  Type  IS75GU  (Including  Voriolion  IS7SGA)  MIL-C-24643/20B  SH  03  Oct  86  Ml  SH 

USER-Al  ME  CG  REV-AV  CR  ER  EC  IS 

6145  Coble,  Electricol,  Types  [STCJU  &  ISTCTU  Including  Voriotions  ISTCJA  &  MII-C-24643/21B  SH  03  Oct  86  Ml  SH 

ISTCTA  USER-ME  AR  CG  REV-AV  CR  ER  EC  IS 

6145  Coble,  Electricol,  5000  Volts,  Type  IS5KVTSGU  (Including  Voriolion  Mll.C-24c,43/22B  SH  03  Oct  86  Ml  SH 

IS5KVTSGA)  USER-ME  Al  CG  REV-AV  CR  ER  EC  IS 


642 


FSC  USTING 


FSC  TITLE 


L  M45  Coble,  E(ectrico),  600  Volh,  lightweight,  Seven  Conductor,  Power,  Type  7XW 
(Including  Voriotion  Type  7XWA) 

6145  Coble,  Electricd.  6G0  Veils,  Ughlwelght,  Mulli'Conductor,  AWG  18,  Type 

MXCW  (Including  Variation  Types  MXCOW  And  MXCV/A)  USER-ME  AR  CG 
REV-EC  99  IS 

6145  Coble,  Electricol  600  Volts,  lightweight,  Multi>palr,  AWG  22,  Type  TTXW 

(Including  Voriotion  Types  TTXOW  And  TTXWA)  USER-ME  AR  CG  REV-EC 

yv  (S 

6145  Coble,  Eleciricol,  6(X)  Volts,  Lightweight,  Multhpoir,  Awg  22,  Type  TTXW 
(Including  Voriotion  Types  TTXOW  &  TTXWA) 

6145  Coble,  Electficol,  6C0  Volts,  Typ-  ISMDU  USER-ME  AR  CG  REV-AV  CR  ER  EC 
IS 

6145  Coble,  E''?clflcot,  300  Volts,  Type  ISTTSU  (Including  Voriotion  ISTTSA 
USER-ME  AR  CG  REV-AV  CR  ER  EC  IS 

6145  Coble,  Electncot,  300  Volts,  Type  LSTTSU  (Including  Voriotion  LSTTSA  USER-AL 
ME  AR  CG  REV-AV  EC  IS 

6145  Coble,  Electricd,  lightweight  For  Shipboard  Use,  Generol  Speclftcolion  For 
USER-ME  AR  CG  REV-EC  99  IS 


I 


L 


L 


I 


I 


6145  Coble,  EleclricoL  Types  ISTCJX.  LSTCKX  &  LSTCTX  USER-Al  ME  CG  REV-AV 
CR  ER  EC  IS 

6145  Coble,  Electflcd.  Type  L5PI  USER-ME  AR  CG  REV-AV  CR  ER  EC  IS . 

6145  Coble,  Etedricol,  600  Volts.  Types  LSDPS,  ISFPS,  tSTPS  &  IS7PS  USER-Al  ME 
CG  REV-AV  CR  ER  EC  IS 

6145  Coble,  Eiectricoi,  6(X)  Volts,  lightweight,  Two  Conductor,  Power,  Type  DX 
(Including  Voriotion  Type  OXA)  USER-ME  AR  CG  REV-EC  99  IS 
6145  Coble,  Elefified,  6CX)  Volts,  lightweight.  Multi  -  Pair  AWG20,  Type  TTX 
(Including  Variation  Type  TTXA) 

6145  Coble,  Eiectricoi,  600  Volts,  Lightweight,  Multi  Poir  AWG  22,  Type  TTXS 

(Including  Voriotion  Types  TTXSA  &  TTXSO)  USER-ME  AR  CG  REV-EC  99  IS 
6145  Coble,  Elecl’icol,  600  Volts,  lightweight.  Multi  Poir,  AWC  22,  Type  2XAO 
USER-ME  AR  CG  RtV-EC  99  IS 

6145  Coble,  Eiectricoi,  600  Volts,  lightweight.  Multi  Conductor,  AWG  22,  Type 
IXMSO  USER-ME  AR  CG  REV-EC  99  IS 

6145  Coble,  Electrical,  600  Volts,  lightweight.  Multi  ■  Conductor,  AWG  20  Type 
MXO 

6145  Coble,  Eiectricoi,  600  Volts,  lightweight,  Multi-conductor,  AWG  20,  Type  MXO 
USER-ME  AR  CG  REV-EC  99  IS 

6145  Coble,  Electricd,  600  Volts,  lightweight.  Multi  •  Conductor,  AWG  20  Type 
MXO 

6145  Coble,  Eiectricoi,  600  Volts,  lightweight.  Multi-pair,  AWG  22,  Type  2XS 

(Including  Voriotion  Types  2XSA  AN02XSO)  USER-ME  AR  CG  REV-EC  99  IS 
6145  Coble,  EIcctricub  600  VoJts,  lightweight.  Multi  •  Pair,  AWG  22,  Type  2XS 
(Including  Voriotion  Types  2XSA  &2X50) 

6145  Coble,  Electrical,  600  Volts,  lightweight.  Multi-conductor,  AWG  16,  Type 
MXSO  USER-ME  AR  CG  REV-EC  99  IS 

6145  Coble,  Eiectricoi,  600  Volts,  lightweight,  Multi-tnod,  AWG  18,  Type  3XS 
(CnUuding  Voriotion  Type  3XSA)  U5ER-ME  AR  CG  REV-EC  99  IS 
6145  Coble,  Electrical,  600  Volts,  lightrreighi,  Multi-pair,  AWG  26,  Type  2X0 
USER-ME  AR  CG  REV-EC  99  IS 

6145  Coble,  Electrical,  600  Volts,  lightweight,  Mulli-polr,  Awg  26,  Type  2X0 . 

6145  Coble,  Eiectricoi,  600  Volts,  lightweight.  Multi-pair,  AWG  26,  Type  2XSXO 

USER-ME  AR  CG  REV-EC  99  IS 

6145  Coble,  Electricd,  600  Volts,  lightweight.  Multi-poir,  Awg  26,  Type  2XSXO . 

6145  Coble,  Electrical,  600  Volts,  lightweight.  Multi-conductor,  AWG  22,  Type 

IXSOW  USER-ME  AR  CG  REV-EC  99  IS 

6145  CoWc,  Electricd,  600  Volfs,  lighiweight.  Multi-conductor,  AWG  22,  Type 
IXSOW 

6145  Coble,  Electrical,  600  Volls,  lightweight,  Multi  potr,  AWG  22,  Type  2XSAW 
(Including  Voripilon  Typ^s  2XSAOW  And  2XSAWA)  USER-ME  AR  CG 
REV-EC  99  IS 

6145  Coble,  Electricd,  600  Volls,  lighiweigtit.  Multi  pair,  Awg  22,  Type  2XSAW 
(including  Voriotion  Types  2XSAOW  &  2XSAWA) 

6145  Coble,  EIcctncd,  600  Volts,  lightweight.  Mull!  pan,  AWG  18,  Type  2XSW 

(Including  Variation  Types  2XSOW  And  2XSWA)  USER-ME  AR  CG  REV-EC 
9915 

6*45  Ceb'e,  Elcctricol,  600  Volls,  lightweight,  Mulli-poir,  Awg  18,  Type  2XSW 
(Including  Voriotion  Types  2XSOW  &  2XSWA) 

6145  Coble,  Elecincol,  6(X)  Volts,  lightweight,  Multi-poir,  AWG  26,  Type  2XOW 
uSER  Mc  An  CG  nEV  EC  99  IS 

6145  Cob*',  Electricd,  600  Volts,  lightweight.  Two  Conductor,  Power,  Type  OX 
(Including  Voriotion  Type  DXA) 

6145  Coble,  Eteciricol,  600  Volts,  Type  IS2AU  (Including  Voriotions  IS2A  &  IS2AUS 
USER-ME  At  »'G  REV-AV  CR  ER  EC  IS 

6145  Coble,  Electrico!,  Type  LS*SSOMU  (Including  Voriotions  IS1S50MA  V 
iiiSSOMUS)  USER-Al  ME  CG  REV-AV  CR  ER  EC  IS 
6145  Coble,  Electrical,  300  Volts,  Type  ISMU  (Including  Voriotions  ISMA  &•  ISMUS 
USER-ME  AL  CG  REV  AY  CR  ER  EC  IS 

6145  Coble.  Electncd,  6'}0  Volts,  Lightweight,  Three  Conductor,  Power,  Type  TX 
(Including  Voriotion  Type  TXA)  USER-ME  AR  CG  REV-EC  99  IS 
6145  Coble,  Elcctricol,  Type  IS2SU  (Including  Voriotions  LS2SA  &  1&S2SUS 
USER-ME  Al  CO  REV  AV  CR  ER  EC  IS 


DOCUMENT 


NUMBER 

PREP 
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CUSTODIAN 

MIL.C-0024640/22A 

SH 

23  Ocl 

85 

SH 

MIL-C-24640/23A 

SH 

23  Oct 

85 

Ml 

SH 

85 

Mll.C-24640/24 

SH 

)0  Aug 

84 

Ml 

SH 

85 

M1L-C-0024640/24A 

SH 

23  Oct 

85 

SH 

MIL-C-24643/5B 

SH 

03  Ocl 

86 

Ml 

SH 

MIIC-24643/23B 

SH 

03  Ocl 

86 

Ml 

SH 

MIL-C-0024643/23C 

SH 

25  Nov 

87 

Ml 

SH 

Mll-C-24640 

SH 

to  Aug 

84 

SH 

85 

SUPP  lA 

SUPPL  lA 
Mll.C-24643/24 

SH 

28  Sep 

84 

Ml 

SH 

MIL-C-24643/25B 

SH 

03  Oct 

86 

Ml 

SH 

MILC-24643/26B 

SH 

03  Ocl 

86 

Ml 

SH 

Mll-C-24640/ 1 

Ml 

10  Aug 

84 

Ml 

SH 

85 

Mll-C-0024640/4 

SH 

23  Ocl 

85 

PARI  A 

MIL-C-24640/S 

SH 

10  Aug 

84 

Ml 

SH 

85 

MIL-C-24640/6 

SH 

10  Aug 

84 

Ml 

SH 

85 

Mll-C-24640/7 

SH 

10  Aug 

84 

Ml 

SH 

85 

MIL-C-0024640/7 

SH 

23  Ocl 

85 

PART  A 
Mll-C-24640/8 

SH 

10  Aug 

84 

Ml 

SH 

85 

MIL-C-0024640/8 

SH 

23  Ocl 

85 

PART  A 
MIL-C-24640/9 

SH 

10  Aug 

84 

Ml 

SH 

85 

MIL-C-0024640/9 
PARI  A 

SH 

23  Ocl 

85 

Mll-C-24640/ 10 

SH 

10  Aug 

84 

Ml 

SH 

85 

Mll-C-24640/)  1 

SH 

10  Aug 

84 

Ml 

SH 

85 

Mll-C-24640/12 

SH 

10  Aug 

84 

Ml 

SH 

85 

MII-C-C024640/12A 

SH 

23  Ocl 

85 

SH 

Mll-C-24640/13 

SH 

10  Aug 

84 

Ml 

SH 

85 

MII-C-0024640/13A 

SH 

23  Ocl 

85 

SH 

MIl-C-24640/)4 

SH 

10  Aug 

84 

Ml 

SH 

85 

MII-C-0024640/14A 

SH 

23  Ocl 

85 

SH 

MllC-24640/)5 

SH 

10  Aug 

84 

Ml 

SH 

99 

MII-C-0024640/I5A 

SH 

23  Ocl 

85 

SH 

Mll-C-24640/16 

SH 

10  Aug 

84 

Ml 

SH 

99 

MII-C-0024640/16A 

SH 

23  Ocl 

85 

SH 

Mll-C-24640/ )7 

SH 

10  Aug 

84 

MI 

SH 

85 

Mll-C-0024640/) 

SH 

23  Ocl 

85 

PART  A 

MII-C-24643/27B 

SH 

03  Oel 

86 

Ml 

SH 

MII-C-24643/28B 

SH 

03  Ocl 

86 

Ml 

SH 

Mil  C-24643/29B 

SH 

03  Ocl 

86 

Ml 

SH 

Mll-C-24640, 2 

SH 

10  Aug 

84 

V. 

H 

85 

Ma-C-24643/31B 

SH 

03  C;l 

86 

Mt 

SH 

643 
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4U5 

Coble,  Eleciricol,  Type  IS2SWAU  (Including  Variation  tS2SWA)  USER-AR  ME 

MII.C.24643/32B 

SH 

03  Ocl 

86 

Ml 

SH 

CO  REV.AV  CR  ER  EC  IS 

6U5 

Cable.  Electncol,  Type  LS2SWU  (Including  Voriotion  IS2SWUA)  USER'ME  AR 

MIL.C-24643/33B 

SH 

03  Get 

86 

Ml 

SH 

CG  REV.AV  CR  ER  EC  IS 

6U5 

Cable,  Elcetncol,  300  Volts,  Type  LSMS  (Including  Vonotion  ISMSA)  USER-ME 

MIL-C-24643/34B 

SH 

03  Ocl 

86 

Ml 

SH 

AR  CG  REV.AV  CR  ER  EC  IS 

6145 

Cable,  Electricol,  Type  LS3SU  (Including  Variations  LS3SA  &  1&S3SUS 

Ma-C-24643/35 

SH 

28  S.p 

84 

Ml 

SH 

USER.ME  AR  CG  REV.AV  CR  ER  EC  IS 

6145 

Coble,  Electrical,  Type  LS3SWU  (Including  Voriolions  LS3SV/A  &  IS3SWUS 

MII.C-24643/36B 

SH 

03  Ocl 

86 

Ml 

SH 

USER.AI  me  CG  REV.AV  CR  ER  EC  IS 

6145 

Coble,  Eleciricol,  Type  IS3U  (Including  Voriotion  CS3UA)  USER-ME  AR  CG 

M!t-C.24643/37B 

SH 

03  Ocl 

86 

Ml 

SH 

REV.AV  CR  ER  EC  IS 

6145 

Coble,  cleclrico!,  600  Volts,  Type  LSECM  (Including  Vonotion  LSECMA) 

MIL.C.24643/3SB 

SH 

03  Ocl 

86 

Ml 

SH 

USER.ME  AR  CG  REV.AV  CR  ER  EC  IS 

6145 

Coble,  Eleciricol,  Type  LSIS75MU  (Including  Voriot'on  IS1S75MA)  USER  ME 

Mll-C.24643/39e 

SH 

03  Oct 

86 

Ml 

SH 

AR  CG  REV.AV  CR  ER  E.?  99  IS 

6145 

Coble,  Eleciricol,  Type  l5*SMO  (Including  Vn.iotion  LSISMA)  USER-ME  AR  CG 

MII.C-24643/40B 

SH 

03  Ocl 

86 

Ml 

SH 

REV.AV  CR  ER  £C  IS 

6145 

Coble,  Electricol,  Type  LS1SAU  (Including  Variation  ISISA)  USER-AR  At  CG 

Mll.C-24643/41 

SH 

28  Sep 

84 

Ml 

SH 

85 

REV.AV  CR  ER  EC  99  IS 

6145 

Coble,  Electricol,  Type  '.5ISU  (Including  Voriotion  LSISUA)  USER'AR  At  ME 

MII-C  24543/42 

SH 

28  Sep 

34 

Ml 

SH 

CG  REV.AV  CR  EC  IS 

6145 

Coble,  Electricol,  600  Volts,  Types  LS2SJ,  LS3SJ,  And  IS4SJ  (Including 

MII-C-24643/43B 

SH 

03  Ocl 

86 

Ml 

SH 

Vatioilons  IS2SJA,  I.S3SJA,  And  IS4SJA  USER.ME  AR  At  CG  REV.AV  CR 

EC  IS 

6145 

Coble,  Eleciricol,  600  Veils,  Type  IS3SF  USER.ME  AR  At  CG  REV-AV  CR  EC 

IS 

Coble,  Eleciricol,  300  Votls,  Type  tS2U  Itncluding  Voriotiors  tS2UA)  USER-ME 

MII-C-24643/44B 

SH 

03  Ocl 

86 

Ml 

SH 

614J 

MII.C-24643/45B 

SH 

03  Ocl 

86 

Ml 

SH 

AR  At  CG  REV-AV  CR  EC  IS 

6145 

Coble.  Electrical.  600  Volts,  Type  tS2WAU  (Including  Variation  tS2V/A) 

MIL-C-24643/465 

SH 

03  Ocl 

86 

Ml 

SH 

USER-ME  AR  At  CC  REV-AV  CR  EC  IS 

6145 

Coble,  Electricol,  Type  tSlSMWU  (Inc.uding  Voriotion  ISISMWA)  USER-ME 

Ma.C.24643/47 

SH 

28  Sep 

84 

Ml 

SH 

AR  At  CG  REV-AV  CR  EC  IS 

6145 

Coble,  Electrical,  1000  Volts,  Two  Conductor.  Type  LSDNW  <^^cluding 

MI1.-C.24443/48B 

SH 

03  Ocl 

86 

Ml 

SH 

ISONWa)  USER-ME  AR  At  CG  REV-AV  CR  EC  IS 

6145 

Coble,  Electricol,  600  Volts,  lightweight,  U.ree  Conductor,  Power,  Type  TX 

MIL-C4)324640/2 

SH 

23  Ocl 

85 

(Including  Voriotion  Type  TXA) 

PART  A 

6145 

Coble,  Electrical,  6C0  Volts,  Lightweight,  Four  Conductor,  Power,  Type  FX 

MIL-C-24640/3 

SH 

10  Aug 

84 

Ml 

SH 

85 

(Including  Voriotion  Type  FXA)  USER'ME  AR  CG  REV'EC  99  IS 

6145 

Coble,  Electrical  600  Volts,  lightweight.  Four  Conductor,  Pow-.r,  Type  FX 

Mll-C.0024640/3 

SH 

23  Ocl 

85 

(Including  Voriotion  Type  PXA) 

PARI  A 

6145 

Coble,  Electrical,  600  Volts,  lightweight.  Multi  Pair  AWG  20,  Type  TTX 

MIL-C.24640/4 

SH 

10  Aug 

84 

Ml 

SH 

85 

(Including  Vorirstion  Type  TTXA)  USER-ME  AR  CG  REV-EC  99  IS 

L 

6145 

Coble,  Electro.iK  Tow,  For  Submorine  Applicotlon  V<j!{cfate<'  Apr  S3  REV*IS . 

MIL-C-23812B 

EC 

24  jul 

69 

EC 

L 

6145 

Coble,  Novy,  iiisulotlon  Resistonce  Validated  Mar  85 . . . 

MS.18297 

SH 

07  Apr 

72 

SH 

o 

6145 

Coble,  Power,  Electrical,  (Flexible,  Flat,  Unshielded),  (Round  Conductor), 

Generol  Specihcolion  For  USER-AT  ME  MC  REV-AR  Ml  AV  OS  EC  17  99  ES 

IS 

Coble,  Power,  Electricol,  Submarine,  Novy  Standard  Horbor  Defense  Validated 

MII.C-49055B  (I) 

CR 

31  Ocl 

88 

CR 

AS 

11 

1 

6145 

MII.C-15479C  (1) 

SH 

18  Jun 

58 

SH 

Apr  St  REV-IS 

6145 

Coble,  Power,  Electricol  And  W'e  Electricol,  (Weother-reslstonl). . . . . 

J.C.145C 

% 

25  Mor 

83 

Q 

4145 

Coble,  Power,  Electricol,  IgnI  .gh  Tension  USER-CR  MC  YD  CS  REV-AV 

MII.C-3702B 

AT 

10  Mor 

87 

AT 

AS 

85 

Ml  EA  IS 

Q  L 

6145 

Coble,  Power,  Electricol,  Ai  rl  .hling,  Cross'linked,  Polyethylene  XIP 

MII-C-38359A 

85 

04  Jun 

85 

85 

REV-YD  85  IS 

6145 

Coble,  Power,  Electricol  Polychloroprene  Sheothed,  Buno  Compound  Insulated 

MII.C-5136C 

85 

03  Nov 

88 

CR 

AS 

85 

(Inocllvc)  Validated  Nov  88  REV*MI  YD  11  IS 

NOTICE  2 

L 

6145 

Coble,  Power,  Electrical,  Airport  lighting  Control  REV-ll  19  . . . 

MIL.C-2;212B  (1) 
NOTICE  1 

8.5 

■  5  Jul 

87 

85 

6145 

Coble,  Power,  Elecrticol  &  Coble  Speciol  Purpose,  Electrical  Shiefed  & 

M11.C-27500G 

85 

09  May  88 

CR 

AS 

85 

Unthl.lded,  REV-MI  AR  AS  11  99  IS 

L 

6145 

Coble,  Power,  Electricol  And  Coble,  Speciol  Purpose,  Electricol,  Multiconductor 

MII.C-27072B 

85 

24  Sep 

87 

CR 

SH 

85 

And  Single  Shielded  General  Specification  REV-85  IS 

NOTICE  1 

6145 

Coble,  Radio  Requency  Trioxiol  0.245  Inch  50  OHMS  Wotcrblotkcd 

MII.C.17/I3.:B  (1) 

CR 

28  Apr 

86 

CR 

EC 

85 

Nonwolerblock.d  USER-AT  ME  AR  MC  OS  AS  19  REV-Ml  SH  TO  99  17  11 

IS  ES 

L 

6145 

Coble,  Radio  Frequency  RG'373/U  Validated  Apr  63 . . . 

Mll.C-28751  (1) 

EC 

18  Feb 

71 

EC 

6145 

Coble,  Rodio  Frequency  Flexible  Cooxiol  50  OHMS  M 17/ 127  RG393  USER-ME 

MII..C.17/ 127C  (2) 

CR 

18  Jul 

85 

CR 

EC 

85 

AT  AR  OS  AS  MS  19  REV-MI  SH  1 1  17  99  ES  iS 

4145 

Coble,  Redio  Cooxiol,  Semirigid,  room  Dieie«.{MC,  7/0  mkIi,  50  And 

75  Ohm,  (RG.332/U,  RG.3.33/U,  fiG.336/U  And  RG-306A/U  Validated  Apr 

82 

Coble,  Radio  Frequency,  Semirigid,  Coaxial,  Seni-air-dielectrie,  Generol 

Mll-C  23806/  2S 

cC 

25  jun 

o9 

EC 

6145 

MIL-C  229318  (1) 

EC 

16  Occ 

76 

CR 

EC 

85 

Specificotion  For  Validated  Apr  83  USER-ME  AT  MC  05  AS  19  ES  REV-AR 

AV  Ml  17  85  11  IS 

SUPP  1 

6145 

C oble,  Redio  Fr^qvency,  Cooxiol,  Semirigid,  Corrugolcd  Outer  Conductor,  Foam 
Dielectric,  7/8  Inch,  Nominol  50  Ohms  Validated  Apr  84  REV-aS  MC  85  IS 

ES 

Coble,  Rodio  Frequency,  Flexible,  Cooxiol,  50  Ohms,  M17/188-00001 . . 

Mll.C-28830.2 

EC 

04  May 

78 

EC 

85 

L 

6145 

MII.C.17/188A 

EC 

10  Aug 

87 

EC 

6145 

Coble,  Rodio  Frequency,  Cooxiol,  Semirigid,  Corrugoted  Outer  Conductor,  low 

MII-C-28830/3B 

EC 

30  Sep 

82 

CR 

EC 

85 

loss  Foom  Dielectric,  1/2  Inch  Nominol,  50  Ohmj  USER*SH  19  REV»MC  AS 
99  17  IS 
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6145 
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6145 
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6145 
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6145 

6145 
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6145 
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6145 
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Cable«  Radio  Frequency,  Flexible,  Cooxiol,  50  Ohms,  M17/189-0000t 

MII-C-17/189A 

EC 

10 

Aug 

87 

EC 

Unormored,  M17/189'00002  Armored 

Coble,  Radio  Frequency,  Coaxial,  Semirigid,  Corrugated  Outer  Conductor,  low 

M1LC-28830/4B 

EC 

30 

Sep 

82 

EC 

Loss  Foam  Dielectric,  7/8  Inch  Nominal,  50  Ohms  USER>SH  19  REV>MC  AS 

99  17  IS 

Coble,  Rodio  Frequency,  Flexible,  Cooxiol,  50  Ohms,  M17/190  00001 . . . . 

-MII-C-17/190A 

bC 

10 

Aug 

87 

EC 

Coble,  Radio  Frequency,  Cooxiol,  Semirigid,  Corrugated  Outer  Conductor, 

MIL-C-28830B 

EC 

09 

Mor 

82 

CR 

EC 

85 

Generol  Speclficotion  For  USER-SH  19  REV-MC  AS  99  17  IS 

Cable,  Rodio  Frequency,  Flexible  Coaxial,  75  Ohms,  M17/191*00001  . 

MIL-C-17/191A 

EC 

10 

Aug 

87 

EC 

Coble,  Radio  Frequency,  Coaxial,  Semirigid,  Corrugoted  Outer  Conductor,  Low 

MIL-C-28830/5A 

EC 

27 

Jon 

82 

CR 

EC 

85 

Loss  Foam  Dielectric,  1*5/8  Inch  Nominal,  50  Ohms  USER*SH  19  REV*MC  AS 

99  17  IS 

Coble,  Rodio  Frequency,  Flexible,  Coaxial,  50  Ohms,  Mt7/192*00001 . 

MIL  C-17/192A 

EC 

10 

Aug 

87 

EC 

Coble,  Radio  Frequency,  Coaxial,  Semirigid,  Foom  Dielectric,  Generol 

MII-C-23806A  (2) 

EC 

04 

Apr 

84 

EC 

Specificotion  REV*IS 

Coble,  Radio  Frequency  Flexible,  Coaxiol,  50  Ohms  M17/193*00001 

MII-C-17/193A 

EC 

10 

Aug 

87 

EC 

Unormored,  M17/193-00002  Armored 

Coble,  Radio  Frequency,  Coaxial,  Semirigid,  Foom  Dielectric,  1/2  Inch,  50  And 

75  Ohm,  (RG*23i/U,  RG-331/U,  RG.334/U  And  RG-335/0)  Volidoted  Apr 

82 

Coble,  Radio  Frequency,  Flexible,  Coaxial,  50  Ohms,  M17/194-00001 . 

MIL-C-23806/1B  (1) 

EC 

30 

Sep 

75 

EC 

MIL-C-17/194A 

EC 

10 

Aug 

87 

EC 

Coble,  Rodio  Frequency,  Cooxiol,  Semirigid,  Foom  Dielectric,  3/4  Inch,  50  Ohm, 

M1L-C-23806/3B 

EC 

23 

Jun 

96 

EC 

Jacketed  (RG-360/U} 

Coble,  Radio  Frequency,  Coaxial,  93  Ohms,  M17/195'00001 . . . . . 

MIL-C-17/195A 

EC 

10 

Aug 

87 

EC 

Coble,  Radio  Frequency.  Flexible,  Cooxiol,  50  Ohms,  M17/196*00001 . 

MIL-C-17/196A 

EC 

10 

Aug 

87 

EC 

Coble,  Rodio  Frequency,  Flexible,  Coaxial,  50  Ohms,  M17/183>00001 . 

MIL-C-17/183A 

EC 

10 

Aug 

87 

EC 

Cable,  Rodio  Frequency  Flexible  Cooxiol  50  OHMS  M17/128  RG400  USER*AT 

MIL-C-17/1288  (1) 

CR 

18 

Jul 

85 

CR 

EC 

85 

ME  MC  AS  OS  19  REV-MI  AR  SH  11  17  99  IS  ES 

Coble,  Radio  Frequency  Flexible  Coaxial  50  OHMS  M17/162-OOOOI  USER-ME 

MIL-C-17/162A 

CR 

18 

-tul 

85 

CR 

EC 

85 

AT  AR  OS  MC  AS  19  REV-MI  SH  TD  99  17  11  IS  ES 

Cable,  Rodio  Frequency  Flexible  Coaxial  50  OHMS  M17/153>00001  USER-ME 

M1L-C-17/163A 

CR 

18 

Jul 

85 

CR 

EC 

85 

AT  AR  OS  MC  AS  19  REV-MI  SH  TD  11  99  17  IS  ES 

Coble,  Radio  Frequency  Flexible  Coaxiol  50  OHMS  M17/164-00001  & 
M17/164-00002  USER-ME  AT  AR  OS  MC  AS  19  REV-MI  SH  17  11  99  ES 

IS 

Coble,  Rodio  Frequency  Flexible  Cooxiol  50  OHMS  M17/165-00001  OSER-ME 

MIL-C-17/164 

CR 

23 

Feb 

81 

CR 

EC 

85 

MII-C-17/165A 

CR 

18 

Jul 

85 

CR 

EC 

85 

AT  AR  MC  AS  OS  19  REV-MI  SH  TD  99  17  11  IS  ES 

Coble,  Rodio  Frequency  Flexible  Cooxiol  50  OHMS  M17/166  00001  USER-ME 

MII-C-17/166B 

CR 

18 

Jul 

85 

CR 

EC 

85 

AT  AR  AS  OS  MC  19  REV-Ml  SH  TD  99  17  11  IS  ES 

Coble,  Rodio  Frequency  Flexible  Cooxiol  50  OHMS  M17/167-0000I  USER-ME 

MIL-C-17/167B 

CR 

22 

Mor 

88 

CR 

85 

AT  AR  OS  MC  AS  19  REV-Ml  SH  17  11  IS  ES 

Coble,  Rodio  Frequency  Flexible  Cooxiol  50  OHMS  M17/168-00001  USER*ME 

MII-C-17/168A 

CR 

07 

Dec 

84 

CR 

85 

AT  AR  MC  AS  OS  19  REV-MI  SH  17  11  ES  IS 

Coble,  Rodio  Frequency  Flexible  Cooxiol  50  OHMS  M17/169-00001  USER-ME 

MII-C-17/169A 

CR 

18 

Jul 

85 

CR 

EC 

85 

AT  AR  AS  OS  MC  19  REV-Ml  SH  TO  17  11  99  IS  ES 

Coble,  Rodio  Frequency  Flexible  Coaxial  50  OHMS  M17/170-00001  USER-ME 

MIL-C-17/170A 

CR 

18 

Jul 

85 

CR 

EC 

85 

AT  AR  MC  OS  AS  19  REV-Ml  SH  TO  17  11  99  IS  ES 

Coble,  Rodio  Frequency  Flexible  Coaxiol  50  OHMS  M17/171-00001  USER-ME 

MIL-C-17/171A 

CR 

18 

Jul 

85 

CR 

EC 

85 

AT  AR  OS  MC  AS  19  REV-MI  SH  TO  17  11  99  IS  ES 

Cable,  Radio  Frequency  Flexible  Cooxiol  50  OHMS  M17/172-00001  USER-AR 

MII-C-17/172A 

CR 

18 

Jul 

85 

CR 

EC 

85 

ME  AT  MC  OS  AS  19  REV-MI  SH  TO  17  11  99  IS  ES 

Coble,  Radio  Frequency  Flexible  Cooxiol  50  OHMS  M17/173-00001  USER-ME 

MIL-C-17/173A 

CR 

18 

Jul 

85 

CR 

EC 

85 

AT  AR  OS  MC  AS  19  REV-MI  SH  TD  17  11  99  IS  ES 

Coble,  Rodio  Frequency  Flexible  Coaxiol  50  OHMS  M17/174-00001  USER-ME 

MII-C-17/174A 

CR 

30 

Oct 

84 

CR 

85 

AT  AR  AS  OS  MC  19  REV-MI  SH  11  17  IS  ES 

Coble,  Radio  Frequency  Flexible  Coaxial  50  OHMS  M17/175^)0001  USER-ME 

MII-C-17/175B 

CR 

18 

Jul 

85 

CR 

EC 

85 

AT  OS  MC  AS  1?  REV-MI  AR  SH  11  17  99  IS  ES 

Cable,  Radio  Frequency,  Flexible,  Twin,  M17/176-00002  USER-AR  AT  ME  AS 

MIL-C-17/176C 

CR 

18 

Jul 

85 

CR 

EC 

85 

MC  OS  19  REV-MI  SH  11  17  99  ES  IS 

Coble,  Radio  Frequency,  Flexible  Trloxiol,  95  Ohmi,  M17/177-00001  USER-AT 

MII-C-17/177A 

CR 

22 

Mor 

88 

CR 

EC 

85 

ME  AS  MC  OS  19  REV-AR  Ml  SH  11  17  99  ES  IS 

Coble,  Rodio  Frequency,  Flexible  Triaxiol,  95  Ohms,  M17/178-00001  USER-AT 

M1L-C-17/178A 

CR 

22 

Mar 

88 

CR 

EC 

85 

ME  AS  MC  OS  19  REV-AR  Ml  SH  11  17  99  ES  IS 

Coble,  Radio  Frequency,  Flexible  Trioxiol,  75  Ohms,  M17/179-00001  USER-AT 

MIL-C-17/179A 

CR 

22 

Mor 

88 

CR 

EC 

85 

ME  AS  MC  OS  19  REV-AR  MI  SH  11  17  99  ES  IS 

Coble,  Rodio  Frequency,  Flexible  Cooxiol,  75  Ohms,  M17/180-00001  . . . 

MII-C-17/180A 

EC 

10 

Aug 

87 

EC 

Coble,  Rodio  Frequency  Coaxial  0.250  Diameter  Semirigid  50  OHMS  M17/129 

MIL-C-17/129C  (2) 

CR 

04 

Jan 

83 

CR 

EC 

85 

RG401  ^  M17/129  00001  USER-M5  AT  AR  AS  OS  MC  SH  19  REV-MI  99 

17  11  IS  ES 

Coble,  Radio  f  quency  Flexible  Coaxial  50  OHMS  M17/156-OOOOI  USER-ME 

MIL-C-17/156 

CR 

23 

Feb 

81 

CR 

EC 

85 

aT  AR  OS  MC  AS  19  REV-MI  SH  9?  17  ii  IS  £3 

Coble,  Radio  Frequency,  Flexible,  Cooxiol,  50  Ohms,  M17/157-00001  USER-ME 

MIIC-17/157A 

CR 

18 

Jul 

85 

CR 

EC 

85 

at  os  MC  AS  19  REV-AR  SH  TD  99  17  11  IS  ES 

Coble,  Rodio  Frequency,  Flexible  Coaxial,  50  OHMS,  M)7/158-00001  USER-AT 

MIL-C-17/158A 

CR 

18 

Jul 

85 

CR 

EC 

85 

ME  AR  03  AS  MC  19  ES  REV-MI  SH  11  17  99 

Coble,  Rodio  Frequency  Flexible  Coaxiol  50  OHMS  M17/159-00001  OSER-ME 

Mll-C-17/159 

CR 

23 

F.-b 

81 

CR 

EC 

85 

AT  AR  OS  MC  AS  19  REV-MI  SH  17  11  99  IS  ES 

Coble,  Rodio  Frequency  Flexible  Coaxiol  50  OHMS  M 17/ 160-00001  USER-ME 

MIL-C-17/160B 

CR 

13 

Jul 

85 

CR 

EC 

85 

AT  AR  OS  MC  AS  19  REV-MI  SH  TD  99  17  11  IS  ES 

Coble,  Rodio  Frequency  Flexible  Trioxiol  50  OHMS  M17/131  RG403  USER-AR 

MIL-C-17/131A  (1) 

CR 

21 

Mnr 

88 

CR 

EC 

85 

AT  ME  AS  MC  OS  19  REV-MI  SH  11  17  99  IS 

Coble,  Rodio  Frequency  Flexible  Coaxiol  75  OHMS  M17/136  OOOOl  USER>ME 

MIL-C-17/136B 

CR 

18 

Jul 

85 

CR 

EC 

85 

AT  AR  AS  MC  OS  19  REV-MI  SH  TD  17  1 1  99  IS  ES 
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6145 

Coble,  Radio  Frequency  Flexible  Coaxial  95  OHMS  M47/137  00001  Vohdaled 

Aug  8S  USER-AR  AT  ME  MC  AS  OS  19  REV-MI  SH  1 1  85  17  ES  IS 

Mll.C-17/137 

NOTICE  1 

CR 

26  Aug 

88 

CR 

EC 

85 

6145 

Coble,  Radio  Frequency  Flexible  Coaxial  50  OHMS  M17/138  00001  USER'AT 

ME  MC  AS  OS  19  REV-AR  Ml  SH  17  11  99  IS  ES 

Mll.C.17/ 138A  (1) 

CR 

18  Jul 

85 

CR 

EC 

85 

6145 

Coble,  Rodio  Frequency  Flexible  Cooxial  95  OHMS  M17/139  OOOOl  USER-AT 

ME  MC  AS  19  REV-MI  SH  17  11  80  IS  ES 

MII.C-I7/I39C 

CR 

23  Nov 

88 

CR 

EC 

85 

6145 

Coble,  Radio  Frequency  Cooxiol  0.047  Inch  Oiemeter  Semtrigid  50  OHMS 

M17/151  00001  &  M17/151  00002  USER-AR  AT  ME  MC  OS  AS  SH  19 

REV-MI  99  17  11  ES  IS 

Mll.C.17/151  (1) 

CR 

04  Jon 

83 

CR 

EC 

85 

6U5 

Coble,  Rodio  Frequency  Flexible  Cooxiol  50  OHMS  M17/152  00001  USER-AT 

ME  AR  MC  OS  AS  SH  19  REV-MI  ME  TO  17  11  99  ES  IS 

MIL  C-17/152A 

CR 

18  Jul 

85 

CR 

EC 

85 

6145 

Coble,  Rodio  Frequency  Exible  Cooxiol  0.034  Inch  Diameter  Semirigid  50 

OHMS  M17/154  00001  &  M17/154  00002  USER-ME  AT  OS  MC  AS  SH  19 
REV-AR  Ml  11  17  99  ES 

MIL.C-17/154  (1) 

CR 

04  Jan 

83 

CR 

EC 

85 

6145 

Cable,  Radio  Frequency  Flexible  Coaxial  93  OHMS  M17/29  RG  59  Vciidated 

Aug  88  USER-AT  ME  AR  OS  MC  AS  i9  REV-MI  SH  11  17  85  IS  OS  ES 

MII  C.I7/29C  (1) 
NOTICE  1 

CR 

26  Aug 

88 

CR 

EC 

85 

6145 

Coble,  Rodio  Frequency  Flexible  Cooxiol  50  OHMS  M17/75  RG214  &  MI7/75 
RG365  USER-ME  AT  MC  AS  OS  19  REV-MI  AR  SH  99  17  11  IS  ES 

MII-C-17/75F 

CR 

24  Sep 

86 

CR 

EC 

85 

6145 

Cable,  Radio  Frequency,  Flexible,  Cooxiol,  185  OHMS,  M17/47-RG114  (Thii 

Coble  Uses  PVC  Material  And  Is  Not  To  Be  Used  In  Aerospoce  Applicotlons) 
USER-AT  ME  MC  AS  OS  19  ES  REV-AR  Ml  SH  TO  17  11  99  IS 

MII-C-I7/47C  (I) 

CR 

31  Oct 

88 

CR 

EC 

85 

6145 

Coble,  Rodio  Frequency  Flexible  Cooxiol  50  OHMS  M17/52  RG  119 

Unormored  M17/52  RG130  Armored  USER-AR  AT  ME  MC  AS  OS  19 

REV-MI  SH  11  85  17  IS  ES 

MII-C-17/52B 

CR 

31  Oet 

88 

CR 

EC 

9? 

6145 

Coble,  Radio  Frequency,  flexible,  Coaxial,  93  OHMS,  M17/30-RG062  (This 

Coble  Uses  PVC  Material  And  Is  Not  To  6c  Used  In  Aerospoce  Applicotlons) 
USER-AT  ME  AR  MC  AS  OS  19  ES  REV-MI  SH  TO  11  17  99  IS 

MIL.C-17/30D 

CR 

IS  Jul 

85 

CR 

EC 

85 

6145 

Coble,  Radio  Frequency  Flexible  Cooxiol  125  OHMS  M47y'31  RG  63 

Unormored  M17/31  RG  79  Armored  Validated  Aug  88  USER-AR  AT  ME  AS 

MC  OS  19  REV-MI  SH  85  17  11  ES  IS 

Mll.C.17/3ia  (1) 
NOTICE  1 

CR 

26  Aug 

88 

CR 

EC 

85 

6145 

Cable,  Radio  Frequency  Flexible  Coaxial  Pulse  48  OHMS  M17/33RG64  . . 

MII.C-I7/33A 

CR 

09Ocl 

79 

CR 

EC 

85 

6145 

Coble,  Radio  Frequency  Flexible  Time  Delay  950  OHMS  M17/34RG65 

USER-AT  ME  MC  OS  AS  19  ES  REV-MI  SH  11  17  99  IS 

MU-C-17/34B 

CR 

09Ocl 

79 

CR 

SH 

85 

6145 

Coble,  Rodio  Frequency  Couxiol  RG  850A/U  RbV-ES . . . 

MII.C-17/40B 

CR 

20  Aug 

74 

CR 

EC 

85 

6145 

Coble,  Radio  Frequency  Coaxial  RG  88/U  Validated  Feb  80  USER-AT  AR  ES 
REV-MI  AS  OS  IS 

MILC-17/43C 

CR 

23  Aug 

72 

CR 

EC 

85 

6145 

Coble,  Rodio  Frequency  Flexible  Twin  95  OHMS  M17''56  RG130  Unormored 
M17/56  R/GI3I  Armored  USER-AT  ME  AR  MC  OS  AS  19  ES  REV-Mi  SH 

11  17  99  IS  ES 

Mll.C- 17/563 

CR 

24  Aug 

83 

CR 

EC 

85 

6145 

Coble,  Radio  Frequency  Flexible  Cooxial  50  OHMS  M17/060  RG142  USER-AT 

ME  MC  OS  AS  19  REV-MI  AR  SH  11  17  99  ES  IS 

MIL.C.17/60C  (3) 

CR 

12  Peb 

82 

CR 

EC 

85 

6145 

Coble,  Radio  Frequency  Flexible  Cooxiol  75  OHMS  M17/62  RG144  USER-AT 

ME  AR  AS  MC  OS  19  REV-MI  SH  85  17  11  IS  ES 

MII.C-17/62C 

CR 

24  Sep 

86 

CR 

SH 

85 

6145 

Coble,  Rodio  Frequency,  Flexible  Cooxiol,  75  OHMS,  M17/64-RG-164, 

Unormored,  M17/64  RG35,  Armored  USER-ME  AT  AR  OS  AS  MC  19 

REV-MI  SH  17  11  99  ES  IS 

MII.C07/64B  (3> 

CR 

24  Moy 

82 

CR 

EC 

85 

6145 

Cobie,  Radio  Frequency,  Flexible  Cooxial,  50  OHMS  Unormored 

MI7/065-RG165,  And  Armored,  M17/065-RG166  USER-AT  ME  MC  OS  AS 

19  ES  REV-MI  AR  EC  SH  17  11  99  IS 

MIL-C-17/65B  (1) 

CR 

12  Feb 

82 

CR 

SH 

85 

6145 

Cable,  Radio  Frequency  Flexible  Cooxiol  50  OHMS  A\17/067  RG177  USER-AT 

ME  MC  AS  OS  19  ES  REV-MI  AR  SH  17  11  99 

MIL.C-17/67C  (1) 

CR 

13  Jul 

85 

CR 

EC 

85 

6145 

Coble,  Radio  Frequency  Flexible  Cooxial  50  OHMS  M17/072  RG211  USER-AT 

ME  AS  MC  OS  19  ES  REV-MI  AR  SH  17  11  99  IS 

MIL.C.17/72C  (1) 

CR 

12  Feb 

82 

CR 

EC 

85 

6145 

Cable,  Radio  Frequency,  Flexible  And  Semirigid,  Generol  Specificotion  For 
USER-ME  AT  MC  OS  AS  19  REV-AR  Ml  SH  11  99  80  ES  IS 

MiL-C-17F  (2) 

INT  AMD  3 

CR 

05  May 

87 

CR 

EC 

85 

6145 

Coble,  Rodio  Frequency  Flexible  Coaxial  50  OHMS  M17/86-OOOOI  & 
M17/86-00002(ARMORED)  USER-AS  MC  OS  19  ES  REV-SH  11  17  99  IS 

MtL-C-l7/86B 

CR 

12  Aug 

83 

CR 

SH 

85 

6145 

Cable,  Radio  Frequency,  Flexible  Coaxial,  50  OHMS,  M17/87-(X)001  USER-AS 

MC  OS  19  ES  REV-SH  11  17  99  IS 

MIL-C-17/87A 

CR 

12  Aug 

83 

CR 

EC 

85 

6145 

Coble,  Rodio  Frequency  Coaxial  93  OHMS  M17/90RG71  Vol  iated  Aug  88 
USER-ME  AT  AR  MC  OS  AS  19  ES  REV-MI  SH  11  17  99  IS 

MIL-C-17/90A  (1) 
NOTICE  1 

CR 

16  Aug 

88 

CR 

EC 

85 

6145 

Coble,  Radio  Frequency,  Flexible  Cooxiol,  50  OHMS,  M17/92-RG115, 
M17/92-00001  USER-AR  AT  ME  AS  MC  OS  19  REV-MI  SH  11  17  99  IS  ES 

M1L.C-17/92D 

CR 

07  Dec 

84 

CR 

EC 

85 

6145 

Coble,  Rodio  Frequency  Flexible  Cooxiol  50  OHMS  M17/93RG178  & 
M17/9300001  USER-ME  AT  AR  AS  OS  MC  19  ES  REV-MI  SH  17  11  97  IS 

MII.C.17/93G 

CR 

17  Aug 

84 

CR 

EC 

85 

6145 

Coble,  Radio  Frequency  Flexible  Cooxial  73  OHMS  M17/094  RGG179 

USER-M!  ME  AT  AR  AS  SH  MC  OS  19  ES  REV-ll  17  85  IS 

Mll.C-l7/94f 

CR 

IS  Jul 

85 

CR 

EC 

85 

6145 

Coble,  Rodio  Frequency  Flexible  Cooxiol  95  OHMS  M17/095  RG180  USER-ME 

AT  OS  AS  MC  19  REV-MI  AR  17  11  85  ES 

MII.C-17/95E 

CR 

18  Jul 

85 

CR 

SH 

85 

6145 

Coble,  Rodio  Frequency  Flexible  Cooxiol  93  OHMS  M17/97  RG210  USER-ME 

AT  AR  AS  03  A«C  i7  RCV-MI  SK  ry  tf  1!  IS 

MII.C-17/97C 

CR 

18  Jul 

85 

CR 

EC 

85 

6145 

Coble,  Radio  Frequency  Flexible  Cooxiol  95  OHMS  M17/100  RG)33  USER-AR 

AT  ME  MC  AS  OS  19  REV-MI  SH  'il  17  99  ES  IS 

MII.C-17/1O0C 

CR 

17  Apr 

81 

CR 

EC 

85 

6145 

Coble,  Radio  Frequency  Flexible  Coaxial  75  OHMS  iV.17/110  RG302  USER-AT 

ME  AS  MC  OS  19  REV-Mi  AR  SH  11  17  99  ES  IS 

MII.C-17/110D 

CR 

IS  Jul 

85 

CR 

EC 

85 

6145 

Cable,  Radio  Frequency  Flexible  Coaxial  50  OHMS  M17/111  RG303  USER-ME 

AT  AS  MC  OS  19  ES  REV-MI  AR  SH  11  17  99  IS 

MILC-17/11IC 

^.R 

18  Jul 

85 

CR 

EC 

85 

6145 

CeWe,  Radio  Frequency  Flexible  Cooxiol  50  OHMS  H17/112  RG304  USER-ME 

AT  19  ES  REV-MI  AR  11  99  17  IS 

MIL.C-17/112A  (1) 

CR 

18  Jul 

85 

CR 

SH 

85 

6145 

Coble,  Rodio  Frequency,  Flexible,  Cooxiol,  50  Ohmi,  Ml7/1t3<RG316 

USER-ME  AT  AS  MC  OS  19  ES  REV-MI  AR  SH  11  17  99  IS 

MII-C.17/113C  (2) 

CR 

17  Aug 

84 

CR 

EC 

85 

6145 

Coble,  Rodio  Frequency  Flexible  Trioxlo!  75  OHMS  H17/116  RG307  VoUdoted 
Aug  88  USER-ME  aR  AT  MC  AS  19  ES  REV-MI  OS  AS  17  >1  99  IS  ES 

Mll.C-i7/1I6C 
NOTICE  1 

CR 

76  Aug 

88 

CR 

85 
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6145  Cable,  Radio  Frequency  Flexible  Cooxtol  50  OHMS  Unormored  M17/079RG218 
&  Armored  M17/079  RG219  USER-AT  ME  AR  AS  OS  MC  19  ES  REV-MI  SH 
n  17  99  IS 

6145  Coble,  Radio  Frequency,  Flexible  Coaxial,  50  OHMS,  M17/ 81-00001  And 

M17/81-00002  (Armored)  (Inactive  For  New  Design)  (This  Coble  Uses  PVC 
Matenol  Andis  Not  To  Be  Used  In  Aerospace  Applicotions)  USER-AS  MC  OS 
SH  19  ES  REV-TD  11  17  99  IS 

6145  Coble,  Radio  Frequency  Flexible  Trioxiol  Pulse  25  OHMS  H17/124  RG328 
USER-AT  ME  MC  OS  AS  19  REV-MI  SH  99  17  11  ES  IS 
6145  Cable,  Radio  Frequency  Flexible  Coaxiol  low  Noise  72  OHMS  M17/126 

RG391  (Unormored)  M17/126  RG392  (Armored)  VoUdoted  Aug  B8  USER-ME 
AR  AT  AS  MC  OS  19  REV-Ml  11  99  17  IS  ES 
6145  Coble,  Radio  Frequency  Frixible  Coaxiol  750HMS  M17/2RG6  Validated  Aug 
88  USER-AR  AT  ME  AS  MC  OS  19  REV-MI  SH  11  17  99  IS  ES 
6145  Cable,  Rodio  Frequency  Flexible  Coxial  750HMS  M17/6RG11  Unormored, 

M17/6RG12,  Armored  Validated  Aug  88  USER-ME  AT  AR  MC  AS  OS  19  ES 
REV-MI  SH  11  17  99  IS 

6145  Coble,  Radio  Frequency  Flexible  Trioxiol  Pulse  480HMS  M17/19RG25 
USER-ME  AR  AT  MC  OS  AS  19  REV-MI  SH  99  17  11  ES  IS 
6145  Coble,  Radio  Frequency,  Flexible,  COAXIAL,  Pulse,  48  Ohms,  M17/21'RG26 
USER-AT  ME  AR  MC  OS  AS  19  ES  REV-Mt  SH  ID  11  99  17  IS  ES 
6145  Coble,  Radio  Frequency  Flexible  Coaxial  Pulse  48  OHMS  M17/22  RG27 
(Armored)  M 17/22  0000\  (Unormored)  USER-AT  ME  AR  MC  OS  AS  19 
REV-MI  SH  TO  99  17  11  IS  ES 

6145  Coble,  Radio  Frequency  Flexible  Coaxiol  750HMS  M17/24RG34  USER-AR  AT 
ME  AS  MC  OS  19  REV-Ml  SH  11  17  99  IS  ES 
6145  Coble,  Radio  Frequencysemirigid,  Cooxiol,  Semi-o<r-dielectrtc,  .500  And  .530 
Inch  Outside  Oiometer,  50  OHMS  Validated  Jan  66  USER-ME  AV  AT  MC 
CS  AS  19  REV-AR  17  11  ES  IS 

6145  Coble,  Rodio  Frequency,  Semirigid,  Coaxiol,  Semi-oir-dielectnc,  .500  Inch 

Outside  Diameter,  75  OHMS  Validated  Jan  86  USER-AT  ME  MC  OS  AS  19 
REV-AR  17  n  ES  IS 

6145  Cable,  Radio  Frequency,  Semirigid,  Cooxiol,  Semi-oir-dielectnc,  .875  To  1.005 
Inches  Outside  Diamete',  50  OHMS  Validated  Apr  64  USER-AT  ME  MC  AS 
OS  19  REV-AR  Ml  17  85  11  ES  IS 

6145  CabK*,  Rodio  Frequency,  Semirigid.  Coaxial,  Semi-oir-dielectnc,  875  To  1.005 
Inches  Outside  Diameter,  75  OHMS  Validated  Jan  86  USER-AV  AT  ME  MC 
OS  19  REV-17  11  ES  IS 

6145  Coble,  Radio  Frequency,  Semirigid,  Cooxial,  Semi-oir-dielectric,  1.625  To  1.830 
Inches  Outside  Diameter,  50  OHMS  Validated  Apr  64  USER-AT  ME  AS  OS 
MC  19  REV-Ml  17  85  11  ES  IS 

6145  Coble,  Radio  Frequency,  Semirigid,  Coaxial,  Semt-oir-dielectnc,  1.62S  Inches 

Outside  Diameter,  75  OHmS  Validated  Jan  66  USER-ME  AT  mV  mC  OS  AS 
19  RSV-17  11  ES 

6145  Coble,  Radio  Frequency,  Semirigid,  Cooxial.  Semi-oir-dielectric,  2.850  And 
3  125  Inches  Outside  Diameter,  50  OHMS  Validated  Apr  83  USER-AT  ME 
MC  OS  AS  19  REV-MI  AR  17  85  11  ES  IS 
6145  Cable,  Radio  Frequency,  Semirigid.  Coaxial,  Semi-oir-dielectnc  3  125  Inches 

Outside  Diameter,  75  Ohms  Validated  Jan  86  USER-AT  AV  ME  OS  MC  AS 
19  REV  AR  17  11  ES  IS 

6145  Cable  Radio  Frequency  Semirigid,  Coaxial,  Semi-oir-dielectric,  .495  inch 
Outside  Diometer,  50  Ohms  Validated  Aug  86  REV-17  11 
6145  Cable,  Radio  Frequency  Semirigid,  Cooxiol,  Semi-oir-dielectric  0.620  inch 
Outside  Diameter.  50  Ohms  Validated  Aug  86  RF.V-11 
6145  Coble,  Specio)  Purpose,  Electrical  (Retractible)  Validated  Apr  BS  AT 

REV-IS 

6145  Coble,  Speciol  Purpose,  Radio  Frequency,  Buoyant.  Cooxiol  Type  RG-384/U 
Validated  Apr  83 

6145  Coble,  Special  Purpose,  Buoyant,  Electricol,  Type  RG-298/U  (Submarine  Use) 
Validated  Apr  82  REV-IS 

6145  Coble,  Speciol  Purpose,  Electricol  (Ooto  Tronsmtssion  Use)  Validated  Mar  83 
REV  IS 

6145  Coble,  Speciol  Purpose,  Electricol,  Non-shielded,  Type  1,  Style  1,  3  Conductors 
(No  16  Awg)  Validated  Feb  87  REV-IS 

6145  Coble,  Special  Purpose,  Electrical  21,  22,  24,  26,  27,  28,  And  32  Conductors 
Validated  Feb  82  USER-AT  ME  MC  11  REV-Ml  CR  16 
6145  Coble,  Speciol  Purpose,  Electrical,  Multiconductor,  (3  Conductors)  &  Single 
Shielded  M27072/67FEDO*  Rev.99  IS 

6145  Cable,  Speciol  Purpose,  Electricol  6,  7,  8.  9,  10,  12,  13,  And  15  Conductors 
Validated  Mar  85  USER-AT  ME  MC  EC  11  REV-MI  CR  IS 
6145  Coble,  Speciol  Purpose,  Rodio  Frequency,  Buoyont,  Type  RG  374/U  Validated 
Apr  83  REV-IS 

6145  Coble,  Special  Purpose,  Electricol  . 

6145  Coble,  Speciol  Purpose,  Electricol,  Multiconductor,  (2  Conductors)ond  Single 
Shielded  M27072/4JDC0  REV-IS 

6145  Coble,  Speciol  Purpose,  Electricol,  60,  65,  And  78  Conductors  USER-ME  AT  MC 
n  REV-Ml  CR  IS 

6145  Coble,  Specie!  Purpose,  Electricol,  Multiconductor,  (2  Conductors)and  Single 
Shielded  M27072/5NDDD  REV.99  IS 

6145  Coble,  Special  Purpose  (Tow),  Electrical,  Coaxial,  Icod  Sheothed,  Nylon 
Covered  Validated  Apr  83  REV-IS 

6145  Coble.  Speciol  Purpose,  Electrical,  Multiconductor,  (21  Conductors)  &  Single 
Shielded  M27072/66KACA*  REV-99  IS 


DOCUMENT 


NUMBER 

PREP 

DATE 

CUSTODIAN 

MIL-C-17/79D  (1) 

CR 

18  Jul 

85 

CR 

EC 

85 

MIL  C-17/8K 

CR 

18  Jul 

85 

CR 

EC 

85 

MILC17/124B 

CR 

09  Oct 

79 

CR 

SH 

85 

MIL.C-17/126B 

NOTICE  ) 

CR 

26  Aug 

88 

CR 

EC 

85 

MIL-C-17/2A  (2) 
NOTICE  1 

CR 

26  Aug 

88 

CR 

EC 

85 

MIL-C-17/6B  (2) 
NOTICE  1 

CR 

16  Aug 

88 

CR 

EC 

85 

MIL-C-17/19A 

CR 

09  Oct 

79 

CR 

EC 

85 

MIL-C-17/21C 

CR 

18  jui 

85 

CR 

SH 

85 

MII.C-17/22C 

CR 

18  Jul 

85 

CR 

EC 

85 

MIL-C-17/24B  (3) 

CR 

13  May 

82 

CR 

EC 

85 

MIL.C-22931/9 

EC 

10  Fab 

68 

CR 

EC 

85 

MIL-C-22931/10 

EC 

10  Fab 

68 

CR 

EC 

85 

Mll-C-2293)/11A 

EC 

20  Jon 

72 

CR 

EC 

85 

MIL-C  22931/12 

EC 

10  Feb 

68 

CR 

EC 

85 

MII.C-22931/13A 

EC 

20  Jon 

72 

CR 

EC 

85 

Mll-C-22931/14 

EC 

10  Fab 

68 

CR 

EC 

85 

MIL  C-22931/)5A  (2) 

EC 

11  Feb 

77 

CR 

cC 

85 

Mll-C-22931/16 

EC 

10  Fab 

68 

CR 

EC 

85 

Mll-C-22931/17 

83 

05  Aug 

86 

85 

NOTICE  1 
MIL-C-22931/1B 
NOTICE  1 

BS 

19  Nov 

70 

85 

MIL-C-i5040B  (1) 

AR 

10  Jon 

73 

AR 

MIL-C-2B726  (2) 

EC 

IS  Fab 

71 

EC 

MIIC.22667B 

SH 

1 1  Moy 

66 

SH 

MIL-C-60220 

AR 

01  Mor 

65 

AR 

MILC-27072/1A 
NOTICE  1 

85 

27  Feb 

87 

85 

MIL.C-t3777/4b 

AR 

15  Sap 

69 

AR 

SH 

17 

MIL-C-27072/67A 
NOTICE  1 

85 

24  Sap 

87 

CR 

SH 

E 

MIL  C  13777/2B  (1) 

AR 

18  Mor 

71 

AR 

SH 

17 

MIL-C-24301B 

EC 

03  Oct 

69 

EC 

MIL-C-23437E 

EC 

09  Mor 

87 

EC 

MIL-C-27072/4B 

85 

24  Sep 

87 

CR 

SH 

85 

MIL  C-13777/6B  (1) 
NOTICE  1 

AR 

24  Mor 

86 

AR 

SH 

17 

MILC-27072/5B 

85 

24  Sap 

87 

CR 

SH 

85 

MIL.C-15452C  (3) 

EC 

02  Jon 

68 

EC 

MIL-C-27072/48A 

85 

24  Sap 

87 

CR 

SH 

85 

647 
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Q 

6145 

Coble,  Speciol  Purpose,  Electrical,  Conductors  General  Specificotion  For 

Mll  -C  13777G  (1) 

AR 

16  Sep 

77 

AR 

AS 

85 

Validated  Apr  S3  USER-MC  EC  REV-MI  ME  AT  CR  17  11  IS 

SUPP  1 

t 

6145 

Cable.  Sperial  Purpose.  Electriccl.  Multiconductor,  Conductors)  &  Single 

M1L-C-27072/70A 

85 

24  Sep 

87 

CR 

SH 

85 

Shielded  M27072/70MACA‘  REV-99  IS 

NOTICE  ■ 

t 

6145 

Coble.  Specio)  Purpose,  (lectnc^l.  low  Tension,  Heavy  Duty  Multiple  Cortductor 

MIL-C-134e5/14 

AT 

15  Jon 

65 

AT 

Unshielded  VaHJoted  Jun  6J  REV*11  IS 

(. 

6U5 

Coble,  Special  Purpose,  Eiectricol.  Multiconductor.  (2  Conductors  )  &  Single 

MIL-C-27072/73A 

85 

24  Sep 

87 

CR 

SH 

85 

Shielded  M27072/;3FDDO*  2EV-99  'S 

NOTICE  1 

1 

6145 

Coble,  Special  Purpose,  Electnrol.  Low  Tension  Heavy  Duty.  Single  Conductor, 

MIL-C-13486/15 

AT 

28  Nov 

69 

AT 

SH 

85 

Unshielded  USER-AR  OS  MC  REV-EL  CR  IS 

L 

6145 

Coble,  Speciol  Purpose,  Electncol,  Multiconductor,  (6  Conductors) 

MIL-C-27072/75B 

85 

24  Sep 

87 

CR 

SH 

85 

M27072/75JACA'  REV  99  IS 

NOTICE  I 

Q 

6145 

Coble.  Special  Purpose,  Electncol,  Low<te’.stcr  Heovy  Duty  Single^conductor 

MIL-C-)34868  (3) 

AT 

23  Moy 

75 

AT 

SH 

And  Multiconddctor  Validated  Jun  81  JSfR-ME  11  REV-EA  IS 

SUPP  IB 

L 

6145 

Coble,  Spec'ol  Purpose,  Electncol,  Multi  .onduclor,  (1  Shielded  Poir  &  8  Wires 

MIL-C-27072/76A 

85 

24  Sep 

87 

CR 

SH 

85 

Under  A  Double  Shield)  M27072/74jACA'  SEV-99  IS 

NOTICE  1 

6145 

Coble,  Special  Purpose,  Electrical,  Low  Tension,  Heavy  Duty  Singlo'Conductor 

MIL-C-)3486/1A 

AT 

25  Mar 

68 

AT 

SH 

Unshielded  Validated  Jun  81  USER-MC  REV-AR  EA  CR 

L 

6145 

Coble,  Speciol  Purpose,  Electrical,  Multiconductor  (2  Shelded  Cables  A  19 

MIL-C-27072/77A 

85 

24  Sep 

87 

CR 

SH 

85 

Wires  Under  A  Double  Shield)  M27072/77MACA*  REV-99  IS 

NOTICE  1 

6145 

Coble,  Speciol  Purpose,  Eiectric(>l,  Low  Tension.  Heavy  Duty  Singie*conductor 

MIL-C-13486/2A 

AT 

15  Aug 

73 

AT 

SH 

Shielded  Validated  Jun  8) 

L 

6145 

Coble.  Speciol  Purpose,  Eiectricol,  Multiconductor,  (2  Condu:tors)ond  Single 

M1L-C-27072/7B 

85 

24  Srp 

87 

85 

'hielded  M27072/7M0DD  REV  IS 

6145 

Coble,  Special  Purpose,  Electrical,  low  Tension.  Heovy  Duty  Multiple 

MIL-C-134S6/3 

AT 

02  Jun 

64 

AT 

SH 

Conductors  Unshielded  Validated  Jun  81 

1 

6145 

Coble,  Speciol  Purpose,  Eiectricol,  Multiconductor,,  (3  Conductors) 

MII-C-27072/8B 

85 

24  Sep 

87 

CR 

SH 

85 

M27072/8KaCK*  REV-99  IS 

6145 

Coble,  Speciol  Purpose,  Electncol,  Low  Tension,  Heavy  Duty  Multiple 

MIL  C- 13486/4 

AT 

02  Jun 

64 

AT 

SH 

Conductors  Unshielded  Validated  Jun  81 

L 

6145 

Coble,  Speciol  Purpose.  Electrical.  Multiconductor.  (4  Conductors)  &  Single 

MII-C-27072/9B 

85 

24  Sep 

87 

CR 

SH 

85 

Shielded  M27072r9HBKB*  REV-99  IS 

6145 

Coble,  Speciol  Purpose.  Electrical.  Low  Tension.  Heavy  Duty  Multiple 

MIL-C-13486/5 

AT 

02  Jun 

64 

AT 

SH 

Conductors  Unshielded  Validated  Jun  81 

L 

6145 

Coble.  Specio'  Purpose.  Eiectricol.  Mulliconductor,  (3  Conductors)  &  Single 

Mll-C-27072/128 

85 

24  S,p 

87 

CR 

SH 

85 

Shielded  M27072/12M00D*  REV-99  IS 

1, 

6145 

Coble.  Speciol  Purpose.  Eiectricol  (Cordage  C0‘212  And  Coble.  Speciol 

MII-C-13077A 

CR 

27  Moy 

71 

CR 

Purpose,  Electr'col  WO-32/U)  Validated  Jut  82  REV  IS 

L 

6145 

Cable.  Special  Purpose.  Eiectricol,  Mufticonductor.  (4  Conduetcre)  &  Single 

MII-C-27072/15B 

85 

24  Sep 

87 

CR 

SH 

85 

Shielded  M27072/15,IAKA*  REV-99  IS 

6145 

Coble,  Speciol  Purpose,  Electrical,  Low  Tension.  Heovy  Duty  Multiple 

MIL-C-13486/6 

AT 

02  Jun 

64 

AT 

SH 

Conductors  Unshielded  Validated  Jun  81 

L 

4145 

Coble,  Speciol  Purpose.  Electrical.  Multiconductor,  (3  Conductors) 

MII-C-27072/I6B 

85 

24  Sep 

87 

CR 

SH 

85 

M27072/16DMAA*  REV-99  IS 

NOTICE  1 

6145 

Coble,  Special  Purpose,  Electrical,  Low  Tension.  Heovy  Duty  Multiple 

Mll-C-13486/7 

AT 

02  'un 

64 

AT 

SH 

Conductors  Unshielded  Validated  Jun  81 

L 

6145 

Coble.  Speciol  Purpose,  Electrical,  Multiconductor.  (2  Conductors)  &  Single 

Mll-C-27072/)7B 

85 

24  Sep 

87 

CR 

SH 

85 

Shi.ldfd  M27072/17UCA*  REV-99  IS 

6145 

Coble,  Special  Purpose,  Eiectricol.  Low  Tension,  Heavy  Duty  Multiple 

Mll-C- 13486/8 

AT 

02  Jun 

64 

AT 

SH 

Conductors  Unshielded  Validated  Jun  81  REV-IS 

L 

6145 

Coble,  Special  Purpose,  Electrical,  Mufticonductor,  (2  Conductors)  &  Single 

MIL-C-27072/19B 

85 

24  Sep 

87 

CR 

SH 

85 

Shi«ld«d  M27072/19NDDO*  REV-99  IS 

NOTICE  1 

6145 

Coble,  S|.ecial  Purpose,  Eiectricol.  Low  Tension,  Heovy  Duty  Multiple 

Mlt-C-13486/9 

AT 

02  Jun 

64 

AT 

SH 

Conductors  Unshielded  Validated  Jun  i}1  REV-IS 

L 

6145 

Coble,  Special  Purpose,  Electrical.  Mufticonductor,  (3  Conductors)  &  Single 

MIL-C-27072/78A 

85 

24  Sep 

87 

CR 

SH 

85 

Shielded  M27072/'78KBCA*  REV-99  IS 

NOTICE  1 

6145 

Coble.  Special  Purpose,  Electrical,  low  Tension,  Heovy  Duty  Multiple 

MlLC-13486/10 

AT 

02  Jun 

64 

AT 

SH 

Conductors  Unshielded  Validated  Jun  61  REV-lS 

L 

6145 

Coble,  Special  Purpose.  Eiectricol,  Multiconductor.  (7  Conductors) 

Mll-C  27072/7M 

85 

24  Sep 

87 

CR 

5H 

85 

M27072/79KAAA*  REV-99  IS 

NOTICE  1 

L 

6145 

Coble,  Speciol  Purpose,  Eiectricol,  Shielded  (Shipboord  Use)  Validated  Feb  89  .. 

MIL-C-22613 

os 

23  Feb 

89 

os 

NOTICE  1 

L 

6145 

Coble,  Special  Purpose,  Electrical,  Multiconductor,  (6  Conductors)  &  Single 

MIL-C-27072/80A 

85 

24  Sep 

87 

CR 

SH 

85 

Shielded  M27072/80KACA*  REV-99  IS 

L 

6145 

Coble,  Speciol  Purpose,  Eiectricol,  Non-shicided  (Shipboord  Use)  Validated  Feb 

MlL-C-22617 

OS 

23  Feb 

89 

OS 

89 

NOTICE  1 

1 

6145 

Coble,  Speciol  Purpose,  Electncol,  Multiconductor,  (2  Conductors)  &  Single 

MIL-C  27072/81B 

85 

24  Sep 

87 

CR 

SH 

85 

Shielded  M27072/81EBCK  REV  99  IS 

NOTICE  1 

6145 

Coble  Speciol  Purpose,  Electrical,  Low  Tension,  Heavy  Duty  Multiple 

MIL-C-13486/11 

AT 

02  Jun 

64 

AT 

SH 

Conductors  Unshielded  Validated  Jun  81  .REV-lS 

L 

6145 

Coble,  Speciol  Purpose,  Electncol,  Multiconductor,  (5  Conductors)  &  Siml* 

MIL  C  27072/B2A 

65 

24  Sep 

87 

CR 

SH 

85 

Shielded  M27072/82GACA*  REV-99  IS 

NOTICE  1 

L 

6145 

Coble,  Speciol  Purpose,  Eiectricol  (Underwoter  Use)  REV>IS . 

MIL-C-168390  (2) 

os 

17  Dec 

86 

os 

L 

6145 

Co.  Speciol  Purpose,  Electncol,  Multieonduc  or,  (7  Conductors)  &  Single 

MIL-C-27072/83A 

85 

24  Sep 

87 

CR 

SH 

85 

Vtieided  M27072/83MACA*  REV-99  IS 

NOTICE  1 

6145 

Coolt,  V*  ^'ol  Purpose,  Electrical.  Low  Tensuv,  Heavy  Duty  Multiple 

MIL-C-13486/12 

AT 

02  Jun 

64 

AT 

SH 

Condur^rs  Unshielded  Validated  Jun  81  REV-IS 

L 

6145 

Coble,  Special  Purpose,  Eiectricol,  Mufticonductor,  (6  Conductors) 

MIL-C-27072/84A 

85 

24  Sep 

87 

CR 

SH 

85 

M27072/84FAAC'  REV-99  IS 

NOTICE  1 

6145 

Coble,  Speciol  Purpose,  Electrical.  Low  Tension.  Heavy  Duty  Multiple 

MIL  C-I3486/13A 

AT 

21  Jun 

68 

SH 

Conductors  Shielded  Validated  Jun  81  REV-lS 

h 

6145 

Coble,  Speciol  Purpose,  Eiectricol,  Multiconductor  &  Single  Shielded 

MII-C-27072/58A 

85 

24  Sep 

87 

85 

M27072/S8MAAA 
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FSC  LISTING 


DOCUMENT 


FSC 

TITLE 

NUMBER 

PREP 

DATF 

CUSTODIAI" 

6145 

Cable,  Speciol  Pornoie,  Electrical  WM-46/U  Validated  Aug  88  REV-MI  IS...... ... 

MIL.C.2486C 

CR 

16  Aug 

88 

CR 

SH 

85 

NOTICE  1 

L 

6U5 

Coble,  Special  Purpose,  Electrical,  Multiconductor,  (3  Conductors)  &  Single 

MIL-C-27072/59A 

85 

24  Sep 

87 

85 

Shielded  M27072/59MAQA 

L 

6U5 

Coble,  Special  Purpo  Electncol,  Multiconductor,  (3  Conductors)  &  Single 

MIL-C.27072/61A 

85 

24  Sep 

87 

85 

Shieded  M27072/61GEDD 

NOTICE  1 

1 

6145 

Cable,  Speciol  Purpose,  Electncol,  Multiconductor,  (2  Conductors)  &  Single 

MIL-C-27072/62A 

85 

24  Sep 

87 

85 

Shielded  M27072/62JEDD 

L 

6145 

Coble,  Special  Purpose,  Electncol,  Multiconductor,  (2  Conductors)  &  Single 

MIL-C-27072/63A 

85 

24  Sep 

87 

85 

shielded  M27072/63SDDD 

L 

6145 

Cable,  Special  Purpose,  Electrical,  Multicondoc'or,  (8  Conductors) 

MIL-C-27072/64A 

85 

24  Sep 

87 

85 

M27072/64DBAA  REV.99 

NOTICE  1 

L 

6145 

Coble,  Speciol  Purpose.  Electrical,  Multiconductor,  (10  Conductors)  &  Single 

MIL-C.27072/65A 

85 

24  Sep 

87 

85 

Shielded  M27072/6SMACA 

L 

6145 

Cable,  Special  Purpose.  Electricol,  Multiconductor,  (2  Conductors)  &  Single 

MII-C.27072/21A 

85 

24  Sep 

87 

CR 

SH 

85 

Shielded  M27072/21LDDA*  REV-99  IS 

NOTICE  1 

L 

6145 

Coble,  Speciol  Purpose,  Electrical,  Multiconductor,  (2  Conductors}ond  Single 

MII-C-27072/28A 

85 

24  Sep 

87 

CR 

SH 

85 

Shielded  M27072/28KACA  REV-99  IS  ES 

NOTICE  1 

L 

6145 

C>ible,  Special  Purpose,  Electricol,  Multiconductor,  (12  Conductors)  And  Single 

MIL-C-27072/29A 

85 

24  Sep 

87 

CR 

SH 

85 

Shielded  M27072/29MACA  REV-99  IS  ES 

NOTICE  1 

L 

6145 

Coble,  Special  Purpose.  Electncol,  Multiconductor,  (33  Conductors) 

MII-C.27072/32A 

85 

24  Sep 

87 

CR 

SH 

85 

M27072/32FBMA  REV-99  IS  ES 

NOTICE  1 

L 

6145 

Coble,  Speciol  Purpose,  Electncol,  Multiconductor,  (2  Conductors}ond  Single 

MII-C-27072/33A 

85 

24  Sep 

87 

CR 

SH 

85 

Shielded  M27072/33KBCA  REV-99  IS  ES 

NOTICE  1 

L 

6145 

Coble,  Special  Purpose,  Electncol,  Multiconductor,  (3  Conductors)ond  Single 

MIL-C-27072/34A 

85 

24  Sep 

87 

CR 

SH 

85 

Shielded  M37072/34LACA  REV-99  IS  ES 

L 

6145 

Coble,  Special  Purpose,  Electrical,  Multiconductor,  (4  Conductors)ond  Single 

MIL-C-27072/35A 

85 

24  Sep 

87 

CR 

SH 

85 

Shielded  M27072/36FBCA  REV.99  IS  ES 

NOTICE  1 

L 

6145 

Coble,  Speciol  Purpose,  Electncol,  Multiconductor,  (3  Conductor«)ond  Single 

MII-C-27072/36A 

85 

24  Sep 

87 

CR 

SH 

85 

Shielded  M27072/36GBCA  REV-99  IS  ES 

L 

6145 

Coble,  Special  Purpose,  Electrical,  Shielded,  T)  ie  1,  Style  1,  \9  Conductors 

MIL-C-27072/37 

85 

25  Jon 

66 

85 

(No.  22  Awg)  REV-IS 

L 

6145 

Coble,  Special  Purpose,  Electncol,  Multiconductor,  (3  Conductors)  &  Single 

MIL.C-27072/24A 

85 

24  Sep 

87 

CR 

SH 

85 

Shielded  M27072/24FBCA*  REV-99  IS 

L 

6145 

Coble,  Special  Purpose,  Electricol,  Multiconductor,  (2  Conductors)  &  Single 

MIL-C-27072/25A 

85 

24  Sep 

87 

CR 

SH 

85 

Shielded  M27072/25JDCA*  REV-99  IS 

NOTICE  1 

L 

6145 

Coble,  Speciol  Purpose,  Electricol,  Multiconductor,  (2  Cond'jctors}ond  Single 

MII-C.27072/26A 

85 

24  Sep 

87 

CR 

SH 

85 

Shielded  M27072/26JACA  REV-99  IS 

NOTICE  1 

1 

6145 

Coble,  Special  Purpose,  Electncol,  Multiconductor,  (20  Conductors) 

MII.C-27072/27A 

85 

24  Sep 

87 

CR 

SH 

65 

M27072/27JDAB  REV  99  ES  IS 

NOTICE  1 

L 

6145 

C-' '  *<<01  Purpose,  Electncol.  Multiconductor,  (2  Conductors}9nd  Single 

MIL.C-27072/41A 

85 

24  Sep 

87 

CR 

SH 

85 

■97072/41FACA  REV.99  IS  ES 

NOTICE  1 

L 

6145 

C  ^  >rpose,  Electricol.  Multiconductor,  (4  Conductors}ond  Single 

MII-C.27072/42A 

85 

24  Sep 

87 

CR 

SH 

85 

72/42JBCA  REV.99  IS  ES 

t 

6145 

Co  jrpose.  Electrical.  Multiconductor,  (4  Conductors)and  Single 

MII-C-27072/43A 

85 

24  Sep 

87 

CR 

SH 

85 

S-  072''’  •'''OREV.90ISES 

NOTICE  1 

L 

6145 

Coble,  Pc '  nl.  Multiconductor,  (2  Conductors}ond  Single 

M'L-C.27072/44A 

85 

24  Sep 

87 

CR 

SH 

85 

Shieloev.  .  27.  «.  ES 

L 

6145 

Coble  Special  Purp^^ee,  Ei«  ••I'conductor,  (11  Conductors) 

MIL-C.27072/85A 

85 

24  Sep 

87 

CR 

SH 

85 

M27072/85KAAA*  REV-?9 

NOTICE  1 

L 

6145 

Coble,  Speciol  Purpose,  Electrical,  Mult'conductor,  (2  Conductors)  &  Single 

M11.C-27072/88A 

85 

24  Sep 

87 

CR 

SH 

85 

Shielded  M2  REV-99  IS 

NOTICE  1 

L 

6145 

Coble,  Speciol  Purpose,  Electricol,  Multiconductor,  (3  Conductors)  &  Single 

MIL-C-27072/89A 

85 

24  Sep 

87 

CR 

SH 

11 

Shielded  REV-99  IS 

NOTICE  1 

L 

6145 

Coble,  Speciol  Purpose,  Electricol,  Shielded,  Type  IV.  Style  5,  1  Conductor 

MIl-C-27072/94 

85 

15  Moy 

88 

85 

Validated  May  88 

NOTICE  1 

L 

6145 

Coble,  Speciol  Pu<pose,  Electncol,  Shielded  Typ*  V,  Style  5  Tope,  1  Conductor 

MIL.C-27072/127 

85 

06  Aug 

82 

85 

REV.99  ES  IS 

L 

6145 

Coble,  Special  Purpose.  Electncol,  Multiconductor,  (2  Conductors  And  Single 

MIL-C.27072/45A 

85 

24  Sep 

87 

CR 

SH 

85 

Shielded  M27072/ 45HACA  REV-BS  IS  ES 

NOTICE  1 

L 

6145 

Coble,  Speciol  Purpose,  Electncol,  Multiconductor,  (12  Shielded  Potrs)  And 

MIL-C.27072/47A 

85 

24  Sep 

87 

CR 

SH 

85 

Single  Shielded  M27072/47MAMA  REV-BS  IS  ES 

NOTICE  1 

L 

6145 

Coble,  Speciol  Purpose,  Electricol,  Multiconductor,  (3  Conductors)and  Single 

MIL-C-27072/48A 

85 

24  Sep 

87 

85 

Shielded  M27072/48JDDD  REV-BS  IS 

NOTICE  1 

L 

6145 

Coble,  Special  Purpose,  Electncol,  Multiconductor,  (2  Conductors)  &  Single 

MII-C-27072/49A 

85 

24  Sep 

87 

CR 

SH 

85 

Shielded  M27072(49H8CK 

NOTICE  1 

L 

6145 

Coble,  Speciol  Purpose,  Electrical,  Multiconducror,  (2  Conductors)  &  Single 

MIL-C-27072/51A 

85 

24  Sep 

87 

CR 

SH 

85 

Shieloed  M27072/51 JACA  REV-IS 

NOTICE  1 

L 

6145 

Coble,  Speciol  Purpose.  Electricol,  Multiconductor,  (26  Conductors) 

MIL-C-27072/53A 

85 

24  Sep 

87 

85 

AS97ft77/53MOMC  RFV.85  IS 

NOTICE  1 

L 

6145 

Coble,  Speciol  Purpose,  Electncol,  Multiconductor,  (3  Conductors)  &  Single 

MIL-C-27072/54A 

85 

24  Sep 

87 

85 

Shielded  M27072/53MAQA  REV-IS 

L 

6145 

Coble,  Speciol  Purpose,  Electncol,  Multiconductor,  (2  Conductors)  &  Single 

MII-C-27072/55A 

85 

24  Sep 

87 

85 

Shielded  M27072/55HaQA  REV-99 

NOTICE  1 

L 

6145 

Coble,  Speciol  Purpose,  Electncol,  Multiconductor,  (3  Conductors)  &  Single 

MIL-C.27072/56B 

85 

24  Sep 

87 

85 

Shielded  M27072/S6MAQA 

L 

6145 

Coble,  Speciol  Purpose,  Electrical,  Multiconductor  &  Single  Shielded 

MII.C.27072/57A 

85 

24  Sep 

87 

85 

M27072/57NACA  REV-IS 

L 

6)45 

Coble,  Submorinc,  Power,  Control,  And  Combinotion  Validated  Oct  70  REV-lS  .. 

MIL-C-82403 

CG 

15  Feb 

65 

CG 

6145 

Coble,  Telephone  (W  108-8)  Validated  Jul  8}  UStR-CG  REV-IS . 

J-C  96A  (2) 

/CR 

04  Apr 

73 

CR 

YD 

85 

6145 

Coble,  Telephone  Inside  Distribution  Wtnng  (WD-15/U,  WF-9/U,  And  /T’3/U) 

Mil  '•.'>Cy3A 

CR 

16  Aug 

88 

CR 

EC 

85 

Validated  Aug  88  USER  AT  REV  ME  YD  IS 

NOTICE  1 

L 

6145 

Coble,  Telephone  WD  1A/TT  (Field  Wire,  Porollel  Pair)  Validated  Jon  84  .. 

MIL  C-49104 

CR 

19  Dec 

78 

CR 

649 
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CUSTODIAN 

1 

6US 

Coble,  Telephone  WM-130(  )/G  REV  IS . 

Mil-C-55036A  (2) 

CR 

14  Jar 

87 

CR 

6145 

Coble,  Telephone  (Wire  W  50  A)  Validaled  Jul  82  USFR-MI  MC  REV  SA  IS . 

MIL-C-11097B 

CR 

12  Jul 

61 

CR 

YD 

85 

L 

6145 

Coble,  Telephone  (Inside)  Validaled  Aug  88  REV*IS . . 

MIL-C-55134A 
NOTICl  1 

CR 

31  Aug 

88 

CR 

L 

6145 

Coble,  Telephone,  Submarine  Vchdofed  Apr  67  ... 

MIL-C-19654  (1) 

CG 

29  Sep 

6: 

CG 

L 

6145 

Coble,  Telephone,  Shielded  (Inside  Wiring)  Validated  Jul  82  . 

MIL-C-55357  (1) 

CR 

15  Aug 

73 

CR 

6145 

Coble,  Telephone,  Field,  For  Ropid  Payout  {MX>3(}6A/G)  (Metric)  USER  Ml  ME 

MII-C-10369D  (1) 

CR 

14  Jan 

87 

CR 

99 

MC  17  REV.IS 

L 

6145 

Coble,  Telephone  WD*36(  }^TT  Dispenser,  Coble  MX  6894(  ]/^T  &  Dispenser,, 

MIL-C-55462  (11 

CR 

01  Mar 

86 

CR 

Coble  MX-6895(  )/TT  Validated  M  v  Si  REV  IS 

NOTICE  1 

L 

6145 

Coble,  Telephone  (Flexible)  (Cords  And  Cordoge,  Multipair)  Validated  Avg  86 

MH-C-I3892A 

CR 

16  Aug 

88 

CR 

REV-IS 

NOTICE  1 

L 

6145 

Coble,  Telephone  WF-16(  )/U  REV-lb  . 

MII-C-55425C  (2) 

CR 

31  Jon 

85 

CR 

6145 

Coble,  Telephone,  WO  33/U  Validated  Jul  82  USER-MC  REV  IS  .. 

Mil  C-12423C 

CR 

02  Nov 

61 

CR 

85 

6145 

Coble,  Telephone,  Switchboard,  PiostSe  Insuloted,  Plastic  Jacketed  Validated  Sep 

MII-C-55446A  (.) 

CR 

19  Sep 

88 

CR 

85 

55  USER-17  REV-CR  99  IS 

NOTICE  1 

6145 

Coble,  Twisted  Poir,  Internol  Hookup.  Shielded  And  Jocketed,  High  Temperoture 

Ma-C-55021/3A 

Ml 

08  Jon 

68 

Ml 

85 

Validated  Jun  85  USER-ME  AR  REV-CR  11  IS 

6145 

Coble,  Twisted  Pairs  And  Triples.  Internol  Hookup,  Generol  Specificotion  For 

MIL-C-5502tA  (3) 

Ml 

21  Nov 

75 

Ml 

85 

Validated  Jun  81  USER-ME  REV-AR  AT  CR  IS 

6145 

Coble,  Twisted  Poirs  And  Triples,  Internal  Hookup,  Shielded  And  Jacketed. 

MIL-C-55021/1A 

Ml 

31  Oct 

73 

Ml 

AS 

85 

Medium  Temperoture  Validated  Jun  81  REV-AR  CR  11  IS 

6145 

Coble,  Twisted  Pairs  And  Triples,  Internol  Hookup,  Shielded  And  Unshielded. 

MIL-C-55021/2A 

Ml 

08  Nov 

73 

Ml 

AS 

85 

High  Temperature  Validated  Jun  81  REV-CR  Ml  11  IS 

6145 

Coble,etectrical,  Type  LS1SWU  (Including  Variation  LSI  SWA)  USER-ME  AR  CG 

MIL-C-24643/30B 

SH 

03  Oct 

86 

Ml 

SH 

REV-AV  CR  ER  EC  IS 

6145 

Cobles,  Electrical.  Aluminum  Foil  Shielded  Pairs  USF.R-AR  19  REV-MI  80  99  IS  . 

MII-C-23553B  (1) 

EC 

21  Feb 

85 

CR 

EC 

85 

6145 

Cobles,  Nonmetollic  Sheothed,  Stondord  For  •  Ninth  Edition  •  19  Aug  85 

UL  719-85 

YD 

28  Oct 

85 

CR 

YD 

USER-SH  REV  IS 

6145 

Cobles,  Rodio  Frequency,  Coaxiol,  Semirigrid,  Corrugoted  Outer  Conductor. 

Mll-C-2e830/ 1 

EC 

04  May 

78 

EC 

85 

Foam  Dielectric,  1/2  Inch,  Nominal  50  Ohms  Validated  Apr  84  REV -AS  MC 

85  IS  ES 

6145 

Cables.  i*odio  Frequency,  Flexible,  Twin  95  OHMS,  Unarmored.  M17/15-RG023 

MII-C-17/15B 

CR 

18  Jul 

85 

CR 

SH 

85 

And  ARMORED,M17(1S-RG11t  (Thi>  C  Abl«  Ui«>  PVG  Msl.nal  And  Is  Not 

To  Be  Used  In  Aerospace  Applications)  USER  AT  ME  MC  AS  OS  ES  REV  AR 

EC  TO  17  11  85  IS 

6145 

Cobles,  Radio  Frequency,  Flexible,  Coaxiol,  50  OHMS,  M17/84-RG223 

MIL.C-17/84B 

CR 

IS  Jut 

85 

CR 

EC 

85 

USER-ME  AT  MC  OS  AS  19  ES  REV-MI  AR  SH  11  17  99  IS 

6145 

Cobles,  Radio  Frequency,  Flexible,  Coaxiol,  50  OHMS,  M17/1I9-RG174  (This 

MII-C-17/119C 

CR 

18  Jul 

85 

CR 

EC 

85 

Coble  Uses  PVC  Moleriol  And  Is  Not  To  Be  Used  In  Aerospace  Apphcotions) 
USER-ME  AT  AR  MC  OS  AS  19  REV-MI  SH  TD  17  11  99  ES  IS 

6145 

Cobles,  Rodio  Frequency,  Flexible,  Coaxial,  75  OHMS,  M17/77-RG216  (This 

MII-C-17/77C 

CR 

19  Jul 

85 

CR 

EC 

85 

Coble  Uses  PVC  Moterial  And  Is  Not  To  Be  Used  In  Aerospace  Apphcotions) 
USER-ME  AT  MC  AS  OS  19  REV-Mi  AR  SH  17  11  99  ES  IS 

6145 

CoblK,  Radio  Froquoncy,  FUxIbla.  Ccc-xlol,  50  OHMS,  M17,78-RG2I7  (Thi> 

MIL-C-17r78B 

CR 

19  Jul 

85 

CR 

EC 

85 

Coble  Uses  PVC  Motenol  And  Is  Not  To  Be  Used  In  Aerospace  Apphcotions) 
USER-AT  ME  MC  OS  AS  19  ES  REV-MI  AR  SH  17  11  99 

6145 

Coble*,,  Rodio  Frequency,  Flexible,  Coaxial,  Ouol,  125  OHMS,  M 17/16  RG23 

MIL.C-17/16D 

CR 

18  Jul 

85 

CR 

EC 

85 

(Unormored,  M17/16-RG24  (Armored)  (This  Coble  Uses  PVC  Motenol  And  Is 
Not  To  Be  Used  In  Aerospoce  Application))  USER-AR  AT  ME  MC  OS  19 

REV-MI  TD  11  17  99  ES  IS 

6145 

Cables,  Radio  Frequency,  Flexible,  Cooxtol.  50  OHMS,  M17/73-R0212  (This 

MII-C-17/73B 

CR 

18  Jul 

85 

CR 

EC 

85 

Coble  Uses  PVC  Moleriol  And  Is  Nut  To  Be  Used  In  Aerospace  Apphcotions) 
USER-AT  ME  MC  AS  OS  19  ES  REV-MI  AR  SH  11  17  99 

6145 

Cob'es  Radio  Frequency,  Flexible.  Coaxial.  50  OHMS,  M17/155-OCXX}1  (This 

MIL-C-17/155A 

CR 

18  Jul 

85 

CR 

EC 

85 

Ccble  Uses  PVC  Material  And  Is  Not  To  Be  Used  In  Aerospoce  Apphcotions) 
USER-ME  AT  AR  OS  MC  AS  19  REV-MI  SH  TD  99  17  11  IS  ES 

6145 

Cobles,  Radio  Frequency,  Cooxiot,  Low  Noise,  50  OHMS,  M17/132-000  01 

MIL-C-17/132B 

CR 

19  Nov 

87 

CR 

EC 

85 

USER-AR  AT  ME  OS  AS  MC  19  REV-MI  SH  17  11  99  IS  ES 

6145 

Cobles.  Radio  Frequency,  Cooxiol,  0  086  Diameter,  Semirigid,  50  Ohms 

MII-C-17/133C 

CR 

13  Feb 

88 

CR 

EC 

85 

USER-AR  AT  ME  OS  AS  MC  SH  19  REV-MI  99  17  11  70  IS  ES 

6145 

Cobles,  Rodio  Frequnecy,  Cooxiol,  0.141  Inch  (3  580MM)  Diameter,  Semirigid, 

MILC-17/130D 

CR 

23  Feb 

88 

CR 

EC 

85 

50  Ohm»  USER-ME  AT  AR  AS  OS  MC  19  REV-MI  SH  17  11  99  70  ES  IS 

6145 

Cobles,  Rodio  Frequency,  Tnoxiol,  50-OHM,  Water  Blocked  &  Non  water 

MIL.C-17/135B 

CR 

15  Dec 

87 

CR 

EC 

85 

Blarfced  USER-AV  AR  OS  MC  AS  19  REV-MI  AR  SH  17  11  99  85  IS  ES 

6145 

Cobles,  Radio  Frequency,  Flexible,  Coaxiol,  50  OHMS,  Unormored 

M  74C 

CR 

18  Jul 

85 

CR 

EC 

85 

MI7/74-RG213,  And  Armored  M17/74  RG215  (Thu  Coble  Uies  PVC 

Moteriol  And  li  Not  To  Be  Used  In  Aerospoce  Applicolioni)  USER-AT  ME 

MC  OS  AS  19  ES  rev-mi  AR  SH  1 ,  17  99  IS 

L 

6145 

Cobles,  Rodto  Fiequency,  Flexible  Cooxiol,  75  OHMS,  M17/181-00001 

MIL.C-17/181A 

EC 

10  Aug 

87 

EC 

Unormored,  M 17/ I8I-00(X)2  Armored 

1 

6145 

Cobles,  Rodio  Frequency,  Flexible,  Twin,  95  OHMS,  M17/182-00<XaI 

MIL  C  17/182A 

EC 

10  Aug 

87 

EC 

Unormored,  M17/ 182-00002  Armored 

6145 

Cobles.  Radio  Frequency,  Flexible,  Coaxial,  50  OHMS,  M17/161-00001  And 
M17/161-00002  USER-ME  AT  OS  MC  AS  19  REV-MI  AR  SH  99  17  11  IS 

ES 

Cobles,  Rodio  Frequency,  Flexible,  Twin,  78  OHMS,  M17/45-RG108  (This 

MILC-17/161  (1) 

CR 

12  Aug 

83 

CR 

EC 

85 

6145 

MIL-C-17/45E 

CR 

IS  Jul 

85 

CR 

SH 

85 

Coble  Uses  PVC  Moleriol  And  Is  Not  To  Be  Used  In  Aerospace  Apphcotions) 
USER-AT  ME  05  AS  MC  19  ES  REV-M!  AR  TD  11  17  85  IS 

L 

6145 

Cobles,  Rodio  Frequency,  Flexible  Cooxiol,  75  OHMS,  M17/184-00(X)1 . 

MIL-C-17/184A 

EC 

10  Aug 

87 

EC 

L 

6145 

Cobles,  Rodio  Frequency,  Flexible,  Cooxiol,  93  OHMS,  Mi7/185-(X)(X)t . 

MII.C-I7/185A 

EC 

10  Aug 

87 

EC 

L 

6145 

Cobles,  Radio  Frequency,  Flexible,  Twin,  76  OHMb.  M17/166-00001  . 

MII-C-17/186A 

EC 

10  Aug 

87 

EC 

L 

6145 

Cobles,  Rodio  Frequency,  Flexible.  Coaxiol,  50  OHMS.  M17/1(»7-0CXX>1  . 

MII-C-17/187A 

EC 

10  Aug 

87 

EC 
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L 

614S 

Cobits,  Radio  Frequency,  Flexible,  Coaxiol  50  OHMS,  M17/t97-00001 . . 

MIL-C-17/197A 

EC 

10  Aug 

87 

1 

6145 

Cobles,  Rodio  Frequency,  Flexible,  Coaxiol,  50  OHMS  Ml7/198-0000t . 

MII-C-17/198A 

EC 

10  Aug 

87 

EC 

L 

6145 

Cobles,  Rodio  Frequency,  Flexible,  Coaxiol,  50  OHMS,  M17/199-00001  . 

MII-C-17/199A 

EC 

10  Aug 

87 

EC 

L 

6145 

Cobles,  Radio  Frequency,  Flexible,  Cooxiol  50  OHMS,  M17/200*00001  . 

MIL-C-17/200A 

EC 

10  Aug 

87 

6145 

Cables,  Radio  Frequency,  Flexible,  Coaxial,  50  OHMS,  M17/54-RG122  (This 

MIL-C-17/54B 

CR 

18  -lul 

85 

CR  SH 

85 

Coble  Uses  PVC  Material  And  Is  Not  To  Be  Used  In  Aerospoce  Appllcotions) 
USER-AT  ME  MC  OS  AS  19  ES  REV-MI  AR  EC  SH  11  17  99  IS 

6145 

Cobles,  Radio  Frequency,  Flexible,  Cooxiol,  50  OHMS,  M17/28-RG058  (This 

MIL-C-17/28C 

CR 

18  Jul 

85 

CR  EC 

85 

Coble  Uses  PVC  Moterio)  And  Is  Not  To  Be  Used  In  Aerospoce  Applications) 
USER-AT  ME  MC  OS  AS  19  ES  REV-AR  Ml  SH  TD  17  11  99 

6145 

Cobles,  Speciol  Purpose.  Electricol,  Flexible,  Flot,  Unshielded,  Round  Conductor, 

MII.-C-49055/11A 

CR 

07  Oct 

83 

CR  AS 

85 

150  Deg  C  USER-AT  ME  MC  REV-MI  AV  AR  SH  OS  EC  11  99  17 

6145 

Cobles,  Speciol  Purpose,  Electrical  (Multipair,  Audio  Frequency)  Vofidot&d  Aug 

MII-C-10065B 

CR 

16  Aug 

88 

CR 

85 

SB  REV-IS 

NOTICE  1 

6145 

Cobles,  Speciol  Purpose,  Electrical,  Flexible,  Flat,  Unshielded,  Round  Conductor, 

M'L-C-490S5/12A 

CR 

07  Oct 

83 

CR  AS 

85 

200  Oeg  C  USER-ME  AT  MC  REV-AR  Ml  AV  OS  EC  1 1  99  17 

6145 

Cobles,  Special  Purpose,  Electricol,  Flexible,  Flat,  Unshielded,  Round  Conductor, 

MII-C-49055/13A 

CR 

07  Oct 

83 

CR  AS 

85 

260  Deg  C  USER-.AT  ME  MC  REV-MI  AV  99  17 

6145 

Color  Coding  Of  Wires  And  Cobles  *  74  Validated  Apr  87  . 

NEMA  WC30  74 
NOTICE  1 

85 

27  Apr 

8T 

CR 

85 

6145 

Conductor,  Coated  Steel  Reinforced  (ACSR),  Concentric-loy-stronded  Aluminum,, 

ASTM  8232  81 

YD 

21  Jun 

85 

CR  YD 

85 

Stondord  Specification  For  -  28  Dec  81  REV-SH  99  80 

6145 

Conductor,  Concentric-lay-stronded  Aluminum-alloy  5(X)5-H19,  Stondord 

ASTM  8397-85 

YD 

02  Ocl 

85 

CR  YD 

85 

Specificotion  For  •  25  Jan  85  REV-SH  60  99  IS 

E 

6145 

Conductor,  Copper,  For  Use  In  Hookup  Wire  For  Electronic  Equipment  •  29  Jul 

ASTM  B286-74R79 

CR 

18  Aug 

81 

CR  SH 

85 

74  USER-MI  MC  CG  REV-AR  AS  YD  99  1 1  IS 

E 

6145 

Conductor,  Copper,  Rope  Lay  Stronded,  Hoving  Bunch  Stranded  Members,  For 

ASTM  8172-71R80 

CR 

08  Aug 

88 

CR  SH 

85 

Electrical  Conductors  •  /5  Apr  1971W/D0D  Exceptions  USER-MI  MC  CG 

REV-AS  YD  11  99 

NOTICE  2 

E 

6145 

Conductor,  Copper,  Rope  Lay  Stranded,  Hoving  Concentric  Stronded  Members, 

For  Electrical  Conductors  -  15  Apr  71  USER-MI  CG  MC  REV-AR  YD  AS  99 

11  IS 

Conductor,  Copper,  Bunch  Stranded  For  Electrical  Conductors  •  15  Apr  71 

ASTM  8173-7 IR60 
NOTICE  2 

CR 

08  Aug 

88 

CR  SH 

85 

E 

6145 

ASTM  S 174-7 1R76 

CR 

16  Aug 

81 

CR  SH 

85 

W/DOD  Exuplioni  USER-MI  MC  CG  REV-AR  YD  AS  99  11  IS 

6145 

Conductor,  Steel,  Concentric-loy-stronded  Copper  Clad,  Stondord  Specification 

ASTM  8228-81 

YD 

19  Jun 

85 

CR  YD 

85 

For  -  28  0,c  81  REV-SH  80  99 

6145 

Conductors,  Aluminum  1350,  Coneentnc-loy-stranded  •  28  Dec  198)  REV-SH  99 

80 

Conductors,  Concentric  Ley  Stronded  Aluminum  Copper  Clad  Steel  Composite  • 

ASTM  8231-81 

YD 

12  Jul 

85 

CR  YD 

85 

6145 

ASTM  8229-71R77 

YD 

03  Mor 

80 

CR  YO 

85 

15  Apr  71  REV-SH  99 

6145 

Copper  Wire,  Hard-  Drawn  -  29  No>  1985  USER-CG  MC  REV-AR  Ml  80  99  IS 

ASTM  81-85 

YD 

01  Jun 

87 

CR  YD 

85 

6145 

Copper  Wire,  Medium-  Hard  Drown  •  30  Aug  1985  USER-CG  MC  REV-AR  Ml 

ASTM  82-85 

YD 

18  Moy  87 

CR  YD 

85 

80  99 

6145 

Cord,  Electrical  And  Wire,  Electrical  (0-  To  600-  Volt  Service)  Validated  Aug  86 

J-C-580B  (3) 

/CR 

06  Aug 

88 

CR 

USER  ME  AV  MC  REV-AT  SH  OS  85  IS  ES 

NOTICE  1 

L 

6145 

Cord,  Electricol.  Audio,  Submintature  (Retroctile  And  Straight)  Validated  Jul  82 

MII-C-55668A  (1) 

CR 

04  Anr 

74 

CR 

6145 

Cord,  Electrical,  300  VolH,  Type  LSMMOP  USER-ME  AR  CG  REV-AV  CR  ER 

EC  IS 

Cord,  Electrical  (Audio,  Miniature)  USER-ME  AV  AR  EC  MC  OS  REV-AT  Ml  80 

85  IS 

Cord,  Electrical,  600  Volti,  Type  ISMCOS  USER-ME  AR  Cr  REV-AV  CR  ER  EC 

IS 

Cord,  Electricol  (Retractile,  2,  3,  And  4  Conductor,  WD-9/U,  WT-2/U,  WF-4/U) 

MIL-C-24643/8B 

SH 

03  Ocl 

86 

Ml  SH 

6145 

MIL-C-10392C  (1) 

CR 

04  Dtc 

84 

CR  AS 

17 

6145 

MII-C-24643/4B 

SH 

03  Ocl 

86 

Ml  SH 

6145 

MIL  C-13273  (3) 

CR 

16  Aug 

88 

CR 

85 

Validated  Aug  88  REV-MI  IS 

NOTICE  1 

6145 

Cord,  Electrical,  Type  ISMRI  USER-AL  ME  CG  REV-AV  CR  ER  EC  IS . 

MIL-C-24643/9B 

SH 

03  Oct 

86 

Ml  SH 

6145 

Cord,  Electrical  (Short  loy)  Validated  Jul  S2  USER  MC  REV  ME  AV  AT  IS  . 

MIL-C'3684A 

CR 

05  Nov 

70 

CR  SH 

85 

L 

6145 

Cord,  Electrical  (WF-5/U,  WF-U^U,  WD-34/U,  WM-53/U,  WM-85/U)  REV-IS.. 

MII-C-5898D  (1) 

85 

29  Aug 

86 

85 

6145 

Cord,  Electrical,  Shielded  (Audio  Frequency)  Validated  Jul  82  USER-MC  REV-AT 

MIL-C-3883A 

CR 

25  Sep 

70 

CR  SH 

85 

AR  AV  ME  EC  OS  IS 

6145 

Cord,  Electriro'  (Tinsel)  Class  SSL,  Styrene  Butodiene  Rubber  (SBR)  Insuloted, 

MIL-C-38498 

CR 

21  Feb 

73 

CR  SH 

85 

Polyomide  Broided  USER-AR  MC  SA  MS  REV-MI  IS 

SUPP  1 

INT  AMD  1  (EL) 

6145 

Cord,  Electricol  (Tinsel)  Class  SSL,  Styrene  Butadiene  Rubber  (SBR)  Insuloted  & 

MIL-C-3849/3C 

CR 

21  Feb 

73 

CR  SH 

17 

Jockeled  Validated  Jut  82  USER-MC  MS  SA  REV-YD  85  IS 

6145 

Cord,  Electricol  (Tinsel)  Class  SPL,  Sirene  Butadiene  Rubber  (SBR)  Insulated 

MIL-C-3849/6C 

CR 

21  Feb 

73 

CR  SH 

17 

Potchloroprene  Jacketed  Validated  Jul  62  USER-MC  SA  MS  RtV-YD  85  IS 

L 

6145 

Cord,  Electrical  (Tinsel  Closs  PSBL,  Polyamide  Insulated  (Extruded),  Styrene 

MIL-C-3849/11B 

CR 

09  Nov 

73 

CR 

Butodiene  Rubber  (SBR)  Jacketed  &  Polyamide  Braided  Validated  Aug  87 
USER-AR  MC  SA  MS  REV-YD  85  IS 

NOTICE  3 

6145 

Enclosures  For  Industnol  Controls  And  Systems  -  73  Validated  Jun  62 . . 

NEMA  151.1-73 

85 

19  Feb 

74 

CR 

85 

6i45 

Gold  Wire  &  Kibbon  99.WAU,  For  Etectrontc  Appticotions  i5  Jon  SO . 

AMS  773*A  oC 

2v 

0<  S«u 

83 

MR  AS 

20 

6145 

Guidance  For  Elexible  Flat  Multiconductor  Coble  (Flat  Conductors)  USER-MC 

MIL-HDBK  176 

CR 

17  May  72 

CR  AS 

85 

REV-SG  AR  AV  AT  Ml  OS  EC  17  85  11  ES  IS 

6145 

Hard  Drawn  Aluminum  Clod  Steel  Wire  ■  19  Sep  69  USER-SH  REV-99  . . 

ASTM  B415.69R5E 

YD 

03  Mar 

80 

CR  YD 

85 

L 

6145 

Horness  6  Coble  Assemblies  . 

MIL-H-62540 

AT 

15  Jun 

87 

AT 

6145 

High  'lemperoture  Insuloted  Wire  Impu.se  Dielectric  Testing  •  16  Nov  73 

NEMA  HPl-79 

85 

27  Apr 

87 

CR  AS 

85 

Validated  Apr  87  USER-AT  AR  MC  EC  SH  REV  99  11  IS 

NOTICE  1 

6145 

Identification  Coding  And  Application  Of  Hookup  And  Lead  Wire  USER-AT  MC 

MIL.STD.681C 

CR 

10  May 

84 

CR  EC 

85 

OS  SH  REV-AR  Ml  AV  ME  ao  SH  17  11  99  IS 

NOTICE  1 

6145 

Idenlificotlon  Of  Coble  Used  For  Transmission  Of  Telephone,  Telegroph  And 

MIL.STO-68S 

CR 

16  Sep 

83 

CR  SH 

85 

T«l«type  Signali  USER-MC  REV  AS  16  IS 

NOTICE  1 

L 

6145 

Insulotmg  And  Jocketing  Compounds  For  Use  In  Cords,  Cordoges,  And  Cobles 

MIL-I-4997A  (1) 

85 

20  Sep 

56 

85 

Validated  Mar  79  NOTICE  2 
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6145 

Limit  For  Electncol  Insulation  Color  USER-AT  AV  MC  OS  SH  REV-Mt  EC  YD  IS 

MIL-STD-104C 

AS 

31  Oct 

66 

CR 

AS 

17 

NS 

APPENDIX  A 

1 

6U5 

Marking  Of  Electricol  Insulating  Materials  Validated  Apr  80  REV-MI  EA  IS . 

Mll.M-81531 

AS 

02  Moy 

67 

AS 

6U5 

Nickel  Coated  Soft  Or  Anneoled  Copper  Wire  •  26  Jan  74  USER-AR  CR  CC 

ASTM  8355-74 

CR 

06  Aug 

88 

CR 

SH 

85 

MC  REV-MI  AR  AS  YD  IS  99 

NOTICE  2 

6145 

Rod,  Redrew,  Hot  Rolled  Copper,  For  Electricol  Purposes  •  10  Mor  78  USER-SH 

ASTM  849-78 

CR 

08  Aug 

88 

CR 

AS 

85 

MC  REV-AR  YD  11  99  IS 

NOTICE  1 

1 

6145 

Shipboard  Power  Demond  Foctors  450  Volt  Validated  Jol  87 . 

MS.I8299 

NOTICE  1 

SH 

24  Jul 

87 

SH 

6145 

Steel  Wire.  Copper  Clad  99FE  •  0.32MN,  For  Electronic  -  15  Jan  80 . 

AMS  7732A-80 

20 

01  Sep 

83 

MR  AS 

20 

6145 

Wire  &  Coble  For  Thermoplostic-insulted  For  The  Tronsmission  &  Distribution  Of 

NEMA  WC5-73R87 

YD 

25  Feb 

89 

CR 

YD 

85 

Electricol  Encrg/  (Rev  13)  -  Jul  87  USER-SH  REV-ER  99  IS 

6145 

Wire  8i  Coble,  Asbestos,  Asbestos  Vornlshed  Cloth  And  Asbestos  Thermoploslic 

NEMA  WC1-63R71 

85 

08  Jun 

72 

CR 

85 

Insuloted  •  1963  Validated  Jon  82 

6145 

Wire  &  Coble,  Covered,  Weother  Resistont  Polyolefin,  Stondord  Specifico*‘on 

ANSI  C8.3575 

YD 

19  Apr 

84 

CR 

YD 

85 

For  -  5  Sep  75  USER-AR  GL  MC  AS  REV.99  IS 

6145 

Wire  &  Cables,  Rubber  Insuloted  •  Twelfth  Edition  ■  29  Aug  83  (Chg  Not  2  Dtd 

UL  44-83 

YD 

26  Apr 

85 

YD 

85 

39  Aug  86)  USER-SH  REV.99  IS 

NOTICE  2 

L 

6145 

Wire  And  Coble,  Electricol,  Single  Conductor,  Twisted  Pairs  And  Multiconductor 

Mll.W.47206  (1) 

Ml 

20  Jan 

81 

Ml 

Shielded  And  Jocketed,  High  Temperoture  USER-AR 

6145 

Wire  And  Coble.  Hookup,  Electrical,  Insulated  Validated  Jul  82  USER-ME  OS 

MIL-W-768  (1) 

CR 

5  Sep 

62 

CR 

SH 

85 

CS  REV-AR  Ml  EA  11  IS 

6145 

Wire  For  Electrical  Purposes,  Leod  Coated  &  Leod-olloy-cooted  Soft  Copper  • 

ASTM  8189-81 

YD 

26  Oct 

85 

CR 

YD 

85 

28  Dec  81  USER-SH  REV-99  80 

6145 

Wire  Insulotlon,  Hookup,  Stondord  Methods  Of  Testing  •  26  Nov  88 . 

ASTM  D3032.80AE2 

AS 

18  Jan 

82 

CR 

AS 

85 

L 

6145 

Wire  W-106  And  W.I06-A  Validaftd  Mar  79  REV-1 1  IS . 

MIL-W.25)36  (1) 
NOTICE  2  (11) 

85 

10  Jon 

63 

85 

6145 

Wire,  Aluminum  1350  Round,  Anneoled  &  Intermediote  Tempers.  For  Electricol 

ASTM  B609-85E1 

YD 

13  Nov 

86 

CR 

YD 

85 

Purpoiei  -  25  Oct  85  REV-99  80  IS 

6145 

Wire,  Copper  Alloy.  High  Strength,  High  Conductivity,  For  Electronic 

ASTM  B624-77E1 

AS 

18  Jon 

82 

CR 

AS 

85 

Applicotion  •  27  Moy  77 

L 

6145 

Wire.  Copper  Codmium  Alloy  Validated  Sep  88 . . . . . 

MIL-W-82598 

NOTICE  1 

OS 

07  Sep 

86 

OS 

6145 

Wire,  Copper,  Silver-coated  Soft  Or  Anneoled  -27  March  67 . 

ASTM  8298-87 

CR 

27  Mar 

87 

CR 

SH 

85 

6145 

Wire,  Capper,  SoTl  Or  Annealed  -  28  -Ion  74  USER-MI  MC  CC,  REV-AR  AS  YD 

ASTM  83-74 

CR 

17  Jon 

SO 

CR 

SH 

85 

99  11  IS 

E 

6145 

Wire,  Copper,  Tinned  Hard  Drown  8i  Medium  Hord  Drown,  For  Electricol 

ASTM  8246-64RS0 

CR 

08  Aug 

38 

CR 

SH 

85 

Purpa»ei  -  31  Aug  64  USER-MI  MC  CG  REV-AR  AS  YD  11  99  IS 

NOTICE  1 

6145 

Wire,  Elctricol,  Chromel  And  Alumel,  T  Hermocouple  Validated  Mar  79 

MII.W-5846C  (1) 

85 

06  Mor 

78 

AT 

AS 

85 

USER-Gl  ME  OS  REV-MI  EC  IS 

Q 

6145 

Wire,  Electric,  Crosslinked  Polyolkene,  Crosslinked  Alkone  imide  Polymer,  Or 

MII.W.81044S  (2) 

AS 

19  Jun 

80 

CR 

AS 

85 

Polyarylene  Insulated,  Copper  Or  Copper  Alloy  USER-MC  REV-AR  AT  Ml  AV 

EA  EC  OS  65  11  IS 

SUPP  1A 

1 

6145 

Wire,  Electric.  Crosslinked  Polyolkene  Insuloted,  Silver  Coated  Copper.  Medium 

MII.W-81044/8C 

85 

07  Sf- 

76 

85 

Weight,  600  Volt.  150  Oeg.  C  (Inactive) 

NOTICE  2  (85) 

6145 

Wire.  Electric,  Fluoropolymer-insuiated,  Extruded  TFE,  Nickel-cooted  Copper 

MIL-W.22759/)2F 

AS 

10  Sep 

76 

CR 

AS 

85 

Canduclar,  SOO-VOIT  VMaled  Mor  82  USFR-AV  AT  MC  11  REV-AR  Ml  ME 

EC  OS  IS 

Q 

6145 

Wire,  Electric,  Crosslinked  Polyolkene  insulated.  Tin  Coated  Copper,  Medium 

MIL-W-81044/99 

AS 

07  Sep 

>'6 

CR 

AS 

85 

Weight,  600  Volt,  ISO  Deg.  C  Validalad  Mar  82  USER-MC  OS  REV-M'  AR 

AV  AT  EC  85  1 1  IS 

Q 

6145 

Wire,  Electric,  Crosslinked  Polyolkene  Insulated,  Silver  Cooted  High  Strength 

MIL-W.81044/t0B 

AS 

07  Sep 

76 

CR 

AS 

85 

Copper  Alloy,  Medium  Weight,  600  Volt,  150  Oeg.  C  Validated  Mor  82 

USER  OS  MC  REV-MI  AR  AT  AV  EA  EC  85  11  IS 

Q 

6145 

Wire,  Electric,  Polyvinyl  Chloride  Insuloted,  Nylon  Jacket,  Tin  Cooted  Copper 

MIL-W.5086/4B 

AS 

-eJ 

z 

o 

< 

83 

CR 

AS 

85 

Conductor,  3000  Volt,  105  Deg  C  (See  OpI  5086-27)  USER-AT  AV  MC  EC 

SH  11  REV-MI  AR  ME  OS  99  IS 

L 

6145 

Wire,  Electric,  Crosslinked  Polyolkene  Insulated,  Silver  Cooted  Copper,  light 

MIL-W-61044/11C 

85 

07  Sep 

76 

85 

Weight,  600  Volt,  150  Deg.  C  (Inactive  For  New  Design) 

NOTICE  2  (85) 

6145 

Wire,  Electric,  Polyvinyl  Chloride  Insulated,  Polyvinytidene  Fluoride  Jacket, 

MIL.W.5086/5C 

AS 

23  Nov 

83 

CR 

AS 

85 

Tin-coated  Copper  Conductor,  600-VOLT,  IIQ  Degrees  C  USER  ME  AT  MC 

17  REV-MI  AR  AV  EC  OS  11  iS 

L 

6145 

Wire,  Electric,  Crosslinked  Polyolkene  Insulated,  Sil/er  Coated  Copper,  Normol 

MIL-W-81044/5C 

85 

07  Sep 

76 

85 

Weight,  600  Volt,  150  Deg.  C  (Inoctive) 

NOTICE  2  (85) 

Q 

6145 

Wire,  Electric,  Polyvinyl  Chloride  insulated.  Copper  Or  Copper  Alloy  USER-ME 

MII.W.5086C  (1) 

AS 

07  Dec 

79 

CR 

AS 

85 

AT  MC  17  REV-AR  Ml  AV  OS  EC  1 1  IS 

SUPP  1 

Q 

6145 

Wire,  Electric,  Crosslinked  Polyolkene  insulated.  Tin-coated  Copper,  Normol 

MII.W-B1044/6C 

AS 

25  Mor 

86 

CR 

AS 

85 

W.ight,  600  Volt,  150  Dtg  C  USER-CS  MC  REV-MI  AV  AR  AT  EC  99  IS 

6145 

Wire,  Electric,  Polyvinyl  Chloride  Insuloted,  Nylon  Jacket,  Tin-coottd  Copper 

MIL-W-5086/1B 

AS 

23  Nov 

83 

CR 

AS 

85 

Conductor,  600-VOLT,,  105  Degrees  C  USER-AT  AV  MC  SH  EC  11  REV-AR 

Ml  Mt  OS  y9  10 

Q 

6145 

Wire,  Electric,  Crosslinked  Polyolkene  Insuloted,  Silver  Cooted  High  Strength 

MII.W-81044/7B 

AS 

07  Sep 

76 

CR 

AS 

85 

Copper  Alloy,  Normal  Weight,  600  Volt,  150  Oeg.  C  Validated  Mar  82 
USER-OS  MC  REV-MI  AV  AR  AT  EC  85  11  IS 

Q 

6145 

Wire,  Electric,  Polyvinyl  Chloride  Insuloted,  Pvc  Gloss  Nylon,  Tin  Cooted  Copper 

MII-W.5086/2C 

AS 

23  Nov 

83 

CR 

AS 

85 

Conouctor.  600  Valt,  105  Dag-  C  (Sm  QPI..5086-27)  USER-AT  AV  MC  Sh 

EC  11  REV-AR  mi  me  OS  99  15  IS 

O 

6145 

Wire,  Electric,  Crosslinked  Polyolkene  Insulated,  Tin  Coated  Coppei,  light 

MIL-W-81044/12B 

AS 

07  Sep 

76 

CR 

AS 

11 

Wdght,  600  Valt,  150  Deg.  C  Volidoltd  Mar  82  USER-OS  MC  REV-MI  AT 

AR  AV  EA  EC  85  IS 

6145 

Wire,  Electric,  **otyvin/l  Chloride  Insuloted,  Pvc-gloss-pvc  Nylon,  Tin<ooted 

MII.W-S086/38 

AS 

23  Nov 

S3 

CR 

AS 

85 

Cnxptr  Conductor,  dOO-VOLT,  t05  Digrtes  C  USER-AT  AV  MC  SH  EC  II 
REV-AR  Ml  ME  OS  99  IS 
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Q 

6146 

Wirty  Eltctric,  Croitltnk«d  Polyolkene  Insuloted,  Silver  Coated  High  Strength 

MIL-W-81044/13B 

AS 

07  Sep 

76 

CR 

AS 

85 

Copper  Alloy,  Light  Weight,  600  Volt,  150  Deg.  C  Validated  Mar  $2 

USER-MC  OS  REV.MI  AR  AV  AT  EC  85  11  IS 

6146 

Wire,  Electrtc,  FluoropolymerMnsulcted,  Crontinked  Modified  Etfe,  Lightweight, 

MII-W.22759/45A 

85 

09  Sep 

88 

AV 

AS 

85 

Nickel-cooted  Copper,  200  Deg.  C,  600  Volt  USER-EC  OS  SH  REV-CR  Ml  11 

IP  99  IS 

L 

6146 

Wire,  Electric,  Pluorocorbon/poiymide  Insuloted,  Medium  Weight,  Tin  Coaled 

MIL-  y-8)381/22 

AS 

05  Oct 

77 

AS 

Copper  Conductor,  600  Volts,  150  Degrees  C  Nominal  8  4  Or  15  4  Mil  Wail 
Volidottd  Oct  84 

Q 

6146 

Wire,  Electric,  600>VOLT,  Aluminum,  Aircraft,  General  Specification  For  (Atg) 

MIL-W-7072B 

AS 

08  £-0 

87 

AS 

85 

Validated  Sep  87  REV-IS 

NOTICE  1 

Q 

6146 

Wire.  Electric,  Polyimide*intulated,  Copper  And  Copper  Alloy  Validated  Sep  87 

MIL-W-81381A 

AS 

15  Nov 

72 

CR 

AS 

85 

USER-M*  at  AR  MC  SH  REV-AV  EC  OS  85  11  IS 

suyp  18 

INT  AMD  1  <AS) 

6146 

Wire,  Electric,  Fluorocorbon  Insuloted,  FEP>PVF2  Medium  Weight,  Tin  Coated 
Copper,  600  Volt  Validated  Sep  85  USER-AV  AT  MC  REV-MI  AR  ME  EC  OS 

11  IS 

Wire,  Electric,  Fluorocarbon/pol/imide  Insulated,  Light  Weight,  oilver  Cooled 

MIL-W.227i9/13D 

AS 

29  Jun 

73 

CR 

AS 

85 

Q 

6146 

MIL-W.P'381/7E 

AS 

17  Mor 

77 

CR 

AS 

85 

Copper  Conductor,  600  Volts,  Nominol  5.8  Mil  Wall  Validated  Jut  83 

USER-AT  AR  AV  EC  OS  MC  SH  REV-MI  85  1 1  IS 

Q 

6146 

Wire,  Electric,  Fluoropolymer  Insulated,  Copper  Or  Copper  Alloy  Validated  Sep 

MIL-W-227S9D  (2) 

AS 

01  Nov 

85 

CR 

AS 

85 

87  USER-AT  MC  EC  1 1  REV-MI  ME  AR  AV  OS  99  1$ 

SUPP  18 

Q 

6146 

Wire,  Electric,  Fluorocorbon/polyimide  Insuloted,  Light  Weight,  Nickel  Cooled 

MIL-W.81381/8D 

AS 

17  Mor 

77 

CR 

AS 

85 

Copper  Conductor,  600  Volts,  Nominal  5.8  Mil  Woll  Validated  Jut  83 

USER-AT  AR  AV  OS  MC  SH  REV-MI  EC  85  11  IS 

6146 

Wire,  Electric,  Fluoropolymer  Insuloted,  TFE  And  TFE  Coated  Gloss,  Silver 

MIL-W.227S9/1E 

AS 

10  Sep 

76 

CR 

AS 

85 

Coated  Copper  Conductor,  600  Volt  Validated  Mar  82  USER  AT  AV  MC  1 1 
REV-AR  Ml  ME  EC  OS  IS 

Q 

6146 

Wire,  Electric,  Fluorocorbon/polymide  Insuloted,  Light  Weight,  Silver  Cooled 

High  Strength  Copper  Alloy  Conductor,  600  Volts,  200  Degrees  C,  Nominol 

5.8  MM  Walt  Validated  Jul  83  USER-AT  AR  AV  EC  mC  OS  SH  REV-MI  85 
n  IS 

Wire,  Electric,  Fluoropolymer  Insuloted,  TFE  And  TFE  Cooted  Gloss,  Nickle 

MIL-W.81381/9D 

AS 

17  Mor 

77 

CR 

AS 

85 

6146 

MIL-W-22759/2E 

AS 

10  Sep 

76 

CR 

AS 

85 

Cooled  Copper  Conductor,  600  Volt  Validated  Mar  82  USER-AV  AT  MC 

REV-ME  AR  Ml  EC  OS  11  IS 

Q 

6146 

Wire,  Electric,  Fluorocorbon/polyimide  Insulated,  Light  Weight,  Nickel  Cooted 

MIL-W.81381/10E 

AS 

17  Mor 

77 

CR 

AS 

85 

High  Strength  Copper  Alloy  Conductor,  600  Volts,  Nommot  5  8  Mil  Wall 
Validated  Jul  83  USER-AV  AT  AR  MC  OS  SH  REV-MI  EC  85  11  IS 

6146 

Wirt,  Electri",  Fluorocorbon  Insulated,  TFE  Gloss  TFE,  Medium  Weight,  Nickle 

MIL-W.22759/3D 

AS 

10  Sep 

76 

CR 

AS 

85 

Cooted  Copper,  600  Volt  Validated  Mar  82  USER-AT  MC  11  REV-MI  ME  AR 

AV  EC  OS  IS 

0 

6146 

Wire,  Electric,  Fluorocorbon.  ..t.l/.ci*  't  Insuloted,  Medium  Weight,  Silver  Cooted 

MIL-W.81381/11C 

AS 

05  Oct 

77 

CR 

AS 

65 

Copper  Conductor,  600  Volts,  ^rominol  8.  4  Or  15,4  Mil  WoH  Validated  Oct 

84  USER-AR  AV  AT  MC  OS  REV-MI  SH  EC  85  11  IS 

6146 

Wire,  Electric,  Fluoropolymer-insuloted,  TFE-GLASS-FER,  Medium  Weight, 

MII.W-22759/4B 

AS 

10  Sep 

76 

CR 

AS 

85 

Silver-coated  Copper  Conductor,  600-VOLT  Validated  Mar  82  USER-AV  AT 

MC  11  REV-AR  Ml  ME  EC  OS 

Q 

6146 

Wire.  Electric,  Fiuorocorbcn/polyinide  insulated,  Medium  Weight,  Nickel 

MIL-W-81381/12C 

AS 

05  Oct 

77 

CR 

AS 

85 

Cooted  Copper  Conductor,  600  Volts,  Nominal  8.4  Or  15.4  Mil  Woli 

Validated  Oct  84  USER-AR  AT  OS  MC  REV-MI  EC  SH  85  1 1  IS 

6146 

Wire,  Electric.  Fluoropolymer  Insuloted,  Abrosion  Resitto.’<t,  Extruded  TFE,  Stiver 

MIL-W-22759/5B 

AS 

19  Jul 

74 

CR 

AS 

85 

Coated  Copper  Conductor,  600  Volt  Validated  Sep  87  USER-AV  AT  MC  11 
REV-AR  Ml  ME  EC  05  IS 

NOTICE  1 

Q 

6146 

Wire,  Electric,  Fluorocorbon/po'ymide  Insulated,  Medium  Weight,  Silver  Coated 

MIL-W.813B1/13D 

AS 

1?  Mor 

77 

CR 

AS 

85 

High  Strength  Copper  Alloy  Conductor,  600  Volts,  Nominol  8  4  Mil  Woll 
Validated  Jut  83  USER-AR  AT  AV  EC  OS  MC  SH  REV-MI  85  1 1  IS 

6146 

Wire,  Electric,  Fluorocorbon-insuloted,  FEP-PVF2,  Lightweight,  Tin-cooted 

MIL-W.22759/14B 

AS 

29  Jun 

73 

CR 

AS 

85 

Copper,  600  Volt  Validated  Sep  85  USER-AV  AT  MC  11  REV-ME  Ml  AT.  EC 

OS  IS 

Q 

6146 

Wi.'e,  Electric,  Fluorocorbon/polyimide  'nsufated.  Medium  Weight,  Nickel 

MIL-W.81381/14D 

AS 

17  Mor 

77 

CR 

AS 

85 

Coated  High  Strength  Copper  Alloy  Conductor,  600  Volts,  Nominol  8.4  Mil 

Wall  Validated  Jul  83  USER-AT  AR  AV  MC  OS  SH  REV-MI  EC  85  11  IS 

6146 

Wire,  Electric,  Fluorocorbon  •  Insulated,  FEP-PVF2  Lightweight,  Silver  Rioted 

MIL-W-22759/15B 

AS 

29  J.-n 

73 

CR 

AS 

85 

High  St'-ength  Copper  Alloy,  600  Volt  Validated  Sep  85  USER-AT  AV  MC 

REV  ME  AR  Ml  OS  EC  11  IS 

Q  L 

6146 

Wire,  Electric,  Fluorocorbon/polyimide  Insuloted  Light  Weight,  Silver  Cooted 

MIL-W.81381/17 

AS 

26  Feb 

73 

AS 

Copper,  600  Volts,  Nominal  4.6  Mil  Woll  Validated  Sep  85 

6145 

Wire,  Electric,  Fluoropolymer  Insulated,  Extruded  ESTFE.  Medium  Weight,  Tin 

MIL-W.22759/16A 

AS 

10  Mor 

61 

CR 

AS 

65 

Coated  Coppe'’  Conductor,  600  Volt,  150  Deg  C  USER-AT  EC  11  REV-ME 

AV  AR  .V.C  Oi  99  NA  'S 

0  1 

6146 

Wirt,  Electric,  Fluorocorbon/polyimide  Insuloted  Light  Weight,  Nickel  Cooled 

MIL-W-81381/18 

AS 

26  Feb 

73 

AS 

Copper,  600  Volts  Nominal  4.6  Mil  Wall  Validated  Sep  85 

6146 

Wire,  Electric,  Fluoropolymer-insuloted,  Extruded  ETFE,  Medium  Weight, 

MIL-W.22759,'17A 

AS 

10  Mor 

81 

CR 

AS 

85 

Silver-coated  High  Strength  Copper  Alloy  Conductor,  600  Volt,  150  Oeg.  C 
USER-EC  REV-ME  AV  AR  AT  MC  OS  11  99  IS 

O  1 

6146 

Wire,  Electfic,  Fluoro«orbort/pulyimide  Insuloted  Light  Weight,  Silver  Cooted 

High  Strength  Copper  Alloy,  600  Volts,  Nominal  4.6  Mil  Woll  Validated  Sep 

85 

Wire,  Electric.  Fluoropolymer  Insulated,  Extruded  ESTFE,  Light  Weight,  Tin 

MIL-W.81381/19 

AS 

26  Feb 

73 

AS 

6 '46 

MIL-W.22759/18A 

AS 

10  Mor 

81 

CR 

AS 

85 

CooteJ  Copper  Conductor,  600  Volt,  150  Otg.  C 

L 

61  '6 

Wire,  Electric,  Fluorocorbon/polyimide  Insuloted  Light  Weight  Nickel  Coated 

MIL-W.81381/20 

AS 

26  Feb 

73 

AS 

HigK  Str«ngth  Copp«r  Alloy,  600  Volts,  Nominot  4.6  Mil  Woll  Volidottd  Stp 
93 
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6145 

Wire,  Electric,  Fi  vopolymer'inftutoted.  Extruded  ETFE,  Light  Weight, 

Silver-coated  High  Strength  Copper  Alloy  Conductor,  600  Volt,  150  Deg  C 
USER-AT  EC  11  REV-AV  AR  ME  MC  OS  99  IS 

MIL-W-22759/19A 

AS 

10  Mar 

81 

CR  AS 

65 

L 

6145 

Wire,  Electric,  Fluorocorbon/polyimide  Insuloted,  Light  Weight,  Tm  Cooted 

Copper  Conductor,  600  Volts,  1^  Degrees  C,  Nominal  5.8  MIL  Woil 

Validated  Oct  64 

MII-W-81381/21A 

AS 

05  Oct 

77 

AS 

L 

6145 

Wire,  Electric,  Ftuoropolymer  Insuloted,  Extruded  TFE,  Silver  Cooted  High 

Strength  Copper  Alloy  Conductor.  1000  Volt  Validated  Sep  87  USER-EC 

MIL-W-22759/20 
NOTICE  1 

AS 

28  Jon 

74 

AS 

6145 

Wire,  Electric.  600  Volt,  Aluminum,  Aircroft  {Inoctiv  10-4-62)  Validated  Sep  87 
REV-ll  IS 

M5-25191B 

NOTICE  1 

AS 

4  Oct 

62 

AS 

85 

1 

6145 

Wire,  EIrctric,  Fluoropolymer  Insuloted,  Extruded  TFE,  NicVIe  Coated  High 

Strength  Copper  Alloy  Conductor,  1000  Volt  Validated  Sep  87  U$ER*EC 

Mli-W-22759'21 
NOTICE  1 

AS 

28  Jon 

74 

AS 

1 

6145 

Wire,  Electric,  Fluoropolymer  Insulated.  Extruded  TFE  Nickte  Cooted  High 

Strength  Copper  Alloy  Conductor,  600  Volt  Validated  Sep  87  USER*EC 

MIL-W-22759/22 
NOTICE  1 

AS 

28  Jon 

74 

AS 

L 

6145 

Wire,  Electric,  Fluoropolymer  Insulated,  Extnrded  Tfe  Nickel  Cooled  High 

Strength  Copper  Alloy  Conductor,  600  Volt  Validated  Sep  67  USER-EC 

MIL-W-22759/23 
NOTICE  1 

AS 

28  Jon 

74 

AS 

6145 

Wiru.  Electric.  Fluorocorbon  Insuloted.  Abrasion  Resistont,  Extruded  TFE,  Nkkle 
Cooted  Copper  Conductor,  600  Volt  Validated  Sep  87  USER-AV  AT  MC  11 
REV.ME  AR  Ml  EC  OS  IS 

MIL-W-22759/6B 
NOTICE  1 

AS 

19  Jul 

74 

CR  AS 

85 

6145 

Wire,  Electric.  Fluoropolymer  Insulated.  Abrosion  Resistont.  Extruded  TFE, 

Medium  Weight  Silver  Coated  Conductor,  600  Volt  Validated  Sep  67 

USER  AV  AT  MC  11  REV-ME  AR  Ml  EC  OS  85  IS 

MIL-W-22759/7B 
NOTICE  1 

AS 

19  Jul 

74 

CR  AS 

65 

6145 

Wire,  Electric,  Fluorocorbon  Insuloted,  Abrosion  Resistant,  Extruded  TFE, 

MeHium  Weight,  Nickel  Coaled  Copper  Conductor,  600  Volt  Validated  Sep 

87  USER-AV  AT  MC  11  REV-Mi  ME  EC  OS  tS 

MII-W-22759/8B 
NOTICE  1 

AS 

19  Jul 

74 

CR  AS 

85 

6145 

Wt..,  Eltciric,  Fluoropotym.f  Intuloted,  Extruded  TFE,  Silver  Cooled  Copper 
Conductor,  1000  Volt  Volldattd  Apr  80  USER-AV  AT  MC  11  REV-ME  AR  Ml 

EC  OS  IS 

MIL-W-22759/9B 
NOTICE  1 

AS 

19  Jul 

74 

CR  AS 

85 

6145 

Wire,  Electric,  Fluorocarbon  Iniuloled,  Extruded  TFE,  Nickle  Coaled  Copper 
Conductor,  1000  Volt  Volldattd  Stp  87  USER-AT  AV  MC  11  REV-MI  ME  AR 

EC  OS  IS 

MIL-W-22759/108 
NOTICE  1 

AS 

19  Jul 

74 

CR  AS 

85 

6145 

Wire,  Electric,  Fluorocarbon  Iniuloted,  Extruded  TFE,  Silver  Coaled  Copper 
Conductor,  600  Volt  Validated  Mat  82  USER-AT  AV  MC  11  REV-ME  AR  Ml 

EC  OS  IS 

MII-W-22759/11F 

AS 

10  Sep 

76 

CR  AS 

85 

1 

6145 

Wire,  Electric,  Fluoropolymer  Insulated,  Extruded  TFE,  Polyimide  Cooted,  Silver 
Coated  Conductor,  600  Volt  Validated  Mar  82  USER-EC 

MlL-W-22759/28 

AS 

15  Jon 

76 

AS 

1 

6145 

Wire,  Electric,  Fiuoropolymer-insuloted,  Extruded  TFE,  Polyimide  Cooted. 
Nickel-coated  Copper  Conductor,  600  VOLT  Validated  Mar  82  USER'EC 

MIL-W-22759/29 

AS 

15  Jun 

76 

AS 

1 

6145 

Wire,  Electric,  Fluoropolymer  Insuloted,  Extruded  TFE,  Polyimide  Cooted,  Silver 
Coated  High  Strength  Copper  Alloy  Conductor,  600  Volt  Validated  Mar  82 
USER-EC 

Mll-W-22759/30 

AS 

5  Jun 

76 

AS 

L 

6145 

Wire,  Electric,  Fluoropolymer  Insulated,  Extruded  TFE,  Polyimide  Cooted, 
Nickel-coated  High  Strength  Copper  Alloy  Conductor,  600-VOIT  Validated 

Mar  82  USER-EC 

MIL-W-22759/31 

AS 

15  Jun 

76 

AS 

6145 

Wire,  Electric,  Fluoropolymer  Insulated,  Crosslinked  Modified  ETFE,  Normol 

Weight,  Nickle  Coaled  Copper,  200  Oeg  C,  600  Volt  USER-EC  OS  SH 

REV-CR  Ml  99  1 .  70  19  IS  ES 

MII-W-22759/41C 

85 

09  Sep 

88 

AV  AS 

85 

6145 

Wire.  Electric,  Fluoropolymer  Insulated,  Crosslinked  Modified  ETFE,  Normol 

Weight,  Nickel  Coo'ed  High  Strength  Copper  Alloy,  200  Oeg.  C,  600  Volt 
USER-EC  OS  SH  REV-CR  Ml  99  11  IS 

MIL-W-22759/42B 

85 

09  Sep 

88 

AV  AS 

85 

6145 

Wire,  Electric,  Fluoropolymer  Insuloted.  Crosslinked  Modified  Etfe,  Normol 

Weight,  Tin  Coated  Copper,  150  Oe^jree  C.  600  Volt  USER-EC  SK  OS 

REV-MI  CR  11  19  99  IS 

MIL-W-22759/34D 

85 

09  Stp 

88 

AV  AS 

85 

0 

6145 

Wire,  Electricol.  h  'nh  Temperature  S  Fire  Resistont.  General  Specification  For 
Validated  Nov  88  USER-ME  OS  REV  AV  Ml  AR  99  1 1  IS 

MIL-W-25038E 

NOTICE  1 

85 

> 

o 

Z 

f'e 

88 

CR  AS 

65 

6145 

Wire.  Electricol-silicone-iniuloted,  Copper,  600  Volt.  200  Deg.  C,  Polyester 

Jacket  Validated  Feb  83  USER-ME 

MS-2547 1C 

65 

06  Jon 

69 

AV  AS 

85 

6145 

Wire,  Electricol,  High  Temperature  And  Fire  Resistont,  Normal  Weight  USER-AV 
OS  REV-AR  Ml  85  99  1 1  IS 

MIL-W-2503B/1B 

85 

12  Dec 

t'O 

CR  AS 

85 

6145 

Wire,  Electrical.  Solderiess  Wrop,  Uninsulated.  Tm  Cooted  Solid  Conductor 
USER-OS  MC  17  REV-SH  EC  99  11  ES  IS 

MIL-W-81S22/12A 

AS 

03  Mor 

82 

CR  AS 

85 

6145 

Wire,  Electricol,  Fluoropoymer  Insuloted,  Crosslinked  Modified  Etee.  Normol 
Weight,  Silver  Coaled,  High  Strength  Copper  Alley,  20C  Degree  C,  600  Volt 
USER-EC  OS  SH  REV-MI  CR  11  19  99  IS 

MII-W.22759/35D 

85 

09  Sep 

88 

AV  AS 

85 

6145 

Wire,  Electricol,  High  Temperature  &  Fire  Resistont,  light  Weight  USER  AV  OS 
REV-AR  Ml  99  85  IS 

MIL-W-25038/2 

85 

12  Dec 

80 

CR  AS 

85 

6145 

Wire,  Electricol,  Solderiess  Wrop,  Insulated  And  Uninsuloted,  Generol 

Specificotion  For  USER  OS  MC  17  REV-SH  EC  11  99  IS  ES 

MII-W-81822A  (1) 
SUPP  1 

AS 

23  Sep 

S3 

CR  AS 

85 

6145 

Wire,  Electricol,  Copper  (Uninsuloted)  USER-MI  MC  CO  SH  OS  REV-AR  Ml  YD 

99  11  ES  IS 

QO.W-343E  (1) 

/CR 

24  Jon 

84 

CR  YD 

85 

6145 

Wire,  Electricol,  Insuloted,  Antenna  USER-85  REV-11  85  IS . . . 

MII-W-6370C  (2) 

AS 

14  Nov 

63 

CR  AS 

85 

6145 

Wire,  Electricol,  Highlemperoture  And  Fire  Resistant,  Light  WeightsmoP 

Diometer  USER-AV  OS  REV-AR  Ml  99  ES 

MI1.-W-25038/3A 

85 

09  Sep 

88 

CR  AS 

85 

6145 

Wire,  Electricol,  Solderiess  Wrap,  Polyethylene  Tcrephtholatc  •  Polyester 

Lominoted  Tope  Insulation,  Silver  Cooted  Solid  Conductor  USER-OS  MC  17 
REV-SH  EC  99  11  ES  IS 

MII-W-81822/1A 

AS 

03  Mor 

82 

CR  AS 

95 

6145 

Wire,  Electrical,  Steel,  Copper-covered  Validated  Jul  82  USER-AV  AT  MC 

REV-ME  Ml 

QQ-W-345B  (2) 

/CR 

02  Jul 

68 

CR 

85 

6145 

Wire,  Electricol,  Fluoropolymer  Insuloted,  Crosslinked  Modified  Etfe,  Lightweight, 
Tin-cooted  Copper,  150  Degre  C,  600  Volt  USER-EC  OS  SK  REV-MI  CR  11 

MIL-W-227S9/32C  (1) 

85 

22  Apr 

88 

AV  AS 

85 

19  99  IS 
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L 
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FSC  TITLE 


6145  Wire,  Eltctricol,  Solderlett  Wrap,  Extruded  Polyvinyidene  Fluoride  (Pvdf) 

Insulation,  Silver  Cooted  Solid  Conductor  USER-OS  MC  17  REV-SH  EC  99  1 1 
ES  IS 

6145  Wire,  Electricol,  Polyvinyl  Chloride  Insutoted,  Polyvinyiidene  Fluoride  Jacket, 
Silver  Cooted  Copper  Alloy  Conductor,  600  Volt,  110  Deg  C  bSl*R-AT  AV 
MC  EC  SH  n  REV-MI  AR  ME  OS  99  IS 
6145  Wirt,  Electrical  •  Silicone  Insuloted,  Copper,  600  Volt,  200  Deg.  C.  Ftp 
JACKE300661T  (Asg)  ValidatHl  Feb  83 

6145  Wire,  Electrical,  Polyvinyl  Chloride  Insuloted,  Nylon  Jacket,  Tin  Cooted  Cooper 
Conductor,  Medium  Weight,  600  Volt.  105  Oeg  C  USER-AT  ME  AV  EC  MC 
SH  17  11  REV-AR  M!  OS  99  IS 

6145  Wire,  Electrical,  Soldertess  Wrop,  Extruded  Ethylene-tetrofluoroethylene  (EHe) 
Insulation.  Silver  Coated  Solid  Conductor  USER-OS  MC  17  REV-SH  EC  99  11 
ES  IS 

6145  Wire,  Electncol,  F'oropolymer  Irsuloted,  Crossimked  Modthed  Etfe,  Lightweight, 
Nickel  Coated  High  Strength  Copper  Alloy,  200  Degree  C,  600  Volt  USER-EC 
OS  SH  REV-CR  MM  1  19  99  IS 

6145  Wire,  Electrical,  Solderless  Wrap,  Extruded  Ethylene-chlorotrifluoroethyiene 

(Ectfc)  tnsulotion,  Silver  Coated  Solid  Conductor  USER-OS  MC  17  REV-SH 
EC  99  11  ES  IS 

6145  Wire,  Electricol,  Insulotod,  General  Specdicotion  For  USER-MC  OS  REV-AV  EC 
AS 

6145  Wire,  Electrical,  Solderless  Wrap,  Polyimide  Cooting  Over  Extruded 

Polytetrolluoroethylene  (Ptfe)  Insulotion,  Silver  Coaled  Solid  Conductor 
USER-OS  MC  17  REV-SH  EC  99  H  ES  IS 
6145  Wire,  Electrical,  Type  t,  105  Degrees  C ,  600  Volts,  (Insuloted,  High 
Temperature)  (Navy)  USER-MC  OS  REV-MI  EA  EC  AS  IS 
6145  Wire,  Electrical,  Solderless  Wrap,  Fluorocarbon  Polyimide  Tope  And 

Polytetrofluoroethylene  (Pile)  Insulation,  Silver  Cooted  Solid  Conductor 
USER-0$  MC  17  REV-SH  EC  99  11  ES  IS 

6145  Wire,  Electricol,  Radio  Antenno,  7/12,  7/14,  7/16,  7/18,  7/20,  7/22  Validated 
Apr  82  REV-SA  IS 

6145  Wire,  Electricol,  Solderless  Wrap,  Extruded  PotytetroRuoroethylene  (Ptfe) 

Insulation,  Silver  Coated  Solid  Conductor  USER-OS  MC  17  REV-SH  EC  99  11 
ES  IS 

6145  Wire,  Electrical,  Polyvinyl  Chloride  (PVC)  Insulated,  105  Oeg  C,  1(X)0  Volts 
USER-MC  OS  REV-EC  AS 

614S  Wire,  Electricol,  Solderles*  Wrap,  Polyomide  Jocket  Over  Extruded  Polyvinyl 

Chloride  (Pvc)  Insulation,  Tin  Cooted  Solid  Conductor  REV-SH  EC  OS  MC  99 
n  17  ES  IS 

6145  Wire,  Electricol,  Type  D,  105  Degrees  C.,  3000  Volts,  (Insuloted,  High 
Temperoture)  (Novy)  USER-MC  OS  REV-MI  EC  AS  IS 
6145  Wire,  Electncol,  Solderless  Wrop,  Polyamide  Jorket  Over  Extruded  Fluonnoted 
Ethylene  Propylene  (Fep)  Insulotion,  Silver  Cooted  Solid  Conductor  USER-OS 
MC  17  REV-SH  EC  99  11  ES  IS 

6145  Wire,  Electricol,  Polytetrofluoroethylene  (PTFE  Insulated,  200  Deg  C,  600  Volts, 
Extruded  Insulation  USER-MC  OS  REV-AS  DS 
6145  Wire,  Electrical,  Solderless  Wrop,  Uninsulated,  Silver  Coated  Solid  Conductor 
USER-OS  MC  17  RcV  SH  EC  99  11  ES  IS 
6145  Wire,  Electrical,  Polytetrofluoroethylene  (PTFE)  Insuloted,  200  Deg.  C,  1000 
Volts,  Extruded  Insulotion  USER-MC  OS  REV-EC  AS 
6145  Wi.e,  Electricol.  Solderless  Wrap,  Uninsuloted,  Gold  Cooted  Solid  Conductor 
REV-SH  EC  99  11  ES 

6145  Wire,  Electrical,  Type  ET,  200  Degrees  C  And  260  Degrees  C  ,  250  Volts, 
(Insuloted,  High  Temperature)  (Navy)  USER-MC  OS  REV-AS 
6145  Wire,  Electricol,  Silicone  Rubber  Insulated,  200  Deg  C,  600  Volts  USER-MC  OS 
REV-EC  AS 

6145  Wire,  Electricol,  Silicone  Rubber  Insulated,  200  Oeg.  C,  1000  Volts  USER-MC 
OS  REV-AS 

6145  Wire,  Electncol,  Polyethylene  Insulated,  75  Deg  C,  600  Volts  USER-OS  MC 
REV-EC  AS 

6145  Wire.  Electrical,  Fluorinated  Ethylene  Propylene  (FEP)  Insuloted,  200  Oeg.  C, 

600  Volts  USER-MC  OS  REV-EC  AS 

6145  Wire,  Electrical,  Type  KK,  200  Degrees  C,  1000  Volts,  (Insuloted,  High 
Temperoture)  (Navy)  USER-OS  MC  REV-EC  AS 
61^5  Wire,  Electricol,  Type  KT,  200  Degrees  C,  250  Volts  (Insulated,  High 
Temperature)  (Navy)  USER-MC  OS  REV-EA  EC  AS  IS 
6145  Wire,  ciectrical,  Polyvinyl  Chloride  (PVC)  Insulated,  105  Deg.  C,  6C0  Volts 
Polyomide  Jacket 

6145  Wire,  tJevt.'.cc!,  C.*c;s!  -ked  inc-tlotml  175  Dejj 

C,  600  Volts  USER  OS  MC  REV-AS  EC 

6145  Wire.  Electricol,  Crosslinked,  Modified  Polyethylene  (XLPE)  Insuloted,  125  Deg. 
C,  1000  Volts  USER-OS  MC  REV-AS 

6145  Wire,  Electricol,  Crosslinked,  Modified  Polyethylene  (XLPE)  Insulated,  125  Deg 
C,  3000  Volts  USER-OS  MC  REV-AS  EC 

6)45  Wire.  Electrical,  Polyvinyl  Chtonde  (PVC)  Insuloted,  105  Oeg.  C,  1000  Volts, 
Polyomide  Jacket  USER-OS  MC  REV  EC  AS 
6145  Wire,  Electrical,  Polyvinyl  Chicnde  (PUV)  Insuloted,  105  Oeg.  C,  3000  Volts, 
Polyomide  Covering  USER-MC  OS  REV  AS 
6145  Wire,  Electricol,  Polytetrofluoroethylene  (PTFE)  Insuloted,  200  Oeg.  C.  250 
Volts,  Wropped  Insulotion  USER-MC  OS  REV  EC  AS 
6145  Wire,  Eltctrico!,  Polytetrofluoroethylene  (PTFE)  insulated,  200  Deg.  C.,  60C 
Volts,  Wropped  Insulotion  USER-MC  G$  REV-AS  EC 


DOCUMENT 

NUMBER  CUSTODIAN 


MILW-81822/3A 

AS 

03  Mar 

82 

CR 

AS 

8S 

MIL-W.5086/6C 

AS 

23  Nov 

83 

CR 

AS 

85 

MS-27  HOC 

85 

06  Jon 

69 

AV  AS 

85 

MtL-W.5086/7B 

AS 

23  No. 

83 

CR 

AS 

85 

MIL-W.81822/13A 

AS 

03  Mar 

82 

CR 

AS 

85 

MIL-W-22759/46A 

85 

09  Sep 

88 

AV  AS 

85 

MIL-W.81822/15M 

AS 

03  Mor 

82 

CR 

AS 

85 

MII-W-14878E  (1) 

SUPP  lA 

SH 

21  Aug 

84 

SM 

MII-W.81822/4A 

AS 

U3  Mar 

82 

CR 

AS 

85 

MII-W.16878/1A 

SH 

10  Aug 

81 

SH 

85 

MII-W.81822/SA 

AS 

03  Mar 

82 

CR 

AS 

85 

MIL-W-172nB 

SH 

28  Jul 

65 

SH 

MIL-W.81822/6A 

AS 

03  Mor 

82 

CR 

AS 

85 

MIL-W.16878/2A 

SH 

10  Aug 

81 

SH 

MIL-W.81f22/7A 

AS 

03  Mor 

82 

CR 

AS 

85 

MIL-W.16878/3A 

SH 

10  Aug 

81 

SH 

85 

MIL-W  81822/8A 

AS 

03  Mor 

82 

CR 

AS 

85 

MII-W.16878/4B  (1) 

SH 

21  Aug 

84 

SH 

MIL'W.B1B22/10A 

AS 

03  Mor 

82 

CR 

AS 

85 

MIL-W-16878/5B  (1) 

SH 

21  Aug 

84 

SH 

MIL-W-81822/11A 

AS 

03  Mor 

82 

CR 

AS 

85 

MIL-W.1687e/6B 

SH 

10  Aug 

81 

SH 

MIL-W.1687e/7A  (1) 

SH 

21  Aug 

84 

SH 

MII-W.16B78/8A  (1) 

SH 

21  Aug 

84 

SH 

MII-W.16878/10C 

SH 

10  Aug 

81 

SH 

MIL-W-16878/11A  (1) 

SH 

21  Aug 

84 

SH 

MII-W.16878/12C 

SH 

10  Aug 

81 

SH 

MII-W.16878/13A 

SH 

10  Aug 

81 

SH 

85 

MIL-W.16878/t7 

SH 

10  Aug 

81 

SH 

Mll-W-14878/14  (1) 

SH 

21  Aug 

84 

SH 

MIL-W-16878/15  (1) 

SH 

21  Aug 

84 

SH 

MII-W-I6878/I6A 

SH 

21  Aug 

84 

SH 

Mll-W.16878/)8 

SH 

10  Aug 

81 

SH 

MIL-W-16878/19 

SH 

10  Aug 

81 

SH 

Mll-W- 16878/20 

SH 

10  Aug 

81 

SH 

M"  W-16878/21 

SH 

10  Aug 

81 

SH 
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FSC  TIT16 

L  6145  Wtrt,  EIccIrlcoL  Polyt«1ro(luorotthylene  (PTFE)  Intulattd,  200  Otg  C,  1000 
Volts,  Wropped  Insulation  USEft*MC  OS  REV>AS  EC 
L  6145  Wirt,  Eltctrical,  Polyttirofluofotthyltnt  (PTFE)  Insulattd,  260  Deg.  C.,  250 
Volt;,  Extrudtd  Insulation  USER>MC  OS  REV-AS  EC 
i  6.45  Wirt,  Electrical,  Polytetrofluoroethylene  (PTFE)  Iniulottd.  260  Deg.  C,  2^ 

Volts,  Wropped  Insulation  USER'MC  OS  REV>AS  EC 
L  6145  Wirt,  Electrical,  Polytetrofluoroethylene  (PTFE)  tnsuioted,  260  Deg.  C..  6(X) 

Volts,  Extruded  Insulation  USER-MC  OS  REV<EC  AS 
L  6145  Wire,  Electrical,  Polytetrofluoroethylene  (PTFE)  Insuloted,  260  Deg.  C,  600 
Volts,  Wropped  Insulation  USER'MC  OS  REV-AS  EC 
L  6145  Wire,  Electrical,  Polytetrofluoroethylene  (PTFE)  Insulated,  260  Deg.  C.,  1000 
Volts,  Extruded  Insulation  USER-MC  OS  REV-EC  AS 
L  6145  Wire,  Electrical,  Polytetrofluoroethylene  (PTFE)  Insulated,  260  Deg.  C,  1(X)0 
Volts,  Wrapped  Insulation  USER  MC  OS  REV-AS  EC 
L  6145  Wire,  Electricol,  Silicone  Rubber  Insulated,  150  0«g.  C,  600  Volts  USER-MC  OS 
REV-EC  AS 

L  6145  Wire,  Electrical,  Silicone  Rubber  Insuloted,  150  Deg.  C,  1000  Volts  USER-OS 
MC  REV-AS  EC 

L  6145  Wire.  Electrical,  Silicone  Rubber  Insuloted,  150  Deg.  C,  1(XX)  Volts,  Gloss  Sroid 
Covering,  Abrosion  Resistont  U'jER-MC  OS  REV-AS  EC 
L  6145  Wire,  Electricol,  Silicone  Rubber  Insuloted,  200  Deg.  C,  10(X)  Volts.  Gloss  broid 
Covering.  Abrosion  Resistont  USER-MC  OS  REV-AS 
L  6145  Wire,  Electricol,  Polyethylene  Insuloted.  750C,  600  Volts,  Polyamide  Covering, 
Abrosion  Resistont  USER-MC  OS  REV-EC  AS 

L  6145  Wire,  Electrical,  Polyt^'^ofluoroethylene  (PTFE)  Insuloted,  2(X)  Deg.  C,  1{X)0 
Volts.  Double  Wropped  Insulation  USER-MC  OS  REV-EC  AS 
L  6145  Wire,  Electrical,  Polytetrofluoroethylene  (PTFE)  Insuloted,  260  Deg.  C,  ICXX) 
Volts,  Double  Wropped  Insulation  USER-MC  OS  REV-EC  AS 
6145  Wire,  Electricol.  Fluoropolymer  Insulated,  Crosslinlied  Modified  ETFE,  Normol 
Weight.  Silver  Coated  Copper,  2(X)  Deg.  C,  6(X)  Volt  USER-SH  REV-AV  Ml 
99  11  70  15  £S 

6145  Wire,  Electr>cal,  Iron  And  Constonton,  Thermocouple  VoZ/do/ed  Aug  86  REV-MI 
CR  OS  EC  IS 

O  6145  Wire,  Electricol,  Copper  And  Constonton,  Thermocouple  Vofidot^  Aug  66 
REV-OS  EC  IS 

6145  Wire,  Electricol,  Fiuoropolymer-insuloted,  Crosslinked  Modified  ETFE, 

Lightweight,  Silver-coated  Copper,  2000EGREE  C,  6(X)  Volt  USER-EC  OS  SH 
REV-CR  Ml  11  19  991$ 

O  6145  Wire,  Electricol,  Silicone  Insuloted,  Copper,  6(X)  Volt.  700  Deg.  C  VoZ/do/td 
Aug  86  USER-ME  17  14  REV-MI  IS 

6145  Wire,  Electricol,  Fluoropolymer  Insuloted,  Crosslinked  Modified  Ctfe,  lightweight. 
Silver  Coated,  High  Strength  Copp«.  Alloy,  2(X)  Degree  C,  600  Volt  USER-EC 
OS  SH  REV-MI  CR  11  19  99  IS 

L  6145  Wire,  Electricol,  Antenna,  (Wire  W-26)  Vd//dote</ Apr  REV-IS . 

L  6145  Wire.  Electrical,  Antenna  (Wire.  W-120)  Vaiidattd  Jut  82 . 

6145  Wire,  Electrical  ^Tinsel)  Vatldattd  Sep  88  USER-AR  Ml  ME  OS  REV-I$ . 

6145  Wire.  Electrical  (For  Irstrument  Test  Leads)  Validattd  Sep  88  REV-mI  IS  DS . 

L  6145  Wire.  Electrical,  Antenna,  High  Frequency  (Wire  W-146)  Vulidct^d  Sep  88 
REV-13 

L  6145  Wire,  Electrical,  Antenna  (Wire  WS-12/U  And  Wire  WS-13/U)  Valf<ht9d  Apr 
82  REV-IS 

L  6145  Wire,  Electrical  (Wire  W.124,  W.125  And  W.128)  ValH'.*fd  Jut  82  REV-lS . 

L  6145  Wire,  Electricol  (Wire  W.27  And  Wire  WS-19)(/U)  Validoftd  Jut  82  REV-IS . 

61«5  Wire,  Fixture,  And  Flexible  Cord,  Stondord  For  -fourteenth  Edition,  As  Revised 
To  Morch  6,  1987 

L  6145  Wire,  Insulated,  Hard  Drawn  Alloy  Of  Copper-cadmium.  No.  23  Awg  Vatidottd 
Sep  88 

L  6145  Wire,  Insuloted,  Hord  Drown  Copper  Validated  Sep  86  REV-IS . 

6145  Wire,  Iron  Or  Steel,  Golvonixed  Validated  Jut  62  REV-IS . 

6145  Wire,  Mognet,  Electrical  U5ER-ME  CG  AS  MC  OS  REV-AR  Ml . 

6145  Wire,  Mognet,  Electricol,  Closs  105,  Type  E  Oleoresinoui-enornel-cooted,  Round 
VolidaftdApr  82  USER-ME  MC  CG  AS  REV-AR  MI 
6145  Wire,  Magnet,  Electrical,  Closs  105,  Type  Su,  Solderoble  Polyurethane  Cooted, 
Round  USER-ME  CG  AS  MC  REV-AR  Ml 

6145  Wire,  Mogset,  Electricol,  Class  105,  Type  SN,  Solderoble  Polyomide  Cooted, 
Round  USER-ME  CG  AS  MC  REV-MI  AR 

6145  Wire,  Mognet,  Electricol,  Class  105,  Type  T,  Polyvinyl-formol'cooted,  Round . 

6145  Wire,  Mognet,  Electricol,  Clots  105,  Type  TN,  Polyvinyl  Formal  Overcooted 

With  Polyamide,  Round  USER-ME  CG  AS  MC  REV-MI  AR 
6145  Wire,  Magnet,  Electricol,  Closs  105,  Typo  T8,  Polyvinyl-formokooted, 
Self-bonding,  Round  USER-ME  MC  CG  AS  REV-MI  AR 
6145  Wire,  Magnet,  Electricol,  Closs  105,  Type  So,  Solderoble-ocrylic-coottd,  Round 
Vatidofd  Apr  82  USER-ME  CG  AS  REV-AR  Ml 
6145  Wire,  Mognet,  Electricol,  Closs  105,  Typo  Son,  Solderoble  Acrylic  Nylon 
Coated,  Round  Validated  Apr  82  USER-ME  MC  CG  AS  REV-AR  Ml 
6145  Wire,  Mognet,  Electricol,  Closs  220,  Type  M,po)yimide-coot#d,  Rectongulor 
USER-ME  MC  CG  AS  OS  REV-MI  AR  ER  IS 
6145  Wire,  Mognet,  Electricol,  Clots  155,  Type  Gv,  Gloss-fiber-covered.  Round 
Validated  Apr  82  USER-ME  MC  AS  CG  REV-AR  Ml 

65t 


DOCUMENT 

NUMBER  date  CUSTODIAN 


MIL-W.16e7S/22 

SH 

10  Aug 

81 

SH 

MIL-W-16878/23 

oH 

10  Aug 

81 

SH 

MIL-W-16878/24 

SH 

10  Aug 

81 

SH 

MIL-W.  16878/25 

SH 

10  Aug 

81 

SH 

Mll-W-16878/26 

SH 

10  Aug 

81 

SH 

MIL-W. 16878/27 

SH 

10  Aug 

81 

SH 

MII-W.16878/28 

SH 

10  Aug 

81 

SH 

Mll-W.  16878/29  (1) 

SH 

21  Aug 

84 

SH 

MIL-W- 16B78/30 

SH 

10  Aug 

81 

SH 

MIL-W.  16878/31 

SH 

10  Aug 

81 

SH 

MIL.W.16878/32  (1) 

SH 

21  Aug 

84 

SH 

MIL-W- 16878/33 

SH 

10  Aug 

81 

MIL-W.16878/34  (1) 

SH 

21  Aug 

84 

SH 

MIL-W.16878/35 

SH 

25  Jun 

82 

SH 

MII-W.22759/43C 

CR 

09  S*p 

88 

CR 

AS 

85 

MII-W-5845C 

85 

05  Aug 

86 

AT 

AS 

85 

MIL-W.S908D 

NOTICE  1 

85 

05  Aug 

86 

CR 

AS 

85 

MIL-W-22759/44A 

85 

09  S.p 

88 

AV  AS 

85 

MIL-W.8777C 

85 

11  Aug 

86 

AV  AS 

85 

MII-W.227S9/33C  (1) 

85 

22  Apr 

88 

AV  AS 

85 

MII-W.13276A  (1) 

CR 

04  Mar 

66 

CR 

MIL-W.12995I 

CR 

16  Aug 

68 

CR 

MIL-W.37958 

NOTICE  1 

CR 

19  Sep 

88 

CR 

85 

MIIW-13169B 

NOTICE  T 

CR 

19  Sep 

88 

CR 

85 

Ma-W-13154A 

NOTICE  1 

CR 

19  S.p 

88 

CR 

MII-W.T3241A 

CR 

19  Mo/  65 

CR 

MIL-W- 13075  (1) 

CR 

01  Apr 

64 

CR 

MII-W.13074A 

CR 

19  Mny  65 

CR 

UL  62-83 

YD 

06  No. 

87 

YD 

85 

MIL-W.82599 

NO  i  ICE  1 

OS 

07  S.p 

88 

os 

MIL-W.19150B 

OS 

11  F.b 

77 

OS 

MIL-W.3314A 

CR 

29  Mor 

6S 

CR 

85 

J.W.1177B 

SUPL  1 

/SH 

10  Jun 

88 

CR 

SH 

85 

J-W.1177/1A 

/SH 

27  S*p 

76 

CR 

SH 

85 

J-W-l  177/28 

/SH 

10  Jun 

88 

CR 

SH 

65 

J-W-l  177/38 

/SH 

lO  Jun 

88 

CR 

SH 

85 

J.W-1 177/48 

/SH 

10  Jun 

88 

CR 

SH 

85 

J-W-l  177/58 

/SH 

lO  Jun 

88 

CR 

SH 

85 

J-W-l  177/68 

/SH 

10  Jun 

88 

CR 

SH 

85 

J-W-l  177/7A 

/SH 

27  Stp 

76 

CR 

SH 

85 

J-W-l  177/8A 

/SH 

27  S.p 

76 

CR 

SH 

85 

J-W-l  177/188 

/SH 

10  Jun 

88 

CR 

SH 

85 

J-W-l  177/19A 

/SH 

27  Sep 

76 

CR 

SH 

85 

FSC  LISTING 


DOCUMENT 


FSC 

TITLE 

NUMBER 

PREP 

DATE 

6145 

Wir*.  Mogn«t,  Eltctrlcol,  Cbsi  155,  Typ«  DGV  Poty*tt«r>glaii‘{lb*r<ov«r«d, 

Round  USER-ME  CG  AS  MC  OS  REV-AR  Ml  ER  IS 

J-W-1 177/208 

/SH 

lo 

Jun 

88 

6145 

Wirt,  Mogntt,  EiKtricol,  Cloti  200,  Typt  Gk,  Gloii*fibtr<ovtrtd,tlikont 

Trtottd,  Round  USER-ME  CG  AS  MC  OS  REV-MI  AR  ER  IS 

J-W-1 177/218 

/SH 

10 

Jun 

88 

6V 

Wirt,  MogntI,  Elttlrlcol,  Clots  155,  Typt  Gv,  Glait*fibtr-<ovtrtd,  Rtclonguior 
•JSER-ME  CG  MC  AS  05  REV-AR  Ml  ER  IS 

J-W-1 177/228 

/SH 

10 

Jun 

88 

61  <5 

>  .  t,  Mogntt,  Eltctricol,  Cbii  200,  Typt  Gk,  Gloii-fibtr-<ovtrtd,silkont 

Trtottd,  Rtctongulor  USER-ME  CG  MC  AS  OS  REV-AR  Ml  ER  IS 

J-W-1 177/238 

/SH 

10 

Jun 

88 

6145 

Wirt,  Mogntt,  Eltctricol,  dost  180,  Typt  Dgh,  Polyttttr-gtoii-(ibtr<ovtrtd, 
Siliconttrtottd,  Round  USER-ME  MC  CG  AS  OS  REV-MI  AR  ER  IS 

J-W-1 177/248 

/SH 

10 

Jun 

S8 

6145 

Wirt,  Mogntt,  Eltctricol,  Ciotl  155,  Typt  OGV,  Polytittr-^ti-fibtr-covtrtd, 
Rtctongulor  USER-ME  MC  CG  AS  OS  REV-AR  Ml  ER  IS 

J-W-1 177/258 

/SH 

10 

Jun 

88 

6145 

Wirt,  Mogntt,  Ettctrlcol,  Clots  180,  Typt  DGH,  Polytittr-glett-fi'jtr-covtrtd, 
Rtctongulor  USER-ME  MC  CG  AS  REV-MI  AR 

J-W-1 177/268 

/SH 

10 

Jun 

88 

6145 

Wirt,  Mogntt,  hijctricol.  Clots  220,  Typt  M2DGGM, 

Polycvttr-glou-fibtr-covtrtd,  Rtcl  ingulor  USER-ME  CG  AS  MC  REV-AR  Ml 

J-W-1 177/278 

/SH 

10 

Jun 

88 

6145 

Wirt,  Mogntt,  Eltctricol,  Clots  130,  Typt  UN,  Polyurtthont-nylon-cooftd, 

Round  USER-ME  MC  AS  CG  REV-AR  Ml 

J-W-1 177/98 

/SH 

10 

Jun 

88 

6145 

Wirt,  Mogntt,  Eltctricol,  Clots  155,  Typt  1,  Polyttttr-coottd,  Round  USER-ME 

MC  CG  AS  OS  REV-AR  Ml  ER  IS 

J-W-1 177/108 

/SH 

10 

Jun 

88 

6145 

Wirt,  Mogntt,  Eltctricol,  Clots  155,  Typt  IN,  Polyttttr  Or  Pofyttttr-imidt 
Ovtrcoottd  With  Polyamidt.  Round  USER-ME  AS  MC  OS  CG  REV-AR  ER  Ml 

IS 

Wirt,  Mogntt,  Eltctricol,  Cloit  180,  Typt  H,  Polyttltr-imidt  Or 
Polyttltr-omidt-imidt-coottd,  Round  USER-ME  CG  AS  MC  OS  REV-AR  Ml 

ER  IS 

Wirt,  Mogntt,  Eltctricol,  Clots  200,  Typt  K,  Polyttttr,  Polyttttr-imidt  Or 
Polytiltr-omidt-imidt  Ovtrcoottd  With  Polyomldt-imidt,  Rtctongulor 

USER-ME  CG  AS  MC  OS  REV-AR  Ml  ER  IS 

J-W-1177/11B 

/SH 

10 

Jun 

88 

6145 

J-W-1 177/128 

/SH 

10 

Jun 

88 

6145 

J-W-1 177/138 

/SH 

10 

Jun 

88 

6145 

Wirt,  Mogntt,  Eltctricol,  Clou  200,  Typt  K,  Polyttttr,  Poltsttr-imidt  Or 
Polyttttr-omidt-imidt  Ovtrcoottd  With  Polyomidt-imidt,  Round  USER-ME  AS 
MC  CG  OS  REV-MI  AR  ER  IS 

J-W-1 177/148 

/SH 

10 

Jun 

88 

6145 

Wirt,  Mogntt,  Eltctricol,  Clou  220,  Typt  M,  Aromotic  Polyimidt  Coottd, 

Round  USER-ME  MC  CG  AS  OS  REV-AR  Ml  ER  IS 

J-W-1 177/158 

/SH 

10 

Jun 

88 

6145 

Wirt,  Mogntt,  Eltctricol,  Clou  105,  Typt  T,  Polyvinyl  Formol  Coottd, 

Rtctongulor  USER-ME  AS  MC  CG  OS  REV-AR  Ml  ER  IS 

J-W-1177/141 

/SH 

10 

Jun 

88 

6145 

Wirt,  Primtr,  Eltctrical  Vall<ht*d  Mar  B3  USER-MI  MC  REV-CR  IS . 

MIL-W-4388 

AR 

06 

Moy 

65 

1 

6145 

Wirt,  Rttittonct,  Enotntltd  Vo/fdoMd  Mor  S3  USER-AT  REV-MI  IS . 

MIL-W-14593A 

AR 

24 

Jun 

65 

6145 

Wirt,  Thtrmoceupit,  Idtntifieation  Marking  And  Color  Ceding  0<  Volidolad  Jut 

82  USER-AT  MC  AS  OS  REV-AR  Ml  11  IS 

MIL-STD-6e7A 

CR 

10 

Jul 

73 

6i45 

Wirt,  Thtrmoplostyic-intulottd,  And  Cobit  For  Tht  Trontmitiion  And 

Oittribution  Of  Eltctricol  Entrgy  *  17  Jul  73 

NEMAW  C5-73RB6 

”0 

10 

Nov 

87 

6145 

Wirt,  Tinntd  Soft  Or  Anntoltd  Copptr,  For  Eltctricol  Purpottt  •  28  Dtc  81 
USER-SH  REV.99  80 

ASTM  833-81 

YD 

16 

Aug 

85 

6145 

Wirt,  Tinntd  Soft  Or  Anntoltd  Copptr  For  Eltctrical  Purpottt  •  26  Dtc  1981 
USER-SH  REV-99  80 

ASTM  833-81 

YD 

16 

Aug 

85 

6145 

Wirt,  Tungsttn,  For  Eltctron  Dtvicts  &  lamps  •  30  Oct  81  Vo/idoMd  Oct  86 
REV-GL 

ASTM  F288-81 
NOTICE  2 

MR 

11 

Oct 

88 

6145 

Wirtt  &  Cobttt.thtrmo  Plostic  -  Insukittd,  Stondord  For  •  Ninth  Edition  -  Chg 
Notict  2  Dtd  15  Ftb  1987  REV-ME  99  IS 

UL  83-83 

NOTICE  2 

YD 

27 

Ftb 

84 

6145 

Wirtt  And  Coblt,  Cross  Linktd  Thtrmosftting  Polytthyltnt  Insufottd  Wirt  And 
Cobit  •  Mor  72  Validated  Apr  87 

NEMA  WC7-71 
NOTICE  1 

85 

27 

Apr 

87 

6150 

Bor.  Rod,  &  Shoptt,  Copptr  But,  Stondord  Sptcificolion  For  •  31  Jon  66 

USER-MC  SH  REV-80  GS 

ASTM  8187-86 

YD 

07 

j<.i 

86 

6150 

Bonding,  Eltctricol,  And  Lighting  Prottetion,  For  Aerotpoct  Sytftmt  USER-El 

ME  REV-MI  99  GS 

MIL-B-50S7B  (2) 

INT  AMD  3 

11 

24 

Dec 

84 

1 

6150 

But  Disconnect  Quick  Opening  Symbol  1484  Validated  Jan  86  REV-GS . 

MS-17831C 

NOTICE  1 

SH 

18 

Jur 

86 

6150 

Coble  And  Conduit  Assembly,  Eltctrico) . . . . . . . . . . . 

A-A-949A 

t 

22 

Apr 

81 

L 

6150 

Coblt  And  Plug  Assembly,  Exttrnol  Power  115-200  Voitt,  3  Phost.  Single  Point 
Refueling 

MS-24208D 

85 

28 

Jul 

86 

L 

6150 

Coblt  Assemblies,  Power,  Eltctricol,  For  Portobit  Pontiboords,  Otntrol 

Specification  For  REV-MC 

MIL-C-29184A 

YD 

03 

Dtc 

84 

L 

6150 

Coble  Asstmblits,  Power,  Eltctricol  (With  Grounding.  For  440-VOLT  Portobit 
Equipment.  Shipboard  Use)  Validated  Apr  82  USER-ME  OS  REV-GS 

MIL-C-I5987F 

SH 

26 

Jun 

72 

L 

6150 

Cobit  Asstmblits,  Power,  Eltctricol,  Fur  Portable  Pontiboords,  Typt  1,  Clots  1, 

350  Ampere  REV-MC 

MIL-C-29184/1A 

YD 

03 

Dtc 

84 

L 

6150 

Coble  Assemblies,  Power,  Electronic  Test  Equiptment,  10  Amps  Mox  REV-82 . 

MS-27603A 

11 

23 

Aug 

83 

6150 

Cobb  Assemyiej.  Pon«H>o9'd<,  ^yp*  7.  i. 

1(X)  Ampere 

MU*r.?91IU/2A 

YO 

03 

Dtc 

84 

Q 

6150 

Coble  Assemblies  And  AHochoblt  Plugs,  Exttrnol  Eltctrical  Power,  Aireroft 
Validated  Sep  85  USER-EL  YD  SH  REV-AR  99  11  ES  NS 

MIL-C-7974C  (1) 

SUPP  1A 

AS 

15 

May 

79 

L 

6150 

Coble  Asstmblits,  Power,  Eltctrical,  For  Portobit  Pontiboords,  Typt  2,  Clots  1, 

60  Ampere  REV-MC 

MIL-C-29184/3A 

YD 

03 

Doc 

84 

1 

i50 

Coblt  Assemblies,  Electric  Power,  Permanently  Wired,  Fo'  Portobit  Ground 

Support  Test  Equipment  Validated  Avg  85  REV-GS 

MS-90384D 

AS 

18 

Jul 

79 

L 

6150 

Coblt  AtstmUits,  Power,  Eltctricol,  For  Portobit  Pontiboords,  Typt  2,  Oost  1, 

30  Ampere 

MIL-C-29184/4A 

YD 

03 

Doc 

84 

6150 

Coble  Asstmblits,  Electric  Power,  For  Portobit  Ground  Support  ^estequipment 
Validated  Sep  85 

MS-2548C 

AS 

18 

Jul 

79 

i 

6150 

Coblt  Assemblies,  Power,  Eltctricol,  For  Portobit  Pontiboords,  Typt  2,  Ooss  1. 

MIL-C-29184/5A 

YD 

03 

Doc 

84 

20  Amptr*  REV>MC 


CUSTODIAN 
CR  SH  B5 
CR  SH  85 
CR  SH  85 
CR  SH  85 
CR  SH  85 
CR  SH  85 
CR  SH  85 
CR  SH  85 
CR  SH  85 
CR  SH  85 
CR  SH  85 

CR  SH  85 

CR  SH  85 

CR  SH  85 

CR  SH  85 

CR  SH  85 

AR  os  85 
AR 

CR  85 

CR  YD  S; 

CR  YD  85 
CR  YD  85 
MR 

CR  YD  85 
CR  85 

ME  YD  99 
AV  AS  11 
SH 

85 
YD 
EL  SH 
YD 

11 

YD 

AV  AS  85 
YD 
AS 
YD 
AS 
YD 


057 


FSC  LISTING 


DOCUMENT 


FSC 

TITIE 

NUMBER 

PREP 

DATE 

CUSTODIAN 

1 

Also 

Cabl«  AiStmblitt,  Power,  EltOrieol,  Por  Porloble  Ponelboardt,  Type  2,  Cion  2, 

MIL-C.29184/AA 

YD 

03  Dm 

84 

VD 

20  Ampere 

L 

Also 

Coble  Atiemblies,  Power,  Electrical,  For  Portoble  Ponelboardt.  Type  4,  Ciott  1, 

Mil  C-29184/7A 

YD 

03  Dm 

84 

YD 

100  Ampere,  Configurotion  1  PEV-MC 

L 

6150 

Coble  Attembliet,  Power,  Electncol,  For  Portoble  Ponelboardt,  Type  4,  Cfatt  1, 

MIL-C-29184/8A 

YD 

03  Dm 

84 

YD 

60  Ampere,  Configuration  1 

L 

Also 

Coble  Attembliet,  Power,  Eiectricol,  For  Portoble  Ponelboardt,  Type  4,  Cloti  1, 

MIL-C-29184/9A 

YD 

03  Dm 

84 

YD 

100  Ampere,  Configuration  2  REV-MC 

L 

Also 

Coble  Attembliet,  Power.  Eiectricol,  For  Portoble  Ponelboordt,  Type  4,  Oott  t. 

MIL-C-29184/10A 

YD 

03  Dm 

84 

YD 

60  Ampere,  Configurotion  2 

L 

Also 

Coble  Attembliet,  Power,  Electrical,  For  Portable  Ponelboardt,  Type  4,  Qou  1, 

M)IC.29184/11A 

YD 

03  Dtc 

84 

YD 

30  Ampere  REV-MC 

L 

Also 

Coble  Attembliet,  Power,  Eiectricol,  For  Portoble  Ponelboardt,  Type  4,  Clots  1, 

MIL-C-29184/12A 

YD 

03  Dae 

84 

YD 

20  Ampere 

L 

Also 

Coble  Attembliet,  Power,  Electrical,  For  Portoble  Porwlboordt,  Type  4,  Clots  2, 

MIL-C  29184/I3A 

YD 

03  Dm 

84 

YD 

20  Ampere  REV>MC 

L 

Also 

Coble  Attembliet,  Power,  Electrical.  For  Portoble  Pcnelboordit  Type  2,  Clots  2, 

Mtl-C-29184/14 

YD 

08  Nov 

84 

YD 

100  Ampere 

L 

Also 

Coble  Attembliet,  Power,  Electrical,  For  Portable  Ponelboordt,  Type  2,  Clots  1, 

MIL-C-29184/16 

YD 

08  Nov 

84 

YD 

40  Ampere 

L 

6150 

Coble  Assembly  (25  Ft)  Double  Pole  Grounded  15  Amp  -  125  Volt  A.c.  Sym 

MS-180A3B 

SH 

03  Jon 

77 

SH 

No.  2416  Votit/ot0<i  Jon  82 

Also 

Coble  Assembly  External  Electric  Power  Aircroft  115/200  Volt,  400  Hertz 

MS-90328F 

AS 

17  Apr 

81 

El  AS 

85 

USER-AT  MC  SH  REV-AV  W  11  GS 

L 

Also 

CobI*  Aiwmbly  W-1  Of  AN/AOS-13  VaMaltd  Mar  B\  REV-GS  . 

MIL-C-814A28  (1) 

AS 

12  Oct 

73 

AS 

Also 

Coble  Atiembly,  Power,  Electrical,  For  125  Volt,  250  Volt,  And  125/250  Volt, 

JC-17AF 

/ES 

23  Jon 

80 

CR  SH 

17 

SO-60  Hz,  Equipmtnt  Volidolad  Apr  B5  USER-CG  MC  REV-AS  8S  17  GS 

Also 

Coble  Assembly,  External  Power,  Aircroft  115/200  Volt,  4(X)  HZ  Power 

MIL-C-7974/2 

AS 

08  Stp 

78 

A'.  AS 

85 

Distribution  Flight  Line  (For  A/E  24A-166A)  Validated  Oc/  84  REV-11 

L 

Also 

Coble  Aitcmbly,  (Type  1),  Electronic  Test  Equipment,  (2  Poles,  3  Wires,  125 

MILC-28777/2B 

EC 

17  Jul 

85 

CR  EC 

99 

V^tt,  15  Amperes,  50  Or  60  Hertz),  Grounding  Plug  Connector  And  Tenninol 
Lugs  REV-AS  MC  85  1 1  GS  ES 

L 

Also 

Coble  Atiembly,  Power  Electrical,  Adopter  VaJidotod  Jon  84  USER-AT  REV-GS,. 

MII-C-5228A/14A 

ME 

10  Jon 

73 

ME 

Also 

Coble  Assembly,  Power,  Electrical  USER-AT  REV-99 . . . . . 

J.C.12708 

•ME 

OSOel 

73 

ME 

L 

Also 

Coble  Atiembly,  Power,  Electrical,  (With  Molded  On  Terminations)  REV-MI  OS 

MIL.C-5228AC  (1) 

ME 

30  Stp 

85 

ME 

Also 

Coble  Atiembly,  Electronic  Test  Equipment.  (3  Wires,  125  And  250  Vdfs  Ac 

MILC-28777A 

EC 

03  Apr 

78 

El  EC 

99 

And  28  Volts  Dc)  Grounding  Plug  Connector  Generol  Specificotion  For 
VolidaftdApr  84  REV-AS  MC  85  11 

SUP?  1A 

L 

Also 

Coble  Assembly,  Power  Eiectricol,  2  Conductor,  100  Ft.  long,  Ovol  Terminotiont 

MII-C-5328A/1B 

ME 

10  Jul 

78 

ME 

With  2  Pole  Connector  Plug  VaUdaiod  Jon  84  USER-AT 

L 

Al'O 

Coble  Assembly,  (Type  1)  Electronic  Test  Equipment,  (2  Poles,  3  Wires,  125 

MIL-C-28777/1C 

EC 

17  Jul 

85 

CR  EC 

99 

Volts,  15  Amperes,  50  Or  60  Hertz),  Grounding  Plug  Connector  And 

MIL-C-5015  Connector  With  Cable  Clomp  REV-MC  AS  11  85  GS  ES 

1 

Also 

Coble  Assembly,  Power  Eiectricol,  Adapter  Validated  Jan  84  USER-AT  REV-GS.. 

MIL-C.5228A/15A 

ME 

02  Aug 

73 

ME 

i 

Also 

Coble  Assembly,  (Type  1),  Electronic  Test  Equipment,  (2  Poles,  3  Wires, 

MILC-28777/3C 

EC 

17  Jul 

85 

CR  EC 

99 

Grounding,  125  Volts,  15  Amperes,  50  Or  60  Hertz),  Grounding  Plug 

Connector  And  90  Degree  Molded  MIL-C-5015  Connector  REV-AS  MC  85  11 

GS  ES 

L 

Also 

Coble  Assembly,  Power  Eiectricol  VoUdatwd  Jan  84  REV-GS . . . 

MIL-C-J228A/1A 

ME 

04  Moy 

70 

ME 

Also 

Coble  Assembly,  (Type  1),  Electronic  Test  Equipment,  (2  Poles,  3  Wires, 

MIL-C-28777/4C 

EC 

17  Jul 

85 

CR  EC 

99 

Grounding,  125  Volts,  15  Amperes,  50/60  Hertz),  Grounding  Plug  Connector 
And  Straight  Molded  MIl-C.5015  Connector  REV-A$  MC  11  85  GS  ES 

L 

Also 

Coble  Assembly,  Power  Eiectricol  Vafidatod  Jan  84  REV-GS . . . . . 

MII-W228A/17 

ME 

04  May 

70 

ME 

Also 

Coble  Assembly,  (Type  1),  Electronic  Test  Equipment,  (2  Poles,  3  Wires,  Ground, 

MII-C-28777/S8 

EC 

17  Jul 

85 

CR  EC 

99 

125  Volts,  15  Amperes,  50  Or  60  Hertz),  Grounding  Plug  Connecter  REV-AS 

MC  11  85  GS  ES 

L 

Also 

Coble  Assembly,  Power  Electrical  Vafidotod  Jan  84  REV-GS . . . . . 

MIL-C-5228A/18 

ME 

o 

s 

w 

o 

70 

ME 

Also 

Coble  Assembly,  (Type  li).  Electronic  Test  Equipment,  (2  Poles,  3  Wires, 

MIL-C-28777/AA 

EC 

17  Jul 

85 

CR  EC 

99 

Grounding,  125  Volts,  15  Amperes,  50  Or  60  Hertz),  Grounding  Plug 

Connector,  And  Left  Hond  Access  Molded  Type  li  Equipment  Connector 

REV-AS  MC  85  11  GS  ES 

L 

Also 

Coble  Assembly,  Power  Eiectricol  Volidatod  Jan  84  REV-GS . 

MIL.C-5228A/19 

ME 

04  Moy 

70 

ME 

Also 

Coble  Assembly,  (Type  li).  Electronic  Test  Equipment,  (2  Poles,  3  Wires, 

MILC-28777/7A 

EC 

17  Jul 

85 

CR  EC 

99 

Grounded,  125  Volts,  15  Amperes,  50  Or  60  Hertz),  Grounding  Plug 

Connector,  And  Right  Hand  Access  Molded  Type  li  Equipment  Connector 

REV-MC  AS  85  11  GS  ES 

1 

Also 

Coble  Assembly,  Power  Electrical  Votidatod  Jan  84  USER-AT  REV-GS . . 

MILC-5228A/20A 

ME 

02  Aug 

73 

ME 

Also 

Coble  Assembly,  (Type  ii),  Electronic  Test  Equipment,  (2  Poles,  3  Wires, 

MIIC-28777/8A 

EC 

17  lul 

85 

CR  EC 

99 

Grounded,  125  Volts,  15  Amperes,  50  Or  60  Hertz),  Grounding  Plug 

Connector,  And  Stroight  Molded  Type  M  Equipment  Connector  REV-MC  AS 

11  85  GS  ES 

L 

Also 

Coble  Assembly,  Power,  Electrical,  Adopter  VaUdafad  Jon  84  REV-GS..... . 

MIL-C-522eA/21 

ME 

o 

o 

-< 

70 

ME 

Also 

Coble  Assembly,  (Type  li).  Electronic  Test  Equipment,  (2  Poles,  3  Wires, 

MIL-C-2B777/9A 

EC 

17  Jul 

85 

CR  EC 

99 

Grounded,  250  Volts,  15  Amperes,  50  Or  60  Hertz),  Grounding  Plug 

Connector,  And  Left  Hand  Access  Molded  Type  li  Equipment  Connector 

REV-AS  MC  85  11  GS  ES 

L 

Also 

Coble  AssemUy,  Power  Eiectricol,  Adopter  Volidatad  .‘w  84  REV-CS  ................ 

MII-C-5228A/22 

ME 

04  May 

70 

ME 

Also 

Coble  Assembly,  (Type  li).  Electronic  Test  Equipment,  (2  Poles,  3  Wires, 

MIL-C-28777/10A 

EC 

17  Jul 

85 

CR  EC 

99 

Grounded,  250  Volts,  15  Amperes,  50  Or  60  Hertz),  Grounding  Plug 

Connector,  And  Right  Hand  Access  Molded  Type  li  Equipment  Connector 

REV-MC  AS  85  11  GS  ES 

L 

Also 

Coble  Assembly,  Power  Eiectricol,  Adapter  Validattd  Jon  84  USER-AT  REV-GS.. 

MIL-C-S228A/23A 

ME 

02  Aug 

73 

ME 

656 
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6150 

Coble  Assembly,  (Type  li),  Electronic  Test  Equipment,  (2  Poles,  3  Wtres, 

CroundecI,  250  Volts,  15  Amperes,  50  Or  60  Hertz),  Grounding  Plug 

Connector,  And  Straight  Molded  Type  li  Equipment  Connector  REV-MC  AS 

85  11  GS  ES 

MILC-28777/11A 

EC 

17  Jul 

85 

L 

6150 

Coble  Assembly,  Power  Electrical,  Adapter  Validated  Jan  84  USER-AT  REV-GS  . 

MII.-C-52286/2dA 

ME 

02  Aug 

73 

6150 

Coble  Assembly,  (Type  11),  Electronic  Test  Equipment,  (2  Poles,  3  Wires, 

Grounded,  125  Volts,  13  Amperes,  50  Or  60  Hertz),  Grounding  Plug 

Connector,  And  Type  1  Equipment  Connector  (This  Specificotion  Inochve  For 

New  Design  After  17  July  1985)  REV*ES 

MILC.28777/12A 

EC 

17  Jul 

85 

L 

6150 

Coble  Assembly,  Power  ElectrIcol,  Adopter  Validated  Jan  84  USER-Al  REV«GS. 

MIL-C-52286/25A 

ME 

02  Aug 

73 

6150 

Coble  Assembly,  (Type  1),  Electronic  Test  Equipment,  (2  Poles,  3  Wires, 

Grounded,  250  Volts,  13  Amperes,  50  Or  60  Hertz),  Grounding  Plug 

Connector,  And  Type  1  Equipment  Connector  REV-MC  AS  85  11  GS 

MIL-C.28777/13A 

EC 

17  Jul 

85 

L 

6150 

Coble  Assembly,  Power  Electrical,  Adopter  Validated  Jan  84  USER-AT  REV-GS.. 

MII-C-522B6/26A 

ME 

02  Aug 

73 

6150 

Coble  Assembly,  (Type  1),  Electronic  Test  Equipment,  (3  Wires,  7  Prongs,  28 

VoUc  Dc),  Type  1  Plug  Connector  And  Equipment  Connector  Validated  Apr  84 
REV-MC  AS  85  1 1  GS 

Mll-C-28777/14 

EC 

03  Apr 

78 

L 

6150 

Coble  Assembly,  Power  Electrical,  4  Conductor,  One  End  With  Wotertight  Moie 
Plug  Connector,  Other  End  With  Wotertight  Femole  Plug  Connector  & 

Wotertight  Mole  Dummy  Plug  Connector  Validated  Jan  84  REV-GS 

MIL-C-52286/27 

ME 

04  Moy 

70 

6150 

Coble  Assembly,  (Type  1),  Electronic  Test  Equipment,  (3  Wires,  125  Volts,  4(X) 
Hertz,  1  Phase),  Grounding  Connector  Adopter  Validated  Apr  84  REV-MC 

AS  11  85  GS 

MIL-C-28777/15 

EC 

03  Apr 

78 

L 

6150 

Coble  Assembly,  Power  Electrical  Validated  Jon  84  USER-AT  REV-GS . . 

MIL-C-522S6/28A 

ME 

02  Aug 

73 

1 

6150 

Cable  Assembly.  Power  Electrical,  2  Conductor,  20  Ft  long.  Oval  Terminations, 
With  Three  •  Two  Pole  Connectors  Validated  Jan  84  USER-AT  REV-GS 

MIL-C-S2286/28 

ME 

10  Jul 

78 

L 

6150 

Coble  Assembly,  Power  Electricol,  Light  Extension  Validated  Jan  84  USER-AT 
REV-GS 

MII-C-52286/3B 

ME 

10  Jul 

78 

L 

6150 

Coble  Assembly,  Power  Electrical  Validated  Jan  84  REV-GS . 

MIL-C-522e6/4 

ME 

04  *:  jy 

70 

1 

6150 

Coble  Assembly,  Power  Electricol  Validated  Jan  84  REV-GS . 

Mll-C-52286/5 

ME 

04  May 

70 

L 

6150 

Coble  Assembly,  Power  Electricol  Validated  Jan  84  REV-GS . 

MII.C-52286/6 

ME 

04  May 

70 

6150 

Coble  Assembly,  Externol  Electric  Power,  Aircroft,  28  Volt  Dc,  Jet  Storting 
Validated  Oct  84  USER-AT  MC  REV-AV  1 1 

MS25019G 

AS 

31  Aug 

78 

L 

6150 

Coble  Assembly,  Power  Electrical  Validated  Jon  84  REV-GS . 

MIL-C-52286/7A 

ME 

04  Aug 

72 

L 

6150 

Coble  Assembly,  Power  Electiicoi  Validated  Jan  84  REV-GS . . . 

MIIC-522S6/8 

ME 

04  Moy 

70 

L 

6150 

Coble  Assembly,  Power  Electricol  Validated  Jan  84  USER-AT  REV-GS . 

MIL-C-522B6/9A 

ME 

10  Jon 

73 

1 

6150 

Coble  Assembly,  Power  Elr'ctricol  Validated  Jan  84  USER-AT  REV-GS . 

MII-C-52286/10A 

ME 

10  Jon 

73 

L 

6150 

Coble  Assembly,  Power  Eltetncol  Validc,ed  Jan  84  REV-GS . 

Mll-C-52286/11 

ME 

04  Moy 

70 

1 

6150 

Coble  AssemUy,  Power  Electricol  Validated  Jan  84  USER-AT  REV-GS  . 

MII-C-52286/12A 

ME 

10  Jon 

73 

L 

6150 

Coble  Assembly,  Power  Electricol,  Adopter  Validated  Jan  84  REV-GS . 

MIL.C-522t;6/15 

ME 

04  Moy 

70 

6150 

Connector  Systems.  Separable  Insuloted,  For  Power  Distribution  Systems  Above 
600V(22  Mor  85) 

IEEE  386-86 

VD 

23  Nov 

87 

6150 

Connectors  And  Assensbltes,  Electricol,  Aircroft  Grounding*  Type  IV  Jumper 

Coble  Assembly,  leod.  Electrical  USER-MC  REV-ME  AR  CR  Ml  85  99  18  82 

90  ES  GS 

Mll-C-834'.3/8 

AS 

12  Ocl 

83 

6150 

Drive  Accessory,  8  000  8C  Round.  QAD,  Design  Stondord  For  •  1  Oct  69  . 

SAE  AS970A-69 

AS 

01  Nov 

85 

6150 

Drive  Accessory,  10,000  BC  Round,  QAD,  Design  Standard  For  -  1  Oct  69  .. 

SAE  AS971A.69 

AS 

01  Nov 

85 

L 

6150 

Drive  Pod  For  Aircroft  Electric  Equipment,  Circular,  5-,  6  ,  And  10-INCH 

Validated  Dec  87  REV-GS 

MS-18054B 

NOTICE  1 

AS 

31  Dec 

87 

6150 

Drives  &  Flonges,  Accessory,  Spline  Oetoils .  . . . . . . 

SAE  AS972B-77 

AS 

01  Nov 

85 

0  1 

6150 

Electric  Devices,  Simple,  General  Specification  ror  Validated  Nav  87  REV-OS  .. 

MIL-E-81099A 
NOTICE  1 

AS 

20  Nov 

87 

6150 

Electrical  Distribution  Assemblies  For  Tent,  Exiendoble,  Modular,  Personnel 
(Temper)  REV-82  GS 

Mll-E-44258 

GL 

17  Nov 

87 

6150 

Jumper  AssembI/.  Electric,  Bonding  And  Current  Return  USER-ME  REV-MI  AV 

99  GS 

MS-25083K 

AS 

08  Moy 

80 

6150 

Lead,  Electrical,  Arc  Welding  REV-El  CR  £R  80  GS  . 

MIL-L-741D 

YD 

10  Aug 

84 

L 

6150 

Mounting  Flonges  For  Aircrof*  Electric  Equipment,  CIrculor,  5-,  8-,  And  10-iNCH 
Vntidated  Dec  87  REY-G5 

MS-1B056E 

NOTICE  1 

AS 

31  Dec 

87 

L 

*150 

Operoting  Wrench,  Bus  Disconnect  Symbol  1485  Va'idated  Jun  86  REV-GS  .... 

MS-’7832A 

NOTICE  1 

SH 

18  Jun 

86 

6150 

Pipe  &  Tube,  Scomless  Copper  Bus  •  30  Nov  84  USER-MC  REV-AR  Mt  ME  OS 

ASTM  8188-848 

MR 

22  Aug 

85 

L 

6150 

Plug,  Grounded  For  Submarine  Searchlights  Validated  Jan  86  REV-GS  . 

MS -17402 

NOTICE  1 

SH 

02  Jun 

86 

L 

6150 

Power  Coble  Assemblies  SEV-GS  . . . .  . 

MIL-5TD-1653A 

AS 

12  Mor 

80 

L 

6150 

Reel,  Automotic  Take  up,  Extension  Coble,  24<VOLT,  0.  C.  Validated  Jan  87 
REVGS 

MII-R-10985A 

AR 

15  Oct 

56 

6150 

Service  Entrcnsce  Coble  ..  .  . . . .  .... .. 

UL  854-8'/ 

YD 

27  Aug 

87 

L 

6150 

Wiring  &  Wiring  Devices  For  Cornbot  &  Toctical  Vehicles,  Sokvtion  8 
instoiiotion 

MIL-STO-339 

AT 

07  Dec 

87 

L 

oi50 

W,ring  rtornessSexTernoi  Power,  i  )5  voti  Ac,  Singly  Pnose  \  Supersedes  usot 

Dwg  5086836) 

mS  24i22C 

oT 

25  jui 

oo 

L 

62GP 

Lighting  On  Novo)  Ships  (Metric) . . . 

OOD-HDBK  289 

SH 

26  Nov 

86 

L 

6210 

Adopter  AssemUy,  Glide  Angle  Light  To  Stoke  Or  Cone  REV-CS  . 

MII-A-52019B 

ME 

22  Sep 

81 

1 

6210 

Adopter,  Mounting,  indicotor  Light  Validated  Apr  64  USER-ME  REV-GS  . 

M;l.A-3661/49 

EC 

27  Jun 

66 

Q 

6210 

Bose  And  Accessories,  Airport  Morker  Lights  Generol  Specificotion  For  (Asg) 
REV-YD  GS 

Mll-8-89548  (1) 

82 

04  Aug 

78 

6210 

Bose  Plote  Assembly,  Runwoy  Morker  lomp  Validated  Mar  85  REV-VO  GS.  . 

MS.2434SG 

82 

30  Sep 

70 

6210 

Bose,  Airpo'f  Marker  Light  Validated  Jut  63  REV-YD  82  GS . 

MS.24526D 

82 

20  Moy 

65 

6210 

Clomp  Assembly  •  Medium  Intensity  Runwoy  Light  Validated  Avg  83  REV  GS  .. 

MS  270378 

NOTICE  1 

82 

10  Sep 

88 

6210 

Clomp,  Coble,  Aviation  Ground  Lights  REV-YD  GS . 

MS  178158 

82 

17  Jun 

S3 

6210 

Coupling,  Frongible,  Aviation  Ground  Lights  Validated  Aag  84  REV-GS . . . 

MS-17814C 

82 

09  Jun 

72 

CUSTODIAN 


CR  EC  99 


ME 

CR  EC  99 


ME 

EL  EC  99 


ME 

EL  EC  99 


ME 


EL  EC  99 


ME 

ME 

ME 

ME 

ME 

ME 

CR  AS  85 

ME 

ME 

ME 

ME 

ME 

ME 

ME 

ME  YD 
AV  AS  11 


AS 

AS 

AS 


AS 

OL  99 

CR  AS  11 

me  yd  99 
AS 

SH 

MR  YD 
SH 

AS 

AR 

me  yd  99 
AT 

85 

SH 

Me 

EC 

AS  99 

AS 
AS 
AS 

AS 
AS 
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6210 

Cover,  Drum&type  Rotating  Beocon,  24&  Inch  Validated  Jun  85  REV*OS . 

AN2578 

REV  1 

82 

15  Feb  57 

AS 

6210 

Filter,  Morker  Light,  Airport  Runway,  Gloss  Validated  Jul  84  REV'GS . 

MS-24S02E 

82 

15  Feb  50 

AS 

6210 

Filter,  Morker  light,  Airport  Approach,  Gloss  Validated  Jul  64  REV-GS . 

MS-244890 

82 

15  Feb  60 

AS 

6210 

Fixture  Lighting  (Fluorescent  Industrial)  USER'ME  REV-ME  99 . 

A-A-1S34A 

X 

23  Feb  82 

ME 

L 

62)0 

Fixture,  Incandescent,  General  lighting,  For  Psychiatric  Wards,  100-WATTS, 

120  Volts  Symbol  137  REV-GS 

MIL-F-)6377/30A 

SH 

09  Mo/  83 

SH 

L 

62 1C 

Fixture,  Incondescent,  Generol  lighting,  200  Walts,  115  Volts,  Wotertight. 

Symbols  57,  69  And  103  REV  GS 

MIL-F.)6377/23A 

SH 

09  Mo/  S3 

SH 

L 

6210 

Fixture,  Incandescent,  Generol  Lighting,  100  Watts,  120  Volts.  Symbols  89  And 

90  2  REVGS 

MII-F-16377/21A 

SH 

11  Apr  83 

SH 

L 

6210 

Fixture.  Light,  Filter,  Plastic,  Tubulor  Shoped  For  Fluorescent  Lomps . 

MIL-F  16377/42A  (1) 

SH 

30  Jon  86 

SH 

L 

6210 

Fixture,  Light,  Incandescent,  Detoil  Lighting  For  Bow  And  Hull  Numerols, 

Wotertight,  100  Watts,  120  Volts  Symbol  304  REV-GS 

MIL  F  16377/38A 

SH 

09  May  83 

SH 

L 

6210 

fixture.  Light,  incondescent.  Detoil  Ligting  For  Use  With  Sightglosses,  6  Wotts, 

120  Volts,  Watertight,  Symbols  136,1  And  156  REV-GS 

MIL  F-16377/33A 

SH 

09  May  83 

SH 

L 

6210 

Fixture,  Light,  incondescent,  Detoil  Lighting  For  Gyro  Compass  For  Submorines, 
Pressureproof,  15  WoMs,  120  Volts,  Symbol  335  Validated  May  83  REV-GS 

MILF-16377/.34 

SH 

30  Nov  70 

SH 

L 

6210 

Fixture,  Light,  Incondescent,  Detail  Lighting  for  Smoll  Boots,  3  Condlepower,  12 

To  16  Or  24  To  28  Volts.  Sploshproof,  Symbol  310  Validated  May  83 

REV  GS 

Mll-F-)6377/3S 

SH 

30  Nov  70 

SH 

L 

6210 

Fixture,  Light,  Incondescent,  Generol  Lighting,  21  Condlepower  Validated  May 

83  REV  GS 

MIL-F-)6377/36 

SH 

30  Nov  70 

SH 

L 

6210 

6210 

Fixture,  Light,  Fluorescent,  Detail  Lighting  For  Step  llluminotion,  8  Watts,  115 

Volts,  60  Hertz,  Wotertight,  Symbol  353  REV-GS 

Fi'ture.  Lighting  (Fluorescent  Surface  Mounted)  . . . 

MILF.16377/59A 

A-A  1535 

SH 

t 

09  May  83 

28  Jul  81 

SH 

6210 

Fixture,  Lighting,  High  Intensity  Dischorg  (2N0  Ed  Chg  4  22  Aug  86)  25  Feb  85 
REV-SH  82  GS 

UL  1572-84 

CHG  NTC  4 

YD 

25  Feb  85 

ME  YD 

6210 

Fixture,  Lighting  (Fluorescent  Lamp,  industrial)  Validated  Apr  84  REV-YD  GS  .... 

W-F-)234A 

*ME 

02  Oct  73 

ME 

L 

6210 

Fixture,  Lighting,  Fluorescent,  Detail  Lighting  For  Mirrors  30  Watts,  120  Volts, 

60  Hertz,  Dripproof,  Symbols  351,  351.1,  352  &  352.1  REV-GS 

M)l-F-163777  58B 

SH 

11  Apr  83 

SH 

6210 

Fixture,  Lighting  (Fluorescent,  Alternating-current,  Recessed  And  Surfoce  Ceiling) 
Validated  Apr  84  REV-GS 

W  F-1662A 

INT  AMO  (2) 

•ME 

01  Jul  74 

ME 

6210 

6210 

Fixture,  Lighting,  Incandescent,  General  Lighting,  Decorative,  150  Watt),  120 

Volts,  Dripproof  15  Deg  ,  Symbol  67 

Fixture,  Lighting  (Fluorescent,  Alternating  Current,  Pendant  Mountirtg)  REV-YD.... 

MIL-F-16377/64 

W-F-414E 

INT  AMD  (1) 

SH 

t 

14  Moy  82 

09  Feb  73 

SH 

6210 

Fixture,  Lighting,  Fluorescent,  Generol  lighting,  30  Wotts,  120  Volts,  60  Hertz, 
Wotertight,  Symbols  81.1,  345  2  &  345.3 

MIL-F.16377/65 

SH 

14  May  82 

SH 

62)0 

Fixture,  lighting,  Fluorescent,  General  lightu'g,  45  Watts,  120  Vdts,  60  Hertz, 
Watertight,  Symbols  82,  82.1,  343.1  &  343.2 

Mll-F.16377/,6 

SH 

14  Moy  82 

SH 

6210 

Fixture,  Lighting,  Window  Assemblies,  Cleor  White  Shielded,  To  Be  Used  For 
Replocement  Ports  Only 

Mll-F-16377/67 

SH 

14  Moy  82 

SH 

6210 

Fixture,  Lighting,  Fluorescent,  Det'  il  lighting  For  /Airrors  For  Smolt  Boots  8 

Watts,  120  Volts,  60  Hertz,  Totally  Enclosed,  Symbol  354 

Mll-F.)6377/7) 

SH 

14  May  82 

SH 

L 

6210 

Fixture,  Lighting,  IncondeKent,  Detail  Lighting  Mine.'weeper  Bunks,  15  Watts, 

120  Volts,  Nonmagnetic,  Symbols  5  1  &  8.1  REV-GS 

MII-F-)6377/37A 

SH 

09  Moy  83 

SH 

L 

6210 

Fixture,  Lighting.  Incandescent,  Detail  lighting  For  Ammunition  Hoist,  50  Wotts, 

120  Volts,  Wotertight,  Symbol  23.1 

MILF-)6377/28A 

SH 

11  Apr  83 

SH 

L 

6210 

fixture,  lighting,  'ncondeKent,  Detoll  Lighting  For  Boiler  Outer  Cosing  1(X) 

Wotts,  120  Volts,  Wotertight,  Symbol  159.1 

MIL  F-16377/29A 

SH 

1 1  Apr  83 

SH 

L 

6210 

Fixture,  Lighting,  Incandescent,  General  lighting  100  Wotts,  120  Volts, 

Dripproof  15  Degrees,  Symbols  89  &  90.2  REV-GS 

MIL-F-16377G  (1) 

SUPP  2 

SH 

24  Dec  81 

SH 

1 

6210 

Fixture,  Lighting,  Incandescent,  Detail  Lighting  For  Motors  fl  Generolors  ^ 

Watts,  120  Volts,  Symbol  126.3  REV-GS 

MII-F.16377/1B 

SH 

29  Jul  8) 

SH 

1 

6210 

Fixture,  Lighting,  Fluorescent,  Detail  lighting  For  Woter  Gages  6  Wotts,  120 

Volts,  60  Hertz,  Symbols  152  And  154 

MIL-F-16377/2A 

SH 

29  Jul  81 

SH 

L 

6210 

Fixture,  Lighting  Fluorescent,  Detoil  Lighting  For  Woter  Gages  8  Wotts,  120 

Volts,  60  Hertz,  Symbols  151  &  153 

MllF-)6377/3A 

SH 

29  Jul  81 

SH 

1 

6210 

Fixture,  Lighting,  Incondescent,  General  Lighting,  110  Wotts,  120  Volts, 

Watertight  Symbols  112,  113  &  113.1 

MII  F.16377-'26A  (1) 

SH 

17  Jul  86 

SH 

t 

62)0 

Fixture,  Lighting,  Shockmounts,  For  Lighting  Fixtu.'es . 

M11-F.16377/41A 

SH 

11  Apr  83 

SH 

L 

6210 

Fixture,  Lighting,  incandescent.  General  lighting  50  Wotts,  120  Volts,  Dripproof 

15  Oegrues,  Symbols  64.1  &  65 

M1L-F.16377/20A  (1) 

SH 

06  May  85 

SH 

1 

6210 

Fixtu’e,  lighting,  .fluorescent,  Generol  Lighting,  Directional  16  Watts,  120  V^ts, 

60  Hertz,  Wote-iighl,  Symboyi  149.4  And  149.5 

MIL  F-16377/6A  (1) 

SH 

30  Jon  86 

SH 

L 

6210 

Fixture,  Lighting,  Fluorescent,  Ger.era)  Lighting,  16  Watts,  120  Volts,  60  Hertz, 
Wotertight,  Symbols  70.3,  70.4,  78.2,  336  &  336.1 

Mll-F-)6377/7A 

SH 

29  Jul  81 

SH 

L 

6210 

Fixture,  Lighting,  Fluorescent,  Gene.*:'  lif^hting  20  Wotts.  120  Volts.  60  Hertz. 
WulcHignl.  oymcoiN  331. i,  331  2.  347.2  And  347  3 

MIL  F-16377/8A 

SH 

29  Jul  81 

SH 

1 

6210 

Fixture,  Li^jhting,  Fluorescent,  Generol  lighting  24  Watts.  120  Volts.  60  Hertz, 
Watertight,  Symbols  73.3,  73.4,  346.2  &  346.3 

MIL.F-16377/9A 

SH 

29  Jul  81 

SH 

1 

6210 

Fixture,  Lighting,  Fluorescent,  Generol  Ughtino,  Oi'SCtionol  32  Wotts,  120  V^ts, 

60  Hertz,  Watertight,  Symbols  145.4  And  145.5 

MIL-F-16377/)0A  (1) 

SH 

30  Jon  86 

SH 

L 

6210 

F'xtu*9,  Lighting.  Fluorescent,  Generol  Lighting.  eO  Wotts,  120  Volts,  60  Hertz, 
WL^tertighl,  Symbols  77.4,  77.5,  3e1.2  &  '■W  3 

MII.F-16377/11A 

SH 

}  Mor  82 

SH 

L 

6210 

Fixture,  Lighting,  F'v''rescent,  Generol  lightlig,  60  Wotts,  120  Volts,  60  Hertz, 
Wolertiffht  Syn  oois  333.1,  333.2,  341.1,  341.2,  342.2  &  3e2.3 

Mil-F  16377/12A 

SH 

18  Mor  82 

SH 

L 

6210 

Fixture.  Lighting,  Fluorescent,  Generol  Lighting,  180  Writ’s  120  Volts,  60  Hertz, 
Dripproof,  Symbols  74,  74.1.  75  &  75.1 

MII-F-16377/13A  (1) 

SH 

30  Jon  86 

SH 

L 

6210 

rixture.  Lighting,  Fluorescent,  Generol  Lighting,  8  Wotts,  120  Volts,  60  Hertz. 
Wotertight,  Sy.-ttbols  79.1,  79.2,  80.1  &  80.2 

MILf-16377')4A 

SH 

18  Mor  82 

SH 

660 
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L 

6210 

Fixture,  Lighting,  Incandescent,  General  Lighting  200  Watts,  115  Volts, 

Dripproof  15  Degrees,  Symbol  94.1  REV-GS 

M11-F.16377/22A 

SH 

1 1  Apr 

83 

L 

6210 

Fixture,  Lighting,  Fluorescent,  Generol  Lighting.  15  Watts,  120  VoMs,  60  Hertx, 
Watertight,  Symbols  338.1,  338  2,  339.1  &  339.2 

MIL-F-16377/5A 

SH 

29  Jut 

81 

L 

6210 

Fixture,  Lighting,  Fluorescer*,  Detoil  Lighting  For  Mirrors  15  Watts,  120  Volts, 

60  Hertz,  Symbols  337  &  340 

MIIF-16377/18‘. 

SH 

18  Mar 

82 

L 

6210 

Fixture,  Lighting,  Incondescen),  Detoil  Li^^hting  For  Spot  lllummotion  6-25  Wotts, 

120  V,  Totolly  Enclosed,  Symbof  147.2  REV-GS 

M11-F-16377/3U 

SH 

09  Mo/  83 

1 

6210 

Fixture,  Lighting,  incandescent.  Detail  Lighting  For  Woter  Gauges,  15  Or  25 

Wotts,  120  Volts,  Symbo!  134  1 

MII-F-16377/32A 

SH 

11  Apr 

83 

L 

6210 

Fixture,  Lighting,  Incondescent,  Generol  Ligntmg  110  Watts,  120  Volts, 
Explosicnproof,  Symbols  48.2  &  68.2  REV-GS 

MII.F-16377/25A  (1) 

SH 

04  Aug 

86 

6210 

Fixtures,  Fluorescent  Lighting,  Stondord  For  •  Second  Edition  •  22  Nov  82  (Chg 
Notice  Dtd  30  May  86)  REV-SH  64  GS 

UL  1570-82 

CHG  NOTICE  1 

YD 

18  Jon 

85 

L 

6210 

Fixtures,  incondescent,  Generol  lighting,  330  Watts,  120  Volts,  Symbol  66.2 
(Inoctive)  REV-GS 

MIL-F-16377/24 

SH 

30  Nov 

70 

6210 

Fixtures,  Incondescent  Lighting,  Stondord  For  -  7  Feb  84  -  Second  Edition  *  Chg 
Notice  2  Dtd  30  May  86  REV-SH  82  GS 

Ul  1571.84 

CHG  NOTICE  2 

YD 

18  Jon 

85 

L 

6210 

Fixtures,  Lighting;  incandescent,  Generol  Ligating  50  Wotts,  120  Volts, 

Watertight,  Symbols  92.2  And  93.2  REV-GS 

MII.F-16377/27B 

SH 

07  Ocl 

88 

L 

6210 

Fixtures,  Lighting;  Fluorescent,  General  Lighting,  60.  80  And  120  Wotts,  120 

Volts,  60  He'tz,  Dripproof,  Symbols  346,  349  And  350  REV-GS 

MII-F.16377/57A 

SH 

09  May 

83 

6210 

Globe  JL  Morker  Lomo  REV- 11  GS . . . . . 

AN2541 

REV  3 

82 

26  Apr 

88 

6210 

Lompholder,  (Electromognetic  Interference  Type)  Dustlight  Lens,  Style  LC26 
Votidateu  Apr  87  USER-ME  MC  REV-AS  GS 

MII.I-3661/26A 

EC 

09  Jun 

69 

6210 

Lompholder,  (Electromagnetic  Interference  Type)  Custtlght  Lens,  Style  LC27 
Validated  Apr  87  USER-ME  MC  REV-AS  GS 

M1L-L-3661/27A 

EC 

09  Jun 

69 

6210 

Lompholder,  (Electromagnetic  Interference  Type)  Dustlight  Lenses,  Style  IC28 
Validated  Apr  83  USER-ME  MC  REV-AS  GS 

MII.I-3661/28A 

EC 

15  Sep 

69 

6210 

Lampholder,  (Flot)  (Electromagnetic  Interference  Type)  Dustlight  Lens,  Style 

LC25  Validated  Apr  81  USER-ME  MC  REV-AS  11  GS 

MtL-L-3661/25A 

EC 

09  Jun 

69 

6210 

lompholder,  (Plostic  Plofe  Lighting  Ponel)  Dustlight  Lens,  Style  IC34  Validated 

Apr  87  USER-ME  MC  REV-AR  Ml  AS  11  GS 

MtL-l-3661/34B 

EC 

09  Jun 

69 

6210 

Lampholder,  Dustlight  Lens,  Style  LC29  Validated  Apr  82  USER-ME  MC  REV  AS 
GS 

Lompholder,  Dustlight  Housing,  Style  IH92  Validated  Apr  87  USER-ME  MC 

REV-MI  AS  GS 

Mil  1.3661/29A 

EC 

07  Jun 

69 

6210 

Mlll.366;/51 

EC 

09  Jun 

69 

6210 

Lampholder,  Dustlight  Lenses,  Style  LC13  Validated  Apr  63  USER-ME  MC 

REV  AR  Ml  AS  GS 

Mil  1-3661/136 

EC 

15  Sep 

7 

6210 

Lompholdt  ,  Housing,  indicotor  Light,  Style  LH73  Validated  Apr  87  USER-ME 

MC  REV-AR  Ml  EA  AS  GS 

MIII-366  K5B 

EC 

09  Jun 

69 

6210 

Lomoholder,  Housing,  Indicotor  light.  Style  LH80  Validated  Apr  87  USER-ME 

MC  REV-AS  n  GS 

Mil  1-3661 /38a 

EC 

o 

> 

c 

68 

6210 

Lampholder,  Housing,  Indicator  Light,  2  Lomp,  Style  IH87  Validated  May  85 
USER-ME  MC  REV-AS  11  GS 

Mil  1-3661/-45 

EC 

27  Mor 

67 

6210 

Lompholder,  Housing,  Indicotor  Light,  Watertight.  Style  LH88  Validated  May  85 
USER-ME  MC  REV-MI  AS  11  GS 

Mll-L-3661/46 

EC 

27  Mor 

67 

621P 

lampholder.  Housing,  Indicotor  Light,  Woterlight,  Style  LH89  Validated  May  85 
USER-ME  MC  REV-AR  Ml  AS  11  GS 

MIL-l-3661/47 

EC 

27  Mar 

67 

6210 

lompholdt^  Housing,  Indicotor  Light,  Style  LH90  Validated  Apr  $t  USER-ME 

MC  rev-mi  AS  11  GS 

MIL  13661/488 

EC 

17  Sep 

73 

6210 

Lampholder,  Housing,  Ind.cotor  Light,  Style  IH74  Validated  Apr  87  USER-ME 

MC  REV  AR  Ml  AS  GS 

Mil  1-3661/6B 

EC 

09  Jun 

69 

6210 

bompholder.  Housing,  Indicator  light.  Style  IH76  Validated  May  85  USER  ME 

MC  REV-AR  Ml  EA  AS  GS 

MIL  1-3661/8A 

EC 

27  Mor 

67 

6210 

Lompholder,  Housing,  Indicator  light.  Style  LH77  Validated  May  65  USER  Me 

MC  REV  AR  Ml  AS  11  GS 

MtLL3661/9A 

EC 

27  Mor 

67 

6210 

Lompholder,  Mousing,  Indicolor  Light,  Style  LH79  Validated  May  65  USER  ME 

MC  REV-AS  11  GS 

Mll-L  3661 MOA 

EC 

27  Mor 

67 

6210 

Lompholder,  Housings,  Dripproof  Style  LH50  Validated^  '  87  USER-ME  MC 

REV  AS  05 

MIL  1-3661/28 

EC 

13  Ok 

68 

6210 

Lompholder,  Indicotor  lights,  Indicotor  Light  Housings  &  Indicotor  Light  lenses 
Indicotor  lights,  2  Lomp,  Disploy  Type,  Style  LHC81  Validated  Ap‘  81 

USER  ME  MC  AS  REV-ll  GS 

Mill  3661 /39C 

EC 

15  Feb 

73 

6210 

Lompholder,  Indicotor  Light  (Non  Removoble)  Style  IH83  (Electromognetic 
Interference  And  Non  Electromagnetic  Types)  Validated  Apr  83  USER-ME  MC 
REV-AS  GS 

MILL-3661/41B 

EC 

14  Jut 

69 

6210 

Lompholder,  Indicotor  Light,  Dripproof,  Style  LC20  Validated  Apr  84  U$ER-AT 

Me  MC  C3  RtV  M!  AS  GS 

mill-3661  '20B 

EC 

17  Feb 

72 

6210 

Lampholder,  indicator  Light,  Style  LC24,  Cofivex,  Semi  Blockovt,  Dripproof, 
Mechonicol  Dimmer  Validated  Apr  84  USER-AT  ME  MC  OS  REV-MI  A$  GS 

MIL  L-366 1/248 

EC 

17  Feb 

72 

6210 

lompholder,  Lens,  Indicotor  light.  Watertight,  Style  LC35  Validated  May  65 

USER  ME  MC  REV-AR  Ml  AS  11  GS 

Mil  1-3661/35 

EC 

27  Mor 

67 

6210 

Lompholder.  Lens.  Indicotor  light.  Style  lC37.  Semi  Blackout,  Wotertight, 
Mechonicol  Dimmer  Validated  Apr  84  USER-AT  ME  MC  OS  RFV-MI  AS  GS 

Mil  1-366 1/37A 

EC 

17  Feb 

72 

L 

6210 

Lompholder,  Lenses,  Indicotor  Light,  Torgel,  Style  LC38  Validated  Jan  87 

USER  ME  REV-GS 

MIL-l  3661  '52C 
NOTICE  1 

SH 

19  Jun 

87 

1 

6210 

Lompholder.  Lenses,  Indicotor  L>ght,  Dimmer,  Style  LC39  Validated  Jan  83 

USER  ME  REV  GS 

MIl  1-3661 '53A 

SH 

28  Moy 

71 

L 

6210 

Lompholder,  Lenses.  Indicotor  Light,  Style  LC40  ValldoleP  Jon  63  USER-ME 
REV-GS 

MIL  1  3661  '54A 

SH 

28  MO’ 

71 

CUSTODIAN 

SH 

SH 

SH 

SH 

SH 

SH 

ME  YD  99 
SH 

ME  YD  99 
SH 
SH 

AS  99 
EL  EC  99 
El  EC  99 
EL  EC  99 
El  EC  99 
EL  EC  99 
EL  EC  99 
EL  EC  99 
El  EC  99 
El  EC  99 
El  EC  99 
El  EC  99 
EL  EC  99 
El  EC  99 
EL  NU  99 
El  EC  99 
EL  EC  99 
El  EC  99 
EL  EC  99 
El  EC  99 
EL  NU  99 

El  EC  99 

EL  EC  9« 

El  EC  99 
El  EC  99 
EL  EC  99 
SH 
SH 
SH 
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CUSTODIAN 

1 

6210 

Lampholder.  Lenses,  Indicotor  Light,  Style  LC41  USER*ME  . 

MIL-L  3661 /55B 
NOTICE 

SH 

19  Jun 

87 

SH 

L 

6210 

Lompholder.  Lenses.  Indicator  Light.  Style  LC42  Validated  Jun  87  .  ..... 

MIL-l  3661/568 
NOTICE  1 

SH 

01  Jun 

87  • 

SH 

1 

6210 

Lompholder,  Lenses,  Indicotor  Light,  Style  LC43  Validated  Jun  87 

MIU-3661'S7B 
NOTICE  1 

SH 

01  Jun 

87 

SH 

L 

6210 

Lampholder,  Lenses.  Indicator  Light.  Style  LC44 .  . 

MIL-L-3661/58B 

NOTICE 

SH 

19  Jun 

87 

SH 

6210 

lompholder.  Lenses,  Indicator  light.  Style  LC4j  Validated  Jan  83  USEft*ME 

MIL-L-3661/59A 

SH 

28  Moy 

71 

SH 

REV  GS 

6210 

Lompholder,  Lens.  Indicator  Light,  Style  LC36  Complete  Blockout,  Watertight, 
Mechonicoi  Dimmer  Validated  Apr  64  USER  AT  ME  MC  OS  REV>MI  AS  OH 

GS 

Lampholder,  lens.  Indicator  Light,  Dripprool,  Style  LC15  Validated  Apr  84 

MIL  L-366I/36A 

EC 

17  F,b 

72 

EL 

EC 

99 

6210 

MllL-3661  15C 

EC 

17  Feb 

72 

EL 

EC 

99 

USER  AV  AT  ME  MC  OS  REV  M'  AS  GS 

6210 

Lampholder,  Lens,  indicator  Light,  Oripprool,  Style  LC16  Validated  Apr  84 

MIL  L-366I/16B 

EC 

17  Feb 

72 

EL 

EC 

99 

USER  AT  ME  MC  OS  REV  Ml  EA  GS 

6210 

Lompholder,  Lens.  Indicator  Light,  Style  LC17,  Convex,  Complete  blockout. 

MIL-L  3661/17C 

EC 

17  Feb 

72 

EL 

EC 

99 

Oripproof.  Mechonicoi  Dimmer  Validated  Apr  84  USER  AT  ME  MC  OS 

REV  AM  AS  GS 

6210 

Lompholder,  Lens  Indicotor  Light,  Sty!?  LC18.  Convex.  Semi  Blockout.  Onpproof. 

MU-L-366I/18C 

EC 

17  Feb 

72 

EL 

EC 

99 

Mechonicoi  Dimmer  Validated  Apr  84  USER-AT  Me  MC  OS  REV>M1  AS  GS 

6210 

Lampholder,  Lens,  Indicator  Light,  Dnpprool.  Style  LC19  Validated  Apr  84 

MIL  L-3661/19B 

EC 

17  Feb 

72 

EL 

EC 

99 

USER-AT  AV  ME  MC  OS  REV-AR  Ml  AS  GS 

6210 

Lompholder.  Lenses.  Indicator  L  ght  (Stvle  LC21)  Validated  Apr  64  USER  AV  AT 

MIL-L-3661/21B 

EC 

17  Feb 

72 

EL 

EC 

99 

ME  MC  OS  REV  Mt  AS  GS 

6210 

Lampholder.  Lenses,  Ind  'otor  Light,  Dnpproof.  Style  LC22  Validated  Apr  64 

MIL-L-3661/22B 

EC 

17  feb 

72 

EL 

EC 

99 

USER  AT  AV  ME  MC  OS  REV.MI  AS  GS 

6210 

Lompholder.  lenses.  *ndicctor  Light,  Style  LC23.  Convex.  Complete  Blackout, 

MILL  3661 /23B 

EC 

17  Feb 

72 

EL 

EC 

99 

Onpproof.  Mechonicoi  Dimmer  Validated  Apr  84  USER-ME  MC  OS  REV-MI 

AS  GS 

6210 

Lompholder,  Lens,  Indicator  Light,  Style  LC30  Validated  Apr  81  USER  ME  MC 

MIL-L  3661/30A 

EC 

01  Aug 

68 

EL 

EC 

99 

REV  Ml  AS  11  GS 

6210 

Lampholder,  lens,  Indicotor  Light,  Style  LC31  Validated  May  65  USER-ME  MC 

MIL-L-3661/31 

EC 

27  Mor 

67 

EL 

EC 

99 

REV-AS  11  GS 

6210 

Lompholder.  Lens,  Indicator  Light  (Rototoble)  Style  LC32  Validated  Apr  8) 

MIL  L-366;/32A 

EC 

01  Aug 

68 

EL 

EC 

99 

USER-ME  AV  AT  MC  REV-AS  11  GS 

6210 

Lompholder.  Lens.  Indicotor  Light,  Watertight,  Style  LC33  Validated  May  85 

MIL-L-3661/33 

EC 

27  Mor 

67 

EL 

EC 

99 

USER-ME  MC  REV-MI  AS  11  GS 

6210 

Lompholder,  Lens.  Indicotor  Light  (flat,  Rototoble).  Style  LC11  Validated  Apr  81 

MIL-L-3661/11B 

EC 

09  Jun 

69 

EL 

EC 

99 

USER-ME  MC  REV-AS  GS 

6210 

Lompholder,  Lens.  Indicator  light.  Style  LC12  Validated  May  85  USER  ME  MC 

MIL-L-3661/12A 

EC 

27  Mor 

67 

EL 

••c 

99 

REV-Ml  EA  AS  11  GS 

6210 

Lompholder,  Lens.  Indicator  light.  Dnpproof,  Style  LCl4  Validated  Apr  84 

MIL-L-3661/t4C 

EC 

17  Feb 

72 

EL 

EC 

99 

USER  AV  AT  ME  MC  OS  REV-MI  AS  GS 

6210 

lompholder.  Light,  Indicator  (Non  Removable),  Style  LHC84  Validated  Apr  63 

MIL-L-3661/42A 

EC 

14  Jul 

69 

EL 

EC 

99 

USER  ME  MC  REV-AS  GS 

6210 

Lamphofder.  lights,  (mlicotof  (Housing),  '"tyle  LH95  (For  DC  Appheotions)......  .. 

MIL  L-3661/62C 

SH 

25  Ocl 

78 

SH 

6210 

lomphcider,  Lights,  Indicotor  (Housing),  Style  LH96  Validated  Jun  87  . . 

MIL-L-3661/63C 
NOTICE  1 

SH 

19  Jun 

87 

SH 

6210 

Lompholder.  Lights,  Indicator  (Housing)  Style  LH97  REV  GS  . . . . 

MIL  L3661/64C  (2) 

SH 

17  Jun 

87 

SH 

6210 

Lampholder.  Lights,  lnd>c9*or  (Housing),  Style  LH96  ..  . . . 

MIL-L-3661/65C 
NOTICE  1 

SH 

19  Jur 

87 

SH 

L 

6210 

Lampholder.  Lights.  Indicotor  (Housing).  Style  LH94  . 

MIL-L-3661/61C 
NOTICE  1 

SH 

19  Jjn 

87 

SH 

6210 

lompholder.  Light,  Indicator  (Non  Removoble).  Style  LHC82  Validated  Apr  83 

MIL-L-3661/40A 

EC 

14  Jul 

69 

El 

EC 

99 

USER  ME  MC  REV-MI  AS  11  GS 

1 

6210 

lampholder.  Per  46/64,  Aviotion  Lighting  Validated  Mar  81  REV-YO  GS . 

MILL-81013 

AS 

15  Moy 

64 

AS 

L 

6210 

Lompholder,  Transformer,  Light,  Indicotor,  Style  IH93  REV-GS  . 

MIL-L-3661/60C  (1) 

SH 

17  Jun 

87 

SH 

6210 

Lens  And  Cover  Beacon  Light,  Drum  Type,  24  Inch  REV-YD  GS . 

MIL  L-5630C 

82 

10  Nov 

84 

AS 

99 

6210 

Lens,  24  Inch  Double  Beom  (Asg)  Validated  Mar  82  REV-11  GS  . 

MS-25391 

AS 

07  Moy 

59 

AS 

99 

L 

6210 

Lenses.  Indicator  Light  (Inconde  Sceni)plastic,  Flush  Type  (Reoctivoted  For 

MS-17 140A 

SH 

11  Nov 

76 

SH 

Replocement  Purposes  Only)  Validated  Feb  83  REV-GS 

6210 

Light  Assembly,  Morker,  Aircroft  Obstrucition  REV-YD  It  GS  . 

MIL-17830D 

82 

15  Sep 

83 

ME 

AS 

99 

6210 

Light  Assembly,  Press  To  Test  Indicator  USER-AT  ME  REV-MI  AV  GS  . 

MS-2533 1C 

82 

01  Feb 

95 

AS 

99 

6210 

Light  Hoods.  Airport  And  Heliport  Morker  Validated  Apr  87  REV  GS  . 

MIL-L-5200eC 

NOTICE  1 

ME 

14  Oct 

71 

ME 

L 

6210 

Light  Indicotor,  Subminioture  Relompoble  Validated  Aug  81  REV-EC  GS  . 

MS-90308B 

AS 

17  Aug 

73 

AS 

L 

6210 

Light,  Airport  Troffic  REV  AS  1 1  GS .  . . . . 

MILL2597IB  (1) 

82 

27  Jon 

84 

99 

L 

62  lO 

Liy'it,  Ai»y*c  Of  Appiuuvli,  Type  AA  I  VsjUdutvJ  Jvn  C3  RCV-OS 

Mil-L  ivovlS 

•  e 

1.4  Few 

63 

AS 

L 

6210 

Ligh*,  Appiooch,  Corner  Aircroft,  Tricolor  Filter  Type  Validated  Mar  f2R£V-CS 

MS-25200 

AS 

14  Apr 

58 

AS 

1 

6210 

Light,  Approoch,  28V  Validated  Jun  81  REV-GS . 

MS-25318B 

AS 

28  Moy 

64 

AS 

6210 

Light,  Beocon,  Rototing,  24  Inch  VoUdateo  Mar  76  REV-YD  GS . 

MIL-L-715eE 

82 

15  Sep 

69 

AS 

99 

L 

6210 

Light,  Glide  Angle,  Airport  Approach  Validated  May  62  USER-AV  REV-GS . 

MIL-L-52039D 

ME 

29  Nov 

76 

ME 

Q 

6210 

Light,  Indicotor.  Press  To  Test . . .  . 

MIL-L-79618  (3) 

82 

25  Jul 

78 

ME  AS 

99 

6210 

light.  Indicator,  Press  To  Test,  Smol!  USER-AT  ME  REV-GS . 

MS-25041G 

82 

24  Dec 

85 

AS 

99 

6210 

light.  Indicator  REV-SH  GS . 

MS-25023C 

AS 

12  Ocl 

S3 

AS 

99 

Q 

6210 

light,  Marker,  Airport,  Semiflush,  Generol  Specification  For  Validated  May  73 

MIL-L-26202D  (2) 

82 

02  Aug 

66 

AS 

99 

REV-YD  11  GS  • 

6210 

Light,  Morker,  Aircraft  Obstruction  Validated  Jun  81  REV  11  GS  . 

'.NV547 

82 

29  Apr 

68 

ME  AS 

99 

REV  5 

6210 

Light,  Morker,  Airport  Approoch,  High  Intensity,  Type  MB-2  \ro!idoted  Mar  76 

MIL-L-26764B 

82 

04  Mar 

70 

AS 

99 

REV-YD  GS 
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fSC  LISTING 


OOCUM6NI 


FSC 

TITLE 

NUMBER 

PREP 

DATE 

6210 

bighl,  Morker,  Airport  Toxiwoy(QS9)  (Supersede^  Ms  24S14)USAF(  Validated 

May  8S  USER-AS  REV-GS 

MS-27033B 

82 

18  Dec 

64 

6210 

Light,  Morket,  Airport  Approoch,  High  Inter^sity,  Type  MB*1  USER-YO  REV-GS. 

MIL-L-26990B  (2) 

82 

04  Aug 

78 

6210 

Light,  Morker,  Airport,  Semillush,  Bose  Mounted,  Bidirectional  &  Unidirectionol 

MS-2657eB 

82 

17  Sep 

82 

6210 

Light,  Marker,  Runwoy  Circling  (Asg)  Validated  Feb  82  REV-YD  11  GS  .  ■ 

MIL-L-222528 

AS 

09  Dec 

75 

6210 

Light,  Movigolionol,  Beocon,  Obstacle  Or  Cade,  Type  G*1  REV'YD  01  11  GS 

MIL-L.6273D 

82 

09  Nov 

83 

Q 

6210 

Light,  Ponel,  Plostic  Plote  lighting  Validated  Feb  82  USER-AT  REV-MI  GS . 

MII-1.7806A  (1) 

AS 

13  Feb 

67 

6210 

light,  Rototing  Bcocon,  24  Inch,  Duplex  Validated  Jut  84  REV-11  GS  . 

MS-25444A 

62 

17  Apr 

61 

Q 

6210 

light,  Runwoy  Morker,  Elevated,  Type  M-l  Validated  May  85  USER-CE  AV  YD 

MIL-L-7082D  (3) 

82 

04  Aug 

78 

6210 

Light,  Runwoy  Marker,  Etevoted,  Type  C-1  REV-YD  11  GS . 

MIL-1.5904D  (1) 

82 

08  Oct 

81 

6210 

Light,  TroHic,  Aircioti,  Type  B*2  Validated  Feb  84  REV-GS  .  ... 

MILL-6617C 

ME 

01  Nov 

77 

6210 

lighting  &  Power  Equipment  •  Sixth  Edition  -16  Mor  84  (Chg  Notice  4  Old  21 

Nov  85) 

UL  924-84 

CHG  NOTICE  4 

YD 

25  May 

84 

6210 

lighting  Fixtures,  Electric,  For  Use  In  Hotordows  <Clossified)  Locations  *  Ninth 
Edition  29  Nov  84 

UL  844  84 

YO 

28  Oct 

38 

6210 

Lighting  Fixtures,  Electric,  For  Use  In  Hoiardous  (Clossified)  Locotions,  Stondord 

For  -  Ninth  Edition  .  29  Nov  84  REV  MD  MS  82  GS  DM 

UL  844  84 

CHG  NOTICE  2 

YD 

28  Oci 

85 

L 

6210 

Most  Set,  Airport  Marker  Light  Validated  Feb  64  REV-GS . 

MIL  M-S200SC 

ME 

05  Jun 

78 

L 

6210 

Mine  Field  Marker,  8FMK  3  MOD  O,  WM  (High  Intensify  Floshmg  Beocoi 

Light)  (Inoctivefor  New  Design)  Validated  Jun  61  REV-GS 

MII-M-2252SB 
NOTICE  1 

SH 

15  May 

72 

L 

6210 

Mounting  Adopter  Assembly,  Airport  Marker  light  Validated  Feb  64  REV  GS 

MIL-M-52007C 

ME 

22  May 

78 

6210 

Ponei  Assembly,  Airport  lighting  Control  Validated  Jul  82  REV  GS 

MS-23007A 

AS 

13  Nov 

75 

6210 

Panel,  Airport  lighting  Control,  Generol  Specification  For  REV-YO  11  GS  . 

MIL  P.8944A  (1) 

82 

16  Dec 

83 

6210 

Ponei,  Control  Transfer,  Airfield  lighting.  Type  MB-1  Validated  Jan  75  REV-YD 

11  GS 

MtL-P-4971A  (1) 

82 

02  Ocl 

57 

6210 

Photocontrols.  Plug-in,  Locking  Type.  Stondord  For  2  Jun  87  REV  GS  . 

UL  773-87 

YD 

12  Feb 

88 

L 

6210 

Rock  Assembly,  Cone,  Airport  Marker  light  Validated  Feb  84  REV  GS  .. 

MIL-R-52002A 

ME 

01  Dec 

71 

6210 

Reodout,  Incandescent  Type,  Style  I  Segmented,  Dot  Motrix/segmented,  Bor 

Matrix  incondescent  Lomp/isolotion  Diode,  Type  R06  USER  AR  AT  AV  ME 

MC  OS  RFV-aS  82  ES  GS 

MILR-28e03'6 

EC 

02  Jul 

86 

1 

6210 

Reel,  Coble,  For  Airfield  And  Hehportlightmg  Sets  Validated  Feb  84  REV-GS  .... 

MIL  R-52(XX)C 

ME 

01  Moy 

78 

6210 

Reflector,  Light,  Aluminum,  And  Shield.  Light,  Telescoping,  Aluminum  Validated 

Feb  84  REV  GS 

MIL-R.12216C 

ME 

20  Dec 

71 

6210 

Reflector,  light,  Porobolic,  Seorchlight  Validated  Dec  82  REV  GS  .... 

MIL  R  2728C 

SH 

05  Dec 

77 

6210 

Sofety  Device,  Fluorescent  Lamp  . . . . .  . 

W  S  001361 

t 

25  Mor 

68 

L 

6210 

Stoke  Mounting,  Aircroft  Marker  Light  REV-GS  .  ...  . 

MS-272B0A 

82 

30  Apr 

84 

1 

6210 

Stoke,  Anchor,  Guy,  Electric  Lighting  Set,  Airport  And  Heliport  REV  GS . 

MIL-S-520018 
NOTICE  1 

MB 

02  Apr 

87 

L 

6210 

Window.  Lighting  Fixture,  Incandescent,  Plostic,  Disc  Shaped  Validated  Feb  83 
REV-GS 

MS-171i3A 

SH 

12  Aug 

65 

1 

6220 

Accessory  Kit,  Wor.ting  Device.  Demountoble,  For  Emergency  Vehicles  Validated 
Apr  85  REV  GS 

MIL  A  62151 

AT 

24  Aug 

73 

6220 

Clip  Assembly,  Cockpit  Utility  light  Validated  May  65  REV-GS . . . 

MS-27424 

82 

06  Dec 

65 

6220 

Color,  Aeronooticol  lights  And  lighting  Equipment,  Generol  Requirements  For 
lAsg)  Validated  Dec  87  USER-ME  REV  Ml  99  OS 

MII.C-25050A  (i; 
NOTICE  1 

AS 

31  Dec 

87 

L 

6220 

Composite  light  Toil,  Stop,  Turn  And  Marker  USER-ME  YD  REV-GS  . 

M5-52125A 

AT 

27  Aug 

87 

1 

6220 

Composite  Light  Front,  Turn,  Pork  And  Morker  USER-YO  REV-GS . 

M5-52126A 

AT 

27  Aug 

87 

6220 

Cover  &  Anchor  light  Validated  Mor  83  REV  GS  ...  . 

AN3043 

REV  7 

AS 

15  Dec 

75 

6220 

Cover  &  Cifculor  Formolion  light  (Inoclive)  Validated  Mar  83  REV-GS . 

AN3040 

REV  5 

AS 

15  Dec 

75 

6220 

Cover  &  Exterior  Light  Assembly  Validated  Aug  85  RcV-GS . 

AN3093 

REV  5 

AS 

15  Dec 

75 

6220 

Cover  &  Position  light  (Supersedes  Usof  Owg  40A6727)  Validated  Jun  81 

REV  GS 

AN3042 

REV  6 

AS 

25  Moy  53 

6220 

Cover,  light  Tronsmitting,  For  Aeronautical  lights,  Generol  Specificotion  For 

REV  Ml  ME  GS 

MIL-C  7989B  (2) 
5UPP  1 

82 

08  Sep 

82 

6220 

Cover,  light,  Novigotionol  And  Warning,  Aircraft  Validated  Jun  83  REV  G5  . 

MS-23006 

82 

28  Jul 

64 

L 

6220 

Cover,  Top  And  Bottom  Fuseloge  lights  REV  AS  GS  . 

MS-25216A 

82 

31  Jul 

85 

6220 

Electric  Signal  Lighting  Devices,  Color  Specificotion  For  •  Sep  76  REV  CS  . 

5AE  .I578D-78 

AT 

13  May 

83 

1. 

6220 

Filter,  tight  (For  Blackout  Security)  USER  ME  REV  Mt  6A  GS  . 

MIL  F-13455C 

AT 

17  Feb 

88 

6220 

Floshing  Warning  lomps  For  Authorized  Emergency.  Momtenonce  &  Service 
Vehicles  -  Moy  72  Validated  Oct  83  REV  GS 

SAE  J595B  72 

AT 

19  Nov 

82 

6220 

floodllshi,  ELECTRIC  24  Volt.  REV  GS  . 

MS  513208 

AT 

08  Sep 

87 

1 

6220 

Globe,  Light,  Novigotionol,  Smoll  Boots  Validated  Apr  82  USER  ME  REV-GS 

MS  17374 

SH 

01  Mor 

61 

6220 

Grommets.  Mounting,  Integroify  illominoted  Informotion  Plote  (Inoctivu  Use  Ms 
3498)  Validated  Oct  84 

MS  25361f 

AS 

28  Feb 

78 

L 

6220 

Heodlight  &  Infrared,  Double  Filoment,  24  Volt,  Woterp'oof  Validated  Sep  87 
USER  MC  REV99  GS 

MS  53024A 

NOTICE  1 

AT 

01  Sep 

87 

622U 

HeoOlighi  &  bervKe,  Double  Fiiomeni,  24  Volt,  Woterproof  Validated  Nov  80 
USER  ME  REV  GS 

MS  S3023A 

AT 

25  May 

64 

6220 

Heodlight,  Blockoui,  24-VOlT  Woterproof  USER-ME  REV-CS  .  . 

MS31318B 

AT 

09  Oct 

87 

6220 

Htadlight,  Se'vice,  24  VOLT,  Waterproof  REV  GS  , ,  ... 

MS  513I9B 

AT 

16  Feb 

88 

6220 

Indexer,  App»ooch  Validated  Jun  87  REV  GS  .  .... 

MS  25317F 

NOTfCf  1 

AS 

01  Jun 

87 

1. 

6220 

Key  Signolling  Seorchl-ght  TotoHy  Enclosed  Type  26()03A  VoUd’^ted  Apr  82 

REV  GS 

MS  17397 

SH 

05  Dec 

61 

6220 

Lomp  Housing,  Resilient  Mounting.  For  Construction  Mochmery  USER  mC 

Mil  L  I3071D 

.ME 

16  Mor 

83 

6220 

Lomphotder.  Liglit,  Morker,  CUoronce  Validated  Apr  83  USER  ME  REV  GS 

MS  35422B 

AT 

27  Jun 

77 

6220 

Lomps,  Cleoronce,  Sidemorker  &  Identificoiion  Sep  77  PEV  GS 

SAE  J592f  77 

AT 

13  Moy 

83 

6220 

lens,  Cleoronce  Morker  Light,  Blockout  Validated  Apr  85  USER  MC  AS  REV  1 1 

GS 

Lens,  Cleoronce  Morker  Light,  Service  Validated  Apr  85  USER-AS  REV  11  GS 

MS  35420A 

AT 

22  Aug 

62 

6220 

MS  35421A 

AT 

22  Aug 

62 

CUSTODIAN 


AS  99 

AS 
AS 
AS 
AS 
ME  AS 
AS 
ME  AS 
AV  AS 
ME  AS 
ME  YO 

ME  YO 

ME  YD 

ME 

SH 
ME 

AS 
AS 
AS 

ER  YD 
ME 

EC 


ME 

ME 

me  SH 


ME 

SH 

AT 

AS 
AV  AS 

AT 

AT 

AS 

AV  AS 

AV  AS 

AV  AS 

AV  AS 

AS 

AT  YD 

AT 

AT 

AT 

SH 

AS 

AT  MC 

AT  MC 

AT 

AT 

AS 

SH 

ME  YD 
AT  MC 
AT  YO 
AT  MC 

AT  MC 


663 


8: 8: 8:  S  8: 8: 8: 8:  8:  8  8:  888  S8  888  8=  8888  888  8  8  8  888  888 


FSC  LISTING 


DOCUMENT 


fSC 

title 

NUMBER 

PREP 

DATE 

CUSTODIAN 

6220 

light  Novigafionol  And  Worning,  Aircroll  R£V*99  GS . 

MS-25219F 

82 

09  Feb 

84 

AV  AS 

99 

L 

6220 

Light  And  Olasswore  For  Novigolion,  Sigrol,  And  Worning.  Novel  Shtpboord 

MIL  L  24560 

SH 

10  Sep 

79 

SH 

Lse,  General  Specificotion  For 

5UPP  lA 

6220 

light  Assembly  &  Circular  Formation  VaUdottd  Jul  33  REV  GS  .  . 

AN3030 

REV  8 

AS 

1 1  Jon 

54 

AV  AS 

11 

6220 

light  Assembly  &  Exterior,  Edge  Mounting  Vahdated  Jun  8t  REV  GS  . 

AN3091 

REV  5 

AS 

3  Feb 

49 

AS 

11 

L 

6220 

Light  Assembly  &  Passing  (Supersedes  Usol  Owg  43B 12276}  REV  GS 

AN3146A 

82 

21  Nov 

83 

99 

1 

6220 

light  Assembly  &  Fixed  lending  (PAR&46  Bulb,  Flat)  PEV  GS 

AN3147 

REV  A 

82 

17  Nov 

83 

99 

6220 

light  Assembly  &  Exterior,  Surfoce  Mounting  Validated  Jol  83  REV  GS . 

AN3092 

REV  7 

AS 

15  Dec 

75 

AS 

11 

1 

6220 

light  Assembly  &  Fixed  Lending  {PAR&64  Bulb,  Flat)  Vahdaled  Aug  84  REV-GS 

AN3148 

REV  1 

82 

5  Jun 

45 

99 

6220 

light  Assembly  -  Wing  Position  Recessed  (Inactive  1  3  67)  Validated  Jun  8f 

AN3032 

AS 

03  Jon 

67 

AS 

11 

REVGS 

REV  10 

6220 

light  Assembly  Ultraviolet  Fluorescent  Cockpit  Validated  Mar  83  REV-GS . 

AN303fi 

REV  3 

AS 

24  Jon 

49 

AV  AS 

11 

6220 

light  Assembly  Open  Cobin  Dome  (Inoetive  1  3  67)  Validated  Jun  81  REV-GS 

AN3049 

REV  2 

AS 

03  Jon 

67 

AS 

11 

L 

6220 

light  Assembly,  Taxi  (PAR-46  Bulb)  Vahdaled  Jun  81  REV  99  GS  . 

MS-25203A 

AS 

06  Jon 

72 

AS 

6220 

light  Assentbly,  Wtng  Position,  Wing  Tip  Validated  Jun  81  REV  GS  .. 

AN3033 

REV  12 

AS 

28  Dec 

56 

AS 

11 

6220 

light  Assembly,  Cockpit,  Fixed  USER  AV  REV-AV  82  GS  . 

MS-25027E 

AS 

01  Not 

87 

AV  AS 

99 

6220 

light  Assembly,  Berth  (Inactive  1  3-67)  Validated  Jun  81  REV-GS  . 

AN3036 

REV  4 

AS 

03  Jon 

67 

AS 

11 

L 

6220 

light  Assembly  Toxi  -Por  46  Bulb)  . 

MS  24474C 

82 

04  Ocl 

84 

AV  AS 

99 

6220 

light  Assembly,  Top  And  Bottom  Fuseloge  (Two  Lomps)  Validated  Jul  83 

AN3177 

AS 

20  Dec 

56 

n 

REV  GS 

REV  6 

1 

6220 

Light  Assembly,  Upward  Recognition  Validated  May  83  REV  A$  GS  . . . 

MS2S21S 

82 

15  Apr 

57 

AV  AS 

99 

6220 

light  Assembly.  Cabin  Dome  Validated  Jun  81  REV-GS  .  .  . 

AN3037 

REV  6 

AS 

28  Apr 

72 

n 

L 

6220 

light  Assembly.  Cabin  Dome  Validated  Jul  63  REV-GS  ....  ... 

MS  90463 

AS 

17  Jul 

68 

AS 

6220 

light  Assembly,  Anchor  Validated  Dec  87  REV-GS .  . 

AN3088 

REV  5 

AS 

31  Dec 

87 

AS 

11 

1 

6220 

light  Assembly.  Taxi  (Por  36  Bulb  REV-GS . 

MS-27432A 

82 

23  Mor 

S3 

99 

1 

6220 

light  Dome.  24  Volt  DC  Validated  Aug  83  US6R-ME  REV-GS  . 

MS-$1073A 

AT 

25  Aug 

82 

AT 

6220 

light  System,  Rotory  Wing  Aircraft.  Anti  Collision.  Strobe,  Duol  (Red  &  While) 

MIL-l  8S314/1A 

AS 

30  Jun 

S3 

AV  AS 

11 

Mode.  Fuseloge  Mounted 

AV  AS 

6220 

light  System.  Supersonic  &  Smell  Subsonic  Aircraft.  Anti  Ce*'*ston.  Strobe.  Red 

MIL  1-  I5314/2A 

AS 

30  Jun 

83 

11 

&  White  Mode.  Wmg.  Fuseloge,  Verticol  Stobihter  Mounted 

6220 

light  Systems.  Aircraft,  Anti  Collision.  Strobe.  Generol  Specificotion  For  REV  84 

99 

light  Systems,  lorge  Sub'Sontc  A/c,  Anti-collision,  Strobe,  Dual  (Led  And 

MII-1-85314A  (1) 

AS 

15  Nov 

84 

AV  AS 

n 

6220 

MIL  1-8531475 

U 

o 

> 

c 

86 

11 

White)  Mode,  Fuieloce  And  Toil  Mount  REV  99 

6220 

light  Systems,  Subsonic  Aircroft.  Anti  Collision,  Strobe,  Fuseloge  Mounted  Red 

MIL  1-85314/4A 

AS 

30  Jun 

83 

AV  AS 

11 

Source  &  Wing  Tip  Mounted  White  Source 

NQ 

6220 

light,  landing,  Aircroft,  Retroctoble  USER*CG  MC  REV  GS  . . . . . 

MIL-l-8n74  (1) 

AS 

09  Mor 

84 

AV  AS 

99 

L 

6220 

light.  Aircraft  Warning.  Red,  120  Volts,  90  Wotls,  Six  lamps.  Symbol  160.1  . .. 

MIU-24560/1A 

SH 

18  Nov 

81 

SH 

0 

6220 

light,  Aircraft,  Generol  Specificotion  For  USER-AT  ME  MC  REV-MI  99  GS . 

MII-L.6723C 

SUPPL  1 

AS 

01  Nov 

87 

AV  AS 

1  ■ 

6220 

light,  Aircroft.  Anti-coliision.  Tondem  Oscelloting  (Asg)  Validated  Apr  60 

MS-219728 

AS 

06  Aug 

65 

AS 

99 

REV-GS 

1 

6220 

Light,  Approoch  (Hull  Contour).  Blue,  120  Volts,  25  Wotts.  One  Lamp,  Symbol 

MIL-1-24560/3A 

SH 

18  Nov 

81 

SH 

164  3 

Q 

6220 

light.  Beacon,  Anticoltision,  Aircraft  General  Specificotion  For  USER -AT  REV-1 1 

MII-1-216S2A  (1) 

AS 

01  Jul 

83 

A\  AS 

99 

GS 

NOTICE  2  (AS) 

6220 

light.  Beacon.  Anti  collision  Aircroft  REV-OS  . 

MS-252770 

AS 

13  Mar 

87 

AS 

99 

1 

6220 

Light,  Beocon.  Anti  Collision,  Aircraft  Validated  Aug  88  REV-GS  . 

MIL-1-58085A  (1) 
NOTICE  1 

AV 

30  Aug 

88 

AV 

6220 

Light.  Cobin  Dome,  Aircraft  Vah'doted  Aug  83  REV  GS  . ...  . . 

M5-28916 

AS 

27  Jul 

64 

AS 

99 

Q 

6220 

light,  Cockpit  Uti’ity,  Aircroft  Generol  SptcdKotion  For  REV-GS  . . 

MII-L-64B4C  (3) 

62 

02  Apr 

84 

AV  AS 

99 

6220 

light,  Cockpit,  Aircroft,  Instrument,  Post  Type,  Universal  Validated  Jul  83 

MS-28799B 

AS 

28  Feb 

79 

ME  AS 

99 

REV-GS 

6220 

Light,  Cockpit,  Utility  REV-AV  GS  . . .  ... 

M5-17245E 

82 

07  Nov 

83 

AV  AS 

99 

L 

6220 

light.  Composite,  Vehicular  USER-ME  MC  REV-GS . 

MIL-l  14465C 

AT 

09  Nov 

88 

AT 

L 

6220 

light,  Composite,  Vehiculor&blockout  Driving,  Blockout  Marker.  Service. 

MS-53022A 

AT 

22  Aufl 

68 

AT 

INFARED&24  Volt  Validttltd  Apr  B5  USER-ME  MC  REV.99  GS 

6220 

light,  Dome,  Cobm-red  And  While  Validated  D^z  87  U^ER-AT  REV-GS 

MS  253S8C 

NOTICE  1 

AS 

31  Dec 

87 

ME  AS 

99 

1 

6220 

Light,  Dome,  Vehicular.  24  Volt  Direct  Current  USER-GS  REV-AT . 

MII-L-45068C 

AT 

13  Aug 

82 

AT 

1 

6220 

light.  Emergency  Exit,  Aircroft  lEU&l-A  Validated  Mar  76  REV-AV  GS . 

MII-1-25866B  (1) 

82 

26  Jun 

70 

99 

Q 

6220 

Light,  Instrument.  Individual,  Generol  Specificotion  For  USER-AT  REV-GS 

MII-1-5057F  (1) 

AS 

27  Aug 

87 

AV  AS 

11 

6220 

light,  landing,  Aircraft,  Retroctoble  (Por  64  28  Or  120  Volt  lomp)  Validated 

Mll-L-81 174/18 

AS 

07  Jun 

73 

AV  AS 

99 

Jun  8t  USER  MC  CG  REV  GS 

0 

6220 

Light,  Loading,  Aircroft,  Controllable  Validated  Jun  81  USER-MC  CG  REV-GS.. . 

MIL-L  81174/28 

AS 

21  Sep 

72 

AV  AS 

99 

6220 

Light,  lending,  Ahcroft,  Retroctoble  (Par  46  lamp)  Validated  Oct  84  USER'CG 

MIL  L  81174/3 

AS 

07  Dec 

64 

AV  AS 

99 

MC  REV-GS 

6220 

Light,  Lortding,  Aircroft,  Retroctoble  REV-GS . 

Mll-l-81174  '4A  (1) 

AS 

09  Mar 

84 

AV  AS 

99 

L 

6220 

Light,  Lens,  Cylindncol,  Class  2,  Cleor .  . 

MIL  L-24560 ' 17 

SH 

10  Sep 

79 

SH 

L 

6220 

Light,  lens,  Disk  Shaped,  Class  2,  Cleor  . . . .  ... 

MIL-L  24560/18 

SH 

10  Sep 

79 

SH 

1 

6220 

light,  Uns,  Fresnel.  Globe,  Closs  3,  Tronsporent  (Cleor.  Cleor  Mosked.  Red, 

MIL  L  24560/ 15A 

SH 

10  Aug 

81 

SH 

Often,  Blue  And  Yellow) 
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FSC  LISTING 


DOCUMENT 


ESC 

TITLE 

NliMBER 

PREP 

DATE 

CUSTODIAN 

1 

6220 

Light,  Lent,  Fresnel,  Clots  1,  Cleor,  ReO.  And  Green  . 

MIL-L-24560/16 

SH 

10  Sep 

79 

SH 

L 

6220 

Light,  Lens,  Globe,  Clots  2,  Mosked,  Blue . 

MIL-L-24560/19 

SH 

10  Sep 

79 

SH 

1 

o220 

Light,  Lens,  Roundel,  Clast  2,  Transparent  (Red,  Green,  And  Yellow) . 

MIL-L-24560/20 

SH 

10  Sip 

79 

SH 

6220 

Light,  Morker  •  Service  Pork,  Service  SIqiioI  And  Stockout  Morker,  24  Volt 

MS.53047A 

AT 

01  Ocl 

73 

,  T 

(Inoctive  Use  Ms  52126)  Validated  Aug  83 

L 

6220 

LIrht,  Morker,  Blinking . . . . . .  . 

MIL-L-52998A 

ME 

21  Ocl 

88 

MF 

6220 

Light,  Morkv,  Clearance  (Service  And  ^lockout  U?ER-MC  REV^GS . 

MIL-L-3976C 

AT 

15  Sep 

82 

AT 

99 

6220 

Light,  Marker,  Cleoronce  block  (Inoctivc'use  Ms  52126}  Validated  Avg  83 

MS-5 13038 

AT 

14  Sep 

73 

AT  MC 

99 

USER-ME  REV.GS 

6220 

Light,  Marker,  Cleoronce&iervice  USER  ME  AS  REV-MI  GS . . . . . 

MS-35423B 

NOTICE  1 

AT 

18  Sep 

B7 

AT  MC 

99 

6220 

Light,  Morker,  Cleoronce  blackout.  24  Volt  Validated  Dee  87  USER*ME  AS 

MS-35424B 

AT 

07  Dec 

87 

AT  MC 

99 

REV-MI  GS 

NOTICE  1 

L 

6220 

Light,  Novigotion  Tronic  Control  (Aircroft  Corners),  120  Volts,  90  Wotts,  Six 

Mll-L-24560/21 

SH 

10  Sep 

79 

SH 

Lomps,  Red  And  Green,  S/mbol  221 

L 

6220 

Light,  Novigationol,  Side  Spt,  Contour,  For  Clots  2  And  3  Bools  Validated  Apr 

MS.17999 

SH 

06  Moy 

63 

SH 

82  REV-GS 

L 

6220 

Light,  Novigotion  Traffic  Light  (Lot  S),  120  Volts,  90  Wotts,  Six  L'imps,  Red, 

Mlll-24560/22 

SH 

10  Sep 

79 

SH 

Yellow,  Green,  Symbol  222 

L 

6220 

Light,  Novigotion,  Anchor  And  Boom,  Clear,  120  Volts,  50  Watts,  One  Lomp, 

MIL-L-24560/23 

SH 

10  Sep 

79 

SH 

Symbol  161  4 

L 

6220 

Light,  Novigotion,  Portable  Towing,  Clear,  120  Volts,  50  Wotts,  One  Lomp, 

MIL-L-34560/24A 

SH 

18  Nov 

81 

SH 

Symbol  206.2 

L 

6220 

Light,  Novigotion,  Identificotion  (Submarine),  Yellow,  120  Volts,  500  Wotts, 

MIL-L-24560/12B 

SH 

11  Jun 

84 

SH 

One  Lamp.  Symbol  233  1 

L 

6220 

Light,  Novigotion,  Submorine,  Cleor,  Clear  (Mosked),  Red  And  Green.  120 

MILL-24560/ 138 

SH 

11  Jun 

84 

SH 

Volti,  50  Wain,  One  Lamp,  Symboli  17A  4,  )7/.5,  188.3,  And  189.3 

L 

6220 

Light,  Novigotion,  Red  And  Clear  Symbol  193  1.  Red  And  Green  Symbol  194, 

MIL-L-24560/7A 

SH 

30  Jun 

80 

SH 

120  Volts,  180  Walts,  Nine  Lomps 

L 

6220 

Light,  Novigotion,  120  Volts,  50  Wotts,  One  Lomp,  Symbols  114.1,  115.1, 

MIL-1-24560/2B 

SH 

11  Jun 

84 

SH 

116.1,  117  1  And  118.1 

L 

6220 

Light,  Novigotion,  Stern,  Cleor,  Blue  And  Yellow,  120  Volts,  50  Wotts,  One 

MIL-L-24560/8A 

SH 

19  Oct 

81 

SH 

Lamp,  Symbols  196  3,  196.4,  And  197.2 

L 

6220 

Light.  Novigotion,  Side,  Red  And  Green,  120  Volts,  50  Wotts,  One  Lamp, 

MIL-1-24560/9A 

SH 

19  Oct 

81 

SH 

Symbols  182.2  And  183,2 

L 

6220 

Light,  Novigotion,  Mostheod,  Cleor,  120  Volts,  50  Watts,  One  Lomp,  Symbol 

MILL-24560/ lOA 

SH 

19  Ocl 

81 

SH 

172  2 

6220 

Light,  Ponel  •  Plastic  Plate  Lighting  Validated  Mar  8!  USER-AT  REV-AV  GS  . 

MS'25010F 

AS 

13  Sep 

74 

ME  AS 

99 

6220 

Light,  Panel  Inlormotion  Plote,  Piote  Supporting  Type  (tnoctive  6<mM) 

MS  25453A 

AS 

01  Jun 

68 

AV  AS 

99 

Validated  Apr  SO  USER-ME  REV  GS 

L 

6220 

Light,  Polarity  •  150  Watt  Symbol  215  Validated  Apr  82  REV-GS . 

MS-17315 

SH 

15  Jun 

62 

SH 

1 

6220 

Light,  Signet,  Cleor,  120  Volts,  45  Wotts,  Three  Lamps,  Symbol  192.1..... . 

MIL-1-24560/6A 

SH 

18  Nov 

81 

SH 

L 

6220 

Light,  S.gnol,  Hand  Held,  4-1/J  Inch  Validated  Jut  S3  REV-GS . 

MS-28925C 

AS 

25  Apr 

77 

ME  AS 

L 

6220 

Light,  Signol,  Red,  120  Volts,  90  Wotts,  Six  Lomps,  Symbol  190.1 . 

MIL-L-24560/4 

SH 

10  Sep 

79 

SH 

L 

6220 

Light,  Stotion  Keeping  Storboord-port-full  Aft  REV-GS . 

MS  17781A 

SH 

12  0cf 

88 

SH 

L 

6220 

Light,  Steering  W.t.  Symbol  195.  •  Fur  Jock  Staffs  Validated  Apr  82  .. 

MS-17318 

SH 

05  Jun 

62 

SH 

L 

6220 

Light,  Woke,  White,  120  Volts,  50  Wotts,  One  Lamp,  Symbol  200.2 . 

MIL-L-24560/11A 

SH 

18  Nov 

81 

SH 

1 

6220 

Light,  Warning,  Vehicular,  Red,  Fleshing  REV-GS  . 

MIL-L-9965A  (1) 

82 

28  Jul 

81 

99 

6220 

Light,  Warning,  Vehicular,  Rotating  Unit,  14  And  28  Volt  Oc  USER'SH  MC 

MILL-45325E 

AT 

06  May 

86 

AT  YD 

99 

RE''-ME  82  GS 

6220 

Light,  Worning,  Vehicular,  Rotoling,  D  C.  USER'MC  REV-ME  84  GS . . 

MS-51317D 

AT 

08  Nov 

85 

AT 

99 

1 

6220 

light.  Yardarm  Blinker,  Clear,  120  Volfs,  180  Watts,  Twelve  Lomps,  Symbol 

191  2 

Lighting  Equipment,  Exterior,  Aircroft  (General  Requ'rerients  For)  Vilidated  Jun 

MIL-L-24560/5 

SH 

10  Sep 

79 

SH 

L 

6220 

MIL-L006730C 

AS 

14  Moy 

71 

AS 

S3  REV-AV  82  GS 

NOTICE  2 

6220 

Lighting  Equipment,  Aircroft,  Genera)  Specification  For  Instolfotion  Of  Validated 

MIIL-6503M 

11 

26  Feb 

88 

AV 

11 

Feb  88  REV-99  GS 

NOTICE  1 

•6220 

Lighting  Equipment,  Aircroft  Instrument  Ponel.  Generol  Specificotion  For 

MIL-L-5667B  (1) 

11 

30  Sep 

88 

AV  AS 

11 

Installotion  Of  (Asg)  Validated  Sep  88  USER-AT  REV-99  GS 

NOTICE  1 

6220 

Lighting,  Aircroft,  Interior,  Night  Vision  Imoging  System  (NVIS)  Compatible  . 

MIL-1-85762A 

AS 

26  Aug 

88 

6220 

Lighting,  Aircraft  Interior,  Instoilotion  Of  Validated  Jut  81 . . . 

MIL  L-18276C  (1) 

AS 

25  Apr 

69 

AV  AS 

L 

6220 

Lighting,  Emergency  Egress.  Sub  assembly .  . 

MIL-l-85676 

AS 

05  Dec 

84 

AS 

6220 

Lighting,  Integrol,  Red,  Aircraft  Instrument,  General  Specificotiort  For  Validated 

MIL'L'25467D 

AS 

12  Jul 

77 

AV  AS 

11 

Apr  83  REV  99 

6220 

Machinery,  Construction  6  Industrial,  Seoled  Lighting  Units  For  Apr  1980 

SAE  J598-80 

ME 

23  Aug 

85 

ME 

99 

USER  YD  REV.82 

6220 

Motor  Vehicle  Lighting  Devices  &  Components,  Test  For  Jul  83  REV.82  GS  .. . 

SAE  J57S-B3 

AT 

06  Sep 

85 

AT  YD 

99 

o 

6220 

Ponel.  Informotion,  Infegrolly  Illuminated  Validated  lul  8$  USER  MC  REV.MI  99 

GS 

SHUIUOMiai^4  VoU,  u,  L.  Ktv.d4  OS  ..  ...  . . . . . 

MIL-P-7786E  (1) 

AS 

16  Apr 

79 

AV  AS 

1. 

62.^0 

MS  5i30/C 

At 

30  MO' 

85 

aT  mC 

04 

6220 

Spotlight,  Automotive,  Roof  Mounted .  .  . 

A-A-50784 

/82 

08  Dec 

82 

ME  YD 

99 

6220 

Spotlight,  Incandescent,  Roof  Mounted,  Automotive  REV-MC  . 

MIL-S-4510E 

82 

05  Oct 

82 

ME  YD 

99 

o 

6220 

Spotlight,  24  VoU  Direct  Current .  . 

MIL-S-45337C 

AT 

12  Jun 

85 

AT  MC 

99 

L 

6220 

Slop  Light  •  Talilight,  VEr1lCULAR.24  Volt,  Service  Stop.  Service  Tod,  BlocVout 

MS-51329B 

AS 

15  Jul 

83 

Tail  Validated  Aug  83  USER-M^  REV  Ml  GS 

6220 

Stoo  L.ght-toillight,  VEHICULAR.24  Volt,  Siockout  Tod,  Blockout  Stop.  USER  GL 

M5.51330A 

AT 

16  Feb 

88 

AT 

99 

ME  REV.MI  GS 

6220 

Stoplight,  Vehiculor-blockoi't,  24  Volt,  Inoctive-  Use  MS52125(  Validated  Aug 

MS-51302B 

AT 

14  Sp 

73 

AT  MC 

99 

83  USER  ME  REV  AT  Ml  GS 

6220 

360  Oeg  Emergency  Worning  Lamp  ■  Muy  72  (Reopproved  Ocl  83)  Validated 

SAE  J845-72 

AT 

19  Nov 

82 

AT  YD 

99 

Oct  83 

6230 

Electronic  Floshhghis  For  Use  In  Hozordous  Locofions,  Closs  1,  Groups  C  N  0  • 

UL  783  79 

82 

13  Dec 

83 

99 

16  Apr  79  USER  ER  CG  REV  GS 
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FSC  USTING 


i 

l 

L 

L 

L 

L 

L 


L 

L 

L 

I 

L 

I 

L 

L 


L 

L 


I 

L 


Q 


I 


L 

L 


I 

I 

L 

L 

L 

I 

L 


FSC  title 

6230  Fitter,  Signal  Light  MXU-507<  E  Validated  Jun  85  ....  . . 

6230  Fixture,  Brocket,  Lug  Supporting  For  Hod  Lanterns  Symbol  2438  Validated 
May  83  REV-GS 

6230  Fixture,  Brocket  Assembly,  Adjustobie  For  Supporting  Hand  Lonterns,  Symbol 
2432  1  Validated  May  83  REV-GS 

6230  Fixture,  Incandescent,  Detail  Lighting,  Lontern,  Herd,  Portoble  And  Reloy 
WolerhgM  Symbols  100.2,  101.2,  '.02.2  And  108  REV-GS 
6230  Fixture,  Light,  Extension,  Fluorescent,  8  WATT,  115  VOLT,  60  Hertz, 

Explostonproof  And  Wotertight,  Detail  lighting.  Shipboard  Use  Symbol  306.2 
Validated  Apr  82  REV-GS 

6230  Fixture,  Light,  Incandescent,  Streamer  Type.  Detail  Lighting  For  Topside  Ship 

Dress  Lighting,  Watertight,  120  Volts,  425  Watts  Symbol  307  Validated  May 
63  REV-GS 

6230  Fixture,  Light,  Incandescent,  100  Watt,  120  Volt,  Mochme  Tool,  Portoble, 

Floating  Adjustment  Symbol  266  2  Validated  May  63  REV  GS 
6230  Fixture,  Lighting,  Fluorescent,  Extension  Light  For  Serv.(.ing  Electronic 
Equipment,  4  Watts,  >20  Volts,  60  Hertz,  Symbol  163 
6230  Fixture,  Lighting,  Filter  Assemblies  For  Desk  Light*,  Adjustoble  Red  &  Whin* 
Synibol  121  1  &  Blue  &  White  Symbol  121.2 

6230  Fixture,  Lighting,  Filters,  P'astic,  Roundel  Shaped  For  Lantern  . 

6230  Fixture,  Lighting,  Incandescent,  ‘floodlights,  150  Watts,  120  Volts,  Oripprool  *5 
Degrees,  Symbols  316  &  317 

6230  Fixture,  Lighting,  Fluorescent,  Detail  Lighting  For  Radio  Operators  Desk  8 
Wotts,  120  Volts,  60  Hertz,  Symbols  270  3  &  270.4 
6730  Fixture,  Lighting.  Fluorescent,  Detail  Lighting  For  Secretary  Bureou  8  Watts,  120 
Volts,  60  Hertz,  Symbol  142.2 

6230  Fixture.  Lighting,  Fluorescent,  Detoil  Lighting  For  Desks  8  Wotts,  120  Volts,  60 
Hertz,  Symbol  148.2 

6'>30  Fixture,  Lighting,  Fluorescent,  Detail  Lighting  For  Desks  8  '.Votts,  120  Volts,  60 
Hertz,  Symbols  141  2  &  150.2 

6230  Fixture,  Lighting,  Fluorescent,  Detoil  Lighting  For  Berths  8  Wotts,,  120  Volts,  60 
Hertz,  Symbols  229  1,  231  1  And  23  REV-GS 
6230  Fixture,  Lighting,  Incandescent,  Floodlignts  300  Watts,  120  Volts,  Drtpprooi  15 
Deg.,,  Symbol  303  1 

6230  Fixture.  Lighting,  Incondescent  Floodlights  500  Watts,  120  Volts,  Woterhght, 
Symbols  300  &  300  1 

6230  Fixture,  Lighting,  Incondescent,  Floodlights,  Portable,  600  Wotts,  120/28  Volts, 
Dripproof  15  Degrees,  Symbol  311 

6230  Fixtures,  Lighting,  Incondescent,  Light.  Extension,  Small  Boots  25  Wotts,  12  28 
Volts,  Wotertight,  Sy'"bol  302.2  REV-GS 
6230  Fixtures,  Lighting,  Incondescent.  Light  Extension  25  Walts,  120  Volts, 
Explosionproof  And  Watertight,  Symbols  290  And  291  REV-GS 
6230  Fixtures,  lighting;  Incandescent,  Light,  Extension  100  Wotts,  120  Volts, 
Explosionproof  And  Wotertight,  Symbol  286  REV-GS 
6230  Flashlight  Validated  Mar  86  REV-GS . 

6230  Floshlight  (Rough  Service) . 

6230  Floshlight  (PenlighI) . . . 

6230  Floshlight,  Electric,  Hand  . . . 

6230  Flashlight,  Electric  Hand  USER-GS . . . 

6230  Floshlight,  Hand  Generoted.  Type  A-9  (Lomp  Assembly.  Flashlight,^  Type  A-9) 
Validated  May  80  REV-GS 

6230  Floshlight,  Patient  Examining,  Disposoble  Validated  Feb  82  . . . . 

6230  Fioshiighi,  Potient,  Examining,  Disposable . 

6230  Flashlight,  Penlighi  Style,  Pilots  REV  GS  ...  . . . 

6230  Floshl'ght.  Plastic  Cose,  Tubulo*  tRegulor  Explosion  Proof,  Explosion  Proof  Heat 
Resistant,  Troffic  Direction, 8  'nspeclion  Light)  USER-ER  MC  AS  REV-EA  82 
GS 

6230  Floodlight  Set,  Electric,  Diesel  Engine  Driven,  Troifer  Mounted  USER-MC 
REV-GS 

6230  Floodlight  Set,  Troilcr  Mounted  REV-GS  . . . . . . 

6230  Floodlight  Set,  Electric,  Tripod-mounled.  Four  150-WATT  Projector  Lomps 
Validated  Jon  83  REV-MD  GS 

6230  Floodlight,  Electric,  Util-ty  Type,  Porceloio  Covered  Stee*  Or  Aluminum,  Brocket 
Mounted,  Weotherproof,  With  Or  Without  Lens  Validated  May  62  REV-GS 
6230  Floodlight,  Electric,  Explosion  Prod,  300  Watts  Moximum,  Adjustable  S*ond 
Mounted  REV-AR  GS 

6230  Floodlight,  explosion  Proof,  300  Watts  Maximum,  Adjustable  Stood  Mounted 
Valiaated  juI  $•*  RtV  A3  G3 

6230  Floodlight,  Incandescent,  Explosion  Proof,  Type  MA&1  REV-GS  . 

6230  Ignitor,  Xenon  Lamp  For  Seorchlight,  Infrared  AN/TVS  3  Validated  Apr  86 
REV  GS 

6230  Inveiter  Assembly  For  Light  Set,  Morker,  Landing  &  Drop  Zone  . 

6230  Lomp,  Portable  Electric  Hand  Stondord  For  Sofety  (Se:ond  Edition  First 
Impression)  26  Nov  80  (W/re/  Pgs  6/84  USER  MC  REV  Ml  82  GS 
6230  lontern;  Electric,  Dry  Bottery,  Hond  Carrying  &  Hand  Attaching  (Inoctive  For 
New  Design)  REV  Mi  GS 

6230  Lontern  Efertnc  One  Concentrated  Beom  . .  . 

6230  lontern,  c>.  'nc,  Light  Source,  Head  Mounted,  low  levc',  Visible  V^idoted  Jan 
85  REV-GS 

6230  Lontirn,  Electric  LEU&2-E  Validated  May  85  REV-GS . . .  .......... 

6230  lontern,  Eiectnc  (Rechorgcoble) .  . 


DOCUMENT 


NUMBER 

PREP 

DATE 

CUSTODIAN 

MIL  F-83236  (3) 

82 

24  Oct 

85 

99 

MILf-16377/54 

SH 

31  Aug 

71 

SH 

MILF- 10377/53 

SH 

31  Aug 

71 

SH 

MIL-F-16377/53A 

SH 

09  Dec 

88 

SH 

MIL-F.16377/49A 

SH 

18  May 

73 

SH 

MIL-F-16377/39A 

SH 

04  Jan 

74 

SH 

MIL-F-16377/56 

SH 

31  Aug 

71 

SH 

Mll-F-16377/68 

SH 

14  Moy 

82 

SH 

MIL-F-16377/48A 

SH 

11  Apr 

83 

SH 

MILF-16377/43A 

SH 

11  Apr 

83 

SH 

MILF-16377/60A 

SH 

1 1  Apr 

83 

SH 

MIL-F.16377/19A 

SH 

18  Mor 

82 

SH 

MIIF-16377/4A 

SH 

29  JuI 

81 

SH 

MIL-F  16377/15A 

SH 

18  Mor 

82 

SH 

MILF-14377/1AA 

cu 

18  Mar 

82 

SH 

MILF-16377/17A 

SH 

24  Dec 

81 

SH 

MIIF06377/61 

SH 

14  Moy 

82 

SH 

MILF-16377/62 

SH 

14  Moy 

82 

SH 

MIL-F.16377/63 

SH 

11  Apr 

83 

SH 

MIL  F-16377/50A 

SH 

09  Moy 

83 

SH 

MIL-F-16377/51A 

SH 

09  Moy 

83 

SH 

MIL-F-16377/5JB 

SH 

09  Moy 

83 

SH 

MS-21998B 

NOTICE  1 

82 

28  Mor 

86 

AV  AS 

99 

A-A  1974 

» 

19  Moy 

82 

W-l-OOUlB  (1) 

• 

30  Dec 

74 

W.f.421B 

t 

24  Sep 

56 

(INT.  AMD.  1) 

W  F  00421C  (1) 

% 

15  Mor 

76 

MIL'F.8209B 

AS 

02  Feb 

7! 

AS 

MIL'F-3A678B 

DM 

22  Mar 

76 

MD  MS 

03 

A.A  50843A 

/MB 

31  Mor 

86 

MD  MS 

03 

MIL  F-7326G 

62 

06  Sep 

84 

AS 

99 

MII  F-3747E  (’) 

INT  AMD  2 

ME 

1 1  Mor 

85 

ME  SH 

99 

MILF.79I61C 

YD 

21  Jun 

85 

YD 

MII.F.52920D 

ME 

28  Oct 

87 

ME 

MII.F-5003C  (2) 

ME 

24  May 

77 

ME 

Mll.F-l,712E  (4) 

•4E 

02  Feb 

76 

ME  YD 

99 

MII-F.A139D 

82 

25  Moy 

83 

AS 

99 

M5-25355 

82 

28  Aug 

58 

99 

MIlFSnSC 

82 

21  Dec 

60 

99 

Mll.l-55573  (1) 
NOTICE  1 

CR 

28  Apr 

86 

CR 

MIL'I-52338B 

ME 

06  Jan 

83 

ME 

Ul  298-80 

YD 

23  Apr 

84 

ME  YD 

99 

MIILI6879C 

SH 

20  Dec 

89 

SH 

NOTICE  1 
A-A-I381A 

t 

02  Jun 

81 

MIL-1’52240B 

ME 

09  /  pr 

79 

ME 
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FSC  TITLE 

6230  Lonttrn,  Eltctric  (Warning  Flosher  &  Conctntrottd  Btom) . . . . . . 

I  6230  Lontam,  Electric.  Fluorescent,  Hand  REV*GS . . . 

L  6230  Lontern,  Electric,  Hand,  Safety  USER*CG  REV-99  GS . 

6230  Untem,  Electric . . . 

6230  Lontern,  Electric,  Single  Concentrated  light  Beam . . . 

6230  Lantern,  Electric  USER-GS . . . 

L  6230  Lo.ntem,  Electric,  Storoge  Bottery,  Floodlighting,  Hond  Corried  VoUdottd  Mor 
79  USER-ME  MC  AS  OS  REV-GS 

6230  Lontern,  Electric,  Heovy-duty,  (Rechorgeoble  Battery) . . . 

6230  Lontern,  Electric  (Floating,  Concentroled  Beam,  With  Worning  Flosher) . 

Q  6230  Lontern,  Elerhic,  Heod . . . 

6230  Lontern,  electric,  Heod . . . 

L  6230  Light  As”mbly,  Morker  VoZ/rfo/erf  Jon  A5  USER-AV  REV-GS . 

6230  Light  Set,  General  Itiuminotion  (Emergency  Or  Auxiliary) . 

6230  Light  Set,  tent,  Exlendoble,  Modular,  Personnel  (Temper)  REV-d2  GS . 

L  6230  Light,  Bed.  Flexible  Arm,  Heavy  Duty  . . . 

6230  Light,  Bed,  Hospitol . 

6230  Light,  Bed,  Hospital  Validated  Jun  84 . . . 

6230  Light,  Desk  (Fluorescent  Pedeslol) . . . . . 

6230  Light,  Desk,  Aircraft  REV-GS . . . . . . . 

L  6230  Light,  Desk,  Aircraft  Validated  Oet  84  REV-GS . . . . 

6230  Light,  Desk,  Fluorescent,  Pedestol  . 

6230  Light,  Desk,  Incandescent,  Flexible  Column . 

6230  Light,  Desk,  lncande*'cnl.  Flexible  Column  USER-GS . 

6230  Light,  Desk,  Ward  Validated  Jun  84  REV-MB . 

6230  Light,  Desk,  Word  REV-SD  . 

6230  Light,  Extension,  Electrical  USER-MC  REV-MI  82  GS . 

6230  Light,  Floor  And  Desk  Fluorescent,  Swinging  arm  REV-GS . . . . . 

L  6230  Light,  Fluorescent,  Magnifying,  Adjustoble  Arm  Validated  Apt  82  REV-GS . 

6230  Light,  Household,  Toll  Toble,  Type  Xvi . . . . . . . 

6230  Light,  Household,  Extra  Toll  Table,  Type  Xvii . . . 

6230  Light,  Household,  Junior  Floor,  Type  Xviil . . . 

6230  light.  Household,  Swing  Arm  Floor,  Type  Xix . 

6230  Light,  Household,  Small  Toble,  (Study)  Type  Xx  . 

6230  Light,  Household,  Smoll  Table,  Swing  Arm  (Study),  Type  Xxi . 

6230  Light,  Household  Dresser,  Type  Viii . 

6230  Light,  Household,  Dressing  Table,  Type  lx  . . 

6230  light,  Houschoid,  Lorge  Floor,  Type  Xiii  . 

6230  Light,  Inspection,  Fuel  Cell  Validated  Nov  82  USER'Mt  REV-GS . 

6230  Light,  Morker  Distress  REV-ME  SH  GS . . . 

•6230  Light,  Morke.  Distress  And  Night  Replenishment  Validated  Jun  87  USER-AT  YD 
MC  REV-AS  OS  GS 

L  6230  Light,  Morkcr,  Distress,  Buiyont,  Droppoble  Validated  Apr  $4  REV-GS . . . 

L  6230  Light,  Morker,  Distress,  Aircrew  Validated  Jvl  83  USER-ME  CG  REV-SH . 

L  6230  Light,  Marker,  Ground  Obstruction,  Emergency,  Roadwoy  And  Airfield  USCR-AV 

6230  Light,  Marker,  Ground  Obstruction  USER  AV  REV-GS  . . 

6230  light,  Morker,  Portable,  Emergency,  Airfield,  Battery  Operated,  Gentrol 
Specification  For  Validated  Jun  83  USER-MC  REV-GS 

L  6230  Light,  Morkrr,  Distress,  Flootmg.  Flashing,  Automatic  . . . . . 

6230  light.  Power  Tool  Validated  May  82  USER-SH  REV  GS . . 

L  6230  Light,  Station  Morkmg  Box,  Sp  Syn.  No.  285  For  Night  Replenishment 
Operotions  REV-GS 

L  6230  Most  Mounting,  Floodlight  Validated  May  82  REV-GS . . . . . 

L  6230  Mast,  Telescopic,  Floodlight  REV  GS. . . 

6230  Mounting  Bose,  Cockpit  Utility  REV-GS . 

6230  Probe  light  Kit,  Inspection  Valiaofed  Jan  63  USER-MC  AS  REV-GS . 

6230  Rodiotion  Source,  Infrored,  2,2  KW  Seorchlight.  Infrored,  28  Volt,  110  Ampere 
Validated  Feb  85  USER-MC  REV-GS 

6230  Reflector,  Liqht,  With  Holder  USER-MC  REV-GS . 

6230  Reflector,  Porobolic,  22-1/2  Inch,  For  Seorchlight,  Irtfrored,  28  Volt,  110 
Ampere  Validated  Feb  85  USER-MC  REV-GS 

L  6230  Seorchlight,  Ir.condescent,  7-INCH  Sealed  Beam  Lamp  For  Smoll  Boots  REV  GS.. 

L  6230  Seoichlight,  Incondescent  lomp  And  Mercury -xenon  Vopor  lomp,  Signoling, 

12-INCH  Validated  Nov  82 

L  6230  Searchlight,  fncondescent,  Signaling,  8-INCH  Validated  Jun  BJ  REV-GS . 

6230  Spotlight,  12'VOLT,  Direct-current  Validated  May  82  USER-SH  REV-GS 

6240  ODM  Proiection  Lomp  -  8  Mor  82  USER-AS  MC  SH  REV-mE  GS  . 

6240  ONF  Projection  Lomp  -  11  Mo/  77  USER-MC  REV-AS  GS . 

6240  Disploy,  Optoelectronic,  Segmented  Reodoul.  Blacklighted,  Style  li  (Light 

Emitting  Diodes).  Rfi  Shielded,  Moisture  Sealed,  High  tmpoct  Shock,  Type 
ROl  USER-MI  AV  ME  AT  AR  MC  OS  REV-AS  17  11  99  82  CS 

6240  Etc  Projection  Lamp  -  8  Feb  85  REV-GS  . 

6240  Electric  Lomps  -  400-  Wot)  $51  High-  Pressure  Sodium  lomps,  Stondord  For 
20  Feb  1985  USER-SH  REV-82  GS 

6240  Electric  Lomps  •  70-  Watt  S62  High  Pressure  Sodium  Lomps.  Stondord  For  •  28 
Nov  1984  USER-SH  REV-82  GS 

6240  Holder,  Sport  Lomp  (Asg)  Validated  Mor  8a  REV-GS  . 
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Indicotor,  Otgifol  D(splo)^,  Incandescent  (Style  1),  Segmented,  Dot  Pattern  And 
Bor  Pottern,  Type  R04  (Replocoment  Ports  For  Type  R03  Indicator  Assembly) 
USER  AR  ME  AV  AT  OS  MC  ES  REV  AS  82  ES 
Indicator,  Digito)  Display,  Incondescent  (Style  I),  Segmented,  Dot  Pattern  And 
Bor  Pattern,  RFI  Shielded,  Molstore  Seoled,  Type  R03  USER-AT  ME  AV  AR 
OS  MC  REV-AS  82  ES 

Lomp  •  Incoiidescent,  T^IO  Bulb,  Medium  Prefocus  Bose  Validated  Jut  84 
USER-MC  REV.GS 

lomp  •  Incandescent,  PAR*56,  Screw  Terminol,  Airport  Lighting  Volidoted  Jut  84 
REV  GS 

Lamp  -  Incandescent,  PAR*46  Bulb,  Screw  Terminol  Base,  Taxiing  Vohdoted  Jun 
a^REV.n  GS 

Lomp  CBA  Projection  •  3  jul  80  Volidoted  Jun  83  . 

Lomp  EJL  Pro|ection  •  1980  U5ER*SH  YO  . 

Lamp  ELB  Projection  •  3  Jul  80  Validated  Jun  83 . 

Lomp  ELC  Projection  •  3  Jul  80  Validated  Jun  83 . 

Lomp  FCS  Projection,  Lomps  Electric  Stondord  For  10  Dec  1987  . 

Lomp  Fes  Projection,  Lamps  Electric  Stondord  For  10  Dec  87 . 

Lamp  Fluorescent  Trodeno  F90T12/CW  Or  F90T17/CW,  Preheot,  90  Woll, 

T-12  Or  T.17  Bulb  (60  In.)  Cool  V/hite,  Mogul  Bipin  Bose  (Detail 
Specification) 

Lomp  Fluorescent  Trodeno.  FC8T9/CW/RS,  Rapid  Storl,  22  Watt,  T-9  Bulb 
Cool  White,  4  Pin  Bose,  Circular  8*1/4  In.  Oiometer  (Detoil  Specifkotion) 

Lamp  Fluorescent  Trade  No.  F40WW,  Rapid  Start,  35  Watt,  T*12  Bulb,  Worm 
White,  Medium  BIPIN  Bose  (Detoil  Specification) 

Lomp  Incondeicont  (Trode  No.  3(X>PAR56/2SP) . 

Lomp  Incondescent,  T-1  Bulb,  Bosed,  28  Volt,  Integrol  Lighting  Validated  Aug  81 
REV-GS 

lamp  Incandescent,  PAR‘46  12  Volt  Floodlamp  2  Contact  Lugs  USER*YO  MC 
REV.82  GS 

Lamp  Incandescent,  PAR>46  24  Volt  Floodlamp  3  Contact  Lugs  USER*MC  YD 
REV-82  GS 

Lamp  Sodium  (High  Pressure) . . . . . 

Lamp  Sodium  (High  Pressure,  Replacement)  USER«YO  99 . 

Lamp  Sub  Minioture  Helium  Relardont  Flange  Bose,  TO  Size  Validated  May  82 
REV.GS 

Lomp'Single  Contact  Bayonet  Candelabra,  GG*12A1  Bulb  REV*AV  GS . 

Lamp,  Cartridge,  Short  Cylindrical,  PLUGON,  IncondeKtnt,  Plostic  (Flol  Lens 
Type)  Validated  Apr  82  USER-AV  ME  MC  REV-AR  AS  SH  Tt  GS 
Lamp,  'ortridge,  Stovepipe,  Plug  In,  Neon,  Plostic  (Curved  Lens  Type) 

Validated  Apr  82  USER-MC  REV-AR  AS  SH  11  Gu 
Lamp,  Cartridge,  Long  Cylindricol,  Plug-in,  Neon,  Plastic  (Flot  lens  Type) 
VoWo/ed  Apr  82  USER-MC  REV-AR  AS  SH  11  GS 
Lomp,  Cartridge,  Short  Cylindricol,  Plug-in,  Incondescent,  Gloss  (Flol  Type) 
Validated  Apr  82  USER-MC  REV-AR  AS  SH  11  GS 

Lamp.  DED  Projection  -  8  Me-  82  USER-OS  MC  REV-ME  AS  GS . 

Icmp,  ELB  Projection  •  8  Feb  85  REV-GS . 

lomp,  ELH  Projection  •  11  May  77  USER-MC  REV-AS  GS . . . 

Lamp,  EMM  Projection  •  8  Fes  85  USER-MC  SH  REV-82  GS . 

lomp,  Electric  Incondescent  Miniature,  Tungsten  Filament . . . 

Lomp,  Electric  Incandescent  Miniature.  Tungiten-filoment  Validated  Apr  62 
USER-SH  REV-AV  EA  AR  AT  GS 

lamp.  Fluorescent,  T*I2,  High  Output-high  Temperoture,  Base  Recessed,  Double 
Contact  Validated  Apr  82 

Lamp,  Fluorescent  . . . 

lomp,  Fluorescent  •  Instont-stort  &  Cold  Cathode  Types.  Dimensional  & 

Electricol  Choracteristics  Of,  Americon  Notional  Stondord  For  The  -  10  Apr 
78  REV-84  GS 

Lamp,  Fluorescent  (F96T12/CW  Energy  Saving) . . . . . . . 

Lomp,  Fluorescent,  T-5,  Miniature  BIpin  Validated  Apr  82  REV-GS . 

lomp.  Fluorescent  (F96^12/W  Energy  Soving . . . - . . . 

Lamp,  Fluorescent  instant  Stort  &  Cold-cathode  Types,  Olmensionol  & 

Electricol  Chorocterlstics  Of,  American  Nafionol  Standard  For  -10  Apr  78 
REV-84  GS 

Lomp,  Fluorescent  (F96T12WW  Energy  Saving)  . . . — . . 

Lomp,  Fluorescent,  Instont  Start  &  Cold  Cathode  Types,  The  Dimensionol  & 
Electricol  Chorocteristics  Of,  Americon  Notionol  Standard  For  •  10  Apr  78 

Lamp,  Muorescvnt  (F96T12/0  Energy  Saving).. . 

Lamp,  Fluorescent,  Dimensionol  &  Electrical  Chorocteristics  Of  *  Ropid  Start 
Type:.  Americon  Notions!  Stondord  Fc*  ^he  ^0  ^8  BFV.P2 

lomp,  Fluorescent,  Trode  No.  F96T12/CW,  Instont  Start,  60  Wott,  T-12  Bulb 
(96  in.)  Cool  White,  Single  Pm  Bose 

Lamp,  Fluorescent  •  Prehect-stort  Types,  Dimensionol  &  Electricol  Chorocieristir* 
Of  -  18  Jul  78  REV.82 

Lamp,  Fluorescent  (F96T12/CW/HO  Energy  Saving)  . 

Lomp,  Fluorescent  (F96T12/CW  Ho) . 

Lamp,  Fluorescent  (Trode  No.  F96T12/CWX/ENERGY  Sovmy)  . 

Lamp,  FluoreKcnt  (Trade  No.  F20T12/SW)  . ..... 

lomp,  FluoroKent  (F20T12/CWX) . . . 

Lamp,  Fluorescent  (F30T12/CW/RS,  Energy  Saving) . . . 

Lamp,  Fluorescent  (F40CWX/RS,  Energy  Saving)  . 

Lomp,  Fluorescent  (Trode  No,  F20T12/RW3)  . . . 

Lamp,  Fluorescent  (Trade  No.  F14T6/D) . . . . . 
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t 

1 1  Jon 

82 

A-A-198S 

t 

11  Jon 

82 

A-A-2151 

1 

06  Aug 

83 

A  A-2152 

t 

06  Aup 

83 

668 
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FSC 

TITLE 

NUMBER 

PREP 

DATE 

CUSTODIAN 

6240 

Lamp,  Fluoreictnt  (F8T6/CW) . . . . . . . . 

A-A-1642 

t 

12  Jun 

81 

6240 

Lamp,  Fluortscent  (F40CWX) . . . . . . . . . 

A-A-ISBIB 

t 

27  Oct 

81 

6240 

Lomp,  Fiuorticent  F96T12/LW,  Entrgy  Soving..... . . . . . . 

A-A-1S62 

t 

20  Ftb 

81 

6240 

Lamp,  Fluorescent,  F96T12/CWX.,,,,,.. . . . 

A-A-1583 

t 

20  Ftb 

81 

6240 

lomp,  Fluoreicent,  f96T12/CWX/HO . 

A-A-1587 

t 

19  Ftb 

81 

6240 

Lomp,  Fluorescent  (F15T8/W) . . . . . . . . . . 

A-A-1843 

t 

12  Jun 

81 

62 'J 

Lamp,  Fluoreicent  (F1ST8/WW) . 

A-A-ia44A 

t 

29  Aug 

84 

240 

Lamp,  Fluorescent  (F15T8>^D) . . . . . 

A-A  1845 A 

X 

29  Aug 

84 

6240 

Lamp,  Fluorescent  (FlfTB/CW) . . . 

A-A-1846A 

t 

29  Aug 

84 

6240 

Lomp,  Fluoreicent  (FC12T10/CW/RS  Or  FC12T9/CW/RS( . 

A-A-1847A 

X 

29  Aug 

84 

6240 

Lomp,  Fluorescent  (F40CW) . 

A-A-I84SA 

X 

29  Aug 

84 

6240 

Lomp,  Fluorescent  (F40D)  . . . 

A-A-1849A 

X 

29  Aug 

84 

6240 

Lomp,  Fluorescent  (F40W) . . . . . 

A-A.1850A 

t 

29  Aug 

84 

6240 

Lamp,  Fluorescent  (F40WW) . . . . . 

A-A-18S1A 

t 

29  Aug 

84 

624.'' 

Lomp.  Fluorescent  (F96T12/CW) . . . 

A-A-1852A 

X 

13  Aug 

84 

6240 

Lamp,  Fluorescent  (F96T'2/W) . . 

A-A-1853A 

X 

13  Aug 

84 

6240 

lomp,  Fluoreicent  (F96T12/WW) . 

A-A-18S4A 

X 

15  Aug 

84 

6240 

Lsmp,  Fluoresc-mt  (F96T12/D] . . 

A-A-1SS5A 

X 

16  Aug 

84 

6240 

Lomp,  Fluoresrent  (F40CW  Energy  Saving) . . . . . . 

A-A-18S6A 

X 

20  Aug 

84 

6240 

Lemp,  Fluores'.ent  (F40W  Energy  Saving) . . . . .  . . . 

A-A-18S7A 

t 

20  Aug 

84 

6240 

Lamp,  Fluore>cent  (F40WW  Energy  Saving) . . . . .  . . 

A-A-1858A 

X 

17  Aug 

84 

6240 

Lamp,  Fluorescent  (F400  Energy  Saving) . . . 

A-A-1SS9A 

X 

17  Aug 

84 

6240 

Lomp.  Fluorescent  (F8T5/D) . . . 

A-A-1841 

X 

12  Jun 

81 

6240 

Lamp,  FluoreKtnt  (F96T12/CW/1500,  Very  High  Output,  Ertergy  Soving}... . 

A-A- 1986 

X 

11  Jon 

82 

6240 

Lamp,  Fluorescent  (Trad^  No.  F14T12/SW)  . . 

A-A-2148 

X 

06  Aug 

83 

6240 

Lamp,  Fluorescent  (Trade  No.  F15T8/PL/AO) . . . . . . 

A-A-2149 

X 

06  Aug 

83 

6240 

Lomp,  Fluorescent,  FdOLW/RS  Energy  Saving . 

A-A-1579 

t 

20  Ftb 

81 

6240 

Lamp,  Fluorescent  (F96T12/LW/15<X),  Very  High  Output,  Energy  Soving) . 

A-A-1987 

X 

11  Jan 

82 

6240 

Lomp,  Fluorescent  (F4(KW/U/6  Or  FB40/CW/6)  . . 

A-A-1988 

i 

11  Jon 

82 

6240 

Lamp,  Glow  VaUdaltd  Ftb  SS  USER -ME  MC  AS  REV-MI  EA  AR  CG  1)  GS . 

MIL-1-1S098D  (1) 
SURE  1 

ER 

16  Dtc 

77 

SH 

99 

6240 

Lamp.  Glow,  Circuit  Control,  Types  5AC,  5AG-A,  3AH,  RT2*32-1A,  And  '^AJ 

MIL-L-15098/2B 

ER 

16  Ok 

77 

ER 

SH 

99 

Vahdottd  Ffb  85  USER-MC  AS  REV-ME  M>  AR  CG  11  GS 

6240 

Lomp,  Glow,  Indicotor,  Types  W1A  And  R2A  Validate  Jut  81  U5ER*SH 

MIL-L-15098/3A 

ER 

14  Dtc 

73 

El 

SH 

99 

REV-ME  Ml  EC  GS 

6240 

Lamp,  Glow,  Indicator,  Type  JSA  VoUdottd  Ftb  B5  USER-MC  AS  CG  REV-MI 

MH-1-15098/4B 

ER 

16  Dtc 

77 

ER 

SH 

99 

ME  AR  11  GS 

6240 

Lamp,  Glow,  Indicator,  Types  C7A,  C9A,  AlG,  And  AlH  Vatidattd  Ftb  85 

MIL-L-15098/11B 

ER 

16  Dtc 

77 

El 

SH 

99 

USER-AS  SH  REV-MI  ME  AR  CG  11  GS 

6240 

lemp.  Glow,  Indicotor,  Typo  R1A  Validaltd  Feb  85  USER-MC  AS  REV-ME  Ml 

MIL-L-15098/128 

ER 

16  Dfi 

77 

El 

SH 

11 

AR  CG  GS 

6240 

Lamp,  Glow,  Indicator,  Types  J2A  And  87A  VQlidattd  Jut  $1  USER'AS  CG  OS 

MII-1-15098/5A 

ER 

14  Dtc 

73 

El 

SH 

99 

MC  REV-MI  r4E  EC  GS 

6240 

Lamp,  Glow,  Indicator,  Types  J3A  And  B9A  Vnlidottd  Feb  85  USER*AS  MC 

MII-1-15098/6B 

ER 

16  Dtc 

77 

ER 

SH 

99 

REV-ME  Ml  AR  CG  11  GS 

6240 

Lomp,  Glow,  Indicator,  Type  BSA  Validattd  Ftb  85  USER-AS  MC  OS  SH 

MIL-l-13098/78 

ER 

16  Dec 

77 

El 

SH 

99 

REV-ME  Ml  AR  CG  11  GS 

6240 

Lomp.  Glow,  f'^dicotor,  Tvpe  L5A  Vcliduttd  Ftb  85  USER-MC  AS  REV-MI  ME 

Mll-l-15098/88 

ER 

16  Dec 

77 

•;l 

Sil 

99 

AR  CG  11  GS 

6240 

Lomp,  Glow,  Indicotor,  Type  R9A  Volidattd  Ftb  85  USER-ME  MC  AS  SH 

MIL-L-15098/9B 

ER 

16  Dtc 

77 

El 

SH 

99 

REV  AR  Ml  CG  11  GS 

6240 

Lomp,  Glow,  Indicator,  Types  A9A-T,  And  A2A-T  Validattd  Ftb  85  USER-OS 

MIL.I-15098/1B 

ER 

16  Dtc 

77 

El 

SH 

99 

AS  MC  SH  REV-MI  ME  GS 

6240 

Lamp,  Halogen  (Tubular  Q15CX}T3/CL)  USER-SH  REV-ME.. ...  . . . . 

A-A-1970 

X 

23  Ftb 

82 

6240 

Lamp,  Halogen  (Tubulor  Q150T4/CL)  USER-SH  REV-ME . . . 

A-A-1968 

X 

23  Ftb 

81 

6240 

Lamp,  Incodescent  . . .  . . .  . 

A-A-S1733A 

/MD 

31  Mor 

87 

MS 

03 

6240 

Lamp,  Incodescent  150  Watt,  120  Volts,  A-23  Bulb  Inside  Frosted  Medium 

W-L-lOVlOA 

X 

18  Nov 

77 

Screw  Bose 

6240 

Lamp,  incodescent  60  Watt  120  Volts,  A-19  Bulb,  Inside  Frosted  Medium  Screw 

V9-L-101/4A 

X 

17  Nov 

77 

Bose 

6240 

Lomp,  IncodeKent,  300  Watt,  130  Volts  PS-35  Bulb  Inside  Frosted  Mogul  Screw 

W-1-101/21A 

X 

18  Nov 

77 

Bose 

6240 

Lomp,  Incondescont  (Sealed  Beom,  Trode  No.  4811) . 

A-A-2046 

X 

10  Dtc 

82 

6240 

Lomp,  Incondescont  (Trade  No.  50/50T12) . 

A-A-2070 

X 

31  Aug 

82 

6240 

Lomp,  Incondescont  (Trode  No.  110R30/FL/RS) .  . 

A-A-2068 

X 

31  Aug 

82 

6240 

Lamp,  Incandescent,  PS-30.  Medium  Screw  Validattd  Jun  83  REV-MI  GS . 

MS-15593A 

SH 

14  Jul 

61 

SH 

6240 

Lomp,  Incondescent  (Tvngsten-hologen,  Trade  No.  Q100T3/6CL . . 

A-A-2067 

X 

10  Dtc 

82 

6240 

Lomp  incondescent  (Seoled  Beom,  Trade  No.  6014) . 

A-A-2047 

X 

10  Dtc 

82 

6240 

Lamp,  Incondescent,  Single  Contact  Boyonet  Indexing  Condelobro,  GG-12B1 

MS-24S13E 

82 

30  Jun 

71 

AV 

AS 

82 

Bulb  VaUdaUd  Jun  83  USER-ER  REV-GS 

6240 

lamp,  incandescent  (Trade  No.  6.6A/T14P) . 

A-A-2071 

X 

10  Dtc 

82 

024C 

Lomp,  Incandescent  (Sealed  Beam,  Trodo  No.  4863  . 

A-A-2072 

X 

10  Dtc 

82 

6240 

Lamp  Incondescent,  T-20  Bulb,  Mogul  Bipost  Bose  Validated  Jul  84  USER-ER 

MS-2S01SB 

82 

10  May 

57 

AS 

99 

REV-GS 

6240 

Lamp,  Incondescent  (Trade  No.  Q66A/'PAR64/3r)...... . . . 

A-A-2069 

X 

10  Dtc 

82 

6240 

Lomp,  Incondescent,  PAR-56  Bulb,  Airport  Approoch  Validated  83  REV-99 

GS 

Lomp,  Incondescent  40  Woit,  120  Volts.  A-19  Bulb  Inside  Frosted  Medium 

MS  243480 

82 

01  Mar 

69 

AS 

99 

6240 

W-l- 101/228 

t 

18  Nov 

77 

Screw  Base 

6240 

Lomp,  tnconJc'i'enl  &  T820  Bulb,  Medium  Bfpost  Bose  Validated  Jun  84 

ms-243210 

82 

26  Mar 

63 

99 

REV-AS  GS 

6240 

Lomp,  Incandescent  40  Walt,  130  Volts,  A  19  Bulb  Inside  Frosted  Medium 

W-L-101/248 

X 

18  Nov 

77 

Scrtw  Bale 
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FSC  TITLE 


6240  Lamp,  Incondeicent,  PAR>S6,  3  Lug  Terminal  Validated  Jan  83  USER'MC 

rev-at  sa  n  gs 

6240  Lomp,  Incandescent  60  Wotl,  125  Volts,  A'19  Bulb,  Inside  Frosted  Medium 
Screw  Bose 

6240  Lamp,  Incondescent,  T  20,  Mogul  Screw  Validated  Apr  62  REV  Ml  GS  . 

6240  Lomp,  Incandescent  200  Wott,  120  Volts,  PS*30  Bulb  Inside  Frosted  Medium 
Screw  Bose 

6240  Lamp,  Incondescent,  Por  46,  Screw  Terminal  Validated  Apr  82  USER-MC 
REV  SA  GS 

6240  Lamp,  Incandescent  60  Wott,  130  Volts,  A  19  Bulb,  Inside  Frosted  Medium 
Screw  Base 

6240  Lamp,  Incondescent,  T-2,  Telephone  Slide,  Tungsten  Filament,  Clear  Finish 
Validated  Jul  83  REV-MI  GS 

6240  Lamp,  Incondescent  75  Wott,  120  Volts,  A  19  Bulb  Inside  Frosted  Medium 
Screw  Bose 

6240  Lamp,  Incondescent  -  Miniature  Integral  Lighting  Validated  Sep  86  USER-ER 
REV-MI  99  GS 

6240  Lamp,  Incondescent  75  Wott,  125  Volts,  A-19  Bulb  Inside  Frosted  Medium 
Screw  Bose 

6240  Lamp,  Incandescent,  T-7,  Condelobia  Screw  Validated  Feb  83  REV-GS  . 

6240  Lamp,  Incandescent  75  Wott,  130  Volts,  A-19  Bulb,  Inside  Frosted  Medium 
Screw  Bose 

6240  Lamp,  Incondescent  (Trode  No-  lOOA/RS/TF,  100A21r'RS/SL  Or 
100A21/RS/VS/STCII 

6240  Lamp,  Incondescent,  T-3-1/4,  Minioture  Screw  Bose  Validated  Feb  83  USER-AT 
ME  REV-GS 

6240  Lomp,  Incandescent  (Sealed  Beam,trode  No-  4546) . 

6240  Lamp,  Incandescent,  T-12,  D.c  Medium  Ring  Validated  Feb  83  REV  GS  . 

6240  Lomp,  Incondescent  (Subminiature,  Trade  No,  6839)  .  . 

6240  Lamp,  Incondescent,  T-5,  Prefocusing,  Double  Contoct  Vo/idotert  4  *'E/-GS 
6240  Lamp,  Incandescent,  (Sealed-reflector,  Generol  Specificotion  Fc  -  -lAd'N  J  Jul 
81  USER-MC  YD  REV-AT  SA  GS 

6240  Lomp,  Incandescent,  (Seated  reflector.  Automotive,  Military  Vehicle,  4  rcroft.  Par 
36  Bulb,  Trade  No.  4502)  Validated  Jut  83  USER  MC  YD  REV-S/> 

6240  Lamp,  Incandescent,  R-40,  Medium  Screw  Validated  Feb  83  USER-A  L  RtlV-GS  „ 
6240  Lomp,  Incandescent,  (Seoled-reflector,  Aviation,  PAR46  Bulb,  Trode  No.  4570) 
Validated  Jul  83  REV-MC  99  GS 

6240  Lamp,  Incondescent,  T-12,  Medium  Screw,  3  Contact  Validated  Feb  63  REV-GS 
6240  Lamp,  Incandescent,  (Sealed-reflector,  Aviation,  PAR56  Bulb,  Trade  No  399 
PAR56  Validated  Aua  81  USER-MC  REV-GS 

6240  Lamp,  Incandescent,  T -B,  Condelabro  Screw  Validated  Jul  83  REV-GS . 

6240  Lamp,  Incandescent,  (Seoled-reflector,  Aviotion,  PAR64  Bulb,  Trade  No  4559) 
Validated  Jul  S3  USER-MC  REV-SA  GS 

6240  lamp.  Incandescent,  (Seoled-reflector,  Generol  Service,  PAR38  Bulb,  Trode  No 
150  PAR38/FI)  Validated  Aug  81  USER-MC  REV-GS 
6240  Lomp,  Incandescent,  T -8,  Bayonet  Candelabra,  Douale  Contact  Validated  Apr  83 
REV-MI  GS 

6240  Lamp,  Incondescent  (Electric,  lorge  Tungsten-filament)  (General  Specification)—. 

6240  Lamp,  Incondescent  (Sealed  Beam,  Trade  NO  4554)  . . . 

6240  Lamp,  Incandescent,  G-3-1/2,  Miniature  Screw,  Clear  Validated  Apr  82  REV-MI 
GS 

6240  Lamp,  Incandescent  (Sealed  Beam,  Trade  No-  4860) . 

6240  Lamp,  Incandescent,  S-14,  Medium  Screw  Validated  Apr  83  REV-GS..,.  . 

6240  Lamp,  Incandescent  100  Watt,  120  Volts  A-19  Bulb,  Inside  Frosted,  Medium 
Screw  Base 

6240  Lamp,  Incandescent,  T-12,  Medium  Prefocusing,  Single  Contact  Validated  Jut  83 
REV-GS 

6240  Lomp,  Incondescent  100  Wott,  125  Volts,  A-19  Bulb  Inside  Frosted  Medium 
Screw  Bose 

6240  Lamp,  Incandescent,  T-10,  Medium  Prefocusing,  Single  Contact  Validated  Apr 
83  REV-GS 

6240  Lamp,  Incandescent  100  Wott,  130  Volts,  A-19  Bulb,  Inside  Frosted  Medium 
Screw  Bose 

6240  Lamp,  Incondescent,  T-B  Candelobra,  Prefocusing,  Single  Contact  Validated  Apr 
S3  REV-GS 

6240  Lamp,  Incandescent  200  Watt,  125  Volts,  P5-30  Bulb  Inside  Frosted  Medium 
Screw  Bose  REV-SH  85 

6240  Lc“p,  i"ca"de!'-e"i  Rp-ii  Prefoniving  Sinole  Contact  Validated  Apr  82 
REV-GS 

6240  Lamp,  Incondescent  200  Watt,  130  Volts,  PS-30  Bulb  Inside  Frosted  Medium 
Screw  Bose  REV-SH  85 

6240  Lamp,  Incandescent,  S  8,  Candelabra  Prefocusing,  Single  Contact  Validated  Apr 
83  USER-ER  REV-GS 

6240  Lamp,  Incondescent  150  Watt,  120  Volts,  PS-25  Bulb,  Inside  Frosted  Medium 
Screw  Bose 

6240  Lamp,  Incondescent,  T-8,  Boyonet  Condelabro,  Single  Contoct  Validated  Apr  83 
REV-GS 

6240  Lamp,  Incandescent  150  Wott,  125  Volts.  PS-25  Bulb  Inside  Frosted  Medium 
Screw  Bose 

6240  Lamp,  (ncondeuent,  T -8,  Bayonet  Candelobra  Single  Contoct  Validated  Mar  82 
REV-MI  GS 


DOCUMENT 

NUMBER 

MS-15594D 

W  1-101/5A 

MS-15602B 

W.L-I01/25B 

MS-I5607F 

W  L-101/6A 

MS-15609E 

W.L-101/7A 

MS-24367C 
NOTICE  1 
W-L-101/BA 

MS-15534A 

W.I-101/9A 

A  A -2065 

MS-15536B 

A-A-2042 
MS-15539A 
A  A-2315 
MS-15540B 
W-L-50A 

W.L-53A 

MS-I5543D 
W-1-62A  (1) 

MS-1SS45C 
W-1-65A  (1) 

MS-15546B 

W-1-68A 

W.I-71A 

MS-15548B 

W-1-101H 
SUPP  1 
A-A-2043 
M5-15611B 

A-A-2044 

M5-15554 

W-L-101/1A 

MS-15555B 

W-1-I01/2A 

MS-15556B 

W  L-101/3A 

MS.15557A 

W-1-101/26B 

M5.15559B 

W-1-I01/27B 

MS-15560A 

W-L.101/28A 

MS-IS56IA 

W-1-101/29A 

MS  1S562B 


PREP  DATE 


SH 

22 

Apr 

63 

t 

17 

Nov 

77 

SH 

14 

Jul 

61 

t 

18 

Nov 

77 

SH 

02 

Oct 

63 

t 

18 

Nov 

77 

SH 

03 

Apr 

78 

t 

18 

Nov 

77 

n 

30 

Sep 

88 

t 

18 

Nov 

77 

SH 

19 

Jul 

56 

t 

18 

Nov 

77 

t 

10 

Dec 

82 

SH 

29 

Moy 

65 

t 

31 

Auq 

82 

SH 

27 

Jun 

56 

t 

29 

Jun 

84 

SH 

03 

Apr 

78 

/AS 

3 

Nov 

59 

/AS 

3 

Nov 

59 

SH 

12 

May 

59 

/AS 

15 

Mor 

76 

SH 

15 

Jon 

62 

/AS 

07 

Jul 

60 

SH 

03 

Apr 

78 

/AS 

1 

Nov 

59 

/AS 

3 

Nov 

59 

SH 

29 

Jun 

65 

•SH 

06 

Dec 

77 

X 

10 

Dec 

B2 

SH 

?' 

Moy 

59 

t 

10 

Der 

B2 

SH 

2 

Aug 

54 

t 

17 

Nov 

77 

SH 

03 

Apr 

78 

t 

17 

Nov 

77 

SH 

27 

Jun 

56 

X 

17 

Nov 

77 

SH 

10 

Aug 

56 

X 

18 

Nov 

77 

SH 

14 

Oct 

58 

X 

18 

Nov 

77 

SH 

6 

Jun 

56 

X 

18 

Nov 

77 

SH 

27 

Jun 

56 

X 

IS 

Nov 

77 

SH 

14 

Jul 

61 

CUSTODIAN 
ME  SH  99 

SH 

SH  11 

SH 

AV  AS  11 

SH 

SH 

SH  99 
SH 

ME  AS  11 

ME  AS  99 

SH 

AS 

SH 

AS 

SH 

ME  AS  11 
AS 
SH 

SH  85 

SH 

SH 

SH 

SH 

SH 

SH 

SH 

SH 

SH  99 
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FSC  TITLE 

6240  Lomp,  Incondetcent  150  Wall,  130  Volti,  PS*25  Bulb  Intidft  Frotttd  Medium 
Sc'tw  Bote 

6240  Lomp,  Ineondetcenl,  S-11,  Boyonet  Condelobro,  Single  Contact  Vafldated  Apr 
83  REV-GS 

6240  Lamp,  Incondesctnl  25  Watt,  120  Voltt,  A-19  Bulb  Intide  Fretted  Medium 
Screw  Bote 

6240  Lamp,  tncondetcent  RP*11  Bulb,  Double  Contact,  Boyonet  Condelobro  Bote 
Validated  Apr  82  USER-AT  ER  AS  REV-GS 
6240  Lamp,  lncondet(.«int  25  Watt,  130  Voitt,  A-19  Bulb  Intide  Frotted  Medium 
Screw  Bo' 

6240  Lamp,  Incondetcent  RP-11  Bulb,  Single  Contoct,  Bayonet  Condelobro  Bote 
Validated  Mar  82  USER-AT  ER  AS  REV-GS 

6240  Lomp,  incondetcent  1000  Watt,  120  Voitt,  PS-52  Bulb  Cleor  Mogul  Screw  Bote 
6240  Lamp,  Incondetcent,  S-6  Boyonet  Condelobro,  Double  Contoct  Validated  Jufi  $3 
USER-ME 

6240  Lamp,  Incondetcent  150  Wott,  125  Volts,  A-23  Bulb,  Iniide  Frotted  Medium 
Screw  Bote 

6240  Lamp,  Incondetcent,  G-B  Bulb,  Double  Contact,  Bayonet  Condtlobro  Bote 
Validated  Apr  83  USER-ER  AS  REV-GS 

6240  Lamp,  Incondetcent  150  Watt,  130  Voitt,  A-23  Bulb,  Intide  Frotted  Medium 
Screw  Bote 

6240  Lomp,  lncondt;<.ent  G-6  Bulb,  Double  Contoct  Boyonet  Condelobro  Bote 
Validated  Apr  83  USER-AT  ME  ER  AS  REV  Ml  GS 
6240  Lomp,  Incandescent  100  Watt,  120  Volts,  A-21  Bulb,  Intide  Frotted  Medium 
Screw  Bote 

6240  Lamp,  Incandescent-  G-  6  Bulb,  Single  Contoct,  Bayonet  Condei^o  Bote 
REV-GS 

6240  Lamp,  Incandescent  100  Watt,  125  Volts,  A-21  Bulb  Inside  Frotted  Medium 
Screw  Bose 

6240  Lamp,  Incandescent,  T-3-1^4,  Mmioture  Boyonet,  Single  Contoct  Validated  Jul 
83 

6240  Lamp,  Incondetcent  100  Watt,  130  Volts,  A-21  Bulb,  iniide  Frotted  Medium 
Screw  Bote 

6240  Lamp,  incanoetcent  G-4-1/2,  Mmioture  Boyonet,  Single  Contoct  Validated  Jul 
83  REV-AR  GS 

6240  Lomp,  Incondetcent  200  Wott,  120  Volts,  A-23  Bulb  Inside  Frosted  Medium 
Screw  Bote 

6240  Lomp,  Incandescent,  G-3-1/2,  Miniature  Boyonet  Bote,  Single  Contoct  Validated 
Apr  83  USER-ER  AS  REV-AT  Ml  GS 

6240  Lomp,  Incandescent  200  Wott,  125  Volts,  A-23  Bulb  Inside  Frotttd  Medium 
Screw  Bose 

6240  Lamp,  Incandescent  T-7,  Condelobro  Screw  Validated  Apr  83  REV-MI  GS . 

6240  Lamp,  Incandescent  200  Wott.  130  Volts,  A-23  Bulb  Inside  Frotted  Medium 
Screw  Bote 

6240  Lamp,  Incandescent,  S-11,  Candelabra  Screw  Validated  Apr  83  REV-GS  ...... 

6240  Lomp,  Incandescent  300  Watt,  130  Volts,  P$-35  Bulb  Inside  Frotted  Mogul 
Screw  Bote 

6240  Lomp,  Incandescent,  G  8  Candelabra  Screw  Validated  Apr  83  REV-GS . 

6240  Lomp,  Incondetcent  300  Watt,  125  Volts,  PS-35  Bulb,  Inside  Frotted  Mogul 
Screw  Bote 

6240  Lomp,  Incondetcent,  G-d,  Minioture  Screw  Validated  Apr  83  REV-GS . 

6240  lomp,  Incondetcent  (Miniature,  Trode  No.  1835)  . 

6240  Lomp,  Incandescent,  PAR-46  24  Volt  Headlamp  3.CONTACT  lugs  USER-MC 
REV-82 

6240  Lamp,  Incandescent,  150  Wott,  Spotlight,  150  Por/sp.... . 

6240  lomp,  Incandescent  &  Seated  Beom,  Par  36  Fog  Lomp,  2  Screw  Terminol  Type 
Validated  Dec  83  REV-GS 

6240  Lomp,  Incondetcent  (3  Way) . . . . .  .  . . 

6240  Lomp,  Incondetcent  &  Sealed  Beam,  Par  36  Headlamp,  3  Contoct  Lug  Type 
Validated  Apr  83  USER-MC  REV-ME  GS 

6240  Lomp,  Incandescent  (Miniature,  Trade  No.  24X) . . . . . .... 

6240  Lamp,  Incondetcent  &  Seoled  Beam,  Par  46  Fog  Lamp,  2  Screw  Terminol  Type 
Validated  Apr  85  REV-GS 

6240  Lamp,  Incondetcent  (Ellipticol  Reflector)  . 

6240  Lamp,  Incondetcent  &  Sealed  Beom,  Par  46  Spot  lomp,  2  Screw  Terminol  Type 
Validated  Apr  65  REV-GS 

6240  lomp.  Incandescent  (Miniature  Trode  No.  325) . 

6240  Lomp,  Incandescent  6  Sealed  Beam,  Par  46  Flood  Lomp,  2  Screw  Terminal  Type 
Vs'dc'cd  85  REV  GS 

6240  Lamp,  Incondetcent  (6,6A/T10/lP)  U5ER-SH  REV  ME . . .  . . 

6240  Lamp,  Incandescent  6  Seoled  Beam,  Por  56,  Spot  Lamp,  2  Screw  Terminol  Type 
Validated  Apr  85  REV-GS 

6240  lomp,  Incondetcent  (Submmioture)  . . . 

6240  lomp,  Incondetcent  &  Seoled  Beam,  Par  56,  Headlamp,  3  Coble  Type  Validated 
Dec  83  REV-GS 

6240  Lomp,  Incondetcent  (Trade  No.  25TBDC)  . 

6240  Lomp,  Incandescent  k  Seoled  Beom,  Par  56,  Heodlomp,  12  Volt,  3  Contoct  Lug 
Type  Validated  Dec  83  USER-SH  REV-GS 

6240  Lamp,  Incandescent,  150  Wott,  Floodlight,  150PAR/FL .  . . 

6240  Lomp,  Incandescent  &  Sealed  Beam,  Por  56,  Heodlomp,  24  Volt,  3  Contoct  Lug 
Type  Validated  Dec  83  REV  GS 

6240  Lamp,  Incondetcent,  Trade  No.  60A/D  . 
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FSC 

TWJ. 

NUMBER 

PREP 

DATE 

CUSTODIAN 

L 

6240 

Lamp,  incandescent,  PAR>>46  Bulb,  200  WctU  6.6  Amps  Screw  Termmol  Bose 

MS-)7994 

AS 

19  F«b 

63 

AS 

Validated  Jun  81  REV-GS 

6240 

Lomp,  Incondescent  (50/50P25/28)  REV-ME . . . .  . 

A-A-1972 

t 

23  F.b 

82 

1 

62^0 

I.omp  Incondescent,  R-30  Medium  Screw  Validated  Jun  83  REV  GS . . 

MS-I6S63B 

SH 

12  Jan 

62 

SH 

6240 

Lamp,  Incondescent . . .  ..  .  . . .  . 

A-A-51.'./7 

/MB 

22  S«p 

86 

MD  MS 

03 

6240 

Lamp,  Incondescent,  PAR>36,  Screw  Terminal  Validated  Jun  83  USER'MC 

MS-16524D 

SH 

22  Apr 

63 

SH 

11 

REV-SA  GS 

6240 

Lomp,  Incondescent  (Floodlight  Trode  No  75  R30/FL) . .  . 

A-A-2222 

t 

09  Jul 

84 

L 

6240 

Lamp,  Incandescent,  Par.  46,  Mogul  End  Prong,  Stippled  Cover,  Multipurpose 

MS-16e4S 

SM 

4  Feb 

59 

SH 

Signal  Validated  Sep  83  REV-GS 

6240 

Lamp,  Incandescent,  (Rough  Service.  Trode  No  1(X)A/RS,  130V} . 

AA-2217 

t 

29  Jun 

84 

L 

6240 

Lomp,  Incandescent,  S>8,  Condelobro,  Screw,  Clear  Finish  Validated  Jun  83 

MS-IS830B 

SH 

16  Dec 

57 

SH 

REV-GS 

6240 

Lomp.  Incandescent,  oub-miniature  Trade  No  6832,  TO  Clear  Bulb,  Short 

W.L-00ni/16A 

t 

15  S,p 

77 

Intergrol  Lighting,  Wire  Termmol,  C  2R  Filoment 

1 

6240 

Lomp,  Incondescent,  G  9,  Boyonet  Condelobro,  Double  Contoct  Validated  Jun 

MS  16105B 

SH 

4  Apr 

58 

SH 

B3  REV-GS 

6240 

Lamp,  Incondescent  )(XXt  Watt,  )2S  Volts,  PS‘52  Bulb  Cleor  Mogul  Screw  Bose 

W-1-101/33A 

X 

18  Nov 

77 

L 

6240 

Lomp,  Incondescent,  C>7,  Boyonet,  Double  Contact  Validated  Jun  83  R£V>GS  .  > 

MS-16123A 

SH 

12  Jon 

62 

SH 

6240 

Lomp,  Incandescent  500  Watt,  120  Volts.  PS  40  Bulb  Clear  Mogul  Screw  Bose  . 

W-L-101/36A 

t 

01  Dm 

77 

L 

6240 

Lamp,  Incondescent,  Seoled  Beam,  Par.  56,  Mongol  End  Prong  Validated  Jun  83 

MS-1612S 

SH 

23  Moy 

56 

SH 

REV-GS 

6240 

Lamp,  Incandescent  15  Watt,  120  Volts,  A-15  Bulb  Inside  Frosted  Medium 

WL  101/378 

t 

18  Nov 

77 

Screw  Bose 

6240 

Lomp.  Incandescent  &  T&20  Bulb.  Medium  Bipost  Bose  Validated  Jun  84 

MS-28933 

82 

07  Dm 

62 

AS 

99 

REV-GS 

6240 

Lamp,  Incondescent  15  Wott,  130  Volts,  A*15  Bulb  Inside  Frosted  Medium 

W-L-101/3SB 

} 

18  Nov 

77 

Screw  Bose 

6240 

Lamp,  incandescent,  PAR  46  Bulb,  Screw  Terminal  Base,  Toxiing  Validated  Jul 

MS-28926A 

AS 

07  Mar 

72 

AV  AS 

99 

81  USER-MC  REV-n  GS 

6240 

Lamp,  IncondescePi,  Sub*miniature  Trade  No  662,  T*1  Cleor  Bulb,  Sub*midget 

W-L-00m/26A 

t 

02  Nov 

77 

Fionged  Base,  C‘2R  Filament 

6240 

Lomp,  Incandescent  (Miniature.  Trade  No.  1662)  . 

A-A-2226 

t 

09  Jul 

84 

6240 

Lamp,  incandescent.  Single  Contact  Boyonet  Condelobro  Bose,  5*11  Bulb 

MS-25235D 

AS 

23  Aug 

85 

AV  AS 

99 

USER  MC  REV-ME  AV  82 

6240 

Lamp,  Incandescent  (Seoled  Beom,  Trode  No.  4551  . . . . . 

A-A-2153 

t 

06  Aug 

83 

1 

6240 

Lomp,  Incondescent,  S>6,  Candelabra  Screw  Validated  Apr  83  U$ER*ME  AS 

MS-15579C 

SH 

27  Sup 

63 

ME  SH 

REV-MI  GS 


6240 

Lamp,  Incondeicent  (Sealed  Beam,  Trade  No.  4515) . .  . . 

A-A-2227 

> 

09  Jul 

84 

6240 

Lamp,  Incondeicent  T‘1-1/4,  Knurled  Screw  Base  Validated  Jul  8J  REV-AR  GS  . 

MS-25236F 

AS 

12  Jon 

67 

ME  AS 

99 

6240 

Lomp,  Incondetcent  (Trade  No  25A/TF) . . . 

A-A-2228 

t 

09  Jul 

84 

6240 

Lomp,  Incondescent.  Single  Contoct  Midget  Fionged  Bose  (T*1'3/4  Bulb) 

MS-25237D 

AS 

16  Jon 

78 

ME  AS 

99 

Vohthttd  Stp  SS  USER-ME  MC  REV-AR  EL  AV  Ml  EC  SH  11 

6240 

Lamp,  Incandescent  750  Watt.  120  Volts,  PS-52  Bulb,  Cleor  Mogul  Screw  Bose 

W-1-101/39A 

• 

IB  Nov 

77 

REV-SH  85 

L 

6240 

Lamp,  Incandescent,  G-6,  Candelabra  Screw  Validated  Apr  82  REV-GS.  . . 

MS-15580B 

SH 

12  Jan 

62 

SH 

6240 

Lomp,  Incandescent  750  Watt,  125  Volts,  P$-52  Bulb  Clear  Mogul  Screw  Bose 

W-L-101/40A 

• 

18  Nov 

77 

REV-SH  85 

L 

6240 

Lamp,  Incandescent,  T-4,  Condelobro  Screw  Validated  Apr  83  REV-MI  GS  .. 

MS-15S81A 

SH 

14  Jul 

61 

SH 

6240 

Lamp,  Incandescent  750  Watt,  120  Volts,  PS-52  Bulb  Inside  Frosted  Mogul 

W.L-101/41A 

t 

18  Nov 

77 

Screw  Bose 

6240 

Lomp,  incondescent.  Single  Contoct  Bayonet  Candelabra  Bose,  G-5  Bulb  Type  1 

MS-25238A 

AS 

11  Mor 

71 

ME  AS 

99 

Validated  Jul  83  REV-MI  EC  GS 

6240 

Lamp,  Incandescent  300  Watt,  120  Volts,  PS-30  Bulb  Inside  Frosted  Medium 

W.L-101/42A 

t 

IS  Nov 

77 

Screw  Bose 

6240 

Lomp,  Incondescent  •  PAR-36  Bulb,  Screw  Terminal  Base,  Signaling  (Asg) 

MS-25239A 

AS 

27  Jul 

62 

AS 

99 

Validated  Aug  81  REV-GS 

6240 

Lomp,  Incondescent  300  Wott,  125  Volts,  PS-30  Bulb  Inside  Frosted  Medium 

W-1-101/43A 

X 

16  Nov 

77 

Screw  Base 

6240 

lamp.  Incandescent,  PARBi46  Bulb,  Screw  Terminal  Bose,  Landing  Validated  Jul 

MS-2524  IE 

AS 

21  Mor 

72 

AV  AS 

99 

S3  REV-1 1  GS 

6240 

Lamp,  Incondescent  3(X}  Watt,  130  Vdts,  PS-30  Bulb  Inside  Frosted  Med'um 

W.L-101/44A 

• 

IB  Nov 

77 

Screw  Bote  REV-SH  85 

L 

6240 

Lomp,  Incondescent,  T-2-1/2,  Speciol  Screw  Validated  Jun  83  REV-OS . 

MS-15583 

SH 

10  Aug 

54 

SH 

6240 

Lamp,  Incandescent  15(X)  Wott,  120  Volts,  PS-52  Bulb  Inside  Frosted  Mogul 

W-1-101/45A 

X 

18  No. 

77 

Screw  Bose 

6240 

Lamp,  Incondescent  S-8  Bulb.  Double  Contoct,  Boyonet  Condelobro  Bose 

MS-15S84A 

SH 

17  Jul 

56 

SH 

99 

Validatid  Apr  82  USER-AT  ER  AS  REV-AR  Ml  GS 

6240 

Lomp,  Incondescent  1500  Watt,  120  Volts,  PS-52  Bulb  Cleor  Mogul  Screw  Base 

WL-101/46A 

t 

21  No. 

77 

62.0 

Lamp,  incondescent  G  i6  1/2  Bulb,  Oouole  Contact,  Bayonet  Condeiobro  Bose 

MS-iSSouA 

SH 

i7  Joi 

56 

SH 

TT 

Vohdoltd  Jun  S3  USER-AT  ER  AS  REV-GS 

6240 

Lamp,  Incandescent  15(X)  V/ott,  125  Volts,  PS-52  Bulb  Cleor  Mogul  Screw  Bose 

W-1-101/47A 

X 

21  Nov 

77 

1 

6240 

Lomp,  Incandescent,  A-19,  Medium  Screw  Validated  Jun  83  USER-ME  REV-MI 

MS-155S6E 

SH 

14  Jul 

61 

SH 

6240 

Lamp,  Incandescent  200  Wott,  120  Volts,  A'23  Bulb  Cleor  Medium  Screw  Bose. 

W.L.101/48A 

i 

21  No. 

77 

L 

6240 

Lamp,  Incandescent,  G-4-1/2,  Minioture  Screw  Validate i  Apr  82  REV-GS.... .. 

M5-15587 

SH 

2  Aug 

54 

SH 

6240 

Lomp,  Incondescent  200  Wott,  130  Volts,  A  23  Bulb  Clecr  Medium  Screw  Bose.. 

W-L101/49A 

X 

21  Nov 

77 

L 

6240 

Lomp,  IneondeKent,  Por  36,  Mongul  End  Prong  Validated  Jun  83  REV-GS. . 

MS-15819A 

SH 

19  May 

55 

SH 

6240 

Lomp,  Incondescent  1000  Wott,  120  Volts,  PS  52  Bulb  Inside  Frosted  Mogul 

W-L-lOl/SOA 

X  • 

21  Nov 

77 

Screw  Bose 

6240 

Lomp,  Incandescent  -  Single  Contact  Bayonet  Condelobro,  GG-10  Bulb 

MS-25309D 

AS 

21  Jun 

73 

ME  AS 

99 

Validaltd  Jul  81  USER-MC  11  REV-AV  GS 

6240 

Lemp,  Incondescent  500  Wott,  120  Volts,  PS-35  Bulb  Cleor  Mogul  Screw  Bose  .. 

W-1-101/51A 

i 

o 

Z 

77 
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PREP 

DA1E 

6240 

Lomp,  lncond«sc«nt,  TO  Butb,  Short,  (ntogrol  Ught(r>o  VaMated  Ju!  B1  R£V«MI 

GS 

Lomp,  Incondtsctnf  (Stolod  Boom,  Trod#  No.  4631) . . . 

MS-90451 

AS 

17  May  67 

6240 

A-A-2161 

< 

06  Aug 

83 

6240 

Lamp,  Incondoscont,  T>3/4  ftulb.  Integral  Lighting  VQlidattd  Jul  81  R£V  *Al  GS  .. 

MS-90452A 

AS 

25  Ocl 

67 

6240 

Lomp,  Incondetcent  (Miniature,  Trade  No.  P67A)  . . . . . 

A-A-2136 

t 

06  Aus 

83 

6240 

Lomp,  Incandeicenr,  PAK8i64  Bulb,  Screw  Termrol  Bom  Validof^d  Aug  81 

USER-EL  EC  CG  REV-AV  GS 

MS-25242D 

AS 

10  Oct 

68 

6240 

Lamp,  Incandescent  (Mmioture,  Trod#  No.  1228) . 

AA-2137 

t 

06  Aug 

S3 

6240 

Lamp,  Incandescent,  Single  ConHict,  Minioture  Boyonet  Base,  T-4-1/2  Bulb 
Vo//doted  Jun  85  REV-GS 

MS-25069C 

82 

03  Nev 

77 

6240 

Lamp,  Incandescent  (Minioture,  Trode  No.  1167NA  . . . 

AA-2138 

> 

06  Aug 

83 

6240 

Lamp,  liiconHescent,  PAR-36  Bulb,  Screw  Terminol  Bose  Validated  Jut  81 

REV-AV  GS 

MS-3S243A 

AS 

30  Nov 

62 

6240 

Lomp,  incondescent  (Miniohire,  Trode  No.  1813R) . . . 

AA.2139 

t 

06  Aug 

83 

6240 

lomp,  Incondescent,  S-8  Bulb,  Single  Contact,  Bayonet  Condclobro  Bost 

Validated  Nov  67  USER-ME  ER  REV-AV  Ml  AS  99  ns 

MS-36478K 

NOTICE  1 

AT 

20  N  V 

87 

6240 

Lomp,  Incondescent  (M>*>*'.re,  Trode  No.  1142)  . . . . . 

A-A-2140 

t 

06  Aug 

83 

6240 

Lomp,  Incandescent,  T&1  1/4  Speciol  Base  (956)  Validated  Feb  80  REV-MI  El 

GS 

Lamp,  Incandescer.l  (Seoled  Beom,  Trode  No  4570) . . . 

MS-51608 

AR 

15  May  68 

6240 

A-A-2141 

t 

06  Aug 

83 

6240 

Lomp,  Incandescent  R-12  Bu‘b  Single  Contcct,  Boyonet  Cmt'leiabro  Bose 

Validated  Jun  83  USER-AS  REV-AV  GS 

MS-354808 

AT 

30  Moy  72 

6240 

Lamp,  Incandescent  (Seoled  Beom,  Trode  No.  4596). . . 

A-A-2142 

t 

06  Aug 

83 

6240 

Lomp,  Incandescent  S-6  Bulb,  Double  Contoct,  Bayonet  Condelobm  Indexing 
ba«e  USER-El>  YD  KEV-AS  GS 

MS-35481 

NOTICE  1 

A'. 

21  Jon 

88 

6240 

Lamp,  Incondescent  (Seoled  Beom,  Trode  No  4661} . . . . . 

A-A  2143 

S 

06  Aug 

83 

6240 

Lomp,  Incandescent-miniature  Integrol  Lighting,  T-1  3/4  Site  Volittoted  Sep  88 
RE''-99  GS 

MS-22569 

NOTICE  1 

i1 

30  Sep 

88 

6r40 

lamp,  Incondescent  (Seoled  Beom,  Trode  No.  4652) . . .  . . 

A-A-2144 

i 

06  Aug 

S3 

6240 

Lamp,  IncodJescent  Minioture  'rtegrol  Lighting,  T-1  1/4  Size  Vatu  ‘ed  Sep  88 
REV-99  GS 

MS-27570 

NOTICE  1 

i; 

30  Stp 

SB 

6240 

Lomp,  IncondeKent  (Seoled  Beom,  Trode  No.  6052  . . . 

A-A-2145 

t 

06  Aug 

S3 

6240 

Lomp  Incondescent-miniuture  Integrol  Lighti  7-1  Size  Validated  Stp  86 

REV-y9  GS 

MS-27571 

NOTICE  1 

1) 

30  Stp 

88 

6240 

Lomp,  IncondeKent  (Tungsten-halogen,  Q1500T3/CL) . . . . . 

A-A-2146 

T 

06  Aug 

83 

6240 

Lomp,  Incondescent  150  Watt,  120  Volts,  A-23  Bulb  Cleor  Medium  Screw  Bose.. 

W-L.101/52A 

» 

21  Nov 

77 

6240 

lamp,  Incandescent  50  Watt,  120  Volts.  A-19  Bulb  Inside  Frosted  Medium 

Screw  hose 

W-1-101/53A 

t 

21  Nov 

77 

6240 

lamp,  Incondescent  50  Wott,  130  Volts,  A-19  Bulb  Inside  Frosted  Medium 

Screw  Boie 

L.101/54A 

t 

21  Nov 

77 

6240 

Lomp,  IncondeKent  500  Wott,  120  Volts,  P$-35  Bulb  Inside  Frosted  Mogul 

Screw  Bose 

W-1-101/56A 

t 

21  Nov 

77 

6240 

Lomp,  Incondescent  150  Wott,  120  Volts,  PS-25  Bulb  Inside  Frosted  Medium 

Screw  Bose 

W-l-t01/S7A 

t 

21  Nov 

77 

6240 

Lamp,  Incondescent,  Sub-minioture  Trode  No.  713  T-1  Cteor  Bulb,  Into-  Grol 
Lighting  Wire  Terminol,  C-2R 

WI-00;1K32a 

X 

14  Moy  76 

6240 

Lomp,  Incandescent,  Miniature  Trode  No  1819,  7-3  1/4  Clerr  Bulb,  Minioture 
Snyonet  Bose 

W-1-00111/59A 

t 

12  Apr 

76 

6240 

Lamp,  Incandescent,  Sub-minioture  Trode  No  682  AS15,  T-l  Cleor  Bulb, 

Sub-midget  Flanged  Bose,  C-2R  Filament 

W-L-00111/68A 

t 

17  Nov 

77 

6240 

lomp,  Incondescent  (Sub-minioture)  (Trade  No.  334,  T-13/4  Cleor  Bulb,  Midget 
Grooved  Bose,  C-2F  Filomer.) 

W-l-OOl  11/76 

% 

14  Dec 

81 

6240 

Lomp,  I'lCgndfKent  (Sub-mimotu'e)  (Trode  No.  345,  T-1  3^4  Cleor  Bulb,  Single 
Contact  Midgnt  F'onged  Bose,  C-2V  Filament 

W-I00ni'77 

1 

14  Dtc 

81 

6240 

Lamp  l.icondescent  Trode  No.  6S6DC,  6  Wott,  120  Volt,  S-6  Bulb,  Clear, 

Double  Contact  Boyonet  Bose  USER  SH  85  REV-GS 

W-L  101/130 

> 

21  Jon 

81 

6240 

Lomp,  Incondescent  200  Wott,  120  Volts,  PS-30  Bulb  Clear  Medium  Screw 

Bose,  Rough  Service 

W-l  101 /83A 

t 

18  Nov 

77 

6240 

Lomp,  Incor  descent  200  Wott,  120  Volts.  PS-30  Bulb  Inside  Frosted  Medium 

Screw  Bose,  Rough  Service 

W-1-101/84A 

t 

18  Nov 

77 

6240 

Lamp,  Incandescent  75  Wott,  120  Volts,  A*21  Bulb  Instde  Frosted  Medium 

Scre-v  Bote,  Rough  Service 

W.1.101/85A 

X 

IS  Nov 

77 

6240 

lomp,  Incondescent  150  Wott,  130  Volts,  PS-25  Bulb  Inside  Frosted  Medium 

Screw  Bose,  Extended  Service 

W-L-lOl/lOSA 

t 

21  Nov 

77 

6240 

Lamp,  lncandc><.enl  200  Wott,  130  Volts,  P$-30  Bulb  Cleor  Medium  Screw  Bose 

W-L-101/109A 

X 

21  Nov 

77 

6240 

Lomp,  incandescent  3C  d  Watt,  120  Volts,  P$-35  Bulb  Cleor  Mogul  Screw  Bose  .. 

W-L-lOl/nOA 

1 

21  Nov 

77 

6240 

Lamp,  (ncandesreot  3(X)  Watt,  125  Volts,  PS-35  Bu'b  Cleor  Mcgol  Screw  Bose  .. 

W-L-lOl/niA 

t 

21  Nov 

77 

6240 

Lomp;  Incandescent  TOO  Wott,  130  Volts,  PS  35  Bulb  Cleor  Mogul  bciew  Bose 
REV-SH  85 

W-L-101/112A 

• 

21  Nov 

77 

6240 

lomp  InronHnvnnt  300  Wott  190  Vnitt  PS.3S  Rc.tk  80!e. 

Roug^  Service 

W  L 

1 

21 

77 

6240 

Irmp  IncondectenJ  500  V/pti,  l.'^O  Volts  RS-35  Bulb  ln«*de  Frosted  Mogul 

Screw  Boftt 

W.L-l0l/n4A 

t 

21  Nov 

77 

6240 

Lomp,  Incondescent  500  Wutt,  120  Volts,  PS-40  Bulb  inside  Frosted  Mogul 

Screw  Bose 

W-1-101/115A 

X 

22  Nov 

77 

6240 

Lomo,  Incondescent  75  Wolf,  130  Volts,  PS-52  Bulb  Cleor  Mogul  Screw  Bose 

REV  Sh  85 

W.I-101/116A 

* 

22  Nov 

77 

6240 

vomp,  Incondescent  750  Wott,  12C  Voiis,  PS  52  Bulb  Clear  Mogul  Screw  Bose, 
Extended  Service 

W-L.101/117A 

t 

22  Nov 

77 

6240 

lomp,  Ircondescent  150  Wott,  1?2  Volts,  PS-52  ftulb  Cleo'  Mogy*  Screw  Bok, 
Extended  Service 

W-L-IOl/llBA 

t 

22  Nov 

77 

6240 

Lamp,  Incandescent  6  Wnti,  120  Volts,  S-6  Bulb,  Clear,  Condeiobro  Bose  . 

W-L  101 /86C 

« 

10  Jun 

81 

624C 

Lon.p  Inrondescent  6  Wott,  130  Volts,  ft  6  Bulb  Clear  Condeiobro  Bose  . 

W  1  101 /87C 

* 

10  Jun 

s: 

CUSTODIAN 

Jki 

AS 

ME  AS  f} 

AS  99 

AS  99 

AT  SH  n 

AR 

AT  3h  99 

AT  SH 

11 

11 

11 


073 


FSC  LISTING 


DOCUMENT 


fSC 

TITLE 

NUMBER 

PREP 

DATE 

6240 

Lamp,  incondetcent  6  WATT,  145  Volts,  $*6  Bulb  Clear  Condetobro  8os* . 

W-L-lOl/BBC 

• 

10  Jon 

81 

6240 

Lamp,  Incondescent  6  Watt,  155  Volts,  S-6  Bulb  Cleor,^  Condelabra  &ose . 

W-L-101/89C 

• 

10  Jun 

81 

6240 

Lamp,  Incandescent  10  Wott,  230  Volts,  S*6  Bulb  Clear,,  Condelabro  Bo^e . 

W.I-101/90A 

t 

21  Nov 

77 

6240 

lamp,  Incandescent  10  Wott.  250  Volts,  S>6  Bulb  C!eor,  Condelobro  Bote . 

W-L-101/91A 

t 

21  Nov 

77 

6240 

Lamp.  Incondescent  3  Watt,  120  Volts,  5*6  Bulb  Cleor,  Condelobro  Bose  . 

W.L-101/926 

t 

21  Nov 

77 

6240 

Lamp,  Incondescent  25  Watt,  120  Volts.  T-10  Bulb  Inside  Frosted  Medium  Screw 
Bose 

W.L-101/94A 

t 

21  Nov 

77 

6240 

Lomp,  incandescent  6  Wott.  120  Volts,  T-  4  1/2  Bulb  Cleor,  Condelobro  Bote.... 

W-L-101/95B 

t 

21  Nov 

77 

6240 

Lomp,  Incondescent  10  Wott,  120  Volts,  S‘14  Bulb  inside  Frosted  Medium 

Screw  Bose 

W-L-101/98A 

t 

21  Nov 

77 

6240 

Lomp,  Incondescent  25  Watt,  120  Volts,  T'6  1/2  Bulb  Cleor  htermediotescrew 

Bose 

W-L-101/99A 

t 

21  Nov 

77 

6240 

Lamp,  Incandescent  40  Wott,  120  Vdts.  T-8  Bulb  Cleor  Medium  Screw  Bose . 

W-HOl/lDOA 

t 

21  Nov 

77 

6240 

Lomp,  Incondescent  100  Wott,  130  Volts,  A09  Buib  Inside  ^rotted  Medium 

Screw  Bose,  Extended  Service 

W-L-IOI/IOIA 

t 

21  Nov 

77 

6240 

Lcmp,  Incondescent  100  Wott,  120  Volts,  A-21  Bulb  Inside  Frosted  Medium 

Screw  Bose,  Extended  Service 

W-L-101/102A 

t 

21  Nov 

77 

6240 

Lamp,  Incondescent  100  Woit,  130  Volts,  A*21  Buib  inside  Frosted  Medium 

Screw  Bose  Extended  Service 

W-1101/103A 

t 

21  Nov 

77 

6240 

Lamp,  Incondescent  150  Wott,  120  Volts,  A*21  Bulb  Inside  Frosted  Medium 

Screw  Bose 

W-L-101/104A 

t 

21  Nov 

77 

6240 

Lamp,  Incandescent  150  Wott,  125  Volts,  A>21  Bulb  Inside  Frosted  Medium 

Screw  Bose 

W-L-101/105A 

t 

21  Nov 

77 

6240 

Lomp,  Incondescent  150  Wott.  130  Volts,  A*21  Bulb  inside  Frosted  Medium 

Screw  Bose 

W.I-10V106A 

t 

21  Nov 

77 

6240 

Lamp,  Incandescent  150  Wott,^  115  Volts,  PS*25  Bulb  Inside  Frosted  Medium 

Screw  Bose,  Rough  Service 

W-L-lOl/lff/A 

t 

21  Nov 

77 

6240 

Lomp,  Incondetcent  Trode  No,  40  A/w,  40  Watt.  120  Volts,  A*t9  Bulb  Inside 
Cooled  (So^t  White)  Medium  Screw  Bose 

W-L-101/119A 

t 

11  Nov 

77 

6240 

Lomp,  Incondescent  200  Wott,  120  Volts,  PS>25  Bulb  Inside  Frosted  Medium 

Screw  Bose,  Extended  Service 

W-l-IOl/SBA 

t 

21  r.ov 

77 

6240 

Lamp,  Incondescent  Trode  No  60  A/w,  60  Wott,  120  Volts,  A«^19  Bulb  Inside 
Cooted  (Soft  White)  Medium  Screw  Bose 

W-L-101/120A 

t 

‘1  Nov 

77 

6240 

Lomp,  Incandescent  Trade  No.  75  A/w,  75  Wott,  120  Volts,  A*t9  Bulb  Inside 
Coated  (Soft  White),  Medium  Screw  Bose 

W.L-101/121A 

* 

1 1  Nov 

77 

6240 

Lamp,  Incandescent  Trode  No  100  A/w,  1(X)  Wott,  120  Volts,  A-19  Bulb  Inside 
Cooted  (Soft  White),  Medium  Screw  Bose 

W.1101/122A 

% 

n  Nov 

77 

6240 

Lomp,  Incondescent  Trade  No.  1(X)  A/w,  1(X)  Wott,  125  Volts,  A09  Bulb  Inside 
Cooted  (Soft  White),  Medium  Screw  Bose 

W.l.10)/123B 

X 

01  Dtc 

77 

o240 

Lomp,  Incondescent  200  Wott,  120  Volts,  PS*25  Bulb  Cleor  Medium  Screw 
Bose.extended  Service 

W.L.101/S9A 

t 

21  Nov 

77 

6240 

lomp,  Incoivdescent  60  Wott,  125  Volts,  A-19  Bulb  Inside  Frosted  Medium 

Screw  Bose,  Extended  Service 

W.H0t/60A 

X 

21  Nov 

77 

6240 

Lcmp,  Incondescent  60  Wotl,  120  Voits,  A-19  Bulb  Inside  Frosted  Medium 

Screw  Bose,  Extended  Service 

W.I-101/61A 

X 

21  Nov 

77 

6240 

lamp,  Incondescent  60  Watt.  130  Volts,  A-19  Bulb  Inside  Frosted  Medium 

Screw  Bose,  Extended  Service 

W-L-101/62A 

X 

21  Nov 

77 

6240 

Lamp,  Incondescent  1000  Wott,  120  Volts,  PS-52  Bulb  Clear  Mogul  Screw  Bose, 
Extended  Service 

W.I-101/63A 

X 

21  Nov 

77 

6240 

lamp,  Incondescent  1<X)0  Wott,  120  Volts,  A-19  Bulb  Inside  Frosted  Medium 

Screw  Bote,  Extended  Service 

W.L.101/64A 

X 

21  Nov 

77 

6240 

Lamp,  Incandescent  150  Wait,  125  Voits,  A-23  Bulb  Inside  Frosted  Medium 

Screw  Bose,  Extended  Service 

W-L-101/65A 

X 

21  Nov 

77 

6240 

Lamp,  Incondescent  150  Wott,  130  Volts.  A-23  Bulb  Inside  Frosted  Medium 

Screw  Bose,  Extended  Service 

W-L-101/66A 

X 

21  Nov 

77 

6240 

Lomp,  Incondescent  300  Wott,  120  Volts,  PS-30  Bulb  Inside  Frosted  Medium 

Screw  Bose.  Extended  Service 

W-L  101/67A 

X 

21  Nov 

77 

6240 

lomp,  incondescent  40  Wott,  120  Volts,  A-19  Bulb  Inside  Frosted  Medium 

Screw  Bose,  Extended  Service 

W-L-101/68A 

X 

21  Nov 

77 

6240 

Lomp,  Incondescent  40  Wotl,  130  Volts,  A-19  Bulb  Inside  «' rotted  Medium 

Screw  Bose,  Extended  Service 

W-L-101/69A 

i 

21  Nov 

77 

6240 

Lomp,  Incondescent  5<X)  Wat%  120  Volts,  PS-40  Bulb  Cleor  Mogul  Screw  Bose, 
Extended  Service 

W-L-101/72A 

X 

18  Nov 

77 

6240 

Lomp,  incondescent  750  Watt,  130  Volts,  PS-52  Bulb  Cleor  Mogul  Screw  Bose, 
Extended  Service 

W.L.101/73A 

X 

18  Nov 

77 

6240 

Lamp,  Incandescent  300  Watt,  120  Vdts,  PS-35  Bulb  Inside  Frosted  Mogul 

Screw  Bosr ,  Extended  Service 

W.L.101/74A 

X 

18  Nov 

77 

6240 

Lomp,  Incondescent  200  Watt,  130  Volts,  PS-35  Bulb  Inside  Frosted  Mogul 

Screw  Bose,  Extended  Service 

WI-101/75A 

X 

18  Nov 

77 

6240 

Lomp,  incono'esveni  Trode  No  20GA  '77,  2CC  W«If,  130  VvStS,  ?5  25  Bvib. 

Inside  Frosted,  Medium  Screw  Bose,  Extended  Service 

•V  L  101  ^124A 

♦ 

22  Nev 

•tj 

6240 

Lamp,  incandescent  Trode  No  300/RS,  300  Watt,  120  Volts,  PS-35  Bulb  Cleor 
Mogul  Screw  Bose,  Rough  Service 

WL-10U125A 

t 

22  Nov 

77 

6240 

Lomp,  Incondescent  Trade  No.  150  A/w,  150  Wott,  120  Volts,  A-21  Bulb  Inside 
Cooted  (Soft  White),  Medium  Screw  Bose 

W.L-101/126A 

1 

11  Nov 

77 

6240 

Lomp,  Incondescent  Trode  No  200A25,  2(X)  Wott,  120  Volfs,  PS25  Bulb  Inside 
Frosted,  Medium  Screw  Bose 

W.L-101/127A 

t 

24  Nov 

77 

6240 

Lomp,  Incondescent  Trade  No  200A2S,  200  Wott,  130  Voits,  PS-25  Bulb  Inside 
Frosted,  Medium  Screw  Bose 

W.i..l01/128A 

t 

22  Nov 

77 

6240 

Lomp,  IncondeKent  Trade  No.  200A25,  2(X)  Wotl,  120  Volfs,  PS-25  Bulb  Cleor,^ 
Medium  Screw  Bose 

W-I.I01/129A 

1 

22  Nov 

77 

6240 

Lomp,  Incondescent  100  Wott,  115  Volts,  A-21  Buib  Inside  Frosted  Medium 

W.1.101/76A 

i 

18  Nov 

77 

Scrtw  Eow,  Rough  Strvict 
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6240 

Lamp,  Incandescent  100  Watt,  120  Volts.  A-21  Bulb  Inside  Frosted  Medium 

Screw  Base,  Rough  Service 

W-L-101/77A 

1 

18  Nov 

77 

6240 

Lomp,  Incondescent  100  Wott,  125  Volts.  A‘21  Bulb  Inside  Coated  Medium 

Screw  Bose,  Rough  Service 

W.L-101/78A 

t 

IB  Nov 

77 

6240 

Lamp.  Incandescent  50  Watt,  115  Volts,  A-19  Bulb  Inside  Frosted  Medium 

Screw  Base,  Rough  Service 

W-1-101/79A 

t 

18  Nov 

77 

6240 

Lomp,  Incandescent  50  Watt.  120  Volts,  A*19  Bulb  inside  Frosted  Medium 

Screw  Bose,  Rough  Service 

W-L-101/80A 

1 

18  Nov 

77 

6240 

Lomp,  Incondescent  150  Wott,  120  Volts,  A'23  Bulb  Inside  Frosted  Medium 

Screw  Bose,  Rough  Service 

W-L-lOl/aiA 

t 

18  Nov 

77 

6240 

lomp,  Incondesent  (Sealed  Beam) . 

A-A-1969 

* 

23  Feb 

82 

6240 

Lomp,  Mercury  Vooor . . . . . 

A-A-2218 

t 

19  Jul 

84 

6240 

lomp.  Mercury  Vapor  (Trode  No  H33  GL-400/C) . 

A-A-2223 

t 

25  Ju) 

84 

6240 

Lamp,  Mercury  Vapor  (Softy)  USER^YD  99 . 

AA-1762 

% 

31  Dec 

81 

6240 

lomp.  Mercury  Vopor  USER-YD  99 . 

A-A-I765 

% 

31  Dec 

81 

6240 

Lamp,  Mercury  Xenon  Vapor,  Searchlight  FEV-GS . . 

A'.ll-L-18052B  (1) 

SH 

1 1  May 

84 

6240 

lomp,  Melol  Holid  (UOO  Woiij)  USER-YD  99  . 

A-A.1764 

% 

31  Dec 

81 

6240 

Lomp,  Metol  Holide  (250  WatU)  USER-99  . 

A-A-1758 

•/. 

31  Dec 

81 

6240 

mp,  Melol  Holide  (400  WolU)  USER-99  . 

AA-1759 

•/. 

31  Dec 

81 

6240 

Lomp,  Metal  Halide  (1000  Wotts)  USER-YD  99  . 

A-A-1760 

% 

31  Dec 

81 

6240 

Lamp,  Metol  Holide  (175  Wotts)  USER-YO  99  . . . . . 

A.A.1761 

% 

31  Dec 

81 

6240 

Lamp,  Metol  Halide  (Replacement,  Trade  No.  M59PJ-R400/I/U} . 

A.A-2147 

t 

06  Aug 

83 

6240 

Lomp,  Photo  (Trade  No.dco) ..  . . . 

A-A-2061 

t 

10  Dec 

82 

6240 

Lamp,  Photo  (Trade  No.bVE  .  . . . 

A-A-2062 

t 

10  Dec 

82 

6240 

Lamp,  Photo  Projection .  . . . 

A-A-2229 

t 

21  Aug 

84 

6240 

Lomp,  Photo,  Proiection,  DYS/DYV/BHC  USER.99 . 

A-A-1743 

% 

31  Dec 

81 

6240 

Lomp,  Photo,  Projection  US6R-99 . 

A-A-1740 

% 

31  Dec 

81 

6240 

Lomp,  Photo.  Projection.  Movie  USER-99  . 

AA-1744 

% 

24  Nov 

81 

6240 

Lomp,  Photo,  Projection  USER  99  . . 

A.A-1756 

% 

31  Dec 

81 

6240 

Lomp,  Photographic  (Trode  No  Etc)  . . . . . . . 

A-A-2059 

} 

31  Aug 

82 

6240 

Lomp.  Photogrophic  (Trode  No.  Fes)  .  . . . . . . . . 

A-A-2060 

t 

31  Aug 

82 

6240 

Lamp.  Photographic  (ANSI  No.  FHS)  . . . . 

A-A-2395 

* 

09  Aug 

85 

6240 

Lamp,  Photogrophic  (AN51  No  0dm) . . . 

A-A-2397 

/ 

15  Sap 

85 

6240 

Lamp,  Photographic  (Trade  No.  6JL) . . . 

A-A-2063 

•/. 

31  Aug 

82 

6240 

lomp.  RP-11  Bulb,  Single  Contact  Condelbro  Bayonet  Bose,  Signolmg  (Inoctive) 
Validated  Jun  8i  REV-GS 

AN3120 

REV  4 

AS 

30  Jul 

56 

6240 

Lomp,  Sodium  (High  Pressure)  USER-YO  99  . . . 

A.A.1757 

•/. 

31  Dec 

81 

6240 

lomp,  Tungsten-  Hologen  (Seoted  Beam,  Trade  No.  Q4559) . 

AA-2048 

t 

31  Aug 

82 

6240 

Lomp,  Tungsten  hologen  (Seoted  Beom,  Trode  No.  Q4681) . 

A-A-2045 

i 

31  Aug 

82 

6240 

Lomp,  Xenon,  Short  ARC,  10/15120  KW  Validated  Feb  85  . 

MII-I.S5574A 

c« 

25  Nov 

75 

6240 

Lamps  1<X)0  Watt  S52  High  Pressure  Sodium  •  29  Moy  81  USER-82 . 

ANSI  08.1352-81 

ME 

12  Jul 

83 

6240 

Lamps  150  Wott  55  Volt  S5S  Hige  Pressure  Sodium  •  30  Apr  81  REV-82  . . 

ANSI  08.1355-81 

ME 

12  Jul 

83 

6240 

Lamps,  Electric  •  100-  Watt  $54  H'gh  Pressure  Sodium  Lamps,  Americon 

Standord  For  ■  28  Nov  1984  REV.82  GS 

ANSI  08.1354-85 

YD 

20  Apr 

87 

6240 

Lamps,  Electric,  EJL  Protection  Lamps  REV-SH  GS . 

ANSI  08,1409-85 
NO!  ICE  2 

ME 

10  Nov 

87 

6240 

Lomps,  Glow,  Indicator,  Types  BlA,  BIAR,  B2A  And  B2AR  JSER-AS  MC 

REV-ME  mi  AR  CG  11  GS 

MIL  L-15098/10C 

ER 

22  Aug 

83 

6240 

Lamps,  Hologen  (Tubulor  0500T3/CL)  US6R-SH  REV-ME . 

A-A-1967 

t 

12  Feb 

82 

6240 

Lamps,  Incandescent,  T-1,  Sub-miget  Flanged  Validated  Mar  85  . . 

MS.24515F 

n 

24  Moy 

79 

6240 

Lamps,  Incandescent,  Aircraft  Use,  Single  Conloct  Bayonet  Condetobro, 

Reflector  Type 

MII-L-6363/3A 

AS 

08  Feb 

88 

6240 

Lamps,  Incandescent,  Center  Contact  Miniature  Bayonet  Bose  (T-3-1/4  Bulb) 
USER-MC  REV-AV  EC  SH  82 

M5.25231F 

AS 

23  Aug 

85 

6240 

Lomps,  incandescent,  Aircraft  Use,  Single  Contact  Boyonet  Condelobro, 

Reflector  Type 

MIL.L.6363/1A 

AS 

08  Feb 

88 

6240 

Lomps,  Incondescent,  Aircraft  Service  General  Specificotion  For  USER  ME  OS 

REV  Ml  EA  EC  GS 

MIL-1-6363F  (1) 

AS 

08  Feb 

88 

6240 

Lomps.  Mercury  Specificotions,  Amencon  Notionoi  Stondord  For  -  25  Moy  65 
USER-SH  REV.82  GS 

ANSI  C78.40  85 

ME 

>5  Dec 

86 

6240 

Lomps,  Mercury,  Specifications,  Americon  Notional  Stondord  For  -  25  Moy  85 
USER-SH  REV.82  GS 

ANSI  C78,40  85 

ME 

15  Dec 

86 

6240 

Lomps,  Sodium,  High  Pressure  250  Wott  S50,  Specification  For  22  Dec  60 

REV  82 

ANSI  C78  1351-81 

ME 

12  Jul 

83 

6240 

Lamps,  1,000  WATT  M47  Metc)  holide.  For  Electric  Lomps  -  23  Mor  1984 

REV  GS 

ANSI  C78.1376-84 

82 

07  Nov 

85 

6240 

Lomps, incondescent.  Aircraft  Use,  Single  Contact  Boyonet  Condefobro,  Reflector 
Type 

Mll-l.6u63/2A 

AS 

08  Feb 

88 

6240 

’-ight,  Ultro  Violet,  Fluorescent,  Potoble  Vahaated  Jan  83  REV-GS . 

MI1.1.22569A 

SH 

16  Jun 

77 

AO  JA 

..ww-.,w.w  .  ..  V,  ^  .  W  -  ..W..  .-.v%  vv,  •  -y 

Shock)  Type  R02  Validated  Apr  83  USER-AR  AS  OS  MC  REV.AS  82  ES 

6240 

Reodouls,  Segmented,  Generot  Specification  For  Validated  Aoe  81  USER-ME 

MC  REV  Ml  AS  17  99  82  ES  GS 

Mll-R.28803 

11 

21  Mor 

75 

62S0 

Adopter,  Fluorescent,  Screw  In,  20  Wott  .  . 

A  A.735 

t 

05  Mof 

80 

62S0 

Adopter.  Fluorescent,  Screw  In,  24  Wott  . 

AA-736 

t 

05  Mar 

80 

6250 

Adopter,  Fluorescent,  Screw-in,  36  Wott . 

AA.737 

t 

05  Mar 

80 

6250 

Adopter,  Fluorescent,  Screw  In,  48  Wott  ....  . . 

A-A  738 

t 

05  Mor 

80 

6250 

Adopter,  Fluorescent.  Screw  In,  60  Wott  . 

A-A  739 

t 

05  Mor 

80 

6250 

Bollost,  Emergency  light.  Fluorescent  .  . 

A  A  953 

t 

27  Oct 

80 

6250 

Boilost,  Fluorescent  Lamp  . . 

W  8  30A  (2) 

t 

06  Mor 

78 

6250 

BoHosts.  Fluorescent  lomo,  Stondord  For  Seventh  Edit'On  Chg  Notice  4  Dtd  4 
Nov  1988 

UL  935-84 

CHG  NOTICE  4 

YO 

28  May 

85 

6250 

Dimmer,  Lomp,  60-WATT,  120  VOLT,  Medium  Screw,  Bose  And  Socket  REV  GS 

MIL  D  123I3C  (2) 

ME 

06  Sep 

88 

CUSTODIAN 


SH 


AS  99 

CR 

ME  SH 
ME  SH 
ME  YD 

ME  YD  99 

ME  SH  99 

11 

AV  AS  99 
ME  AS  99 
AV  AS  99 
AV  AS  99 
ME  99 

ME  99 

ME  SH  99 
ME  SH  99 
AV  AS  99 
SH 

SI.  wC  '' 
EL  EC  11 


ME  YD  99 
ME 


675 


FSC  LISTING 


DOCUMENT 

FSC  TITLE  NUMBER  CUSTODIAN 


I  6250  Fixture,  Light,  Boilost,  For  One  20  Watt  Fluorescent  Lomp,  T02  REV-GS  ..  .  MIL  F-16377/44A  SH  18  Mar  82  SH 

L  6250  Fixture,  Light,  flollosl.  For  One  8  Wolt  Fluorescent  Lomp,  T-5  REV-GS.  ...  MIL-F-16377/45A  SH  18  Mar  82  SH 

L  6250  Fixture,  Lighting,  Boltost  Box,  For  One  8  Watt  T-5  Fluorescent  Lamp,  Symbols  MIL-F  16377/46A  SH  11  Apr  83  SH 

514  &  514  1 

L  6250  Fixture,  lighting.  Ballast  &  Starter  Box  For  Four  6  Wott  Or  8  Wott  Fluorescent  MIL-F>16377/47A  SH  11  Apr  83  SH 

Lomps,  T  5,  Wotertight,  Symbols  455  &  455  1 

L  6250  Fixture,  Lighting,  Locks  Fluorescent  Lomp  . .  MIL-F-16377/40A  SH  29  Jul  81  SH 

6250  lamp  Starters,  Fluorescent,  Specification  For  -  18  Nov  71  USER-SH  REV-82  ANSI  C78.180-72  ME  25  Jul  85  ME  99 

6250  Lamp,  Bollosts,  High  intensity  dischorge.  Stondc  d  For  REV-SH  82  OS  UL  1029-86  YD  24  Jul  87  ME  YD  99 


L  6250  Lomphoider  And  Storter  Sockets,  General  Specification  For  (Naval  Shipboord  MIL'L-970C  SH  03  Jan  77  SH 

Use)  Validated  Feb  83  SUPP  1 

L  6250  Lomphoider  Assembly,  Multilomp  (6  Lamps)  Novigotionol  Light,  Condelobro  MIL  L'970/5A  SH  03  Jan  77  SH 

Screw  Validated  Feb  83 

L  6250  Lomphoider  For  F48T12/HO/HT  And  F48T12/KO  Fluorescent  Lomps.  600  Volts,,  MILL970/12B  SH  03  Jon  77  SH 

66  Won  Validated  Feb  83 

L  6250  Lomphoider  For  Two  Or  Three  Prong  Seoled  Beam  Automotrre  Lomp.  250  Volt,  MILL  970/17  SH  03  Jon  77  SH 

75  Walt  Validated  Feb  83 


**6250  Lomphoider,  Adopter,  And  Shodeholder,  Medium-screw-shell,  125,  250  Ard  600  W-L  142A  (2)  t  28  Feb  67 

Volts  REV-GS  INT  AMD  (4) 


L 

6250 

lampholder,  Bose  Mounted,  Medium  Screw,  250-VOLT,  660  WATT,  Two  Or 

Mil  1.970/6B 

SH 

03  Jon 

77 

SH 

Three  Contact  Validated  Feb  83  USER-ME  REV-GS 

L 

6250 

Lomphoider,  Bose  Mounted,  Mogul  Screw,  6(X)  Volt,  1500  Wott  Vahdotea  Feb 

MIL-1-970/8A 

SH 

03  Jon 

77 

SH 

83  USER-ME  REV-GS 

L 

6250 

Lampholder,  Bose  Mounted.  Condelobro  Screw,  125  Volt,  75  Wott  Validated 

Mil  1970/ 1C 

SH 

22  Jul 

77 

SH 

Feb  S3 

L 

6250 

lomphoider,  Bose  Mounted,  Crndelobra  Screw,  125  Volt,  75  Wott  Validated 

MIL-1-970/3A 

SH 

03  Jon 

77 

SH 

Feb  83 

L 

6250 

Lampholder,  Bose  Mounted.  Condelobro  Screw,  (Two  Lomp),  150  Volt,  75 

MIL.I-970/4A 

SH 

03  Jon 

77 

SH 

Watts,  Single  Circuit  &  Two  Circuit  Validated  Feb  83 

L 

6250 

Lompt  older,  Boyonet  Condelobro,  Double  Contact  Validated  Feb  83  USER-ME 

MIL  1-970/2A 

SH 

03  Jon 

77 

SH 

REV-GS 

L 

6250 

Lomphoider,  Bayonet  Condelobro,  Double  Contoct  For  Small  Boot  Fixtures.  125 

MIL.I-970/14A 

SH 

03  Jon 

77 

SH 

Volt,  75  Watt  Validated  Feb  S3 

Q 

•6250 

Lomphoider,  Indicator  Lights,  Indicotor  Light  Housings,  &  indicator  Light  lenses. 

MIL  L-36616  (3) 

EC 

17  Feb 

72 

EL 

EC 

99 

Generol  Specificotion  For  Validated  Apr  84  USER-ME  MC  AS  OS  REV-AR 

Ml  EA  11  GS 

SUPP  )4 

L 

6250 

Lampholder,  Medium  Bi  Pin,  Heot  Resistant,  For  Fluorescent  Lamps,  250  V<Mt, 

Mll-L-970/18 

SH 

03  Jon 

77 

SH 

660  Watt  Validated  Feb  S3 

L 

6250 

Lomphoider,  Medium  Bi-pin  For  Fluorescent  Lomps,  250  Volt,  660  Wott 

MIL-1-970/I1A 

SH 

03  Jon 

77 

SH 

Validated  Feb  83 

L 

6250 

Lorn  ,  Minioture  Bi-ptn  For  Fluorescent  Lomps,  250  Volt,  75  v  'ott 

MlL-l  970/ lOB 

SH 

03  Jon 

77 

SH 

Vr  d  Feb  S3 

L 

6250 

Lamp.  .  Miniature  Bi  Pin,  Heot  Resistant,  For  Fluorescent  Lamps,  280  Volt, 

MILl-970/)5A 

SH 

03  Jon 

77 

SH 

75  Watt  Validated  Feb  83 

1 

6250 

Lampholder,  Mogul.  250  Volt,  750  Wolt.  Three  Contoct  Validated  Feb  83 

MIL-1-970/7A 

SH 

03  Jon 

77 

SH 

L 

6250 

Lomphoider,  Socket,  Fluorescent  Lomp  Starter,  Heot  Resistant,  250  Volt,  75 

Mll-L  970/19 

SH 

03  Jon 

77 

SH 

Wolt  Validated  Feb  83 

L 

6250 

Lampholder,  Socket,  Fluoreicent  lamp  Starter,  250  Volt,  75  Wott  Volidaled  Feb 

S3 

Lampholder,  Stylet  LH20  And  LH22  Validated  Apr  SI  USER-ME  MC  REV-MI  AS 

GS 

lomphoider.  Style  IH71  Validated  May  S5  USER-ME  MC  REV-AS  li  GS 

M1L-1-970/13A 

SH 

03  Jon 

77 

SH 

6250 

MIL-1-3661/1A  ()) 

EC 

06  Dec 

68 

EL 

EC 

99 

6250 

MIL-1-3661/3A 

EC 

27  Mor 

67 

El 

EC 

99 

L 

6250 

Lomphoider,  Weatherproof,  Medium  Screw,  Mold'^d  Rubber,  250  Vc4t,  660 

MIL  1-970/9B 

SH 

03  Jon 

77 

SH 

Watt  Validated  Feb  83 

L 

6250 

lomphoider,  Weotherproof,  Medium  Screw,  .«glded  Rubber,  250  Volt,  660 

MI1.1.970/16A 

SH 

03  Jon 

77 

SH 

Watt,  Streomer  Type  Validated  Feb  83  USER  ME  REV-GS 

6250 

Lampholders  •  Ninth  Edition  -  6  Oct  77  (Reopproved  1982)  (Chg  Notice  1  Dtd 

UL  496  79R82 

YD 

15  Dec 

82 

ME  YD 

99 

15  Nov  85)  USER-AR  MC  REV-85  GS 

CHG  NOTICE  1 

6250 

Lompholders,  Starters,  &  Starter  Holders  For  Fluorescent  Lamps,  Standard  For 

UL  542-85 

YD 

15  Jul 

85 

ME  YO 

99 

(Sielh  Edition)  -  23  May  85  USER-AR  MC  REV-82  GS 

6250 

Light,  Household,  Lorge  Table,  Type  Xv . . . 

W-l-314/4 

% 

06  May  80 

L 

6260 

Candle,  illuminating,  Sorvivol,  High  Meliting  Point  Validated  Dec  62  REV-GL  GS 

Mll-C  255398 

82 

21  Jul 

76 

99 

6260 

Candle,  Illuminating  And  nour . 

AA-907 

} 

07  Nov 

80 

L 

6260 

Chest,  Gasoline  Lontem-  illuminating  Equipment.  Empty  ...  . . . 

MlL-C-29450 

MC 

2)  Dec 

87 

MC 

6260 

Lantern,  Gosoline,  Leaded  Or  Nor.  Leoded  Fuel,  With  Cose  Validated  Jan  86 

MILL  15941  (1) 

GL 

18  Apr 

80 

GL 

99 

USER-MC  REV-GS 

6260 

Lantern,  Kerosene,  Hond,  Globe . . . . 

RR-L  112D 

X 

16  Mor 

73 

6260 

Mantle,  illuminotmg  (Gasoline  Lontern)  Validated  Apr  8J  USER-ME  CG  MC 

MIL  M  43576 

GL 

29  Mor 

68 

Gl 

99 

REV-MD  GS 

6260 

Reilvciui,  lighf,  Gosotme  lantern  REV  Mu  OS  .  ......  .  . . . . 

MIL  R  400/ iC 

Gl 

*  ’  JS 

52 

Gl 

mc 

59 

Q  1. 

6320 

Aiorm  Switchboords,  Alarm  Ponels,  Remote  Sentry  Alerm  Switch,  Signet  Units, 

MILA  17196E 

SH 

C7  Oct 

77 

SH 

&  Special  Aiorm  Connection  Box,  Novol  Switchboard  Validated  Nov  84 

USER-CS  REV-MI 

L 

6320 

Dummy  Transmitter,  Ships  Distonce  And  Speed .  ...  ...  .  . 

MIL-D-17084E 

SH 

22  Ocl 

87 

SH 

L 

6320 

Indicotor,  Boiler  Smoke,  Novol  Shipboord  Validated  Dee  83.  ... 

MIII2002C  ()) 

SH 

04  Sep 

64 

SH 

L 

6320 

Indicotor,  Own  Ship  S  Position  (Novol  Shipboord)  Validated  Apr  8J . 

MIL  1  23970A 

SH 

15  Moy 

64 

SH 

01 

6320 

Indicator,  Ship  Distonce  Speed  Validated  Apr  81 . 

MILM7301B 

SH 

07  Apr 

65 

SH 

01 

6320 

Indicator,  Ship  S  Course .  . . 

MII-I.15676K 

SH 

20  Dec 

82 

SH 

0  L 

6320 

Propeller  Revolution  Indicoting  Equipment,  Synchro  (Novol  Shipboard  Use) 

MIL-P-I5554B  (2) 

SH 

28  Nov 

86 

SH 

L 

•6320 

Underwater  log  Equipment,  Electromognetic  Type  Validated  Apr  81 

MILU-18033F  (2) 

SH 

28  Jul 

67 

SH 

L 

6340 

Computer,  Stoll  Worning  CPU-81/A  Validated  May  62. . . .  . . . 

MILC-38474 

82 

19  Jul 

66 

99 

6340 

Control,  Alarm,  Airspeed  And  lending  Gear  Worning,  Type  MJ-3  Validated  Jan 

MIL  C-256130  (1) 

82 

28  Jun 

78 

AS 

99 

8S 


676 


FSC  LISTING 


DOCUMENT 


FSC 

TIUE 

NUMBER 

PREP 

DATE 

6340 

Oftector,  Ice,  Arr  Intake  Duct,  Aircraft  Engines  And  Airframe  Systems,  Generol 
Specification  For  Validated  May  80  REV‘99 

MIL-0-8181B 

AS 

15  Mar 

65 

6340 

Fire  And  Overheat  Warning  Systems,  Continuous,  Aircroft.  Test  And  tnstoHotion 

Of  Voh'dafad  Sep  87  REV-MI  99 

MIL-F-7872C  (1) 
NOTICE  1 

AS 

30  Sep 

87 

L 

6340 

Fire  Warning  Systems,  Aircroft,  Rodiotion  Sensing  Type,  Test  And  Instollotion 

Of  Validatad  Aug  84  REV-AV 

MIL-F-23447 

AS 

14  Sep 

62 

L 

6340 

Keycr,  Overheat  Woming  Light,  Type  MA&1  REV-GS  . . 

MII-K-81448 

82 

19  Oct 

83 

6340 

Signol,  Emergency  Worning  (Bell)  Volidotad  Mar  83  USER-CG . 

Ma-S-6904/1 

AS 

19  Apr 

65 

6340 

Signol,  Emergency  Worning  (Horn)  Validattd  Jun  di  USER-CG  ...  .  . . 

MIL-S-6904/2  (1) 

AS 

05  Aug 

68 

6340 

Signal,  Emergency  Warning  (Horn  With  A  Projector)  Validated  Mar  83 

USER-CG 

MIL-S-6904/3 

AS 

19  Apr 

65 

6340 

Signal,  Emergency  Worning,  Generol  Specificotion  For  Validated  May  83 

USER-CG  REV-MI  11 

MIL-S-69048  (1) 

AS 

03  Dec 

69 

Q 

6340 

Signol,  Worning.  Audible,  For  Headset,  Type  MA-1  Validated  Jon  dP  REV-11 

GS 

MIL-S-9320C  (2) 
NOTICE  1 

82 

16  Jon 

89 

6340 

System,  Illuminated,  Warning,  Caution,  And  Advisory,  Generol  Specificotion  For 
Validated  Apr  86  REV-AV 

MII-S-3S039B 
NOTICE  1 

82 

11  Apr 

86 

1 

6350 

Alarm  Set,  Anti  Intrusion  (PSID)  AN/GSG-151  Validated  Oct  6i  REV  GS  . 

MIL-A-52S73 

MC 

17  Jul 

75 

L 

6350 

Alorm  Set,  Anti  Intrusion,  Restricted  Area,  AN/GSO-159  (DSlD)  VoUdoted  Feb 

85  REV-GS 

MII-A-S2832A 

MC 

19  Jul 

76 

L 

6350 

Alarm  Set,  Anti  Intrusion,  Restricted  Area,  Minisid  lit,  AN/GSQ'154  Validated 
Oct8J  REV-GS 

M,i.-A-52839 

MC 

27  Jon 

75 

Q 

6350 

Alorm  System,  Interior,  Security,  Components  For  REV-YD . 

W-A-004508 

i 

16  Feb 

73 

6350 

Alorm,  Audible  8Z-204/fSS-9(V)  USER-MC  REV-GS . 

MIL-A-52S798 

INT  AMD  1  (ME) 

ME 

21  Apr 

80 

L 

6350 

Annunciotor,  Novol  Shipboard  Validated  Jul  84  REV-GS . 

Mll-A-153738 

SH 

26  Jun 

64 

Q  1 

6350 

Audible  Signals:  Alarms,  Bell,  Buzzers,  Homs,  Sirens,  And  Electronic  Shipboord 
REV-MI  GS 

MIL-A-153038 

SH 

19Nbv 

86 

6350 

Bell,  Electrical  Low  Voltoge,  Buzzer,  Electrical,  Low  Voltoge . 

W.B-820A 

t 

IS  Sep 

78 

L 

6350 

Cobinel,  Monitor,  CV.7359/FSS-9(V),  CY-7360/FSS-9(V)  &  CV-7361/FSS.9(V) 
USER-ER  CG  MC  SH  REV-GS 

MIL-C-52S76B 

INT  AMD  1  (ME) 

ME 

28  Aug 

80 

6350 

Circuit  Card  Assembly  -  Demodulotor  Validated  Apr  86 . 

Mll-C-52994 

ME 

29  May  81 

6350 

Control  Unit,  Alorm  Set,  C-9412/FSS-9(V) . 

MIL-C-S28538 

ME 

23  Jul 

80 

6350 

Control  Unit,  Alarm  Set  C-9412/FSS-9(V) . 

MIL-C-0052853C 

INT  AMEND  2 

ME 

19  Nov 

84 

6350 

Control,  Electronic  Access  USER-MC  SH . 

MIL-C-529)3A 

YD 

19  Jon 

89 

6350 

Detector,  Anti  Intrusion,  DT-363/GSQ  (AAU)  Validated  Feb  35  REV-GS . 

MII-D-S2778A 

MC 

19  Jul 

76 

6350 

Detector,  Anti  Intrusion,  DT-5()9/GSO  (Magid  T-4)  Validated  Feb  85  REV-99 

GS 

Detector,  Noturol  And  Propone  Gas  Leok  Alarm,  AC  Powered  . 

MII-D-52776A 

MC 

19  Jul 

76 

6350 

A-A-603 

t 

14  Nov 

79 

6350 

Detector,  Smoke  Alarm  Remote  Indicator  Panel . . . . . 

A.A-604A 

t 

14  May  80 

6350 

Detector,  Smoke  Alorm,  Residential,  Battery  Powered,  lomzotion  Type  . 

A-A-587 

t 

14  Nov 

79 

6350 

Detector,  Smoke  Alorm  Residential,  AC  Pov/ered,  lonizotion  Type  . 

A-A-588 

t 

01  Nov 

79 

6350 

Detector,  Smoke  Alarm,  And  Reloy  Transmitter,  Battery  Powered,  Photoelectric 
With  Remote  Receiver/olorm,  Residential 

A-A-594 

t 

09  Dec 

79 

6350 

Detector  Smoke  Alorm,  Residential,  Battery  Powered.  Photoelectric  Type  . 

A-A-592 

t 

13  Nov 

79 

6350 

Detector,  Smoke/heat  Alarm  Residentiol,  Ac  Powered,  lonizotion  Type  . 

A-A-589 

t 

01  Nov 

79 

6350 

Detector,  Smoke/heot  Alarm,  Residential,  Ac  Powered,  Photoelectric  Type . 

A-A-590 

t 

14  Nov 

79 

6350 

Detector,  Smoke.  Alorm.  Residential.  AC  Powered.  Photoelectric  Type ............... 

A  A-591 

t 

!4  Nov 

79 

6350 

Detector,  Smoke,  Alaim,  And  Relay  Transmitter,  Residentiol,  Bottery  Powered, 
lonizotion  Type,  With  Remote  Receiver/olorm 

A-A-593 

t 

14  Nov 

79 

6350 

Detector,  Smoke,  Alorm  And  Line  Corrier  Tronsmitter,  Ac  Powered. 

Photoelectric,  With  Remote  Receiver/olorm 

A-A-595 

t 

09  Ntv 

79 

6350 

Detector,  Smoke,  Alarm,  And  Line  Carrier  Transmitter,  Ac  Powered,  lonizotion 
Type 

A-A  6C0 

t 

09  Nov 

79 

6350 

Fire  Alorm  System,  Locol,  Electric,  Supervised,  Succession  Coded.  Positive, 
Noninterfering  Type  USER  YO 

W-F-391C  (2) 

t 

26  Jon 

66 

L 

6350 

Horn.  Etertricol  . 

MII-H-51391A  (2) 

EA 

01  Sep 

88 

L 

6350 

Inierfoce  Unit,  Alorm  J  4035/FSS  9  (V) .  . 

MIL-1'5301 1A 

ME 

22  Nov 

88 

6350 

Mirror,  Emergency  Signaling,  Mork  3  Validc  Jul  85  USER-MC  CG  REV-EA 

AV  11  G5 

MIL-M-’8371E  (2) 

AS 

06  Aug 

79 

6350 

Monitor  Module,  Status,  ID-1921 /FSS-9{V)  6  Monitor  Module,  Alorm, 
IO-1922^FSS  9(V)  USEfi-SH  CG  REV-MC  82  GS 

MIL-M-S2878C 

ME 

20  Feb 

86 

6350 

Senior  Group,  Grid  Wire,  DT-545/FSS-9(V)  REV-GS  . 

Mll-S-528618 

ME 

11  Jul 

79 

1 

6350 

Sensor  Group,  Posstve  Ultrosonic,  Receiver  R-1860/FSS-9(V)  &  Processor 
MX-9443/FSS-9(V)  USER-MC  SH  REV-GS 

MIL-S-528698 

INT  AMD  1  (ME) 

ME 

22  Feb 

80 

1 

6350 

Sensor  Group,  Ultrosonic  Motion,  Transceiver  RT-1161r  F$S'9(V)  Processor 
MX-9444/fSS.9(V)  U5ER-MC  SH  REV  GS 

MIL-S-52872& 

INT  AMD  1  (ME) 

ME 

06  Mor 

84 

e..*..  nr  c/a/ccc  o/ys  e 

MX.9442/FSS-9(V)  USER-ER  SH  CG  MC 

Mil.  $.529719.  (1) 
INT  AMD  2  (ME) 

MP 

22  Inn 

ftl 

6350 

Sensor,  Copocilance  Proximity,  OT-548/FSS-9(V)  USER-ER  REV  82  . 

MIL-S-528680 

INT  AMO  2  (ME) 

ME 

22  Nov 

88 

6350 

Sensor,  Magnetic  Weopon  DT-547/FSS-9(V)  Validated  Apr  86  REV-GS . 

Mll-S-528668  (1) 

ME 

22  Jon 

81 

1 

6350 

Ship  Whistle  Sound  Output  Validated  Dec  83  REV-GS .  . 

MS-18298 

SH 

07  Apr 

72 

6350 

Siren.  Electric  Motor  Operoted,  Vehicular  REV  GS . 

MIL-S-34850 

ME 

21  Aug 

84 

6350 

Siren,  Eleelrie,  2  TD5  HP  USER-MI  ME  MC  CS  REV-EA  GS  . 

MIL  S  5038 

82 

28  Apr 

88 

6350 

Siren,  Electronic  REV  ME  82 . . .  . 

AA-50796 

82 

05  Moy 

82 

(. 

6350 

Switch,  Alorm,  Lotching,  SA-1954/FSS-9(V) .  . . 

Mll-S-52860e 

ME 

25  Apr 

79 

6350 

Switch,  Alorm,  Latching,  SA-19S4/FSS-9(V) . . . . . 

MIL-S-0052860C 

ME 

21  Aug 

84 

6350 

Switch,  Balonced  Magnetic,  SA-195S'’FSS  9(V)  REV-GS  . 

Mil.  S  528678 

INT  AMD  1  (ME) 

ME 

18  Apr 

79 

L 

6350 

Transducer,  Motional  Pickup  TR  299/G(  (  Validated  Sep  88 . 

MIL-T-38531  (3) 

82 

27  Dec 

88 

CUSTODIAN 


AV  AS 
AV  AS  11 
AS 


AV  AS 
AV  AS 
AS 

AV  AS 

AV 

ME  AS 

ME 

ME 

ME 


ME  EC 

SH 
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ME  EC 

ME 

ME 

ME 

ME  YD 
ME 
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EA 
ME 

ME  AS 
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ME 
ME 

ME 
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ME 
ME 

SH 
ME 

YD 

ME 
ME 
ME  99 

99 
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6360 

Transmission  Group  Doto,  Tronsmlffer,  Data.  T-1257/FSS-9(V}  &  Receiver, 

MIL-T-52877B 

ME 

29  Feb 

so 

ME 

Oola,  R1861/fSS  9(V)  REV-GS 

INT  AMD  2  (ME) 

635C 

Weopon  Access  Deloy  Systems,  Interior  Sorrier  . 

MIL-W-S3056 

ME 

21  Oct 

85 

ME 

6350 

Weopon  Access  Delay  Systems,  Kit,  Cage  . 

MIL-W-53060 

ME 

21  Oct 

85 

ME 

65GP 

Siological  Indicators  For  Steriiizoiion  Processes  Validated  Oct  88 . 

MIL-STD-969 

DM 

31  Oct 

88 

MD  MS 

03 

*6jGP 

Coble  Assembly,  Speciol  Purpose,  Electrical  Validoled  Jun  81 . 

MIL-C-2642A 

DM 

30  Aug 

67 

MD  MS 

03 

65GP 

Monitoring  Stenlizotion  Systems  For  Medicol  Devices  (lAduttrial)  REV 'MB . 

Mll-STD-966 

DM 

30  Nov 

79 

MO  MS 

03 

6505 

Acetaminophen  Elixir,  U.s  p.  Validated  Feb  62  . 

MIL-A-372S9 

DM 

29  Nov 

75 

MD  MS 

03 

6505 

Acetaminophen  Oral  Solution,  USP,  Alcohol  Free  . 

A-A-(X617tO 

/MB 

09  Oct 

86 

MD  MS 

03 

6505 

Acetaminophen  Toblets,  U  s.p.  Validated  Jan  84  REV-MD  MS  03 . 

MIL-A-37521A 

DM 

27  Sep 

77 

DM 

6505 

Acetaminophen  Toblets,  USP . .  .  . 

AA-53524 

MB 

17  Jun 

88 

MD  MS 

03 

6505 

Acetozolomide  Copsules .  . 

AAS3529 

MB 

17  Jun 

88 

MD  MS 

03 

6505 

Acetohexomide  Toblets,  Usp  Validated  Feb  83  REV'MB  . 

MIL-A-36695B 
NOTICE  1 

DM 

29  Feb 

88 

MD  MS 

03 

6505 

Acetohydroxomic  Acid  Toblets  . . . 

AA-0053403 

MB 

28  Mor 

88 

MD  MS 

03 

6505 

Acetylcholine  Chloride  For  Ophthalmic  Solution,  USP  . 

A.A-53527 

MB 

17  Jon 

88 

MD  MS 

03 

6505 

Acetylcysteine  Solution,  N.  F.  Validated  Feb  62  . 

Ma-A-37339A 

DM 

17  Sep 

76 

MD  MS 

03 

6505 

Acetylcysteine  Solution.  Usp  ...  . 

AA-S3190 

MB 

04  Sep 

87 

MO  MS 

03 

6505 

Acyclovir  Ointment .  . 

A-A-51040 

/MB 

06  Oct 

85 

MD  MS 

03  DM 

6505 

Acyclovir  Sodium  For  Injection.  . 

A-A-51041 

/MB 

04  Ocl 

85 

MDMS 

03  DM 

6505 

Adopter,  Automotic  Retroctor  Holder  . . . . . . 

A-A-5ie53 

MB 

27  Jun 

88 

MDMS 

03 

6505 

Albumin  Homon,  Usp.  Heat  Treated  . 

A-A-0051834 

MS 

19  Feb 

87 

MD  MS 

03 

6505 

Albumin,  Normol  Human  Serum,  With  Injection  Apparatus  Validated  Feb  88 ...... 

MIL-A-36561A 
NOTICE  1 

DM 

26  Feb 

88 

MD  MS 

03 

6505 

Alcohol,  Dehydrated,  Anotyzed  Reogent  Validated  Feb  82  . 

U-A-40SA 

>XM 

26  Mor 

76 

MDMS 

03 

6505 

Alcohol,  U  s.p.  Validated  Jun  84  REV-MB  . . 

MIL-A-37570A 

DM 

03  Aug 

78 

MDMS 

03 

6505 

Alcohol,  USP . . . . . 

A-A-53880 

MB 

31  Mar 

89 

MD  MS 

03 

6505 

Allentonil  Hydrochloride  Injection  ....  . . . 

A-A-0053616 

MB 

29  Aug 

£8 

MD  MS 

03 

6505 

Allopurinol  Tobies,  Usp  Validated  Feb  86 . . . .  . 

MIL-A-37487 

NOTICE  1 

DM 

29  Feb 

88 

MO  MS 

03 

6505 

Allopurinol  Toblets,  USP . . . 

A-A-0051936 

MB 

10  Apr 

87 

MDMS 

03 

6505 

Alprozolom  Tablets,  Usp  . . 

A-A-S1038B 

/MB 

11  Jun 

87 

MD  MS 

03 

6505 

Alprozolom  Tablets,  USP  . . 

A-A-0051038A 

MB 

26  Sep 

86 

MD  MS 

03 

6505 

Aluminum  Acetate  &  Acetic  Acid  Solution  . .  . . 

A-A-51096 

/MB 

26  Dec 

85 

MD  MS 

03 

6505 

Aluminum  Acetate  Solution  Toblets,  Effervescent  Validated  Feb  88 . 

MII-A-37194A 
NOTICE  1 

DM 

29  Feb 

88 

MD  MS 

03 

6505 

Aluminum  Acetote  Solution  Toblets  Effervescent  . 

AA-53833 

MB 

28  Feb 

89 

MO  MS 

03 

6505 

Aluminum  Hydroxide  Gel,  Dried,  Magnesium  Tnsilicote,  And  Sodium 

MIL-A-37230 

DM 

24  Oct 

75 

MD  MS 

03 

Bicarbonate  Toblets  Validated  Feb  82 

6505 

Aluminum  Hydroxide  Gel  And  Magnesium  Corbonole  Suspension . . 

A.A.51039 

/MB 

21  Nov 

85 

MD  MS 

03 

6505 

Aluminum  Hydroxide  Gel,  Dried,mognesium  Hydroxide,  And  Simethicone  Toblet 

A-A-30019 

/MB 

28  Oct 

81 

MD  MS 

03 

USER-SD  REV-MO  MS  03 

6505 

Aluminum  Hydroxide  Gel,  USP  .  .  . . . 

A-  53528 

MB 

17  Jun 

88 

MD  MS 

03 

6505 

Aluminum  Hydroxide  Gel,  Dried,  Tablets,  Usp  Validated  Feb  82 . 

MII.-A-37425 

DM 

07  Jon 

76 

MD  MS 

03 

6505 

Aluminum  Hydroxide  Gel,  Dried,  Copsules  . . . 

A  A-30017 

/DR 

03  Aug 

81 

MO  MS 

03 

6505 

Aluminum  Oxide  Scrub  Cleanser .  . . . 

A-A-50830 

/MB 

30  Dec 

81 

MD  MS 

03 

6505 

Amantadine  Hydrochloride  Copsules,  Usp  . . . . . 

A-A-53081 

MB 

21  Jul 

87 

MD  MS 

03 

6505 

Amcinonide  Cieom,  USP  . . . .  . 

A-A-53526 

MB 

17  Jun 

88 

MD  MS 

03 

6505 

Amcinonide  Ointment,  USP . 

A-A.005t817 

MB 

28  Jan 

87 

MO  MS 

03 

6505 

Amikacin  Sulfate  Injection,  USP  ....  . . . 

A-A-53530 

MB 

17  Jun 

88 

MD  MS 

03 

6505 

Ammo  Acid  And  Urea  Cervical  Creom  .  . . . 

AA-005I807 

MB 

13  Jon 

87 

MDMS 

03 

6505 

Amino  Acid  Injection,  Without  Electrolytes  . . . 

A  A-0053249 

MB 

OB  Oct 

87 

MDMS 

03 

6505 

Amino  Acids  &  Glycerin  Injection  Wihh  Electrolytes  . . . . . . . 

A.A-005)651 

MB 

02  Sep 

86 

MDMS 

03 

6505 

Amino  Acids  And  Dextrose  Injection  Pock . . 

A-A-00531 13 

MB 

07  Jut 

87 

MDMS 

03 

6505 

Amino  Acids  Injection  . 

AA-0051740 

/MB 

21  Oct 

86 

MO  MS 

03 

6505 

Ammogluthetimide  Toblets,  Usp . 

A-A-0053173 

MB 

20  Aug 

87 

MDMS 

03 

6505 

Aminophylline  Injection,  Usp  . .  . 

AA-53522 

/MB 

01  Jun 

88 

MDMS 

03 

6505 

Aminophylline  Toblets,  U.sp.  Validated  Feb  88  REV-DM . 

MIL-A-37515A 

DM 

26  Feb 

88 

MD  MS 

03 

6505 

Aminophylline  Tabfets,u$P . 

AA-53762 

MB 

18  Nov 

88 

MD  MS 

C3 

6505 

Amiodorone  Hydrochloride  Tablets  . 

A-A-0051813 

MB 

30  Jon 

87 

MD  MS 

03 

6505 

Amitriptyline  Hydrochloride  Tablets,  USP  . 

AA-53631 

MB 

12  Aug 

88 

MD  MS 

03 

6505 

Ammonia,  Aromotic  (inhalants)  Validated  Feb  62 . 

U-A-500B 

♦DM 

30  Mar 

76 

MD  MS 

03 

6505 

Ammonium  Lactote  Lotion . 

AA-0053256 

MB 

20  Oct 

87 

MD  MS 

03 

6505 

Amoxopine  Tablets  . 

AA-51017 

/MB 

n  Oct 

85 

MD  MS 

03 

6505 

Amoxicilli  For  Oral  Suspension,  USP  . 

AA-53867 

MB 

31  Mor 

89 

MD  MS 

03 

6505 

Amoxicillin  &  Potossium  Clovulonate  Toblets . 

A-A-51574A 

MP. 

<11  Jul 

87 

MD  MS 

03 

6505 

A'A-0051672 

MB 

16  Sep 
26  Feb 

86 

MD  MS 

03 

6505 

Amoxicillin  Capsules,  USP  Validated  Feb  88 . 

Mil  A-37378A 

DM 

88 

MD  MS 

03 

NOuCc  i 

6505 

Amoxicillin  Capsules,  USP .  . 

AA-53736 

MB 

30  Sep 

88 

MO  MS 

03 

6505 

Amoxicillin  For  Orel  Suspension,  USP  REV>0M  . . . 

Mil  A-37380A 
NOTICE.  1 

DM 

26  Feb 

88 

MD  MS 

03 

6505 

Amphotericin  B  Lotion  UP . 

A-A-53S32 

MB 

28  Feb 

89 

MD  MS 

03 

6505 

Amphotericin  B  Lotion  Validated  Feb  88  REV  MB  . . . 

MIL-A-37772 
NOTICE  1 

DM 

26  Feb 

88 

MO  MS 

03 

6505 

Ampiciilin  Capsules,  USP . . .  . 

A-A-53050 

MB 

02  Jul 

87 

MDMS 

03 

6505 

Ampicillln  For  Orol  Suspension,  Usp  Validated  Feb  88  . 

MIL-A-37480 
NOTICE  1 

DM 

26  Feb 

88 

MO  MS 

03 

6505 

Ampicillm  For  Orol  Suspension,  Usp  ...  . . . 

A  A-005I9S9 

MB 

28  Apr 

87 

MD  MS 

03 

6505 

A-A-53695 

MB 

16  Sep 
26  Feb 

88 

MD  MS 

03 

6505 

Ampiciilin  Sodium,  Sterile,  U.s  p.  Validated  Feb  86 . 

MIL-A-37377A 
NOTICE  1 

DM 

88 

MD  MS 

03 

6505 

Ampiciilin  Sodium,  Sterile  Usp . 

AA-005336S 

MB 

29  Feb 

88 

MD  MS 

03 
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6S05 

Amyl  Nitritfl  (Inhalonts)  Vohdated  Feb  63  . . . . . . 

MIL  A-3248B  (1) 

DM 

29  feb 

88 

MOMS 

03 

NOTICE  1 

6505 

Amyl  Inhalant,  USP . . . 

A-A-53879 

MB 

31  Mor 

89 

MD  MS 

03 

6505 

Ant  Ivenln,  Crotahdae,  Polyvolent,  UP  ..... .  . . 

AA-53874 

MB 

31  Mor 

89 

MO  MS 

03 

6505 

Anthrolin  Cream . . . 

A.A.0051746 

MB 

03  Nov 

86 

MO  MS 

03 

6505 

Antidote,  Nerve  Agents,  Iniector  Validated  Feb  66 . . . . 

MIL-A-37251 

DM 

26  Feb 

88 

MD  MS 

03 

INT  AMD  1  (DM) 

6505 

Antipyrine  And  Senzo<oine  Solution  . . 

AA-50859 

DM 

17  Jon 

83 

MO  MS 

03 

6505 

Antipyrine  And  Benzocoine  Solution . . .  . 

MtL-A37336 

DM 

26  Feb 

88 

MO  MS 

03 

NOTICE  1 

6505 

Antipyrine  And  Benzocoine  Solution,  USP,  .  . 

A-A-0050859 

/MB 

02  Oct 

86 

MD  MS 

03 

6505 

Antipyrine  And  Ethyl  Aminobenzoote  Solution  (Ear  Drops) . . . 

U-A-530 

t 

22  Jun 

59 

6505 

Antirobiet  Serum,  Usp  Validated  Jun  64 . 

MIL'A-37569A 

DM 

24  Aug 

78 

MO  MS 

OM 

6505 

Antiseptic  Anesthetic  Solution,  Phenolated . 

A-A-50S37 

/MB 

30  Dec 

81 

MD  MS 

03 

6505 

Antiseptic>onesthetic  Solution,  Phenolated  Validated  Feb  88 . 

MIL-A-37861 

DM 

26  feb 

88 

DM 

NOTICE  1 

6505 

Antivenin,  Crotaline,  Polyalent,  Usp  Validated  Jun  64 . 

MIL-A-37890 

DM 

17  Apr 

78 

MD  MS 

03  DM 

6505 

Ascorbic  Acid  Tablets.uSP . . . 

A-A-53760 

MB 

18  Nov 

88 

MD  MS 

03 

6505 

Ascorbic  Acid  Toblets,  Usp  Validated  Jun  84  REV-MB  . . . 

MIL  A.37751 

DM 

02  Aug 

78 

MD  MS 

03 

6505 

Aspirin  Aluminum  Hydroxide  Gel,  Dried,  &  Mognesion  Oxide  Tablets . 

A-A-5)443 

/MB 

11  Sep 

86 

MD  MS 

03 

6505 

Aspirin  Suppositories,  USP  . . .  . . . . 

A  A-(X)51933 

MB 

06  Apr 

87 

MO  MS 

03 

6505 

Aspirin  Toblets,  U  s  p  Validated  Feb  66  REV-MB . 

MIL-A-37494A 

DM 

26  Feb 

88 

MD  MS 

03 

NOTICE  1 

6505 

Aspirin,  Aluminum  Hydroxide  Gel,  Dried,  And  Magnesium  Oxide  Tablets . 

MIL-A-A-OOA51433 

/MB 

02  May 

86 

MD  MS 

03 

6505 

Aspirin,  Aluminum  Hydroxide  Gel,  Dried,  And  Mognestum  Hydroxide  Toblets 

MtL-A-37610 

DM 

26  Feb 

88 

MO  MS 

03 

Vclidoled  Feb  88  REV-MB 

NOTICE  1 

6505 

Aspirin,  Cerfl^'ine  And  Phenocetin  Toblets  Validated  Jun  84 . 

MIL-A-37626 

DM 

15  Apr 

78 

DM 

6505 

Asprin  Tob’e*!,  USP.,.  . . . . . .  . . 

A  A-53650 

MB 

14  Mor 

89 

md  ms 

03 

6505 

Atenolol  Tablets  .  .  , 

AA-53555 

/MB 

30  jun 

88 

MD  MS 

03 

6505 

Atropine  Sulfote  Ophtholmic  Oint^^^ent  Vahdated  Jun  64  .  .,  . 

MIL-A-37491 

DM 

29  Oct 

76 

MD  MS 

03 

6505 

Atropine  SuHote  Ophthalmic  Oinment,  USP  . . . . . 

AA-53875 

MB 

31  Mor 

89 

MD  MS 

03 

6505 

Atropine  SuHote  Toblets,  Usp,  Hypodermic  Validated  Feb  82 . 

MIL-A.37518 

DM 

IB  Moy 

76 

OM 

6505 

Azothioprine  Tablets,  Usp  Validated  Feb  38  .  . . 

MIL.A-37852 

DM 

26  Feb 

88 

OM 

NOTICE  1 

6505 

Aztreonom  .'or  Injection . . . 

AA-0053549 

/MB 

12  Aug 

88 

MO  MS 

03 

6505 

Bocitrocin  And  Neom/cin  SuHote  Ointment  Validated  Feb  82  . 

U-B-50A 

/DM 

02  Apr 

76 

MD  MS 

03 

6505 

Bocitrocin  Ointment,  Usp  Validated  Feb  88  . 

MIL'B'37478 

DM 

29  Feb 

88 

md  ms 

03 

NOTICE  1 

6505 

Bocitrocin  Zinc,  Neomycin  SuHote  And  Polymyxin  B  SuHote  Oo>'tholmic 

UP  360A 

/DM 

07  Apr 

76 

md  ms 

03 

Ointment  Validated  Feb  82 

6505 

Boclofen  Tablets..  .  . . .  . . . 

A-A.51203 

/MB 

27  Nov 

85 

md  ms 

03 

6505 

Barium  Hydroxide  Lime,  Usp,  Oronulor,  7  Lb  (3  18  Kg)  Validated  Jun  81 

MILB.362)2A 

DM 

12  Aug 

74 

md  ms 

03 

6505 

Barium  SuHote  For  Suspension.  Usp,  Disposable  Enemo  Unit  VaUaated  F^L  82  .. 

MIL-8.37655 

DM 

24  Sep 

76 

DM 

6505 

Boriuffl  SuHote  Suspension . . . . . 

A  A-0051747 

/MB 

03  Nov 

86 

MD  ms 

03 

6505 

Beslomethosone  Dlpropionofe  Inhoiolion  Aerosol.  Nosoi  . 

A.A-005-753 

/MB 

19  Nov 

86 

MOMS 

03 

6505 

Bedomethosone  Oipropionofe  Inholotlon  Aerosol  R£V>$D . 

A-A-30020A 

/DP 

31  Mor 

83 

MO  MS 

03 

6505 

Bellodonno  Alkaloids  With  Phenoborbltol  Elixir  Validated  Feb  88  . . 

MII.B-37474 

DM 

29  Feb 

88 

MD  MS 

03 

NOTICE  ) 

6505 

Bellodonno  Alkolcds  'Mith  Phenoborbltol  Toblets  REV>$D . 

A  A-30021 

/MB 

28  Oct 

81 

MD  MS 

03 

6505 

Benzoikonium  CMonde  Soluticn,  USP  Validated  Feb  82  .  . . . 

MIL  B-37451 

DM 

16  Jul 

76 

MD  MS 

03 

6505 

Benzene  HexocMoride.  Gommo,  Lotion,  Usp  Validated  Jun  84  REV-MB  . 

MIL'B.37B23 

DM 

29  Aug 

77 

OM 

6505 

Benzion  Tincture  Compound,  USP  . .  . 

AA-53873 

MB 

31  Mor 

89 

MD  MS 

03 

6505 

Benzo^’oine  Orol  Topico .  . 

A.A-(»53414 

/MB 

01  Jun 

88 

MO  MS 

03 

6505 

Benzocone  Butomben  And  Tetrocome  Hydrochlorde  Topicol  Aerosol  . 

A-A-005)783 

MB 

16  Dec 

86 

MD  MS 

03 

6505 

Benzoin  Tincture,  Compound,  Uip  Validated  Mar  88  REV  MB  .  .. 

MllB-37798 

DM 

23  Mor 

88 

MD  MS 

03 

NOTICE  1 

6505 

Benzoin  Tincture  Topical  Aerosol  .  . . . 

A  A  (X)5’568 

/MB 

14  Jul 

86 

MD  MS 

03 

6505 

Benzoyl  Peroxide  Get  Validated  Jun  84  . 

Mil  B-37799 

DM 

25  Jul 

77 

DM 

6505 

Benzoyl  Peroxide  Gel,  USP .  .  . 

A-A  50845 

/MB 

10  Aug 

82 

MOMS 

03 

6505 

Benzoyl  Peroxide  Gel,  USP . . .  . 

A-/  53877 

MB 

31  Mor 

89 

MD  MS 

03 

6505 

Benzoyle  Peroxide  Cleansing  Liquid . . 

A-AS1432 

/MB 

23  Sep 

86 

MOMS 

03 

6505 

Benzquinomide  Hydrochloride  For  injection  . 

AA.S1042 

'MB 

04  On 

85 

MD  MS 

03 

6505 

Denztropifse  Mesylote  Toblets,  Usp  Validated  Mar  88  REV-MB . 

MIL-B-37743 

DM 

02  Mor 

88 

MD  MS 

03 

NOTICE  ) 

6505 

Benz'ropine  Mesylote  Toblets,  USP . 

A  A-51541A 

26  Aug 

87 

6505 

Belcmethosone  Benzoote  Gel,  Usp  Validated  Jun  84  . 

MllB-37859 

Dm 

01  feb 

78 

DM 

6505 

6e»omethosone  Ben^orte  Gel,  USP .  .  .  . 

A-A  53868 

MB 

24  Mur 

89 

MO  MS 

03 

6505 

Betomethosone  Dipropioncte  Lotion,  USP  .  . 

A  A  0053730 

MB 

31  On 

88 

MDMS 

03 

6505 

Befonethosone  Sodium  Phosphote  And  Betomethosone  Acntote  Suspension, 

MIL-B  37690A 

DM 

09  Mor 

88 

MDMS 

03 

Sterile,  NF  Validated  Mar  88  REV-MB 

NOTICE  1 

6505 

Betomethosone  Sodium  Phosphote  &  Betomethosone  Acetotc  Suspension, 

A-A-53869 

MB 

3)  Mor 

89 

MD  MS 

03 

Sterne,  USP 

6505 

Betomethosone  Volerote  Cream,  Nf  Validated  Jun  84 . 

MIL  B-37527 

DM 

19  Jen 

77 

MO  MS 

03 

6505 

Betomethosone  Volerote  Creom,  USP . 

A  A -53704 

MB 

16  Sep 

88 

MD  MS 

03 

6505 

Betoxolol  Hydrochloride  Ophthpimic  Solution  . 

A  A  0053550 

/MB 

12  Aug 

88 

MDMS 

03 

6505 

Bethanechol  Chto.idc  Toblets,  Usp .  . 

AA-51762A 

MB 

02  Jul 

87 

MD  MS 

03 

6505 

fielhonechol  Chlonr^e  Tablets,  USP .  .  ..... 

A  A-0051762 

/MB 

01  Dec 

86 

MD  MS 

03 

6505 

Bisocodyl  Suppositorie..,  Nf  Validated  Feb  82  . 

Mll-8-37201 

DM 

20  Feb 

75 

MD  MS 

03 

6505 

Bisocodyi  Suppositorits.  USP.  . 

A  A  5U07A 

/MB 

16  Seo 

86 

MD  MS 

03 

6505 

Bismuth  Subsoticyiote  Suspension.  .  . 

A  A  0053355 

MB 

11  Feb 

88 

MO  MS 

03 

6505 

Bismuth  Subsolicylote  Toblets .  . 

A-A  0053304 

MB 

lOFeo 

88 

MD  MS 

03 

6505 

Bleomycin  Sulfote  Sterile,  USP,  15  Units  Of  Blroniycin  . 

A-A-0051637 

MB 

28  Jul 

86 

MD  MS 

03 

6505 

BL>od  Detection  Toblets  Validated  Feb  82  .  . 

MIL-B  37328 

DM 

24  Oct 

75 

MO  MS 

03 
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6S0S 

Bretylium  Tosylote  Injection  . .  . . . . . 

A  A-51043 

/MB 

04  Oct 

85 

MDMS  03  DM 

6505 

Bromphtnirorriine  Moicote,  Phenylephrine  Hydrochloride,  And 

MIL-B'36420A  (1) 

DM 

04  Nov 

74 

MD  MS  03 

Phenylproponolomine  Hydrochloride  Eitxir  Vohdat&d  Ju^  di 

6505 

Bromphemromine  Moleote,  Phenylephr<T'e  Hydrochloride,  And 

A-A-50849 

/MB 

10  Aug 

82 

MD  MS  03 

Phenylproponolomine  Hydrochloride  Elitir 

6505 

6romphen>*nm«ne  Moleote  &  Phenylpropunolomm*  Hydrochloride  Toble^t, 

AA-0051971 

MB 

1 1  Moy 

87 

MDMS  03 

Suttoined  Releote 

6505 

Bumetanide  Iniecnon . .  . . 

A-A-0053596 

MB 

12  Aug 

88 

MDMS  03 

6505 

B(.meronide  Tobieis  .  .  . 

A-A-0053597 

MB 

12  Aug 

SB 

MDMS  03 

6505 

Bupivocoine  Hydrochloride  And  bpmepltnne  Injection  Validated  Feb  88 . 

MII-B'37244A 

DM 

26  Feb 

66 

MDMS  03 

NOTICE  1 

6505 

Bupivocome  Hydrochloride  &  En.nephrine  Injection,  USP . 

A-A-53B49 

MB 

14  Mor 

89 

MDMS  03 

6505 

Bupivocome  Hydrochloride  (rtectlon  Validated  Feb  32  ....  . 

MIL-B-37245A 

DM 

14  May 

76 

MDMS  03 

6505 

Buprenorphme  Hydrochioride  Injection  .  . 

A'A-0053407 

MB 

28  Mor 

86 

MDMS  03 

6505 

Butolbilol,  Aspirin.  Coffemo,  And  Phenocetin  Tablets  Validated  Jan  04  REV-MB  . 

MIL-B-37160A 

DM 

30  Aug 

78 

MOMS  03 

6505 

Butolbitol,  Aspirin  And  Cotfeine  Copsules . 

A-A0051956 

MB 

27  Apr 

87 

MDMS  03 

6505 

Butolbilol,  Aspnn,  And  Co^feme  Toblels  . 

A-A-51044 

/MB 

04  Oct 

85 

MOMS  03 

6505 

Butoconozofe  Nitrote  Creon .  Vaginal . 

A  A-005t927 

MB 

06  Apr 

87 

MDMS  03 

6505 

Butorphonot  To'trote  Injection,  USP . . . 

A'A-53554 

/MB 

30  Jun 

SB 

MDMS  03 

6505 

Colomine  lotion,  Phenoloted  And  Mentholated . 

MIL-C-36023A 

DM 

23  Mar 

88 

MDMS  03 

NOTICE  1 

6505 

Colomme  lotion,  USP  REV-MB  . . . . 

MIL-C-37683A 

MB 

28  Mor 

88 

MDMS  03 

NOTICE  1 

6505 

Cc'citon  .1  salmon  Injection  .  . . . . . . 

AA-5U22A 

/MB 

09  Sep 

86 

MDMS  03 

6505 

Culcitriol  Coptuls . . 

AA-0053622 

MB 

29  Aug 

88 

MDMS  03 

6505 

Colcium  Carbonate  Tablets,  N  f  . . .  ... 

6IL-C-37261 

DM 

02  Mor 

88 

MD  MS  03 

INT  AMD  1  (DM) 

6505 

Calcium  Carbonate  And  Vitamin  02  Toblets  . 

AA-0053083 

MB 

29  May 

87 

MOMS  03 

6505 

Calcium  Carbonate  Tablets,  Usp  . . . . 

A-A-(X>53242 

MB 

23  Sep 

87 

MDMS  03 

6505 

Calcium  Citrate  Tobiets . . . . .  . 

AA-0053313 

MB 

29  Feb 

88 

MDMS  03 

6505 

Calcium  Gfuceptote  Injection  . . . . .  ... 

MII-C-37357B 

DM 

23  Mar 

88 

MDMS  03 

NOTICE  1 

6505 

Colcium  Hydroxide,  USP  . . .  . 

A-A.005)573 

/MB 

14  Jul 

86 

MDMS  03 

6505 

Colcium  Locrote  Tablets,  U.s.p.  Validated  Feb  62 . 

MII'C'37264A 

DM 

15  Apr 

76 

MDMS  03 

6505 

Colcium  Thioglycoilo^e,  Trihydrote,  Creom  Validated  Mar  88  REV-MB . 

Mll-C-37644 

DM 

18  Mor 

88 

MDMS  03 

NOTICE  1 

6505 

Condicidin  Ointment,  Nt  Validated  Jun  84  REV-MB  . .  . 

Mll-C-37556 

DM 

06  Jun 

77 

MDMS  03 

6505 

Conthondin  Collodion  Topical  Solution . . .  . 

A-A-0051665 

/MB 

29  Aug 

86 

MDMS  03 

6505 

Copsulf,  Gelatin  Validated  Feb  62  REV-EA .  . 

U-C-n5B 

/DM 

10  Feb 

58 

MDMS  03 

6505 

Copsutes  (For  Medicinal  Purposes)  Validated  Jan  64 . 

FED'STD.2B5A  (2) 

/DM 

01  Jul 

77 

MDMS  03 

6505 

Coptopril  robl.lt . 

A-A-0053280 

MB 

22  Oct 

87 

MDMS  03 

6505 

Corbomotepine  Tablets,usp  . . . . . . . . . .  . 

A-A-53305A 

/MB 

25  Jul 

88 

MOMS  03 

6505 

Carbenicillin  Oiiodium,  Sterile,  Usp  Validated  Feb  82 . . 

MII-C-37325A 

DM 

20  Sep 

76 

MDMS  03 

6505 

Corbldopo  And  Levodopa  Toblets . . . . . 

Mll-C-37648 

MB 

28  Mor 

88 

DM 

NOTICE  1 

6505 

Corbinoxomine  Moleote,  Pieudoephedrine  Hydrochloride,  &  Oextromethorphon 

A-A-(X)532B7 

MB 

09  Nov 

87 

MDMS  03 

Hydrobromide  Oral  Solution,  30  Ml 

6505 

Corisopiodol  Toblets  REV«S0 . 

A  A  30022 

/DP 

28  Oct 

81 

MDMS  03 

6505 

Costor  Oil,  Aromatic  USP, . . . 

AA-0051556 

/MB 

07  Jul 

86 

MDMS  03 

6505 

Cefodroxil  Coptules,  Usp . . . . . 

AA4)051696 

/MB 

16  Oct 

86 

MDMS  03 

6505 

Celozolin  Sodium,  Sterile,  Usp,  Lyophilized  Validated  Jun  84  REV-MB . 

MILC-37372A 

DM 

29  Aug 

78 

MDMS  03 

6505 

Cefoperozone  Sodium,  Sterile,  USP . . . 

AA-0053213 

MB 

17  Sep 

87 

MDMS  03 

6505 

Ceforonide  For  Injection,  Equivalent  To  1  Grom,  10  S . 

AA4X)5I585 

MB 

21  Jul 

86 

MDMS  03 

6505 

Cefotelon  Oisodium,  Sterilt . . . . 

AA-00532B6 

MB 

12  Nov 

87 

MOMS  03 

6505 

Cefoxitin  Sodium,  Sterile,  Usp . . . . . 

AA-OOS1893A 

MB 

26  Oct 

87 

MDMS  03 

6505 

Cefoxitin  Sodium,  Sterile,  Usp......... . . . 

A-A-51894B 

MB 

16  Sep 

87 

MDMS  03 

6505 

Ceftozidlmt  For  Injecltion . . . 

A-A-0053620 

MB 

26  Aug 

88 

MDMS  03 

6505 

Ceftizoxime  Sodium,  Sterile,  USP  . . .  . 

AA-51419A 

/MB 

11  Sep 

86 

MDMS  03 

6505 

Ceftriaxone  Sodium  For  Injection . . . 

A-A-51378A 

MB 

10  Aug 

87 

MDMS  03 

6505 

Ceftrtoxone  Sodium  For  Injection.. . . . 

A-A-005137e 

/MB 

01  Apr 

86 

MOMS  03 

6505 

Cefuroxime  Sodium,  Sterile . 

AA-53115 

MB 

23  Jul 

87 

MO  MS  03 

•6505 

Cellulose  Acetate  Butyrate  Validated  Sep  8S  USER-ME  99 . 

MII.C.5537A  (1) 

AS 

28  Feb 

55 

AR  AS 

6505 

Cellulose-ocftate-butyrote  (For  Use  In  Protective  Ointment)  . 

JAN.C.590 

EA 

12  May 

48 

EA  MS 

6505 

Cepholexin  For  Oiol  Suspension,  USP  Validated  Mar  88  REV-MB  . 

MII-C-37483 

DM 

28  Mar 

88 

MDMS  03 

NOTICE  1 

6505 

Cepholeyin  Copsules,  USP . .  . 

AA.5355B 

/MB 

30  Jun 

88 

MO  MS  03 

6505 

Cephaioridme,  Sterile,  Nf  Validated  Jun  84  . . . 

MILC-37341A 

DM 

01  Nov 

76 

MO  MS  03 

6505 

Cephoiothin  Sodium  Forinjection,  Usp . 

A.A-00518)8 

MB 

12  Jul 

87 

MDMS  03 

6505 

Cephotothin  Sodium  For  Injection  . .  . 

MILC-37287A 

DM 

18  Mor 

88 

MDMS  03 

NOTICE  1 

6505 

CvpiiupinM  Sudium,  Sferiie  REV  M5  ..........  . .  ....... 

Mit.C-37802A 

Mb 

Jtt  Mor 

btt 

MU  Mb  UJ  UM 

NOTICE  1 

6505 

Cephrodine  Copsules  Validated  Mar  86  REV-MB... . . 

MIL'C-37441A 

DM 

28  Mar 

88 

MDMS  03  DM 

NOTICE  1 

6505 

Cephrodine  For  Orol  Suspension.  USP.. . . . . . 

AA-0053621 

MB 

26  Aug 

88 

MDMS  03 

6505 

Cetylpyridinlum  Chloride  Lozenges,  N.f.  Validated  Jun  84  REV  MB . . . 

MIL-C-37350A 

DM 

31  Aug 

78 

MDMS  03 

6505 

Cetylpyridinium  Chloride  &  Btnzocoint  Lozenges  . .  . . 

A  A-51681 

/MB 

22  Sep 

86 

MDMS  03 

6505 

Cetylpyridinium  Chloride  And  Benzocoine  Lozenges  Validated  Jun  54  REV-MB.  . 

MIL-C-37776 

DM 

31  Aug 

78 

MDMS  03 

6505 

Cetylpyridinium  Chloride  Solution,  Alcoholic,  0-05  Percent . 

MILC-3635)8 

DM 

26  Mar 

88 

MDMS  03 

NOTICE  1 

6505 

Chigger  Repellent  And  Antipruritic  Lotion  . . 

AA-5I925A 

26  Sep 

88 

6505 

Chlopheniromine  Moleote  And  Pstudoephtdrint  Hydrochloride  Copsules, 

A-A.51209 

/MB 

22  Nov 

85 

MDMS  03 

Sutlain*d*rtlftoit 
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6505 

Chloramph«nicol  Ophtholmic  Solution,  U.s.p  . 

M1L-C-37338A 
NOTICE  1 

DM 

23  Mor 

88 

MD  MS 

03 

6505 

Chlommphemcol  Ophtholmk  OmtrrenI,  OSP  . . 

A  A  a)51972 

MB 

12  May 

87 

MD  MS 

03 

6505 

Chlordiotopoxido  Hydrochloride  And  Cltdinium  Bromide  Coptulet  Validated  Jun 

B4 

Chlordiozepoxide  Hydrochloride  A  Clidinlum  Bromide  Copsuiet . 

MIL-C-37501 

DM 

17  Jon 

77 

MD  MS 

03 

6505 

A-A-51045 

/MB 

04  Oct 

85 

MD  MS 

03 

6505 

Chiordiozepoxide  Hydrochloride  Coptules,  Usp  Validated  Jun  84  ftEV>MB  . . 

MILC-37679 

DM 

28  S,p 

77 

MD  MS 

03 

6505 

Chlordiozepoxide  Hydrochloride  Copiules.  USP . . . 

A-A-53202 

MB 

17  S«p 

87 

MD  MS 

03 

6505 

Chlorliexidine  Oiuconote  Orel  Rinse  . . . 

A-A-53154 

MB 

04  Aug 

87 

MD  MS 

03 

6505 

Chtorhexidine  Gluconate  Orel  Rinse  . . . . . 

A-A'0053154 

MB 

04  Aug 

87 

MD  MS 

03 

6505 

Chloroqulne  And  Primoquine  Phosphates  Tablets  Validated  Jun  31 . 

MIL  C-36066B 

OM 

27  Mor 

62 

MDMS 

03 

6505 

Chloroquine  Hydrochloride  Injection,  Usp  Validated  Jun  34  USER-MB . 

MIL-C-37678 

DM 

33  Apr 

78 

MO  MS 

03 

6505 

Chloroqulne  Phosphote  Toblets,  USP  Validated  Mar  88 . 

Mll-C-37520 
NOTICE  1 

DM 

28  Mor 

88 

MD  MS 

03 

6505 

Chlorphenesin  Corbomote  Toblets  . . . 

A-A-51049 

/MB 

04  Ocl 

85 

MO  MS 

03 

6505 

Chlorpheniramine  Maleate,  Aspirin,  Caffeine,  Methoxyphenomine  Hydrochloride, 

MIL.C-37347 

DM 

19  Mor 

76 

MO  MS 

03 

And  Phenocetin  Toblets  Validated  feb  82 

6505 

Chlorpheniramine  Maleote,  Acetaminophen,  And  Phenylproponolomine 

A-A-51228 

/MB 

29  Nov 

85 

MOMS 

03 

Hydrochloride  Toblets 

6505 

Chiorpheniromme  Moleote  Tablets,  Usp  . . . 

MIL-C-37417 
NOTICE  1 

MB 

23  Mar 

88 

MD  MS 

03 

6505 

Chlorpheniramine  Moleote  Syrup,  U.s.p  REV'MB  . 

MIL-C-37444A 
NOTICE  1 

MB 

23  Mor 

88 

MD  MS 

03 

6505 

Chlorpheniramine  Maleate  And  Phenylephrine  Hydrochloride  fobiets  Voliooted 

MIL-C  >37860 

DM 

2)  Apr 

78 

OM 

Jun  84 

6505 

Chlorpheniramine  Moleote,  Aspirin,  Caffeine,  And  Phenylproponoloming 

MIL-C-37753A 

DM 

21  Jul 

78 

MD  MS 

03 

Hydrochloride  Toblets  Validated  Jun  84 

6505 

Chlorpheniramine  Maleate,  Isopropomide  iodide,  And  Phenylpropondlomlne 

MIL-C-37306 

DM 

19  Mor 

76 

MD  MS 

03 

Hydrochloride  Capsules  Validated  feb  62 

6505 

Chlorpheniramine  Moleote  Tablets,  Modified  REV>M6  . 

MIL-C-372fi4A 
NOTICE  1 

DM 

IB  Mar 

88 

MD  MS 

03 

6505 

Chiorpromozine  Hydrochloride  Tablets,  USP  . 

A.A.53207 

MB 

23  Stp 

87 

MO  MS 

03 

6505 

Chlorpromazine  Hydrochloride  Solution  . . . . . . . . . 

AA.30075 

/DP 

31  Mor 

83 

MD  MS 

03 

6505 

Chiorpromozine  Hydrochloride  Injection,  Usp  REV^MB.... . . . . . 

MIL-C-376n 
NOTICE  1 

MB 

28  Mor 

88 

MD  MS 

03 

6505 

Chiorpromozine  Hydrochloride  Solution  Validated  Jun  84  REV  MB . 

MII-C-37810A 

OM 

22  Jun 

78 

MDMS 

03 

6505 

Chlorpropamide  Tablets,  Usp  REV*MB . . 

MIL.C-37I78A 
NOTICE  1 

DM 

IB  Mor 

88 

MD  MS 

03 

6505 

Chlortholidone  Toblets,  USP . . . 

A-A-51379A 

/MB 

IS  5,p 

86 

MD  MS 

03 

6505 

Chlortholidone  Toblets.  USP . . . . 

A-A-0051379 

/MB 

01  Apr 

86 

MD  MS 

03 

6505 

Chlorzoxazone  &  Acetominophen  T.,bltts.  USP . . . 

A-A-51458A 

MB 

11  Jun 

#7 

MD  MS 

03 

6505 

Chlorzoxozone  And  Acetominophen  Toblets  Validated  feb  82  . 

MIL-C-37304 

DM 

25  S,p 

75 

MO  MS 

03 

6505 

Cholestyromine  For  Orol  Suspension.USP  Validated  Mar  88 . 

MllC-37536 
NOTICE  1 

DM 

28  Mor 

88 

MD  MS 

03 

6505 

Cimetidme  Hydrochloride  injection. . . . 

A-A-5)088 

/MB 

26  Nov 

85 

MDMS 

03 

6505 

Cimetidifie  Tablets,  USP . . . 

A-A-51046A 

/MB 

19  5,p 

86 

MDMS 

03 

6505 

Cinnamon  Oil,  Usp  Validated  Jun  84  ...  . . . 

Mll-C-37862 

DM 

21  Feb 

78 

OM 

6505 

Ciprofloxacin  Hydrochloride  Tablets  . . . 

A'A-0053548 

/MB 

12  Aug 

88 

MD  MS 

03 

6505 

Cisplotm  For  Injection . . . . 

AA-53051 

MB 

06  Jul 

87 

MD  MS 

03 

6505 

Citric  Acid,  U.s.p.,  Hydrous  REV>OM  . . . 

MIIC-3735)A 
NOTICE  1 

DM 

23  Mar 

88 

MD  MS 

03 

6505 

Clindomycin  Hydrochloride  Capsules,  U.s.p... . . . . . . . . . 

MIL.C-37432 
NOTICE  1 

MB 

23  Mor 

88 

MD  MS 

03 

6505 

Clindamycin  Phosphate  Injection,  USP  .  . . . . . 

A-A-53044 

MB 

01  Jul 

87 

MD  MS 

03 

6505 

Ciindomych  Phosphate  Injection,  N  f  Validated  Jun  84  REV  MB  . 

MIL  C  37411 A 

OM 

30  Aug 

78 

MD  MS 

03 

6505 

Clofibrote  Capsules,  Usp  .  . 

MIL-C-37265A 
NOTICE  1 

DM 

02  Mor 

88 

MOMS 

03 

6505 

Ciomiphene  titrate  Tablets,  U  s  p  REV  MB . . . . . . . 

MIL-C-37355A 
NOTICE  1 

DM 

23  Mor 

88 

MD  MS 

03 

6505 

Clorozepate  Oipotassium  Tablets . . . . . . . 

A>A>00532n 

MB 

09  Sep 

87 

MDMS 

03 

6505 

Clotrimazole  Solution  Validated  Jun  84  REV-MB . 

Mll.C'37778A 

DM 

21  Jul 

78 

MD  MS 

03  DM 

6505 

Clotrimozole  Topical  Solution,  USP  . 

A-A-51451A 

/MB 

11  Sep 

86 

MOMS 

03 

6505 

Cloxocillin  Sodium  For  Oral  Solution,  Usp  . 

MIL-C-37385A 
NOTICE  1 

DM 

18  Mor 

88 

MD  MS 

03 

6505 

Cloxoctilin  Sodium  Capsules,  USP  . .  . 

AA-53569 

/MB 

22  Ju) 

88 

MD  MS 

03  OM 

6505 

Cool  Tor  And  Mineral  Oil,  Lonoiated,  Woter  Dispersible,  Both  Oil . 

A-A-51087 

/MB 

26  Nov 

85 

MD  MS 

03 

6505 

Coal  Tor  Solution,  Usp  ..  . 

MIL-C-37466 
NOTICE  1 

MB 

28  Mor 

88 

MDMS 

03 

6505 

Cocaine  Hydrochloride,  Usp  Validated  feb  82 . 

MIL-C-37305A 

DM 

14  May 

76 

MD  MS 

03 

6505 

Cocome  Hydrochloride,  USP,  Sterile  Validated  Feb  82 . 

MILC-37660 

DM 

27  Set. 

76 

MD  MS 

03 

6505 

Codeine  Phosphate  Ana  Acetominophen  ktixir  . 

•A -A  5'v7o 

*.  • 

OC 

vev 

MO  MS 

03 

6505 

Codeine  Phosphote,  USP  .. .  . 

Ma-C-37454 
NOTICE  ' 

AB 

Z6  Mar 

88 

MD  MS 

03 

6505 

Codeine  Phosphote  An  '  Acetaminophen  Tablets  REV.$D  . 

A'A-30033 

/MB 

28  Oct 

81 

MD  MS 

03 

6505 

Codeine  Phosphate  And  Aspirin  Tablets  Validated  Jun  84 . 

MIL-C-37526 

DM 

26  Ocl 

76 

MD  MS 

03 

6505 

Codr  me  Phosphate  And  Aspirin  Toblets . . . . 

A-A-51067 

/MB 

26  Nov 

85 

MD  MS 

03 

6505 

Codeine  Sulfote  Tablets,  N(  .,  .  . 

MIL-C-37675 
NOTICE  1 

MB 

28  Mor 

88 

MD  MS 

03 

6505 

Colistm  Sulfote,  Hydrocortisone  Acetoie,  Neomycin  Sulfote,  And  Thonzonium 

MIL  C-37590 

DM 

28  Mor 

88 

MDMS 

03 

Bromide  Suspenion,  Otic  Validated  Mar  86  REV'MB 

NOTICE  1 

6505 

Collodion,  Flexible,  Usp  .  . 

MIL-C-37294A 
NOTICE  1 

DM 

18  Mar 

88 

MD  MS 

03 

6505 

Cromolyn  Sodium  Nosol  Solution,  USP . . . . . . . 

A*A-5i208A 

/MB 

19  Sep 

86 

MD  MS 

03 
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6505 

Cromolyn  Sodium  Copsules . . .  . 

M1L-C.372')5 

NOTICE  1 

DM 

18  Mor 

88 

MD  MS 

03 

6505 

Cromolyn  Sodium  Inholotion  Aerosol,  Oral  . 

A  A  0051755 

MB 

19  Nov 

86 

MO  MS 

03 

6505 

Cromolyn  Sodium  Ophthalmic  Solution,  USP  .  . 

AA0051761 

/MB 

21  Nov 

86 

MD  MS 

03 

6505 

Crotomiton  Cream,  NF  Validated  Feb  62  .  .  . 

MtL-C-3873E 

DM 

15  Apr 

76 

MD  MS 

03 

6505 

Crystal  Violet,  Anolyzed  Reagent  Vohaated  Mar  88  . 

MIL  C-37550 

NOTICE  ^ 

dm 

28  Mar 

88 

DM 

6505 

Cupric  Sulfote,  Nf  Validated  Feb  82 .  . .  .  . 

MIL'C  37458 

DM 

01  Srp 

76 

MO  MS 

03 

6505 

Cyclophosphamide  For  Injecnon,  USP  . .  . 

A-A-0051835 

MB 

18  Feb 

87 

MD  MS 

03 

6.505 

Cyclophosphomide  For  tniection,  Usp  REV-MB . 

MIL-C  37792A 
NOTICE  1 

MB 

28  Mor 

86 

MO  MS 

03  DM 

6505 

Cyproheptadine  Hydrochloride  Tablets.  Nf  REV-MB . 

MIL  C-37696 

NOTICE  1 

mb 

28  Mor 

8£ 

MOMS 

03 

6505 

Cytorobine,  Sterile,  USP  . . . 

A  A.(X)53375 

MB 

01  Mar 

88 

MDMS 

03 

6505 

Dantrolene  Sodium  Capsules  . . .  . 

A  A-5)068 

■MB 

11  Oct 

85 

MDMS 

03 

6505 

Oe  Trose  Iniection,  USP,  Por»icol  Fill  Bogswith  Vitol  Additive  Port  . 

A  A-0053429 

/MB 

16  Jun 

88 

MD  MS 

03 

6505 

Dehydrocholic  Acid  Tablets,  Nf  Validated  Mar  88..  . . 

MIIO-37464 

DM 

29  Mor 

68 

MDMS 

03 

6505 

Desipramioe  Hydrochloride  Toblets.  USP . . . 

AA0051608 

/MB 

05  Aug 

86 

MD  MS 

03 

6505 

Desonide  Cream  Validated  Feb  82  .  ,  . 

MIL  D-37177  (1) 

DM 

01  Aug 

75 

MD  MS 

03 

6505 

Desonide  Creom . . . 

A  A  53566 

/MB 

22  Jui 

88 

MO  ilS 

03 

6505 

Desonide  Ointment  0  05%  . . . . 

A-A  0053283 

MB 

29  Ocl 

87 

MD  h  S 

03 

6505 

Detergent,  Surgical,  (4  %  Chlorhexidine  Gluconole  Solution)  . . 

AA-51107 

/MB 

26  Nov 

85 

MDA.S 

03 

6505 

Detergent,  Surgical  Validated  Feb  82  . .  . . . . 

PD-240 

*DM 

19  Aug 

60 

MD  MS 

03 

6505 

Dexamethasone  Sodium  Phosphate  Iniectton,  Usp.  Vahdatf'd  Mar  68  . 

MllD-37531 

DM 

29  Mar 

88 

DM 

6505 

Dexamethosone  Sodium  Phosphate  Inhalation  Aerosol,  USP  Validated  Mar  88  , 

MIL-U*37370 

DM 

29  Mor 

88 

MDMS 

03 

6505 

Dexomethasone  Sodium  Phosphote  Ophthalmic  Solution.  Usp .  . 

MIL-D  37874 

NOTICE  1 

mb 

2B  Mor 

88 

DM 

6505 

Dexomethosone  Toblets,  USP .  .  ...  .  . 

A  A-0053025 

MB 

l7  Jun 

87 

MD  MS 

03 

6505 

Dexomethasone  Toblets,  Usp  Validated  Mar  88  REV  mB . . . . . 

MILD-37620 

DM 

29  Mar 

88 

MD  MS 

03 

6505 

Dexbrompheniramine  Maleote  &  Pseudoephedrlne  Sulfate  Tablets 

A.A-51704A 

/MB 

31  Jul 

87 

MD  MS 

03 

(Sustained  release) 

6505 

Dextran  &  Dextrose  Injection . . . . . 

A  A-0053152 

MB 

04  Aug 

87 

MD  MS 

03 

6505 

Dextran  &  Sodium  Chloride  Injection . 

A  A-0051754 

/MB 

19  Nov 

86 

MD  MS 

03 

6505 

Dextranomer  Beads . . . 

AA-51417A 

MB 

01  Jul 

87 

MD  MS 

03 

6505 

Dextiomethorphon  Hydrobromide  And  Guaifenesin  Syrup . 

A.A-50828 

/MB 

30  Dec 

81 

MDMS 

03 

6505 

Dextrose  Injection,  Usp,  50  Percent  Validated  May  68  REV*MB  . 

MIL.O-37642 

NOTICE  1 

DM 

29  Mar 

88 

MD  MS 

03 

6505 

Dextrose  Injection,  USP . 

A-A-0053310 

mb 

11  Feb 

88 

MDMS 

03 

6505 

Dextrose  ln|ect<on,  Usp  (Large  Volume  Injection  For  Single  Dose  Infusion) 

MIL-D-37457 

DM 

29  Mor 

88 

MDMS 

03 

Validated  Mar 

6505 

Oiatrizoote  Meglumine  And  Oiatrizoote  Sodium  Injection,  Usp  Validated  May 

MIL-D-37140C 

DM 

29  Mor 

88 

MDMS 

03 

88 

NOTICE  1 

6505 

Diotrizoote  Sodium  Injection,  Usp  . 

A-A-53049 

MB 

02  Jul 

87 

MDMS 

03 

6505 

Oiozepom  Toblets,  Usp  .  . 

MIL-D-37095A  (1) 
NOTICE  1 

DM 

28  Mor 

88 

MD  MS 

03 

6505 

Dibucaine  Ointment.  Nf  Validated  Mar  88 . 

MILD-37504 

DM 

29  Mor 

88 

MD  MS 

03 

6505 

Dichlorotetroflucroethone,  Nf  Validated  May  88  REV>MB  .  . . 

MILD-37651 

NOTICE  1 

DM 

29  Mar 

88 

MD  MS 

03 

6505 

Dicloxo"  '*  n  Sodium  Capsules,  USP . 

A-A-0051616 

/MB 

1 1  Aug 

86 

MD  MS 

03 

6505 

Dicloxociliin  Sodium  Capsules,  USP  Validated  Feb  62 . 

Mll.D-37650 

dm 

20  Sep 

76 

MD  MS 

03 

6505 

Dicloxocillin  Sodium  For  Oral  Suspension  Validated  May  68 . 

MIL-D-37653A 
NOTICE  1 

DM 

29  Mor 

SB 

MD  MS 

03  DM 

6505 

Oictiolem  Hydrochloride  Toblets . 

A  A-53121 

/MB 

30  Jul 

87 

MD  MS 

03 

6505 

Dicyclomine  Hydrochloride  Toblets,  Usp  Validated  Feb  32 . 

MIL-D-37267A 

DM 

30  Apr 

76 

MD  MS 

03 

6505 

Dienestrol  Creom,  Nf  Validated  May  88  REV  MB . 

MIL  D-37671 

NOTICE  1 

DM 

29  Mar 

88 

MD  MS 

03 

6505 

Diethylpropion  Hydrochloride  Toblets,  Modified  (Sustomed'releose)  . . 

A-A.0051698 

/MB 

24  Sep 

86 

MD  MS 

03 

6505 

Diethyipropion  Hydrochloride  Tablets,  Modified  Validated  Feb  82 . 

MlL-0-37333 

DM 

05  Mor 

76 

MD  MS 

03 

6505 

Diethylpropion  Hydrochloride  Toblets,  Modifid  .  . 

A-A-00519n 

MB 

30  Mor 

87 

MOMS 

03 

6505 

Differentiation  Disks,  Microorgonism  Validated  Jan  84 . 

MIL  D  37532 

DM 

05  Apr 

76 

DM 

6505 

Diflorosone  Oiocetate  . . . . . 

A  A  0051806 

MB 

20  Jan 

87 

MDMS 

03 

6505 

Diflunisoi  Tablets,  USP . . . . . .  ..  . . . . 

A-A0053075 

MB 

06  Jul 

87 

MDMS 

03 

6505 

Oigoxin  Elixir,  Pediatric.  0.05  Mg  Per  Cc,  60  Cc  (2  FI  OZ)  Validated  Jan  81  ...... 

MIL  D-362388 

DM 

11  Oct 

74 

MDMS 

03 

6505 

Digoxin  Toblets,  USP .  . . . 

A-A.53613 

/MB 

12  Aug 

B6 

MD  MS 

03 

6505 

Digoxin  Toblets,  Usp  Validated  Mar  88  REV  MB . 

MIL-D-37621 

DM 

29  Mar 

88 

MD  MS 

03 

6505 

Dihydroergoco'nine,  Dihydroergocnstine,  And  Dihydroergokryptine  Mesylotes 

MIL-D-37555 

DM 

25  May 

77 

MD  MS 

03 

Table  IS  Validated  Jan  64  REV-MB 

6505 

Dimenhydrinote  Toblets,  Usp  REV-MB . .  . 

MIL  D-37615 

NOTICE  1 

MB 

28  Mor 

88 

MD  MS 

03 

6505 

Dimethyl  Sulfoxide  Injection . 

A-A  0053729 

mb 

31  Ocl 

88 

MDMS 

03 

6505 

D.’cc*)’*  CmIc'u.t  SwlfoSwCC.i'Cti  Cap»wlc,  C2<*  C">  (4  GiJ  VuZ/iu/cw  FvV  52 

MIL  D  36j54w» 

DM 

Jul 

76 

MD  /wS 

03 

6505 

Dioctyl  Sodium  SuHosuccmote  Copsules,  U  s.p.  Validated  Feb  82 . . 

MIL-0'37566 

DM 

24  Moy  76 

DM 

6505 

Oiphenhydromine  Hydrochloride  Copsules,  USP . . 

A.A0051926 

MB 

03  Apr 

87 

MD  MS 

03 

6505 

MIL'D'37794 

DM 

29  Mor 

88 

MD  MS 

03 

NOTICE  I 

6505 

Diphenhydromme  Hydrochloride  Capsules,  Usp  Validated  Mar  88 . 

M1L-0-37168A 
NOTICE  1 

DM 

29  Mor 

88 

MD  MS 

03 

6505 

Oiphenhydromine  Hydrochloride  Syrup  Validated  May  88 . 

MILD.37727 

NOTICE  1 

DM 

29  Mar 

88 

6505 

Diphtheria  And  Tetanus  Toxoids  And  Pertussis  Voccme,  Adsorbed,  Usp 

MIL-D*377I2 

DM 

29  Mor 

88 

MD  MS 

03 

Valldattd  May  SB  REV-MB 

NOTICE  1 

6505 

A'A'53553 

/MB 

88 

MD  MS 

03 

6505 

Disopyromide  Phosphate  Copsules,  USP  . . . 

A-A-0051790 

mb 

08  Dec 

86 

MD  MS 

03 
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6505 

Disulfiram  Tobltti,  Nf  Volidoted  Mar  36 . 

MILD-37219 

DM 

29  Mor 

88 

MDMS 

03 

6505 

Ditutfirom  Tablttt,  USP . . . . . 

A.A005157) 

MB 

14  Jul 

86 

MD  MS 

03 

6505 

Docusote  Calcium  Cap»ul€«,  USP . 

A-A-53225 

/MB 

17  Mor 

88 

MD  MS 

03 

6505 

Oocusote  Sodium  &  Cosanthronol  Capiults  REV*SD . 

A-A-30024 

• 

28  0:! 

81 

6505 

Ooeusatt  Sodium  Cap;ul«s,  USP . 

A.A-53719 

/MB 

30  Sep 

88 

MD  MS 

03 

6505 

Doxcyclint  Hyclatt  Capsutts,  Usp  . . . . 

A-A-53064 

MB 

08  Jul 

87 

MD  MS 

03 

6505 

Doxtpin  Hydrochloride  Capsules  VoUdattd  Feb  82  . . . . 

MILD-37356 

DM 

19  Jul 

76 

MD  MS 

03 

6505 

Ooxepin  Hydrochloride  Copsules,  USP......... . 

A.A-53599 

/MB 

22  Jul 

88 

MD  MS 

03 

6505 

Doxorubicir)  Hydrochloride  For  Injection  Validatad  May  83  .  ...... 

Mll'D37656 

DM 

29  Mor 

88 

DM 

NOTICE  1 

6505 

Ooxorubicio  Hydrochloride  For  Injection,  Usp  . 

AA0053309 

MB 

25  Feb 

38 

MD  MS 

03  DM 

6505 

Doxylamine  Succinate  And  Pyridoxine  Hydrochlonde  Toblets  Validated  Feb  82  .. 

MIL  0-3/ 608 

DM 

06  Sep 

76 

DM 

6505 

Uyphylline  Tablets . . . 

A-A-30023 

/DP 

28  Ocl 

81 

MD  MS 

03 

6505 

Edrophonium  Chloride  injection,  USP .  . 

A.A-0051745 

/MB 

05  Nov 

86 

MD  MS 

03 

6505 

Electrolyte  Solution,  Oral .  . 

A-A-005ie08 

MB 

13  Jon 

8/ 

MD  MS 

03 

6505 

Emollient  Creom,  Skin  Cake . . . . . . . 

A.A-0053357 

MB 

14  Feb 

SB 

MD  MS 

03 

6505 

EnoloprII  Maleote  Toblets  . . . . . . . .  . 

AA-0051744 

/MB 

05  No» 

86 

MDMS 

03 

6505 

Ephednne  Hydrochloride,  Phenobarbitol,  Potossium  Iodide,  And  Theophylline 

MIL-E-:t7322 

DM 

03  May 

76 

MD  MS 

03 

Colclum  Salicylate  Suspension  Validated  Feb  82 

6505 

Epinephrine  Hydrochloride  Ophtholmic  Solution  Validated  Jun  84  REV-A4% . 

MIL-E-37303B 

DM 

24  Aug 

78 

MDMS 

03 

6505 

Epinephrine  injection,  Usp  . . . . 

A-A-OOS1653 

MB 

09  Mor 

87 

MDMS 

03 

6505 

Epinephrine  Injection,  Usp  Validated  Jun  84  REV-MB . 

MILE-37715 

DM 

24  Apr 

78 

MD  MS 

03 

6505 

Epinephrine  Suspension,  Sterile  Validated  Jun  84 . 

MIL-E-37S40 

DM 

07  Oct 

77 

DM 

6505 

Epinephryl  Borate  Ophthalmic  Solution,  Nt  Validated  Jun  84 . . . 

MIL-E-37431 

DM 

01  Jul 

76 

MDMS 

03 

INT  AMD  1  (DM) 

6505 

Ergolid  Mesylotes  Toblets,  USP . . . 

A-A-53696 

MB 

16  Sep 

88 

MD  MS 

03 

6505 

E.'gonovine  Moleote  Tablets,  Nt  Validated  Feb  82  . 

MIL-E-37266A 

DM 

30  Apr 

76 

MD  MS 

03 

6505 

Ergotomine  Tortote  Injection,  USP  Validated  Jun  64  REV>MS . . 

MIL-E-37437 

DM 

16  Sep 

76 

MD  MS 

03 

6505 

Ergotamine  Tartrate  And  Caffeine  Tablets,  N.f.  Validated  Feb  82 . 

U-E-650A 

/DM 

05  Apr 

76 

MD  MS 

03 

6505 

Erythromycin  Ethylsuccinote  For  Oral  Suspension  U  s.p  Validated  Jun  84 . 

MIL-E-37354A 

DM 

13  Jun 

77 

MD  MS 

03 

6505 

Erythromycin  Ethylsuccinote  Toblets,  USP . 

A-A0053728 

MB 

28  Ocl 

SB 

MD  MS 

03 

6505 

Erythromycin  loctobionote  For  liiicctlon,  Usp  . 

A-A-53632 

/MB 

12  Aug 

88 

MDMS 

03 

6505 

Erythromycin  Opntholmic  Ointment,  USP.... . 

A-A-C05’554 

/MB 

08  Jul 

86 

MD  MS 

03 

6505 

Erythromycin  Steorole  Toblets,  USP...... . 

A-A-53606 

/MB 

05  Aug 

88 

MDMS 

03 

6505 

Erythromycin  Tablets  Validated  Feb  82 . 

MIL-E-37256 

DM 

24  Ocl 

75 

MDMS 

03 

6505 

Erythrosine  Sodium  Soluble  Tablets  Validated  Jun  84 . 

MIL-E-37399A 

DM 

30  Aug 

78 

MD  MS 

03 

6505 

Fstromustine  Phosphate  Sodium  Copsutes  . 

A-A-5)204 

/MB 

27  Nov 

85 

MD  MS 

03 

6505 

Estrogens,  Conjugoted,  Cream  Validated  Feb  62 . 

MIL-E-37226 

DM 

20  Ocl 

75 

MD  MS 

03 

6505 

Estrogens,  Conjugoted,  Cream,  Vaginal . . 

A-A-50884 

/MB 

21  Nov 

85 

MD  MS 

03 

6505 

Ethambulol  Hydrochloride  Tablets,  U.s.p.  Validated  Jun  84  R£V*MB . 

MIL-E-37148B 

DM 

10  Jun 

77 

MD  MS 

03 

6505 

Ethoheptotine  Citrate  And  Asprin  Toblets  Validated  Feb  82 . 

MIL-E-36700A 

DM 

30  Jun 

76 

MD  MS 

03 

•6505 

Ethyl  Alcohol  (Ethonol),  Denatured  Alcohol,  Proprietory  Solvents  And  Speciol 

0-E-00760C  (1) 

•OP 

04  Jon 

73 
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6505 

Ethynodiol  Oiocetote  And  Ethinyl  Estradiol  Toblets,  U.s.p.  Validated  Feb  82........ 

MIL-E-36875A 

DM 

29  Oct 

75 

MD  MS 

03 

6505 

Ethynodiol  Oiocetote  &  Ethinyl  Estradiol  Tablets  . 

A-A-0053039 

MB 

17  Jun 

87 

MD  MS 

03 

6505 

Ethynodiol  Oiocetote  And  Mestronol  Tablets  Validated  Feb  82  . 

MIL-E-37259 

DM 

12  Nov 

75 

MD  MS 

03 

6505 

Etoposide  Injection .  . 

A-A-0051787 

MB 

23  Dec 

86 

MD  MS 

03 

6505 

Famotidine  Tablets . . . . . . . 

A-A-0053086 

MB 

16  Jul 

87 

MDMS 

03 

6505 

Fot  Emulsion  Injection  . . . . . . . 

A-A-51501A 

MB 

30  Jul 

87 

MD  MS 

03 

6505 

Fentanyl  Citrate  And  Oroperido)  Injection  Validated  Feb  82 . . .  ..... 

MIL-F-37252 

DM 

10  Nov 

75 

MDMS 

03 

6505 

Fentanyl  Citrote  Iniectioii,  U.s.p.  Validated  Jun  84  ..  . . 

MIL-F-37367A 

DM 

23  Dec 

76 

MD  MS 

03 

6505 

Ferrous  Fumorote  &  Docusate  Sodium  Tablets,  Sustained  Releose . 

A-A-0053404 

/MB 

20  Jul 

88 

MDMS 

03 

6505 

Ferrous  Gluconote  Tablets,  Usp . . . . .  .  .  . 

A-A-0053257 

MB 

19  Oct 

87 

MD  MS 

03 

6505 

Ferrous  Sulfote  Orol  Solution,  U.s.p.  Validated  Feb  82 . 

MIL-F-37389 

DM 

15  Dec 

75 

MDMS 

03 

6505 

Ferrous  Sulfate  Toblets,  Usp  Validated  Jun  84  REV-MB  . . . 

MIL-F-37754 

DM 

21  Jul 

78 

MD  MS 

03 

6505 

Fiovoxote  Hydrochloride  Tablets  Validated  Jun  84  REV-MB  . 

MIL-F-37700 

DM 

21  Jul 

78 

MDMS 

03 

6505 

Flecomide  Acetotc  Tablets . 

A-A-0053405 

MB 

28  Mor 

88 

MDMS 

03  DM 

6505 

Fluocinotone  Acetonide  Cream,  Usp  Validated  Feb  82 . 

MIL-F-37307 

DM 

17  Ocl 

75 

MDMS 

03 

6505 

Fluocinolone  Acetonide  Topical  Solution,  U.s  p  Validated  Jun  84  . 

MIL-F-37349A 

DM 

01  Nov 

76 

MD  MS 

03 

6505 

Fluocinonide  Creom,  Usp  . . 

AA-53069 

MB 

20  Jul 

87 

MDMS 

03 

6505 

Fluocinonide  Ointment,  USP . . . .  . 

A-A-S3068 

/MB 

20  Jul 

87 

MDMS 

03 

6505 

riuocmunide  Ointment  Validated  Jon  84  REV«MB . 

MIL-F.377a2A 

DM 

22  Jun 

78 

MD  MS 

03  DM 

6505 

Fluorometholone  Ophtholmic  Suspension,  USP . . . 

A-A-0051421 

/MB 

17  Apr 

86 

MD  MS 

03 

6505 

Fluorouroctl  Cream,  USP  Validated  Feb  82 . 

MIL-F-37601 

DM 

30  Jul 

76 

DM 

6505 

Fluorourocil  Injection,  Usp  Validated  Jun  64 . 

MIL-F-37686 

DM 

04  Apr 

78 

MD  MS 

03 

6505 

Fiuoxymesterone  Toblets,  USP  . . . 

A-A-53567 

/MB 

22  Jul 

88 

MD  MS 

03 

6505 

Fluphenoxine  Oeconote  Injection  . 

A-A-53564 

/MB 

22  Jul 

88 

MD  MS 

03  DM 

6505 

Fluphenoxine  Hydrochloride  Toblets,  USP . 

A-A-53570 

/MB 

22  Jul 

88 

MD  MS 

03 

6505 

Fluphenoxine  Hydrochloride  Elixir,  USP . 

A-A-0O51768 

MB 

25  Nov 

86 

MD  MS 

03 

/  fAr 

CF.FVW 

r'wiuttJivnwMJe  0'<')tn>«nt,  Uip  VoUdatid  Jv’  34  RSV  .*.*S  . 

c 

D.M 

07  S-p 

77 

MD  MS 

03 

6505 

Flurondrenolide  Creom,uSP  . . . . 

A-A-53557 

/MB 

30  Jun 

88 

MD  MS 

03 

6505 

Ffurondrenolide  Lotion,  U.s.p.  Validated  Jun  84 . 

MIL-F-37418A 

DM 

25  Jul 

77 

MD  MS 

03 

6505 

Flurondrenolide  Tope,  U.s.p.  Validated  Feb  82  . 

Mll-F-37390 

DM 

14  Jun 

76 

MD  MS 

03 

6505 

Flurondrenolide  Cream,  Usp  Validated  Jun  84  REV.MB . 

MIL-F-37756 

DM 

29  Aug 

78 

MD  MS 

03 

6505 

Fluroxepom  Hydrochloride  Capsules  . . 

A-A-0053139 

MB 

04  Sep 

87 

MD  MS 

03 

6505 

Fiuroxepam  Hydrochloride  Capsules  Validated  Feb  82  . .  . 

MIL-F-37I35 

DM 

21  Mor 

75 

MDMS 

03 

6505 

Fluroxepom  Hydrochloride  Capsules,  N.f.  Validated  Feb  82..  . 

MIL-F-0037135A  (1) 

DM 

29  Jun 

76 

MD  MS 

03 

6505 

Folic  Acid  Toblets,  Usp  Validated  Jun  81  . . 

MILF-36690A 

DM 

27  Mor 

72 

MD  MS 

03 

6305 

Formoldehyde  Solution,  USP . . . . .  . 

A-A-0053048 

MB 

01  Jul 

87 

MD  MS 

03 

6505 

Furosemide  Injection,  Usp  Validated  Feb  82  . 

MIL-F-3714) 

DM 

02  Jun 

75 

MD  MS 

03 

6505 

Furosemide  Toblets,  Usp  . 

A-A-53128 

MB 

10  Aug 

87 

MDMS 

03 

6505 

Gemfibroxil  Copsulns,  USP  .  . 

A-A-0051814 

MB 

29  Jon 

87 

MD  MS 

03 

683 
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4505 

Gentomicin  Sulfgtt  ln|tction,  U»p  Volidattd  Ftb  82 . .  .  . 

MIL.G-37473 

DM 

31  Aug 

76 

MDMS  03 

6505 

Gtnfomicin  Sulfott  Creom.  USP  . 

A-A-53S56 

/MB 

30  Jun 

88 

MDMS  03 

6505 

Gentomicin  Sulfate  Ophthalmic  Osntment,  USP . 

A-A-33602 

/MB 

29  Jul 

88 

MDMS  03 

6505 

Genlanicin  Sulfate  Ophthalmic  Solution,  U»p  . 

AA-5356S 

/MB 

22  Jul 

88 

MDMS  03 

6505 

Gention  Violet  Tobleti  VoHdaftd  F»b  82.,, . 

Mll.G-37097 

DM 

10  Mor 

75 

MDMS  03 

6505 

Globulin,  Hepotitii  S  Immune,  USP . .  . 

A-A-0053047 

MB 

26  Jun 

87 

MDMS  03 

6505 

Globulin,  Human  Tetanus  immune,  U.s  p.  VoHdattd  Ftb  82 . 

MIL-G-37421 

DM 

24  Jun 

74 

MDMS  03 

6505 

Globulin,  Immune  For  iniection,  Humon.  Dried . 

A-A-0051958 

MB 

27  Apr 

87 

MOMS  03 

6505 

Globulin,  immune  For  injection  .  . 

A-A-0053260 

MB 

19  0cl 

87 

MDMS  03 

6505 

Globulin,  RHOfO)  Immune . 

AA-0051910 

MB 

30  Mar 

87 

MDMS  03 

6505 

Glucose  Test  Solution  .  .. .  ...  . . . 

A-A-50889 

/MB 

09  Oc( 

85 

MDMS  03 

6505 

Glyburide  Toblets  . ..  . 

A-A-51705A 

MB 

16  Jul 

87 

MDMS  03 

6505 

Glyburide  Toblets . 

AA0051705 

/MB 

03  Ocl 

86 

MDMS  03 

6505 

Glycerin  Suppositories,  USP  .  . 

A-A-5356a 

/MB 

22  Jul 

88 

MDMS  03 

6505 

Glycopyrrolote  Injection,  USP  . . 

AA-53552 

/MB 

30  Jun 

88 

MDMS  03 

6505 

Glycopyrrolote  Toblets,  Nf  Validated  Jun  81  . 

MILGG6677A 

DM 

02  Jul 

74 

MDMS  03 

6505 

Griseofulvin  Toblets,  Modified  Validated  Jun  84 . 

MtL‘G-37d39 

DM 

15  Stp 

77 

DM 

6505 

Gnseofulvin  Toblets,  USP  Validated  Jun  84 . . . 

MIL-G-37511 

DM 

15  Dec 

76 

MDMS  03 

6505 

Guoifenesin  Syrup,  Usp . . . 

A-A-53138 

MB 

13  Aug 

87 

MDMS  03 

6505 

Guoifenesin  Syrup,  N  f  Validated  Feb  82 . 

Mll-G.37297 

DM 

12  Dk 

75 

MDMS  03 

6505 

Guonobens  Acetate  Tablets . 

AA-51047 

/MB 

04  Ocl 

85 

MDMS  03  DM 

6505 

Holcinonide  C^eam.  Usp . 

AA0053356 

MB 

14  Ftb 

88 

MDMS  03 

6505 

Holcinonide  Solution  . 

A-A-0051869 

MB 

09  Mor 

87 

MDMS  03 

6505 

Holoperidol  Tablets,  Usp . .  . 

A-A-S1784A 

MB 

03  Sep 

87 

MDMS  03 

6505 

Holoperidol  Toblets,  USP .  . 

A-A-005T784 

/MB 

11  Dtc 

86 

MDMS  03 

6505 

Holoprogin  Solution  Validated  Feb  82.,, .  . . . 

MIL-H-37247 

DM 

10  Stp 

75 

MDMS  03 

6505 

Holoproflinncream  Validated  Feb  82 . 

MIL.H.37249 

DM 

10  Stp 

75 

MDMS  03 

6505 

Holothone,  U.s  p.  Validated  Feb  82 . 

MIL-H-37383 

DM 

2S  May 

74 

MOMS  03 

6505 

Hematoxylin,  Anolyxed  Reogent  Validated  Jun  84 . 

Mll-H-37728 

DM 

21  Ftb 

77 

6505 

Hemorhoidol  Suppositories  Validated  Feb  82 . .  . 

MILH-00372)OA 

DM 

20  Aug. 

74 

DM 

6505 

Hemorrhoidal  Suppositories  REV-MD  MS  03  SD. . . 

AA-30025 

/M8 

2B  Oct 

81 

MDMS  03 

4505 

Hemorrhoidal  Suppositone.  \Mith  Hydrocortisone  Acetote  Validated  Jun  84 . 

MIL-H-37435A 

DM 

20  Jul 

74 

6505 

Heporin  Sodium  Injection,  U.s.p.  Validated  Feb  62 . 

MIL-H-37456 

DM 

14  Jun 

76 

MDMS  03 

6505 

Hepotitis  E  Vaccine,  Iwoctivoted,  Usp . . . 

A-A00532e2 

MB 

30  Oct 

87 

MDMS  03 

6505 

Hydrotaxine  Hydrochloride  Injection,  USP  . 

A-A-53694 

MB 

16  Stp 

88 

MDMS  03 

6505 

Hydrochloride  &  Epinephrine  Injection,  Usp  . . 

A-A-51575A 

MB 

19  Aug 

87 

MDMS  03 

6505 

Hydrochlorothiaxide  Tablets,  Usp  Validated  Jun  84  REV*ME . 

Mll-H  37658 

DM 

28  Stp 

77 

MDMS  03 

6505 

Hydrochlorothioxide  Tablets,  Usp... . . . 

A.A-53737 

MB 

30  Sep 

SB 

MOMS  03 

6505 

Hydrocortisone  Acetote  And  Pr  Moxine  Hydrochloride  Aerosol  Foam . 

AA-53697 

MB 

16  Sip 

88 

MOMS  03 

6505 

Hydrocortisone  Acetoteoersol  . . . . 

A.A-53699 

MB 

16  Stp 

88 

MDMS  03 

6505 

Hydrocortisone  Cream,  Usp  Validated  Feb  82 . 

MILH.37428 

DM 

01  Sop 

74 

MDMS  03 

6505 

Hydrocortisone  Creom,  USP . 

A.A.53705 

MB 

16  Stp 

88 

MDMS  03 

6505 

Hydrocortisone  Enema,  Usp  Validated  Feb  82 . 

MILH-37298A 

DM 

15  Apr 

76 

MDMS  03 

6505 

Hydrocortisone  Sodium  Succinote  For  Injection,  U.s.p  Validated  Feb  82  . 

Mll-H-37420 

DM 

02  Jon 

76 

MDMS  03 

6505 

Hydrocortisone  Valerate  Ointment . 

A-A.51433A 

/MB 

16  Sep 

86 

MDMS  03 

6505 

Hydrocortisone,  Usp  Validated  Jun  84  REV*MB . . . 

Ml  L-H  37820 

DM 

31  Aug 

78 

MDMS  03 

6505 

Hydrogen  Peroxide  Topical  Solution,  USP . . . . . 

A-A-33707 

MB 

16  Sep 

88 

MDMS  03 

6505 

Hydrogen  Peroxide  Solution,  Usp  Validated  Jun  84  . 

MILH-37730 

DM 

21  Jul 

78 

MDMS  03 

4505 

Hydromorphone  Hydrochloride  Tablets,  USP  . . 

AA-005163) 

/MB 

IS  Aug 

86 

MDMS  03 

6505 

Hydroquinone  Creom,  USP  . . . . 

AA-00530)7 

MB 

03  Jun 

87 

MDMS  03 

6505 

Hydroxprogesterone  Coproote  Injection,  U.s.p.  Validated  Feb  82 . 

MIIH-37423 

DM 

07  Jun 

76 

MOMS  03 

6505 

Hydroxyxine  Hydrochloride  Injection,  USP . 

AA-53763 

MB 

18  Nov 

88 

MDMS  03 

6505 

Hydroxyxme  Hydrochloride  Injection,  Nf  Validated  Jun  84  REV-MB  . 

MIL-H-37781 

DM 

25  Aug 

78 

MDMS  03 

6505 

Hydroxyxine  Hydrochloride  Syrup,  Nf  Validated  Jun  84  REV*MB . 

MIL-H-37713 

DM 

26  Stp 

77 

MDMS  03 

6505 

Hydroxyxine  Pamoate  Capsules,  Nf  Validated  Jun  84  REV-MB  . 

MIL-H-37755 

DM 

24  Aug 

78 

MDMS  03 

6505 

Hypodermic  Injection  Tube,  Morphine  Validated  Jun  81  . . . 

MIL-H-36006 

DM 

5  Moy 

58 

MDMS  03 

6505 

Hypodermic  Injection  Tube,  Atropine  Validated  Jun  81  REV.EA  . . . 

MllH-34005 

DM 

5  Moy 

58 

MDMS  03 

6505 

Ibuprofen  Tablets,  Usp .  . . . . . . . 

AA-51833 

MB 

23  Jul 

87 

MDMS  03 

6505 

Idoxuridine  And  Poi^ vinyl  Alcohol  Ophthalmic  Solution  Validated  Feb  82 . . 

Mil  l  37336A 

DM 

07  Stp 

76 

MDMS  03 

6505 

Idoxuridine  Ophthalmic  Solution,  Usp  Validated  Jun  84  REV*MB . . .  .. . 

MIL-l-37698 

DM 

26  Stp 

77 

MDMS  03 

6505 

Imipenem  And  Ciiostotin  Sodium  For  Injection . . . . . . . 

A-A-0051570A 

MB 

20  Jul 

87 

MDMS  03 

6505 

Imipromme  Hydrochloride  Tablets,  Usp  Validated  Jun  84  REV«MB  . . . . 

MILI-37752 

DM 

31  Aug 

78 

.MDMS  03 

6505 

Imipromine  Pomoote  Capsules . .  . . . . . . . 

A.A-51205 

/MB 

27  Nov 

85 

MDMS  03 

4505 

Indopomide  Toblets . . . .  . . . . . 

A-A-0053624 

MB 

29  Aug 

88 

MDMS  03 

6505 

Indomethocin  Capsules,  Usp.. . . . . . 

A'A-53139 

MB 

13  Aug 

87 

MDMS  03 

6505 

influenzo  Virus  Voccme,  Usp,  Generol  Specification  For  Validated  Jun  84 

MII.-I.37761 

DM 

29  Stp 

77 

MDMS  03 

REV  MB 

6505 

Insert  Self  Unit,  Medicol  instrument  A  Oextromethorhan  Hydrobromide  And 

MIL-i-37231 

DM 

29  Aug 

75 

MDMS  03 

Guoifenesin  Syrup  Validated  Feb  82 

4505 

Insulin  Humon,  Suspension,  Isophone,  UOOO,  10  Ml . . . 

A-A.53I87 

MB 

04  Sep 

87 

MDMS  03 

6505 

insulin  Humon,  Zinc  Suspension,  U  lOO,  tO  Ml  .  ..  ........ .  . . . . . . . 

A-A-U053329 

MB 

08  Feb 

88 

MDMS  03 

6505 

Insulin  Human,  Zinc  Suspension,  Extended,  U*100,  10  Ml . 

AA4»53330 

MB 

09  Ftb 

88 

MOMS  03 

6505 

Insulin  Injection,  Human,  USP  (U*100,  10  Ml)  .  . . . 

A-A-S3185 

MB 

03  Sep 

87 

MDMS  03 

6505 

Insulin  Isophane  Suspension,  USP,  Purified,  Beef,  10  ML.. . . . . 

A.A-0053215 

MB 

17  Stp 

87 

MDMS  03 

6505 

insulin,  Human,  Zinc  Suspension,  100  U/ml,  10  ML.. . . . .  . . . . 

A-A-0051632 

MB 

15  May 

87 

MDMS  03 

6505 

Intern  Commercial  Item  Description  Isotretinoin  Capsules..... .  . 

AA-0053171 

MB 

19  Jon 

88 

MDMS  03  DM 

6505 

Intravenous  Solution,  1000  Milliliter  Container  Validated  Mar  65 . . . . 

U-l  530 

t 

13  Dtc 

56 

6505 

iodochlorhydroxyquin  And  Hydrocortisone  Creom . .  . . . . 

A-A-50846 

/MB 

10  Aug 

82 

MDMS  03 

6505 

lodoquinol  Toblets,  USP . . . . . .  . . . . . . 

A  A-53734 

MB 

28  Oct 

88 

MDMS  03 

6505 

iohexol  Injection . . . . . . . . . 

A-A-0053040 

MB 

24  Jun 

87 

MDMS  03 

6505 

loponoic  Acid  Toblets,  Usp  Validated  Jun  64  REV^MB  . . . . . 

Mll-1.37668 

DM 

23  Stp 

77 

MDMS  03 

6505 

loponoic  Acid  Tablets,  USP  . . . . . . . . . . . . .  . . 

A  A -53706 

MB 

16 

88 

MOMS  03 

6505 

lophendylate  Injection,  Usp  Validated  Jun  84  REV-MB .  . . .  ........ 

MIL-l-37542 

DM 

06  Jun 

77 

MOMS  03 

684 
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6S05 

tothokimatt  MtQtumin*  (n|tction,  U.i.p.  Validated  Jun  84 . 

MII-I-37345C 

DM 

16  Mar 

77 

6505 

(ptcoc  Syrup,  U$P . . 

A-A-0051716 

/MB 

10  Oct 

86 

MD  MS 

03 

6505 

Iron  Doxtron  Injoclion,  Utp  Validated  Jun  $4 . 

Mll.|.3791i 

DM 

31  May 

78 

DM 

6505 

liofthorin*  Inholotioniolutlon,  USP  . . . 

A-A-530S2 

MB 

02  Jul 

87 

MD  MS 

03 

6505 

Iiofthonnt  Mtiylott  Inhglolion  Atroiot,  Usp . . . . . . . . . . 

A-A-S3136 

MB 

13  Aug 

87 

MD  MS 

03 

6505 

Iionioxid  Tobtoti.  Dip  Validated  Jun  84  REV*Mft  . 

MIL-l-37632 

DM 

16  Sep 

77 

MD  MS 

03 

6505 

Iiopropyl  Alcohol,  N.f.  Validated  Jun  $4, . . . 

MIL-l-37443 

DM 

04  Jun 

76 

MD  MS 

03 

6505 

Itoproltrtnol  Hydrochtondt  ln|«ction,  USP  . 

A-A-00532S0 

* 

02  Oct 

87 

MD  MS 

03 

6505 

lioprottronol  Hydrochloridt  And  Phtnyltphrin*  Bitortrot*  Aorosol  Vohdoted  Jun 

MIL-l-37559 

DM 

03  Jun 

77 

MD  MS 

03 

$4  REV-MI 

6505 

Itoprortrtnol  Hydrochloridt  Atrotoi  Validated  Feb  87  . . .  . 

Mll-l-37093 

DM 

15  Jul 

75 

MD  MS 

03 

6505 

Uoprottrtnol  Sulfott  Atroiol,  Nf  Validated  Feb  87 . 

MIL-1-37211 

DM 

IS  Jul 

75 

MD  MS 

03 

6505 

Uorbidt  Oinitrotf  Tobltlt,  U.i.p.  Validated  Feb  87 . 

MIL-I-37359A 

DM 

36  Jon 

76 

MD  MS 

03 

6505 

Iiotorbidt  Dinitrote  Copiults,  Suitointd^rtltoit . 

> -A-00S1406 

/MB 

07  Apr 

86 

MDMS 

03 

6505 

Iiosorbidt  Dinilrote  TobItH,  Modifitd  Validated  Feb  82 . 

MIL-I-37293A 

DM 

36  Jon 

76 

MD  MS 

03 

6505 

Iioiorbidt  Olnllrott  Tobltti.modifitd  REV^SO  . . 

A-A-30026 

/MB 

28  Oct 

81 

MDMS 

03 

6505 

Iioxsuprint  Hydrochloridt  TobItU,  Nf  Validated  Feb  82 . 

MIL-I-37416 

DM 

02  Aug 

76 

MD  MS 

03 

6505 

Konomyein  SuHott  Initctien,  Uip . 

A-A-S3723 

MB 

30  S,p 

88 

MD  MS 

03 

6505 

Konomyein  SuHoit  injtfclion,  USP  Validated  Jun  84 . . . . . 

MIL-K-37S22 

DM 

03  Dtc 

76 

MD  MS 

03 

6505 

Konomyein  Sulfott  Copiulti,  U.t.p.  Validated  Jun  $4  . . . . 

MIL-K-37394A 

DM 

25  Jul 

77 

MD  MS 

03 

6505 

Kttomint  Hydrochloridt  Injtclion,  N.f.  Validated  Jun  84.. . 

MIL-K-37385A 

DM 

23  Dec 

76 

MD  MS 

03 

6505 

Kttomint  Hydrochloride  ln|tction,  N.I.,  Vettrinory  Validated  Jun  84  REV.mB  .  . 

MIL-K-37369A 

DM 

17  Jun 

77 

MD  MS 

03 

6505 

Kftoconoxolt  Toblttij  USP  . . . . . 

A-A-S1453A 

/MB 

11  Sep 

86 

MD  MS 

03 

6505 

Kttoprotn  Copiulti . . . . . . . . .  ....  .. 

A-A-0053510 

/MB 

08  Jun 

88 

MD  MS 

03 

6505 

Lobttolol  Hydrochloridt  TobltH . . . . . .  ...  . 

A-A-005359S 

/MB 

12  Aug 

88 

MD  MS 

03 

MOS 

Loctobocillui  Acidophilui  Copiulti  Validated  Jun  84  RE</‘MB  . . . .  ..  . 

MIL-L-37731 

DM 

28  Aug 

78 

MD  MS 

03 

6505 

Ltucovorm  Colcium  Tobitti  . . . 

A-A-51048 

/MB 

04  Oct 

85 

MD  MS 

03 

6505 

Ltvorftrtnol  Bitorirott  Injection.  Ulp  Validated  Jun  64  REV^MB . 

MIL-L-3758S 

DM 

14  Sep 

77 

MD  MS 

03 

6505 

Ltvobunolol  Hydrochloridt  Ophtholmic  Solution  . . . . 

A-A-00531S1 

• 

19  Aug 

87 

MD  MS 

03 

6505 

Ltvodopo  Copiulti.  U.i.p.  Validated  Feb  87 . . . . . . . . 

MIL-L-3/343A 

DM 

17  Stp 

76 

MD  MS 

03 

6505 

Ltvodopo  Tobltti,  Uip  Validated  Feb  67 . 

MIL-L-37310A 

DM 

07  Stp 

76 

MD  MS 

03 

6505 

LtvonorgtitrtI  Bi  Ethinyl  Eitrodiol  Tobltt;.  Uip,  Triphottc,  645 . 

A-A-0051949 

MB 

09  Apr 

87 

MD  MS 

03 

6505 

Ltvorhyroxint  Sodium  Tobltt!,  Uip  Vci  dated  Jun  84 . 

Mr  -L-37831 

DM 

36  Sep 

77 

DM 

6505 

Levothyroxint  Sodium  for  Injection,  Lyophilixtd . . . 

A-A-0053612 

MB 

29  Aug 

88 

MD  MS 

03 

6505 

lidocomt  Hydrochloridt  Injection,  USP . . . 

A-A-51436 

MB 

25  Mar 

87 

MD  MS 

03 

6505 

Lioocoint  Hydrochloridt  Injection,  Modified  Validated  Jun  84  REV-MB . 

MIL-L-37635 

DM 

26  Aug 

78 

MDMS 

03 

6505 

Lidocoint  Hydrochloridt  Toptcol  Solution,  USP . 

A-A-0051713 

/MB 

22  Oct 

86 

MD  MS 

03 

6505 

Lidocoint  Hydrochloridt  Solution,  Vlicoui,  2  Percent,  100  Cc  Validated  Feb  87. 

MIL-L-37166 

DM 

05  Dk 

74 

MD  MS 

03 

6505 

Lidocoint  Ointment,  Uip  Validated  Jun  84  REV*MB . 

MIL-L-36387A 

DM 

14  Sep 

77 

MO  MS 

03 

6505 

Lindont  Lotion,  Uip . . . 

A-A-53698 

MB 

16  Stp 

B8 

MD  MS 

03 

6505 

Lithium  Carbonate  Copiulti,  Uip . 

A-A-53721 

MB 

36  Sep 

88 

MD  MS 

03 

6505 

Loroxtpom  Injection . . . . . . . 

A-A-0053615 

MB 

29  Aug 

88 

MD  MS 

03 

6505 

Loroxtpom  Tobleti . . . . . . . . . 

A-A-51099 

/MB 

36  Nov 

85 

MDMS 

03 

6505 

Lubricont,  Ophtholmic  . . . . . . . . . . . 

A-A  50886 

/MB 

16  Dtc 

85 

MDMS 

03 

6505 

Lubricant.  Surgicl  REV>S0  . 

A-A-30027 

/DP 

28  Oct 

81 

MD  MS 

03 

6505 

Lyprtiiin  Solution  Validated  Jun  84  . 

Mll-l-37780 

DM 

31  May 

7B 

DM 

6505 

Mogaldratt  Orel  Suiptniion.  USP . . . . 

A-A-513eU 

/MB 

11  Stp 

86 

MD  MS 

03 

6505 

Mogntiio  &  Alumina  Orol  Suiptniion,  Uip..... . . . 

A-A-OOS3341 

MB 

06  Jon 

88 

MD  MS 

03 

6505 

Mogntiia  And  Alumina  Orol  Suiptniion.  Uip  Validated  Jun  84  REV>M8  . . 

Mll-M-37765 

DM 

02  Aug 

78 

MD  MS 

03 

6505 

Mannitol  Injection,  Uip  Validated  Feb  87 . . . 

MIL  M-37282A 

DM 

30  Jun 

76 

MD  MS 

03 

6505 

Monufocturt  And  Packoging  Of  Orugi,  Phormoctuticoli  And  Bioiogicoi  Producti 

MIL-STO-964 

DM 

01  Mar 

76 

MDMS 

03 

Validated  Feb  82 

NOTICE  1 

1  MAR  1976 

6505 

Mealies,  Mumpi,  And  Rubella  Virus  Vaccine,  live  Validated  Feb  87  . 

MIL-M-37143 

DM 

16  Moy 

75 

MD  MS 

03 

6505 

Meclizine  Hydrochloride  Tobleti,  Usp  Validated  Jun  84  REV>MB . 

MIL-M-37589 

DM 

07  Stp 

77 

MO  MS 

03 

6505 

Medroxyprogesterone  Acetate  Tobleti,  Uip  Validated  Feb  82. . 

MIL-M-37471 

DM 

07  Sep 

76 

MD  MS 

03 

6505 

Medrytone  Ophtholmic  Suiptniion,  U.i.p  Validated  Jun  84 . 

MIL-M-37348A 

DM 

20  Dec 

76 

MD  MS 

03 

6505 

Meningococcal  Polysaccharides  Vaccine,  Group  C  Validated  Feb  87 . 

MIL  M-37340 

DM 

21  Nov 

75 

MD  MS 

03 

6505 

Menotropins  For  Injection,  USP . 

A-A-51388A 

/MB 

02  Apr 

86 

MDMS 

03 

6505 

Merthol  Lotion  . . . . .  . . . 

A-A-254 

} 

20  Stp 

79 

6505 

Meperidine  Hydrochloride  Injection,  USP  Validated  Jun  84  REV-MB  . 

Mll-M-37537 

DM 

26  Moy 

77 

MD  MS 

03 

6505 

Meperidine  Hydrochloridt  Toblets,  Usp  Validated  Feb  82 . . . 

MIL-M-37461 

DM 

31  Aug 

76 

MD  MS 

03 

6505 

Mepivaccine  Hydrochloride  Injection,  USP.. .  . 

A-A-0051774 

/MB 

08  Dtc 

86 

MO  MS 

03 

6505 

Mepivocoine  Hydrochloridt  Injection,  U.i.p.  Validated  Feb  82 .  .  ... 

MII-M-37374 

DM 

28  May 

76 

MDMS 

03 

6505 

Mepivocolne  Hydrochloride  injection,  U.i.p  Validated  Feb  82 . 

MIL  M-37397 

DM 

02  Jon 

76 

MD  MS 

03 

6505 

Mercaplopunne  Tobleti,  USP . . . 

A-A-0053732 

MB 

31  Oct 

88 

MO  MS 

03 

6505 

Metoprotcrenol  Swifate  Tobleti,  Uip  .  .  . .  . 

A-A-53741 

MB 

30  Sep 

88 

MDMS 

03 

6505 

Metaproterenol  Sulfoteinhalalion  Solution,  Uip . . . 

A-A-514S0A 

MB 

10  Aug 

87 

MD  MS 

03 

6505 

Meihenomme  Hippurote  Tobleti  RFV«SD .  . 

A-A-30028 

/MB 

28  Oct 

81 

MD  MS 

03 

6505 

Methenomine  Mondelote  Tobleti,  USP  Validated  Jun  84 .  . 

Mll-M-37783 

DM 

09  Moy 

77 

A5n^ 

MAthtrtilm  SnHSiim  fflf  lr>iertion  Uso  Validated  Feb  82... .  .  .. 

MIL-M-37323A 

DM 

30  Sep 

76 

MOMS 

03 

6505 

Methocorb  Mol  Tobleti,  Uip  .  . .  . 

A-A-53720 

MB 

26  Sep 

88 

MO  MS 

03 

6505 

Methocorbomoi  Tobleti,  Nf  Validated  Jun  84  REV  MB .  . 

MII-M-37623 

DM 

14  Sep 

77 

MD  MS 

03 

6505 

Methotrexote  Sodium  injection,  USP . . . 

A-A-53168 

MB 

27  Aug 

87 

MD  MS 

03 

6505 

Methotrexote  Sodium  For  Injection . 

A-A-53120 

MB 

31  Jul 

87 

MD  MS 

03 

6505 

Mcthoxyflurone,  Nf  Validated  Jun  84  REV*M6 . . 

MIL-M-37692 

DM 

28  Sep 

77 

MD  MS 

03 

6505 

Methyl  Solicylote,  Usp  Validated  Jun  84  REV-MB  .  . 

MIL-M-3778e 

DM 

28  Aug 

78 

MD  MS 

03 

6505 

Methytdopo  Tablets,  Usp . . .  .  . . 

A-A-53122 

MB 

27  Jul 

87 

MD  MS 

03 

6505 

Methyldopote  Hydrochloride  Injection.usp . 

MIL-M-53687 

MB 

19  Sep 

88 

MO  MS 

03 

6505 

Methylergonovine  Moleote  Injection,  Nf  Validated  Jun  84  REV  MB  . 

MIL-M-37346A 

Dm 

20  Dec 

76 

MD  MS 

03 

6505 

Methyfphenidote  Hydrochloride  Toblets,  Usp  Validated  Jun  84  REV  MB  . 

Mll-M-37672 

DM 

23  Sep 

77 

MO  MS 

03 

6505 

Methyiprednisolone  Sodium  Succinote  For  Injection,  Usp..... . 

A-A-53t29 

MB 

13  Aug 

87 

MD  MS 

03 

6505 

Methylprednisolone  Acetate  Suspension.  Sterile,  Usp  .  . 

A-A  51611 

MB 

06  Jul 

87 

MD  MS 

03 
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6505 

Methylpredmsolone  Tablet),  Usp  . . . 

A  A.53130 

M8 

05  Aug 

87 

MOMS  03 

6505 

Methyllestosterone  Tablet).  U)p  Validated  Jun  84  REV«MB . 

MILM-37677 

DM 

26  Sep 

77 

MOMS  03 

6505 

Methysergide  Moteote  Toblet),  U  )  p.  Validated  Feb  82 . 

MIL-M-37401 

DM 

11  Jun 

76 

MOMS  03 

6505 

Metoclopramide  Hydrochloride  Injection  . 

A.A0051828 

MB 

06  F«b 

87 

MDMS  03 

6505 

Metronidozole  Injection,  U)p  . . . 

A  A-53137 

MB 

13  Aug 

87 

MOMS  03 

6505 

Metronidazole  Tablet),  U)p  Validated  Jan  84  . 

MIL-M-37533 

DM 

25  May  77 

MDMS  03 

6505 

Mezlocillin  Sodium,  Sterile.  USP  .  .  . 

A-A-53ieS 

MB 

04  Sep 

87 

MDMS  03 

6505 

Mtconozole  Nitrate  Cream,  Vaginal  Validated  Feb  82 . 

MIL'M'37363 

DM 

07  Nov 

75 

MDMS  03 

6505 

Miconozole  Nitrate  Voginoi  Suppo)itorie) . . . . . 

A  A  0053380 

MB 

01  Mar 

88 

MDMS  03 

6505 

Mtconozole  Nitrote  Creom,  Topical  Validated  Jan  $4 . 

MIL  M-37636 

DM 

03  Jon 

77 

DM 

6505 

Miconozole  Nitrote  Treotment  Kit,  36S  . . 

A-A-0053043 

MB 

19  Jun 

87 

MOMS  03 

6505 

Midozoiam  Hydrochloride  Injection . 

AA-0053251 

MB 

02  Jcl 

87 

MOMS  03 

6505 

Milk  Of  Magne)ia,  U)p  Validated  Jun  84  REV«MB  . 

MIL'M  37662 

DM 

28  Sep 

77 

MDMS  03 

6505 

Minerol  Injection,  Tro  Ce  Element) 

A-A-00519S7 

MB 

24  Apr 

87 

MDMS  03 

6505 

Minerol  Oil  Lotion,  Lanoloted  Validated  Jun  84  .  . 

MIL-M-37406A 

DM 

20  ion 

78 

MDMS  03 

6505 

Minerol  Oil,  Di  Sopropyl  Sebacote,  And  Hopropyi  Myri)tate  Lotion . 

A.A-51663 

/MB 

12  Sep 

86 

MDMS  03 

6505 

Minerol  Oil,  Dioopropyl  Sebocate,  And  Isopropyl  Mynstote  Lotion  Validated 

MIL  M-37469 

MB 

)5  Oct 

88 

MDMS  03 

Oct  as 

6505 

Mineroi  Oil,  Lonoloted,  Water  Dispersible  REV<S0  . 

A  A  30029 

/MB 

28  Ocl 

81 

MDMS  03 

6505 

Minerol  Oil,  U.s  p  Validated  Feb  82 . 

MIL  M-37450 

DM 

01  Jul 

76 

MDMS  03 

6505 

Minerol  Oil.  USP  .  . ...  . .  . 

A  A-53740 

MB 

30  Sep 

88 

MDMS  03 

6505 

Minocycline  Hydrochloride  Capsules,  Usp  Validated  Jan  84 . 

MIL  M-37818 

DM 

15  Jul 

77 

DM 

6505 

Minocycline  Hydrochloride  Copsules,  USP . 

A  A  537)0 

MB 

29  Sep 

88 

MOMS  03 

6505 

Morphine  Sulfate  Toblets.  Sustoined  reteose.over  Hours . 

AA005’,o9 

MB 

09  Jun 

87 

MOMS  03 

6505 

Morphine  Sulfate  Orol  Solution . . . 

A  A  5)085 

/MB 

26  Nov 

65 

MOMS  03 

6505 

Multivitomin  And  Sodium  Fluoride  SOLUTION  Validated  Jun  84 . . . . 

MIL'M-37830 

DM 

04  Apr 

78 

DM 

6505 

Muliivitomtn  Solution  For  Injection  . 

AA005)7)9 

MB 

24  Nov 

86 

MO  MS  03 

6505 

Multivitomin  Toblet)  .  .  .  . 

AA-005304)A 

MB 

25  Jon 

88 

MDMS  03 

6505 

Mumps  Viriu)  Vaccine.  Live,  Usp  Validated  Feb  82 . 

MIL  M-37255A 

DM 

15  Apr 

76 

MDMS  03 

6505 

Nadolol  Tablets . . 

AA-5))00 

/MB 

26  Nov 

85 

MDMS  03 

6505 

Nafcillm  Sodium  For  Injection.  USP.. . . .  . . 

A-A-5)384A 

/MB 

25  Sep 

86 

MDMS  03 

6505 

Nalidixic  Acid  Tablets,  Nf  Validated  Feb  82 . . . . 

MIL-N  37327A 

DM 

02  Sep 

76 

MDMS  03 

6505 

Nalidixic  Acid  Tablets,  USP . . . .  „  ,,  . . . . 

AA-537)2 

MB 

26  Sep 

B8 

MDMS  03 

6505 

Naloxone  Hydrochloride  injection,  Usp  Validated  Jun  84  REV  MB . 

MIL  N  37387A 

DM 

13  Jun 

77 

MD  MS  03 

6505 

Naloxone  Hydrochloride  Injection,  USP  . 

A  A  005)776A 

/MB 

))  Jul 

88 

MDMS  03 

6505 

Naphazolme  Hydrochloride  And  Antozoline  Phosphate  Ophiholmic  Solution 

MIL  N  37803 

DM 

12  Oct 

77 

DM 

Validated  Jun  84 

6505 

Nophozoline  Hydrochloride  And  Antozoline  Pnosphate  Ophthalmic  Solution........ 

A  A  537)) 

MB 

26  Sep 

88 

MDMS  03 

6505 

Naphozoline  Hydrochloride  And  Pheniromme  Moleote  Ophtholmic  Solution . 

A  A  5)069 

/MB 

))  Ocl 

85 

MOMS  03 

6505 

Neomycin  Sulfote,  Hydrocorti<une.  And  Polymyxin  B  Sulfate  Suspension.  Otic 

MILN>37847 

DM 

18  Ocl 

77 

VoMalcd  Jun  B4  REV-DM 

6505 

Neomycin  Sulfate,  Hydrocortisone,  And  Polymxin  B  Sulfate  Optholmic 

MIL'N  37562 

DM 

18  Moy  76 

DM 

Suspension  Validated  Feb  82 

6505 

Neomycin  Sulfate,  Grmicidm,  And  Polymyxin  B  Sulfate  Cream  Validated  Feb  82 

MIL  N-37288A 

DM 

14  Moy  76 

MDMS  03 

6505 

Neomycin  Sulfate,  Hydrocortisone,  And  Polymyxin  B  Sulfote  Solution,  Otic 

MIL  N  3748) 

DM 

0)  MOr 

76 

MDMS  03 

Validated  Feb  82 

6505 

Neomycin  Sulfote,  USP  Validated  Feb  82  . 

MILN-374e3 

DM 

02  Sep 

76 

MDMS  03 

6505 

Neomycin  Sulfate,  Gromictdm,  And  Polymyxin  B  Sulfote  Ophthalmic  Solution 

MIL-N-37506 

DM 

22  Dec 

76 

MD  MS  03 

Validated  Jun  84 

6505 

Nifedipine  Copsules,  USP  . 

A  A  0053363 

MB 

14  Feb 

88 

MD  MS  03 

6505 

Nitrofurantion  Capsules.  Microcrystol  Validated  Feb  82 . . . 

MIL  N  375)6 

DM 

19  Apr 

76 

DM 

6505 

Nitrofurantoin  Orol  Suspension.  Usp  Validated  Jun  84  . 

MIL  N  37645 

DM 

22  Sep 

77 

MD  MS  03 

6505 

Nilrofurozone  For  Solution,  Veterinary  . 

A-A  51)06 

/MB 

26  Nov 

85 

MDMS  03 

6505 

Nitroglycerin  Injection,  USP . . . 

A.A-53778 

MB 

’6  Dec 

88 

MD  MS  03 

6505 

Nitroglycerin  Lingual  Aerosol  . 

A.a005)937 

MB 

15  Apr 

87 

MD  MS  03 

6605 

Nitroglycerin  Tablets,  Usp  Validated  Feb  82 . .  .  . 

MIL-N-37525 

DM 

25  Mar 

76 

DM 

6505 

Nitroglycerin  Transdermoi  System,  Microsealed . 

AA0051934 

MB 

10  Apr 

87 

MDMS  03 

6505 

Nitroglycerin  Transdermoi  System,  Membrane  Permeation  Controlled 

AA005)935 

MB 

13  Apr 

87 

MD  MS  03 

6505 

Nitrous  Oxide  Gas.  Usphigh  Pressure,  Cylinder  REV  ME  SH  68  ....  . . . 

MIL  N  37996 

MB 

24  Dec 

85 

MD  MS  03 

6505 

Norethindrone  &  Ethinyl  Estrodiol  Toblets,  Usp  (Tnphosic) . 

A  A  51567A 

MB 

03  Sep 

87 

MD  MS  03 

6505 

Norethindrone  Acetate  And  Ethinyl  Estradiol  Tablets,  Usp  Validated  Feb  62 . 

MIL  N-36688e 

DM 

21  Jun 

76 

6505 

Norethindrone  And  Mestronol  Toblets,  USP . 

A  A  0051526 

/MB 

16  Jun 

86 

MDMS  03 

6505 

Norethindrone  And  Mestronol  Toblets,  U  s.p.  Validated  Feb  i  '  . 

MIL  N  0037 136A 

DM 

21  Moy  76 

DM 

6505 

Norgestrel  &  Ethinyl  Estradiol  Toblets,  USP . . . 

A-A.5I40)A 

/MB 

16  Sep 

86 

MDMS  03 

6505 

Nystotin  Creom  Validated  Feb  82 . 

MIL-N-373)1 

DM 

17  Feb 

76 

MDMS  03 

6505 

Nystotin  Ointment,  Usp  Validated  Jun  84  REV-MB . 

MILN-37529 

DM 

25  May 

77 

MDMS  03 

6505 

Nystatin  Orol  Suspension,  USP  Validated  Jun  84  REV  MB . 

MILN-3769)A 

DM 

10  Aug 

78 

MDMS  03 

6505 

Nystotin  Vogmol  Tablets,  Usp  Validated  Jun  84 . 

MIL  N  37447 

DM 

02  Sep 

76 

MDMS  03 

6505 

Nystotin,  Gromicidm,  Neomycin  Sulfote,  And  Inomci.nolone  Acetonide  Creom 

MIL  N  37507 

DM 

15  Jon 

77 

MDMS  03 

Validated  Jun  84 

6505 

Ootmeol,  Colloido!  Concentrate. . 

A  A  0051J96 

/MB 

03  Apr 

86 

MD  MS  03 

6505 

Ointment  Base . . . . . 

AA-5)25I 

/MB 

16  Dec 

85 

MDMS  03 

6505 

Ointment  Base,  Washoble . 

A  A -005 1980 

MB 

28  May  87 

MDMS  03 

6505 

Ophthalmic  Irrigating  Solution...  . . . 

A  A-005I9I4 

MB 

20  Mar 

87 

MDMS  03 

6505 

Ophthalmic  Irrigating  Solution . . 

AA-0053312 

MB 

25  Jon 

88 

MOMS  03  DM 

6505 

Orphenodrtne  Citrote.  Aspirin,  Coffeme,  And  Phenocetin  Toblets  Validated  Jun 

MIL-0-37492 

DM 

01  Oct 

77 

MDMS  03 

6505 

Orphenodnne  Citrate,  Aspnn  &  Coffeme  Toblets . 

A  A  53782 

MB 

06  Jon 

89 

MOMS  03 

6505 

Orphenodrme  Cifrote.  Aspirin,  Coffelne,  A«id  Phenocetin  Tablets  Voltdofed  Jun 

MIL0  0037492 

DM 

12  Ocl 

77 

DM 

6505 

Oxacillin  Sodium  For  Injection,  Usp.... .  . 

A. A  5I505A 

MB 

1 1  Jun 

87 

MDMS  03 

6505 

Oxacillin  Sodium  For  Injection  Usp  Validated  Feb  82 . 

MIL  0-37324A 

DM 

30  Sep 

76 

MOMS  03 

6505 

Oxacillin  Sodiun.  Copsules,  Usp  Validated  Jun  84  REV^MB . 

MIL-O  37786 

DM 

30  Aug 

78 

MD  MS  03 

686 


FSC  LISTING 


DOCUMENT 


FSC 

TITIE 

NUMBER 

PREP 

DATE 

CUSTODIAN 

6505 

Oxacillin  Sodium  Tnr  Oral  Solution,  Usp  Validated  Feb  82 . 

MIL-O-37467 

DM 

16  Feb 

76 

MD  MS 

03 

6505 

Oxozepom  Capsules,  N(  Validated  Jjn  84  .. . 

MIL  0-37773 

DM 

30  Aug 

78 

MO  MS 

03 

650' 

Oxtriphylline  Tobtets,  Usp . 

A.A-53686 

MB 

19  Sep 

88 

MD  MS 

03 

6505 

Oxtripf  ylline  Tablets,  Nf  Validated  Feb  82  .  .  . 

MIL-0-37257A 

DM 

15  Apr 

76 

MD  MS 

03 

6505 

Oxybutynin  Chloride  Toblets  .  . 

A  A  51084 

/MB 

26  Nov 

85 

MD  MS 

03 

6505 

Oxycodone  Hydrochloride  &  Acetomtnopen  Tobtets 

A  A  51241 

/MB 

01  Aug 

86 

MD  MS 

03 

6505 

Oxycodone  Hydrochloride,  Aspirin,  &  Oxycodone  Terephtholote  Toblets 

A  A  51710 

MB 

22  Nov 

85 

MO  MS 

03 

6505 

Oxygen  Gas,  USP,  High  Pressure,  Cylinder  REV-ME  SH  68 

Mll-0  37997 

MB 

18  Dec 

85 

MD  MS 

03 

6505 

Oxymetozolme  Hydrochloride  Nosol  Solution,  Usp  Validated  Jvr  84  REV  MB  .  . 

MIL  O  37597 

DM 

16  Sep 

77 

MD  MS 

03 

6505 

Oxyphenbutoione  Toblets,  Nf  Validated  Jun  64  REV  MB . 

Mil  O  37598 

DM 

16  Sep 

77 

MD  MS 

03 

6505 

Oxytetrocycline  Hydrochloride  And  Polymyxin  B  Sulfote  Ophtholmic  Ointment 

MIL  0-37292 

DM 

24  Dec 

75 

MD  MS 

03 

Validated  r eh  82 

6505 

Oxytocin  Injection,  Usp,  Synthetic  Validated  Feb  67 

MIL  0  37396 

DM 

28  Moy  76 

MO  MS 

03 

6505 

Oxytriphylline  And  Guolfenesin  Tablets  Validated  Feb  62 

MIL  0  37272A 

DM 

22  Jun 

76 

MD  MS 

03 

6505 

Pad,  Tretinoin  Solution  Impregnated.  Rayon  Validated  Feb  62 

MIL-P-37197 

DM 

13  Jon 

75 

MD  MS 

03 

6505 

Poncre'ipose  Copsuies,  Modified .  .  . 

A-A  53739 

MB 

30  Sep 

88 

MOMS 

03 

6505 

Poncretipase  Capsules.  N  f  Validated  Feb  62  . 

Mil  P  37519 

DM 

22  Mar 

76 

MD  MS 

03 

6505 

Pancuronium  Bromide  Iniection  Validated  Feb  82 

MIL  P  37415 

DM 

23  Jul 

76 

MD  MS 

03 

6505 

Porochlorophenol,  Camphorated.  U  s.p  Validated  Jun  64  REV  MB 

Mtl  P.3/384A 

DM 

13  jun 

77 

MOMS 

03 

6505 

Poroflin,  Nf  Validated  Feb  82  .  .  ... 

MILP-37468 

DM 

27  Aug 

76 

MOMS 

03 

6505 

Paregoric,  Koolin,  And  Pectin  Suspension  .  .... 

AA-0051788 

MB 

23  Dec 

86 

MD  MS 

03 

6505 

Porenterol  Preparations  Validated  Feb  82  .  .  . 

FED  STD-142A  (1) 

/DM 

17  Mar 

70 

MD  MS 

03 

6505 

Pemoline  Tablets  .  . 

A-A  51113 

/MB 

26  Nov 

85 

MD  MS 

03 

6505 

Penicillin  G  Benzothine  Anc!  Penicillin  0  Rrocame  Suspension,  Sterile  Validated 

MtL-P-37612 

DM 

01  Feb 

78 

DM 

Jun  84 

6505 

Penicillin  G  Benzathine  Suspension,  Stenle.uSP . 

A  A-5U98A 

MB 

1 1  Sep 

87 

MD  MS 

03 

6505 

Penicillin  O  Potossium  For  injection,  Usp  Validated  Jun  84 

MII  P  37424A 

DM 

25  Jul 

77 

MD  MS 

03 

6505 

Penicillin  Procaine  Suspension,  Sterile,  Usp  Validated  Jun  84  .  .. 

.61LP-37557 

DM 

06  Jun 

77 

MO  MS 

03 

6505 

Penicillin  V  Pctossiuni  For  Orel  Solution.  USP  . 

A-A  53164 

MB 

27  Aug 

87 

MOMS 

03 

6505 

Penicillin  V  Potassium  Toblets,  U.s.p  Validated  Feb  82  . 

MILP.37386 

Dm 

18  Jun 

76 

MO  MS 

03 

6505 

Pentoeryihritoi  Tetronitrote  Toblets,  Modified  Validated  Feb  62 

MIL  P  37319 

DM 

31  Mor 

76 

MO  MS 

03 

6505 

Pentogostrin  Injection  .  .  . 

A-A.51697A 

/MB 

21  Jul 

87 

MO  MS 

03 

6505 

Pentamidine  Isethionote,  Sterile  .  ...  . 

A-A  0053307 

MB 

01  Mor 

88 

MD  MS 

03 

6505 

Pentazocine  Hydrochloride  Tablets,  Nf  Validated  Jun  84  . 

MIL  P-37147B 

Dm 

23  Dec 

76 

MO  MS 

03 

6505 

Penlozocine  Lactote  Injection,  Nf  Validated  Jun  84  REV-MD  MS  03 

MIL  P-37462 

DM 

02  Dec 

76 

MD  MS 

03 

6505 

Pentobarbitol  Sodium  Injection.  Usp  Validated  Jun  $4  REV-M6  . 

MIL  P-37609 

DM 

14  Sep 

77 

md  ms 

03 

6505 

Pentox'fvlline  Toblets,  (Sustained  Release)  . 

AA-51407A 

/MB 

16  Sep 

86 

MD  MS 

03 

6505 

Permethnn  Creom  Rmse.  1%,  2  FL  Oz  (59  Ml)  . .  . 

A  A-0053187 

M8 

25  Aug 

87 

md  MS 

03 

6505 

Perphenozine  And  Amitriptyline  Hydrochloride  Tablets  . 

A-A  50e58A 

MB 

06  Jon 

89 

MO  MS 

03 

6505 

Perphenozme  Toblets,  Usp .  . 

A-A  53708 

M6 

23  Sep 

87 

md  ms 

03 

6505 

Pe»;olatgm.  White.  Usp  Vo/Zc/o/ed  Vun  ^4  REV  mb 

MIL-P-37649 

DM 

28  Sep 

77 

MO  MS 

03 

6505 

Petrolatum,  White,  Usp  Validated  Jun  84 

MIL  P -0037649 A 

DM 

19  Jun 

78 

DM 

6505 

Phenoborbitol  Toblets,  Usp .  .... 

A  A  53777 

MB 

26  Sep 

88 

mO  ms 

03 

6505 

Phenobarbitol  Tablets,  Usp  Validated  Jun  84  . 

MIL  P  37773 

DM 

14  Apr 

78 

DM 

6505 

Phentolomme  Mesylote  For  Injection,  Usp,  lyophilized 

A  A  51748 

MB 

16  Sep 

88 

MD  MS 

03 

6505 

Phentolomme  Mesylote  For  'njection,  USP,  lyophilized 

A  A  0051748 

/MB 

01  Dec 

86 

MD  MS 

03 

6505 

Phenylbutorone  Toblets.  Usp  Validated  Jun  84  REV  MB  . 

MIL  P-37693 

Dm 

04  Apr 

78 

MD  MS 

03 

6505 

Phenylephrine  Hydrochloride  Ophthalmic  Solution,  USP 

A-A  0053733 

MB 

28  Ocl 

88 

MD  MS 

03 

6505 

Phenylephrine  Hydrochloride  Nosol  Solution,  Usp  Validated  Jun  84  . 

MIL-P -37496 

DM 

02  Dec 

76 

md  ms 

03 

6505 

Phenylephrine  Hydro^'hlonde  Nosol  Solu*ion.  USP  .  .. 

A  A  0053074 

MB 

07  Jul 

87 

md  ms 

03 

6505 

Phenylephrine  Hydrochloride  Ophtholmic  Solution.  0;p,  Vijcous  Validated  Feb 

MIL  P  37269A 

DM 

16  Aug 

76 

moms 

03 

6505 

Phenylproponolomine  Hydrochloride  4  Guoifenesm  Toblets 

A  A  0053001 

MB 

01  Jun 

87 

MOMS 

03 

6505 

Phenylpropanolomine  ttydrochlonde.  Codeine  Phosphote,  And  Guoifenesm 

MIL  P  37777 

DM 

02  Moy 

7/ 

DM 

Syrup  Validated  Jun  84 

6505 

Phenytom  Sodium  Injection  Validated  Jun  84  REV  MB 

MIL  P-37767 

DM 

29  Aug 

78 

MDMS 

03 

6505 

Pigment,  Synthetic.  Block  (Ointment  Type)  REV  1$ 

JAN-P  567 

EA 

19  Feb 

48 

EA  MS 

6505 

Pigment,  Synthetic,  Red  (Ointment  Type)  USER*SA  REV-MR  IS 

JAN  P-564 

EA 

19  Feb 

48 

EA 

65C5 

Pilocarpine  Ophtholmic  Disks  Validated  Jun  84.  . 

MIL  P-37784 

DM 

13  Jul 

77 

Dm 

65C5 

Pindolol  Tablets  . 

A  A-51095 

/MB 

26  Nov 

85 

MD  MS 

03 

6505 

Piperocillin  Sod'um,  Sterile,  Usp  .... 

A  A  53087 

MB 

23  Jul 

87 

MD  MS 

03 

6505 

Piperozme  Cilrofe  Syrup,  Usp  Validated  Jun  84  ... 

MIL  P  37460 

DM 

02  Moy 

77 

MD  MS 

03 

6505 

PloQue  Vaccine,  Usp  Validated  Jun  84  REV  MB  ..  .. 

MILP-37599 

Dm 

16  Sep 

77 

MD  MS 

03 

6505 

Plosmo  Protem  Froction.  USP.  Heot  treoted 

A-A-0051598 

MB 

28  Jul 

86 

md  ms 

03 

6505 

Plicomycin  For  Injection,  U$P  .. 

A  A -00536 19 

MB 

26  Aug 

88 

MD  MS 

03 

6505 

Polymyxin  B  Bocilrocm  Ointment  REV  $0 

A-A  3003C 

MB 

28  Oct 

81 

MD  MS 

03 

6505 

Polymyxin  B  Sulfote,  Sterile.  USP 

A  A-0053731 

MB 

31  Ocl 

88 

MO  MS 

03 

6505 

Polyvinyl  Alcohol  Ophthalmic  Solution 

A  A  50829 

'MB 

30  Dec 

81 

MD  MS 

03 

6505 

Potossium  Acetate  Injection,  Usp.. 

A  A  0053406 

'MB 

28  Mor 

88 

MD  MS 

03 

6505 

Potossium  Chloride,  1  lysine  Monohydrochloride.  4  Potossium  Bicorbonote 

A  A  53453 

■MB 

07  Jul 

88 

MO  MS 

03 

lobSels,  tttervescent 

6505 

Potossium  Chloride  Inie.lion,  Usp  Validated  Jun  84  REV  MB  . 

MIL  P  37565 

DM 

14  Sep 

77 

MD  MS 

03 

6505 

Potossium  Chloride,  1  lysine  Monohydrochloride,  4  Potossium  Bicorbonote 

A  A-53454 

MB 

07  juI 

83 

MO  MS 

03 

Gronules.  Effervescent 

6505 

Potossium  Chloride  Orol  Solution.  Usp  Validated  Jun  84 

MIL  P  374.15 

DM 

23  Jon 

76 

MD  MS 

03 

6505 

Potassium  Chloride  Extended  release  Capsules,  Usp 

A  A  0051973 

MB 

27  Apr 

87 

MD  MS 

03 

6505 

Potossiuni  Chloride  Extended  releose  Toblets,  USP 

A  A  51403A 

MB 

15  Sep 

86 

MD  MS 

03 

6505 

Potossuim  Chloi'de  Injection,  USP 

A  A  51427A 

16  Sep 

86 

MD  MS 

03 
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Povidone  lodmc  Ointment.  Usp 

A  *  51444A 

MB 

21  Jui 

87 

MD  MS 

03 
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Povidone  lodme  Oiriment,  uSP,  10’- 

A  A  0051444 

MB 

06  Moy 

86 

MO  MS 

03 

6505 

Povidone  iodine  Topicol  Solution,  Usp 

A-A  51387A 

MB 

21  Jul 

87 

MD  MS 

03 

6505 

Prozosm  Hydrochloride  Capsules,  UsD 

A  A.53191 

Mo 

04  Sep 

87 

MO  MS 

03 

65^/5 

Prednisolone  Aentote  Ophtholmic  Supens  Ion  Validated  Feb  82  . 

MIL-P  37495 

DM 

20  Sep 

76 

MD  MS 

03 

687 
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Prednisolone  Sodium  Succmote,  Sferile,  Veterinary .  .  .  .. 

Prednisolone  Sodium  Phosphote  Ophthalmic  Solution,  Usp  Validated  Jun  84 
Rev  MB 

Prednisone  Toblets,  Usp  Validated  Jun  84  REV>MB  . . . 

Pnmoqume  Phosphate  Toblets,  USP  Validated  Jun  84  REV'MB 

Primidone  Toblets,  Usp  Validated  Jun  84  REV*MB .  ..  . 

Probenecid  Toblets.  Usp  Validated  Jun  84  .  . . . 

Probucol  Toblets  .  . 

Procoinomide  Hydrochloride  Copsules,  USP  Validated  Jun  84 . 

Procoinomide  Hydrochloride  Toblets  (SustoinedMcleose)  . 

Prochlorperazine  Moleote  Toblets.  Usp  Validated  Jun  84  REV>M6  . 

Prochlorperazine  Edisylote  Infection,  Usp  Validated  Jun  84  REV  MB  . 

Prochlorperozinz  Moleote  And  tspromoide  Iodide  Capsules  Validated  Feb  82 ,  . 

Promethazine  Hydrochloride  And  Codeine  Phosphote  Syrup  . 

Promethazine  Hydrochloride,  Chloroform,  loococ  fluid-extroct.  And  Potossium 
Guciocolsulfonote  Syrup  Validated  Feb  82 
Promethazine  Hydrochloride.  Ipecoc  Fiuidextract,  And  Potossium 
Guoiocolsulfonote  Elixir 

Promethazine  Hydrochloride  Infection.  Usp  Validated  Jun  84  REV'MB  . . 

Promethozine  Hydrochloride  Toblets.  Usp  Validated  Jun  64  REV-MB  . 

Promethozine  Hydrochloride,  Ipecoc  Fluidextroct  And  Potossium 
Guolacotsulfonote  Syrup  Validated  Jun  84 
Proponiheiine  Bromide  Tablets,  Usp  Validated  Jun  84  REV*MS.. 

Proporocome  Hydrochloride  Ophthalmic  Solution,  Usp  Validated  Jun  84 
REV-MB 

Propiomozme  Hydrochloride  Infection,  Nf  Validated  Feb  82  . 

Propoxyphene  Hydrochloride  Copsules,  USP  Validated  Jun  84  REV-MB  . . 

Propoxyphene  Nopsylote  And  Acetominophen  Toblets  Validated  Feb  82.  .  . 

Propoxyphene  Nopsylote  Tablets,  Nf  Validated  Feb  62 . . . 

Propoyyphene  Nopsylote  And  Aspirin  Toblets  Validated  Feb  82 

Propronolol  Hydrochloride  And  Hydrochlorothiazide  Tablets . 

Propronotol  Hydrochloride  Tablets  Validated  Feb  82.......  . 

Propronolol  Hydrochloride  Capsules .  . 

Propranolol  Hydrochloride  Tablets,  USP . 

Propylthiouracil  Toblets,  Usp  Validated  Jun  84 . 

Protamine  Sulfole  Infection.  Usp  Validated  Jun  84  REV-MB  .  ..  .  . 

Pseudoephfdrine  Hydrochloride  Tablets,  N.f.  Validated  Feb  82 . . 

Psyllium  Hydrophilic  Mucilloid  With  Dextrose  REV-SD . 

Pyrantel  Pomoote  Orol  Suspension,  Usp  Validated  Feb  82  . 

Pyrimethamine  Tablets,  Usp  Validated  Feb  82 . . . 

Pyrrobutomme  Phosphate.  Cyciopentomme  Hydrochloride,  And  Methopyritene 
Hydrochloride  Copsules  Validated  Feb  62 

Pyrvimum  Pamoate  Tablets.  Usp  Validated  Jun  84  . 

Quinidine  Gluconate  Toblets  Validated  Feb  82 . 

Ouinidine  Polygoloeturonote  Tablets  . . 

Ouinidme  Polygoloeturonote  Tablets  Validated  Jun  84  REV*M6  . 

Quinidine  Sulfote  Toblets,  Modified  Validated  Jun  84  . 

Quinidine  Sulfote  Toblets,  Usp  Validated  Feb  82 . . . 


RASP,  Antrum  (Wiener,  Trocar  Tip)  . . . . . 

Robies  Vaccine,  Veterinary,  Modified  live  Virus  Validated  Jun  84 . . 

Rocepinephnne  Inholotion  Solution.  USP  . . .  . . . 

Ranitidine  Hydrochloride  Injection  . .  . 

Resorcinol  Monoocetore  And  Colloidal  Sulfur  lotion  Vah  lated  Feb  82 . . 

Retractor,  Universal.  Oelee.  .  ...  . . . .  . 

Rifampin  Capsules.  Usp  Validated  Jun  84  REV  MB .  . 

Ritodrine  Hydrochloride  Infection .  . 

Socchorin  Soduim  Toblets.  Nf  Validated  Jun  84  REV*MB . 

Solsolote  Toblets  . . . .  ...  . . .  . . 

Screw.  Instrument,  Spectocle  Proms.  3  Borrel . 

Secoborbitol  Sodium  Capsules.  Usp  Validated  Feb  82 . . . 

Selenium  Sulfide  Lotion,  Usp  Validated  Jun  84  REV  MB  . . 

Silver  Nitrate  Applicotors  Validated  Feb  82 . 

Simethicone  Toblets,  N  f  Validated  Feb  82 . . . . .  . 

Simmons  Citrote  Agor,  Dehydrated  Validated  Jun  84  . 

Sincolide  For  Infection  .  . . 

Smotipox  Voccine,  U  s  p  Validated  Jun  $4  . . .  . 

Smallpox  Voccine.  Usp  Freeze  Dried.  For  Jet  Gun  Validated  Jun  $4  REV  OM  . 

Soda  Lime,,  USP  Validated  Feb  82 . . . 

Sodion  Fluoride.  Usp,  Powder  . .  . 

qn/l.om  J.-Jc-*;--  Vclidctvd  Fvu  82  .  . 

Sodium  Bicorbonot#  Toblets,  USP  Validated  Jun  84  . 

Sodium  Bicarbonate  Infection,  Usp  Validated  Jun  84  REV<MB..... . 

Sodium  Biphosphote  And  Sodium  Citrate  Solution  Validated  Feb  82 . 

Sodium  Biphosphote  And  Sodium  Phosphate  Solution  Validated  Feb  82  . 

Sodium  Chloride  Toblets  For  Solution.  USP . . . . . 

Sodium  Chloride  Irrigation.  Usp  Validated  Jun  84 . . . . 

Sodium  Chloride  Injec  Tion,  USP,  Partial-  Fill  Bogs  With  Viol  ADOtTlVC  Port  . 

Sodium  Chloride  Tablets,  Usp  Validated  Jun  84  REV-MB  . 

Sodium  Chloride  Toblets  Validated  Jul  78  REV-MC . . . 

Sodium  Chloride  sodium  Bicorbonote  Mixture,  4,5  Gm,  3S  Validated  Feb  82... 

Sodium  Fluoride  Solution,  Usp  Validated  Jun  84  REV-MB.. . . . 

Sodium  Fluoride  Toblets,  Usp  Validated  Feb  62 . . . 
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650S 

Sodium  Nitro  Prusside  For  Infuiion  Validoted  Jun  84 . 

MIL'S-373648 

DM 

01  Nov 

76 

MO  MS 

03 

650S 

Sodium  Oxocdlin  Capsules,  48S  REV>MD  MS  03  . . . 

Mll-S-36405 

DM 

04  Mor 

65 

MD  MS 

03 

650S 

Sodium  Phosphote,  Dibasic,  And  Monobasic  Potossium  Phosphote  Solution 

MIL-S-37726 

DM 

24  Feb 

77 

Validated  Jun  $4 

6305 

Sodium  Polystyrene  Sulfonate  Suspension  . . . . . . 

AA0053174 

MB 

21  Aug 

87 

MO  MS 

03 

6503 

Sodium  Solicytote  Tablets,  Nf  Vahdoted  Feb  82 . 

MIL-S-37296A 

DM 

14  May 

76 

MD  MS 

03 

6505 

Sodium  Su’facetomide  And  Prednisolone  Acetate  Ophtholmic  Suspension,  5CC 

Mll-S-37153 

DM 

22  Nov 

74 

MD  MS 

03 

Validated  Feb  82 

6505 

Sometrem  For  ln|ection . . . . . 

A.A0053617 

29  Aug 

88 

6505 

Sorbitol  Irrigation  . . . 

A-A-0051854 

MB 

25  Feb 

87 

MD  MS 

03 

6505 

Soybeon-casein  Digest  Agor  Medium,  Dehydrated  Validated  Jan  84 . 

MIL-S-367518 

DM 

10  Jon 

77 

MD  MS 

03 

6505 

Spectinomycin  Hydrochloride.  Sterile,  Usp  Validated  Jun  84 . . . 

MIL-S-37446 

DM 

14  Sep 

76 

MD  MS 

03 

6505 

Spironolactone  And  Hydrochlorothiazide  Tablets  Validated  Feb  62 . 

MIL-S.37490 

DM 

30  Sep 

76 

MD  MS 

03 

6505 

Spironoloctone  Tablets  Ussp  Validated  Feb  62 . . . 

MIL-S.37475 

DM 

30  Sep 

76 

MD  MS 

03 

6505 

Stonnous  Fluoride,  U.s  p.  Validated  Feb  82, . 

MIL  S-37414 

DM 

04  Jun 

76 

MD  MS 

03 

6505 

Streptomycin  Sulfate,  Usp  Validoted  Jun  84 . . . 

MIL-S-37835 

DM 

24  Aug 

77 

DM 

6505 

Succinylcholine  Chloride  Iniection,  Usp  Validated  Jun  84  REV-MB . . . 

MIL-S-3775e 

DM 

29  Aug 

78 

MO  MS 

03 

6505 

Succinyicholtne  Chloride  Injection,  Usplidoccine  Hydrochloride  Jelly,  Usp 

MIIS.37876 

DM 

28  Aug 

78 

MDMS 

03 

Validated  Jun  64  REV-MB 

6505 

Succinylcholine  Chloride,  Sterile,  Usp  Validated  Jun  84  REV«MB . . 

MIL'S  376S1A 

DM 

16  Sep 

77 

MD  MS 

03 

6505 

Sucrolpole  Tablets . . . . . . . . . . . . . . . 

A-A-0053623 

MB 

29  Aug 

88 

MD  MS 

03 

6505 

Sulfocetomide  Sodium  Ophtholmic  Ointment.  U.s.p.  Validated  Feb  82  ...  . . . . 

MIL-S.37404 

DM 

14  Jun 

76 

MDMS 

03 

6505 

Sulfocetomide  Sodium  Lotion,  Usp . . . 

AA-0051947 

MB 

16  Apr 

87 

MD  MS 

03 

6505 

Sulfocetomide  Sodium  Ophtholmic  Solution,  Usp  Validated  Jun  84  R£V*MB . 

MILS-37395A 

DM 

11  Jul 

78 

MDMS 

03 

6505 

Sulfocetomide,  Sulfobentomide,  SULFATHI AZOLE  And  Ureo  Creom  Validated 

M1L-S.37204 

DM 

15  Jul 

75 

MD  MS 

03 

Feb  82 

6505 

Sulfanilamide  Vagmol  Creom,  15  Pt  :ent  . . . 

A-A-0053338 

MB 

16  Feb 

88 

MDMa 

03 

6505 

Sulfanilamide  Voginol  Suppositories,  1.05  Grom . 

A-A-OOS3339 

/MB 

25  Feb 

88 

MDMS 

03 

6505 

Sulfonilomide,  Allontoin,  And  Aminocrine  Hydrochloride  Creom  Validated  Feb  82 

MIL-5-37241 

DM 

12  Nov 

75 

MD  MS 

03 

6505 

Sulfanilamide,  Allontoin,  And  Aminacrine  Hydrochloride  Suppositories,  Voginol 

m;l-S-37561 

DM 

13  Sep 

77 

MD  MS 

03 

Validated  Jun  84  REV-MB 

6505 

Sulfosotozine  Tablets,  USP,  Enteric  Coated . 

A-A-0051715 

/MB 

10  Oct 

86 

MDMS 

03 

6505 

Sulfasotozine  Toblets,  Nf  Validated  Jun  84  REV-MB . . . 

MIL-S-37664 

DM 

23  Sep 

77 

MD  MS 

03 

6505 

Sulfisoxazole  Acetyl  Orel  Suspension,  Usp  Validated  Jun  84  REV-MB  . 

MIL-S-37539 

DM 

25  Moy 

77 

MD  MS 

03 

6505 

Sulfisoxozole  Tablets,  U.s  p.  Validated  Feb  62  . 

MIL-S-37398 

DM 

14  Jun 

76 

MDMS 

03 

6505 

Sulfur  &  Polyoxyethyine  Louryl  Ether  Creom  . . . 

A-A-50885 

/MB 

21  Nov 

85 

MD  MS 

03 

6505 

Sulfur  And  Solicyltc  Acid  Ointment  Validoted  Jun  84  REV-MB . . . 

MIL-S-37729A 

DM 

22  Jun 

78 

MD  MS 

03 

6505 

Sulfur  And  Solicylic  Add  Coke  . . . . . 

A-A-S0847 

/MB 

to  Aug 

82 

MDMS 

03 

6505 

Sulfur,  Solicylic  Acid  And  Polyethylene  Creom  Validated  Jun  84  REV-MB . 

MIL-S-37807A 

DM 

22  Jun 

78 

MDMS 

03 

6505 

Sulisobenzone  Lotion  Validated  Jun  84  REV-MB . 

MIL-S-37695 

DM 

16  Aug 

78 

MD  MS 

03 

6505 

Sunscreen  Preparation  Non  Alcoholic  Lotion  Bose,  Non  Pobo . 

A  A-0053480 

/MB 

07  Jul 

88 

MD  MS 

03 

6505 

Tablet  (For  Medicmol  Purposes)  Validated  Feb  62 . 

FED-STD-140A  (1) 

/DM 

25  Mor 

70 

MD  MS 

03 

6505 

Temoze  Pom  Capsules . . . 

A-A-53061 

MB 

09  Jul 

87 

MD  MS 

03 

6505 

Terbutoline  Sulfote  Toblets  Validated  Jun  84 . 

MIL-T-37836 

DM 

10  Feb 

78 

6505 

Tcrbuloline  Sulfote  Tablets,  USP  . 

A-A-0053618 

MB 

29  Aug 

88 

MD  MS 

03 

6505 

Terbutoline  Sulfote  In  Hololion  Aerosol . . . 

A-A-0053607 

/MB 

29  Aug 

88 

MD  MS 

03 

6505 

Te'pm  Hydrote  And  Codeine  Elixir,  Nf  Validated  Jun  84  REV-MB  . . 

MIL-T-37740 

DM 

24  Apr 

78 

MO  MS 

03 

6505 

Terpm  Hydrote  Elixir,  Nf  Validated  Feb  82 . . 

MIL-T-37316A 

DM 

07  Sep 

76 

MD  MS 

03 

6505 

Test  Kit,  Alkaline  Phospholose  Level  Validated  Jun  61  . 

Mi;.T-36308A 

DM 

06  Mor 

75 

MD  MS 

03 

6505 

Test  Kit,  Bilirubin  Determinotion  Validated  Feb  82  . 

MIL-T-37329A 

DM 

07  Sep 

76 

MD  MS 

03 

6505 

Test  Kit,  BLOOD  Ureo  Nitrogen  Determination . 

A-A-0053175 

MB 

20  Aug 

87 

MDMS 

03 

6505 

Test  Kir,  Lactic  Oehydrogenose  Activity,  10  Determinolions  Validated  Jun  84 . 

MIL-T-36245A 

DM 

05  Moy  72 

MOMS 

03 

6505 

Test  Kit,  Mononucleosis  Determination  Validated  Feb  87  . . . 

MIL-T-36852B 

DM 

17  Sep 

76 

MD  MS 

03 

6505 

Test  Kit,  Nitrogen  Determination  Validated  Jun  $1 . 

MIL-T-36888 

DM 

05  Sep 

72 

MD  MS 

03 

6505 

Test  Kit,  Pregnoncy  Determination  Validated  Jun  84 . 

MIL-T-37805 

DM 

29  Jul 

77 

6505 

Test  Kit,  Serum  Tronsominose  Validated  Jun  64  REV-MB  . 

MIL-T-37771 

DM 

23  Aug 

78 

MD  MS 

03 

6505 

Test  Kit,  Syphillis  Detection  Validated  Feb  82 . .  . 

MtL-T-37096 

DM 

16  Apr 

75 

MD  MS 

03 

6505 

Test  Kit,  Syphilis  Detection,,  100  Tests  Validated  Feb  82 . 

MIL-T-37353 

DM 

31  Mor 

76 

MD  MS 

03 

6505 

Test  Poper  And  Color  Chart,  Glucose  In  Urine,  1(X)  Tes*s  Validated  Feb  92 . 

U-T-00190A 

/DM 

C9  May  72 

MD  MS 

03 

6505 

Test  Strips  And  Color  Chort,  Un  Bilirubin,  Blood,  Glucose,  Ketone,  Nitrite, 

MIL-T-37596 

DM 

28  ><1 

76 

DM 

Ph,  Protein,  And  Urobilinogen  Va„uafed  Feb  82 

6505 

Test  Strips  And  Color  Chart,  Glucose  In  Blood  Validated  Jun  84  REV-MB  . . 

MIL-T-37705 

DM 

30  Aug 

78 

MD  MS 

03 

6505 

Test  Strips  And  Color  Chort,  Urinary  Glucose  And  Protom  Validated  Jun  81 . 

MIL-T-36898 

DM 

04  Oct 

72 

MD  MS 

03 

6505 

Testosterone  Engnthote  Iniection,  Usp . . . . . 

A.A.0053670 

MB 

19  Sep 

88 

MD  MS 

03 

6505 

Testo*,terone  Enonthate  And  Estradiol  Volerote  Injection  Validated  Jun  84 

MIL-T-37757 

DM 

28  Aug 

78 

MD  MS 

03 

REV  MB 

6505 

Tetrocome  Hydrochloride  And  Dextrose  Injecttion  . . . . . 

AA-53261 

MB 

16  Oct 

87 

MD  MS 

03 

6505 

Tetracoine  Hydrochloride  Ophthalmic  Solution,  U.s.p.  Validated  Jun  84 . 

MIL-7-37422A 

DM 

25  Jul 

77 

MD  MS 

03 

6505 

Tetrocoine  Hydrochloride  &  Dextrose  Injection  . 

A  A-0053261 

MB 

16  Oct 

87 

MD  MS 

03 

6505 

Tetrocome  O.ntment,  Nf  Validated  Feb  82 . . 

MIL-T.37271A 

DM 

22  Jun 

76 

MD  MS 

03 

6505 

Tetracycline  hydrochloride  For  Iniection,  Usp  Validated  Jun  84 . 

MIL-T-37856 

DM 

01  Mor 

78 

DM 

6505 

Tetrocycline  Hydrochloride  Capsules,  Usp  Vclidated  Jun  84  REV-MB . 

MIL-T-37689 

DM 

24  Apr 

78 

MD  MS 

03 

6505 

Tetrocyrllne  Syrup  Validated  Feb  82 . . . . . 

MIL-T-37362 

DM 

03  Moy  76 

MO  MS 

03 

6505 

Tetrohydrozoiine  Hyd'oclloride  Ophthalmic  Solution,  Usp  Validated  Jun  84 

MIL-T  37554 

DM 

07  Sep 

77 

MD  MS 

03 

REV  MB 

6505 

Theophllme,  Ephednne  Sulfate,  And  Hydroxyzine  Hydrochloride  Toblets 

MIL-T  37228 

DM 

24  Oct 

75 

MD  MS 

03 

Validated  Feb  82 

6505 

Theophylline  And  Glyceryl  Guoiocolote  Capsules  Validated  Jun  84 . . . 

MIL-T-37144A 

DM 

12  Moy 

75 

MD  MS 

03 

6505 

Theophylline  And  Guoifenesin  Copsules . 

MIL-T-0037  U4B 

DM 

15  Feb 

78 

6505 

Theopiiylline  And  Guoifenesin  Elixir  Validated  Jun  84 . 

MIL  T  37674 

DM 

06  Oec 

76 

DM 

6505 

Theophylline  Copsules.  Modified . 

A  A -0053361 

MB 

13  Feb 

88 

MOMS 

03 

6505 

Theophylline  Copsules,  Modified,  Sustoined-releose . . 

A-A  0051749 

MB 

20  Oct 

86 

MD  MS 

03 

6505 

Theophylline  Capsules,  Modified . . . . . 

A-A.51399A 

/MB 

19  Sep 

86 

MDMS 

03 

669 
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6505 

Theophylline  Elixir . . . 

A-A-5084S 

/MB 

10  Aug 

82 

MD  MS 

03 

6505 

Theophylline,  Ephedrine  Sulfole,  And  Hydroxyzine  Hydrochloride  Syrup,  1  Pt 

MIL-T-37167 

DM 

13  Dec 

74 

MD  MS 

03 

(473  Cc)  Validated  Feb  B2 

6505 

Theophylline,  Ephedrine  Sulfole  And  Hydroxyzine  Hydrochloride  Toblets . 

A  A-0051717 

MB 

06  Oct 

86 

MD  MS 

03 

6505 

Thtobendozoie  Orol  Suspension,  Usp  Validated  Jun  84  REV*MB . 

MIL.T.37699 

DM 

28  Sep 

77 

MO  MS 

03 

6505 

Thiobendozole  Toblets,  USP . . . . . . . 

A  A-51572A 

/MB 

1 1  Jun 

87 

MO  MS 

03 

6505 

Thielhylperoztne  Molote  Injection,  Nf  . . . 

MIL-T-37759A 

DM 

01  Jun 

78 

MO  MS 

03  DM 

6505 

Thimerosol  Solution,  Nf  Validoted  Jun  84 . . . 

MILT-37767A 

DM 

23  Jun 

78 

MO  MS 

03  DM 

6505 

Thimerosol  Tincture  . . . . . 

A.A-1379 

t 

07  Moy 

80 

6505 

Th'opentoi  Sodium  For  Injection,  Utp  Validated  Jun  84 . . . 

Mll.T-37680 

DM 

28  Sep 

77 

MO  MS 

03 

6505 

Thioridazine  Hydrochloride  Toblets,  Usp  . 

MIL  A  T  A53750 

mb 

17  Oct 

88 

MD  MS 

03 

6505 

Thioridozine  Hydrochloride  Toblets,  Usp  Validated  feb  62  . .  .  ..... 

MIL-T.37157A 

DM 

26  Mor 

75 

MD  MS 

03 

6505 

Thioridozme  Hydrochloride  Toblets,  USP . . . . . . . 

AA-53750 

MB 

17  Oct 

88 

MD  MS 

03 

6505 

Thiothixene  Copsuies,  USP . 

AA-53170 

MB 

27  Aug 

87 

MO  MS 

03 

6505 

Thrombin,  Usp  Validated  Jun  84  REV  MS . 

MIL  T-37613 

DM 

16  Sep 

77 

MD  MS 

03 

6505 

Thrombin,  Usp . . . 

A.A-0053667 

MB 

16  Sep 

88 

MD  MS 

03 

6505 

Thyroid  Toblets,  U.s.p.  Validated  Feb  82 . . . 

MIL-T-37463 

DM 

09  Jul 

76 

MD  MS 

03 

6505 

Ticorcitlin  Oisodium  And  Clovuionote  Potossium  For  Injection . 

A-A0053308 

MB 

14  Feb 

88 

MO  MS 

03 

6505 

Ticorcillin  Oisodium,  Sterile,  Usp  . . . 

A- A  51638A 

MB 

19  Aug 

87 

MD  MS 

03 

6505 

Timolol  Moleote  Ophtholmic  Solution,  USP . . 

A-A  0051600 

/MB 

30  Jul 

86 

MD  MS 

03 

6505 

Timololmoleote  Ophthalmic  Solution,  Usp . . . 

A-A-51600A 

MB 

n  Jun 

87 

MD  MS 

03 

6505 

Tobromycin  Sulfote  Injection,  Usp  Validated  Jun  64  REV-MS  . . 

MIL-T-37514A 

DM 

16  Sep 

77 

MD  MS 

03  DM 

6505 

Tobromycin  Sulfote  Injection.  USP  . . 

A-A -005 1599 

/MB 

30  Jul 

86 

MD  MS 

03 

6505 

Tolbutomide  Toblets.  Usp  Validated  Feb  62 . . . 

MIL-T.37330A 

DM 

17  Sep 

76 

MD  MS 

03 

6505 

Tolnoftote  Creom.  USP  Validated  Jun  84  . . . . . 

MIL-T-37652A 

DM 

16  Sep 

77 

MDMS 

03  DM 

6505 

Toinoftote  Power  Validated  Jun  84 . . . . 

MIL-T-37B4. 

DM 

15  Oct 

77 

DM 

6505 

Tolnoftote  Solution,  Usp  Validated  Feb  82 . 

MIL-T-37472 

DM 

31  Aug 

76 

MD  MS 

03 

6505 

Trozodone  Hydrochloride  Toblets . . . 

AA.51555 

MB 

09  Jul 

87 

MDMS 

03 

6505 

Tretinoin  Cream  Validated  Jun  84  REV-MS . . . 

MIL-T-37413A 

DM 

27  Sep 

77 

MD  MS 

03 

6505 

Tretinoin  Gel,  USP . . . . . . 

A-A-0051503 

/MB 

23  Jun 

86 

MD  MS 

03 

6505 

Tretinoin  Gel,  Usp . .  . . . . . . . 

A-A-51503A 

MB 

30  Jul 

87 

MD  MS 

03 

6505 

Triamcinolone  Acetonlde  Aerosol,  Nf  Validated  Jun  84 . 

MIL-T-37497 

DM 

01  Dec 

76 

MDMS  03 

6505 

Triamcinolone  Acetonide  Inholotion  Aerosol . 

A-A-0051928 

MB 

06  Apr 

87 

MOMS 

03 

6505 

Tnomcinolone  Acetonide  Deniol  Paste,  Usp  Validated  Jun  84  REV-MB . . 

MIL-T.37634 

DM 

24  Apr 

78 

MDMS 

03 

6505 

Triamcinolone  Diocetote  Suspension,  Sterile,  N.f.  Validated  Feb  82  . . . 

MIL-T-37452 

DM 

07  Jun 

76 

MO  MS 

03 

6505 

Triomcinolone  Hexocetonide  Suspension,  Sterile,  Usp  Validated  Feb  82 . 

MIIT-37275A 

DM 

15  Sep 

76 

MD  MS 

03 

6505 

Triomterene  And  Hydrochlorothiazide  Copsuies . 

A-A-51083 

/MB 

26  Nov 

85 

MD  MS 

03 

6505 

Triomterene  Copsuies,  Usp  Validated  Jun  84  REV-MB . 

MILT.37659 

DM 

22  Sep 

77 

MD  MS 

03 

6505 

Triethonolomme  Polypeptide  Oleote  Condensote  Solution,  Otic  . 

A-A.51098 

/MB 

27  Dec 

85 

MD  MS 

03 

6505 

Triftuoperozine  Hydrochloride  Toblets,  Nf  Feb  82 . 

MIL-T-37156A  (1) 

DM 

1 1  Aug 

75 

MD  MS 

03 

6505 

Trimethobenzomide  Hydrochloride  Copsuies,  N.i.  Validated  Feb  62  . 

MIL-T.37427 

DM 

07  Jun 

76 

MD  MS 

03 

6505 

Trimelhobenzomide  Hydrochloride  And  Benzocoine  Supposi'ories  Validated  Jun 

MIL-T-37534 

DM 

26  Moy 

77 

MD  MS 

03 

6505 

Trimethoprim  And  Sulfomethoxozole  Tablets  Validated  Ju  •  P4  REV-MB  . . 

MILT-37619A 

DM 

22  Sep 

77 

MD  MS 

03  DM 

6505 

Triprolidme  &  Pseudoephednne  Hydrochlorides  Syrup,  US^  . 

A-A.5I081 

/MB 

15  Dec 

85 

MDMS  03 

6505 

Triprolidine  Hydrochloride  And  Pseudoephednne  Hydrocntonde  Toblets 

MIL-T.37138 

DM 

26  Mor 

75 

MDMS  03 

Validated  Feb  82 

6505 

Triprolidine  Hydrochloride  And  Pseudoephedrine  Hydrochloride  Tablets  REV-SD.. 

AA-30O32 

/MB 

28  Oct 

81 

MD  MS 

03 

6505 

Tropicomide  Ophthalmic  Solution,  Usp  Validated  Jun  84  REV.MB  . 

MIL-T-37666 

DM 

22  Sep 

77 

MD  MS 

03 

6505 

Tuberculin,  Usp,  Purified  Protein  Derivative  Validated  Jun  84 . . . . . 

MIL-T-37470 

DM 

14  Feb 

77 

MO  MS 

03 

6505 

Tubocurorine  Chloride  Injection,  USP  Validated  Jun  84  REV-MB . 

MIL-T-37629A 

DM 

23  Sep 

77 

MD  MS 

03  DM 

6505 

Undecylenic  Acid  And  Zmc  Undecylenote  Powder  . 

A-A-50839 

/DM 

26  Jul 

82 

MD  MS 

03 

6505 

Undecylenic  Acid  Ointment,  Compound,  Usp  Validated  Jun  84  REV-MB  . 

MIL  U-3766r 

DM 

02  Aug 

78 

MD  MS 

03 

6505 

Undecylenic  Acid  Solution  Validated  Jun  84  REV-MB  . . 

MIL-U-37763 

DM 

25  Aug 

78 

MD  MS 

03 

6505 

Undecylenic  Acid  6  Zmc  Undecylenote  Powder  Validated  Feb  82 . 

MIL-U-36000B 

DM 

02  Apr 

76 

MD  MS 

03 

INT  AMD  1  (DM) 

6505 

Urea  Creom  . . . . . . . 

AA'0051665 

MB 

18  Feb 

87 

MD  MS 

03 

6505 

yf^Q  Lotion . . . . .  . . .  ..  . . . . . 

A  A  0051782 

MB 

15  V  pr 

87 

MD  MS 

03 

6505 

Ureose  Test  Broth,  Oehydrowed  Validated  Jun  84 . 

MIL-U-36112A 

DM 

05  Jun 

72 

MD  MS 

03 

6505 

Urine  Sugar  Test  Toblets  Validated  Jun  84  REV  MB  . . . . 

MIL-U  37647 

DM 

23  Aug 

78 

MO  MS 

03 

6505 

Volproote  Sodium  Syrup . . . . . 

A  A-51114 

/MB 

26  Nov 

85 

MD  MS 

03 

6505 

Voncomycin  MCL,  S'erile,  USP  . . . .  . 

AA0053181 

mb 

24  Aug 

87 

MD  MS 

03 

6.505 

Vecuronium  Bromide  For  Injection . . . 

A-A0053307 

MB 

29  Jon 

88 

MO  MS 

03 

6505 

Veropomil  Hydrochloride  Tablets . 

A-A-53163 

MB 

27  Aug 

87 

MD 

03 

6505 

Veropomil  Hydrochloride  Injeclion  . . . 

A-A-51559 

/MB 

16  Jul 

86 

MD  MS 

03 

6505 

Vincristine  Sulfote  Injection . . . 

A-A  51080 

'/MB 

21  Nov 

85 

MD  MS 

03 

6505 

Vitamin  A  And  Vitamin  D  Ointment  . 

A-A  0051855 

mb 

17  Feb 

87 

MD  MS 

03 

6505 

Vitamin  B  Complex  And  Ascorbic  Acid  Capsules . . 

A-A-(X)51857 

MB 

18  Feb 

87 

MO  MS 

03 

6505 

Vitamin  B  Complex  &  Ascorbic  Acid  Toblets . . . . 

A-A-00517U 

/MB 

09  Oct 

86 

MOMS 

03 

6505 

Vitamin  E  Copsuies,  USP . . . . . . . 

A  A  0051673 

/MB 

10  Sep 

86 

MDMS 

03 

Acnc 

VmG<T,!i*i  C  So'v/mOm,  mobiuSe  .  . .  .  . . . . 

A  A  003 iai3 

MO 

40  jon 

6/ 

MU  m3 

OJ 

6505 

Vitomm  E  Tablets  Validated  Jun  84 . 

MIL-V-37682 

DM 

27  Jul 

78 

MD  MS 

03 

6505 

Woter  For  Injection,  Sterile, u*sp  . . . . . . 

A-A-0053156 

* 

1 1  Aug 

87 

MO  MS 

03 

6505 

Woter  For  Irrigation,  Sterile,  U.s.p.  Validated  Jun  84  REV-MB.. . 

MIL-W.37540A 

DM 

25  Moy 

77 

MO  MS 

03  DM 

6505 

Woter  For  Irrigotion,  Sterile  USP  .  . . 

AA-0053376 

MB 

01  Mor 

88 

MD  MS 

03 

6505 

Wright  5  Stoin  Validated  Feb  82 . 

MIL-W-37604 

DM 

30  Aug 

76 

DM 

6505 

Wright  S  Stoin  . . . . 

A-A-51240 

/MB 

29  Nov 

85 

MDMS 

03 

6505 

Wright  S  Stoimng  Solution  Validated  Jun  84 . . . 

MIL-W-37724 

DM 

24  Feb 

77 

MOMS 

03 

6505 

Xylon.etozoline  Hydrochloride  Solution,  N.f,  Validated  Feb  82 . 

MIL-X-37393 

DM 

28  Jun 

76 

MDMS 

03 

6505 

Zidovudine  Copsuies . . . 

A-A-0053240 

MB 

07  Oct 

87 

MOMS 

03 

6505 

Zmc  Bocitrocm,  Hydrocortisone,  Neomycin  Sulfote,  And  Polymyxin  B  Sulfote 

MIL-Z-36818 

DM 

01  Mor 

72 

MD  MS 

03 

Ointment  Validated  Jun  81 

6505 

Zinc  Oxide  Ointment,  Usp  Validoted  Jun  84  REV-MB . 

MIL-Z-37707 

DM 

31  Aug 

78 

MD  MS 

03 

690 
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6505 

IBUPROFeN  Toblets  VoUdoted  Jun  84  . 

MII-1-37676 

DM 

06  Sep 

77 

DM 

Detergent  Skin  Cleansing  Valtdaled  Feb  82  . 

MIL-D-37A49 

DM 

23  Jan 

76 

MD  MS 

03 

6508 

Emollient  lotion . 

A-A-0050888 

/MB 

09  Feb 

87 

MD  MS 

03 

6508 

Emollient  lotion  Vohdated  Feb  82 . 

mile-37575 

DM 

04  Aug 

76 

DM 

6508 

Undone  Shampoo,  DSP  . 

AA-50887A 

/MB 

23  Sep 

86 

MD  MS 

03 

6508 

Shompoo,  Cool  Tor  Extroct,  Salicylic  Acid,  And  Sulfur  lotion  Vatidated  Feb  82.. 

MIL-S-37426 

DM 

30  Sep 

76 

MO  MS 

03 

5508 

Soap,  Antimicrobiol . . . 

A-A-882 

} 

07  Feb 

80 

5508 

Soop,  Antimicrobial .  ... 

PS-619C 

t 

06  Aug 

79 

6508 

Sunburn  Preventive  Preparotion  Validated  Jon  84  REV  MB  .  ..  . 

MIL-S-37800A 

DM 

24  Aug 

78 

MD  MS 

03  DM 

5510 

Adhesive  liquid,  Surgicol  (Aerosol) . 

A-A-53263 

MB 

01  Mo.' 

88 

MD  MS 

03 

>51C 

Adhesive  Pod,  Colostomy-ileostomy^trocheostomy  . 

A-A-51255 

/MB 

19  Dec 

85 

MD  MS 

03 

<510 

Adhes’ve  Tope,  Surgicol,  Elostic . . . 

A-A-51233 

/MB 

22  Dec 

85 

MO  MS 

03 

tSt" 

Adhesive  Tope.  Surgicol,  1  Inch  By  1  1/2  Yards,  1005  . 

A-A-50811 

♦MB 

05  Aug 

81 

MD  Mb 

03 

6)10 

Adhesive  Tope,  Surgical . . . . . 

A  A-30074A 

/DP 

29  Oct 

84 

MO  MS 

03 

6  >10 

Adhesive  Topes,  Surgical  (Poper  Type) . . . 

A-A-30076B 

/MB 

16  Jon 

86 

MO  MS 

03 

6  10 

Appticotion,  Disposable,  Povidone  Iodine  Impregnated  Vatidated  Feb  8"^  .... 

MILA-37382 

DM 

01  Dec 

75 

MD  MS 

03 

6;  '0 

Applicator,  Acetone  Alcohol  Impregnated  . 

A  A-51967 

/MB 

01  Apr 

88 

MD  MS 

03 

65  .'0 

Appticotor,  Glycerin  lemon  Oil  impregnoted  . 

A.A-30034C 

t 

14  Jun 

85 

65 '0 

Boll,  Absorbent  cotton,  Nonsterile  . 

JJJB-81E 

t 

19  Oct 

76 

65  0 

Boll,  Absoroent,  Cotton  Or  Rayon... . .  .  . 

A-A  508 13A 

♦MB 

14  Feb 

83 

MD  MS 

03 

65  0 

Boil,  Gauze  Validated  Feb  82 . 

JJJ  8-87 

•DM 

22  Dec 

59 

MO  MS 

03 

65’.  3 

Boll,  Gauze  Validated  Feb  82  ..  .  . 

JJJ-B-0087A 

♦DM 

13  May 

63 

MD  MS 

03 

651) 

Bondage  Elastic  . 

A-A-53401 

/MB 

01  Apr 

88 

md  ms 

03 

6510 

Bondoge,  Absorbent,  Adhesive  Validated  Feb  82  .  ..  . . . 

DDD-B-35 

* 

26  Feb 

57 

MO  MS 

03 

65U 

bondage,  Absorbent,  Adhesive  Validated  Feb  82  ...  . . 

DDDB-0035C 

♦DM 

30  Dec 

71 

MOMS 

03 

651C 

Bondage,  Adhesive . 

A-A  51832 

MB 

13  Moy 

87 

MO  MS 

03 

/i5iC 

Bondoge,  Canton  Flannel  Validated  Jun  84 . 

DDD  B-40A 

’/DM 

23  Dec 

58 

MD  MS 

03 

6510 

Bondage.  Cost.  Fiberglass  Resin  Impregnated  .  . 

A-A-53186 

MB 

21  Sep 

87 

MD  MS 

03 

6510 

Bondoge,  Cast,  Pioster  Of  Poris  Impregnoted  (Hard  Coated)  . 

GG-B  lOlG 

/DM 

29  Apr 

86 

MO  MS 

03 

6510 

Bondoge.  Cotton,  Elostic  Validated  Feb  82  . 

MIL-B-37163 

DM 

04  Jun 

75 

MD  MS 

03 

6510 

Bondage,  Cotton,  Elasti;  Rubber  Worp  Threods  Validated  Jun  64  REV  MB  ... 

MIL-B-36998B 

DM 

21  Sep 

77 

MD  MS 

03 

6510 

Bondngr  Gauze  (Two  Ply) . . . . 

A  A'51394A 

/MB 

01  Jun 

88 

MOMS 

03 

6510 

Cnndoge,  Gauze,  Gelotin  zinc  Oxide  Impregnated  Validated  Jun  84  . 

MIL  B-36270B  (1) 

DM 

06  Jun 

77 

MOMS 

03 

6510 

Bondage,  Gauze,  Eloshc  .  . . . . . . . . . 

A-A  0051729 

/MB 

24  Oct 

86 

MDMS 

03 

6510 

Bondage.  Gauze,  Elo.tir,  2  Ply,  3  Inches  By  5  Yards,  12$  Validated  Jun  8)  . 

MIL-B  36842A  (1/ 

DM 

23  Ju' 

74 

MOMS 

03 

65k 

Bandage,  Gauze,  Tubuor  'validated  Feb  82 . . . . . 

';DD-B-60 

•DM 

2  Mor 

59 

MDMS 

03 

6510 

Bandage,  Gauze,  (Fm,-  Mesh} . . . 

A-A  51  in 

/MB 

26  Nov 

85 

MOMS 

03 

6510 

Bondage,  Oouze,  Re.ler  And  Compressed  Validated  Feb  82 . 

DDD  B-61E 

/DM 

11  Sep 

72 

MOMS 

03 

INT  AMD  1  (DM) 

6510 

Puiidoge,  Muslin  (Unbleoched),  Roller  Validated  Feb  62 . 

000-8-81D 

/DM 

06  Jun 

75 

MD  MS 

03 

6510 

Bondage,  Self  Adherent . . . 

Ji-B-107 

t 

20  Aug 

52 

6510 

'ellulose,  Absorbent,  Surgicol  ..  .  . 

L  C-166A  (1) 

t 

06  Sep 

54 

6510 

Compress  And  Bondoge.  Generol  Purpose  Validated  Jun  S* . 

MIL-C-16893B 

DM 

09  Moy  75 

MDMS 

03 

6510 

Compress  And  Skullcop,  Heod  Dressing  Validated  Jun  8t  . 

MIL-C-982B 

DM 

18  Moy 

61 

MD  MS 

03 

6510 

Compress,  Gouze,  &,  Compress  Skullcop,  rleod  Dressing,  Comoufloged 

DDD-C-570C 

/DM 

28  Feb 

80 

MD  MS 

03 

VoMf  '  •  82 

6510 

Cotl'^n  Purified  (Sterile)  And  Nonsterile  Validated  Jun  84  REV-MB . 

JJJ-C-561E 

/DM 

28  Sep 

78 

MD  MS 

03 

6510 

Dre  sing.  Burn  „  . 

A-A-51393A 

MB 

1 1  Sep 

87 

MDMS 

03 

6510 

Ore*.  ,ing.  First  Aid,  Field,  Individuo)  Troop  Validated  Feb  82 . 

MIL  D-37165  (2) 

DM 

19  Mor 

76 

MD  MS 

03 

6510 

Ore:sing,  FIrjt  Aid  And  Individual  Troop,  Comoufloged  Validated  Jun  81  . 

MtlD-15l4lB 

DM 

10  Nov 

58 

MD  MS 

03 

6510 

Ores  mg,  !■*•,  drocolloid.  Occlusive.  .  . 

A-A-0053610 

/MB 

2?  Aug 

88 

MD  MS 

03 

6510 

Dress  ng,  sVv*  . . . . .  ...  . 

A-A-OOJ0128 

^MB 

24  Mor 

87 

MD  MS 

03 

6510 

Gouzi ,  Absorbent,  Compressed  Validated  Jun  8}  .  . 

Mil  G*3379B 

DM 

19  Moy 

75 

MD  MS 

03 

6510 

Gouze  Absorbent  (Nonsterile)  . 

A-A-3OO0OA 

i 

1 1  Apr 

86 

6510 

Oouze,  Vbserbent,  Sterile  And  Oouze.  Absorbent,  Iodoform  Impregnoted 

DDD  G-1480 

/DM 

15  Oct 

76 

MD  MS 

03 

(Poexm^  Strips)  Validated  Jun  64 

6510 

Gouze.  Abio'ben!  Validated  Feb  82  REV*cA  OS  . 

CCC-G-101C  (1) 

/DM 

16  Jun 

59 

MD  MS 

03 

6510 

Gauze,  Ab*o  bent.  Iodoform  Impregnated  .... 

A-A-51254 

/MB 

17  Dec 

85 

MD  MS 

03 

6510 

Gouze,  Oil  Enulsion  Impregnated  Validated  Jun  84  REV  MB  .. 

MIL-G-36285C 

DM 

21  Sep 

77 

MD  MS 

03 

6510 

Gouze,  Ointmtnt  Impregnated . 

MIL-A-G  OOA53756 

MB 

31  Oct 

88 

MDMS 

03 

6510 

Gauze,  Petroktum  Impregnoted  Validated  Feb  82 . 

DDDG138B 

/DM 

29  Jut 

75 

MD  MS 

03 

6510 

Manokin.  Head  &  Torso .  . 

A-A-J3691 

/MB 

15  Sep 

88 

MO  MS 

03 

5510 

Mosk,  Surgicol  Validated  Jun  84 .  . 

DDD  M  136B 

rDM 

23  Moy 

58 

MD  MS 

03 

6510 

Pock,  Gauze,  Abdominol  Validated  Feh  82  .  . 

DDD-P*46D 

/DM 

14  Jul 

75 

MD  MS 

03 

6510 

Pod,  Abdominol  S'erile  And  Nonsterile)  ....  .  . 

A  A  30108 

t 

02  Feb 

84 

6510 

Pod,  Abdominal  (Drainage  Dressing,  Combmotion)  Validated  Jon  79  .  . 

DDD  P  0053C 

•DM 

14  Oct 

63 

MD  MS 

03 

6510 

Pod,  Abdominal  (Dromoge  Dressing  Combines)  Validated  Jan  79  ... 

DDD  P-53B  (1) 

/DM 

06  Jun 

58 

MDMS 

03 

6510 

Pad,  Cloth,  Copper<sulfote  Impregnoted  Validated  May  66 . 

DDD  P  52 

t 

22  Dec 

59 

6510 

Pod,  Cotton  (Eye  Pods)  . 

A  AGOOllB 

* 

08  Feb 

85 

6510 

Pod,  Cotton,  Dressing,  Eye  Pod  Validated  Feb  82  . 

DDD  P  50 

•DM 

10  Jun 

59 

MD  MS 

03 

6510 

Pod,  Gauze,  Gauze  And  Cellulose  Or  Regenerated  Viscose  Cellulose  t-iber  .  .. 

DDD  P  UU5aA 

1 

Uti  Aug 

62 

(GEa'.FSS) 

6510 

Pod,  Isopropyl  Alcohol  Impregnated,  Sterile  Validated  Jun  $1  .  .... 

MIL-P  36792  (2) 

DM 

21  Aug 

72 

MD  MS 

03 

6510 

Pod.  Medifoted  Validated  Feb  82 .  .... 

DDD  P  001024 

/DM 

15  Jun 

65 

MD  MS 

03 

6510 

Pod,  Nonadherent  Validated  Jun  84 .  ... 

MIL  P  36861 

DM 

30  Jun 

78 

MD  MS 

03 

INT  AMD  1  (DM) 

6510 

Pod,  Nonodhereni  . 

A  A  53262 

'MB 

01  Mor 

88 

MD  MS 

03 

6510 

Pod,  Povidone  iodine,  Impregnoted  Vohdatid  Feb  82  . 

MIL  P-37503 

DM 

02  Aug 

76 

MD  MS 

03 

6510 

Pod,  Sonttory  Pod  Validated  Jun  61 .  . 

MIL  P  36863  (2) 

DM 

25  Apr 

74 

MD  MS 

03 

6510 

Pod,  Trocheoitomy . 

A  A  0030121 

MB 

08  Jon 

87 

MD  MS 

03 

6510 

Pod.  Wiich  Hozel  Lanolin  IMPREGNATED  Ooih,  5  1  '2  By  6  1/2  Inches, 

MIL-P-36862  (I) 

DM 

01  Oct 

74 

MO  MS 

03 

1005  Validated  Jun  81 

6510 

Pod,  Witch  Hozel-glycerinc  Impregnoted  . 

A  A  53285 

MB 

01  Mor 

88 

MO  MS 

03 

691 
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6510 

Pod,  Witch  HozeMonolin  Impregnated  . . 

. 

A.A-53196 

MB 

14  Sep 

87 

MD  MS 

03 

6510 

Pods  Gouze,  Gouze  And  Cotton,  And  Gouze  Cellulose  And  Cotton  Vclidoted 

DDD-P-54  (1) 

^DM 

C9  Aug 

57 

MD  MS 

03 

FebS2 

6510 

Pods,  Isopropyl  Alcohol  Impregnated . 

. 

A-A-30096A 

• 

08  Feb 

85 

6510 

Pods,  Sonitory  (Regulor  And  Super)  . 

. 

A-A-30095 

•MB 

17  Aug 

83 

MD  MS 

03 

6510 

Pellet,  Absorbent,  Colton  Validated  Feb  82 . 

. 

MILP-37381 

DM 

23  Apr 

76 

MD  MS 

03 

6510 

Pellet,  Absorbent,  Colton . . . 

... 

A-A-50810 

/MB 

05  Aug 

81 

MD  MS 

03 

6510 

Roll  Cotton  Tope,  Radiopaque  Validated  Jun  84  . 

. 

Mil  R-36869 

DM 

06  Jul 

72 

MD  MS 

03 

6510 

Roll,  Absorbent  Cotton  And  Roil,  Cellulose  Validated  Feb  82 

. 

GG-R-563B 

/DM 

9  Dec 

57 

MD  MS 

03 

6510 

Roller,  Bondoge  .  . 

.. 

GGR-571B 

/DM 

24  Moy  57 

MD 

6510 

Skin  Closure,  Adhesive,  Surgical,  Porous  Validated  Feb  62  .  ..  . 

.. . 

MIL-S.37164 

DM 

03  Jun 

75 

MD  MS 

03 

6510 

Splint,  Orthopedic  Sheet . 

. 

A-A-53521 

/MB 

01  Jun 

88 

MD  MS 

03 

6510 

Sponge,  Absorable  Gleim,  Usp  Validated  Feb  82  . 

MIL-S  37092 

DM 

09  Apr 

75 

MD  MS 

03 

6510 

Sponge.  Surgicol,  Gauze,  (12  Ply,  Double  Pock)  . 

. 

AA-53331A 

MB 

13  Mar 

89 

MD  MS 

03 

6510 

Sponge,  Surgical,  Gauze  Validated  Feb  82  . 

. . . 

MIL-S-37023 

DM 

18  Jon 

74 

MO  MS 

03 

6510 

Sponge,  Surgical,  Gauze,  12  Ply  (Double  Pack)  .. 

A.A  0053331 

MB 

16  Feb 

88 

MO  MS 

03 

6510 

Sponge,  Surgicol,  Gauze  Validatea  Feb  82 . 

. 

MIL  5-37172 

DM 

13  Moy 

75 

MD  MS 

03 

6510 

Sponge,  Surgical . 

..  . 

A  A.0030120 

/MB 

08  Jon 

87 

MD  MS 

03 

6510 

Sponge,  Surgicol,  Gauze.  Tonsil . 

A  A  51257 

/MB 

22  Dec 

85 

MD  MS 

03 

6510 

Sponge,  Surgicol,  (Nonwoven  Synthetic  Fiber,  Speor  Shaped)  . 

. 

A  A  51856A 

MB 

01  Mor 

88 

MD  MS 

03 

6510 

Sponge,  Surgical,  (Nonwoven  Synthetic  Fiber,  Speor  shoped)  .. 

A  A -5 1865 A 

MB 

01  Mor 

88 

MD  MS 

03 

6510 

Sponge,  Surgicol,  (Gouzo,  Radiopogue)  . 

AA-51391 

MB 

13  May 

87 

MD  MS 

03 

6510 

S'  >nge,  Surgical,  Nonwoven,  Rayon,  Pattie.  Rodiopoque  . 

... 

A  A-51405A 

/MB 

15  Jul 

88 

MD  MS 

03 

6510 

Sponges,  Surgical  (Loporotomy  Sponge)  . 

.  .. 

A.A.30104A 

t 

13  Jun 

84 

6510 

Stockinet,  Surgicol  (Nylon),  2  Inch  By  25  Yards 

.  .. . 

A  A  31389A 

'MB 

01  Apr 

88 

MO  MS 

03 

6510 

Stockinet,  Surgicol  (Drape) .  . . 

...  . . 

A  A.53176 

MB 

28  Aug 

87 

MD  MS 

03 

6510 

Stockinet,  Surgicol  Validated  Feb  82 . 

. . 

JJ-S-746A 

/DM 

13  Dec 

56 

MD  MS 

03 

6510 

Suspensory.  Scrota)  Validated  Feb  82 . 

MlL-S-37181 

DM 

02  Oct 

75 

MD.MS 

03 

6510 

Tope,  Adhesive,  Surgicol  Validated  Feb  82  REV-EA  .  .  ... 

. 

u.p-40ie 

/DM 

16  Sep 

75 

MD  MS 

03 

6510 

Tope.  Adhesive,  Surgical  Validated  Jun  64  . 

U  P  00401F 

/DM 

14  Mor 

78 

6510 

Wedding,  Cotton,  Surgicol  Validated  Feb  82  ...  .  . 

CCC-'y.51D 

/DM 

06  Jun 

75 

MD  MS 

03 

6515 

Adopter,  Catheter  To  Luer  Syringe,  Smoll  Lumen . 

A-A-51036 

/MO 

20  Sep 

85 

MD  MS 

03 

6515 

Adopter,  Cotheter  To  Lucr  Syringe . 

..  .  .  .  ....  . 

A.A.51019 

/MB 

20  Sep 

85 

MD  MS 

03 

6515 

Adopter,  Catheter-tO'lue'  Syringe,  Eynord  . 

. 

A-A-53296 

MB 

11  Dec 

87 

MD  MS 

03 

6515 

Adopter,  Cotheter-TO>LUER  Syringe,  Tuohy .  . 

A-A-51605A 

/MB 

21  May 

87 

MD  MS 

03 

6515 

Adopter,  Co.iductive  Neoprene,  Endotrocheol  Anesthesio  Set  Validated  Feb  82.. 

MIL-A-36665 

DM 

22  Apr 

70 

MD  MS 

03 

6515 

Adapter,  Eor  Connulo  To  Tubing  (.hough)  ....  . 

A  A-51830 

/MB 

18  Feb 

87 

MD  MS 

03 

6515 

Adapter,  Hypodermic  Needle*to-tubing  . 

AA-53102 

MB 

28  Jui 

87 

MD  MS 

03 

6515 

Adopter,  Luer  Needle,  Gloss  Validated  Jun  84  . . . 

DD-A-460A 

/DM 

14  Aug 

61 

MD  MS 

03 

6515 

Adopter,  Universol,  Endotrocheol  Anesthesio  Set,  1SMM  Validated  Jun  84 . 

MIL-A-3671B 

DM 

14  Jan 

71 

MD  MS 

03 

6515 

Adoptometer,  Rodiooctive  Ploque,  Night  Vision  Validated  Jun  81.  . . 

. 

MIL-A-36035 

DM 

i3  Juii 

60 

Mu  MS 

03 

6515 

Adenotome,  Loforce  Validated  Jun  84.. . 

.........  ....... 

MILA-36725 

DM 

02  Dec 

70 

MD  MS 

03 

6515 

Airwoy  Esophageal  Obturotor,  Plostie,  Adult  . 

Mll-A  37934  (1) 

DM 

25  Jon 

83 

DM 

6515 

Airway,  Phorymgeol,  Rubber  Validated  Jun  81 . 

MII-A-36163 

DM 

04  Ocl 

63 

MD  MS 

03 

6515 

Airways,  Phoryngeol  . . . .  . 

A-A-30088 

•DP 

10  Jun 

83 

MO  MS 

6515 

Anesthesio  Apparatus,  Gas,  Nitrous  Oxide . 

. 

MII-A-37953 

'MB 

15  Apr 

83 

MD  MS 

03 

6515 

Anesthesia  Kit,  Laryngotracheol,  Oisposoble  Validated  Aug  88 

. 

Mll-A-37842 

DM 

22  Aug 

88 

NOTICE  1 

6515 

Anesthesia  Set,  Spinol . . .  ...  . .. . 

A-A-0051530A 

MB 

15  -lul 

87 

MD  MS 

03 

6515 

Anesthesia  Set,  Endotrocheol  Validated  Aug  88 . 

MII-A-36OB0C 

DM 

22  Aug 

88 

MD  MS 

03 

NOTICE  1 

6515 

Anesthesia  Set,  Spmol,  Disposable  Validated  Jun  81 

MIL-A-36763A  (2) 

DM 

10  Ocl 

74 

MD  MS 

03 

6515 

Anesthesia  Set,  Epidural,  Disposable  Validated  Feb  82 

MIL-A-37108 

DM 

15  Nov 

74 

MD  MS 

03 

6515 

Anoscope  (Brinkerhoff) . 

A-A  51618 

/MB 

10  Sep 

86 

MD  MS 

03 

6515 

Anoscope,  Fonsler,  6  Cm  . . 

. 

A'A  51412 

MB 

08  Moy 

86 

MOMS 

03 

6515 

Anoscope,  Hirschman.  ,  .  . .  . . . 

. 

AA-51413 

YD 

08  May 

86 

MDMS 

03 

6515 

Applicator  Nosal,  Farrell  . 

A-A-51020 

'MD 

23  Sep 

85 

MOMS 

03 

6515 

Applicator,  Croniol  Immobilization  Ring . 

. 

A  A-53106 

MB 

31  Aug 

87 

MD  MS 

03 

6515 

Applicotor,  Disposable,  (Woed  Or  Plastic,  Cotton  Or  Polyester  Tipped  End) . 

A-A  53101 

MB 

28  Jul 

87 

MD  MS 

03 

6515 

Applicator,  Disposable  (Sterile  And  Nonstenle)  .  .  . 

. 

A-A-30016B 

* 

15  Mor 

85 

MD  MS 

03 

6j15 

Applicotor,  Disposable  Validated  Jun  84  REV-EA  ....  . 

GG-A-616E 

/DM 

20  Jul 

78 

MO  MS 

03 

6515 

Applicotor,  Metol  Validated  Jul  74 . . 

. 

GG-A-614 

: 

19  Jon 

60 

6515 

Applicotor,  Nosol,  Lothbury . 

. 

A-A-50996 

/MB 

04  Sep 

85 

MD  MS 

03 

6515 

Arch  Supports . 

. 

A-A-51639A 

/MB 

30  Jon 

87 

MD  MS 

03 

6515 

Aspirotor  Unit,  Suction-pressure  Apporotus  Validated  Jun  81  . 

MIL-A-36950 

DM 

12  Feb 

73 

MD  MS 

03 

6515 

Audiometer . 

A-A-53815 

MB 

31  Jon 

89 

MD  MS 

03 

6515 

Audiometer  (Dual  Channel) . 

A-A-51649 

/MB 

19  Sep 

86 

MD  MS 

03 

6515 

Audiometer,  Automotic  Validated  Feb  82 . 

. 

MILA-3719? 

DM 

08  Oct 

75 

MO  MS 

03 

6515 

Audiometer,  Automotic, portoble . 

A-A-538’ 

MB 

31  Jan 

89 

MO  MS 

03 

6515 

Audiometer,  Automotic  Validated  Jun  84 . 

MIL-A-3624/.> 

DM 

18  Jun 

70 

MD  MS 

03 

o5’i5 

Auoiometer,  Oeneroi  Diagnostic  Vohaotea  Feb  82 . 

MIL  A  J64y5A 

DM 

28  Oct 

75 

MD  MS 

03 

6515 

Audiometer,  Monuolly  Operoted,  Portable,  1 10/220  Volt,  50/60  Hz, 

Ac . 

A-A-53777 

MB 

10  Dec 

88 

MO  MS 

03 

6515 

Audiometer,  Portoble  Validated  Jun  81  ...  .  . 

MlL-A-36494 

DM 

07  Nov 

66 

MD  MS 

03 

6515 

Bog,  Blood  Warming  (Disposoble) . 

. 

MIL  A  B  A53423 

MB 

23  Mor 

88 

MD  MS 

03 

6515 

Bog,  Ice  And  Hot  Water  Validated  Jun  84  . 

ZZ-B  586D 

'DM 

15  Dec 

76 

MO  MS 

03 

6515 

Bag,  Politzer  Validated  Feb  82 . 

. 

.TZ-8  716 

/DM 

16  Jun 

44 

MO  MS 

03 

6515 

Bog,  Tube  Feeding  Sterile .  .  . 

. 

A  A-51082 

MB 

06  Dec 

85 

MD  MS 

03 

6515 

Bog,  Tube  Feeding . . . 

. 

A-A-30046A 

t 

13  On 

82 

6515 

Bag,  Tube,  Feeding .  . 

. 

A-A-0053255 

MB 

23  Ocl 

87 

MD  MS 

03 

6515 

Bog,  Wet  dressing  Validated  Feb  82 . 

LB  74 

DM 

31  Mor 

49 

MD  MS 

03 

6515 

Bond,  Circling  (Silicone) .  .... 

. 

A  A  51800 

/MB 

23  Jon 

87 

MD  MS 

03 

6515 

Bar  &  Wire,  Stoinless  Steel.  For  Surgical  Implonts  (Special  Quolity) 

26  Mar 

ASTM  F138  76 

DM 

29  Jon 

79 

MD  MS 

03 

76  REV.MB 
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6515 

Bor  &  Wire,  Sto-rlesj,  For  SurgiccI  Implonts  •  26  Mar  76  REV-MB.  . . .  .. 

AfTM  F5576 

DM 

29  Jar 

79 

MO  MS 

03 

6515 

Biode,  Gag,  Ring  Retractor  .  . . .  ..  . 

A  A  53755 

MB 

1 1  Nov 

88 

MD  MS 

03 

6515 

Blode,  Surgical  Knife . . . . .  . 

A  A  0051877 

MB 

06  Apr 

87 

MDMS 

03 

6515 

Blodes,  Loryngoscope,  Miller  ... .  . .  . 

MU  B-36162C 

MB 

03  Nov 

87 

MD  MS 

03 

6515 

Block,  Bite  Validated  Jul  75  .  ...  . 

GG  8  4268 

• 

30  Aug 

60 

MD  MS 

03 

6515 

Blood  Collecting  dispensing  Bag  And  Donor  Set,  Single  Bog,  With  63  Cc 

MIL-B-36939  (1) 

DM 

•27  Ap- 

74 

MD  MS 

03 

Anticoogulont,  Disposoble,  65  Validated  Jun  81 

6515 

Blood  Collecting-dispensing  Bog  And  Donor  Set,  Double  Bog,  With  63  Cc 

MIL-B  37158 

DM 

15  Moy 

75 

MDMS 

03 

Anticoogulont,  Disposoble  Validated  Feb  62 

6515 

Blood  Exchonge  Tronsfusion  Kit,  Disposable  Validated  Jun  6f . . . 

Mll.B-36731  (1) 

DM 

07  Dec 

73 

MO  MS 

03 

6515 

Blood  RIotelet  Admimstrotion-pooling  Set  ....  . 

AA-51330 

MB 

14  Mor 

86 

MD  MS 

03 

6515 

Blood  Rec'pient  Set,  With  Metering  Chomber,  Without  Needle.  Disposoble 

MIL-B-36646A 

DM 

25  May 

74 

MD  MS 

03 

Validated  Jun  8 1 

6515 

Blood  Recipient  Set,  Indirect  Transfusion  (Disposable) . . . 

Mll-B-42047 

MB 

13  May 

87 

MO  MS 

03 

6515 

Bolt,  Tibiol  Validated  Jun  84  .  ..  . . . 

MlL-B-36772 

DM 

09  Mar 

72 

MDMS 

03 

6515 

Bone  r'.*ie  Validated  Jun  81 . 

MIL.B-36636A 

DM 

18  Apr 

73 

MD  MS 

03 

6515 

Bone  Plc'^  Brood,  Orthopedic  Implant  Self-compressmg  Holes . 

AA-51474 

MB 

11  Jun 

66 

MD  MS 

03 

6515 

Bone  Surgery  Set,  Extension  And  Traction,  Pin  Type,  Stemmann  Vahdoted  Feb 

MIL-B-36633 

DM 

03  Feb 

70 

MD  MS 

03 

6515 

Booth,  Audlometric  Exominatlon  . 

AA-53316 

MB 

24  Feb 

88 

MD  MS 

03 

6515 

Booth,  Audiometric  Examination  Validated  Jun  SI  . 

MIL'BG64S8 

DM 

07  Jun 

66 

MD  MS 

03 

6515 

Bottle  Set,  Physician  S  Sotchel  Validated  Feb  82  . 

MILB-37523 

DM 

21  Apr 

76 

6515 

Bottle,  Eye  Irrigating,  Ziegler  Validated  Feb  82 . 

DDB0O582 

/DM 

30  Nov 

64 

MO  MS 

03 

6515 

Bottle,  Infusion,  Kelly,  700CC.  Validated  Jun  84  . . . 

DD  B-583 

/DM 

6  Aug 

58 

MD  MS 

03 

6515 

Bottle,  Nebulizer . . . .  ...  . .  . . . . 

A-A-53005 

MB 

26  Jun 

87 

MDMS 

03 

6515 

Bottle,  Specimen  Collecting  (Sputum) . 

A-A-30059 

1 

21  Dec 

82 

6515 

Bougie,  Eustochian,  Set  Of  Five  Validated  Feb  82  . 

GGB-596A 

/DM 

20  Mor 

53 

MO  MS 

03 

6515 

Bougie,  Eustochian.  Set  Of  Five  Validated  Feb  82  . 

GG'B  00596B 

/DM 

22  Apr 

70 

MD  MS 

03 

6515 

Bougie.  Urethral,  Otis  .  . 

AA-5rj98 

MB 

14  Apr 

86 

MD  MS 

03 

6515 

Brace,  Bit,  Bone,  Craniol,  Hudson,  And  Burs,  Drill,  And  Extension  Validated  Feb 

MIL-B-37246 

DM 

15  Jul 

75 

MO  MS 

03 

6515 

Broce.  Knee  Dressing,...  . . . . . . 

A.A-51771 

/ 

30  Jan 

87 

MD  MS 

03 

MB 

6515 

Bronchoscope  (Holmger) . 

A-A-0053072 

MB 

15  Jul 

87 

MDMS 

03 

6515 

Bronchoscope,  Fiber  Optic,  Holinger  Validated  Jun  61 . 

MIL-B-36893A 

DM 

21  Feb 

75 

MD  MS 

03 

6515 

Bur,  Boon  Surgery  (Otomond,  4MM,  Dermobroderhead,  Medium  Shonk)  . . 

A  A-S3470/7 

/MB 

22  Aug 

88 

MD  MS 

03 

6515 

Bur,  Bone  Surgery  (Tungsten  Carbide,  2  MM  Head  Diameter  By  10  MM  Cutting 

MIL-6-42017/ 14 

MB 

22  Sep 

66 

MB 

Length,  Barret  Cutting-shope  E,  Medium  $honk*length  2) 

6515 

Bur,  Bone  Surgery  (Diamond,  4MM,  Oval  Head,  Long  Shonk . 

A-A  53470/6 

/MB 

22  Aug 

88 

MDMS 

03 

6515 

Bur,  Bone  Surgery  (Tungsten  Corbide,  2  MM  Head  Diameter,  Borret 

MILB-42017/15 

MB 

22  Sep 

86 

MB 

Cutting-shope*e,  Long  Shank'length  3) 

6515 

Bur,  Bone  Surgery  (Diomond,  2MM,  Round  Heod,  Long  Shook) . . . 

A-A-53470/1 

/MB 

2?  Aus 

88 

MD  MS 

03 

6515 

Bur,  Bone  Surgery  (Tungsten  Corbide,  3  MM  Heod  Diameter,  Round 

M’l-8-42017/16 

MB 

22  Sep 

86 

MB 

Cutting  shope  A.  Long  Shank-length  3) 

6515 

Bur,  Bone  Surgery  (Diomond.  3MM.  Round  Heod.  Long  Shonk) . . . 

A.A-53470/2 

/MB 

72  Pug 

88 

MD  MS 

03 

6515 

Bur.  Bone  Surgery  (Tungsten  Carbide,  5  MM  Head  Diometer,  Round 

Mll-B-42017/17 

MB 

22  Sep 

86 

MB 

Culting-shope  A,  Medium  Shonk-Icngth  2) 

6515 

Bur,  Bone  Surgery  (Diomond,  5MM,  Round  Head,  Long  Shonk) . 

A-A-53470/3 

/MB 

22  Aug 

88 

MD  MS 

03 

6515 

Bur,  Bone  Surgery  (Tungsten  Carbide,  5  MM  Head  Diometer,  Round 

MllB-42017/18 

MB 

27  Sep 

86 

MB 

Cutting  shape  A,  Lon^  Shank-length  3) 

6515 

Bur,  Bone  Surgery  (Diomond,  2MM,  Rhinoplostic  Head,  Long  Shonk) . 

A-A-53470/4 

/MB 

22  Aug 

88 

MD  MS 

03 

6515 

Bur,  Bone  Surgery  (Tungsten  Carbide,  4  MM  Head  Diameter,  Round 

MIL-B-42017/19 

MB 

22  Sep 

86 

MB 

Cutting  shope  A,  Long  SHANK-LENGTH  3) 

6515 

Bur,  Bone  Surgery  (Diamond,  4MM.  Round  Heod,  Long  Shank . . 

A.A-53470/5 

/M3 

22  Aug 

88 

MDMS 

03 

6515 

Bur,  Bone  Surgery  (Tungs'en  Corbide,  4  MM  Head  Diometer,  Round 

MU.  B-42017/20 

MB 

22  Sep 

86 

MB 

Cutting  shape  A,  Medium  Shank-length  2} 

65^5 

Bur,  Bone  Surgery  (Tungsten  Carbide,  1  5  MM  Heod  Diometer  7.5  Cutting 

MIL-B  42017/21 

MB 

22  Sep 

86 

MB 

Length,  Side  Cutting,  Straighl-shope  B,  Medium  Shank-length  2) 

6515 

Bur,  Bone  Surgery  (Tungsten  Corbide,  I  5  MM  Head  Diometer  By  10  MM 

MIL-B-42017  22 

MB 

22  Sep 

86 

MB 

Cutting  Length,  Side  Cutting,  Tapered  shope  C,  Medium  SHANK-LENGTH. 2} 

6515 

Bur,  Bone  Surgery  (Tungsten  Carbide,  1  7  MM  Head  Diometer  By  12  MM 

MIL-B-42017/23 

MB 

22  Sep 

86 

MB 

Cutting  Length,  Side  Cutting,  Topered-shape  C,  Long  Shonk-length  3) 

6515 

Bur,  Bone  Surgery  (Tungsten  Carbide,  2  Mm  Heod  Diameter  By  19  Mm  Cutting 

MIL-B  42017/1 

MB 

22  Sep 

86 

MB 

Length,  Side  Cutting,  Tapered-shope  C,  Long  Shank-length  3) 

6515 

Bur,  Bone  Surgery  (Tungsten  Corbide,  1.5  Mm  Head  Diometer,  Round 

MIL-B-42017/2 

MB 

22  Sep 

86 

MB 

Cuttmg-sSope  A,  Long  Shonk-length  3) 

6515 

Bur,  Bone  Surgery  (Tungsten  Carbide,  2  MM  Head  Diometer,  Round 

MIL-B-42017/3 

/MB 

42  Sep 

86 

Cutting-shope  A,  Long  Shonk-length  3) 

6515 

Bur,  Bone  Surgery  (Tungsten  Corbide,  2  MM  Heod  Diameter,  Round 

MIL-B-42017  M 

/MB 

22  Sep 

86 

Cutting  siicp*  A,  Medium  Shonk-length  2) 

6515 

Bur,  Bone  Surgery  (Tungsten  Corbide,  2  MM  4EA0  Diometer  By  7  5  MM 

MIL-B-42017/5 

/MB 

22  Sep 

86 

Cuiiiiig  Lviiyiii,  Siut.  Cuiiiny,  Topeiru  >'iuptr  C,  meu.viii  ShOuL  2) 

6515 

Bur,  Bone  Surgerw  (Tungsten  Corbide,  2  Mm  Head  Diameter  By  19  MM  Cutting 

MIL-B-42017/6 

MB 

22  Sep 

86 

Length,  Side  Cutting,  Topered-shope  C,  Medium  Shonk-length  2) 

6515 

Bur,  Bone  Surgery  (Tungsten  Corbioe,  1  5  MM  Head  Diometer,  Round 

MIL-B-42017/7 

MS 

22  Sep 

86 

Cutting  shape  A,  Medium  Shonk-length  2) 

6515 

Bur,  Bone  Surgery  (Tungsten  Carbide,  2  MM  Heod  Diometer  By  7  5  MM 

MIL-B-42017/8 

MB 

22  Sep 

86 

MB 

Cutting  Length,  Side  Cutting,  Topered  shope  C  Long  Shonk-length  3} 

6515 

Bur,  Bone  Surgery  (Tungsten  Corbide,  4  MM  Head  Diometer  By  6  MM  Cutting 

MIL-B  42017/9 

MB 

22  Sep 

86 

MB 

Length,  Ovol  Cutting  shope  0,  Medium  Shank  length  2) 

6515 

Bur,  Bone  Surgery  (Tungsten  Corbide,  5  5  MM  Head  Diameter  By  10  MM 

MILB-42017/10 

MB 

22  Sep 

86 

MB 

Cutting  length,  Ovol  Cutting  shape  D,  Medium  SHANK  LENGTH  2) 

6515 

Bur,  Bone  Surgery  (Tungsten  Corbide,  4  MM  Head  Diometer  By  8  MM  Cutting 

MIL-B-42017/11 

MB 

22  Sep 

86 

MB 

Length,  Ovol  Cutting  shape  D,  Long  Shank-length  3) 
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6515 

Bur,  Bone  Surgery  (Tungsten  Carbide,  5.5  MM  Heod  Diometer  By  10  MM 

MIL-B-42017/12 

MB 

22  Sep 

S6 

MB 

Cutting  Length,  Ovol  Cutting-shope  D,  Lowg  SHANK-LENGTH. 3} 

6515 

Bur,  Bone  Surgery  (Tungsten  Corbide,  1  MM  Heod  Diameter  By  5  MM  Cutting 

MILB-420I7/13 

MB 

22  Sep 

86 

MB 

Length,  Side,  Cutting,  Straight-shope  B,  Medium  SHANK-LENGTH>2) 

6515 

Bur,  Bone  Surgery  (  Tungsten  Carbide),  General  Requirement  For  REV>MD  MS 

Mll-B-42017 

MB 

22  Sep 

86 

MOMS 

03 

6515 

Burs.  Bone  Surgery,  Oimond . . . . . 

A-A-53470 

/MB 

22  Aug 

88 

MDMS 

03 

6515 

Burs,  Bone  Surgery  (Corrosion  Resisting  Steel)  REV«MD  MS . 

MIL-B'37965 

MB 

13  Jon 

86 

MO  MS 

6515 

Buttress,  Suture  (Polytetraf)uo'  ethylene) . 

A-A-51655 

/MB 

05  Sep 

86 

MD  MS 

03 

6515 

Coble  Assembly,  Speciol  Purpose,  Electrical  Validated  Feb  62 . 

gg-coobo 

/DM 

31  Mor 

65 

MD  MS 

03 

6515 

Coliper,  Eye.  Castrovieio  Validated  Jun  64  REV-MB  .  .. .  . 

GGC106A 

/DM 

12  Oct 

77 

MD  MS 

03 

6515 

Coliper,  Outside  (Ophtholmic  Lens)  Validated  Jvn  61 . 

Mil.  0-3737 

DM 

17  Apr 

52 

MD  MS 

03 

6515 

Cone,  Wolking  Validated  Jun  84 . . . 

lll-C-a3B 

/DM 

14  Nov 

77 

MD  MS 

03 

6515 

Cone,  Walking  (Wood) . 

A-A-30090A 

•OP 

10  Aug 

84 

MD  MS 

03 

6515 

Conister  Assemble,  Suction,  Surgical 

A-A-51743 

MB 

26  Feb 

88 

MD  MS 

03 

6515 

Conister,  Assembly.  Suction,  Surgical..  . 

A-A-51602 

MB 

31  Aug 

87 

MD  MS 

03 

6515 

Conister,  Suction,  Surgical . . . . . 

AA.53574 

/MB 

29  Jol 

88 

MD  MS 

03 

6515 

Connulo  Set,  Intravenous  Validated  Feb  62 . 

GG-C125 

/DM 

28  Sep 

61 

MD  MS 

03 

6515 

Cannulo  Set,  Lochrymol  . . . 

A  A-51977 

MB 

19  Mo/  87 

MO  MS 

03 

6515 

Cannulo,  Broin,  Froiier  Validated  Feb  82 . 

GG.C-121 

*OM 

30  Jun 

59 

MD  MS 

03 

6515 

Connulo,  Broin,  Hoynes,  13  Goge . 

A-A-51414 

MB 

17  Apr 

86 

MD  MS 

03 

6515 

Connulo,  Bronchiol.  Plastic,  Disposoble,  Jockson  Validated  Feb  62 . 

Mll-C-37132 

DM 

14  Apr 

75 

MD  MS 

03 

6515 

Connulo.  Bronchiol  (Holinger)  . .  . . 

A-A-53560 

/MB 

26  Jun 

88 

MD  MS 

03 

6515 

Connulo.  Bronchiol,  Open  End,  Warning  Stop  At  40  Cm.  Validated  Jun  8t  .  ... 

MIL-C-36953 

DM 

14  Mar 

73 

MD  MS 

03 

6515 

Connulo,  Eor  (  Rosen)  . . . 

A-A -51763 

/MB 

02  Dec 

86 

MD  MS 

03 

6515 

Connulo,  Ecr  (House,  Suction  irrigotor)  . 

A-A-51365A 

MB 

22  Sep 

87 

MD  MS 

03 

6515 

Cannulo.  Ear,  (Boron)  . 

A-A-51758 

/MB 

24  Nov 

86 

MO  MS 

03 

6515 

Cannula,  Eye,  Cyclodialysis  (CASTROVIEJO),  10  Mm,  Validated  Feb  62 . 

GG-C.123 

/DM 

1 1  Aug 

61 

MD  MS 

03 

6515 

Connulo,  Hemodialysis . 

A-A-51386 

MB 

10  Apr 

86 

MD  MS 

03 

6515 

Connulo.  Nasal  Oxygen  . . . . . 

A-A-30015 

/DP 

16  Jul 

81 

MD  MS 

03 

6515 

Connulo,  Notol.  Oxygen,  Plastic,  Disposoble  Validated  Feb  62 . 

MIL-C-37243 

DM 

12  Ape 

76 

MD  MS 

03 

6515 

Connulo,  Suction,  Surg.col  (Adson)  ...  .  . . 

A-A-53194 

MB 

06Ocl 

87 

MD  MS 

03 

6515 

Connulo,  Suction  (Froxier)  . 

A-A-0053209 

MB 

24  Sep 

87 

MD  MS 

03 

6515 

Crmulo,  Tracheotomy,  University  Of  Konsos  Design,  Metal  Validated  Jun  81  .... 

Mll-C-36672  (1) 

DM 

30  Apr 

73 

MD  MS 

03 

6515 

C  lulo,  Trocheotomy,  Nylon  Validated  Jun  84 . 

MIL-C-36774 

DM 

15  Jun 

71 

MD  MS 

03 

6515 

'  jr.nula.  Tracheotomy,  Modified,  Jockson  Validated  Jun  61  . 

MIL-C-36643A  (1) 

DM 

15  Mor 

74 

MD  MS 

03 

6515 

Cannulo,  Uterine,  Corrosion  resisting  Steel  Validated  Feb  82  . 

Mll-C-37045 

DM 

24  Jun 

74 

MD  MS 

03 

6S1S 

Corner,  Bronchoscopic  Sponge  (Jockson  Extro  Hcovy) . 

A'A-53658 

MB 

24  Aug 

88 

MD  MS 

03 

6515 

Corner,  Suture  Wire  (Rush) . 

A-A-51724 

/MB 

27  Oct 

86 

MD  MS 

03 

6515 

Cose,  Eor  Plug . . . 

MIL-C-37117A 

DM 

07  Nov 

85 

MO  MS 

03 

6515 

Cose,  Needle  &  Blode  . 

A-A-51692 

/MB 

26  Sep 

86 

MD  MS 

03 

6515 

Catheter  &  Connector,  Suction,  Endotrocheol  (Cancel  Use  A-A*51713A)  REV«MB 

MII-C-34699A 

MB 

15  Mor 

79 

MD  MS 

03 

6515 

Catheter  &  Connector,  Suction,  Trocheol . 

A-A.51513A 

/MB 

02  Ocl 

86 

MD  MS 

03 

6515 

Catheter  &  Needle  Unit,  Inirovenous,  Sterile .  . . 

A-A-50997 

/MB 

04  Sep 

85 

MO  MS 

03 

6515 

Catheter  &  Needle  Unit,  Introvenous,  (18  Gage  Catheter) . . . 

A  A  51766 

/MB 

04  Dec 

86 

MD  MS 

03 

6515 

Catheter  &  Needle  Unit,  Intravenous  16  Goge  Catheter,  5-1/4  Inches  Long,  50$ 

A-A-51302 

/MB 

19  Dee 

85 

MD  MS 

03 

6515 

Catheter  And  Needle  Unit,  Intravenous,  Radiopaque,  Disposoble  (Cotheter  Into 

Mil  C-37203A 

DM 

25  Feb 

77 

MD  MS 

03 

Needle)  Validated  Jun  64 

6515 

Cotheter  And  Needle  Unit,  Intravenous.  16  Gage  Catheter,  8  Inches  long,  505 . 

A-A-51303 

/MB 

19  Dec 

85 

MD  MS 

03 

6515 

Catheter  And  Needle  Unit,  Intravenous,  Disposoble  With  Syringe  (Needle  Into 

MII-C-37366A 

DM 

05  Nov 

76 

MD  MS 

03 

Cotheter)  Validated  Jun  84 

6515 

Cotheter  And  Needle  Unit,  Intravenous,  24  Gouge  Cotheter,  Rodiopoque, 

A-A-51273 

/MB 

09  Dec 

85 

MO  MS 

03 

Disposable,  505 

6515 

Catheter  And  Needle  Unit,  Intravenous,  Radiopaque,  Disposoble  (Catheter  Into 

Ma-C-37994 

MB 

05  Sep 

85 

MD  MS 

03 

Needle) 

6515 

Catheter  And  Needle  Unit,  Intravenous  (20  Gage) . . . 

AA-51978 

MB 

20  Moy  87 

MD  MS 

03 

6515 

Catheter  And  Needle  Unit,  Intravenous  (16  Goge  By  24  Inch  Cotheter, 

A  A-53010 

MB 

08  Jun 

87 

MD  MS 

03 

Rodiopoque,  Disposoble) 

6515 

Catheter  Kit,  Pocing,  Transvenous  (Bipoior) .  . . . . 

A  A-53515 

MB 

02  Jon 

ee 

MO  MS 

03 

6515 

Cotheter-specimen  Collecting  Unit,  Endotrocheol,  Plastic,  Disposoble,  Lukens 

MIL  C-37059B 

DM 

06  Moy  75 

MD  MS 

03 

Validated  Feb  82 

6515 

Catheter-specimen  Collecting  Unit,  Endotrocheol  (Lukens)  . 

A  A  53534 

/MB 

13  Jun 

88 

MD  MS 

03 

6515 

Catheter,  Cordiovosculor . 

MIL-C-42041 

/MB 

04  Feb 

87 

MD  MS 

03 

6515 

Cotheter,^  Cordiovosculor  (Triple  Lumen,  Radiopogue,  Disposoble,  1 10  Cm  long) 

A-A-53045 

MB 

07  Jul 

87 

MD  MS 

03 

6515 

Cotheter,  Cordiovosculor  (Flow  Directed,  Thermodilulion) . 

GG-C-2736 

MB 

10  Aug 

87 

MD  MS 

03 

6515 

Cotheter,,  Cardiovascular,  irrigolion . . . 

A  A  51595 

/MB 

05  Aug 

86 

MD  MS 

03 

6515 

Cotheter,  Cardiovascular  (Thermodilution,  With  Bolloon,  Rodiopoque)  . 

GG-C  002736 

MB 

29  Aug 

86 

MD  MS 

03 

6515 

Cotheter,  Cholongiogrom  (Plostic) . . . 

A  A  51884 

MB 

23  Mar 

87 

MD  MS 

03 

6515 

Catheter,,  Cholongiogrom,  Plastic,  Dispossoble,  Sterile . . . 

A  A  51001 

/MB 

05  Sep 

85 

MD  MS 

03 

6515 

Cotheter,  Foley,  Stondord  Performonce  Specification  For  27  Mor  1981 . . 

ASTM  F623  81 

MB 

10  Ocl 

85 

MD  MS 

03 

A515 

—  -.V  ,  ,  , 

A  A  51540 

'MB 

<0  Jwl 

06 

*in  •  t  r 

•  tlL/  (»U 

03 

6515 

Catheter,  Pentoneol  Dialysis,  Plastic,  Disposable,  With  Y-connector  And  Roller 

MIL  C-36670  (2) 

DM 

01  Jun 

73 

MD  MS 

03 

Clomp,  11  Inch,  n  Fr  Validated  Jun  61 

6515 

Catheter,  Umbilicol,  Polyvinyl  Chloride,  Disposoble  Validated  Feb  62 . 

MIL-C-37063  (1) 

DM 

23  Oct 

74 

MD  MS 

03 

6515 

Cotheter,  Urethal  (Foley,  Carson  Type) . 

A  A-53634 

/MB 

12  Aug 

88 

MD  MS 

03 

6515 

Catheter,  Urethol,  Siliconized  Rubber,  Disposoble,  Foley,  Round  Tip,  Volue  Type 

MIL-C  36891  (1) 

DM 

07  Jon 

74 

MD  MS 

03 

Validated  Jun  81 

6515 

Catheter,  Urethol,  Woven,  (Broided)  Validated  Feb  82 . . . 

GG-C-139 

/DM 

21  Jul 

49 

I.D  MS 

03 

6515 

Cotheter,  Urethral,  Plastic,  Disposoble  Round  Tip,  Robinson-neloton  Type . 

A-A-50995 

/MB 

04  Oct 

85 

MO  MS 

03 

6515 

Catheter,  Urethrol  (Foley,  Silicone) . . . . . . . 

A-A-30013A 

/OP 

07  Oe) 

83 

MD  MS 

03 

6515 

Catheter,  Urethrol,  Siliconized  Rubber  Disposoble,  Round  Tip,  Foley-type . 

A-A-50994 

/MB 

04  Ocl 

85 

MD  MS 

03 

6515 

Catheter,  Urethral,  Rubber  Validated  Feb  82 . . . . . 

ZZ-C-IOIA  (1) 

/DM 

17  Apr 

57 

MDMS 

03 

6515 

Catheter,  Urethrol  (Rubber,  Whistle  Tip) . . . 

A-A-53422 

MB 

22  Mor 

ae 

MDMS 

03  DM 

694 
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65)5 

Cotheter«  Urelhrol,  Rubber  Validated  Feb  82. . 

ZZC-00101B 

•DM 

01  Aug 

63 

MD  MS 

03 

6515 

Catheler,  Veterinary,  Horse,  Plastic  . 

A-A.5)024 

/MB 

20  Sep 

8S 

MDMS 

03 

6515 

Cotheterizotion  Pack,  Urethral  Validated  Jjn  84  REV-MB  . 

MII-C-36290D 

DM 

28  Sep 

78 

MD  MS 

03 

6515 

Cotheterizohon  Set,  Urethal . . . . . .  . 

A-A-30099A 

t 

15  Mor 

85 

6515 

Cotheterizotion  Set,  Urethrol,  Oisposoble,  With  30CC  Syringe  Validated  Jun  84 

MII-C-37028A 

DM 

22  Sep 

78 

MO  MS 

03 

REV.MB 

6515 

Cotheterizotion  Set,  Urethal  . 

AA-0051778 

/MB 

11  Feb 

87 

MD  /.\S 

03 

6515 

Cotheters,  Trocheol  .  . 

A-A-30089 

t 

10  Jun 

83 

6515 

Catheters,  Ureterol.  (X^roy,  Groduoted)  Validated  Feb  62. . 

GGC-136B 

/DM 

4  Sep 

S8 

MDMS 

03 

6515 

Coutery,  Bottery  Operated  .....  . 

A-A-51008 

/MB 

10  Oct 

85 

MO  MS 

03 

6515 

Coutery,  Handle  Validated  Aug  88  .  .  . 

MILC-2592A 

DM 

22  Aug 

88 

MD  MS 

03 

NOTICE  1 

6515 

Cautery,  Ophthalmic.  Battery  Operoted,  Low  Temperature  . 

A-A-51009 

/MB 

10  Oct 

85 

MD  MS 

03 

6515 

Cervical  Unit,  Traction  Apporotus,  Halo  .  ..  . 

A  A-53693 

MB 

16  Sep 

88 

MD  MS 

03 

6515 

Chart  Set,  Vision  Acvity  Testing,  Climcol  And  Screening,  Distorst  Vision 

MIL-C-36228 

DM 

28  Dec 

64 

MDMS 

03 

Validated  Jun  81 

6515 

Chorl,  Recording  Audiometer  Validated  Feb  87 . . 

M:IC-36501B 

DM 

19  Aug 

76 

MD  MS 

03 

6515 

Chart,  Recording  Instrument  Validated  Jun  84 . 

MIL-C-37187A 

DM 

19  Aug 

76 

MD  MS 

03 

6515 

Chart,  Vision  Acuity  Testing,  Astigmatic  Dial,  Green  Validated  Jun  61 . 

MIL-C-36374 

DM 

05  Feb 

65 

MD  MS 

03 

6515 

Chisel,  Bone .  . 

A-A-53179 

MB 

14  Sep 

87 

MD  MS 

03 

6515 

Chisel,  Bone  (Smith  petersen)  Validated  Jun  81  .  . 

MIL-C-36044A 

DM 

20  Oct 

67 

MD  MS 

03 

6515 

Chisel,  Bone,  Freer,  Straight,  3/16  lnc(  Validated  Jun  84 . . . . 

MIL-C-36743 

DM 

20  Jon 

71 

MDMS 

03 

6515 

Chuck  4  Key,  Bone  Pin  (Jacobs)  . . . . . 

A  A-53605 

/MB 

01  Aug 

88 

MD  MS 

03 

6515 

Clomp,  Artery  (  Glover) 

A-A-0051839 

/MB 

03  Apr 

87 

MDMS 

03 

6515 

Clomp,  Artery  (Debakey)  . . . . 

Mil  C-37008A 

MB 

31  Mor 

87 

MD  MS 

03 

6515 

Clamp,  Artery,  (Glover) .  ..  . . 

AA-51839A 

MB 

16  Feb 

89 

MDMS 

03 

6515 

Clamp,  Artery,  Aortic  Aneurysm  (Oebokey)  .  . 

AA-53853 

MD 

08  Mor 

89 

MD  MS 

03 

6515 

Clomp,  Artery,  Bulldog.  Glover  Validated  Feb  82 . 

MIL-C-37547 

DM 

18  Aug 

76 

MD  MS 

03 

6515 

Clomp,  Artery,  8  Inch  (Oebokey)  .  .  . 

AA-53794 

MB 

27  Dec 

88 

MD  MS 

03 

6515 

Clomp,  Bone  And  Plate  Holding,  Lowon  S  Modified  Validated  Feb  82 . 

MlL.C-37001 

DM 

06  Sep 

73 

MD  MS 

03 

6515 

Clomp,  Bronchus,  Double  Curved,  Ooems,  9  1/2  Inch  Validated  Feb  82 . . . 

MIL-C-37002  ;i) 

DM 

24  Apr 

74 

MDMS 

03 

6515 

Clamp,  Circumcision  Validated  Feb  82.  . 

GG-C-390 

/DM 

25  Sep 

61 

MDMS 

03 

6515 

Clamp,  Circumcision  Validated  Feb  82 . 

GGC-00390A 

/DM 

10  Apr 

67 

MD  MS 

03 

6515 

Clomp,  Coorctotion,  Glover ...  . 

MIL  C  37976 

/MB 

04  Sep 

86 

MD  MS 

03 

6515 

Clomp  Hemorrhoid,  Buie  Validated  Feb  82 . . . 

GG-C-405 

/DM 

08  Aug 

61 

MD  MS 

03 

6515 

Clamp,  Pylorus,  Poyr  Validated  Jun  84  . . 

Mll.C-36726 

DM 

11  Dec 

70 

MD  MS 

03 

6515 

CIcmp,  Rubber  Tubing,  Shutoff  Validated  Feb  82 . 

GG  C-00420 

/DM 

12  Nov 

64 

MD  MS 

03 

6515 

Clomp,  Umbilical  Cord  Validated  Jun  81  . 

MIIC-36136B 

DM 

13  Sep 

68 

MD  MS 

03 

6515 

Clomp,  Vosculor  (Serrefme.dieffenbach) . 

A-A-53811 

MB 

23  Jan 

89 

MDMS 

03 

6515 

Clomps,  Artery,  Oebokey,  Shollow  (U)  Jews  Validated  Feb  82 . 

MILC-3''548 

DM 

20  Aug 

76 

MDMS 

03 

6515 

Clip,  Hemostatic,  large  . 

A-A-53636 

MB 

10  Aug 

88 

MD  MS 

03 

6515 

Clip,  Hemostotic,  Mckenzie,  Stiver  REV>MO  MS  03  . . . 

Mll-C-36291 

DM 

29  Sep 

64 

MD  MS 

03 

6515 

Clip,  Hemostotic  (Medium)  ..  . 

AA-53645 

/MB 

15  Aug 

B8 

MD  MS 

03 

6515 

Clip,  Hemostotic.  Steel  (Roney)  . 

A-A.53383 

MB 

10  Feb 

88 

MD  MS 

03  DM 

6515 

Clip,  Hemostatic,  Small  . . . . . 

A-A-5i615A 

MB 

06  Feb 

89 

MD  MS 

03 

6515 

Clip,  Hemostatic,  Small  .  .  . . . . . . . 

A  A-00516t5 

MB 

28  Oct 

87 

MD  MS 

03 

6515 

Clip,  Suture  (Metal) .  . 

GG  C-439B  (1) 

t 

22  Oct 

57 

6515 

Clip,  Suture,  Michel,  16  Mm  Validated  Feb  82  . . . 

GGC-00439C 

/DM 

24  Jon 

75 

MO  MS 

03 

6515 

Collecting  Tubing  Set, uterine.  Plastic,  Disposable . 

A  A -53787 

MB 

15  Dec 

88 

MDMS 

03 

6515 

Commerciot  Item  Description  Connulo,  Lorynegol  . 

AA-51328 

/MB 

21  Feb 

86 

MDMS 

03 

6515 

Condom  (Prophyloctic.  Noturol  Rubber)  . 

A-A-53641 

MB 

14  Nov 

68 

MDMS 

03 

6515 

Condom,  Prophyloctic . . . . . . . . . . .  . 

A-A-50972 

/MB 

05  Jun 

85 

MDMS 

03 

6515 

Condom,  Rubber  Contraceptive  . . . . . . . . 

Z2CCX31597A 

t 

19  Sep 

77 

6515 

Conductor,  Bone  Cutting  Wire  Sow.  Bailey  Validated  Jun  81  . 

MILC-36069A 

DM 

03  Nov 

64 

MD  MS 

03 

6515 

Conductor,  Bone  Cutling  Wire  Sow  (Boiley)  . 

A-A-53369 

MB 

12  Feb 

88 

MD  MS 

03  DM 

6515 

Connector.  Connulo,  Hemodialysis  . 

A  A.51385 

MB 

09  Apr 

86 

MD  MS 

03 

6515 

Connector,  Elastic  Tubing.  ..  . 

A  A-51346 

/MB 

30  Jul 

86 

MDMS 

03 

6515 

Connector,  Surgicol  Tubing  Straight,  Plastic  .  . 

A-A-51327 

/MB 

31  Dec 

85 

MD  MS 

03 

6515 

Connector,  Trocheoll  Tube  (Acute  Angled) . 

AA-53635 

/MB 

12  Aug 

88 

MD  MS 

03 

6515 

Controceptives  (Condoms),  Rubber  -  28  Oct  83  . 

ASTM  03492-83 

MB 

24  Jul 

85 

MO  MS 

03 

6515 

Contractor,  Rib,  Boiley  Validated  Jun  84  . 

MIL  C  36767 

DM 

14  Moy  71 

MD  MS 

03 

6515 

Controller,  Drop  Role.iniravenous  Injection  . 

A-A  51684A 

/MB 

21  Dec 

87 

MD  MS 

03 

6515 

Cots,  Rubber  Finger  •  28  Mar  80  .  •  .  . 

ASTM  D3772-80 

MB 

24  Jut 

85 

MD  MS 

03 

6515 

Crutch  (Adjustable,  Wood)  ... 

AA-30O71 

/DP 

24  Feb 

83 

MD  MS 

6515 

Crutch,  Adjustoble,  Wood  (Youth  And  Child)  Validated  Feb  82 . 

MIL-C-37233  (1) 

DM 

10  Mor 

76 

MD  MS 

03 

6515 

Crutch,  Adjustoble,  Wood  Validated  Mar  89 . 

GGC007)6C 

/DM 

01  Mor 

89 

MD  MS 

03 

NOTICE  1 

6515 

Crutch,  Aluminum,  Cone  Type.  Adjustoble  Validated  Feb  62  . 

MILC-166718 

DM 

15  Sep 

76 

MO  MS 

03 

6515 

s.rui&h,  vune  *ypv,  Auju»tuui«,  Chila'  Vuitdaivd  reb  S2 

/*Mi.  N.  or  X/  r 

L/m 

25  Gup 

/ 

•  >»r 

03 

6515 

Crutch,  Cone  Type  (Foreorm  &  Elbow)  .  . 

AA-30092B 

* 

16  Dec 

85 

MO  MS 

03 

6515 

Crutches,  Adjustable  (Superseded  By  GG  C  007 16A)  Validated  Mar  69  REV-MS 

GGC-716 

/DM 

01  Mor 

89 

6515 

Cuff  Set,  Tourniquet,  Pneumatic . 

A-A  53133A 

MB 

15  Apr 

88 

MD  MS 

03 

6515 

Cuff,  Endotrocheol  Tube  Validated  Aug  88  . 

Mll-C  36525 

DM 

22  Aug 

88 

MD  MS 

03 

NOTICE  1 

6515 

Cuff,  Sphygmomonomeler,  Conductive  Validated  Feb  82 . . . 

Mil  C  37107 

DM 

17  Dec 

75 

MD  MS 

03 

6515 

Cuff,  Tourniquet,  Extremity,  Synthetic  Rubber  .  . 

A-A  53116 

MB 

07  Aug 

87 

MD  MS 

03 

6515 

Curette  Set,  Antrum,  Cookley  . 

Mll-C-42020 

01  Oct 

86 

6515 

Curette,  Bone  (Brun) . .  . . . 

A  A -5 1954 A 

MB 

06  Feb 

89 

MD  MS 

03 

6515 

Curette,  Bone  (Brun) .  . 

A-A  0051954 

MB 

04  May  87 

MDMS 

03 

6515 

Curette,  Bone  (Scoviite)  . 

AA-53824 

/MB 

14  Feb 

89 

MOMS 

03 

6515 

Curette,  Cholotion,  Meyhoefer  Validated  Feb  82  . 

MIL  C-37017  (1) 

DM 

26  Sep 

74 

MD  MS 

03 

6515 

Curette,  Ear  (House,  light,  Angle)  . 

A-A  53465 

/MB 

29  Jul 

88 

MD  MS 

03 

65)5 

Curette,  Ear,  Billeou  Validated  Jun  84  . 

GGC  12I3A 

/DM 

23  Feb 

77 

MD  MS 

03 
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Curette,  Endometrial  Btopsy,  Curved,  11  3'4  Inch,  Disposoble,  125 . 

Mll-C  37026A 

DM 

28  Nov 

78 

MD  MS 

03 

6515 

Curette,  Eye,  Knopp,  5  Inch  Vohdo^^d  Feb  92  . 

MIL-C -37150 

OM 

13  Feb 

75 

MD  MS 

03 

6515 

Curette,  Moitoid,  Spratt  Validated  Jun  84  REV-MB  . 

GOC-1969A 

/''M 

14  Nov 

77 

MD  MS 

03 

6515 

Curette,  Mo»toid,  Richard  Validated  Jun  6)  . . . . 

MIL-C  369B5 

O.M 

09  Jul 

73 

MD  MS 

03 

6515 

Curette,  Suction,  Uterine,  Sterile .  .  ,  . 

A.A-51279 

/A.tJ 

24  f-'b 

86 

MD  MS 

03 

6515 

Cui*tte,  Uterine.  Blunt,  Thomas  Validated  Jun  84 

MIL  C-3676e 

DM 

19  /viy 

71 

MD  MS 

03 

6515 

Curette,  Uterine,  Molleoble,  Sharp,  Sims  Validated  Jun  84 . 

MIL-C-36737 

OM 

28  Jon 

71 

MO  MS 

03 

6515 

Cushion,  Crutch  .  .  . 

A-A  70078 

•OP 

13  Moy 

83 

MD  MS 

03 

6515 

Cushion,  Crutch  Validated  Jun  84  REV-MB  . .  . 

MIL  C-37578 

OM 

22  Sep 

77 

MD  MS 

03 

6515 

Cutter,  Bone  Pm  (6  Inches)  ....  . 

A-A  537.58 

M8 

15  Dec 

88 

MD  MS 

03 

6515 

Cutler,  Bone  Pm,  18  Inch  Validated  Jun  91  .  . 

MU  C  3.:,676  (1) 

DM 

19  Apr 

74 

MD  MS 

03 

6515 

Cutter,  Orthopedic  Cost,  Stryker,  110  Volt,  Ac-dc  Validated  Jun  8t  . 

Mil-C  36625  (1) 

DM 

18  Jon 

72 

MD  MS 

03 

6515 

Cystoscope  Validated  Feb  82  .  .  . 

GC..-:.921 

/OM 

28  'ep 

48 

MD  MS 

03 

6515 

Cystoscope  Validated  Feb  82 .  . 

GG.C-00921A 

(GSA&FSS) 

*DM 

1 1  jun 

57 

MD  MS 

03 

6515 

Defibrillator  &  Cordioscope  (Three  lead.  With  Recorder)  . 

A  A-0051948 

Mh 

22  Apr 

87 

MD  MS 

03 

6515 

Defibrillator,  Monitor-recorder,  Battery  Operated  With  Chorger . 

A.A.51560A 

/MB 

29  Jul 

88 

MO  MS 

03 

6515 

Depressor,  Tongue,  Melol  Validated  Jun  84  .  ...  . 

GG-D-223B 

/DM 

5  Moy 

58 

MD  MS 

03 

6515 

Depressor,  Tongue.  Wood  Validated  Aug  88  . 

GG-D.226E 

NOTICE  1 

/DM 

22  Aug 

86 

MD  MS 

03 

6515 

Depth  Preception  Apparolus,  Ophthglmological  Validated  Jun  84  U$ER*ME  . 

GG  D-236B 

/DM 

21  Jul 

58 

MD  MS 

03 

6515 

Dtolysis  Procedurol  Set,  Acute  Peritoneal  . 

A  A  0053203 

MB 

21  Sep 

87 

MD  MS 

03 

6515 

Diophragm,  Vogmol,  Rubber  Validated  Jun  81  . 

MIL-D.36691 

DM 

22  Jul 

70 

MD  MS 

03 

6515 

Diophrogm,  Voginal  (Arcing)  .  . 

A  A.0051922 

MB 

10  Feb 

88 

MO  MS 

03 

6515 

Oilotor  Cotheter  (Wather,  Female  .  .....  . . 

A  A-53S3I 

MB 

30  Jun 

88 

MD  MS 

03 

6515 

Dilator  Set.  Lachrymal,  Nettleship  wi'der,  Set  Of  3  Validated  Feb  82.. . 

MIL-D-37041 

DM 

15  Mor 

74 

MD  MS 

03 

6515 

Dilotof  Set,  Uterine,  Honk .  . 

A-A.53241 

MB 

23  Sep 

87 

MD  MS 

03 

6515 

Dilator,  Vascular,  Sterile  .  .  . 

A  A-51850 

MB 

04  Mor 

87 

MD  MS 

03 

6515 

Orom,  Closed  Suction  (Jackson  Pratt)  . . . . . . . 

A  A-0051546 

/MB 

10  Jut 

86 

MDMS 

03 

6515 

Oroin,  Surgicol  Rubber,  T-type  Validated  Aug  86  . . 

MIL.D-36140A 
NOTICE  1 

DM 

22  Aug 

88 

MDMS 

03 

6515 

Droin,  Surgical  (Rubber,  Mushroom  Tip,  Pezzer)  . 

A-A-51885 

MB 

23  Mor 

87 

MD  MS 

03 

6515 

Droin,  Surgical,  Rubber,  Whistle  Tip,  Right  Angle,  t3  Inches  lor^g,  3  1/2  Inch 
leg  Validated  Jun  64 

MIL-D-36&47 

DM 

28  Jun 

72 

MO  MS 

03 

6515 

Orom,  Surgicol,  Rubber,  T-type,  Ster  le  .  .  . 

A-A-51363 

MB 

21  Mor 

86 

MD  MS 

03 

6515 

Drainage  Apporotut,  Pleurol  Cavity  . 

A-A-51438 

MB 

30  May 

86 

MD  MS 

03 

6515 

Drill  Guide,  Croniol,  (Adson)  . .  . 

A.A.S379S 

MB 

30  Dec 

88 

,MD  MS 

03 

6515 

Drill,  Bone,  Pneumotic  .......  . .  ...  . 

MIL.O-42034 

A' 8 

21  Nov 

86 

(.rDMS 

03 

6515 

Drill,  Hond,  Bone  (Bunwell) .  .  . . . 

A-A-51742 

/MB 

27  Jun 

88 

MD  MS 

03 

6515 

Drill,  Hand,  Bone.  Smedberg  Validated  Feb  82  . 

Mll.D-37215 

DM 

24  Oct 

75 

MD  MS 

03 

6515 

Drill,  Twist,  Bone . 

A.A.5380S 

MB 

19  Jon 

89 

MD  MS 

03 

6515 

Drill,  Twist,  Bone  (Jacobs  Chuck) . .  . 

MIL  D  42031 

MB 

27  Oct 

86 

MD  MS 

03 

6515 

Electrocordiograph,  Single  Channel  . 

A-A-53816 

MB 

31  Jon 

89 

MD  MS 

03 

6515 

Electrocordiogroph,  Generotor/colibrator  ...  . 

A-A.53692 

/MB 

16  Sep 

88 

MD  MS 

03 

6515 

Electrode  Electrocord  logroph  ....  .  .  . 

A.A-51597 

MB 

22  Aug 

66 

MD  MS 

03 

6515 

Electrode  Set,  Electrocordiogroph  .  .  . 

A  A-53805 

MB 

13  Jon 

89 

MD  MS 

03 

6515 

Electrode,  Electrocordiogroph . . .  . . . 

A  A-51320 

/MB 

27  Dec 

85 

MS 

03 

DM 

6515 

Electrode,  Electrosurgicol  Apporotut  ......... .  ...  . 

A.A.50877A 

/DM 

29  Apr 

88 

MD  MS 

03 

6515 

Electroencephalograph,  8  Chonnel,  110  Volt,  60  Cycle.  Ac  Validated  Jun  91 . 

MIL-E-36359 

DM 

14  Jon 

65 

MD  MS 

03 

6515 

Electrosurgicol  Apparotus  (Portoble.  Unblended  Current . . . 

A-A  53577 

/MB 

29  Jul 

88 

MD  MS 

03 

6515 

Electrosurgicol  Apparotus,  (Portable) . .  . . . . . 

A.A.51656 

/MB 

19  Sep 

86 

MDMS 

03 

6515 

Electrosurgicol  Apporatus .  . 

A.A-53647 

/MB 

19  Aug 

88 

MD  MS 

03 

6515 

Elevator  &  Retractor,  Bone  (Bennett  Design)  . . 

A-A  51849A 

MB 

08  Mor 

89 

MD  MS 

03 

6515 

Elevator  Septum  (Cottle.  Double  ended,  Groduoted  . 

A.A.53629 

/MB 

1 1  Aug 

88 

MD  MS 

03 

6515 

Elevotor,  Ear  (lempert)  . . . .  . 

A.A.51918A 

MB 

13  Feb 

89 

MD  MS 

03 

6515 

Elevotor,  Eor  (Lempert) . . . .  . 

A-A  0051918 

MB 

17  Aug 

87 

MD  MS 

03 

6515 

Elevator,  Ear  (Lempert .  . 

A  A-51955 

MB 

13  Feb 

89 

MDMS 

03 

6515 

Elevator,  Ear  (Small,  Lempert).... .  .  . . 

A.A-0051943 

MB 

25  Aug 

87 

MDMS 

03 

6515 

Elevotor.  Ear,  (Smoll,  Lempert)  ....  . . 

A.A-51943A 

MB 

16  Feb 

89 

MS 

03 

MB 

6515 

Elevotor,  Muscle  (Chandler) .  . 

A.A-53672 

/MB 

06  Sep 

88 

MO  MS 

03 

6515 

Elevator.  Periosteol,  Haight,  12  Inch  Validated  Jvn  8)  . 

MIL.E-36962 

DM 

12  Apr 

73 

MD  MS 

03 

6515 

Elevotor,  Periosteol  (Joseph  Stroight  Blade)  . 

A.A.53800 

MB 

13  Feb 

89 

MD  MS 

03 

6515 

Elevotor.  Periosteol,  (Key) . 

MIL  E-37995 

MB 

12  Nov 

86 

MD  MS 

03 

6515 

Elevator,  Periosteal  (Key)  .  . 

A.A-0053547 

MB 

06  Jul 

88 

MD  MS 

03 

6515 

Elevotor,  Periosteol,  (Adson) .  . 

MIL.E-37983 

MB 

27  Oct 

86 

MD  MS 

03 

6515 

Endoscopic  Instrument,  Fiber  Optic,  Flexible . 

A  A-51090 

/MB 

25  Oct 

85 

MD  MS 

03 

6515 

Erysiphoke,  Bell  Validated  Jun  81  . 

MIL-E-36806  (3) 

DM 

23  Oct 

74 

MD  MS 

03 

6515 

A.A.51996 

MB 

04  Jun 

87 

MD  MS 

03 

6515 

Esophogoscope,  Jesberg,  Fiber  Optic,  Ovol  Validated  Jun  81  . 

MIL-E.36890  (2) 

DM 

04  Oct 

74 

MO  MS 

03 

6515 

Evocuator,  Blodder  And  Syringe,  Bladder,  Evocuoiing  Validated  Feb  8? . 

GGE-e30 

•DM 

10  Jun 

59 

MD  MS 

03 

6515 

Evocuator,  Surgicol  Wound  Validated  Jun  84  . 

MIL-E-37718 

DM 

05  Jon 

77 

MO  MS 

03 

6515 

Extraction  Apparotus,  . 

A.A-533IS 

/MB 

26  Feb 

88 

MD  MS 

03 

DM 

6515 

Extractor  And  Loncel,  Comedo,  Soolfeld  Validated  Feb  82  . . . 

MIL.E-37081 

DM 

03  Oct 

74 

MDMS 

03 

6515 

Extractor  Impoctor  Driver,  Hip  Bone  Noil,  Jewett  Validated  Jun  84  . 

MIL  E  36607  (1) 

OM 

08  Dec 

70 

MD  MS 

03 

6515 

Fever  Thermometer,  Phase  Change  type  Disposal,  For  Intermdient  Kumon 
Temperature  Determlnotion  •  27  Mor  1987 

ASTM  E825-87 

MB 

24  Aug 

87 

MO  MS 

03 

6515 

File,  Bone,  3-1/2  Inch  Blode  Validated  Feb  82 

MIL-F  37037 

DM 

22  Feb 

74 

MD  MS 

03 

6515 

Filiform,  Urethroi .  . . . 

A.A.51821 

/MB 

11  Feb 

87 

MD  MS 

03 

6515 

Filiforms,  Urethroi,  Woven  (Broided)  Validated  Feb  82  . 

GG.F.340  (1) 

/DM 

24  Feb 

54 

MD  MS 

03 

6515 

Miforms,  Urethroi,  Woven  (Braided)  Validated  Feb  82  . . . . 

GG-F  00340A 

/MB 

07  Dec 

66 

MD  MS 

03 

6515 

Filter  Unit,  Intfovenoui  Solution  Validated  Aug  88  REV  MD  MS  03  . 

MIL  F  37101 

NOTICE  1 

DM 

22  Aug 

88 

MO  MS 

03 

696 
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6515 

Finger  Cot,  Surgkol,  Disposable  Volidated  Oct  88 . . . 

A-A-50855 

NOTICE  1 

/MB 

12  Ocl 

88 

MD  MS 

03 

6515 

Finger  Col,  Surgicol,  Disposable  Vohdoted  Feb  82 . 

ZZF  1299A 

/DM 

21  Ocl 

75 

MD  MS 

03 

6515 

Floshiight.  Eye  Examining,  Oisposoble  Vohdatcd  Jun  84  REV>MB  . . 

MIL-f -37768 

DM 

06  Feb 

78 

md  ms 

03 

6515 

Floshlight,  Surgicol .  .  . . . .  . 

A-A.51007 

/MB 

13  Sep 

85 

MD  MS 

03 

6515 

Floihlights,  Eye  Examining . 

A-A-51110 

/MB 

20  Dec 

85 

MD  MS 

03 

6515 

Forceds,  Hemostollc,  Kelly,  5  1/2  Inch  . 

MIL-F-36938B 

DM 

08  Nov 

78 

md  ms 

03 

6515 

Forcep  Set.  Clamp  Applying,  Intest.nol,  Stone . 

A-A.53677 

/MB 

07  Sep 

86 

MD  MS 

03 

6515 

Forcep,  Bone  Holding.  Stroight,  Lone  Validated  Jun  dt . 

MIL-f-36769  (2) 

DM 

30  Moy 

73 

MD  MS 

03 

6515 

Forcep,  Dressing,  Stroight,  5-1/2  Inch  Validated  Jun  81 .  . 

MIL  F-36706 

DM 

31  Aug 

70 

md  ms 

03 

6515 

Forcep,  Dressing,  Eye,  Stroight,  4  Inch  Validated  Jun  84  REV-MB . 

MIL  F-37684 

DM 

21  Mar 

78 

MD  MS 

03 

6515 

Forcep,  Eye,  Suture,  Costrovieio,  Straight,  4  Inch  Validated  Jun  81 . 

MIL  F-36710  (1) 

DM 

IS  Apr 

74 

MD  MS 

03 

6515 

Forcep,  Goiter,  Lohey,  6  Inch  Validated  Jun  81  . . . . . 

MIL  F-36732  (3) 

DM 

16  Oct 

73 

MD  MS 

03 

6515 

Forcep,  Hemostotic,  Schnidt,  7-1/4  Inch  Validated  Jun  84 . 

MIL-F  36749 

DM 

04  Feb 

7t 

MD  MS 

03 

6515 

Forcep,  Iris  (Groele)  ....  . .  . 

MIL-F-42012A 

MB 

09  Jon 

87 

md  MS 

03 

65’5 

Forcep,  Loryngeol,  Applicatmg,  Jackson  Validated  Jun  81  . 

MIL.F-36994 

DM 

02  Aug 

73 

MD  MS 

03 

6515 

Forcep,  Tissue,  Allis,  Stroight,  6  Inch  Validated  Jun  8) . 

MILF-36796 

DM 

14  Sep 

71 

MO  MS 

03 

6515 

Forcep,  Uterine,  Stroight,  Broun  Validated  Jun  84 . 

MILF-36735 

DM 

19  Jon 

71 

MOMS 

03 

6515 

Forceps,  Arthoscopie  /straight.  Loose  Body  Tip) . 

A  A-53678 

/MB 

07  Sep 

98 

MD  MS 

03 

6515 

Forceps,  Arthroscopic,  Stroight,  Hook  Bosket . . 

A-A-53830 

MB 

10  Mar 

89 

MO  MS 

03 

6515 

Forceps,  Arthroscopic  (Stroight)  .  ,  .  . . 

A-A-53201 

MB 

16  Sep 

87 

MD  MS 

03 

6515 

Forceps,  Biopsy.  Uterine.  Goylor,  Thoms  Modification  Validated  Feb  82 . 

MIL-F.37010A 

DM 

13  Apr 

76 

MD  MS 

03 

6515 

Forceps,  Bone  Cutting,  Straight,  Liston,  8  3/4  Inch  Validated  Feb  82 . 

MILF-37012 

DM 

11  Oct 

73 

md  ms 

03 

6515 

Forceps,  Bone  Holding,  (Seif-centenng) . . . . 

MIL  F-37993 

MB 

26  Jon 

87 

MD  MS 

03 

6515 

Forceps,  Bullet  Extroctlng,  Senn,  8  Inch  Validated  Jun  81  . 

MIL-F-36984  (1) 

DM 

09  Ocl 

74 

MDMS 

03 

6515 

Forceps,  Coniunctivol,  Stroight,  Nonmognetie  Validated  Jun  84  . 

MIL  F -36654 

DM 

21  Jul 

70 

MD  MS 

03 

6515 

Forceps,  Dressing  (Potts  smith)  . . .  . . 

A-A-53630 

MB 

30  Sep 

88 

MOMS 

03 

6515 

Forceps,  Dressing,  Stroight,  10  Inch  Validated  Jun  61.. .  . . 

MIL-F -36902  (1) 

DM 

30  Ocl 

74 

MD  MS 

03 

6515 

Forceps,  Dressing.  Stroight,  5-1/2  Inch . 

A-A-53863 

MB 

16  Mor 

89 

MDMS 

03 

6515 

Forceps.  Dressing,  Straight,  Cushing,  7  Inch  Validated  Feb  82 . . . 

MtL-F-37109 

DM 

12  Nov 

74 

MD  MS 

03 

6515 

Forceps,  Dressing  (Adson) . 

A-A-0051764 

MB 

23  Jon 

87 

MD  MS 

03 

6515 

Forceps,  Dressing,  3  1/2  Inch  Validated  Jun  64 . 

Mll-F-36759 

DM 

12  Mor 

71 

MD  MS 

03 

6515 

Forceps,  Ear,  Boyonet  Shaped,  Serrated  Jaws,  Lucoe,  5-1/2  Inch  Validated  Jun 

84 

Forceps,  Ear,  House.  Strut . . .  . 

MIL  F-36719 

DM 

04  Nov 

70 

MD  MS 

03 

6515 

MIL  F-42032 

MB 

30  Ocl 

86 

MD  MS 

03 

6515 

Forceps,  Eor,  Serroted  Pointed  Jaws  (Bellucci)  . 

A-A-0053290 

MB 

16  Dec 

87 

MD  MS 

03 

6515 

Forceps,  Ear.  Serrated  Jows,  Hortmann  Validated  Feb  82 . 

MIL-F-37543 

DM 

09  Sep 

76 

MD  MS 

03 

6515 

Forceps,  Ear,  Smooth  Jon  (Hartman) .  . 

A-A.53673 

/MB 

06  Sep 

88 

md  ms 

03 

6515 

Forceps,  Endoscopic,  (Lorge,  Forword  Grasping,  Jackson)  . 

A  A-51908A 

MB 

14  Feb 

89 

MO  MS 

03 

6515 

Forceps,  Endoscopic,  (Lorge,  Forward  Grosping,  Jackson) . . . 

A-A-0051908 

MB 

30  Ocl 

87 

MD  MS 

03 

6515 

Forceps,  Endoscopic  (Alligotor,  Grasping,  Jockson  . 

A-A-51909A 

MB 

14  Feb 

89 

md  ms 

03 

6515 

Forceps,  Endoscope  (Alligator,  Grosping,  Jackson) . 

A-A-0051909 

MB 

15  Sep 

87 

md  ms 

03 

6515 

Forceps,  Endotrocheol  Tube,  Magill  Validated  Jun  81  . 

MIL-F-36825  (3) 

DM 

22  Oct 

74 

md  ms 

03 

6515 

Forceps.  Eye  Suture.  Stroight,  Tweezers*type  (Costroviejo) . 

A-A-51836A 

MB 

13  Feb 

89 

MD  MS 

03 

6515 

Forceps,  Eye  Suture.  Straight.  Tweexcrs*  Type  (Costroviejo)  . 

A-A-0051836 

MB 

07  Apr 

87 

MD  MS 

03 

6515 

Forceps.  Eye.  Suture . . 

A-A51812A 

MB 

20  Feb 

89 

md  ms 

03 

6515 

Forceps,  Eye,  Suture,  Straight  . . . . 

AA-53009 

MB 

08  Jun 

87 

MD  MS 

03 

6515 

Forceps,  Eye,  Suture,  Angular  . 

A-A  51804 

/MB 

30  Jon 

87 

MD  MS 

03 

6515 

Forceps,  Eye,  Utility,  Angulor,  Nugent  Validated  Jun  84 . 

MIL-F-36617 

DM 

02  Dec 

69 

MD  MS 

03 

6515 

Forceps,  Eye,  Vitreous  Microextractor  (Neubouer)  .  . 

A  A  53516 

MB 

02  Jun 

88 

MD  MS 

03 

6515 

Forceps,  Fixotion,  Stroight.  Nonmagnetic,  4-1/2  Inch  Validated  Jun  84  . . . 

MIL-F-36686 

DM 

10  Aug 

70 

MD  MS 

03 

6515 

Forceps,  Fixation  (Lester)  ..  . . . 

A-A  0051843 

MB 

05  Mor 

87 

MDMS 

03 

6515 

Forceps,  Foreign  Body  Intraocular  (Vitreous,  Wilson) . 

MIL-A-F-A53412 

MB 

21  Mor 

88 

MD  MS 

03 

6515 

Forceps,  Goll  Duct  (Lohey)  . 

A-A-53416 

MB 

21  Mor 

88 

MD  MS 

03 

6515 

Forceps,  Oollstone  Removing.  Curved.  Rochester.  8  1/2  Inch  Validated  Feb  82  .. 

MIL-F-36999  (1) 

DM 

13  Apr 

74 

MD  MS 

03 

6515 

Forceps,  Gou*e  Pod  Holding  Validated  Feb  82 .  . . 

GG-F-602 

/DM 

1 1  Aug 

61 

MD  MS 

03 

6515 

Forceps,  Hemostatic,  Stondord  Deviation  Of  Terns  Relating  To  -  5  June  1985 

ASTM  F921-85 

MB 

15  Jon 

86 

MD  MS 

03 

6515 

Forceps,  Hemostotic,  Mayo  Cormoll .  . 

A-A  5w-*00/7 

MB 

27  Jun 

88 

MD  MS 

03 

6515 

Forceps,  Hemostotic,  Cnie,  5  1  '2  Inch  Validated  Feb  82  . 

MIL-F  37224 

DM 

30  Jut 

75 

MDMS 

03 

6515 

Forceps,  Hemostatic  Clip.  Applying,  Small,  Srrated  Jows,  Angled  . 

A-A  53231 A 

MB 

15  Mor 

89 

MD  MS 

03 

6515 

Forceps,  Hemostotic,  Peon,  9  Inch  Validated  Feb  82 . 

MIL-F-36940A 

DM 

20  Ocl 

75 

MD  MS 

03 

6515 

Forceps,  Hemostatic  Clip  Applying,  lorge  Serroted  Jows,  Angled  . 

A-A.0051859 

MB 

17  Mor 

87 

MD  MS 

03 

6515 

Forceps,  Hemostatic,  Straight,  Proti,  5-1/2  Inch  Validated  Jun  d1  . 

M1L‘F.36941 

DM 

12  Mor 

73 

MO  MS 

03 

6515 

Forceps,  Hemostotic,  Mixter  . .  . 

A-A-53400/8 

MB 

27  Jun 

88 

MD  MS 

03 

6515 

Forceps.  Hemostotic,  Straight  Rochester  ochsner  Validated  Jun  81 . 

MIL-F-36942 

DM 

26  Feb 

73 

MD  MS 

03 

6515 

Forceps,  Hemostotic,  Ochester-ochsner  . 

A  A-53400 

/MB 

27  Jun 

88 

MD  MS 

03 

6515 

Forceps,  Hemostotic,  Curved,  Rochester-peon,  6-1/4  Inch  .  .  . 

MIL-F-36943A 

MB 

16  Sep 

87 

MO  MS 

03 

6515 

Forceps,  Hemostotic,  Hoisted  .  . 

A-A.53400/1 

/MB 

27  Jun 

88 

MD  MS 

03 

6515 

Forceps,  Hemostotic,  Curved,  Moyo-cormolt,  8  inch  Validated  Jun  64 . 

MIL  F-36944A 

DM 

30  Sep 

77 

MO  MS 

03 

6515 

Forceps,  Hemostotic,  Rochester  peon .  . 

A-A-53400/2 

/MB 

27  Jun 

88 

MD  MS 

03 

6515 

forceps,  Hemostotic,  Holl  curved,  Mixter,  7  1/2  Inch  Validated  Jun  81  . 

MIL-F-36945 

DM 

08  May 

73 

MD  MS 

03 

6515 

Forceps,  Hemostotic,  Peon  .  . 

A-A-53400/9 

MB 

27  Jun 

88 

MO  MS 

03 

6515 

Forceps,  Hemostatic,  5  1'2  Inch  (Kochcr)  . . .  . 

MIL-F  42045 

MB 

28  Apr 

87 

MD  MS 

03 

6515 

Forceps,  Hemostotic,  Ronkm  . .  .  . . . 

A  A-53400/ 10 

MB 

27  Jun 

88 

MD  MS 

03 

6515 

Forceps,  Hemostotic  Stroight,  Ronkrn,  6  1  ''4  Inch  Validated  Jun  81  . 

MIL.F-36937  (1) 

DM 

28  Sep 

74 

MOMS 

03 

6515 

Forceps,  Hemostotic  Curved  t®9^he$tcr  ochsner)..  .  . 

A  A-53400/ 12 

MB 

23  Jon 

89 

MD  MS 

03 

6515 

Forceps,  Hemostotic,  Hoisted,  5  Inch  Validated  Jun  84  . 

MIL-F-36933A 

DM 

30  Aug 

77 

MD  MS 

03 

6515 

Forceps,  Hemostotic,  Kelly  .  . 

A  A-53400/3 

MB 

27  Jun 

88 

MO  MS 

03 

6515 

Forceps.  Hemostotic  Clip,  Applying,  SMlTH'VlCK  Validated  Feb  82  . 

MIL  F-37332 

DM 

09  Oct 

75 

MD  MS 

03 

6515 

Forceps,  Hemostotic,  Cnle  .  . 

A-A-53400/4 

/MB 

27  Jun 

88 

MD  MS 

03 

6515 

Forceps,  Hemostofic,  lewis,  7-1  •'2  Inch  Validated  Jun  81  ..  . 

MU  F-36765  (1) 

DM 

04  Apr 

73 

MD  MS 

03 

6515 

Forceps.  Hemostotic  Clip  Applying,  Small,  Serrated  Jows,  Angled  . 

A-A  0053231 

MB 

09  Ocl 

87 

MD  MS 

03 

6515 

Forceps.  Hemostollc  Horfmon,  4  Inch  {10  Cm) . 

MILF-37986 

MB 

25  Mor 

86 

MD  MS 

03 
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6515 

forceps,  Hemostotic,  Hortman .  .... 

A-A-5340O/5 

^MB 

27  Jun 

88 

MD  MS 

03 

6515 

horceps,  HemostotiC  Clip.  Applyin0,  Leroy  roney  Validated  Jun  8t . 

MIL  F-36766  (2) 

DM 

17  Nov 

72 

MO  MS 

03 

6515 

Forceps,  Hemostotic,  Rochester  ochsner . 

A  A-5C400/6 

/MB 

27  Jun 

88 

MO  MS 

03 

6515 

Forceps.  Hemostatic,  Coorctotion,  Straight,  8*3/'4  Inch  Validated  Jua  84 

MIL-F-36660 

DM 

08  Jun 

70 

MD  MS 

03 

6515 

Forceps,  Hem^tolic,  Prott  .. .  . 

A-A-53400  11 

'M 

27  Jun 

88 

MD  MS 

03 

6515 

Forceps,  Hysterectomy,  Curved,  Heoney  Validated  Jun  81  . 

MiLF-36760A 

DM 

1 1  Apr 

74 

MD  MS 

03 

6515 

Forceps,  Hysterectomy  (Heortey  bollontme)  . . . 

A  A  53246 

MB 

08  Oct 

87 

MD  MS 

03 

6515 

Forceps,  Inteslmol,  Straight,  Bobcock  Validated  Aug  88 . 

MIL-F-36512 

DM 

22  Aug 

88 

MD  MS 

03 

NOTICE  1 

6515 

Forceps.  Inteslmol  (Smgley)  ...  .  . 

A-A-53676 

'MB 

07  Sep 

88 

MD  MS 

03 

6515 

Forceps,  tntestinol,  (Gtossmon)  . 

MIL-F.42049 

MB 

15  Jul 

87 

MD  MS 

03 

6515 

Forceps.  Intestinal,  Doyen  . . . 

MIL  F-36801A 

MB 

20  May 

87 

MD  MS 

03  MB 

6515 

Forceps,  Kidney  Stone  Removing  (Rondoll)  . . . . 

A  A-53831 

MB 

10  Mar 

89 

MD  MS 

03 

6515 

Forceps,  Kidney  Pedicle,  Guyon  peon,  9  Inch  Validated  Feb  82 . 

MILF37(X)3  (1) 

DM 

15  Oct 

74 

MO  MS 

03 

6515 

Forceps,  loryngeol,  Jockson  Validated  Feb  62 .  ...  .  . 

MIL  F-37046 

DM 

22  Apr 

74 

MD  MS 

03 

6515 

Forceps,  lung  Grosptng,  Collin,  8  Inch  Validated  Feb  82  . 

MIL  F  37085 

DM 

08  Oct 

74 

MD  MS 

03 

6515 

fo'C'-ps  Moxillory  Oisimpoction,  Row's  Design . . . 

A  A  0051931 

MB 

27  Jul 

87 

MD  MS 

03 

6515 

Forceps,  Meosurements  Of  Hemostotic,  Stondord  Specificotion  For  General 

ASTM  F1026  86 

MB 

03  Jun 

87 

MD  MS 

03 

Workmanship  &  Performance  26  Sept  1986 

6515 

Forceps,  Nasal  Septum  Straightening  (Wolsham)  .  . . 

AA-53627 

VMB 

09  Aug 

88 

MD  MS 

03 

6515 

Forceps,  Nosal  Snptrum  Stroightening,  Asch,  8  •  1^2  Inch  Validated  Jun  81 

MIL  F-36965  (1) 

DM 

06  Oct 

74 

MD  MS 

03 

6515 

Forenps,  Nasol  Septum  Cutting,  Cupped  Blades  ...  . 

A  A  53398 

MB 

03  Mor 

88 

MD  MS 

03 

6515 

eorceps,  Nasol  Septum  Cutting,  Cupped  Blodes,  Mccoy,  6  1''2  Inch  Validated 

MIIF.37019 

DM 

15  Nov 

73 

MD  MS 

03 

Feb  82 

6515 

Forceps.  Obstetricol,  Simpson  Validated  Feb  82 . . . . . 

MIL-F-37091 

DM 

07  Oct 

74 

MD  MS 

03 

6515 

Forceps,  Obstetricol,  Luikart*mclean  Validated  Jun  84 . . . .  .  . . 

MIL-F  36702 

DM 

18  Aug 

70 

MD  MS 

03 

6515 

Forceps,  Obstetricol,  Piper,  17*1 -'2  Unch  Validated  Jun  84  . 

MIL  F  36874 

DM 

10  Jul 

72 

MD  MS 

03 

6515 

Forceps,  Plocenta,  Kelly,  12  Inch  Validated  Jun  81 . 

MIL-F  36935  (1) 

DM 

26  Apr 

73 

MD  MS 

03 

6515 

Forceps,  Septum  (Jansen-middleton,  Smell)  . 

A-A  0051917 

MB 

17  Apr 

87 

MD  MS 

03 

6515 

Forceps,  Sleeve  Spreoding  (Water) . 

A  A-53395 

MB 

02  Mar 

88 

MD  MS 

03 

6515 

Forceps,  Splinter  Validated  Feb  82  . . .  . . . 

GG  F  615 

/DM 

25  Sep 

61 

mdms 

03 

6515 

Forceps,  Sterilizer  Validated  Feb  82  ....  . .  . . . . . 

GG  F-617 

/DM 

29  Sep 

61 

MOMS 

03 

6515 

Forceps,  Suture  Clip,  Applying  And  Removing,  Michel,  11  18  Mm  Validated  Feb 

MIL-F  36053B 

DM 

27  Sep 

76 

MOMS 

03 

6515 

Forceps,  Suture,  Tying  (Troutmon)  .  . 

A-A-53372 

• 

05  Feb 

88 

MD  MS 

03 

6515 

Forceps,  Tendon  Oilotion  (8  1/2  Inch) 

A  A -005 1829 

MB 

12  Mor 

87 

MD  MS 

03 

6515 

Forceps,  Tendon  dilation,  Double  Action  . 

MILF-37985 

MB 

30  Jun 

88 

MDMS 

03 

6515 

Forceps,  Tendon  retrievol . . . 

MIL-F-37981 

MB 

08  Moy 

87 

MO  MS 

03 

6515 

Forceps,  Thorocic  (Mixter) . . . 

AA-0051942 

MB 

20  May 

87 

MD  MS 

03 

6515 

Forceps,  ThorociC  (Horringlon) . 

A-A-005ie76 

MB 

21  Apr 

87 

MDMS 

03 

6515 

Forceps,  Tissue  (Moyo*russioo)  .  .....  ....  . 

MIIF.37979 

/MB 

04  Sep 

86 

MDMS 

03 

6515 

Forceps,  Tissue  (Blshop-HARMON,  Stroight) . 

AA0051920 

MB 

20  May 

87 

MDMS 

03 

6515 

Forceps,  Tissue  (Cushing,straight . 

AA-53424 

MB 

22  Mar 

88 

MD  MS 

03 

6515 

Forceps,  Tissue,  Brown  And  6rown>adson  Validated  Jun  64 . 

MILF.37603 

DM 

21  Dec 

77 

DM 

6515 

Forceps.  Tissue,  Brown  &  Brown<odson . 

AA-53859 

MB 

15  Mor 

89 

MD  MS 

03 

6515 

Forceps,  Tissue,  Debokery  Validated  Feb  82 . . . 

MllF-37290 

DM 

27  Apr 

76 

MD  MS 

03 

6515 

Forceps,  Tissue,  Adson  Validated  Feb  82 .  .... 

MILF-37291 

DM 

26  Apr 

76 

MD  MS 

03 

6515 

Forceps,  Tissue,  Judd-ollis,  Straight,  7*1/2  Inch  Validated  Jun  81  . 

MIL-F-36779  (1) 

DM 

13  Apr 

74 

MD  MS 

03 

6515 

Forceps,  Tissue,  Tweezers  Type  Validated  Feb  82 . 

MIL-F -37 102 

DM 

1 1  Nov 

74 

MO  MS 

03 

6515 

Forceps,  Tissue,  Russion,  6  Inch  Validated  Feb  82  . 

MIL-F.37035 

DM 

13  Mar 

74 

MD  MS 

03 

6515 

Forceps,  Towel  Validated  Feb  82.. . . . 

GGF-620 

*DM 

15  Sep 

60 

MD  MS 

03 

6515 

Forceps,  Towel,  Nonperforating  Validated  Jun  81 . 

MIL  F-36608A  (1) 

DM 

04  Ocl 

74 

MD  MS 

03 

6515 

Forceps,  Uterine  Pocking,  Curved,  Bozemon,  10  Inch  Validated  Jun  81 . 

MIL  F-36975  (1) 

DM 

25  Sep 

73 

MD  MS 

03 

6515 

Forceps,  Uterine  Elevating,  Somer  . 

MIL-F-42057 

MB 

19  Apr 

88 

MO  MS 

03 

6515 

Forceps,  Uterine,  Curved,  Skene  Validated  Jun  84 .  . 

MIL  F-36060C  (1) 

DM 

04  Feb 

72 

MD  MS 

03 

6515 

Forceps,  Utility  (Straight,  Small) .  . 

A-A-0053046 

MB 

27  Jut 

87 

MD  MS 

03 

6515 

Forceps.eeor  (Strut,  House) . 

AA-53370 

MB 

29  Jan 

88 

MD  MS 

03 

6515 

Form,  Printed,  Minnesota  Multiphosic  Personality  Inventory... . 

A-A0051461 

^MB 

03  Sep 

86 

MO  MS 

03 

6515 

Frome,  Optholmologicol,  Troil  Lens  Set  Validated  Jun  84 . 

MIL  F-37576 

DM 

04  Oct 

76 

MD  MS 

03 

6515 

Fuel,  Solidified  Hydrocarbon  Validated  Jun  81  . 

MIL-F-36297 

DM 

07  Ocl 

64 

MD  MS 

03 

6515 

Furceps,  Electrocoagulation,  Bipolar,  6  Inch  (Molls) . 

A'A-51B48A 

MB 

21  Feb 

89 

MD  MS 

03 

6515 

Gog,  Denhordt  Validated  Jun  81 . 

MIL-G-36756  (1) 

DM 

25  Apr 

74 

MDMS 

03 

6515 

Glipizide  Tablets .  . 

A-A-0051789 

MB 

23  Dec 

86 

MD  MS 

03 

6515 

Glove,  Patient  Examining  And  Treotmeni,  Rubber  Latex,  Non  sterile  Validated 

MIL  G-36592  (3) 

DM 

22  Aug 

88 

MD  MS 

03 

Aug  88 

NOTICE  1 

6515 

Glove,  Potient  Examining  &  Treotment  (Piostic,  Large  Size,  Sterile) . 

A  A-53562 

/MB 

30  Jun 

88 

MD  MS 

03 

6515 

Glove,  Patient  Examining  And  Treatment  Validated  Feb  82  . 

MILG-36339C 

DM 

14  Mar 

69 

MD  MS 

03 

6515 

Glove,  Patient  Exomimng  And  Treotment,  Plastic,  Non  sterile  Validated  Jun  81 

MIL-G-36593  (1) 

DM 

08  Jun 

/2 

MD  MS 

03 

6515 

Glove,  Potient  Examining  And  Treotment,  Plostic,  Non  Sterile.  Colored 

MIL-G-3r273A 

DM 

27  Sep 

76 

MD  MS 

03 

Validated  Feb  82 

6515 

Glove,  Potient  Exomining  And  Treatment,  Rubber  Latex,  Sterile  Validated  Jun 

MIL  G-36724A 

DM 

20  Sep 

78 

MD  MS 

03 

84  REV  MB 

6515 

Gloves,  Dental  (Rubber,  Non  sterile,  Disposable,  50  Pr) . 

A-A-0053073 

MB 

15  Jul 

87 

MD  MS 

03 

6515 

Gloves,  Rubber  Exammotion,  Stondord  Specification  For  25  Apr  77  . 

ASTM  D3578-77R82 

MB 

29  Nov 

85 

MD  MS 

03 

6515 

Gloves,  Rubber,  Surgeons . 

ZZ  G-421A  (5) 

t 

17  Mar 

58 

6515 

Gloves,  Surgeon  S,  Sterile,  Disposable  Validated  Jun  84  REV  MS  . . 

MIL  G  36596A 

DM 

02  Feb 

78 

MD  MS 

03 

6515 

Gloves,  Surgeons  Validated  Feb  82  . 

ZZG-00421C 

•DM 

26  Mor 

65 

NOTICE  (GSA) 

6515 

Gloves,  Surgeons  Validated  Jun  84 . . . 

MIL  G  36889 

DM 

1 1  Aug 

72 

MD  MS 

03 

6515 

Gloves,  Surgeons'  (Powder  free.  Sterile,  Disposoble . 

A  A  0053134 

MB 

17  Aug 

87 

MO  MS 

03 

6515 

Gloves,  Surgeons  ,  Sterile,  Disposable,  Brown,  Milled  Validated  Jun  84 . 

MIL  G-37838 

DM 

12  Oct 

77 

6515 

Goniometer,  Orthopedic  Validated  Feb  82  .  . 

GG-G  590 

'DM 

1 1  Aug 

61 

MO  MS 

03 

6515 

Guide  Wire,  Cordiovosculor  Catheter,  Disposoble,  Moveoble  Core . 

A  A  51035 

MB 

04  Oct 

85 

MD  MS 

03 
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6515 

Guide  Wire,  Cardiovaiculor  Catheter,  Fixed  Core,  Heporin  Coated . 

AA-51051 

/MB 

07  Oct 

85 

MD  MS 

03 

6515 

Guide  Wire,  Cerebrol  Catheter . . . . . 

A-A-51050 

/MB 

07  Ocl 

85 

MD  MS 

03 

6515 

Guide  Wire,  Vein  Catheterization . 

A-A.51862 

/MB 

18  Aug 

88 

md  ms 

03 

6515 

Guide,  Angle  (Adjustoble) . . . . . 

AA-51756A 

/MB 

15  Aug 

88 

MD  MS 

03 

6515 

Guide,  Circumcision,  Piostic,  Disposoble  Volidottd  feb  82 . 

MILG-37061  (1) 

DM 

05  F,b 

75 

MD  MS 

03 

6515 

Guide,  Pudendal  Needle  Validottd  Jun  84 . 

MIL-G-36711 

DM 

05  Oct 

70 

md  ms 

03 

6515 

Guide,  Wire  Strut  (V  Shope,  House) . . . 

AA-51376 

/MB 

08  Jul 

86 

MD  MS 

03 

6515 

Knmmer,  Reflex  Testing,  Toylor  Vohdattd  Feb  62 . 

GGH-1212A 

/DM 

31  Oct 

75 

MD  MS 

03 

6515 

Handgrip  Cover,  Crutch  . 

A-A-51261 

/MB 

20  Dtc 

85 

MD  MS 

03 

6515 

Hondle  And  Blade  Set,  Surgical  Knife  Detochoble  Blode  Validated  Feo  62 

GGH-80 

/DM 

18  Sep 

56 

MD  MS 

03 

*6515 

Handle  And  Blode  Set,  Surgical  Knife,  Oetochable  Blade  Validated  Feb  62 

GG-H-0080A  (1) 

/DM 

09  Sep 

70 

md  MS 

03 

6515 

REV  MD  MS  03 

Hondle-electrode,  Electrosurgery  . 

A-A-51634 

/MB 

28  Nov 

86 

MD  MS 

03 

6515 

Hondle,  Bone  Cutting  Sow  (Gigli)....  . . . .  . .  ... 

A-A  53519 

/MB 

06  Jun 

88 

MD  MS 

03 

6515 

Hondle,  Electrode,  Electrosurgery  Validated  Feb  62.. . . . . . 

MIL  H-37242 

DM 

22  Jon 

76 

MD  MS 

03 

6515 

Handle,  Electrode,  Electrosurgery  . . . . 

A  A-51986A 

MB 

12  Aug 

88 

MD  MS 

03 

6515 

Handle,  Electrode,  Electrosurgery  . . . . . 

A  A-50902A 

/MB 

29  Jul 

88 

MD  MS 

03 

6515 

Headband,  Headlight . . . 

AA-51846 

MB 

31  Mur 

87 

MOMS 

03 

6515 

Heels,  Orthopedic,  Cast  Validated  Feb  62 . 

MtLH-37577 

DM 

27  S«p 

76 

MD  MS 

03 

6515 

Holder,  Forceps  (Bunt)  Validated  Aug  68 . . . . . 

MIL-H  36062A  (1) 

DM 

22  Aug 

88 

MDMS 

03 

6515 

Holder,  Suture  Needle  (Castrovie|o)  . 

NOTICE  1 
A.A.00519O2 

MB 

30  Jun 

87 

MOMS 

03 

6515 

Holder,  Suture  Needle,  Hegof-moyo  Validated  Feb  82 . . . 

MII-H-37236 

DM 

05  Mar 

76 

MOMS 

03 

6515 

Holder,  Suture  Needle,  Oelicote  Jows . . . . . 

A-A.005I875 

/MB 

20  May 

87 

MO  MS 

03 

6515 

Holder,  Suture  Needle,  Heaney  Validated  Feb  62 . . . 

Mll-H-37029 

DM 

25  Jon 

74 

MD  MS 

03 

6515 

Holder,  Suture  Needle,  Costrovie|o,  5  1/2  Inch  Validated  Feb  82 . 

GGH-1970 

/DM 

04  May 

76 

MD  MS 

03 

6515 

Holder,  Suture  Needle.  Oebokey  Validated  Jun  64 . 

MIL-H-370nA 

DM 

01  Dec 

76 

MD  MS 

ai 

6515 

Holder,  Suture  Needle  (Troutmon). . . . . . 

A'A-0051881 

MB 

27  Apr 

87 

MD  MS 

03 

6515 

Holder.  Suture  Needle.  Masson,  10-1/2  Inch  Validated  Jun  6t . . . . . . 

MIL-HG6873  (1) 

DM 

10  Oct 

74 

md  ms 

03 

6515 

Holder,  Suture  Needle,  Collier  Validated  Jun  84  REV-MB . 

MIL-H.37654 

DM 

20  May 

77 

MO  MS 

03 

6515 

Holder,  Suture  Needle,  Hegor  mayo  Validated  Jun  64  . . . .  ..... 

MIL-H-36860 

DM 

19  Jul 

72 

MDMS 

03 

6515 

Holder,  Suture  Needle,  Brown  Validated  Jun  81 . 

MIL-H-36799A 

DM 

19  Jun 

73 

MD  MS 

03 

6515 

Holder.  Suture  Needle.  Kolt.  5-3/8  Inch  Validated  Jun  64  . 

MILH.36791 

DM 

07  Sep 

71 

MD  MS 

03 

6515 

Holder.suture  Needle  (Borroquer)  . . . . . .  . .  . 

AA-0051882 

MB 

27  Apr 

87 

MD  MS 

03 

6515 

Hook,  Bone  (9  Inch)  . . . . . . . 

A  A-0051529 

MB 

01  Apr 

87 

MO  MS 

03 

6515 

Hook,  Ouro  Validated  Jun  81  . . 

MII  H  36992 

DM 

15  Aug 

73 

md  ms 

03 

6515 

Hook,  Ouro  {  Dandy  . . . 

AA0051863 

/MB 

06  Apr 

87 

md  ms 

03 

6515 

Hook,  Gland  (Veterinary)  . 

A.A.53343 

MB 

14  Jon 

88 

MD  MS 

03 

6515 

Hook,  Ins,  Tyrell  Validated  Feb  82  . . . 

MIL-H-37004 

DM 

13  Sep 

73 

MD  MS 

03 

6515 

Hook,  Retinol  Detachment  (Goss)  . . . . 

A-A  53392 

MB 

01  Mor 

88 

MD  MS 

03 

6515 

Hook,  Skin,  Klemert  Kurtz,  Shorp  Point,  Medium  . . . . . . . 

A  A  51239 

/MB 

17  Dec 

85 

MDMS 

03 

6515 

Hook,  Strobismus,  Groefe  Validated  Jun  81 . 

Mll-H-36991 

DM 

10  Sep 

73 

MDMS 

03 

6515 

Humidifier,  Inholationtheropy  Apparatus . . . 

A-A-51545 

MB 

31  Aug 

87 

MO  MS 

03 

6515 

Humidifier,  Oxygen,  Diffuser  Type  Validated  Jun  81 . . . 

MII-H-36746A 

DM 

13  Jun 

73 

MO  MS 

03 

6515 

Hypodermic  Injection  Apporotus  (Jet,  Automotic,  Gas  Pressure  Power  Source) 

A.A.0051793 

MB 

26  Jon 

87 

MD  MS 

03 

6515 

Hypodermic  Injection  Apparatus,  Jet,  Automatic  Validated  Aug  68  . 

MIL-H-36505  (2) 

DM 

22  Aug 

88 

MD  MS 

03 

6515 

Hypodermic  Injection  Apporotus,  Jet,  Foot  Operoted  Validated  Feb  62 . 

NOTICE  1 
MILH-37084 

DM 

11  Jun 

75 

MD  MS 

03 

6515 

Implant,  Arterial  (Straight,  Knitted  Polyester)  . . . . . . . . . . 

A.A-53646 

/MB 

15  Aug 

88 

MO  MS 

03 

6515 

InciSion-DRAINAGE  Set  . . . 

A  A-51492 

MB 

12  Jun 

87 

MD  MS 

03 

6515 

Infusion  Set,  Scalp  Vein,  Disposable  Type . 

MIL-I-36307C 

DM 

26  Moy 

87 

md  ms 

03 

6515 

Infusion  Set,  Scalp  Vein,  25  Gage  . 

A  A-0051921 

/MB 

21  Mor 

87 

MD  MS 

03 

6515 

Infusion  Set,  Scolp  Vein,  (21  Gage  By  3/4  Inch  Needle,  With  3-1/2  Inch 

A  A-0053079 

MB 

17  Jul 

87 

MDMS 

03 

6515 

Tubing,  Disposoble,  405) 

Infusion  Set,  Scalp  Vein,  (27  Goge  By  3/8  Inch  Needle,  With  8  inch  Tubing, 

A  A -0053063 

MB 

10  Jul 

87 

md  ms 

03 

6515 

Disposable,  40S) 

Infusion  Set,  Scalp  Vein,  (19  Goge  By  7/8  Inch  Needle,  With  3-1/2  Inch 

A.A.0053160 

MB 

10  Sep 

87 

MD  MS 

03 

6515 

Tubing,  Disposable) 

Infusion  Set,  Scalp  Vein,  (21  Gage  By  3/4  Inch  Needle,  With  3-1/2  Inch 

A  A-0053131 

MB 

13  Aug 

87 

MD  MS 

03 

6515 

Tubing,  Disposable,  40S) 

Infusor,  Pressure.  Blood  Collecting  DISPENSING  Bog  . . 

A  A-51995 

MB 

04  Jun 

87 

MO  MS 

03 

6515 

Inholofor,  Mosk  Type,  Oxygen  Administrotion  Validated  Aug  88 . 

MIL-I  t6596A 

DM 

22  Aug 

88 

md  ms 

03 

6515 

Inholer,  Mecicament,  Plastic  Validated  Feb  82 . 

NOTICE  1 

Mtl-I  37200A 

DM 

27  Mor 

75 

MD  MS 

03 

6515 

Instrument,  Dental  And  Surgicol,  Generol  Specifications  Validated  Feb  82 

GGI-526B 

/DM 

11  Oct 

65 

MD  MS 

03 

6515 

6515 

USER-MI  REV  MD  MS  03 

Insufflotor,  Colonic,  Weber  Validated  Jul  74  . 

Introuterine  Device,  Contraceptive,  Plastic,  Rodiopaque,  30MM  Wide  Validated 

GGI-00552 

MIL-l-37278 

t 

DM 

04  Dec 
19  Nov 

64 

75 

MO  MS 

03 

6515 

Feb  82 

Introvenous  Exchange  Set .  .  ... 

A-A-53650 

/MB 

16  Aug 

88 

md  ms 

03 

6515 

Introvenous  Injection  Kit,  Pediatric,  Disposoble  Validated  Jun  81  . .. 

MIL  1-36952 

DM 

18  May 

74 

MO  MS 

03 

6515 

Introvenous  Injection  Cosselt  Set . 

A-A-53642 

/MB 

12  Aug 

88 

MD  MS 

03 

6515 

Introvenous  Injection  Set  Validated  Jun  81  .  .  .....  . 

MIL  1-36996  (2) 

DM 

10  Oct 

74 

MD  MS 

03 

6515 

Introvenous  Injection  Set,  With  Flexible  Drip  Chamber,  Non  vented.  Adult, 

A-A-51468 

MB 

30  Moy 

86 

md  ms 

03 

6515 

Without  Needle,  Disposable,  50  S 

Introvenous  (nieclion  Set  REV  MO  MS  03 . . . 

MIL  I-0036996A 

MB 

10  Sep 

85 

MD  MS 

03 

6515 

Introvenous  Injection  Set,  (V/ith  Flexible  Dnp  Chamber,  Non  Vented,  Adult, 

A  A-51886 

MB 

24  Mor 

87 

MD  MS 

03 

6515 

Without  Needle,  Disposable) 

Introvenous  Injection  Set,  With  Flexible  Drip  Chamber,  Disposoble  Validated 

MIL  1  37225A 

DM 

31  Jul 

75 

MD  MS 

03 

6515 

Feb  82 

Introvenous  Injection  Set,  With  Metering  Chomber,  Without  Needle,  Disposoble, 

A  A  50835A 

'MB 

26  Jon 

83 

MDMS 

03 

6515 

Sterile  REV  SH  CT 

Intravenous  Injection  Set,  With  Metering  Chamber,  Without  Needle,  Disposoble 

MIL-I  37365B 

DM 

24  Aug 

87 

MD  MS 

03 
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6515 

Intravenous  Injection  Set  (Non-vented.  With  .Aetering  Chomber)  . 

A-A  0C51960 

MB 

01  May  87 

MD  MS 

03 

6515 

Intravenous  Iniection  Set.  With  Metering  Chamber  Without  Needle,  Disposofaie 

MIL  I-OC37365A 

DM 

27  Nov 

85 

MO  MS 

03 

6515 

Introvenous  Iniection  Set.  With  Metering  Chamber.  Without  Needle.  Disposoble 

MIL-I-36708A 

DM 

24  Sep 

85 

MO  MS 

03 

6515 

Intravenous  Iniection  Set,  Pediatric.  Disposable . 

MIL-l-43021 

MB 

27  Oct 

86 

MO  MS 

03 

oS15 

Introducer  Set.  Catheter,  Percutaneous  . . . 

A  A-0053229 

MB 

06  Ocl 

87 

MD  MS 

03 

6515 

Introducer  Set.  Catheter.  Percutaneous  . . . 

A  A  51671 

/MB 

07  Oct 

86 

MD  MS 

03 

6515 

Irngotion  Set.  Urological,  Single  Port,  Sterile.  Disposoble . . . 

A-A-51066 

/MB 

20  Dec 

85 

MD  MS 

03 

6515 

Kit,  Disposoble,  Lensectomy . . . 

A-A-51445 

YD 

12  May  86 

MS 

03  DM 

6515 

Knife-curette,  Ear  (Sheehy  house)  .  . 

A-A-51353 

/MB 

12  Sep 

86 

MD  MS 

03 

6515 

Knife,  Ear  {Stroight,  House) . . . 

A  A  53542 

/MB 

27  'un 

88 

MD  MS 

03 

6515 

Knife.  Eye.  Needle  Type.  Ziegler.  6  Mm  Validated  Feh  92  . 

MIL-K.37115 

DM 

Oo  May 

75 

MD  MS 

03 

6515 

Knife,  Generot  Surgicol  {Disposoble} .  . . 

A-A  0053029 

MB 

05  Aug 

87 

MD  MS 

03 

6515 

lobel  Tope.  Pressure  Sent  ive  Adhesive,  ..keep  Out  Of  Reoch  Of  Children,, 

MIL  L-36296 

DM 

22  Aug 

88 

MOMS 

03 

Legend  Validated  Aug  86  REV^GS 

NOTICE  1 

6515 

Lomp.  Headlight,  Surgical  ...  .  . . 

A-A-51890 

MB 

17  Apr 

87 

MO  MS 

03 

6515 

Lancet.  Finger  Bleeding  ..  ... ..  . 

GG-L-110  (1) 

t 

05  Nov 

62 

6515 

Lancet,  Finger  Bleeding  Validated  Jun  84  . 

GG-L-00110A 

/DM 

17  Moy  71 

MD  MS 

03 

6515 

Loryncoscope.  Fiber  Optics  {Holinger  And  Jockson  Designs)  Validated  Jun  81  . 

MIL-L-36896 

DM 

15  Sep 

72 

MD  MS 

03 

6515 

Loryngeol  Stents,  Sihcone  Rubber  . . . 

A-A-51345 

/MB 

07  Feb 

86 

MO  MS 

03 

6515 

Laryngoscope  Set.  Macintosh  Validated  Jun  84  REV-MB  .  ..  . 

MIL-L-36626B 

DM 

04  Aug 

78 

MD  MS 

03 

6515 

laryngoscope,  Child-odult.  Wisconsin  Validated  Jun  84 .  ... 

MIL-L-36696A 

DM 

22  Sep 

78 

MD  MS 

03 

6515 

Loryngoscopes,  Rigid.  For  Trocheol  Intubation  29  Nov  1985. . 

ASTM  F965-85E1 

/MB 

24  Jul 

86 

MD  MS 

03 

6515 

Lens  Set.  Trial  Ophtholmic,  Lorge  Validated  Jun  81  . 

MIL-1-2574B 

DM 

18  Jun 

75 

MD  MS 

03 

6515 

Lens,  Diplopia  Test,  Red  Validated  Feb  82 . 

MIL-L-37126 

DM 

01  May  75 

MD  MS 

03 

6515 

llgoiure.  Umbilical  Validated  Jun  84 . . . . . 

MIL-L-26680  (1) 

DM 

29  Feb 

72 

MO  MS 

03 

6515 

Light,  Color  Perception  Testing  Validated  May  72  . . 

GG-L-340 

t 

15  Jul 

60 

6515 

Light,  Meod.  Diagnostic,  Lempert  Storz  Validated  Jun  84  REV-MB  . 

MIL  L  37704 

DM 

30  Sep 

77 

MD  MS 

03 

6515 

Light,  Head,  Surgical  . . . 

A-A-51975 

MB 

26  Jun 

87 

ME  MS 

03 

6515 

Liner,  Surgicai  Suction  Conisfer  . . . .  , 

A-A-51226 

/MB 

20  Dec 

85 

MD  MS 

03 

6515 

Loop,  Eye  Lens,  Wilder  VoUdf.-ted  Jun  84 . . . .  ... 

MIL-l-36465 

DM 

20  May  66 

MD  MS 

03 

6515 

Lovostatin  Toblets  . . . . . . . 

A  A-0053378 

/MB 

23  Feb 

88 

MD  MS 

03 

6515 

Lumber  Puncture  Kit  . 

A  A-0053245 

MB 

13  Ocl 

87 

MDMS 

03 

6515 

Magnifier  (Binoculor)  Validated  Feb  82 . 

GG-M-100A 

/DM 

24  Mor 

58 

MO  MS 

03 

6515 

Magnifier,  Single  Lens,  Flip-Jp,  Plostic . . . 

A-A-53S78 

MB 

24  Mor 

89 

MDMS 

03 

6515 

Moilet  Nasol.  Copper,  Smoll  . . 

A-A-51471 

MB 

10  Jun 

86 

MD  MS 

03 

6515 

Moilet,  Bone  Surgery.  Kirk,  Metol  Validated  Jun  8l . . . 

MIL-M-3680B  (1) 

DM 

16  Moy  73 

MOMS 

03 

6515 

Moliet,  Bone  Suigery,  Stoinless  Steel  . 

A.A-517')8 

/MB 

17  Ocl 

86 

MD  MS 

03 

6515 

Manometer  Outfits,  Spinal-flutd  (Woter*type)  Validated  Jul  74.  . 

GGM112A 

t 

15  May  51 

6515 

Manometer  Outfit,  Spmohfluid  (Woter  type)  Validated  Jul  74 . 

GG-M-00112B 

t 

12  Apr 

65 

6515 

Manometer,  Spinal  Fluid,  Woter  Type,  Disposable  Validated  Jun  81  .  . 

MIL-M-36958 

DM 

04  Apr 

73 

MO  MS 

03 

6515 

Mask,  Oronasal . .  . 

AA-51601A 

MB 

31  Aug 

87 

MD  MS 

03 

6515 

Mask,  Oronasot . . . 

A-A-53772 

MB 

30  Nov 

88 

MD  MS 

03 

6515 

Mask,  Oronosat  USER-YO  .. . . 

A-A-51313 

MB 

17  Mor 

86 

MD  MS 

03 

6515 

Mask,  Oronosol  (Plostic,  Elongated)  .  . . . . . .  ....  ... 

A  A-51690 

MB 

19  Feb 

B8 

MU  MS 

03 

6516 

Mask,  Oxygen  . . . . . . . . 

A-A-0051765 

/MB 

04  Dec 

86 

MD  MS 

03 

6515 

Mosk,  Oxygen,  Plastic,  Disposable  Validated  Feb  $2  . 

Mll.M-37114 

DM 

17  Apr 

75 

MD  MS 

03 

6515 

Mask,  Oxygen,  Plastic,  Disposole,  Oronosol  Validated  Jun  84  . . 

MIL-M.37553 

DM 

26  Jon 

77 

MD  MS 

03 

6515 

Mask,  Surgicol . . . . . 

A  A  51070 

/MB 

25  Ocl 

85 

MDMS 

03 

6515 

Mask,  Surgicol . . . . . .  . . 

A  A-30098 

t 

07  Oct 

83 

6515 

Mask,  Surgical,  Disposable  Validated  Jun  81  . . . 

MIL-M-36954C 

DM 

12  Jun 

75 

MD  MS 

03 

6515 

Mask,  Surgical,  Disposable  Validated  Jun  81  . 

MIL-M-36431B  (1) 

DM 

18  Ocl 

72 

MD  MS 

03 

NOTICE  1  (DM) 

Materialt,  Microhordneis  OI  ■  30  Mar  1984 .  ASTM  E384.84  MB  19  Moy  87  MD  MS  03 

Medicol  Malenel  -  Luer  Toper  Fitlingi  •  Performance,  Stondord  For  •  19  Aug  ANSt/HIMA  MD70.1'B3  MB  15  Nov  85  MD  MS  03 

1983 

Microscope,  Surgicol,  Co-observation,  8lnocular  130/230  Volt,  50-50  Hertz,  AC  MIL-M-42053  MB  19  Jan  88  MD  MS  03 

Mirror,  Diognostic  Head  Light,  Slotted  .  A-A-50833  /MB  15  Apr  82  MD  MS  03 

Mirror,  Heodbond,  And  Protector,  Head  Mirror  Validated  Feb  82. .  GG-M-408B  /DM  6  Aug  58  MD  MS  03 

Mirror,  Loryngeol  Vo/rdored  Feb  82....,  .  GG-M-416  (1)  /DM  14  Jun  49  MD  MS  03 

Mirror,  Laryngeal . . .  A-A  50993  /MB  04  Sep  85  MD  MS  03 

Mounting  Board,  Electrocordiogroph  Records  Vo/idoled  dun  8 1  .  MIL-M-36249  DM  31  Jul  64  MD  mo  03 

Noil,  Bone,  Schneider,  Double  Point . . .  .  ,  A-A-51475  MB  11  Jun  86  MD  MS  03 

Noils,  Solid  Cross  Section  Intromedullory  -  30  Jun  1976 .  ASTM  F455-78  MB  15  Aug  85  MD  MS  03 

Nebulizer,  Medicinal . . . . . . .  A-A-50651A  *M8  12  Aug  86  MD  MS  03 

Nebulizer,  Medicinol,  Ploslic  Validated  Feb  82 .  MIL  N.36129  DM  1 1  Oct  62  MD  MS  03 

Nebulizer,  Medicinal  Validated  Feb  82 . . .  MIL-N.37455  DM  20  Jul  76  MD  MS  03 

Needle,  Biopsy,  Disposable  Vo/idofed  dun  8/ .  MIL-N-36930  (1)  DM  05  Sep  74  MD  MS  03 

Needle,  Biupsy,  Kidney,  Menghini,  6  1/8  Inch  \alidated  Fei  82 .  MIL-N.37175  DM  02  Feb  75  MD  MS  03 

Needle,  Hypodermic,  (  Blood  Collecting,  Multile  Somple .  A-A-51687  /MB  24  Mar  87  MD  MS  03 

Needle,  Hypodermic,  Spinal  Puncture  Validated  Aug  88 .  MIL  N  36546  DM  22  Aug  So  MD  MS  03 

NOTICE  1 


6515 

Needle,  Hypodermic,  Blood  Collecting,  Fetroff  . 

GG-N-190 

t 

11  Aug 

61 

6515 

Needle,  Hypodermic,  Blood  Collecting . 

MIL-N-42013 

MB 

12  Jon 

87 

MD  MS 

03 

6515 

Needle.  Hypodermic,  Disposable  30  Goge  By  1/2  Inch  (1.3  Cm) . 

AA-0051851 

/MB 

19  Mor 

87 

MD  MS 

03 

6515 

Needle,  Hypodermic,  Disposable  Validated  Feb  82 . 

MIL-N-36124B 

DM 

18  Nov 

75 

MD  MS 

03 

6515 

Needle,  Hypodermic,  Blood  Collecting,  Double  Pointed,  Disposable,  20  Goge,  1 

GG-N-00195B 

/DM 

20  Sep 

72 

MD  MS 

03 

102  Inch  Validated  Feb  82 

INT  AMD  3  (DM) 

6515 

Needle,  Hypodermic,  Tonsil  Validated  Jun  84 . 

MIL  N-36149A 

DM 

13  Mar 

68 

MD  MS 

03 

6515 

Needle,  Hypodermic,  For  luer  Syringes  Validated  Feb  82  REV-EA  .. 

GG  N  196  (5) 

^DM 

10  Apr 

47 

MD  MS 

03 

6515 

Needle,  Hypodermic,  Molleoble,  Lemmon,  Spinal  Puncture  Validated  Feb  85 

MILN  36220A  (1) 

DM 

10  Ocl 

74 

MD  MS 

03 

6515 

Needle,  Hypodermic  Cartridge  Type,  Disposoble  Validated  Jun  84  ..  . 

MIL-N  36319A  (V, 

DM 

10  Moy 

71 

MD  MS 

03 

6515 

Needle,  Hypodermic,  Spmot  Anesthesia,  Disposoble  Validated  Aug  88 

MIL  N-36214B 

DM 

22  Aug 

88 

MD  MS 

03 

NOTICE  1 


6515 

6515 

6515 

6515 

6515 

6515 

6515 

6515 

6515 

6515 

6515 

6515 

6515 

6515 

6515 

6515 

6515 
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4515 

Needle,  Hypodermic,  Blood  Collecting,  Double  Pointed,  20  Gage,  125  Voiidated 

MIL  . .  36305 

DM 

15  Oct 

64 

MDMS  03 

Jun  8) 

6515 

Needle,  Suture,  (Eyed)  Volidoted  Jun  64  . . .  . 

GG-N2nB 

/DM 

29  Aug 

61 

MDMS  03 

6515 

Needle,  Suture,  Velerinory,  Surgeoni . . . 

A-A-5I026 

/MB 

20  Sep 

85 

MDMS  03 

6515 

Nipper,  Ingrown  Toeooil  VoVdated  Feb  82 . . . 

GG-N-350  (1) 

/DM 

15  Nov 

61 

MDMS  03 

6515 

Nozxle,  Automotic,  Jet  Hypodermic  Injection  Apporatui  Validated  Feb  82.  . 

MIL-N-36667 

DM 

19  Mor 

70 

MDMS  03 

6515 

Obturotor,  Cordiovascuior  Tourniquet  (Rumel) . 

A-A-53247 

/MB 

29  Jul 

88 

MDMS  03 

6515 

Osteotome  Set,  (Lambotte) . 

A.A-53393 

MB 

01  Mor 

88 

MDMS  03 

6515 

Otoscope  (Battery  Type) . . . 

A-A-50992 

/MB 

03  Ocl 

85 

MDMS  03 

6515 

Otoscope  (Bruening) . . . . . 

A-A-51476 

MB 

10  Moy 

86 

MOMS  03 

6515 

Otoscope  And  Ophtholmoscope  Set,  Battery  Type,  Pocket  Size  Validated  Jun 

MIL-0-36811A 

DM 

21  Sep 

78 

MDMS  03 

84  REV-MB 

6515 

Otoscope  And  Ophtholmoscope  Set,  Battery  Type  REV«M6  .  . 

GGO-7708 

/DM 

18  Mor 

80 

MDMS  03 

6515 

Otoscope,  Boltery  Type  Validated  Jun  84  REV-M6 . 

MIL-0-36134C  (1) 

DM 

06  Sep 

78 

MOMS  03 

6515 

Oxygen  Anolyzers  For  Monitoring  Patient  fireothing-mixtures,  Requ*  'ments  For, 

ANSI  Z79.10-79 

MB 

19  Ocl 

87 

MOMS  03 

19  Oct  87 

6515 

Oxygen,  Usp,  With  Tube  And  Face  Motk  24  Gal.  (90  Liter)  Validated  Jun  81. .. 

MIL'0-367e8  (3) 

DM 

07  Dec 

73 

MOMS  03 

6515 

Pod,  Grounding,  Electrosurgicol . . . 

A-A-50867 

/MB 

16  Dec 

85 

moms  03 

6515 

Pad,  Leg  Holder . 

A-A-5300d 

MB 

26  Jun 

87 

MDMS  03 

6515 

Pod,  Magnetic,  Surgical  Instrument  . 

A-A-50991 

/MB 

04  Ocl 

85 

MDMS  03 

6515 

Pad,  Sanitory  Validated  Jon  79 . .  . 

DDD-P-66B 

♦DM 

29  Jun 

73 

MDMS  03 

6515 

Paper,  Chort,  Fetohulerine  Monitor  .  ... 

AA-53532 

MB 

17  Jun 

88 

MOMS  03 

6515 

Paper,  Electrocardiogpoph  Recording  Validated  Jun  84 . 

MIL  P-37574 

DM 

15  Dec 

76 

MOMS  03 

6515 

Poper,  Electrocordiograph  Recording . 

AA-51033 

/MB 

10  Oct 

85 

MDMS  03 

6515 

Poper,  Electroencephalograph  Recording . 

A-A-51899 

MB 

24  Apr 

87 

MOMS  03 

6515 

Partition,  Medicol  Cose . . . . 

A-A-51860A 

MB 

16  Dec 

87 

moms  03 

6515 

Pelvimeter,  Mortin  Validated  Jun  84 .  .... 

MIL-P-3661& 

DM 

03  Dec 

69 

MDMS  03 

6515 

Pencil,  Skin  Morktng  Validated  Feb  82  . .  . 

GG.P-171C 

/DM 

26  Jon 

76 

MOMS  03 

6515 

Pens,  Skin  Marking  . 

AA-30073 

/DP 

11  Mor 

83 

MO  MS 

6515 

Perimeter,  Ophtholmologicnl,  Schweigger,  Hond  Validated  Jun  84 . 

MIL-P-2586A  (1) 

DM 

15  Jun 

72 

MO  MS  03 

6515 

Perimeters  And  Charts  (Optical)  Validated  Feb  82  . 

GG  P-205 

/DM 

16  Aug 

54 

MDMS  03 

6515 

Penosteotdmes  Validated  Jun  81 . 

MIL  P  36976 

DM 

11  Jul 

73 

MOMS  03 

6515 

Pin,  Bone  (Kirschner) . . . 

A  A-51532 

/MB 

08  Jut 

86 

MO  MS  03 

6515 

Pin,  Bone  Noil  Guide  (Kuntschrr)  . 

A-A  53809 

MB 

19  Jon 

89 

MDMS  03 

6515 

Pin,  Bone,  Bayonet  Point,  Kirschner  Validated  Jun  81  . 

MtLP-36634 

DM 

11  Feb 

70 

MDMS  03 

6515 

Pm,  Bone,  Beyond  Point,,  Steinmann  Validated  Jun  84 . 

MIL  P-36627A 

DM 

16  Aug 

77 

MDMS  03 

6515 

Pm,  Guide,  Colibroied . 

A.A-51767A 

/M 

15  Aug 

88 

MDMS  03 

4515 

Pins  &  Wires,  Fixation,  Standard  Specification  For  •  27  Aug  82 . 

ASTM  F366-82 

M 

30  Moy 

86 

MDMS  03 

6515 

Pins,  Cloverleof  Intramedullory  *  26  Nov  1971 . 

A5TM  F339-71E1 

MB 

15  Aug 

85 

MDMS  03 

6515 

Pins,  Fixation,  And  Wires  27  Aug  1982  .  .  ... 

ASTM  F306  82 

M8 

30  Moy 

86 

MDMS  03 

6515 

Pins.  Hooked  Intramedullary  •  11  June  1976  . 

ASTM  F453.76 

M8 

15  Aug 

85 

MOMS  03 

4515 

Plote  Set.  Pseudoisochromotic,  15  Plate  Validated  Jun  84  ..  .  ... 

MIL-P-36306A 

DM 

17  Dec 

65 

MDMS  03 

6515 

Plates.  Metollic  Bone.stondord  Specificatiorfor  •  27  Aug  82 

ASTM  F786-82 

MB 

15  Aug 

87 

MDMS  03 

4515 

Plug,  Eor,  Heoring  Protection.  Cylmdncol  Silicone  Base  Validated  Feb  82. .  .. 

MIL  P-37055  (1) 

DM 

04  Ocl 

74 

MOMS  03 

6515 

Plug,  Ear.  Heoring  Protection  Universol  Size  With  Headband  Validated  Oct  88 . 

MIL  P-0037544A 
NOTICE  1 

MB 

20  Ocl 

88 

MDMS  03 

6515 

Plug,  Eor,  Hearing  Protection.  Universol  Size,  Yellow,  Vinyl  Foam 

Mil-P  37407B 

MB 

08  Nov 

85 

MDMS  03 

6515 

Plug,  Ear,  Noise  Protection.  Triple  Flonge  Validated  lun  84 . 

M1L-P-36714B 

DM 

06  Ocl 

76 

MOMS  03 

6515 

Plugs,  Eor  (Hearing  Piotection.  Cyllndncol,  With  Coro) . 

A-A-53127 

MB 

06  Aug 

87 

MDMS  03 

6515 

Plugs,  Bor.  Heonng  Protection.  Universol  Size,  Single  Flonge  With  HeodborK)..  . 

MiL-P-37564 

DM 

08  Feb 

77 

MDMS  03 

6515 

Portoble  Blood  Wo-mer . 

AA.0053166 

MB 

10  Sep 

87 

MOMS  03 

6515 

Power  Supply,  Coutery  Apporotus  Validated  Feb  82 . 

W-P-001251A 

/DM 

30  Ocl 

73 

MDMS  03 

6515 

Power  Supply,  Elecirodiognostic  Instruments  110  Volt,  60  Cycle,  Ac  Validated 

MiL-P-36196 

DM 

04  May 

64 

MDMS  03 

Jun  84 

6515 

Prism  Se*.  Ophtholmoiogicol.  Berens  Validated  Jun  81  . 

MIL-P-36378 

DM 

08  Feb 

65 

MOMS  03 

6515 

Probe.  Bullet,  Fluherr.  8  Inch  Validated  Jun  $4  .  ... 

Mll-P.36659  (1) 

DM 

26  Apr 

70 

MOMS  03 

6515 

Probe.  Gen'*rol  Operating  (Moll)  . 

A-A-5U90 

MB 

03  Jun 

87 

FLO  MS  03 

6515 

Probe,  Nerve  Locotor  Stimulotor 

A-a-53759 

MB 

28  Feb 

89 

MDMS  03 

6515 

Probe,  With  Eye,  Generol  Operating  Validated  Jun  84 . 

MIL-P-36056A 

DM 

09  Jun 

70 

MDMS  03 

6515 

Prosthetic  Socks .  .  ... 

AA-30018A 

7  MB 

30  Apr 

82 

MDMS  03 

6515 

Protector,  Heel . . . 

A-A-53080 

MB 

27  Jul 

87 

MDMS  03 

6515 

Protector.  Tronsducer.physioiogicol  Pressure  . 

A-A-53771 

MB 

30  Nov 

88 

MOMS  03 

6515 

Protectors,  Orthopedic  Cost  Validated  Jun  64 

MIL-P*37646 

DM 

31  Mar 

77 

MOMS  03 

6515 

Pump,  Enteral  Feejmg  . 

A  A  53248 

'MB 

29  Jul 

88 

MO  MS  03 

6515 

Rock,  Hemostotic  Clip  (Me  Kenzie)  Validated  Jun  84  . 

...L  R-36128A 

DM 

17  Dec 

69 

MDMS  03 

6515 

Rock,  Suture  Needle  Validated  Jun  81  . 

MIL  R-36787  (1) 

DM 

01  Mor 

73 

MDMS  03 

6515 

Rodiopocity  Of  Plosties  Fo*  Medico!  Use  26  Oct  79  REV-MB 

ASTM  F64079 

DM 

15  Apr 

81 

MDMS  03 

6515 

Rasp,  Nasal  (lewis.  Fme)  ....  ... 

A  A -53804 

MB 

06  Jon 

89 

moms  03 

6515 

Razor,  Surqicol  Preoorotion  (for  Field  Use).. 

MIL  R-36S40B 

MB 

05  Nov 

85 

MOMS  03 

6515 

Rozor,  Surgicol  Preporotion  Validated  Feb  82  .  ... 

GG  R-001308A 

^OM 

28  Apr 

o9 

MDMS  03 

6515 

Razor,  Surgicol  Preporotion .  . 

A-A-30100A 

X 

01  Jut 

86 

6515 

Rebreothing  Bog,  Gas  Anesthesia  Apparatus,  Disposable .  . 

MIL  R-37725B 

MB 

23  Jui 

81 

MDMS  03 

6515 

Re'’Overy  Pock,  Blood  Cell  Collection . 

A  A  51496A 

MB 

05  Ocl 

87 

MOMS  03 

6515 

Regulolor,  Nitrogen,  Single  Port . 

A  A  53864 

MB 

16  Mor 

89 

MDMS  03 

6515 

Reservoir.  Suction.  Ckson  protl,  Sikone 

A  A  51464 

MB 

09  Jun 

86 

MO  MS  03 

6515 

Resusciotor  And  Aspirotor  . 

AA-51371 

MB 

31  Mor 

86 

MDMS  03 

4515 

Resuscitator  And  Aspirator,  Intermittent  Positive  Pressure.  Monuot  Cycling 

MIL  R  34360C 

DM 

25  Apr 

72 

MO  MS  03 

Validated  Jun  84 

6515 

Resuscitotor,  Cordiopulmonory  . 

A  A  51603 

MB 

17  Apr 

87 

MO  MS  03 

6515 

Resuscitotor,  Cordiopulmonory  , 

A  A  -0051603 

MB 

08  Aug 

86 

MO  MS  03 

6515 

Resuscitotor,  Field,  1  lO  Volt,  60  Cycle,  Ac,  Or  24  Volt,  Oc  Validated  Jun  84 

MIL  R-36563A  (2) 

DM 

13  Jul 

70 

MO  MS  03 

6515 

Resuscitotor,  Hond  powgred . 

A  A  51735 

MB 

U  Nov 

86 

MO  MS  03 

6515 

Resuscitotor,  Hond  Operated  Adult  Single  Use . 

A-A  0053675 

MB 

08  Aug 

88 

MO  MS  03 
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6515 

Resusciiotor,  Hand  Operated  Aduit,  Single  Use  . 

A-A  53625A 

MB 

24  Mar 

89 

MDMS  03 

6515 

Resuscitator,  Hand  Operoled.  ..  ..  . 

AA-51581 

MB 

31  Aug 

87 

MDMS  03 

6515 

Retuscilotor,  Mouth  To  Mask,  Adult,  Single  Use  ....  ... 

A-A  '53633A 

MB 

24  Mor 

89 

MDMS  03 

6515 

Resuscitotor,  Mouth  To  Mosk,  Adult,  Single  Use,  10S  . 

..  A  CX)53633 

MB 

12  Aug 

88 

MDMS  03 

6515 

Rctmoscope,  Copelond,  Cord  Type  Validated  Feb  87 . 

M>.  R-37221 

DM 

30  Aug 

76 

MOMS  03 

6515 

Retroctor  Set,  Abdomtnol  (Double-ended,  Richardson-eostmon) . 

A  A-53786 

MB 

14  Dec 

88 

MDMS  03 

6515 

Retractor  Set,  Generoi  Operating  Validated  Jun  81 . 

MIL-R-36906 

DM 

01  Nov 

72 

MDMS  03 

6515 

Retroctor,  Abdominoi  (O'sul)ivon  o'connor)  . 

A-A-53768 

MB 

15  Nov 

88 

MDMS  03 

6515 

Retroctor.  Abdominoi,  Bolfour,  Self  retaining.  6  filodes  Validated  Jun  8t 

MIL'R-36982 

DM 

26  Jun 

73 

MDMS  03 

6515 

Retroctor,  Abdominoi,  (Bolfour,  Self  retomirng) . 

A-A-53603 

/MB 

28  Jun 

88 

MDMS  03 

6515 

Retroctor.  Abdominoi  (O'sullivon  o'connor)  ...  .  .  . 

MIL  R-42036 

MB 

16  Jon 

87 

MDMS  03 

6515 

Retractor,  Abdominoi  (Lemmon,  E.'tro  Deep,  Oeover.  9*1/2  Inci.  Blode). 

A-A51900 

MB 

17  Sep 

87 

MDMS  03 

6515 

Retroctor,  Cheek,  Light  Angle  (Johnson) .  .  . 

AA-53418 

MB 

22  Mor 

88 

MDMS  03 

6515 

Retroctor,  Eyelid,  Nonmognetic,  Oesmarres,  5-1/2  Inch  Validated  Jjn  8i  . 

MIL-R-36687  (1) 

DM 

09  Oct 

74 

MDMS  03 

6515 

Retroctor,  General  Operoting  . 

A-A-53760 

MB 

18  Nov 

88 

MOMS  03 

6515 

Retroctor,  General  Operoting,  Votkmann  Validated  Jun  84 . 

MIL  R-36v  16 

DM 

24  May  72 

MDMS  03 

6515 

Retractor  Generoi,  Senn ..  . 

A  A.51586\ 

/MB 

03  Feb 

87 

MDMS  03 

6515 

Retractor,  Hemilaminectomy,  Hoverfield-scoyille  And  Blodes,  Retractor, 

MIL  R-37103B 

MB 

20  Dec 

85 

MDMS  03 

(nterchongeable 

6515 

Retroctor,  Hysterectomy,  Heoney,  Large  Validated  Jun  61  .  . 

MIL  R-36960 

DM 

21  Mor 

73 

MDMS  03 

6515 

Retroctor.  Mostoid,  Weitloner . . .  . 

MtL-R-36675A 

DM 

01  Oct 

86 

MDMS  03 

6515 

Retractor,  Mastoid,  Jonsen,  3*VS‘3  Blunt  Prongs  Validated  Feb  87 . 

MIL-R-37544 

DM 

06  Aug 

76 

MDMS  03 

6515 

Retroctor,  Nerve  Root,  Love  . 

A  A-53821 

MB 

08  Feb 

89 

MDMS  03 

6515 

Retroctor,  Nerve  Root  (Holser)  . 

MILR-42010A 

MB 

19  Feb 

88 

MDMS  03 

6515 

Retractor.  Rectal  (Hill  ferguson)  . . 

A  A  0051695 

MB 

14  Ocl 

86 

MDMS  03 

6515 

Retroctor,  Rectal  (Hilt  FERGUSON)  .  .  ...  .  ... 

A  A51695A 

MB 

20  Moy  87 

MDMS  03 

6515 

retractor.  Rib  (Burford  fmochietto .  . . 

AA-53767 

MB 

15  Nov 

88 

MDMS  03 

6515 

Retractor,  Rib  (Tuffier)  . .  .  . 

MIL  R.42301 

MB 

22  Ocl 

86 

MDMS  03 

6515 

Retractor,  Rib  (Tuffier) .  .  . 

AA-53520 

MB 

06  Jun 

88 

MD  MS  03 

6515 

Retroctor,  Rib,  Harken  Validated  Feh  87  . 

GG-R-1971 

/DM 

24  Mar 

76 

MDMS  03 

6515 

Retractor,  Tissue  (Hibbs) .  . 

A-A  51737A 

MB 

01  Jun 

88 

MDMS  03 

65 '.5 

Retractor,  Trocheol,  Hupp  Validated  Jun  Cl  ..  ..  . 

MIL  R  36987  (1) 

DM 

15  Apr 

74 

MDMS  03 

6515 

Retroctor,  Universal,  Oelee . 

A  A  0051739 

/MB 

26  Jon 

87 

MDMS  03 

6515 

Retroctor.  Vogmol,  Plastic.  Disposable,  SOS  Validated  Feb  67 . 

MIL  R-37009 

DM 

21  Sep 

73 

MDMS  03 

6515 

Retroctor.  Vaginal,  Sims  Validated  Jun  84  ..  . ..  . 

MIL  R-36052A 

DM 

10  Ocl 

68 

MDMS  03 

6515 

Retractos,  Hip  Joint  (Aufronc  Cobra)  . 

A-A  51888 

MB 

19  Feb 

88 

MDMS  03 

6515 

Ring,  Cervical  Spine  Troction . . . .  . 

A.A-53097 

MB 

31  Aug 

87 

MDMS  03 

6515 

Ronger  (Straight,  Lempert)  .  .. .  . .  . 

A  A-53253 

MB 

26  Oct 

87 

MDMS  03 

6515 

Rongeur  (Kerr.son,  7-112  Inch,  40  Degree  UPBITF) . 

AA-53517 

/MB 

03  Jun 

88 

MDMS  03 

6515 

Rongeur  (Kernson,  3  3/4  Inch)  . . . 

A-A-53344 

* 

14  Jon 

88 

MDMS  03 

6515 

Rongeur  (Kerrison,  7-1/2  Inch  . . . . . 

AA-53353 

MB 

19  Jon 

88 

MDMS  03 

6515 

Rongeur,  Angulor,  Stille,  8  3/4  Inch  Validated  Feb  87 . . . 

Mll-R-37054 

DM 

10  Moy  74 

MDMS  03 

6515 

Rongeur,  Curved,  9-3/4INCH  (Leksell)  .. .  . . 

Mll-R-42040 

MB 

17  Feb 

87 

MDMS  03 

6515 

Rongeur,  Curved,  Hortmonn.  7-1/4  Inch  Validated  Jun  64  . 

MIIR-36778 

DM 

21  Jun 

71 

MDMS  03 

6515 

Rongeur,  Curved,  Bone,  7  Inch  Validated  Jun  St . 

MIL  R-36694  (1) 

DM 

24  Moy  74 

MDMS  03 

6515 

Rongeur,  Straight  (Love-kerrison) . 

A-A53394 

MB 

02  Mor 

88 

MDMS  03 

6515 

Rongeur,  Stroight  (Decker.  6  Inches. . . 

A-A-53675 

/MB 

06  Sep 

88 

MDMS  03 

6515 

Rubber  Surgicol  Gloves  •  12  Apr  1978  . 

ASTM  D357,-78AR82 

MB 

11  Apr 

86 

MDMS  03 

6515 

Rule,  Meosuring,  Ophtholmologicol.  Plastic,  17  Cm.  Validated  Jun  84 . 

MILR-36141 

DM 

13  Mor 

63 

MDMS  03 

6515 

Ruler,  Surgicol  (Corrosion  Resisting  Steel)  . . . 

A-A-50985 

/MB 

29  Jol 

85 

MDMS  03 

6515 

Sow  System,  Bone,  Electric . . . . . 

MIL-S-42056 

MB 

02  Mor 

88 

MDMS  03  DM 

6515 

Sow,  Bone  Cutting,  Autopsy,  Stryker,  110  Volt,  Ac-dc  Validated  Jun  Bt  .  ... 

Mll-5-36703  (2) 

DM 

25  Feb 

74 

MDMS  03 

6515 

Sow,  Finger  Ring  Validated  Jun  81 . . . . . .  . 

MIL-S-36635A 

DM 

01  Aug 

75 

MDMS  03 

6515 

Sow,  Ploster-cost.  Engel  Validated  Nov  88  . 

GG-S.125 

t 

16  Nov 

88 

MDMS  03 

NOTICE  1 

6515 

Scissor,  Bondoge,  Angulor,  7  1/4  In^h  Validated  Jun  84 . 

MIL-S-36629A 

DM 

13  May 

77 

MDMS  03 

6515 

Scissors-dogger,  Tracheotomy,  University  Of  Kansas  Design,  Curved  Blodes, 

MILS-36750 

DM 

22  Apr 

71 

MDMS  03 

5-3/16  Inch  Long  Validated  Jun  €4 

6515 

Scissors,  Bondage,  Angulor,  Lister  Validated  Jun  $4  REV  MB . 

M1L-5-36061A 

DM 

21  Jun 

77 

MDMS  03 

6515 

Scissors,  Eoi,  (Alligator  Jews)  House  Beliucc . 

A-A  0053294 

/MB 

23  Jun 

88 

MDMS  03 

6515 

Scissors,  Eor,  Serrated  (Joseph) . 

A-A  0051840 

MB 

04  Mor 

87 

MDMS  03 

6515 

Scissors.  Eye,  (Ins,  Strabismus,  Enucleotion,  And  Tenotomy)  . 

GG-S-167A 

/DM 

17  Nov 

78 

MOMS  03 

6515 

Scissors,  Genera)  Surgery  (Moyo)  Validated  Jun  81 . . . 

MII-5.36057A 

DM 

14  Feb 

74 

MDMS  03 

6515 

Scissors,  General  Surgicol  (Curved.  Meltenboum)  . 

A-A-0053062 

MB 

01  Ocl 

87 

MDMS  03 

6515 

Scissors,  Generoi  Surgicol,  Curved,  6  1/2  Inch  Validated  Jun  81 . 

MIL  S-36903 

DM 

11  Ocl 

72 

MDMS  03 

6515 

Scissors.  Generoi  Surgicr  ^Curved,  Metzenboum) .  . 

A  A-53013A 

MB 

16  Sep 

88 

MD  MS  03 

6515 

Scissors,  General  Surgicol  (Curved,  Enbaum)  ..  ..  . . 

A  A-53626 

/MB 

08  Aug 

88 

MU  -MS  03 

6515 

Scissors,  Generoi  Surgicol,  Nelson,  9  Inch  Validated  Jun  $4  REV  MB 

MIL  S  367 15A 

DM 

27  Sep 

78 

Ml)  MS  03 

KrJ<<Af«  Stmirthr  7  Inrh  Vnlidflt^d  Fmh  87 

Mll-S.37545 

DM 

17  Auq 

76 

MD  MS  03 

6515 

Scissors,  Generoi  Surgicol,  Stroight,  5-1/2  Inches  Long  Validated  Feb  82 . 

MIL  S-37546 

DM 

18  Aug 

76 

MDMS  03 

6515 

Scissors,  Ins,  Curved,  4  7/8  Inch  Validated  Aug  88 . 

MIL  5  36526  (1) 

DM 

22  Aug 

88 

MDMS  03 

NOTICE  1 

6515 

Scissors,  Nosol  (Curved,  Joseph) . 

A  A-530n 

MB 

09  Jun 

87 

MOMS  03 

6515 

Scissors,  Nosol,  Angulor,  Knight,  6-1/4  Inch  Validated  Jun  81 . 

MIL-S-36797  (2) 

DM 

26  Oct 

73 

MOMS  03 

6515 

Scissors,  Nosol,  Fomon  Validated  Feb  67  .  . 

MILS  37125A 

DM 

21  Moy 

75 

MOMS  03 

6515 

Scissors,  Tenotomy,  Curved,  Westsotl,  4  1/2  Inch  Validated  Feb  82  . 

MILS  37151 

DM 

30  Jon 

75 

MDMS  03 

6515 

Scissors,  Tenotomy,  Sub  mimoture  . . 

MIL  S.42058 

MB 

20  May 

88 

MDMS  03 

6515 

Scissors,  Wire  Cutting  (Angulor) . 

A-A  53012 

MB 

09  Jun 

87 

MDMS  03 

6515 

Scoop,  Golfstone  (Double-ended.  Mayo) . . .  . . 

A-A  51991 

MB 

21  Moy  87 

MDMS  03 

6515 

Scraper,  Uterine,  Cervicol,  7  Inch  Validated  Jun  84  REV  MB . 

MtLS-37688 

DM 

21  Jrl 

77 

MDMS  03 

6515 

Screw,  Bone  (Woodruff  Heod) . 

A  A  51533 

/MB 

08  Jul 

86 

MDMS  03 

6515 

Screw,  Bone  (82  Deg.  Countersunk  Heod) . 

A  A-51534 

/MB 

08  Jgl 

86 

MDMS  03 

0515 

Screw,  Bone,  Concetlous  . . . 

A  A-51520 

MB 

11  Feb 

88 

MDMS  03  DM 

702 


FSC  LISTING 


DOCUMENT 


FSC 

TITLE 

NUMBER 

PREP 

DATE 

CUSTODIAN 

6S1S 

Screw,  Bone,  82  Deg.  Countersunk  Head,  Pilot  Point  Vclidoted  Jun  $1  . 

MIL-S-34653  (1) 

DM 

29  Jon 

73 

MDMS  03 

6515 

Screw,  Classification  Standard  Reference  Chart  For  Pictonol  Corticol  28  Oct  87 

ASTM  F54477R86 

MB 

15  Aug 

86 

moms  03 

6515 

Shears,  Rib  Cutting  (Stille)  . . . 

A-A-53474 

/MB 

06  Sep 

88 

MDMS  03 

6515 

Sheet,  Stainless  Steel,  And  Strip  For  Surgicol  Implants,  Stondord  Specificotion 

ASTM  F56-82 

MB 

28  Mor 

88 

MDMS  03 

For  •  26MAR  82 

6515 

Sheeting,  Implant  And  Fobrication,  (Siliconerubber)  . 

AA-51923 

MB 

08  Apr 

87 

MDMS  03 

4515 

Shield,  Eye  Surgery  Validated  Jun  6t . 

CG-S  326B 

/DM 

26  Feb 

58 

MOMS  03 

6515 

Shield,  Eye,  Surgical,  Fox  . 

GG-S-325 

t 

04  Aug 

61 

6515 

Siccors,  Corneol,  Castrovlejo  Validated  Jun  84 . . . . 

Mll-S-34723 

DM 

10  Nov 

70 

MO  MS  03 

4515 

Sigmoidoscope,  Electric,  Distal  And  Proximal  Lighting,  63  Fr  Validated  Aug  88  . 

MIL  S-36298 

NOTICE  1 

DM 

22  Aug 

88 

MDMS  03 

6515 

Simulotor,  Potient  . . . 

A-A-51792 

MB 

31  Aug 

87 

MDMS  03 

6515 

Sleeve.  Circle  Band  (Silicone  . .  . 

A-A  51805 

/MB 

30  Jon 

87 

MOMS  03 

6515 

Snore,  Ear,  Krouse  Validated  Feb  82 . .  .  . 

Mll-S-37057 

DM 

29  Apr 

74 

MOMS  03 

6515 

Snore,  Rectol,  Fronkeidt  Validated  Feb  82 . 

MIL  S-37n8A 

DM 

27  Apr 

76 

MOMS  03 

6515 

Snare,  Tonsil,  Tydtng  Validated  Jun  81 . . . 

MIL  S-34771A 

DM 

19  Aug 

75 

MO  MS  03 

6515 

Sound  Chambers  And  Cuff,  Blood  Pressure.  Conductive  Validated  Feb  82  . 

MIL  S-37123A 

DM 

27  Sep 

76 

MDMS  03 

4515 

Sound,  Urethrol,  Curved.  Von-buren . 

A.A-50990 

/MB 

04  Oct 

85 

MDMS  03 

4515 

Sounds,  Urethral  (Curved,  Lefort)  Validated  Feb  82  . 

GG  S-571 

/DM 

26  Feb 

54 

MO  MS  03 

6515 

Sounds,  Urethral  (Curved.  Lefort)  Validated  Feb  82  . . 

GG  5-00571 A 

/DM 

23  Moy  67 

MDMS  03 

6515 

Spotula,  Brain,  Davis,  Malleable,  7  Inch . . . 

A.A-5I229 

/MB 

10  Dec 

85 

MDMS  03 

6515 

Speculum  Set.  Ear  Validated  Feb  82 . 

GG  S-405 

*DM 

29  Aug 

60 

MDMS  03 

6515 

Speculum.  Ear  (Boucheron) . . . . . 

A  A  51983 

MB 

22  Moy  87 

MOMS  03 

6515 

Speculum,  Endurohnasol..... . . . 

A  A.53523 

/MB 

17  Jun 

88 

MDMS  03 

6515 

Speculum,  Eye  (Lancaster) . . . . . . . 

A-A.0051905 

MB 

24  Aug 

87 

MDMS  03 

6515 

Speculum,  Eye,  Guyton  Park,  Nonmognetic,  3*1/2  Inch  Vohdoted  Feb  82 . 

MIL  S  36649 

DM 

1 1  Mor 

70 

MDMS  03 

6515 

Speculum,  Eye,  Weeks,  Nonmagnetic,  3  Inch  Validated  Feb  82. . 

MIL-S-3668i 

DM 

18  Jun 

70 

MDMS  03 

6515 

Speculum,  Nasot,  Vienno,  5*3/4  Inch  Validated  Feb  82. . 

MIL  S  37052A 

DM 

19  Dec 

74 

MDMS  03 

6515 

Speculum,  Septum  (Cottle)  . . 

A-A-51702 

MB 

05  Jun 

87 

MDMS  03 

6515 

Speculum,  Voginot,  Plostic  . . . . . 

MII-S-37392A 

MB 

08  Aug 

86 

MDMS  03 

6515 

Speculum,  Voginol  Validated  Jun  84 . 

GG-S604 

•DM 

8  Nov 

60 

MDMS  03 

6515 

Sphygmomonometer,  Aneroid  And  Mercuriol  Validated  Jun  84 . 

GG-S-618D 

/DM 

30  Jun 

78 

MOMS  03 

6515 

Spirometer,  Pvrtoble,  5.0  Liter  Validated  Feb  82  . 

MIL-S37227 

DM 

17  Jon 

76 

MDMS  03 

4515 

Sphng,  Troction  extrication  . . . 

A-A0053192 

MB 

16  Sep 

87 

MDMS  03 

6515 

Splint  Attochment,  Leg,  Pearson  Validated  Jun  81 .  . 

MILS-36132 

DM 

16  Nov 

62 

MDMS  03 

6515 

Splint  Support  And  Footrest,  Leg  Validated  jun  84  . 

Mll-S-36197 

DM 

05  Moy  64 

MDMS  03 

4515 

Splint,  All  Purpose.  E  . . 

AA-53537 

/MB 

22  Jun 

88 

MDMS  03 

6515 

Sptint,  Arm  And  Splint,  Leg  (Pneumotic) . 

A-A-5130a 

MB 

12  Mor 

86 

MDMS  03 

6515 

Splint,  Finger  . 

A-A  53386 

MB 

12  Feb 

88 

MDMS  03 

6515 

Splint.  Finger.  Aluminum  Val-dated  Feb  82 . 

MtL.S-37222 

INT  AMD  1  (DM) 

DM 

31  Jul 

75 

MDMS  03 

4515 

Splint,  Hand  (Cock  Up  Wrist) . 

A-A-53456 

MB 

12  Apr 

88 

MDMS  03 

4515 

Splint,  Hand  (Moson  ollen) . 

A.A-S1550 

MB 

14  Jul 

86 

MDMS  03 

6515 

Splint,  Hond,  Moson  alien.  Aluminum  Validated  Jun  64  REV-MB . 

MII-S-36315A 

DM 

23  Aug 

78 

MDMS  03 

4515 

Splint,  Leg,  (Traction)  . . . 

AA-53511 

/MB 

01  Jun 

88 

MDMS  03 

6515 

Sptint,  Leg.  Pneumatic.  Adult,  Wrop  oround.  Hook  And  Cord  Closure  Validated 

MIL-S-37581 

DM 

09  Sep 

77 

MDMS  03 

Jun  84 

6515 

Splint,  Leg.  Thomas,  Hoff  ring  Validated  Feb  82 . 

MII-S-34040A 

DM 

10  Dec 

75 

MDMS  03 

6515 

Splint,  Nosol  (Brown  Style) .  . . 

A-A-53077 

MB 

22  Jul 

87 

MDMS  03 

6515 

Splint,  Nosol  (Large,  Brown) . 

A-A.0051903 

MB 

13  Apr 

87 

MDMS  03 

6515 

Splint,  Pneumotic,  Adult,  Slip*on  Validated  Jun  84  . 

MII.S-37499A 

DM 

21  Dec 

76 

MD  MS  03 

6515 

Splint,  Pneumatic,  Adult,  Zipper  Closure  Validated  Feb  82  ... .  . 

MIL-5  37025  (2) 

DM 

24  Moy  76 

MD  MS  03 

6515 

Splint,  Traction  extricotion . ..  ..  . 

A-A-53192A 

MB 

22  Jon 

88 

MDMS  03 

6515 

Splint,  Wire,  Ladder  Validated  Feb  82  .  . 

GG-S-636B  (1) 

/DM 

04  Oct 

57 

MD  MS  03 

6515 

Splint,  Wood  Validated  Jun  84 . 

GGS-621C 

/DM 

14  Jul 

77 

MD  MS  03 

6515 

Splint,  Wrap  Around  Validated  Jun  84  REV  MB  . 

Mll*5'36524A 

DM 

27  Sep 

78 

MD  MS  03 

6515 

Sponge,  Scierol,  Silicone  (Lmcoff)  . 

A  A  53773 

MB 

01  Dec 

88 

MD  ms  03 

6515 

Spreader.  Bone,  Pediatric  (Baby  Inge) .  ..  .. 

A  A  0053014 

MB 

08  Sep 

87 

MD  MS  03 

6515 

Stopic  Unit,  Surgicol  (End  to  end  Anastomosis)  .  ..  . 

A-A  53518 

MB 

C3  Jun 

88 

MD  MS  03 

4515 

Stople,  Bone  Fixotion . . 

A-A  0053022 

MB 

25  Jun 

87 

MD  MS  03 

6515 

Stapler,  Skin,  Surgicol  (Disposable) . 

A-A  53535 

/MB 

77  Jun 

88 

moms  03 

6515 

Steel,  Stolnless,  Billet,  Bur,  And  Wire  For  Sur^gicaf  Instruments  •  28  Sept  1984  . 

ASTM  F899.84 

MB 

15  Oct 

85 

MD  MS  03 

6515 

Steriliier.  Surgicol  Instrument  (RepiaccJ  ®y  A  A  50899)  Validated  Jun  8l  ...  . 

MIL  S  36334A 

MB 

20  Apr 

73 

MD  MS  03 

6515 

Stethoscope  Validated  Ft.*  '2  .  ,  . . 

GG  S-757A 

/DM 

6  Aug 

58 

MD  MS  03 

6515 

Stethoscope,  Combination  Type,  Lightweight  Validated  Aug  88 

MIL  S  36588A 
NOTICE  1 

DM 

22  Aug 

88 

MD  MS  03 

6515 

Stethoscope,  Delee  hillis  Validated  Aug  88  ..  .  . 

MIL-S  36362 

NOTICE  1 

DM 

22  Aug 

88 

MD  MS  03 

oi 

Stemoscope,  tsophogeoi  iUisposoOie, 

A  A  0051706 

MB 

07  Oct 

86 

MDMS  03 

6515 

Stockings,  /  *i  embolism  ,  ,  .  ....  . 

A  A-30066 

/DP 

24  Feb 

83 

MDMS 

6515 

Stone  Disfodger,  Cystoscope.  Rodiopogue  (Davis).. . . .  .... 

A  A  53775 

MB 

01  Dec 

88 

MOMS  03 

4515 

Stopcock,  Arterlol  venous  Pressure  Monitoring  (One*woy)  .  .... 

A  A  51694 

/MB 

29  Sep 

86 

MOMS  03 

6515 

Stopcock,  fntrovenous  Theropy,  3  Woy,  Plastic.  Ayer  Type  Validated  Jun  84 

MIL-5  37813A 

DM 

25  Jul 

78 

MD  MS  03  DM 

REV  M8 

6515 

Stopcock.  Introvenous  Theropy,  3  Way,  Plastic  Validated  Jun  84 . 

Mll-S-37434 

DM 

19  Aug 

76 

MOMS  03 

6515 

Stopcock,  Introvenous  Theropy,  3  WAY,  Plostic,  Disposoble  Validated  Feb  82  . 

MU  S  37174 

DM 

23  Sep 

75 

MOMS  03 

6515 

Stopcock,  Surgicol  Syringe,  One  Woy  Validated  Feb  82  .  .  ... 

MIL-S  37119 

DM 

08  May 

75 

MDMS  03 

6515 

Stopcock.  Surgicol  S/ringe.  One  Way,  Tubing  Attachment  Validated  Feb  82 

MU  S-37I2I 

DM 

08  Moy 

75 

MOMS  03 

6515 

Stopcock,  Surgicol  Syringe,  Three  Woy,  Ayer  Validated  Feb  82  .  . 

MU  S-37122 

Dm 

08  May 

75 

MOMS  03 

6515 

Strop,  Splint  Validated  Jun  81  .  .  ,  ..... 

MIL  S  36042 

DM 

11  Jon 

61 

MOMS  03 

6515 

Stripper,  Blood  Bog  Tubmg,  Roller  Typ«-  Validated  Jun  64  .  . 

MIL-S-36881 

DM 

14  Jui 

72 

MDMS  03 

6515 

Suction  And  Pressure  Apporotus.  Electric  'For  Medicol  Use) . 

GG  S  795 

: 

21  Jon 

51 

703 


FSC  LISTING 
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CUSTODIAN 

6515 

Suction  And  Presture  Apporotus.  Surgicot.  Explosion*proo(.  Portable,  Field 

MII.S-36438C 

DM 

12  Nov 

76 

MO  MS 

03 

Validated  Jun  64 

6515 

Suction  And  Preisure  Apporofut.  Surgicol,  Explotion-proof,  Double  Compretior. 

GGS'00795B 

/DM 

29  Moy 

73 

MD  MS 

03 

Mobile,  115  Vot),  60  Cycle,  Ac  {Wdh  Ether  Voporizer)  Validated  Feb  82 

6515 

Suction  And  Presiure  Apporotus,  Surgicol,  Explotion*proof.  Single  Compreisor, 

GGS-001090A 

/DM 

18  Moy 

73 

MD  MS 

03 

Mobile,  110  Volt,  60  Cycle,  Ac,  (For  Eor,  Nose  And  Throot  Procedures) 

Validated  Feb  82 

6515 

Suction  Apporotus,  Surgicol,  Automotic,  Thermotic,  Porloble,  1 10  Volt,  Ac^dc 

MIL-S-36299 

DM 

12  Ocl 

64 

MD  MS 

03 

Validated  Jun  81 

6515 

Suction  Apporotus,  Surgical,  Automotic.  Thermotic,  Mobile,  1 10  Volt,  Ac*dc 

GG-S00800 

/DM 

19F«b 

65 

MO  MS 

03 

Validated  Feb  82 

6515 

Suction  Apporotus,  Surgicol  Validated  Feb  62 . 

MII-S-370U 

DM 

24  Apr 

75 

MD  MS 

03 

6515 

Suction  Apporotus,  Surgicol . 

A-A-51366 

MB 

31  Mor 

86 

MD  MS 

03 

6515 

Suction  Apporotus,  Surgicot . . . 

AA-53459 

MB 

15  Otc 

88 

MD  MS 

03 

6515 

Suction  Set,  Trocheol  . 

AA-51463 

MB 

06  Jun 

86 

MD  MS 

03 

6515 

Suction  Set,  Trocheol  . 

A-A-30072A 

t 

18  Jon 

85 

6515 

Support,  Arch  Validated  Jun  64 . 

MIL-S-3327A 

DM 

27  D,c 

76 

MD  MS 

03 

6515 

Support,  Bock,  Etoslic  . 

AA-53503 

/MB 

17  Jun 

88 

MD  MS 

03 

6515 

Support,  Cervicot .  . 

AA-53497 

/M» 

17  Jun 

86 

MD  MS 

03 

6515 

Support,  Cervicol . 

A-A-53096 

MB 

31  Aug 

87 

MOMS 

03 

6515 

Support,  Cervicol,  Medium  .  . . 

A.A-5C350 

*MB 

23  Aug 

82 

MD  MS 

03 

6515 

Support,  Cervical,  Medium  Size  (Jaw  Cut*out)  Valiaatca  Feb  69 . 

A-A-50868 

/MB 

10  F,b 

89 

MO  MS 

03 

NOTICE  1 

6515 

Support.  Knee  ...  ...  . . 

A.A-51452A 

/MB 

22  Aug 

86 

MD  MS 

03 

6515 

Support,  Knee  ..  . . .  . 

A'A-51528A 

/MB 

30  Jon 

87 

MD  MS 

03 

6515 

Support,  leg  Calf,  Elastic,  Seomless  Validated  Feb  62 . 

MIL-S-37033 

DM 

28  Fob 

74 

MD  MS 

03 

6515 

Support.  Leg  Calf,  Elastic,  Seamless  Validated  Jun  64  . 

MIL-S-36830 

DM 

03  Apr 

72 

MD  MS 

03 

6515 

Surgical  Implants,  Metallic,  Surface  Preporotions  &  Marking  Of  •  26  Mor  76 

ASTM  F8676 

DM 

29  Jon 

79 

MOMS 

03 

REV-MB 

6515 

Surgicol  Kit,  Orthopedic  . . . . . 

Mll-S-37972 

MB 

29  Dtc 

86 

MD  MS 

03 

6515 

Surgicol  Pack,  Disposable  (Wound  Closure)  . 

A  A-51780 

/MB 

12  Jon 

87 

MD  MS 

03 

6515 

Suture  Clip  Kit,  Automotic  Validated  Aug  66 . . . 

Mll-S'36S08 

DM 

22  Aug 

68 

MD  MS 

03 

NOTICE  1 

6515 

Suture  Remov<^t  Kit,  Disposable,  Stenlesuture  Removol  Kit,  Disposable, 

MIL-S-36957  (1) 

DM 

11  Moy 

73 

MD  MS 

03 

STEilllE230373  Validated  Jun  81 

6515 

Suture,  Absorboble,  Surgicol  (Polyglycolic  Acid) . 

A.A.5ie72 

MB 

18  Mor 

87 

MD  MS 

03 

6515 

Suture,  Absorboble,  Surgicol  (  Glycollde*  Loctide  Copolymer) . 

A-A-516I2A 

/M8 

12  Mor 

87 

MDMS 

03 

6515 

Suture,  Absorboble,  Surgicol  (Gut)  Validated  Oet  88  REV<MD  MS  03 . 

GG-S-00612C 

/MB 

20  Oct 

88 

MD  MS 

03  DM 

NOTICE  1 

6515 

Suture,  Nonobsorboble,  Surgicol,  Silk,  Braided,  Without  Needle  Validated  Feb 

Mll-S-37128 

DM 

05  Moy 

75 

MD  MS 

03 

6515 

Suture,  Nonobsorboble,  Surgical  (Nonmetollic)  Validated  Feb  62 . 

GG-S-816A  (1) 

/DM 

17  D*c 

51 

MD  MS 

03 

6515 

Suture,  Nonobsorboble,  Surgicol  (Nonmetollic)  Validated  Jun  64 . 

GG.S4)0816C  (2) 

/DM 

05  Nov 

69 

MD  MS 

03 

6515 

Suture.  Nonobsorboble,  Surgicol  Polypropylene,  Monofiloment,  Single  Armed  .... 

A-A-51410 

MB 

16  Apr 

86 

MD  MS 

03 

6515 

Swob,  Culture  (Calcium  Alginate  Wool  Tipped)  . . . . . . . 

A.A-53057 

MB 

13  Jul 

87 

6515 

Swob,  Culture  (Calcium  Alginote)  . . . . . 

AA-53150 

MB 

25  Aug 

87 

MD  MS 

03 

6515 

Swob,  Culture,  Calcium  Alginote  Validated  Jun  64 . . . . . 

MIL'S-36860 

DM 

05  Jul 

72 

MO  MS 

03 

6515 

Swob,  Proctosigmoidoscopic  Tip,  (Non.stenle,  500$)  . . . . 

A-A-51025 

MB 

03  Ocl 

85 

MD  MS 

03 

6515 

Syringe  &  Needle,  Hypodermic,  Oisposoble . . . 

A  A-53644 

/MB 

12  Aug 

88 

MD  MS 

03 

6515 

Syringe  &  Needle  Hypodermic,  Disposable,  U«1(X}  Insulin . . . . . 

A-A-0051514A 

/MB 

16  Ocl 

86 

MD  MS 

03 

6515 

Syringe  And  Connulo,  Loryngeol,  lukens  Validated  Jun  61 . 

MIL  S-36102 

DM 

07  Stp 

61 

MD  MS 

03 

6515 

Syringe  And  Hypodermic  Needle,  Oisposoble.  Sterile . 

GGS-00945D 

t 

21  Moy 

69 

6515 

Syringe  And  Needle,  Disposable,  Hypodermic,  Sterile,  Single  Injection . 

GG  S'945A 

t 

4  D« 

59 

6515 

Syringe.  Anterior  Chamber  Irrigating,  Gloss  Nozzle  Validated  Jun  84 . 

MIL'5-36663 

DM 

30  Mor 

70 

MD  MS 

03 

6515 

Syringe,  Aspirating  . . . . . 

A-A-0053103 

MB 

30  Jul 

87 

MD  MS 

03 

6515 

Syringe,  Cartridge,  Thumb  Rest  Handle  Validated  Aug  68 . 

MIL-S'36532 

DM 

22  Aug 

88 

MD  MS 

03 

NOTICE  1 

6515 

Syringe,  Cortridge  (Medicol,  Plostic) . . 

AA0051990 

MB 

29  Moy 

87 

MD  MS 

03 

6515 

Syringe,  Cartridge,  Aspirating,  Thumb  Ring  Hor>dle  Validated  Jun  84  REV.MB.... 

MIL-S-37607 

DM 

29  Aug 

77 

MD  MS 

03 

6515 

Syringe.  Fluid  Dispensing,  10  ML  (Phormaceuticol) . 

A-A-51636 

MB 

05  Moy 

87 

MD  MS 

03 

6515 

Syringe,  Gloss,  With  Bulb  Validated  Feb  62 . . . . . 

GGS-931  (1) 

/DM 

16  Jon 

50 

MDMS 

03 

6515 

Syringe,  Hypodermic,  Oisposoble,  Allergy  Validated  Feb  82 . . . 

MIL.S-37072 

DM 

15  Jul 

74 

MD  MS 

03 

6515 

Syringe,  Hypodermic.l  Uer*slip,  Disposable  . . . . . . . . . 

A-A-53803 

MB 

06  Jon 

89 

MD  MS 

03 

6515 

Syringe,  Hypodermic  luer*lock,  Disposable  . . . . . . . . 

AA.53796 

MB 

27  Dtc 

88 

MDMS 

03 

6515 

Syringe,  Irrigoting,  Eor  And  Ulcer,  Plastic,  Disposable  Validated  Jun  84 . 

MIL-S-37845 

DM 

17  Ocl 

77 

DM 

6515 

Syringe,  Irrigoting  (Eor  And  Ulcer)  . 

A-A-5150e 

MB 

27  Apr 

87 

MO  MS 

03 

6515 

Syringe,  Irrigating,  Surgicol,  Cotheter  Tip,  Disposable,  50  Cc  (2  F).  Oz.) 

MIL  S-36876A 

DM 

30  Sep 

77 

MDMS 

03  DM 

Validated  Jun  84  REV.MB 

6515 

Syringe,  Irrigoting  (rlosiic;  ......  .  . . . . . . . . 

A  A  30102 

t 

v7  Ctt 

S3 

6515 

Syringe,  Luer,  (Alhgloss)  Validated  Feb  82 . 

GGS-921B 

/DM 

7  Aug 

58 

MD  Mb 

03 

6515 

Syringe,  Metol,  Eor  Validated  Jun  84 . 

GG'S-00928C 

/DM 

16  Ftb 

71 

MO  MS 

03 

6515 

Syringes  (And  Needles),  Hypodermic,  Oisposoble  Validated  Jun  84 . 

Mll-S'36157E  (1) 

DM 

30  Dec 

77 

MDMS 

03 

6515 

Syringes,  Hypodermic,  Needle  Lock,  Gloss,  3  Ml  (Cc)  Validated  Jun  84 . 

GG'S-935A 

^OM 

16  Jun 

77 

MDMS 

03 

6515 

Syrings,  Irrigoting  (Surgicoi,  Borrel  &  Plunger  Type,  Disposable) . . . 

A-A.S3829 

MB 

17  Feb 

89 

MDMS 

03 

6515 

Tontolum,  Unolloyed,  For  Surgicol  Implont  Applicotions  •  31  Mor  1978  . 

ASTM  F560-78 

/MB 

19  Sep 

86 

MD  MS 

03 

6515 

Tope,  Meosuring,  Surgicol . . . . . 

A-A-51270 

/MB 

11  Dec 

85 

MDMS 

03 

6515 

Te*i . 

AA-90000 

MB 

30  Dec 

88 

6515 

Test  Goge,  Tourniquet . 

AA.53117 

MB 

05  Aug 

87 

MOMS 

03 

6515 

Test  Set,  Audiometer  Colibrotion,  Portable . 

A-A.53835 

MB 

28  Ftb 

89 

MDMS 

03 

6515 

Test  Set,  Bmoculor  Vision  (Worth)  Validated  Feb  82 . . 

MIL-T-36093A 

DM 

03  Apr 

63 

MDMS 

03 

6515 

Thermometer,  Clinical,  Humon  (Subnormol . 

A-A-53827 

MB 

21  Ftb 

89 

MOMS 

03 

6515 

Thermometer,  CImicol,  Humon . . . 

A-A.51709 

/MB 

31  Ocl 

86 

MOMS 

03 

6515 

Thermometer,  CImicol,  Hunson  (Electronic,  Battery  Powered) . . . . 

AA-53656 

/MB 

19  Aug 

88 

MD  MS 

03 

704 
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6515 

Thtrmomtter,  Clintcoi,  Vttennory  . 

A-A-53345 

• 

15  Jon 

88 

MD  MS 

03 

6515 

Th*rmomtt«r.  Stlf-tndicoting,  Mercury  In  Glass,  (Fever)  Validated  fe6  62 . 

GG-T-311A 

/DM 

2  Sep 

53 

MD  MS 

03 

6515 

Thermometer,  Self-indicoting,  Mercury  In  Gloss  (Fever)  Validated  Fe6  $2. . 

GG  T-00311B  (1) 

/DM 

29  Jul 

70 

MD  MS 

03 

6515 

Thermometers,  Clinical,  (Moximum  SeK  Registering,  Mercury  •  In  •  Ghiss)  •  29 

ASTM  E667-S6 

MB 

22  Aug 

88 

MD  MS 

03 

Aug  1986 

NOTICE  1 

6515 

Tip  Assortment,  Uterine  Connula,  Plastic,  Disposoble  Volideftd  Aug  88 . 

MIL-T-36236 

DM 

22  Aug 

88 

MD  MS 

03 

NOTICE  1 

6515 

Tips,  Cone  And  Crutch . . . 

A-A-30081A 

« 

19  F»b 

85 

6515 

Tire,  Retinol  Implant,  (Silicone) . 

A-A-51951 

MB 

28  Apr 

87 

MO  MS 

03 

6515 

Tonometer,  Ophtholmologicol  . 

GG-T-565B 

/DM 

19  Nov 

86 

MD  MS 

03 

6515 

Tourniquet,  Non-pneumatic  . 

A-A  53586 

/MB 

29  Jul 

88 

MO  MS 

03 

6515 

Tourniquet,  Nonpneumatic,  Comoufloged,  10/2  By  42  Inches  VaHdotfd  f»b  82  . 

MIL-T-36045 

DM 

03  Moy 

61 

MD  MS 

03 

6515 

Tourniquet,  Pneumatic  Validated  Jun  61  . 

MIL-T-16652 

DM 

1  Dec 

51 

MD  MS 

03 

6515 

Trocheol  Tube  Connectors  And  Adopters,  American  Nationoi  Stondord  For  •  19 

ANSI  279  2  76 

/MB 

19  Sap 

86 

MD  MS 

03 

Nov  1976 

6515 

Tracheostomy  Kit,  Emergency,  Sterile  . 

A-A  51 115 

/MB 

15  Jon 

86 

MD  MS 

03 

6515 

Tronscervical  Intrauterine  Kit . 

A  A-0053145 

MB 

05  Oct 

87 

MD  MS 

03 

6515 

Tronsfer  Set,  Introvenous  Solution  (Non-VENTED,  27  Inches) . 

A.A.0051974 

MB 

29  May 

87 

MD  MS 

03 

6515 

Trimmer,  Animol  Toenoil  . . . . . . 

A-A-51054 

/MB 

09  Oct 

85 

MD  MS 

03 

6515 

Trocor,  Cookley,  Antrum  Validated  Feb  82 . 

MIL-T-36813A 

DM 

18  Mar 

76 

MD  MS 

03 

6515 

Trousers,  Pneumatic,  Anti'Shock,  Universal  Size,  Blue  Validated  Jun  64 . 

MILT-37742 

DM 

28  Mar 

78 

DM 

6515 

Tube  And  Syringe,  Stomoch  Validated  Jun  84  REV-MB . 

M'LT-37104A 

DM 

06  Jul 

78 

MD  MS 

03 

6515 

Tube,  Coiled,  Blood  Worming,  (Sterile) . . . 

A-A-509B9 

/MB 

03  Oct 

85 

MOMS 

03  DM 

6515 

Tube,  Colon,  Surgical  (Oisposobte)  . . . . . 

A-A-51408 

/MB 

15  Apr 

86 

MOMS 

03 

6515 

Tube,  Connecting,  Generol  Purpose . 

A.A-30101 

t 

07  Oct 

83 

6515 

Tube,  Connecting,  Syringe  And  Needle,  Disposoble  (With  Two  Iniecfion  Sites) 

MIL-T-36192A  (4) 

MB 

12  Oct 

88 

MD  MS 

03 

Validated  Oct  88 

NOTICE  1 

6515 

Tube,  Connecting,  Syringe  And  Needle  Validated  Jun  81 . 

MIL-T-36685  (1) 

DM 

02  Moy 

73 

MD  MS 

03 

6515 

Tube,  Connecting,  Surgical  Apparatus,  Gloss  Validated  Jun  84. . 

MIL-T-36055 

DM 

24  May 

61 

MD  MS 

03 

6515 

Tube,  Drainage  (T-tube,  Eor)  . 

A-A-53410 

MB 

21  Mar 

88 

MD  MS 

03 

6515 

Tube,  Oroinagc,  Surgical,  Plastic,  Urologicol,  Disposoble,  9/32  Inch  Validated 

MIL-T-36331A 

DM 

25  Jun 

71 

MD  MS 

03 

Jun  84 

6515 

Tube,  Dromoge,  Surgicol,  Thoracic  . 

AA-51409 

MB 

16  Apr 

86 

MD  MS 

03 

6515 

Tube,  Drainage,  Surgical,  Thoracic,  Plostic,  Rodiopoque,  Sterile,  Disposoble 

MIL-T-36589B 

DM 

27  Apr 

76 

MD  MS 

03 

Validated  Feb  82 

6515 

Tube,  Droinoge,  Surgical,  Thoracic,  Plastic,  Radiopaque,  Stroight,dtsposoble.  26 

A-A-51455 

MB 

20  Moy 

86 

MO  MS 

03 

Fr,,  10  S 

6515 

Tube,  Drainage,  Surgical  (Penrose)  . 

A-A-51446 

MB 

12  Moy 

86 

MS 

03  DM 

6515 

Tube,  Drainage,  Surgicol  (Rubber  Penrose  Type) . 

A-A  50909A 

/M8 

08  Oct 

85 

MD 

03 

6515 

Tube,  Duodenol,  Surgical  Rodiopoque,  Contor,  16  Fr.  Validated  Jun  84  . 

MIL-T  36692B 

DM 

29  Sap 

77 

MD  MS 

03 

6515 

Tube,  Duodenol,  Surgicol,  (Rehluss)  Validated  Feb  82 . 

GG-T.750 

/DM 

4  Mor 

58 

MOMS 

03 

6515 

Tube,  Duodenol,  Surgicol,  Rehfuss  Validated  Feb  82  . 

GGT.00750A 

/DM 

22  Jun 

70 

MD  MS 

03 

6515 

Tube,  Duodenol,  Surgicol,  Plastic,  Radiopaque,  Disposable,  Miller-obbott 

MIL-T.36655 

DM 

16  Apr 

70 

MD  MS 

03 

Validated  Feb  82 

6515 

Tube,  Endotrocheol,  Mogill  Validated  Jun  84 . 

MILT-36145A 

DM 

16  Oct 

63 

MD  MS 

03 

6515 

Tube,  Endotrocheol,  Murphy,  Plastic,  Disposable  Validated  Jun  84  . 

MII.T-37133A 

DM 

29  Sap 

77 

MD  MS 

03 

6515 

Tube,  Extension,  Injection  Set . 

MIL-T-36573B 

MB 

22  Jul 

87 

MD  MS 

03 

6515 

Tube,  Feeding  (Enterol,  12  French)  . 

A-A-53197 

MB 

30  Sep 

88 

MD  MS 

03 

6515 

Tube,  Hypodermic  Needle  Protecting  Validated  Jun  84 .  . 

DD-T-733 

♦DM 

30  Aug 

60 

MD  MS 

03 

6515 

Tube,  Inhaler  . 

A-A  0051906 

MB 

07  Apr 

87 

MD  MS 

03 

6515 

Tube,  Inhaler  (Oxygen)  ...  . . . 

A-A-30109 

t 

02  Fab 

84 

6515 

Tube,  Nosol  Feeding,  Surgical  ...  . 

AA0030125 

/MB 

28  Jan 

87 

MD  MS 

03 

6515 

Tube,  Nosol  Feeding,  Surgical,  Infant  Disposoble  Validated  Jun  84  REV-MB . 

MIL-T-36368A 

DM 

30  Sep 

77 

MD  MS 

03 

6515 

Tube,  Stomach,  Surgical  (levin) .  . 

A-A-0051961 

MB 

29  May 

87 

MD  MS 

03 

6515 

Tube,  Stomoch.  Surgical,  Plastir  Radiopaque,  Levin  Validated  Jun  81  . 

MIL-T-36612  (2) 

DM 

06  Apr 

74 

MD  MS 

03 

6515 

Tube,  Stomoch,  Surgical.  Plaific,  Rodiopoque,  Solem  . 

A  A-51089A 

^M8 

26  Aug 

88 

MOMS 

03 

6515 

Tube,  Stomoch,  Surgicol,  Silicone,  Solem,  Disposoble 

AA-51053 

/MB 

07  Oct 

85 

MD  MS 

03 

6515 

Tube,  Suction,  Surgicol,  Sterile  .  .  . 

A-A5C-.‘5 

/MB 

21  Jan 

85 

MD  MS 

03 

6515 

Tube.  Suction,  Surgical  . . . 

A-A-53382 

MB 

09  Fab 

88 

MD  MS 

03  DM 

6515 

Tube,  Suction,  Surgicol  Rhoton  Merz.  Stroight  Tip  .  . 

A-A  51065 

/MB 

10  Oct 

85 

MD  MS 

03 

6515 

Tube,  Trocheol  (Pediatric,  Murphy)  . 

A  A-0053230 

MB 

28  Sep 

87 

MO  MS 

03 

6515 

Tube,  Trocheol,  Mogill  .  . 

A-A  51507 

/MB 

23  Jun 

86 

MD  MS 

03 

6515 

Tube,  Trocheostomy,  Disposable  (Low  Pressurecuff,  Shiley)  .  ... 

A-A-5it54A 

MB 

20  May 

87 

MD  MS 

03 

6515 

Tube,  Trocheostomy,  Disposoble,  Shiley  ...  . 

A-A-005t654 

/MB 

18  Sap 

86 

MD  MS 

03 

6515 

Tube.and  Syringe,  Stomach  (Adult,  Lovage,  Ediich,  Disposoble,  34  Fr) . 

A-A  53078 

MB 

16  Jul 

87 

MD  MS 

03 

6515 

Tubes,  Breothing,  AMERICAN  National  Stondord  .or  •  11  Feb  1975..  .. 

ANSI  279.6-75 

MB 

25  Apr 

86 

MD  MS 

03 

6515 

Tubes,  Stomoch,  Surgicol  Formerly  Tubes,  lovoge  And  Stomoch  S/s 

22-T  79 IB 

/MB 

7  May 

58 

MO  MS 

03 

BYA  A-51779  Validated  Feb  82 

6515 

Tubes,  Trogheoi,  Anesthetic  Equipment,  Standard  For  •  14  Dec  1982 

ANSI  279  14  83 

MB 

20  Nov 

85 

MDMS 

03 

6515 

Tubing,  Surgicol  PLASTIC,  16  Inch  Inside  Diameter.  . . . 

A-A-51397 

MB 

11  Apr 

86 

MD  Mb 

03 

6515 

Tubing,  Surgicol  (Plastic) .  .  . 

A-A  51439 

YD 

09  May 

86 

MS 

03  DM 

6515 

Tuning  Fork  Set  Validated  Aug  88  .  .  . . 

MIL-T  36184A 

DM 

22  Aug 

88 

MD  MS 

03 

NOT't.E  1 

6515 

Volve,  Surgicol  Dram,  Chest  Heimlich  Disposoble  Validated  Aug  88 . 

MIL-V-36535A 

DM 

22  Aug 

88 

MD  MS 

03 

NOTICE  1 

6515 

Vosculor  Croft,  Prostheses,  Stondord  For  7JUL  86 . .  .  . . 

AAMIV  P20-88 

MB 

07  Jul 

86 

MDMS 

03 

6515 

Vest  Assembly,  Troction  Apportus  . 

A  A  53690 

/MB 

15  Sep 

88 

MD  MS 

03 

6515 

Wax,  Bone  Validated  Jun  81 

MIL.V7  36795  (2) 

DM 

01  Nov 

73 

MD  MS 

03 

6515 

Wire  Cutter,  Ear  (Guilford  . 

A  A  53143 

MB 

21  Aug 

87 

MDMS 

03 

6515 

Wire  Snore,  No  24  Stubs  Wire  Goge,  Corbon  Steel 

A  A  51482 

/MB 

13  Jun 

86 

MDMS 

03 

6515 

Wire,  Electrode,  Potient . . . 

A  A51390A 

/MB 

22  Aug 

86 

MD  MS 

03 

6520 

Abrosive  Poste,  Oenlol  Validated  Feb  62  .  .  ... 

P  A86A 

/DM 

14  Aug 

57 

MD  MS 

03 

6520 

Abrosive  Poste,  Dentol  Validated  Jun  64  .  . 

PA  00868 

/DM 

17  Nov 

70 

MOMS 

03 
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6520 

Abroiive,  Oento!,  Power  Volidafed  Jun  84  .  . 

M1L-A-36826A 

DM 

15  Aug 

78 

MDMS 

03 

6570 

Abrasive,  Oenlo!  (Stick  Form,  Silicon  Carbide)  .  . 

A-A-53654 

/MB 

19  Aug 

88 

MD  MS 

03 

6520 

Adhesive,  Impression  Moteriol,  Dentoi  (Rubber  Bose)  . 

A-A-53385 

MB 

12  Feb 

88 

MD  MS 

03 

6520 

Alginate  Compound  Solution,  Dentoi...  . . 

A  A-53563 

/MB 

15  Jul 

88 

MD  MS 

03 

6520 

Alloy  For  Dentoi  Amolgom  -  Feb  80  . 

ADA  1-80 

DM 

10  Jul 

81 

MD  MS 

03 

6520 

Articulator,  Dental  Validated  Feb  82....... . . . . 

GC-A-684 

/DM 

22  May 

47 

MD  MS 

03 

6520 

Articulator,  Dental  (Semi<ad|UStoble,  Arcon  Style)  &  Plate,  Mounting.  Dentoi 

A.A-53271 

MB 

30  Nov 

87 

MD  MS 

03 

Articulator 

6520 

Articulotor,  Dentoi  (Plain  Line,  Linguol  Access  Design) . 

A.A-53381 

* 

22  Feb 

88 

MDMS 

03 

6520 

Articulotor,  Dentoi  Validated  Feb  82  . . 

GG-A  00684A 

/DM 

16  Oct 

68 

MDMS 

03 

6520 

Bog,  Dental  Prosthesis,  Plostic . . . 

MIL'B-36528A 

DM 

30  May 

86 

MD  MS 

03 

6520 

Bond  Set,  Motnx,  Dentoi,  Strip,  Motrix  Dentoi,  And  Band,  Motrix,  Dental 

GGBMC 

/DM 

10  Ocl 

62 

MD  MS 

03 

Validated  Jun  64 

6520 

Bond,  Abrasive  (Silicon-corbide),  For  Dental  Lathes  Validated  Feb  62  . 

GG  8  898 

/DM 

4  Mar 

58 

MD  MS 

03 

6520 

Band.  Abrasive,  (Silicon  Carbide)  Validated  Feb  62 .  . 

GG  8  0089C 

/DM 

09  Mor 

67 

MD  MS 

03 

6520 

Band,  Copper,  Dentoi  . . . 

A-A.50987 

MB 

02  Aug 

85 

MD  MS 

03 

6520 

Bond,  Copper,  Dentoi  (Replaced  By  A-o  50967)  Validated  Jun  81  . 

RR-B-96B 

/DM 

18  Jul 

57 

MD  MS 

03 

6520 

Bond,  Ligoture,  Dentoi,  Rubber  Validated  Jun  64 . 

ZZ-8.117A 

/DM 

4  Sep 

58 

MD  MS 

03 

6520 

Bond,  ligoture,  Dentoi,  Rubber  Validated  Feb  62 . 

ZZ-8  001178 

/DM 

12  Jon 

71 

MDMS 

03 

6520 

Bond,  Motrix,  Dental  (Contoured) . 

AA-51750 

MB 

02  Jun 

87 

MDMS 

03 

6520 

fioseplote,  Dentoi  Validated  Feb  82 . 

GG8-I20A 

/DM 

20  Sep 

56 

MDMS 

03 

6520 

Bosepiote,  Dentoi  Validated  Feb  82. . 

GG'8001208 

/DM 

16  Apr 

69 

MD  MS 

03 

6520 

Both,  Woter,  Dentoi  Impression  Moteriol,  Low  Temperoture  Validated  Jun  84 

MIL-B-37295A 

DM 

17  Aug 

78 

MD  MS 

03 

REV-MB 

6520 

Both,  Woter,  Dentoi  Impression  Compound  R£V>MD  MS  03 . 

GG8-140D 

/DM 

10  Nov 

86 

MDMS 

03  MB 

6520 

Both,  Water,  Dental  Impression  Compound,  Thermostatically  Controlled 

GG.8-0OU0C 

/DM 

17  Sep 

70 

MD  MS 

03 

Validated  Jun  84 

6520 

Both,  Water,  Dental  Impression  Material,  Low  Temperotire . 

AA.53237 

/MB 

29  Sep 

87 

MD  MS 

03 

6520 

Bender,  Threod-formii.g  Pm,  Dental . 

AA-53233 

/MB 

29  Sep 

87 

MD  MS 

03 

6520 

Blade  &  Frame,  Dentoi  Laboratory  Sow  (Plastic  &  Sypsum  Moteriois)  . 

A'A5U83 

MB 

23  Jun 

86 

MD  MS 

03 

6520 

Blode  And  Frame,  Dental  Loborotory  Sow  (Die  Moteriois)  .. ..  . . . . . 

A51524 

MB 

07  Jul 

86 

MD  MS 

03 

6520 

Blodes  And  Frame,  Dentoi  Loborotory  Sow  Validated  Jun  84 . 

GG-8-406A 

/DM 

28  Jon 

58 

MD  MS 

03 

6520 

Block,  Soldering,  Dentoi  Validated  Feb  82 . 

GG  8-476C 

/DM 

12  Feb 

58 

MD  MS 

03 

6520 

Block,  Soldering,  Dental  Validated  Feb  62 . 

GG-8-0O476D 

/DM 

01  Nov 

72 

MD  MS 

03 

6520 

Block,  Soldering,  Dental . 

AA-51536 

/MB 

21  Jul 

86 

MD  MS 

03 

•6520 

Blowpipe  Outfit,  Acetylene . 

GG'8-511 

t 

31  Jul 

52 

6520 

Blowpipe,  Soldering,  Dentoi  Loborotory  Validated  Jun  84..., . 

GGB-501B 

/DM 

20  Aug 

58 

MD  MS 

03 

6520 

Blowpipe,  Soldering,  Denial  Loborotory . . . 

A-A-53B46 

MB 

13  Mor 

89 

MD  MS 

03 

6520 

Blowpipe,  Soldering,  Dentoi  L  Aborotory  Validated  Feb  62 . 

GG-800501C 

/DM 

19  Jun 

75 

MD  MS 

03 

6520 

Blowtorch,  Alcohol . 

AA.51431 

/MB 

08  Moy 

86 

MD  MS 

03 

6520 

Bowl,  Ploster  Of  Pons  Mixing  Validated  Feb  82 . 

ZZ-8-6)6D 

/DM 

23  Aug 

76 

MD  MS 

03 

6520 

Bowl,  Ploster  Of  Poris  Mixing  . . . 

A-A-50908 

MB 

14  Jun 

85 

MD  MS 

03 

•6520 

Brozing  Alloy,  Gold  Validated  Jun  84... . . . 

00.8-6538 

^DM 

23  Mar 

60 

MDMS 

03 

6520 

Broach.  Pulp  Conol.  Barbed,  Sterile . 

MIL.B.42027 

MB 

29  Ocl 

86 

MD  MS 

03 

6520 

Brooch,  Pulp  Canal,  Barbed,  Dental  Validated  Feb  82 .  . 

GG.B.00686D 

^DM 

07  Jun 

73 

MD  MS 

03 

6520 

Broach,  Root  Canal,  Dentoi  Validated  Feb  82 . . 

GG.B.6S6B 

/DM 

13  Aug 

57 

MDMS 

03 

6520 

Brush,  Bristle,  Dentoi  Handpiece,  Mandrel  Mounted  REV  MD  MS  03  . 

GGB.735B 

/MB 

16  Sep 

85 

MD  MS 

03 

6520 

Brush,  Cleaning,  Dentoi  Suction  Apporatus  Tip  . . . . . . 

AA-51485 

MB 

23  Jun 

86 

MD  MS 

03 

6520 

Brush.  Denture .  . . . . . . . . . . . . . . . . . 

AA-51215 

/MB 

20  Nov 

85 

MD  MS 

03 

6520 

Brush,  Fiber,  Rotary  Wheel  (Dentoi)  . . .  . . 

AA.51027 

MB 

14  Oct 

85 

MDMS 

03 

6520 

Brush,  Fiber,  Rotory  Wheel,  (For  Dentoi  Lathe)  Validated  Feb  82 . 

GG  B.750C 

/DM 

30  Apr 

62 

MD  MS 

03 

6520 

Brush,  Polishing,  Dental  Handpiece  (Screw  Stem) . .  .  . 

AA-53ni 

MB 

17  Aug 

87 

MDMS 

03 

6520 

Brush,  Scratch,  Dental . . . 

AA.51003 

/MB 

30  Aug 

85 

MS 

03  DM 

6520 

Bur,  Dental  Validated  Feb  82  . . . . . 

GGB.821 

/DM 

14  Moy 

48 

MDMS 

03 

6520 

Bur,  Dentoi,  Finishing  Validated  Jun  81 . 

GGB.001275 

/DM 

17  Oct 

67 

MD  MS 

03 

6520 

Bur,  Dental,  Finishing,  Tungsten  Carbide . 

MILB-37036A 

MB 

30  Dec 

85 

MD  MS 

03 

6520 

Bur.  Dentoi,  Finishing  (Steel) . . 

A-A-53823 

MB 

20  Feb 

89 

MDMS 

03 

6520 

Bur,  Denture  Trimming,  (High  Speed  Tool  Steel) .  . 

A-A-51206 

/DM 

20  Nov 

85 

MD  MS 

03 

6520 

Bur,  Denture  Trimming  (Straight  Handpiece,  Tungsten  Carbide)  . 

A.A.51061 

/MB 

21  Oct 

85 

MD  MS 

03 

6520 

Burner  Outfit,  Gas,  Dental  Laboratory  . . 

GG-B-OOBIIA 

t 

19  Aug 

69 

6520 

Burnisher.  Dental  Validated  Jun  84 . . . 

GG  8-001294 

/DM 

13  Feb 

67 

MD  MS 

03 

6520 

Burs,  Dentoi  Excavoting,  Tungsten  Corbide  Validated  Feb  82 . 

GG-B-00821E 

/DM 

12  Apr 

76 

MDMS 

03 

6520 

Burs,  Dentoi,  Fmisaing  (Tungsten  Corbide) . 

A-A-53845 

MB 

10  Apr 

89 

MD  MS 

03 

6520 

Cabinet,  Tooth  Assortment,  Compartmented . . . .  .  . 

A  A.53854 

MB 

20  Mor 

89 

MD  MS 

03 

6520 

Cobinet,  Tooth  Assortment,  Comportmented  Validated  Feb  82 . 

GG.C.0048A 

/DM 

12  Sep 

67 

MD  MS 

03 

6520 

Cobt  lets,  Comportmented,  Metal,  Dentoi,  For  Porcelain  Teeth  Validated  Feb  82 

GG.C-48 

/DM 

27  Jul 

50 

MD  MS 

03 

6520 

Coliper,  Wax  Thickness  Measuring,  Dental  .  .  . .  ... 

A-A-51429 

/MB 

12  Moy 

86 

MD  MS 

03 

6520 

Copsule  And  Pestle,  Dentoi  Amolgomotor  Validated  Feb  82 . 

MIL  C-37360 

DM 

12  Aug 

76 

MD  MS 

03 

6520 

Corner,  Amolgom  . 

A-A-005i720 

/MB 

17  Nov 

86 

MD  MS 

03 

6520 

Corner,  Amolgom  (Dentoi)  Validated  Feb  82 . 

U-L-UUI25b 

.  DM 

44  Apr 

/>d 

MU  mS 

03 

6520 

Corner,  Amolgom  (Dentoi)  Validated  Feb  82 .  . 

0-0125 

/DM 

15  Moy 

54 

MD  MS 

03 

6520 

Cort,  Dentoi  Assistont,  Mobile . 

MIL  C-42008 

/MB 

04  Sep 

86 

MD  MS 

03 

6520 

Carver,  Dentoi  (Amolgom  And  Wox  Validated  Feb  82 .  . 

GG.C-1265C 

/DM 

19  -il 

76 

MD  MS 

03 

6520 

Cose,  Dentoi  Instruments,  Sterilizing  And  Storage  REV>MD  MS  03 . 

MIL-C-36260B 

DM 

03  Aug 

87 

MD  MS 

03  MB 

6520 

Costing  machine,  Dentoi  Metals,  And  Replocement  Ports  Validated  Feb  82 . 

GG  C  001321 

/DM 

13  Oct 

67 

MD  MS 

03 

6520 

Cavity  Lining  And  Thinner  Set,  Dentoi,  Nitrocellulose  Bose . 

MIL-C-37989 

MB 

23  Dec 

85 

MD  MS 

03 

6520 

Cement  Powder,  Zmc  Oxide,  Dental  . . . . 

A  A-53653 

/MB 

19  Aug 

88 

MD  MS 

03 

6520 

Cement,  Dentoi  Zinc  •  Phosphate  •  15  Sep  77 . 

ADA  8-77 

MB 

24  Jan 

83 

MDMS 

03 

6520 

Cement,  Zinc  Oxide  &  Eugenol . . .  . 

A-A  0053384 

MB 

14  Mor 

88 

ML  MS 

03 

6520 

Cement,  Zinc  Oxide  And  Eugenol,  Dentoi  (Intermediote  Restorative  Moteriol) 

MIL-C.36757A 

DM 

08  Sep 

76 

MD  A  S 

03 

Validated  Feb  82 

6520 

Cement,  Zinc  Oxide  And  Eugenol,  Dentoi  Validated  Jun  64  ..  .. .  .. 

MIL-C-36548A 

DM 

21  Mor 

77 

MD  MS 

03 

6520 

Cement,  Zmc  Oxide  And  Polyocryiic  Acid,  Dentoi  Validated  .'un  84  . 

MIL.C.36871 

DM 

07  Jun 

72 

MDMS 

03 
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«520 

Cement,  Zinc  Phosphate,  Dentol  . . . 

AA-509B1 

/MB 

19  Jul 

85 

MD  MS 

03 

6520 

Chair  And  Stool  Unit,  Dental  Operating,  Portable,  In  Carrying  Cose  Validated 

Mll-C.37021 

DM 

07  Jon 

74 

MD  MS 

03 

Feb  32 

6520 

Choir,  Dentol,  Patient  . . . 

MII-C-42005A 

/MB 

24  Mar 

87 

MD  MS 

03 

6520 

Chisel  (Cutting  instruments),  Dentol,  Carbon  Steel  Validated  Jvn  81 . 

MIL-C-36804 

DM 

09  Nov 

71 

MD  MS 

03 

6520 

Chisel,  Dental,  (Rhodes  No.  36  And  37) . 

A-A  51587 

MB 

15  Feb 

88 

MS 

03  M8 

6520 

Chisel,  Dentol,  Bone,  Surgicol  Validated  Jun  84  REV  MB  . . 

MIL-C-377A1A 

DM 

15  Sep 

78 

MD  MS 

03 

6520 

Chisel,  Denture  Tiimming,  Laboratory  Validated  feb  82 . 

GG-C  289 

/DM 

25  Oct 

49 

MD  MS 

03 

6520 

Chisel,  Denture  Trimming  Validated  feb  82..... . 

GG-C  00289A 

/DM 

11  Sep 

69 

MDMS 

03 

6520 

Chisel,  Periodontol  (Double  ended)  . . . . . . 

MIL-C-42003 

MB 

20  Jon 

86 

MD  MS 

03 

6520 

Chisels  (Cutting  Instruments),  Dentol  Validated  Jun  84 . 

GG-C-U33B 

/DM 

12  Jul 

76 

MD  MS 

03 

6520 

Cloy,  Modeling  (Dental).  . ..  .. ..  . 

A-A-51006A 

/MB 

25  Nov 

85 

MD  MS 

03 

6520 

Cleaning  Compound,  Dentol  Vacuum  System . 

A  A-53764 

MB 

18  Nov 

88 

MD  MS 

03 

6520 

Cloth,  Squeeze,  Dental  . 

A-A-51290 

/DM 

18  Dec 

85 

MD  MS 

03 

6520 

Cloth.squeeze,  Dental  (Use  A  a  51290)  Validated  Jan  79 . 

DDD-C-00475B 

/MB 

09  Jon 

72 

MD  MS 

03 

6520 

Cooting  Plastic,  Denture  Model  Validated  feb  82 . . . . 

MIL-C -36584 

DM 

10  Jul 

69 

MD  MS 

03 

6520 

Compressor-dehydrator,  Dental  Equipment.  Portable,  115  Volts,  60  Hz,  AC . 

MIL-C-42028 

/DM 

06  Oct 

86 

MD  MS 

03 

6520 

Cone,  Felt  (Dentol  Grinding  And  Polishing  Machine) . . . 

AA-51979 

MB 

09  Jun 

87 

MD  MS 

03 

6520 

Cone,  Felt,  Dental  Grinding  And  Polishing  Mochine  Validated  feb  82  REV-MD 

GGC-00576C 

/DM 

26  Jun 

73 

MD  MS 

03 

MS  03 

6520 

Cones  And  Wheels,  Felt,  Dentol  Grinding  And  Polishing  Mochtne  Validated  feb 

GG-C-576B 

/DM 

16  Mor 

57 

MD  MS 

03 

6520 

Container  &  Pump,  Dental  (Mouthnnse)  . 

A-A  0051703 

/MB 

13  Oct 

86 

MD  MS 

03 

6520 

Container.  Mouthrinse,  Dental  . . . 

A-A-53461 

/MB 

29  Jul 

88 

MD  MS 

03 

6520 

Covers,  Bracket  Toble,  Dental  (Poper)  Validated  feb  82... . 

uu-c-6nc 

/DM 

23  Jun 

76 

MD  MS 

03 

6520 

Covers,  Dental  Bracket  Table,  Poper  . 

A  A-50861 

*MB 

26  Jan 

83 

MD  MS 

03 

6520 

Crucible,  Casting  Machine,  Dental . . . . . 

A  A-51583A 

MB 

30  Jun 

87 

MD  MS 

03 

6520 

Cup,  Dental  Amalgom  Validated  Jun  84  . . . . . . . 

MIL-C-36843A 

DM 

08  Feb 

77 

MD  MS 

03 

6520 

Cup,  Polishing,  Dentol  Hondpiece  (Screw  Stem)  REV  MD  MS  03 . 

GG-C-1320B 

/DM 

02  Oct 

85 

MDMS 

03 

6520 

Curettes,  Alveolar  (Moll) .  ..  . 

GGC  1282C 

/DM 

14  Aug 

85 

MDMS 

03 

6520 

Curettes,  Periodontal,  Me  Call  REV-MC  MS  03 . . . . . . 

MIL-C-36507C 

MB 

30  Apr 

87 

MD  MS 

03 

6520 

Curettes,  Periodontal,  (Grocey) . . . . . . . . . . 

AA-53366 

* 

IS  Feb 

88 

MD  MS 

03 

6520 

Curettes,  Periodontol,  Double  Ended  . . . . . . 

MIL-C  42000 

MB 

28  Ocl 

85 

MD  MS 

03 

INT  AMD  1  (DM) 

6520 

Curettes,  Periodontol  (Columbia) . 

MIL.C-42015 

MB 

27  Jul 

87 

MD  MS 

03 

6520 

Curing  Unit,  Denture,  Two  Stage  Validated  Jun  84  REV-MB . 

GG-C-860B 

/DM 

20  Jul 

78 

MD  MS 

03 

6520 

Curing  Unit,  Denture,  One  Stage  Validated  Jun  84  REV-MB . 

Mll.C-37790 

DM 

03  Jon 

78 

MD  MS 

03 

6520 

Dentol  Engine,  Bench  Type,  High  Speed,  115  Volts,  60  Hz,  AC . 

AA-005t736 

/MB 

03  Nov 

86 

MD  MS 

03 

6520 

Dentol  Operating  And  Treotment  Unit,  Field,  Portoble,  Air  Operoted  REV-MB .... 

Mll-D.37945 

DM 

10  Dec 

79 

MDMS 

03 

INT  AMD  t(DM) 

6520 

Dentol  Operoting  And  Treotment  Unit,  Over  Potient  Type,  Choir  Mounted . 

Mll-D-42007 

/MB 

04  Sep 

86 

MD  MS 

03 

6520 

Denture  Bose  Forming  Kit,  Fluid  Resin  Technique  Validated  Jun  84 . 

MIL-0-36776 

DM 

16  Jul 

71 

MD  MS 

03 

6520 

Dish.  Medicament,  Dentol . . . 

A-A-51072 

/MB 

16  Oct 

85 

MD  MS 

03 

6520 

Disk,  Abrasive  (Silicon  Corbide)  . 

A-A-51700 

MB 

27  Oct 

86 

MD  MS 

03 

6520 

Disk,  Abrasive,  Mandrel,  Dentol  Hondpiece  REV-MD  MS  03 . . . 

GG-D-419E 

/MB 

10  Aug 

87 

MD  MS 

03 

6520 

Disk.  Abrosive,  Ploslic,  Dental  Validated  feb  82 . 

MIL  D-36256A 

DM 

23  Jun 

81 

MD  MS 

03 

6520 

Dispenser,  Dental  Floss  . 

A-A-51539 

MB 

21  Jul 

86 

MD  MS 

03 

6520 

Dispenser,  Dental  Acrylic  Resin  . 

A-A-51214 

/MB 

09  Dec 

85 

MD  MS 

03 

6520 

Dispenser,  Strip,  Dental  Validated  feb  82 . . . 

GGO-00441C 

/DM 

30  Apr 

69 

MD  MS 

03 

6520 

Dispenser,  Strip,  Dental  Validated  feb  62 . . . . . 

GG-D-441B 

/DM 

1  May 

57 

MD  MS 

03 

6520 

Drill,  Pin  Hole,  Dental  . . . . . . . . 

MIL  D-36786B 

DM 

09  Dec 

85 

MD  MS 

03 

6520 

Drill,  Pulp  Canal,  Dentol,  Gates  Glidden,  Angle  Hondpiece  REV.MD  M$  03  MB 

MIL-D-37775B 

DM 

19  Jun 

86 

MD  MS 

03 

6520 

Elevator,  Dentol,  Surgicol  Validated  feb  82  . . . . . . 

GG-E-1161 

/DM 

26  Apr 

67 

MD  MS 

03 

6520 

Excobotors,  Dentol  (Corrosion  resisting  Steel) . 

GG-E-1230C 

/DM 

08  Jun 

87 

MD  MS 

03  MB 

6520 

Excavator,  Dentoi  (Carbon  Steel,  Block,  Stormulo)  . 

A-A-53601 

/MB 

18  Aug 

88 

MD  MS 

03 

6520 

Explorer,  Dentol  Validated  feb  82  . 

GG-E  00916E 

/DM 

06  Apr 

73 

MD  MS 

03 

6520 

Explorers,  Dentol,  Explorer-probe,  Dental  REV  MD  MS  03 . 

GG-E-916F 

/DM 

05  Jun 

87 

MDMS 

03 

6520 

File  And  Reamer  Set,  Pulp  Canal,  Dental  Validated  feb  82 . .  . 

GG-F-336C  (1) 

/DM 

31  Jan 

61 

MDMS 

03 

6520 

File  And  Reamer,  Pulp  Canal,  Dentol,  Stondordized  Validated  feb  82 . 

GG  '-00336G 

/DM 

23  Jun 

76 

DM 

6520 

File,  Bone,  Dentol,  Double-ended,  Seldin,  No.  11  REV-MD  MS . 

MILF-36733A 

MB 

28  Jul 

86 

MD  MS 

03 

6520 

File,  Pulp  Conol,  Dental,  Hedstrom  Validated  Jun  81 . 

Mll-F-36782 

DM 

05  Aug 

71 

MD  MS 

03 

6520 

File,  Pulp  Canal,  Dental,  Ogee  . 

MIL-F-37992 

MB 

18  Oct 

85 

MD  MS 

03 

6520 

Fites,  Pulp  Conol,  Dental  Hedstrom  REV-MB  . 

MIL-F.0036782A 

DM 

17  Oct 

85 

MD  MS 

03 

6520 

Files,  Pulp  Conol,  Dentol,  Rhomboidol . 

MlL-F-42001 

MB 

12  Dec 

85 

MD  MS 

03 

6520 

Flosk,  Denture,  Upper  And  Lower,  Elector  Type  Validated  Jun  84. . 

MIL-F-36284A 

DM 

07  Aug 

68 

MD  MS 

03 

6520 

Floss,  Dentol  ...  . 

A-A-53652 

/MB 

26  Aug 

88 

MD  MS 

03 

6520 

Floss,  Dentol  Validated  Jun  84  USER-GL  REV-EA  ....  . . . . . 

FFF-F-486B 

/DM 

28  Oct 

76 

MD  MS 

03 

6520 

Forceps,  Costing  Removing,  Dentol  . 

A-A-51032 

/MB 

10  Oct 

85 

MO  MS 

03 

6520 

Forceps,  Dentol  Articulating  Poper  . 

A-A-53177 

MB 

21  Sep 

87 

MD  MS 

03 

o520 

forceps.  Dressing,  Dcnioi  .  .  .  . . 

GO  f  jrrb 

1.4  M 

r  . 
vr 

as 

MO  MS 

03 

6520 

Forceps,  Rubber  Dom  Clomp.  Dental  REV-MD  MS  03 . 

MIL  F-36458B 

MB 

16  Jul 

85 

MD  MS 

03 

6520 

Forceps,  Tooth  Extroctmg  Validated  feb  82  . 

GG  F-1240 

•DM 

13  Feb 

68 

MD  MS 

03 

6520 

Forceps,  Tooth  Extracting  Validated  Jun  84  . . . . . . . . 

GG  F-00124'  . 

JM 

23  Aug 

72 

MO  MS 

03 

6520 

Furnoce,  Dental  Loborotory,  Electric  Validated  Jun  84  REV-MB . 

W.F-779D 

DM 

18  Nov 

77 

MDMS 

03 

6520 

Gage,  Endodontic  .  . .  . . 

A-A-51004 

«..t> 

03  Aug 

85 

MD  MS 

03 

6520 

Gage,  Prosthodontic  (Boley)  .  . 

A-A-53028 

MB 

06  Jul 

87 

MD  MS 

03 

6520 

Gmgivol  Retroction  Cord  Validated  Jun  84  .  . . . . 

MIL  G  36509C 

DM 

04  Aug 

78 

MD  MS 

03 

6520 

Gingivol  Retroction  Cords  Validated  Jun  84 . 

MIL  G-0036509B 

DM 

18  Ocl 

77 

DM 

6520 

Gold  Alloy,  Costing,  Dentol  . 

00  G  00540B 

J 

01  Feb 

65 

NOTICE  1 

6520 

Gold  Foil,  Cylinder,  Dentol  And  Gold  Powder  Foil,  Pellet,  Dentol  Validated  feb 

OO  G  00545B 

'OM 

03  Moy 

71 

MD  MS 

03 

6520 

Gold,  Costing,  Dental  Validated  Nov  88 . . . 

OQ-G-540A  (1) 

/DM 

21  Nov 

88 

MD  MS 

03 

707 
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CUSTODIAN 

6520 

Gold,  Foil,  Cylinders  (For  Dentol-fillmgs)  Validated  Jul  74  . 

QQG-545(1) 

t 

30  Mar 

51 

6520 

Grinding  And  Polishing  Mochme,  Dentol  Laboratory  Validated  Jan  84  . 

OO  G-682 

/DM 

8  Aug 

56 

MDMS  03 

6520 

Grinding  And  Polishing  Mochme,  Dentol  Loboratory  Bench  Mounted,  115  Vod, 

GO  G  00682A 

/DM 

29  Sep 

70 

MDMS  03 

60  Cycle  Ac  Validated  Feb  82 

6520 

Grinding  And  Polishing  Mochme,  Dentol  Laboratory,  Floor  Mounted,  110  Volt, 

OO  G  684 

'DM 

31  Jul 

58 

MDMS  03 

60  Cycle.  A.c.  Validated  Jun  84 

6520 

Grinding  And  Polishing  Machine,  Dental  Laboratory,  Floor  Mounted,  1 10  Volt, 

OO.G  006848 

/DM 

15  Mar 

67 

MDMS  03 

60  Cycle,  A.c.  (Use  In  lieu  Of  Fed  Spec  00-G>684)  Validated  Feb  82 

6520 

Hondpiece.  Dentol,  Loborotory,  Stroight,  High  Speed,  Belt  Driven  Validated  Jan 

MIL  H-367'J4 

DM 

03  Sep 

71 

MDMS  03 

6520 

Hondpiece,  Dentol,  Contro  ongle  Round  Sleeve,  Lotch  Type  Validated  Jan  8t  .. 

MILH-36734A 

DM 

16  Jul 

75 

MOMS  03 

6520 

Handpiece.  Dentol,  Contrh  Angle.  Round  Sleeve,  Latch  Type  Validated  Jan  84  .. 

MIL  H  0036734B 

DM 

22  Dec 

76 

DM 

6520 

Hondpiece,  Dentol,  Stroight,  Round  Nose.  Bell  Driven  Validated  Jan  84 . 

MIL  H-36730 

DM 

11  Dec 

70 

MOMS  03 

6520 

Handpiece,  Dentol,  Right  Angle.  Ppophyloxis,  Round  Sleeve,  Screw  Stem  .  . 

MIL  H  36e09C 

DM 

30  Jun 

87 

MD  MS  03  DM 

6520 

Hciidpiece,  Dentol,  Contro  angle.  With  Friction  Grip  Chuck,  Round  Sleeve 

MIL  H  36887  (1) 

DM 

05  Apr 

76 

MOMS  03 

Validated  Feb  82 

6520 

Heodbond,  Mirror  Validated  Feb  82  . . . . . . 

GG-H-166B  (1) 

/DM 

26  F«b 

59 

MDMS  03 

6520 

Holder,  Cotton  Roll,  Dental  Validated  Jun  84 . 

MIL  H'3660l 

DM 

11  Sep 

69 

MDMS  03 

6520 

Holder,  Dentol  Bur  (Aluminum)  . . . . . 

A-A  51510 

/MB 

30  Jul 

86 

MDMS  03 

6520 

Holder,  Dental  Mixing  Pod  Validated  Feb  82 . 

MIL  H  37098 

DM 

14  Apr 

75 

MDMS  03 

6520 

Holder.  Nopkm,  Dentol  . . . 

A  A-50988 

/MB 

23  Aug 

85 

MDMS  03 

6520 

Holder,  Rubber  Dom,  Dental,  (Metal,  (U)  Shaped)  . 

A  A-50976 

t 

25  Jun 

85 

6520 

Holder,  Rubber  Dam.  Dental  . . .  . . . . 

A  A  50977 

/MB 

25  Jun 

85 

MDMS  03 

6520 

Holder,  Tooth  Die  Pin  (Spring  Type) . 

A-A  51486 

MB 

23  Jun 

86 

MDMS  03 

6520 

Hood.  Dental  Loborotory  Grinding  &  Polishing  Mochine,  Collopsible,  Field 

MIL  H  42064 

MB 

20  Mar 

89 

MDMS  03 

REV  MD  MS  03 

6520 

Hood,  Dental  Loborotory  Grinding  And  Polishing  Machine,  Colloptible,  Field . . 

A.A-53002 

MB 

27  Jul 

87 

MDMS  03 

6520 

Impression  Material.  Dentol  (Cartridge  Form,  Hydrocolioid,  Agar  Type) . 

AA-51266 

/MB 

09  Dec 

85 

MDMS  03 

6520 

Impression  Material,  Dentiol  REV'MD  MS  03  . . . 

MILI-36993A 

DM 

22  Jun 

87 

MDMS  03 

6520 

impression  Moterial,  Dental.  Rubber  base  Paste  Validated  Feb  82 . 

U.I00n59A 

/DM 

13  Mar 

75 

DM 

6520 

Impression  Material,  Dental.  Duplicating,  Hydrocolloid,  Agor  Validated  Jan  64  .. 

MIL  1  36838 

DM 

11  Jul 

72 

MDMS  03 

6520 

Impression  Moteriol,  Dentol  (Modeling  Compound) . . 

A.A.51310 

/MB 

30  Dec 

85 

MDMS  03 

6520 

Impression  Moterial.  Dentol  Hydrocolloid.  Alginate  Type  Validated  Feb  82 . 

U.I.498C 

/DM 

12  Jon 

76 

MDMS  03 

6520 

Impression  Moterial.  Dentol.  Paste . . . 

U4.500B 

•DM 

29  Apr 

86 

MDMS  03 

6520 

Impression  Moterial.  Dental  Zinc  Oxide  Eugenol  Paste  Validated  Feb  82 . 

U  1005006 

/DM 

08  Mor 

72 

MDMS  03 

6520 

Impression  Troy,  Dental  (Water  Cooled) . 

A-A  53797 

MB 

13  Feb 

89 

moms  03 

6520 

Inpression  Material,  Dentol  (Atinate)  . 

A  A  53388 

MB 

14  Mor 

88 

moms  03 

6520 

Insert.  Hondpiece.  Dentol  Ultrasonic  Prophylaxis  Unit  . . . . 

A-A  0051596 

/MB 

04  Aug 

86 

MDMS  03 

6520 

Instruments,  Hond  -  Nov  75  . . . 

ADA  2975 

DM 

10  Jul 

81 

moms  03 

6520 

interim  Commerciol  Item  Description  Wax,  Dental,  Impression . 

A-A.005337 

MB 

07  Fob 

88 

MDMS  03 

6520 

Investment.  Dental,  Inloy  . 

A  A  50894 

MB 

03  Aug 

83 

MDMS  03 

6520 

Investment,  Soldering.  Dentol  Validated  Feb  82 . . . . . 

UI.552A 

/DM 

25  Apr 

52 

MDMS  03 

6520 

Investment,  Soldering.  Dentol  Validated  Jan  84..... . . . . . . . . 

U4.00552B 

/DM 

26  Ocl 

71 

MDMS  03 

6520 

Kits,  Thread'forming  Mounted  Pins,  Dental  . . . . 

A.A0053059 

MB 

17  Aug 

87 

MDMS  03 

6520 

Knife.  Morgin  Finishing.  Dental  . . . . . . . 

A.A.53801 

MB 

13  Teb 

89 

MDMS  03 

6520 

Knife,  Periodontol  . . .  . . . . . . . . . 

A-A-53336 

• 

01  Feb 

88 

MDMS  03 

6520 

Knife,  Plaster . .  . . . . . . . . 

A-A-50906 

/MB 

08  Moy 

85 

MDMS  03 

6520 

Knife,  Plaster,  Dental  Validated  Feb  82 . . . . . . 

GGK00508C 

/DM 

08  Jon 

69 

MDMS  03 

•6520 

Knives,  Dentol,  Croftmon  S,  Compound,  And  Ploster  Validated  Feb  82 ................ 

GGK-508B 

/DM 

27  Mor 

57 

MDMS  03 

6520 

Knives,  Periodontal,  Kirkland  Validated  Jan  81 . . . 

MIL  K  36480 

DM 

18  Apr 

66 

MDMS  03 

6520 

Knives,  Periodontal,  Orbon  Validated  Jan  81  . . . . . . 

MIL  K  36486A 

DM 

03  Mor 

69 

MDMS  03 

6520 

Leod,  Marking,  Dentol  Surveyor  . . . . . . . 

AA-53844 

MB 

20  Mor 

89 

MOMS  03 

6520 

Light  Set,  Dental  Operating,  Field . . . . . . . . . 

MIL-L-4204B.'  1 

MB 

09  Nov 

87 

MOMS  03 

6520 

Light  Set,  Surgicol,  Overheod.  Electric  Shadow  Reducing,  Oemounloble  (Novo) 

MILI-2034C 

SH 

23  Jon 

75 

SH 

Shipboard  Use)  Validated  Apr  82 

6520 

Light,  Dentol,  Operating  .  . . . . 

MIL  L  42006 

/MB 

04  Aug 

86 

MDMS  03 

6520 

Liner,  Flosk,  Dental  Costing  Machine  (Aluminum  Silicate,  Water  Absorbing) . 

A-A.53757 

MB 

18  Nov 

88 

MDMS  03 

6520 

Liner,  Flosk,  Dental  Costing  Machine  (Non  WATER  Absorbing) . 

A  A-53027 

MB 

06  Jul 

87 

MDMS  03 

6520 

Lubricant,  Dentol  Hondpiece  . 

A-A-51349 

MB 

12  Feb 

86 

MDMS  03 

6520 

Lubricant,  Silicote  Cement,  Dentol  Validated  Jan  64 . 

RL00790A 

/DM 

15  Jon 

71 

MDMS  03 

6520 

Lubricant,  Silicate  Cement,  Dental . 

AA-53689 

/MB 

15  Sep 

88 

MD  MS  03 

6520 

Lubricate,  Silicate  Cement,  Dentol  Validated  Feb  82 . . 

P  L  790  (1) 

/DM 

06  Feb 

57 

MDMS  03 

6520 

Mognifier,  (Dental  Loborotory) . . . 

AA-51289 

MB 

18  Dec 

85 

MDMS  03 

6520 

Magnifier,  Dentol  Operating . 

AA-51288 

/MB 

18  Dec 

85 

MDMS  03 

6520 

Mallet,  Oral  Surgery,  Hond  Type,  Mead . 

A-A  51060 

/MB 

22  Ocl 

85 

MDMS  03 

6520 

Mollet,  Orol  Surgery  Validated  Jan  84  . . 

GGM-105D 

/DM 

18  Jul 

77 

MDMS  03 

6520 

Mollet,  Oral  Surgery  (Gordner,  Hond  Type) . 

AA-51701 

/MB 

24  Nov 

86 

MDMS  03 

6520 

Mandrel,  Dentol  Hondpiece,  No.  303  . . . 

A  A  51997 

MB 

22  Jun 

87 

MDMS  03 

6520 

Mandrel,  Dental  Handpiece,  No.  303  1/2 . 

A-A  51998 

MB 

22  Jun 

87 

moms  03 

6520 

Mondrei,  Dentoi  riandpiece.  No.  a360  . 

A-A-5tyyy 

Mb 

22  Jun 

a/ 

MO  Mb  OJ 

6520 

Mot,  Floor,  Dentol  Choir,  Rubber . . . 

ZZ-M-42 

t 

10  Apr 

47 

6520 

Moteriols,  Dentol  Zinc  Oxide-eugenol  Type  Restorotive . 

ANSI  30  77 

MB 

26  Aug 

68 

MDMS  03 

6520 

Matrix  Set,  Dentol  (Cervicol) . 

A-A-51619 

/MB 

25  Aug 

86 

MDMS  03 

•6520 

Medicine  Gloss  Validated  Feb  87 . 

DD  M  002008 

/DM 

13  May 

70 

MOMS  03 

6520 

Mtlol  Foil  (Tin)  USER-YD  . 

A-A-50974 

/MB 

12  Jun 

85 

MOMS  03 

6520 

Mirror  And  Mirror-light,  Dentol  Validated  Jan  84  REV-MB . 

MIL  M-36727B 

DM 

23  Sep 

78 

MDMS  03 

6520 

Mirror,  Mouth  Exomining,  (Plastic,  Plane  Gloss,  Oisposoble) . 

A-A-51071 

/MB 

30  Ocl 

85 

MDMS  03 

6520 

Mirrors  And  Mirror  Hondle,  Mouth  Exomining.. . 

A-A  53'’- 

r.\B 

20  Feb 

89 

MOMS  03 

6520 

Mirrors  And  Mirror  Hondle,  Mouth  Examining  Validated  Jan  84  REV-MI  . 

GG  M  43IE 

/LM 

07  Oct 

76 

MOMS  03 

6520 

Mixer,  Dentol  Costing  Investment  (Mechonicol) . . . 

A  A  53638 

/MB 

20  Aug 

88 

MOMS  03 

6520 

Mixer,  Dentol,  Casting,  investment  (Reploced  By  AA.53638)  Validated  Feb  82 .. 

GG-M-00500A 

/DM 

10  May  68 

MOMS  03 

6520 

Mixing  Pod,  Paper,  Dentol . 

A-A-53272A 

MB 

20  Feb 

89 

MDMS  03 

6520 

Mixing  Pod,  Poper,  Dental . . . 

A-A-0053272 

MB 

14  Dec 

87 

MOMS  03 

708 


FSC  USTINQ 
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6520 

Mixing  Pod,  Parchmtnt  Paper,  Dental  Validattd  M  82 . 

GG-M-515B 

/DM 

28  May  76 

MDMS  03 

6520 

Mixing  Pad,  Porchment  Paper,  Dentol . . . . 

AA-50865 

•DP 

25  Feb 

83 

6520 

Mixing  Stob,  Dental  USER*YD . 

AA-50862A 

•MB 

12  Jun 

85 

MDMS  03 

6520 

Mouthpiece,  Saliva  Elector,  With  Reflector  Blades,  Dental  Validated  Feb  85 . 

MIL-M-36221 

/MB 

12  Jun 

64 

MOMS  03 

6520 

Mouthpiece,  Saliva  Ejector,  Dentol,  Plostic,  Disposable . 

MIL-M-36231E 

MB 

25  Oct 

85 

MDMS  03 

6520 

Pod,  Dentol  Rubber  Dom . . . . . 

A-A-508S1A 

/MB 

28  Oct 

85 

MDMS  03 

6520 

Pin,  Threod'forming,  Dental . . . . . 

MIL*P*4201 1 

/MB 

11  Aug 

86 

MDMS  03 

6520 

Pm,  Tooth  Die  Validated  Feb  82 . . 

MIL-P-36556A 

DM 

10  Jul 

76 

MOMS  03 

6520 

Placement  Kit,  Tooth  Die  Pin . . . 

A.A-53785 

MB 

01  Ftb 

89 

MDMS  03 

6520 

Ploster,  Dentol,  (Modeling)  . . . . . . . . . . . . 

A'A-53348 

MB 

15  Feb 

88 

MO  MS  03 

6520 

Plostic  Filling  Instruments  And  Contouring  Instrument,  Dental  Validated  Feb  82.... 

GG-P-001276A 

/DM 

02  Jon 

70 

MOMS  03 

6520 

Plastic  Strip,  Dentol  Surface  Protection,  Mouthguord  Validated  Jan  $1  . . 

MIL*P-36895 

DM 

08  Nov 

72 

MDMS  03 

6520 

Plastic  Strip,  Dentol  Surface  Protection . . . . . 

A-A-53717 

MB 

30  Sep 

88 

MDMS  03 

6520 

Plastic  Strip,  Denture  Triol  Pack  Validated  Jun  84..... . . . 

Mll-P-36464 

DM 

29  Dec 

65 

MDMS  03 

6520 

Plastic  Strip,  Denturetriol  Pack..... . . .  . . 

A-A-53718 

MB 

30  Sep 

88 

MDMS  03 

6520 

Plastic  Strip,  Dental  Motrix  (Polyethylene  Terephthalate,  Clear,  45  Feet) . 

AA-50907 

MB 

13  Moy  85 

MDMS  03 

6520 

Plastic  Strip,  Dental  Motrix  Validated  Feb  82 . 

LP-525A 

/DM 

10  Ftb 

58 

MDMS  03 

6520 

Plostic  Strip,  Dentol  Matrix  Validated  Feb  82 . 

L-P00525B 

/DM 

30  Nov 

66 

MDMS  03 

6520 

Plostic  Strip.  Dentol  Surface  Protection,  (Mouthguard) . 

A  A-53038 

MB 

06  Jul 

87 

MDMS  03 

6520 

Platinum  Foil  (Dental)  Validated  Feb  82 . 

QQP00428C 

/DM 

28  Ftb 

67 

MDMS  03 

6520 

Plier,  Dentol  No.  114,  Johnson  Design  Validated  Jun  84 . 

MIL-P-36892 

DM 

24  Aug 

72 

MDMS  03 

6520 

Pliers,  Dental . . . . . . 

Mtl*P*37083A 

DM 

15  Jun 

87 

MDMS  03  MB 

6520 

Pliers,  Dental  (Steiglitx,  5*3/16  inches) . . . . . . 

AA-53234 

/MB 

29  Sep 

87 

MDMS  03 

6520 

Pliers,  Dental,  (Bending)  . . . . . . . . . . 

AA-53409 

/MB 

21  Mar 

88 

MDMS  03  DM 

6520 

Pliers,  Dentol,  Contouring  And  Crimping,  No.  137  Validated  Jun  84  . . . 

MllP-37361 

DM 

04  Ftb 

77 

MDMS  03 

6520 

Pliers,  Dentol,  Amolgom  Reinforcement  Pm . . . . . 

MIL-P'36855A 

DM 

27  Jul 

87 

MDMS  03 

6520 

Plugger  Set,  Plostic  Filling,  Dental  Validated  Jun  84  REV*MB . . . . . 

MILP-37797A 

DM 

28  Stp 

78 

MDMS  03  DM 

6520 

Plugger,  Amalgam,  Dental . . . . . . . . . 

A.A-53505 

/MB 

25  Jul 

88 

MDMS  03 

6520 

Plugger,  Amalgam,  Dental  (Morkley)  Validated  Jun  84  REV-MD  MS  03 . 

MII-P-36577A 

MB 

17  Aug 

28 

MDMS  03 

6520 

Plugger,  Amalgam,  Dentol,  Back  Action,  University  Of  Minnesoto,  No.  4 . . 

A-A.5311B 

MB 

17  Aug 

87 

MDMS  03 

6520 

Plugger,  Plastic  Filling,  Dentol,  (Click  N0.1) . 

AA-53508 

/MB 

27  Jun 

88 

MDMS  03 

6520 

Pluggers,  Pulp  Canal,  Endodontic . 

A-A-53802 

MB 

27  Mor 

89 

MDMS  03 

6520 

Point  And  Point  Assortments,  Pulp  Canal,  Dental,  Storulordized,  Silver  Validated 

GG-P-n27A 

/DM 

24  Jun 

75 

MDMS  03 

Ftb  82 

6520 

Point  Assortment,  Pulp  Conol,  (Poper,  Absorbent)  Validated  Feb  82 . 

GGP-581B 

/DM 

21  Apr 

58 

MOMS  03 

6520 

Point,  Pulp  Conol,  Dentol,  Stondordited  Outto  Percho  Validated  Feb  82 . 

MILP-37232 

DM 

20  Moy  75 

MDMS  03 

6520 

Point.  Pulp  Conol,  Dentol,  Stondordixed,  Gutto  Percho . 

MII-P-0037232A 

DM 

16  Oct 

85 

MDMS  03 

6520 

Point,  Pulp  Conol,  Dentol  Auxiliory,  Cutto  Percho . 

MllP-37991 

DM 

17  Oct 

85 

MDMS  03 

6520 

Points,  Pulp  Conol,  Dental,  Poper  Validated  Feb  82 . 

GGP-00581D 

/DM 

18  Oct 

73 

MDMS  03 

6520 

Polishers,  Dentol;  Mondrels,  Dentol  Handpiece  . 

AA-53862 

MB 

20  Mor 

89 

MDMS  03 

6520 

Polishing  Compound,  Dentol  . . . . . . 

A-A-51216 

/MB 

20  Nov 

85 

MDMS  03 

6520 

Press,  Denture  Flesk . . . 

AA-53268 

MB 

07  Dtc 

87 

MDMS  03 

6520 

Pressure  Indicotmg  Compound  And  Brush,  Dental  . 

AA-51969 

MB 

02  Jun 

87 

MDMS  03 

6520 

Preventive  Dentistry  Kit,  Potient  Validated  Jun  61 . 

GGP-0O1428A 

/DM 

09  Apr 

75 

MDMS  03 

6520 

Preventive  Dentistry  Kits,  Patient . . . 

AA-50871 

/MB 

24  Moy  83 

MDMS  03 

6520 

Probes,  Periodonlol  . . . 

MIL.p.37928 

DM 

27  Oct 

78 

6520 

Probes,  Periodontal  Validated  Feb  82 . . . 

MII.P-36477A 

DM 

19  Feb 

76 

MDMS  03 

6520 

Processing  Unit,  Dental  Resms . . . 

A-A-53292 

MB 

01  Dec 

87 

MDMS  03 

6520 

Prop,  Mouth,  Dentol,  Rubber . 

AA-51287 

/MB 

18  Doc 

85 

MDMS  03 

6520 

Protector,  Denture  Model,  Foamed  Plostic,  Three*plece . 

AA-51023 

MB 

1 J  Oct 

85 

MDMS  03 

6520 

Pulp  Protector,  Dental,  Zinc  Ox>de  And  Euge«sol . 

MtL.P-36705A 

DM 

13  Dtc 

85 

MDMS  03 

6520 

Pulp  Protector,  Dental  Validated  Feb  82 . . . 

U-P001250 

/DM 

01  Nov 

66 

MDMS  03 

6520 

Pump,  Dental  (Mouthrinse)  . . . 

A'A-53462 

/MB 

30  Jun 

88 

MDMS  03 

6520 

Remover.  Dental  Crown,  Simplex  Validated  Feb  82 . 

GG-R-001638 

/DM 

09  Apr 

70 

MDMS  03 

6520 

Resin,  Acrylic,  Dental,  Impression  Troy  Material  Validated  Jun  84  . 

MIL-R-36433B 

DM 

18  Apr 

72 

MDMS  03 

6520 

Resm,  Acrylic,  Dental  (Troy  Moteriol)  . 

A  A-53604 

/MB 

06  Sep 

88 

MDMS  03 

6520 

Resin,  Acrylic,  Dental,  Fibered,  Denture  Bose  Motenol  Validated  Jun  84 

MILR-37770A 

DM 

16  Sep 

78 

MDMS  03 

REV  MB 

6520 

Resm,  Acrylic,  Dental  Validated  Jun  84 .  . . 

UR-179 

/DM 

15  Sep 

54 

MOMS  03 

6520 

Resm,  Acrylic,  Dentol  Validated  Jun  84.... . 

U-R-00179A 

/DM 

20  Feb 

67 

MD  MS  03 

6520 

Retainer,  Motrix,  Dental,  Tofflemire.... . . . 

GGR-U728 

/DM 

30  Apr 

87 

MDMS  03 

6520 

Retractor  Periosteol,  (Prichard  No  3) . . . 

AA-53291 

MB 

07  Dec 

87 

MD  MS  03 

6520 

Retroctor,  Orol  Obwegeser  Design . . . 

A'A-0051940 

MB 

15  Jun 

87 

MD  MS  03 

6520 

Retractor,  Tongue  And  Cheek  (University  Of  Mmnesoto)  . 

A  A-53335 

MB 

18  Jon 

88 

MD  MS  03 

6520 

Rongeurs,  Dentol  Validated  Feb  62 . .  . 

GG  R-001549 

/DM 

21  Nov 

68 

MDMS  03 

6520 

Rubber  Dom,  Dental  . 

ZZR-690B 

/DM 

30  Oct 

85 

MO  MS  03 

6520 

Ruler,  Endodntic  Instrument  (Finger  Ring,  Right  Handed)...  .  . 

A-A-51841 

MB 

13  Apr 

87 

MDMS  03 

6520 

Srolnr  Dentol  Smole  Ended  . . . 

GG-S-001634 

t 

21  Nov 

88 

NOTICE  1 

6520 

Scissors,  Collor  And  Crown  Validated  Feb  82 . 

GG-S  001616 

/DM 

01  Sep 

70 

MO  MS  03 

6520 

Scissors,  Collor  &  Crown  REV  MD  MS  03 . . . .  . . . 

GG  S-16)6A 

MB 

17  Aug 

87 

MD  MS  03 

6520 

Scissors.  Orol  Surgicol . . . . . . 

MII..S-36456B 

DM 

08  Sep 

86 

MDMS  03 

6520 

Sealing  Compound.  Pulpconol,  Dentol . . 

AA-5)727 

/MB 

03  Nov 

86 

MDMS  03 

6520 

Separotor,  Teeth,  Dentol . . . 

A.A-53387 

MB 

14  Mor 

88 

MD  MS  03 

5520 

Seporoior,  Teeth,  Dentol,  Elliott,  Curved>iaw  Validated  Jun  84  . . 

GGS-208 

•DM 

20  Sep 

60 

MDMS  03 

6520 

Seporotor,  Teeth,  Dentol,  Elliott,  Curved  Jow  Validated  Jun  84 . 

GG  S  00208A 

/DM 

25  Mor 

69 

MDMS  03 

6520 

Some  Prophyloxis  Ui  it,  Dentol,  Portoble,  Air  Driven . . . . .  . 

A  A  53367 

/MB 

22  Feb 

88 

MDMS  03  DM 

6520 

Spatula,  Dentol  &  Corver,  Dentol  (Wox) . . . 

A  A-53224 

/MB 

29  Stp 

87 

MOMS  03 

6520 

Spotulo.  Dentol,  Cement  Validated  Jun  84 . 

GGS.590B 

/DM 

21  Oct 

76 

MDMS  03 

6520 

Spectocles,  Protective,  Dentol  Patient,  Green  lenses . 

A-A  53236 

MB 

29  Sep 

87 

MOMS  03 

6520 

Spectodes,  Protective,  Dentol  Potient,  Cleor  lenses . 

A  A.51907A 

MB 

01  Dec 

87 

MD  MS  03 

6520 

Splint  Set.  Arch  Wire.dentol  And  Bond,  ligature,  Dentol . 

A  A-51430 

MB 

20  May 

86 

MD  MS  03 

6520 

Spreoder,  Guttn  Percho,  Dentol . . . 

MII-S-36377B 

MB 

29  Oct 

85 

MDMS  03 

FSC  LISTING 


DOCUMENT 


FSC 

TITLE 

NUMBER 

PREP 

DATE 

CUSTODIAN 

6520 

Slond,  Ouk,  Oentol  .  .  . 

A-A  51005 

^MB 

30  Aug 

85 

MD  MS 

03 

6520 

Stotulo,  Oentol  &  Corver  (Reploced  By  A  A'53224}  Validated  Feb  82  . 

GG  S  598C 

/DM 

06  Apr 

76 

MOMS 

03 

6520 

Stone,  Aflificlol,  Oentol  .  .  .  . 

A-A-53389 

MB 

14  Mor 

88 

MD  MS 

03 

6520 

Stone,  Shorpeniog . . . 

AA-51265 

/MB 

09  Dec 

85 

MDMS 

03 

6520 

Stone,  Shorpening  (Soft  Arkonoj .  ...  . 

A.A-53713 

MB 

30  Sep 

88 

MD  MS 

03 

6520 

Slone,  Shorpening 

A.A-51970 

MB 

15  Jun 

87 

MD  MS 

03 

6520 

Stone,  Shorpening  (Fine  Indio)  . .  . . ..  . 

A-A-53708 

/MB 

26  Sep 

SB 

MD  MS 

03 

6520 

Strip  Abrosive.  Oentol  (Aluminum  Oxide)  ....  ...  . 

A-A.53232 

/MB 

29  Sep 

87 

MD  MS 

03 

6520 

Strip  Assortment  And  Disks,  Aluminum  Oxide  Abrasive.  Sofe*sided, 

GG-S007B3C 

/DM 

13  Mar 

70 

MD  MS 

03 

MetoUbocked,  Oentol  Validated  Feb  82 

6520 

Strip  Assortment,  Abrasive,  Oentol  (Aluminum  Oxide,  Metal  Backed) . 

A-A  51838 

MB 

09  Mar 

87 

MD  MS 

03 

6520 

Strip,  Abrasive,  Oentol  Validated  Jun  81  .  . 

MIL-S-36948 

DM 

22  Feb 

73 

MD  MS 

03 

6520 

Strip,  Abrosive,  Dental,  Aluminum  Oxide .  . 

A-A-53016A 

MB 

18  Jut 

88 

MD  MS 

03 

6520 

Strip,  Abrosive,  Dental,  (Metol,  Safe-sided)  And  Strip  Assortment,  Abrosive, 

GG-S783B  (1) 

/DM 

16  Jul 

58 

MD  MS 

03 

Oentol,  (Metol,  Sofe-sided)  Validated  Feb  82 

6520 

Strip,  Abrasive,  Oentol  Validated  Feb  62  . .  . 

GG-S-770B 

/DM 

26  Aug 

76 

MD  MS 

03 

6520 

Suction  Apporotus,  Oentol  REV-MD  MS  03  . 

MIL-S-42002 

DM 

10  Dec 

85 

MD  MS 

03 

6520 

Surveyor,  Dental  Closp  Validated  Jun  84  REV-MB  . 

GG-S-805B 

/DM 

18  Nov 

77 

MD  MS 

03 

6520 

Syringe  Kit.  Oentol  Impression  And  Irrigating . . . 

MIL  S  42009 

MB 

12  Jun 

86 

MD  MS 

03 

6520 

Syringe,  Air,  Oentol  And  Bulb,  Air  Syringe,  Oentol,  (Elostomer)  REV-MD  MS  03 

GG-S-915B 

*MB 

21  Sep 

87 

MD  MS 

03 

6520 

Syringe,  Oentol  Impression  Material  And  Replocement  Ports  Validated  Jun  84 .... 

MIL  S-36894A 

DM 

07  Jul 

78 

MD  MS 

03 

6520 

Syringe,  Oentol  Restorative  Moteriol,  And  Accessory  Ktt  Validated  Jun  64 . 

MIL-S-37846 

DM 

28  Sep 

77 

6520 

Syringe,  Irrigating,  Dental  (Disposoble) ..  . 

Mll-S-42050 

MB 

17  Aug 

87 

MD  MS 

03 

6520 

Tester,  Pulp.  Dental .  . 

A  A  0051994 

MB 

15  Jun 

87 

MD  MS 

03 

6520 

Tin  Foil  (For  Oentol  Use)  Validated  Feb  82  .  ....  . 

QOT-276 

/DM 

18  Jul 

51 

MD  MS 

03 

6520 

Tip,  Oentol  Suction  Apporotus .  .  .....  . . . . 

AA-53270 

MB 

16  Nov 

87 

MDMS 

03 

6520 

Tooth  Ole  Pin  Piocement  Kit  Validated  Jun  64  . 

MIL  T-36820 

DM 

12  Apr 

72 

MD  MS 

03 

6520 

Tracer,  Gothic  Arch,  Oentol  Validated  Jun  84  ...  ... . ...  . 

MIL  T.36476 

DM 

30  Mor 

66 

MD  MS 

03 

6520 

Troy,  Impression,  Cental  Validated  Feb  82  .  . 

GG-T-626 

/DM 

7  Mor 

55 

MD  MS 

03 

6520 

Troy,  tmpressio'',  Oentol  Validated  Jun  64 . 

GGT00626A 

/DM 

27  Apr 

72 

MD  MS 

03 

6520 

Troy,  insert,  Oentol  Instrument  And  Supplies  Cabinet,  Plastic  Validated  Jun  84  .. 

MIL-T-36754A 

DM 

12  Jon 

77 

MD  MS 

03 

6520 

Troys,  Impression,  Dental  (Nonwafer  Cooled) . 

A-A-53600 

/MB 

29  Jul 

88 

MD  MS 

03 

6520 

Troys,  Insert,  Dental  Instrument  And  Suppli  Es  Cobinet,  Plostic  Validated  Dec  88 

A-A-50S26 

/MB 

09  Dec 

88 

MD  MS 

03 

NOTICE  1 

6520 

Trimmer,  Oentol  Model;  Wheel,  Abrosive.  Silicon  Corbtde,  Dental  Model 

MIL-T.37538A 

DM 

24  Sep 

87 

MD  MS 

03 

Trimming 

6520 

Trimmers,  Oinglvol  Morgin,  (Carbon  Steel)  . . . 

A-A-536U 

/MB 

15  Aug 

88 

MD  MS 

03 

6520 

Trimmers,  Oingivol  Morgin.  Oentol  Validated  Feb  82  . 

GGT-1368B 

/DM 

01  Sep 

76 

MD  MS 

03 

6520 

Vibrator,  Oentol  Molding  . 

A-A-50891 

MB 

22  Aug 

85 

MD  MS 

03 

6520 

Wox,  Bose-plote.  Oentol  Validated  Feb  82 . 

U-W.135B 

/DM 

15  Jon 

76 

MDMS 

03 

6520 

Wax,  Costing,  Oentol  Validated  Feb  82 . 

U-W.140 

/DM 

16  Mor 

53 

MD  MS 

03 

6520 

Wox,  Oentol  (Boxing) . 

A-A-51296 

/MB 

18  Dec 

85 

MD  MS 

03  DM 

6520 

Wax,  Oentol  (Boxing) . . . 

AA-  -51296 

MB 

18  Dec 

85 

MD  MS 

03 

6520 

Wax,  Oentol  (Disclosing)  .  . 

A-A-53544 

/MB 

18  Jul 

88 

MD  MS 

03 

6520 

Wax,  Dental  (Inlay)  . 

A-A-51889 

MB 

06  Apr 

87 

MD  MS 

03 

6520 

Wax,  Dental  (Periphery) . . . 

A  A  51495 

/MB 

21  Jul 

86 

MDMS 

03 

6520 

Wax,  Dental  (Sticky)  . . .  . . . . 

AA.53639 

/MB 

06  Sep 

88 

MD  MS 

03 

6520 

Wax,  Dental  (Utility) .  . 

A-A-51291 

/MB 

23  Dec 

85 

MD  MS 

03 

6520 

Wax,  Dental  Inloy  Casting  •  23  Sep  83  .  . 

ANSI/ADA  4 

MB 

23  Sep 

83 

MD  MS 

03 

6520 

Wax,  Dental  Ocdusol  Indicator . 

A-A-53397 

/MB 

07  Mor 

88 

MD  MS 

03 

6520 

Wax,  Dental  Utility  (Refer  To  A-A  51291)  Validated  Feb  82  . 

U-W  156 

/MB 

17  Aug 

48 

MD  MS 

03 

6520 

Wax,  Oentol,  (Costing) . 

A-A-53714 

MB 

23  Sep 

88 

MD  MS 

03 

6520 

Wax,  Dental,  Costing  Validated  Feb  82  ..  .  .  . . . . . . 

U  W-OOUOA 

/DM 

14  Jun 

67 

MDMS 

03 

6520 

Wedge  And  Wedge  Set,  Dental  (Wood). ...  . . . 

A-A-51207 

/MB 

12  Dec 

85 

MDMS 

03 

6520 

Wedge  Set,  Dental,  (Wood) .  ...  . . . 

A-A-51286 

/MB 

16  Dec 

85 

MDMS 

03 

6520 

Wheel  Set,  Abrasive.  Rubber  Points  Validated  Jun  84  REV-MB . . . 

MIL  W  37583 

DM 

29  Jun 

77 

MD  MS 

03 

6520 

Wheel  Set.  Abrosive,  Aluminum  Oxide,  Mondrel  Mounted.  Oentol  Validated  Jun 

MIL  W2129A 

DM 

15  Aug 

70 

MD  MS 

03 

6520 

Wheel  Set  Abrosive  (Rubber,  Straight  Hondpiece . . . 

AA-5I3I2 

/MB 

30  Dec 

85 

MDMS 

03 

6520 

Wheel,  Abrosive  (Silicon  Corbide,  Non-heotingd . 

A-A-5l4ei 

MB 

28  Dec 

87 

MO  MS 

03 

6520 

Wheel,  Abrosive  (Aluminum  Oxide) . 

A  A.51751 

MB 

31  Mor 

87 

MD  MS 

03 

6520 

Wheel,  Abrasive,  Aluminum  Oxide  Validated  Jun  84  . 

MIL-W-37584 

DM 

21  Oct 

76 

MD  MS 

03 

6520 

Wheel,  Abrasive.  (Aluminum  Oxide,  Mandrel  Mounted  . 

A-A-51460 

MB 

23  Jun 

86 

MO  MS 

03 

6520 

Wheel,  Abrosive,  Silicon  Carbide,  Oentol  Model  Trimming  Validated  Feb  82 . 

MIL-W-37013 

DM 

01  Apr 

74 

MD  MS 

03 

6520 

Wheel,  Abrosive,  Impregnoted  Rubber,  Pumice  . 

AA.513n 

/MB 

30  Dec 

85 

MD  MS 

03 

6520 

Wheel,  Abrosive,  Silicon  Corbide,  Mounted,  Oentol  . 

GG-W-239C 

/DM 

19  Jul 

85 

MD  MS 

03 

6520 

Wheel,  Abrasive,  (Dental) . 

A-A-51285 

MB 

18  Dec 

85 

MD  MS 

03 

6520 

Wheel,  Abrasive.  (Silicon  Corbide,  Impregnated  Rubber,  Course,  Squore  Edge) .. 

A-A-50973 

rMB 

12  Jun 

85 

MO  MS 

03 

6620 

Wheel,  Abrosive,  (Silicon  Corbide,  Dental  Model  Iriming  .  ... 

A-A-636I2 

/  MB 

20  Jun 

88 

MD  MS 

03 

6520 

Wheel,  Buffing,  Cloth,  Dental  (Reploced  By  A-A-53021)  Validated  Feb  82 . 

GG-W-259A 

DM 

22  Jul 

59 

MDMS 

03 

6520 

Wheel,  Buffing,  Cloth,  Oentol  . 

A  A-53021 

MB 

30  Jun 

87 

MD  MS 

03 

6520 

Wheel,  lathe,  Silicon  Corbide,  Oentol  Validated  Jun  84 . 

GG-W.258 

/DM 

9  Oct 

52 

MDMS 

03 

6520 

Wheels,  Abrasive  (Aluminum  Oxide,  Straight  Handpiece . 

A  A-53132 

MB 

17  Aug 

87 

MD  MS 

03 

6520 

Wire,  Nonelectricol  (Chromium-cobolt  Alloy)  . 

A-A-53235 

MB 

29  Sep 

87 

MD  MS 

03 

6520 

Wire.  Nonelectricol  (Corrosion  resisting  Steel) .  . 

A  A-51297 

MB 

18  Dec 

85 

MD  MS 

03 

6520 

Wire,  Nonelectric  (Corrosion-resisting  Steel,  Soft . 

A  A-53822 

MB 

28  Feb 

89 

MD  MS 

03 

6520 

Wire,  Snore  (Spring  Steel,  Medical)  Validated  Feb  82  . . 

GG-W-331 

/DM 

2  Nov 

51 

MD  MS 

03 

6520 

Work  Box,  Dental  Loborotory  Validated  Feb  82 . 

MIL  W  36453B 

DM 

16  Sep 

76 

MD  MS 

03 

6520 

Work  Box,  Oentol  loborotory . 

MIL-W  42059 

MB 

11  Jot 

88 

MD  MS 

03 

6520 

Wropper,  Sterilization .  ....  .  .. 

A  A-53587 

'MB 

29  Jul 

88 

MD  MS 

03 

6525 

Block  Set,  Rodiogrophic  Positioning . 

A-A-53095 

MB 

31  Aug 

87 

MO  MS 

03 

6525 

Blocker  Set,  X-roy  Film  Identification .  .  . . . 

A-A  51434 

MB 

30  Moy 

86 

MDMS 

03 

6525 

Brocket,  X  roy  Film  Monger,  Rodiogrophic,  Storoge  Validated  Feb  82 . 

GG  B  636B 

DM 

1  Feb 

60 

MD  MS 

03 

710 


FSC  LISTING 


DOCUMENT 


FSC 

TITLE 

NUMBER 

PREP 

DATE 

CUSTODIAN 

6525 

Cabinet,  Storoge,  X-ray . . . 

AASISIIA 

/MB 

30  Jan 

87 

MD  MS 

03 

6525 

Coliptr,  X-ray  Technique  Validated  Feb  62  . . 

GG  c  no  (1) 

/DM 

4  Sep 

58 

MD  MS 

03 

6525 

6525 

Coliper,  X-roy  Technique  Validated  Jun  64  . . 

Cassette  Chonger  Validated  Mar  65  . . . 

GG-C-OOllOA 

GG  C-133 

/DM 

t 

0)  Sep 
27  Apr 

71 

56 

MD  MS 

03 

6525 

Cassette,  Radiographic  Film  (Medical  (  Validated  Jaf>  64 . . . 

GG-C13K 

/DM 

18  Apr 

77 

MDMS 

03 

6525 

Cassette,  Radlogrophicfilm...  . . 

A  A-51249B 

MB 

29  Jul 

88 

MDMS 

03 

6525 

Cassette,  Radtogrophicfiim . 

AA.53327 

MB 

26  Feb 

88 

MD  MS 

03 

6525 

Cassette,  Radiographic  Film . . . . . . . 

A-A  53576 

/MB 

29  Jul 

88 

MD  MS 

03 

6525 

Cossette,  Rodiogrophicfilm . .  . 

A  A-51938 

MB 

24  Apr 

87 

MD  MS 

03 

6525 

Cassette,  Rodiogrophic  Ficm  Lightweight  . 

A-A  53852 

MB 

24  Mar 

89 

MD  MS 

03 

6525 

Cossette,  X-roy  Tube  Calibration  Test  . 

A-A-St667 

MB 

26  Jun 

87 

MD  MS 

03 

6525 

Chest.  X  ray  Film  Protective  Validated  Feb  82 . 

GG.C-225 

/DM 

1  Jul 

58 

MD  MS 

03 

6525 

Chest,  X-roy  Film  Protective . .  . 

A  A-51304 

/MB 

20  Dec 

85 

MD  MS 

03 

6525 

Chest,  X  roy  Film  Protective  Validated  Feb  82 . 

GG-C-00225A 

/DM 

21  Apr 

66 

MD  MS 

03 

6525 

Cleoner.  Automotic  Film  Processor . . . 

A-A-51592 

/MB 

12  Aug 

86 

MO  MS 

03 

6525 

Cliper,  X  RAY  Technique  .  .  . . . 

A-A-51227 

/MB 

09  Dec 

85 

MD  MS 

03 

6525 

Cooler,  X  ray  Film  Processing  Unit  Validated  Oct  86  REV-MB . 

MIL-C-36337B 

DM 

31  Oct 

88 

MO  MS 

03 

6525 

Cover,  X-ray  Cassette  ....  . 

A-A-51075B 

MB 

26  Feb 

88 

MO  MS 

03 

6525 

Densitometer . 

A-A-51668A 

MB 

31  Aug 

87 

MD  MS 

03 

6525 

Densitometer . 

AA-0051668 

/MB 

12  Sep 

86 

MD  MS 

03 

6525 

Dispenser,  Dental  X-ray  Film.  Penapicol,  Chute  Type,  Monuol . 

A  A-50895 

MB 

15  Aug 

83 

MD  MS 

03 

6525 

Drier,  X  Ray  Film,  Portable  Validated  Oct  88 . 

MlLD-36449 

DM 

31  Oct 

88 

MD  MS 

03 

6525 

Film  Cassettes.  Medical  Radiographic,  American  Notionot  Stondord 

Specifications  For  •  1979 

ANSI  PHI. 49-79 

/MB 

13  Jun 

86 

MD  MS 

03 

6525 

Grid,  Rodiogrophic .  . . . 

AA-53239 

MB 

29  Sep 

87 

MD  MS 

03 

6525 

Grid,  Radiographic,  Straight,  Wafer-type  Validated  Feb  82  . . . . . 

GG-G-650 

•DM 

1 1  Mar 

59 

MD  MS 

03 

6525 

Grid,  Rodiogrophic,  Straight,  Wofer  Type  Validated  Jun  84 . 

GGG00650A 

/DM 

25  Sep 

70 

MD  MS 

03 

6525 

Hanger,  X  Roy  Film  ...  .  . . . . . . . 

A  A-51275 

/MB 

09  Dec 

85 

MDMS 

03 

6525 

Hanger,  X-ray  Film,  Processing,  Dental  Validated  Jun  81  . 

Mil  H  36203A 

DM 

17  Sep 

73 

MD  MS 

03 

6525 

Hanger,  X-roy  Film  Developing  And  Drying . . . 

A-A-50910 

MB 

29  Jon 

85 

MOMS 

03 

6525 

Hanger,  X  ray  Film  Validated  Feb  62 . . . . . 

GGHI09B 

/DM 

10  Dec 

75 

MD  MS 

03 

6525 

Honger,  X-roy  Film .  . . . . . . . . 

AA.53579 

/MB 

29  Jul 

88 

MD  MS 

03 

6525 

Honger,  X-roy  Film . . . 

A-A-(X}530B2 

MB 

20  Jul 

87 

MDMS 

03 

6525 

Holder,  Rodiogrophic  Film  Exposure  . 

A  A-53105 

MB 

31  Aug 

87 

MD  MS 

03 

6525 

Holder.  Rodiogrophic  Film  Cassette  Validated  Feb  82  ..  . 

GG-H  590 

/DM 

14  Jon 

59 

MD  MS 

03 

6525 

Holder.  Rodiogrophic  Film  Cassette  Validated  Feb  82  . 

GGH-00590A 

/DM 

22  Jul 

66 

MO  MS 

03 

6525 

Holder.  Radiographic  Film  Exposure,  Holder,  Photogrophle  Film 
(Photofluorogrophic),  And  Holder,  Dental  Rodiogrophic  Film,  Exposure 

Volidoted  Feb  82 

GG-H-591 

•DM 

12  Feb 

60 

MD  MS 

03 

6525 

Holder,  Rodiogrophic  Film  Cossette  .  . . . . . 

AA-53324 

MB 

26  Feb 

88 

MD  MS 

03 

6525 

Illuminator,  X  Roy  Film  Validated  Jun  64  USER*YO . 

GGI-446E 

/DM 

23  Jun 

78 

MD  MS 

03 

6525 

tllumlnotor,  X  Roy  Film . . . 

A  A-51091 

/MB 

30  Oct 

85 

MD  MS 

03 

•6525 

Illuminotor,  X  Roy  Film..  . 

AA.51092 

/MB 

30  Oct 

85 

MD  MS 

03 

6525 

Illuminator,  X-roy  Film,  Collapsible  Validated  Jun  84 . 

MI14-36013B 

DM 

13  Jul 

72 

MD  MS 

03 

6525 

Lobe),  X  ray  Film  Identification . . . 

A  A-51341 

/MB 

31  Jon 

86 

MD  MS 

03 

6525 

Letter  Set,  X  ray  Film  Marking . 

A  A.53109 

MB 

31  Aug 

87 

MD  MS 

03 

6525 

Mocker  Set,  X-roy  Film  Identificotion  Validated  Feb  82 . 

GGM125C 

/DM 

28  Jun 

60 

MD  MS 

03 

6525 

Mocker  Ste.  X-ray  Flimindentification . 

A-A-53318 

MB 

26  Feb 

88 

MD  MS 

03 

6525 

Medicol  Rodiogrophic  Snicet  &  Roll  Films  •  Dimensions  (  Film)  Americocs 

National  Standard  For  Phoiogrophy  •  1983 

ANSI  PHI, 17  83 

MB 

31  Jul 

86 

MD  MS 

03 

6525 

6525 

Mount.  Rodiogrophic  Film,  Dental  Validated  Jun  64 . 

Mount,  Rodiogrophic  Film,  Dental  Validated  Jun  66  . . 

G-M-00656C  (1) 

G  M  656A 

/DM 

T 

17  Jan 
12  Aug 

83 

58 

MDMS 

03 

6525 

Mount,  Rodiogrophic  Film,  Dental  . . . . 

A  A  53583 

/MB 

29  Jul 

88 

MD  MS 

03 

6525 

Mount,  Raidogrophic  Film.  Dentol  .  .  . ....  . . . . 

A-A-53582 

/MB 

29  Jul 

88 

MD  MS 

03 

6525 

Numerol  Set,  X  ray  Film  Marking  . . . 

A  A-53108 

MB 

31  Aug 

87 

MD  MS 

03 

6525 

Peddle,  Pneumatic  Compression  . . . . 

A.A.51590 

/MB 

12  Aug 

86 

MD  MS 

03 

6525 

Phoiogrophy  -  Direct  exposure  Medicol  &  Dental  Rodiogrophic  Film/process 
Combinolions  •  Determination  Of  ISO  Speed  &  Average  Grodient  -  1983 

ANSI  PH2.50  83 

MB 

28  Nov 

86 

MDMS 

03 

6525 

Processing  Mochine,  Rodiogrophic  Film,  Automatic . 

A  A-53494 

/MB 

17  Jun 

88 

MO  MS 

03 

6525 

Processing  Machine,  Rodiogrophic  Paper  And  Developer  Assembly,  1 10  Volt, 

50  60  Cycle,  Ac  Validated  Jun  84 

MIL.P-36148C 

DM 

14  Oct 

76 

MOMS 

03 

6525 

Processing  Mochine,  Radiographic  Poper  And  Developer  Assembly  Validated 

Feb  82 

MIL-P-36541A 

DM 

16  Jan 

76 

MD  MS 

03 

6525 

Rock,  Drying,  Rodiogrophic  Film  Validated  Feb  62 .  . 

GG,R-25 

/DM 

7  Moy 

53 

MD  MS 

03 

6525 

Rock,  X  ray  Film  Hanger  Validated  Feb  82  . 

GG  R  0025B 

/DM 

27  Jun 

73 

MD  MS 

03 

6525 

Rule,  Anotomicol  ..  ..  .  . 

A-A -5 1292 

MB 

12  Dec 

85 

MO  MS 

03 

6525 

Sofe,  Dentol  X  roy  Film  Protective  Validated  Feb  62 . 

AA  S  75A 

•DM 

08  Sep 

75 

MD  MS 

03 

6525 

Sofelight,  Darkroom,  Photographic  . 

AA-51093 

/MB 

30  Oct 

85 

MD  MS 

03 

6525 

Screen  X  roy  Intensifying  Validated  Feb  82 . 

GG  S-00I76C 

/DM 

15  Oct 

73 

MD  MS 

03 

6525 

S^iwn,  X  luy  ‘iitviixfyii'u,  Ro«<<’y«iiuy<vipli>C,  Fvt  D*C>^i>0>t>c 

Validated  Feb  82 

CCS  176A 
(INT.  AMD  1) 

/r>t6 

c.. 

4.. 

XA 

.MD  .MS 

03 

6525 

Screen,  X  roy  Protective . 

A-A-51011 

/MB 

13  Sep 

85 

MD  MS 

03 

6525 

Screen.  X-roy  Protective,  Mobile . . . . 

A-A  50890 

/MB 

13  Jul 

83 

MD  MS 

03 

6525 

Shield,  Gonodol,  X  roy  Protective  . 

A  A  51350 

/MB 

21  Feb 

86 

MOMS 

03 

6525 

Tob,  Dentol  Bitewmg .  .  . 

A  A-51268 

/MB 

09  Dec 

85 

MD  MS 

03 

6525 

Tonk,  Insert,  X-roy  Film  Processing  Validated  Jun  84  . 

MtL-T  36213A 

DM 

18  Jun 

66 

MD  MS 

03 

6525 

Tank,  Insert,  X  roy  Film  Processing  . . . 

A  A-53585 

/MB 

29  Jul 

88 

MO  MS 

03 

6525 

Tonk,  Moster,  X  roy  Film  Processing  Validated  Feb  82 . . . . . 

MILT  37214 

Dm 

18  Aug 

75 

MD  MS 

03 

6525 

Tonks,  Moster,  X-ray  And  Photodosimetnc  Film  Processing,  Mechonicolly  Cooled, 
Self  contained  Novo)  Shipboord  Validated  Jun  81  REV-GS 

MIL  T-19367A  (2) 

DM 

2  Mar 

62 

MDMS 

03 

6525 

Test  Pattern  6  Penet.'omeier  Assembly,  X-roy . 

A-A  53842 

MB 

24  Mar 

89 

MO  MS 

03 

6525 

Test  Pattern,  Rodiogrophic  Image  Intensifier  . . . 

A-A-53320 

MB 

26  Feb 

88 

MD  MS 

03 

6525 

Viewer,  Dentol  Rodiogrophic  Film  . 

A-A  51010 

/MB 

10  Oct 

85 

MD  MS 

03 
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652S 

Viewer,  Oentol  Rodiogrophic  Film,  110  Volt,  AC'dc  Validated  Feb  82 . . 

GG-V.350 

•DM 

9  Aug 

60 

MD  MS 

03 

6525 

X  Roy  Apporolus,  Dental,  Woll  Mounted,  15  Mo,  90  Pkv,  100-130  Volt.  50-60 

MIL.X-36386A 

DM 

06  Sep 

73 

MD  MS 

03 

Hz,  A.c.  Validated  Jun  81 

6525 

X-ray  Apporotus  Set,  Radiographic  And  Fluoroscopic,  Medical  Validated  Feb  82 

GG-X-635D 

/DM 

13  Aug 

68 

MD  MS 

03 

6530 

Assembly,  Surgicol  Irngotor . .  .. .  . 

AA-53843 

MB 

24  Mar 

89 

MD  MS 

03 

6530 

Bock  Rest,  Litter,  Nonad|ustob(e  Validated  Jun  64  . 

MIL.B-36120 

DM 

08  Moy  62 

MD  MS 

03 

6530 

Bag,  Buckshot  Validated  Jun  61  . . . . 

MIL  B-36538A 

DM 

26  Sep 

74 

MD  MS 

03 

6530 

Bog,  Hot  Woter  Ice .  .... ..  . . 

A-A-51294A 

/MB 

31  Jon 

89 

MD  MS 

03 

6530 

Bag,  ice  And  Hot  Woter  . . . 

A-A-50983A 

/MB 

31  Jan 

89 

MD  MS 

03 

6530 

Bag,  Patient  S  Effects  Validated  Feb  82 . 

M1L-B-2619A 

DM 

30  Dec 

57 

MD  MS 

03 

6530 

Bog,  Patient  S.  Effects  Validated  Feb  62 . 

MIL-B  002619B 

DM 

13  Aug 

64 

MD  MS 

03 

6530 

Bog,  Urine  Collection,  Pediotnc . 

A-A-51435 

MB 

20  Moy 

86 

MD  MS 

03 

6530 

Bog,  Urine  Collection  Validated  Jun  84 . 

MILB-37189 

DM 

29  Apr 

75 

MD  MS 

03 

6530 

Bog,  Urine  Collection ,.  . . . 

AA-30082A 

t 

01  Jul 

86 

6530 

Bag,  Urine  Collection  . .  . . 

MIL'B'0037ie9A 

DM 

11  Apr 

78 

6530 

Bog,  Urine  Collection,  Pediatric,  Plastic,  Oisposoble  Validated  Jun  84 . 

MIL'B-36444A 

DM 

02  Feb 

77 

MD  MS 

03 

6530 

Bond,  Patient  Identification,  Plostic  Validated  Feb  82 . 

MIL'B.36225B 

DM 

13  Apr 

76 

MD  MS 

03 

6530 

Band,altergy  Identifi  Cation  ....  . 

AA0051733 

MB 

28  Nov 

86 

MD  MS 

03 

6530 

Bonds,  Personal  Mentificotion  . 

A-A-3(X)44B 

/OP 

01  Moy  83 

MD  MS 

03 

6530 

Bosm,  Emesis  Validated  Feb  82  . . . . 

RR-B-1961 

/DM 

06  Apr 

76 

MD  MS 

03 

6530 

Bosin,  Emesis  (Disposoble,  Single-  Patient  Use) . 

A.A.30060A 

/DP 

11  Mar 

83 

MD  MS 

6530 

Basin,  Emesis,  Bosm,  Wesh,  (Corrosion. resisting  Steel)  Validated  Feb  62 

RR.B-120A 

/DM 

24  Apr 

58 

MD  MS 

03 

USER  GL 

6530 

Bosin,  Emesis,  Corrosion  Resisting  Steel  ..  . . 

A  A-50B36A 

/MB 

31  Jan 

89 

MD  MS 

03 

6530 

Bosm,  Wash  (Plostic  Autoclovoble)  . 

A-A-30057B 

/MB 

15  Apr 

87 

MD  MS 

03 

6530 

Bosin,  Wash,  Corrosion  Resisting  Steel  . . 

A-A-50614A 

•MB 

31  Jon 

89 

MD  MS 

03 

6530 

Bassinet  And  Dressing  Table,  Combination,  Hospitol  Validated  Feb  82 . . 

MIL-B-36560A 

DM 

05  Dec 

75 

MD  MS 

03 

6530 

Bassinet  And  Dressing  Table  Combination,  Hospitol,  Corrosion-resisting  Steel . 

AA.B.60 

t 

11  Mor 

59 

6530 

Both,  Paraffin  Validated  Jun  84  REV-MB . 

MIL'B-16946C 

DM 

07  Sep 

78 

MD  MS 

03 

6530 

Ba*h,  Poroffin . .  . . 

AA  50876 

MB 

12  Aug 

83 

MD  MS 

03 

6530 

Bath,  Whirlpool.  Crm,  Validated  Feb  82  USER-YO  . 

GG.B-146A 

/DM 

31  Mor 

53 

MD  MS 

03 

6530 

Both,  Whirlpool,  Arm . . . 

AA.51362 

MB 

15  Mor 

86 

MD  MS 

03 

6530 

Bath,  Whirlpool,  Leg  . . . 

A-A-51623 

/MB 

19  Sep 

86 

MD  MS 

03 

6530 

Bath,  Whirpool,  Corrosion  resisting  Steel  Validated  Feb  82  REV-YD . 

GG.B-00146B 

/DM 

02  Nov 

65 

MD  MS 

03 

6530 

Bed  Pon  Validated  Feb  82  . . . 

RR-B  00191E  (1) 

/DM 

23  May  72 

MD  MS 

03 

6530 

Bed,  Adiustoble  Validated  Jun  64  . . . . 

MIL'B  3655aA 

DM 

14  Sep 

78 

MD  MS 

03 

6530 

Bed,  Adiustoble  (Manuol) . . . . . . . . . . . 

A-A  301  lOA 

t 

23  Apr 

85 

6530 

Bed,  Folding,  Steel  Validated  Jun  84.„.... . . . . . 

MIL'B-1S61A 

DM 

02  Jun 

64 

MDMS 

03 

6530 

Bed.  Orthopedic  Validated  Jun  81  . . . 

MIL'B-36492 

DM 

13  Jun 

66 

MD  MS 

03 

6530 

Bedpan  . . . . . 

A-A-51354 

MB 

14  Mor 

86 

MD  MS 

03 

6530 

Bedpan  .  . . . . . . . . . 

AA-51760 

/MB 

30  Jon 

87 

MD  MS 

03 

6530 

Bedpan  . . . 

A'A-50883A 

/MB 

31  Jon 

89 

MD  MS 

03 

6530 

Bedpon.  Corrosion-resisting  Steel  Validated  Feb  82 . 

RR'B-191B 

/DM 

28  Sep 

62 

MDMS 

03 

6530 

Bedpans  (Plastic)  REV-SO  . . . . . .  . . . 

A-A-3005eE 

/MB 

24  Mor 

87 

MD  MS 

03 

6530 

Beds,  Adiustoble  (Electric) . . . . . . . 

A-A  30107B 

1 

23  Apr 

85 

6530 

Boot,  Exerciser,  Physical  Theropy . . . 

A-A-51097 

/MB 

30  Oct 

85 

MD  MS 

03 

6530 

Bottle  And  Jars,  Gloss,  Prescription  dispensing  Validated  Jul  74  USER-Gl  ME.... 

OD'B-585 

% 

1  Sep 

59 

INT  AMD  1 

6530 

Bottle  And  Jars,  Glass,  Prescription  Dispensing  Validated  Jun  84 . . . 

DD'B-00585B  (2) 

/DM 

16  Apr 

71 

MD  MS 

03 

6530 

Bottle  Dropper  (Prescription),.,.. . . . . . . 

A-A-50984 

MB 

24  Jul 

85 

MD  MS 

03 

6530 

Bottle,  Nursing,  Wide  Mouth  Validated  Jun  81 . . . . . . 

MII-B-16755B 

DM 

20  Feb 

67 

MD  MS 

03 

6530 

Bottle,  Sofety  Cap,  Plastic,  Tablet  And  Capsule,  Round,  Light  Resistont 

MIL'B-36819B 

DM 

26  Nov 

73 

MD  MS 

03 

Validated  Jun  8 1 

6530 

Bottle,  Safety  Cap,  Gloss,  Light  Resistont,  Liquid  Prescription . 

A -A -50983 A 

/MB 

03  Sep 

87 

MD  MS 

03 

6530 

Bottle,  Safety  Cap,  Gloss,  Light-resistont,  Toblet  And  Capsule  Validated  Feb  82 

MIL  B-37075A 

DM 

14  Sep 

76 

MD  MS 

03 

6530 

Bottle,  Safety  Cop  (Plastic,  Light  resistant,  Liquid  Prescription . 

A.A.53460 

MB 

13  Sep 

88 

MD  MS 

03 

6530 

Bottle,  Safety  Cop  (Methadone) . . . . . . . 

A-A-30065A 

1 

23  Dec 

83 

6530 

Bottle,  Safety  Cap  (Tablets  &  Capsules) . . . 

A-A-30012B 

/DP 

01  Jul 

86 

MD  MS 

03 

6530 

Bottle,  Safety  Cop  (Tablet  And  Capsule) . 

AA-51772 

/MB 

16  Dec 

86 

MD  MS 

03 

6530 

Bottle,  Screw  Cop,  (Plastic)  . . . 

AA.51770 

/MB 

15  Dec 

86 

MDMS 

03 

6530 

Bottle,  Screw  Cop,  Cpiastic  Square) . . . 

A-A-53342 

MB 

22  Oct 

87 

MD  MS 

03 

6530 

Bottle,  Screw  Cop  (Prescription)  . 

A-A-50979 

/MB 

01  Jul 

85 

MDMS 

03 

6530 

Bottle,  Screw  Cop  (Medicament  Contoiner/dispenser  For  Field  Kit/ossemblies) 

L-B-001 190 

/DM 

31  May  66 

MD  MS 

03 

Validated  Feb  82 

6530 

Bottle,  Spray,  Plostic . . . 

A  A-50e24A 

/MB 

31  Jon 

89 

MD  MS 

03 

6530 

Bottle,  Sterile  Fluid  Storoge  (Superseded  By  DD-B'00592A) . 

DD-B-592 

•DM 

30  Mor 

60 

MD  MS 

03 

6530 

Bottle,  Stopper,  Plostic,  Round  Validated  Jun  81  . 

MIL-B-36502 

DM 

28  Sep 

66 

MD  MS 

03 

6530 

Bottle,  Stopper,  Voccine,  Round  And  .Stopper,  Bottle,  Rubber . . . . 

DDB-599A 

t 

01  Dec 

61 

6530 

Bottle,  Urine  Specimen.. . . . . . . . . . . . . . 

AA.30045 

t 

09  Aug 

82 

6530 

Bottle,  Urine  Specimen  &  Cop,  Snop  On... . . . . . . . 

A  A  51018 

MB 

10  Oct 

85 

MDMS 

03 

6530 

Bottles.  Safety  Coo  (Liouid).. . 

A.A.30049B 

t 

t5  Mo* 

85 

6530 

Bowl,  Surgicol  Sponge . .  . . . . . . 

A-A-51014 

/MB 

10  Oct 

85 

MDMS 

03 

6530 

Bowl,  Surgicol  Sponge  Validated  Feb  82..... . . . . . . . 

RR-B-00616C 

/DM 

22  Mor 

72 

MDMS 

03 

6530 

Bow),  Surgicol  Sponge,  Aluminum  &  Corrosion  Resisting  Steel . 

A-A-50822A 

/MB 

10  Oct 

85 

MDMS 

03 

6530 

Bowls,  Sponge.  Corrosion-resisting  Steel  Validated  Feb  62 . . . . 

RRB-616A 

/DM 

31  Jon 

55 

MDMS 

03 

6530 

Brush-sponge,  Surgical  Scrub . . . . . 

A-A-53573 

/MB 

29  Jul 

88 

MD  MS 

03 

6530 

Brush,  Surgical  Scrub  Validated  Jun  84  REV-MB . . . . . . . 

GG.B-3043 

/DM 

08  Dec 

77 

MD  MS 

03 

6530 

Cobinet,  Bedside,  Metol,  Hospitol  Type  Validated  Feb  82 . . . . . 

AA-C-lOA  (I) 

/DM 

20  Mor 

59 

MD  MS 

03 

{INT.  AMO.  2) 

6530 

Cobinet,  Bedside,  Metol,  Hospitol  Type  Validated  Feb  82 . . 

AA-C-OOIOB 

•DM 

14  Jon 

63 

MD  MS 

03 

6530 

Cobinet,  Electrocordiogroph  . . . . . 

A-A-S1845 

MB 

31  Mor 

87 

MD  MS 

03 

6530 

Cabinet,  Instrument,  Medico)  Validated  Mar  62  RtV ‘IAS . . . 

GG.C.71 

/DM 

02  Mor 

89 

NOTICE  I 
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6530 

Cabinet,  Surgicol  Instrument,  Surgicol  Instrument  And  Dreuing,  And  Medicine, 

GGC0071A 

/DM 

02  Mar 

89 

MDMS 

03 

Combinotion  Validated  Mar  89 

NOTICE  1 

6530 

Cobinetry  System,  Medical  &  Pharmacutical,  Deployobte  REV<MD  MS  03  . 

MIL-C-37999 

DM 

15  Jun 

87 

MD  MS 

03 

6530 

Cap,  Sterile  Fluid  Storoge  Bottle  Validated  Jun  84  REV>MB . . 

MIL-C-37586 

DM 

29  Sep 

77 

MD  MS 

03 

6530 

Carrioge,  Pail  Validated  Jun  81 . . . 

GGC-00126D 

/DM 

28  Apr 

70 

MDMS 

03 

6530 

Carriage,  Poil,  Crm  (Frame,  Kick  Bucket)  Validated  Feb  82 . 

GG.C-126A  (1) 

/DM 

10  Ocl 

52 

MDMS 

03 

6530 

Carriage,  Poil,  Corrosion  Resisting  Steel . 

A-A-508.(0 

/DM 

27  Jul 

82 

MD  MS 

03 

6530 

Cart,  Cordiac  Resuscitotion  Kit  . . . 

A-A-53003 

MB 

26  Jun 

87 

MD  MS 

03 

6530 

Cart,  Clinical  Chort  Holder  (Mobile)  Validated  Feb  82 . 

GG.C-129 

/DM 

20  Aug 

56 

MD  MS 

03 

6530 

Cort,  Ciinicol  Chort  Holder  Validated  Jul  78  . 

GG-C.00129A  (1) 

* 

16  Jun 

72 

MD  MS 

03 

6530 

Cart,  Medicine . . . 

A.A-51759 

/MB 

30  Jon 

87 

MD  MS 

03 

6530 

Cart,  Medicine . 

A-A-51293 

/MB 

12  Dec 

85 

MD  MS 

03 

6530 

Cart,  Orthopedic  Bed  Validated  Jun  8t  . 

Mll-C-36204 

DM 

28  Jon 

65 

MD  MS 

03 

6530 

Cort.  Plaster  Cost  Materials . . . . . . . . . . . 

A.A-53107 

MB 

31  Aug 

87 

MD  MS 

03 

6530 

Corts,  Surgical  Dressing  Validated  Jun  84 . 

AA-C-112D 

/DM 

04  Oct 

76 

MDMS 

03 

6530 

Cose.  Medullar/  Pin  Sterilization. . ,  . 

A.A-53218 

MB 

29  Sip 

87 

MD  MS 

03 

6530 

Cosework  Moveable  And  Modular  For  Hospital  Laboratories  And  Phormocies, 

MIL-C-29240 

VD 

10  Moy 

85 

MD  YD 

03 

Performance  Specifications  For 

6530 

Casework,  Metal  And  Wood  (Medical  And  Dental)  REV*MO  MS  04  99  MB  .. . 

MII.C-20709D 

YD 

14  May  64 

CE  YD 

03  MB 

6530 

Choir  Validated  Jun  81  . . 

MIL-C-36570 

DM 

18  Dec 

68 

MDMS 

03 

6530 

Choir,  Hospital  Word,  Metoi  Validated  Jun  81 . 

Mll-C-36250 

DM 

06  Aug 

A 

MD  MS 

03 

NOTICE  1 

6530 

Choir,  Sitz  Bath,  Mobile  Validated  Jun  84  . 

Mll'C-3623SA 

DM 

19  Jun 

72 

MD  MS 

03 

6530 

Chair,  Whirlpool  Both . 

A.A-53091 

MB 

31  Aug 

87 

MD  MS 

03 

6530 

Chemicol  Cooling  Pad . . . 

A-A-51063A 

/MB 

29  Apr 

88 

MD  MS 

03 

6530 

Cold  Pock  And  Wropper,  Cryotheropy  . . . . . 

A-A-5313S 

MB 

31  Aug 

87 

MD  MS 

03 

6530 

Commode  Validated  Jun  81 . . . . 

Mll-C-20534 

DM 

10  Die 

51 

MD  MS 

03 

6530 

Commode  Validated  Jun  81 . . . . . . . 

MIL-C-0020S34A 

DM 

29  Jun 

62 

MDMS 

03 

•6530 

Construction  And  Materiel  Schedule  For  Military  Medicol  And  Dentol  Focthties 

MII-STD-1691D 

YD 

03  Sip 

65 

MD  YD 

03 

REV-MB 

6530 

Container,  Environmental  Protection  Medical  Supplies . . . 

MIL-C-37964 

DM 

25  Oct 

85 

DM 

6530 

Cot,  Folding,  Hospital,  Aluminum  Validated  Jun  81 . . . . . . . 

Mll-C-36465 

DM 

15  Jan 

66 

MD  MS 

03 

6530 

Cover,  Bedpan . . . . . .  . . . 

A.A.51522 

/MB 

03  Jul 

86 

MD  MS 

03 

6530 

Cover,  Bedpon,  Paper  Validated  Feb  82  . 

UU-C-600 

rDM 

05  Apr 

61 

MD  MS 

03 

6530 

Cover,  Bedpon,  Paper  Validated  Feb  82 . 

UU-C-00600A  (1) 

/DM 

26  Aug 

71 

MD  MS 

03 

6530 

Cover,  Operating  Table,  Plostic,  Oisposoble  . 

A-A-50870A 

/MB 

29  Jul 

88 

MD  MS 

03 

6530 

Cover,  Protective,  Heot  Pod..... . . . 

AA-51624 

MB 

22  Aug 

86 

MD  MS 

03 

6530 

Cover,  Surgical  Instrument  Stand,  Bog  Type  Validated  Feb  82 . 

MIL  C-36398 

OM 

25  Fib 

65 

MD  MS 

03 

6530 

Cover,  Surgical  Instrument  Stand . 

A-A-51424A 

/MB 

28  Nov 

86 

MD  MS 

03 

6530 

Cover,  Surgicol  Instrument  And  Dressing  Cabinet  Validated  Jun  64  REV-MB  .. .. 

MIIC.37722 

DM 

27  Apr 

78 

MD  MS 

03 

6530 

Cover,  Surgical  Instrument  And  Dressing  Troy  Validated  Jun  84  REV»MB . 

Mll-C.37732 

DM 

22  Sip 

77 

MD  MS 

03 

6530 

Crodle,  Hospital  Bed  Clothing  Vn'idated  Jun  84 . . . 

RR.C-633A 

/DM 

11  Aug 

61 

MD  MS 

03 

6530 

Cradle,  Ho.pMoi  Bed  Clothing  Vjhdated  Feb  82 . 

RR.C-00633B 

/DM 

28  Mar 

68 

MD  MS 

03 

6530 

Cup,  Den'ure  . 

A.A.33053B 

t 

05  Apr 

84 

6530 

Cup,  Medicine,  Plastic . . . . . . . 

AA-50857A 

•MB 

29  Jul 

88 

MD  MS 

03 

6530 

Cup,  Paper  (Medicine  .  . . 

UU-C001099 

t 

03  Aug 

66 

6530 

Cup,  Solution,  (Corrosion  Resisting  Metal)  . . . 

A.A-50e98 

X 

17  Moy  85 

6530 

Cup,  Solution,  CRM,  7  OZ  Validated  Jun  81  . 

MII-C-16322A 

MB 

14  Sep 

64 

MD  MS 

03 

6530 

Cup,  Specimen  Validated  Feb  82  . 

MIL-C-36435B 

DM 

13  Nov 

75 

MDMS 

03 

6530 

Cup,  Ssecimen . 

AA-51015 

/MB 

20  Sep 

85 

MD  MS 

03 

6530 

Cup,  Specimen  Validated  Feb  82 . 

MIL-C-36S42C 

DM 

04  Fib 

76 

MD  MS 

03 

6530 

Cup,  Specimen,  Paper . 

A-A-50878 

/MB 

31  May  83 

MDMS 

03 

6530 

Cup,  Specimen,  Plastic  (Sterile  &  Nonsterile)  KEV-SD . 

A.A-30056C 

•MB 

28  Jan 

87 

MD  MS 

03 

6530 

Curtain,  Bedside  Screen  Validated  Feb  82 . 

DDD-C-800 

/DM  20  Sip 

56 

MD  MS 

03 

6530 

Cushion,  Ring,  Inflatable  (Donut)  . . . . . 

A-A-30048 

t 

22  Sip 

82 

6530 

Cushion,  Ring,  Inflatable,  ‘‘lastic  . . . . . . 

A  A. 50860 

♦MB 

24  Jon 

83 

MD  MS 

03 

6*130 

Cushion,  Ring,  Inflotoble,  Plastic  Validated  Feb  62  . 

l.C-001804 

/DM 

12  Jun 

72 

MD  MS 

03 

6530 

Cushion,  Ring,  Inflotoble  Validated  Jun  84  . . . 

ZZ-C  796D 

/DM 

13  Jon 

77 

MDMS 

03 

6530 

Desk,  Flat  Top  Validated  Feb  82 . 

AA.D-170A 

/DM 

20  Fib 

76 

MD  MS 

03 

6530 

Desk,  Flot  Top  Corrosion  resisting  Steel  . 

AA-50897A 

MB 

34  Mor 

89 

MD  MS 

03 

6530 

Desk,  Flot,  Top  Validated  Jun  81  . 

MILD-36572A 

DM 

18  Aug 

75 

MD  MS 

03 

6530 

Destruction  Unit,  Syringe-hypodermic  Needle  . 

A-A-50872 

/MB 

25  Moy  83 

MD  MS 

03 

6530 

Destruction  Unit,  Syringe  Hypodermic  Needle  Validated  Feb  82 . 

MIL-D-37528 

DM 

16  Sep 

76 

MD  MS 

03 

6530 

Dispenser,  Surgicol  Detergent . 

A.A-51034 

/MB 

10  Oct 

85 

MD  MS 

03 

6530 

Disposoble  Container,  Hypodermic  Needle  &  Syringe . 

A.A.0030132 

/MB 

18  May  67 

MD  MS 

03 

6530 

Drope,  Operating  Microscope  Validated  Jun  84  REV-MB . 

MIL-D-37587 

DM 

14  Sep 

77 

MD  MS 

03 

6530 

Drope,  Surgical  Validated  Feb  82  . 

DDD'D-626A 

/DM 

28  Apr 

59 

MD  MS 

03 

6530 

Drope,  Surgical .  . 

A  A  0051837 

MB 

20  Fib 

87 

MD  MS 

03 

6530 

Drr  ‘urgicol,  Nonwoven  Fabric,  Green,  Disposable  Validated  Jun  81 

MIL  D-36983 

DM 

05  Jul 

73 

MD  MS 

03 

6530 

Drape,  Surgical,  Plostic,  Sterile,  18  By  36  Inches,  10$  Validated  Feb  82  .  ... 

DDD-D  00620 

/DM 

17  Mar 

65 

MD  MS 

03 

6530 

Drape,  Surgicol,  Split  Sheet,  Nonwoven  Fobne . 

A-A-53662 

/MB 

26  Aug 

ee 

MD  MS 

03 

6530 

Drape,  Surgicol,  Cloth  Validated  Feb  82  . . . . . 

DDD-0-00626D  (1) 

/DM 

10  Fib 

76 

MD  MS 

03 

6530 

Drepes,  Surgicol,  Disposoble,  Nonwoven  Fobne  Validated  Feb  82 . 

MIL-0-36917  (1) 

DM 

23  Ocl 

75 

MD  MS 

03 

6530 

Dumbbell  Set,  Physicoltheropy . 

A-A-51517 

/MB 

03  Jul 

86 

MDMS 

03 

6530 

Dynamometer,  Hond,  Hydroulic  . 

A-A-51467 

/MB 

16  Jun 

86 

MD  MS 

03 

6530 

Electric  Heoling  Pods  -  30  Nov  81  Validated  Oct  88  . 

UL  130-81 

MB 

31  Oct 

88 

MD  MS 

03 

6530 

Electrode  Assembly,  Fetol  ....  . 

A-A-51357 

MB 

28  Mor 

86 

MD  MS 

03 

6530 

Enemo  Administration  Sets .  . 

A-A-30055B 

t 

10  Jun 

83 

6530 

Envelope,  Stenlizotion,  Paper,  Self-svoling  Validated  Jun  84 . 

MIL-E-364786 

DM 

20  Ocl 

76 

MD  MS 

03 

6530 

Envelope.  Sterilizotion . 

AA-51844 

/MB 

31  Mor 

87 

MD  MS 

03 

6530 

Envelope,  Sterilizotion . 

A-A-53325 

MR 

26  Feb 

88 

MD  MS 

03 

6530 

Envelope,  Sterilizotton . . . 

A-A-53238 

MB 

29  Sip 

87 

MD  MS 

03 

6530 

Envelope,  Sterllziotion  .  . . . 

A  A-53326 

MB 

26  Fib 

88 

MD  MS 

03 
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6530 

Envelopes,  Sterilization . . . . . 

A-A  30084A 

i 

10  Jun 

83 

6530 

Evacuotion  Boq,  Cosuolty,  Insulated  With  liner  And  Carrying  Bag  VoUdated  Feb 

MIL-E.U450A 

DM 

28  Oct 

60 

MD  MS 

03 

6530 

Evacuotion  Board,  Cosuolty  Volidated  Jun  $1 . . . 

MIL  E  36518 

DM 

13  Apr 

67 

MD  MS 

03 

6530 

fabric,  Nonv/oven,  Disposable  (Components  for  Surgicol  Pocks)  Validated  Jun 

MIL-F-36901A  (2) 

DM 

23  Jul 

75 

MD  MS 

03 

6530 

footprinter,  Infant  Identification  . 

AA.51321 

/MB 

27  Dec 

85 

MD  MS 

03 

6530 

footprinter,  Infant  Identification  Validated  Feb  82 . . . 

MIL-f -36461 B 

DM 

23  Aug 

76 

MD  MS 

03 

6530 

Hondle,  Instrument  Troy  . 

A  A  51626 

MB 

22  Aug 

86 

MD  MS 

03 

6530 

Heoter,  Heot  Treatment  Pod  Validated  Feb  82 . 

W.H.191B 

/DM 

27  Mo/  75 

MD  MS 

03 

6530 

Holder.  Bag,  Biohozord . . . . . . . 

A-A  51472 

/MB 

16  Jun 

86 

MDM5 

03 

6530 

Holder,  Clmicol  Chortolummum  . . . .  . 

A  A  51675B 

MB 

24  Mar 

89 

MD  MS 

03 

6530 

Holder,  Clmicol  Chort  . . . . . . . . . . . 

A  A  0051675 

/MB 

30  Sep 

86 

MDMS 

03 

6530 

Holder,  Hospitol  Bed  Patient  Identtficotion  Cord  Validated  Feb  82 . .  . 

GG  H-5S4 

•DM 

20  S.p 

60 

MD  MS 

03 

6530 

Holder,  Hospitol  Bed  Patient  Identification  Card  Validated  Feb  82 . . . 

GG  H  00584A 

/DM 

19  Mar 

74 

MO  MS 

03 

6530 

Holder.  Potient  S  Bed  tray  Cord  Validated  Feb  62 . 

GG  H.582 

•DM 

30  Sep 

59 

MDMS 

03 

6530 

Holder.  Patients  Bed  Tray  Cord  Validated  Jun  04.... . 

GG-H.00582A 

/DM 

30  Aug 

67 

MD  MS 

03 

6530 

Holder,  Surgicol  Intsrument  Sterilization  . 

AA-53580 

/MB 

29  Jul 

88 

MD  MS 

03 

6530 

Holder.  Surgical  Instrument  Sterilizotion  . . 

A-A-53581 

/MB 

29  Jut 

88 

MDMS 

03 

6530 

Humidt^'ers  And  Nebulizers  for  Medicol  Use,  Americon  Natlonol  Standord  for  • 

ANSI  279.9-79 

MB 

30  Moy 

86 

MDMS 

03 

1979 

6530 

Incubotor,  Infant,  Porloble  Validated  Jun  8J  . 

MIL-I-36279A 

DM 

07  Mor 

66 

MD  MS 

03 

6530 

Incubator.  Infont  .  . 

AA0053023 

MB 

13  Jul 

87 

MDMS 

03 

6530 

'ndicotor,  Clmicol  Chart  Holder.  Metal.  12S  Validated  Jun  84  . 

MIL-1  36246 

DM 

23  Jut 

64 

MDMS 

03 

6530 

Indicolor.  Sterilization . .  . . . 

A-A5I847A 

MB 

17  Jon 

88 

MD  MS 

03 

6530 

Indicotor.  Sterilization  Validated  Jun  61  . . . . 

MIL-1  36789 

DM 

13  Ocl 

71 

MD  MS 

03 

6530 

Indicotor,  Sterilization.  (Toblet  In  Tube)  Validated  Feb  82  . 

GG-l-521 

•DM 

28  Jun 

60 

MD  MS 

03 

6530 

Indicotor,  Sterilization  Volidated  Feb  82 . . . . . 

GG-I-0052IB 

/DM 

13  Aug 

71 

MD  MS 

03 

6530 

Indicator,  Sterilization  . . . 

A-A-519S9 

MB 

26  Jun 

87 

MO  MS 

03 

6530 

Irrigc'ion  Kit,  Potient  Volidated  Feb  82 . . 

MIL-I-36969A 

DM 

06  Apr 

76 

MD  MS 

03 

6530 

Irrigation  Kit,  Patient . . . 

A-A-300518 

/MB 

01  Jul 

86 

MD  MS 

03 

6530 

Irrigotion  Tip,  Surgical . . . . . 

A-A-53838 

MB 

24  Mor 

89 

MD  MS 

03 

6530 

Irrigator  . . . . . 

A-A-51340 

MB 

14  Feb 

86 

MD  MS 

03 

6530 

Irrigator,  Corrosion  Resisting  Steel  Volidated  Jun  84  . 

RR-I-681B 

/DM 

21  Sep 

61 

MD  MS 

03 

6530 

Irrigator,  Corrosion-resising  Steel  Validated  Jun  84 . 

RR-I-00681D 

/DM 

10  Jon 

72 

MD  MS 

03 

6530 

Jor,  forceps. . . . 

A-A-51028 

/MB 

09  Dec 

85 

MDMS 

03 

6530 

Jor,  forceps,  (Corrosion*reslsling  Steel)  Volidated  Feb  82 . 

RR-J-150 

/DM 

IS  Jul 

58 

MD  MS 

03 

6530 

Jor.  forceps,  (Corrosion  Resisting  Steel  Validated  Jun  84 . 

RR-J-00150A 

/DM 

25  Feb 

66 

MD  MS 

03 

6530 

Jor.  Screw  Cap.  Plostic,  Pathological  Specimen,  1  Pint  Validated  Feb  82 . 

MII-J-37076 

DM 

02  Aug 

74 

MD  MS 

03 

6530 

Jor.  Screw  Cop.  Ointment . . . 

A-A-30054C 

t 

12  Dec 

84 

MD  MS 

03 

6530 

Jor,  Sterilizing,  Scope!  Blodes  Validated  Feb  82 . 

OD-J-170 

/DM 

21  Aug 

58 

MD  MS 

03 

6530 

Jar,  Surgicol  Dressing  Validated  Jun  84 . 

MIL-J-36484 

DM 

05  Moy  66 

MD  MS 

03 

6530 

Jar,  Surgicol  Dressing  Validated  Jun  84  REV*MB  . 

MIL-.I-16643C 

DM 

06  Jul 

78 

MD  MS 

03 

6530 

Jar,  Surgical  Dressing  . . . 

A-A-S1094 

/MB 

30  Ocl 

85 

MD  MS 

03 

6530 

Jar,  Surgical  Dressing.  Corrosion-  Resistingsteel  . 

A-A-50816 

/MB 

13  Aug 

81 

MD  MS 

03 

6530 

Jor,  Surgical  Needle  . 

A-A-S1269 

/MB 

09  Dec 

85 

MD  MS 

03 

6530 

Lidding  Sheet,  Unit  Dose . . . 

A-A-53323 

MB 

26  Feb 

88 

MD  MS 

03 

6530 

Light,  Diagnostic  Examination  Validated  Feb  82 . . . 

Mll-L-37216 

DM 

02  Dec 

75 

MD  MS 

03 

6530 

Light,  Diagnostic-examination  . . . 

A  A-50893A 

MB 

16  Sep 

88 

MDMS 

03 

6530 

Light,  floor  Validated  Feb  82 . . . 

W-1-316B 

/DM 

22  Sep 

76 

MDMS 

03 

INT  AMD  1  (DM) 

6530 

Light,  Surgical,  Stand  Validated  Feb  82  . . 

MIL  L-36353B 

DM 

11  Mor 

76 

MD  MS 

03 

6.*i30 

Light,  Surgical,  Ceiling  Validated  Jun  84  REV*MB . . . 

MILL-37313A 

DM 

21  Aug 

78 

MD  MS 

03 

6530 

Light,  Surgical,  Brocket,  Porlable.battery  Operated  Validated  Jun  84 . 

MIL-L-36189 

DM 

13  Apr 

64 

MD  MS 

03 

6530 

Light,  Surgical,  Field  Val.dafed  Jun  84  . 

MIL-L-36531A 

DM 

19  Sep 

77 

MD  MS 

03 

6530 

Light,  Surgicol.  Ceiling  Validated  Jun  84  REV-MB . . . .  . 

MIL-L-37745 

D.M 

27  Sep 

78 

MDMS 

03 

6530 

Litter  Extension,  Patient  S  Pillow  Support  backrest  Validated  Jun  84  . 

MIL'l-36142 

DM 

15  Jul 

63 

MD  MS 

03 

6530 

Litter,  Folding,  Rigid  Pole  Volidated  Jun  81  USER-AV . 

MIL  L-16462B 

DM 

12  Apr 

67 

MD  MS 

03 

6530 

Litter,  Folding,  folding  Pole  Validated  Jun  81  . . . . . . . 

MILL-16446A 

DM 

16  May  66 

MDMS 

03 

6530 

Litter,  Rigid,  Stokes  VoUoated  Jun  84  REV.MB . . . 

RR-L.1997 

/DM 

12  Jun 

78 

MD  MS 

03 

6530 

Litter,  Semirigid,  Poleless  Validated  Jun  81 . . . . 

MILL-16815A 

DM 

11  Jon 

68 

MDMS 

03 

6530 

Lounge  Blood  Donor . 

A-A-53219 

MB 

29  Sep 

87 

MD  MS 

03 

6530 

Monikin,  Cordfopulmonory  Resuscitation  Training  (Head  And  Torso) . 

A-A-51315 

/MB 

27  Dec 

85 

MD  MS 

03 

6530 

Morker,  Cosuolty,  Arctic,  Cloth  Validated  Feb  82 . . . 

MIL-M-36233 

DM 

15  Jul 

64 

MD  MS 

03 

6530 

Mosin,  Wash . . . . . 

A-A-51661 

/MB 

19  Sep 

86 

MD  MS 

03 

6530 

Mot,  Exercise,  Physical  Theropy . 

A-A  51518 

/MB 

03  Jul 

86 

MD  MS 

03 

6530 

Moteriol  Hondling  Units  for  Medical  focilities,  Performance  Specificotons  for.... 

MIL  M  29241 

YD 

10  Moy  85 

MD  YD 

03 

6530 

Mottress,  Bed.  Foam-rubber,  Ambulonce  Stretcher  Volidated  Feb  82.... . 

MIL  M-40024B 

DM 

31  Ocl 

75 

MS 

0^ 

6530 

Mottress,  Stretcher  . . . . .  . . . 

A-A-51305 

/MB 

20  Dec 

85 

MDMS 

03 

^6530 

Medicine  Ulass  Vohaatea  teb  82  . . . . . 

DD-M-200A 

/DM 

6  Aug 

58 

MD  MS 

03 

6530 

Neurosurgical  Headrest  System  . . . 

A-A-51280A 

/MB 

17  Jon 

88 

MDMS 

03 

6530 

Nozzle,  Rectal  Irrigotmg  Validated  Jun  84  . . . . . . . 

MIL-N  36333A 

DM 

04  Dec 

69 

MD  MS 

03 

6530 

Pod,  Bed  Linen  Protective  Validated  Feb  82  . . . 

0DD-P-47C 

•DM 

13  Jan 

76 

MD  MS 

03 

6530 

Pod,  Contamination  Control  Mot . . . . . . . 

A-A-51319 

/MB 

27  Dec 

35 

MDMS 

03 

6530 

Pod,  Cooling,  Chemicol  Validated  Feb  62 . . . . . . . 

MIL  P-37018 

DM 

09  Jon 

76 

MD  MS 

03 

6530 

Pod.  Heot  Treotment  . . . . . . . . . . 

A-A-51012 

/MB 

10  Oct 

85 

MOMS 

03 

6530 

Pod,  Heat  Treotment  Volidated  Feb  82 . . . . 

MlL-P-37058 

DM 

30  Sep 

74 

MD  MS 

03 

6530 

Pod,  Heot  Treotment  Validated  Jun  84 . . . . . 

MIL-P-36358B 

DM 

06  Oct 

76 

MD  MS 

03 

6530 

Pod,  Heoting,  Chemicol  Validated  Jun  84 . . . . . . . 

0-P-46E 

/DM 

09  Nov 

76 

MD  MS 

03 

INT  AMD-(1) 

6530 

Pod.  Hospitol  Stretcher  Validated  Jun  84 . . . 

MIL-P-36073A 

DM 

18  May 

71 

MD  MS 

03 

6530 

Pod,  Hospitol  Stretcher . . . . . . . 

A-A-51282 

/MB 

09  Dec 

35 

MD  MS 

03 

6530 

Pod,  Hot-cold  Treotmen  T,  Circuloting . . . 

A-A-51620 

MB 

22  Aug 

86 

MD  MS 

03 
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5530 

Hot'cold.treolment,  Circuloting  Validated  Feb  82, . 

OP-001074 

/DM 

10  Sep 

65 

MD  MS 

03 

6530 

Pod,  Li!t«r  Validated  Feb  82 . . . 

MIL'P-36816A 

DM 

06  Jul 

76 

MD  MS 

03 

6530 

Pod,  Operating  Toble  (Sectionol)  . 

ZZ-P-0046A 

/DM 

20  Sep 

66 

MD  MS 

03 

6530 

Pod,  Pre^perotive  Preporotion  Validated  Jon  84  REV*MB . 

MIL.P-37591 

DM 

22  Jul 

77 

MD  MS 

03 

6530 

Pod,  Pressure  Point,  Physicotheropeulie  (Woter  Mattress) . 

AA-30069A 

t 

13  Moy 

83 

6530 

Pod,  Surgical  Operoting  Validated  Jon  84  REV>MS  . 

Z2P-51  (2) 

/DM 

30  Aug 

44 

6530 

Pod,  Surgicol  Operoting  . 

Z2P-00510 

16  Oct 

62 

6530 

Pods,  Bed  Imen  Protective . 

AA-30093 

•DP 

19  Jul 

83 

MD  MS 

03 

6530 

Pods,  Pressure  Point,  Physicotheropeutic  (Pod  Oecubitol,  Polyester)  . 

A-A-30068B 

t 

10  May 

85 

6530 

Poper  Sheeting,  Exominotion  Treotn>tnt  Tables  Validated  Feb  82 . 

UU-P-510B 

•DM 

17  Moy 

76 

MD  MS 

03 

6530 

Paper,  Sheeting.,  Examination*treatment  Tables  .  . 

A  A  30067A 

'OP 

30  Dec 

83 

MD  MS 

03 

6530 

Poroilel  Bors,  Physical  Theropy. . .  . 

A-A-51622 

MB 

22  Aug 

66 

MD  MS 

03 

6530 

Potlent  utility  Kit  Validated  Feb  82 . . . . . .  . . 

MII-P-36506B 

DM 

16  Sep 

76 

MD  MS 

03 

6530 

Potient  Utility  Kit . . .  . 

A-A-53093 

MB 

31  Aug 

87 

MD  MS 

03 

6530 

Patient  Utility  Kit  . . . . . 

A.A-51021 

MB 

10  Oct 

85 

MD  MS 

03 

6530 

Pipet,  Dropping,  Gloss  Or  Plastic  Validated  Feb  32 . . . 

DD-P00355A 

/DM 

27  Moy 

75 

MD  MS 

03 

6530 

Pitcher,  Clinicol  Solutions  Validated  Feb  82,,..,, . .  .  .  . 

RRP-3508 

•DM 

29  Apr 

75 

MD  MS 

03 

6530 

Plotform,  Exercise  Mol,  Physicol  Theropy . 

A-A-51896 

MB 

24  Apr 

87 

MDMS 

03 

6530 

Positioning  Set,  Surgicol  . . . 

AA-5194) 

MB 

29  May 

87 

mdms 

03 

6530 

Pulmoiiory  Exercise  Unit,  Plastic  Validated  Oct  88 . 

A-A-50837 

/MB 

31  Oct 

88 

MOMS 

03 

6530 

Pulmorory  Exercise  Unit . . . 

A-A-51030A 

MB 

24  Apr 

87 

MD  MS 

03 

6530 

Puimonory  Exercise  Unit . . . 

A-A-50896 

MB 

12  Aug 

83 

MD  MS 

03 

6530 

Pump  And  Fitter,  Prescription  Bottle  Validated  Feb  62  . 

MIL.P-37199 

DM 

05  Sep 

75 

MOMS 

03 

6530 

Pump  Unit,  Alternating  Pressure  Point  Pod,  Physiocotheropeutic  . 

A-A-3(X>36A 

/OP 

13  Oct 

82 

6530 

ftack'bin  Asserrbly,  Phormoceu*icol  Storoge . 

A-A-53099 

MB 

31  Aug 

87 

MO  MS 

03 

6530 

Rock,  Drying.  Bedpon  And  Urinal  Validated  Feb  62  . 

RR.R-0015A 

/DM 

29  Sep 

66 

md  ms 

03 

6530 

Rock,  Drying,  Clinicol  Utensils  Validated  Jon  81  . 

MIL-R-36037B 

DM 

25  Ocl 

7 

MD  MS 

03 

NOTICE  2  (DM) 

6530 

Rack,  Instrument  Sterilizotion . . .  ..  . 

AA-53090 

MB 

31  Aug 

37 

MD  MS 

03 

6530 

Rock.  Utensil  (For  Six  Urinals  And  Three  Bedpons)  Validated  Feb  82 . 

RR-R-15 

/DM 

11  Jon 

51 

MD  MS 

03 

6530 

Rack,  Weight  Set,  Storoge  . . . . .  . 

A-A-53220 

MB 

29  Sep 

87 

MD  MS 

03 

6530 

Restraint  Set,  Wrist  And  Ankle  Validated  Jon  64  REV*MB  ....  . 

MIL-R-36171C 

DM 

03  Mor 

77 

MO  MS 

03 

6530 

Rod,  Irngotor  Supporting  Validated  Feb  82  . 

RR  R-00560 

/DM 

01  Apr 

65 

MO  MS 

03 

6530 

Rod,  Irrigator  Supporting  Validated  Feb  82  . . . . . 

MIL-R'36025B 

DM 

17  Sep 

76 

MD  MS 

03 

6530 

Sole  Current  Limits  For  Eiectromedical  Apporotus  •  19  Jon  78  . . . 

ANSI/AAMI  SCL78 

MB 

16  Dec 

82 

MDMS 

03 

6530 

Screen,  Bedside  Validated  Feb  82 .  . 

AA.St30 

/DM 

25  Oct 

55 

MDMS 

03 

6530 

Screen,  Bedside,  Aluminum  Validated  Feb  82 . 

AA-S-00130A 

/DM 

02  Mor 

66 

MDMS 

(f 

6530 

Screens,  Radiogrophic  Film  Cossette  Intensifying,  Dimensions  For,  Amencon 

ANSI  PH  1.50-82 

MB 

28  No« 

86 

MDMS 

03 

Notional  Stondord  For  •  1982 

6530 

Shorps  Collection  System . 

AA-51625 

MB 

22  Aug 

86 

MD  MS 

03 

6530 

Shove  Kit,  Potient . . . 

A-A-5)591 

/MB 

12  Aug 

86 

MD  MS 

03 

6530 

Sling,  Head  . 

AA.53322 

MB 

24  Feb 

88 

MD  MS 

03 

6530 

Sing,  Head  .  . . . 

A-A-53496 

/MB 

17  Jun 

88 

MDMS 

03 

6530 

Specimen  Collection  Unit.  Unne  &  Stool  . 

A-A-51031 

/MB 

10  Oct 

85 

MD  MS 

03 

6530 

Specimen  Kit,  Sputum  .  . 

AA-53319 

MB 

26  Feb 

88 

md  ms 

03 

6530 

Specimen  Kit,  Urine  Validated  Jon  84 . 

MIL-5-37498 

DM 

26  Oct 

76 

MD  MS 

03 

6530 

Specimen  Kit,  Urme . . . 

A-A-51017 

MB 

13  Sep 

85 

MD  MS 

03 

6530 

Specimen  Kit,  Unne . . .  . . 

A -A  53847 

MB 

24  Mor 

89 

MD  MS 

03 

6530 

Specimen  Kit,  Urine . . . . .  . 

A  A-51013 

/MB 

13  Sep 

85 

MD  MS 

03 

653C 

Specimen  Kit,  Unne  (Midstreom) . . . . 

A-A-3C085C 

* 

23  Oct 

85 

MD  MS 

03 

6530 

Specimen  Trap,  Mucus . . . . . .  .... 

A-A-51662 

/MB 

19  Sep 

86 

MD  MS 

03 

6530 

Spineboord  .  . . . . . . .  . . . . . 

Mll-S-37952 

DM 

03  Jun 

83 

MD  MS 

03 

6530 

Sponge,  Scrub  Up,  Antibocterioi  Soop  Impregnoted . 

A-A-30047A 

1 

1 1  Mor 

83 

6530 

Spray  Bottle.  Plastic  REV-MB . . .  . 

MII-5-36468A 

DM 

06  Oct 

78 

MD  MS 

03 

6530 

Spreoder  Bor,  Heod  Sling .  . 

A.A.53321 

MB 

26  Feb 

88 

md  ms 

03 

6530 

Spreoder  Bor,  Heod  Slmg  Validated  Jon  61 . 

Mll-S-36549 

DM 

08  Jon 

68 

MD  MS 

03 

6530 

Stair,  Exercise  .  .  . 

A-A-5)589 

/MB 

12  Aug 

86 

MO  MS 

03 

6530 

Stond,  Bosin  Validated  Feb  62  USER'OL . . . 

RR-S-705E 

/DM 

03  Sep 

76 

MD  MS 

03 

6530 

Stond,  Bosin,  Folding,  Single,  Aluminum  REV-MD  MS  03 .  . 

MIL-5-36423 

DM 

02  Apr 

65 

MO  MS 

03 

6530 

Stond,  Bed  Service,  (Aluminum)  Validated  Feb  82 .  . 

GG-S-733 

/DM 

29  Jon 

57 

MD  MS 

03 

6530 

Stand.  Bed  Service  Validated  Jon  84  REV>MB . 

MIL-S-37B26 

DM 

25  Aug 

78 

MD  MS 

03 

6530 

Stond,  Irngotor  Validated  Jon  84 . . 

RR-S-709B  (1) 

/DM 

16  Mor 

77 

MD  MS 

03 

6530 

Stond,  I'rlgotor,  Steel,  Folding  Validated  Jon  81 .  . 

MII-S-16829A 

DM 

07  Jon 

66 

MO  MS 

03 

6530 

Stond,  Shelf,  Corrosion  Resisting  Steel  Validated  Jon  81  ....  . 

MIL-S-16297A 

DM 

10  Apr 

61 

md  ms 

03 

6530 

Stond,  Surgicol  Instrument  Validated  Feb  82 .  . 

GG-S  743C 

/DM 

28  Jul 

75 

MD  MS 

03 

6530 

Stond,  Surgtcol  Instrument,  Adjustable,  Steel,  Olive  Drab  Enomeled,  Field 

MIL-S  362808 

DM 

11  Jun 

75 

MD  MS 

03 

Validated  Jun  81  USER-MD  DM  REV  ME  OS  82 

6530 

Stood,  Surgical  Instrument  Validated  Feb  82 .  . 

MIL-S-37223 

DM 

1 1  Jun 

76 

MD  MS 

03 

6530 

Stands,  Introvenous  Irrigation,  Container . 

A-A-30050D 

/MB 

01  Jul 

86 

MDMS 

03 

6530 

Sterilizotion  Test  Strip  Set,  Bocferiol  Spore  Validated  Feb  82 

MIL-S-365B6A 

DM 

18  Aug 

76 

MDMS 

03 

Sterilizotion  lest  Strip  Set,  tiocteriot  Spore,  (tSociiius  SuDtitis  Ano  ttocnius 

a-a-50879 

Mb 

i53ep 

o3 

mu  mS 

(?3 

Steorothermophilus) 

6530 

Sterilizotion  Test  Ampules,  Bocteriol  Spore  . 

A-A-51219A 

MB 

30  Moy 

86 

MD  MS 

03 

6530 

Sterilizer,  Dry  Heot  . 

A-A-50899 

/MB 

30  Dec 

85 

MD  MS 

03 

6530 

Sterilizer,  Ethylene  Oxide  Oos,  For  Heot  And  Moisture  Labile  Surgicol 

GG-S-1344A 

•DM 

26  Nov 

75 

Instruments  And  Supplies  (Nonportoble)  Validated  Feb  82  USER  YD 

6530 

Sterilizer,  Surgicol  Dressing,  Sterilizers,  'nstrument.  And  Sterdzers,  Woter 

MIL-S- 157868  (1) 

MS 

20  Jon 

64 

MS 

(Nr^al  Shipboord)  Validated  Oct  $2 

653(' 

Sterilizer,  Surgicol  Instrument  And  Supply  Mechonicol  Air  Removoi,  Nonportoble 

GG-S-1343A 

•DM 

26  Nov 

75 

(Heot  And  Moisture  Stoble)  Validated  Feb  82  USE3-YD 

6530 

Sterilizer,  Surgical  Instrument  And  Dressing  Validated  Jon  81 . 

MIL-S  36S67A 

DM 

15  Jun 

70 

MD  MS 

03 

6530 

Sterilizer,  Surgicol  Instrument  And  Supply  Grovity  Air  Removof,  Non  Portable 

GG-S-1340A 

•DM 

24  Nov 

75 

(Heat  And  Moiiture  Stoble)  Vahdattd  fed  82  USER -YD 
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iS30 

Sterilizer,  Surgical  Instrument  And  Dressing,  Pressure.  Externot  Heated . 

MII-S-36500A 

MB 

10  Aug 

86 

MDMS  03 

6530 

Sterilizer,  Surgical  Instrument  And  Dressing  Validated  Oct  88 . 

AA-50900 

MB 

31  Oct 

88 

MDMS  03 

6530 

Sterilizer,  Surgical  Instrument  Validated  Jun  81... . 

NOTICE  1 
MII-S-36366A  (1) 

MB 

22  Mot 

74 

MDMS  03 

6530 

Sterilizer,  Surgical  Instrument  And  Dressing . . . 

A.A.53709 

MB 

30  S.p 

88 

MDMS  03 

6530 

Sterilizer,  Surgicot  Instrument  And  Dressing  Validated  Jun  84  . 

MtL-S-36716 

DM 

29  Oct 

70 

MDMS  03 

6530 

Sterilizer,  Surgicol  Instrument  . 

A-A-S1062 

/MB 

15  Oct 

85 

MOMS  03 

65'jO 

Sterilizer,  Surgical  Instrument  And  Dressing,  Loborotory  Validated  Jun  81 . 

MIIS-36717 

DM 

30  Oct 

70 

MOMS  03 

6530 

Sterilizer,  Surgical  Instrument  . 

A-A-51382A 

/MB 

28  Nov 

86 

MDMS  03 

6530 

Sterilizer,  Surgicol  Instrument  And  Dressing  Validated  Jun  81 . 

MII-S-36642C 

DM 

18  Sep 

75 

MDMS  03 

6530 

Stool,  Revoling .  . 

A  A-50866A 

/MB 

20  Dec 

85 

MDMS  03 

6530 

Stool,  Revolving  Validated  Feb  82  . 

AA  S-1965 

/DM 

13  Jon 

76 

MOMS  03 

6530 

Stool,  Revolving,  Surgeon  S  Validated  Jun  84  . . . . . . 

AA  S-696B 

/DM 

01  Oct 

76 

MDMS  03 

6530 

Stool,  Rvolving .  . . . 

A  A-51988 

MB 

26  Jun 

87 

MDMS  03 

6530 

Stool,  Step,  Surgical  . . . . 

A.A-53793 

MB 

30  Dec 

88 

MOMS  03 

6530 

Stool,  Straight  Validateo  Feb  32  .  . 

MIL  S-37337 

DM 

15  Sep 

76 

MDMS  03 

6530 

Stool,  Stroight  ........  .  . 

A  A-50874 

/MB 

25  May  83 

MD  MS  03 

6530 

Stool.  Stroight  Validated  Feb  82.  ...  . . . . . 

AAS-698B 

/DM 

17  Jul 

75 

MDMS  03 

6530 

Stool.  Stroight  . .  . . . . 

A  A  51057 

/MB 

15  Oct 

85 

MDMS  03 

6533 

Storage  Unit,  Phormoc«utkaU . 

AA.5189B 

MB 

24  Apr 

87 

MOMS  03 

6530 

Strep,  Leg  holder.  Examination  Tobie  . 

A  A-53221 

MB 

29  S,p 

87 

MDMS  03 

6530 

Strop,  Webbing,  Litter  Corrymg,  Olive  Drab  Validated  Jun  81 . . . 

Mll-S-36017 

DM 

15  May  59 

MOMS  03 

6530 

Strop,  Webbing,  Potient  Securing  Validated  Jun  84  REV^MB . 

MIL.S-36019A 

DM 

07  Sep 

78 

MDMS  03 

6530 

Stretcher,  Ambulonce.  . . . 

AA-51276 

/MB 

09  Dec 

85 

MDMS  03 

6530 

Stretcher,  Ambulonce,  Two  Level  Validated  Feb  82 . 

MIL-S-364398 

DM 

30  Sep 

76 

MOMS  03  ' 

6530 

Stretcher.hospitol,  W  Heeled  . . . . . . . 

A.A.51355 

MB 

07  Mor 

86 

MDMS  03 

6530 

Support,  Litter  Validated  Jun  84 . . . 

MIL-S-36545A 

DM 

29  Mor 

77 

MDMS  03 

6530 

Surgical  Pack  Disposable . 

AA-51267A 

MB 

19  Stp 

86 

MDMS  03 

6530 

Surgicol  Pock,  Disposable,  Obstetricol  Validated  Jun  81 . 

MIL-S'369IBA 

DM 

01  Mor 

74 

MDMS  03 

6530 

Surgical  Pock,  Dtsposoble  . . . 

A-A-53499 

/MB 

17  Jun 

88 

MDMS  03 

6530 

Surgical  Perk,  Disposable,  Obstetricol  Validated  Jun  81 . 

MIL-S-36932A  (1) 

DM 

09  Jun 

75 

MOMS  03 

6530 

Surgical  Pock,  Disposable  (Trocheoslomy  Core  Type . 

AA-30inD 

• 

28  Jon 

87 

MDMS  03 

6530 

Surgical  Pock,  Disposable,  Minor  Surgery  Validated  Jun  81 . 

MIL‘S-36913A 

DM 

28  Feb 

74 

MDMS  03 

6530 

Surgical  Pock,  Disposable,  CYSTOSCOPIC.SS  Validated  Feb  82,..„...„ . 

MIL'S'36920A  (2) 

DM 

09  Feb 

76 

MDMS  03 

6530 

Surgical  Pock,  Disposable,  Preoperoiive  Preporotion,  Nonstertle  Validated  Jun 

84 

Surgicol  Pock,  Lower  Extremity  . 

MILS  36744 

DM 

26  Jon 

71 

MDMS  03 

6530 

A-A-5)343 

/MB 

14  Feb 

86 

MDMS  03 

6530 

Surgicot  Pock,  Laparotomy,  Disposable.  5$  Validated  Jun  81 . . 

MII.S-36914A 

DM 

04  Apr 

74 

MDMS  03 

6530 

Surgicot  Pock,  Laparotomy,  Disposoble  Sterile  Validated  Jun  81 . . . 

MIIS-369)9A 

DM 

18  Mar 

74 

MDMS  03 

6530 

Syringe,  Fountain. .  . . . . . . 

A-A-51544 

MB 

18  Jul 

86 

MDMS  03 

6530 

Syringe,  Fountain,  Barium  Enemo,  Disposoble  Validated  Jun  81 . . . 

Mll-S-36459 

DM 

22  No. 

65 

MDMS  03 

6530 

Syringe,  Fountain,  Borium  Enemo . . . . . . . 

A-A-50841A 

/MB 

29  Jul 

88 

MDMS  03 

6530 

Syringe,  Fountoin,  Disposoble  Enemo  Validated  Jun  84 . . . . . 

CG-S'00)OI5A 

/DM  25  S,p 

69 

MDMS  03 

6530 

Tobte,  Anesthetist  S  Validated  Feb  82 . 

MII.-T-365228 

DM 

26  Aug 

76 

MDMS  03 

6530 

Tobie,  Anesthetist  S  Validated  Jun  84... . . . 

AA.T-4K  (1) 

/DM 

27  Feb 

61 

MDMS  03 

6530 

Tobie,  Anesthetist  S  Validated  Feb  82 . 

AA-T-0041E 

/DM 

04  Jun 

75 

MDMS  03 

6530 

Tobie,  Autopsy  Validated  Jun  81 . 

Mll-T-36883 

DM 

08  Sep 

72 

MDMS  03 

6530 

Table,  Bedside,  Metal,  Folding  Legs  Validated  Jun  84 . . . 

MIL-T.36015A 

DM 

05  Jun 

70 

MDMS  03 

6530 

Table,  Exomining  Validated  Feb  62 . . . . . 

AA-T-50D 

/DM 

28  Jon 

76 

MDMS  03 

6530 

Tobie,  Exomining  And  Treatment,  Cobinet  Type,  Steel,  Enameled  Validated  Jun 

MII-T-36295A 

DM 

29  Sep 

77 

MOMS  03 

6530 

84  REV'MB 

Table,  Exomining  And  Treotment  Validated  Jun  81 . 

Mll-T.36555 

DM 

21  Aug 

68 

MDMS  03 

6530 

Tobie,  Obstetrical  And  Gynecological  Validated  Jun  84 . 

MIL-T-36606 

DM 

12  Oct 

69 

MDMS  03 

6530 

Tobie,  Operating,  Orthopedic . 

A.A.51987 

MB 

26  Jun 

87 

MDMS  03 

6530 

Tobie,  Operating,  Hospitol,  Pedestal  Validated  Jun  84  REV.MS . 

MIL-T-37702 

DM 

27  Apr 

78 

MDMS  03 

6530 

Tobie,  Operating,  Field  Validated  Jun  84  REV-MB  . . . . . . . 

Mll-T-37637 

DM 

18  Jul 

78 

MDMS  03 

6530 

Table,  Overbed .  . 

A-A  51052 

/MB 

30  Oct 

85 

MDMS  03 

6530 

Tobie,  Surgical  instrument  And  Surgical  Dressing . . . 

A  A'51448 

MB 

30  May  86 

MDMS  03 

6530 

Tobie,  Surgicol  Instrument  And  Surgicol  Dressing  Validated  Jun  84 . 

MIL-T-36202B 

DM 

18  Aug 

77 

MDMS  03 

6530 

Tobie,  Surgical  Instrument  And  Dressings . 

A.A'51449 

MB 

30  Moy  86 

MDMS  03 

6530 

Tobie,  Surgical  Instrument,  And  Surgicol  Dressing  Validated  Feb  82 . . . . 

Mll.T-37240 

DM 

16  Jun 

75 

MDMS  03 

6530 

Tobie,  Treatment  . . . . . . 

A'A  51984 

MB 

26  Jun 

87 

MDMS  03 

6530 

Tobie,  Treotment . .  ...  . . . . . 

A.A.53498 

/MB 

17  Jun 

88 

MDMS  03 

6530 

Tobie,  Treatment . 

A-A-53124A 

MB 

17  Jun 

88 

MDMS  03 

6530 

Tobie,  Treatment . 

A-A0053124 

MB 

12  Aug 

87 

MDMS  03 

6530 

Tobies.  Surgical  Instrument  And  Surgical  Dressing  (Mobile)  Validated  Feb  82> . 

AA'T-558 

/DM  03  Stp 

75 

MDMS  03 

6530 

Tog,  Medicol  Worning  Validated  Feb  82 . . . 

Mll.T-37202 

DM 

24  Jul 

75 

MDMS  03 

6530 

Tope,  Seolmg,  Sterilization  tndicotor  Validated  Feb  82 . 

UU-T-nSB 

/DM 

18  Moy  76 

MDMS  03 

6530 

Tope,  Seolmg,  Sterilizotion  Indicotor,  (Gos)  . 

A-A-S1281 

/MB 

19  Dec 

85 

MDMS  03 

6530 

Troctior.  Apporotus,  Bone  Frocture,  Porfoble  Validated  Feb  82 . . . . 

MIL-T-36321A 

DM 

26  Aug 

70 

MOMS  03 

6530 

Troction  Apptionce,  Cervical  Injury  Validated  Jun  81 . 

NOTICE  2  (MB) 
MIL.T-35503A 

DM 

06  Mor 

74 

MDMS  03 

6530 

Traction  Device  Validated  Jun  84 . 

MllT-36736 

DM 

11  Mar 

71 

MOMS  03 

6530 

Tropeze  Assembly,  Hospital  Bed . 

AA-30070A 

t 

12  Dec 

64 

6530 

Troy  Set,  EndoKopic  Instrument  Sterilization  . 

A.A-5164S 

MB 

24  Apr 

87 

MDMS  03 

6530 

Troy,  Cotheter  Validated  Jun  84 . . . 

RR-T-00626D 

/DM 

t  07  Jon 

69 

MDMS  03 

6530 

Troy,  Cotheter,  Corrosion  Resisting  Steel,  (With  Covers)  Validated  Feb  82 . 

RR.T-626C 

/DM 

>  16  Oct 

61 

MDMS  03 

6530 

Troy,  Endoscopic  Instrument  Stenlizotion . 

A-A-51647 

MB 

24  Apr 

87 

MDMS  03 

6530 

Troy,  Instrument,  Plosiic  Validated  Jun  81  . . . 

MII.T-36831A 

DM 

16  Jun 

75 

MDMS  03 

6530 

6530 

Troy,  Instrument . . . 

Troy,  Instrument,  Corrosion  resisting  Steel  Validated  Feb  82.... . 

A-A-51657 

RR-T-636D 

MB 

/DM 

1  28  Jon 

76 

MDMS  03 
MDMS  03 

6530 

Troy,  Instrument . . . . . 

A.A.51897 

MB 

24  Apr 

87 

MDMS  03 

6530 

Troy,  Instrument . . . . . 

AA.53092 

MB 

31  Aug 

87 

MDMS  03 
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6530 

Troy,  Medicint  Vohdattd  Feb  82 . . . 

RR-T-640 

/DM 

27  Jun 

58 

MD  MS 

03 

6530 

Troy,  Mtdicint . . . 

AA-51033 

MS 

lOOcI 

85 

MD  MS 

03 

6530 

Troy,  Medicint  Volidated  Jun  84 . 

RR-T-00640A 

/DM 

19  Jan 

71 

MD  MS 

03 

6530 

Truck,  Hand,  SheK  VaVtdated  Jun  8i . . . 

M11-T.36533A 

DM 

14  May  75 

MD  MS 

03 

6530 

Tubing,  Sterilitotion . 

A.A-51295 

/MB 

13  Dec 

85 

MD  MS 

03 

6530 

Tubing.  Sterilization  Validated  Feb  82 . 

MIL-T-37037 

DM 

35  Apr 

74 

MD  MS 

03 

6530 

Tubing,  Sterilization  Validated  Jun  84 . 

L-T-1313A 

/DM 

06  Jan 

77 

MD  MS 

03 

6530 

Tubing,  Sterilizotion . . . 

A-A-50880 

/MB 

07  Jun 

83 

MD  MS 

03 

6530 

Urinol,  Mote  Patient,  Gloss  . 

A-A-50842 

/MB 

37  Jul 

82 

MD  MS 

03 

6530 

Urinol,  Mole  Potient,  Corrosion  Resisting  Steel . 

A-A-50e44 

/MB 

37  Jul 

82 

MD  MS 

03 

6530 

Urinol,  Mole  Patient,  Plostic . 

AA-50863 

/MB 

04  Mor 

83 

MD  MS 

03 

6530 

Urinol,  Mole  Patient  (Plostic) . . 

A-A-30043B 

/DP 

01  May  83 

MD  MS 

03 

6530 

Urinol,  Mole  Potient,  Gloss  And  Corrosion  Resisting  Steel  Validated  Jun  84 . 

GG-U-675C 

INT  AMD  1  (DM) 

/DM 

15  Nov 

77 

M'  MS 

03 

6530 

Walker,  Involid . . . 

A-A-J0087B 

t 

07  Apr 

86 

6530 

Wosher  Sterilizer,  Surgicol  Instrument  Validated  Feb  82  USER-YD . 

GG-S-I34U 

•DM 

26  Nov 

75 

6530 

Washer,  Sedpon  And  Unnot  Validated  May  66  USER-YO  . . 

GG-W-101B 

t 

35  Sep 

57 

6530 

Wosher,  Bedpon  And  Urinol  . 

GG-W-OOIOIC 

t 

31  Feb 

65 

6530 

Weight  Set,  Wrist  &  Ankle  . . . . . . 

A-A-53223 

MB 

39  Sep 

87 

MD  MS 

03 

6530 

Wheel  Choir,  folding  Validated  Jun  84 . . . 

AA-W-300D 

•DM 

04  Oct 

76 

MD  MS 

03 

6530 

Wheelchoir,  Folding . . . . . . . 

A-A-30094A 

•DP 

28  Jon 

87 

MD  MS 

03 

6530 

Wrapper,  Sterilization  (Bonded  Wood  Pulp) . . . 

MIL-A-W.A53338 

/MB 

39  Jul 

88 

MD  MS 

03 

6530 

Wrapper,  Sterilizotion,  Paper,  Brown,  Oisposoble,  25  inches  Square,  5(X)S 

MILW-36849 

DM 

35  Mo) 

72 

MD  MS 

03 

Validated  Jun  81 

6530 

Wropper,  Sterilizotion  REV*GL  MD  69  03  . 

UU-P-1144A 

NOTICE  1 

* 

07  Apr 

69 

GL  MS 

69 

6530 

Wrapper,  Sterilization  (Cellulose  With  Reinforced  Polyester  Fibers  . 

A  A-53336 

/MB 

39  Jul 

88 

MD  MS 

03 

6530 

Wrapper,  Sterilization,  Cotton  Cloth,  Green  Validated  Jun  84 . 

DDD-W.631D 

INT  AMD  1  (DM) 

/DM 

19  Oct 

76 

MD  MS 

03 

6530 

Wropper,  Sterilization  (Heavy  Duty) . . . . . . . 

AA-53337A 

/MB 

17  Moy  88 

MD  MS 

03 

6530 

Wropper,  Sterilizotion . . . . . . . . . . . . 

AA0053337 

MB 

25  Sep 

87 

MD  MS 

03 

6530 

Wrappers,  Sterilization  (Creped  Paper) . . . . . 

A-A-30062 

/DP 

12  Jon 

83 

MD  MS 

6533 

Apron,  Oentol  (Plostiz,  Oisposoble) . . . 

A  A-5)564 

/MB 

38  Jul 

86 

MD  MS 

03 

6533 

Apron,  Oentol,  Plastic  Validated  Jun  81  . . . . . 

M)L-A-36188A 

DM 

06  Aug 

74 

MD  MS 

03 

6533 

Apron,  X  Roy  Protective  . .  . . . . . . . . . . . 

MIL'A'36059 

DP 

31  Moy 

61 

MDMS 

6533 

Apron,  X'RAY  Protective  (Oentol  Potient) . . 

AA.51953 

MB 

39  May  87 

MD  MS 

03 

6533 

Apron,  X*rey  Protective . . . . . 

AA.51985 

MB 

26  Jun 

87 

MDMS 

03 

6533 

B«)  Shirt,  Colton  Hotpilol  (Ui«  DDD-G  001377)  REV-WC . . 

DDD  B  )45  (’) 

/DM 

01  Jul 

51 

Gl 

6533 

Cop,  Operoting,  Surgicol,  Mon  S,  Hood  Type,  Universol  Size,  Oisposoble 

MII-C-370)5  (3) 

DM 

11  Nov 

75 

MDMS 

03 

Validated  Feb  82 

6533 

Cop,  Operoting,  Surgicol,  Green  Validated  Jun  84...... . . . 

DDD  C-48E 

/DM 

27  Mor 

68 

MDMS 

99 

6533 

Cop.  Operoting.  Surgicol,  Mon  S,  Universol  Size,  Oisposoble,  500  S  Validated 

MllC-36988 

DM 

36  Jul 

73 

MD  MS 

03 

Jun  81 

6533 

Cups,  Operoting,  Surgicol,  Womon  S  Adjustoble,  Oisposoble  Validated  Feb  82.. 

MIL-C-37368 

DM 

11  Mor 

76 

MD  MS 

03 

6533 

Coat  And  Trousers.  Pojamo.  Cotton  Polyester  Validated  Feb  82 . 

Mil  C'36904A  (3) 

DM 

39  Apr 

76 

MDMS 

03 

6532 

Coot  And  Trousers.  Pojomo,  Cotton  Polyester  Validated  Feb  82 . 

MII-C-0036904B 

DM 

25  Aug 

76 

MDMS 

03 

6532 

Coot.  Mon  S,  Medical  Attendont  Validated  Jun  81 . 

MII-C-36445A 

DM 

09  Moy  67 

MDMS 

03 

6532 

Cools,  Medicol  Attendont  S.  Mon  $,  White,  Cotton<polyester,  Duroble  Press 

MII-C-37186B 

DM 

30  Nov 

76 

MD  MS 

03 

Validated  Jun  84 

6532 

Oepressor,  Tongue.  Wood . 

A-A-30041 

/MB 

04  Aug 

82 

MD  MS 

03 

6533 

Diaper,  Adult’s . . . 

A-A-30083 

t 

11  Moy  83 

6533 

Dioper,  Infant  S,  Pleoted,  Disposable  Validated  Feb  82 . 

MIL  D-37H3  (1) 

DM 

13  Sep 

75 

MDMS 

03 

6533 

Dioper.  Infant  S,  Cotton,  Birdseye  Validated  Jun  81 . 

MIL  D  36180 

DM 

13  Feb 

64 

MD  MS 

03 

6533 

Oioper,  Infont  S,  Cotton,  Birdseye  Validated  Jun  84 . 

Mll'D'0036180A 

DM 

29  Mor 

78 

DM 

6532 

Oioper.infant's . . . 

A.A-51976 

MB 

26  Jun 

87 

MD  MS 

03 

6532 

Drowsheet  Mattress,  Protective  Validated  Feb  82 . 

MILD-43597 

DM 

18  Sep 

68 

MD  MS 

03 

6532 

Dress.  V/omoit  S.  Cotton-polyester,  Stotic  Rcsistont,  Pleoted  Front  Validated 

Mll  D-37306  (3) 

DM 

20  Nov 

75 

MD  MS 

03 

Ftt  B2 

6532 

Dre.ses,  Woman  S,  Cotton  Polyester,  Stolic  Resislont,  A-line  Skirt  Validated 

MIL  D-37070  (1) 

DM 

1 1  Aug 

75 

MD  MS 

03 

febB2 

6533 

Fobric,  Nonwoven,  Bed  Sheets  And  Gowns,  Oisposoble  Validated  Feb  62 . 

MIL  F-369nA  (1) 

DM 

26  Feb 

76 

MD  MS 

03 

6533 

Footweor  Covers,  Operoting  Room  (Oisposoble) . 

A-A-30042A 

/DP 

28  Jon 

83 

MD  MS 

6532 

Footweor  Covers,  Disposable . 

A  A-51301 

/MB 

20  Dec 

85 

MD  MS 

03 

6533 

Footweorcovers,  Operoting  Room . 

A-A-53578 

/MB 

29  Jul 

88 

MD  MS 

03 

6533 

Gloves,  X-roy  Protective  Validated  Jun  31  . 

MIL-G-36479A 

DM 

36  Oct 

66 

MD  MS 

03 

6532 

Gloves,  X  roy  Protective  . . . .  .. 

A  A  53100 

MB 

31  Aug 

87 

MD  MS 

03 

6533 

Gown  Operating,  Surgicol . 

A-A-51373A 

/MB 

33  Aug 

86 

MD  MS 

03 

6533 

Gown,  Hospitol  Validated  Feb  82 . 

DDDG  1377B 

'DM 

01  Jul 

74 

GL  MS 

03 

6533 

Gown,  Hospital,  Cotton  Validated  Jun  81 . . .  .  . . 

MIL-G'36645A  (1) 

DM 

18  Feb 

81 

MD  MS 

03 

6533 

Gown,  Hospitol,  Nonwoven  Fobric,  Disposable,  Universol  Size  Validated  Feb  82 

MIL  G  37303 

DM 

20  Jon 

76 

MD  MS 

03 

6532 

Oown,  Uperoting,  Surgicol,  Vest-type,  Green  Validated  Jun  81 . 

MIL-G  J6565A 

DM 

20  Mor 

/6 

MU  MS 

u3 

6533 

Gown,  Operating,  Surgicol  Validated  Jun  81 . 

Mll-G-36973  (1) 

DM 

12  Aug 

74 

MD  MS 

03 

6533 

Gown,  Potient  Exomining  . . . . . 

A-A'5083I 

/MB 

27  Jul 

82 

MD  MS 

03 

6533 

Gown,  Patient  Exomming.  Oisposoble  Validated  Feb  82 . . . . 

MIL  G  37300 

DM 

13  Jen 

76 

MD  MS 

03 

6533 

Grown,  Operoting,  Surgicol,  Cotton,  Pleoted  Front  Validated  Jun  81 . .  . 

MIL  G  36566A 

DM 

02  Jun 

75 

MD  MS 

03 

6533 

Mosk,  Foce,  Aseptic  (  Isoloiion)  . 

A-A-30118 

PART  O 

^MB 

17  Dec 

86 

MDMS 

03 

6532 

Pillowcose.  Poper,  White,  Disposable  Validated  Feb  82 . 

MIL  P-363  15a 

DM 

13  Aug 

68 

MD  MS 

03 

6533 

Robe,  Dressing  Corduroy,  And  Striped  Seersucker  . . . . . 

All  R-3033C 

DM 

31  Oct 

88 

MDMS 

03 

6533 

Satchel.  Physicions  Validated  Feb  6“ . 

KX  S-15IB 

DM 

03  Apr 

67 

MOMS 

03 

6533 

Satchel,  Physician  S,  Boston  StyP,  Three  Comportment  Validated  Feb  82 . 

Mll-S-37180 

DM 

03  Jun 

75 

MDMS 

03 

6533 

Shirt,  Operoting,  Surgicol,  Mon  S,  Cotton,  Sleeveless,  Style  A  Validated  Feb  82 

MIL  S-37139 

DM 

09  Jon 

75 

MD  MS 

03 
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6532 

Shirt,  Operotmg,  SurgicoS.  Mon  S,  Cotton.  Quorter  Length  Sleeves.  Style  B 
Vahdoted  Feb  82 

MIL  S  37130 

DM 

27  Feb 

75 

MO  MS 

03 

6532 

Shirt,  Operotmg,  Surgicol.  Mon  S.  Colton  polyester.  Static  Reststont  Volidoted 

Feb  82 

MIL  S  37039  (1) 

DM 

16  May 

75 

MD  MS 

03 

6532 

Slipper*  Convalescent  Patients.  Polyurethone  Foom.  Oisposoble  Vohdoted  Feb 

82 

Slippers.  Convolescent  Potients  Vo^  dated  Feb  82  .  . . . . 

Mil  S-37080A 

DM 

08  Sep 

76 

MD  MS 

03 

6532 

Mil  S  36293A 

DM 

12  Nov 

69 

MD  MS 

03 

6532 

Smock,  Denlol  Operotmg  Vahdoted  Jun  df  . 

Mil  S  36573B  (2) 

DM 

24  Mar 

75 

MD  MS 

03 

6532 

Smock,  Medico!  Assistont  S.  A\on  S,  White,  Cotton  polyester.  Ourobie  Press  . 

Mil  S  0037951 

DM 

08  Feb 

84 

MD  MS 

03 

DM 

6532 

Smock,  Physicion  S,  Mon  S,  White,  Cotton  polyester,  Durable  Press  Voh'doted 

Jun  84 

MIL  S  37442 

DM 

12  Nov 

76 

MD  MS 

03 

6532 

Surgicol  Pock,  Gown  6  Towel.  .  . . . 

A  A-51264 

/MB 

30  Apr 

86 

MDMS 

03 

6532 

Surgical  Pock,  Gown  And  Towel  . 

AA-5)361 

MB 

14  Mor 

86 

MD  MS 

03 

6532 

Troy.  Cotheter  .  . 

A  A.S1016 

/MB 

10  Oct 

85 

MD  MS 

03 

6532 

Trousers.  Operotmg.  Surgicol  Men  S,  Cotton  Polyester,  Stotic  Resistont 

Validated  Feb  82 

Mll-T  37030  (1) 

DM 

21  Mor 

75 

MDMS 

03 

6532 

Trousers.  Operating,  Surgicol,  Women  $,  Colton  polyester,  Stotic  Resistont 
Validated  Feb  82 

Mil  T  37046  (1) 

DM 

04  Jun 

75 

MD  MS 

^3 

6532 

Trousers,  Operotmg,  Surgicol,  Mon  S,  Cotton,  Green  Validated  Feb  82 . 

Mll.T-37131 

DM 

27  Mor 

75 

MO  MS 

03 

6532 

Tunic,  Operotmg.  Surgicol,  Womon  S,  Colton  Polyester,  Stotic  Resistont,  long 
Sleeves  Validated  Feb  82 

Mll.T-37064 

DM 

01  Oct 

74 

MD  MS 

03 

6532 

Tunic,  Operotmg,  Surgicol,  Women  S,  Cotton  Polyester,  Stotic  Resistont,  Short 
Sleeves  Validated  Feb  82 

MIL  T-37069 

DM 

04  Nov 

74 

MD  MS 

03 

6532 

Undershirt,  Inlont  S  Validated  Feb  82 

MIL-U  43596 

DM 

23  Stp 

68 

MD  MS 

03 

6535 

Hook,  Glond  Vohdoted  Jun  81  .  .  . 

MIIH-36027A 

DM 

06  Jun 

75 

md  ms 

03 

6540 

Anvil,  Optician  S,  Riveting  Vohdoted  Jun  84  . 

MIL-A  36194 

DM 

1*  Moy 

64 

MD  MS 

03 

6540 

Anvil.  Opticion  $.  Riveting.  . 

A  A-53590 

/MB 

22  Jul 

88 

MD  MS 

03 

6540 

Coliper,  Eye,  Costrovie|0  .  .  ...  . 

A-A-53540 

/MB 

27  Jon 

88 

MO  MS 

03 

6540 

Case,  Spectocle,  Envelope  Type  Validated  Jun  84 . 

MILC-36332B 

DM 

25  Feb 

77 

MD  MS 

03 

6540 

Case,  Spectocle.  Envelope  Type,  Soft  Fobne  Lining  Validated  Jun  84  REV-M& 

MII.C'36S28A 

DM 

16  Sep 

77 

MD  MS 

03 

6540 

Chart,  Vision  Acuity  Testing,  Astigmatic  Oiol,  Green........  .  . . . . 

AA.51217 

/MB 

20  Nov 

85 

MD  MS 

03 

6540 

Coolont  &  Cutting  Fluid,  Lens  Preporotion  .  . 

A  A.53648 

'MB 

19  Aua 

88 

MO  MS 

03 

6540 

Coolant  And  Cutting  Fluid,  lens  Preporotion  Validated  Feb  82 

MIL  C-3717T 

DM 

15  Moy 

75 

MD  MS 

03 

6540 

Dish,  Culture,  Petn  . .  .  . 

A-A  51307 

4  MB 

20  Dec 

65 

MD  MS 

03 

6540 

Edger,  Hond,  Ophthomic  Lens . 

A-A-51317 

^MB 

26  Dec 

85 

MD  MS 

03 

6540 

Fitting  Set,  Chemicol  Biological  Mask  Opticol  Insert  Vohdoted  Jun  84  . .  .. 

MU  F-36380A 

DM 

27  Ap' 

72 

MD  MS 

03 

6540 

Frome,  Ophthalmic  Triol  lens  Set  ..  . 

A  A.51332 

MB 

28  Feb 

86 

MD  MS 

03 

6540 

Frome,  Spectacle,  Gold  Plated,  Bayonet  Temples  Vahdoted  Jun  84  ... 

MU  F.37618 

DM 

29  Del 

76 

MD  MS 

03 

6540 

Frames,  Spectosle,  Boyonet  Temples,  Ploted,  Matte  Finish  . 

MU  F  37950 

MB 

23  Sep 

87 

MD  MS 

03 

6540 

Gage  Set,  Ophtholmic  Lens  Grinding  Tools,  Metal . 

A  A-51337 

/M8 

27  Jon 

86 

MD  MS 

03 

6540 

Gage,  Thickness,  Dial  Indicating  ..  . . . . 

A  A-51283 

/MB 

19  Dee 

86 

MD  MS 

03 

6540 

Insert,  Optical,  Chemical  Biologicol  Mask,  Universal  Size  Validated  Jun  81  . 

MU-1.36783 

DM 

25  Jul 

72 

MD  MS 

03 

6540 

Insert.  Optional,  Chemical  BIOLOGICAL  MASK,M-17 . . 

MU  1-362070 

MB 

15  Moy  87 

MO  MS 

03 

6540 

Lap,  Ophthoimic,  Cylindrical  Validated  Jun  84 .  . 

MU  1-36224 

DM 

22  Jun 

64 

MD  MS 

03 

6540 

Lens  Meosurmg  Instrument,  Opthollmic  ITS  Volt,  60  Hz,  Ac  Validated  Jun  84 

Mll-l  363040 

DM 

29  Jul 

77 

md  ms 

03 

6540 

Lens,  Indirect  Ophthalmoscope . . . 

A  A-53571 

/MB 

22  Jul 

86 

MD  MS 

03 

DM 

6540 

Lens,  Ophtholmic,  Plustic . .  ..  . 

A  A-51707 

MB 

08  Oci 

86 

MD  MS 

03 

6540 

lens,  Ophtholmic.  Neutral  Absorption  Validated  Jun  81 . 

MU-1-36460A 

DM 

12  Dec 

73 

MD  MS 

03 

6540 

Lens,  Ophtholmic.  Gloss .  . 

AA-53088 

MB 

31  Jul 

87 

MD  MS 

03 

6540 

Lenses,  Recommendations  For  Prescntion  Ophtholmic  -  21  Nov  78 . 

ANSI  Z80.1-79 

MB 

05  Nov 

84 

MD  MS 

03 

DM 

6540 

Morker,  Ophtholmic  Lens . 

A  A  53681 

MB 

16  Sep 

88 

MD  MS 

03 

6540 

Meosure,  Lens,  Ophtholmic  . 

AA-51318 

/MB 

18  Dec 

85 

MD  MS 

03 

6540 

Ophtholmdscope,  Binocular,  Indirect  .  . . 

A  A  53030 

.MB 

29  Jun 

87 

MD  MS 

03 

6540 

Ophthalmometer  . 

A  A  53035 

MB 

30  Jun 

87 

MD  MS 

03 

6540 

Ophtholmoscope,  Polarizing  Type  . . . 

A  A -53036 

MB 

3  Jun 

87 

MD  MS 

03 

6540 

Ophthalmoscope,  Retinoscope  And  Tronsilluminotor  Set . 

AA-51316 

^MB 

-u  Dec 

85 

MD  MS 

03 

6540 

Pod,  Polishing,  Ophthalmic  lens.  Round,  4  Inch,  lOOS  Validated  Jun  84 . 

MU  P  36034 

DM 

6  Jun 

60 

MD  MS 

03 

6540 

Pottern,  Ophtholmic  «ens  Cutting  Validated  Jun  84.. .  .  . 

MIL  P-36866 

DM 

12  Jul 

72 

MD  MS 

03 

6540 

Plier,  Opticions,  Screw  &  Rivet  Peening  .  .  . 

A  A  51221 

'MB 

22  Nov 

85 

MD  MS 

03 

6540 

Plier,  Opticians.  Endpiece  Gripping .  .  . 

A  A-5ni7 

'MB 

12  Nov 

85 

MD  MS 

03 

6540 

Plier.  Opticions,  Rive*  &  Shield  Burnishing  ..  . ..  . 

A  A-5ni8 

/MB 

08  Nov 

85 

MD  MS 

03 

6540 

Piier,  Opticions,  Screw  Cutting  ....  . 

A  A-51232 

/MB 

20  Nov 

85 

MD  MS 

03 

6540 

Plier,  Opticions,  Finger  Piece,  5  Inch  . 

AA.51223 

/MB 

20  Nov 

85 

MD  MS 

03 

6540 

Plier,  Opticions, temp  Le  Angling  .  .  .  ... 

AA  51119 

/MB 

14  Nev 

85 

MD  MS 

03 

6540 

Plier,  Opticions,  Lens  &  Aligning,  7  1/4  In . 

AA-5n20 

/MB 

20  Nov 

85 

MO  MS 

03 

6540 

Plier,  Opticions,  Chipping  .  . 

A  A  5)121 

^MB 

22  Nov 

85 

MD  MS 

03 

6540 

Piters,  Opticions,  Lens  Axis  Aligning,  6  Inch  . .  . 

A  A  51617 

^MB 

31  Oei 

86 

MD  MS 

03 

6540 

Poloriscope,  Ophtholmic  Lens .  ...  . 

A  A  0053067 

MB 

20  Jul 

87 

MD  MS 

03 

6540 

Prism  Bor,  Ophtholmic .  . 

A  A-53031 

MB 

29  Jon 

87 

MD  MS 

03 

6540 

Prism  Set,  Ophtholmic .  . .  .  .  . . . .  ..  . 

A-A-53019 

MB 

19  Jun 

87 

MD  MS 

03 

6540 

p  l« 

A  A  53525 

MD 

17  jun 

So 

MU  m5 

03 

6540 

Screen,  Tangent.  Eye  Exomming  . 

A  A-53032 

MB 

29  Jun 

87 

MO  MS 

03 

6540 

Spectocle  Frame,  Fronts  &  Temples,  Cellulose  Acetate . 

Mll-S  0037954A 

/MB 

16  Mor 

87 

MD  MS 

03 

6540 

Spectocle  Fronts  And  Temples,  Cellulose  Acetate  Validated  Feb  82 . . 

Mll-S  36497C 

DM 

20  Jan 

76 

MD  MS 

03 

6540 

Toble,  Ophtholmic  Instrument,  Ad|UStoble  . . . .  .... 

A-A  51868 

MB 

20  Mar 

87 

MD  MS 

03 

6540 

Toble,  Ophtholmic  coborotory  Validated  Jun  84 . . . 

MIL  T  360226 

DM 

28  Jun 

78 

MD  MS 

03 

6540 

Toble,  Ophtholmic  Loborofory,  Steel  Frome  Validated  Feb  82 

MIL  T  37)88 

DM 

05  Jun 

75 

MD  MS 

03 

6540 

Temple,  Spectocle,  Gold  filled,  Coble  Type  Validated  Jun  84  . . . . . . 

MU  T  36550A 

DM 

19  Oct 

76 

MD  MS 

03 

6540 

Test  Set,  Binocular  Vision  . . 

A.A-53432 

MB 

1 1  Apr 

88 

^0  MS 

03 

6540 

Tester,  Lens,  Impoct  Resistonce,  Drop  Boil  Type  Volidoted  Feb  82  . 

MU-T-373I7  (1) 

DM 

15  Apr 

76 

MD  MS 

03 

6540 

Troy,  Ophtholmic  Shop  Validated  Jun  8! . . . . 

M1L-T.36012A 

DM 

06  Apr 

67 

MD  MS 

03 

6540 

Wormer,  Plostic  Spectacle  Frome  Volidoted  Jun  81 .  . 

MIL  W-36401A 

DM 

1 1  Nov 

74 

MO  MS 

03 

6545 

Bog,  Gun  Crew  First  Aid  Kit,  Empty  Validated  Jun  81  . 

MU  8  36039A 

DM 

15  Feb 

68 

MD  MS 

03 

718 
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6545 

Cose,  Bronchoscopk  Instrumenfs,  SferIlUing  And  Storage.  Empty  Validated  Aug 

MIL-C-)6«I3B  (1) 

DM 

22  Aug 

88 

83  REV-MS 

NOTICE  I 

6545 

Cose,  Dental  instrument  And  Supply  Set.  ^  xply  Validated  Juy  84.. 

MIL-C  36031 

DM 

6  Moy 

60 

MOMS  03 

6545 

Cose.  Hospital  Imens.smoU  REV-MO  MS  03  . 

MIL  C  16489 

DM 

15  Aug 

51 

MDMS  03 

6545 

Cose,  Medical  Instrument  And  Supply  Set,  Nonngid,  No  5,  Empty  Validated 

MILC-36020 

DM 

25  May 

59 

MDMS  03 

Feb  82 

6545 

Cose,  Medical  Instrument  And  Supply  Set,  Nonrigid,  No.  4,  Empty  Validated 

MIL-C  16809A 

DM 

16  Jun 

58 

MOMS  03 

Jun  81 

6545 

Cose,  Medical  Instrument  And  Supply  Set,  Nylon,  Non  rigid,  No.  H .. 

MILC-37183  0) 

DM 

22  Oct 

86 

MD  MS  03 

6545 

Cose,  Medical  Instrument  And  Supply  Set,  Nonngid,  No.  4  Validated  Feb  82 

MIIC0016809C 

DM 

07  Aug 

69 

MO  MS  03 

6545 

Cose,  Medicol  Instrument  And  Supply  Set  Nylon,  Nonngid,  No  6  Validated  Feb 

MILC-37066 

DM 

05  Sep 

74 

MDMS  03 

6545 

Cose,  Medical  Instrument  &  Supply  Set,  Nylon,  Non  Rigid,  Nr  2  REV-MB 

MIL-C-303C 

DM 

08  Mar 

79 

MOMS  03 

6545 

Cose,  Medicol  Instrument  And  Supply  Set  Plastic,  Rigid  Validated  Jun  81  . . 

MIL'C  36961 A 

DM 

1 1  Jun 

75 

MDMS  03 

6545 

Cose,  Medical  Instrument  And  Supply  Set,  Nylon  Nonrigid  No.  7  REV-MB 

MIL-C-36036B 

DM 

20  Dec 

78 

MD  MS  03 

6545 

Cose,  Medical  Instrument  And  Supply  Set,  Nylon,  Nonngid,  No.  3  . 

MiL-C  36856  (1) 

DM 

12  Dec 

86 

MD  MS  03 

6545 

Cose,  Medicol  Loborotory  Equipment  Sett  Validated  Feb  82  .  .  .  ... 

Mil  C  37106 

DM 

29  Oct 

74 

MDMS  03 

6545 

Cose,  Medicol,  Shipping  And  Storage,  Polyethylene,  Rigid . 

A  A  0051858 

MB 

17  Mar 

87 

MDMS  03 

6545 

Cose,  Medicol,  Shippin  . 

A  R  0051858 

'MB 

17  Mor 

87 

MD  MS  03 

6545 

Case,  Splint  Set,  Telescopic  Splints,  Cotton  Duck,  36  Inches  lo.'g  By  12  Inches 

MIL-C-37946 

MB 

03  Jon 

89 

MDMS  03  DM 

Wide  By  7  Inches  Deep  Validated  Jan  89 

notice  1 

6545 

Cose,  Veterinary  Egg  Inspection  Set  Validated  Jun  81  REV  G$  ■  .. 

MII-C-3653A 

DM 

18  Jun 

75 

MO  MS  03 

6545 

Cose.  Veterinary  food  Inspection  Set  Validated  Jun  81  ..  . 

MIL  C  36493 

DM 

14  Jul 

66 

MDMS  03 

6545 

Chest,  field.  Aluminum,  Empty  Validated  Jun  61  USER-ME . . 

MIL-C  16775B 

DM 

3  May 

56 

MOMS  03 

6545 

Chest,  field.  Aluminum,  Empty  .. ...  . .... ...... 

Mil  C  0016775C 

DM 

08  Mor 

65 

MOMS  03 

6545 

Chest,  Medical  Instrument  And  Supply  Set.  Rigid,  Emoty  Validated  Jun  81 

MIL  C  36033a 

DM 

15  Aug 

67 

MDMS  03 

6545 

Dorkroom,  X  ray,  Portoble,  Tent  Type  Lightweight,  field  Validated  Jun  81 

MILD-36105 

DM 

21  Mor 

62 

MOMS  03 

6545 

Divider,  Tray  Chest  Validated  Jun  81  ..  . 

MIL  D  36259A 

DM 

10  Sep 

73 

MD  MS  03 

6545 

first  Aid  Kit,  Eye  Dressing  REV-MB .  . 

MIL  F  36043C 

DM 

12  Dec 

78 

MO  MS  03 

6545 

first  Aid  Kit,  Individual  . 

A  A  0053184 

MB 

i8  S*p 

87 

MOMS  03 

6545 

first  Aid  Kit,  Snokebite  . 

A  A  95 

t 

27  Sep 

79 

6545 

Insert  Cabinet,  Medicol  Instrument  And  Supply  Set  Chest  (Ptostic  Drowers) 

MIL  1  36050a 

DM 

07  Dec 

72 

MDMS  03 

Validated  Jun  81 

6545 

Insert  Cabinet,  Medical  Instrument  And  Supply  Set  Chest,  5  Drower  Validated 

MILI-37195 

DM 

29  May 

75 

MO  MS  03 

Feb  82 

6545 

Insert  Cobinet.  Medical  Instrument  And  Supply  Set  Chest,  Comportmented.  7 

MIL  1  36254 

m8 

07  Jon 

64 

MOMS  03 

Drawer,  With  four  Legs,  Two  Spocers  And  Two  Tie  Down  Rods  Validated 

Feb  82 

6545 

Insert  Cobmet,  Medical  Instrument  And  Supply  Set  Chest,  Spectacle  frome,  4 

MIL'I  36436 

DM 

24  Aug 

65 

MDMS  03 

Grower  Validated  Jun  $4 

6545 

Insert  Cobmet,  Medico!  Instrument  And  Supply  Set  Chest,  Ophtholmic  lens,  10 

MIL  I  37196 

DM 

10  Jun 

75 

MDMS  03 

Grower  Validated  Feb  $2 

6545 

Insert  Cobinet,  Medicol  Instrument  And  Supply  Set  Chest  Validated  Jun  84 

MIL  l•36409A 

DM 

15  Jun 

78 

MDMS  03 

REV  MB 

6545 

Insert  Mounting  Unit,  Medicol  Instrument  And  Supply  Set  Chest  Validated  Feb 

MIL  1-37239  {!) 

DM 

i4  Jun 

76 

MDMS  03 

6545 

Insert  Shell  Unit,  Medicol  Instrument  And  Supply  Set  Chest  Validated  Feb  82 

MIL  1  37238 

DM 

29  Aug 

75 

MD  MS  03 

6545 

Insert,  first  Aid  Kit  Cose.  Plosfic,  Olive  Orob,  4  3  4  inches  long  By  2  3^6 

MIL  1  36854A 

DM 

16  Dec 

85 

MDMS  03 

Inches  Wide  By  4  12  ’nches  High 

6545 

Kit  (Empty)  first-O'd,  Burn  treotment  And  Snake  Bite,  And  Kit  Contents 

GG-K  39IA 

t 

03  Mor 

59 

(Unit  type) 

INT  AMD  4 

6545 

Kit,  first  Aid  (Commercial  Types),  And  Kit  Contents. . 

GG  K-392  (3) 

X 

25  Apr 

57 

6545 

Sink  Service  Unit,  Clmicot  loborotory  Validated  Jan  69  REV-MB  .  . 

MILS-37505 

MB 

09  jor 

89 

MO  MS  c:  DM 

6545 

Sink  Unit,  Surgical  Scrub  And  Utensil,  Hospital,  field  Validated  Feb  82 

MIL  5  37321 

DM 

05  Dec 

75 

MD  MS  03 

6545 

Sink,  Clmico!  Loborotory.  Lightweight  Validated  Jon  89  REV  MB 

MIL'S  37721 

MB 

09  Jon 

89 

MD  MS  03 

NOTICE  1 

6545 

Soybean  eosetn  Digest  Agar  Meduim,  Dehydroted 

A  A  53053 

MB 

21  Jul 

87 

MD  MS  03 

6545 

Survival  Kit,  Individuol,  Tropica),  Tocticol  Air  Crew  Validated  Jun  84 

MIL-S-36609B 

DM 

19  Jon 

77 

MD  MS  03 

6545 

Survivol  Kit,  Individool  Validated  Jun  84 ..... 

MIL  S  37205 

DM 

26  Mor 

76 

MD  MS  03 

6545 

Test  Kit,  PregnoTcy  Determinol  Ion  Validated  Feb  62  .  ... 

MIL-T-37182 

DM 

01  May 

75 

MOMS  03 

6545 

Test  Strips  And  Color  Chort,  Glucose.  Leukocytes,  Nitrofe,  And  Protein  In  Urine, 

A  A  0053216 

MB 

23  Sep 

87 

MOMS  03 

1005 

6545 

Troy,  Medicol  Instrument  And  Supply  Set  Chest  Validated  Jun  81 

MIL-T-36263A 

DM 

22  Aug 

73 

MDMS  03 

6550 

Buffer  Solution  (Standard)  .  .  .... 

A  A  53826 

MB 

13  Feb 

89 

MDMS  03 

6550 

Buffer  Solution,  Stondord  (PH) 

A  A  53018 

MB 

22  Jun 

87 

MDMS  03 

6550 

r ontrol  Set,  Syphilis 

A  A  00536H 

MB 

29  Aug 

88 

MD  MS  03 

6550 

Cont.ol  Strip.  Reagent  Suitobility 

A  A-53428 

MB 

30  Mar 

88 

MDMS  83 

6550 

Control  Strips,  Visual  Urmolsis 

A-A  53293A 

MB 

22  Jul 

88 

MD  MS  03 

6550 

Control  Strips,  Visual  Urinalysis  - .  - 

A  A  0053293 

MB 

07  Dec 

87 

MOMS  03 

6550 

Index,  Anolyticol  Profile,  Anoerobe  Identification . 

A  A  53433 

MB 

08  Apr 

88 

MOMS  03 

Litniuni  Soivtio'i,  S.onourd..  .. 

6550 

Microscope,  Optical,  Bmoculor  ...  . 

A-A  50e52A 

/MB 

13  Dec 

85 

MOMS  03 

6550 

Phenoi  Red  Ph  Test  Tablets  ...  ....  . 

A  A  53836 

MB 

03  Mor 

89 

MO  MS  03 

6550 

Stoining  Pock,  Cytology  ...  .  . 

A  A.53269A 

MB 

1 1  Apr 

88 

MO  MS  03 

6550 

Test  Strips  &  Color  Chort,  Bilirubin,  Blood,  Glucose,  Ketone,  Icukocycfes. 

A  A  0053436 

MB 

12  Moy 

88 

MD  MS  03 

Nitrite,  Po,  Protein.  Specific  Grovity  &  Urobilinogen  In  Urme 

*65GP 

Case,  Instrument,  2  3  4  Dial,  With  Sump.  Stondord  Dimensions  for  Validated 

MS  335498 

AS 

15  Apr 

69 

AS 

Mar  81 

66GP 

Cose,  Instrument,  flange  mounted,  Aircroft  Validated  Apr  S3  USER  ME 

MS  27572A 

7t 

19  Nov 

68 

AV  n 

66GP 

Cose,  tnstfomcnl,  ^longc  Mounted,  Aircroft  Validated  Mar  $1  REV  Ml  99 

MS  33638C 

AS 

15  Apr 

69 

AS  n 

66GP 

Cose.  Instrument,  2  3  4  Dial,  With  Sump,  flange  Mounted,  Aircroft  Validated 

MS  27573A 

71 

19  Nov 

68 

AV  n 

Apr  83 

66GP 

Coses,  Instrument,  Clomp  mounted,  Aircroft  USER  -ME  REV  Mi 

MS  33639D 

AS 

01  Mor 

89 

AV  AS  99 

719 
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66GP 

Housing,  Indicator  REV  AR .  . 

MS  33556B 

82 

10  Moy 

84 

AS 

99 

L 

66GP 

Instrument  Lighting,  Elcctrotummescenl,  Generol  Specification  For  Vohdofed  Sep 

MIL  t-38038A 

11 

30  Sep 

88 

11 

88  REV  99 

NOTICE  1 

66GP 

Measurement.  Units  Of.  For  Aircroft  Instruments  Validated  Dec  87  REV-MI  71  . 

MS-33636B 

NOTICE  1 

AS 

11  Dec 

87 

AV  AS 

99 

66GP 

2  3  8  Squore  Instrument  Case  Standord  Dimensions  For  Validated  Feh  86.  . . 

MS-27560A 

NOTICE  1 

71 

18  Jon 

68 

AV  AS 

11 

L 

6405 

Adopter.  Compensoimg,  MA  1  Ci'mposs  System  Validated  Oct  64  . 

MS-28107D 

AS 

01  Feb 

65 

AS 

L 

6605 

Adopters,  Compensating,  MS28107.  MA  1  Compass  System  Validated  Peb  81 

MIL-A.22424A 

AS 

1 4  Jon 

67 

AS 

L 

6605 

Alidade,  Telescopic,  Manne,  Mark  8  &  Adapter  Rings  . 

Mil  A  19642B 

SH 

16  Feb 

82 

SH 

L 

6405 

Amplifier,  Compass  Servo,  Type  MF»1  Compass  Validated  Mar  83 

MS-28  lOOA 

AS 

18  Aug 

59 

AS 

0  t 

6605 

Amplifier,  Composs,  Servo  (Type  MF-1  Compass)  Validated  Apr  83  . 

Mil  A-22)65  (5) 

AS 

15  May 

61 

AS 

t 

6605 

Amplifier,  Control,  Single  Channel,  S  2  Compass  Validated  Mar  83  .  . 

MS  28082 

AS 

10  Jun 

57 

AS 

0  L 

4405 

Amplifier,  Control,  Single  Channel,  S  2  Compass  Validated  Apr  83  . 

Mll-A-19940 

AS 

3  Jun 

57 

AS 

L 

6605 

Amplifier,  Electronic  Control,  Single  Chonnel,  Type  A-2  . . . .  • 

MIL  A  6589A  (2) 

71 

26  May  86 

99 

1 

6605 

Amplifier.  MA-1  Composs  System  A  Validated  Oct  84 . 

MS  90315 

AS 

01  Oct 

64 

AS 

L 

6605 

Amplifier,  MA-1  Composs  (System  8)  Validated  Oct  84  . 

MS  90318 

AS 

01  Ocl 

64 

AS 

L 

6605 

Amplifier,  Two  Channel,  Integral.  S-2  Composs  Validated  Feb  62.  .  . 

MU  A.19939A 

AS 

15  Sep 

66 

AS 

L 

6605 

Anolyzer  indicotor.  Deed  Reckoning  (Drai)  (Novo)  Shipboard)  Validated  Apr  81 

MU  A-22S23E 

SH 

15  Moy  68 

SH 

1 

4405 

Attitude  Heeding  Reference  Set  AN'ASN  76  Validated  Dec  87  R6V-CR  . 

MILA.55503 

NOTICE  1 

AV 

15  Dk 

87 

AV 

L 

6605 

Attitude  Heeding  Reference  System  AN/ASN.50(*)  Validated  Jtm  85  .  . 

MIL  A  23670A  (3) 

AS 

12  Ocl 

72 

AS 

L 

6605 

Bor.  Flinde'  REV  AV  99  .  . 

MU  8  1163A 

SH 

02  Sep 

88 

SH 

L 

6605 

Boord,  Chert,  Mork  6A,  Mark  6B  &  Mork  6C  Validated  Mar  83  .  . 

MIL  B.8621A  (1) 

AS 

15  Oct 

64 

AS 

L 

6605 

Circle,  Azimuth  (Mork  4  Mod  1)  And  Circle,  Bearing  (Mork  2  Mod  1)  For 

Mll-C  24230 

SH 

08  Jul 

66 

SH 

6  INCH  Indicators  Validated  Apr  82 

6605 

Circle,  Azimuth,  &  Circles,  Beormg  Validated  Feb  79  USER-Mt  REV-AV . 

MU-C-228A 

SH 

21  Nov 

52 

ME  SH 

6605 

riindmeter.  Ship  And  Accessories  .....  . 

MU  C-200610  (1) 

SH 

20  -lul 

84 

SH 

99 

6605 

Collimotor  &  Sextant  Validated  Mar  83  . 

AN5853 

AS 

29  Moy  43 

AS 

99 

6605 

Coliimotor,  Sextont,  Aircroft  Validated  Mar  83  REV-1 1  . 

MU-C-6122 

AS 

20  Apr 

50 

AS 

99 

6605 

Compass  Mognetic.  Pilots  Standby  Validated  Dec  87  USER-MC  REV.99  . 

MS-17983 

NOTICE  1 

AS 

04  Ocl 

62 

AV  AS 

11 

1 

6605 

Compass  Magnetic,  Cord.  Pocket.  Type  MC-1  REV.AV  . . . 

Mll-C  17B50A 

GL 

29  Mor 

83 

Gl 

6605 

Compass  Set,  Gyroscope  Reference,  Novigotionol  AN/ASN  75(*}...  .  .... 

MIL  C  81412  (2) 
NOTICE  1 

AS 

07  Dec 

87 

AS 

6605 

Composs  Swinging,  Aircroft,  General  Requirements  for  Validated  Feb  88 

MU-STD-765A 

n 

26  Feb 

88 

AV  AS 

11 

REV.99 

NOTICE  1 

NOTICE  2 

1 

6605 

Compass  System,  Mognetic  Sieved,  Oirectionol  Gyro  Stabilized,  4  DEG^HR 

MIL-C-17858C  (2) 

AS 

05  Aug 

76 

AS 

Type  MA  1  Validated  Mar  83 

L 

6605 

Compass,  Gyro,  Mlnioture .  . . . 

MIIC-15952G 

SH 

25  May  88 

SH 

L 

6605 

Compass,  Gyro,  Vehicle  Validated  Apr  81  . 

Mll-C-18106f 

SH 

11  Aug 

47 

SH 

6605 

Composs,  Instoilotion  Of . 

MU  C-7762A  (1) 

71 

22  Aug 

88 

AV  AS 

99 

C  1 

6405 

Composs,  Magnetic,  Mounted  USER-ME .  . 

MU-C-382I4B  (4) 

71 

10  Ocl 

88 

99 

L 

6605 

Composs,  Magnetic,  Slaved  Gyro,  Type  J&4  . 

MII-C-84I2B  (3) 

71 

01  Sep 

86 

99 

1 

4605 

Composs,  Magnetic,  Unmounted.  Pocket,  Survivol  Validated  Jan  81  REV-MI  G$ 

MU  C-6235D  (1) 
NOTICE  2  (DM) 

DM 

17  Nov 

72 

DM 

6605 

Compass,  Mognulic,  Pilot  S  Slondby  Validated  Sep  85  USER  Ml  ME  MC 

MU  C-56048  (3) 

AS 

06  -lul 

79 

AV  AS 

99 

REV- 11  OS 

6605 

Composs,  Magnetic,  Unmounted.  Lensotic,  Luminous.  5  Deg  And  70  MIL 

Mll-C-104361 

ME 

15  Moy  87 

ME 

99 

Groduolions  USER-MC  REV-SH 

INT  AMD  1 

6605 

Composs,  Pilot  S  Stondby,  Instoilotion  Of  Validated  Oct  84  REV-99 . 

MU-C-7188 

AS 

10  Moy  51 

AS 

NOTICE  1  (AS) 

L 

6605 

Composs,  Ship,  Novy  No.  1,  Magnetic  (7  1/2  Inch  Cord)  Validated  Mar  79  .... 

MIL-C-1193 

SH 

14  Jul 

49 

SH 

6605 

Composs,  Sun,  Universal  Type  0  To  90  Degrees,  North  And  South  Lotitudet, 

Mll-C- I4039C 

ME 

18  Nov 

81 

ME  MC 

99 

With  Corrying  Cose 

L 

6605 

Compensotor,  tnerfio.  For  AS  473/ASB  1  Validated  Jal  81  . 

Mll-C- 19397 

NOTICE  (1) 

AS 

21  Mor 

56 

AS 

L 

6605 

Compensotor,  Mognetic  Flux  CN  405(  )/ASN  Validated  Sep  80  REV-CR . 

Mll-C  55398 

AV 

01  Jun 

73 

AV 

L 

6605 

Computer  Set,  Novigotionol  AN/ASN-42(*)  Validated  Sep  85 . 

MU  C-23697  (2) 

AS 

01  Jon 

67 

AS 

L 

6605 

Computer  Set,  Novigotionol  AN/AYK.2  {*)  Validated  Apr  83  .  . 

MIIC-22704B 

AS 

15  Feb 

65 

AS 

L 

6605 

Computer,  Air  Novigotion,  True  Airspeed,  MorS  Number,  Wind  Components, 

MUC-85019 

AS 

15  Ocl 

76 

AS 

Supersonic,  Type  MB'9  Validated  Mar  83 

6605 

Computer,  Air  Novigotion,  Dead  Reckoning,  Type  MB  4A  And  Type  CPU'26A/P 

MII-C-5414F  (6) 

71 

21  Oct 

86 

AV  AS 

99 

6605 

Computer,  Air  Novigotiorf,  Oeod  Reckoning,  Type  MB-4A  And  Type  CPU-26A/P 

MS-26514C 

71 

06  Apr 

87 

AV  AS 

99 

1 

6605 

Computer,  Attack  Type  CPU.73  A/P .  . 

MU  C  83856  (5) 

71 

15  Sep 

86 

99 

1 

6605 

Computer,  Ditch  Heading  Validated  Dec  74  . . . 

MU  C  23261  (1) 

CG 

22  May  62 

CG 

1 

6605 

Computer,  Flight  Director,  Aircraft  Validated  Feb  74 . 

MllC-23347 

AS 

01  Apr 

63 

AS 

L 

6605 

Computer,  Helicopter  Performance  Validated  Oct  84  . 

MU-C-22869 

AS 

19  Jon 

61 

AS 

L 

6605 

Computer,  Longiludinol  Stress  And  Ships  Droft  Validated  Nov  80  . 

MU-C-16065B 

SH 

15  Sep 

66 

SH 

L 

6605 

Computer,  Ship  S  Stobility  Validated  Apr  81 . 

MII.C-17317A 

SH 

24  Mar 

67 

SH 

L 

«  «  Ar 

Cuntiui'er,  Compass,  noii  Srobiiized,  Type  mF-'i  Composs  VahOoted  Mar  83 

MS-2B102A 

AS 

1  Dec 

60 

AS 

L 

6605 

Controller,  MA&1  Composs  (System  A),  (A6  Aircraft  Only)  Validated  Mar  87-  . 

M5-14173 

AS 

05  Aug 

76 

AS 

L 

6605 

Controller,  MA>1  Composs  (System  B)  Validated  Oct  84 . 

MS-90319 

AS 

01  Ocl 

64 

AS 

1 

6605 

Controller,  MA*1  Composs  (System  A)  . 

ms-90316 

NOTICE  1 

AS 

11  Dec 

87 

AS 

L 

6605 

Controller,  Roll  Stabilization,  Type  MF-1  Composs  Validated  Mar  84 . 

MS-28104 

AS 

10  Jun 

59 

AS 

1 

6605 

Controller.  $-2  Composs,  Type  Validated  Feb  82  . 

Mll-C  19941A 

AS 

15  Sep 

66 

AS 

L 

6605 

Converter,  Speed,  Underwotcr  Log  (Inactive  For  New  Design)  Validated  Apr  01 

M'l-C.18021B  (1) 
NOTICE  1 

SH 

31  Aug 

62 

SH 

Q  L 

6605 

Deed  Reckoning  Trocer  (DRT)  (Novo)  Shipboord)  . . 

MII-0-2759E 

SH 

18  Dec 

87 

SH 

L 

6605 

Detector,  Mognetic  Azimuth  DSU'4A/A,  High  Temperature  Vr'idaled  Oct  84  .... 

MII-0-0038I34B 

AS 

01  Apr 

78 

AS 

NOL 

6605 

Detector,  Magnetic  Azimuth  0SU-4/A,  High  Temperature  Vatidaled  Mar  81 . 

MII-0-38I34A  (2) 

AS 

18  Sep 

72 

AS 

720 
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L 

6605 

Directionol  Oyro.  MAO  Compoit  (System  A)  Validated  Oci  84 . 

MS-90317 

AS 

01  Ocl 

64 

AS 

L 

6605 

Directional  Gyro,  MA*1  Composs  (System  B)  Validated  Oct  84 . 

MS90320 

AS 

01  Oct 

64 

AS 

L 

6605 

Display  Group,  Tocticol  Doto  AN/ASA>66  Validated  Mar  81 . 

MIL-D'81358B 

AS 

01  Mor 

70 

AS 

L 

6605 

Disploy-plotting  Boord  Group  OA>1768/ASA‘t3  Validated  Jul  83 . 

MIL.D-22531A  (2) 

AS 

01  Jun 

64 

AS 

6605 

Drift  Meter,  Type  B<5  Validated  Oec  83 . 

MIL.D-7713 

AS 

5  Jul 

51 

AV  AS 

6605 

Driltmeter,  Eiectricolly  Driven,  Gyro  Stobilized  . . . . 

MS  28012H 

71 

06  May 

87 

AS 

99 

L 

6605 

Gyro  Composs  Equipment,  Stobilized  (Issue  Controlled  Requests  By  Other  Thon 

MIL-G-17012G  (1) 

SH 

14  Feb 

77 

SH 

DOD  Activities  Must  Be  Submitted  Via  The  Preparing  Activity  Of  The  Spec) 
Validated  Jan  83 

L 

6605 

Gyro,  Directionol,  Roll  Stobilized,  Type  MF<1  Compass  Validated  Mar  83 . 

MS-28099A 

AS 

1  Dec 

60 

AS 

Q  L 

6605 

Gyro,  Verticol  And  Mount  Validated  Mar  83 . 

MIL-G-22169  (2) 

AS 

01  Dec 

60 

AS 

1 

6605 

Gyromognelic  Compass  Set  AN/ASN<43()  Validated  Dec  66  REV-CR  . 

MIL-G.(5280 

NOTICE  1 

ER 

08  Dec 

86 

CR 

L 

6605 

Gyroscope,  Rote  Switching  AN/ASN«52  Validated  Apr  63 . 

MS- 18044 

AS 

01  Moy 

63 

AS 

Q  L 

6605 

Indicotor,  8eoring*dislance*heading  ID*663/U  . . . 

MIL-I.22075C 

AS 

26  Nov 

84 

AS 

L 

6605 

Indicolor,  Bearing  Distonce  Heoding  ID*526A/ARN  And  ID‘798/ARN  . . 

MIL-I-2S992A  (5) 

71 

01  Dec 

86 

99 

L 

6605 

Indicator,  Compass  Repeoter,  Rotating  Dial,  Type  MW*2  Validated  Mar  83 . 

MS-28094 

AS 

4  Nov 

58 

AS 

O  L 

6605 

Indicator,  Compass  Repeater,  Rotoling  Dial,  Type  MW*2  Validated  Jan  85 . 

MIL-l-21685  (3) 

AS 

28  Mor 

79 

AS 

1 

6605 

Interconnection  Unit,  Compass,  Roll  Stobilized,  Type  MF*t  Compass  Validated 

MS-28103A 

AS 

1  Dec 

60 

AS 

Mar  83 

L 

6605 

Novigotion  Set,  Lond  Vehicular,  Position  Obtained  By  Dead  Reckoning, 

MIL-N-34518 

ME 

23  Jun 

77 

ME 

Packaging  Of  REV-SM 

6605 

Nav)gation,display  Multicolor  Microchort/map  Transporencies  Validated  Apr  81 

MII-STD-1347A 
NOTICE  2 

AS 

01  Sep 

71 

AV  AS 

11 

L 

6605 

Plotter  Combat  Mission,  PLU*6/C  (Air  Navigation)  REV*99 . 

Mll.P-87133  (2) 

71 

11  Apr 

88 

99 

L 

6605 

Plotting  Boord,  Tactical  Disploy  (Synchro,  24  inch)  Validated  Apr  81  . 

MIL  P-15418C 

SH 

27  Oct 

61 

SH 

1 

6605 

Plotting  Board,  Tocticol  Disploy,  PTU29/A  Validated  Sep  85 . 

MII.P.19461A 

AS 

15  Jul 

59 

AS 

1 

6605 

Plotting  Board,  Tocticol  Disploy  PT •396/AS  Validated  Oct  84  . 

MIL.P-18987A  (2) 

AS 

12  Oct 

65 

AS 

1 

6605 

Plotting  Boards,  Ship  $  Status  And  Tactical  Display  (NovqI  ShipbcMsrd  Use) 

MIL-P-313818  (1) 

SH 

13  May 

63 

SH 

Validated  Apr  6 1 

1 

6605 

Plotting  Table,  Anti-submorine  And  Dead  Reckoning  (Novol  Shipboord) 

MIL-P-23141D  (1) 

SH 

15  Aug 

68 

SH 

Validated  Apr  81 

6605 

Second  Order  Altitude  Reference  System  (SOARS)  An/aSN<116  Validated  Oct 

64 

SeKtont  •  Aircroft,  Periscopic  Validated  Jun  85 . 

Ma-S-850I8A 

AS 

05  May 

78 

AS 

11 

L 

6605 

MS-2801 1E 

AS 

31  Jul 

79 

AS 

6605 

Sextant,  Aircraft,  Periscopic  Validated  Mar  63 . 

MII-S-5807C  (3) 

AS 

17  Sep 

57 

AS 

99 

1 

6605 

Sextant,  Bubble  AOU  I /A  Validated  Mar  83 . . . 

MIL-S-21639 

AS 

15  Oec 

58 

AS 

6605 

Sextoni,  Marine  REV.71  . . . . . . . 

MIL-S  24656 

SH 

16  Aug 

85 

ME  SH 

99 

L 

6605 

Test  Set  (Portable),  For  Repeater,  Ml'LTI’SPEEO,  3  CHANNEL.  Navigation 

Mil  T  24229 

SH 

17  Jun 

66 

SH 

System  Validated  Apr  81 

1 

6605 

Tronsmiticr,  Induction  Composs  T.611(  (/osn  Validated  Feb  86  REV-CR . 

MIL.T.45277 

AV 

15  Jun 

73 

AV 

Q  1 

6605 

Tronsmitter,  Remote  Compass,  Thin  Wmg  Type  ML  1  (Unstobilized)  Validated 

MIL.T-19576A  (1) 

AS 

19  Jun 

87 

AS 

Jun  87 

NOTICE  1 

L 

6605 

Tronsmitter,  Remote  Composs,  Type  C<2  (Unstobilized)  Validated  Apr  $3 

MII-T.25193B 

AS 

27  Mor 

61 

AS 

REV  99 

6605 

Tube  &  Extension,  Gyro  Stobilized  Drift  Meter  Validated  Oct  81 . 

AN5767 

REV  5 

71 

12  Nov 

76 

AS 

99 

6605 

Tube,  Extension,  Gyro  Stobilized  Drift  Meter  . . 

MII-T-7771B  (1) 

71 

10  Dec 

86 

AS 

99 

1 

6605 

Weight,  Sounding  Validated  Apr  82  USER-YO  REV-99 . 

MII-W.3717B 

SH 

25  Aug 

76 

SH 

6610 

Accelerometer  Aircrofi,  Inlegrolly  Lighted  ABU-4A/A  And  ABU-4B/A . 

MS-23009E 

AS 

30  Ocl 

87 

99 

L 

6610 

Accelerometer  Group,  Counting  Type  Designation  MS  25447  And  MS  25448 

MIL  A-22145B  (3) 

AS 

25  Ocl 

72 

AS 

Validated  Sep  65 

6610 

Accelerometer-  Aircroft  Validated  Feb  69  USER  Ml .  . 

MS-28025C 

NOTICE  1 

71 

23  Feb 

89 

AS 

99 

6610 

Accelerometer,  Aircroft  Ronge  -5  To  Plus  10O  Units,  tntegrolly  Lighted  .. 

MIL-A-25949E  (2) 

71 

19  Jun 

85 

AS 

99 

Q 

6610 

Accelerometer,  Aircraft  REV- 11  . 

MIL-A-5885D 

71 

09  Feb 

87 

AV  AS 

99 

O  1 

6610 

Accelerometer,  Aircroft,  Pilot  S  Warning.  Type  MA-2  . 

MII.A-25915A  (2) 

71 

28  Oct 

88 

99 

1 

6610 

Accelerometer,  Aircroft  . . .  . 

MIL-A.27261A  (4) 

71 

09  Feb 

87 

99 

O  1 

6610 

Accelerometer,  Aircraft  ABU  6^A . 

MIL-A.27195  (2) 

71 

08  Feb 

83 

99 

L 

6610 

Accelerometer.  A-rcroft  MX-6663''A  JB-7  . 

MIL  A  38307A  (1) 

71 

05  Jun 

87 

99 

Q  L 

6610 

Accelerometer.  Eleciricol,  Lineor  TRU-3''A  . 

MIL.A.27330e 

71 

25  Mar 

87 

99 

L 

6610 

Accelerometer,  Mechonlcol,  Aircroft,  Pilots  Warning,  Type  MA-1  ... 

MIL-A-25719A  (2) 

71 

09  Feb 

84 

99 

L 

6610 

Air  Doto  Systems  Request  For  Issue  Other  Thon  Dod  Must  Be  Sent  Vio- 

MIL.A.872n  (1) 

11 

15  Apr 

86 

11 

Asd  fnes,  Wright-poHerson  Afb  Oh  45433  6503 

6610 

Altimeter  AAU-31- A  .  ...  . 

MIL-A  818518  (1) 

AS 

25  Jan 

88 

AV  AS 

o 

6610 

Altimeter  encoder  AAU  32^A  .  .  .  ... 

MIL  A81852A  (1) 

AS 

25  Jon 

88 

AV  AS 

6610 

Altimeter  encoder,  AAU  21 '/  . 

MlL-A  81403  (2) 

71 

18  Feb 

86 

AS 

L 

6610 

Alt  meter.  Pressure  AAU  7-A  .  . 

MIL  A  27198B 

71 

29  Dec 

87 

99 

6610 

Altimeter,  Pressure  AAU  27  A  REV  99 . 

MIL  A  83212A  (1) 

71 

06  Apr 

83 

AV 

11 

1 

6610 

Altimeter,  Pressure,  Porochulisl  b  Validated  Uit  6/  KbV  AV  MU  .  . 

MIL  A  55066a  w) 
NOTICE  1 

Ol 

i  t  Moi 

71 

0  t 

6610 

Altimeter,  Pressure  AAU-16/A  Validated  Jul  64  REV  99  ...  . 

MIL  A  381408 

71 

01  Aug 

77 

99 

L 

6610 

Altimeter,  Servo  Controlled,  Automatic  Pressure  Standby  . 

MII-A.83419C  (2) 

71 

14  Dec 

87 

99 

L 

6610 

Altin.eter,  Stondby,  Types  T  &  ii  . .  . 

MIL-A-8S505 

AS 

14  Nov 

83 

AS 

L 

6610 

Amplifier  inwtcotor  Group,  Altitude  verl'coi  Speed  A'A24G'7 

MIL  A  27328  (6) 

71 

28  Ocl 

86 

99 

L 

6610 

Amplifier  indicotor  Group,  Indicated  Airspeed  A'A24G  10 

MIL  A  27670C  (3) 

71 

01  Dec 

86 

99 

L 

6610 

Amplifier  mdicofor  Group,  Allitude-verlicol  Speed  A 'A240  11  .. 

MIL  A-2767IB  (3) 

71 

06  Aug 

86 

99 

1 

6610 

Amplifier.  Electrical  Control  ASU&3  A ..  .  . 

MIL-A  26360B  (1) 

71 

12  Nov 

86 

99 

1 

6610 

Attitude  Heoding  Reference  System  AN  ASN  73  Validated  Jun  65 

MIL  A.eU23  (2) 

AS 

12  Ocl 

72 

AS 

Q  1 

6610 

Attitude  Indicoting  System,  Remote,  Stondby.  Two  Inch  Vohdated  Mar  83 

MIL  A  22858A  (5) 

AS 

20  Jul 

73 

AS 

REV  GS 

6610 

Cord  &  Composs  Correction  Validated  May  61  REV.99 

AN5823 

AS 

09  Jon 

67 

AV  AS 

11 

REV  1 


721 


FSC  LISTING 


DOCUMENT 


fSC 

TITLE 

NUMBER 

PREP 

DATE 

custodian 

6610 

Cose  Instrument.  5X51  4,  Stondord  Dimensions  Eor  Vohdofed  Aug  88 

MS  33545 

71 

1  Jon 

54 

AV  AS 

11 

USER  MC  REV  Ml 

NOTICE  1 

L 

66)0 

Cose,  Instrument.  Verticol  Scole.  Stondord  Dimensions  For  Vohdoted  Mor  6S 

MS  21349 

71 

01  Nov 

71 

11 

6610 

Cose.  Instrument.  5  X  4>1  4  Size,  Stondord  Dimensions  For  Vafidoled  Dec  87 

MS  33 ISA 

AS 

11  Dec 

87 

AV  AS 

99 

REV  71 

notice  1 

0  1 

6610 

Computer  &  Tronsmitter.  True  Airspeed.  Pitot  Stotic.  150  900  Krsots.  Type 

MA  1 

Computer  And  Tronsmitter,  True  Airspeed  Pitot  Stotic.  Type  A-2  {Inoctive . 

MII  C  9075A  (3) 

71 

01  Moy 

87 

99 

6610 

Mil  C  5I91B  (4) 
NOTICE  1  (71) 

71 

04  Aug 

86 

AS 

99 

1 

6610 

Computer.  Air  Dofo  CP1005A  A 

MIL  C  85247 

AS 

23  Jun 

82 

AS 

t 

6610 

Computer.  Altitude.  Altitude  Encoding  CPU  66  A-24.  T  28  Vahdoted  Apr  87 

MIL  C-38240'24B 
NOTICE  1 

71 

06  Apr 

87 

99 

1 

6610 

Computer.  Altitude,  Altitude  Encoding  CPU  66 

MIL  C  38240'22A 

71 

03  Apr 

88 

1 

6610 

Computer,  Flight  Director  CPU-65 'A  Vohdafed  Feb  83 

MIL  C'38286A 

71 

15  Dec 

77 

99 

1 

6610 

Computer.  Tronsducer,  Altitude,  Altitude.  Altitude  Encoding  CPU  46'A  7. 

MIL  C  27889  7 A  (2) 

71 

22  Moy 

82 

99 

F  TF  102  Validated  Jun  83 

1 

6610 

Control  Assembly.  Gyroscope.  Attitude  Heeding  A''A24G-42 

MIL  C.83396  (2) 

n 

07  Feb 

86 

11 

L 

6610 

Control  Assembly,  Gyroscope,  Attitude  A'A24G  39  REV-99 

MIL  C-3B418E  (2) 

AS 

21  Mar 

85 

AS 

1 

6610 

Control  Assembly,  Gyroscope,  Attitude  Heoding  A/A24G‘5A  . 

MII  C-27205E  (2) 

71 

18  Feb 

86 

99 

1 

6610 

Disploy,  Heod  Up,  Generot  Specification  For  Validated  Mar  8) 

MIL  D'8164l 

AS 

26  Jun 

72 

AS 

6610 

Electro  Mechonicol  Commend  Instrument  System  For  Rotary  Wing  Aircroft 

MIIST01293 

AV 

16  Apr 

86 

AV 

99 

Validated  Apr  86  REV-TE  11 

NOTICE  1 

6610 

Electronicolly  Or  Opticoliy  Generoted  Disploys  For  Aircroft  Control  And  Combat 

MIL  STO  884C 

71 

05  Nov 

88 

AV  AS 

11 

Cue  Informotion  Validated  Nov  88  REV  AV  99 

NOTICE  1 

6610 

Flight  Control  Systems  •  Design,  Instollotion  And  Test  Of.  Piloted  Aircroft. 

MIL  F-9490D 

AS 

06  Jun 

75 

AV 

Generol  Specification  For  Validated  May  82  R6V-99 

6610 

Flight  Control  System  Generol  Specification  For  (Request  For  Use  Other  Thon 

MIL  f  87242 

11 

31  Mor 

86 

11 

OOD  Must  Be  Sent  Via  ASD^ENES.  Wnghi  potterson  AF8  OH  45433  6503) 

6610 

Gyroscope  Assemblies  on  Attitude  oo  Directional  Reference  Instruments  For 

MllG-8t559C 

AS 

23  Mar 

84 

AV  AS 

69 

Aircraft.  Pockaging  Of  USER  71  REV-SM  99 

L 

6610 

Gyroscope  Indicotor  System.  Verlicol  Validated  Mor  81 

MILG  23081C  (1) 

AS 

15  Mor 

75 

AS 

1 

6610 

Gyroscope,  Displacement,  Roll  And  Pitch  Validated  Mor  84 

MS  173988 

AS 

23  Jun 

71 

AS 

i 

6610 

Gyroscope.  Oisplocement,  Roll  And  P<tch  (Hard  Mounted) 

MS  14114 

NOTICE  1 

AS 

07  Dec 

87 

AS 

L 

6610 

Gyroscope.  Rate  Switching  Ms  17399  Validated  Oct  84 

MIIG-23083C 

AS 

15  Jon 

72 

AS 

1 

6610 

Gyroscope.  Rote  Switching  Validated  Mor  83 

MS  17399C 

AS 

15  Sep 

71 

AS 

L 

6610 

Horizontal  Situation  Indicotor  Group  AF  A24J&1  REV-99 

MIL  H-27269A  (3) 

71 

27  Jon 

89 

99 

6610 

inclinotor  &  Aircroft,  Bali  Style  Validated  Mar  81 

AN5744 

REV  2 

AS 

14  Jun 

50 

AV  AS 

6610 

Inclinometer.  Aircroft  Validated  Mar  81  . 

Mil  1-67268 

AS 

16  Nov 

66 

AS 

99 

6610 

Indicator  Indicated  Air  Speed.  Pitot  Stotic.  20  250  Knots  Validated  Aug  83 

MS28021C 

AV 

15  Nov 

72 

AV  AS 

99 

6610 

Indicator  •  Position,  Wing  Flops,  Percent  Marking  Validated  Apr  86  REV-11 

MS-2S023.-. 

NOTICE  1 

71 

18  Apr 

86 

AV  AS 

99 

6610 

Indicator  -  Position.  Honzontol  Stobilizer 

MS  28013A 

notice  I 

71 

28  Mor 

86 

AV  AS 

99 

6610 

Indicator  True  Airspeed,  Type  M  1A  .  . 

MS  28036D 

71 

13  Mor 

87 

AS 

99 

L 

6610 

Indicotor  ID  48(  (/’orn  ..... 

MU  1  251208  (2) 

71 

01 

< 

w 

o 

86 

99 

1 

6610 

Indicotor  Remote  Attitude  Validated  Mar  83.-  .  . 

MS  17249A 

AS 

3  Nov 

61 

AS 

L 

6610 

Indicotor-position.  Control  Surfaces.  1*3/8  Inch  Dial.  28  Volts  Dc  (Inactive  For 

MS-2B002C 

71 

28  Nov 

86 

99 

Design.  Use  MS33638) 

NOTICE  1 

6610 

Indicotor.  Air  Speed.  Pitot  Static  Pressure,  Generol  Specificotion  For 

MIII-54I5C 

71 

16  Nov 

87 

AV  AS 

99 

6610 

Indicotor.  Airspeed.  Pitot  Static.  Sensitive,  50  650  Knots  USER-MI  REV-ER  AR 

MS  28047E 

AS 

06  Jun 

84 

AV  AS 

99 

L 

6610 

Indicotor.  Airspeed  And  Mach  Number,  Pitot  Static.  80  To  850  Knots  Validated 

MS  28095 

AS 

08  Jon 

68 

AS 

Jon  68 

NOTICE  1 

Ql 

6610 

Indicotor.  Airspeed,  Mach  Number  And  Maximum  Allowoble  Speed  REV-99 

MIL  I.27I97C  (1) 

71 

16  Oct 

87 

99 

1 

6610 

Indicator.  Airspeed  And  Mach  Number,  Integrolly  lighted  Pitot  Stotic,  80  To 

MS  17264E 

AS 

31  Jon 

83 

AS 

850  Knots 

1 

6610 

Indicator,  Airspeed  And  Moch  Number.  Pitot  Stotic.  60  To  650  Knots  Validated 

MS  280898 

AS 

11  Dec 

87 

AS 

Dec  87 

NOTICE  1 

0 

6610 

Indicotor,  Airspeed.  Pitot  Static.  Sensitive,  50  650  Knots  Validated  Oct  84 

MILI-54188 

AS 

08  Jon 

63 

AV  AS 

99 

USER  Ml 

1 

6610 

Indicotor,  Airspeed.  Pitot  Static.  Type  K&3  . 

MIL  1  5392A  (3) 

71 

09  Feb 

84 

99 

O  L 

6610 

indicator.  Airspeed  And  Mach  Number.  Pitot  Static,  60  To  650  Knots  Validated 

MIL-I.21735A 

AS 

07  Dec 

87 

AS 

Dec  87 

NOTICE  1 

O  L 

6610 

Indicator,  Airspeed.  Pitot  Static,  Maximum  Allowable  Speed.  40  400  Knots 

MU  1  21718  (1) 

AS 

09  Oct 

59 

AS 

Validated  Oct  84 

ONL 

6610 

Indicator.  Altitude.  ARU  14/A,  Remote 

MU  l■27709A  (4) 

71 

10  Dec 

86 

99 

O  L 

6610 

Indicotor,  Altitude  ARU  'i2/A,  Remote  REV-99 

MU  1  27680C  (2) 

AV 

30  Sep 

86 

AV 

6610 

Indicotor,  Angle  Of  Attock,  1-7/8  Diol,  28  Volt  0  C  Validated  Dec  67 

MS  28067C 

NOTICE  1 

AS 

11  Dec 

87 

AS 

99 

] 

y.10 

8^  oevoo 

1...  .0^117, 

71 

29  ,*w5 

75 

1 1 

Q 

6610 

Indicotor.  Angle  Of  Attock,  28V  DC  MS28063  And  MS28067 

MU  1-188568  (1) 

AS 

04  Dec 

87 

AS 

99 

L 

6610 

Indicotor,  Attitude,  Sphericol.  Direct  Reodmg,  Fast  Erecting,  Electric  Gyro 

MS-28086B 

AS 

1  Aug 

62 

AS 

Validated  Mar  83 

6610 

Indicotor,  Attitude,  Remote.  Stondby  ... 

MS-27150E 

71 

20  Apr 

83 

AV  AS 

99 

O 

6610 

Indicotor.  Attitude,  Remote  Validated  May  82  REV  99  .  . 

MIL  I-27710C 

71 

18  Aug 

76 

AV 

11 

L 

6610 

Indicotor.  Attitude,  Remote  -  3  Inch  Cose  Validated  Mar  83  . 

MS  174008 

AS 

15  Jul 

64 

AS 

L 

6610 

Indicotor,  Attitude,  Remote  5  Inch  Cose  Validated  Dec  67 . 

MS  17401C 

NOTICE  1 

AS 

09  Dec 

87 

AS 

L 

6610 

Indicotor,  ATTITUDE-DIRECTOR,  Remote.  ID  I329A  (V)  . 

MU-I-23524A 

AS 

10  Mor 

86 

AS 

1 

6610 

Indicator,  Attitude  Reference  Self  contoined,  3  INCH.  ID  1791/A 

MU-I-81683A 

NOTICE  1 

AS 

07  Dec 

87 

AS 

L 

6610 

Indicator,  Attitude,  2-INCH  ID-1602/A  Validated  Oct  84  . 

MU  181496  (1) 

AS 

15  Oct 

68 

AS 

722 


FSC  USTING 


DOCUMENT 


FSC 

TITLE 

NUMBER 

PREP 

DATE 

CUSTODIAN 

o 

6610 

Indicator,  Altitude  ARU-2S/A  .  . 

Mil  I-27193B  (3) 

71 

10  Mor 

83 

AV 

99 

L 

6610 

Indicotor,  Attitude  -  Director,  Remote  (Ifis)  . 

MS  18028A 

AS 

08  Jun 

84 

AS 

L 

6610 

Indicolor,  Attitude,  Type  ARU‘51/A  .  ...  ... 

MIL  1  87928  (2) 

71 

09  Feb 

87 

99 

Q  L 

6610 

Indicotor,  Attitude,  Type  J  8 . 

MIL  I  5133C  (2) 

71 

06  Jun 

86 

99 

Q  L 

6610 

Indicotor,  Attitude  Director  REV  AS .  . 

MIL  1  27619G  (2) 

71 

17  feb 

84 

AS 

99 

Q  1 

6610 

Indicator,  Attitude,  Sphericol,  Direct  Reoding,  Fast  Erecting,  Electric  Gyro 

MIL-1  21203A  (2) 

AS 

o 

Z 

69 

AS 

Validated  Mar  63 

L 

6610 

Indicator.  Attitude  ARU  18 'A.  Director 

MIL  138258  (3) 

71 

12  Jun 

S7 

99 

Q 

6610 

Indkotor,  Attitude,  Remote  Stondby,  2  Inch  .  . 

Mil  1  27623C  (3) 

71 

06  Jun 

86 

AV  AS 

99 

*6610 

Indicotor,  Azimuth,  ID  307  'ARN  (Asg)  Validated  Oct  84  REV  11  ... 

Mil  1  8691 A  (1) 

AS 

31  Jon 

58 

AS 

99 

L 

6610 

Indicotor,  Counting  Accelerometer  Validated  Mar  84 

MS  25448F 

AS 

19  Mor 

70 

AS 

L 

6610 

Indicotor,  Electricol,  Wheels  &  Flops  Position 

MS  90367 
notice  I 

AS 

11  Dec 

87 

AS 

Q  1 

6610 

Indicator,  Gyro  Horizon,  Monuolly  Coged,  Electric.  Type  MB  1 

MIL  t  7906A  (2) 
NOTICE  1 

AS 

08  lul 

87 

AS 

L 

6610 

Indicator.  Gyro  Horizon,  Monuolly  Coged,  Electric,  Type  MB  1  Validated  Mar 

83 

Indicotor,  Gyroscope,  Verticol  Reference  tO-i481(*)/A  Validated  Mar  63 

MS  173I3A 

AS 

15  Aug 

62 

AS 

0 

6610 

MIL-t  81454  (2) 

AS 

15  Jun 

70 

AS 

11 

REV  99 

Q 

6610 

Indicotor,  Horizontol  Siluotion  AOU  4>A 

MIL  1  27848A  (7) 

71 

02  Sep 

88 

AV  AS 

99 

L 

6610 

Indicotor,  Horizontol  Situotion,  ID  1013'A  .  .. 

MS.17869A 

AS 

08  Jun 

84 

AS 

Q 

6610 

Indicotor.  Horizontol  Situation  AOU  6' A  REV  99 

MIL  1  83034A  (2) 

71 

01  Jut 

82 

AV 

11 

6610 

Indicotor,  Horizontal  Situation  ID‘1013(*)7A 

MIL  1-233668 

AS 

27  Apr 

87 

AV  AS 

Q  1 

6610 

Indicator,  Horizontol  Situotion,  AOU-2^A  REV  11 

MIL-t-26689C  (1) 

71 

13  Nov 

87 

99 

L 

6610 

Indicator,  Indicoted  Airspeed  AVU-22  A  (Indicator-transduced)  REV  99 

MIL  I  331528  (1) 

71 

20  May 

88 

1 1 

6610 

Indicator,  Indicated  Airspeed,  Pitot  Stotic,  40  400  Knots  (Asg) 

MS  f16S 

NOltLE  ' 

AS 

28  Mar 

86 

AS 

o 

6610 

Indicator.  Indicated  Airspeed,  20  250  Knots  Validated  Mar  84 

Mll-1  572ir  (  ' 

AV 

15  Nov 

72 

AV  AS 

99 

L 

6610 

Indicotor.  Indicoted  Airspeed,  Stondby  Types  1,  !«,  &  In . 

MIL-t  85506 

AS 

14  Nov 

S3 

AS 

6610 

indicotor.  Indicated  Airspeed,  Pitot  Stotic  Maximum  Allowobie  Speed,  ^650 

MS  28048B 

AS 

11  Dec 

87 

AS 

99 

Knots  (Asg)  Validated  Oec  87 

NOTICE  1 

L 

6610 

Indicator,  Indicated  Airspeed,  Pitot  Static  Moximum  Allowobie  Speed,  40-400 

MS  25333B 

fSm 

n  Dec 

87 

AS 

Knots  Validated  Dec  87 

NOTICE  1 

6610 

Indicator,  Indicated  Airspeed,  Pitot  Stotic,  Maximum  Allowobie  Speed,  50650 

MIL  t-5419B 

AS 

07  Dec 

87 

AS 

99 

Knots  Validated  Dec  87 

NOTICE  1 

6610 

Indicotor,  Indicoted  Airspeed  Pitot  Stotic,  10  150  Knots  Validated  Oct  84 

MS-28045E 

AS 

23  Mor 

70 

ME  AS 

99 

1 

6610 

Indicotor,  Indicoted  Airspeed  AVU-19'A,  Stondby  R6V-99 

MIL  1  381358  (2) 

71 

18  Mo 

86 

99 

Q 

6410 

Indicotor,  Indicoted  Airspeed,  10  150  Knots  Validated  Aug  83 

MIL  1  5416B  (1) 

AS 

19  Dec 

68 

AV  AS 

99 

1 

6410 

Indicotor,  Latitude  longitude  ID  888(  (^u  Validated  Sep  85 

MIL. 1-81274 

AS 

15  Jul 

65 

AS 

L 

6610 

Indicotor,  low  Approach  ID  525' ARN 

MIL  1  25355A  (2) 

71 

06  Aug 

86 

99 

L 

6610 

Indicator,  Moch  Number.  Sensitive,  Servoed,  Ronge  5  To  1  0.  Type  ME  5 

MIL  1  25479A 

71 

26  Ocl 

87 

99 

0  L 

6610 

Indicator,  MS-17264,  Airspeed  And  Moch  Number,  Integrolly  lighted. 

MIL  1  236718 

AS 

13  Oct 

83 

AS 

Pilot  static,  80  To  850  Knots 

L 

6610 

Indicotor,  MS28088,  Turn  And  Slip  (Three  Phose)  Validated  Sep  85 

MIL  1  7802A 

AS 

14  Jon 

67 

AS 

6610 

Inditoior.  Poiil.on,  flops,  2  INCH  Siio,  28  VOLT  D«  Validated  Jul  86  REV  GS 

MS  28003C 

NOTICE  1 

AS 

11  Jul 

86 

AV  AS 

0 

6610 

Indicator,  Position,  Landing  Gear.  Symbol  indicating.  Integrolly  lighted 

MIL  1  259318  (1) 

70 

30  Sep 

74 

EL  AS 

99 

Validated  Jul  78 

i 

6610 

Indicotor,  Position.  Tokeolf  Trim  ALU  12  A  RtV  99  71 

Mil  l  83362  (5) 

71 

12  Aug 

87 

99 

6610 

Indicotor,  Position,  landing  Geor,  28  Volt  Oc  Validated  Nov  86  .  . 

MS  27403 

NOTICE  I 

71 

03  Oec 

86 

AS 

99 

0 

6610 

Indicotor,  Positiori,  Horizontal  Stabilizer 

M1LI5I70C 

71 

24  Sep 

87 

AV  AS 

6610 

Indicotor,  Position,  lending  Geor.  Symboi  indicoting.  Integrolly  lighted  (Asg) 

MS  27202 

70 

04  Apr 

86 

AS 

99 

Validated  Apr  86 

NOTICE  1 

L 

6610 

Indicotor.  Position  ALU  4  1.  Horizontol  Stabilizer  REV  OS 

MU  1  27672B 

71 

03  Sep 

87 

99 

6610 

Indicotor.  Position  Control  Surfoces,  28  Volt  Oc,  Genero'  Specificotion  for 

MIL  1  7062C  (1) 

71 

10  Sep 

87 

AV  AS 

99 

USER  ME  REV  71 

O  L 

6610 

Indicotor,  Position,  Wing  Flop  . 

MIL  1  27203B 

71 

19  Dec 

87 

99 

Q 

6610 

Indicotor,  Position.  Rudder  Trim  T6b  USER  Mi  .  . 

MIL  1  70638  ( 1 1 

71 

12  Aug 

86 

AV  AS 

99 

O 

6610 

indicotor,  PositiO'».  Aileron  Trim  Tob  Validated  Apr  86  REV  67 

MIL  I  7065A  (1) 
NOTICE  1 

71 

18  Apr 

86 

AV  AS 

99 

0 

6610 

Indicotor,  Position  Validated  Jon  84  USER  Mi  REV-ll 

MIL  1  5184A  (1) 

71 

14  Apr 

52 

AV  AS 

99 

0 

6610 

Indicotor,  Symbol  Indicoting,  londmg  Gear  Position  USER  MC  REV  Ml  11 

MIL-1.6839B  (3) 

71 

12  Sep 

86 

AV  AS 

99 

Q  1 

6610 

Indicotor,  True  Airspeed  AVU  15  A 

MIL-l  276738  (1) 

71 

1 1  Aug 

86 

99 

6610 

Indicotor,  True  Airspeed,  Type  M  1A  Validated  Apr  86 

MIL  1  6447C  (2) 
NOTICE  1 

71 

29  Apr 

86 

AS 

99 

L 

66.0 

Indicotor.  True  Airspeed.  Type  M&5 

MIL  1  5154B  (4) 

71 

30  Jon 

89 

99 

6610 

Indicotor,  Turn  And  Slip.  28V  Dc.  1  7  8  Inch  Diol 

MS  2804 1G 

71 

11  Jul 

88 

AV  AS 

99 

6610 

Indicotor,  Turn  And  Slip,  2  INCH  Size,  Integrolly  Lighted 

MIL  1  2594  ID 

71 

17  Ocl 

86 

AS 

99 

w 

00  >0 

j.iOsCOToi  Ana  Si>p  ,mrcc  t'ncsc)  vo.'Oorco  Sep  OJ 

ZOUOOA 

aS 

i4  ;on 

0/ 

aS 

6610 

Indicotor,  Tiirn  And  Slip,  28V  Dc 

MILI7627E  (1) 

71 

06  Oct 

86 

AV  AS 

99 

6610 

Indicotor,  Turn  And  Slip,  4  Minute  Turn,  2  3  4  Inch  Diol 

MS  28024H 

71 

05  Apr 

88 

AV  AS 

99 

6610 

Indicolur,  Turn  And  Slip,  28V..  Dc,  2  3  4  Size,  Type  MO  10 

MIL  1  5488A  (2) 

AS 

05  Jun 

80 

AV  AS 

99 

6610 

inoicotor,  Verticol  Speed.  3  Inch 

MS  280498 

71 

26  Sep 

88 

99 

6610 

Indicotor,  Verticol  Speed,  0  6000  Fpm  2  INCH 

MS  28075C 

AS 

09  Nov 

87 

AV  AS 

11 

1 

6610 

Indicotor,  Verticol  Velocity  AAU  18  A,  Integrolly  lighted  REV  99 

MIL  1  38139C  (31 

71 

28  Jun 

88 

99 

1 

6610 

Indicator.  Vertical  Velocity,  Rop>d  Response  Accelerotion  Sensitive  Generol 

MIL  1  58067a  (1) 

AV 

20  Jun 

77 

AV 

Specificotion  For  Validated  Sep  83 

6610 

Indicotor,  Verticol  Speed,  3  INCH 

Mil  1  7721C  (2) 

7) 

2  1  Mor 

86 

AS 

99 

1 

6610 

Indicator.  Veriicle  Velocity,  Ropid  Response,  Accelerotion  Sensitive  Validated 

MS  25454C 

AV 

2t  Apr 

77 

AV 

Sep  83 

L 

6610 

Indicotor  Verticol  Velocity  AAU  9  A,  Integrolly  Lighted  REV  99 

MIL  t  27196C 

71 

1  1  Mor 

88 

99 

0 

6610 

Indicotor,  Verticol  Speed,  0  6000  FPm.  2  Inch  Validated  May  81 

MIL  1  18804B  (1) 

AS 

1 4  Jun 

67 

AV  AS 
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1 

6610 

InvfollQhon  Of  Angle  Of  Attack  And  Sideslip  Systems  Vohdoted  Moy  80 . 

Mill  18079B 

AS 

31  Mor 

69 

AS 

6610 

Instrument  And  Instrument  Soords,  Aircraft,  Instollation  Of  Validated  Mar  $1 

MIL  1  7028  (1) 

AS 

08  Nov 

51 

AV  AS 

USER  GL  MO  REV  AR 

6610 

Instrument  Systems.  Pitot  Tube  And  Flush  Static  Port  Operated,  instollation  Of 

MILI6115A  (3) 

AS 

31  Dec 

60 

AV  AS 

Validated  Feb  81 

6610 

Instrument,  Aircroft,  Gene  ol  Specificotion  For  Validated  Moy  82. ...  . 

MIL  181400 

AS 

01  Sep 

66 

AV  AS 

1 

6610 

light.  Instrument,  Post  Type  (Inoclive  After  28  June  1968)  Validated  Apr  83  . . 

MS  26499A 

AS 

28  Jun 

68 

AS 

Q 

6610 

Mochmeler,  Pitot  Stotic,  Ronge  3  To  1  0,  Type  A-1  REV-MI . 

MIL  M.7507B  (3) 

71 

03  Aug 

83 

AS 

99 

Q 

6610 

Mochmeter,  Pitot  Static  Operoted  Ronge  0  5  To  15,  Type  A-2B  . 

MIL-M-S3e8B  (3) 

71 

07  Oct 

83 

AS 

99 

6610 

Numeral  And  Letter,  Aircraft  Instrument  Oiol,  Standord  Form  Of  Validated  Apr 

MS-33558C 

11 

1 1  Apr 

86 

AV  AS 

n 

86  USER  ME  REV  Ml 

NOTICE  1 

6610 

Pitot  And  Stotic  Pressure  Systems,  Installation  And  Inspection  Of  Validated  Sep 

MIL  P  26292C  (3) 

11 

30  Sep 

88 

AV  AS 

11 

88  REV  99 

NOTICE  1 

Q  L 

6610 

Pitot  Stotic  Tube,  L  shoped,  Compensoted,  Electncolly  Heated,  Generol 

MIL  P-81655 

AS 

03  Dec 

70 

AS 

Specificoiion  For  Validated  Sep  85 

L 

6610 

Pitot  Tube,  Electncolly  Heofed,  Temperoture  Controlled  Validated  Oct  (‘4  .  .. 

MIL  P  25945B 

AS 

29  Apr 

59 

AS 

NOTICE  (1) 

L 

6610 

Pitot  static  Tube,  115  Volt,  400  Cycle,  Fuselage  Mounted.  . 

MS-27376C 

71 

14  Jun 

88 

99 

Q 

6610 

Position  Indicating  Assemblies,  Electrical,  Wheels  And  Flops  Validated  Oct  84 

MIL  P  7968A 

AS 

23  Mor 

65 

AV  AS 

99 

REV  11 

1 

6610 

Recording  Set,  Signal  Oato  A  o  24U  6  REV  11  ...  . 

MIL  R  384368  (2) 

71 

18  May 

87 

99 

L 

6610 

System,  Integroted  Flight  Instrumentolion  Validated  Oct  84 . 

MIL  S  23535 

AS 

01  Apr 

63 

AS 

6610 

Toble  Of  Differential  Pressure  In  Relation  To  Colibrofed  Airspeed  REV-99 

MIL  STD  1524 

71 

10  Mar 

87 

AV  AS 

11 

NOTICE  1 

L 

6610 

Tronsducer,  Counting  Accelerometer  Validated  Dec  87 

MS  25447G 

AS 

11  Dec 

87 

AS 

NOTICE  1 

L 

6610 

Tronsducer,  Motionol  Pickup  TRU  164'A . . . 

MIL- r  83460  <3) 

71 

26  Jun 

87 

99 

6610 

Transmitter&  Position,  Gearless  Validated  Apr  86  REV  11  .  . 

AN57e7 

71 

18  Apr 

86 

AV  AS 

99 

6610 

TronsmitterA  Position,  28  Volt  Oc  Validated  Feb  82 . 

AN6786 

71 

1  Apr 

52 

AV  AS 

99 

6610 

Tronsmitter  clectricol.  Wheels  And  Flop  Position  Validated  Feb  83  . 

AN6/86 

AV 

15  Oct 

76 

AV  AS 

REV  3 

1 

6610 

Tronsmilter.  Acceteromeler,  Axial  . 

MILT83174B  (3) 

71 

23  Nov 

87 

99 

0  L 

6610 

Tronsmitter,  Angle  Of  Attack  Or  Sideslip,  Local  Validated  Dec  87  . 

MII-T-19229B 

AS 

07  Dec 

87 

AS 

NOTICE  1 

L 

6610 

Tfonsmtller,  Position .  . 

MS-24660C 

71 

05  Jun 

87 

99 

L 

6610 

Transmitter,  Position  ..  . 

MIL-T-266098 

71 

23  Sep 

87 

99 

O 

6610 

Tfonimiller,  Pojilion,  28-VOlT  Oc  USER-MI  ME  REV-1 1 . 

MIL-T  66838  (4) 

71 

27  Nov 

87 

AV  AS 

99 

L 

6610 

Tronsmitter,  Rote  Gyroscope  T-970/AJB-7  REV  99  .  . 

MIL-T-38306  (4) 

71 

22  Sep 

83 

99 

L 

6610 

Transmitter,  Remote  Compass  (Thm  Wmg)  Validated  Mar  81 . 

MS-26396C 

AS 

20  Jon 

63 

AS 

Q  L 

6610 

Tronsmilter,  Synchro,  Angle  Of  Attack  Or  Side  Slip . 

MII.T-26627C  (2) 

71 

06  Nov 

87 

99 

6610 

Tube  L  Pitot,  Electncolly  Heated  Validated  Apr  80  REV*11  .  . 

AN6813 

71 

23  Oct 

62 

AV 

99 

REV  2 

6610 

Tube  Pitot  Stotic,  Stroight,  Electncolly  Heoted  (Inactive)  Validated  Apr  82 

AN5816 

AS 

17  Sep 

63 

AV  AS 

REV  11 

REV  6 

6610 

Tube.  Pitot  Static,  Electrically  Heoted.  Aircroft  . 

MIL  T  64208  (2) 

71 

20  Mor 

86 

AV  AS 

99 

6610 

Tube,  Pitot  Static,  L  Shaped,  Electncolly  Heated  Validated  Apr  80  . 

AN5814 

71 

30  Nov 

66 

AV 

99 

REV  8 

6610 

Tube,  Pitot,  Electricolly  Heated,  Aircroft  R6V-11  . . . 

MIL-T  5421B  (2) 

AV 

19  Jun 

85 

AV  AS 

L 

6610 

Tube,  Pitot,  Electricolly  Heoted  L  Shoped  Validated  Oct  84  . 

MS-24499B 

AS 

05  Nov 

63 

AS 

6610 

Tube,  Pitot,  Electrically  Heated.  L  Shoped  Validated  Apr  80  REV-11 . 

AN5812 

AV 

30  Mor 

56 

AV 

REV  7 

1 

6615 

Accelerometer,  Aircraft  MX  2911 /A JB  3A  Validated  Apr  83 . . . 

M5-17389 

AS 

15  Jon 

64 

AS 

L 

6615 

Adopter  compensator.  Compass  MX  2826/AJB  3A  Validated  Apr  83 . 

MS-17390 

AS 

15  Jon 

64 

AS 

L 

6616 

Adapter,  Flight  Director  Signal  MX  2912A/AJB-3A  Validated  Apr  83 . 

MS  17391 

AS 

15  Jon 

64 

AS 

L 

6616 

Amplifier-power  Supply  AM-1931/AJ8  3  Vo/zdo/ed  feb  5/  . 

MS  17378 

AS 

15  Jon 

64 

AS 

L 

6615 

Amplifier,  Electronic  Control,  2  Channel,  Approach  And  Novogotionol,  Type 

MIL-A  26081  (2) 

71 

26  Dec 

78 

99 

MB&4  Validated  Jan  84 

» 

L 

6616 

Bose,  Mounting  (For  Gyroscope  Assembly  CN-494A/AjB-3  MS17382) 

MS- 17383 

AS 

15  Jon 

64 

AS 

Validated  Apr  83 

L 

6616 

Bed  Plate  Validated  Mar  82  REV-MI  ..  .  . 

MS-3356 

AS 

10  Jon 

69 

AS 

L 

6616 

Clomp,  Speciol  Validated  Mar  82 . 

MS  3354 

AS 

10  Jon 

69 

AS 

L 

6615 

Control  Amplifier,  Altitude  (P-1  Automatic  Pilot  Rodor  Set,  AN/APN-22) 

MILC-ie053A 

AS 

16  Jul 

68 

AS 

Validated  Jul  8 1 

L 

6616 

Controller,  Composs  System  C-2984/AJB'3A  Validated  Apr  63 . 

MS-17392 

AS 

15  Jon 

64 

AS 

L 

6616 

Controller,  Composs  System  C  6448/ASN-55 . 

MIL  C  38333  (4) 

71 

31  Aug 

83 

99 

L 

6616 

Controller,  Composs  System  C-2499A/AJ6-3  Validated  Apr  83  . 

MS-17380 

AS 

15  Jon 

64 

AS 

L 

6615 

Distribution  Box  J-1 122/AJB-3A  Vb/rdofed  Apr  ....  . 

MS-17381 

AS 

15  Jon 

64 

AS 

L 

6615 

Tuut  Spe^iu!  Vo'iuutvd  Aiui  02 

MS  33 52 

*  c 

vrt 

AO 

AS 

L 

6616 

Foot,  Speciol  Validated  Mar  82 .  . 

MS-33S2 

AS 

10  Jon 

69 

AS 

L 

6616 

Gyro,  Oireelionol  CN  998(  (/ASN-43  Validated  Dec  86  REV  CR . 

MIL  G  45279 

£R 

08  Dec 

86 

CR 

NOTICE  1 

L 

6616 

Gyroscope  Assembly  Displocement  Validated  Oct  84 . 

MS  3392A 

AS 

08  Feb 

71 

AS 

L 

6616 

Gyroscope  Assembly,  Rote  SBU-13/A . 

MIL  G  831728  (6) 

71 

19  Nov 

86 

99 

1 

6616 

Gyroscope  Assembly,  Displacement  CN-1359/AjB  3  Validated  Apr  83  . 

MS  3S04A 

AS 

17  Nov 

70 

AS 

1 

6616 

Gyroscope,  Displocement,  Type  SBU-23/A  . . 

MIL  G  83872A  (2) 

71 

02  Dec 

88 

99 

Q  L 

6616 

Gyroscope,  Displocement,  Roll  And  Pitch, type  MD&1  . 

MIL  G  255970  (4) 

71 

04  Aug 

86 

99 

0  L 

6616 

Gyroscope,  Displacement  SBU  6/A,  Roil  And  Pitch  Validated  Sep  80  REV  99  .  , 

Mil  G  27693A  (3) 

AV 

13  Dec 

67 

AV 

L 

6616 

Gyroscope.  Rote  Integrating  Validated  Jan  89  .  . 

MILG81168/2A 

OS 

27  Jon 

89 

os 

NOTICE  I 

L 

6616 

Gyroscope,  Rote  Switching  CN  495/AJB-3  Validated  Dec  87 . 

MIL  G  23723  (2) 

AS 

07  Dec 

87 

AS 

NOTICE  1 
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L 

661S 

Gyroscopt,  Ratt  Integroting  Validated  Jon  89 . . . . . 

MIL.G.81168 

NOTICE  1 

OS 

27  Jon 

89 

L 

6615 

Gyroscope,  Rote  Switching  CNOOSOVASN  55  .  . . 

MIL-G.38332A  (3) 

71 

08  May 

87 

L 

6615 

Gyroscope.  Rote,  Switching  CN<495/AJB-3  Validated  Apr  83  . . . 

MS- 17384 

AS 

15  Jon 

64 

L 

6615 

Gyroscope,  Rote,  Switching,  Type  MC&1  . . . 

MILG  25591E  V' 

71 

04  May 

87 

1 

6615 

Indicator,  Attitude'director  ID*81 1/AJB>3A  Validated  Jun  85 . 

MS-17393 

AS 

15  Jon 

64 

L 

6615 

Inertial  Set  Mount  Genero)  Assembly  Validated  Mar  82 . . . 

MS-33S0 

•s 

10  Jon 

69 

L 

6615 

Jock  Screw,  Speciol  Validated  Mar  62  .  . 

MS  3360 

10  Jon 

69 

L 

6615 

Mounting  Screw,  Special  Validated  Mar  62  . 

MS  3361 

> 

10  Jon 

69 

1 

6615 

Nut,  Spec.ol  Validated  Mar  82 . . . 

MS-33S5 

AS 

10  Jon 

69 

1 

6615 

Sleeve  Bolt  Validated  Mar  64 .  . . 

MS-3357A 

AS 

20  Apr 

78 

L 

6615 

Sphericol  Not,  Speciol  Validated  Mar  62 . . . 

MS -3359 

AS 

10  Jon 

69 

L 

6615 

Timer,  Inlervol  TD-236A/AJB>3  Validated  Mar  64 . 

MS-17388 

AS 

15  Jon 

64 

L 

6615 

Transmitter,  Rote  Gyroscope  T-751/AJ8-3A  Validated  May  83  . 

M5-17394 

AS 

15  Jon 

64 

L 

6615 

Transmitter,  Rote  Gyroscope  T*75U  (/AJ8«3  Validated  Feb  81  . 

MtL-T-23733A 

AS 

15  Jon 

68 

Q  1 

6615 

Transmitter,  Rote  Gyroscope  TRU-2A/A  REV-ll . 

MII-T-27200C  (4) 

71 

29  Apr 

87 

L 

6615 

Washer,  Special  Validated  Mar  82 . 

MS-3353 

AS 

10  Jon 

69 

L 

6615 

Wosher,  Special  Validated  Mar  62 . . . 

MS-3351 

AS 

10  Jon 

69 

L 

6620 

Engine  Instrumentotion  System,  Aircraft  A/A245-lt  REV-11 . 

MII-E-27669B  (5) 

71 

25  Apr 

88 

Q  1 

6620 

Engine  Pressure  Ratio  System,  Turbofor  Engine  A/A24J-13 . 

MIL-E-27675B  (2) 

71 

21  Mar 

83 

6620 

Flonge,  Mounting,  Attachable,  Aircraft  Instrument  (Asg)  Validated  Aug  83 . 

MIL-F-6836A 

AS 

08  Feb 

60 

Q 

6620 

Gage  Pressure,  Oiol  Indicoting,  Manifold  Pressure  (Inoctive  For  New  Design) 
Validated  Oct  84 

MIL-G-5678C  (1) 
NOTICE  1 

AS 

02  Sep 

70 

6620 

Gage  pressure.  Dioi  Indicating,  Manifold  Pressure  Validated  Dec  87 . . . 

MS  28077D 

NOTICE  1 

AS 

1 1  Dec 

87 

6620 

Goge-pressure,  Manifold,  Direct  Indicating,  2  In  Site,  10  •  75  in 

Mercury-inactive  4  14  71  Validated  Apr  86 

MS-2801gC 

NOTICE  1 

71 

07  Apr 

86 

6620 

Gage,  Pressure,  Engine  And  Utility,  2  INCH,  Flange-mounted,  Bock  Ports 

Validated  Sep  85  USER-MI  MC  REV-GS 

MS-28061D 

AS 

17  Apr 

79 

6620 

Gage,  Pressure,  Engine  And  Utility,  2-  Inch,  Flange  Or  Port-mounted,  Bottom 

Port  Validated  Mar  83 

MS-28063A 

AS 

13  Aug 

59 

Q 

6620 

Gage.  Pres>ore,  Diol  Indicoting  USER-AV  . 

Mil  G-8170D  (1) 

71 

27  Moy 

88 

6620 

Gage,  Pressure,  Engine  And  Utility,  3-  Inch,  Flonge-mounted,  Bock  Ports 

Validated  Dec  87  USER-MC 

MS-28064B 

NOTICE  1 

AS 

11  Dec 

87 

L 

6620 

Goge,  Pressure,  Dial  indicoting.  Manifold  Pressure,  10-75  In  Mercury,  Type 

MB-I  (Inoctive) 

MIL-G-8360A  (1) 

71 

15  Feb 

84 

1 

6620 

Gage,  Unit,  Engine,  With  Electric  Thermometer  (Asg)  Validated  Mar  84  REV  AR 

MS-280-'3A 

AS 

16  Aug 

63 

6620 

Generotor,  Tachometer,  Four  Pole.  Screw  Mounted  USER-CO  . 

MII-G-58083A  (2) 

AV 

30  Jon 

87 

0 

6620 

Oenerotor,  Tachometer  GEU-7/A,  Mlnloture  REV-99  . 

MII-G-26611C  (1) 

71 

23  Apr 

86 

6620 

Generotor,  Tochometer,  Four-pole,  Screw-mounted  Validated  Sep  84  USER-CG 

MS-87015A 

AV 

01  Jun 

67 

6620 

Generator,  Tachometer  And  Synchronizing,  Pistors  Engine  (Asg)  USER-CS 

REVGS 

MS-25038E 

AS 

01  Jun 

87 

Q 

6620 

Generator.  Tachometer,  Two  pole.  High  Temperoture,  Aircraft  Validated  Mar  81 
REV  AV  GS 

Mll-G  9398C  (2) 

AS 

30  Moy 

73 

6620 

Generotor,  Tochometer,  Four  Pole  REV-AV  AS  99 . 

MIL-G  5413D  (2) 

AS 

09  Apr 

82 

L 

6620 

Indicotor  Set.  Oil  Pressure  A/'A24J-17  . 

MIL  1-83245  (4) 

71 

27  Mor 

86 

L 

6620 

Indicotor  System,  Fuel  Flowmeter,  Generol  Specificotion  For  . . . 

MII-I-7566C  (2) 

71 

23  Moy 

86 

Q  1 

6620 

Indicator,  Electncol  Tachometer,  0  110  Percent  Rpm,  2  Inch  Size,  Integrally 

Lighted 

MIL  I-27202A  (1) 

71 

07  Feb 

83 

0 

6620 

Indicotor,  Electricol  Tochometer,  Aircroft  Turbo  Speed,  0-110  Percent  RPM,  2 

Inch  Sue,  Type  MU-1  (ASG)  USER-CS  REV-ll  80 

Mll-I  25623A  (3) 

71 

30  Jun 

83 

1 

6620 

Indicator,  Electricoi  Tachometer,  ERU-12/A  0-350  Rpm  (Rotor),  0-7000  Rpm 

Engine 

MIL-l-38391  (3) 

71 

18  Mor 

86 

6620 

Indicotor,  Electncol.  Tochometer  ERU-O-^A,  Cronkshoft  Speed  500-4,000  Rpm,  3 

V4  Inch  Size  (Inoctive  For  Design)  USER-MI 

MII  I-25688A  (2) 
NOTICE  (1) 

71 

03  Dec 

86 

Q 

6620 

Indicator,  Electrical  Tachometer  0-110  Percent  Rpm,  2  Inch  Sue,  IntegroHy 

Lighted 

MIL-I-25863C  (1) 

71 

14  Jon 

85 

O  L 

6620 

Indicator,  Electncol  Tachometer  ERU  4/A  Cronkshoft  Speed,  500  4.000  ROPM,  2 
Inch  Sue  REV-GS 

MILI-25689A 

71 

23  Sep 

88 

6620 

Indicotor,  Event  Counting,  Generol  Specificotion  For  USER-SH  REV  71.  ..  . 

MIL  1  8974A  (1) 

AS 

02  Moy 

88 

6620 

Indicotor,  Events,  Minioture,  Digital  28  V.d.c  REV-SH  71 . 

MIL  l-8974B'2A 

AS 

02  May 

88 

1 

6620 

Indicotor.  Posiiion,  Variable  Nozzle . 

MS  24572C 

71 

30  Sep 

88 

0  1 

6620 

Indicotor,  Position.  Vonable  Nozzle . 

MIL  I-27191B  (1) 

71 

20  Feb 

87 

1 

6620 

Indicotor,  Pressure,  Oil  REV  GS  . 

MS  245768 

NOTICE  1 

71 

17  Nov 

86 

L 

6620 

Indicotor,  Pressure  Oil,  Dual  EGU  18'^A,  0-100  Psi  REV-11 

MIL-t-83361  (4) 

71 

23  Dec 

87 

0 

6620 

indicotor.  Pressure,  Multipurpose.  0-50  Psi  ..  .  . 

MIL  i  70858  (1) 

71 

10  Apr 

87 

6620 

Indicotor,  Pressure,  1  1  '7  INCH,  IntegroHy  Lighted  Validated  Dec  67 

MS  1/996B 

NOTICE  1 

AS 

09  Dec 

87 

L 

6o7v 

InuiLUi-  ri.,>sure,  ntliLwpiti,  Vv'logc  Roliu  Type.  Genvfoi  Spetiticoiiun  roi 

rAii.  t  jo\jroA 

A  V 

23  Sep 

82 

Q  L 

6620 

Indicot  .^'ressvre  £OU-2‘A,  Oil,  0-l(X)  . . 

MIL  1-27 188A  (3) 

71 

15  Sep 

86 

L 

6620 

Indicator,  Pressure,  Type  T8  1 . 

MIL  1-58099 

AV 

05  Sep 

86 

6620 

Indicator,  Pressure  Synchro,  Single,  2  Inch  Size  Validated  Apr  86  REV-MC  . . .. 

MS  28010C 

NOTICE  1 

71 

18  Apr 

86 

Q 

6620 

Indicotor,  pressure.  Oil,  0  100  Psi  REV  AV . 

MIL  1  7086B  (3) 

71 

23  Moy 

66 

L 

6620 

Indicotor,  Pressure,  Synchro,  Duol,  Generol  Purpose  Validated  Mar  81  . 

MS-2S477A 

AS 

15  Nov 

64 

L 

6620 

indicator.  Pressure.  Synchro,  Aircraft,  165  DEGREE  Scole  Validated  Dec  87 

MS-25470A 

NOTICE  1 

AS 

11  Dec 

87 

O  1 

6620 

Indicotor,  Pressure  Oil  . 

MIL  l•27189C  (1) 

71 

06  Aug 

86 

Q 

6620 

Indicotor,  Pressure,  Oil.  0  200  Psi  REV  11 . 

MIL  I.7C87A  (2) 

71 

07  Nov 

86 

O  1 

6620 

Indicator,  Pressure,  Type  MO  2 .  . 

MIL  1  25438D 

NOTICE  1 

71 

1 1  Jon 

88 

CUSTODIAN 


OS 


99 


AS 

AS 

AS 

AS 

AS 

AS 

AS 

AS 

AS 

AS 

AS 

AS 

AS 


99 


99 


AS 

AS 

AV  AS 

AV  AS 

AV  AS 

AS 

AS 
AV  AS 


AS 

AV 

AV  AS 
AV 

AV  AS 
ME  AS 
AV  AS 


AS 


AS 


AS 

AS 


AV  AS 
AV  AS 


99 

AV 

El  AS  99 

AS  99 

AS 

AS 


99 

AV  AS  99 
99 


725 


S  S  «  :8  ^8  ;8 «  S  :8 « :8 :8  ^8  «  ««  «  « 


FSC  LISTING 


DOCUMENT 


FSC 

TITLE 

NUMBER 

PREP 

DATE 

CUSTODIAN 

o 

•6620 

Indicotor,  Pressure,  Fuel,  0-1,000  Psi  Validated  Apr  66  .....  . 

MIL  l-70e8A 

NOTICE  1 

71 

18  Apr 

86 

AS 

99 

O  L 

6620 

Indicator,  Pressure,  Oil  Validated  Mar  82  REV  GS  .  ..... 

MIL  I-3B133A 

AS 

14  Nov 

67 

AS 

o 

6620 

Indicotor.  Pressure.  Fuel,  0-600  Psi  (Inoctive)  Validated  May  87  . 

MIL  l•6301A  (2) 
NOTICE  1  (71) 

71 

26  May 

87 

AS 

99 

Q  L 

6620 

Indicator,  Pressure.  Oil,  0-100  Psi  REV.99 . 

MIL  I-2S9S0B  (3) 

71 

12  Sep 

86 

99 

L 

6620 

Indicator.  Pressure,  Oil,  Type  B  9C  (Inoctive  For  New  Design)  USER-AV  REV-AS 

MIL  l-65l4b 

NOTICE  1  (71) 

71 

15  Mar 

88 

99 

0  L 

6620 

Indicotor,  Pressure,  Oil,  0  300  PSi,  Type  MO  1  Validated  Oct  67  . 

MILI25130B 

NOTICE  1 

AS 

07  Oct 

87 

AS 

0  1 

6620 

indicator,  Pressure,  Synchro,  Aircraft,  166  Degree  Scale  Validated  Mar  83 

MIL  1  5482C  (2) 

AS 

01  Dec 

62 

AS 

L 

6620 

indicator.  Pressure,  Synchro,  Dual,  General  Purpose  Validated  Mar  82 . 

MIL  1  22054A 

AS 

01  Nov 

64 

AS 

o 

6620 

Indicator,  Pressure,  Single,  0  To  35  PSI  Fuel  Pressure  Type  C  33  Validated  Jun 

80 

Indicotoi,  Pressure.  1  1  2  INCH,  Integrally  Lighted  Validated  Dec  87  . 

MIL  tB404A  (1) 

AS 

28  Ocl 

70 

AS 

Q 

6620 

MILI23479B  (1) 
NOTICE  1 

AS 

11  Dec 

87 

AV  AS 

99 

1. 

6620 

Indicotor,  Rote  Of  Fuel  Flow,  Synchro  Type  .  ... 

MS-90360 

NOTICE  1 

AS 

11  Dec 

87 

AS 

L 

6620 

Indicator.  Rote  Of  Fuel  Flow  Synchro  Type,  M590360  Validated  Mar  81 .. 

MIL-I  81186 

AS 

0)  JjI 

66 

AS 

L 

6620 

Indicotor.  Rote  Of  Flow,  Fuel,  0  12,000  Pph  . . . 

MILI25324B  (1) 
NOTICE  1 

71 

28  Mar 

86 

99 

0 

6620 

Indirotof,  Rote  Of  Flow,  Fuel,  Type  6FU  24'A  And  Type  £FU  25''A  Validated 

MIL-I-5914D 

71 

09  May 

86 

AS 

99 

M^y  86  REV  11 

NOTICE  1 

6620 

Indicator,  Rote  Of  Flow,  0  5,(X)0  Pph,  Integolly  Lighted  REV  99  . 

MILt.26299F  (3) 

71 

07  Feb 

83 

AS 

99 

o 

•6620 

IriJuntor,  Rote  Of  Flow,  Fuel,  Type  A  19  (Inoctive)  . 

MIL-I  6599C 

NOTICE  1  (7t) 

71 

08  Dec 

87 

AS 

99 

Q  L 

6620 

Inditalor,  Rote  Of  Flow,  Fuel  EFU  22A.  A  REV  il . 

MIL-I  38143D 

71 

15  Aug 

86 

99 

L 

6620 

Indicator,  Rote  Of  Flow,  Fuel,  EFU  7  A  (300  5000  150(X)  PPH  Inactive  for 

MIL  1  2)2068  ()) 

AS 

01  Aug 

65 

AS 

Design  Validated  Mar  81  REV  99 

NOTICE  1 

L 

6620 

Indicoto',  Rate  Of  Flow,  Fuel  Totolizmg  0-100.000  Pph  Type  MAS  (Inactive 

MII-I.25325A  0) 

AS 

07  Dec 

87 

AS 

3  10  72)  Validated  Dec  67 

NOTICE  2 

L 

6620 

Indicator,  Rate  Of  flow  6FU-4^A,  Fuel  Totalizing  500  15,000  PPH  . 

MIL  1259078  0) 

71 

04  Feb 

86 

99 

L 

6620 

Indicator,  Rote  Of  Flow  EFU  5^A,  Fuel  Totalizing,  0  120,000  PPH . 

MIL  1  25908C 

71 

1 1  Moy 

87 

99 

L 

6620 

Indicotor,  Rate  Of  Flow  ErU  3  A,  Fuel,  0  15,000  Pph . 

MIL  1  25906C 

71 

31  Oct 

86 

'9 

L 

6620 

Indicator,  Rate  Of  Flow  £FU  15A/A,  Fuel  REV  99  ...  .  . 

MIL-I  27304E  (?) 

71 

05  Feb 

86 

Q  L 

6620 

Indicator,  Rotio,  Engine  Pressure,  EGU  9A  . 

MIL-I  38)2)8  (3) 

71 

15  Feb 

84 

99 

6620 

Indicator,  Synchro,  Ai'Croft,  General  Specification  For  Validated  Mot  35 

M)L)  7057C  0) 

71 

25  Aug 

72 

AV  AS 

P 

USER  MC  CG  REV  Ml  9V 

i 

6620 

Indicotor,  Tachometer.  Triple  Pointer,  Helicopter,  Inoctive  19  Mor  79  Validated 

MS  18099A 

AS 

19  Mor 

79 

AS 

Sep  85 

Q  L 

6620 

Indicotor.  Tochometer,  Electric,  0-120  Percent  Rpm,  2  INCH  Size  USER-CG  99 

M)L.|.22596C 

AS 

17  Mor 

82 

AS 

REV-GS 

6620 

Indicotor,  Tachometer,  Electric,  0-120  Percent  Rpm,  2  Inch  Size  Validated  Oct 

MS-2)V7) 

AS 

15  Aug 

60 

AS 

11 

79  REV-99  GS 

L 

6620 

Indicotor,  Tochometer,  Triple  Pointer,  Helicopter  . . . . . 

MIL  1  23832A 

AS 

25  Jun 

80 

AS 

6o20 

Indicator,  locHometer,  Helicopter,  0  4000  Rpm,  Type  MA  1  Validated  May  82  . 

MIL-I  8580B  (1) 

AS 

29  Jun 

73 

AV  AS 

L 

6620 

Indicator,  Thrust,  Engine  Testing,  Test  Stand,  Aircroft  Engine,  A/M37  Senes 

MIL  1-87965 

82 

12  Dec 

88 

99 

Validated  Dec  88 

NOTICE  ) 

0  L 

6620 

Indicator,  Thrust  AEU  2/A,  Synchro  Style,  Pressure  Ratio  1.2*3  4  Units, 

MIL-I-25859B  (3) 

71 

17  .4or 

87 

99 

Integrally  Lighted 

Q  1 

6620 

Indicator,  Thrust,  Synchro  Style.  Pressure  Ratio  Sensitive,  1.1 -3.4  Units,  2  Inch 

MIL  1  254E2C 

71 

18  Dec 

86 

99 

Size,  Type  MR-2 

6620 

Indicotor,  Torquemeter,  AEU13/A  . 

MIL-l-87923  (-3) 

7t 

18  Mor 

33 

AS 

99 

L 

6620 

Indicotor,  Torquemetei,  Engine,  Turboprop  Validated  Mar  84 . 

MS-90323A 

AS 

10  Jon 

68 

AS 

Q  1 

6620 

Indicator,  Torquemeter,  Engine,  Turboprop  Validated  Oct  84  . 

MIL-I-22I26B  (2) 

AS 

1 1  Jon 

74 

AS 

6620 

Indicotors  And  Transmitters,  Liquid.  Temperature  And  Prn^sure.  U$ER*ME  MC 

MlL-I  109K6r  (2) 

A' 

28  Apr 

36 

AT  VD 

YO  REV-ER  GS 

1 

6620 

Indicators,  Role  Of  Flow,  Fuel  REV  99 . 

MU  f  83026C  (1) 

71 

20  Jun 

83 

AS 

99 

Q  1 

♦6620 

tndictor.  Rote  Of  Flow,  Fuel,  Synchro  Style,  Type  MA-2  USER-AV  REV-AS  GS . 

A\tL  t  32768 

71 

13  Oct 

87 

99 

6620 

Instrument,  Engine,  Basic,  Standard  Arrangement  Of  Validated  Feb  88 . 

MS.33634A 

NOTICE  1 

11 

26  Feb 

88 

AV  AS 

11 

6620 

Lighting,  Instrument,  Integral,  White.  Generol  Specification  For  REV-EC  99 

MIL-L  27160C  (1) 
NOTICE  1 

n 

26  Feb 

88 

AV 

n 

L 

6620 

Ponels,  Integrolly  liiuminoted.  White  General  Specificotion  For  (Inoctive  For 

MIL  P-83335 

11 

06  Jon 

72 

11 

New  Design)  Validated  Mar  79  REV-AV  99 

NOTICE  2 

L 

6620 

Thermocouple,  Engine.  Cylinder,  Bayonet  Type,  MS90324  Validated  Mar  81  . 

MIL-T-81272 

AS 

01  Feb 

66 

AS 

L 

6620 

Thermocouple,  Engine  Cylinder,  Boyonet  Type  Validated  Jan  87 . 

M5-90324A 

NOTICE  1 

AS 

01  Jun 

87 

AS 

L 

6620 

Transducer,  Motionol  Pickup,  Vibroiion,  Velocity . 

MIL-T-8387IA  (1) 

71 

02  Aug 

86 

99 

1 

6620 

Tronsmilier  Instoliotion  Cleorence  Fuel  And  Oil  Pressure  Validated  Mar  81  .... 

AN010341 

REV-2 

AS 

24  Apr 

57 

AS 

L 

6620 

Transmitter,  Fuel  Flow,  Totolizmg,  Type  H  1A  (Inactive) . 

MIL-T-6368  (3) 
NOTICE  (1) 

71 

13  Apr 

83 

99 

6620 

Tronsmitfer,  Pressure,  Synchro,  Aircroft . 

MS-280051 

71 

01  Apr 

88 

AV  AS 

99 

L 

6620 

Tronsmitter,  Pressure,  Synchro,  Aircroft,  165  Degree  Movement  Validated  Dec 

MS  28130B 

AS 

11  Dec 

87 

AS 

87 

NOTICE  1 

L 

6620 

Tronsmitter,  Pressure,  Aircraft,  Vorlorle  Reluctonce  Type,  Generol  Specification 

MIL-T.254358  (1) 

71 

13  Jun 

88 

11 

For  REV.99 

6620 

Tronsmitter,  Pressure,  Synchro,  Aircroft  320  Degree  Movement,  High 

MS-28)3IG 

AS 

29  Nov 

78 

AV  AS 

11 

Temperature  (177  Deg  C)  Generol  Purpose  Validated  Sep  85  USER-CG 

REV-99 

6620 

Tronsmitter,  Pressure  24  Volts  D.c.  60  Psi  USER-AV  ME  MC  . 

MS-24538D 

AT 

24  Ocl 

85 

AT 

99 

6620 

Tronsmitter,  Pressure.  Fuel,  0-600  Psi . 

MIL-T-63028  (2) 

AS 

15  Ocl 

78 

AS 

726 


FSC  LISTING 


DOCUMENT 


fSC 

TITLE 

NUMBER 

PREP 

DATe 

CUsTI 

L 

6620 

Tfoninniref,  Pressure,  Oil,  Helicopter  VaUdofed  Nov  $0 . 

Mi.-;  58100 

AV 

10  Jon 

75 

AV 

6620 

Transmitter,  Pressure  24  Volts  D.c.  120  Psi  USFR-ME  EP  MC  REV-AV . 

M  5-245390 

AT 

24  Oci 

85 

AT 

6620 

Tronsmitter.  Pressure,  Synchro,  Aircraft  320  Degree  Movement,  High 

Mi-.-T-774eE  (2) 

AS 

29  Nov 

78 

AV  AS 

Temperature  (177  Degree  C  ),  General  Purpose  Voldated  Sep  AS  USER-CO 

Q 

6620 

Transmitter,  Pressure  TRU>80/A,  Oil,  Engine-mounted,  0-100  Pst  Vchdoted  Auo 

MIL  r-25624F 

71 

01  Aug 

87 

AS 

87 

NOTICE  1 

6620 

Transmitter,  Pressure,  Multipurpose,  0-50  Psi,  MS28005-1  VaUdafed  Jon  $4 

MIL-T-5882C 

71 

08  Aug 

78 

AS 

rev-av 

L 

6620 

Transmitter,  Pressure,  TRU'81 /A  OtI,  0-500  Psi  . .  .  .  . 

MII-T-383P/8  (3) 

71 

21  Moy  86 

Q  1 

6620 

Tronsmitter.  Pressure,  Synchro,  AIrcroft,  165  Degree  Moverner!  Validated  Aug 

8) 

Tronsmitter,  Pressure  Oil,  Vonoble  Reluctonce  . 

Mil  T-5483D  (1) 

AS 

14  Jui 

71 

AS 

0 

6620 

MIL  1  38230B 

71 

15  Apr 

88 

AS 

Q 

6620 

Transmitter,  Pressure,  Oil,  0-100  Psi  Validated  May  86  REV  Ml . 

MIL  1-5796C  (1) 
NOTICE  1 

71 

09  Moy 

86 

AV 

0 

66" 

Transmitter,  Pressure,  Manifold,  10*75  Inch  Mercury  REV  AS  . . 

MIL  T  57800 

71 

23  Jon 

88 

AV  AS 

L 

6620 

Transmitter,  Pressure,  Oil,  Syncho,  0-200  Psi  320  Degree  Movement,  26V. 

MIL  1  5790E 

71 

04  Jul 

88 

Single  Phose.  400  Cycles 

Q  L 

6620 

Tronsmitter,  Pressure,  fuel,  0  I0<X1  PSI  ...  . 

MIL  T  5396C 

71 

28  Sep 

87 

AV 

L 

6620 

Tronsmitter,  Rote  Of  fuel  Tfow,  Synchro  Type  MS90361  Volidoted  0<l  84 . 

MIL-T  81187 

AS 

01  Ju! 

66 

AS 

6620 

Tronsniitter,  Rote  Of  Tlow,,  Fuel  TRU  98  A  . 

MIL-T  83027C 

71 

05  Fob 

86 

AS 

O  L 

6620 

Tronsmitter,  Rote  Of  Fio^v  TRU  7 'A,  Fuel.  0  15.000  Pph  (tnoctive  9  18  72) 

MILT  25905B  (1) 

71 

03  Ocl 

86 

1 

6620 

Tronsmitte*,  Role  Of  Fuel  Flovr,  Synchro  Type  Validated  Mar  81  .... 

MS  90361 

AS 

01  Jul 

66 

AS 

L 

6620 

Tronsmitter,  Role  Of  Flow.  Synchro,  Type  J-5  . . 

MIL  T  5913D 

71 

15  Feb 

88 

Q  1 

6620 

Tronsmitter,  Ro»r  Of  Flow,  fuel  R6V-11  .  . 

MIL-T-38144C  (1) 

71 

10  Jui 

87 

1 

6620 

Tronsmitter,  Rote  Of  Flow,  Fuel,  TRU  26/A  (300  To  '0,0!)0  PPH)  (Inactive 

MIL  T-22030  (I) 

AS 

07  Dec 

87 

AS 

3-1-73)  VoMaIca  De<  87  REV  99 

NOTICE  2 

O 

6620 

Tronsmitter,  Rote  Of  Flow  TRLI  6‘'A,  0  5,000  Pph  . 

MIL  T  26298E  (2) 

71 

20  Aug 

37 

AS 

6620 

Tronsmitter.  Rote  Of  Flow,  Fuel  Synchro  Style  Type  MA-1 . 

MIL  T.8275B  (3) 

71 

03  Nov 

86 

AS 

Q  L 

6620 

Tfonsmjl*er,  Rote  Of  Flow  TRU-27/A,  Engine  ....  ...  .... 

MIL-T-27179B  (3) 

71 

24  Apr 

8/ 

L 

6620 

Tronsmitter,  Rote  Of  Flow,  Fuel,  Type  MB'2  .  .  . . 

MIL-T-82498  (1) 

71 

13  Moy 

86 

L 

6620 

Tronsmitter,  Rate  Of  Flow  1RU-3IA/A.  fuel  REV-)1 . 

MIL-T-27305C  (1) 

71 

09  Dec 

88 

L 

6620 

T'«nsm.»ter,  Rote  Of  Flov/,  TRU  12'A  (300  •  500  -  15000  PPH)  Inactive  for 

MILT-212058  (1) 

AS 

01  Dec 

62 

AS 

Design  Validated  Mai  B'2  REV  99 

NOTICE  1 

o 

6620 

Transmitter,  Rote  Of  Flow.  Fue*.  Synchro  Style,  Type  J  6A.  ... 

MIL-T  6598E  (2) 

71 

15  A -g 

86 

AS 

1 

6620 

Transmitter,  Rote  Of  Flow.  Fuel,  Synchro,  Type  J  7.  tndividuol  And  Totoiiemg  ... 

MIL  T-7477C  (4) 
NOTICE  1  (71) 

71 

06  Ocl 

86 

6620 

Tronsmitter,  Synchro  Operated.  Atreroft.  Generol  Specification  For  USER  CG 

MIL  T  5350E 

71 

31  Ocl 

88 

AV  AS 

MC  REV-99 

0  L 

6620 

Tronsmitter,  Thrust,  Single  Synchro  Style,  Pressure  Rotlo,  Type  MK-2  Validated 

MIL  T-25485C  (1) 

71 

09  Moy  86 

May  86 

NOTICE  1 

L 

6620 

Tfonsmllters,  Pressure.  Helicopter.  Voltage  Rotio  Type,  Generol  Soncif'cotion 
for 

Wiring  Diagram  A  Sensitive  instrument  System  With  Seporotc  Amplifier,  26 

MILT  58097  (1) 

AV 

20  Ocl 

88 

AV 

6620 

MS  33741 

AS 

8  Jun 

60 

AS 

Volts,  400  Cycles.  Schemotic  (Supersedes  AN010483)  Validated  Mot  84 

1 

6625 

Ammeter,  DC.  Switchboord,  8  3' 4  Inch,  250  Degree  Scole  VaUdoted  Aug  77 

MIL-A-16034-'19 

SH 

19  Sep 

66 

SH 

6625 

Ammeter.  Direct  Current  Validated  May  71  .  .  .... 

AN3201 

REV  2 

82 

5  Sep 

45 

AV  AS 

i. 

6625 

Ammeter,  Direct  Cu'reni,  Split  core.  Portoble  Validated  Feb  82  . 

MIL-A-18204A 

SH 

9  Apr 

59 

SH 

Q 

6625 

Ammeter,  Voltmeters,  AnO  Loodmeters,  Direct  Current  Validated  Oct  84  REV  Ml 

MIL  A  6752A  (3) 
NOTICE  2  (AS) 

AS 

01  Mor 

78 

AS 

1 

6625 

Amplifier  System,  Audio,  low  None.  High  Input  Impedonce  Validated  Jvn  81  . 

MIL  A  24366 

'* 

15  Apr 

69 

SH 

6625 

Anolyzer  ZM  3'U  Validated  Jun  86  USER  ME  REV  Ml  MC... 

MIL  A-12636B 
NOTICE  I 

I.R 

06  Jun 

86 

CR  AS 

6625 

Anolyzer,  DefibroHator  . 

A  A  53007 

MB 

26  Jun 

87 

MO  MS 

6625 

Anolyzer,  Power  Circuit.  AC,  Por»oble  Validated  Dec  83  USER  AR  REV  *  J . 

MIL  A  722A 

SH 

27  Ocl 

61 

CR  SH 

6625 

Bottery  Support  System  .  ..  . 

A  A-51356 

07  Mor 

86 

6625 

Bridge  Copocitonce  inductonce  Resistance  An  uRM-90  USER  AR  OS  MC  SH 

MtL-B  3694C 

SH 

06  Jun 

86 

CR  SH 

REV-AV  ME  AT  AS 

NOTICE  1 

L 

6625 

Bridge,  Impedonce  ZM-78rU  Validated  Jut  83  USER-AL  REV-MD  ..  . 

MIL  B  49194 

CR 

26  Mor 

79 

CR 

6625 

Bridge,  Resistorvve  (Resistance  Bridge,  ZM-4)  (lU  (Addendum  (1)  )  Validated 

MIL  B-30678  (1) 

SH 

06  Jun 

86 

CR  SH 

Jun  86 

NOTICE  1 

6625 

Colibrotioit  &  Verificotion  Systens  . 

A  A-53420A 

MB 

31  Jon 

89 

MD  MS 

6625 

Collbrotion  &  Verificotion  System  .  . 

AA0053420 

MB 

15  Mar 

88 

MO  MS 

L 

6625 

Colibrolor  Set.  Rodio.  AN-'UDM-l  Validated  Apr  83  8.VJ  CK.  .. 

MIL-C  2221 1A  (1) 

SH 

23  Ocl 

70 

EC 

6625 

Colibrotor,  Timer  . .  . 

A  A-53098 

MB 

31  Aug 

87 

MD  MS 

6625 

Colibrotor,  Voltage  REV  CR 

A  A  50750 

82 

15  May 

87 

EC 

6625 

Control  Heod  Assembly  Test  Fixture  ...  .... 

A  A  50755 

'82 

15  Ocl 

66 

EC 

L 

6625 

Control  Test  Harness  C  9154  APM  Validated  Mar  88 

MIL-C-81925 

NOTiCE  1 

MIL  C  49230 

AS 

21  Mor 

88 

AS 

1 

6625 

Counter  Pulse,  Electronic,  18  Gigahertz  (Ghz)  fO  1338  ()  USm  (tnoctive  For 

CR 

t6  Jon 

81 

CR 

New  Design) 

6625 

Counter,  Electronic,  Digifol  Reodoul  18  G'rj' '  z  (GH7)  Continuous  Wove 

MU  C  87952 

t 

09  Sep 

85 

(CV,)  (S'i  By  MIL  C  87974)  USER  SC 

t 

6625 

Counter,  Electronic,  Digital  Reodout  18  Gigoher'z  (Ohz)  Conl.nuou  S  Wove 

MIL  C  49197 

CR 

17  Feb 

SI 

CR 

(Cw)  TO  i225  (  )  U  (InocNve  For  New  Design) 

6625 

Counter,  Electronic,  Oigitol  Reodout  26  5  Ljigot'nrfi  (GhZ»  Continuous  Wove 

MIL  C  87974 

82 

30  Apr 

85 

CR  EC 

(CW)  USER  AR  SC  OS  REV-MI  AS  SH 

1 

6625 

Counter,  Electronic,  Oigitol  Reodout,  TS  3662(  ()V(1  U  Validated  Jul  63  . 

MIL  C  49109 

CR 

31  Dec 

76 

CR 

L 

6625 

Crysfol  Impedonce  Meter  TS  683^  TSM  Validated  Mar  80  REV  EC  99  . 

MIL  C  104796 

SH 

24  ftb 

69 

CR  SH 

6625 

Current  voltage  Stondord  REV  CR  . 

A  A  50749 

82 

12  Moy 

87 

EC 

1 

6625 

Oeferminotion  Of  Electronic  Test  Equipment  Porometer;  USER  OS  AS  REV  SH 

OCO-STD-2I2I 

EC 

01  Mor 

84 

EC 

L 

6625 

DIgilol  Word  Generotor  Performonce  A-^d  Inierfoce  Validated  Mar  85 . 

MIL  0-85331 

AS 

18  Jut 

79 

AS 

6625 

Divider,  Power,  Rodio  Frequency  ...  .  . 

A  A  50741 

82 

30  Ocl 

87 

99 


99 


99 


99 


99 


99 
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FSC  TITLE 


6625  Frequency  Me*ers,  Aifcroll  380  To  420  Herti  And  350  To  450  Herli  ... 
6625  Frequency  Selective  Levetmeter  &  Spectrum  Display  (Fsisd) 

6625  Frequency  Stondard.  Cesium  Beom  Tube  . 

6625  Frequency  Stondard,  Oscillator  (5MH7,  IMHZ  &  lOOKHZl  . 

6625  Fuse  Test  Ponel  Portoblc  Vohdated  Juf  84  REV  ES  . 

6625  Generotor,  Digital  Data  SG  1139  ()'g  USER  MC  13 

6625  Generator.  Electronic  Morker.  Digital  Signal . 

6625  Generotor,  Signol,  VHF  Sg  1170  U  Validated  Jun  86  . 

6625  Generotor,  Stgnol  10  KhZ  To  1  GH7  REV  CR 

6625  Generator,  Signol  SG  1171  U  Validated  Jun  66  USER  AL  REV*MD 

6625  Generator,  Signol  Validated  Jul  83  USER  SC  REV  MD  . 

6625  Generotor,  Sweep  SG  677(  (  u  Validated  Jul  S3 . 

6625  Generator.  Thermo!  Noise  SG-419(  )  U  Validated  Jun  86  . 

6625  Generator,  Vonabte  Frequency  REV  CR  .  ...  .... 

6625  Helical  Digitol  Recording  Format  For  19  MM  Magnetic  Tope  Cosseite 
Recorder  reproducers  REV  SM  EC  MC  SH 

6625  Hybrid  Test  System  Validated  Mar  88 . 

6625  Indicator,  Fault  Locotmg  Generot  Specification  For  REV  99  ES  . 

6625  ‘•'dicotcr,  Faul>  Locating,  Flag  Indicotmg,  Mechanical  Reset  REV.99  Eo . 

6625  li  dicator.  Fault  Locating,  Flog  Indicolmg,  Electrical  Reset  REV  ES 

6625  Indicator,  Muiti-voltoge,  Multi  frequency  And  Polarity,  Hond,  Portoble  REV-99 . 

6625  indicotor.  Ponoramic  IP-173(  )  U  Validated  Jun  86 . . 

6625  Indicotor,  °hose  Sequence,  Switchboard  &  Ponel  USER  MC  REV  AS  OS  ES. 

6625  Indicator,  Voltoge,  BeS^ry  Generotor  28  Volt  Dc  {Nommol)  US6R*MC  REV-ME 

6625  Ir.dicators,  Fouit  Local  ng,  Boll  Indicating,  Elec**  «ol  Reset  . 

6625  Indicolors,  Fouit  loc  Ating,  Duel  Orun  Indi'^ting,  Mechanical  Reset  . . . 

6625  Indicotors,  Fault  locating.  Internal  Drum  '  dicating,  Electricol  Reset,  Printed 
Circuit  Moun‘ing 

6625  Induc'or,  28V,  0  C  Loborotory  Test  Generol  Specification  For ....  ... 

6625  Instrument  Au*iliories,  Electrico'  Meosuring,  Shunts,  Resistors,  And  Tronsformers 
USER  ME  CG  MC  OS  AS  REV  Mi  fS 

6625  Instrument,  Electrical  Measur.ng,  Hydrogen  Gos  Indicating.  Npnportoble. 
(Submarine  Use)  USER  GL 

6625  loodmeter.  Direct  Current,  Aircraft  (Asg)  Validated  Mar  38  .  .  . 

6625  Mognetic  Tape  Recorder  reproducer  Fo'mots  For  A3W  Sensor  &  Systems  Doto 

REV  TO  NP  SH  EC 

6625  Maintenonce  Accessory  Kit,  MK  1192(  )'ARM  (Units  Of)  Validated  May  86  ... . 

6625  Mointenoncc  Kit,  Electronic  Equipment  MK-1035'ARC  131(  )  (Units  Of) 

Validated  Jun  80 

6625  Meosuring  Set.  Depth. sound  Spe*d  AN/BQH  1()  Validated  Jun  81 . 

6625  Measuring  Set,  Radio  (nrerference,  Generol  Specification  For  Validated  Jon  85 
USER  SC  AT  REV  MD  AR  AV 

6625  Meosuring  Set,  Rodio  Interference  AN  'URM  201  Validated  Jul  83  USEP-SC  AT 
REV  AV  AR  MO 

6625  Measuring  Set,  Rodio  Interference  AN/URM  200  VaUdaled  Jul  83  USER-SC  AT 
REV  AR  AV  MD 

6625  Meosuring  Set,  Rodio  Interference  AN/URM-199  Validated  Jul  83  USER-AT  SC 
REV  MD  AV  AR 

6625  Meosuring  System,  Submorine  Storage  Battery  Current  (Metric)  . 

6625  Meter  Frequency,  Expended  Scale  Switchboard  Type  (Novel  Switchboerd  Use) 
Validated  Dec  83  REV  Ml  ES 

6625  Meter  Modglof/on  ME-57(  ).'U  Validated  Mar  80  ..  . . .  .... 

6625  Meter,  Ampere*hour  (Nonmercury  Type)  REV-GS  ...  . 

6625  Meter.  Audio  Level  TS  585(^U}  Validated  Jun  86.  . 

6625  Meter,  Electricol  Indicating  Selection  And  Use  Of  Validated  Apr  86  USER'MI 
CG  R6V.ME  SH  MC  67  II  ES 

6625  Meter,  6!ec*ricol  Indicotmg,  Ponel  Type.  Ruggedized,  MilUvoltmefer,  DC  (Flush 
Mounting,  Round  Flonge,  Inch),  Styles  05,  06  &  07  Validated  Mar  $8 
USER  MI  V.G  REV-AT  AV  ME  MC  11  ES 

6625  Meter.  Electricol  Indicating,  Panel  Type,  Rugg^dned.  Mdiiommeter,  DC  (Flush 
Mounting,  Round  Flange,  1  Inch)  Styles  05,  06,  &  07  Validated  Mar  80 
USbX-MI  CG  KtV  AV  Al  Mt  MC  i  I 

6625  Meter,  Electricol  Indicotmg  Ponel  Type,  Ruggedized,  Microommeter,  DC  (Flush 
Mounting,  Round  Flonge,  1  Inch)  Style  05,  06  &  07  Validated  Mar  88 
USER-MI  CG  REV-ME  AV  AT  MC  11  ES 

6625  Meter,  Electricol  Indicotmg  Panel  T/pe,  Ruggedized,  Voctmeter.  DC  (Flush 
Mountmg,  Round  Flange,  1  Inch)  Style  05,  06  &  07  Validated  Mar  68 
6625  Meter,  Electricol  Indicating,  Ponel  Type,  Ruggedized,  Voltmeter,  DC  (Flush 

Mountmg.  Round  Flonge,  3  1/2  Inch)  Style  36  Validated  Juf  86  U$ER-MI  MC 
CG  REV.ME  AT  AV  AR  11  ES 

6625  Meter,  Electricol  Indicating,  Ponel  Type,  Ruggedized,  Ammetei,  DC  (Flush 

Mounting,  Round  Flonge,  3  1/2  Inch)  Style  36  USER*MI  CG  REV  Ml  ME  AT 
EA  MC  11  ES 

6625  Meter,  Electncol  Indicotmg,  Ponel  Type,  Ruggedized,  VoUrreter,  AC  (Flush 

Mounting,  Round  Flange,  3  1^2  Inch)  Style  36  USER  Ml  CG  REV-ME  AT  AV 
AR  MC  11  ES 


DOCUMENT 


NUMBER 

PREP 

DATE 

CUSTODIAN 

MIL  f -83788 

82 

30  Jun  83 

99 

A-A  50728 

82 

CD 

CO 

c 

o 

o 

99 

MIL-F  288nA 

EC 

26  Apr  85 

EC 

A  A-50798 

■82 

30  Apr  82 

99 

MSI7220C 

SH 

11  Jun  71 

SH 

MIL  G-49274 

CR 

08  Mar  84 

CR 

A  A  50736 

82 

15  Nov  87 

99 

MIL-G-49192 

CR 

06  Jun  86 

CR 

NOTICE  1 

A  A  50730 

82 

15  Dec  87 

EC 

99  ES 

MIL  G  49193 

CR 

06  Jun  86 

CR 

NOTICE  I 

MIL  G-49155 

CR 

24  Mar  78 

CR 

MIL-G  49141 

CR 

29  Sep  77 

CR 

MILG-5521C 

CR 

06  Jun  86 

CR 

A  A-50753 

82 

02  Mor  87 

EC 

99  ES 

MIL  STD-2179A 

AS 

24  Dec  87 

AS 

NOTICE  1 

MIL-H.85330A 

AS 

21  Mor  88 

AS 

MIL  1  832S7D 

85 

22  Jul  88 

AS 

85 

SUPP  1 

MIL  1  83287 'lA 

85 

22  Jul  88 

85 

MILI83287'2A 

85 

22  Jul  88 

11 

MIL  l■23830C  (3) 

SH 

30  Apr  86 

SH 

MIL  1-55633 

CR 

06  Jun  86 

CR 

MIL-I-I6103F 

SH 

17  Jun  83 

SH 

99 

MIL-I-26525F 

AT 

24  Feb  88 

AT 

99 

MIL-1  83287/3 

85 

22  Jul  88 

AS 

85 

MIL-1  83287/4 

85 

22  Jul  88 

85 

MIL  1  83287/5 

85 

22  Jul  88 

AS 

85 

MIL-1  810230 

SH 

20  Dec  85 

SH 

MIL-I-1361C 

SH 

17  Ocl  85 

SH 

99 

MIL  I-2220B  (2) 

SH 

27  Dec  82 

SH 

MS  250258 

AS 

21  Mor  88 

AS 

NOTICE  1 

MIL  STD-1610A 

SH 

06  Jul  87 

SH 

99 

MIL-M  55336  (2) 

CR 

14  Moy  E6 

CR 

NOTICE  1 

MIL'M-55564  (1) 

CR 

24  Apr  75 

CR 

MIL-M  23416  (1) 

SH 

25  Feb  65 

SH 

m:l-M  49158 

CR 

01  Moy  78 

CR 

MIL  M-49158/I 

CR 

01  Moy  78 

CR 

MIL-M-49158/2 

CR 

01  Moy  78 

CR 

MIL  M-49 158/3 

CR 

01  May  78 

CR 

MIL-M-24579A 

SH 

17  Aug  88 

SH 

MIL  M-23167B  ID- 

SH 

20  Ocl  78 

Sh 

MIL  M  55638  ( 1 ) 

CR 

21  May  73 

CR 

MIL-M-23677A 

SH 

20  Jul  87 

SH 

MIL-M-13I30C 

CR 

06  Jun  86 

CR 

99 

NOTICE  1 

MIL-STD  1279 

CR 

21  Dec  71 

CR  EC 

99 

NOTICE  1 

NOTICt.  2 

MIL-M-10304'29 

SH 

26  Mar  88 

CR  SH 

99 

NOTICE  1 

MIL-M-10304/30 

SH 

24  May  74 

CR  SH 

99 

Mll-M- 10304' 31 
NOTICE  1 

SH 

26  Mar 

88 

CR 

SH 

99 

MIL-M-10304/32 
NOTICE  1 

SH 

26  Mor 

88 

CR 

SH 

99 

M'l  M  10304/1  ID 
NOTICE  I 

SH 

01  Jul 

86 

CR 

SH 

99 

MIL-M. 10304/126 
NOTICE  1 

CR 

25  Jul 

86 

CR 

SH 

99 

MIL  M  10304' 13D 

SH 

25  Jul 

86 

CR 

SH 

99 

728 
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DOCUMENT 

FSC  ’ITI.E  NUMBER  CUSTODIAN 


B425 

Meter,  Electrical  Indicating,  Panel  Type,  Ruggedized,  Ammeter,  AC  (Flush 

Mounting,  Round  Flonge,  3  1/2  Inch)  Style  36  USER'MI  CO  r5V‘AV  AT  ME 

AR  MC  n  17  ES 

MIL-V.-10304/14C 

CR 

25  Jul 

86 

CR 

SH 

99 

6625 

Meter,  Electricol  Indicotmg,  Ammeter,  RF,  Panel  Type,  Ruggedized  (Flush 

Mounting,  Round  Flonge,  3  1/2  tn^h)  Styles  36  &  38  UStR-CG  REV-AV  ME 

AT  AR  11 

MIL-M-10304/15C 
NOTICE  2 

CR 

25  Jul 

86 

CR 

EC 

99 

6625 

Meter,  Electricol  Indicotmg,  Ponel  Type,  Ruggedized  Speciol  (Flush  Mounting, 

Round  Flange,  3-1/2  Inch)  Style  36  USER-MI  CG  REV-AV  AT  ME  MC  11  ES 

Ma-M-10304/16B 

CR 

25  Jul 

86 

CR 

SH 

99 

6625 

Meter,  Electrical  Indicotln^,  Panel  Type,  Ruggediled,  Ammeter,  DC  (Flush 

Mounting,  Round  Flange,  4  1/2  Inch)  Style  46  USER-MI  CG  REV-AV  ME  AT 

AR  MC  11  ES 

MII-M.1C304/17E 

SH 

25  Jul 

86 

CR 

SH 

99 

6625 

Meter,  Electricol  Indicotlng,  Panel  Type,  Ruggedized,  Special  Decibel,  (Flush 
Mountino  Square  Flonge,  1-1/2-INCH,  Style  13}  Validated  Apr  87  USER  Ml 

CG  RE  .6  AT  AV  AR  MC  1 1  ES 

MII-M-10304/19D 
NOTICE  1 

SH 

22  Apr 

87 

CR 

SH 

85 

6625 

Meter,  Electricol  Indicating,  Panel  Type,  Ruggedized,  Voltmeter,  Voltmeter  & 
Ammeter,  DC  (Squore  Flange,  1  Inch]  Style  03  Validated  Oct  82  USER-MI 

CG  REV-AV  ME  AT  AR  MC  AS  17  99  ES 

MIL-M-I03'14/20C 

•R 

17  Dec 

75 

CR 

SH 

99 

6625 

Meter,  Electricol  indicating,  Ponel  Type,  Ruggedized,  Voltmeter,  DC  (Squore 

Flonge.  1  1/2  Inch)  Style  13  USER-MI  CG  REV-AV  ME  AT  AR  MC  11  ES 

MIL-M-10304/21F 
NOTICE  1 

SH 

25  Jul 

86 

CR 

SH 

99 

6625 

Aeter,  Electricol  indicating.  Panel  Type,  Puggendized,  Voltmeter  &ommeter,  DC, 
long  Scole  (Flush  Mouting,  Round  Ftange,  3  1/2)  Style  34  Validated  Oct  82 
USER-MI  CG  REV-AT  AV  ME  AR  MC  EC  11  ES 

MIL-M-10304/22C 

CR 

17  Dec 

75 

CR 

SH 

99 

6625 

Meter,  Electrical  Indicating,  Panel  Type,  Ruggedized,  Voltmeter  &  Ammeter,  DC, 
long  Scole  (Flush  Mounting,  Round  Flonge  4  1/2  Inch)  Style  44  USeP  Ml  CG 
REV-AT  ME  AV  AR  mC  11  ES 

MIL-M  10304/23C 
NOTICE  1 

SH 

25  Jul 

86 

CR 

SH 

99 

6625 

Meter,  Electricol,  Indicating,  Panel  Type,  Ruggedized,  Ammeter  (Squore  1  1/2 

Inch)  Style  13  Validated  Oct  82  USER-AR  Ml  CG  REV-AV  EA  MC  ES 

MIL  M-10304/24F  (1) 

CR 

24  Sep 

76 

CR 

SH 

99 

6625 

Meter,  Electr-col  Indicating,  Ponel  Type,  Ruggedized,  Rectifier-type  Volmeter, 

AC  (Flush  Mounting,  Round  Flange  2-1/2  Inch)  Style  26  Validated  MOf  80 
USER-MI  CG  REV-AV  AT  ME  AR  MC  1 1  ES 

MIL-M-10304/25C 

CR 

17  Dec 

75 

CR 

SH 

99 

6625 

Meter,  Eleclrieol  Indicotmg,  Ponel  Type,  Ruggedized,  Rectifier  Type  Voltmeter, 

(Flush  Mounting  Rnund  Flange,  3  1/2  Inch),  Styles  34  &  36  USER  Ml  AR 

CG  REV-AV  AT  MC  aS  11  17  ES 

MII-M-10304/26D 
NOTICE  1 

CR 

25  Jul 

86 

CR 

SH 

99 

6625 

Meter,  Electnrol  Indtcoling,  Panel  Type,  Ruggedized,  Soeciol  (Flush  Mounting, 
Round  Flange,  2-1/?  Inch)  Style  26  USER-MI  CG  REV-AT  AV  ME  AR  MC  11 

ES 

Meter,  Eleclr-col  Indicating,  Pone!  Type,  Ruggedized,  Voltmeter.dC  (Flush 

Mounting,  Square  Flange,  2  1/2  Inch)  Style  23  USER  Ml  CG  REV-AV  AT  ME 

MC  11  ES 

MIL-M-10304/9B 
NOTICE  1 

CR 

25  Jul 

86 

CR 

SH 

99 

6625 

MII-M-10304/33 
NOTICE  1 

SH 

25  Jul 

86 

CR 

SH 

99 

6625 

Meter,  Electricol  Indicotmg,  ^onel  Type,  Ruggedized,  Ammeter,  DC  (Flush 

Mounting,  Squore  Flange,  2  1/2  Inch)  Style  23  USER-MI  CG  REV-AT  AV  ME 

MC  11  ES 

Mll-M-10304/34 
NOTICE  1 

SH 

25  Jul 

86 

CR 

SH 

99 

6625 

Me*—  '■'■'ctficol  Indicating,  Panel  Type,  Ruggedized,  Voltmeter.  AC  if'ush 
.  '  vj.  Square  Flonge,  2  1/2  Inch)  Style  23  USER-MI  CG  REV-AV  ME  AT 

MII-M-10304/35 
NOTICE  1 

SH 

25  Jul 

86 

CR 

SH 

99 

6625 

'Ar-t  Indicating,  Panel  Type,  Ruggedized,  Ammeter.  AC  (Flush 

Moufitifig,  vquore  Flange  ''  1 ''2  Inch)  Style  23  USER-MI  CG  REV  ME  AT  AV 

MC  n  ES 

Mil  M-10304/36 
NOTICE  1 

SH 

25  Ju! 

86 

CR 

SH 

99 

6625 

Meter,  Electricol  Indicotmg,  Ponel  Type,  Ruggedized  Voltmeter  &  Ammeter.  DC, 
long  Scole  (Flush  Mounting.  Round  Flonge,  2  1/2  Inch)  St^e  24  USER-MI 

CG  REV-ME  AT  AV  Ak  MC  11  ES 

MIL-M-10304/37 
NOTICE  1 

5H 

25  Jul 

86 

CR 

SH 

99 

6625 

Meter,  Electricol  Indicoting,  Panel  Type,  Ruggedized.  Decibel  (Flush  Mounting, 
Round  Flonqe,  3-1/2  Inch)  Style  36  USER  CG  REV  Ml  AT  AV  ME  AR  MC  1’. 

ES 

Meter,  Electrical  Indicating,  Ponel  ,  »e,  Ruggedized  Generol  Specil-cotion  For 
Validated  Oct  82  USER-CG  OS  SH  REV-/,V  AT  ME  EA  AR  AS  MC  1 1  ES 

Mlt.M-1u304/10D 
NOTICE  1 

CR 

25  Jul 

86 

CR 

SH 

99 

6625 

MII-M-10304E  :l) 
5UPP  ' 

SH 

26  Fob 

76 

CR 

SK 

99 

6625 

Meter,  Electrical  Indicotmg,  Ammeters.  RF.  Ponel  Type.  Ruggedized  (Square 

Flange,  1  V2  Inch)  Styles  13  &  17  oSER  M*  CG  REV-AT  AV  ME  AR  MC  11 

MIL  M  10304/3C 
NOTICE  1 

CR 

25  Jul 

86 

CR 

SH 

99 

6625 

Meter.  Electrical  Indicating,  Panel  Type,  Ruggedized,  Voltmeter.  DC  (Flush 
Mounting,  Round  Flange,  2  1  2  Inch;  St)!e  26  UScR-CG  REV-AV  ME  AT  AR 

Ml  MC  1 1  ES 

MIL-M- 10304/4C 
NOTICE  1 

SH 

25  Jul 

86 

CR 

SH 

99 

6625 

Meter,  Eiectncol  Indicating.  Pone!  Type,  Ruggedized,  DC  (Flush  Mounting. 

Round  Fmng.,  2  1'2  Inch)  Style  26  USER-MI  CG  REV-AT  ME  EA  AR  MC  11 

ES 

Meter,  Electneo!  Indicotmg,  Pane!  Type,  Rugged.zed,  Volt  Meter,  AC  (Flush 
Mount'iig,  Rot  nd  Flonge,  2  1  2  Inch)  Stvie  26  USER-MI  CG  REV-ME  AT  AV 

AR  MC  11  ES 

MIL'M-10304/5F 
NOTICE  1 

SH 

25  Jul 

86 

CR 

SH 

99 

6625 

MIL-M-10304/6E 
NOTICE  1 

SH 

25  Jul 

86 

CR 

SH 

99 

6625 

Meter.  Electricol  'ndicjimg,  Ponel  Typs,,  Ruggedized,  Amrp.cter,  AC  (Flush 

Mounting,  Round  Flonye,  2  12  Inch)  Style  20  USER  Ml  MC  CG  RCV-ME  AT 

MIL  M-10304/7D 
NOTICE  1 

CR 

25  Jul 

86 

CR 

SH 

99 

6625 

Meter,  FleciriccI  Indicotmg,  Ammeter,  DC,  Portoble  0  5  Percent  Accurocy  Closs 
Validated  Jan  83  USER  EC 

MIL  M  16034/16 

SH 

02  Jon 

53 

CR 

SH 

99 

662  S 

Meter,  Elecfricol-indicofmg  (Swiichboord  And  PortoN?  fypes)  Validated  Mar  BO 
USER  Gl  MC  Ab  ec  REV  aP  Mi 

MIL  M  '•6034A  (6) 
SUPP  1 

INT  AMO  10  SH 

SH 

10  Jun 

67 

CR 

SH 

96 

6625 

Mt  cr,  Elfictriccl  Indicoting,  Voltmeter,  DC  S  tchboord,  4  1  '2  Inch,  250 

Degree  Scale  Validated  Aug  V  USER-FC 

MIL  M-16034/1A 

SH 

06  Nov 

64 

CR 

SH 

99 

6625 

Meter,  Electr  col  Indicotntg,  Voltmeter,  AC.  Swiicboord,  4-1  '2  Inch,  250  Degree 
Scale  Validated  Aug  /?  USER  Gl  AV  MC  REV  AR  1 1 

MIL  M  16034/2B 

SH 

20  Oei 

64 

CR 

SH 

99 

6625 

Meter,  EIcc'ricol  'nuicc'inq.  Voltmeter,  A.c.,  Switchboard,  4  1'2  INCH, 

250  DEGREE  Scol*-  Vohiated  /-ig  77  USER  ME  EC 

Mil  M  16034/3A 

SH 

06  Nov 

64 

CR 

SH 

99 

6625 

Meter  £‘-rrrical  1  icot"  \mfne.»r,  AC*,  Swifehboord,  4-1/2  Inch,  250  Degree 
Scoie  Validated  Aug  77  'v»ER  ME  EC 

MIL-M- 16034/4A 

06  Nov 

64 

rp 

oH 

99 

729 
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L 


L 


Q  L 


Q 

L 


O  L 
L 

Q  L 
L 


Q  L 
O 


I 

L 

L 


Q 


L 


6625  Meier,  Eleclncol  indicohng.  Voltmeter,  DC,  Switchboard,  6  Inch,  90  Degree 
Scole  Vaiidoted  Aug  77  USER*EC 

6625  Meter,  Electncol  Indicating,  Ammeter,  DC,  Switchboord,  6  Inch,  90  Degree 
Scole  Validated  Aug  77  USER-EC 

6625  Meter,  Electricol  indicotmg,  Voltmeter,  AC,  Switchboord,  6  lr»ch,  90  Degree 
Scole  Validated  Aug  77  USER  EC 

6625  Meter,  Eleclncol  Indicolmg,  Ammeter,  AC,  Switchboord,  6  Inch,  90  Degree 
Scole  Validated  Aug  77 

6625  Meter,  Electricol  Indicolmg  Voltmeter,  AC  And  DC.  Portoble,  0  25  Percent 
Accurocy  Clow  Validated  Jan  63  USER  EC 
6625  Meter,  Electricol  Indicoting,  Ammeter,  AC  And  DC,  Portoble,  025  Percent 
Accurocy  Closs  Validated  Jan  $3  USER  EC 
6625  Meter,  Electncol  Indicotmg,  Voltmeter,  DC,  Portoble,  0.25  Percent  Accurocy 
Clou  Validated  Jan  63  USER-EC 

6625  Meter,  Electncol  Indicolmg,  Ammeter,  DC,  Portoble,  0.25  Percent  Accuracy 
Cloji  Validated  Jan  83  USER-EC 

6625  Meter,  Electncol  Indicoting,  Voltmeter,  AC,  Portable,  0  75  Percent  Accurocy 
Closs  Validated  Jan  83  USER  EC 

6625  Meter,  Electricol  indicntmg.  Ammeter,  AC,  Portoble,  0  75  Percent  Accurocy 
Closs  Validated  Jan  83  USER  EC 

6625  Meter,  Eleclncol  Indicotmg,  Voltmeter,  DC,  Portoble,  0.5  Percent  Accuracy  Closs 
Validated  Jan  83  USER-EC 

6625  Meter,  Milliommeters.  Direct  Current  Ponel  Mounting  (Edgewise  Types) 

Validated  Jun  81  REV-MI  EC 

6625  Meter,  Multiseole,  DC,  Panel  Type,  Ruggedi2ed  (Round  Flonge,  3  1/2  Inch, 

Style  36)  Validated  Apr  31  USER-SH 

6625  Meter,  Power  toctor  4  1/2  Inch,  Switchboard  Type  USER-ME . 

6625  Metering  System,  Storage  Bottery  Current  &  Ampere  Hour,  Digitol  (Metric)  .... 
6625  Meters,  Electricol  Indicating,  Ammeters,  Rf,  Panel  Type,  Ruggedixed  (Flushing 
Mounting,  Round  Flonge,  2  1/2  INCH)  Style  26  &  28 

6625  Meters,  Electrical,  frequency  USER  ME  MC  REV  Ml  11  .  . 

6625  Monitoring  Set,  Telephone  (Monitoring  Equipment  AN/PTA  1)  ()  Validated  Feb 
85 

6625  Monitors,  Motor  insul  Ation  Resistonce,  Shipboard  Use  (Metric) . 

6625  Multimeter .  ...  .  .... 

6625  Multimeter.  Bottery  Testing,  0  To  35  Amp,  0  To  10  Volt  Validated  Mar  80 

6625  Multimeter,  Clomp  ON  Validated  Jul  75  . . . . . 

6625  Multiplier,  Electricol  Instrument  TS«265/UP  Validated  Jun  66 . 

6625  Nut,  Plain,  Hexegon,  Conduit  Coupling  Validated  May  81  REV  Ml 

6625  Ohmmeter,  Insulotion  Resistonce  Indicotmg,  Portoble  Validated  Jun  81 
USER-MC  YD  REV-MI 

6625  Olcllloscope  (AN/USM  425(V)),  100  Megoheriz  (MHZ),  Generol  Purpose 
USER-SC  OS  MC  REV-SH 

6625  Oscilloscope  REV-CR .  . 

6625  Oscilloscope  (AN/USM-426)  V,  250  Megohertz  (MHZ),  Generol  Purpose . 

6625  Oscilloscope,  Portoble,  And  Portoble/rock  Mountable,  50  Megocycle  Validated 
Apr  84  USER-MC 

6625  Oscilloscope,  5  MEGACYCLE,  Miniolure,  Transistorized  AN/USM-117  USER-AV 
CG  REV-MI  AR  MC  OS 

6625  Power  Supply  MarV  20  Mod  I  Validated  Dee  83  . 

6625  Power  Supply,  Direct  Current  PP-o099(  (/APX-72  Validated  Apr  63  ..  . 

6625  Procedures  For  Submission  Of  Applicotion  For  Approval  Of  Non  Stondord 

Generol  Purpose  Electronic  Test  Equipment  USER-YD  SH  REV-AS  SH  OS  ES 

6625  Q  meter  TS-617/U  Validated  Mar  80  REV-AV  AT  ME  Ml  CR . 

6625  Radiosonde  Test  Set  TS  1348  ()  GMM-1  (Inoclive  For  New  Design  Validated 
Apr  80 

6625  Reodouts,  Incondescent  Type  Validated  Apr  83  REV-MI  AS  ES  . 

6625  Recorder,  Coordinate  Doio . . . . .  .... 

6625  Resistor,  Decade  ZM-16  (  )/U  Validated  Jun  86  USER-MC  REV  Ml  99  . 

6625  Shunt,  Insirufrent,  External,  50-MILllVOLT,  Style  Mso  Validated  Oct  82 
USER-ME  REV-AR  AV  Ml  ES 

6625  Shunt,  Instrument,  Exlernol,  50  Millivolt  (Lightweight  Type)  REV-AR  Ml  99  ES... 
6625  Shunt,  Instrument,  Externol,  50-MILLIVOLT,  Style  Msb  Validated  Oct  82 
USER  ME  REV-AR  Ml  CR  ES 

AAnt  cb  j.t  5(t  S*  '  Oc*  92 

6625  Signol  Generotor.  ...  .  .  .  ..  . 

6625  Signot  Generator . . . . . 

6625  Simulotor,  Antenno  Position,  SM  I54(  )1MPQ  4A  Validated  May  86 


L  6625  Simulator,  Rodor  Signol  SM-697/UPO-5  Validated  Mar  68  . 

L  6625  Sonor  Tes*  Set  AN^BOM-l  (Inoctivc  For  New  Design)  Validotea  Mar  80 


L 


6625  Stondord  Generol  Purpose  Electrrnic  Test  Equipment  Support  Items  .  ... 

6625  Standard  Generol  Purpose  Electronic  Test  Equipment  USER-OS  REV-SA  MC  AS 


L  6625  Stonding  Wove  Rolio  Power  Meter,  ME-165(  )/G  Validated  Jun  86 


MILM-16034/5 

SH 

02  Jon 

53 

CR 

SH 

99 

MIL-M- 16034/6 

SH 

02  Jon 

53 

CR 

SH 

99 

MIL  M-16034/7 

SH 

02  Jon 

53 

CR 

SH 

99 

MIL-M' 16034/8 

SH 

02  Jon 

53 

CR 

SH 

99 

MIL  M-16034/9 

SH 

02  Jon 

53 

CR 

SH 

99 

MlL-M-16034/t0 

SH 

02  Jon 

53 

CR 

SH 

99 

MIL-M-16034/11 

SH 

02  Jon 

53 

CR 

SH 

99 

MIL  M-16034/12 

SH 

02  an 

53 

CR 

SH 

99 

MIL  M-16034/13 

SH 

02  Jon 

53 

CR 

SH 

99 

MIL-M  16034/14 

SH 

02  Jon 

53 

CR 

SH 

99 

MIL-M-16034/15 

SH 

02  Jon 

53 

CR 

SH 

99 

MILM.24359 

SH 

05  Feb 

69 

SH 

MIL  M-10304/18A  (2) 

SH 

15  Aug 

66 

SH 

MIL  M19261  (8) 

SH 

13  Feb 

87 

SH 

DOD  M  24614 

SH 

21  Jon 

83 

SH 

MIL  M-10304/85 

SH 

25  Jul 

86 

CR 

SH 

99 

NOTICE  1 

MIL  M-16125C  (4) 

SH 

06  Jon 

87 

CR 

SH 

99 

MIL  M.10670A 

ER 

15  Aug 

52 

ER 

M)L-M.24678 

SH 

24  Feb 

88 

MIL  M-38706A 

82 

15  Nov 

84 

99 

MIL  M  52793 

CR 

21  Mor 

74 

CR 

MIL-M-9983A 

82 

13  Sep 

67 

99 

MtL-M.l4274A 

NOTICE  1 

CR 

06  Jun 

86 

CR 

AN3066 

AS 

27  Sep 

56 

AS 

REV  3 

MIL-0-164B5C  (4) 

SM 

14  Jun 

66 

CR 

SH 

99 

( 

MIL-O-83803  (2) 

SH 

15  Dec 

83 

CR 

SH 

99 

AA.50761 

82 

30  Mcy 

86 

ER 

EC 

99 

MIIO-83804A 

82 

07  Jul 

80 

CR 

EC 

99 

Mlt-0-2i311  (5) 

SH 

07  Aug 

72 

SH 

MIL  O  23124A 

SH 

31  Oct 

77 

CR 

SH 

MIL  P-22046  (1) 

OS 

07  Dec 

64 

OS 

MII  P-28740A  (3) 

SH 

01  Sep 

77 

SH 

MM.-STD.1387D 

SH 

06  Jul 

88 

SH 

MIL  O  10194D 

82 

08  Sep 

69 

SH 

99 

MILR-55216 

CR 

19  Feb 

63 

CR 

MIL  R-39027A 

OS 

23  Jun 

70 

ER 

OS 

SUPP  1 

A-A-50737 

82 

30  Nov 

87 

99 

MIL  R  11764A 

NOTICE  I 

CR 

06  Jun 

06 

CR 

13 

MS  91586B 

CR 

03  Aug 

67 

CR 

99 

MIL  S  61B  (1) 

SH 

22  Apr 

87 

CR 

SH 

99 

M5-91587A 

CR 

4  Ap'- 

56 

CR 

SH 

99 

OI^AAR 

rp 

17  Apr 

57 

CR 

SH 

A-A  50760 

82 

30  May  86 

EC 

99 

A  A  50762 

82 

30  May  86 

EC 

99 

MIL-S-55226A 

CR 

14  Moy  86 

CR 

NOTICE  1 

MIL  5-81977 

AS 

21  Mor 

88 

AS 

NOTICE  1 

MIL  S-15604B  (1) 
NOTICE  2 

SH 

15  Mor 

63 

SH 

MIL  HDBK  265A 

SH 

22  Sep 

86 

SH 

MIL  STD  1364G 
NOTICE  1 

SH 

01  Feb 

85 

EC 

MIL  S  55234 

CR 

06  Ju  1 

86 

CR 

NOTICE  1 


730 
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CUSTODIAN 

L 

6625 

Stroboscope,  Test  Set  TS-8C)5(  )/u  Validated  Jun  86  USER-Al  REV-MD  . 

MIL-S-49196 

NOTICE  1 

CR 

06  Jun 

86 

CR 

L 

6625 

Switch,  Tronsfer,  Frequency  Stondord  . . 

Mll-S-28867  (2) 

SH 

14  Nov 

83 

SH 

o 

6625 

Synchroscope  USER-ME  AS  REV'MC . 

MII-S-16104B 

SH 

27  Dac 

83 

CR 

SH 

1 

6625 

Test  Chomber,  Rodioe  Detector,  TS*1 169/PD  Validated  Apr  81 . . . 

MII-T-22053A 

SH 

11  Feb 

69 

SH 

6625 

Test  Equipment  For  Use  With  Electrical  And  Electronic  Equipment,  Generoi 

MtL-T*2e800D 

SH 

30  Sep 

86 

CR 

SH 

11 

Sp«eilicalion  For  USER-10  REV-EA  Ml  AV  AR  OS  AS  SH  MC  19  17  13  99 

L 

6625 

Test  Facilities  Kit,  MK'1191(  )/AR  (Units  Of)  Validated  May  86  . 

MIL.T  55335  (2) 
NOTICE  1 

CR 

14  Moy 

86 

CR 

L 

6625 

Test  Focilities  Kit,  Telephone  Corrier  MK-155  ()/TCC  (Inoctive  For  New  Desifin) 

MII-T-14147A  (2) 

CR 

22  Aor 

86 

CR 

REV-CT 

L 

6625 

Test  Facilities  Kit,  MK'994{  )/AR  (Units  Of)  Validated  May  86 . 

Mll-T-55659 

NOTICE  1 

CR 

14  May 

86 

CR 

L 

6625 

Test  Facilities  Kit  MK*980{  }/PPS*5  Validated  Dec  86....... . .  . 

MIL-T-55655A  (2) 
NOTICE  1 

CR 

16  Dac 

86 

CR 

L 

6625 

Test  Fixture  Sets.  Electronic  Validated  Feb  66.......  . . 

MIL-T-55523  (1) 
NOTICE  1 

CR 

19  Feb 

86 

CR 

L 

6625 

Test  Kit.  MK-91(*)/APM-66  Validated  Jal  81 . 

MIL-T-22067 

AS 

1  Jun 

59 

AS 

L 

6625 

Test  Procedure  For  Electrical  Instoltotions  In  Alrcroft  Validated  Aug  82  USER-Gl 

MIL-T-6780 

AS 

23  Jun 

50 

AS 

L 

6625 

Test  Program  Set  (TPS)  Operotionol  Test  Progrom  Sets  (OTPS)  For  F/A*18 

MIL-T-85549 

AS 

17  Aug 

82 

AS 

99 

(Units  Under  Test  (UUU),  General  Specificotlon  For  REV>&2 

L 

6625 

Te  t  Set  AN/A5M-184{V)1  Aircraft  Weapon  Control  Test  Set  AN/ASM  184 

Mll.T-81134 

AS 

21  Jon 

76 

AS 

Validated  Apr  82 

L 

6625 

Test  Set  Group,  Mognetic  Detector  Head,  OA‘7366/A$M-3, 

Mll.T-81308 

AS 

23  Aug 

65 

AS 

OA-7366A/ASM  3,  And  OA-7366B/ASM-3  Validated  Jul  81 

L 

6625 

Test  Set  Mark  127  Mod  4  Validated  Mar  83 . 

MIL-T-21369B  (2) 

OS 

22  Moy 

70 

OS 

L 

6625 

Test  Set  Mark  126  Mod  O  Validated  Aug  87 . . . . . . 

MIL-T-21671 

NOTICE  1 

OS 

19  Aug 

87 

OS 

L 

6625 

Test  Set  Mark  177  Mod  0  Validated  Dec  83 . 

MIL-T-21674  (3) 

OS 

07  Dec 

64 

OS 

1 

6625 

Test  Set  Mark  27  Mod  1  Validated  Dec  83  . 

MIL-T  22047  (1) 

OS 

07  Dac 

64 

OS 

1 

6625 

Test  Set  Mark  3  Mod  2  Validated  Aug  87  . 

MIL-T-21677 

NOTICE  1 

OS 

19  Aug 

67 

OS 

L 

6625 

Test  Set  Mark  96  Mod  1  Validated  Aug  87 . 

Mll-T-21684 

NOTICE  1 

OS 

19  Aug 

87 

OS 

L 

6625 

Test  Set  Radar  AM/UPM-137  Validated  May  8S  . 

MIL.T-28735  (6) 

SH 

23  Ocl 

78 

SH 

L 

6625 

Tail  Sal  TS-3354/P'  :-68  . 

MIL-T-29402 

MC 

25  Moy 

82 

MC 

6625 

Ta«l  Sal  TS427(  '-Mm  Validated  Jun  86  USER-MO  SC  AT  . 

MII-T-2487B 

NOTICE  1 

CR 

06  Jun 

86 

CR 

6625 

Test  Set,  Airfield  Lighting  Systems,  Type  MM'l  Validated  Jid  7S .  . 

MIL.T-26898B 

82 

21  Fab 

68 

CR 

AS 

99 

L 

6625 

Test  Set,  Altimeter  Set  AN/APM'347  Validated  Aug  82 . . . 

Mll.T-81831 

AS 

13  Jul 

71 

AS 

6625 

Test  Set,  Armature  And  Stotor  Validated  Jun  8t  USER*ME  AT  MC  CG  REV>£S 

MII.T.594B 

SH 

17  Sap 

74 

CR 

99 

L 

6625 

Tasi  Sal,  Botlary  AN/PSM-13(  )  Validated  Jun  86 . 

MII-T-55431A 

CR 

06  Jun 

86 

CR 

6625 

Test  Set,  Battery  Tester  TS-183(  )/U  Validated  Jun  86  USER*MI . 

MIL-T-12756A 

NOTICE  1 

CR 

06  Jun 

86 

CR 

99 

L 

6625 

Tail  Sal,  Bollary  AN/USM-63(  )/U  Validated  Jun  86  USER-ME  AR  OS  MC . 

Mll-T-55691 

NOTICE  1 

CR 

06  Jun 

86 

CR 

L 

6625 

Test  Set,  Battery  TS-776/U  Validated  Jun  86 . 

MIL.T-12400A 

NOTICE  1 

CR 

06  Jun 

86 

CR 

L 

6625 

Test  Set,  Battery  (Battery  Tester  T$'183  ()/U)  Validated  Jun  86 . . . 

MIL-T  0012756B  (1) 
NOTICE  1 

CR 

06  Jun 

86 

CR 

L 

6625 

Test  Set,  Buoy,  Rodio  Transmitting,  AN/BRM  2(A) . 

MII.T-28862A 

EC 

03  Jon 

85 

L 

6625 

Test  Set.  Countermeasures  Set  AN/AIM«178(  (  . . .  .. 

MlL.T-49136 

CR 

23  Nov 

77 

CR 

L 

6625 

Test  Set,  Countermeasure  Set  TS'3609()/'ALQ-156(V)  . . 

Mll.T-49305 

CR 

17  Feb 

89 

CR 

1 

6625 

Test  Set,  Crystol  Unit,  Quartz  T'>710/TSM  Validated  Jun  86  . 

MII.T-12333C 

NOTICE  1 

CR 

06  Jun 

86 

CR 

99 

L 

6625 

Test  Set,  Electronic  Circuit  Plug*in  Unit  AN/ASM*152  Validated  Mar  St  . 

MIL*T'81541  (1) 

AS 

11  Fab 

69 

AS 

L 

6625 

Test  Set,  Electronic  Circuit  Plug  In  Unit  AN/ARM>87(  )  (Units  Of) . 

Mll-T-55570  (1) 
NOTICE  1 

CR 

08  Dac 

86 

CR 

1 

6625 

Test  Set,  Electronic  System  AN/UKM-4(}  &  Adopter,  Test  MX*10062/U . 

Mll.T-49431 

ER 

05  Nov 

82 

ER 

6625 

Test  Set,  Eleetrosurgicol  Apporotus  . 

A.A.53790 

MB 

30  Dec 

88 

MDMS 

03 

L 

6625 

Test  Set.  Electrical  Power  (Test  Set  1*199)  Validated  Jun  86 . . .  .  . 

MIL-T.12236A 
NOTICE  1 

CR 

06  Jun 

86 

CR 

6625 

Test  Set.  Electronic  Circuit>component . 

A  A-51542 

/MB 

02  Aug 

86 

MO  MS 

03 

L 

6625 

Test  Set,  Electronic  Circuit  Plug*in  Unit  Validated  Apr  81 . 

MIL*T'26815 

SH 

18  Mor 

75 

SH 

6625 

Test  Set,  Electron  Tube  TV-7  ()/u  Validated  Jun  86  USER-ME  Ml  REV-EC  ES  .. 

MIL-T-12424D 
NOTICE  1 

SH 

06  Jun 

86 

CR 

SH 

99 

L 

6625 

Test  Set,  Electricol  Power  A/M24T.8(  (  Validated  Oct  8S  . 

MIL-T-26922D  (1) 

82 

15  May  76 

99 

L 

6625 

Test  Set,  Electricoi  Coble,  AN/GSM'45  REV*AR . 

MII.T.55207B 

NOTICE  1 

Ml 

14  Aug 

86 

Ml 

6625 

Test  Set,  Fuel  System  USER  SH 

A  A  507 io 

82 

15  Feb 

89 

99 

L 

6626 

Test  Set,  Iff  Interrogotor  AN/0TPM-25A  ...  . 

MIL.T.49057A 

CR 

03  Nov 

83 

CR 

L 

6625 

Test  Set,  Indicotor  AN/OAPM  433 . 

MIL  T-85601 

AS 

01  Mor 

83 

AS 

L 

6625 

Test  Set,  Inertial  Meosurmg  Unit  11,  TS  3846/ASM  6()8V  Validated  May  88 

MILT  85471 

AS 

23  Moy 

88 

AS 

US6R.99 

NOTICE  1 

1 

6625 

Test  Set,  Insuiotion  Breokdown  AN/GSM.6(  )  Validated  Jun  66 . 

MIL-I  55687 

CR 

06  Jun 

86 

CR 

L 

6625 

Test  Set,  Loser  Detecting  AN''UPM-148  (  ) . 

MIL.T-49435 

ER 

19  Jan 

83 

ER 

1 

6625 

Test  Set,  loser  Rongefmder,  TS*3620(  (/gVS-5  Validated  Jul  83 . 

Mll.T-49124 

CR 

23  May 

77 

CR 

1 

6625 

Test  Set,  Mognetic  Detector  AN/ASM'4  Validated  Jul  81 . 

MIL-T-5486C 

NOTICE  1 

AS 

10  Dec 

56 

AS 

1 

6625 

Test  Set,  Mork  25  Mod  1  Validated  Dec  83 . 

MIL  T.21669  (2) 

OS 

07  Dec 

64 

OS 

1 

6625 

Test  Set,  Pneumatic  Pressure  AN/PSM*15C  Validated  Sep  82 . 

MIL.T.81223 

AS 

15  Mor 

65 

AS 

1 

6625 

Test  Set,  Radar  AN/APW.299  Validated  Jon  81  .  . 

MIL-T  81761 

AS 

13  Mar 

70 

AS 

1 

6625 

Test  Se^  Rodor,  AN/UPM.{)  . 

Mll.T-24664 

EC 

28  Moy 

86 

EC 

731 
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FSC 
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CUSTODIAN 

L 

6623 

Ten  Set,  Podor,  AN/UPM.136(  (  Validated  Oct  86 . 

MIL-T.28764  (5) 
NOTICE  1 

SH 

15  Oct 

86 

SH 

L 

6626 

Test  Set,  Radio  Set  AN/ARM-165  Validated  Jul  83 . . . . . 

MIL-T  81998 

AS 

16  Jun 

75 

AS 

L 

6623 

Test  Set,  Rodio  TS-1588(  )/AIC  Validated  May  86 . . . 

MIL-T.55369 

NOTICE  1 

CR 

14  May 

86 

CR 

L 

6625 

Test  Set,  Radio  AN^ARM>32  Validated  Jut  83 . . .  . 

MIL-T-21208 

AS 

15  Jan 

S8 

AS 

L 

6625 

Test  Set,  Rodio  Frequency  Power  AN/USM>68 . . . 

MIL-T-9560B  (2) 

82 

21  Dec 

83 

99 

L 

6625 

Ten  Set,  Rodio.  AN/ARM-156  Validated  Jul  83 . 

MIL-T-81943  (1) 

AS 

23  Mar 

77 

AS 

L 

6625 

Test  Set,  Rodio.  AN/PRM-34  . 

MIL-T  49269 

CR 

19  Oct 

84 

CR 

L 

6625 

Test  Set,  Rodio,  AN/USM  306(  )  Validated  Jun  86  REV-MO . .  . 

Mll-T.49200 

NOTICE  1 

CR 

06  Jun 

86 

CR 

L 

6625 

Test  Set,  Receiver  TS  3565(  (/tRS-2  Validated  Jut  83 .  .  . 

MIL-T  49117 

CR 

28  Jan 

77 

CR 

L 

6625 

Test  Set,  Relay  TS-177S(  (/u  Validated  Jun  86  . 

MlL-T-49053 

NOTICE  1 

CR 

06  Jun 

86 

CR 

L 

6625 

Test  Set,  Synchro  Transmitter  Mark  312  Mod  0  (For  Torpedo  Mork  37  Mods  0. 

MIL-T-19383A 

OS 

19  Aug 

87 

os 

0(M),  1,  2,  3)  Validated  Aug  87 

NOTICE  1 

L 

6625 

Test  Set,  Torget  Control  System  An/srm  Series  (AN/SRM-2,  AN/SRM-3, 

MIL-T-23643  (2) 

AS 

08  Dec 

64 

AS 

AN/SRM-4,  AN/SRM.5,  And  AN/SRM.6)  Validated  Oct  84 

L 

6625 

Test  Set,  Telephone  USER-SH  REV-CR  . .  ......  . . 

A-A-50739 

82 

30  Oct 

87 

99 

1 

6625 

Test  Set,  Telephone  TS-3647(  )/g  . 

MIL-T-49243A 

CR 

29  Apr 

88 

CR 

6625 

Test  Set,  Telephone  Signol . 

A-A-50725 

* 

30  Jul 

88 

99 

1 

6625 

Test  Set,  Telephone  TS  716^0  Validated  Sep  75 . 

M(l-T-12242A 

CR 

20  Jun 

63 

CR 

L 

6625 

Test  Set.  Telephone .  . . .  . 

A.A-50726 

82 

25  Feb 

88 

99 

1 

6625 

Test  Set.  Telephone  AN/SPTM  7  INACTIVE  FOR  NEW  DESIGN  Validated  Feb 

MII-T-5S603A  (1) 

CR 

22  Mar 

76 

CR 

82 

NOTICE  1 

6625 

Test  Set,  Telephone  (Test  Set  TS-190){/U)  Validated  Jun  86  USER  AR  MC . 

MILT  12681A 
NOTICE  1 

CR 

06  Jun 

86 

CR  YD 

99 

L 

6625 

Test  Set.  Tow  Torget,  A/E24T-143  . .  . 

MILT-85530 

AS 

12  Mar 

82 

AS 

6625 

Test  Set.  Tronsponder  AN/APM-123  ()  (V)  Inoclive  For  New  Design  Validated 

MIL-T-55605 

CR 

02  Aug 

68 

CR  AS 

11 

Feb  82 

L 

6625 

Test  Set.  Tronsponder  Set  An/APM-305A . . . 

MtL-T.49056A 

CR 

01  Sep 

83 

CR 

L 

6625 

Test  Set.  TS-3389,  Omega  Receiving  Set  . . . 

MIL-T-2S820  (1) 

SH 

03  Jon 

83 

SH 

1 

6625 

Ten  Set.  Weopon  Conlrol,  Alrerolt  AN/ASM  184B  (V)1  &  AN/ASM  1846 

Mll-'’.85298 

AS 

15  Jon 

79 

AS 

(V)2 

6625 

Tester.  Current  Leokoye . . . 

A-A-53791 

MB 

30  Dtc 

88 

MD  MS 

03 

0  1. 

6625 

Testset,  Electron  Tube,  Semi-automotie  AN/USM-118  (  (  Validated  Apr  81 

MIL-T-23125A  (2) 

SH 

10  Feb 

65 

SH 

REV  Ml 

L 

6625 

Time*(requency  Standard.  Disciplined,  AN/URO-23.  Genet  .  Specificotion  For 

MIL-T-28816  (1) 

SH 

25  Apr 

75 

SH 

Validated  Apr  8 1 

6623 

Trucks  And  Buses,  Heavy,  Exterior  Sound  level  For  -  Apr  73  Validated  Oct  S3 

SAE  J366B-73 

AT 

02  Mo- 

81 

AT 

REV-ES 

6625 

Volt-ommeier.  Ouol  Pointer  Direct  Current  Validated  Oct  64  USER*MC  REV^MI 

MII-V-5622A 

AS 

24  Jul 

63 

AV  AS 

99 

6625 

Volt-ommeter,  Duel  Pointer,  Direct  Current  Validated  Mar  88  USER  MC  REV*ES 

MS-1809B 

NOTICE  1 

AS 

21  Mar 

88 

AV  AS 

6625 

Voltmeter,  Ac  REV-MC  68  11  . 

A  A-S0680 

82 

22  Mar 

89 

AS 

99 

6625 

Voltmeter,  Battery  Generator,  28  Volt  Oc  USER-ME  MC  REV-ME  . 

MS-24532J 

AT 

12  Dec 

86 

AT 

L 

6625 

Voltmeter,  DC,  Switchboord,  8«3/4  Inch,  250  Degree  Scale  Validated  Aug  77.. . 

Mll-V-16034/17 

SH 

10  Oct 

66 

SH 

Q  1 

6625 

Voltmeter,  Electronic  REV-EC . . . . . . . 

MII-V-9999S  (2) 

SH 

10  Nov 

75 

SH 

99 

Q  L 

6625 

Voltmeter,  Expanded  Scale  Switchbor'd  Type  (Naval  Shipboard  Use)  REV-MI.  . 

MIL-V-23151B  (3) 

SH 

26  Apr 

88 

SH 

L 

6625 

Voltmeter.  Miltlanxed,  Solid  State,  Oc  Differential,  General  Specification  For 

MIL-V.28712  (1) 

SH 

15  Sep 

72 

SH 

Validated  May  85 

6625 

Voltmeter,  0  To  150  Volt,  300  To  1200  Cycle  Alternating  Current  USER  MC  .. . 

M5-24332C 

82 

01  Nov 

82 

AV  AS 

99 

Q 

6625 

Voltmeter,  0-150  Volt,  330  To  1,2(X)  Cycle,  Alternating  Current  Validated  May 

MII-V-6753A  (2) 

AS 

24  Nov 

58 

AV  AS 

99 

82  USER-MC 

Q  L 

6625 

Wottmeter,  Seitchboord  Type,  4-1/2  Inch  . 

Mll'W.19088  (10) 

SH 

20  Oct 

78 

SH 

6625 

Wollmeler,  TS-118/AP  Validated  Jun  86  USER-MI  REV-1 1  67 . 

MIL.W-n817C 
NOTICE  1 

CR 

06  Jun 

86 

CR 

99 

6630 

Albuminomet>r  Validated  Jun  84 . 

GGA-438A 

/DM 

30  Jul 

56 

6630 

Anolyxer,  Carbon  Dioxide  (Micro  C02.  Serum)  . . 

A  A -0053254 

MB 

26  Oct 

87 

MO  MS 

03 

6630 

Analyzer,  Electroltic  Solution  USER-MO  DM  REV-ME  . 

MS-5U36 

EA 

02  May 

83 

EA  MS 

99  OP 

6630 

Anolyxer,  Flue-gos,  Orstot-type,  Portable  USER-82 . . . . 

Mil  A-182188 

YD 

19  Nov 

84 

YD 

99 

6630 

Anolyzer,  Goj  USER-MD  DM  REV-ME  . 

MS-51437 

EA 

05  Moy  83 

EA  MS 

99 

6630 

Anolyxer,  Oxygen  (Portoble,  Deflection  Type)  Validated  Jun  86  REV-ME  Ml 

MS -36574 

NOTICE  1 

EA 

12  Jun 

86 

EA  MS 

99 

6630 

Anolyxer,  Oxygen  (Semi-portoble,  Deflection  Type)  USER  ER  REV-MI  ME  AR  .... 

M5-36525A 

EA 

24  Jul 

86 

EA  MS 

99 

6630 

Analyzer,  Oxygen,  Dualrange  USER  ER  REV-MI  ME  AR  .  . . 

MS-36526A 

EA 

24  Jul 

86 

EA  MS 

99 

6630 

Balance,  Specific  Grovity  Determination  Westphol  . . . 

MS-36537 

EA 

07  Oct 

68 

EA  MS 

99 

6630 

Bolonce,  Specific  Gravity  (Chain  Grovltometer  Type)  Validated  Sep  88 

MS-36160 

EA 

29  Sep 

88 

EA  MS 

99 

USER  MD  MC  CG 

NOTICE  1 

6630 

Blood  Collecting  Culture  Unit,  v-oboratory  VuUdvted  Je^r.  34 

NNN-B-aOOA 

/DM 

19  Aug 

77 

MDMS 

03 

L 

6630 

Boiler  Feedwater  &  Boiler  Woter  EOTA  Hardness  Test  Kit  8  Components  . 

Mll-B-24617 

SH 

10  Mar 

83 

bM 

6630 

Bridge,  Conductivity  Meter  USER-CE  REV-ME  ER  YD . 

MS-36581 

NOTICE  1 

EA 

29  Jon 

88 

EA  MS 

99 

6630 

Bulb,  Absortion.  Gas  USER-MD  DM  RLV-ME  . 

MS-S1438 

EA 

05  Moy 

83 

EA  MS 

99 

6630 

Bulb,  Leveling,  Gos  Anolysis  Apporatus  USER-MD  DM  REV-ME .  . .  . 

MS-51439 

EA 

05  May  83 

EA  MS 

09 

6630 

Buret,  Gas,  100  Ml  Validated  Jun  81  . . . 

MII-B-36341A 

DM 

27  May 

75 

MD  MS 

03 

6630 

Buret,  Loborotory  USER-MD  DM  REV-ME . . . 

MS  51440 

EA 

05  Moy 

83 

EA  MS 

99 

6630 

Cartridge  Extraction  Assembly,  Somple  Processor  . . 

A-A  51811A 

MB 

19  Aug 

87 

MD  MS 

03 

6630 

Cartridge  Extroction  Assembly,  Sample  Processor . 

AA-005I8I1 

/MB 

04  Feb 

87 

MO  MS 

03 

6630 

Cell,  Solinity  Indicotor  Validated  Jun  81 . . . . . . 

MIL-C-36417 

DM 

22  Mar 

65 

MD  MS 

03 

6630 

Chomber,  Counting,  Blood  Cells,  Hemocytometer . 

A-A-50825 

•MB 

02  Dec 

81 

MD  MS 

03 

6630 

Chemicols,  Organic,  Relotive  Initiol  And  Finol  Melting  Points  And  The  Melting 

ASTM  £324-79 

EA 

27  Moy  88 

EA 

99 

Rang*  -31  Aug  79  REV-ME  MD  DP  NOTICE  I 


732 
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L 


L 


I 
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FSC  TITIE 

6630  Cotonmeter,  Comporotive,  Astm  Validated  Jul  77  REV«Ml  ME  . 

6630  Colorimeter,  Photoelectric  USER'ME  OS  82  REV>MD  MS  DM  . . . 

6630  Comporotor  Set,  Color,  Chlorine  Bromine  And  Ph  Determtnotion  . . . 

6630  Comporotor  Set,  Color,  Free  Chlorine  &  PH  Determination . 

6630  Comparator,  Co'  tr  Siide*type,  Ph  USER-CE  MC . . . .  . . . . 

6630  Comparator,  Color  REV>MD  . 

6630  Comparator,  Color  Disk-type,  Aquo  Tester  USER-CE  MC . . . 

6630  Comporator,  Viscosity.  Oil,  200  •  2000  Soybolt  Seconds  Validated  Jun  81 . 

6630  Conductivity  Cell  USER-MD  SM  MS  REV-ME  82 . . 

6630  Counter,  Blood  Cells,  DIfferentiol  USER-OM  . 

6630  Detector,  Contominated  Fuel  . 

6630  Digestion  Apporotus,  Nitrogen  Determination  USER-MD  MS  DM  REV-ME  OS.... 

6630  Disk,  Color  Stondords,  Anti-icing  Additive  Validated  Jun  84 . 

6630  Disk,  Color  Stondords  Validated  May  82  REV-MD  . 

6630  Electrode,  Hydrogen  Meter  (ION  Selective  Type)  USER-CE  NC  REV-MD . . . 

6630  Electrode,  Hydrogen  Meter  (Metallic  Type) . . . . . 

6630  Electrode,  Hydrogen  Meter  (Reference  Type)  . . . . 

6630  Electrode,  Hydrogen  Meter  (Combinotion  Type)  USER-CE  NC  REV-MD . 

6630  Electrode,  Ph,  Combinotion  Seoled  . . . . . . . 

6630  Filter  Unit,  Conlominolion  Anolyiit,  Gravimetric  Validated  Jun  84 . . . 

6630  Flosk,  Soybolt  Viscosity  Validated  Jan  79 . . 

6630  Fluorometer  USER-MD  DM  REV-ME  OS . 

6630  Hemocytometer  Set  Validated  Jun  84  REV-EA . 

6630  Holder,  Blood  Collecting  Tube . . . 

6630  Holder,  Blood  Collecting  Tube  (Plostic)  . . . 

6630  Hydrogen  ton  Meters  . . . . . . . . 

6630  Hydrometer  Sets  And  Ports,  Syringe,  Lead  Acid  Storage  Bottery  Testing 
USER-MI  MC  YD 

6630  Hydrometer,  Groduated  Scale  Api  Grovity  (With  Thermometer)  USER-ME  AV 
AR  ER  CG  OS  REV-MD  MS  03 

6630  Hydrometer,  Graduated  Scale,  Specific  Grovity  Range  1  196  To  1.286 
Validated  feb  82 

6630  Hydrometer,  Graduated  Scole  Generol  Use  USER-ME  CG  MC  99  REV-MO  MS 
03 

6630  Hydrometer,  Groduoted  Scole,  A.p.t.  Gravity  Validated  Jun  84 . 

6630  Hydrometer,  Syringe,  Battery  TS-765  Validatea  f:b8S  . 

6630  Hydrometers,  ASTM,  Slondord  Specification  For  •  31  iul  81  . 

6630  Hydrometers,  Graduated  Seal  (With  Thermometer,  API  Grovity)  . 

6630  Hydrometers,  Inspection,  Test  &  Standardisation  Of  Validated  Dec  84 . 

6630  Ink,  Reotont  . . . . . . . . . . . 

6630  Leod  In  The  Atmosphere  By  Colorimetric  Dithizone  Procedure  -  25  Feb  77 
Validated  Mar  87  REV-AR  MD  ME  DP 

6630  Leod.  Stondord  Test  Method  For,  In  The  Atmosphere  By  Colorimetric  Dithizone 
Procedure  -  25  Feb  77 

6630  Membrane  Kit,  Blood  Gos  Anolzer  (P02) . . . . . . 

6630  Meter,  Hydrogen  Ion  Test  Pocket  Type  USER-CE  MC  . 

6630  Meter.  Hydrogen  ton  Test  Validated  Feb  82 . . . 

6630  Meter,  Solimty  Indicating,  Electric.  Flush  Mounting  Rectongulor  Validated  Jun  84 

6630  Meter,  Solinity  Indlcotlng,  Electric  Validated  Jun  84 . 

6630  Monitof'ng  Devices,  Emission,  Stock  Related ....  . 

6630  Nephelomeler,  Integrating  USER  MO  DM  REV-ME  OS  . 

6630  Nitrogen  Dioxide  Content  Of  The  Atmosphere  (Griess-soitzmon  Reaction)  •  1 1 
Jun  76 

6630  Oxygen  Absorbent,  Chemical,  Seez  02 . . .  . . . . 

6630  Petroleum  Testing  Kit  (Use  MIL-T.52849)  REV-EA . 

6630  Ph  Of  Aqueous  Solutions  With  The  Gloss  Electrode  28  Oct  77  Validated  Dec 
84REVAR  ME  MD  DP 

6630  Pipet  diluent.  Blood.  Loborotory  Validated  Feb  82  . . . 

6630  Reoder,  Microhemotocrit,  Spnol  Type  Validated  Feb  82 . . . 

6630  Recording  Equipment,  Carbon  dioxide.  Automatic  (Refer  To  Mil-M'29190A)  . 

6630  Solinometer  Equipment,  Evoporotor,  Shipboord  Use  Validated  Mar  79 . 

6630  Sompling  And  Gogmg  Kit,  Petroleum,  Portoble . 

6630  Stondard  Solution  Kit,  Hydrogen  Ion  Meter  USER  CE  NC  REV-MD . 

6630  Stondard  Solution  Set,  Hydrogen  Ion  Meter  USER-CE  NC  REV-MD . 

6630  Sulfur  Dioxide  In  Workplace  Atmospheres  (Sorium  Perchlorate  Method)  -  23 
Feb  79  Validated  May  88 

6630  Tensiometer,  Liquid,  DU  Nouy  Type,  Ring  Method  USER-ER  REV-AR  ME  MI  . 

6630  Test  Bridge  Validated  Jun  8! . 

6630  Test  Bridge  Validated  Jun  81 . 

6630  Test  Kit  (Detergent  Concentration  And  Water  Hordness)  . 

6630  Test  Kit  Petroleum  Aviotion  Fuel  Contommotion  (Portoble)  USER-AT  REV  AV,... 
6630  Test  Kit,  Reseive,  Alkolinity,  Antifreeze  USER-YD  ...  . 


DOCUMENT 


NUMBER 

PREP 

DATE 

CUSTODIAN 

MS-36529 

ME 

29  Jun 

67 

ME  MS  99 

MS-5U41 

EA 

25  Mo/  S3 

EA  MS  99 

A'A-50817 

•MB 

26  Ocl 

81 

MD  MS  03 

A-A-53I40A 

MB 

25  -Ion 

88 

MOMS  03 

MS  36462 

EA 

29  Jon 

88 

EA  MS  99 

NOTICE  1 

MIL-C-538F 

ME 

05  May  75 

ME  YD  99 

MS-364S6 

EA 

29  Jon 

88 

EA  MS  99 

NOTICE  1 

MIL-C-36346 

DM 

02  Dec 

64 

MDMS  03 

MS-S1442 

EA 

24  May  83 

EA  MS  99 

A-A-S0802 

/MB 

17  Apr 

81 

MDMS  03 

MIL-D-22612C  (1) 

AS 

26  Sep 

83 

AS 

MS-51446 

EA 

11  May  83 

EA  MS  99 

MIL-D-36471 

DM 

14  Mor 

66 

SH  99 

Mil  D-537E 

DM 

10  Mar 

78 

ME  YD  99 

INT  AMEND  1 

MS-36584 

EA 

29  Jan 

88 

EA  MS  99 

NOTICE  1 

MS-36585 

EA 

29  Jan 

88 

EA  MS  99 

NOTICE  1 

MS-36586 

EA 

29  Jan 

88 

EA  MS  99 

NOTICE  1 

MS-36583 

EA 

29  Jon 

88 

EA  MS  99 

NOTICE  1 

DOD-E-24636 

SH 

16  Jul 

84 

SH 

Mll-F-37706 

DM 

20  Apr 

78 

EA  MS  99 

NNN  F-001141 

/DM 

07  Dec 

65 

AR  SH  82 

MS-51447 

EA 

20  May  83 

EA  MS  99 

GG-H-216C 

/DM 

22  Oct 

76 

MDMS  03 

NNN  H-001497  (1) 

t 

12  Oct 

70 

A  A-53865 

MB 

16  Mor 

89 

MDMS  03 

MIL-STD-1424 

EA 

01  Nov 

79 

MDMS  03  DM 

MII-H-16384E 

SH 

19  Oct 

88 

SH  99 

MS-36539A 

EA 

18  Jun 

86 

EA  MS  99 

MIL-H-37082 

DM 

16  Sep 

74 

MDMS  03 

MS-36538B 

EA 

18  Jun 

86 

EA  MS  99 

Mll'H-36266A 

DM 

11  Moy  66 

SH  99 

MII-H-12240A 

ER 

18  Aug 

58 

ER 

ASTm  E100-eiE2 

EA 

06  Mor 

85 

EA  99 

A-A-53608 

MB 

10  Aug 

88 

MDMS  03 

ASTM  E126-76 

EA 

26  Jul 

79 

EA  MS  99 

MII-I-81971A 

AS 

09  Sep 

88 

AS 

ASTM  D3112  77 

EA 

06  Mar 

87 

EA  MS  99 

NOTICE  1 

ASTM  D3122-77 

EA 

31  Oct 

79 

EA  MS  99 

A-A-53738 

MB 

03  Oct 

88 

MDMS  03 

MS-36469 

EA 

29  Jon 

88 

EA  MS  99 

NOTICE  1 

MIL-M-36755B 

DM 

02  Oct 

75 

MDMS  03 

Ma-M-37217 

DM 

17  Dec 

76 

MS 

Mll-M-37448 

DM 

20  Jon 

77 

EA  MS  99 

MII-M-29190A 

YD 

29  Aug 

86 

YD 

MS-5144S 

EA 

20  Apr 

83 

EA  MS  99 

ASTM  D1607-76E 

EA 

28  Nov 

79 

EA  MS  99 

A-A-51964 

MB 

15  Moy  87 

EA  MS  99 

MIL-P-12048D 

ME 

24  Dec 

84 

ME  MS  99 

ASTM  E70-77 

EA 

26  Jul 

79 

EA  MS  99 

MIL-P-36907A 

DM 

29  Sep 

76 

MDMS  03 

Mll-R-37198 

DM 

08  Jul 

75 

MDMS  03 

MIL-R-17604C 

YD 

16  Jun 

81 

YD 

MII-S-1186B 

SH 

30  Oct 

61 

FA  -SH 

MII-S-S1028B 

ME 

01  Ocl 

80 

ME 

MS-36452A 

EA 

29  Jon 

88 

EA  MS  99 

NOTICE  1 

MS-36453A 

EA 

29  Jan 

88 

EA  MS  99 

NOTICE  1 

ASTM  D3449-79 

EA 

27  May  88 

EA  MS  99 

NOTICE  1 

MS-36531A 

EA 

24  Jul 

86 

EA  MS  99 

MII-T-36347 

DM 

09  Dec 

64 

MDMS  03 

MII-T-0036347A 

DM 

24  Aug 

73 

MDMS  03 

INT  AMD  1  (DM) 

P-T-1544A 

t 

28  Nov 

75 

Mll-T-528498  (3) 

ME 

11  Mor 

87 

ME 

MIL-T-368t2B 

DM 

31  Dec 

84 

EA  MS  99 

733 
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fSC 

TiTie 

NUMBER 

PREP 

DATE 

CUSTODIAN 

L 

6630 

Tejf  KiJ,  Woler,  Engine  Cooling  Systems  (Metric)  Vahdoted  Jan  $5  REV-CS  . 

OOD  T-174I2C 

SH 

20  Sep 

78 

SK 

6430 

Test  Poper,  Hydrogen  Ion  Validated  Jun  84  . 

NNN  T-00I529B 
NOTICE  (DM) 

/DM 

22  Jun 

70 

MD  MS 

03 

6630 

Teiter,  Antifreeze  Solutions  USER-ME  AV  AR  ER  CO  MC  OS  . 

MS-36545A 

EA 

18  Jun 

86 

EA  MS 

99 

6630 

Toler,  Antifreeze  Solution*  Validated  Jun  84. .  .  .  .... 

MIL-T.37402 

DM 

06  Apr 

77 

MD  MS 

03 

6430 

Tester,  Antifreeze  Solution  USER  MC  AS  CE  . 

GG  T-250A 

•DP 

14  iun 

74 

AR  YD 

99 

6630 

Tester,  Antifreeze  And  Botiery  Electrolyte  Solution  USER>AT  MC  SH  CO 

MIL-T.28679A 

OP 

17  May 

76 

99  DP 

REV-GS 

6630 

Tester,  Antifreez  &  Bottery  Ei*ctroyte  Solution  .  ...  . 

AA-53426 

/MB 

28  Mar 

88 

MD  MS 

03  D.M 

4630 

Tester,  Battery  Electrolyte  Solu'ion  USER-ME  AV  AR  ER  OS  CG  MC . 

MS-36546A 

EA 

18  Jun 

G6 

EA  MS 

99 

6630 

Tester,  Bottery  Electrolyte  Solutisn  Validated  Feb  82 . 

GG  ^  258A 

•DM 

27  Sep 

67 

MD  MS 

03 

6630 

Tester,  Bottery  Electrolyte  Solution  (Tropical.  Artie,  And  Temperote  Types) 

MS-34547A 

EA 

18  Jun 

86 

EA  MS 

99 

USER  AV  ME  AR  ER  MC  CG  CS 

6630 

Tester,  Flosh  Point,  Closed  Tvpe,  '15  Volt,  60  Hz.  Ac  Validated  Jun  64 

MU.  T.36385C 

DM 

29  Sep 

77 

MD  MS 

03 

L 

6630 

Testing  Kit,  Impregmte  In  Clothing,  ABC  M2  ..  .. 

Mil  T.51252A  (2) 

EA 

28  Jut 

87 

EA 

6630 

Thtn  Layer  Chromotogrophy  Preeoo'ed  Plates  And  Sheets..  . .  . 

MILSTD  1423 

EA 

09  Ocl 

79 

EA  MS 

99 

L 

6630 

Timer  Assembly  Rain  Repellent  Validated  Apr  84  . 

MIL  T  81587A 

AS 

06  Moy 

71 

AS 

6630 

Toluene  Diisocyonote  Concentrotio'  s,  Tentative  Method  Of  Test  ^or,  'n 

AStM  D3422  75 

EA 

31  Mar 

78 

EA  MS 

99 

Workploce  Atmospheres  •  2.5  Ap'  75  Validated  Jan  85 

L 

6630 

Tritium  Air  Monitoring  And  Urinolsis  Eguipment,  Fixed  Validated  Apt  64  . 

MIL  T.23669A 

EC 

08  Ocl 

69 

EC 

6630 

Tube  Kit,  Microhematocrit  .... 

A  A  0051879 

MB 

27  Mor 

87 

MD  MS 

03 

6630 

Tube,  Blood  Collecting,  Vacuum,  Nun  sterile  Validated  Jun  81  ... 

MIL  T  36974A 

DM 

03  Jun 

75 

MO  MS 

03 

6630 

Tube,  Blood  C?llec‘ing,  Vacuum  f^onstenle  .  . . . 

NNN.T  001293 

} 

04  Nov 

69 

6630 

Tube,  Blood  Collecting,  Vocuum,  Sterile  Validated  Feb  82  . 

Mll.T.37000 

DM 

05  Sep 

73 

MD  MS 

03 

6630 

Tube,  Copillary,  Blood  Sample .  . . . 

NNN.T. U99A 

t 

15  Apr 

78 

6630 

Tube,  Capillary,  Blood  Sompe,  Gloss,  0  8  Mm  Inside  Oiometer,  90  Mm  long 

MU  T.363ei 

DM 

09  Feb 

65 

MD  MS 

03 

Validated  Jun  81 

6630 

Tube,  Capillary,  Blood  Sample.  ...  .  . 

A  A  S1250A 

/MB 

03  Aug 

87 

MDMS 

03 

6630 

Tube,  Copillary,  Blood  Sompic  Validated  Jun  84 .  .  .  . 

MIIT.36487B 

DM 

12  Jun 

78 

MDMS 

03 

6630 

Tube,  Centrifugol  Hematology  ...  . 

A-A-51879A 

MB 

02  Feb 

88 

MDMS 

03 

6630 

Tube,  Centrifugol  Hemotology  .  . 

A-A-51823A 

MB 

03 

88 

MD  MS 

03 

6630 

Tubes,  Blood  Collecting  (Vocoum)  . 

A. A  50875 A 

/DM 

22  Dec 

86 

MDMS 

03 

6630 

Turbidimeter,  Water  Testing  Validated  Jan  88  USER-CE  REV-ER  ME . 

MS-36582 

EA 

11  Jon 

88 

EA  MS 

99 

6630 

Urinometer,  Squibb  &  Micro .  . 

A-A  508CS 

•MB 

05  Aug 

81 

MOMS 

03 

6630 

View  Box,  Rh  Blood  Typing,  115  Volt,  Ac-dc  Validated  Jun  81  . 

Mil-V  36590A 

DM 

19  Moy 

75 

MD  MS 

03 

6630 

Viscometer,  Capillary  Type  .  . 

A-A  53289 

MB 

30  Nov 

87 

MD  MS 

03 

6430 

Viscometer,  Capillary  Type,  Cannon  fenske  Reverse  Flow . 

AA517)1 

/MB 

16  Ocl 

86 

MD  MS 

03 

6630 

Viscometers,  Glass  Copillory  Kinematic  •  30  Aug  74  . 

ASIM  D446-74R79E1 

ME 

07  Nov 

83 

ME 

6630 

Viscosimeter  Tube,  Universol  Validated  Jun  84  . 

Mll-V-36402 

DM 

05  Mor 

65 

MO  MS 

03 

6630 

Viscosimeter,  Cop  Type  USER-MO  MS  DM  R6V-M6  . 

MS-5)445 

EA 

25  Moy 

83 

EA  MS 

99 

4430 

Viscosimeter.  Soybolt,  Without  Viscosity  Tubes  Validated  Jun  84 . 

Mll-V.36845 

INT  AMD  )  (DM) 

DM 

02  Jun 

72 

MD  MS 

03 

1 

6630 

Water  Ouolily  Anolysis  Set,  Engineer  REV  MD  . 

MIL-W-52874B 

ME 

10  Mor 

88 

ME 

L 

6630 

Water  Quality  Analysis  Set.  Preventive  Medicine  .  . 

MIl-VV  528758  (1) 

ME 

13  Feb 

86 

ME 

6630 

Woter  Quolity  Control  Set  USER  CE  REV-MF  .  . . . 

MS  36557A 

NOTICE  1 

EA 

29  Jon 

88 

EA  MS 

99 

1 

6635 

Carrying  Cose.  Test  Set,  Soil  Trofficobility  Validated  Jan  83  USE  ^  REV-GS 

MIL C  4301) A 

ME 

10  Jan 

78 

ME 

1 

6635 

Oner,  X  ray.  Film,  Forced  Air.  Woll  Mounted  REV-GS  . 

MIL  D  52B42A 

ME 

12  Moy 

81 

ME 

6635 

Extensometers,  Venficotion  And  Clossificotion  Of  8  Sept  (Reapproved 

ASTM  E83  67R80 

SH 

25  Jon 

85 

MR  SH 

20 

1980)  USER  MC  OS  82  REV  99  GS 

L 

6635 

Fluorescent  Pene'  uid  Inspection  Units  USER-Gl  REV-GS . 

MIL-f  38762  (1) 

82 

10  Jun 

68 

99 

L 

6635 

Laborotory,  Field,  Trailer  Chassis  Mounted,  For  Developing  Ptpefme  Weld 

MIL  L-52841A 

ME 

28  May 

81 

ME 

Radiogropht  USER  GL  REV-GS 

L 

6635 

light,  Ultroviole',  Metals  Examining  ....  .  . 

M'L  1-9909A 

82 

19  Jul 

85 

99 

6635 

Mognetic  Inspection  Units  USER  Gl  REV-OS  SH  GS . 

MIL  M-6867C 

82 

27  Jon 

69 

MR  AS 

99 

6635 

Magnetic  Particle  Process  Control  Kit  . 

A  A-50751 

82 

02  Apr 

87 

9V 

6635 

Penetrometer,  Soil,  Dial  Indicating  (Two  Cones)  And  Spring  Indicating  (Airfield 

MIL-P  3627D 

ME 

10  May 

88 

ME  YO 

99 

Cone)  USER-Gl  CE  MC  YO  REV-MT  GS 

L 

6635 

Pipeline  Welt  Set,  I'esting  USER-CE  Gl  REV  GS  .  . 

MIL  r-52539B 

ME 

11  Jul 

84 

ME 

L 

6635 

Remolding  Set,  Soil&compottion  REV-GS  .  . . 

MIL  1’  43010B 

ME 

16  Jun 

87 

ME 

L 

6635 

Sompler,  Soil  USER-GL  REV-GS  .  . 

MIL  S  430128 

ME 

24  Aug 

81 

ME 

6635 

Sieve  Precision  Eleciroformed  •  29  May  70  USER-MC  REV  CE  SH  GS 

ASTM  E161  70R77 

5M 

20  Mar 

80 

6635 

Sieve,  Test  USER-SM  ME  MC  SH  .  . 

RR-S-366E 

• 

09  Nov 

73 

6635 

Sieve,  Wire-cloth,  For  Testing  Purposes  -  18  Feb  81  USER-SM  Ml  MC  REV  CA 

ASTM  El  1-81 

YD 

17  Apr 

ei 

ME  YD 

99 

Gl  AS  IS  GS 

6635 

Sieves,  Perforated  Plote  For  Testing  Purposes  •  10  Dec  80 

ASTM  E323-80 

YO 

10  Mor 

81 

MF.  YO 

99 

L 

6635 

Tank,  Moster.  X-roy  Film  Processing  For  70MM  Film  REV  GS  .  . 

MtL-T-S2834A 

ME 

12  May 

81 

ME 

6635 

Tensiometer  Dial  Indicating  USER  EL  GL  REV  Ml  GS  .  .... 

MIL  T  38760 

82 

01  Apr 

66 

aS 

99 

L 

6635 

Tensiometer.  Diol  Indicating,  Hydroulic,  Remote  Reodmg  And  Momtenonce  Kit 

MIL-T-17442B  (1) 

SH 

31  May 

68 

SH 

(Minetweuping)  Vuhuuftv  Jun  OS  UGCR  01  RCV  OS 

L 

6635 

Tensiometer,  Ooge  Indicating  Validated  Mar  84  USER-Gl  REV-OS  . ..  . 

MIL-T  524188  (1) 

ME 

28  Sep 

79 

ME 

6635 

Test  Kit,  Penelront  REV-Gl  .  .  . 

A  A-50752 

82 

31  Mor 

87 

AS 

99 

6635 

Tester,  Density  And  Moisture  (Soil  And  Asphalt),  Nuclear  Method. .  . 

GG-T  2025 

•GL 

03  Ap* 

78 

L 

6635 

Tester,  Mattriol  Hardness  (Rockwell  Type)  USER  GL  REV  GS  . 

MIL  T  46388 

82 

15  Feb 

85 

99 

6635 

Tester,  Pliobility  Validated  Mar  83  REV  GS  . .  . . 

MIL  T  40106 

NOTICE  3  (GL) 

GL 

23  Feb 

60 

Gl  AS 

6635 

Tester,  Spring  Resiliency  Validated  Mar  63  USER-ME  REV  GS . 

MIL  T-43560A  (2) 

GL 

18  Apr 

77 

GL  AS 

99 

6635 

Tester,  Torque  Wrench  USER-CE  OS  MC  REV-AV  GS  . . . . 

MIL  T  26639C  (3) 

82 

17  Moy 

84 

Gl  AS 

99 

6635 

Testing,  Store  Suspe  ‘on  And  Releose  equipment,  Generol  Specification  For 

MIL  T-7743E 

AS 

08  Oct 

76 

AS 

18 

Validated  May  8S  REV  99  GS 

L 

6635 

Ultrosonic  Evoluotion  Of  Housing  Welds  For  The  Mork  71  Mod  0  Worheod . 

MIL-U-85067A 

AS 

17  Sep 

84 

AS 

1 

4635 

Viewer,  X  roy  Film,  Industriol,  Wall  Mounted  REV  GS . 

MU  V  52837A 

ME 

12  Moy 

81 

ME 

L 

6435 

Woter  test  Device,  Anti  Exposure  Coveroll  . 

Mll-W  85635 

AS 

30  Apr 

84 

AS 

734 
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6635 

X-  Ray  Assembly,  Light  Weight  Assembling  Anc*  Packing  Validateif  Jon  81 

MIL-X-48399 

AR 

12  Dec 

74 

AR 

USER-GL  REV-GS 

6636 

Chamber,  Calibrotion .  . 

MIL-C-47304 

Ml 

14  Aug 

87 

Ml 

6640 

Adapter  Tube.  Distilling . . . 

MS -36280 

EA 

05  Jon 

83 

EA  MS 

99 

6640 

Adopter,  Filler  USER  MD  DM  REV-ME  87 . 

MS-36249 

EA 

05  Jon 

83 

EA  MS 

99 

6640 

Adopter,  Loborotory  Glosswore,  Bushing  Type  . 

MS-362S4A 

EA 

10  Apr 

87 

EA  MS 

99  MB 

6640 

Adopter,  Loborotory  USER<MD  DM  REV-ME. . 

MS-3676S 

EA 

05  Jon 

83 

EA  MS 

99 

6640 

Adopter,  Loborotory  Glosswore,  Curved . . . . 

MS-36256B 

EA 

10  Apr 

87 

EA  MS 

MB 

6640 

Adopter,  Laboratory  Glassware  Three-  Way . 

MS-36257A 

EA 

10  Apr 

87 

EA  MS 

99  MB 

6640 

Adopter,  Loborotory  Glassware,  Suction  Type  . . . 

MS-3625eA 

EA 

10  Apr 

87 

EA  MS 

99  MB 

6640 

Apporotus,  Anoerobic  Culture  Validated  Jun  84  . 

MIL  A-37234 

DM 

20  Jon 

77 

MD  MS 

03 

6640 

Aquorlum,  Loborotory  USER-MD  DM  REV-ME  . .  . 

MS  36282 

EA 

05  Jon 

83 

EA  MS 

99 

6640 

Asher,  Low  Temperoture,  RodiO  Frequency  U5ER-MD  DM  REV  ME  . 

MS  36283 

EA 

05  Jan 

83 

EA  MS 

99 

6640 

Aspirator  Bulb  Assembly  USER'ME  CE  Ml . . . . . 

MS-3656SA 

EA 

17  Jul 

87 

EA  MS 

6640 

Bog,  Rodent  (Plastic,  Entomological  Specimens)  . 

A-A-1835 

*DP 

18  Moy 

82 

Gl  MS 

69 

6640 

Bog,  Semple  Collection  USER-MD  DM  REV-ME . 

MS-36363 

EA 

07  Jon 

83 

EA  MS 

99 

6640 

Bog,  Tissue  Specimen  USER*MD  DM  REV-ME  . 

MS-36364 

EA 

07  Jon 

83 

EA  MS 

99 

6640 

Bor,  Spin,  Magnetic,  Micro,  Laboratory  USER-MD  DM  REV-ME  <0 . 

MS-3645S 

EA 

26  Jul 

82 

EA  MS 

99 

6640 

Bor,  Spin,  Mognetic,  Loborotory  USER-MD  DM  REV-ME  03 . 

MS-36457 

EA 

26  Jul 

82 

EA  MS 

99 

6640 

Bor,  Spin,  Magnetic,  Egg  Shope,  Loborotory  USER-MD  DM  REV-ME  03  . . 

MS-36458 

EA 

26  Jul 

82 

EA  MS 

99 

6640 

Bor.  Stirring.  Magnetic,  Finned.  Loborotory  USER-MO  DM  REV-ME  . 

MS  36463 

EA 

26  Jul 

82 

EA  MS 

99 

6640 

Bor,  Stirring.  Mognetic,  Round,  Loborotory  USER-MD  DM  REV-ME  03  . . 

MS-36442 

EA 

26  Jul 

82 

EA  MS 

99 

6640 

Bor,  Stirring,  Magnetic,  Ocfogonot,  Loborotory  USER-MD  DM  REV-ME  03  ... . .. 

MS-36438 

EA 

26  Jul 

82 

EA  MS 

99 

6640 

Bor,  Stirring,  Magentic,  Octogonol,  Colored,  Loborotory  USER-MO  DM  REV-ME 

MS-36417 

EA 

26  Jul 

82 

EA  MS 

99 

6640 

Bor,  Stirring,  Mognetic,  Round,  Loborotory  USER-MD  DM  REV-ME  . 

MS-36441 

ER 

26  Jul 

82 

ER  MS 

99 

6640 

Bosket.  Pipet  . 

A-A-53700 

MB 

16  Sep 

88 

MD  MS 

03 

6640 

Basket,  Pipet,  Plostic  Validated  Jun  81  . 

MIL-B-36470 

DM 

24  Mor 

66 

MD  MS 

03 

6640 

Bosket,  Pipet,  Plastic  (Used  In  Lieu  Of  MIL-B-34670)  Validated  Jun  81  . 

MIL-B-0036470A 

DM 

02  Mor 

67 

MD  MS 

03 

6640 

Bosket,  Test  Tube,  Rigid  Type  USER-MD  MS  DM  REV-ME  82  .  . 

MS-36237 

EA 

07  Dec 

83 

EA  MS 

99 

6640 

Basket,  Test  Tube  Validated  Jun  64 .  . . 

NNN-B-001291 

/DM 

04  Mor 

70 

MD  MS 

03 

6640 

Bosket,  Test  Tube . . . . . 

A  A-51799 

/MB 

21  Jon 

87 

MD  MS 

03 

6640 

Both,  Constont  Temperoture  USER-MD  DM  REV-ME  82  . . 

MS  36464 

EA 

07  Jon 

B3 

EA  MS 

99 

6640 

Both,  Constant  Temperoture  REV-MD  MS  03  .  . 

MIL-B-36382 

DM 

10  Fob 

65 

MDMS 

03 

6640 

8ead,  Gloss  Validated  Jun  61 . 

MIL-B-3473 

DM 

23  Apr 

51 

MD 

99 

6640 

Bead,  Gloss.  Loborotory  Validated  Jul  87  USER  ME . . 

MS-362S9A 

EA 

07  Jul 

87 

EA  MS 

NOTICE  1 

6640 

Bead,  Loborotory . . . . . . 

A-A-S3020 

MB 

19  Jun 

87 

MD  MS 

03 

6640 

Bead,  Loborotory,  Gloss  Validated  Jun  64  . 

MIL-B-003473A 

DM 

23  Mor 

72 

MD  MS 

03 

6640 

Beaker  Flask,  Loborotory  Validated  feb  87  . 

MIL-B-37484 

DM 

29  Jul 

76 

MD  MS 

03 

6640 

Beoker,  laboratory,  Conicol.  Polystyrene,  Otsposoble  Validated  Feb  82  . . 

M)L-B-37405 

DM 

24  Moy  76 

MD  MS 

03 

6640 

Becker,  Loborotory,  Sorosilicote  Gloss  . 

A-A-snoi 

/MB 

30  Jon 

86 

MD  MS 

03 

6640 

Beoker,  Loborotory,  I'olypropylene  Validated  Jun  84  . 

Mll-B-36268 

DM 

24  Aug 

64 

MD  MS 

03 

6640 

Beorer,  Loborotory  Gnffm  Design  REV-MD  ME  'lO  AS  TO  82 . 

MS-35992C 

EA 

16  Mor 

87 

MS 

99  MB 

6640 

Block,  Embedding,  Plositc,  Three  Section  Validated  Jun  84 . 

MIL-B-0036603 

DM 

24  S.p 

69 

MD  MS 

03 

6640 

Block,  Insect  fixation.  Double  Mounted,  1(X)  S  Validated  Feb  62 . 

MIL-B-37067 

DM 

01  Jul 

74 

MD  MS 

03 

6640 

Borer  Set,  Cork  USER-MD  MS  DM . 

MS-36198B 

EA 

07  Dec 

83 

EA  MS 

99 

6640 

Borer  Stopper.  Mechonicol  USER-MD  DM  REV-ME . . . . 

MS  36502 

EA 

07  Jon 

83 

EA  MS 

99 

6640 

Bottle  UScR-y.D  DM  REV-ME . 

MS-36532 

EA 

08  Jon 

83 

EA  MS 

99 

6640 

Suttle,  Aspirotor,  4  LITER  Copocity  Validated  Feb  82  REV-EA  . . . 

OD-B-SIO 

/DM 

29  Aug 

56 

MD  MS 

03 

6640 

flonie.  Aspirator  USER  MD  ME  NM  DP  OH  REV-Gl  DM . 

MS-36284B 

EA 

17  Jul 

87 

EA  MS 

6640. 

Bottle,  Aspirator,  Gloss  Validated  Jun  64  . 

DDB00510A 

/DM 

30  Apr 

68 

MD  MS 

03 

6640 

Bottle,  Aspirotor/dispensing  Volve  Plastic  REV-MD  03 . 

M5.36473 

EA 

12  Feb 

82 

EA  MS 

99 

6640 

Bottle,  Bolsom  USER-MD  DM  REV-ME . 

M5-36543 

EA 

07  Jon 

83 

EA  MS 

99 

5640 

Bottle.  Centrifuge  USER-MD  DM  ReV-ME  . . 

MS -36544 

EA 

07  Jon 

83 

EA  MS 

99 

6640 

Bottle,  Dispersing,  Plastic  REV-MD  03  .  ... 

MS-36474 

EA 

12  Feb 

82 

EA  MS 

99 

6640 

Bottle,  Dropper.  And  dropping  Tk  Validated  Jan  79  REV-82  99.  . 

NNN.B-001194 

/DM 

14  Jun 

66 

MD  MS 

03 

6640 

Bottle,  Dropping,  Tk  Validated  Jul  87  USER-ME  REV-ME  DM  OP  ,  .  . . 

MS  36286A 

EA 

07  Jul 

87 

EA  MS 

99 

NOTICE 

6640 

Bottle,  Oroppirg  Plostic  And  Gloss  USER  MO  REV-MS  82  DM . 

MS-36362B 

EA 

12  Oct 

>  t 

EA  MS 

99 

6640 

Bottle,  Gos  Woshing  REV  ME  AR  GL  DM  OP . 

MS-36287A 

EA 

17  Jul 

b. 

EA  MS 

6640 

Bottle,  Indicofor,  Plostic  REV-.MD  03 . 

MS-36475 

EA 

12  Feb 

82 

EA  MS 

99 

6640 

Bottle.  Rectangular,  Screw  Cop,  Plostic  REV-MO  03 . 

MS-36476 

EA 

12  Feb 

82 

EA  MS 

99 

6640 

Bolll,.  Screw  Cop  Glo»»  USER  MO  NM  03  OP  REV-GL  DM . 

MS-36445A 

EA 

12  F.b 

82 

EA  MS 

99 

6640 

Bottle,  Screw  Cop . . . . . . . 

A  A-53628 

MB 

17  Feb 

89 

MD  MS 

03 

6640 

bolMe,  Screw  Cop.  Plostic  REV-MD  03 . 

MS-36477 

EA 

12  Feb 

82 

EA  MS 

99 

6640 

Bottle,  Screw  Cop .  . 

A  A-53659 

/MB 

17  Aug 

88 

MD  MS 

03 

6640 

BotHe,  Screw  Cop  (U'ine  Specimen.  Shipping)  USER  DM .  . 

A'A-508066 

/MB 

19  Jon 

88 

MD  MS 

03 

6640 

Bottle,  Screw  Cop .  . 

A  A-53066 

MB 

20  Jul 

87 

MD  MS 

03 

6640 

Bottle,  Screw  Cop  (Swivel  lock  Dispensing)  . 

A-A-53147A 

/MB 

14  Aug 

88 

MD  MS 

03 

AAAft 

A  A  535<t3 

/.MB 

30  Jl— 

68 

MD  *^5 

03 

6640 

Bottle,  Serum  USER-MD  DM  REV-ME . . 

MS-36466 

EA 

07  Jon 

83 

EA  MS 

99 

6640 

Bottle,  Snop  On  Cop  USER-MD  DM  REV-ME . 

MS-36470 

EA 

07  Jon 

83 

EA  MS 

99 

6640 

Bottle,  Solution  USER-MD  DM  REV-ME . 

MS-36S48 

EA 

07  Jon 

83 

EA  MS 

99 

6640 

Bottle,  Specific  Gravity  USER-MD  DM  REV  ME . 

MS  36498 

EA 

07  Jon 

83 

EA  MS 

99 

6640 

BotHe,  Specific  Crovity,  Chopmon  USER  CE  REV  DM  . 

MS-36290A 

EA 

17  Jul 

87 

EA  MS 

6640 

Bottle,  Squore,  Screw  Cop,  Pios  'c  REV-MD  03 . . . .  . . . 

MS-3647e 

EA 

12  Feb 

82 

EA  MS 

99 

6640 

Bottle,  Stopper  (N’orrow  And  Wide  Mouth)  . 

NNN  B-001522 

t 

31  Dec 

69 

6640 

Bottle,  Stopper,  Ground-gloss  Cap  Validated  Jun  84  REV-GL  ... 

DO-B-595A 

/DM 

21  Moy  58 

MD  MS 

03 

6640 

Bottle,  Stopper,  Milk  Dilution,  160  Miilthters  Validated  Jun  84 . 

00  8-601 

•DM 

29  Jul 

59 

MD  MS 

03 

6640 

Bottle,  St.  pper,  Norrow  Mouth,  Round  Validated  Feb  82  USER  GL  . 

DDB.597A 

/DM 

25  Moy  76 

MD  MS 

03 

6640 

Bottle,  Weighing  (Cop  Type,  Gloss)  USER-MD  DM  REV.ME  82 . 

MS-36292A 

EA 

i6  Jon 

84 

EA  MS 

99 

6640 

Bottle,  Weighted . 

A  A-51250 

/MB 

25  Nov 

86 

MO  MS 

03 

735 
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PREP 

DATE 

CUSTODIAN 

6640 

Bottles.  Screwcop,  Gloss  (loborotory  Use)  Validated  Jun  B4 . 

NNN-&-1505A 

/DM 

10  Sep 

76 

MD  MS 

6640 

Box  Microscope  Slide,  Plostic  .  . 

NNN-8-S85B 

/DM 

11  Jon 

79 

MD  MS 

03 

6640 

Box.  Insect,  Specimen  Validated  Feb  62  . . 

MIL-B-37409 

DM 

12  Moy 

76 

MD  MS 

03 

6640 

Box.  Microscope  Slide . . . 

A-A-536f>3 

/MB 

16  Sep 

88 

MDMS 

03 

6640 

Box,  Microscope  Slide.  Plostic,  5  Slide  Validated  Jun  81  . 

MIL-B-36630  (1) 

DM 

19  Oct 

72 

MDMS 

03 

6640 

Box,  Microscope  Slide,  Chipboard.  20  Slide  Validated  Jun  84  . . . 

MIL-B-36410 

DM 

13  Mor 

65 

MD  MS 

03 

6640 

Box,  Sample.  Loborotory  USER  MD  DM  REV^ME  ...  . 

MS-36S00 

EA 

07  Jon 

83 

EA  MS 

99 

6640 

Box,  Shipping,  Histopothologicol  Specimens.  Disposable  Validated  Feb  82 . 

MIL-B-36275A 

DM 

20  Feb 

76 

MD  MS 

03 

6640 

Box.microscope  Slide  (Chipboard) . . . 

A-A-51685 

/MB 

10  Oct 

86 

MD  MS 

03 

6640 

Bulb,  Aspirator  REV*82 . 

Mll-B-SOOISB 

EA 

17  Moy 

84 

EA 

99 

6640 

Bulb,  Circulating,  Laboratory  USER  MD  DM  REV  ME  AS  62  . 

MS-36S64A 

EA 

17  Feb 

84 

EA  MS 

99 

6640 

Bulb,  Connecting,  Kfeldohl,  Sphericol  Type  USER'MO  DM  REV-ME  82 . 

MS-36260A 

EA 

16  Jan 

84 

EA  MS 

99 

6640 

Bulb,  Dropping  PIpet .  . 

A-A-53702 

/MB 

20  Sep 

88 

MDMS 

03 

6640 

Bulb,  Dropping  Pipette  USER  MD  REV-ME  MS  82  . 

MS-35978B 

EA 

17  Feb 

84 

EA  MS 

99 

6640 

Bulb,  Dropping,  PIpet  Validated  Jan  82  . 

NNNB-788A 

-EA 

25  Oct 

62 

EA  MS 

99 

6640 

Bulb,  Pipet,  Bocteriologicol  (Rubber)  ...  . 

A-A-005t968 

MB 

15  Moy 

87 

MD  MS 

03 

6640 

Bulb,  Pressure  And  Circulating,  Loborotory,  Rubber  Validated  ./u/ 87  USER-MI 

ME  CE  REV  MD 

MS-36074 

NOTICE  1 

EA 

07  Jul 

87 

EA  MS 

99 

6640 

Buret,  Automatic  USER  MD  DM  REV-ME . 

MS-36S0I 

EA 

07  Jon 

83 

EA  MS 

99 

6640 

Buret,  Loborotory,  (Stroight,  Automatic  50  Ml) . 

A-A  51246 

/MB 

21  Jan 

86 

MDMS 

03 

6640 

Buret,  Loborotory  (Micro)  . . . . . 

A-A  51247 

/MB 

06  Dec 

86 

MDMS 

03 

6640 

Buret,  Loborotory,  (Straight) . . . 

A-A-51248 

/MB 

05  Dec 

85 

MD  MS 

03 

6640 

Buret,  Oxygen  Validated  Jun  84 . . .  . 

MIL-B-36361 

DM 

15  Jon 

65 

MD  MS 

03 

6640 

Buret,  Stroight  Precision  USER  MD  MS  DM  REV  ME  82  ... 

MS-35971B 

EA 

04  Oct 

83 

EA  MS 

99 

6640 

Buret,  Stroight,  Precision 

NNN-B-00789A 

/EA 

19  Moy 

65 

EA  MS 

67 

6640 

Burner,  Alcohol  Validated  Jul  87 . 

MS-362S1 

NOTICE  1 

EA 

22  Jun 

62 

EA  MS 

99 

6640 

Burner.  Alcohol  (Dentol)  . 

A-A-51962 

MB 

1 1  Moy 

87 

MD  MS 

03 

6640 

Burner.  Alcohol.  Borthei  Type . . . 

MS-36344 

NOTICE  1 

EA 

07  Jul 

87 

EA  MS 

99 

6640 

Burner,  Alcohol,  Pressure*type  Validated  Jun  84  USER^MD  CE  MC . 

GG-B-814B 

/DM 

23  Nov 

59 

MS 

99 

6640 

Burner.  Gas,  Laboratory,  Bunsen  Type,  Acetylene . . . 

MS-36342 

NOTICE  1 

EA 

17  Jun 

87 

EA  MS 

99 

6640 

Burner,  Gas,  Laboratory,  Bunsen.  Automatic  REV*MB . 

MIL-S-36274 

DM 

18  Dec 

78 

MD  MS 

03 

6640 

Burner,  Gos,  Loborotory,  Touch  Operated . 

MS-36277A 

NOTICE  1 

EA 

17  Jun 

87 

EA  MS 

99 

6640 

Burner,  Gos,  Laboratory,  (Bunsen,  Automotic) . . . 

A-A-51242 

/MB 

22  Nov 

85 

MD  MS 

03 

6640 

Burner,  Gas,  loborotory  And  Cortridge,  Assembly  Validated  Jun  84 . 

MII-B-37410 

DM 

06  Apr 

77 

MD  MS 

03 

6640 

Burner,  Gas,  Loborotory  . . . 

A-A-51680 

/MB 

31  Mor 

87 

MD  MS 

03 

6640 

Cabinet,  Constant  Temperoture  USER  MO  MS  DM  REV<ME  OS  82 . 

MS-36381 

EA 

30  Jun 

83 

MS 

99 

6640 

Cobinet,  Desiccoting  REV*MI . 

MS-36217B 

EA 

10  Mor 

88 

EA  MS 

99 

6640 

Cobmet,  Loborotory  (Bose  Unit)  USER*M0  MS  DM  REV*ME  82 . 

MS-36390 

EA 

13  Jun 

83 

MS 

99 

6640 

Con,  Petri  Culture  Dish  Validated  Jan  82  REV'MO  . . 

ms-36387 

EA 

14  Dec 

67 

EA  MS 

99 

6640 

Con,  Pipet  Sterilixing  Validated  Feb  62........ . . . . . 

NNN-C-20 

INT  AMD  1  (DM) 

/DM 

17  Mor 

65 

MD  MS 

03 

6640 

Cop  &  Grid,  Burner  USER-MD  DM  REV-ME  . . . 

MS-36597 

EA 

07  Jon 

83 

EA  MS 

99 

6640 

Cop,  Centrifuge  Tube  USER>MD  MS  DM  REV-ME . .  . 

MS-36405 

EA 

13  Jun 

83 

MS 

99 

6640 

Cop,  Screw,  Bottle  Andior,,., . . . .  . . . . . . . . 

Mll-C-42061 

/MB 

20  Jul 

88 

MD  MS 

03 

6640 

Cop,  Screw,  Bottle  And  Jar  USER-MO  MS  DM  REV*ME.  . . .  . 

M5-36409 

EA 

13  Jun 

83 

MS 

99 

6640 

Cop,  Screw,  Bottie.&  Jor..  . . . .  . . . . . . 

A-A-53810 

MB 

01  Feb 

89 

MD  MS 

03 

6640 

Carboy  With  Handle  Plostic  REV-MD  03  . . . . . 

MS-36479 

EA 

12  Feb 

82 

EA  MS 

99 

6640 

Corner,,  Safety  Bottle  USER-MO  MS  DM  REV-ME . . . 

MS-36410 

EA 

30  Jun 

83 

EA  MS 

99 

6640 

Cortridge,  Loborotory  Gas  Burner . . . . . . . . . 

A-A-51676 

MB 

30  Jun 

87 

MD  MS 

03 

6640 

Casserole,  Loborotory  Porceloin,  W/cover  USER-CE  REV-MD  ME . . . 

MS-36571 A 

EA 

21  Jon 

81 

EA  MS 

99 

6640 

Casserole,  Laboratory,  Porcelain  Validated  Jun  84  REV-EA  MB  . . 

NNN-C-25B 

/DM 

10  Jul 

78 

MD  MS 

03 

6640 

Casserole,  Laboratory,  Porceloin  USER-CE  REV-MD  ME  .  . .  . . . . 

MS-35970C 

EA 

15  Sep 

88 

EA  MS 

99 

6640 

Centrifuge,  Laboratory,  Refrigeroted,  120/230  Volt,  50/60  Hz,  Ac  . 

MIL-C-0042054 

MB 

29  Feb 

88 

MD  MS 

03 

6640 

Centrifuge,  Laboratory  (Microhemotocrit,  Battery  Powered) . 

A-A  51351 

/MB 

28  Feb 

86 

MO  MS 

03 

6640 

Centrifuge,  Loborotory,  115  Volt,  50/60  Hz  Validated  Feb  82 . 

MIL-C-37220 

DM 

02  Sep 

76 

MD  MS 

03 

6640 

Centrifuge,  Loborotory . . . . . 

A-A-53317 

MB 

28  Dec 

87 

MD  MS 

03 

6640 

Centrifuge,  Loborotory,  Hematology,  Small  Validated  Jun  84  REV-MB . 

MII-C-36416C 

DM 

20  Sep 

73 

MD  MS 

03 

6640 

Centrifuge,  Loborotory(hand  Held) . 

A-A-53200 

MB 

21  Sep 

87 

MD  MS 

03 

6640 

Centrifuge,  Laboratory,  Floor  Model,  1 15  Volt,  50/60  Hz,  Ac  Validated  Feb  62 

MIL-C-37022A 

DM 

30  Sep 

76 

MDMS 

03 

6640 

Centrifuge,  Loborotory . . . . . 

A-A-51420 

/MB 

18  Apr 

86 

EA  MS 

99 

6640 

Centrifuge,  Loborotory,  Smalt,  1 10  Volt,  60  Hz,  Ac  Validated  Jun  84  REV-MB.. 

MIL-C-37040A 

DM 

28  Sep 

78 

MD  MS 

03 

6640 

Centrifuge,  Loborotory,  Hond,  Field  Validated  Feb  82 . . . 

MIL-C-37099 

DM 

15  Aug 

75 

MO  MS 

03 

6640 

Chimney  And  Support,  Loborotory  Gos  Burner  REV-MO  . . 

MS-36270B 

EA 

07  Jul 

87 

EA  MS 

6640 

Circulator,  Constant  Temperature  USER-MD  MS  DM  REV-ME.... . 

MS  36411 

EA 

30  Jun 

83 

EA  MS 

99 

6640 

Circulator,  Low  Temperature  Bath  USER-MD  MS  DM  REV-ME  . . . . . 

LJSEj?  ,V,J5  ,v.S  DA*  REV  A*E  CS  82 

MS'36412 

EA 

EA 

30  Jun 

83 

EA  MS 
EA  .‘AS 

99 

99 

6640 

Cistern  Validated  Jun  84 . . . . .  . . . . . .  . . 

MIL  C-363S0 

DM 

10  Dec 

64 

MDMS 

03 

6640 

Clomp,  Cylindtr  Support  USER-MI  MD  MS  DM  REV-ME  82 . 

MS-36560A 

EA 

12  Oct 

83 

EA  MS 

99 

6640 

Clomp,  Loborotory  Support  Rod  USER-ME  REV-MO . . . . 

MS-3600IC 

EA 

26  Sep 

85 

EA  MS 

99 

6640 

Clomp,  M.ttr  Slick  USER-MD  MS  DM  REV-ME . 

MS-36416 

EA 

30  Jun 

83 

EA  MS 

99 

6640 

Clomp,  Muff,  Dovotoil  USER-MD  MS  DM  REV-ME . 

MS-36418 

EA 

30  Jun 

83 

EA  MS 

99 

6640 

Clomp,  Rubbor  Tubing,  Shutoff  USFR-ME  03  82  REV-MD  AS  01  70 . 

MS-36029 

EA 

04  Dec 

85 

EA  MS 

99 

6640 

Clomp,  Rubber  Tubing,  Regulating  Screw-compressor  Type  USER-MI  ME 

REV-MD  DP 

MS-36003C 

EA 

04  Oct 

83 

EA  MS 

99 

6640 

Clomp,  Rubber  Tubing,  Shutoff,  Lever  Type  USER-ME  REV-MO  OP . 

MS-36004C 

EA 

04  Dec 

85 

EA  MS 

99 

6640 

Oomp,  Rubber  Tubing,  Shutoff  Pinchock  Type,  Doy  Design.  USER-ME  MS  03 
REV-MD  AS 

MS-36005B 

EA 

04  Dec 

85 

EA  MS 

99 

6640 

Clomp,  Rubber  Tubing,  Shutoff,  Pinchcock  Type,  Mohr  Design,  F)ot|ow  USER-ME 
REV-MD 

MS-36006B 

EA 

04  Dec 

85 

EA  MS 

99 

736 


FSC  LISTING 


DOCUMENT 

FSC  TITLE  NUMBER  ’’"EP  DATE  CUSTODIAN 


6640 

Clomp,  Sphcricol  Ground  Joint,  Loborotory  Gtosswort  USER^ME . 

MS-36007B 

EA 

04  Dec 

85 

EA  MS 

99 

6640 

Clomp.  T«»l  Tub*  Validaltd  Jun  84  USER-MR  CR . 

MIL-C-3648 

DM 

20  Dec 

51 

MD  MS 

99 

6640 

Clomp,  Ttst  Tubt,  Stoddord  Typt,  W/(ingtr  Grips  USER-MI  ME  MS  03 

MS-36009B 

EA 

04  Dec 

85 

EA  MS 

99 

REV-MD  AS 

6640 

Clomp,  Thermomtter,  Apporotus  Swivel  Jow  USER*M0  DM  REV-ME  82  DP 

MS-36010C 

EA 

04  Ocl 

83 

EA  MS 

99 

6640 

Clomp,  Utility,  Laboratory  &  Holder  Buret  &  Clomp  . 

NNN-C-440 

/EA 

01  Mar 

63 

EA  MS 

99 

6640 

Clomp,  Utility,  Loborotory,  Extension,  Fixed  Jow  U'^tR^ME  MS  03  REV-MD  AS 

MS-36012C 

EA 

04  Dm 

85 

EA  MS 

99 

6640 

Clomp,  Utility,  Loborotory,  Swivel  Jow  USER-ME  MS  03  REV-MD  AS  DP . 

MS-36013C 

EA 

04  Dec 

85 

EA  MS 

99 

6640 

Clomps,  Rubber  Tubing,  Regulating  And  Shutoff  (Loborotory)  ($/s  By 

NNN-C-00435B 

t 

22  Jun 

70 

A.A-51245 

6640 

Cleaner,  Instrument  Tubing  USER-MD  MS  DM  REV-ME . . . . . . . . . 

MS-36439 

EA 

30  Jun 

83 

EA  MS 

99 

6640 

Combustion  Bool  USER-MD  MS  DM  REV-ME . 

MS-3S941 

EA 

30  Jun 

83 

MS 

99 

6640 

Condenser,  Loborotory,  Friedrichs  Type  USER-MD  DM  REV-ME  82 . . . 

MS-36263C 

EA 

16  Jon 

84 

EA  MS 

99 

6640 

Connector,  Elostic  Tubing,  Branched,  Plastic,  Y-shoped  Validated  Feb  32 . 

MIL-C-3706S 

DM 

02  Jul 

75 

MD  MS 

03 

6640 

Connector,  Elastic  Tubing,  Branched  Y-shoped  Validated  Jon  86  USER-CE  ME 

M5-36076A 

EA 

01  Jon 

88 

EA  MS 

99 

Ml  REV-MD 

NOTICE  1 

6640 

Connector,  Elostic  Tubing,  fironched  T-shaped  USER-ME  Ml  CE  REV-MD . 

MS-36600A 

EA 

10  Mar 

88 

EA  MS 

99 

6640 

Connector,  Micro  REV-MD  03 . 

MS-36480 

EA 

12  Feb 

82 

EA  MS 

99 

6640 

Connector,  Tubing  Plastic  REV-MD  03..... . 

MS-36482 

EA 

12  Feb 

82 

EA  MS 

99 

6640 

Cork  Pressers,  Rotary  USER-MR  REV-Afi . 

GGG-C-589 

NOTICE  2 

17  MAR  1978 

•MS 

3  Oct 

50 

6640 

Corrosion  Test  Strip  Copper  Validated  Mar  88  USER-MI  ME  CE . 

MS-36252B 

EA 

24  Mar 

88 

EA  MS 

99 

6640 

Corrosion  Test  Strip,  Copper,  3  By  1/2  Inch  Validated  Jun  84 . 

MIL-C-36404 

DM 

15  Mar 

65 

MD  MS 

03 

6640 

Counting  Apporotus,  Bocteriol  Colon)!  And  Plote,  Counting,  Bocterioiogicol 

GG-C-611C 

/DM 

12  Sep 

75 

MD  MS 

03 

Validated  Feb  82 

6640 

Counting  Apparatus,  Boctenol  Colony . . . 

A-A-53663 

/MB 

01  Sep 

88 

MD  MS 

03 

6640 

Cover  Gloss,  Microscope  Slide  . . ,,  . 

A-A-S1271 

/MB 

10  Dec 

85 

MOMS 

03 

6640 

Cover  Gloss,  Microscope  Slide-hemocytometer  . 

MS-36334A 

EA 

01  Sep 

88 

EA  MS 

99 

6640 

Crucible,  Filtering,  Loborotory,  Gooch,  Low  Form,  Fritted,  30  Ml.  Validated  Jun 

81 

Crucible,  Filtering,  Laboratory  (Porceloin,  Gooch)  Validated  Jan  86  USER-ME . 

MIL-C-3659A 

DM 

24  Jun 

68 

MD  MS 

03 

6640 

MS-36088A 

NOTICE  1 

EA 

11  Jon 

88 

EA  MS 

99 

6640 

Crucible,  Filtering  And  Ignition,  And  Cover,  Laboratory  Validated  Jun  84 . 

NNN-C-680 

/DM 

22  Sep 

61 

AR  MS 

6640 

Crucible.  Filtering.  Loborotory  Gloss,  Gooch  Validated  Jan  8$  USER-ME . 

MS-36089B 

NOTICE  1 

EA 

11  Jon 

88 

EA  MS 

99 

6640 

Crucible.  Filtering,  Loborotory  Porceloin  Gooch  (Porous)  USER-MD  DM  REV-ME 

82 

Crucible,  Ignition,  Laboratory,  Metol . .  .. 

MS-36579A 

EA 

03  Feb 

84 

EA  MS 

99 

6640 

NNN-C-688 

/EA 

22  Ocl 

62 

EA  MS 

'>9 

6640 

Crucible,  Ignition,  Laboratory,  Metol  -  27  Feb  81  Validated  May  68 . 

ASTM  E785-81 
NOTICE  1 

EA 

27  Moy 

88 

EA 

.f 

6640 

Crucible,  Ignition,  Loborotory,  Acid-leoched  Gloss,  With  Tongue-type  Cover. 

MS-3S9688 

EA 

24  Moy 

88 

EA  MS 

99 

VaMaltd  May  SB  USER-CE  REV-MD  ME 

6640 

Crucible,  Ignition,  Loborotory,  Platinum,  With  Tongue-type  Cover.  USER-CE 

MS-35974C 

EA 

15  Sep 

88 

EA  MS 

99 

REV-ME  MD 

6640 

Crucible.  Ignition,  Laboratory,  Porceloin  Validated  May  88  USER-CE  REV-MD 

ME 

Crucible,  Ignition,  Loborotory,  Nickel,  With  Tongue-type  Cover.  USER-CE 

MS-35966B 

EA 

24  May 

88 

EA  MS 

99 

6640 

MS-35967C 

EA 

15  Sep 

88 

EA  MS 

99 

REV-ME  MD 

6640 

Crucibles,  Filtering  And  Ignition,  And  Covers,  Loborotory  Validated  Jen  79 . 

NNN-C-00680A 

/DM 

24  Moy 

72 

MD  MS 

03 

6640 

Culture  Collection  &  Transport  System  Validated  Jon  88  REV-03 . . 

MS-36596 

NOTICE  1 

EA 

11  Jon 

88 

EA  MS 

99 

6640 

Cup,  Blood  Sample  . . . 

MNN-C-1494A 

X 

27  Apr 

73 

6640 

Cup,  Porous  USER-MD  MS  DM  REV-ME . 

MS  36081 

EA 

30  Jun 

83 

MS 

99 

6640 

Cutoff  Machine,  Metollurglcol  Specimen,  Loboio  ory  USER-MD  MS  DM  REV  ME 

MS-36136 

EA 

30  Jun 

83 

MS 

99 

6640 

Cuvette,  Blood  Coogulation  (Polystyrene,  DiSposoble  . . . 

A-A-53391 

MB 

26  Feb 

88 

MD  MS 

03 

6640 

C"vetle.  Spectrophotometer  Validated  Jun  84  ..  . . . . 

MIL-C-36611 

DM 

26  Nov 

69 

MD  MS 

03 

6640 

Cuvette,  Spectrophotometer  Validated  Jun  84 . 

MII-C-36858A 

DM 

18  Aug 

78 

MD  MS 

03 

6640 

Cylinder,  Graduated  Polymelhylpentene  Plostic  REV-A.O  03 . 

MS-36483 

EA 

12  Feb 

82 

EA  MS 

99 

6640 

Cylinder,  Groduoted,  Laboratory  With  Stoppered  Mouth . 

MS-35947B 

EA 

10  Nov 

86 

EA  MS 

99 

6640 

C  inder,  Groduoted,  loborotory.  Polypropylene  Validated  Jun  84 . 

Mll-C-3622  > 

DM 

01  Jul 

64 

MD  MS 

03 

6640 

Cyli.  'er,  Groduoted,  loborotory,  1130  Ml  And  1205  Ml  Groduohons  And 

MS-35951A 

EA 

26  Mar 

69 

EA  MS 

99 

Morkings  (Borosiiicole  Glass)  Validated  Jun  86  USER-ME  PS  RE^'-MI 

6640 

Cylinder,  Groduoted,  Loborotory,  Gloss  USER-DM . 

A-A-50807 

/MB 

17  Apr 

81 

MD  MS 

03 

6640 

Cylinder,  Groduoted,  Loborotory,  With  Pourout  Mouth  (Borosilicote  Gloss) 

MS-35943B 

EA 

10  Nov 

86 

EA  MS 

99 

USER-ME  PS  REV-MI 

6640 

Cylinder,  Oroduoted.  loborotory,  Pr'vpropylene . . . .  . 

A-A-50999 

/MB 

14  Aug 

85 

MD  MS 

03 

6640 

Cylinder,  Groduoted  Polycorbonote  REV-MD  03 . 

MS-36484 

EA 

12  Feb 

82 

EA  MS 

99 

6640 

Cylinder,  Groduoted,  Loborotory . 

A-A-S1822 

DM 

20  Jul 

87 

EA  MS 

99 

6640 

Cylinder,  Groduoted  Polyethylene  Plastic  REV-MO  0.  . 

MS-36481 

EA 

12  Feb 

82 

EA  MS 

99 

6640 

Cylinder,  Ungroduoted,  Loborotory  . 

MS-35997C 

EA 

10  Nov 

86 

EA  MS 

99 

6640 

Desiccator  Plostic  REV-MD  03 . 

MS-36485 

EA 

12  Feb 

82 

EA  MS 

99 

6640 

Desiccator,  loborotory  And  Desiccotor  Plotes . 

NNN-D-001290 

t 

01  Dec 

69 

6640 

De»k,  Mierojcop,  USER  MD  MS  DM  REV-ME  OS  . 

MS-36148 

EA 

21  Jun 

83 

MS 

99 

6640 

Detector  Kit,  Water,  Automotive  And  Aviation  Fuels,  Copsule  (ndicotor 

MIL-0-36342B 

r;M 

17  Nov 

77 

MD  MS 

03 

Validated  Jun  84 

6640 

Detector  Kit,  Woter,  Automotive  •  Aviotion  Fuel  Validated  Mar  83  USER  ME 

MII-0-8I227B 

AS 

15  Dec 

76 

AV  AS 

99 

REV-MR  68  99  71 

6640 

Detector  Pod,  Free  Woter  REV-66  82  DM  . 

MIL-D-81248B 

AS 

30  Jun 

80 

AS 

99 

6640 

Dipper,entomologicol . 

A-A-53300 

MB 

21  Dec 

87 

MD  MS 

03 

6640 

Dish  Biologicol  Preporolten  Stender  Design  Validated  Jan  82  USER-ME  DM 

MS-363B2A 

EA 

17  Aug 

70 

EA  MS 

03 

REV-MD  99 


737 
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6640 

Oiih,  Anotjrtpco!  Weighing  USER*MS  DM  REV-ME  MD  OS . 

MS-3614P 

EA 

21  Jun 

83 

EA  MS 

99 

6640 

Dish,  &io<og*:ol  Preporo>:on  (Slender  Design)  VoUdoted  Jun  84  . 

MIL-D-36622 

DM 

19  Jan 

70 

MD  MS 

03 

6640 

Dish,  Biological  Stointng  Vahdated  Jon  62  USER*ME  CE  Ml  REV<MD . 

MS-363B3 

EA 

14  Dec 

67 

EA  MS 

99 

6640 

Dish,  Biologicol  Stoinlng,  Wi»h  ^roy  VaUdatfd  Jon  84  . 

DD  D  431D 

/DM 

03  Jon 

77 

MD  MS 

03 

6640 

Dish,  Biologicol  Sloining  (With  Troy)  . 

A-A-S3817 

MB 

01  Feb 

89 

MD  MS 

03 

6640 

Dish,  Crystolliiing  USER*MS  DM  REV  ME  MD  OS  . . 

MS-36)50 

EA 

21  Jun 

83 

EA  MS 

99 

6640 

Dish,  Culture,  Petri,  Top  And  Bottom,  Complete,  Disposable,  1(X)S  Validated 

Jun  84  REV-MB 

MIL-D  3642SB 

DM 

20  Jun 

78 

MD  MS 

03 

6640 

Dish,  Culture,  Pefn  Gloss  U5ER-OM  REV-MD  ME  03  . . . . . . . . . 

MS  36388B 

EA 

19  Feb 

82 

EA  MS 

99 

6640 

Dish,  Culture,  Petri  (Gloss)  . 

NNN-D-1478B 

•DP 

07  Mar 

78 

AR  MS 

03 

6640 

Dish,  Culture,  Petn  Plosiic  USER-DM  REV  MD  ME  03  . . 

MS  36389B 

EA 

19  Feb 

82 

EA  MS 

99 

6640 

Dish,  Culture,  Petri,  Top  And  Bottom,  Completed.  Sterile,  Disposoble  Validated 

Jun  84  REV-MB 

MIL-D-37738 

DM 

16  Jon 

77 

MD  MS 

03 

6640 

Dish,  Culture,  Petri,  Sterile,  Plost.c.  Disposable  .  . 

A  A  S08S3 

♦MB 

14  Oct 

82 

MD  MS 

03 

6640 

Dish,  Evaporating  Teflon  REV  MO  03  . . . . . . . 

MS -36486 

EA 

12  Feb 

82 

EA  MS 

99 

6640 

Dish,  Evoporoting,  Nonmetolhc  Validated  Mar  68  .  ..  . 

NNN-D-340A 

•EA 

26  Dec 

62 

EA  MS 

99 

6640 

Dish,  Evoporoting,  Platinum  USER-CE  REY-ME  MO . 

MS-35958C 

EA 

27  May 

88 

EA  MS 

99 

6640 

Dish,  Ev^iporatlng,  Platinum  Vaf‘dated  Jan  82  .  . 

NNN-D-345A 

/EA 

11  Jon 

63 

EA  MS 

99 

6640 

Dish,  Evoporoting  (Borosilicate  Glass/  USER-CE  REV-ME . 

MS.35959C 

EA 

27  Moy 

88 

•A  MS 

99 

6640 

Dish,  Evoporoting,  Porceloln  USER-CE  REV  ME  MD . . . 

MS-3S961C 

EA 

27  May 

88 

EA  MS 

99 

6640 

Dish,  Gum  Test  Validated  Jan  62 . 

NNN.O-350A 

/EA 

26  Dec 

62 

EA  MS 

99 

6640 

Dish,  Moisture  Determination,  Aluminum  USER  CE  RcV-ME  MD  82  . 

MS-3S965B 

EA 

16  Mor 

87 

EA  MS 

99  MB 

6640 

Disk,  Aluminum  Oxide  USER-MD  MS  DM  REV-ME  OS . 

MS-36151 

EA 

21  Jun 

83 

EA  MS 

99 

6640 

Disk,  Filtering,  Microporous,  Hydrosol  Type,  47  Mm.  Dicmeter.  1(X)  S  Validated 
Feb  82 

MILD-37005A 

DM 

29  Sep 

76 

MD  MS 

03 

6640 

Disk,  Filtering,  Microporous  USER-MD  DM  REV-ME  82  . 

MS-36S54A 

EA 

03  Feb 

84 

EA  MS 

99 

6640 

Disk,  Seitz  Filter  USER-ME  . 

MS-36099B 

EA 

07  Dec 

83 

EA  MS 

99 

6640 

Dispenser,  Lens  Poper  USER-MC  MS  DM  REV-ME  OS  . 

MS-36152 

EA 

21  Jun 

83 

EA  MS 

99 

6640 

Dispenser,  Reagent,  Plostic  REV-MD  03.  . . 

MS-36487 

EA 

12  Feb 

82 

EA  MS 

99 

6640 

Dispenser,  Sensitivitydiscs .  . . . 

A-A-51633A 

MB 

26  Jon 

87 

MD  MS 

03 

6640 

Dispenser,  Volumetric  USER-MD  MS  DM  REV-ME  OS  . 

MS-361S3 

EA 

21  Jun 

83 

EA  MS 

99 

6640 

Distilling  Apporatus,  Laborotory  Validated  Jun  84  USER-MR  REV-EA  99 . 

GG-D  465A 

/DM 

18  Feb 

77 

MD  MS 

03 

6640 

Distilling  Apparatus,  Laborotory  Water,  Unitized  Gloss... . 

MS-36197A 

EA 

27  Mor 

87 

EA  MS 

99 

6640 

Distilling  Apparotus,  Laborotory  Woter,  ElectricoHy  And  Steom  Heoted . 

MS-36196A 

NOTICE  1 

EA 

05  Dec 

86 

EA  MS 

99 

6640 

Distilling  Apparatus,  Laboratory  Kjeidohl,  Nitrogen  De^c'mtnotion  Twin  unit. 

Electric  REV-MD  AS 

MS-36199A 

EA 

27  Mar 

87 

EA  MS 

99 

6640 

Dtslilling  Trop,  Crankcase  Dilution . 

MS-36266A 

NOTICE  1 

EA 

05  Dec 

86 

EA  MS 

99 

6640 

Embedding  Compound,  Loborotory,  PoroHm  And  Plostic  Polymers  Validated  Feb 

MII.E-37007A 

DM 

09  Ocl 

75 

MD  MS 

03 

6640 

Embedding  Compound,  Loborotory  (Ooroffm  &  Plos<.c  Po'ymers)  . 

A-A  53536 

/Ml 

24  Jun 

88 

MDMS 

03 

6640 

Evaporotor,  Rotating  USER-MO  MS  DM  REV-ME  .  ..  . 

MS-36155 

EA 

20  -lun 

83 

EA  MS 

99 

6640 

Extraction  Assembly,  With  Friedrich  Condenser  . 

NNN.E-920A  (1) 

/EA 

02  Jul 

63 

EA  MS 

99 

6640 

Extraction  Assembly  (Soxhiet,  Medium  Size) . 

MS-36194A 

EA 

27  Mor 

87 

EA  MS 

99 

6640 

Extraction  Assembly  Volidn*»d  Feb  82.... .  .  . 

NNN.E-00920B 

/DM 

16  Feb 

67 

MD  MS 

03 

6640 

Filler,  Plpet  (Rubber)  . 

A-A-51803 

/MB 

17  Mor 

87 

MD  MS 

03 

6640 

Filler,  Plpet,  Rubber  . 

NNN-F-1486B 

/DM 

09  I'BOv 

78 

MD  MS 

03 

6640 

Filling  Attachment,  Test  Tube  Validated  Jun  87  USER-ME  REV-99  . 

MS-36166A 

NOTICE  1 

EA 

20  Jun 

69 

EA  MS 

6640 

Filter  Element,  Agent  Sompllng  Extroctor . 

MIL-F-37956 

DM 

21  Mor 

84 

EA  SH 

99 

6640 

Filter,  Seitz  USER-ME . 

MS-360988 

EA 

07  Dec 

83 

EA  MS 

99 

6640 

Flosk,  Boiling  Flot  Bottom  Validated  May  83  USER-ME  MC  PS  REV-MD  . 

MS-36054A 

EA 

15  Aug 

69 

EA  MS 

99 

6640 

Flask,  Boiling  Round  Bottom  Validated  May  83  USER-ME  MC  PS  REV-MD  . . 

MS-36055B 

EA 

01  Aug 

74 

EA  MS 

99 

6640 

Flask,  Bo'iing,  Florence .  . 

A-A-S1298 

/MB 

28  Jan 

86 

MD  MS 

03 

6640 

Flosk,  Culture  Kolle  Design  Validated  May  83  USER-ME  MC  PS  REV-MD  . 

MS-360S6A 

EA 

15  Aug 

69 

EA  MS 

99 

6640 

Flask,  Culture,  Plostic  USER  01  REV-MD  03 . . . 

MS-36488 

EA 

12  Feb 

82 

EA  MS 

99 

6640 

Floik,  Dewar  USER-ME  MC  PS  REV-MD . 

MS-36057C 

EA 

04  Ocl 

83 

EA  MS 

99 

6640 

Flask,  Distilling  Generol  Purpose  USER-MD  MC  MS  DM  REV-ME  AS  OS  82 . 

MS-36058B 

EA 

04  Ocl 

83 

EA  MS 

99 

6640 

Flask,  Distilling  Engler,  Soybolt,  And  Hempei  Designs.  Vohdoted  May  83 

USER-ME  MC  PS  REV-MD 

MS-36059A 

EA 

15  Aug 

69 

EA  MS 

99 

6640 

Flask,  Distilling  Three  Neck  Validated  May  83  USER  ME  MC  PS  REV-MD . . 

MS-36061A 

EA 

15  Aug 

69 

EA  MS 

99 

6640 

Flosk,  Erlenmeyer  Beoded  Or  Tooled  Rim  Validated  May  63  USER-ME  MC 

REV-MD  AS  PS 

MS-360628 

EA 

01  Aug 

74 

EA  MS 

99 

6640 

Flosk,  Erlenmeyer  With  Screw  Cop,  PlostV  REV-MD  03  . 

MS-36489 

EA 

12  Feb 

S2 

EA  MS 

99 

6640 

Flask,  Erlenmeyer  W/ground  Joint  Voliaated  May  83  USER-ME  MC  PS  REV-MD 

MS-36063A 

EA 

15  Aug 

69 

EA  MS 

99 

6640 

Flask,  Erlenmeyer  W/pennyhcad  Stopper  USER-MD  MC  DM  REV-ME  AS  82  .. 

MS  36064C 

EA 

04  Oct 

83 

EA  MS 

99 

6640 

Flosk,  Erlenmeyer  Iodine  Determination  Validated  May  83  USER  ME  MC  PS 

REV-  ^D 

MS-36065A 

EA 

15  Aug 

69 

EA  MS 

99 

6640 

Flosk,  Eryfenmeyer,  Graduated,  Plostic  Validated  ‘  'i . 

MIL-F.36747A 

DM 

25  Jul 

75 

MD  MS 

03 

604U 

tiosk,  t-i>tering  VoUdoted  May  dJ  UbbK-Mb  M'  /-MD . 

MS'36U66A 

fcA 

15  Aug 

OV 

tA  M5 

yy 

6640 

Flask,  Filtering,  Plastic  REV-MO  03  .  . 

MS-36490 

EA 

12  Feb 

82 

EA  MS 

99 

6640 

Flaik,  Xieldohl  long  Neck  Validated  May  S3  USER  ME  MC  PS  REV-MD . 

MS-36067A 

EA 

15  Aug 

69 

EA  MS 

99 

6640 

Flosk,  Kjeidohl,  (Borosilicate  Gloss) . 

A-A-S1109 

/MS 

29  Nov 

85 

MD  MS 

03 

6640 

Flosk,  Loborotory . 

NNN-F-240D 

•EA 

01  Sep 

76 

EA 

6640 

Flosk,  Volumetric  Validated  May  83  USER-ME  MC  PS  REV-MD . 

M5-36068A 

EA 

15  Aug 

69 

EA  MS 

99 

6640 

Flosk,  Volumetric,  Plastic  Validated  Jun  84  . 

MIL-F-36674 

DM 

06  Aug 

70 

MD  MS 

03 

6640 

Flosk,  Volumetric  Plostic  REV-MD  03 .  . 

MS-36491 

EA 

12  Feb 

82 

EA  MS 

99 

6640 

Flosk,  Volumetric .  . 

NNN-F-289D 

/EA 

07  Feb 

77 

EA  MS 

99 

6640 

Forcep,  Pinning.  Entomological  Specimen  Validated  Jun  84 . 

NNN-F-001601 

/DM 

19  Aug 

69 

MD  MS 

03 

6640 

Forceps,  Generol  Purpose,  Loborotory  USER-MD  DM  REV-ME . 

MS-361S7 

EA 

22  Jun 

83 

EA  MS 

99 

6640 

Forceps,  Microscope  Cover  Gloss  Validated  Jun  84  . 

NNN-F.(XI1643 

/DM 

01  Mor 

71 

MD  MS 

03 

6640 

Forceps,  MicroKope  Cover  Gloss . 

A-A-53609 

/MB 

11  Aug 

88 

MDMS 

03 

73S 
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6640 

Frame,  Laboratory  Apparotus  Support  USER'ME  MS  03  REV«M0  AS  OP  . 

MS-36014C 

EA 

04  Dec 

85 

EA  MS 

99 

6640 

Funnel  (Entomologicol) . . . . . 

A-A-53BI9 

MB 

06  Feb 

89 

MO  MS 

03 

6640 

Funnel  And  Bottle,  Entomological,  Berleie  Validated  Jon  8! . 

Mll-f -36899 

DM 

25  Sep 

72 

MO  MS 

03 

6640 

Funnel,  Common  Loborotory,  Polypropylene,  Ribbed  Validated  Jon  84 . 

NNN-F-001652 

/DM 

05  Aug 

70 

MD  MS 

03 

6640 

Funnel,  Common,  Laboratory  Smooth  Validated  May  73  USER*ME . 

MS-36084A 

EA 

04  Jun 

69 

EA  MS 

99 

6640 

Funnel,  Common,  Loborotory  Polyethylene,  Outside  Ribbed  Validated  Jon  64  .  . 

MIL-F-36748 

OM 

05  Mar 

71 

MD  MS 

03 

6640 

Funnel,  Common,  Loborotory  USER*MD  DM  REV*ME  82. . . . 

MS  36577A 

EA 

03  Feb 

84 

EA  MS 

99 

6640 

Funnel,  Common,  Loborotory  (Ribbed,  Polypropylene) . 

A.A.51212 

/MB 

05  Dec 

85 

MD  MS 

03 

6640 

Funnel,  Common,  Loborotory,  Analyticol  USER*M0  DM  REV  ME  82 . 

MS-36578A 

EA 

03  Feb 

84 

EA  MS 

99 

6640 

Funnel,  Faltering,  Loborotory  (Porcelain,  Buchner)  Validated  Nov  67  USER-ME 

MS-36093A 

EA 

30  Nov 

87 

EA  MS 

99 

NOTICE  1 

6640 

Funnel,  Filtering,  Loborotory,  Gloss.  Buchner  Type . 

DDF-776C 

t 

9  Nov 

60 

6640 

Funnel,  Filtering,  Loborotory  (Gloss,  Buchner)  Validated  Nav  87  USER'ME. 

MS-36092A 

EA 

30  Nov 

87 

EA  MS 

99 

NOTICE  1 

6640 

Funnel,  Filtering,  Loborotory,  Proceloin,  Buchner  Type  Validated  Jon  64 

DD-F.786C 

/DM 

4  Nov 

60 

MD  MS 

03 

USER  MR  REV-EA  99 

6640 

Funnel,  Filtering,  Loborotory  (Gloss,  Tube  Type)  USER-ME . 

MS-36094B 

EA 

07  Dec 

83 

EA  MS 

99 

6640 

Funnel,  Seporatory  Validated  Mar  68 . 

NNN-F-BOOA 

/EA 

05  Nov 

62 

EA  MS 

99 

6640 

Funnel,  Seporatory,  Globe  Shaped  USER-MO  MS  OM  REV-ME  AS . 

MS-36245 

EA 

04  Ocl 

83 

EA  MS 

99 

6640 

Funnel,  Separotory,  Peor  Shaped  USER-MO  MS  OM  REV-ME  AS  OS  82 . 

MS-3S9488 

EA 

04  Oct 

83 

EA  MS 

99 

6640 

Funnel,  Separotory,  Cylindrical  Shape  (3oros(licate  Gloss).  USER-MS  DM 

MS-35949B 

EA 

04  Oct 

83 

EA  MS 

99 

rev-me  as  os 

6640 

Funnel.  Seporatory,  For  Single  Drops  USER-MD  MS  OM  REV-ME  AS  82 . 

MS-35950C 

EA 

25  Jon 

84 

EA  MS 

99 

6640 

Furnace  Combustion  Tube,  Loborotory  USER-MD  MS  DM  REV-ME . 

MS-36158 

EA 

22  Jun 

83 

EA  MS 

99 

6640 

Furnace,  Muffle,  Loborotory  USER-MD  MS  DM  REV  ME . 

MS-36)87 

EA 

22  Jun 

83 

EA  MS 

99 

6^^  :0 

Gloss  (Loborotory)  Validated  Jon  84  USER-MR  ME  REV-MI  EA . 

DD-G-54IB 

/DM 

12  Jon 

66 

MD  MS 

03 

INT  AMD  1 

6640 

Gloss  Tubing  Assortment .  .  . . .  . 

A-A-51076 

/MB 

29  Ocl 

85 

MD  MS 

03 

6640 

Gloss  Tubing,  Round,  Copillory  Validated  May  87  USER-ME  Ml  CE  REV  MD  ... 

MS-36078 

EA 

21  Jun 

61 

EA  MS 

99 

NOTICE  1 

6640 

Gloss  Tubing,  Round,  Stondord  Well  USER-MI  CE  ME  REV-MD . 

MS-36079B 

EA 

07  Dec 

83 

EA  MS 

99 

6640 

Gloss  Wool,  Filtering  USER-ME  REV-MB . . .  .  . . . 

MS-360958 

EA 

11  Feb 

88 

EA  MS 

99 

6640 

Glosses  In  Laboratory  Apparatus,  Stondord  Specificotion  For  -  29  Jul  83 

ASTM  E438-83 

YO 

30  Apr 

86 

ME  YD 

99 

USER-MC  71  82  OM  REV-03 

:0 

Oroduote.  Liquid,  Laboratory,  Polyoropylene  Validated  Jon  84 . 

MIL-G-36805 

DM 

12  Nov 

71 

MD  MS 

03 

INT  AMD  1  (DM) 

6640 

Groduote.  Liquid,  Loborotory,  Corrosion-resistant  Steel,  Cylmdricol.  USER-MD 

MS-359548 

EA 

04  Oct 

83 

EA  MS 

99 

MS  OM  REV-MI  ME  82 

6640 

Groduote,  Liquid,  Loborotory,  Plastic .  . . . 

NNN-G-690 

/EA 

19  Feb 

63 

EA  MS 

99 

6640 

Groduote,  Liquid,  Loborotory,  Gloss,  Conicol  USER-ME  PS  REV-MI  YD  82 . 

MS  3S9S68 

EA 

04  Dec 

85 

EA  MS 

99 

6640 

Groduote,  Liquid,  Loborotory,  (Borosilicote  Gloss) . . . . . 

A-A-51344 

/MB 

17  Mot 

86 

MD  MS 

03 

6640 

Groduote,  Liquid,  Loborotory  And  Phormoceuticol,  Gloss  USER-MI  $M  REV-MD 

NNN.G-692C 

•DP 

10  Feb 

77 

AR  MS 

MS  OP 

INT  AMD  1 

6640 

Groduotes,  Liquid  Loborotory,  Corrosion  Resisting  Metal  Validated  Feb  82 

MII-G-36614A 

DM 

28  Jon 

76 

MD  MS 

03 

6640 

Grid,  Wire  Gouze,  Loborotory,  Ploin  USER-ME  AS  03  REV-MD . 

MS-36015C 

EA 

04  Dee 

85 

EA  MS 

99 

6640 

Grid,  Wire  Gauze,  Loborotory  Validated  Mar  68  . 

NNN.G-698A 

-EA 

14  Feb 

63 

EA  MS 

99 

6640 

Grid,  Wire  Gauze,  loborotory,  Ceromic  Center  Patch  USER-ME  03  REV-MD  AS 

MS'36016C 

EA 

04  Dec 

85 

EA  MS 

99 

6640 

Grid,  Wire  Gauze.  Loborotory . 

AA-53820 

MB 

06  Feb 

89 

MD  MS 

03 

6640 

Grinder,  Hand,  Loborotory  USER-MO  MS  OM  REV-ME  . 

MS-36209 

EA 

22  Jun 

83 

EA  MS 

99 

6640 

Healer,  Electncol  Validated  Jan  88  ...  . 

MS-36346 

EA 

n  Jon 

88 

EA  MS 

99 

NOTICE  ) 

. 

6640 

Holder,  Anaerobic  Jor  &  Strip  Rock  . 

A  A  53413 

/MB 

24  Mor 

88 

MD  MS 

03 

6640 

Holder,  Buret  Double  USER  MD  AS  82  DM  REV-ME  DP  . 

MS-360i7C 

EA 

04  Oct 

83 

EA  MS 

99 

6640 

Holder,  Filtering,  Crucible  (Bailey)  USER  ME . 

MS  36090A 

EA 

05  Dec 

86 

EA  MS 

99 

NOTICE 

6640 

Holder,  Filtering,  Crucible  (Wolter)  USER-ME  REV-NS  . 

MS-36091B 

EA 

16  Mor 

87 

MS 

99  MB 

6640 

Holder.  Funnel,  Laboratory  USER-MD  MS  DM  REV-ME  03 . 

MS-36406 

EA 

26  Jut 

82 

EA  MS 

99 

6640 

Holder,  Laboratory  Needle,  Inocuioling,  Koile,  10  Inch  VaUdated  Jon  81 

Mll-H-36973 

DM 

30  Moy 

73 

MD  MS 

03 

6640 

Holder.  Laboratory  Needle  (Dissecting) . 

A-A-53056 

MB 

10  Juf 

87 

MO  MS 

03 

6640 

Holder,  Microporous  Bactenol  Filtering  Disk  Validated  Jon  84  REV  MB 

MIL.H-36376B 

DM 

17  Aug 

78 

MDMS 

03 

6640 

Hood,  Fume,  Loborotory.  Stainless  Steel  Models. . 

MS-36232 

EA 

22  Jun 

83 

EA  MS 

99 

6640 

Hood,  Fume,  Loborotory,  Steel,  Corbon,  Models  . 

MS -36233 

EA 

22  Jun 

83 

EA  MS 

99 

6640 

Hood,  Fume,  Loborotory,  Fibergioss  Models  USER-MO  MS  DM  REV-ME  . 

MS  36224 

EA 

22  Jun 

83 

EA  MS 

99 

6640 

Hot  Plolej  USER-MO  OM  REV  ME  03 .  . 

MS  36515 

EA 

30  Apr 

82 

EA  MS 

99 

6640 

Ice  Moking  Mochine  Carbon  Dioxide  USER-MO  OM  REV-ME  03 . 

MS-36507 

EA 

30  Apr 

82 

EA  MS 

99 

6640 

Immersion  Oil,  Microscopy  Validated  Jon  81 . 

MIL-I-36698A 

DM 

23  Jun 

75 

MD  MS 

03 

6640 

Incubotor,  Bocteriologicol  Validated  Feo  82 . 

GG-I-488C 

/DM 

08  Sep 

76 

MD  MS 

03 

6640 

Incubotor,  Bacteria  &  Egg  tncubofion  USER-MO  MS  DM  REV-ME . 

MS-36234 

EA 

22  Jun 

83 

EA  MS 

99 

6640 

Incubator,  Bocteriologicol,  Sr  oil,  115  Volt,  50/60  Hz.  Ac  Validated  Feb  82 

MIL  1  37078 

OM 

04  Mor 

74 

MD  MS 

03 

6640 

Incubator.  Bocteriologicol  Gravity  Connection  REV-MD  Ab  YD  U3  Mb 

MS 

£a 

ToTcd 

00 

cA  Mo 

6640 

Incubator,  Bocteriologicol,  Smoil  . . 

GG-l-488/1 

* 

08  Sep 

76 

MO  MS 

03 

6640 

Incubotor,  Bocteriologicol,  Medium  . . . . . 

CG  1  488/2 

* 

08  Sep 

76 

MD  MS 

03 

6640 

incubotor,  Bocteriologicol,  Lorge  .  .  .  . . 

GG  1-488/3 

* 

08  Sep 

76 

MD  MS 

03 

6640 

Investigation  Kit,  Sexuol  Assoult  Determination  (Prepockoged) . 

MILI-47n44 

MB 

31  Jul 

87 

MO  MS 

03 

6640 

Jor  &  Lid,  Pipette  Plostic  REV-MD  03 .  . 

MS  36.93 

EA 

12  Feb 

82 

EA  MS 

99 

6640 

Jor,  Anaerobic  Culture  Apporolus .  . 

A-A  53.  !S 

/MB 

25  Mor 

88 

MD  MS 

03  OM 

6640 

Jor,  Bell  (Gloss  And  Plosiic  Style)  REV  DM  DP  . 

MS-362V5B 

EA 

10  Apr 

87 

EA  MS 

99  MB 

6640 

Jor,  Biologicol  Staining.  Coplm  Validated  Jon  84  REV  EA.... . 

0D-J-n2B 

/DM 

03  No, 

76 

MD  MS 

03 

6640 

Jor,  Biologicol  Sioining  Validated  Jan  62  USER  ME  DM  REV  MD 

MS-36384A 

EA 

37  Aug 

70 

EA  MS 

03 

6640 

Jor,  Chromotogrophy,  Loborotory  USER-MD  MS  DM  REV  ME . 

MS-36235 

EA 

22  Jun 

83 

EA  MS 

99 

6640 

Jor,  Cylindneo!  Validated  Feb  82 . 

NNN-J  35B 

'DM 

06  Aug 

75 

MD  MS 

03 

6640 

Jor.  Cylindricol,  Loborotory  USER-MD  AR  ME  NM  CG  OH  REV-OM  DP 

MS-36296B 

EA 

10  Apr 

87 

EA  MS 

99  MB 

739 


FSC  LISTING 


fSC  TITLE 

6640  Jar,  Ptpet . . . 

6640  Jor,  Screw  Cop  USER-MD  MS  DM  REV-ME . 

6640  Jor,  Screw  Cop  (Pothologicol  Specimen) . 

6640  Jor,  Screw  Cop  (Polhologicol  Specimend).  . 

6640  Jug  With  Faucet  Plostic  REV'MD  03 . . . 

6640  Jug,  Aspirotor  Plottic  REV,MD  03 . . . 

6640  Knivtt,  Microtome  Validated  Jun  84  REV*MB . 

6640  Loborotory,  Airmobile,  Aviotion  Foe!  . 

6640  Loborotory.  Petroleum,  Semitroiler  Mounted  REV-MO  EA  AR . 

6640  Loborotory,  Petroleum  Boie  Validated  Mar  73  . 

6640  Lid,  Anaerobic  Cuitureopporotus  . . . 

6640  Litmui  Paper,  Acs  Validated  Mar  88  USER-MI  CE  REV-ME  03 . 

6640  Loop,  Inoculating,  Loborotory,  Quontitotive,  0.01  Ml  Validated  Jun  84  REV  MB 

6640  Mailer,  Slide,  Microscope  USER-MO  OH  REV-ME  03  . 

6640  Moiling  Cose  Section,  Microscope  Slide,  Chipboard  I2S  Validated  Jun  P t  . 

6640  Mailing  Cose,  Laboratory  Specimen . . . . 

6640  Montle,  Heating,  Electricol,  Resilient  Gloss  Fabric,  Sphericol  Vuliaated  feb  85.... 
6640  Montle,  Heating,  Electric,  Resilient  Gloss  Fabric,  Hemispherical  Validated  Feb  85 
6640  Montle,  Heoting,  Electricol,  Table  Model,  Without  Built  In  Temperature  Control 
Validated  Feb  85 

664C  Membrane  Tubing,  Dialysis  USER-MD  MS  DM  REV-ME  . 

6640  Microburet,  Koch  Type  (Issue  Controlled-requests  By  Other  Than  Dod  Activity 
Must  Be  Submitted  Via  The  Preporing  Activity  OI  The  Spec.)  Validated  Mat 
82 

6640  Microtome  -  Rotory  Type  REV-ME  MO  YD  AS  . . . . 

6640  Microtome,  Rotary,  Automotic,  Refrigeroled  Validated  Jun  81  . 

6640  Microtome,  Rotory,  Automatic  Validated  Jun  84 . 

6640  Mill,  Boll  Bi  Jor,  Loborotory  USER-MD  MS  DM  REV-ME . 

6640  Mill,  Loborotory  USER-MD  DM  REV-ME  82  . 

6640  Mill,  Motorized,  Loborotory  USER-MD  MS  DM  REV-ME . . . 

6640  Mixing  Chamber,  Electric  Food  Blender  USER  MD  DM  REV-ME  03 . 

6640  Mortar  And  Pestle  Validated  Mat  68  USER-CE  RE'.'-MD . 

6640  Mouthpiece.  Pipetting  . 

6640  Net,  Insect  Validated  Jun  84  REV-MB . . . 

6640  Object  Disk,  Microtome  Validated  Jun  81 . 

6640  Object  Disk,  Microtome  &  Specimen  Holder  Validated  Jul  88  REV-ME  MD  AS  .. 

6640  Oven,  Loborotory . 

6640  Oven,  Laboratory  Gravity  Convection  Validated  Jan  88  REV-MD . 

6640  Oven,  Loborotory . 

6640  Oven,  Laboratory,  Forced  Air,  Mechonicol  Convection  USER-MD  MS  DM 
REV-ME  AS  82 

6640  Oven,  Loborotory,  Rodiont/grovity  C  zn  'Ction  USER-MD  MS  DM  REV-ME  AS 
82 

6640  Pan,  Biologicol,  Staining  Validated  Jun  81  . 

6640  Popep,  lent  Validated  Nay  87  USER-MI  REV-MD  ME  . 

6640  Paper,  Filter  (Anolyticol)  Validated  Jan  88  USER-ME  REV-NS . 

6640  Paper,  Filter  And  Lens,  4X6  Inches,  I2S  Validated  Feb  82 . 

6640  Paper,  Filter  Medio,  Roll-type  .  . 

6640  Paper,  Filter  Qualitative  (Swipe  Material)  Validate!  4 . . . 

6640  Paper,  Filter,  Anolyticol  Validated  Feb  82  USER-X  sE\  40  DP  . 

6640  Poper,  Lens  USER-MD  REV-ME  03  02 . 

6640  Poper,  Lens  USER-MI  OS  REV-AR  EA  MD  ME  . 

6640  Phormoceuticol  Groduote  Plastic  REV-MD  03  . . . 

6640  Pin,  Insect  Tronsfixion  . 

6640  Pipel  Tip,  Blood  And  Plasma  Coogulolion  Timer . 

6640  Pipet,  Bocteriologicol  (Posteur  Type) . 

6640  Pipet,  Blood  Chemistry  (Micro-folln) . 

6640  Pipet,  Blood  Diluting  -  25  Feb  1983  . 

6640  Pipet,  Blood  Diluting  Thomo  And  Sohli  Oeslgnt  REV-MD  ME  OS  YD  82 . 

6640  Pipet,  Blood  Diluting  -  25  Feb  1983  . 

6640  tipet.  Blood,  Diluting . 

6640  Pipet,  Ditposoble  Posteur  Type,  Standard  Specification  For  -  3  MAR80 . 

6640  Pipet,  Dropping  (Plostic,  Disposoble) . 

6640  Pipet,  Dropping  Generol  Purpose  REV-MD  ME . 

6640  Pipet,  Dropping  Validated  Aug  88  USER-MD  DM  REV-ME  03 . 

6640  Pipet,  Measuring,  Polypropylene  USER  MO  DM  REV-ME  03 . 

6640  Pipel  Nonvolumetric  Disposable  Validated  Jan  88  REV-MD  ME . 

6640  Pipet,  Plastic,  Disposoble,  Sterile  Validated  Jun  84 . 

6640  Pipet,  Serological  Polypropylene  Validated  Jan  88  USER-MD  DM  REV-ME  03  ... 

6640  Pipet,  Se'ologicol  (Disposable,  Sierlie; . 

6640  Pipel,  Serological,  General  Purpose  And  Kahn  Types  USER-ME  MS  DM 
REV-ME  OS  82 

6640  Pipet,  Se-ologicol,  Sterile.  Disposable,  Gloss  Validated  Jun  84 . 

6640  Pipet,  Serologicol,  Sohli  Hemoglobin  Validated  Jun  34 . 

6640  Pipet,  Serologicol,  Sohli,  Diluting,  Hemoglobinometer,  0.02  Mi,  Validated  Jan 
79 


DOCUMENT 

NUMBER 

A  A  5370) 

MS-36236 

A-A-53559A 

A  A -0053559 

M5-36494 

MS-36492 

Mll-K-363nC 

MIL-L-52733A 

MII-L-51050B  (2) 

MIL  L  50096A  (1) 

A-A-53514 

MS-36253B 

NOTICE  1 

Mll-l-37661 

MS-36I46A 

MIL  M-36997 

A-A  51725 

MS-36220 

MS-36221 

MS-36223 

MS-36239 
MIL-M-21908  (2) 


MS-36322B 

MIL-M-36582A 

MIL-M-363)4B 

MS-36242 

MS-36359 

MS  362)0 

MS-3651) 

NNN.M-560 

A  A-53455 

JJ  N.)7)C 

MIL-0-363)2 

MS-36324A 

NNN-O.00))9)  0) 

MS-3635)A 

NOTICE  1 

A.A-53071 

MS-36)54 

MS.36355A 

MIL-P-002240B 

NNN  P-40B 

NOTICE  ) 

MS-36097C 

NOTICE  1 

MIL-P-36728B 

MIL-P-21386E 

MILP-36745 

INT  AMD-)  (DM) 

NNN.p.)475B 

MS-36508 

A.A.50177 

MS-36495 

A-A-53125 

A-A-5)798 

A-A-53058 

NNN-P-385C 

ASTM  E788-83 

MS-35979B 

ASTM  D788  83 

A.A-50812 

ASTM  E732-80 

A-A.53199 

MS  36573A 

MS-36370 

NOTICE  1 

MS-36504 

MS-36575 

MIL-P-0036599 

MS-36587 

NOTICE  1 

A-A-50869 

MS-35982B 

MIL-P-366688 
NNN-P.1482A 
NNN-P.00I482B 
INT  AMO  )  (DM) 


PREP  DATE 

MB  20  Sep  88 
EA  22  Jun  83 
MB  IS  Dec  88 
/MB  22  Jul  88 
EA  12  Feb  82 
EA  12  Feb  82 
DM  16  Aug  78 
ME  01  Jul  86 
ME  0)  Nov  77 
ME  07  Oct  64 
/MB  01  Jun  88 
EA  24  Mar  88 

DM  30  Mar  78 
EA  01  Jul  88 
DM  07  Aug  73 
/MB  27  Oct  86 
EA  22  Jun  79 
EA  22  Jun  79 
EA  22  Jun  79 

EA  22  Jun  83 
SH  0)  Jun  70 


EA  20  Sep  88 
DM  05  Jun  75 
DM  09  Oct  76 
EA  22  Jun  83 
EA  05  Jon  83 
E.-.  22  Jun  83 

EA  30  Apr  82 
/EA  26  Oct  62 
MB  )2  Apr  88 
/DM  16  Nov  77 
DM  30  Oct  64 
EA  31  Mar  81 
•  01  Feb  77 

EA  11  Jon  88 

DM  20  Jul  87 
EA  13  Oct  83 

EA  13  Oct  83 

DM  05  Jon  68 
/GL  06  Nov  87 

EA  II  Jon  88 

DM  03  Sep  76 
EC  07  Jun  85 
DM  IS  Mor  71 

/DM  18  Jun  76 
EA  30  Apr  82 
GL  05  Oct  88 
EA  12  Feb  82 
MB  07  Aug  87 
MB  01  Moy  87 
MB  13  Jul  87 
•DP  IS  Apr  78 
MB  30  May  86 
EA  16  Mor  87 
/MB  30  Moy  86 
•MB  05  Aug  81 
MB  13  Dec  85 
MB  28  Sep  87 
EA  22  Jon  88 
EA  17  Auq  88 

EA  14  May  82 
EA  1)  Jon  88 
DM  21  Nov  69 
EA  1 1  Jon  88 

/MB  01  Jun  83 
EA  04  Oct  83 

DM  31  Mor  77 
•DM  19  Mor  70 
/DM  18  Oct  72 


custodian 

MDMS  03 
EA  MS  99 
MD  MS  03 
MDMS  03 
EA  MS  99 
EA  MS  99 
MDMS  03 
ME 
ME 
ME 

MD  MS  03 
EA  MS  99 

MD  MS  03 
EA  MS  99 
MDMS  03 
MOMS  03 
EA  MS  99  MB 
EA  MS  99  MB 
EA  MS  99  MB 

EA  MS  99 
SH 


EA  MS  99 
MDMS  03 
MDMS  03 
EA  MS  99 
EA  MS  99 
EA  MS  99 
EA  MS  99 
EA  MS  99 
MO  MS  03 
MD  MS  03 
MDMS  03 
EA  MS  99 
MD  MS  03 
EA  MS 

EA  MS  99 
EA  MS  99 

EA  MS  99 

MDMS  03 
GL  MS  82 

EA  MS  99 

MD  MS  03 
EC 

MOMS  03 

MD  MS  03 
EA  MS  99 
GL  MS  82 
EA  MS  99 
MDMS  03 
MDMS  03 
MDMS  03 
AR  MS  03  DM 
MDMS  03 
MS  99  MB 
MOMS  03 
MDMS  03 
MDMS  03 
MDMS  03 
EA  MS  99 
EA  MS  99 

EA  MS  99 
EA  MS  99 
MDMS  03 
EA  MS  99 

MOMS  03 
EA  MS  99 

MD  MS  03 
MDMS  03 
MD  MS  03 


FSC  LISTING 


DOCUMENT 


FSC 

TITLE 

NUMBER 

PREP 

DATE 

CUSTODIAN 

6640 

Prpef,  Strologicol  (Kahn) . . . 

A-A-51794 

ME 

08  Jun 

87 

MD  MS 

03 

6640 

Pip«t,  Strologicol,  Kahn . 

A-A0051794 

/MB 

02  Feb 

87 

MD  MS 

03 

6640 

PIptt,  Strologicol,  Sorosilicott  Glo$» . . . . . . . 

A-A-51795 

/MB 

02  Feb 

87 

MO  MS 

03 

6640 

Pipet,  Volumttric,  Micro  Kirk  Dttign  REV-ME . 

MS-3S986B 

EA 

21  Ocl 

83 

EA  MS 

82 

6640 

Piptt,  Volumttric/tronifer,  Polypropyltnt  USER-MD  DM  REV-ME  03 . 

MS-36503 

EA 

14  Moy 

82 

EA  MS 

99 

6640 

PiptI,  Volumttric,  Micro,  Long&Itvy  Dttign  Validated  Jan  82..... .  . . 

NNN.P.392 

^EA 

14  Ocl 

64 

EA  MS 

99 

6640 

Piptt,  Volumttric  (Micro) . . . . . 

A-A-53588 

MB 

15  Jul 

88 

MD  MS 

03 

6640 

Piptt,  Volumttric  (Trontftr)  Validated  Jun  84  REV -99 . . . . . 

NNN-P-39-SD 

•DM 

24  Feb 

78 

MOMS 

03  DM 

6640 

Piptttt,  Mtoiuring,  Gtntrol  Purpost  REV>ME  OS  YO  82 . 

MS  359808 

EA 

16  Mor 

87 

EA  MS 

99 

6640 

PipeItt,  Milk  And  Crtom  Exommotion  Validated  Jon  84 . . . 

DD-P-371A 

/DM 

21  Jon 

S4 

MD  MS 

03 

6640 

Piptitt,  Strologicol,  Oiwold&tolin  Dttign  Validated  Feb  73  REV-MD  ME  . 

MS-3S983A 

E.\ 

14  Jul 

69 

EA  MS 

99 

6640 

Pip«tt,,  Volumttric  USER-ME  REV-ME  MD  YD . 

MS-3S9BS8 

EA 

04  Dec 

85 

EA  MS 

99 

6640 

Pipttting  Mochint,  Stmi-outomotic  Validated  Feb  82 . 

MIL-P-366378 

OM 

03  Jun 

76 

MO  MS 

03 

6640 

Platt  Counting,  Bocttriologicol  . . . . 

A-A-S3664 

MB 

02  Sep 

88 

MD  MS 

03 

6640 

Platt,  Otticcotor.(non-tvocuating)  USER-MI  . . . 

MS-362 12A 

EA 

22  Jon 

88 

EA  MS 

6640 

Plott,  Spot  TttI,  Whitt  Proctloin  Validated  Feb  82 . . . .  . . ... 

NNN-S-636C 

/DM 

06  Aug 

75 

MD  MS 

03 

6640 

’’i  Spot  Teit  ValidaM  Mor  88  USER-CE  Ml  REV-MD  03 . 

MS-36250B 

EA 

17  Feb 

82 

EA  MS 

99 

6640 

F..1U  Tiiiut  Culture  USER-MD  MS  DM  REV-ME . 

MS-36243 

EA 

20  Jul 

83 

EA  MS 

99 

6640 

Polither-'grindtr,  Metolluricol  Sptcimtn,  Loborotory  USER-MO  MS  DM  REV-ME 

MS-36244 

EA 

20  Jul 

83 

EA  MS 

99 

os  82 

6640 

Prttt,  Sptcimtn  Prtporotion,  Loborotory  USER-MO  MS  OM  REV-ME . 

MS-36246 

EA 

20  Jul 

83 

EA  MS 

99 

6640 

Pump,  Acid,  Hand  Validated  Jan  88  USER  C£  Ml  ME . . . 

MS-36080A 

NOTICE  1 

EA 

1 1  Jon 

88 

EA  MS 

99 

6640 

Pump,  Circulating,  120/230  Volt,  SO/60  Hz  AC  USER-MD  MS  03  REV-MO  MS 

03 

Pump,  Periitoltic  USER  MO  MS  DM  REV  ME  . . . 

MllP-42063 

MB 

IS  Aug 

88 

MD  MS 

03 

6640 

MS-36S89 

EA 

20  Jul 

83 

EA  MS 

99 

6640 

Pump,  Piptt,  Automatic  USER-MD  OM  REV-ME  03 . 

MS-36371A 

EA 

31  Ocl 

88 

EA  MS 

99 

6640 

Pump,  Syringe  USER-MD  DM  REV-ME  . . . . . . . 

MS-36590 

EA 

20  Jul 

83 

MS 

99 

6640 

Rock,  Drying  Loborotory  USER-MD  MS  DM  REV-ME  03 . . . 

MS-36394 

EA 

26  Jul 

82 

EA  MS 

99 

6640 

Rock,  Drying,  Loborotory  USER-MO  MS  DM  REV-ME  03 . 

ME-36399 

EA 

26  Jul 

82 

EA  MS 

99 

6640 

Rock,  Funnel,  Loborotory  USER-MD  MS  DM  REV-ME  03  . . . 

MS-364C7 

EA 

26  Jul 

82 

EA  MS 

99 

6640 

Rock,  '  ,el.  Laboratory  USER-MO  OM  REV-ME  03 . 

MS  .36JS0 

EA 

26  Jul 

82 

EA  MS 

99 

6640 

Rock,  Pipet  USER-MD  DM  REV-ME  03 . 

MS-3639i 

EA 

26  Jul 

82 

EA  MS 

99 

6640 

Rock,  Pipet  USER  MD  MS  DM  REV-M.  03 . 

MS-36392 

EA 

26  Jul 

82 

EA  MS 

99 

6640 

Rock,  Pipet  USER-MD  MS  OM  REV-ME  03 . 

MS  36401 

EA 

27  Jul 

82 

EA  MS 

99 

6640 

Rock,  Pipet  Woiher  USER-MO  MS  OM  REV-ME  03 . 

MS-36393 

EA 

26  Jul 

82 

EA  MS 

99 

6640 

Rock,  Pipet,  Woiher  USER-MD  MS  DM  REV-ME  03 . 

MS-36400 

EA 

26  Jul 

82 

EA  MS 

99 

6640 

Rock,  Sedimentation,  Blood  USER-MO  MS  DM  REV-ME  03 . 

MS-36413 

EA 

26  Jul 

82 

EA  MS 

99 

6640 

Rock,  Test  Tube  Loborotory  Validated  Jon  84 . . . 

NNN-R-005S  (1) 

/DM 

30  Jun 

71 

MD  MS 

03 

6640 

Rock,  Test  Tube,  Loborotory  USER-MO  OM  REV-ME  03 . 

MS-36385 

EA 

26  Jul 

82 

EA  MS 

99 

6640 

Rock,  Teit  Tube,  Laboratory  USER-MD  OM  REV-ME  03  . 

MS-36386 

EA 

26  Jul 

82 

EA  MS 

99 

6640 

Rock.  Test  Tube,  Loborotory  Wintrobt,  Enomtltd  Stttl,  )0  Tube  USER-DM . 

A-A-50805 

/M8 

17  Apr 

81 

MD  MS 

03 

6640 

Rock,  Test  Tube,  loborotory  Steel  Wirt,  Rigid  Type  Validated  Oct  74  USER-ME 

MS-36172A 

EA 

20  Jun 

69 

EA  MS 

99 

6640 

Rock,  Test  Tube,  Laboratory,  Wintrobt,  Enomtltd  Stttl,  10  Tube  Validated  Jon 

Mll-R-37624 

DM 

30  Sep 

77 

MD  MS 

03 

84  REV-MB 

6640 

Rock,  Test  Tube,  Laboratory  Folding,  Aluminum  VoFdated  Feb  74  USER-ME . 

MS-36I63A 

EA 

20  Jun 

69 

EA  MS 

6640 

Rock,  Test  Tube,  Laboratory  . . . . . . . 

A-A-51000 

/MB 

08  Aug 

85 

MDMS 

03 

6640 

Rock,  Test  Tube,  Laboratory  Wotstr.mon  Type  USER-ME  REV-DM  MB . . . 

M5-36171B 

EA 

11  Feb 

88 

EA  MS 

03 

6640 

Rock,  Test  Tube,  Loborotory,  Epoxy  Cooted  Wirt,  40  Tube  Validated  Jon  84  .... 

Mll-R-37640 

DM 

09  Feb 

77 

MD  MS 

03 

6640 

Rock,  Test  Tube,  Laboratory,  Polypropylene  Validated  Jon  84 . 

MIL-R-0036837A 

DM 

25  Ocl 

72 

MD  MS 

03 

6640 

Rock,  Test  Tube,  Laboratory  Validated  Feb  82 . 

MIL-R-37208 

DM 

05  Feb 

76 

MD  MS 

03 

6640 

Rock,  Test  Tube,  Loborotory,  Polypropylene  Validated  Jon  81  . 

MIL-R-36837 

DM 

31  Moy 

72 

MD  MS 

03 

6640 

Rock,  Thermometer  USER-MD  MS  DM  REV  ME  03 . 

MS-36408 

EA 

26  Jul 

82 

EA  MS 

99 

6640 

Reodtr,  Mlcrohemotocrit . . . . . . . 

A-A-53872 

MB 

24  Mor 

89 

MD  MS 

03 

6640 

Recommended  Procfict  For  Gloss  Ph  A  Rtftrtnce  Electrodes  ♦  74  REV  MO  ME 

YD 

Retriever,  Stirring  Bor  USER-MD  DM  REV-ME  03 . 

SAMA  All. 1-74 

EA 

23  Dec 

74 

EA  MS 

99 

6640 

MS-36459 

EA 

26  Jul 

82 

EA  MS 

99 

6640 

Ring,  Loborotory  Apporatui  Support,  Closed  Type  W/integrol  Clomp  . 

M5-35944C 

EA 

10  Nov 

86 

EA  MS 

99 

6640 

Ring,  Loborotory  Apporotus  Support,  Closed  Extension  Type  USER-ME  REV-DP. 

MS-35945C 

EA 

10  Nov 

86 

EA  MS 

99 

6640 

Ring,  Loborotory  Apporotus  Support,  Oprn  Type.  W/integroi  Oo*»p  USER-ME 

MS-35946C 

EA 

♦0  Nov 

86 

EA  MS 

99 

Ml  EL  REV-MD  OP 

6640 

Rod  Assortment,  Stirring,  Loborotory,  Gfost . .  . 

A-A-51073 

/MB 

28  Ocl 

86 

MO  MS 

03 

6640 

Rod,  Gloii  USER-ME  AS  YD  REV-MD  EA  ME  MS  03  . 

M5-35998B 

EA 

04  Dec 

85 

EA  MS 

99 

6640 

Rod,  Loborotory  Frame  USER-MD  DM  REV-ME.  ... ....  . . 

,45-51418 

EA 

20  Jul 

83 

MS 

99 

6640 

Rod,  Stirring,  loborotory,  Polytetrofluoroethylens  Validated  Jon  84 . 

MIL-R-0036579 

DM 

09  Jun 

69 

MD  MS 

03 

6640 

Rod,  Stirring,  Loborotory  USER-MO  OM  REV-ME  03  . 

MS-36377A 

EA 

31  Oct 

88 

EA  MS 

99 

6640 

Rod,  Stirring,  Loborotory  USER-MD  DM  REV  ME  03  . 

MS  36378A 

EA 

31  Ocl 

88 

EA  MS 

99 

6640 

Rod,  Stirring,  Laboratory  Polytetraflo  'oethylene  . 

A-A-53682 

MB 

16  Sep 

88 

MD  MS 

03 

6640 

Rod  Stirrino  Loborotory  Validated  A..a  88  USER  MD  DM  RPV-ME  03 . 

MS -36379 

NOTICE  1 

EA 

17  Auq 

88 

EA  MS 

99 

6640 

Rule,  loborotory  (Meosuring,  Plastic  And  Wood)  Vn«  <fated  Jon  84  USER-OL 

NNN-R-770 

•DM 

07  Apr 

66 

MD  MS 

03 

6640 

Sompler,  Liquid  USER-MD  DM  REV-ME  82  . 

MS-36499 

EA 

07  Jon 

83 

EA  MS 

99 

6640 

Scoop,  Accelerotor  USER  MD  REV-ME . 

MS-36248 

EA 

OS  Jon 

83 

EA  MS 

99 

6640 

Scraper,  Loborotory,  Rubber  Validated  Feb  82 . 

NNN-S-OOIOO 

^OM 

OS  Apr 

65 

MD  MS 

03 

6640 

Scraper,  Loborotory  Tnongulor  Shoped  USER  CE  . 

MS  36535A 

NOTICE  1 

EA 

29  Jon 

88 

EA  MS 

99 

6640 

Seol,  Graded,  Borosllicote  To  Quortz  USER-MD  DM  REV-ME . 

MS-51420 

FA 

20  Jul 

83 

m: 

99 

6640 

Seol,  Groded,  Borosilicote  Gloss  To  Coppe.'  Tubing . 

MS-S1421 

EA 

20  Jul 

83 

EA  MS 

99 

6640 

Seoler  Holder,  Copillory  Tube  Validated  Feb  82 . 

MIL-S-37358A 

OM 

08  Jul 

76 

DM 

6640 

Seoler  holder,  Copiltory  Tube . 

A-A-53180 

MB 

14  Sep 

87 

MD  MS 

03 

6640 

Seporotor,  Strum  And  Plosmo,  100S  Validated  Feb  82 . 

MlL-S-37087 

DM 

03  Jon 

75 

MD  MS 

03 

741 
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6640 

Shoking  Apporotut^  laboratory  Rototing  Type  USER*MI  MD  MS  PS  OP  OM 

MS-36594A 

EA 

08  Nov 

83 

EA  MS 

99 

REV-MD  ME  82 

♦6640 

Shoking  Apporotus,  Loborolory  (Rotating  Type)  Validated  Jun  St  REV-MS  99  .. 

MIL-S-3678 

DM 

15  Jon 

52 

MD 

03 

6640 

Shoking  Mochine,  Laboratory  Reciprocating  USER'MD  Ml  MS  DM  REV-ME  82 .. 

MS-36595A 

EA 

08  Nov 

3 

EA  MS 

99 

6640 

Shoking  Mochine,  loboratory,  (Blood  Collecting  Tube) . 

A-A-51342 

/MB 

31  Jar 

66 

MO  MS 

03 

6640 

Shoking  Machine,  Wriit  Action  USER*M[>  MS  OM  REV>ME  82  . 

MS-36440 

EA 

08  Nov 

83 

EA  MS 

99 

6640 

Shoking  Machine,  laborotory,  115  Volt,  60  Hz.  Ac  Validated  Feb  62  . 

MIL-S-36971A 

DM 

03  Jun 

76 

MO  MS 

03 

6640 

Shoking  Mochine,  Loboratory,  Slide,  115  Volt.  AC'dc . . . 

A-A-S0809 

/MB 

05  Aug 

81 

MD  MS 

03 

6640 

Shoking  Mochme,  laboratory  (Rotating  Type)  Validated  Jvn  84 . 

MII-S-003678A 

IrIT  AMD  1  (DM) 

OM 

26  Apr 

72 

MD  MS 

02 

6640 

Shoking  Machine,  loborolory,  115  Volt,  60  Hz.  Ac  USER'OM . . . 

A-A-50803 

/MB 

17  Apr 

81 

MD  MS 

03 

6640 

Shoking  Machine,  loboratory  Single  Cup,  115  Volt,  50*60  Hz,  Ac  USER*OM . 

A-A-50804 

/MB 

17  Apr 

81 

MDMS 

03 

6640 

Shoking  Machine,  loborolory,  Slide  (Rotoling  Type),  1 15  Volt,  60  Hz,  Ac 

MIL-S-36S85A 

OM 

10  Aug 

78 

MD  MS 

03 

Validated  Jun  $4 

6640 

Shaking,  Mochine,  loborolory.  Single  Cup,  115  Volt,  50*60  Hz,  Ac  Validated 

MII-S-3690SA 

DM 

16  Sep 

76 

MDMS 

03 

Fib  82 

6640 

Shield,  Heat,  DiHiiiing  Ftoik . 

M5-36345B 

EA 

30  Jan 

78 

EA  MS 

99 

6640 

Shield,  Heol,  Dittillmg  Flask,  Compressed  Asbestos  And  Cement  Validated  Jun 

81 

Shipping  Box  And  Toble  Validated  May  71  USER-GL  MC  . 

MtL-S-36390 

DM 

16  Feb 

65 

MD  MS 

03 

6640 

MIL-S-3474 

EA 

23  Apr 

51 

EA 

6640 

Sizes  For  loborolory  Glosswore  •  74  . . . . . 

SAMA  lA2-ie-78 

EA 

01  Moy 

78 

EA  MS 

99 

6640 

Slide  Microscope  (Plain,  Frosted  End) . . . . 

A-A-S19)9 

MB 

10  Apr 

87 

MD  MS 

03 

6640 

Slide,  Microscope,  Soerner  Test  Validated  Jun  $4  REV*EA  MS..  . 

MIL-S-35S2 

DM 

18  Jul 

51 

MD 

6640 

Slide,  Microscope  . . . 

A-A-5083) 

/MB 

08  Jon 

82 

MD  MS 

6640 

Slide,  Microscope,  (Frosted  End,  Beveled  Edge)  . 

A-A-50980 

/MB 

>5  Jul 

85 

MO  MS 

03 

6640 

Slide,  Microscope  Validated  Feb  82  REV*M1 . . . . . 

NNN-S-4S0B 

/DM 

27  Sup 

76 

MD  MS 

99 

6640 

Spotuio,  loborolory  (Metal  Blade)  Validated  Jun  84  REV*MB . 

NNN-S-13S6B 

/DM 

25  Sep 

78 

MD  MS 

03 

6640 

Spatula,  Loborolory,  Micro,  Double  Bfode  USER*M0  OM  REV*CE  ME  82 . 

MS -362068 

EA 

16  Jon 

84 

EA  MS 

99 

6640 

Spatula,  Loborolory  (  Hord  Rubber)  . . . . 

AA-51679 

/MB 

31  Mar 

87 

MD  MS 

03 

6640 

Spotuio,  Loborotory  Validated  Jen  88., . . . . . 

MS-36207 

NOTICE  1 

EA 

11  Jon 

88 

EA  MS 

99 

6640 

Spatula,  Loborolory  Steel,  V/ood  Handle  USER*MD  OM  REV-82 . 

MS-36208C 

EA 

16  Jon 

84 

EA  MS 

99 

6640 

Splosh  Eliminator,  Filter  Ps.mp  Validated  Jan  88  USER*CE  ME  Ml  . 

MS-36567 

NOTICE  1 

EA 

11  Jon 

88 

EA  MS 

99 

6640 

Spoul.  Pourins  USER  MO  OM  REV  ME  03  . 

MS-36415 

EA 

26  Jul 

82 

EA  MS 

99 

6640 

Stand.  Oislilling  Apporotus,  Laborotory  Validated  Feb  82 . 

MIL-S-37073 

DM 

19  Jul 

74 

MD  MS 

03 

6640 

Stand,  Laboratory  Apporotus  Support  Tripod  Shoped  Base  USER-ME  MS  03 

MS-365SO 

EA 

04  Dec 

85 

EA  MS 

99 

REV-MD  AS  82 

6640 

Stood,  Locorato*y  Apporotus  Support  ($/s  By  A«A*51211) . 

NNN-S-750 

/EA 

22  Oct 

62 

EA  MS 

99 

6640 

Stand,  Laboratory  Apporotus  Support,  Metoi  Bose,  Rectongulor,  Generol 

MS-36019C 

EA 

04  Dec 

85 

EA  MS 

99 

Purpose  USER-ME  03  REV-MO  AS  82 

6640 

Stond,  Loborolory  Apporotus  Support.... . . . . . 

A-A  51211 

/MB 

05  Dec 

85 

MD  MS 

03 

6640 

Stond,  loborolory  Apporotus  Support  Porceloin  Bose,  Rectangular  Shoped 

MS-36030C 

EA 

04  Dec 

85 

EA  MS 

99 

USER-MI  ME  03  REV-MD  AS  82 

6640 

Stand,  Loboratory  4oporatus  Support  Validated  Feb  82 . 

NNN-S-00750A 

/DM 

07  Moy 

75 

MD  MS 

03 

6640 

Stondord  Specirrationfoi  Dispotoblo  Glass  Micropipets  Adopted  25  Jon  85 . 

ASTM  E672-85 

MB 

23  Sep 

86 

MD  MS 

03 

6640 

Standard,  Free  Woter  Dereclor  Validated  Jul  81  REV*MR  68  82  . 

M!l  S-8’282A  (1) 

AS 

19  Mor 

75 

AV  AS 

11 

6640 

Slirrer*hof  Piote.  Mognetic,  Laboratory,  115  Volt,  50/60  Hz,  Ac  Validated  Feb 

82 

StirrHc-hot  Plate,  Mognetic,  laboratory . . . . . . . 

MIL-S-36963A 

DM 

23  Sep 

76 

MD  MS 

03 

6640 

A-A-50975 

/MB 

14  Jon 

85 

MD  MS 

03 

6640 

Stirrer,  Elecfric,  loborolory  USER-MD  DM  REV'ME  03 . . . . . .  . 

MS-36509 

EA 

30  Apr 

82 

EA  MS 

99 

6640 

Stirrer,  Electric,  loborotory . . . . . . 

A-A-53070 

MB 

20  Jul 

87 

EA  MS 

99 

6640 

Stirrer,  Electric  Loborolory,  Vortoble  Speed  USER-MD  OM  REV-ME  03 . 

MS-36514 

EA 

30  Apr 

82 

EA  MS 

99 

6640 

Stirrer,  Mognelic,  Loboratory  USER-MD  DM  REV*ME  03 . 

MS-36510 

EA 

30  Apr 

82 

EA  MS 

99 

6640 

Stirring  Bor  Set,  Mognelic  Validated  Jun  84 . . . . . . 

Mll-S-37438 

DM 

21  Jun 

76 

MD  MS 

03 

6640 

Stirring  Bor  Sjt,  (Mognelic)  . 

AA-51687 

/MB 

10  Oct 

86 

MDMS 

03 

6640 

Stopcock,  Laboratory  Apporotus  USER-MO  MS  OM  REV-ME  OS  82 . 

MS-35988B 

EA 

04  Oct 

83 

EA  MS 

99 

6640 

Stopcock,  Loborotory  Apporotus,  Toper-ground . 

DD-S-720A 

t 

4  Apr 

60 

6640 

Stopper,  Soltle  USER-MD  DM  REV-ME  03 . 

MS-35940A 

EA 

27  Moy 

88 

EA  MS 

99 

6640 

Stopper,  Bottle  Combination  Solid  Or  Perforoted  USER-MD  NM  03  DP 

MS-36444A 

EA 

26  Jon 

88 

EA  MS 

99 

REV-DM 

6640 

Stopper,  Bottle  USER-MD  DM  REV-ME  03 . 

MS-36072 

EA 

04  Aug 

82 

EA  MS 

99 

6640 

Stopper,  Bottle,  White  Rubber  Validated  Jun  84 . 

Mll-S-36662 

OM 

23  Mar 

70 

MD  MS 

03 

6640 

Stopper,  Bottle,  Gloss,  Pennyheod,  Std  Toper  Validated  Jan  88  USER-NM  DP 

MS-36366A 

EA 

11  Jon 

88 

EA  MS 

99 

REV-OM 

NOTICE  1 

6640 

Stopper,  Bottle,  Robber  USER-Gl  REV-ME . 

ZZ-S-751A 

•MO 

01  May 

74 

MD 

6640 

Stopper,  Bottiv,  Rubber,  Perforated  Validated  Jan  88  USER-MO  NM  DP 

MS-36367A 

=A 

11  Jon 

88 

EA  MS 

99 

REV-DM 

NOTICE  1 

6640 

Stopper,  Bottle,  Rubber,  So*id  Validated  Jan  68  USER-NM  REV-OM  DP . 

MS-36369A 

NOTICE  ' 

EA 

11  Jon 

88 

EA  MS 

99 

6640 

Stopper,  Cup  (Hollow)  Type  Validated  Mar  88  USER-MD  DM  REV-ME  03 . 

MS-35939 

NOTICE  I 

EA 

24  Mor 

88 

EA  MS 

99 

6640 

Stopper,  loborotory  Apporotus,  Toper-ground  . 

DD-S-750A 

X 

4  Apr 

60 

6640 

Support  Arm,  Funnel,  Loborotory  USER-MD  DM  REV-ME  82  DP  . 

MS-36021C 

EA 

04  Oct 

83 

EA  MS 

99 

6640 

Table,  &olonce,  Loboratory  USER-MD  MS  OM  REV-ME  . 

MS-51425 

EA 

27  Jul 

83 

EA  MS 

99 

6640 

Table,  Wall,  Laborotery  USER-MD  MS  DM  REV-.ME . 

MS-51426 

EA 

27  Jul 

83 

EA  MS 

99 

6640 

Tonk,  Storage  Distilling  REV-MD  MS  03... . . . 

Mll-T-36424 

OM 

05  Apr 

65 

MOMS 

03 

6640 

Test  Paper  &  Chort/dispenser  Hydrogen  ton  USER  CE  MC  REV-MD  YD  AS . 

MS-36472A 

NOTICE  1 

EA 

29  Jon 

88 

EA  MS 

99 

6640 

Test  Paper,  Hydrogen  ION  . . . . . . . 

A-A -53637 

MB 

IS  Aug 

88 

MD  MS 

03 

6640 

Teit  Tube . 

A-A -53703 

/MB 

20  Sep 

88 

MD  MS 

03 

6640 

Test  Tube . . . . . . . 

A-A-0053065 

A1B 

19  Jul 

87 

MD  MS 

03 

6640 

Test  Tube . . . . . . . 

A-A,-51688 

/M3 

10  Oct 

86 

•AD  MS 

03 

'42 
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CUSTODIAN 

6640 

Tilt  Tub«  (Diiposoblt)  . . . . 

AA-S36S7 

/MB 

26  Aug 

88 

MDMS  03 

6640 

Ttst  Tub*  (Scrtw  Cop,  DUpotobI*) . . 

A-A-S3e71 

MB 

24  Mar 

89 

MDMS  03 

6640 

Tftit  Tub*  (Glosi,  DItposobI*) . . . . . . . 

NNN-T-001476A  (2) 

t 

15  Ju' 

77 

6640 

T*tt  Tub*  Culture  And  G*n*rol  Purpot*  Typ*  Validottd  Jun  87  US£R*M£ . 

MS-36180A 

EA 

20  lun 

69 

EA  MS 

NOTICE  1 

6640 

T*tt  Tub*  Ignition,  Heavy  Woll  Validoftd  Jun  87  USER*ME . 

MS-36183A 

EA 

20  lun 

69 

EA  MS  99 

NOTICE  1 

6640 

T«tt  Tub*  Kohn  Type  Volidattd  Jun  87 . . . 

MS-36185 

EA 

30D*c 

60 

< 

Ul 

NOTICE  1 

6640 

Ttil  Tub.  Scrtw  Cop  USER  ME  MO  MS  DM  REV-OP . 

MS-36186C 

EA 

07  D*c 

83 

EA  MS  99 

6640 

Tttt  Tub*  With  Sid*  Arm  Validated  Jun  87  USER*M£  . . . 

MS-36190A 

EA 

20  -lun 

69 

EA  MS 

NOTICE  1 

6640 

T*it  Tub*  With  T  Glo's  Stopper  Votidatnd  Jun  87  USER*ME . 

MS-36191A 

EA 

30  Jun 

69 

EA  MS 

NOTICE  1 

6640 

T*it  Tube,  Stood  Sedimentation  Cutler  Typ*  US£R<MO  MS  DM  REV*82 . 

MS-36173A 

£A 

07  D*c 

83 

EA  MS  99 

6640 

Teit  Tube,  Color  Comparison  USER*MD  MS  DM  REV'ME . 

MS-51427 

EA 

37  Jul 

83 

EA  MS  99 

6640 

Test  Tube,  DisposobI*  VaHdahd  Mar  74  USER*ME . 

MS-36S98 

EA 

20  Jun 

69 

EA  MS 

6640 

Test  Tube,  Hemotucrit  Determination,  Wintrob*,  DisposobI*  Volidotnd  Jun  84.... 

MIL-T-36153A 

DM 

09  F*b 

77 

MDMS  03 

6640 

Test  Tube,  Hematocrit  Determinotion  Wintrob*  Typ*  US£R*M£  REV*MS  DP . 

M5-36184C 

EA 

07  D*c 

83 

EA  MS  99 

6640 

Test  Tube,  Loborotory,  Gloss  VaHdotnd  Fnb  82 . 

NNN-T-1898 

/DM 

02  Jul 

76 

MDMS  03 

6640 

T*st  Tube,  12  by  75MM,  Polystyrene,  Disposable  Volidatnd  Jun  84 . . 

MIL-T-37638A 

DM 

24  Fab 

78 

MDMS  03 

6640 

Test  Tub*,  16  By  125  Mm.,  Screw  Cop,  DisposobI*  Volidattd  Fnt  82 . 

MIL-T-3731S 

DM 

22  Jun 

76 

MDMS  03 

6640 

Test  Tube,  17  By  100  Mm.,  Polypropylene,  DisposobI*,  With  Snop*on  Cop 

MIL-T-37047A 

DM 

03  Oct 

74 

MDMS  03 

Validol.<l  Ftb  82 

6640 

Test  Tube,  18  By  116  Mm,  Potycorbonote,  Gear  Volidattd  Jun  84 . 

MIL-T-37628 

DM 

15  Apr 

77 

MDMS  03 

6640 

Test  Tubes,  Blood  Sedlmentotion  Volidattd  Jun  84. . 

DD-T-200 

/DM 

5  Jul 

55 

MDMS  03 

6640 

Thitf  Somplinfl  Tubt  USER-MD  DH  REV-ME  03  . 

MS-36218 

EA 

04  Auo 

82 

EA  MS  99 

6640 

Thitl,  Sompling  Tubt  USER-MD  DH  REV-ME  03 . 

MS-36211 

EA 

04  Aug 

82 

EA  MS  99 

6640 

ThimbI*,  Extroction  . 

A-A-53766 

MB 

09  Nov 

88 

MDMS  03 

6640 

Thimble,  Extraction  (Pop*r)  Volidattd  Apr  73  REV*ME . 

MS-36087 

EA 

28  Jun 

61 

EA  MS  99 

6640 

Thimbit.  Exiroclion  ValidatMlJuii  84  USER-MR  REV-AR  EA . 

GG-T-380 

/DM 

4  Mor 

58 

MDMS  03 

6640 

Thlmbfe,  extroction  Volidattd  Ftb  82  . . . . 

GG-T-00380A 

/DM 

08  Nov 

73 

MDMS  03 

6640 

Tip,  Piptt  USER-MD  DM  REV-ME  03  . 

MS-36373A 

EA 

31  Oct 

88 

EA  MS  99 

6640 

Tip,  Piptl . 

A-A-51797 

/MB 

22  Jon 

87 

MDMS  03 

6640 

Tip,  Pipet.  Piostic,  DisposobI*  . . . . 

A-A-S1336 

/MB 

28  Jon 

86 

MDMS  03 

6640 

Tip,  Pipet.  Piostic,  0.2  Ml,  DisposobI*,  1000 . . 

A-A-50818 

•MB 

26  Oct 

81 

MDMS  03 

6640 

Tissue  Grinder,  T*nbro*ck  Volidattd  Jun  84 . . 

NNN-T-3606 

•DM 

08D*c 

76 

MDMS  03 

6640 

Tong,  loborotory  Volidattd  Jun  84 . . . 

NNN-T-580 

•DM 

16  Jul 

63 

MDMS  03 

6640 

Tong,  loborotory.  Crucible,  DouUe&beni  USER*ME  REV<MD  MS  DP . 

MS-36023C 

EA 

11  Aug 

87 

EA  MS 

6640 

Tong,  Loborotory,  Evoporoiing  Dish  Type  USER*ME  REV*MD  MS  DP.................. 

M$-36025C 

EA 

11  Aug 

87 

EA  MS 

6640 

Tong,  loborotory,  Floili  Typt  USER-ME  REV-MD  MS  DP . 

MS-36026C 

EA 

11  Aug 

87 

cA  MS 

6640 

Tongs,  loborotory . . . . . 

A-A-5135e 

/MB 

38  Apr 

86 

MDMS  03 

6640 

Tongs,  loborotory.  Weight  In  Palm  Beaker  Type  USER«ME  Ml  ER . . 

MS-36033S 

FA 

11  Aug 

87 

EA  MS 

6640 

Tongs,  loborotory  Double  Grip  Breoker  Type  USER*ME  REV'MO  MS  OP . 

MS-36S61S 

EA 

11  Aug 

87 

EA  MS 

6640 

Top,  Loborotory  Bose  Units  &  Tobies  USER'MD  MS  DM  REV>ME . . . 

MS-5<430 

EA 

27  Jul 

83 

EA  MS  99 

6640 

Trv/  &  Rock,  loborotory . . . 

A-A-53665 

/MB 

06  Stp 

88 

MDMS  03 

6640 

Troy  Utility  loborotory  USER*MD  OH  REV<ME  03 . 

ms-36330 

EA 

04  Aug 

82 

EA  MS  99 

6640 

Troy,  Utility,  laboratory  USER<MD  MS  DM  REV'ME  . . . 

MS-51431 

EA  ■ 

27  Jul 

83 

EA  MS  99 

6640 

Triangle,  Wire,  Loborotory  With  Sleeves  USER*ME  Ml  REV-MD  OP . 

MS-36027C 

EA 

04  Oct 

83 

EA  MS  99 

6640 

Tripod,  loborotory  Apporotus . 

NNN-T-698  (1) 

/EA 

10  Sep 

63 

EA  MS  99 

6640 

Tripod,  Loboratory  Apporotus,  Concentric  Ring  USER-ME  Ml  REV-MD  82  DP  .... 

MS-35990C 

EA 

16  Mor 

87 

MS  99  MB 

6640 

Tripod,  Loborotory  Apporotus  Ploin  Ring  USER-ME  REV-MD  82  DP . 

MS-35991C 

EA 

16  Mor 

87 

MS  99  MB 

6640 

Tub.  Ctntrifugt  Validaltd  Stp  88  USER-MD  DH  REV-ME  03 . 

MS-36341 

EA 

19  Sap 

88 

EA  MS  99 

NOTICE  1 

6640 

Tubt  Cultur.  USER-MU  DH  REV-ME  03  . 

MS-36240 

GA 

04  Aug 

82 

EA  MS  99 

6640 

Tubt  ThiiHt  USER-MD  DH  REV-ME  03 . 

MS-36228 

CA 

04  Aug 

82 

EA  MS  99 

6640 

Tube,  Antigen-dilution,  Gloss  (Kohn)  Volidattd  Jun  84 . 

DD-T-700  (1) 

/DM 

22  Mor 

55 

MDMS  03 

6640 

Tube,  Biological  Culture  Sompling  USER-ME  DM  REV-MD  . 

MS-364516 

EA 

19  Fab 

82 

EA  MS  03 

6640 

Tube,  Biologicol  Culture  Sompling  Volidattd  Ftb  62 . - . 

MIL-T-37193 

DM 

19  May  75 

MDMS  03 

6640 

Tube,  Biologicol  Culture  Sompling  (Piostic) . . . . . 

A-A-53144 

/MB 

21  Aug 

87 

MDMS  03 

6640 

Tube,  Biologicol  Cultur*  Sompling,  With  Tronsport  Medio  Vdidottd  Jun  84 

MIL-T-36815D 

DM 

16  Stp 

77 

MOMS  03 

REV-MS 

6640 

Tube,  Biological  Culture  Sompling,  With  Tronsport  Medio . . . 

AA-50e54 

MB 

15  Oct 

82 

MDMS  03 

6640 

Tube,  Centrifuge  Groduoted,  Protein  Determinotion  USER-ME  MD  MS  DM 

MS-36174B 

EA 

07  Dtc 

83 

EA  /  99 

REV-82 

6640 

Tube,  Centrifuge,  Polypropylene,  Groduoted,  DisposobI*  Validol  Jun  81 . 

MIL-T-36886A 

DM 

07  Jul 

75 

MDMS  03 

6640 

Tube,  Centrifuge  Ungroduoted,  Conicol  Bottom  Volidattd  May  8^ . 

MS-36175A 

EA 

20  Jun 

69 

EA  99 

NOTICE  1 

6640 

Tube,  Centrifuge  (Polyethylene,  Comcol  Bottom,  Groduoted)  . . 

A-A-53870 

MB 

24  Mar 

89 

MOMS  03 

6640 

Tube,  Centrifuge  Groduoted,  Conicol  Bottom  Volidattd  Moy  87  USER-ME.......... 

MS-36176A 

EA 

20  Jun 

69 

EA  MS 

NOTICE  1 

6640 

Tube,  Centrifuge,  Round  Stem  Bottom,  Groduoted,  100  Ml  Volidattd  Jun  61...... 

MIL-T-36430 

DM 

03  Jun 

65 

MDMS  03 

6640 

Tube,  Centrifuge  Ungroduoted,  With  Pour-out  Lip  VoJdottd  May  87  USER-ME  .. 

MS-36189A 

EA 

20  Jun 

69 

EA  MS 

NOTICE  1 

6640 

Tub«.  Ctnltifug*,  Glo.i  USER-MI  REV-MD  99  DP . 

NNN-T-780B 

•EA 

10  Mor 

70 

EA  MS 

6640 

Tube,  Contrifuge,  Round  Piostic  REV-MD  03 . 

MS-36496 

EA 

12  Fab 

82 

EA  MS  99 

6640 

Tube,  Centrifuge  Polyethylene  Volidattd  Jun  84 . . . . . 

MIL-T-0036605 

DM 

10  Oct 

69 

MDMS  03 

6640 

Tube,  Centrifuge  Oil  Typ*  Volidattd  May  87  USER-ME . . . 

MS-36165A 

EA 

20  Jun 

69 

EA  MS 

NOTICE  1 

6640 

Tub*,  C*nlri(ug«,  Plastic  USER-MI  REV-MD  DP . 

NNN-T-785B 

/EA 

15  Jul 

69 

EA  MS 

6640 

Tube,  Centrifuge  . . . . . . . 

A-A-514S6A 

MB 

07  Mor 

88 

MDMS  03 

6640 

Tube,  Connecting,  Loboratory  Glosswore..... . . . 

MS-36082A 

EA 

04  May  87 

EA  99 

743 


FSC  LISTING 


DOCUMENT 


FSC 

TITLE 

NUMBER 

PREP 

DATE 

6640 

Tubt,  Conntcting,  Laboratory  Gloiiwort  And  Conntctor,  Eloitic  Tubing, 

Bronchtd 

DD-T-710 

t 

16  Oct 

57 

6640 

Tubt,  Drying  Loboralsry  U*tube,  Schwartz  Type  Volidot^d  Moy  67  USER*ME  .... 

MS-36I77A 

NOTICE  1 

EA 

20  Jun 

69 

6640 

Tuba,  Drying  With  End  Fittlngi,  Plottic  REV*MD  03 . 

MS-36497 

EA 

12  Fab 

82 

6640 

Tubt,  Drying,  Loborotory  Volicht^d  Jon  82 . 

NNN-T-792A 

/EA 

29  Mar 

63 

L 

6640 

Tubt,  Drying,  loborotory  Stroight,  Ont  Bulb  Voli'dotod  May  87  USEft-ME . 

MS-361SIA 

NOTICE  1 

EA 

20  Jun 

69 

6640 

Tubt,  Extrocticn  Soxhitt  Typt  T  Joints  USER*ME . . 

MS-36182B 

EA 

04  Moy 

87 

6640 

Tubt,  Filltring,  Dispotobit . . . 

A-A-50832 

/mb 

08  Mor 

82 

6640 

Tub.,  Goi  Somplins  USER-MD  DH  REV-ME  03  . 

MS-36238 

EA 

04  Aug 

82 

6640 

Tub.,  Staling  USER-MD  MS  DF'.  SEV-ME . 

MS-51434 

EA 

27  Jul 

83 

6640 

Tubt,  Strum  Shipping  And  Stcrin^,  (Norrow  Mouth,  Round,  Trontluctnt)  . . 

A-A-51306 

/MB 

20Dac 

85 

6640 

Tubt,  Sptcimtn,  Pinworm  Vol-Jatod  Jun  84 . . . 

MII-T-36989A 

DM 

28  Jun 

78 

6640 

Unnomtltr  USER-ME  AV  CG  MC  REV-MD . 

MS-36549A 

EA 

18  Jun 

86 

6640 

Wosh  Bottit,  laboratory  Plostic,  Squttzt  Typt  USER*ME  MC  PS  REV-MO  - - 

MS-360706 

EA 

07  Dac 

83 

6640 

Wash  Botrits,  Loborotory  VoUdattd  Jun  84  REV-MO  CE  . 

NNN-W-25B 

/DM 

29  Jun 

76 

6640 

Washtr,  Piptt,  Aulofflolic.  Adorns  Typt  USER-MO  MS  DM  REV-ME  82 . 

MS-36S91 

EA 

08  Nov 

83 

6640 

Woshtr,  Piptt,  Automatic.  Siphon  Tubt  Typt  Volidatod  Jun  84  REV-MB . 

MIL-W-36986A 

DM 

20  Sap 

78 

6640 

Wothtr,  Piptt.  Automjlic  USER-MI  MO  MS  DM  REV-MD  ME  82  PS  DP . 

MS-36592A 

EA 

08  Nov 

83 

6640 

Washing  Mochint,  Glasswort  USER-MO  DM  RE^'-ME  . . . 

MS-51435 

EA 

29  Jun 

83 

6640 

Wotch  Glass,  Lobototory  Validated  Jun  84  USER-MR  REV-EA  . . 

DD-W.131C 

/DM 

10  Nov 

58 

•640 

Watch  Glass,  Loborotory  REV-OS  82 . . . 

MS-36000B 

EA 

04  Oct 

83 

6640 

Wottr  Roth,  Eltctric,  Prtcition,  6  Rock,  115  Volt,  50-60  Ht,  Ac  Volldatad  Ft6 

B2 

Waltr  Both,  Eltciric,  Circulating  USER-MO  DM  REV-ME  82 . 

MIL-W47090 

DM 

24  Sop 

74 

6640 

MS-36002 

EA 

16  Jon 

84 

6640 

Wottr  Bod),  Eltctric,  Strologlcol . . . . . 

A-A-50656 

-MB 

29  Oct 

82 

6640 

Wattr  Both.  Eltctric  -  Huitoiogical  USER-MO  DM  REV-ME  82 . 

MS-36348A 

EA 

16  Jon 

84 

6640 

Wottr  Both,  Eltctric.  120/230  Volt,  50/60  HiaC  USER-MD  MS  03  REV-MD 

MS  03 

MIL-W-42062 

MB 

15  Aug 

88 

6640 

Wottr  Both.  Eltctric  Strologicol  USER-MO  DM  REV-ME  AS  82 . 

MS-36357C 

EA 

16  Jon 

84 

6640 

Wottr  Both,  Eltctric,  Strologicol  USER-DM . . . 

AA-50601A 

/MB 

16  Mor 

87 

6640 

Wottr  Both,  Eltctric,  Strologicol,  6  Rack,  115  Volt,  50-60  Ht,  Ac  Validated  Fab 

82 

Wottr  Both,  Eltctric,  Strologicol,  115  Volt,  50/60  Ht.  Ac  Validated  Feb  82 . 

MIL-W47045 

DM 

20  Mor 

74 

6640 

MIL-W-37060A 

DM 

31  Mor 

76 

L 

6640 

Wottr  Ttsting  Outfit,  Boiltr  . . . . . 

MIL-W-16642D  (1) 

SH 

23  Jul 

82 

6640 

Wtight  Blood  Bog,  Wottr  Both  (Ltod) . . . 

A-A-51963 

MB 

11  Moy 

87 

1 

664S 

ChrenomeKr,  Quarit  Cryitol,  BoHary  Pawtrtd.  Malric  Valldoltd  F*b  8S 

REV-OS 

MIL-C-24523 

SH 

10  Sap 

75 

1 

6645 

Chrortomtttr,  Ships  Validatad  Feb  $8  REV-GS . 

JAN-C-1196 

SH 

30  Jun 

49 

6645 

Clock  -  Aircraft,  1-7/8  Inch  Dial  Validottd  Jun  67  REV-GS  . 

AN5743 

REVS 

AS 

19  Jun 

87 

6645 

Clock  *  Aircraft,  Civil  Dott,  24-HOUR  Dial,  2-3/4  Dio  Validated  Jun  87 

USER-AV  CG  REV-GS 

MS-28015A 

NOTICE  1 

AS 

19  Jun 

87 

1 

6645 

Clack  Aircraft,  Elaptad  Tima,  Civil  Data  24  Hour,  24/4  Inch  Diol  ValidoluxI  Mar 

83 

Clack,  Aircraft  Machonicol,  Typa  A-13A  USER-MC  CG  REV-AV  GS . 

MS-90329 

AS 

29  Apr 

77 

6645 

MIL-C-6499E  (2) 

82 

01  Jul 

78 

L 

6645 

Qock,  Aircraft,  Mtchonicol  ABU-32/A . 

Mll-C-87975 

82 

15  Moy 

85 

6645 

Qock,  Aircroft,  Eltctronic  REV-GS . . 

MIL-C-87979 

82 

15  Nov 

87 

Q 

6645 

Oock,  Aircraft,  Machonicol  ABU-1 1/A  Val!<htt<l  Dk  88  REV-GS _ 

MII-C-38207A  (2) 
NOTICE  1 

82 

15  Dtc 

88 

L 

6645 

dock,  Aircroft,  Elopiad  Tima,  Civil  Data,  24-HOUR,  24/4  Inch  Dial  VcMoltd 

Jun  87  REV-GS 

MIL-C-6730C 

NOTICE  1 

AS 

19  Jun 

87 

L 

6645 

Clock,  Aircroft,  Mtchonicol  ABU&9-A  Validated  Jun  87  REV-GS  . . 

MII-C-27298B 
NOTICE  1 

AS 

19  Jun 

87 

L 

6645 

Clock,  Aircroft,  Civil  Dott,  24-HOUR  Did,  2-3/4  In.  Oiomtttr  Validated  Jun  87 
REV-GS 

MIL-C-5033C 

NOTICE  1 

AS 

19  Jun 

87 

6645 

Clock,  Alorm  (Gtntrol  Purpost)  . . . . 

GG  C-447  (3) 

t 

17  Apr 

63 

6645 

Clock,  Alarm,  (Gtntrol  Purpost)  Validated  Feb  79................... . 

GG-C-00447A  (1) 

t 

02  Oct 

70 

L 

6645 

Clock,  Eltctric,  fnttmally-illumlnottd,  Woll-mounttd  Validated  De<  84  REV-GS.... 

Mll-C-23339  (2) 

SH 

09  Oct 

63 

L 

6645 

Clock,  Mtssogt  Ctnttr,  M-3  Validated  Oct  87  REV.MO  Ml  GS . 

MII-C-3956C 

NOTICE  1 

GL 

23  Oct 

87 

6645 

Clock,  Quartz  Crystol,  Botttry  Powtrtd  USER-ME  MC  CG  REV.82  GS  ... _ 

MII-C-1194D 

SH 

13  Apr 

84 

6645 

Clock,  WoH  (Eltctric,  Digitd) . 

A-A-1511 

t 

04  Mor 

81 

6645 

deck,  WoH  (Quorti  Cryitol  -  Bottary  Oparotad)  . 

GG-C-001072A  (2) 

t 

03  Dac 

86 

6645 

Clock,  Wdl  Eltctric,  Synchronous  Motor . . . . 

A-A-1309 

t 

26  Mor 

31 

6643 

Clocks,  Woll  (Synchronous  Motor}(s/f  By  A'A-1509)  Validated  Feb  79 . . 

GG-C-00466E  (1) 

% 

18  Jun 

68 

6645 

Flongt,  Split  Mounting  Motor  TImo  Totdizing  Validated  Jul  85  USER-OS 

REV-ME  Ml  AV  99  GS 

MS-3345B 

AS 

29  Dac 

78 

1 

6645 

Indicotor,  Elopsod  Timo,  Eloctrochomicd  (Morcury  Indicoting  C«H>  Rpv.gg  g$  .... 

MS-331 1A 

AS 

07  Oct 

87 

Q 

6645 

Indicotor,  Elopsod  Timo,  Eloctrochomicol  . . . . 

MII-I-81219B 

AS 

07  Oct 

37 

L 

6645 

Indicator,  Elopiad  Tima,  Elactrochamicel  (Coppar)  HSV  50/2400  Hi  Ac  Or  28V 

DC  REV-99  GS 

MS-90373A 

AS 

07  Oct 

87 

L 

Indicotor,  Elopsod  Timo,  Eloctrochomicol  (Morcury)  115  Vdt  Ac,  50/2400  CPS 

2B  Vdt  DC  Or  5  Volt  DC  USER-ME  REV-AV  99  GS 

MS-90386C 

AS 

07  Oct 

87 

L 

6645 

•4Vorvd  Gonorotor  Mork  1  Mod  0  V^idated  Oct  84  REV-GS . 

Mll-l-19105 

AS 

23  Sap 

55 

6645 

Motor,  Roedor  For  Sdid  Steto  Elopsod  Timo  Indicotors  Bottory  Oporotod, 

Pertodo,  Hand-hold  USER-SH  OS  REV-MI 

MIL-M-7793/12 

AS 

15  Dac 

88 

1 

6645 

Motor,  Timo  Totolizing  Htrmttiedly  Sodod  28V  DC  REV-GS . . 

MS-21341G 

82 

15  Dac 

82 

L 

6645 

Malar,  Tima  Tololixar  Harmaticolly  Saolad  26  Volli  400  Hi  REV-99  GS . — . 

MS-27650F 

NOTICE  1 

82 

15  Dac 

88 

6645 

Malar,  Tima  Tololiiing,  Miniolura,  Digilol,  5  Vdc,  Printad  Circuit  Mount 

MIL-M-7793/13 

AS 

15  Dac 

88 

USEH-SH  OS  REV-MI 


CUSTODIAN 


EA 

MS 

EA 

MS 

EA 

MS 

EA 

EA 

MS 

MD 

MS 

EA 

MS 

EA 

MS 

MD 

MS 

MD 

MS 

EA 

MS 

EA 

MS 

MD 

MS 

EA 

MS 

MD 

MS 

EA 

MS 

EA 

MS 

MD 

MS 

EA 

MS 

MD 

MS 

EA 

MS 

MD 

MS 

EA 

MS 

MD 

MS 

EA 

MS 

MD 

MS 

MD 

MS 

MD 

IMS 

SH 

MD 

MS 

SH 

SH 

AS 

AR 

AS 

AS 

AR 

AS 

AR 

AS 

AS 

AS 

AS 

SH 

GL 

SH  99 


AR  AS  11 

AS 

AS 

AS 

AS 

AS 

AS  99 

99 

99 

AS  99 
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DOCUMENT 


fSC 
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6645 

Mettr,  Timt  Tetolixing,  Mlnioturt,  Dioitol,  26  Vdc  Or  26  Voc,  50  To  2400  Hr, 

MIL-M-7793/14 

AS 

15  Dtc 

88 

Squore  USER-SH  OS  REV-MI 

6645 

Mfttr,  Timt  Totolixing,  Minloturo,  Digitol,  116  Vac«  50  To  2400  Squort 

Mll-M-7793/15 

AS 

15  Dk 

88 

USER-SH  OS  REV-MI 

6645 

Mtttr,  Timt  Totolizing,  Miniaturt,  Digitol,  5  Vdc«  Squort  USER*SH  OS  REV>MI 

MIL-M-7793/16 

AS 

15  Dtc 

88 

6645 

Mtttr,  Timt  Tototizing,  Minioturt,  Digitol,  28  Voltl  DC . . . . . . . 

MIL-M-7793/5A 

AS 

15  Stp 

88 

6645 

Mtttr,  Timt  Totolizingr  Minioturt,  Oigitol,  115  Volti,  400  HZ  ............................ 

MII-M-7793/6A 

AS 

15  Sep 

88 

6645 

Mtttr.  Timt  To*olizing,  Minioturt.  Oigitol,  115  V<  60  Hz  . . . . 

MII-M-7793/7A 

AS 

15  Stp 

88 

6645 

Mtttr,  Timt  To*atizing,  Mtnioturt*  Digitol,  115  V»  60  Or  400  Hz........ . 

MIL-M-7793/eA 

AS 

15  Stp 

88 

6645 

Mtttr,  Time  Idolizing,  Minioture,  Digitol,  1 15  V,  400  Hz . . . 

MII-M-7793/9A 

AS 

15  Sep 

88 

6645 

Mtttr,  Timt  Totolizing,  Minioturt,  Oigitol  115  V,  60  Hz. . . . 

MIL-M-7793/10A 

AS 

15  Sep 

88 

6645 

Mtttr,  Timt  Totolizing,  Digital,  20  To  130  Volts,  DC  Or  AC  To  500  HZ . 

MIL-M-7793/11 

AS 

24  Stp 

82 

Q 

6645 

Mtttr,  Timt  Totalizing  REV*MI  ME  ER  . 

MIL-M-7793F 

SUPP  1A 

AS 

15  Dtc 

88 

6645 

Mtttr,  Timt  Totalizing,  Miniature,  Digitol,  20  Volts  DC . . 

MII-M.7793/1A 

AS 

15  Stp 

88 

6645 

Mtttr.  Timt  Totolizing,  Minioturt,  Digitol.  26  Volts  DC . . . 

MII-M-7793/2A 

AS 

15  Sep 

88 

6645 

Mtttr,  Timt  Totalizing,  Miniature,  Digitol,  115V,  60  HZ . 

MIL-M-7793/3A 

AS 

15  Stp 

38 

6645 

Meter,  Timt  Totolizing,  Miniature,  Digitol,  115V,  60  HZ . 

MIL-M-7793/4A 

AS 

15  Sep 

88 

Q 

6645 

Meter,  Timt  Totolizing,  Non^hermeticolly  Seeled,  Electrlcol,  GtrMrot 

MII-M-3971D  (1) 

AR 

05  Mor 

85 

Sptcification  For  USER-ME  MC  SA  YD  REV-ER  EC  AS 

6645 

Meter,  Time  Totalizing,  Non  Htrmeticolly  Staled,  Electricol,  Type  1,  4^V  Or 

MIL-M-397I/1B 

AR 

31  Jan 

85 

40-130V  Or  IO-130V,  Grad*.  A  &  6,  2  Hoi.  &  3  Hel.  Fiona*  USER-ME  ER 

MC  REV-11  GS 

6645 

Meter,  Time  Totalizing,  Non  Hermetieolly  Stoltd,  Electricol,  Type  li,  120V, 

MII-M-3971/2C 

AR 

31  Jon 

85 

60CPS  &  120V,  400CPS  Grod.  A  &  S,  2  Hoi.  &  3  Hoi.  Flong.  USER-MC 

AS  REV-ME  ER  YD  EC  11  GS 

1 

6645 

Meter.  Time  TOTALIZING  Hermetically  Stoltd  115V  400  Hz  VoUdottd  Jun  81 

MS-27651F 

82 

17  Aug 

73 

REV-99  GS 

L 

6645 

Power  Supply  Constont  Frequency,  For  Clocks  Validct^  D4C  $4  ........................ 

MIL-P-24245 

SH 

30  No. 

66 

L 

6645 

Sequentiol  Timer,  M7,  Assembly  Vaticaf^  Fib  80  REV*GS  ................................ 

MIL-S -50764 

AR 

19  Oct 

71 

L 

6645 

Spring,  Escopement,  Corrosion*resisting  Vofidaftd  Oct  $6  REV*67  GS . . 

MIL-S-20561A 
NOTICE  1 

os 

29  Oct 

86 

6645 

Stomp,  Timt  (Electric  Correspondence)  Validatid  Fib  80  REV*99  GS  . 

GG-S-1554 

•AR 

02  Apr 

73 

6645 

Stop  Wotch,  Loborotory  VaiidoUd  Apr  82  USER<ME  REV<GS . 

GG-S-764C 

INT  AMD  (1) 

•82 

26  Ftb 

74 

Q 

6645 

Stop  Watch,  Militory  USER-AS  MC  OS  82  REV-ER  GS . 

MII-S-14823A 

AR 

24  Mor 

88 

6645 

A*A0453 

% 

81 

6645 

Strop,  Wrist,  Instrument  Valithud  Jon  83  USER*ME  REV*GS . 

MIL-S-46383B 

AR 

16  Stp 

70 

6645 

Time  Measuring  Instruments,  Pockoging  Of  REV*SM  GS . 

PPP-T.360A  (1) 

/AR 

25  Oct 

73 

1 

. 

**mer.  Fire  Control,  bombing,  Duol  VoUdotid  Sip  81  REV*GS . 

MS-27264C 

82 

20  May 

69 

L 

Fire  Control,  bombing,  Ouol  REV*GS . 

MII-T-38034E  (2) 

82 

15  Nov 

82 

''ttrvol . . . . . . . . . . 

GG-T-00416B  (2) 

t 

04  Stp 

68 

interval . . . . . 

A-A-51810 

/M8 

04  Ftb 

87 

6o.. 

tntervol,  Elec*ric  (Anolog) . 

A-A-1454 

t 

26  Stp 

80 

66 

In*  5  Volt,  FT  Hx,  Ac  Validoltd  Ftb  $2 . 

MIL-T-37213A 

DM 

29  Stp 

76 

6645 

r,  '  J  (60  Minute  Moximum  Interval .................................... 

A-A.726 

t 

25  Apr 

80 

6645 

i..n8r,  1 .  n,  Photogrophic  USER*ME...........*.............................. 

GG-T-416A 

t 

27  Ju! 

53 

6645 

Timer,  Intervol,  Ekv  liM) . . 

A-A-1493 

t 

27  Mor 

81 

6645 

Timer,  Interval,  Mtchonicoi  (120  Minute  Maximum  Interval} . . 

A-A-1457 

X 

28  Apr 

80 

1 

6645 

Timer,  Precision,  bombing,  0  •  30  Minutes  REV>1 1  GS . 

A'.ll-T-38473A  (2) 

82 

15  Ftb 

85 

6645 

Watch,  Wrist,  Oigitol  Vahdattd  Dtc  88  USER-ER  ME  NM  CG  REV-AS  OS  GS 

Mll.W-87967 

NOTICE  1 

82 

15  Dtc 

88 

Q  L 

6645 

Wotch,  Wrist,  General  Purpose  REV*GS . . . . . 

MIL-W-46374D  (1) 

AR 

11  Dtc 

86 

Q 

6645 

Wotch.  Wrist,  Submersible  (4(X)'FOOT),  Non-mognetic  REV*GS  . 

MII-W-22176A  (4) 

SH 

22  Jul 

87 

L 

6650 

Binoculi'r  M19  Vahdotid  Jan  86 . . . . . 

MII-8-60884C  (2) 

AR 

29  Jun 

79 

L 

6650 

binocular,  Infrortd,  M18  . . . . . . . . . . 

MII-8-46334C  (1) 

AR 

16  Aug 

85 

6650 

binocular.  Prismatic,  Hond*htld  (For  Aeronouticol  Use)  (7  X  50  And  6  X  42 

Mll-B-85688 

AS 

07  Jul 

67 

(Widt  Fi.ld)  (Asg)  Validated  Sep  79  REV-SH  11 

L 

6650 

binoculor.  Ship,  20'POWER,  And  Accessories . . . . 

MIL-8-233068 

SH 

15  Jul 

85 

1 

6650 

Body  Assembly,  Tonk  Periscope,  10513599  Validatid  Jun  83 . 

MIL-8-60135  (B) 

AR 

28  Dtc 

71 

1 

6650 

Body  Assembly,  Tonk  PeriKOpe,  10513620 . . . 

MIL-8-60133  (5) 

AR 

01  Apr 

88 

6650 

borescope  AssemNies,  Cylinder  Inspection..... . 

MIL-B-4042E 

AL 

04  Nov 

86 

6650 

Borescope  M3  USER'MC  REV>AR . . . 

MIL-8-63354A 

AR 

20  Oct 

87 

1 

6650 

BotMcopos  Ml  And  M2  USER-MI  MC  . 

MIL-8-45852A  (3) 

AR 

23  Mor 

87 

1 

6650 

Cose,  binoculor,  M62A1  And  M63A1  Validatid  Jun  85 . 

MIL-C-134598 

AR 

01  Stp 

71 

6650 

Cooting  Of  Gloss  Opticol  Elements  (Antireflection)  USER*MI  ME  REV'AV . 

MIL-C675C  (3) 

AR 

20  Aug 

86 

L 

6650 

Coding,  High  Reflectonce,  First  Surfocn,  Ordinory  Requirements  For  VoUdotid 

MIL-C-4B616/200 

AR 

29  Jul 

77 

Jan  83 

1 

6653 

Cooling,  Long  *Vo*f!ength  Pass  fllfc.',  O.'di.^c.-/  Reqvircmentt  For  VsFda*id  Jtr* 

$3 

Cooling,  Low  Reflectonce,  Ordinory  Requirements  For  Validatid  Jon  83  .......... . 

MIL.C-46A16/500 

AR 

29  Jul 

77 

1 

6650 

MIL-C-48616/100 

AR 

29  Jul 

77 

1 

6650 

Cooting,  Low  Reflectonce  On  Germonlum,  8.0  To  11.5,  Micrometers,  High 

MIL-C-48616/101 

AR 

29  Jul 

77 

Durobitity,  Special  Requirements  For  Validatid  Jan  83 

6650 

Cooting,  Reflection  Reducing,  For  instrument  Cover  Glosses  And  Lifting 

MIL-C-14806A  (2) 

AR 

15  Moy 

87 

Wtdgts  Validated  May  87  USER-MI  REV-AV  OS  99 

NOTICE  1 

L 

6650 

Cooting,  Short  Woveiength  Pots  Filter,  Ordinory  Requirements  For  Validatid 

MIL-C-486 16/600 

AR 

2«  Jul 

77 

Jon  83 

6650 

Coating,  Single  Or  Multiioyer,  Interference,  Durobility  Requirmnents  For 

MIL-C-48497A 

AR 

08  Stp 

80 

Validatid  Jon  86  USER-OS 

1 

6650 

Cooting,  Ultro  Low  Reflectonce  On  Germonium,  7.5  To  12.3  Micrometers, 

MIL-C-4B616/102 

AR 

29  Jul 

77 

Speciol  Requirements  Fof  Validatid  Jan  83 

6650 

Disks,  Micrometer,  Microscope  EYEPIEC2  Validatid  Jun  84  . . 

MIL-D-36091 

DM 

02  Aug 

61 

6650 

Filter  (Lootings),  Infroreo  interference,  Generol  Specificotion  For . 

MIL-F-48616  (2) 

AR 

28  Jon 

85 

CUSTODIAN 
AS  n 
AS  99 


AS 
AV  AS 
Alt  AS 
AR  AS 
AR  AS 
AR  AS 
AR  AS 
AR  AS 
AR  AS 

AR  AS 
AR  AS 
AR  AS 
AR  AS 
AR  SH 

AR  SA 


AR 


SH 

AR 

OS 

AR 

AR  SH 

AR  SH 
AR  SH 

MD  MS 
MDMS 


AR  SH 

AR  SH 
SH 
AR 
AR 

AS  99 
SH 


AR 

AR 

AL  AS 
AR 
AR 
AR 

AR  99 

AR 

AR 

AR 

AR 

AR  AS  IT 
AR 

AR  AS 
AR 

MDMS  03 
AR  99 
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FSC  LISTING 


JOCUMENT 


ESC 

TITIE 

NUMBER 

PREP 

DATE 

CUSTODIAN 

L 

6650 

Filttr,  Color,  Finished  (For  Optical  Instruments)  REV*MI . 

Mll-F-21241 

os 

04  Dtc 

58 

OS 

6650 

Filter,  Light,  Optieol  Instrument  (Vorioble  Density)  Binocular  Type  Volidattd 

MS-51600A 

AR 

15  Moy 

87 

AR 

SH 

99 

May  67  USER-MC 

NOTICE  1 

6650 

Filter,  Light,  Optieol  Instrument,  Binoculor  Volidottd  Jun  &5  USER«MI  OS  MC.... 

MIL-F-2763B 

AR 

01  Dk 

66 

AR 

SH 

99 

L 

6650 

Filter,  Wide  Bondposs,  7.7  To  11.7  Micrometers,  Special  Requirements  For 

MIL-F-48616/301 

AR 

29  Jul 

77 

AR 

Validated  Jon  83 

6650 

Gloss,  Cover,  (For)  Microscope'  . . . . . . . 

DD-G-426A 

t 

21  Jul 

54 

6650 

Glass,  Optical  REV>MI  EA  AV., . . . . . . 

MII-G-174B 

AR 

05  Dtc 

86 

AR 

OS 

99 

L 

6650 

Heod  Assembly,  Tonk  Reriscooe,  10513625  Validated  May  87. . 

MIL-H-60132  (3) 
NOTICE  1 

AR 

15  May 

87 

AR 

6650 

Illuminators,  MicroKope,  1^5  Volt  Validated  Jun  84 . 

GG-I-460  (1) 

/DM 

15  Aug 

52 

MD 

MS 

03 

6650 

Mognifier . 

MIL-A-M  AS1901 

MB 

30  Mar 

87 

MD  MS 

03 

6650 

Mogmfier . . . 

A-A-519U1 

MB 

30  Mar 

87 

MD  MS 

03 

6650 

Mognifier . . . . . 

A-A-51902 

/MB 

30  Mor 

87 

MD  MS 

03 

6650 

Magnifier  And  Reducing  Glass  Validated  Apr  83  USER'MI  ME . . 

GG-M-95A 

INT  AMD  (1) 

•AR 

23  Jun 

64 

AR 

6650 

Magnifier,  Folding,  Double  Lens . . . . . . . 

A-A-53S4S 

/MB 

30  Jun 

88 

MDMS 

03 

L 

6650 

Magnifier,  Measuring  Tube  Type,  Seven  Povrer  AR*60(  )  Validated  May  85 

MIL-M-21039B 

AS 

11  Jun 

79 

AS 

USER-ME 

6650 

Microscope,  Optical,  Monocular,  Hond  Held,  Portoble,  Militorixed,  200X 

Mll-M-83524 

85 

18  Oct 

85 

CP 

EC 

85 

Mognificatlon,  For  Field  inspection  Of  Optieol  Fibers  USER'ME  MC  YD  19 
REV-MI  AR  AT  GL  SH  OS  11  17  99  ES 

L 

6650 

Microscope,  Optical:  Monoculor,  Fixed*focus,  Pocket-type,  Between  40X  And 

A-A-50207A 

ME 

25  Jon 

88 

60X  Mognificatlon 

L 

6650 

Microscope,  Optical,  Binoculor  Validated  Jun  84 . . . . . 

MIL-M-37669 

DM 

28  Apr 

78 

DM 

6650 

MicroKope,  Optieol  (Binocular) . . . . . 

A-A-S1796 

/MB 

26  Jon 

87 

MD  MS 

03 

6650 

Mirror,  Front  Surfaced  Aluminited.  For  Optical  Elements  USER*ME  Ml  OS  SH 

MIL-M-13508C  (1) 

AR 

24  Oct 

88 

AR 

SH 

99 

REV-AV 

NOTICE  1 

6650 

Optieol  Component  For  Fire  Control  Instrument,  Generol  Specificotion 

MIL-O-13830A  (3) 

AR 

28  Stp 

87 

AR 

OS 

99 

Governing  The  Manufocture,  Assembly,  And  Inspection  Of  USER-AT  ME  MC 

AS  SH  REV-MI 

6650 

Optical  Terms  And  Definitions  Validated  May  87  USER-MI  AV  AT  MC  REV-ME 

MIL-STD-1241A 
NOTICE  1 

AR 

15  Moy 

87 

AR 

SH 

99 

1 

6650 

Periscope,  lottery  Command,  M65  Validated  Jun  85 . 

MII-P-45602B  (4) 

AR 

15  Mor 

85 

AR 

L 

6650 

Periscope,  Tonk,  XM48  Validated  Mar  83 . . . . . 

MIL-P-60137 

AR 

21  Dtc 

64 

AR 

1. 

6650 

Periscope,  Tonk,  M19  And  M24  Validated  May  87  USER-AT  REV-MC . 

MIL-P-4S637B  (2) 
NOTICE  1 

AR 

15  Moy 

87 

AR 

1 

6650 

PeriKope,  Tank,  XM47  Validated  Mar  83 . 

MIL-P-60134 

AR 

21  Dtc 

64 

AR 

L 

6650 

PtriKopt,  Tonk,  M13,  M14A1,  M17,  M17C,  M26,  M27,  M37  And  M45 

MII-P-46329A  (1) 

AR 

12  Aug 

80 

AR 

Validated  Jan  86 

1 

6650 

Quoftx,  Fused,  Optieol  Grade  Validated  May  85 . 

MIL-Q-47057 

Ml 

10  Moy 

74 

Ml 

6650 

R.fra<tom«l«r  . 

A-A-53e56 

MB 

15  Mor 

89 

MD 

MS 

03 

6650 

MIL-R-37053B 

DM 

17  Moy 
15  Nov 

7B 

MDMS 

03 

6650 

Spectrophotometer,  PhotoelKtric  Validated  Jun  84  REV-MB......... . 

MIL-$-37062B 

DM 

77 

MD  MS 

03 

L 

6650 

Telescope,  Elbow  M17C  Validated  May  87 . . 

MII-T-45011A 
NOTICE  1 

AR 

15  Moy 

87 

AR 

6650 

TolMcop.,  M49 . 

MIL-T-13333B  (3) 

AR 

21  Oct 

88 

AR 

99 

L 

6650 

Tripod,  M15  And  M17  Validated  Mar  82 . . 

MII-T-132S5B  (1) 

AR 

30  Mor 

70 

AR 

L 

6655 

Recorder,  Bothyrhermogroph  Doto  RO-306(A)/SSQ-36  Validated  Mar  81 

MII-R-81355B 

AS 

01  Oct 

68 

AS 

REV-GS 

L 

6655 

Recorder,  Mognetic  Distortion,  RO-32/ASO  Validated  Sep  85 . . . 

MII-R-21073A  (i; 

AS 

14  Aug 

61 

AS 

L 

6660 

Aerologicol  Disploy  Equipment  REV-99  GS . 

MIL-A-21059E 

AS 

10  Dtc 

81 

AS 

L 

6660 

Altimeter,  Pressure,  Stotion  Validated  Oct  85  REV-GS . . . . . . 

MS-24134A 

80 

20  Moy 

69 

99 

6660 

Anensometer  ML-433  PM  And  Cose,  Anemometer  CY-1397  PM  REV-CR  GS . 

Mll-A-123740 

ER 

29  Oct 

82 

ER 

AS 

L 

6660 

Bollon,  Aerologicol  Validated  Oct  84  REV-99  GS . 

MIL-B-15004A 

AS 

1  Stp 

53 

AS 

6660 

Bolloon,  Meteorologieol,  ML-537(1UM)  REV-CR . . 

MII-B-55087B  (1) 

CR 

01  Ftb 

84 

CR 

99 

6660 

Moon,  Pilot  And  Ctiling  REV-CR  AS  13 . 

MIL-E-10743E 

ER 

22  Oct 

80 

ER 

99 

6660 

Borometer,  Aneroid  ML-102  REV-CR  80 . 

MIL-B-1 IB18D 

CR 

17  Dtc 

85 

CR 

99 

•6660 

Boord,  Chort  Plotting,  Mork  7  (Asg)  Validated  Feb  81  REV-II  GS . 

MIL-B-S046D 

AS 

19  Stp 

68 

AS 

99 

6660 

Broometer,  Aneroid  Ml-434/PM  Validated  Apr  88  REV-99  GS  . . . 

MIL-B-1 1839D 
NOTICE  1 

CR 

27  Apr 

88 

CR 

99 

6660 

Cokium  Hydride  CSorge  ML‘304/TM  &  ML-305/TM  &  Chorge,  Hydrogen 

MIL-C-I1135E 

CR 

21  Nov 

84 

ER 

99 

Gmorotor,  ML-587/TM  REV-CR  13  GS 

6660 

Cose,  Mercuriol  Barometer,  ML-4B  ( (  Validated  Apr  88  REV-AS . . 

,..IL-C-55571A 
NOTICE  1 

CR 

27  Apr 

88 

CR 

99 

L 

6660 

Oinometer,  Elevation  MI-591/U  VoUdoted  Apr  83  REV-99  GS . 

MIL-C-81(X» 

AS 

15  Ftb 

64 

AS 

1 

6660 

MIL-C'22585A 

AS 

24  Moy 
14  Aug 

B4 

AS 

6660 

Indieotor  Assembly  And  Wind  Cone  (Unlighted  And  Extemolly  Lighted) 

AN2531 

13 

44 

AS 

13 

VaUdolKl  Dk  8t  REV-99  GS 

1 

6660 

•nd'CO'O'  AiVut*!  &  .Ronge  IP  345'TPS  !0  fl.'tocrivej  Vdidef^d  fJck  87  RCV-99 

MiL-!-i4i  19  (1; 
NOTICE  1  (ER) 

ER 

0?  Feb 

63 

ER 

L 

6660 

InBotion  Lounching  Device,  toHon,  Meteorologieol  MI-594(  )/U  Volidaled  Jan 

Mll-l-55338  (1) 

CR 

29  Jon 

88 

CR 

W  REV-CR  99  GS 

L 

6660 

Meter,  Volume,  Hydrogen  helium  ML-603  ()/u  REV<Ot . . . 

MIL-M-55633A 

CR 

23  Jon 

84 

CR 

1 

6660 

Modtficotion  Kit  MK-710<  )/TMQ  (Unit.  Of)  VaSdoMd  M  SS  REV-99 _ 

MII-M-55389A 

CR 

13  Jon 

84 

CR 

6660 

Noxile,  Metorologicol,  BoBon  InfloHon  (ML-STS-GM)  REV-CR  99  OS  ................ 

MIL-N-3667B 

CR 

24  Apr 

84 

CR 

99 

6660 

Porochute,  Meterologicol  Vdidated  May  77  REV-OI . . 

GG-P-115 

/ER 

20  Oct 

54 

ER 

AS 

99 

6660 

Ptotting  Boord  Ml-132( )  Yolldot0d  Apr  U  REV-13 . 

MILP-11220C 
NOTICE  1 

CR 

27  Apr 

88 

CR 

99 

1 

6660 

Plotting  S*t,  Thoodolit.  Mt.-625/GM  Volithhd  Jan  80  REV-GS  . 

MIL-P-27963 

13 

21  Stp 

67 

99 

1 

6660 

Protwrt-lMight  Slid*  Rul*  M1.315/GM  VoKdolad  Jon  80  REV-99  GS . 

Mll-P-9772 

13 

20  Aug 

65 

13 

L 

6660 

Rodiosonde  Boieflne  Check  Set  AN/GMM-1  (Components  Of)  (Inoctive) 

Mll-R-10e79D  (2) 

CR 

09  Aug 

82 

CR 

l»EV<»  99  NOTICE  1 
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FSC  LISTING 


DOCUMENT 


FSC 

TITLE 

NUMBER 

PREP 

DATE 

CUSTODIAN 

L 

4660 

Rodidtondt  Stt  AN/AMT-4(  }  (Uniti  OO(lnactivt)  Validate  Nov  83  REV*CR .... 

MIL-R-55672 

NOTICE  1 

CR 

04  May 

72 

CR 

L 

6660 

Rodiotondo  S.t  AN/AMT-13  (  (  REV-GS . 

MIL-R-38162S  (1) 

80 

03  Moy 

79 

99 

6660 

Rawin  StI  AN/GMD-1(  )  (Units  Of)  (Inoctivt)  Volldat»d  Nov  83  USER-MI  MC 

MiL-R-101S9E 

CR 

69 

CR  AS 

01 

REV-ME  CR  99 

NOTICE  1  (ER) 

6660 

RKordtd,  Rodiosoftdt  AN/TMQ«5  (UnlH  Of)  (inoctiv*)  ValidaNd  No¥  83 

MII-R-10882D 

CR 

25  S,p 

69 

CR 

99 

REV-CR  GS 

NOTICE  1 

L 

6660 

Rtcordtr,  Wind  Dirtction  And  Sp«td«  RO‘2/GMQ  VoUdoNd  Apr  88  REV>99 .... 

MIL-R-12405D 
NOTICE  1 

CR 

27  Apr 

88 

CR 

6660 

Shroud,  Solloon  (ML-424)(/U)  REV-CR  13 . 

Mtl-S-10742B 

CR 

09  Mor 

84 

CR  AS 

99 

L 

6660 

MIL-T‘49447 

CR 

02  Nov 

88 

L 

6660 

Ttst  S.t,  Bolltry  AN/AMM-1  ValidatodJun  81  REV-99  GS  . 

MIL-T-22007A 

AS 

28  Nov 

73 

AS 

6660 

Thtodolitt,  Doubk  Ctnttr  ML>474/GM  (lnoctiv«)  Volidatod  Mar  83 . 

MIL-T-11157B  (1) 
NOTICE  1 

ER 

08  Oct 

65 

ER 

99 

6660 

Thtrmomtttr,  Stif'indicoting,  Liquid  in  Gloti,  Maximum  (Mataorobgicol) 

GGT-355B 

/CR 

25S.P 

67 

CR  OS 

99 

Validatod  Fob  8S  REV-ME  AS  01 

INT  AMD  (1) 

6660 

Tharmemattr.  StK  Indicoting,  Liquid  In  Glois<  Minimum*  (Matoofdogkol) 

GG-T-356A 

/CR 

25  S*p 

67 

CR  OS 

99 

Validatod  Aug  83  REV-ME  CR  AS  01 

6660 

Thtrmomtttrt,  S«K  Indicating*  Liqu!d*in-glaii  ML*438/PMQ‘1,  Ml*439/PMQ*1* 

MIL-T-13133C 

ER 

17  Mor 

81 

ER 

99 

ML-440/PMQ-1  And  Ml-4a8/PMQ-l  REV-CR 

QL 

6660 

Wind  Oirtction  And  Wind  Spa«d  Indicating  Equipmant*  Typt  F  V<didef*d  Mar 

MIL-W-22900A  (2) 

AS 

26  Jul 

68 

AS 

81  REV-99  GS 

QL 

6660 

Wind  Dirtction  And  Wind  Spaed  Indicating  Equipment*  Type  R  V^idatad  Oct 

MIl-W-lSeOSF  (3) 

AS 

18  Oct 

77 

AS 

84  REV-GS 

L 

6660 

Wind  MMSuring  S«t  AN/PMQ-6  (Units  0()  REV-99 . 

MIL-W-5S056C 

CR 

02  Oct 

82 

CR 

6660 

Wind  Mnsuring  S.t  AN/GMQ-ll  (Units  Of)  Volidotod  Doc  76  REV-CR . 

MIL-W-13404E 

CR 

07  Jul 

70 

CR 

99 

L 

6660 

Wind  Meaiuring  Set  AN/PMQ-3(  )  (Inactive  REV>CR  99 . 

MIL-W-55153A 
NOTICE  1 

CR 

06  Aug 

82 

CR 

L 

6660 

Wind  Meaiuring  Set  AN/UMQ-5  (Compomenti  Of)  Vatidotad  fob  81  REV-GS.. 

MIL-W-172471 

AS 

04  Fob 

74 

AS 

L 

6665 

Alarm  Unit*  Chemical  Agent  Automatic  Alorm*  ABCA-M42 . 

MIL-A-513848 

EA 

23  Nov 

88 

EA 

L 

6665 

Alarm*  Chemical  Agent*  Automatic*  Portable  ABCA-M8 . 

MII-A-S1383A 

EA 

12  Sep 

85 

EA 

L 

6665 

Areo  Predictor*  Rodiological  FoUout*  A6C-M5A2 . 

MII-A-51356A  (1) 

EA 

16Nev 

87 

EA 

L 

6665 

Coble  Aiiembly*  Power*  Electrical*  ABCA-M166  . 

MIL-C-51385A  (1) 

EA 

24  Nov 

86 

EA 

L 

6665 

Calculotor  Set*  Nuclear*  M28A1  . . . . . 

MIL-C-51327  (2) 

EA 

24  Apr 

87 

EA 

6665 

Colculotor*  Downwind  Toxic  Vopor  Hazard*  Point  Source*  A8C-M2 . 

MIL-C-51211B  (1) 

EA 

05  Sop 

80 

EA 

99 

6665 

Cokulotor*  Downwind  Toxic  Vopor  Hozord*  Line  Source*  A8C-M3 . 

Mll-C-512128  (1) 

INT  AMD  2 

EA 

05  Sep 

80 

EA 

99 

L 

6665 

Colculotor,  NuciMr  Yitld,  M4A1 . 

Mll-C-51336  (2) 

EA 

12  Jon 

84 

EA 

6665 

Calculator*  Nucleor  Yield*  A8C-M4  Validatod  Jan  82  REV-AS  OS . 

MIL-C-5II27S 

EA 

29  Jun 

67 

EA  SH 

99 

6665 

Colculotor*  Rodiac*  ABC  Ml  Validatod  Jan  73 . . . 

MII-C-51074C 

INT  AMD  1  (MU) 

EA 

29  Jun 

o7 

EA 

99 

1 

6665 

Colibrotor*  Rodioc  Validatod  Apr  81 . . . 

Mll-C-24033 

SH 

06  Mor 

64 

EC 

L 

6665 

Com*  OetKtor  Unit*  Chemicol  Agent  Automolie  Alarm  Validatod  fob  87....... . 

MII-C-51386A 
NOTICE  1 

EA 

23F.b 

87 

EA 

L 

6665 

Chorgw,  Rodioc  O.t«tor,  PP  1578(  )/PO  Valldolod  Apr  83  REV-99 - 

MII-C-55038A  (1) 

CR 

27  Aug 

65 

CR 

1 

6665 

Circuit  Cord  AiMmbly  Validatod  fob  87 . . . . . 

MIL-C-51387A 
NOTICE  1 

EA 

23  Fob 

87 

EA 

6665 

Computer  Indicotor*  Rodioc  CP.95/PD,  Reoder  For  Rodioc  Detector  DT-60/PD 

MIL-C-16154E 

EC 

18  Dk 

86 

EL  EC 

99 

Validatod  Doc  86 

L 

6665 

Cemputer-indicotor  (Scoler),  Rodioc*  CP-792/U0  Validatod  May  83 . . 

MIL-C-24040A  (2) 

SH 

05  Jur 

73 

SH 

6665 

Detecting  Set,  Mine,  Portuble*  Metallic  &  Honmetollic  AN/PRS-8  . 

MIL-D-53025A 

ME 

lODtc 

85 

ME  MC 

99 

6665 

Ootccling  Set*  Mine*  Portoble*  Metallic  REV-82 . 

MII-D-23359F  (1) 

ME 

21  Dk 

84 

ME  MC 

99 

6665 

Detecting  Set*  Mint;  Portable;  Metollic  And  Nonmetallic;  AN/PK5-7  R£V>82.... . 

MIL-D  52634C 

ME 

15  Nov 

85 

ME  MC 

99 

L 

6665 

Detector  Cell*  Chemicol  Agent . . . 

MIL-D-5138SA  (1) 

EA 

18  Jun 

86 

EA 

1 

6665 

Detector  Cell*  Chemicol  Agent*  Ultratcnicolly  Welded . . . 

Mll-D-51456  (1) 

EA 

18  Jun 

86 

EA 

6665 

Dotector  Kit*  Corbon  Monixide*  Colorimetric  REV-MO  MS  DM . 

MIL-D-3945B 

EA 

03  Sop 

82 

EA  MS 

99 

L 

6665 

r  etector  Kit,  Chemicologent*  M256A1.... . . . 

MIL-D-51490A  (3) 

EA 

10  Dk 

87 

EA 

6665 

D.loctor  Kit,  ClMmicol  Ag.nl,  ABC  M1SA2  USER-ME  OS  REV-82 . 

MIL-D-512566 

INT  AMD  1  (EA) 

EA 

08  Nov 

84 

EA  SH 

99 

6665 

Detector  Ticket*  Anticholinetteraie  Agent  USER-OS  MC  REV-82 . 

MIL-D-51083C  (4) 

INT  AMD  5 

EA 

19  Sop 

84 

EA  SH 

99 

L 

6665 

Detector  Ticket*  Anticholinesterase  Agent*  Eel  Enzyme  . . . . 

Mll'D-51503 

EA 

12  Oct 

84 

EA 

6665 

Detector  Tubes*  Chemical  Agent  USER-OS  MC  REV-62 . 

MII-D-S1082E 

INT  AMD  1 

EA 

12  Oct 

84 

EA  SH 

99 

L 

6665 

Defector  Unit*  Chemicol  Agent  Automatic  Alorm*  ABCA-M43 . 

MII-D-51389A 

EA 

14  Nov 

79 

EA 

6665 

Detector*  Auxiliary*  X-roy  Probe*  DT'302/P0R-56  Validatod  Apr  81 . 

MIL-D-24261 

SH 

28  Oct 

66 

SH 

99 

L 

6665 

Detector*  Expbiive  Vopor  Voildatod  Apr  81  USER-MI  CG  REV-EA  OS . 

MIL-D-16191F 

SH 

03  Aug 

70 

SH 

6665 

Detector*  Rodioc*  DT-dO/PD  Validatod  Apr  81  USER-MC  . . . . 

MII-D-16153F 

SH 

28  Jun 

61 

EL  SH 

99 

L 

6665 

Dosimeter,  Thermoluminescent.  OT-52d/PD . . . . 

Mll-D-288e2 

EC 

20  Apr 

84 

V 

6665 

CUc<«onic  Modok  Assembly  . 

Mll-E-513«0A 
NOTICE  1 

rA 

23  F.b 

87 

EA 

6665 

Filomenr*  CombustiNe  Gas  Indicotor . . . . . 

AA-51678 

/MB 

20  Oct 

86 

MD  MS 

03 

1 

6665 

Filt.r,  Air,  D»l«*or  (for  M229  R.fill  Kit) . 

MIL-F-51452 

EA 

10  Apr 

80 

EA 

6665 

Hanso  Yellow  G  Validatod  May  84  REV-99.. . 

MII-H-10330A 

EA 

21  S.p 

50 

EA  OS 

6665 

Holder*  Rodioc  Detecting  Element*  Film  Bodge  Type  Validatod  Jun  84 . 

MIL-H-36364A  (1) 

DM 

16  Aug 

70 

MDMS 

03 

L 

6665 

Holder*  Rodioc  Sompte  Volidotod  Apr  81  REV'99 . . . 

MIL-H-21623A  (1) 

SH 

16  Apr 

68 

SH 

6665 

Indicotor  Tube*  Corl-on  Monoxide  REV-MD  DM . . . 

MII-I-3948C 

INT  AMD  1 

EA 

03  S.p 

82 

EA 

L 

6665 

Indicator*  Corbon  Dioxide*  Chemicol  Absorption  Type*  Portoble  Validatod  Apr 

MIL-l-39358 

SK 

19  Dk 

67 

SH 

81  USCR-ME  yd 

6665 

Indicator*  Combustible  Gas*  Portoble  (Duol  Ronge) . . . . . 

A-A-53861 

MB 

17  Mor 

89 

MD  MS 

03 

1 

6665 

Indicator*  Combustible  Gas  And  Toxic  Gas . . . 

MIL-I-38715A  (1) 

82 

20  Apr 

71 

99 

6665 

indicotor,  Combustible  Gas*  PortoUe  USER-MI  YD  AS  OS . . . 

MIL-l-27038  (1) 

SH 

12  Fob 

87 

EA  SH 

99 
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S665  Indicator,  Combuilibit  Got  And  Oxygon,  Porlobli . 

6665  Indicolor,  Computtr  CP  696(  )/4D  USER-82  REV-CR  . 

6663  Indicator,  Softly  Ltvtl,  Rf  Validotfd  Avg  79 . 

6663  light,  llltiminoling  And  Ullrovioltl  Val!dal»d  Jan  82 . 

6663  locotor,  Ordnonct,  Morit  9  Mod  0  Valldalad  Apr  82 . 

6663  Motor,  low  Rongo  Rodioc  Survoy . 

6663  Monitor,  Corbon  Monoxido,  Continuout  And  Alarm  (For  Sroothing  Air  Syttomt) 
USER-OS  REV-SH  MS  AS 

6663  Monitor,  Hoot  Stroti . 

6663  Monitor,  Pump  Noito  Vatidotad  May  85 . 

6663  Monitor,  Tri-got . 

6663  Mounting  Kit,  Chomicol  Agont  Automatic  Alarm,  High  Profilo,  A8CA-M228 . 

6663  Mounting  Kit,  Chomicol  Agont  Automatic  Alorm,  low  Profilo,  ABCA-MI82... . 

6663  Pockot,  Sodium  Pyrophoiphoto  Poroxido  . 

6663  Point,  liquid  (Voticonl)  Otioclor  M3 . 

6663  Popor,  Chomicol  Agont  Dotoctor,  VGH,  ABC-M8,  Booklol  Of . 

6663  Popor,  Chomicol  Agont  DotKlori  M9 . 

6663  Popor,  Chomicol  Agont  DtIKlor,  VGH,  ABC-M8 . 

6663  Popio,  Chomicol  Agont  Dotoclori  M9  7SRI19  Oyo) . 

6663  Powor  Supply,  Chomicol  Agont  Automolic  Alorm,  ABCA-M10 . 

6663  Probo,  Rodioc  OT-390(  )/PDR-36F  Validalad  Jan  88  REV-99 . 

6663  Pump  Unit,  Liquid  Vacuum,  Powor  Orivon  . . 

6663  Rodioc  Colibrolor  Sol  AN/U0M-7(  (  Valldattd  Apr  81  REV-CR . 

6663  Rodioc  Colibrolor  AN/UDM-2(  )  REV-CR  . 

6663  Rodioc  Dotoctor  DT-236()/PD  USER-99  REV-CR . 

6663  Rodioc  Ropoir  Focillly  (Mobilo),  AN/MOM-1  ()  Vatidotad  Apr  81 . 

6663  Rodioc  Sol  AN/POR-43  Validalad  Apr  81 . 

6663  Rodioc  Sol  AN/GOS-1  Validalad  Jon  82 . 

6663  Rodioc  Sol  AN/POR-63  Validalad  Apr  84 . 

6663  Rodioc  Sol  AN/P0R-43(  (  Validalad  Apr  84 . 

6663  Rodioc  Sol,  AN/POR-69  Validalad  Jon  82 . 

6663  Rodioc  Sol,  AN/P0R-27(  (  Validalad  Apr  84  REV-CR . 

6663  Rodioc  Sot,  AN/P0R-63(  (  Validalad  Apr  81  REV-MC . 

6663  Rodiocmolor  -  IM-107(  (/pd  Validalad  Apr  81 . 

6663  Rodiocmolor  -  IM-133(  (/pd  Validalad  Apr  81  REV-99 . 

6663  Rodiocmolor  •  IM-143(  (/pd  . 

6663  Rodiocmolor  IM.174(  )/P0 . 

6663  Rodiocmolor  IM-93/UO  Rodiocmolor  IM-147/P0  Validalad  Fab  88  REV-CR 

6663  Rodiocmolor  IM-9(  (/pd  VoUdotad  Apr  83  REV-MC  CG . . 

6663  Rodlocmoltr,  Air  Porticio  Dotoctor,  IM-192/WDQ  (Noform  Subj  Spoc  Expert 

Control  &  Eo  Troni  To  Foreign  Covt/nolionolt  Modo  Only  W/prior  Approvol 
Ofnovoloc  Syi  Comd)  Vdidolad  Apr  83 

6663  Rodiocmolor,  IM-239/WDQ . 

6663  Rodiocmolor,  Peckol-tixod,  Digital  Alorm,  Dotimotor  . . 

6663  Rodiocmoto',  Quorti  Fiber  SoK  Indkoting,  Gonorol  Spocificotion  For  REV-CR 
CG  MC  SH 

6663  Rodiocmolor,  Quortx  Fiber  SoK  Indkoting  Rodiocmolor  -  IM-181(  (/pd  Validalad 
Apr  84 

6665  Rodiooclivo  Source  Sot,  M3A1  REV-EA  CR . 

6663  Rodiooclivo  Source,  Cobalt  60,  Gommo,  M1A1  . 

6663  Rodiooclivo  Tost  Sample,  Krypton  83,  MX7338/PDR-27R  Validalad  Mar  85 . 

6663  Roogont,  Solvent,  &  Tost  Poporo  For  Sompiing  &  Anelyiing  Kit,  M33  Validalad 
Jon  82 

6665  Receiver  Group,  Simulot  d  Todioc,  OR-114(  )/T  REV-CR . 

6663  Refill  Kit,  Analyzing  Compononti,  C6R  Agont  Sampling  &  Analyzing  Kit,  M33  .... 

6663  Refill  Kit,  Chomicol  Agont  Automotk  Alorm,  ABCA-M339 . 

6663  Refill  Kit,  Chemical  Agent  Dotoctor,  V.G  Compononti,  AIC-M30A1 . 

6663  Ropoir  Kit,  CBR  Agont  Sompiing  S  Anolyzing  Kit,  M33  64 . 

6663  Somplor,  Air  Porticio,  HD.732/UD . 

6663  Sampling  &  Analyzing  Kit,  CBR  Agonli,  M19 . 

6663  Sampling  Kit,  CBR  Agent,  M34 . 

6663  Soil  Sompiing  Kit  Validalad  May  84 . 

0663  Subtiroto  Solution  And  Diiponior  USER-OS  MC  REV-82 . 

6663  ToUoli  Compound  34  USER-MC  OS  REV-e2  . 

6663  Toil  Sol,  Chomicol  Agent  Automolic  Alarm,  A8CA-M74 . 

6663  Trontmitlor  Group,  Simulotod  Rodioc  OT-31(  )/T  Validalad  Sap  88  REV-CR . 

6663  T-  intmiltor  Group,  Simulotod  Rrtdioc,  Hot  Spot  OT-52(  )/T  REV-CR . 

6663  Tritiu  n  Air  Monitor,  Portoblo  Or  Fixed . 

6663  Water  Totting  Kit,  Boctoriologicol  Validalad  Fab  82 . 

6663  Wolor  Totting  Kit,  Chomicol  Agonli,  M272 . 

6663  Wot  Bulb-glabo  Tomporoluro  Kit . 

6663  Wot  Globe  Tomporoluro  Kt|  (  Dial  Thormomotor  Typo,  Mochonicol) . 

6670  Bolonco,  Anolyllcol  Validalad  Fab  84  REV-MD  GS . 

6670  lolonco,  Protcription  Validalad  Mar  83  REV-GS . 

6670  lolonco,  Scolo,  And  Accotioritt,  Pockaging  And  Pocking  Of  Volidolad  Jan  85 
USER-ME  MD  MC  REV-SM  GS 

(‘"Z  lolonco,  Tortion,  300  Grrm  Capacity  Volidolad  Jan  79  USER-Gl - - - - - 

6670  lolonco.  Tertian  Validali.  rob  84  REV-MD  GS _ _ _ _ _ ...., _ 

6670  lolonco.  Trip,  loborotory  Validalad  Ocl  37  USER-MS  REV-ME  EA  03  GS _ 
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lelaiKM,  Trip,  Laboratory  USEE-MS  REV-AE  MD  ME  82  GS  . 
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/GL 
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GL 
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6670 

A-A-50144 

Gl 

06 
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Scolo  Syitoim,  Propockogod  Food  Volldot*d  Mar  t3  EEV-OS . 

MIL-S-43147D 

GL 

30 
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6670 

Scokp  Itom  Indicotingi  Wtighinfly  Sptcific  Gravity}  Copocity  0.01  Not  Lt» 

A-A-50223 

/ME 
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86 

ME 
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Thon  200  Orami,  Thrtt  Or  Pour  Woight  Itomt  0.01  Gram  Sontitivity 
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GL  YD 

82 

USEE-MC  EEV-82  GS 
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V0lidat*d  Aug  $8  USER-GL  REV-MO  GS 

NOTICE  1 

6670 

Scolo,  DIol  And  Soom  Indicoting  Validoltd  Mar  83  USER-ME  REV-85  GS . 

AAA-S-1128  (1) 

/GL 

20 

Sop 

77 

GL 

99 

6670 

Scole,  Dioi  And  leom  Indicoting,  lokert.  Dough  Piece  Checking  USER'YD  MC 

MIL-S-1 1183F 

GL 

31 

Dec 

85 

GL 

EEV-MD  GS 

6670 

Scole,  DIol  And  loom  Indicoting,  Bench  (5  To  200  Pound  Copocity)  Volidehd 

AAA-S-108D 

/GL 

03 

Oct 

77 

GL 

Fab  84  USEE-SH  EEV-GS 

6670 

Scole,  Oiol  Indicating,  Egg.  Platform  VatidatuB  Jun  79  USER*OL  . . 

MIL-S-37071 

NOTICE  1  (DM) 

DM 

25 

Jon 

74 

MD  MS 

03 

6670 

Scole,  Diol  Indicoting  (Dietetic,  500  Gram)  Validated  Oct  87  REV'DM  GS . 

AAA-S-1108 

/GL 

14 

May 

70 

GL  MS 

03 

6670 

Scale,  Diol  Indicoting.  Autepey  Validated  M  87  USER<GL  REV*GS . 

MIL-S-43710A 

DM 

12 

Jun 

75 

MD  MS 

03 

1 

6670 

Scole,  Digitol,  Plotform . . . 

A-A  ud143 

GL 

06 

Jen 

88 

GL 

6670 

Scole,  Digitol,  Overheod,  Monorail . . . 

A-A-50105 

M8 

27 

Mor 

87 

MDMS 

03 

L 

6670 

Scole,  Honging,  Dial,  30  Pound  REV*TS  . . . . . 

A-A-S0)31 

GL 

28 

Sep 

87 

GL 

6670 

Scole,  Perien  Weighing  (Infont)  Vtdidottd  Oct  87  REV*MD  GS  DM . 

AAA-S-116C 

NOTICE  1 

/GL 

17 

Mor 

71 

GL  MS 

03 

6670 

Scole,  Weighing,  Generol  Specificotlont  Votidatud  Mar  83  USER'MC  MS 

AAA-S-121D  (2) 

/Gl 

20 

Sop 

77 

Gl  YD 

99 

EEV-ME  SH 

6670 

Scolei,  Perton  Weigliing  REV*MD  GS . . . 

A-A-50059 

/GL 

22 

Sop 

83 

CL  MS 

6670 

Scolet,  Spring,  (Sutpeniion  Mounted)  REV-MS  82  GS . . 

A-A-50062 

GL 

26 

Sop 

83 

GL  YD 

99 

6670 

Weighing  Kit,  Electronic,  Aircroft  And  MIsiIle  A/i  37M-1  And  A/t  37M-2 

MIL-W-7327C 

82 

19 

Dec 

68 

AV 

99 

Validalad  Mat  8S  USER-GL  REV-MI  GS 

1 

6670 

Weight  Set,  CommerciolKole  Teiting,  10  Pounds  Moxlum . 

A-A-50085 

GL 

03 

Nov 

86 

CL 

6670 

Weight  S<t<,  SoloK.  VoPdalad  May  87  REV-MO  GS . 

AAA-W-200A  (1) 
NOTICE  1 

/GL 

21 

Jul 

75 

GL 

99 

L 

6670 

Weight,  Commer^’:!  resting,  50  Pounds  .................................................... 

A-A-500e7 

/GL 

24 

No. 

86 

GL 

6675 

AUd^o,  Surv.ying,  Ffttneopo  VoirdoMd  OtI  83  REV-GS 

GG-A-440C 

/ME 

18 

Nov 

81 

ME  YD 

99 

6675 

Alidad.1,  Survoyingi  T.I«Kop«,  With  Com  REV-GS  82  .................................... 

A-A-50216A 

ME 

10 

Jun 

88 

ME  YD 

99 

6675 

Allim«tw/borem«t.r,  Pedi.t  Slit,  With  Com . . . 

A-A-52005 

ME 

09 

Sep 

87 

ME  YD 

99 

6675 

Arrow  Sets,  Surveying  USER-MC  REV-GS . 

MIL-A-20383D 

ME 

05 

Oct 

82 

ME  YD 

99 

1 

6675 

Bose  Plate,  Theodolite,  Aluminum  USER-MC  REV-OS . 

MIL-8-11582C  (1) 

ME 

08 

Aug 

85 

ME 

L 

6675 

Boxes,  Storoge,  Photomopping,  Paper  ReU  Vatidotud  Mar  84  REV-GS . 

MIL-B-5280eA 

ME 

07 

Dec 

79 

ME 

L 

6675 

Cortogrophic  Section,  Topographic  Mopping  Set,  Truck  Mounted,  Pockoging  Of 

MIL-V.-5266S 

ME 

06 

Nov 

69 

ME 

REV-SM  GS 

L 

6675 

Com  Engintor  Sottolien  Orofting  Egulpmont,  Convot  Validalad  Jan  83  REV-GS 

MIL-C-3779D 

ME 

21 

Jun 

78 

ME 

6675 

Cose,  Battery  And  lighting  Accessory,  Por  Surveying  Equipment.  Vtdtdotid  Sep 

MIL-C-11347E 

ME 

16 

Mor 

77 

ME 

99 

82  REV-GS 

1 

6675 

Cose,  Computer  Supolies,  Corrying  Yofidated  Jan  83  REV-GS . . . 

MIL-C-52373A 

ME 

02 

Aug 

78 

ME 

1 

6675 

Cose,  Drawing  Boord  And  Plone  Toble  Boord  15  By  20  Inch  REV-GS . 

MIL-C-20634D 

ME 

09 

Moy 

85 

ME 

6675 

Chuck  Plate  Por  Orofting  Mochine  Scoles  (Use  MII-0-3B98/1)  USER-MC 

MS-16885C 

SH 

11 

Apr 

85 

ME  SH 

99 

REV-GS 

6675 

Compass,  Drafting,  Beam  U5ER-YD  REV-MC  GS  . 

A-A-50303A 

/ME 

10 

Jun 

88 

ME 

99 

6675 

Compass,  Drafting,  Pivot,  Drop  Spring  Bow,  Pen  A  Pencil,  With  Cose  REV-GS .. 

A-A-59201A 

/ME 

18 

May 

8d 

ME 

6675 

Composses,  Mognetic,  Surveyo.s  &  Transit,  Pocket,  With  Optiond  Bell  & 

GG-C-560D 

/ME 

29 

Jon 

86 

ME 

99 

Socket  Joint  Or  Bell  A  Socket  Heod,  A  Jocobs  Stoff  REV-B2  GS 

6675 

Computer,  Slodio,  Circulor  Scole  REV-GS . . . 

MIL-C-12103C  (1) 

82 

24 

Sep 

84 

ME 

99  GS 

6675 

Cooling  Unit,  Stereoplotter  Projection  Validalad  Jan  83  USER-MC  REV-GS........ 

MIL-C-10541D 

ME 

24 

Aug 

78 

ME 

99 

L 

6675 

Copy  And  Supply  Section,  Topographic  Mopping  Set,  Truck  Mounted, 

MIL-C-52669 

ME 

06 

Nov 

69 

ME 

Pockoging  Of  REV-SM  GS 

1 

6675 

Cover  Set,  Multiplex  Equipment  V^idatad  Mar  84  REV-GS  ................................ 

MIL-C-32819A 

ME 

13 

Doc 

79 

ME 

1 

6675 

Cover,  Level  Rod,  Phtlodejphio,  Cenvos  REV-MC  GS . 

MIL-C-10320E 

ME 

02 

Dtc 

82 

ME 

6675 

Curves,  Drefting,  Regular  And  Irregulor]  Curve  Sets,  Drafting,  Regular  And 

A-A-50213A 

ME 

18 

Moy 

88 

ME  YD 

99 

Irregular;  French,  Mechonicol  Engineers,  Roilrood,  And  Ships  USER-ER  MC 

RE-r-CS  82 

6675 

Cutter,  P.SotegrommeHc.  Shotted  Te**»plet,  Hond  Operated,  Ce"»er  Pv^*»  And 

MI|-C-in085F 

ME 

07 

Anr 

77 

ME 

99 

Slot  Cutting,  With  19  Accessories  Validated  Jan  82  REV-GS 

6675 

Divider,  Drofting,  Proportionol  USER-MC  REV-GS  82 . . . 

A-A-50304A 

/ME 

28 

Jon 

88 

ME 

99 

L 

6675 

Drafting  Equipment  Set,  Topogrophic  Battolien,  Photomopping  Company, 

MIL-D-53665 

ME 

10 

Oct 

69 

ME 

Pockoging  Of  REV-SM  GS 

L 

6675 

Drafting  Equipment  Set,  Topographic  Bottolion,  Heodquorters  And  Service 

MIL-D-11381E 

ME 

07 

Jun 

77 

ME 

Compony,  Pockoging  Of  REV-SM  GS 

6675 

Drofting  Instrument  Sets  And  Orofting  Instruments  USER-YO  MC  REV-82  GS . 

GG-D-600D  (1) 

/ME 

05 

Fob 

86 

ME 

99 

6675 

Orofting  Mochine  A  Scoles  Generol  Specificotion  For  USER-ME  AT  REV-MC  82 

MIL-D-38988 

SH 

11 

Apr 

85 

MOSH 

99 

GS 

SUPP  1 

6675 

Drafting  Mochin,  8  Scoltf,  Rongo  Timt  Spood  Plotting  Scol*  25,000.)  8 

MIL-D-3898/6 

SH 

11 

Apr 

85 

SH 

99 

50,000.1  Yurdi  Rotie  USER-ME  AT  REV-MC  82  GS 

6675 

Drafting  Mochin*  8  ScoMi,  Chuck  Plot*  For  USER-ME  AT  REV-MC  82  GS . 

MIL-D-3898/1 

SH 

11 

Apr 

85 

SH 

99 

6675 

Drofting  Mochine  A  Scoles,  lnse»t  For  USER-ME  AT  REV-MC  82  GS  ..**.... . 

MIL-D-3898/2 

SH 

11 

Apr 

85 

oH 

99 

749 


FSC  USTING 


ESC 

TITLE 

NUMBER 

PREP 

DATE 

66/5 

Drafting  Mochine  &  Scales,  Scote  Assembly  USER*ME  AT  REV<MC  82  GS . 

MIL-D-3898/3 

SH 

11  Apr 

85 

6675 

Drafting  Mochine  &  Scales  Ronge  Time  Speed  Plotting  Seole  200  &  1.000 

Yards  Per  Inch  USER-ME  AT  REV-MC  82  GS 

MIL-D-3B98/4 

SH 

11  Apr 

85 

6675 

Drafting  Mochine  &  Scales  Ron^e  Time  Speed  Plotting  Scale  500  &  2,000 

Yords  Per  Inch  USER-ME  AT  REV-MC  82  GS 

MIL-D-3898/5 

SH 

11  Apr 

85 

6675 

Drowing  fioord  And  Drawing  Board  Trestles  USER-GL  MC  YD  REV-82  GS  . 

GG-D-635D 

/ME 

05  Jun 

84 

6675 

Drawing  Boord,  Itluminoted,  Portable  Volidot^d  Nov  84  USER-YO  REV-GS  . . 

MIL-D-5297S 

ME 

22  Apr 

80 

6675 

Drawing  Boards  Type  li-iii-iv  REV-AR  MC  82  GS . . . 

MS-39124D 

ME 

03  Oto 

84 

6675 

Drowing  Boordi-desk  Type  hii-ii!  Volidatod  Apr  83 . . . 

MS-39123C 

ME 

02  Aug 

78 

L 

6675 

Frame  And  Table  Assembly,  Stereoplotter,  Projection,  Multiplex,  32-tNCh 

Length.  With  Chest  Validatod  Mar  84  REV-ER  GS 

MIL-F-I4614D 

ME 

18  Jul 

79 

6675 

Frames,  Stereoplotter  Projection,  Multiplex,  (Single  And  Double)  With  Cose 
Validated  Jon  82  USER-MC  REV-GS 

MIL-F-10538E 

ME 

01  Ftb 

77 

6675 

Heliotrope,  Survey^1g,  Box  Type.  With  Case  REV-82  . 

MiL-H-20194E 

ME 

23  Jan 

89 

L 

6675 

Interpretotion  Kit,  Photographic,  Pocket  Size  BS-5  REV-GS  . . 

MIL-I-2259BA  (1) 

AS 

24  Aug 

87 

6675 

Lettering  Sets  And  Accessories  USER-AR  MC  YD  REV-GS  . . . 

GG-L-2S6E  (1) 

/ME 

16  Dec 

82 

6675 

Level,  Circular,  Rod  REV-GS . . . . . . . 

A-A-S2002 

ME 

29  Apr 

87 

6675 

Level,  Sur/eying,  Abney  Type  USER-CE  MC . . . 

GG-L-260E 

/ME 

23  Otc 

88 

6675 

Level,  Surveying,  Locotors,  Hond-type  REV-MC  82  GS . 

GG-L-261D 

/ME 

19  Jun 

84 

6675 

Levels,  Surveying,  SeK  Leveling  &  Tilting  . . . . 

MIL-L-52918  (1) 

ME 

05  Jon 

81 

6675 

Light,  S*gnol,  Surveying,  2  Inch  8  5  Inch  Reflectors,  Battery  Powered,  With 

Cases  USER-MC  REV-83  GS 

MIL-L-52430B  (1) 

ME 

02  Otc 

86 

L 

6675 

Light,  Signol,  Surveying,  Self  llluminoted.  With  Carrying  Cose,  For  Use  With 

Range  Pole  REV-MC  GS 

MIL-L-52056D 

ME 

29  Apr 

86 

6675 

Line  Guide,  Lettering,  Adjustoble  USER-GS . . . . 

GG-L-00410 

t 

30  Jon 

64 

6675 

Line  Guide,  Lettering,  Adjustoble,  Plastic  USER-MC  CG  REV-GS . 

GG-T-671/6D 

/ME 

10  Mar 

81 

6675 

Mointenonee  Repolr  Kit,  Electricol,  For  M901A1  And  M981  Weopons  Systems  .. 

MIL-M-62515 

AT 

22  Oct 

85 

L 

6675 

Mop  Revision  Section,  Topogrophic  Mopping  Set,  Truck  Mounted,  Pocking  Of 
REV-SM  GS 

MIL-M-52673 

ME 

13  Jon 

70 

6675 

Mtaiurtr,  Mop  USER-MC  REV-82  GS . 

A-A-52003 

ME 

33  Jun 

87 

L 

6675 

Multiplex  Section,  Topogrophic  Mopping  Set,  Truck  Mounted,  Pockogtng  Of 
REV-SM  GS 

MIL-M-S2677A 

ME 

18  Mor 

76 

6675 

Novigotor,  Plotting  Instrument  Set  And  Plotting  Instruments  Volidafod  Jut  83 
USER-AS  REV-GS 

MIL-N-634C 

SH 

18  No. 

77 

6675 

PorolM  Rul.r  (Rolling)  REV-GS . 

MIL-P-3631C 

ME 

14  Oct 

81 

6675 

PofolW  Rulon,  Folding  Typo  REV-GS  82 . 

A-A-50212A 

ME 

16  Moy 

88 

6675 

Pen,  lettering,  Scriber  Template,  Reservoir  USER-MC  REV-GS . 

A-A.50217A 

/ME 

31  Aug 

87 

1 

6675 

Photomapping  Section,  Topographic  Mapping  Set,  Truck  Mounted,  Pockoging 

Of  REV-GS 

MIL-P-S2674 

ME 

18  Dec 

69 

L 

6675 

Pin  Register  Punch  Boords,  Pin  Register  Bors,  And  Pin  Register  Plotes  VoiidoNd 
./on  82  REV-GS 

MIL-P-52455A  (1) 

ME 

09  Nov 

71 

6675 

Pin,  Straight,  Heoded  And  Pin,  Stroight,  Heodless,  Slotted  Templet  Stud 

REV-GS 

MIL-P-14250C 

ME 

04  Aug 

81 

6675 

Plonetoblei,  Surveying,  With  Tripod  And  Carrying  Cose  USER-CG  MC  REV-82 

GS 

Planimeter,  Polar,  Compensating,  With  Cose . 

A-A-52001 

ME 

01  Apr 

87 

6675 

MIL-P-52981  (1) 

ME 

13  Aug 

82 

6675 

Plonimercr,  Polar,  Compensating.  With  Cose  REV-GS . . . 

A-A-50215A 

ME 

11  Ftb 

88 

6675 

Platter,  Rectongulor  Coordinotes,  (Coordinotogroph)  Validatod  Jon  82  REV-GS.. 

MIL-P-52307A 

ME 

07  Apr 

77 

L 

6675 

Plottiog  Instrument  Set,  Stereoplotter,  Multiplex  Loboratory,  Pockoging  Of 

REV-GS 

MIL-P-52650A 

ME 

C2  Apr 

75 

L 

6675 

Polo,  Rang*,  Mtlol,  With  Cow  USER-MC  REV-GS . 

MIL-P-20192D 

ME 

22  F,b 

82 

6675 

Position  &  Azimuth  Determining  System  (PADS),  AN/USQ-70  (U)  USER-AS  MC 
REV-GS 

MIL-P-52955A  (2) 

ME 

23  Nov 

87 

1 

6675 

Printer,  Reduction,  Stereoplotter,  Multiplex  Validafod  Jan  82  REV-GS . 

MIL-P-14257C 

ME 

22  Ftb 

77 

L 

6675 

Processing  Mochine,  Photogrommetric  Diapositive  Plates  Volidatod  Jan  83 

REV-GS 

MIL-P-5228tB 

ME 

08  Nov 

78 

5675 

Projector,  Steroplotter,  Wide-ongle,  Verticol,  Multiplex  Mopping  Ecfulpm  nl  (Set 

Of  Three  Projectors  In  A  Cose  With  Accessories).  Volidatad  Jan  83  U!  ER-MC 
REV-GS 

MIL-P-10562D 

ME 

12  S.p 

78 

6675 

Protractor,  Circulor  And  Semicircular,  (Mils,  Degrees)  USER-MC  CG  YD 

REV-GS 

GG-P-681D 

/ME 

34  ,»un 

80 

6675 

Protroctor,  One  Or  Three  Arm  . 

MIL-P-2B8B  0) 

SH 

31  Jun 

88 

6675 

Protroctof,  One  Arm,  Semicirculor  (Corrosion  Resistont  Alloy,  With  Co  E) 

Votidaftd  Nov  84  USER-SH  REV-GS 

MIL-P-3756D 

ME 

24  Oct 

80 

6675 

Protractor,  Rectongulor  REV-MC  GS  82 . 

A-A-5020eA 

ME 

05  Aug 

87 

6675 

Protroctor,  Semicirculor,  Plostie,  Groduoted  In  Mils,  Yords,  Meters,  And  Inches 
USER-AR  REV-MC  GS 

MIL-P-20385E 

ME 

02  Otc 

82 

1 

6675 

Rectifier  Siction,  Topogrophic  Mopping  Set,  Truck  Mounted,  Pockoging  Of 
REV-SM  GS 

MIL-R-52676A 

ME 

30  Jun 

75 

6675 

Rods  S«(,  L«v«l  REV-82  GS . 

a-a-52004 

ME 

16  Jut 

87 

6675 

Rods,  Level,  Philodelphio  REV-MC  GS . 

A-A-50210A 

/ME 

16  Moy 

88 

L 

6675 

Rods,  Stadia  (Folding)  REV-GS . . . . . 

A-A-S0211A 

ME 

05  Ftb 

88 

6675 

Ruler,  Drafting,  Adjustoble  Curve  USER-MC  REV-83 . 

A-A-S0206 

/ME 

03  May  83 

6675 

Scole,  Area  (Tronsporent  Plostie)  USER-GS . . 

GG-S-150A 

INT  AMD  (t) 

t 

21  Stp 

64 

6675 

Scole,  Drafting  Surveyor  S  REV-Gl  MC  GS  . . . . 

GG-S-161/5D 

/ME 

01  Moy 

85 

6675 

Scole,  Droftingt  Metric  Proportionol  USER-ER  82  REV-GL  MC  GS . . 

GC-S-161/13 

/ME 

01  Moy  85 

6675 

Scok,  Drafting,  Enlarging  USER-ER  AR  CG  82  REV-GL  MC  GS . 

GG-S-161/t2B 

/ME 

01  May  85 

6675 

Seal*,  Drafting,  Archittet  S  USER-82  REV-GL  MC  GS . 

GG-S-161/1D 

/ME 

01  May  85 

6675 

Seal*,  Drafting,  Enginnrt  USER-82  REV-GL  MC  GS  . 

GG-S-161/2D 

/ME 

0)  Moy  85 

6675 

Scole,  Drofting,  Mechonicol  USER-82  REV-GL  MC  GS . 

OG-S-161/3D 

/ME 

01  Moy  85 

6675 

Scole,  Drofting,  Combinotlon  English  And  Metric  Meosurement  System  USER -82 

GG-S-161/4D 

/ME 

01  May 

25 

CUSTODIAN 


SH  99 
SH  99 


SH  99 


ME 

ME 

ME 

ME 

ME 

ME 

ME  ■ 
AS 
ME 
ME 

ME  YD 
ME  YD 
ME  YD 
ME 

ME 


ME  YD 

AT 

ME 

ME 

ME 

ME  SH 

ME  SH 
ME 
ME 
ME 

ME 

ME 

ME  YD 

ME 

ME 

ME 

ME 

ME 

ME 

ME 

ME 

ME 

ME  SH 
ME  MC 

ME  MC 
ME 

ME 

ME  MC 
ME  YD 
ME 
ME 


ME 

ME  YD 
ME 

ME  YD 
ME  YD 
ME 
ME 


750 


88:8:8:  8  8  8  888  8  8  8  88  8  8  8  8  88  88  88  8  8888888 


FSC  LISTING 


DOCUMENT 


FSC 

TITLE 

NUMBER 

PREP 

DATE 

CUSTODIAN 

6675 

Scolt,  Drafting.  Dtcimol>inch  Dimenitoning  USER>82  REV*Gl  MC  GS . 

GG-S-161/6D 

/ME 

01  Moy 

85 

ME  YD 

99 

6675 

Scolt,  Mettorologicol,  ML-12S,  MI.-177,  &  Ml-301  TM  Validaltd  Dtc  84 

MIL-S-11779  (1) 

CR 

1)  Sep 

64 

CR 

99 

REV-CR  GS 

6675 

Seol«,  Plolling  USER-82  REV-GL  MC  GS  . 

GGS-161/7D 

/ME 

01  May 

85 

Mb 

99 

6675 

Scolt.  Piotling,  PrKiston.  Ctntim«ttr  And  Inches.  With  Cou  VoUdot^d  Mor  63 

MIL-S-20197C 

ME 

16  Mor 

77 

ME 

99 

REV-GS 

6675 

Stole,  Plotting,  Metric  USER-82  REV-GL  MC  GS . 

GG-S-161/8D 

/ME 

01  Moy 

85 

ME 

99 

1. 

6675 

Scale.  Plotting.  Coordinate.  Mastic.  Graduated  In  Yards  And  Meters  In  1  25000 

MIL-S-24120 

ME 

01  Sep 

78 

ME 

And  1-SOOOO  Stoles  Validaltd  Jan  83  USER-OS  AS  MC  YD  REV-GS 

6675 

Stole,  Plotting,  Feel  And  Yordi  USER82  REV-GL  MC  GS . 

GG-S-161/9D 

/ME 

o 

o 

85 

ME 

99 

6675 

Scale,  Plotting.  Coordinote  (Aluminum.  Square.  1,25.<XX)  Scole  And  I^O.CXX) 

MIL-S-10987D  (2) 

ME 

10  Feb 

87 

ME 

Scale.  Groduated  In  Meters  And  Yard)  REV*GS 

6675 

Stole,  Plolling,  Meter  And  Yord  USER-82  REV-MC  GS . 

GG-S-161/)DD 

/ME 

01  Moy 

85 

ME 

99 

6675 

Scale.  Plotting,  Soil  Survey  USER'82  REV-GL  MC  GS  . 

GG-S-161/11D 

/ME 

01  May 

85 

ME 

99 

6675 

Scoies,  Drafting.  And  Scoles,  Plotting  (General  Specification)  USER*B2  REV-Gl 

GG-S-161D 

/ME 

01  Moy 

85 

ME  YD 

99 

MC  GS 

SUPL  1 

L 

6675 

Shop  Equipment,  Cortogrophic  Instrument  Repoir.  Field  Moinfenonce,  Pockoging 

MIL-S-34198 

ME 

21  Feb 

68 

ME 

Of  Validaltd  Nav  78  REV-SM  GS 

6675 

Sketching  Board,  With  Waterproof  Cover,  Tripod  Mounting  USER^MC  REV>82 

MIL-S-3720E 

ME 

02  Dec 

86 

ME 

99 

L 

6675 

Sketchmosler.  Verticol,  With  Cose  Validated  Jan  33  REV-GS . 

MIL-S-I014SD 

ME 

15  Aug 

78 

ME 

6675 

Slotted  Template,  Rodiol  Arm.  Photogrommetric  Set  Volldoted  Dec  1975 

MIL-S-n039E 

ME 

02  Aug 

78 

ME 

99 

Validated  Jan  $3 

6675 

Spectacles.  Anolglyphic.  Stero-plotier.  Mapping  Equipment  (Red  And  Cyon 

MIL-S-10539C 

ME 

27  Sep 

78 

ME  AS 

Lensei,  With  Com).  Validaltd  Jon  83  REV-GS 

6675 

Splirte  And  Weights  Set  Validated  Oct  83  USER-YO  REV-GS . . . 

MIL-S-3470D 

ME 

28  Feb 

79 

ME 

99 

L 

6675 

Stereometer.  Photogrammertic.  Stereocomporogroph-type.  With  Accessories  And 

MIL-S-20388D 

ME 

23  Mor 

77 

ME 

Cose  Validated  Jon  82  REV-GS 

6675 

Stereoscopes.  Lens.  Aeriol  Photogroph  Interpretation  (Pocket)  U$ER*MC  AS 

MIL-S-3829F 

ME 

05  Aug 

81 

ME 

99 

REV-GS 

6675 

Steroscope.  Lens  &  Prism  &  Mirror.  Aerial  Photograph  tnterpeflotion  (With 

MIL-S-20i80C 

ME 

15  Feb 

77 

ME 

99 

Binoculars  And  Cose)  Validated  Jan  82  REV-GS 

6675 

Straightedge.  Porollel  Ruling.  Guide  Cord . 

GG-S-77K 

t 

12  Feb 

66 

ME 

6675 

Straightedge,  Plastic  And  Wood  Validated  May  83  REV-GS  . 

GG-S-7730 

t 

09  Jun 

78 

L 

6675 

Straightedge.  Radial  Line.  Slotted  Templet.  REV-GS . . 

MIL-S-14249C 

ME 

04  Aug 

81 

ME 

6675 

Straightedges,  Steel.  Droftmen's  REV-OS . . . . . 

A-A-S0209A 

/ME 

15  Sep 

86 

ME  YD 

99 

L 

6675 

Strip.  Motking,  Aluminum  Validated  Mar  64  REV-OS . 

M..-S-52781A 

ME 

06  Sep 

79 

ME 

L 

6675 

Stud.  Photogrommetric  Slotted  Templets  Validated  Jan  82  REV-GS . 

MIL-S-141978 

ME 

01  Feb 

77 

ME 

L 

6675 

Supplementory  Equipment  Set.  Topographic  Photomopping.  Pockoging  Of 

MIL-S-52S81A 

ME 

14  Jon 

72 

ME 

REV-SM  GS 

L 

6675 

Survey  Instrument  Automoted,  Integrated  USER-YD  REV-GS . 

MIL-S-$308S 

ME 

30  Aug 

88 

ME 

1 

6675 

Surveying  Control  Section,  Truck  Mounted  Pockoging  Of  REV-GS . 

MIL-S-52697A 

ME 

25  Jul 

75 

ME 

1 

6675 

Surveying  Equipment,  Electronic  Distonce  Meoiuring,  Mediums  Ronge, 

MIL-S-53046  (t) 

ME 

27  Jon 

86 

ME 

(S«dm,-mr)  REV-GS 

INT  AMD  2  (ME) 

6675 

Surveying  Instrunienls  And  Accessories.  Pockoging  Of  Validated  Sep  83 

MIL-S-3534D 

ME 

11  Sep 

74 

ME  YD 

99 

REV-SM 

6675 

Surveying  Instrument.  Distance  Measuring,  Electronic  Microwove  USER-MC  11 

MIL-S-52)56D 

ME 

28  Jun 

88 

ME 

99 

REV-CE  ER  GS 

L 

6675 

Surveying  Instrument.  Azimuth  Gyro.  Lightweight  Validated  Oct  81  REV-GS . 

MIL-S-52256B  (1) 

ME 

08  Oct 

76 

ME 

L 

6675 

Surveying  Set,  Vtillery  Fire  Control.  Fourth  Order.  Pockoging  Of  REV-SM  GS  .. 

MIL-S-S2365B 

ME 

12  Jon 

72 

ME 

1 

6675 

Surveying  Set.  Astronomy  Position,  Pockoging  Of  REV-GS . 

MIL-S-52729 

ME 

13  Mor 

72 

ME 

L 

6675 

Surveying  Set.  General  Purpose,  For  Plcnimetric  Construction  &  Topographic 

MIL-S-52362D 

ME 

29  Aug 

77 

ME 

Surveys.  Packaging  Of  USER-MC  REV-SM  GS 

L 

6675 

Surveying  Sot,  Precise  Leveling.  For  Spirit  Leveling  Of  Second  Order  Accurocy. 

MIL-S-3425B 

ME 

03  Feb 

67 

ME 

Pockoging  Of  Validaltd  Ftb  73  REV-GS 

L 

6675 

Surveying  Set,  Precise  Baseline,  Speciolized  Set  For  First  Order  Accurocy. 

MIL-S-3404C 

ME 

04  Jun 

75 

ME 

Pockoging  Of  USER-MC  REV-SM  GS 

L 

6675 

Surveying  Set,  Tnongulotlon  Reconnoissonce,  Speciolized,  Pockoging  Of 

MIL-S-52S4I  0) 

ME 

23  Apr 

71 

ME 

REV-SM  GS 

L 

6675 

Surveying  Set,  Topographic  Compony,  Pockoging  Of  REV-SM  GS . . . 

MIL-S-12991B 

ME 

03  Aug 

71 

ME 

L 

6675 

Surveying  Set,  Triongulotion,  Princlpol  Observer  And  Signol  Tender.  Pockoging 

MIL-S-S2548A 

ME 

26  Mor 

75 

ME 

IF  USER-SM  REV-GS 

6675 

T  Squore,  Plostic,  Wood,  &  Wood  S  Plastic . . 

A-A-843A 

• 

28  Sep 

83 

ME 

6675 

T-»quore,  (Sl,el)  REV-GS  . 

MIL-T-10629C 

ME 

23  Mor 

78 

ME 

99 

6675 

T-squartt  (Mtlol,  Wood,  &  Ploilics  USER-MC  REV-82  GS . 

A-A-50227 

/ME 

29  Oct 

86 

ME 

99 

L 

6675 

Toble,  Drowing,  Steel  Validated  Mar  84  REV-GS . . . 

MIL-T-52B20A 

ME 

31  Oct 

79 

ME 

6675 

Toble,  Drawing,  Trocing.  And  Scribing  Validated  Jan  83  USER-MC . 

GG-T-35B  (2) 

/ME 

31  Mor 

78 

ME 

99 

L 

6675 

Toble,  Photointerpreter  &  Analyst,  Illuminated.  Split  Stoge  . 

MIL-T-52993 

ME 

13  Apr 

81 

ME 

L 

6675 

Toble,  Scribing,  Tracing,  Drafting,  Flip  Top . . . 

MIL-T-52991 

ME 

17  Mor 

81 

ME 

L 

66/5 

Toble,  Stereoplot^er,  Protection.  Multiplex.  With  Chest  voiidotea'  Jon  $3 

MtL-T-ZwT73D 

MC 

05  Oct 

78 

ME 

REV-GS 

L 

6675 

Toble,  Vehicutor  Mounted.  Flat  Top,  2  Orowtr  Validated  Nav  84  REV-GS . 

MIL-T-52806A 

ME 

04  Mor 

80 

ME 

6675 

Target  Set.  Surveying  REV-82  OS . . . 

MIL-T-S2823A 

ME 

30  Jun 

83 

ME 

99 

L 

6675 

Target,  Surveying.  Beacon  (With  Corrying  Bog)  Validated  Jen  86  REV-CS . 

MIL-T-3510D 

ME 

14  Aug 

78 

ME 

6675 

Templote,  Drofting  Flowchort.  (Automatic  Ooto  Processing,  Federol  tnformotion 

GG-T-1837A 

•ME 

28  Jon 

75 

ME  SH 

99 

Processing  System)  USER-YD  REV-GS 

L 

6675 

Templote,  Drafting.  Mop  Symbol.  For  Plastic  Scribing  Validated  Nov  84 

MIL-T-S2015S  (1) 

ME 

10  Jon 

80 

ME 

USER-MC  REV-GS 

6675 

Tension  Hondle,  Steel  Measuring  Tope,  Survey’s  Validated  Mar  84  REV-GS  . 

MIL-T-11752B 

ME 

9  Jun 

61 

ME 

99 

6675 

Test  Set,  Position  &  Azimuth  Determining  System,  AN/U$M-427  USER-MC  AS.. 

MIL-T-52956A 

ME 

19  Jul 

84 

ME 

99 

L 

6675 

Test  Set.  Power  Supply,  For  Position  &  Azimuth  Determining  System. 

MIL-T-52957A 

ME 

19  Jul 

84 

ME 

AN/USM-:28  USER-AS  MC  REV-GS 

6675 

Theodolite  Mount  Ml  180  Validated  Dec  84  REV-MI  OS . . . 

MIL-T-12612 

ER 

2  Apr 

53 

ER 

99 

75i 


FSC  USTING 


FSC 


TITLE 


DOCUMENT 

NUMBER 


CUSTODIAN 


L 


L 

L 

L 

L 

L 

L 

L 

I 

L 

L 

L 

L 

L 

L 

L 

L 


L 

L 

L 

L 

I 


L 

L 

L 

L 


L 


L 


6675  Thtodolitt,  Survtying,  Directien,  Firsi  Order,  With  Acceisortei,  Trtpod,  And 
Cam  Validated  Nov  84  REV-GS 

6675  Thtodolitt,  Surveying,  Direction,  Second  Order  USbR'MC  REV*MI  62  GS . 

6675  Theodolite,  Surveying,  Directionol,  Third  Order  USER.AR  MC  99  REV<GS . 

6675  Theodolite,  Surveying,  Directionol,  Aitronomlcol,  0.1  Second,  With  Accesioriet, 
Tripod,  And  Cotei  Validated  Nov  84  REV-GS 
6675  Topogrophic  Support  System  (TSS),  Opero,  Storage  &  Retrievol,  Dittr  Droftlng 
Support,  Compilation,  Survey,  Rectifier  I  &  11,  Mosaicking  Drafting,  Collec, 
Anal,  Info  &  Synthesis  Sects.  Semitroiler  Mounted  Validated  Mar  64  REV*TE 
6675  Topogrophic  Support  System  (TSS).  Operations  Section.  Topogrophic  Support 
Set,  Semitroiler  Mounted  Validated  Mar  84 
6675  Topogrophic  Support  System  (TSS).  Storoge  &  Retrieval  Section,  Topogrop))ic 
Support  Set,  Semitrailer  Mounted  Validated  Mar  64 
6675  Topogrophic  Support  System  (TSS),  Distribution  Section,  Topogrophic  Support 
Set,  Semitrailer  Mounted  Validated  Mar  84 
6675  Topographic  Support  System  (TSS),  Drofting  Support  Section,  Topogrophic 
Support  Set,  Semitroiler  Mounted  Validated  Mar  84 
6675  Topogrophic  Support  Systun  (TSS),  Informotion  Section,  Topographic  Support 
Set,  Semitrailer  Mounted  Validated  Mar  84 
6675  Topogrophic  Support  System  (TSS),  Synthesis  Section,  Topographic  Supp^t 
Set,  Semitrailer  Mounted  Validated  Mar  84 
6675  Topogrophic  Support  System  (TSS),  Direct  Support  Section,  Truck  Mounted 
Validated  Mar  84 

6675  Topographic  Support  System  (TSS),  Compilotion  Section,  Topographic  Support 
Set.  Sem'Votler  Mounted  Validated  Mar  84 

6675  Topographic  Support  System  (TSS),  Survey  Section,  Topogrophic  Support  Set, 
Semitroiler  Mounted  Validated  Mar  64 

6675  Topogrophic  Support  System  (TSS),  Rectifier  I  Section,  Topogrophic  Support 
Set,  Semitroiler  Mounted  Validated  Mar  84 
6675  Topogrophic  Support  System  (TSS),  Rectifier  II  Section,  Topogrophic  Support 
Set,  Semitroiler  Mounted  Validated  Mar  84 

6675  Topogrophic  Support  System  (TSS),  Mosoicking  Drofting  Section,  Topogrophic 
Support  Set,  Semitroiler  Mounted  Validated  Mar  84 
6675  Topographic  Support  System  (TSS),  Collection  Section,  Topogrophic  Support 
Set,  Semitroiler  Mounted  Validated  Mar  84 
6675  Topogrophic  Support  System  (TSS),  Anolysis  Section,  Topogrophic  Suf^rt 
Set,  Semitroiler  Mounted  Validated  Mar  84 

6675  Trocing  Table,  Stereoplotter,  Projection,  With  Cose  Validated  Jan  83  REV<GS  .. 

6675  Tronsit,  One  Minute,  And  Tronslt  Tripods . . 

6675  Trestle,  Orowing  Boord  (23  X  31  Inch  Drowing  Boord)  USER-MC  REV^2  GS  .... 

6675  Trestle.  Drawing  Boord  (31X42  Inch  Orowing  Boord)  USER<MC  REV*82  GS . 

6675  Trestle,  Orowing  Boord  (3B  X  4B  Inch  Drawing  Boord)  USER*MC  R£V>B2  GS  .... 

6675  Trestle.  Orowing  Boord  (3B  X  4$,  43.5  X  60<72-84,  60  X  120  Inch  Orowing 

Boords)  USER-MC  REV-82  GS 

6675  Triongle,  Drofting,  Line  Guide,  Lettering,  Adjustoble,  And  NonoHjustoble 
(General  Specification)  USER-GL  CG  MC  YO  REV-GS 

6675  Triangle,  Drafting,  Adjustoble,  P>astic  REV-GS  . . . . 

6675  Triongle,  Drofting,  Steel,  Open  Center  USER-MC  REV-GS . . . 

6675  Triongle,  Drofting,  Steel,  Beod  Supports  And  Lifting  Knob  REV-GS . 

6675  Triongle,  Line  Guide,  Lettering,  Nonodjustoble  USER-YO  REV-GS . 

6675  Triongles,  Drofting,  Plosti<*.  Tronsporent  REV-GS...... . 

6675  Tripod,  Surveying,  Extension-leg-type  REV-AR  GS . 

6675  Tripod,  Surveying,  For  Range  Pole  USER-MC  REV-GS . 

6675  Trivet,  Surveying  Instrument  Validated  Mar  84  f.PV-GS  . 

66B0  Adopter,  Coupling/bulkheod,  Speedemeter-tacho..'teter  Drive  Validated  Oct  87 
REV-GS 

6680  Adopter,  Speedometer-  Tachometer,  90  Deg.  Drive  U$ER-ME  REV-GS . 

6680  Adopter,  Speedometer-  Tachometer  Stroight  Drive  USER-ME  REV.99  GS . 

6680  Core,  Flexible  Sho^t  Assembly.  Tochometer  And  Speedometer.  USER-ME  MC  AS 
REV-GS 

6680  Counter,  Reciprocotlng,  Hond-held . . . 

6680  Counter,  Reciprocotlng,  Hond  Held  . . . . 

6680  Counter,  Rototing,  Mechonicol,  Direct  D  ive,  8587543  (3200  Mil  Reset) 

Validated  May  88  REV-GS 

6680  Detector,  Botch  Interface  REV-GS . . . . 

6680  Flowmeter,  Fluid  Electro-mognetic  Type  Validate j  Apr  82  REV-GS . . 

6680  Flowmeter,  Liquid,  Vltrosonic,  Non  Intrusive  . . . 

6680  F'uld  Flowmeter,  Volume  Velocity  Type  REV-GS . . . 

6680  Goge  System,  Fuel  Ouontity,  Copocitor  Type,  Nonvocuum  Tube,  IntegroBy 
Lighted,  Generol  Specif icotion  For  V^idated  Oct  84  REV-GS 

6680  Goge,  Boiler  Woter,  Direct  Reoding  USER-MC  REV-YD  GS . ......... 

6680  Goge,  Fuel  Quontity,  Copocitor  Type,  Uncompenioted,  Generol  Specificotion 
For  Validated  Feb  81  USER-AT  REV-GS 

6680  Goge,  Fuel  Quontity,  Copocitor  Type,  Compensoted,  Generol  Specificotion  For 
(Inactive  Validated  Oct  84  USER-AT  REV-GS 
6680  Goge,  Liquid  Level,  Tope  And  Floot,  Direct  Reoding  (For  Shipboord  Use) 
Validated  Apr  82  REV-GS 

6680  Goge,  Liquid  Level  Measuring,  Tonk  REV-GS . ..... 

6680  Goge,  Liquid  Quonity,  Copocitor  Type  Tronistorixed,  Generol  Specificotion  For 
Validated  Sep  88  REV.99  GS 

6680  Goge,  Liquid  Quontity,  Copocitor  Type,  InstoHotion  And  C.  non  Of 
Validated  Sep  88  REV-GS 

6680  Goge,  Tertk  Liquid  Uvel  (Stotic-HEAD)  Validated  Apr  82  USER-^  REV-GS . 


MIL-T-52035B 

ME 

19  0.C 

79 

ME 

MIL-M4132F  (2) 

ME 

19  S.p 

83 

ME 

MII-T-S2114F  (1) 

ME 

28  Jon 

82 

ME 

Mll-T-52nSB 

ME 

07  Moy 

80 

ME 

MIL-T-S2964 

SUPP  1 

ME 

23  Jul 

79 

ME 

MIL-T-S2964/) 

ME 

23  Jul 

79 

ME 

MII.T-S2964/2 

ME 

23  Jul 

79 

ME 

MIL-T-S2964/3 

ME 

23  Jul 

79 

ME 

MIL-T.S2964/4 

ME 

23  Jul 

79 

ME 

M1L-T-S2964/12 

ME 

23  Jul 

79 

ME 

Mll-T  52964/13 

ME 

23  Jul 

79 

ME 

MIL-T-5296S 

ME 

13  Aug 

79 

ME 

MIL-T-S2964/5 

ME 

23  Jul 

79 

ME 

Mll-T-52964/6 

ME 

23  Jul 

79 

ME 

MII.T-S2964/7 

ME 

23  Jul 

79 

ME 

MIL-T-52964/8 

ME 

23  Jul 

79 

ME 

M)l-T.52964/9 

ME 

23  Jul 

79 

ME 

MII.T-52964/10 

ME 

23  Jul 

79 

ME 

MIL-T -52964/ 11 

ME 

23  Jul 

79 

ME 

MIL-T-10540D 

ME 

08  Nov 

78 

ME  AS 

GO.T-621C 

t 

18  Nov 

85 

MS-391 15C 

ME 

03  Dk 

84 

ME 

M$-39116C 

ME 

03  Dtc 

84 

ME 

MS-391 17C 

ME 

03D*c 

84 

ME 

MS-391 18D 

ME 

03  Dk 

84 

ME 

GG-T-671F 

/ME 

10  Mor 

81 

ME 

GG-T-671/3B 

/ME 

10  Mor 

81 

ME  YD 

GG-T-671/4B 

/ME 

10  Mor 

81 

ME  YD 

GG-T-671/SB 

/ME 

10  Mor 

81 

ME  YD 

GG.T-671/2B 

/ME 

10  Mor 

81 

ME 

GG-’^71/1C 

/ME 

10  Mor 

81 

ME  YD 

MIL-T-14091E 

ME 

06  Jun 

88 

ME 

MIL-T-11674F 

ME 

02  Dk 

82 

ME  YD 

MIL-T-11372E  (1) 

ME 

27  Apr 

79 

ME 

MS-53099A 

NOTICE  1 

AT 

O6  0cl 

87 

AT 

MS-39130D 

AT 

14  Nov 

85 

AT 

MS-39132F 

AT 

25  Aug 

80 

AT 

MS-51072F 

AT 

04  Aug 

87 

AT 

GG-C-620C  (2) 

t 

25  Mor 

69 

GG-C-00620F 

t 

15  Apr 

76 

MIL-C-6061BB  (3) 
NOTICE  1 

AR 

20  Moy  88 

AR 

MII-D-52B40  (1) 

ME 

24  Fob 

75 

ME 

MII-F-24291B 

SH 

10  Aug 

71 

SH 

Mll-F-24701 

SH 

23  Mor 

88 

SH 

MIL-F-24259A 

SH 

14  Dk 

87 

SH 

MIL-G-8798  (2) 
NOTICE  (11 

AS 

30  Dk 

71 

AS 

MIL-G-16356D 

SH 

18  Ok 

87 

ME  SH 

MIl-G-7817  (1) 
NOTICE  2  (AS) 

AS 

29  Moy  52 

AV  AS 

Ma-G-7818  (1) 
NOTICE  2 

AS 

29  Moy  52 

AV  AS 

MIL-G-1640eB 

SH 

27  Aug 

53 

SH 

MIL-G-177130 

YD 

26  Jul 

88 

YD 

MIL-G-269S8C  (1) 
NOTICE  1 

11 

30S,p 

88 

AV  AS 

MII-O-7940C 

NOTICE  1 

11 

30  Stp 

88 

AV  AS 

MII-G-16748A  (2) 

SH 

29  0cl 

57 

MOSH 

752 


FSC  LISTING 


DOCUMENT 


FSC 

TITLE 

NUMSER 

PREP 

DATE 

CUSTODIAN 

L 

6«80 

Gtntrotor,  Tochcmtttr . . . . . . . . . . 

MIL-G-62363A 

AT 

18  Doe 

85 

AT 

6680 

Hygrothtrmogroph  REV*GS . . . 

A-A-50733 

82 

27  Nov 

87 

ME 

82 

L 

6680 

Indicotor  Stt,  Liquid  Oxygtn  Quontity*  A/A24J<21  Validated  Jid  81  REV*11 

GS 

Indicotor  Sit,  liquid  Oxygon  Quantity,  A*A24J&4  REV>GS . 

MIL-l-83449 

82 

10  D« 

74 

99 

01 

6680 

MIL-l-263838 

82 

25  Mar 

85 

99 

L 

v/680 

Indicotor,  Fml  Roti  Of  Flow,  0  To  15  Gpm  Validated  Mar  61  REV-GS . . . 

MIL-l-23870  (1) 

AS 

29  Jon 

64 

AS 

•6680 

Indicotor.  Liquid  Quontity,  24  Voitt  D.c.  Engini  Full  USER*ME  MC  REV-ER  GS 

MS-34544H 

AT 

11  D« 

86 

AT 

99 

QL 

6680 

Indicator,  Liquid  Oxygon  Quantity  GMU-5/A  REV- 11  GS  . . . . . . 

MIL-I-26380S  (1) 

82 

25  Stp 

68 

99 

1 

6680 

Indicotor,  Liquid  Oxygon  Quontity,  Copocltonco  Typo,  Gonoroi  SpocHicotlon  For 

MIL-l-256450  (2) 

82 

26  Jul 

77 

11 

Volldaltd  Apr  83  REV-99  GS 

QL 

6680 

Indicotor,  Liquid  Oxygon  Quontity  REV-AS  99  11  GS  . 

MIL-I-27544C 

82 

05  Apr 

85 

99 

1 

6680 

Indicator,  Liquid  Oxygon  Quontity  GMU-39/A  Validatad  Aug  74  REV-GS . 

MIL-I-38021A 

82 

28  Jon 

63 

99 

0  L 

6680 

Indicotor,  Liquid  Oxygon  Quantity  GMU-37/A  Validated  Apr  63  REV-GS . 

MIL-I-278S2A  (1) 

82 

25  Stp 

68 

99 

01 

6680 

Indico:or,  Liquid  Oxygon  Quantity  GMU-59/A  REV-GS . . . * . 

MIL-I-38468A 

82 

02  Moy 

83 

99 

QL 

668C 

Indicotor,  Liquid  Oxygon  Quantity  Validatad  Jun  63  REV-99  GS . 

MIL-I-27677D  (2) 

82 

28  Mar 

79 

99 

L 

6680 

Indicotor,  Pormooblilty,  Low-mu  (Go-no-go)  REV-GS..... . . . 

MIL-l-172148 

SH 

07  Nov 

84 

ME  SH 

L 

6680 

Indicotor,  Roto  Of  Flow  And  Trontfor  EFU-20/A  REV-GS . . . . 

MIL-I-38120A  (3) 

82 

16  Aug 

82 

99 

6680 

Indicator,  Sight,  Liquid,  Rofrigoront  VoHdatad  Apr  67  USER-ME  CE  REV-MD 

MS-17798D 

GL 

13  Apr 

87 

GL  YD 

GS 

NOTICE  1 

6680 

Indicator,  Sight,  Liquid,  Rofrigoront  USER-MC  SH  REV-YO  11  . . . 

MIL-I-23208A  (1) 
NOTICE  1  (11) 

GL 

15  Apr 

87 

GL  YD 

L 

6680 

Indicotor,  Sight,  Liquid  Lovol,  Oiroct  Rooding,  Roflox  Tubulor  Gogo  Gtou 

MIL-l-200378 

SH 

01  Jun 

84 

SH 

REV-82  GS 

6680 

Indicotor,  Tochomotor,  Eloctric,  SoniWivo,  Typo  E-30  Valldatad  Fab  61  REV-GS.. 

MIL-l-7186  (1) 

AS 

09  Aug 

55 

AS 

99 

QL 

6680 

Liquid  Lovol  Indicoting  Equipmont  (Eloctricoi)  (Novol  Shipboord  Uto)  Votkhttd 

MIL-L-23886A 

SH 

04  Fob 

65 

SH 

Apr  Bi  REV-GS 

L 

6680 

Motor,  Air  Flow  indicating,  Difforontioi  Protouro,  Submorlno  Bottory  Vontilotion, 

MIL-M-19981A 

SH 

26Ftb 

62 

SH 

Vorioblo  Troniformor  Validatad  Fab  62  REV-GS 

L 

6680 

Motor,  Flow  Roto  Indicating,  Floot  Typo  VtdidoHd  Jut  66  REV-GS.......... . 

MIL-M-51392A 
NOTICE  1 

EA 

09  Jul 

86 

EA 

L 

6680 

Motor,  Fluid  Quontity  VolunMtrlc . . . . . 

MIL-M-18294D 

YD 

16  Nov 

87 

CE  YD 

L 

6680 

Motor,  Volumotric,  Potitivo  Diiplocomont,  Liquid,  Aircraft  Full,  5(X)  GPM  (Uto 

MIL-M-285I9A 

YD 

11  Jun 

84 

YD 

99 

MIL-M-26881)  USER-82  REV-a2  GS 

L 

6680 

Motor,  Volumotric,  Potitivo  Oitplocomont,  Liquid,  Typo  F-1,  Alrcroft  Fuol,  300 

MIL-M-6404A  (1) 

82 

25  Apr 

77 

AT 

Gollont  Por  Mlnuto  Vah'datad  Nov  62  REV-GS 

L 

6680 

Motort,  Flow,  Mochonicol,  Volumotric  Potitivo  Oitplocomont,  Liquid,  Cold  Wotor 

MIL-M-2082C 

SH 

21  Dtc 

84 

SH 

And  Hot  Wot,r  Typo,  Novol  Shipboard  Uto  REV-GS 

L 

6680 

Oil  Quantity  Goging  Syitom,  Continuout  Trontittoritod  Nucitonic,  Gonoroi 

MIL-0-38338C  (1) 

82 

30  Sop 

81 

AV 

99 

Spocificotion  For  REV-AV  99  GS 

L 

6680 

Pro'u..,  Capocitor  Typo,  Fuol  Quantity  Gogo,  Gonoroi  Spocificotion  For 

MIL-R-22871A 

AS 

30  Jon 

62 

AS 

Vo/Zdotod  Mar  82  REV-GS 

6680 

Rogviotor,  Oxygon . . . 

MIL-R-42043 

MS 

06  Apr 

87 

MOMS 

03 

6680 

Rogulotor,  Protiuro,  Modico'  Got  Adminittrotlon  Apporotut  REV-YO  GS . . 

MIL-R-36557C 

DM 

20  Nov 

84 

MDMS 

03 

6680 

Rogulotor,  Protiuro,  Modicol  Got  Adminiitrotion  Apporotut . 

A-A-53807 

MS 

11  Jon 

89 

MDMS 

03 

6680 

Rulo,  Sounding,  Jointod  Validafad  Dae  63  REV-GS . . . . . 

MIL-R-2784A 

SH 

20  Stp 

57 

me  SH 

6680 

Shaft  Attombly,  Floxiblo  Motollk  Tochomotor  And  Spoodomotor  USER-YD 

MS-51071H 

AT 

12  Aug 

87 

AT 

REV-GS 

6680 

Shaft  Attombly,  Floxiblo,  Ploitic,  Tochomotor,  And  Spoodomotor  USER-ME  MC 

MS-521 16A 

AT 

19  Jon 

88 

AT  YD 

99 

REV-GS 

6680 

Spoodomotor  Mochonicol  (0-100  Km/h)  Validatad  Mar  83  USER-MC  REV-GS.... 

DS-52140 

AT 

28  Stp 

77 

AT  YD 

L 

6680 

Spoodomotor,  Mochonicol  (0-60  Mph)  USER-ME  MC  REV-GS . . . 

MS-39021D 

AT 

25  Jon 

82 

AT 

Q 

6680 

Spoodomotor,  Tochomotort,  Floxiblo  Shoft  Attombliot,  Floxiblo  Shoft  AttomUy 

MIL-S-10215F 

AT 

17  Mor 

87 

AT 

Corot,  Adaptor!,  And  Trentmittori  USER-ME  MC  REV-MI  GS 

L 

6680 

Switch,  Liquid  lovol,  Gonoroi  Spocificotion  For  Validatad  Mar  81  REV-GS . 

MIL-S-21277A 

AS 

9  Oct 

61 

AS 

6680 

Tochomotor  Gonorotor  AC  Gonoroi  Spocificotion  Validatad  Oet  84  USER-CG 

MIL-T-228218 

AS 

16  Apr 

69 

AR  AS 

MC  REV-ES  GS 

6680 

Tochomotor  Gonorotor,  Typo  15tH4A  Validatad  Oct  84  USER-MC  CG  REV-ES 

GS 

Tochomotor  Gonorotor,  Typo  15  RG4A  Validatad  Oet  64  USER-CG  MC  REV-ES 
GS 

Tochomotor,  Eloctricoi,  Soif  Gonoroting,  Mochonicol,  Fixod  Mounting  And  Hond 

MIL-T-22821/1A 

AS 

15  Aug 

68 

AR  AS 

6680 

MIL-T-22821/28 

AS 

07  Moy  71 

AR  AS 

Q 

6680 

MIL-T-16049C  (3) 

SH 

03  Dtc 

86 

SH 

99 

Hold,  And  Vibroting  Rood 

6680 

Tochomotor,  Mochonicol,  Fixod  Mounting,  (4000  R.p.m.)  Validatad  May  83 

MS-35916C 

AT 

25  Apr 

68 

AT  YD 

USER-ME  MC  REV-GS 

L 

6680 

Tottor,  Airflow,  Got  Porticuloto  Filtor  Unit,  M39 . . . 

MIL-T-51461  (1) 

EA 

23  Stp 

87 

EA 

L 

6680 

Tronimittor,  Liquid  Quontity,  Floot  Typo,  Engino  Fuol  USER-ME  80  REV-GS........ 

MS-500040H 

AT 

29  Jul 

88 

AT 

QL 

6680 

Trontmittor,  Roto  Of  Flow,  In  Flight  Rofuoling,  0-10,000  PPM,  Typo  M8-3 

MIL-T-25439A  (1) 

82 

24  Jul 

81 

99 

REV-GS 

6680 

Wiring  Diogrom  Two  Polo  Tochomotor  Gonorotor  And  Porccnt  Rpm  Tochomotor 

MS-33632 

AS 

02  Dtc 

60 

MO  AS 

99 

Validatad  Mar  84  REV-GS 

Q  L 

6685 

Altimotor,  Protturixod  Comportmont,  Intogrolly  llghtod  0-50,000  Foot,  1-7/8 

MIL-A-25933B 

82 

29  Mor 

85 

99 

Inch  Diol  REV-GS 

L 

6685 

Boromotor,  Anoriod  MI-448  UM  Validatad  Sap  65 . . . . . . 

MIL-8-17089A  (1) 

AS 

26  Stp 

57 

AS 

Q  L 

6685 

Boromotor,  Anoroid  Validatad  Jul  84  REV-GS . . . . . 

MIL-B-17S96C 

SH 

08  Nov 

78 

SH 

6685 

Bulb,  Eloctricoi  Rotittonco,  Thormomotor,  Froo  Air  REV-11 . . . . . 

MIL-B-8598A  (1) 

82 

29  Jun 

78 

AS 

99 

6685 

Bulb,  Tomporoturo,  Eloctricoi  Rotittonco  (Minut  70  Oog  C  To  Piut  300  Dog  C) 

MS-28034A 

82 

24  Mor 

55 

AV  AS 

99 

Volidolad  Jul  65  USER-ER  REV-GL  Ml  GS 

Q 

6685 

Bulb,  Tomporoturo,  Ihormorotittor,  -  70  Dog.  To  Plut  150  Oog.  L,  Typo  G-1 

MIL-8-73706  (1) 

AS 

12  Aug 

74 

AS 

Volldaltd  Stp  as  REV-AV  ER  GS 

L 

6685 

Calibrator,  Thormomotor  Validatad  Mar  64  REV-GS . . . 

MIL-C-45543 

AR 

13  Stp 

63 

AR 

6685 

Cord-humidity-indicoting  Color  Comporlion  Validatad  Jun  62  REV-GS . 

MS-3396 

AS 

15  Jul 

69 

ME  AS 

99 

L 

6685 

Choft,  Humidity  Indicotor  Color  Comporiton  Validatad  Oet  79  USER-MC 

MS  16188 

AS 

27  Dtc 

56 

AS 

REV-GS 
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Q 

6M5 

Oomptntr.  Fluid  Prtiturt,  Gogt  Prottclion  REV«MI  82  GS  . . . 

MIL-D-29408  (1) 

SH 

12  Nov 

86 

ME  SH 

99 

INT  AMD  3  (SH) 

Ql 

6485 

Oiffertntiol  Prtiturt  Troniductr  Eguipmtnt  (Eltctrical)  (Novol  Shipboord  Uit) 

MIL-D-24304B 

SH 

05  Jul 

88 

SH 

REV-GS 

6MS 

Fitting  It  Engint  Cylindtr  Htod  Ttmptratui.i  ‘Atoiuring  Eltmtnt  Voli<ht*<i  Avg 

AN4076 

AS 

25  Aug 

87 

AV  AS 

99 

B7  REV-GS 

REV  4 

1 

6685 

Flowmtttr,  Oifftrtntiol  Prtiturt  (NFORN  Prior  Apprevol  Of  Tht  Novo)  Sto  5yt 

MIL-F-24612 

SH 

06  Jul 

82 

Comd) 

6685 

Oogt  Aiitmbliti,  Air  Prtiturt,  Diol  Indicoting  Oiucic  Typt,  Stif  Contoln^ 

MIL-G-8348H 

82 

15  Oct 

81 

AS 

99 

(Aig)  REV-GS 

L 

6685 

Gogt'prtiiurt,  Dioi  Indicoting,  Oxygtn,  High  Prtiturt  Volidaf*d  Mot  $4 . 

MS-18043 

AS 

11  Apr 

63 

AS 

L 

6685 

Gogt,  Aircroft,  Copocitonct,  Liquid  Oxygtn  Convtrttr,  Typt  MC*6  (Inoctivt  • 

MIL-G-19804 

AS 

12  Jon 

57 

AS 

Uw  MIL-l-813e7)  ValidoUdStp  SO 

NOTICE  1  (AS) 

1 

6685 

Gogt,  Aircroft,  Copocitonct,  Liquid  Oxygtn  Convtrttr,  Gtntrol  SptcifkoHon 

MIL-G-19053C  (1) 

AS 

18  Nov 

71 

AS 

For  Volidatod  5tp  8S 

NOTICE  1  (AS) 

L 

6685 

Gogt,  Aircroft,  Copocitonct,  Liquid  Oxygtn  Convtrttr,  Typt  MC*5  (Inoctivt 

MIL-G-I9337S 

AS 

14  Jon 

57 

AS 

Um  MIL-I-813S7)  Validoltd  Oet  SO 

NOTICE  1  (AS) 

L 

6685 

Gogt,  Aircroft,  Copocitonct,  Liquid  Oxygtn  Quontity  Indicotor  Rtptottn, 

MIL-O-19807 

AS 

14  Jon 

57 

AS 

Typt.  MC-5R,  MC-6R,  MC-7R.  MC-8R  (Inocllv*  -  Ut«  MIL-l-8t388)  VoUdottd 

NOTICE  (1) 

5tp  80 

6685 

Gogt,  Compound  Prtiturt  Vocuum,  Dial  Indicating  Validafod  Jun  64  R£V*OS.... 

MIL-G-36721 

DM 

22  Dtc 

70 

MD  MS 

03 

o 

6685 

Oogt,  Emtrgtncy  Oxygtn,  Typt  L‘2  REV*GS  . . 

MIL-G-76018 

82 

15  Nov 

82 

AS 

99 

6685 

Gogt,  PontI  Mounting  Low  Prtiturt  Oxygtn  Volidafod  Doc  68  REV*G$ . 

AN6021 

82 

09  Dk 

88 

AS 

99 

REV  5 

L 

6685 

Gogt,  Prtiturt  (Air),  Bolltr  VoUdatod  Apr  86  REV<GS  . 

MIL-G-174S98  (1) 

SH 

21  S#p 

61 

SH 

1 

6685 

Oogt,  Prtiturt,  Olol  Indicoting,  Stoinltii  StttI  Coit  Validated  Foh  81  REV*GS 

MS-17856A 

AS 

15  Oct 

63 

AS 

6685 

Gogt,  Prtiturt,  Diol  Indicoting  Validated  Apr  83  REV<OS  . . . . . 

AN6036 

82 

28  Oct 

7: 

AV  AS 

99 

REV  4 

Ql 

6685 

Gogt,  Prtiturt,  Diol  Indicoting,  Pntumotic  REV*MI  99 . 

MIL-G-25867C 

82 

03  Moy 

79 

99 

L 

6685 

Gogt,  Prtiturt,  Diol  Indicoting  Non«ftrroui  Cott  REV<GS . . . 

MS-17857C 

71 

31  (Oct 

83 

AS 

99 

Q 

6685 

Gogt,  Prttiurt,  Engint  And  Utility  Aircraft  REV*MC  GS  . 

MIL-0-7734C 

AS 

16  Nev 

81 

AV  AS 

99 

QL 

6685 

Gogt,  Prttiurt,  Diol  Indicoting,  Hydroulic,  Typt  MElit  REV«GS . 

MIL-G-353088  (2) 

82 

21  Oct 

74 

99 

L 

6685 

Gogt,  Prttiurt,  Diol  Indicoting,  Oxygtn,  High  Prttiurt  Validated  Jwi  84 

MIL-G-23676  (2) 

AS 

09  Aug 

78 

AS 

REV-GS 

L 

6685 

Gog*,  Praiiur*,  Dial  lodicoting  VaUdaUd  Mat  SI  REV-AV  71  GS . 

MIL-G-23337  (3) 

AS 

15  Moy 

65 

AS 

99 

6685 

Gogt,  Prttiurt,  Diol  Indicoting,  Low-prtiiurt  Oxygtn . . . 

MIL-G-dOlPC  (2) 

82 

29  Jun 

78 

AV  AS 

99 

L 

6685 

Gofl*.  Singla  1  Inch  Diol,  Pnoumotic  Protiur*  Voiidalad  Dot  SS  REV-MI  . 

MS-24478R 

82 

09  Dtc 

88 

99 

NOTICE  1 

6685 

Gogti,  Prtttuft  And  Gogti  Compound,  Prtiturt  And  Vocuum,  Dial  Indicoting, 

MS-27900C 

GL 

28  Mar 

85 

GL  YD 

Poml  Mounltd,  2  1/2  Inch  Diol  Slu,  Rtfrigtranl  RI2  And  R22  USEk-CE  MC 

REV-MD  ES  GS 

6685 

Gogti,  Prttiurt,  Diol  Indicoting,  Pont!  Mounttd,  Rtfrigtront  12  (InocHvt,  Uit 

MS-279018 

GL 

21  Mor 

75 

GL  MC 

99 

Ml  27900)  Validalad  Mat  S3  USER-CE  ME  REV-GS 

L 

6685 

Gougt,  Oifftrtntiol,  Diol  Indicoting . . . . . 

MIL-G-246S9  (1) 

SH 

12  Aug 

87 

SH 

6685 

Gougt,  Prttiurt  Indicoting  Diol  Typt  Eloitic  Eltmtnt  •  31  Otc  80  REY*AT  AR 

ANSI  84(.l-80 

YD 

23  Dtc 

81 

ME  YD 

99 

SH  OS  AS 

6685 

Gougt,  Prtiturt  Indicoting  Diol  Typt,  Ebttic  Eltmtnt  (Mttric)  •  IS  ion  79 

ANSI  840.1M-77 

YD 

28  Dtc 

81 

ME  YD 

99 

USER-MC  REV-AR  AT  OS  AS  SH  GS 

L 

6685 

Gougt,  Prttiurt,  Diol  Indicoting  REV>G$ . . . 

MIL-G-18997D 

SH 

08  Oct 

87 

SH 

6685 

Gougo.  ■  Protigrt,  Indicoting  Diol  Typt  -  Eloilic  Eltmtnt  -  15  Oct  1986 

ANSI  840.1-85 

YD 

18  Moy 

87 

ME  YD 

99 

USER-MC  REV-AR  AT  AS  OS  SH 

6685 

Homttt  Aiitmbly,  Thtrmocouplt . . . 

MIL.H-62430 

AT 

26  Moy 

88 

L 

6685 

Humidity  Stnior,  Rttiitonct . . . . 

MIL-H-49448 

CR 

02  Nuv 

88 

6685 

Indicotor  •  Ttmptroturt,  Eltctricol  Rttiitonct,  Multidunction,  Minut  70  Otg  To 

MS.280098 

82 

34  Jun 

63 

AS 

99 

Plu>  150  Otg  C,  2-INCH  Sin  Valtdattd  Apr  SI  REV-GL  Ml  GS 

6685 

Indicotor  -  Tomptraturt,  Eltctricol-rtllltonct,  Minui  50  Dtg.  To  Plui  300  Otg. 

an:/92 

AS 

15  Mor 

76 

AS 

99 

ValidaM  Mar  S3  REV-GS 

REV.2 

6685 

Indicotor  •  Ttmptroturt,  Eltctricol  RMiitonct,  Cylindtr  Htod,  0*300  Dtg  C 

M5-280048 

82 

28  Apr 

66 

AV  AS 

99 

Validaltd  Aug  84  REV-GS 

6685 

Indicotor  •  Ttmptroturt,  Multi-function,  Eltctricol  Rttiitonct,  Singit, 

MS-280081 

AS 

11  Dtc 

87 

AV  AS 

99 

Clomp-mount^,  Minut  50  To  Plus  50  Otg.  C,  2*INCH  Sizt  Validated  Dec  87 

NOTICE  1 

USER-ER  REV-MI  AV  11  GS 

6685 

Indicotor  Cobin  Air  Prttiurt,  1*7/8  Inch  Diol,  Typt  MA<1  Validated  Mar  86 

MIL-l-50998  (1) 

82 

27  Mor 

86 

99 

USER-CG  REV-99  GS 

NOTICE  1 

1 

6685 

Indicotor  Plug,  For  Mtitilt  Proptllontt  Validated  Sep  83  REV*Mt  GS . 

MIL.I-81508  (1) 

AS 

15  May 

79 

AS 

6685 

Indicotor  Ttmptroturt,  Thtrmocouplt,  StK  Soloncing  Pottntiomtttr  Typt  (Atg) 

MS.24569D 

82 

09  Dtc 

88 

AS 

99 

Validated  Dee  88 

NOTICE  1 

L 

6685 

Indicotor,  Aircroft,  Prttiurt,  Voltogt  Rotio  Typt,  Gtntrol  Sptcificotion  For 

MIL.1.254378  (1) 

82 

22  Jun 

87 

11 

REV-99  82  GS 

01 

6685 

Indicotor,  Cobin  Air  Prttiurt,  Prttturixtd  Aircroft,  1*7/8  Inch  Diol,  Typt  MA'2 

MIL-l-250918 

82 

35  Mor 

85 

99 

REV-GS 

1 

6685 

Indicotor,  Proit*point/dtw*point,  StH*cooling,  Stmi*pertoblt  REV*G$... . . 

MIL.I-241440 

SH 

25  Apr 

88 

SH 

6685 

Indicotor,  Humidity,  Envtiopt,  Smoll  (For  Utt  With  Method  li  Pocitogtt) 

MS-16770 

EA 

10  Nov 

58 

EA  AS 

USER-EA  MC  MS  REV-AT  GS 

6685 

Indicolor,  Humidity,  Plug,  Color  Chong#  Validalid  Nov  SO  USER-MI  GL  AV  EA 

MII.I-26860R  (2) 

82 

25  Apr 

74 

AS 

99 

REV-SA  YD  AS  OS  11  GS 

L 

6685 

Indicotor,  Humidity,  Pkig,  Color  Chongo  Vallaolid  Oct  84  REV-MI  OS  GS 

MS-18013A 

AS 

06  Jul 

67 

AS 

6685 

Indicator,  Humidity,  Cord,  Chomicoly  lmpr#gnat#d  USER-OS  MC  REV-MI  AT 

MIL.I-8835A 

AS 

20  Nov 

84 

AS 

99 

YD  82  GS 

6685 

Indicator,  Humidly,  Cord,  Thr##  Spot,  lmpr#gnot#d  Ar«oi  (Coboltoui  Chterid#) 

MS-200(»C 

AS 

05  Jun 

63 

AR  AS 

99 

Valldolad  May  82  USER-MC  SA  EC  REV-MD  GL  Ml  ER  GS 

6685 

Indicotor,  Prttiur#,  24  Volti  D.c.,  Rong#  0-120  Pil  Valldolad  Nov  SS  USER-ME 

MS-24540H 

AT 

17  Nov 

86 

AT 

99 

MC  REV-ER  OS  NOTICE  1 


754 


FSC  USTING 


DOCUMENT 


FSC 

TITLE 

NUMBER 

PREP 

DATE 

CUSTODIAN 

Q  L 

6685 

Indicator,  Pressure  AGU&3>A,  Hydraulic,  084,000  Psi  VaUdaltd  May  82  ftEV-PV 

GS 

Indicator,  Pressure  24  Volts,  D.C.,  Range  0-60-PSI  USER-ME  MC  REV-ER  CS . 

MIL-I-27190B 

82 

31  Oct 

67 

82 

6685 

MS-24541G 

NOTICE  1 

AT 

18  Nov 

86 

AT 

99 

1 

6685 

Indicotor,  Preiture  Volidattd  Dec  67 . . . . . 

MIL-I-23252B 

NOTICE  2 

AS 

07  Dec 

87 

AS 

Ql 

6685 

indicator,  Pretsuro,  Hydraulic,  0*4,000  Pii,  Integrally  Lighted  REV*GS . . . 

MIL-I-25861D  (3) 

82 

24  Jul 

81 

99 

L 

6685 

indicator.  Pressure,  Circular  Dial  (3*112.  4*1/2  And  8*1/2  Inch  Diol  Sixus) 

Validated  Dec  64  REV*GS 

MIL-l.18997/1 

SH 

07  Mor 

67 

SH 

Q 

6685 

Indicator,  Pressure,  Synchro,  1*1/2  Inch  REV*Mi  GS . . . . . 

MIL-I-6856C 

82 

29  Sep 

87 

99 

Q 

6685 

Indicator,  Pressure,  Hydraulic,  0*4.0(X)  Psi  REV*MI  99  GS . . . . . . 

MIL-I-7084A  (1) 

82 

15  Feb 

84 

AV  AS 

99 

1 

6685 

Indicotor,  Propellont  Leok,  Plug,  Color  Chonge,  For  Unsymmetricot 

Oimethylhydrozine  And  Fuming  Nitric  Acid  Validated  Oct  84  REV*G$ 

MS-17868A 

AS 

09  Jun 

64 

AS 

6685 

Indicator,  Temperoture,  Electricol  Resistance}  24  Volt  Oc,  Range  160*320  Deg  F 
USER-ME  MC  YD  REV-ER  82  GS 

MS-24542H 

AT 

16  Mor 

87 

AT 

99 

Q  L 

6685 

Indicotor,  Temperature,  Thermocouple  EHU-4/A  REV-GS  . 

MIL-1  25852B  (1) 

82 

15  Feb 

83 

99 

6685 

Indicotor,  Temperoture,  Electrical  Resistonce,  24  Volts  O.c.,  Range  120 
DEGREES-240  Degrees  F  USER-ME  MC  REV-ER  GS 

MS-24543H 

AT 

18  Dec 

85 

AT 

99 

1 

6685 

Indicator,  Temperature,  Thermocouple,  Hermeticolly  Seoled,  Generoi 

Specificotion  For  Validated  Oct  84  REV-82  GS 

MII-I-83262B  (1) 

82 

02  Mor 

78 

11 

Q 

6685 

Indicotor,  Temperature,  Electricol  Resistance,  Cylinder  Heod,  0  Deg.  C  To  300 

Deg.  C  USER-ME  REV-GS 

MIL-I-7112B 

82 

08  Feb 

85 

AS 

99 

6685 

Indicotor,  Temperature,  Electricol  Resistonce,  Multifunction,  Minus  70  Deg  To 

Plus  150  Deg  C,  Dual  Validated  Dec  87  REV-GS 

MS-90375A 

NOTICE  1 

AS 

11  Dec 

87 

AV  AS 

99 

L 

6685 

Indicator,  Temperature,  Thermocouple  EHU-31A/A  REV-99 . . . 

MIL-I-83262/1A 

82 

13  Ocl 

87 

99 

Ql 

6685 

Indicotor,  Temperature.  Thermocouple  EHU-15A/A,  Potentiometer  Type,  White 
Lighted  REV-GS 

MIL-I-27552B  (2) 

82 

25  Sep 

68 

99 

6685 

Indicotor,  Temperature  Electrical  Resistance,  Voltage  Compensated, 

Multi-function  Validated  Dec  87  USER-CG  MC  REV-7t  GS 

MS-90322B 

NOTICE  1 

AS 

1  Dec 

87 

AV  AS 

99 

1 

6685 

indicator.  Temperature,  Thermocouple,  EHU-36/A  Validated  May  84  REV-99 . 

Mll-l-83262/2  (1) 

82 

03  Mor 

78 

11 

QL 

6685 

Indicator,  Temperoture,  Direct  Reading,  ftimetollic,  (3  And  5  Inch  Dial) 

USER-ME  REV-GS 

MII-I-17244E  (5) 

SH 

21  Moy 

85 

SH 

L 

6685 

Indicotor,  Temperature,  Thermocouple,  EHU-43/A  Validated  May  84  REV‘99 . 

MIL-l-83263/3  (T) 

82 

03  Mor 

78 

11 

L 

6685 

Indicotor,  Temperature,  Thermocouple,  EHU-39/A  Validated  Apr  83 . 

Mll-l-83262/4 

82 

14  Jul 

77 

11 

Q 

6685 

Indicotor,  Temperature,  Thermocouple,  Self-boloncing,  Potentiometer  Type  (Asg) 
Validated  Sep  81  REV-99  GS 

MIL-I-27209C  (2) 

82 

29  Aug 

67 

AS 

99 

NQ 

6685 

Indicator,  Temperoture,  Electrical  Resistonce,  Voltage  Compensoted, 

Multifunction  USER-CG  MC  REV-71  GS 

MIL-I-8)049A  (2) 

AS 

01  Moy 

80 

AV  AS 

99 

6685 

Indicator,  Temperature,  Electricol  Resistonce,  Multifunction,  Type  G-10  REV-GS.. 

MIL-I-6533B  (3) 

82 

02  Mor 

83 

AV  AS 

99 

QL 

6685 

Indicator,  Temperature,  Synchro  REV-GS  . . . . . 

MIL.:.27247C 

82 

20  Mor 

85 

99 

Q 

6685 

Indicotor,  Temperature,  Thermocouple,  Engine  Exhoust,  Type  MJ-2  Validated 
Dec88 

MIL-I-9443D  (3) 
NOTICE  1 

82 

09  Dec 

88 

AV  AS 

99 

QL 

6685 

Indicator.  Temperoture,  Thermocouple,  Engine  Exhoust,  Type  MJ-4  REV-GS . 

MII-I-25C26B 

82 

15  Feb 

85 

99 

Q 

6685 

Indicator,  Temperoture,  Thermocouple,  Engine  Exhaust.  Type  MJ-1  REV-GS . 

MIL-I-9343C 

82 

05  Apr 

85 

AS 

99 

L 

6685 

Indicotor.  Temperature,  Electricol  Resistance  Multifunction,  Minus  50  Deg  To 

Plus  200  Deg  C  REV-GS 

MIL-I-27674B  (1) 

82 

01  Feb 

83 

99 

Q 

6685 

Indicator,  Temperature,  Electrical  Resistance,  Multifunction,  -70  Deg.  To  Plus 

150  Deg.  C,  Dual  Validated  Mar  81  USER-CG  MC  REV-GS 

MIL-I-7723B  (2) 

AS 

30  Dec 

71 

AV  AS 

99 

L 

6685 

6685 

Indicator,  Temperoture,  Electricol  Resistance  ABU-10/A,  Minus  50  Deg  To  Plus 

50  Deg  C  REV-GS 

Indicator,  Temperature,  Electricol  Resistance,  Multifunction,  -70  Deg.  To  Plus 

150  Deg.  C.  Single  Validated  Mar  84  REV-GS 

MtL-l-37665B 

MIL-I-7749A  (1) 

82 

AS 

01  Ocl 

12  Jon 

84 

62 

AS 

99 

Ql 

6685 

Indicator.  Temperature,  Electricol  Resistance,  EHU-16/A  Multifunction  Minus  70 

Deg  TO  Plus  150  Deg.  C  REV-GS 

MIL-I-27667B  (1) 

82 

15  Oct 

82 

99 

L 

6685 

Indicator,  Temperature,  Electrical  Resistance,  -50  To  Plus  300  C.  Volidoted  Mar 

81  REV-GS 

MIL-l-8505 

AS 

06  Jon 

53 

AS 

L 

6685 

Indicator,  Temperoture,  Electrical  Resistonce  Validated  Mar  76  REV-11  G$ . 

MIL-I-27676B  (1) 

82 

22  Apr 

70 

99 

Q 

6685 

Indicator,  Temperature.  Electrical  Resistonce,  Multi-function.  -70  Deg.  To  Plus 

150  Deg.  C.  Validated  Dec  88  REV-GS 

MII.I.6669C  (3) 
NOTICE  1 

82 

09  Dec 

88 

AS 

99 

6685 

Indicotor,  Temperature,  Electrical-resistance,  Hermeticolly  Seoled,  Generoi 
Specification  For  Validated  May  85  REV-9P  GS 

MIL.I.7070B  0) 

82 

21  Jon 

72 

AV  AS 

99 

6685 

Indicotor,  Temperature,  Thermocouple  Hermetically  Seoled,  Generoi 

Specification  For  Validated  Oct  85  USER-MI  AT 

MIL-I-7071B  (1) 

82 

21  Jul 

78 

AS 

99 

Q 

6685 

Indicator,  Temperature,  Electricol  Resistance,  Multifunction,  -50  Deg.  To  Plus  50 
Deg.  C,  2-iNCH  Size  Validated  Mar  81  REV-GS 

MII.I-7075A 

AS 

01  Jun 

65 

AV  AS 

Q 

6685 

Indicotor,  Temperature,  Electrical  Resistance,  Multifunction,  *70  Deg.  To  Plus 

150  Deg.  C,  2-INCH  Size  REV-ME  GS 

MIL-I-7J77A 

82 

09  Dec 

68 

AS 

99 

1 

6685 

Indicolors  Pressure.  Bourdon  Tube  Circulor  Dial,  Oxygen  Service,  Bleeder  Tip 
(3*1/2  A  4*1/2  Inch  S<1  (Future  Acquisition  Use  Mll-G-18997)  Validated  Jul 

84  REV-GS 

MIL-l.18997/2 

SH 

07  Mor 

67 

SH 

1 

6685 

tnflator  Assembly  Kit  REV-GS . 

Mll-l-85352/1 

AS 

12  Moy 

80 

AV  AS 

99 

6685 

Inflotor  Assembly  Remote  Controller  Assembly  REV-GS... . . . 

MIL-l-85352/2 

AS 

12  Moy  80 

AV  AS 

99 

6685 

Inflotor  Assembly  Goge  Elements  REV-OS . 

MIL.I.85352/3 

AS 

12  Moy  80 

AV  AS 

99 

6685 

Inflotor  AssemNy  Dual  Chuck  Stem  Goge  Kit  REV-GS . . . 

MIL-l-85352/4 

AS 

12  Moy  80 

AV  AS 

99 

L 

6685 

Leod  Assembly*  Thermocouple  REV-GS . . 

MS-75050C 

AV 

01  Feb 

79 

AV 

6685 

Manometer,  Pressure,  Differentiol  And  Absolute,  Type  E-1  REV-GS . . . 

MII-M-7255B  (1) 

82 

15  Jon 

84 

AS 

99 

L 

6685 

Manometer,  U  Tube  &  Curved  Tube  REV-GL  AT  MS  GS  . 

MIL-M-55023C 

82 

30  Sep 

75 

99 

6685 

Modulor  Goge  Boards  *  24  Sep  82........ . . . . 

ASTM  F707-82 

SH 

08  Aug 

83 

SH 

99 

6685 

Plug,  Dehydrator.  Humidity,  Indicating  USER-AR  REV-OS  82  G$  . . . . . 

MIL-P-6131C 

AS 

31  Jon 

64 

AV  AS 

99 

6685 

Plug,  Dehydrotor,  Humidity  Indicating,  Engine  Cylinder,  18  Mm  Threod 

Validated  Apr  81  USER-AR  REV-AV  OS  GS 

MS-272 15C 

AS 

20  Feb 

75 

-ME  AS 

99 

6685 

Plug,  Dehydrator,  Humidity  Indicoting,  Engine  Cylinder,  14MM  Threod  Validated 
Jun  82  REV-GS 

MS-3396 

AS 

15  Jul 

69 

ME  AS 

99 

755 


FSC  LISTING 


DOCUMENT 


FSC 

TITLE 

NUMBER 

PREP 

DATE 

CUSTODIAN 

1 

6«83 

Pr«t$urt  IndicQting  System,  Hydraulic  A/A27JO  . . . . . . 

MII-P-38027A 

82 

12  Nov 

73 

99 

QL 

MSS 

Pressure  Tronsducer  Equipment  (Electricol)  REV<GS . . . . . 

MIL-P-24212B  (5) 

SH 

08  Jon 

38 

SH 

L 

6685 

Probe  Assembly,  Bottery  Temperolure  Vo/Zc/ofed  May  87  REV-GS  . . 

MIL-P-62224  (1) 
NOTICE  1 

AT 

07  May 

87 

AT 

6685 

Probe.  Totol  Temperoture.  Deiceoble  REV*AS  GS . 

MIL-P-27723E 

82 

15  Mor 

85 

AS 

99 

L 

6685 

Probe,  Totol  Temperoture,  Deiceoble  Validattd  Aug  79  REV«GS  . 

MS-27188 

82 

01  Feb 

62 

99 

6685 

Probe,  Totol  Temperoture,  Type  MA-I  REV*1I  GS . . . 

MIL  P-25726B  (3) 

82 

05  Apr 

67 

AS 

99 

6685 

Psyehrometer . . . 

GG-P-00725A  (1) 

t 

12  Dec 

69 

6685 

Psychrometer,  Hond,  Electric,  Aspirotinq,  M1*450/UM  And  Corryingcose, 

MIL-P-17098A  (1) 

AS 

20  Jun 

57 

ER  AS 

Psyehrometer,  CY>1238/UM  VoZ/do/ed  Oci  84  REV*MS  GS 

6685 

Psychrometer,  Sling  Volidottd  Jun  84  REV*MB . . . . 

MIL-P-37748 

DM 

20  Jun 

78 

MD  MS 

03 

6685 

Psychrometers  Validated  F»b  8S  REV*CR . . . . . . . 

GG-P-725B  (1) 
NOTICE  1 

•ER 

16  Dec 

77 

ER  SH 

6685 

Pyrometer,  Indicoting,  Thermocouples  REV*GS  . . . 

MII-P-11570C 

ME 

30  Jul 

84 

ME  SH 

6685 

Pyrometer,  Opticol  Volidottd  Feb  64  REV'GS . 

MIL  P-1 18790 

ME 

11  Oct 

74 

ME 

99 

6685 

Pyrometry  •  1  Jon  1987 . . . 

AMS  2750A-87 

MR 

11  Jun 

87 

MR  AS 

20 

6685 

Selection,  Installation  And  Troubleshooting  Ot  Resistance  Thermocouple  Sensors 

MIL-HDBK  298 

SH 

30  Sep 

88 

SH 

L 

6685 

Temperature  Limiter  Amplifier,  (TLA)  Trim  Test  Set  TTK  383/E24M  30  &  Coble 

MIL-T-85563 

AS 

02  Sep 

82 

AS 

Caie  CNK  320/E24M  30 

Q  L 

6685 

Temperoture  Meosurement  Equipment  Signol  Conditioner  And  Power  Supply 

MIL-T-24387A  (3) 

SH 

10  Aff 

79 

SH 

(Electricol)  Novol  Shipboord  Use  Vatidaied  Dec  84  REV<GS 

L 

6685 

Temperoture  Monitor  Equipment,  Novol  Shipboard  USER'ME  REV-GS . 

MIL-T-15377F  (1) 

SH 

31  Mor 

87 

SH 

L 

6685 

Test  Methods  And  Test  Equipment  For  Thermometers  Used  In  Mochinery  And 

MIL-STD-735A 

SH 

20  Apr 

71 

SH 

Piping  Systems  Validated  Apr  82  REV-GS 

NOTICE  1 

20  APR  1971 

L 

6685 

Test  Set,  Pressure  Indicoting  System  TTU&26-E,  Variable  Reluctonce,  Field 

MIL-T-27233C 

82 

07  Nov 

85 

99 

REV-GS 

L  . 

6685 

Tester,  Deod  Weight  Piston  Validated  Dec  83  REV-GS.. . . . 

MIL-T-2764C 

SH 

13  Mor 

72 

SH 

1 

6685 

Tester,  Pressure  Goge,  H)droulic,  Portoble,  Type  MP&1  REV-GS . 

MIL-T-26963C 

82 

30  Dec 

82 

82 

6685 

Thermocouple  &  Aircroft  Engine  Gosket  Type  Validated  Oct  81  REV-GS . 

AN5540 

REV  4 

AS 

2  Dec 

47 

AV  AS 

99 

L 

6685 

Thermocouple  And  Resistance  Temperoture  Element  Assemblies,  Generol 

MIL-T-24388B  (1) 

SH 

17  Aug 

81 

SH 

Specificotion  For  (Novol  Shipboord) 

SUPP  1 

i 

6685 

Thermocouple  And  Resistance  Temperature  Element  Assemblies,  Type  TCE  (TW 

MIL-T-24388/1 

SH 

26  Apr 

79 

SH 

InstoUation)  Validated  No¥  84 

1 

6685 

Thermocouple  And  Resistonce  Temperoture  Element  Assemblies,  Type  WTE  (Tw 

MIL-T-24388/2 

SH 

26  Apr 

79 

SH 

Instollotion)  Validated  Nov  84 

1 

6685 

Thermocouple  And  Resistonce  Tempenture  Element  Assemblies,  Type  TCE  (BB 

MIL-T-24388/3 

SH 

26  Apr 

79 

SH 

Instollotion)  Validated  Nov  84 

L 

6685 

Thermocouple  And  Resistance  Temperoture  blen>ent  Assemblies,  Type  RTE  (Bb 

MIL-T-243S8/4 

SH 

26  Apr 

79 

SH 

InitoHotion)  Valiihlnl  Nov  84 

1 

6685 

Thermocouple  And  Resistonce  Temperoture  E  ement  Assemblies,  Type  TCE  (By 

MIL-T-24388/5 

SH 

26  Apr 

79 

SH 

instollotion)  Validated  Nov  84 

1 

6685 

Thermocouple  And  Resistonce  Temperoture  E  ement  Assemblies,  Type  RTE  (By 

MIL-T-243e8/6 

SH 

26  Apr 

79 

SH 

Instollotion)  Validated  Nov  64 

6685 

Thermocouple  And  Resistonce  Te.mperoture  Elem,vnt  Assemblies,  Type  TCE  (EM 

MIL-T-24388/7 

SH 

26  Apr 

79 

SH 

Instollotion)  Validated  Nov  84 

L 

6685 

Thermocouple  And  Resistonce  Temperoture  Element  Assemblies,  Type  RTE  (Em 

MIL-T-24388/8 

SH 

26  Apr 

79 

SH 

Instollotion)  Validated  Nov  84 

Q 

6685 

Thermocouple,  Contact,  Aircroft  Engine  Spork  Plug  Gosket  Type  Validated  Apr 

MIL-T-5494A 

AS 

28  Nor 

56 

AS 

99 

83  REV-GS 

6685 

Thermocouples  In  Temperoture  Measurement,  Monuol  On  The  Use  Of  •  Ju)  81 

ASTM  STP470e-81 

99 

12  Mor 

82 

ME  YD 

99 

USER-AR  AS  REV-EA  GS 

L 

6685 

Thermocouples,  Corrosion-resistont,  Metol  Sheothed  (Issue  Controlled-requests 

MIL-T-23234C 

SH 

11  Jul 

35 

SH 

By  Other  Thon  Ood  Activities  Must  Be  Submitted  Via  The  Preporing  Activity 

Of  The  Spec) 

6685 

Thermometer  •  SeH  Indicating,  Bimetallic  Validated  Dec  88  USER-CG  REV-Gl 

MS-28028C 

82 

09  Dec 

88 

A& 

99 

GS 

NOTICE  1 

6685 

Thermometer,  Indicoting,  Copillory  Tube  And  Bulb,  Flush  Mounting  VaUdoted 

M1L-T-9955A 

GL 

22  Sep 

67 

GL  YD 

99 

Jon  83  USER-CE  MC  MS  REV-MO  GS 

L 

6685 

Thermometer,  Indicoting.  Copillory  Tube  &  Bulb,  2  1/2  Inch  Oiol  Size  USER-ME 

ms-2721  1C 

GL 

14  Nov 

86 

GL 

99 

EA  AR  CE  MS  MC  REV-MO  99  GS 

Q  L 

6685 

Thermometer,  Remote  Reodmg,  SeH-indicoting  Oiol,  Gas  Actuoted  VaUdated 

MIL-T-19646  (7) 

SH 

16  Apr 

70 

SH 

Doc  84  USER-YO  REV-GS 

SUPP  1 

6685 

Thermometer,  Self-indicoting,  Bimetollic,  Diol,  8-1/2  Inch  Validated  Jan  84 

MIL-T-36349A 

DM 

16  Aug 

78 

MD  MS 

03 

REV-M8 

L 

6685 

Thermometer,  Self-indicating,  Liquid  In  Gloss,  Pocket  Type.  REV-ES  GS . 

MIL-T-12625D 

ME 

04  Aug 

81 

ME 

6685 

Thermometer,  SeH&indicoting,  Liquid  In  Gloss,  For  Machinery  And  Piping 

GG-T-321D  (2) 

t 

17  Jul 

78 

SyiMmi  USER-ME  REV-YO  GS 

6685 

Thermometer,  SeH-indicoting,  Liquid-in-gloss  (For  Precision  Level  Rod)  REV-GS  .. 

MIL-T-13057C 

ME 

04  Aug 

81 

ME  YD 

99 

6685 

Thermometer,  SeH  Indicoting,  Liquid  In  Gloss,  tncubotor,  0  Degrees  To  70 

MIL-T-37594 

DM 

29  Sep 

77 

MD  MS 

03 

Degrees  C  Validated  Jun  84  REV-MB 

1 

66S5 

Thermometer,  SeH-indicoting,  Liquid  In  Gloss,  Bose  Line  Tope,  With  Cose. 

MIL-T-I3839D 

17  Jul 

81 

ME 

REV-GS 

6685 

Thermometer,  SeH  Indicating,  Liquid  In  Ck'ss  REV-GS  . . . . . 

GG  T  315C 

} 

01  Oct 

75 

6685 

Thermometer,  SeH  Indicating,  Bimetcilu,  6-1/2  Inch  Validated  Feb  82  REV-GS  . 

MIL-T-3462D 

DM 

07  Jun 

76 

MD  MS 

03 

6685 

Thermometer,  Self  Ind'coting,  Liquid  In  Gloss,  Film  Processing  Validated  Jvn  81 

MIL-T-0036527 

DM 

14  Feb 

67 

MD  MS 

03 

USER-ME  REV-GS 

L 

6685 

Thermometer,  SeH-indicoting,  5-INCH  Scole  Size,  Liquid-in-gloss,  Mercury 

MIL-T-24103  (1) 

bit 

22  Sep 

65 

SH 

Volidotod  Apr  82  KV-GS 

SUPP  1 

6685 

Thermometer,  SeH-indicoting,  Liquid  In  Gloss,  (Loborotory)  Validated  Jan  63 

GG-T-336B 

•/. 

01  Nov 

76 

REV-03 

6685 

Thermometer,  SeH  Indicating.  Bimetollic  Validated  Apr  68  REV-GS.-.. . . 

MIL-T -65088  (1) 

82 

24  Jun 

63 

AS 

99 

756 


FSC  USTINQ 


DOCUMENT 


fSC 

TITLE 

NUMBER 

PREP 

DATE 

CUSTODIAN 

6M5 

Thtmomtftr,  Stif  IndicoHng,  ftinwtodic  Voh’dafd  Jt  8? . 

GG-T-3530 

t 

14  Jul 

75 

6«85 

Th«rmom«tfr,  StH  IndieotinQ,  Liquid  In  Glait,  Air  &  Wpttr,  Standard  Volfdottd 

MIL-T-120SC 

SH 

16  Ftb 

61 

ER 

SH 

99 

Ok  83  8EV-GS 

«6U 

Thtnnomtltr,  StH  Indkollng  I  Iq.  'd  In  Gtott  USER-99  82  REV-ER  GS . 

A-A-52007 

ME 

10  -lun 

88 

99 

L 

6m 

Thtrmomtttr*  Salt  Indicating,  SimttalHc  VoUtioi^  Jon  87  USER<MC  REV*GS  .... 

MII-T-3618C  (2) 

AR 

30  May 

75 

AR 

6m 

Tharmomatar,  StK*ir.dicating,  Bimttollic . 

A-A-53034 

MB 

30  lun 

87 

MDMS  03 

L 

6m 

Thfrmomattr,  Stlf*indicoting,  Liquid  In  Glaii  REV*ER  99  GS  . . . . 

MIL-T-1180D 

ME 

05  Aug 

81 

ME 

L 

6685 

ThamDowtII  For  Thtrmomotort  &  Etoctricol  Tamparaturt  Stntort,  Iniortion 

MIL-T-24270/18B 

SH 

02  Stp 

83 

SH 

Ltrgth,o«  Rtq,  Connoctlon  •  lutt  Wtid  REV*GS 

L 

6685 

Thtrmowell  For  Thtrmomttort  &  ClKtricol  Tomptroturo  Soniori,  Inmtlon  Longth 

MIL-T-24270/7D 

SH 

02  Stp 

83 

SH 

-  5-1/2  Inchti  Or  3-1/2  Inch..,  ConnKlion  -  Butt  W.I  0  REV-GS 

L 

6685 

Thormowoll  For  Th«rmom«ttr$  &  Ekctricol  Tomptroturo  Stntort,  Iniorlion  Ltngth 

MIL-T-24270/12B 

SH 

02  Stp 

83 

SH 

‘  2  Inchti,  Conntction  •  Socktt  Weld  Or  Socktt  ftrottd  1-1/6  Inch  O.d. 

REV-GS 

1 

6685 

ThtrmowtII,  Adoptor,  Thtrmowtll  Extonsion,  For  Uit  With  Rimttollicttmptroturt 

MIL-T  24270/25B 

SH 

02  Stp 

83 

Indicators 

L 

6685 

Thtrmowtiis  For  Thtrmomtttrs  &  Eltctricol  Ttmptrahirt  Stniors;  Instrtion 

MII.-T-24270/21D 

SH 

02  Stp 

83 

Ltngth  •  2  Inchti,  Rort  •  1/4  Inch,  Conntction  •  O-ring  1-5/16  •  12  UNS-2A 

S/I  MIL-W.24270/21C  28  Ftb  73  &  MlL.W-24270/23  13MAY  71 

L 

6685 

Thtrmowtiis  For  Thtrmomtttn  And  Eltctricol  Ttmptroturt  Stniori;  Initrtlon 

MIL-T-24270/22B 

SH 

02  Stp 

83 

Ltngth  •  2  Inchti,  Sort  •  3/8-INCH.  Conntction  *  0-ring  StN  1*5/16  •  12 
UNS-2A  S/I  MIL-W-24720/22A  13  Moy  71 

L 

6685 

ThtrmowtIli  For  Thtrmomtttn  6  Eltctricol  Ttmptrahirt  Stnton,  Initrtion 

MII-T-24270/13B 

SH 

02  Stp 

83 

SH 

Ltngth  •  4  Inchti,  Conntction  •  Socktt  WtId  Or  Socktt  6rottd,  1*1/8  Inch 

0.d.  REV-GS 

L 

6685 

Intrmowtils  For  Thtrmomtttn  &  Eltctricol  Ttmptroturt  Stnion  CtMral 

MIL-T-24270B 

SH 

02  Stp 

83 

SH 

Sptcification  For  REV*GS 

SUP  1 

i 

6685 

ThtrmowtIli  For  Thtrmomtttrs  It  Eltctricol  Ttmptroturt  Stniori,  InMrtion 

MIL-T-24270/1B 

SH 

02  Stp 

83 

SH 

Ltngth  -  2  Inchti,  Conntction  -  Socktt  Wtid  Or  Socktt  8rotud,  3/4  Inch 

NPS  REV-GS 

L 

6685 

ThtrmowtIli  For  Thtrmomtttn  8  Eltctricol  Ttmptroturt  Stniori,  Initrtion 

MI1-T-24270/2B 

SH 

02  Stp 

83 

SH 

Ltngth  -  2  3/32  Inchti,  Conntction  -  Socktt  Wtid  Or  Socktt  Sroxtd,  3/4 

Inch  NPS  REV.GS 

L 

6685 

ThtrmowtIli  For  Thtrmomtttn  &  Eltctricol  Ttmptroturt  Stnion,  Initrtion 

MIL-T-24270/3B 

SH 

02  Stp 

83 

SH 

Ltngth  •  4  Inchti,  Conntction  <  Socktt  Wtid  Or  Socktt  Srottd,  3/4  Inch 

NPS  REV-GS 

1 

6685 

ThtrmowtUi  For  Thtrmomtttn  &  Eltctricol  Ttmptroturt  Stnion,  Initrtion 

MIL-T-24270/4B 

SH 

02  Stp 

83 

SH 

Ititglh  ■  A  3/32  Inch*.,  ConiMction  -  Sock.l  W*ld  Or  Sock,)  8rond,  3/4 

Inch  NPS  REV-GS 

6685 

^  tromtttrs,  ASTM  •  29  Mor  1985 . . . . . 

ASTM  El-85 

ME 

06  Jon 

86 

ME  SH 

11 

1 

6685 

Thrtt  Eighths  Inch  Thtrmomtttr  WtU,  4  Inch  Initrtion  Ungth,  3/4  Inch  Npt 

MS-18140 

SH 

30  Oct 

SH 

Thrtod  Conntction  Vofidaftd  Apr  82 

6685 

Tronimitttr  Initollotion  Cltoronct,  FutI  And  Oil  Prtiiurt  Yolidoto^  Mor  6S 

MS-33587B 

82 

16Nev 

72 

AV  AS 

11 

REV-99  GS 

6685 

Tronimitttr,  Prtiiurt.  Hydroulic,  Typt  MJ&1  REV-99 . 

MIL-T-25307D 

82 

21  Aug 

85 

AV  AS 

99 

L 

6685 

Tronimitttr,  Prtiiurt,  Log  Abiolutt,  Typt  MC-1  Votidatod  Mar  76  REV-GS . 

MIL-T-8025A 

82 

07  Jul 

69 

99 

6685 

Tronimitttr.  Ttmptroturt,  Eltctricol  Rtiiitonct  REV-GS  . . 

MS-28038A 

82 

06  Apr 

84 

AS 

99 

6685 

Tronimitttr,  Ttmptroturt,  Eltctricol  Rtititonct,  Armortd,  Soyontt  Locking  Typt, 

MS-24482A 

82 

22  Apr 

58 

AV 

99 

(50  Dug.  To  300  Otg.  C  (  REV-GS 

Ql 

6685 

Tronimitttr,  Ttmptroturt,  Eltctricol  Rtiiitonct,  -70  To  8300  C  USER-ME 

MIL-T-7990B  (2) 

82 

15  Nov 

82 

99 

REV-AS  GS 

NOTICE  2  (99) 

6685 

Tronimitttr,  Ttmptroturt,  Eltctricol  Rtiiitonct.  24  Volts  O.c.  Vofidotod  Nov  86 

MS-24537C 

AT 

13  Nov 

86 

AT 

USER-ME  MC  REV-Gl  ER  GS 

NOTICE  I 

Q  L 

6685 

Tronimitttr,  Ttmptroturt,  Eltctricol  Rtiiitonct  REV-GS  . 

MIL-T-25446D 

82 

12  Nov 

86 

99 

L 

6685 

Tronimitttr,  Ttmptrahirt,  Eltctricol  Rtiiitonct,  Typt  8-4  REV-GS . 

MIL-T-72S8B 

82 

20  Apr 

85 

99 

6695 

Anolyiing  Kit,  Mtot  Fat  Conttnt . . . . . 

A-A-53195 

MB 

18  Stp 

87 

MD  MS 

03 

6695 

Bog,  Food  Somplt,  Polytthyltnt,  Oiipoioblt  Volidotod  Jon  84  REV-GS . 

MIL-B-36882 

DM 

20  Jul 

72 

MD  MS 

03 

6695 

Btoring,  Jtwtl  -  Bor  Holt  Valldattd  May  82  REV-AS  99  GS . 

MS-27041  D 

82 

30  Aug 

73 

AR 

SH 

11 

6695 

Storing,  Jtwtl  •  Olivt  Holt,  Doublt  Cup  REV-4  S  99  GS . . 

MS-27042C 

NOTICE  1 

82 

17  Aug 

88 

AR 

SH 

99 

6695 

Btoring.  Jtwtl  -  Olivt  Holt,  Bombt  REV-AS  99  GS . 

MS-27043B 

82 

17  Aug 

88 

AR 

SH 

99 

6695 

Btoring,  Jtwtl  •  Olivt  Holt,  Ringitont  REV-AS  99  GS . 

MS-27044C 

82 

15  Aug 

88 

AR 

SH 

99 

6695 

Btoring,  Jtwtl  •  Vtt  USER-ME  REV  AS  99  GS  . 

MS-27045B 

82 

15  Aug 

88 

AR 

SH 

99 

6695 

Btoring,  Jtwtl  •  Olivt  Holt,  Singlt  Cup  Vafidatod  Apr  8J  REV-AS  99  GS  . 

MS-27048B 

82 

20  Moy  70 

AR 

SH 

99 

6695 

Btoring,  Jtwtl  -  Bor  Holt,  Bombt,  Validated  Dtc  88  REV-AS  99  GS.. . 

MS-27049B 

NOTICE  1 

82 

09  Dk 

88 

AR 

SH 

99 

6695 

MS-270466 

82 

09  Dk 

86 

AR 

SH 

99 

NOTICE  1 

6695 

MS  270478 

82 

09  Dec 

88 

AR 

SH 

99 

NOTICE  1 

6695 

Btoring,  Jtwtl.  Sopphirt  Or  Ruby,  Synthttic  Volidafed  Jan  84  USER-MC 

MII-B-27497C 

82 

27  Apr 

78 

AR 

SH 

99 

REV-ER  Ml  AS  99  GS 

6695 

Storing,  Jtwtl,  Cup  (Induitriol  Typt)  (Inoctivt  9-11-69)  VoUdotod  Jon  83 

MS-24595B 

AR 

11  Stp 

69 

AR 

SH 

REV-GS 

6695 

Btoring,  Jtwtl,  Vtt  (Indusiriol  Typt)  Inoctivt  Validated  Feb  82  USER-17 

MS-24598B 

AR 

11  Stp 

69 

AR 

SH 

REV-99  GS 

'^695 

Conditr,  Egg  (Aluminum,  110  Volts,  Ac8dc)  Validated  Jan  84  REV-GS . 

MIL-C-3554 

DM 

27  Aug 

51 

MD 

99 

6695 

Gogt,  Food  Bltmiih,  Vttt.mory  Volidcted  Jan  81  REV-GS  . . . 

MIL-G-36752A 

DM 

15  Moy  75 

MD  MS 

03 

6695 

Gogt,  Fruit  And  Vtgttobit  Siting  Validated  Jan  84  REV-GS . 

Mll-G-36683 

DM 

15  Jul 

70 

MD  MS 

03 

6695 

Gogt,  Fruit  And  Vtgttobit  Siting  Validated  Jan  81  REV-GS . . . 

MIL-G-0036683A 

DM 

03  Jon 

73 

MD  MS 

03 

L 

6695 

MIL-t-62364A 

AT 

AT 

1 

6695 

Indicotor  Stt,  Vtrticol  Scolt  Validated  Oet  84 . . . 

Mll-l-85112 

AS 

31  Jul' 

78 

AS 

757 
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L 

M95 

Indirotor,  Digital  (For  Torptdo  Tost  Stt  Mark  281  Mod  1)  Validattd  Dte  85 

MII-I-82S77 

OS 

16  Mor 

73 

OS 

REV-GS 

6695 

Indicotor,  Ttmt  Tomperoture,  Cord,  Chemtcolly  Activotod,  Metric  Validottd  Jun 

DOD-l-85390 

AS 

01  Jun 

87 

AS 

99 

87 

NOTICE  1 

L 

6695 

Ught  AtMinbliei,  ElKtrie  MX-129  ((/PAQ  &  MX-1292)  (/PAQ))  VoUdaltd  Feb 

MIL-L-1 12968 

ER 

06  Jul 

66 

ER 

83  REV-99  GS 

6695 

Meter  Footcondlt,  Photoelectric . 

A-A-51723 

/MB 

28  Nov 

86 

MD  MS 

03 

6695 

Ptote,  Egg  Inspection  (Aluminum)  Validottd  Jun  64  REV*GS ..................... ........... 

Mll-P-3583 

DM 

20  Stp 

51 

MD 

99 

L 

6695 

Probes,  Eddy  Current,  Unshielded,  Single  Coil,  Absolute . 

MII-P-S5585 

AS 

06  Dk 

82 

AS 

L 

6695 

Solinity  Indicating  Equipment . . . 

MIL-S-1S103F 

SH 

16  Mor 

88 

SH 

6695 

Sompler.  Butter  Lord  Meat  Validottd  Jun  64  REV>GS . 

MIL-S-2607A 

DM 

3  Nov 

52 

MD  MS 

L 

6695 

Sompler,  Cryogenic  Liquid  REV«12  99 . . 

MIL-S-27626D  (1) 

68 

24  Apr 

81 

68 

L 

6695 

Tester,  Oxygen  Mask,  Heodset  And  Microphone.  Type  MQ*1A  REV*G$  . 

MIL-T-25620C 

82 

23  Jul 

87 

99 

L 

6695 

Tester,  Pyrometer  &  Thermocouple,  Field,  Type  NGA  Validated  Jan  86  R£V>GS 

MIL-T-58082A 

AV 

05  Apr 

74 

AV 

L 

6695 

Torsionmeter  (For  Measurement  Of  Torque  Deflection  Of  Propeller  Propulsion 

MII-T-24448A 

SH 

20  Apr 

71 

SH 

Shafts  Of  Novol  Ships)  Volidaftd  Apr  82  REV>GS 

67GP 

Equipment,  Photographic,  Method  Of  Meosuring  Temperature  Of  •  15  Sept 

ANSI  PH3.69-77R82 

AS 

25  Aug 

87 

ER 

AS 

99 

1977  (RMlIirmed  1982)  Validated  Aug  87  REV-ER  NV  99 

NOTICE  1 

67GP 

Film,  Photogrophic  And  Film,  Photogrophic,  Processed,  (For  Permonent  Record 

Use) 

Joint  Photogrophic  Type  Oesignotion  System  Validated  Apr  83  REV*AV  AS  GS 

FED-STO-125D 

A 

24  Jon 

77 

EL 

AS 

99 

•67GP 

MIL-STD-155A 

11 

5  Aug 

55 

El 

11 

67GP 

Test  Methods  For  Still  Photogrophic  Equipment  (less  Optics)  Validated  Mar  83 

MIL-STO-2065 

AS 

01  Jul 

77 

EL 

AS 

99 

6720 

Comero  Accessory  Shoes  With  &  Without  ElKtricol  Contocts  For  Photoflosh 

ANSI  PH3.30-78R84 

AS 

25  Aug 

87 

ER 

AS 

99 

Units,  Dimensions  For  •  5  Apr  1978  (Reoffirmed  1984)  Validated  Aug  67 

REV-ER  NV  99 

NOTICE  1 

1 

6720 

Camera  Set,  S*'ll  Picture  KS-7  (Inoctive)  REV-CR  GS . 

Mll-C- 139598 

NOTICE  1  (E2) 

CD 

29  Dk 

76 

CR 

L 

6720 

Camera  Set.  Still  Picture  View  4X5  Inch,  KS-17  REV-CR  GS . 

MIL-C-55086A  (1) 

CR 

11  Aug 

82 

CR 

L 

6720 

Comero,  StiQ  Picture,  Ponoramic,  KA-99(  ) . . 

MIL-C-S5248A 

AS 

28  Nov 

84 

AS 

6720 

Comwo,  StiH  Piehire,  XC-IB  REV-ll  GS . 

MIL-C-9454C  (2) 

70 

15  May 

81 

Ek 

AS 

99 

6720 

Camera,  SHN  Picture  35MM,  Single  Lens  Reflex  USER-ME  SC  AT  REV-CR  .......... 

MIL-C-556698 

NOTICE  1 

CR 

17  Mor 

88 

CR 

AS 

99 

L 

6720 

R«o«).r,  Code  Mofrix  Block  LA-434()  REV-CR  GS  . 

MIL-R-49016  (1) 

CR 

16Ftb 

82 

CR 

6730 

Equipment,  Photogrophic  Still  ProjKtion,  Projected  Media  Temperoture  Test  For 

ANSI  PH3.704-80RS5 

AS 

25  Aug 

87 

ER 

AS 

99 

-  19  D«  1979  (RMffirnwd  1985)  Validated  Aug  87  REV-ER  NV  99 

NOTICE  1 

6730 

Film,  Motion  Picture,  Dimensions  Of  Mognetic  Striping  Of  8  MM  Type  S  •  15 

ANSI  PH22.161-80 

AS 

27  Oel 

80 

ER 

AS 

99 

Aug  80  REV-NV 

6730 

Film,  16MM  Motiofl  Piclurc,  Oimtniioni  Of  ProiMtubl*  Imog.  Arm  On  •  28 

ANSI  PH22.8-81 

AS 

04  Moy 

83 

ER 

AS 

99 

Stp  81  REV-NV 

6730 

Film,  8MM  Types  Motion  Picture,  Position,  Dimensions  &  Reproducing  Speed 

ANSI  PH22.164-82 

AS 

04  Moy 

83 

ER 

AS 

99 

Of  Mognetic  Sound  Record  On  •  It  Moy  82  REV-NV 

AS 

6730 

Film,  8MM  Types  Motion  Picture,  Dimensions  Of  Projectoble  Imoge  Areo  On  - 

ANSI  PH22.154-82 

AS 

04  Moy 

83 

ER 

99 

11  Moy  82  REV-NV 

6730 

llluminotion  Tests  For  Photogrophic  Still  Front  Projection  Equip  sent  •  19  Dec  79 

ANSI  PH3,705-80 

AS 

20rtb 

84 

ER 

AS 

99 

REV-NV  70 

6730 

Motion  Picture  Formot,  Sound,  16  Millimeter  USER-AV  Ml  TD  REV-GS . 

FED-STD-362 

INT  AMD  (1) 

•CR 

10  Jun 

75 

CR 

AS 

99 

6730 

Motion  Picture,  Sound,  Super  8  Millimeter,  Formot  For  Validated  Feb  89 

FED-STD-364 

•AS 

20Ftb 

89 

ER 

AS 

PEV-MI  AV  MC  70  GS 

NOTICE  1 

1 

6730 

Projection  Set,  Motion  Picture,  Sound,  16MM  REV-CR  GS . . . 

MIL-P-553S5A  (1) 

CR 

20  Jon 

84 

CR 

6730 

Projector  With  Built  In  Smell  Screens,  Method  For  Testing  Optied  Perforatonce 

ANSI  PH3.64-78 

AS 

12  May 

87 

ER 

AS 

99 

Of  Slid.  &  Filmilrip  -  19  Moy  78  Validated  Moy  87  REV-NV 

NOTICE  1 

6730 

Projector,  Still  Picture,  AP  4  USER-MI  MC  REV-CR  GS . . . 

MIL-P-t5127D 

CR 

19  Apr 

84 

CR 

99 

6730 

Projector,  Still  Picture,  Overheod,  Attochments  And  Accessories  REV-GS . 

GG-P-00661B  (2) 

t 

30  Jon 

73 

6730 

Reoder  Microform  (1.24  Source  Document  &  1.48  Com  Microfiche)  REV-AG . 

A-A-1608 

t 

19  Jan 

82 

1 

6730 

Reoder-printer,  Microfilm,  Dry  Process,  1-14.5  Fixed  Ratio,  35MM  Roll  Film  And 

MIL-R-24125 

SH 

04  Jon 

65 

SH 

Aperture  Cords,  Shipboord  Use  Validated  Apr  81 

6730 

Reader/printer  Microform  1.24  Source  Document  &  1.48  Com  Microfiche 

A-A-16B1 

t 

19  Jon 

82 

REV-AG 

6730 

Vitwor/prinler,  Microfich.  (24X  And  48X)  REV-MI  ME  AT  AV  AG  OS  MC  YD 

MIL-V-S0241A  (3) 

GS 

15  Jon 

87 

ER 

SA 

99 

EC  AS  07  GS 

INT  AMD  4 

6730 

Vimutr,  Microfich*  REV-AT  ME  AR  AV  MC  OS  tC  AS  YD  07  GS  . 

Ma-V-802408  (1) 

INT  AMD.3 

GS 

23  Jon 

79 

ER 

SA 

99 

L 

6730 

Vi.w.r,  StiH  Fictor,  AR-12  REV-CR  GS . 

MIL-V-11815B 

CR 

02  Nov 

84 

CR 

6740 

Drier,  Photogrophic  Film  EL-4/U  REV-GS  . 

MIL-D-12195D 

CR 

21  Nov 

84 

CR 

AS 

99 

6740 

F'lorgers,  Photogrophic,  Methods  For  Testing  •  21  Mar  1974  (Reoffirmed  1987 

ANSI  PH3.31-74R87 

AS 

25  Aug 

87 

ER 

AS 

99 

Validated  Aug  87  REV-ER  NV  >9 

NOTICE  1 

6740 

Films,  Photogrophic,  Plotes  &  Papers,  Methods  For  Monuol  Processing  Of  Block 

ANSI  PH4.29-75R80 

Ao 

23  Stp 

80 

ER 

AS 

99 

&  White  •  5  Sep  75 

1 

6740 

FronMi,  Sofsiight  riitei,  Pliotogrophic  VoUdated  Met  84  RCV-CS . . 

MILF  52827A 

WE 

06  Sep 

79 

ME 

6740 

Photography  Processing  Trays  -  2  Dec  1985  REV-MC  NV  70  62  GS . . . 

ANSI  PH4.3-86 

AS 

30  Jul 

87 

ER 

AS 

99 

L 

6740 

Plotting  Toble,  Photogrophic  Film  i^oHdated  Mar  83  REV-GS . 

MIL-P-I9990A  (2) 

AS 

22  Jul 

77 

AS 

L 

6740 

Print  Wosher,  Photogrophic,  EK-1  REV-CR  GS  . . 

MIL-P-10476C 

CR 

12  Apr 

84 

CR 

6740 

Print  Wosher,  Photographic,  Rotory  Pon  Type,  (EK-4)  Validated  Jan  82  REV-ER 

GS 

Printer,  Contact,  Photogrophic  EN-1(X)(  )  REV-CR  GS  . . . 

MII-P-14145C 

ME 

03  Jun 

77 

ME 

99 

L 

6740 

MII-P-55594A 

CR 

12  Nov 

84 

CR 

6740 

Printer,  Contact,  Photogrophic  PH-649(  )/U  USER-MI  MC  REV-CR  GS . 

MIL-P-10096E 

CR 

07  Jun 

85 

CR 

AS 

6740 

Printer,  Contact,  Photographic  Continous  EN-6B  Validated  Mar  88  REV-GS........ 

Mll-P-26r67C  (1) 
NOTICE  1 

CR 

17  Mor 

88 

CR 

AS 

99 

6740 

Printer,  Photogrophic,  Automotic  Focus,  4  By  5  Inch,  Type  EN-52(  (  Validated 

Mll-P-70410 

AS 

25  Ftb 

77 

ER 

AS 

99 

Mar  83  REV-CR  85  GS 

L 

6740 

Printer,  Projection,  Photographic,  EN.36(  )  REV-CR  GS  . . . . 

MII-P-55157A 

CR 

16  Mor 

77 

CR 

AS 

6740 

Printer,  Projection,  Photogrophic  USER-MI  MC  REV-C^.  GS  . . . 

MIL-P-10850E 

CR 

08  Apr 

85 

CR 
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6740 

Proctiiing  Machint,  Photographic  Film  &  Poptr,  EH'29(  )  REV*CR  GS  . 

MIL-P-55159B 

CR 

12  Jun 

85 

CR 

6740 

Proctiting  Mochiot,  Photogrophlc  Film  {Ammonia  Proctt»,  Continuout  Ton*, 

Ma-P-10559A 

MO 

17  Jun 

55 

MOWP 

42-INCH)  REV-El  GL  SH  69 

6740 

Softlight,  Dorkroom,  Photographic  USER-MC  REV>ME  MD . 

GG-S-86D 

/CR 

05  Nov 

85 

CR  AS 

99 

6740 

Sink,  Photogrophic  Procotiing,  Ttmptroturo  Controllod  Validated  Jen  82 

MIL-S-135650 

ME 

17  May 

77 

ME 

USER-ER 

6740 

Splicer  And  Rowindor,  Photogrof^ic  Film  FM06(  (  VoHdoted  Moy  $S  REV*CR 

GS 

Tray  Proceiting,  Photogrophic . . . .  . . 

Mil  S-4639E 

AS 

18  Jon 

79 

AS 

6740 

RR-T-646B  (3) 

/CR 

08  Jul 

75 

CR 

AS 

99 

6750 

Ammonium  Dichromote,  Photogrophic,  (Ammonium  Bichromote)  Vtdidottd  Moy 

0-A-498B 

/OS 

07  Sep 

66 

OS 

87 

NOTICE  1 

6750 

Annulor  45  Dtg.,  0  Deg.  (Or  0  Dog.,  45  Dog.)  Opticol  Refloction  MooturonMntt 

ANSI  PH2.17-77 

AS 

16  Jun 

80 

ER 

AS 

99 

(Rofloction  Deniity)  -  4  May  77  REV-NV 

6750 

Chomicots,  Photogrophic  (Single  Substance)  General  Specificotion  For  Validated 

0-C-275C 

/CR 

30  Jun 

69 

CR 

AS 

99 

Feb  73  REV-ME  GS 

6750 

Chemicols,  Photographic  (Single  Substonce),  Generol  Specihcotion  For 

0-C-00275D 

♦CR 

04  Apr 

74 

CR 

AS 

70 

USER-ME 

6750 

Developer,  Photogrophic.  Armed  Forces  Validated  Sep  63  USER-AV  “EV^CR 

MIL-D-4824D  (2) 

CR 

14  Sop 

88 

CR 

MC  GS  SS 

NOTICE  1 

6750 

Devebper,  Photogreohic,  High  Contrast . . . 

0-0-002348 

t 

13  Aug 

69 

6750 

Devebper,  Photographic,  Lovr  Controst  Armed  Forces  Developer  No.  3 

MIL-D-4826C  (1) 

70 

06  Aug 

79 

ER 

AS 

99 

Validated  Jan  86  USER-MC  SH  AS  REV-CR  GS 

NOTICE  1 

6750 

Developer.  Photogrophic,  Lovr  Activity  Validated  Mar  86 . . . 

O-D-235  (2) 

/70 

10  Mar 

86 

AS 

99 

6750 

Devebper,  Photogrophic,  Poper,  Armed  Forces  Oevdoper  No.  25  Validated  Jan 

MIL-0-4827D  (4) 

70 

24  Jun 

86 

ER 

99 

86  USER-ME  REV-CR  GS 

NOTICE  1 

6750 

Devebper,  Photogrophic,  Low  Activity  . . . 

0-D-0023SA 

t 

03  Jon 

67 

6750 

Dbxotype  Pc^r  Sheet  And  Roll  Sixes  Validated  Mar  63 . . 

FE0-ST0-131E 

♦AS 

OSMor 

76 

AS 

6750 

Dioxotype  Poper  Sheet  And  Rool  Sixes . 

FED-STD-00131E 

t 

05  Mof 

76 

6750 

Dimensions  For  70MM  Film  Mogoxines  A  Film  For  Still  Picture  Ccmeros  •  29 

ANSI  PHI-39-79 

AS 

12  Moy 

87 

ER 

AS 

99 

Nov  78  Validated  May  87  REV-NV 

NOTICE  1 

6750 

Electrogrophic  Poper . . . 

A-A-3A 

t 

01  Jun 

81 

6750 

Film  Leoder,  Photographic,  Safety  Bose  Validated  Jun  86  USER-SH  REV>CR  11 .. 

MII-F-1938E 

NOTICE  1 

70 

09  Jun 

86 

ER 

AS 

99 

6750 

Film  MAGAZINES, 135  Sixe,  &  Film  For  135  Sixe  Still  Picture  Cameras, 

ANSI  PHI-14-76 

AS 

15  Moy 

80 

ER 

AS 

99 

Dimensions  For  •  28  May  76  REV>NV 

6750 

Film  Rolls,  Photographic,  (Pbstic,  Wood,  Or  Metoi)  Dimensions  For  Cores  For  • 

ANSI  PHI. 13-79 

AS 

12  Moy 

87 

ER 

AS 

99 

29  Nov  79  Validated  May  87  REV-NV 

NOTICE  1 

6750 

Film  Slide,  Projection,  Photogrophic,  Formot  For  50  Millimeter  8y  50  MiHimeter 

FED-STD-36S 

• 

26  Nov 

75 

(2  INCH  8^  2  Inch)  REV-G$ 

6750 

Film,  Oiazoty,>e,  Sensitized,  Moist  And  Dry  Process,  Roll  And  Sheet  Validated 

17-3408  (2) 

'AS 

06Ocl 

76 

ER 

AS 

99 

Mar  83  USER-AV  ME 

6750 

Film,  Diozotype,  Sensitized  (Direct  Imoge  Microforms)  Validated  Jw  80  REV*16 

I.F.3I5C 

INT  AMD  fll 

•AS 

15  Nov 

71 

ER 

AS 

99 

6750 

Film,  Grophic  Arts  Sh  Eets  Roll,  Dimensio  Ns  For  >  6  Apr  79  REV>NV . . 

ANSI  PHI. 16-79 

AS 

04  Moy 

83 

ER 

AS 

99 

6750 

Film,  Microfiche.  48X  REV-ME  AT  AV  Ml  AR  AS  EC  YD  OS  SH  07  GS . 

MIL-F.80242 

GS 

15  Mor 

74 

ER 

SA 

99 

6750 

Film,  Motion  Picture,  Dimensions  Of  Row  Stock  Cores  For  •  28  Moy  75 

ANSI  PH22.37-75 

AS 

18  Aug 

SO 

ER 

AS 

99 

REV-NV 

6750 

Film,  OsciHogroph/instrument  Recording  Block  And  White  REV-G$ . 

MII-F-83897A 

70 

03  Fob 

83 

99 

6750 

Film,  Photographic,  Acrlol,  Block  And  White  Validated  Apr  80  USER-MC 

MIL-F-32G  (1) 

70 

31  Aug 

73 

ER 

AS 

99 

REV-MI  11  GS 

6750 

Film,  Photogrophic,  1  N  Rolls,  Including  le  Ade.’S  &  Troilers  For  Aeriot  8i  Rebted 

ANSI  PHI. 10-81 

AS 

04  May 

83 

ER 

AS 

99 

Uses  ,  Dimensions  For  Unpe  Rforated  &  Perforated  •  13  Jul  81  REV-NV 

6750 

Film,  Photogrophic,  In  Rolls  For  Recording  Instruments  &  Misceibneous  Uses, 

ANSI  PH  1.30-80 

AS 

16  Jun 

80 

ER 

AS 

99 

Dimensions  For  -  22  Oct  79  REV-NV 

6750 

Film,  Photogrophic,  Motion-picture  (Block  And  White)  USER-MC  EC  REV-MI  65 

1-F.333A 

/CR 

26  Fob 

74 

CR 

AS 

99 

6750 

Film,  Photogrophic.  Roll,  Microfilm  (Bbck  &  White) . . 

1-F-334D 

t 

15  Moy 

67 

6750 

Film,  Photogrophic,  Method  For  Determining  The  Brittleness  Of  -  27  Dec  1972 

ANSI  PH1.31-73R80 

AS 

20  Aug 

87 

ER 

AS 

99 

(Reolfirmed  1980  Validated  Aug  87  REV-ER  NV  99 

NOTICE  1 

6750 

Film,  Photographic,  Microfilm  (Roll,  Block  And  Whitt)  USER-SH  MC  REV-85 . 

I.F-00334E  (1) 

/ER 

07  Sop 

76 

El 

AS 

70 

6750 

Film,  Photographic,  Block  And  White.  Cbssificotion  And  Testing  Methods 

FED-STD-170S 

/70 

12  May 

86 

ER 

AS 

99 

Validated  May  86  USER-AR  REV-MI  AV  1 1  GS 

NOTICE  1 

6750 

Film,  Roll.  Backing  P  Aper,  Bi  Spoofs,  Oimen  Sions  For  •  22  Oct  79  REV-NV...... 

ANSI  PH1.21-80 

AS 

04  May 

83 

ER 

AS 

99 

6750 

Film,  Thermol  Developing  Validated  May  83 . 

1-F.330B 

04  Moy 

65 

6750 

Film,  Thermol  Developing,  Vesicubr  REV-MC  OS  16 . 

I.F.00320D 

•CR 

21  Aug 

75 

CR 

AS 

99 

6750 

Film,  16  MM  Motion  P  Icture  Film,  Porforat  Ed  1R.  Dimensions  For  •  6  Oct  80 

ANSI  PH22.109-80 

AS 

04  May 

83 

ER 

AS 

99 

REV-NV 

6750 

Film,  16MM  Motion  Pi  Cture,  Perforoted  2R.  Dimensions  For  •  6  Oc  T  80 

ANSI  PH22.1 10-80 

AS 

04  May 

83 

ER 

AS 

99 

REV-NV 

6750 

Film,  35  MM  Motion  Picture,  Perforated  BH,  Dimensions  For  •  23  Sep  80 

ANSI  PH22.93-80 

AS 

04  May 

83 

ER 

AS 

99 

REV-NV 

6750 

Film,  35MM  Motion  Pi  Cture,  Perforated  KS  Oimentls.ns  For  -  23  Sep  80 

ANSI  PH22.139-80 

AS 

04  Moy 

83 

ER 

AS 

99 

REV-NV 

6750 

Films  &  Popers,  Photographic,  Methods  For  Determining  The  DimensioncH 

ANSI  PH  1.32-73 

AS 

16  Jun 

80 

ER 

AS 

99 

Chonge  Chorocteristics  Of  •  8  Jon  73 

0750 

Fixing  Both,  Conventionol  Photogrophic,  Acid  Hordening  Vohdeted  Jon  86 

MIL.F.26615C 

70 

04  Apr 

77 

ER 

AS 

99 

REV- 11  GS 

NOTICE  1 

6750 

Lomp  Unit,  Photofbsh  (Multifbsh) . . . . . 

A-A-2314 

t 

29  Jun 

84 

6750 

Lomp,  Photofbsh  REV-CG . . . 

W.I-122C 

• 

16  Apr 

73 

6750 

Mount,  Film  Slide,  Photogrophic,  Fileobfe  (Overheod  Projector)  Formot  For 

FED-STD-366 

« 

25  Fob 

77 

REV-GS 

6750 

Mount,  Film  Slide,  Photogrophic  (Overheod  Pro|ector)  REV-GS . 

FEO-STD-3S58 

•CP 

08  Sop 

76 

CR 

AS 

99 

6750 

Mount,  Film  Slide,  Photogrophic  (Overheod  Projectors)  Validated  Mar  83 . 

UU-M  6508 

-AS 

07  Jul 

76 

ER 

AS 

99 

6750 

Opoqut,  Photogrophic  Film-plate  Retouching  USER-CR  OS  REV-GS.... . 

MII.O.22039C 

ME 

15  Nov 

78 

ME  AS 

99 
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6750 

Opoquts,  {Photographic  ‘  itm*plote  Retouching  USER*CR  OS  REV*70  GS . 

AA-S0229A 

/ME 

30  Mar 

87 

ME  AS 

99 

6750 

Poper,  Direct  Positive  Sensitized  (Diozotype)  USER'CR  Ml  AR  REV>ME  AS  MC 

UU-P-23IB 

-GS 

26  Dtc 

72 

CR 

AS 

70  GS 

70 

INT  AMD  (1) 

6750 

Poper,  Photogrophic,  Slock  And  White,  Sensitized  REV-GS . 

MIL-P-4672C  (1) 

70 

16  Stp 

86 

ER 

AS 

99 

6750 

Photogrephic  Motenols,  Method  Of  Determining  The  Resolving  Power  Of  •  7 

ANSI  PH:.33-69R76 

AS 

16  Jun 

80 

ER 

AS 

99 

Jul  69  REV-NV 

6750 

Photogrephic  Negative  Moteriois  (Monochrorne,  Continuous  Tone),  Method  For 

ANSI  PH2.S-79 

AS 

02  Jun 

80 

ER 

AS 

99 

Determining  Speed  Of  -  26  Jun  79  REV’NV 

6750 

Photography,  Aerioi,  Methods  For  Determining  The  Speeds  Of  Monochrome 

ANSI  PH2.34-69R77 

AS 

12  Moy  87 

ER 

AS 

99 

Photogrophic  Negative  Films  For  •  21  Aug  69  Vofldattd  May  87  REV>NV 

NOTICE  1 

6750 

Plotes  And  Foils,  Photographic  (Photosensitive  Anodized  Aluminum  Velidaftd 

GG  P-45SB  (2) 

t 

10  Jul 

72 

Mar  83 

6750 

Sensitometry  &  Grading  Of  Block  A  White  Silver  Halide  Photogrophic  Popers 

ANSI  PH2.2-81 

AS 

20F,b 

84 

ER 

AS 

99 

For  Continuous  Tone  Reflection  Prints  •  18  Jun  81  REV*NV  70 

6750 

Spool,  Film,  Diffusion  Tronsfer,  Photogrophic  REV>GS  . . . 

MS.27S41A 

70 

07  Mar 

86 

99 

6750 

Spool,  16  MM  100  Ft,  16MM  200  Fl,  3SMM  1  00  Ft,  &  70  MM  100  F  T,  For 

ANSI  PH  1.33-80 

AS 

04  Moy  83 

ER 

AS 

99 

Recording  Inst  RumenK  &  For  Microfi  Lm  &  Still  Pictures  C  Ameros, 

Dimensions  Fo  R  •  8  Feb  80  REV-NV 

6750 

Wetting  Agent,  Liquid,  Photogrophic  Grade  Validate  Fab  89  REV-GS . 

0-W-221C 

NOTICE  1 

•AS 

20F,b 

89 

ER 

AS 

99 

6760 

Cabinet,  Photographic  Storage,  Film  BM-11  USER-MC  REV-CR  GS  . . 

MIL.C-10147D 

CR 

01  Ftb 

84 

CR 

AS 

99 

6760 

Comero  Objective,  Still  •  Picture,  Method  Of  Testing  Veiling  Glare  Of  •  13  Nov 

ANSI  PH3.615410 

11 

03  May  8S 

ER 

AS 

11 

79  REV-99 

6760 

Cose,  Corrying,  Photogrophic  Equipment  Validatad  Oct  84  REV-GS . 

MIL-C-81S22A 

AS 

08  Moy  78 

ER 

AS 

99 

6760 

Caisett,  Double  Core  (B-1  Axial),  Dimensions  &  Operational  Constroints  For, 

ANSI  PHS.22-7S 

ER 

17  Aug 

76 

ER 

AS 

99 

For  16MM  Processed  Microfilm  -  16  Oct  75 

6760 

Cassettes  And  Reels,  Projection,  Motion-picture,  Super  6MM  Volidotad  May  8S 

MS-14115 

AS 

01  Apr 

74 

ER 

AS 

99 

REV-GS 

6760 

Computer,  Aerioi  Photogrophic  Doto  USER-ME  REV-GS . . . 

MIL-C-43188  (1) 

70 

13  Jun 

86 

ER 

99 

6760 

Computer,  Aerioi  Photographic  Doto  Validattd  Jon  84  REV-GS. . 

MIL.C-19729A  (2) 

AS 

22  Jul 

77 

AS 

6760 

Connector  &  Vacuum  Hose,  Photographic  REV-70 . . . 

AN7023 

REV  1 

MS-2757SB 

82 

23  Sop 

S3 

99 

6760 

Contoiner,  Plostic,  Photogrophic  Aerioi  Film,  OuHine  Of  REV-GS . 

70 

15  Nov 

85 

ER 

SA 

99 

6760 

Core  For  70  Mm  Air  Film  REV-GS  . . . 

MS.27461A 

70 

11  Nov 

85 

99 

6760 

Exposure  Control,  Photolithographic,  Light-integroting  REV-70  GS . 

A-A.50224 

ME 

22  S-p 

86 

ME 

99 

6760 

Exposure  Control,  Photolithographic,  Light  Integroting.  REV-GS . 

MIL.E.13S008 

ME 

26  Oct 

78 

ME 

6760 

Filter,  Light,  Photographic  Valiehfad  May  $6  USER-MI  REV-CR  GS . 

MIL.STD.1278 

70 

23  Moy  86 

ER 

AS 

99 

NOTICE  1 

6760 

Filter,  Light,  Photographic,  General  Specificotion  For  USER-ME  Ml  REV-CR  GS.. 

MIL-F-9329B 

70 

02  Apr 

80 

AS 

99 

6760 

Fkish  Unit,  Photographic  Repeoting  Volidatad  Oct  64  REV-MC  GS . 

MIL-F-emS  (1) 

AS 

13  Apr 

78 

ER 

AS 

99 

6760 

Holder.  Piote,  Multi|^x  Diapositive  Yalidatad  Mar  84  REV-GS . 

MIL.H-S2782A 

ME 

21  Sop 

79 

ME 

6760 

Lent,  Comero,  Coping  LE-5  REV-CR  GS  . . . . 

MIL.I..11931C 

CR 

02  Sep 

83 

CR 

99 

6760 

Lens,  Gun  Comero,  Motion  Picture,  16MM  Format  USER-AV  REV-GS . 

MIL-L-43S2D  (1) 

70 

14  Nov 

84 

ER 

AS 

99 

6760 

lenses.  Distance  Scoles  For  Focusing  Comero  -  4  Avg  75  REV-70  99 . 

ANSI  PH3.20-75 

1. 

03  May  85 

ER 

AS 

11 

6760 

Lenses,  Focal  Length  Morkings  Of  -  21  Sep  81  REV-99 . . . 

ANSI  PH3.601-81 

11 

03  Moy  85 

ER 

AS 

11 

6760 

lenses,  Photogrophic,  Method  Of  Determining  And  Specifying  The  Cotw 

ANSI  PH3.607.81 

11 

03  Moy  85 

ER 

AS 

11 

Contribution  Of  •  3  Feb  1981  REV-99 

6760 

Lenses,  Photogrophic,  Method  Of  Determining  The  Photographic  Resolving 

ANSI  PH3.63-74 

11 

03  Moy  85 

ER 

AS 

11 

Pewtr  Of  ■  24  Moy  74  REV-99 

6760 

lenses,  Photogrophic  Objectives  And  Projection,  Methods  Of  Des^^noting  And 

ANSI  PH3.29.79 

11 

03  Moy  85 

ER 

AS 

11 

Meoturing  Apertures  And  Reloted  Quontities  Pertoining  To  •  19  Dec  1978 
REV.99 

6760 

Lenses,  Photogrophic,  Methods  Of  Designating  A  Measuring  Focol  Lengths  A 

ANSI  PH3.35-77 

11 

03  Moy  85 

ER 

AS 

11 

Focol  OiilorKc,  Of  -  19  Jul  77  REV.99 

6760 

Opticol  Elements  And  Assembliet,  Definitions,  Methods  Of  Testing,  And 

ANSI  PH3.617-80 

11 

03  May  85 

ER 

AS 

1! 

Specificotions  For  Appearance  Imperfectio.is  Of  •  9  Oct  1979  REV-99 

6760 

Opticol  Tronsfer  Function  Meosurement  A  Reporting,  Guide  To  -  7  Sep  77 

ANSI  PH3.57.78 

11 

03  May  85 

ER 

AS 

11 

REV.99 

6760 

Optics,  Photogrophic,  Dimensions  For  Resolution  Test  Torget  For  •  14  July  1980 

ANSI  PH3.609-80 

11 

03  May  85 

ER 

AS 

11 

REV-99 

6760 

Photogrophic  Lenses  Valldatad  May  82  USER-GL  ME  REV-MI  99  GS . 

MIL-STD-150A 

NOTICE  2 

28  JAN  1963 

70 

28  Jon 

63 

ER 

AS 

99 

6760 

Photogrophic  Negotive  Moteriois  (Monochrome,  Continuous  Tone),  Method  For 

ANSI  PH2.5.79R86 

AS 

25  Aug 

87 

ER 

AS 

99 

Determining  Speed  Of  -  26  Jun  1979  (Reoffirmed  1986  Validated  Avg  87 
REV-ER  NV  99 

NOTICE  1 

6760 

Photogrophic  Obiective,  llluminonce  Over  The  Field  Of  A,  Method  For 

ANSI  PH3.22-79 

11 

03  Moy  85 

ER 

AS 

11 

Determining  The  Distribution  Of  -  24  Jul  79  REV-99 

6760 

Photogrophy  (Fiim)  Sofety  Photogrophic  Film  •  2  Nov  82 . 

ANSI  PII1.23  83 

AS 

31  Ms>- 

83 

AS 

16 

6760 

Processed  Photogrophic  Films,  Plotes,  A  Popers,  Pnotogrophic  Filing  Enclosures 

ANSI  PH1.53-7S 

AS 

04  Apr 

83 

CE 

AS 

16 

For  Storing,  Requirements  For  -  10  Apr  76 

6760 

Rock,  Storoge,  Motion  Picture,  Film  REV-CR  70  GS . . . 

MIL-R-20648C 

CR 

22  Stp 

83 

CR 

99 

6760 

Reel,  Photogrophic  Film,  And  Con  Or  Cose,  Photographic  Film  Storoge  (16MM 

MIL-R-214E 

CR 

20  Sep 

76 

CR 

AS 

99 

And  35mm  Film  USER-MI  REV-CR 

6760 

Spool  •  Photogrephic  Film,  Aerioi  Validated  Avg  84  REV-GS . 

MS-26S6SC 

70 

05  Apr 

73 

ER 

AS 

99 

6760 

Syittm  Opirating  Uni*  IA.205(  )  Dtitclor,  Light  InItniily  LA-210(  )  REV-CR 

GS 

Tripod,  Photographic  LM-41  USER-MI  REV-CR  GS . 

MIL-SS52938 

CR 

26  Apr 

84 

CR 

6760 

MIL-T-12020C 

CR 

21  Nov 

84 

CR 

6760 

Tripod,  Photogrophic,  Pneumatic,  Metal  Validated  Oct  84  REV-ER  AS  99  GS  .... 

MIL-T-19478A  (1) 

AS 

13  Apr 

78 

AS 

99 

6760 

Viewing  Stond,  Hlumincted,  Negotive  Film  Validated  Noy  84 . 

MIL-V-S2830A 

ME 

22  May  30 

ME 

6770 

Film,  Motion  Picture,  Super  8MM,  Loborotory  Preporotion  Of  Validated  May 

MIL-STD-1649 

AS 

31  Moy  74 

AS 

S5  USER-CG  OS  REV-MC  GS 


780 
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6770 

Filmstrip,  Photographic,  Supor  8  Milllmettr,  Formot  For  USER*M1  AV  TO 

FED-STD-363 

•CR 

07  Nov 

75 

CR 

AS 

99 

REV-GS 

L 

6780 

Dorkroom,  Photographic,  Portobl*,  ES*38(  )  REV*CR  . 

MIL-D-551623 

CR 

12  Nev 

E4 

CR 

L 

6780 

Oorfcroom  Photogrophic,  Troniportoblt  ES*02(  (  REV*CR . 

MIL-D-47a>>A 

CR 

21  Nov 

8r. 

CR 

6780 

Woitr  Supply  Kit,  Pomp-(iIt#r,  Typo  FM-176A  Vahdr  i  Apr  86  USER'MC . 

MIL-W-83891  (1) 
NOTICE  1 

70 

17  Apr 

86 

AS 

99 

6810 

ACS  Chtmicolt  I.SER-MC  YD  OS  AS  REV-ME  Ml  GS . 

MIL-STD-1218 

EA 

06  Jun 

69 

EA 

68 

6810 

Acoclo,  Ttchnicol  (Gum  Arobic)  Valiehtttt  Apr  8C  RCV-EA  66  GS . 

JJJ-A-20 

/AR 

24  Jon 

58 

AR 

AS 

99 

6810 

Acttoto  Et'ers,  Determination  Of  Water  In,  Standard  Practice  Fo*  •  27  Apr 

ASTM  D3621-84 

EA 

18  Mar 

87 

EA 

1984  USER-AS  OS  SH  MC  REV-MD  ME  GS 

6810 

And;  Acid,  Glaciol,  Ttchnicol  USER-MI  ER  AS  OS  REV-MD  GS . 

0-A-76E 

/EA 

03  Jul 

84 

EA 

68 

6810 

Acetic  Anhydride,  Acetic  Anhydride  Content  {Assoy)  OI  •  28  Oct  77  REV-MD 

ASTM  E435-77 

EA 

07  Sep 

79 

EA 

SH 

68 

GL  GS 

6810 

Acetic  Anhydride  (For  Ordnonce  Use)  Voli<tat^  Feb  82  REV-GS . 

JAN-A-459 

AR 

12  Mar 

47 

AR 

OS 

6810 

Acetone  &  Methanol,  Permanganote  Ttmu  Of  •  14  Nov  84  USER-$H  REV-GL 

ASTM  D1363-84 

EA 

09  Jul 

86 

EA 

68 

MD  ME  MC  GS 

6810 

Acelont  -  30  Ocl  81  USER-AS  MC  OS  REV-AR  GL  MD  ME  GS . 

ASTM  D329-81 

EA 

15  Stp 

83 

EA 

SH 

68 

6810 

Action,,  Ttchnicol  USER-SM  ER  AS  REV-MD  Mi  GS  DS . 

0-A-51G 

/EA 

03  Jul 

84 

EA 

OS 

68 

L 

6810 

Acetyl  Triethyl  Citrote  REV-GS  . . . . . . 

MIL-A-47059 

AR 

14  Apr 

85 

AR 

L 

6810 

Acetylene  Block  (For  Use  in  Ammunition)  Validated  Feb  87 . 

MIL-A -63467 

NOTICE  1 

AR 

05  Fob 

87 

AR 

6810 

Acid,  Acetic  (For  Ordnance  Use)  Validated  Feb  82  REV-GS . 

JAN-A-465 

AR 

18  Apr 

47 

AR 

OS 

L 

6810 

Acid,  Hydrofluorict  Technical . 

MIL-A-24641A 

SH 

27  0(1 

86 

SH 

6810 

Acid,  Muriotic,  Stondard  Specification  For  (Tnchnicoi  Grade  Hydrochloric  Acid) 

ASTM  El  146^7 

EA 

08  Fob 

88 

EA 

SH 

68 

-  37  FE887 

6810 

Acid,  Nitric  (For  Ordonce  Use)  Validated  Aor  80  REV-GS . 

JAN-A-183  (2) 

AR 

12  Oct 

51 

AR 

os 

6810 

Acid,  Picric  (Trinitrophenol)  Validated  Apr  80  ktV-GS . . . 

JAN-A-1S7 

AR 

28  Fob 

45 

AR 

OS 

6810 

Acid,  Sulfutic,  And  Oleum  Validated  Apr  80  REV-GS . . 

JAN-A-179 

AR 

31  Jon 

45 

EA 

OS 

6810 

Adhesion  By  Tape  Test,  Measuring  •  27  Oct  78  USER-ME  REV-GS . 

ASTM  D3359-78 

68 

03  Nov 

SO 

EA 

SH 

68 

6810 

Aerosol  Containers.  Safe  Fill  Of  •  30  May  80  Validated  Mar  87  USER-Gl 

ASTM  D306S-80 

EA 

06  Mor 

87 

EA 

SH 

68 

REV-MD  GS 

NOTICE  1 

6810 

Aerosol  Products,  Delivery  Rote  Of  •  23  Feb  79  Validated  May  88  USER-GL 

ASTM  D3069-79 

EA 

27  May 

88 

EA 

SH 

68 

REV  MD  GS 

NOTICE  1 

6810 

Aerosol  Products,  Stondord  Definitions  Of  Terms  &  Nomenclature  Retoting  To  - 

ASTM  D3064-72 

EA 

27  Moy 

88 

EA 

SH 

68 

4  Dec  72  Validaltd  May  88  USER-GL  REV-ME  MD  GS 

NOTICE  1 

6810 

Aerosol  Products,  Test  For  Flammobility  Of  <  4  Dec  72  Validated  May  88 

ASTM  D3065-72 

EA 

27  Moy 

88 

EA 

SH 

68 

USER-GL  REV-MO  ME  GS 

NOTICE  1  ’ 

6810 

Aerosol  Products,  Moisture  In  •  30  Moy  80  Volidoted  Mar  87  USER-GL 

ASTM  D3057-80 

EA 

06  Mor 

87 

EA 

SH 

68 

REV-MD  ME  GS 

NOTICE  1 

6810 

Air  Anolyzer  Procedures,  General  Ambient  -  23  Feb  79  Validated  Mar  87 

ASTM  03249-79 

EA 

06  Mor 

87 

EA 

SH 

68 

REV-ME  MO  GS 

NOTICE  1 

6810 

Alcohol  Content  &  Purity  Of  Acetate  Esters  By  Gos  Chromotogrophy  •  30  Oct 

ASTM  D3545-81 

EA 

19  Ocl 

83 

EA 

68 

81  USER-AS  SH  MC  REV-GL  MO  ME  GS 

6810 

Aldehydes,  Ketones,  And  Peroxides.  Technicol  Grade  USER-SM  MC  AS  REV-AR 

Mll-STD-60eB 

EA 

18  Doc 

85 

EA 

YD 

68 

MO  GS 

6810 

Alkoline  Detergents,  Stondard  Method  Of  Sampling  &  Chemical  Anolysts  Of  • 

ASTM  D501-85 

EA 

30  Apr 

87 

EA 

99 

31  Mny  1985  USER-SH  RfV-MD  ME  GS 

6810 

Alkolinlty  In  Acetone,  Storao'd  Test  Method  For  •  27  Apr  84  USER-AS  SH  MC 

ASTM  D1614-84E1 

EA 

25  Jul 

86 

EA 

68 

REV-Gl  MO  ME  GS 

1 

6810 

Alpho-nitsonaphtholene  (For  Use  In  Explosives)  Validated  Apr  82 

Mll-A-23894 

OS 

17  Oct 

63 

OS 

L 

6810 

Aluminum  Chloride  (Anhydrous)  (For  Use  In  Ammunition)  Validated  Feb  87 ........ 

MIL-A-63471 

NOTICE  1 

AR 

05  Fob 

87 

AR 

6810 

Aluminum  Oxide,  Anhydrous,  Anolyzed  Reagent  (Metric) . 

DOD-A-10825A 

EA 

22  Ocl 

79 

EA 

68 

L 

6810 

Aluminum  Powder,  Atomized,  Technicol  Validated  Apr  85  REV-AS . 

MIL-A-82654  (1) 

OS 

01  Mor 

78 

OS 

6810 

Aluminum  Powder.  Flaked.  Groined  And  Atomized . . . 

MIL-A-512A  (4) 

EA 

11  Jun 

69 

EA 

OS 

L 

6810 

Aluminum  Powder,  Atomized  (For  Use  In  Explosives)  . . 

-  MIL-A-8272B 

OS 

17  Aug 

84 

OS 

L 

6810 

Aluminum  Powder.  Spherical  Validated  Jal  81  REV-GS...... . . . 

MIL-A-81335 

OS 

08  Nov 

65 

OS 

6810 

Aluminum  Sulfate,  Technical  USER-YD  REV-MD  ME  GS . . . 

0-A-429D 

/EA 

03  Jul 

84 

EA 

68 

6810 

Amine  Bending  Agent . 

MIL-A-70604 

AR 

22  Apr 

88 

L 

6810 

Amino  Propyl  Alkyl  Amine  Validated  May  85  REV-GS  . . 

MIL-A-47062 

Ml 

10  Moy 

74 

Ml 

6810 

Ammonium  Chloride,  Technicol  Validated  Sep  67  REV-EA  GS  . 

0-A-491E 

NOTICE  1 

/GL 

06  Apr 

67 

GL 

6810 

Ammonium  Hydroxide,  Technicol . . . . . . . . 

0-A-451F  (1) 

t 

10  Doc 

75 

6810 

Ammonium  Nitrate,  Technical  (Metric)  Validated  Mar  89  USER-SH  REV-MI  GS.. 

MIL-A-175C 

NOTICE  1 

EA 

06  Mar 

89 

EA 

OS 

68 

L 

6810 

Ammonium  Nitrate  (Uncoated)  Validated  Jun  86  . 

MIL-A-47240A 

Ml 

28  Nov 

79 

Ml 

L 

6810 

Ammonium  Nitrate.  Prilled  (For  Use  In  Ammunition)  Validated  Moy  85  REV-GS 

MIL-A-504O0A 

AR 

15  Sep 

73 

AR 

L 

6810 

Ammonium  Perchlorote,  General  Specification  For  . 

MIL-A-82667A  (1) 

OS 

23  Sop 

85 

OS 

6810 

Ammonium  Perchlorote  Validated  Aor  86  REV-EA  OS  12  68  GS . 

MIL  A.192B 

NOTICE  1 

AR 

'.0  Apr 

86 

AR 

AS 

14 

L 

6810 

Ammonium  Perchlorate,  High  Purity . 

MIL-A-82667/1  (1) 

os 

06  Ocl 

78 

os 

L 

6810 

Ammonium  Perchlorate  Validated  Apr  85  REV-MI  GS . 

MIL-A-23442A  (1) 

OS 

18  Apr 

85 

OS 

L 

6810 

Ammonium  Perchlorote,  Conditioned  . . 

MIL-A-82667/2  (2) 

OS 

27  Jun 

85 

OS 

6810 

Amyl  Acetate,  Technicol  USER-SH  REV-OS  GS . 

TT-A-511D 

/EA 

24  Aug 

84 

EA 

AS 

68 

6810 

Aniline,  Technicol  (Metric)  Validated  Mar  69  KeV-MD  GS . 

MIL-A-10450D 
NOTICE  1 

EA 

06  Mar 

89 

EA 

1 

6810 

Antimony  Sulfide  (For  Use  In  Ammunition)  Validated  Apr  80  REV-MD  EA  OS 

MIL-A-159D 

AR 

16  Moy 

72 

AR 

GS 

INT  AMD  1 

L 

68i0 

Antimony  Trioxide,  Anoltzed  Reogent  Validated  Jan  82  USER-MI  REV-MD  GS  .. 

MIL-A-51312 

EA 

1 1  Mor 

69 

EA 

6810 

Antimony,  Technicol  (Metric)  Validated  Avg  88  USER-MI  REV-MO  '  . 

MiL-A-10S410 
NOTICE  1 

EA 

11  Aug 

88 

EA 

OS 

L 

6810 

Antioxidont  N>phenyl-n,-cyclohexyl-p-p!venylene  Diamine  REV-MR . 

MIL-A-85S01 

AS 

06  Oct 

81 

AS 

761 
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L 

6810 

Antioxidant,  T'butytphenol  Typt,  2,  2,*METHYLEHEBIS 

MII-A-8549S 

AS 

06  Ocl 

81 

AS 

(4.METHYL*6.T-BUTYLPHENOL) 

6810 

Apporent  Dtntity  Of  Industriol  Aromotk  Hydrcorbons  •  24  Apr  81  US£ft>SH 

ASTM  D2936-81 

EA 

17  Oct 

83 

EA  68 

MC  REV-AR  &L  MO  ME  GS 

6810 

Aromotic  Hydrocarbons,  Stondord  T«st  Method  For  Acid  Wash  Color  Of 

ASTM  0848-81 

EA 

14  Oc- 

83 

EA  68 

fndustrioi  •  24  Apr  81 

6810 

Arsenic  Pcntoxide,  Anolzed  Reogent  VoUdattd  Jan  82  USER'Mt  REV<MO  GS  .... 

MIL-A-S13I3 

EA 

20  May 

69 

EA  68 

6810 

Arsenic  Trioxide,  Technicol  Volidalad  Mar  89  REV*MD  GS . . 

MtL-A-10840D 
h'OTICE  1 

EA 

09  Mor 

89 

EA 

6810 

Atmosphere  And  Plont  Tissues  (Monuol  Procedures),  Analysis  For  Fluoride 

ASTM  D3269-79 

EA 

06  Mor 

87 

EA  SH 

Content  Of  •  23  Feb  79  Validated  Mar  87 

NOTICE  1 

6810 

Automated  Seporotion  And  Collection  Of  Particulate  oo  Acid  Gaseous 

ASTM  D3266-79 

EA 

06  Mar 

87 

EA  SH 

Flouoride  In  The  Aimosphere  (Double  Poper  Tope  Sampler  Methodi  •  23  Feb 

79  Validated  Mar  87 

NOTICE  1 

1 

6810 

Aziridine,  Substituted  (Metric)  (Request  Forissue  Must  Be  Sent  Vio  Commanding 

DODA.82743 

os 

22  Ion 

86 

OS 

Officer,  Naval  Ordnance  Station,  Standordizotlon  Division  (524)  indlon  Heod, 
Md  20640-50(X)) 

L 

6810 

B,  B  -dihydroxydiethyl  Sulfide  REV*M0  GS . . . . 

MII-B-14130A 

EA 

26  F,b 

86 

EA 

6810 

Salliilic  Modilitr  LC-IR-IS  REV-MI  OS  12  18 . 

MIL-B-35735 

AS 

31  Mor 

85 

Al  AS 

6810 

Barium  Chromote  Validated  M.ty  65  USER‘68  REV*MI  EA  OS  11  GS  . 

MIL-B-650A  (1) 

AR 

03  Mor 

67 

AR  AS 

6810 

Borium  Nitrate,  Technical  Validated  Peb  82  REV*M0  Ml  EA  OS  GS . 

MIL-B-162D 

INT  AMD  2  (AR) 

AR 

0/  F,b 

68 

AR  AS 

6810 

Barium  Oxolote  (For  Use  In  Ammunition)  Validated  Apr  60  USER'SA  REV*MR 

JAN-B-660 

AR 

5  Aug 

48 

AR  OS 

IS  GS 

6810 

Borium  Perchlorate,  Anhydrous,  Analyzed  Reogent  Validated  Jan  82  REV*MD 

GS 

Barium  Peroxide  Validated  Jun  86  REV'OS  GS  . 

MIL-B-61333 

EA 

11  May 

70 

EA  68 

6810 

MIL-B-163A  (1) 

NOTICE  1 

AR 

17  Jun 

88 

AR  AS 

6810 

Bortium  Steorote  Validated  Apr  60  REV*EA  GS . 

JAN-B-366 

AR 

15  Jul 

46 

AR  OS 

6810 

Battery  IMater  USER-SM  ME  YD  MC  REV-GS  . 

OB-41E 

/EA 

29  Aug 

84 

EA  68 

6810 

Benzene,  Nitrotion  Grode  Validated  Ap'  80  REV*PS  GS . 

MIL-B-3137  (1) 

AR 

27  Apr 

50 

AR  OS 

L 

6810 

Benzil,  Technicol  Validated  Apr  84  REV*GS  . . . . . . . 

MIL-B-565A 

EA 

30  Sep 

58 

EA 

L 

6810 

Benzyldimethylomine  •  N  Validated  Jul  83  REV-GS . . . 

MIL-B -81267 

os 

10  Moy 

65 

OS 

6810 

Bis  (Chioronsethyl)  Ether  (Bis  CME)  In  Workplace  Atmosphere  (Got 

ASTM  D3476-79R86E1 

EA 

21  Jun 

85 

EA  SH 

Chromotography  •  Mass  Spectrometry,  Stondord  Test  Method  For  •  23  Feb 

79  REV-MD  ME  GL  AS  GS 

L 

6810 

Boron  Nitride  Power  Validated  Oct  79  REV-GS . . . 

MIL-B-472C8 

Ml 

12  Jul 

74 

Ml 

1 

6810 

Boron,  Amorphous,  Powder  REV-MI  EA  OS  GS . 

MIL-B-51093  (1) 

AR 

06  Nov 

87 

AR 

6810 

Bromthymel  Blue  Solution,  Indicotor,  6.0  To  7.6  Ph  Ronge  Validated  Jan  85 

MIL-B-11846B 

EA 

05  Apr 

74 

EA 

REV-GS 

1 

6810 

Butyl  Scbocote,  Di  Nnrmol  Validated  Mat  85 . . 

DOD-B-82669 

OS 

19  Jon 

79 

OS 

1 

6810 

Butyl  Steorote  •  Normol  Validated  Jul  $1 . . . 

MIL-B-2146S 

OS 

15  Jul 

58 

OS 

6810 

Cadmium  Oxide  Validated  Oct  68  REV-GS . 

A-A-5O80O 

NOTICE  1 

/68 

07  Ocl 

88 

AS  68 

6810 

Calcium  Corbide  USER-ME  REV-GS . . . 

O-C-101A  (1) 

/EA 

06  Mo; 

51 

EA  68 

L 

6810 

Cokium  Corbonote  Validated  Apr  86  USER-MI  OS  REV-EA  GS . . . 

MIL-C-293B 

NOTICE  1 

AR 

10  Apr 

86 

AR 

6810 

Calcium  Chloride,  Analysis  Of,  Stondord  Methods  For  •  27  Jul  84  USER-AS  SH 

ASTM  E449-84 

EA 

10  Sep 

86 

EA  68 

REV-AR  MD  ME  GS 

6810 

Cokium  Chloride,  Dihydrote  And  Cokium  Chloride,  Anhydrous,  Technicol 

O-C-1050  (1) 

% 

10  Feb 

76 

6810 

6810 

USER-CE  ME 

A-A-169 

• 

22  Moy 
31  Moy 

81 

1 

Cokium  Chromote,  Technicol  Validated  May  85  REV-GS . 

Mll-C-48038 

AR 

72 

AR 

6810 

Cokium  Hydroxide,  Technicol  USER-MC  REV-ME  MD  GS . 

O-C-110C 

/EA 

18  Ocl 

84 

EA  68 

6810 

Cokium  Hypochlorite,  Technical  USER-CE  MC  REV-ME  GL  MD  YO  MS  68  GS  .. 

0-C-114B  (2) 

* 

09  Mor 

77 

EA  SH  68 

6810 

Cokium  Mognesium  Corbonote,  Technicol  (Metric)  USER-AS  REV-GS  . 

MIL-C-51067B 

EA 

24  Aug 

83 

EA  OS 

6810 

Cokium  Oxide,  Technicol  (Metric)  Validated  Aug  88  USER-MD  OS . 

MII-C-12056C 

NOTICE  1 

EA 

12  Aug 

88 

EA  68 

L 

6810 

Cokium  Phosphote,  Tribosic,  Technicol  Validated  Jan  85  REV-AR  GS . 

MIL-C-14264A 

EA 

28  Nov 

78 

EA  68 

6810 

Cokium  Phosphide  Validated  Jul  83  REV-GS  . 

MIL-C-3539 

os 

11  Jul 

51 

OS 

6810 

Cokium  Resinotc  Validated  Feb  83  REV-EA  GS . 

MIL-C-20470A  (1) 

AR 

30  Sep 

64 

AR  AS 

L 

6810 

Cokium  Silicate,  Technicol  Validated  Feb  82  REV-EA  CS  . . 

MIL-C-SIO/Z  (2) 

AR 

02  Oct 

69 

AR 

6810 

Cokiam  Silkid*,  TMknkol  Volidattd  Mar  89  USER-MC  REV-MD  AR  GS . 

MII-C-324C 

NOTICE  1 

EA 

08  Mor 

89 

EA  OS 

6810 

Cokium  Steorote  Validated  Apr  80  REV-EA  GS . . . . . . 

JAN-C-263 

AR 

28  Sep 

45 

AR  OS 

6810 

Con-puncturing  Device,  Simple,  Stondord  Specification  For  Va'tdated  May  88 

ASTM  D3068-72R7a 

EA 

27  May 

88 

EA  SH  68 

REV-MD  ME  Gl  GS 

NOTICE  1 

6810 

Condle,  Leod  Dioxide,  Evoluation  Of  Total  Sulfation  Activity  In  The  Atmosphere 

ASTM  02010-85 

EA 

28  Sep 

88 

EA  SH 

By  Tht,  Slondord  Mtthod  For  ■  30  Aug  1986  REV-MD  ME  GS 

L 

6810 

Coibozole  Validated  Jan  83  REV-GS  . 

MIL-C-13613 

AK 

3  Sep 

54 

AR 

1 

6810 

Corbon  Block  REV-MR . . . . . 

MIL-C-85496 

AS 

06  Oct 

81 

AS 

L 

6810 

Corbon  Block  Validated  Mar  65  . . . 

MIL-C-82665  (1) 

os 

15  Nov 

78 

OS 

L 

6810 

Corbon  Block  Validated  Apr  85  REV-AS . 

DOD  C  B2656  (2) 

OS 

15  Nov 

78 

OS 

6810 

Corbon  Block  •  Ash  Content  -  29  Mar  1985  REV-GL  MD  ME  GS . 

ASTM  D1506-8S 

EA 

30  Jon 

86 

EA  OS  68 

6810 

Carbon  Block  •  Ph  Volue,  Stondord  Test  Methods  For  -  30  Mar  84  REV-Gl  MD 

ASTM  D1512-84 

EA 

18  Jun 

85 

EA  OS 

6810 

Carbon  Block  Sulfur  ConMnI  -  17  Jul  86  USER-OS  REV-Gl  MD  GS  . 

ASTM  D1619-86 

EA 

22  Aug 

88 

EA 

6S1C 

Corbon  Block,  Powd«rtd,  Dry  USER-MI  REV-EA  GS . 

MII-C.306C  (1) 

AR 

24  Nov 

85 

AR  OS  68 

6810 

Lo.’bon  In  Woter,  Totol  &  Organic,  Standard  Test  Method  for  -  4  Feb  1985 

ASTA.  02579-85 

(A 

10  Jul 

87 

EA 

REV-MD  ME  GS 

6810 

Corbon,  Technicol  (Corbon  Block)  Validated  Aug  88  REV-MD  AR  MR  GS . . 

MIL-C-11403C 

EA 

12  Aug 

88 

EA  OS 

NOTICE  1 
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L 

M10 

Cai»In  ValidcUd  Aug  Bt  REV-GS . 

MIL-C  11532C 

NOTICE  1 

EA 

12  Aug 

88 

EA 

6810 

Cottln  Hydrolyiott  Valithttd  Aug  ?8  REV*G5 . 

MIL-C-S1090A 

NOTICE  1 

EA 

31  Aug 

88 

EA 

MS 

68 

L 

6810 

Cotoiyst,  8um  Rott  2,  2  StS  (EthyKtrroctnyl)  Prepoftt . . . . 

MIL-C 85493 

AS 

06  Oct 

81 

AS 

1 

6810 

CoMthol,  4-TERTIARY  8ulyl  Valioaltd  Jul  Bt  REV-GS  . 

MIL-C81350 

OS 

24  Jan 

66 

OS 

1 

6810 

CtUuloM,  Rt9«n«rQt*d,  Strip  (For  Utt  lo  Ammunition)  Valiihttd  Apr  80 

JAN-l  877  (2) 

AR 

11  Dk 

51 

AR 

•cV-GS 

1 

6810 

CmiuIos^,  Woodpulp  (SuKitt)  Vatldol^  Jan  83  REV.GS  . . . . . . 

MIL-C-2 168 

INT  A  riD  1  (AR) 

AR 

30  Dk 

76 

AR 

OS 

6810 

Colluloit.  Woodpulp  (SuKolt)  Vah'datH/  M  87  REV.GS . . . . 

MIL-C-20330A  (1) 
NOTICE  1 

AR 

12  Ftb 

87 

AR 

OS 

6810 

CH'jrcool  <For  Ut«  In  Ammunition)  Validated  Apr  82  REV>EA  GS . 

MN-C-178A  (1) 

os 

28  Oct 

49 

AR 

OS 

6810 

CVinrcoot,  Activottd.  Imprtgnottd,  ASC  USER*YD . 

MIL-C-13724A 

INT  AMD  2  (MU) 

EA 

04  May 

60 

EA 

SH 

68 

L 

6810 

Chorcoot  Activotod,  imprtgnottd,  ASC  REV*GS . . . 

MIL-C-0013724D 

EA 

22  Stp 

83 

EA 

L 

6810 

Chorccol,  Actirottd,  Unimprtgnottd  VoHdattd  Mar  89  REV<GS  DS . 

MIL-C-17605C  (1) 
NOTICE  1 

SH 

22  Mar 

89 

SH 

6810 

Chtmicoi  Agtnt  RIoiticittd  Whitt  Photphoroui  (PWP)  VoVtdol^  Aug  80 

MIL-C-3378  (2) 

EA 

12  Oct 

65 

EA 

OS 

11 

USER-MC  REV-MD  99  GS 

L 

6810 

Chtmieol  Pocktt,  Pctotsium  lodolt,  Potoiiium  lodidt.  And  Sodium  Sicorbonott 

MIL-C-21499A 

Sri 

19  Jun 

64 

SH 

VaUdaluB  Mar  B2  REV-GS 

68  >0 

^.htmicol.  Analytical,  Gtntral  Sptcificotion  For  USER*YO  MS  OS  REV.MD  Mt 

O-C-2658 

/EA 

04  May 

78 

EA 

68 

SM  AR  GS  DP 

6810 

Chtmicoli,  Rtogtnt  Gradt;  Gtntrol  Sptciflcation  For  (Mttric)  USER-ME 

MIL-C-511301 

EA 

21  Jun 

83 

EA 

68 

REV-MD  AR  GS 

L 

6810 

Chloromint  8  (Mttric)  Volidatad  Mar  87 . 

DOD-C-51464 

NOTICE  1 

EA 

02  Mar 

87 

EA 

L 

6810 

Chloromint  T  Vatidotad  Apr  84  REV.GS . . . 

MIL-C-11334 

EA 

13  Aug 

51 

EA 

6810 

Chioridt  Ion  In  Wottr,  Stondord  Ttst  Mtthods  For . 

ASTM  D51281E1 

SH 

21  May 

84 

EA 

SH 

6810 

Chloridt,cokium,ttandord  Sptcificotion  ^or,  9  Ftb  87.......... . 

ASTM  D9887 

YD 

17  Nov 

88 

EA 

YD 

68 

L 

6810 

Chlorinoftd  Limt,  Ttchnicol . . 

MIL-C8)407A 

EA 

10  Mor 

83 

EA 

6810 

Ci-lorinattd  Paraffin,  Technical  Validafad  Aug  88  USER-OS  AS  REV-MD  GS...... 

MIL-C-429D 

NOTICE  1 

EA 

11  Aug 

88 

EA 

SH 

68 

6810 

Chlorint  In  Orgonic  Compoundi  By  Sodium  Ptroxidt  Bomb  Ignition  •  8  Stp  67 

ASTM  E25687R77 

EA 

27  May 

88 

EA 

68 

REV-ME  MD  Gl  GS 

NOTICE  1 

6810 

Chloritw  In  Waltr  Rtiiduol  USER-OS  SH  REV-GL  MD  ME  GS . 

ASTM  D125386 
NOTICE  1 

EA 

0)  Ftb 

86 

EA 

68 

6110 

Chlorint  Test  Tobltt,  Dpd  Mtthod,  100  S . . . . . 

MIL-C-37873 

DM 

18  Oct 

78 

MD 

MS 

03 

6810 

Chlorobtnztnt,  TKhnicol  Valldafad  Aug  68  REV-MO  MR  GS . 

MIL-C-12038C 

NOTICE  1 

EA 

12  Aug 

88 

EA 

68 

6810 

Chloroform,  Ttchnicol  REV-MO  GS . . . 

OC-291B 

/EA 

24  May 

83 

EA 

68 

6810 

Chloropicrin,  TMhnicol  Volldaltd  Aug  B8  REV-MD  MS  GS . . . 

MIL-C-10664C 

NOTICE  1 

EA 

11  Aug 

88 

EA 

AS 

6810 

ChroRK  togrophy,  Aromatics  In  Mlntrol  Spirits  By  Gos,  Stondord  Ttst  Mtthods 

ASTM  D325783 

EA 

12  0tc 

85 

EA 

68 

For  •  27  May  83  USER  AS  OS  SH  MC  REV-GL  MD  ME  GS 

6810 

Chromium  In  Water,  Standard  Ttst  Mtthods  tor-  25  Apr  86  REV-MO  ME  GS.... 

ASTM  D168786 

EA 

31  Aug 

88 

EA 

6810 

Chromium  In  Workplace  Atmospheres  (Colorimetric  Mtthod)  Stondord  Ttst 

ASTM  D3586-85 

EA 

03  Ftb 

86 

EA 

68 

Mtthod  For  -  20  Mor  85  USER-SH  REV-MD  GS 

6810 

Chromium  Trioxidt,  Ttchnicol  USER-ER  OS  AS  REV-MI  ME  MD  A'A  GS  DS  . 

O  C-303D  (1) 

/EA 

0)  Aug 

86 

EA 

68 

L 

6810 

Chromium  2  Ethyl  Hexoott,  Technical  Vatidataa  Apr  85  REV-AS  . 

DOD-C82660  (1) 

OS 

0)  Mor 

78 

os 

6810 

Citric  Acid,  Technical  REV-MD  GS  . . . . 

MIL-C-1 10290 

EA 

31  Jul 

87 

EA 

68 

L 

6810 

Cleontr,  Printed  Circuit  Assembly  Volidottd  Jun  88  REV-GS . . 

MIL-C-47273 

NOTICE  1 

Ml 

12  Jun 

88 

Ml 

6810 

Coal-tor  Creosote  For  The  Preservatiye  Treatment  Of  Piles,  Poles,  &  Tinkers  For 

ASTM  D39086 

/YD 

08  Stp 

86 

ME 

YD 

68 

Morint,  Land,  &  Freih  Wottr  Ust  -  28  Ftb  1986  USER-SH  REV-EA  99  GS 

6810 

Cootirtg,  Bituminous  Protective,  Steom  Distillation  Of  •  24  Dec  70  Volidotad 

ASTM  D255-70R77 

EA 

27  May 

88 

EA 

68 

May  SB  REV-GS 

NOTICE  1 

6810 

Collection  By  Flltrotion  And  Determinotion  Of  Moss,  Number  And  Optico) 

ASTM  D2009-65R79 

EA 

06  Mar 

87 

EA 

Sizing  Of  Atmospheric  Porticulotes  •  31  Aug  65  VaUdatad  Mor  87 

6810 

Comporison  Of  Spray  Patterns  -  26  Jul  72  Validated  May  88  USER-GL  REV-ME 

ASTM  D3077.72R78 

EA 

27  May 

88 

EA 

SH 

68 

MD  GS 

NOTICE  1 

6810 

Contoiner,  Aerosol,  Reporting  loboiotory  Results  When  Checking  •  4  Dec  72 

ASTM  D3067-72R78 

EA 

27  May 

88 

EA 

SH 

68 

Volidatad  May  SB  USER-GL  REV-MD  GS 

NOTICE  1 

6810 

Copper  In  Wottr,  Stondord  Test  Metiiods  For  •  30  Nov  84  USER  OS  SH 

ASTM  D)688-84 

EA 

20  Jon 

86 

EA 

68 

REV-GL  MD  ME  GS 

L 

6810 

Copper,  Powdered  (For  Use  In  Ammunition]  VoUdated  Jut)  REV-GS . 

.’AN.C-768 

OS 

4  M'ly 

49 

OS 

6810 

Creosote,  Ttchnicol  (Wood  Preservative)  REV-GS . . . 

AA-1893 

•GS 

'3  Apr 

82 

6810 

Cresylic  Acid,  Technical  VaUdated  Jan  82  USER-OS  REV-GS . 

MIL-C-13246B 

EA 

17  Oct 

73 

EA 

AS 

68 

L 

6810 

Cuprtc  Corbonote,  Bosic,  Analyzed  Reagent  VaUda.iJ  Jen  82  USER-MI  REV-GS 

MIL-C-14005A 

tfA 

02  Aug 

67 

EA 

L 

68IU 

Cupric  Oxide  VoUdated  May  8^  REV-OS  GS  . . . 

MiL-C-13600A 

AR 

14  May 

62 

AR 

6810 

Cupric  Sulfate,  Pentohydrote,  Ttchnicol  USER-OS  REV-MD  AR  OS  . 

OC828C 

/EA 

11  Stp 

80 

EA 

68 

6810 

Cuprous  Cyanide,  Ttchnicol  REV  MD  GS  . . 

MIL-C-S1264A 

EA 

21  Jun 

S3 

EA 

68 

L 

6810 

Curing  Agents,  Dimer/l-di-isocyonote  Bi  Isophorone  Di-isocyonote . . . 

MIL-C-85498 

AS 

06  Oct 

81 

AS 

6810 

Cyclohexyiomine,  Ttchnicol  . . 

O-C-940B 

t 

12  Jun 

75 

6810 

0I&2  Ethylhexylphtho'ote  Validated  May  85  REV-3S . . . 

MIL-D-13796A 

AR 

14  Moy 

62 

AR 

OS 

68 

L 

6810 

D83  REV-GS . 

MIL-0-50028A  (1) 
NOTICE  1 

EA 

24  Ftb 

87 

EA 

L 

6810 

Dextrin  (For  Biologicol  Use)  Validated  Apr  84  REV-GS  . . . 

MtL-0-11244 

EA 

23  Jun 

51 

EA 

6810 

Dextrin,  Technical  Validated  Mor  89  REV-MD  AR  OS  GS  . . 

MILD-3994C 

NOTICE  1 

EA 

09  Mor 

89 

EA 

AS 

L 

6810 

Dextrose,  Monohydrote,  Technicol  (0-f  lucose)  Validated  Aug  88  REV-GS . 

MIL-D-11243A 

EA 

12  Aug 

88 

EA 

NOTICE  1 
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L 

L 

L 

L 

L 


L 


L 


I 

L 

L 

L 

L 


L 

I 


L 


L 


L 


L 


L 


L 


I 


FSC  Tin:- 


6810  Oi  Normo)  Propyl  Adipate  (DNPA)  Validated  Jvl  81 . . . . 

6810  Dl*(2  •  Ethylhtxyl)  Adipate,  Technical . 

6810  DI  (2  ETHYIHEXYL)  Azelate  REV-MD  PS  GS . . . 

6810  Dibutyl  Phthalate,  Technical  (Metric)  PEV>Mt  Mr  GS . 

6810  Oibutyltin  Dilaurate . . . . . . . . . 

6810  Dichloremethane.  Technical  Validated  Jan  85  USER*SM  MC  AS  REV*MI  SM  GS 

6810  Diethytene  Glycol  Dibutyl  Ether,  Technico)  Validat»d  Apr  85  RFV*AS . 

6810  Diethylene  Glycol  Voltdatad  Jul  81 . . . 

6810  Diethylenetriomine,  Technico!  REV-MD  GS  . . . . . . 

6810  Diethylphthotate  (For  Ute  In  Exptosivei)  VoHdatad  Apr  80  REV-GS . 

6810  DiiiocyonotC',  Dimeryl,  C36  Aliphatic,  Technico!  (Ddi)  Validattd  May  87 . 

6810  Diitopropyl  Hydrogen  Photphite,  Technical  Validated  Apr  86  USER*AT  REV*ME 
MD  MR  GS 

6810  Dimethyl  Hydrogen  Phosphite,  Technical  Vohdottd  Aug  86  USER-OS  REV>MD 
GS 

6810  Dimelhyloniline  Voh'dottd  Jun  88  . . . 

6810  Dinitrochtorbenzene  (For  Use  In  Ammunition)  VafidotHi  Apr  60  REV*GS . 

6810  Dinilromethyloniline  In  Sulfuric  Acid  VoUdattd  Apr  80  REV*GS  . 

6810  Dlnitromethylaniline  VaUdalad  May  85  R£V*GS  . . . 

6810  Dioctyl  Adipate . . 

6810  Dipentene,  Technicol  (For  Use  In  Organic  Coolings) . 

6810  Diphenylomine,  Technical  Validated  Apr  $0  REV*MI  EA  GS . . . . 

6810  Dlphenylphthahte  (Technico!)  Validated  Feb  83  REV>AS  GS  . 

6810  Disodium  Ethylenediominetetraocetote,  Oihydrote  Validated  Apr  82  R£V*GS . 

6610  Duct,  Averoge  Velocity  In  A,  Using  A  Thermo!  Anemometer  •  26  Dec  75 
Validated  Mar  87  REV-MD  ME  GS 

6810  Dye,  Dlethlyomino-azoLenzene  (For  Colored  Smoke  Mixtures)  Validated  Apr  86 
REV.GS 

6810  Elements.  Except  Act  Validated  Apr  84  USER-WV  AR  SH  MC  REV-ME  MD  OS 
GS 

6610  Emulsion,  Polyethylene  (For  Use  In  Ammunition)  Validated  Apr  87 . . . 

6810  Etterificotion,  Hydroxyl  Groups  By  Pyromellitic  Dionhydride,  Stondord  Test 
Method  For  •  31  Moy  85  USER-SH  MC  REV-MD  ME  GS 
6810  Esters  And  Metal  Organics,  Technicol  Grade  JSER-MC  CG  AS  REV-MI  GS  ...... 

6810  Ethonolomines  (Monoethonolomine,  Diethonolomine,  And  Triethonolomine), 
Technicol  Validated  Aug  88  USER-MI  OS  AS  a  REV-ME  MD  GS 

6610  Ether.  Diethyl.  Technicol  Validated  May  85  USER-ME  REV-OS  GS . 

6810  Ether,  Petroleum.  Technical-grode  Validated  Aug  65 . . . 

6810  Ethers  Ard  Orgonic  Peroxides.  Technical  Grade  (Metric)  REV-AR  AV  MD  AS 
OS  DM  GS 

6810  Ethers.  Reogent  Grode  (IrKluding  ACS  And  Usp-nf  Compounds)  USER-ME  MS 
OS  YD  REV-AR  MD  Ml  SM  DP  GS 

6810  Ethyl  Acetote.  Technical  Validated  Mar  74  USER-ME  REV-MD  Ml  EA  OS  GS .... 
6810  Ethyl  Alcohol  (Ethonol).  Technical  And  Denotured  Grodes  USER-SA  MC  REV-GL 
MD  SM  Ml  GS 

6610  Ethyl  Alcohol  (Ethanol)  . . . . . 

6610  Ethyl  Alcohol  (Ethanol),  Denatured  Alcohol.  Proprietory  Solvents  &  Specioi 
Industrial  Solvents 

6810  Ethyl  Alcohol  (For  OrJnonce  Use)  Validated  May  85  REV-MI  EA  GS . 

6810  Ethyl  Centrolite  AcorbomiteS  Validated  Apr  80  REV-GS . 

6610  Ethylcellulose,  Stondord  Methods  Of  Testing  REV-GL  AR  ME  MD  OS . 

6810  Ethykellulose.  Technical  (Metric)  REV-MI  GS  . 

6810  Ethylene  Glycol  Monomethyl  Ether,  Technical  USER-MC  OS  SH  REV-MD  GS  .... 
6810  Ethylene  Glycol  Monoethyl  Ether  Acetote,  Technicol  Validated  Mar  89  USER-AR 
REV-MD  AS  GS 

6610  Ethjfene  Glycol  Monoethyl  Ether,  Technicol  USER-MI  SA  . . 

6810  Ethylene  Glycol.  Technicol  Validated  Oct  88  USER-MI  SH  REV-GS  . 

6810  Ethylene  Glycols  A  Propylene  Glyc^s,  Standard  Methods  For  Anol/sis  Of  •  39 
Sep  iV7  (R78)  Validated  Dec  84 

6810  Ethylhexoic  Acid.  2.  Technicol . . . . . 

6810  Extroct.  Quebrocho . . . 

6810  Ferric  Acetylacefonaie . 

6810  Ferric  Chloride.  Anhydrous,  Chrystoline,  Technicol  Validated  Jun  82  USER-MC 
REV-MD  Ml  EA  GS 

6610  Ferric  Oxide,  Technical  Validated  Apr  85  REV-AS . 

6810  Ferrous  Sulfide.  Technical  Validated  Mar  89  REV-MO  GS . . 

6810  Flosh  Point  Of  Liquids  By  Setoflash  Closed-cup  Apoorctus  •  29  Oct  82 
USER-AS  MC  SH  YD  REV-AR  GL  MD  ME  GS 
68)0  Flourides,  Porticuloteond  Gaseous,  In  The  Atmosphere  (Sodium 

Cicorbonote-cooted  Gloss  Tube  And  A  Porticulote  Filter  Method),  Stondord 
.Method  For  Seporotion  And  Collection  Of  -  30  August  85  USER-AS  OS 
REV-MD  ME  GS 

6810  Fuel  Premix,  Methonol-woter,  For  Fuel  Cell  Powerplonts  REV-SM . 


DOCUMENT 


NUMBER 

PREP 

DATE 

CUSTODIAN 

MIL-0-22346B 

OS 

19  Mar 

73 

OS 

OOD-D-23443B  (1) 

OS 

23  S.p 

85 

AR  OS 

68 

MIL-D-4856U 

AR 

29  Jun 

88 

AR 

MII.-D-218B 

EA 

04  Mar 

87 

EA  OS 

NOTICE  1 

DOD-D-82727 

OS 

10  Aug 

83 

MIL-D-4V98D 

EA 

05  Oct 

78 

EA  OS 

68 

DOD-D-82i59  (1) 

OS 

01  Mor 

78 

OS 

MII-D-23296A 

OS 

14  Jun 

72 

OS 

0-D-1271B 

/EA 

20  Jun 

85 

■■A 

68 

INT  AMD  1  (EA) 

JAN-0-242 

AR 

30  lul 

45 

ar  os 

MIL-D-82675  (1) 

OS 

13  Moy 

87 

OS 

NOTICE  1 

MIL-D-48499 

AR 

01  Apr 

86 

AR 

NOTICE  1 

MIL-D-10396D 

EA 

11  Aug 

88 

EA 

NOTICE  1 

Mll-D-20305 

AR 

13  Jun 

88 

AR 

NOTICE  1 

JAN-D-866 

AR 

20  Aug 

48 

AR 

JAN-D-864 

AR 

27  Aug 

48 

AR 

MIL-D-20309 

AR 

23  No. 

51 

AR 

MIL-D -83494 

AS 

06  Oct 

81 

AS 

TT-D-3760 

t 

22  Aug 

75 

MIL-0-9SA 

AR 

14  Moy 

62 

AR  AS 

MII-D-S0006 

AR 

21  Nov 

58 

AR 

MIL-D-24090 

SH 

05  Oct 

64 

SH 

NOTICE  (2) 

ASTM  03464-75 

EA 

06  Mor 

C7 

EA  SH 

68 

NOTICE  ) 

MIL-D-48178 

AR 

08  Apr 

86 

AR 

NOTICE  1 

MII-ST0-611A 

EA 

20  Dk 

74 

EA  AS 

68 

MIL-E-63218  (1) 

AR 

27  Apr 

8/ 

AR 

NOTICE  1 

ASTM  E335-85 

EA 

04  Aug 

87 

EA 

MIL-ST0-12)4 

EA 

20  Dk 

68 

EA  YD 

68 

MIL-E-S00)18 

EA 

31  Aug 

88 

EA 

68 

NOTICE  1 

MII-E-199A  (3) 

AR 

15  Jun 

74 

AR  AS 

0-E-751B 

J 

11  Apr 

56 

Mll-STD-1447 

EA 

24  Aug 

88 

EA  SH 

68 

Mll-STD-1435 

EA 

15  Apr 

88 

EA  SH 

68 

TT-E-751C 

►OL 

13  Apr 

67 

Cl  SH 

68 

Mll-STD-120)B 

EA 

09  Jun 

87 

EA  SH 

68 

MIL-E-S1454 

EA 

12  Oct 

79 

EA  SH 

68 

O-E-7t0D 

J 

28  Moy 

87 

MIL-E-4638 

AR 

14  Moy 

62 

AR  OS 

INT  AMD  2  (AR) 

MII-E-255A  ()) 

AR 

08  Jun 

66 

AR  OS 

ASTM  09)4-72R78 

EA 

20  Aug 

82 

EA 

MIL-E-10853C 

EA 

02  Jun 

81 

EA 

O-E-780A 

/EA 

25  Jon 

84 

EA 

68 

MIL-E-7125 

EA 

08  Mor 

89 

EA 

68 

NOTICE  5 

TT-E-781C 

/EA 

05  Aug 

85 

EA 

68 

MIL-E-9500B 

68 

07  Oct 

88 

EA 

68 

NOTICE  1 

/sSTM  E202-6’R78 

EA 

18  Jon 

79 

EA  SH 

68 

Mll-E-S<XI08B 

EA 

15  Apr 

82 

EA 

O-E-950A 

t 

10  Mor 

75 

MU  r-70676 

AR 

29  Jun 

88 

MIL-F-14580C 

ME 

25  F.b 

75 

ME  YD 

68 

MIL-F-82655  (1) 

OS 

01  Mor 

78 

OS 

MIL-F-279C 

EA 

07  Mor 

89 

EA  OS 

68 

NOTICE  1 

ASTM  03278-82E1 

EA 

14  Jon 

86 

EA 

68 

ASTM  D32A8-8S 

EA 

16  Jul 

87 

EA  SH 

MIL-F-53040 

ME 

14  Moy 

84 

ME 

764 


FSC  USTING 


DOCUMENT 


FSC 

TITLE 

NUMBER 

PREI' 

DATE 

CUSTODIAN 

6810 

Got  Chromatography,  Purity  Of  Mtthyl  Ethyl  Ktiono  By,  Standard  Tost  Mothod 

ASTM  D2804-84 

EA 

04  Feb 

87 

EA 

68 

For  ■  27  Apr  1984  USER-SH  MC  REV-MD  GS 

6810 

Olats,  Stondard  Mtthodi  For  Chtmleol  Anolysii  Of  Sodo  Limo  &  Boroiiiicoto  • 

AST.'*  C169-80 

EA 

06  Jun 

84 

EA 

31  Ocl  80  USER-SH  REV-MD  ME  GS 

L 

6810 

G)yctrin*wattr  Mixturts  (For  Hydraulic  Buffers  And  Rtcoilt)  Vo/fdatocf  Jul  $I 

MIL-G-18694A 

OS 

02  Jun 

76 

OS 

REV-GS 

J 

6810 

Glycorol  Monooltot#  Vofidattd  Af/r  82  REV*GS.. . 

MIL-C-81239  (1) 

OS 

16  Nov 

66 

OS 

6810 

Glycerol,  Technicol  (High  Gravity)  REV*MI  MD  GS  . . . . 

0-G-491C  (1) 

/EA 

12  Oct 

84 

EA 

OS 

68 

1 

6810 

Glyceryl  Ester  Of  12  Hydroxy  Stearic  Acid  Volit/atfd  Apr  66  REV*GS . 

MIL-G-48246 

NOTICE  1 

AR 

08  Apr 

86 

AR 

L 

6810 

Glyceryl  Triricinoleate  REV*OS . . . 

MIL-G-85088  (1) 

AS 

09  Nov 

79 

AS 

6810 

Glycol,  induitril  Grode  Ethylene,  Stanord  Specification  For  •  25  iocy  19B6 

ASTM  El  119-86 

EA 

23  Mor 

88 

EA 

68 

USER-MI  SH  OS  AS  REV-MD 

1 

6810 

Graphite  •  Special  Purpose  (For  Use  In  Ammunition)  Volidof^d  Mot  84  R£V>GS 

MIL-G-48771  (1) 

AR 

26  S.p 

78 

AR 

6110 

Grophltt  Molitur.  In  A  Somplt  USER-AS  SH  DS  REV-GL  MO  ME  GS . 

ASTM  C562-85 

EA 

16  Jul 

88 

EA 

11 

i 

6810 

Graphite,  Noturol,  Powered,  Technical  VoUdaftd  Mar  85 . . . 

DOD-G-83673  (1) 

OS 

15  Jun 

78 

OS 

6810 

GuanidifFe  Carbonote,  Technical  Volidattd  Aug  88  USER<MI  MS  REV'MO  AR 

MIL-G-S588 

EA 

11  Aug 

88 

EA 

68 

GS 

NOTICE  1 

L 

6810 

Guonid  ne  Nitrate  (ON)  Volidattd  Apr  88 . 

MIL-G.63431 

NOTICE  1 

AR 

25  Apr 

88 

AR 

6810 

Gu<*i  Trogocanth  (For  Use  In  Ammunition)  Volidattd  Jun  68  REV*MD  Ml  GS  .... 

MIL-G-96A 

NOTICE  1 

AR 

13  Jun 

88 

AR 

OS 

L 

6810 

Gum,  Eft«  REV-GS . 

JAN-G-276 

EA 

22  Jul 

46 

EA 

L 

6810 

Gypsum,  Deod  Burned  REV*GS . 

MIL-G-48344  (1) 
NOTICE  1 

AR 

30  Jon 

87 

AR 

6810 

Hologenoted  Hydrocarbon  Compounds  &  Solvents,  Technicol  Grade  (Metric) 

MIL-STD-610B 

EA 

10  Jon 

89 

EA 

SH 

68 

USER-CE  OS  MC  AS  REV-MD  Ml  AV  GL  YD  GS 

6810 

HexochIo(i>entene  Volidattd  Apr  80  REV>GS . . . 

JANH-2S7 

AR 

27  S.p 

46 

AR 

OS 

6810 

Hexochloroethone,  Techonicol  USER-MI  MC  REV-MD  OS  68  GS . 

MILH-235C 

EA 

23F.b 

84 

EA 

AS 

68 

6810 

Hexamethyleneteiiui.iine,  Technical  Volidattd  Aug  88  USER-AS  REV-MO  AR  GS 

MIL-H-S02B 

NOTICE  1 

EA 

11  Au« 

88 

EA 

OS 

68 

1 

6810 

Hydrazine  Solution  (22  PERCENT)  Vali>^attd  Apr  83  REV-GS . . . . 

MIL-H-22251 

SH 

5  Nov 

69 

SH 

6810 

Hydrocarbons,  Cl  Thru  C5,  In  The  Atmosphere  By  Gos  Chromotography  •  26 

ASTM  D2S20-72R78 

EA 

06  Mar 

87 

EA 

SH 

Jul  72  Volidattd  Mor  87  REV-MO  GS 

NOTICE  1 

6810 

Hydrocarbons,  Industrial  Aromatic,  Copper  Corrosion  Of  •  29  Cct  82  USER-AS 

ASTM  D849-82 

EA 

08  Jul 

83 

EA 

68 

SH  MC  REV-G.  MD  ME  GS 

6810 

Hydrocarbons,  Industriol  Aromatic,  Colculotion  Of  Volume  &  Weight  Of, 

ASTM  D1S55-83 

EA 

03  Dk 

86 

EA 

SH 

SlanRord  Mtihod  For  •  25  Mor  83  USER-AS  REV-GL  MD  ME  GS 

6810 

HydrorSloric  Acid,  Tochnicol  USER-AS  MC  REV-ME  MO  Ml  AR  YD  GS . 

0-H-765C  (2) 

/EA 

23  S.p 

86 

EA 

SH 

68 

6810 

Hydrochloric  Acid,  Stondord  Methods  For  Analysis  Of  •  13  Sep  68  VoUdottd 

ASTM  E224-68R76 

EA 

24  Moy 

79 

EA 

SH 

68 

Dtc  84  REV-GL  GS 

6810 

Hydro3uorie  Acid,  Technicol  Volidattd  Jul  77 . . . . . . . 

0-H.795  (2) 

> 

03  Jul 

67 

L 

6810 

Hydrogen  Peroxide,  E-stobilited,  70  Percent  And  90  Percent  (For  Torpedo  Use) 

MIL-H-22868 

OS 

21  Mor 

61 

OS 

Volidattd  Jul  8 1 

1 

6810 

Hydroxyethy!  Ethylenediamine  Triacetic  Acid  (Hedto)  Volidattd  Mor  82  REV-GS 

MIL-H-24497 

SH 

20F.b 

74 

SH 

1 

6810 

Hydroxyl  Terminated  Polybutadiene  REV-MR . . . . . 

MIL-H-8S497 

AS 

06  Oc) 

81 

AS 

L 

6810 

Imine  Curing/bonding  Agent . . . . 

MIL-I-86492 

AS 

06  Oct 

81 

AS 

L 

6810 

Indicator  Solution,  Ph  Determination  (Range  3.0  To  11.0)  REV-MD  GS.... . . 

MIL-*-52701A 

ME 

19S.P 

78 

ME 

6810 

Indicotor  Solutions,  Ph  Determination  (For  Woter  Supply  Testing)  REV-GS  ........ 

MIL-1  536C 

ME 

25  Apr 

88 

ME 

68 

6810 

Indicotor,  Organic,  Reagent  Grode  USER-Gl  Ml  MC  OS  YO  REV-MO  ME  GS  .. 

MIL-STD-1438A 

EA 

[72  Mor 

84 

EA 

SH 

68 

6810 

Industriol  Aromatic  Hydrocarbons  &  Related  Materials  Distillation  01-30  Moy 

ASTM  D8i046 

EA 

20  Jul 

88 

EA 

68 

86  USER-ME  SH  REV-MD  GL  GS 

6810 

Inorganic  Acids  And  Acid  Anhydrides,  Reogentgrude  (Including  Acs  And  Usp-nf 
Compounds)  (Metric)  USER-MC  OS  YD  REV-AR  AV  MD  Ml  SM  SA  OP  GS 

OAi 

Inorgonic  Acids  And  Acid  Anhydrides,  Technicol  Grade  USER-ME  MC  AS  OS 

MIL-STD-1443 

EA 

22  Ocl 

86 

EA 

SH 

68 

6810 

MIL-STD-60SA 

EA 

17  Mor 

87 

EA 

YD 

68 

«EV-AV  Ml  MD  AR  SA  SH  GS 

6810 

Inorganic  Bases  And  Bosic  Anhydrides,  Technicol  Grade  (Metric)  USER-AT  MS 

MILSTD-612B 

EA 

09  D.C 

86 

EA 

YD 

68 

REV-AR  ME  MD  GL  SA  AS  GS 

6810 

Inorgonic  Boses  &  Basic  Anhydrides,  Reogent  Grade  (Including  ACS  &  USP-NF 

MIL-STD.613 

EA 

19  Aug 

86 

EA 

SH 

68 

i 

Compound.)  (M.tric)  USER-MS  OS  YO  REV-AR  MO  ME  Ml  SM  AS  SA  DF 

6810 

Inorganic  Peroxides,  Technical  Grode  USER-AV  Ml  AS  MC  OS  REV-AR  MD  MR 

MIL-STD-1442 

EA 

11  Aug 

87 

EA 

SH 

68 

‘ 

SA  GS 

oalo 

Inorgonic  Soils  And  Compounds,  Technical  Grade  (Aluminum  Chloride  Through 

MIL-STD-1203A 

EA 

08  Nov 

86 

EA 

SH 

68 

8oron  Nllrid.  USER-AR  REV-MI  MO  GL  OS  AS  YD 

6810 

Inorgonic  Salts  &  Compounds  Technicol  Grade  (Colcium  Carbide  Through  Cupric 

MIL-STD-1204A 

EA 

07  Moy 

82 

EA 

68 

Sulfole)  USER-OS  SH  YO  AS  MC  OS  REV-GL  MO  ME  Ml  SM 

6810 

Inorganic  Soils  And  Compounds,  Technicol  Grode  (Ferric  Chloride  Through 

MIL-STD-120SA 

EA 

30  Jul 

86 

EA 

YD 

68 

lithium  Telrafiuoroborote)  (Metric)  USER-CE  AR  SA  MC  REV-SM  MD 

6810 

Inorgonic  Soils  And  Comoounds.  Technical  Grade  (Ferric  Chloride  Through 

M1L.STD.1706A 

FA 

30  Jul 

R6 

EA 

YD 

68 

Lithium  Telrofluoroborote  (Metric)  USER  SA  AS  MC  REV-MD  AV  Gl  AR 

6810 

Inorgonic  Soils  And  Compounds,  Technicol  Grade  (Potossium  Bicorbonote 

MIL-STD-1207B 

EA 

23  Nov 

87  • 

EA 

68 

Throuph  Silv.r  Cyonid.)  USER-SA  MC  OS  SH  REV-MD  Ml  GL  AR  GS 

6810 

Inorgonic  Soils  And  Compounds,  Technicol  Grode  (Strontium  Nitrate  Through 

MIL-STD-1209A 

EA 

30  Mor 

88 

EA 

SH 

68 

Zinc  Oxid.)  REV-GL  MD  Ml  AS  OS  YD  GS 

6810 

Inorgonic  Soils  And  Compounds,  Anolyzed  Reagent  And  Reogent  Grode 

MIL-STD-1222 

EA 

05  Jun 

69 

EA 

68 

REV-GS 

6810 

Inorgonic  Sodium  Solts  And  Compounds,  Technical  Grode  Volidattd  Apr  64 

MIL-STD-1208A 

EA 

29  S.p 

78 

EA 

SH 

68 

USER-MD  ME  CG  REV-GL  OS  YD  AS  GS 

6810 

Insecticide,  Parodichlorobenzene  USER-EL  REV-AR  MR  YD  G5 . 

0-P-99B  (1) 

/EA 

10  May  88 

WP 

1 

6810 

Insulotion  Moterlol,  Polyisoprene  REV-MR  . . 

MIL-I.8S491 

AS 

06  Ocl 

81 

AS 

6810 

Ion  Exchonge  Compounds  (Not  For  Nuclear  Applicotions)  USER-MC  REV-MI 

MIL-STD-1420 

EA 

01  Aug 

79 

EA 

SH 

68 

MD  GL  SM  SH  CT 
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6810 

Ion  Exchonge  Resins  REV*ME  SM . . . . . 

0-I-1279A 

/SH 

24  Nov 

80 

EA  SH 

L 

6610 

Iron  Oxide,  (Monohydrate)  Yellow  . . . . . . 

MIL-l-85370 

AS 

03  Feb 

87 

AS 

6810 

Iron  Oxide,  Black,  Technical  USER-MI  AR  REV-MD  Ml  AS  GS . 

MIL-I-275C 

EA 

28  May 

82 

EA  OS 

6810 

Iron  Oxide,  Ferric,  Red  Dry  (Noturol  And  Synthetic)  Validated  Jun  88  REV*EA 

MIL-I-706A  (1) 

AR 

17  Jun 

88 

AR  AS 

os  GS 

NOTICE  1 

L 

6810 

Iron,  Technicol  USER-MI  REV-MD  AR  GS . 

MIL-I-12058C 

EA 

27  Oct 

82 

EA 

6810 

Iiobutyl  Acetate  (950/0  Grode  -  31  Jan  82  REV-GS . 

ASTM  D1718-82 

AS 

10  Feb 

86 

AS 

6810 

Iiobutyl  Alcohol  -  30  Oct  81  REV-GS  . 

ASTM  D1719-81 

AS 

10  Feb 

86 

AS 

1 

6810 

Isobuty!  Methacrylate  Polymer,  AE  Validated  Mar  84  REV-GS . 

MIL-l-10903 

AR 

5  Feb 

51 

AR 

6810 

Isopropyl  Alcohol  Validated  Apr  83  REV-MI  EA  OS  GS  DS  tVA  . 

TT-I-735A  (3) 

/AS 

09  Nov 

76 

AS 

68 

i 

6810 

MIL-I-S1496 

EA 

24  Aug 
27  May 

84 

EA 

6810 

labeling  Aerosol  Pockages  •  23  Feb  79  Validated  May  68  USER-Gl  AR 

ASTM  03066-79 

EA 

88 

EA  SH 

68 

REV-MD  ME  GS 

NOTICE  1 

1 

6610 

lactose.  Technical  (Metric)  REV-GS . . . . . . 

MIL-L-13751C 

EA 

23  Feb 

84 

EA 

6810 

lead  (Inorgonic)  In  Workplace  Atmospheres  By  Atomic  Absorption 

ASTM  03413-85 

EA 

22  Jon 

86 

EA 

68 

Spectrometry,  Standord  Test  Method  For  •  20  Mor  85  REV-MO  GS 

L 

6810 

lead  Corbonate,  Basic,  Dry  (For  Ordnance  Use)  Validated  Apr  82 . . . 

MIL-L-18618A 

OS 

05  Jon 

76 

OS 

6810 

leod  Chromate  (For  Use  In  Ammunition)  Validated  Jan  83  REV-OS  GS . 

JAN-L-4B8 

AR 

14  Aug 

47 

AR  AS 

6810 

lend  Dioxide,  Technical  USER-AR  REV-MD  OS  GS  . . . 

MIL-L-376C 

EA 

12  Jon 

83 

EA  AS 

6810 

Lead  In  Water,  Standard  Te;t  Methad.  For  -  Nov  1985  USER-ME  SH  REV-GL 

GS 

Leod  Nitrote,  Technical  USER-AR  REV-MD  GS . 

ASTM  D3559-85 

63 

14  Oct 

86 

68 

6810 

MIL-L-305498 

EA 

12  Jon 

83 

EA  OS 

6810 

lead  Oxide,  Red,  Analyzed  Reagent  Validated  Jon  82  USER-SM  Ml  REV-MD 

GS 

lead  Solicylate  Validated  Apr  86  REV-GS  . . . 

MIL-L-51336 

EA 

05  Nov 

69 

EA 

68 

L 

6810 

MIL-L- 13788 

NOTICE  1 

AR 

08  Apr 

86 

AR 

L 

6810 

Lead  Solicylate  Volldaltd  Jut  85  REV-GS . 

MIL-L-17700 

OS 

17  Sep 

53 

OS 

6810 

lead  Sterite  (For  Use  In  Ammunition)  Validated  May  86  RfV'-FA  .  . 

MIL-L-758A 

AR 

25  Moy 

62 

AR  OS 

1 

6810 

Leod  Thiocyanate  (Sulphocyonate.  Validated  Apr  60  USER  Ml  «  v  ^*0  EA  GS.. 

MIL-L-65A 

AR 

12  Feb 

68 

AR 

L 

6810 

Lead  2-ETHYL  Hexoole  Validated  Jun  8J  . . .  . 

MIL-L-17699 

OS 

24  Aug 

53 

OS 

L 

6810 

lecithin  (For  Use  In  Explosives)  Validaled  Jul  86  REV-GS  . 

MIL-L-30618 

O" 

13  Jun 

69 

OS 

1 

6810 

Lecithin,  Technicol  Validated  Apr  86  REV-AS  . 

MIL-L-82661  (1) 

OS 

01  Mor 

78 

OS 

6810 

limestone.  Pulverized  Validated  Mor  34  USER-YD  REV-GS . 

MIL-1  14519C 

ME 

22  Jun 

78 

ME 

68 

L 

6810 

Liner,  Cose,  Rocket  Motor . . . 

MIL-L-85490 

AS 

06  Oct 

81 

AS 

6810 

Liquid  Chemicals,  Pure.  Density  Or  Relotive  Density  Of,  Standaru  lest  Medsod 

ASTM  D3505  84 

EA 

02  Mor 

87 

EA 

68 

For  -  28  Sept  1964 

6810 

liquids  By  Tog  Open  Cup  Apparatus,  Flosh  Point  Of  •  2  Sep  60  USER-AR  SH 

ASTM  D1310-80 

AS 

30  Sep 

81 

EA  AS 

69 

os  REV-MR  Ml  GL  ME  YD  SA  99 

L 

6810 

Lithium  (For  Use  In  Ammunition)  Validated  Jan  87  REV-GS . 

MIL-L-48772A 

NOTICE  1 

AR 

30  Jen 

87 

AR 

1 

6810 

lithium  Chloride  (For  Use  In  Ammunition)  Validated  Feb  87 . . . 

MIL-L-63470 

NOTICE  1 

05  Feb 

87 

AR 

1 

6810 

Lithium  Chloride,  Purified  Grode  Validated  May  86  REV-GS  . 

MIL-L-470S8 

Ml 

10  May 

74 

Ml 

1 

6810 

Lithium  Hexofluororsenate  Validated  Jan  86  REV-GS . 

MIL-L-48765  (2) 

AR 

17  Dec 

79 

AR 

L 

6810 

Lithium  Hydride,  Technical  Validated  Jun  81 . 

MIL-1-12039C 

OS 

08  Moy 

74 

OS 

Q  L 

6810 

Lithium  Hydroxide  (lioh).  Technical  Validated  Jul  86  REV-GS . . . 

MIL-L-20213E 

NOTICE  1 

SH 

16  Jul 

86 

SH 

L 

6810 

Lithium  Reserve  Bottery  Electrolyte  REV-GS . 

MIL-L-4876S  (3) 

AR 

14  No. 

83 

AR 

1 

6810 

Lithium  Stearate  Validated  Apr  87  REV-EA  GS . . . . . 

MIL-L-51131A 

NOTICE  1 

AR 

27  Apr 

87 

AR 

1 

6810 

Lithium  Tetrofluoroborate  (For  Use  In  Ammunition)  Validated  Jan  86  REV-GS  .... 

MIL-L-48766  (2) 

AR 

17  Dec 

79 

AR 

L 

6810 

Mognesium  Carbonate  Validated  Jan  86  USER-MI  REV-MD  SM  GS  . 

MIL-M-11361C  (1) 

EA 

27  No. 

78 

EA 

68 

6810 

Mognesium  Oxide,  Calcined  REV-MD  Ml  AS  GS  . 

MIL-M-51103B 

EA 

01  No. 

82 

EA  OS 

L 

6810 

Mognesium  Powder  (For  Use  In  Ammunition)  Validated  Apr  88 . . 

MIL-M-3S2C  (1) 
NOTICE  1 

AR 

22  Apr 

88 

AR 

*6810 

Mognesium  Steorote  (Ointment  Type)  REV-GS . 

JAN-M-560 

EA 

12  Feb 

48 

EA  MS 

L 

6810 

Mognesium  Steorote  (For  Use  In  Ammunition)  Validated  May  86  REV-EA  GS  .... 

MIL-M-542A  (2) 

AR 

03  Jon 

73 

AR 

6810 

Monganese  Carbonate,  Technicol  REV-MD  GS . 

MIL-M-1 36678 

EA 

13  Dec 

82 

EA 

6810 

Mongonese  Dioxide  (For  Use  In  Pyrotechnics)  USER-AR  REV-MD  GS . 

MIL-M-32B1A 

EA 

06  Dec 

83 

EA  OS 

6810 

Mongonese  In  Mongonese  Ore  By  The  Pyrophosphate  (Potentiometric)  Method, 

ASTM  E24B-68R79 

EA 

28  Feb 

84 

EA 

Standord  Test  Method  For  •  13  Sep  66  USER-SH  MC 

6810 

Manganese  In  Woter,  Standard  Test  Methods  For  •  28  Feb  1986  USER-SH 

ASTM  D858-86 

-EA 

05  No. 

87 

EA 

68 

REV-GL  MD  ME  GS 

6810 

Mongonese,  Powdered  (For  Use  In  Ammunition)  Validated  Apr  80  REV-GS . 

JAN-M-476A 

AR 

13  Aug 

48 

AR  OS 

6810 

Metal  Orgonic  Compounds,  Technical  Grade  (Metric) . 

DOD-STD-144S 

EA 

21  Ocl 

87 

EA  YD 

68 

6810 

Metal,  Photometric  Methods  For  Chemicol  Anolysis  Of  •  13  Sep  68  USER-ME 

ASTM  E60  68R79 

68 

03  Nov 

80 

EA  SH 

68 

REV-GL  GS 

6810 

Metollic  Compounds,  Orgonic  &  Orgono,  Apparatus  For  Microdeterminotion  Of 

ASTM  E191-64R76 

EA 

27  Moy 

88 

EA  OS 

68 

Carbon  &  Hydrogen  In  •  1964  REV-GL  GS 

NOTICE  1 

6810 

Metois  &  Compounds,  Standard  Test  Method  For  Apparent  Density  Of  Powders 

ASTM  8329  81 

EA 

25  Jun 

84 

EA 

Of  Refractory  By  The  Scott  Volumeter  -  31  Jul  81  USER-MC  REV-GL  GS 

6810 

Metals,  Apparotus,  Reogents,  And  Safety  Precoutions  For  Chemicol  Analysis  Of, 

ASTM  E50-82 

EA 

20  Mor 

85 

EA  SH 

68 

Stondard  Proctices  For  ■  28  May  1982  REV-AR  GL  MD  GS 

L 

6810 

Methane  Phosphonic  Olchloride,  Technicol  Validated  Nov  68  REV-GS . 

MIL-M-10891C 
NOTICE  1 

EA 

01  Nov 

88 

EA 

6810 

Methanol  (Methyl  Alcohol)  USER-AS  YD  REV-SG  Ml  MD  GL  SA  GS  DS . 

0-M-232G 

/EA 

14  Mor 

86 

ME  OS 

68 

6810 

Methanol,  Stondord  Methods  For  Anolysis  Of  •  28  Apr  78  Validated  Dec  84  .... 

ASTM  E346-78 

EA 

23  Apr 

79 

EA  SH 

68 

L 

6810 

Methlenebis  4,4  (2,6-DI  Tert  Butylphenol) . 

DOD-M-82730 

OS 

17  Aug 

84 

OS 

6810 

Methyl  Centrolite  (For  Ammunition  Use)  Validated  Feb  83  REV-GS . 

MIL-M-197I9A 

AR 

5  Jul 

60 

AR  OS 

6810 

Methyl  Elhyl  Ketone  -  27  Apr  1984  REV-EA  GL  MR  GS . 

ASTM  D740-84 

AR 

09  Jul 

87 

AR  SH 

68 

L 

6810 

Methyl  Formote  (For  Use  In  Ammunition)  REV-GS  . . . . 

MIL-M-48767  (3) 

AR 

01  No. 

83 

AR 

6810 

Methyl  Itobutyl  Ketone  ■  23  Sept  1983  USER-AR  REV-GL  MD  ME  AS  GS  . 

ASTM  01153-83 

EA 

17  May 

85 

EA 

68 
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6810 

liobutyl  Kttont  8^  Goi  Chromotography,  Standord  Ttil  MttHod  Por 

ASTM  03329-84 

EA 

11  Feb 

87 

EA 

Purity  Of  -  27  Apr  1984  USER-AS  MC  SH  REV-GL  MO  ME  GS 

L 

o  o 

MIL-M-51500 

EA 

17  Apr 
11  Oct 

85 

EA 

Mintrol  Spiriti  (Pttroltum  Spiriti)  (Hydrocorbon  Dry  Cic^^  n'iAg  SoivtAt)  •  27 

ASTM  0235-83 

EA 

85 

EA  SH 

May  83  USER-AS  MC  REV-Gl  MO  ME  YO  GS 

6810 

MisctllontQUt  Akoholt  And  Amintt,  Ttchnleol  Grad«  Volidaftd  Apr  B4 

MIL-STD-1220A 

EA 

08  Feb 

74 

EA  YO 

68 

USER-ME  MC  REV-MD  AR  GS 

6810 

Miutiiontout  Inorganic  Compoundi  USER*MI  REV«ME  AS  MC  GS . 

MIL-STD-1444 

EA 

26  Sep 

69 

EA  YD 

6810 

Moitturt  In  Grophitt  -  9  May  69  USER-AS  OS  SH  REV-GL  MO  ME  GS . 

ASTM  C562-69R9E1 

EA 

16  Feb 

84 

EA 

20 

6810 

Motybd  DIsutfido,  Tochnico),  Lubrication  Grodt  USER'ME  REV^MI  £A  GS  .. 

MIL-M-7S66C  (1) 

AS 

10  Aug 

81 

AR  AS 

68 

L 

6810 

Molybdenum  Trioxide  (For  Uie  In  Ammunition)  ValidQttd  May  85  R£V*GS  . . 

MIL-M-48146 

AR 

08  Mor 

73 

AR 

L 

6810 

Monochioroocetic  Acid.  Technicol  REV*GS  . . . . . 

MIL-M-10452C 

EA 

03  Jul 

84 

EA 

6810 

Monocyclic  Aromotlc  Hydrocarboni  By  Gai  Chromatography.  St«\dord  Test 

ASTM  02360-82 

EA 

26  Aug 

83 

EA 

68 

Mithad  Far  -  29  Oct  82  USER-AS  SH  MC  REV-GL  MO  ME  GS 

L 

6810 

Monoethonolamine  Chelating  Agent  Solution  REV>GS . . . . . 

MIL-M-23573B 

SH 

31  Oct 

86 

SH 

6810 

Morphalint,  Ttchnical  USER-ME  SH  REV-68  GS . 

0-M-575A 

* 

13  Sep 

75 

L 

6810 

N  Sutyl  Mercaptan.  Technical  (Metric)  Validated  Mar  87  . . 

OOD-N-51470 
NOTICE  1 

EA 

02  Mo' 

87 

EA 

6810 

N-butyl  Alcohal  (Butanol  -  25  Jan  85  USER-AS  MC  REV-GL  MO  ME  GS  . 

ASTM  0304-85 

EA 

25  Jon 

88 

EA 

68 

6810 

N^phenylmorpholine  Volidattd  Jun  79 . . . 

MIL-N-47061 

OS 

10  Moy 

74 

OS 

L 

6810 

N.  N'  Dicyclohexylcarbodimide.  Technical  Volidaftd  Aug  88 . 

MIL-N-511C6A 
NOTICE  1 

EA 

31  Aug 

88 

EA 

1 

6810 

N,n.&diisopropylcarbodiimide  Validated  Apr  84  9Ey-GS  . . 

MIL-N-51161A 

EA 

17  May 

78 

EA 

•6810 

Naphtha,  Aliphatic  Vo/idoMd  Apr  SO  USER-ME  MC  REV-MI  OS  99  PS  GS  OS.. 

TT-N-9SB  (1) 

/AS 

01  Apr 

68 

AR  AS 

68 

6810 

Naphtho.  Aromatic  Volidattd  Apr  83  USER*MI  MC  OS  REV*GS . . . 

TT-N-97C 

•AS 

06  Jon 

76 

AS 

68 

6810 

NophthaUn*,  Tochnicol  USER-SH  OS  REV-EA  ME  MC  68  GS . 

A-A-1812 

•GS 

01  Moy 

81 

EA  SH 

68 

6810 

Naphtholene,  Technical . . . . . 

R-N-009IC  (1) 

t 

17  Dec 

70 

6810 

Nophthenic  Acid.  Technical  (Metric)  REV-GS  . . . . 

DOD-N-10461B 

EA 

07  Sep 

79 

EA  AS 

6810 

Nickel  Chtoride.  Hexahydrate,  Anolyxed  Reagent  Validatad  Jan  82  USER<M1 

MIL-N-51301 

EA 

12  Mar 

69 

EA 

68 

REV-MD  GS 

6810 

Nickel  Nitrate,  Hexahydrate.  Analyzed  Reogent  Validated  Jon  82  USER^MI 

MIL-N-5I31-. 

EA 

06  Moy 

69 

EA 

68 

REV-MD  GS 

6810 

Nickel  Solt.  Electroplating . . . 

O-N-335 

X 

11  Jon 

62 

1 

6810 

Nickel  Salts,  Electroplating  (Metric) . 

DOD-N-51512 

EA 

24  Oct 

85 

EA 

6810 

Nickel,  Powdered  (For  Use  In  Ammunition)  Voh'dattd  Jon  83  REV-GS  ................ 

JAN-N-412A 

AR 

30  Jun 

48 

AR  OS 

6810 

Nickel,  Radiooctive,  In  Woter  •  26  Aug  77  REV  GL  GS . 

ASTM  D3357-77E 

68 

03  Nov 

80 

EA  SH 

68 

6810 

Nitrate  Ion  In  Water  *  22  Oct  71  VaUdatod  Mar  87 . 

ASTM  0992-71R78 
NOTICE  1 

EA 

06  Mar 

87 

EA 

68 

6810 

Nitric  Acid,  T«hnicol  REV-MI  MO  AR  OS  GS . 

O-N-350B 

/EA 

26  Sep 

85 

EA  SH 

68 

6810 

Nitrocellulose.  Technicol  (For  Use  In  Organic  Coatings)  Volidatod  Jen  85 

TT.N-350B 

/ME 

19  Sep 

73 

ME  YD 

68 

USER-SH  AS 

6810 

Nitrogen.  Totol.  In  Resins  &  Plostics,  Stondord  Test  Method  For  •  8  Jan  81 

ASTM  01013-81 

EA 

14  Jun 

84 

EA 

USER-ME  SH  REV-MD  GS 

1 

6810 

O-chlorobenzaldehyde,  Technical  Valldatod  Aug  88  USER-SM  REV-MD  GS . 

MIL-O-51012B 
NOTICE  1 

EA 

31  Aug 

88 

EA 

1 

6810 

O,  S  Diethyl  Methylphosphonothiolate  Volidatod  Apr  84  REV-GS . . . 

MIL-O-51399  (1) 

EA 

07  Jun 

77 

EA 

6810 

Organic  Acids,  Technical  Grade  Votidatod  Apr  84  USER-CE  MC  SA  REV-MI 

MIL-STD-1217B 

EA 

28  Jun 

78 

EA  YO 

68 

MO  GS 

6810 

Organic  Chemicol  Compounds,  liquid,  Technicol  Grode  USER-AT  ME  MC  AS 

MIL-STD-1436 

EA 

27  Mar 

70 

EA  YO 

68 

REV-MI  MO  GS 

6810 

Organic  Chemical  Compounds,  Solid.  Technical  Grode  Validated  Apr  84 

MIL-STO-1437 

EA 

20  Feb 

70 

EA  YO 

68 

REV-GS 

6810 

Organic  Loborotory  Reagents  USER-MI  AS  REV-ME  GS.. . 

MIL-STD-1213 

EA 

17  Feb 

71 

EA  YO 

68 

6810 

Organic  Solvents,  Spectrophotometric  Grade  REV-MD . . 

MIL-STO-1219 

EA 

15  Jun 

84 

EA  SH 

68 

6810 

Orthophosphoric  (Phosphoric)  Acid,  Technicol  REV-MD  ME  GS . 

O-O-670B 

/EA 

19  Jul 

85 

EA  OS 

68 

6810 

Oxalic  Acid,  Dihydrate,  Technicol  REV-MD  GS . 

O-O-690B 

/EA 

29  Feb 

84 

EA 

68 

L 

6810 

Oxomide . . . . . . . 

MIL-O-60863A  (2) 

AR 

22  Aug 

88 

AR 

6810 

Oxides  Of  Nitrogen  In  Gaseous  Combustion  Products  (Phenol  Disulfonic  Acid 

ASTM  01608-77 

EA 

27  May 

88 

EA  SH 

68 

Procedures)  •  29  Apr  77  Validated  May  88  REV-ME  MD 

NOTICE  1 

6810 

Point,  Floor,  Testing  Woter  Thinned  •  25  May  79  REV-GL  ME  GS . . . 

ASTM  03358-79 

68 

03  Nov 

80 

EA  SH 

68 

6810 

Pollodium  Chloride,  Anhydrous,  Reogent  Validated  Jen  82  REV-GS . 

MIL-P-51272 

EA 

22  Aug 

68 

EA 

68 

1 

6810 

Paper,  Congo  Red  VaU^ted  Apr  84  REV-GS . . . 

MIL-P-50060 

EA 

26  Jun 

59 

EA 

L 

6810 

Poper,  Nitrozine  Validated  Apr  84  REV-GS . . . 

MIL-P-50039 

EA 

26  Jun 

59 

EA 

6810 

Porodichlorobenzene,  Technical  (Dichlorobenzene,  Pore)  REV-EA . 

0-P-0099A 

% 

09  Mor 

65 

6810 

Porticulate  Motfer  In  The  Atmosphere  (Optical  Density  Of  Filtered  Deposit  •  27 

ASTM  01704-78 

EA 

06  Mar 

87 

EA  SH 

68 

Jon  78  Vohdaled  Mar  87  REV-ME  MO  GL  GS 

NOTICE  1 

L 

6810 

Pentoerythritol  Dioleate  Validated  Jul  81  . 

MIL-P-81237 

OS 

05  Mor 

65 

OS 

6810 

Penfonedione,  2,  4  REV-GS . . . . . . . 

MIL-P-47067 

Ml 

11  Jun 

85 

Ml  OS 

6810 

Peroxide,  Methyl  Ethyl  Ketone,  Technical  REV-GL  AS  GS . . . . . 

MIL-P-87938 

68 

16  Nov 

84 

AR  OS 

68 

6810 

At  Reduced  Pressurec.  D'sfj’te'ioR  Of  26  Aug  77  Validated 

ASTM  01160  77 

EA 

06  Mar 

87 

EA  SH 

68 

Mor  87  REV-GL  AR  MD  GS 

NOTICE  1 

6810 

Phenols  In  Water  By  Gos  Liquid  Chromatography,  Stondord  Test  Method  For  - 

ASTM  02580-83 

EA 

25  Jan 

85 

EA 

68 

30  Sep  83  REV-Gl  MO  ME  GS 

6810 

Phosphoric  Acid,  Stondord  Methods  For  Anolysis  Of  •  13  Sep  68  Validated  Dec 

ASTM  E358-68R78 

EA 

23  May 

79 

EA  SH 

68 

84  REV-GL  GS 

1 

6810 

Phosphorous  Acid,  Anolyzed  ^^agent  Validated  Jan  82  USER-MI  REV-MD  GS  . 

'  .IL-P-13981A 

EA 

05  Feb 

71 

EA 

6810 

Phosphorous  Pentachloride,  Anolyzed  Reogent  Validated  Jan  82  USER-MI 

MIL-P-51269 

EA 

14  May 

68 

EA 

68 

REV-MD  GS 

6810 

Phosphorus  In  Orgonic  Compounds  By  Peroxide  Bomb  Ignition  -  13  Sep  1968 

ASTM  E357-68R78 

EA 

21  Feb 

80 

EA 

68 

REV-ME  GL  MD  GS 

6810 

Phosphorus  Trichloride,  Technical  Validated  Mar  89  REV-MD  GS . . . 

MIL-P-10398C 

EA 

08  Mar 

89 

EA 

NOTICE  1 
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6810 

PhotphoMjt  Trichloridt,  Anolyxtd  Rngtnt  Validottd  Jon  82  USER<MI  REV>MD 

GS 

Rhoiphorui,  Rtd,  Tcehnicol  (M  Etric)  Vofidaftd  Mar  89  REV*MD  AR  AS  GS ...... 

MIL-P-51300 

EA 

12  Mor 

69 

EA 

68 

6810 

MIL-P-311C  (1) 
NOTICE  1 

EA 

06  Mor 

89 

EA  OS 

68 

6810 

Pigment  Whit.  Zinc  Anolytli  01  USER-AS  MC  OS  SH  REV-MO  ME  GS . 

ASTM  0328045 

EA 

23  Aug 

88 

EA 

6810 

Riteh  And  Aipholt,  Solid,  (Dltploctmtnt  Mtthod)  Stondord  Ttftt  Mothod  For 

A5TM  071-84 

EA 

14  Aug 

85 

EA 

R.lali«*  Dtntily  Of  -  5  Jnn  1984  RbV-MD  GS 

6810 

PloiHiols  &  Orgonoioli  At  Low  Shoor  Rottt  By  Brookfiold  Vitcomttor, 

ASTM  0182443 

EA 

11  Dec 

85 

EA 

Apportnt  Vitcoiity  Of,  Stondord  Ttit  Mtthod  For  -  28  Fob  83  USER-SH 

rev-ar  md  me  GS 

6810 

Rolyokyltnt  Glyol  Hoot  Trtot  Qutnehont  •  15  Apr  80  . 

AMS  302540 

AS 

03  Nov 

80 

MR  AS 

11 

L 

6810 

Polytlfctroiytt,  Cotionic,  liquid  REV«GS . . . . . 

MIL-P-529478 

ME 

11  Aug 

86 

ME 

1 

6810 

Polyisobutyltnt  (For  Ordnonct  Uit)  VoUdotad  Jun  88  REV'MI  MR  GS . 

MIL-P-13298A 

NOTICE  1 

AR 

17  Jun 

88 

AR  OS 

1 

6810 

Polymtr,  Liquid,  Polybutoditnt,  Corfaoxy  Ttrmlnottd  Validated  Apr  85  REV>AS  .. 

MIL-P-82658  (1) 

OS 

01  Mor 

78 

OS 

6810 

Polymtrt  Stmicryttollint  By  Tht  Hot  Microscopy  Mtthod  Mtiting  Point  •  26 

ASTM  02117-82 

EA 

20  Dec 

84 

EA 

Nov  82  USER-MC  REV-MO  ME  GS 

6810 

Polyoxytthyltnt  Glycol  (Rtqutst  For  Isiut  Othtr  Thon  OOD  Mutt  Bt  Stnt  Via 

OOD-P42729 

OS 

24  0cl 

85 

OS 

Prtporing  Activity  •  Commonding  Offictr,  Novol  Ordnonct  Stotion 
Stondordizotlon/documtntotion  Div.  (524),  Indion  Htod,  Md  20640*5000 

1 

6810 

Polyiobutyltnt  Bindtr  Volidoltd  Jan  83  REV'GS  . . . 

Mll-P- 14536 

AR 

12  Jun 

57 

AR 

1 

6810 

Polyurtthont  Eloitomtr  Bindtr  (For  Ust  in  Ammunition)  Validotad  Jan  86 . 

MIL-P-63196A 

AR 

27  May 

80 

AR 

1 

6810 

Potyvinyl  Alcohol.  Gronulor  (Mttric)  Validaftd  Mar  89  USER'MI  REV-GS  .......... 

MIL-P-365C 

NOTICE  1 

EA 

07  Mor 

89 

EA 

6810 

Pototsium  Bicorbonott .  Ttdtnicol  Validotad  Mar  89  REV*MO  OS  GS . . 

MIL-P-31738 

NOTICE  1 

EA 

08  Mor 

89 

EA  AS 

6810 

Pototsium  liHuoridt,  Ttchnicol  REV*M0  Ml  GS  . 

MII-P-51315A 

EA 

11  Feb 

S3 

EA 

68 

6810 

Potassium  Corbonott.  Anhydrous.  Ttchnicol  (Mttric)  USER>SH  REV*MD  GS  ...... 

DOD-P-51455 

EA 

03Ocl 

79 

EA 

68 

6810 

Potaitium  ChlsraM,  T«hn!c<il  ValidaM  Mat  89  USER-AS  REV-MO  AR  GS........ 

MIL-P-1500 

NOTICE  1 

EA 

06  Mor 

89 

EA  OS 

6810 

Potossium  Oichromott  (Pototsium  Bichromott)  Ttchnicol  Grodt  Validotad  May 

O-P-559 

/AR 

26  May 

52 

AR  SH 

68 

as  REV-GS 

•6810 

Potassium  Hydroxidt  Solution  REV*M0  GS . 

Mll-P-1 17510 

EA 

18  Oct 

84 

EA 

68 

6810 

Potossium  Hydroxidt.  Ttchnicol  REV*MO  GS  . . 

O-P-5668 

•EA 

30Ocl 

84 

EA  SH 

68 

6810 

Pototsium  Nitrott  Validotad  Jon  83  REV>Mt  EA  OS  GS . . 

Mll-P-1568 

INT  AMD  2  (AR) 

AR 

18  Apr 

56 

AR  AS 

6810 

Potossium  Ptrchlorott  Validotad  Apr  $6  REV*MI  EA  OS  GS  . . 

MIL-P-217A  (1) 
NOTICE  1 

AR 

10  Apr 

86 

AR  AS 

6810 

Polonium  Ptrmongonolt,  Tochnicol  (Metric)  Validatad  Oct  88  REV-GS . 

MIIP.)1970C 

NOTICE  1 

68 

07  Oct 

88 

ME 

68 

6810 

Polonium  Phoiphole,  Oiboiic,  Anhjrdrout,  Anolyied  Reogenl,  1/4  lb.  (113.4 

MIL-P-36248 

DM 

06  Aug 

64 

MO  MS 

03 

Gffl)  Voli8atfd  fab  8i  REV-GS 

L 

6810 

Polonium  Picrole  Validolad  Jon  83  REV-GS . 

MIL-P-10830 

AR 

15  Jon 

51 

AR 

6810 

Potassium  SuHott  (For  Ordnonct  Ust)  Validotad  Jon  86  REV*EA  AS  OS  GS  .... 

MII-P-193A  (1) 

INT  AMD  3  (AR) 

AR 

02  Aug 

65 

AR  MS 

68 

L 

6810 

Potossium  Tttroborott  Tttrohydrott  (Issut  ControUtd*rtquttts  By  Othtr  Thon 

Mll-P-234098  (1) 

SH 

14  Aug 

81 

SH 

Ood  Activitits  Must  Bt  Submitttd  Vio  Tht  Prtporinq  Activity  Of  Tht  Sptc.) 
Validotad  Mar  82  REV-GS 

L 

6810 

Powdtr,  Mttol,  Atomixtd  (For  Ust  In  Ammunition)  Validatad  May  85  USER-MI 

MIL-P-140678  (3) 

AR 

15  Nov 

71 

AR 

REV-EA  OS  GS 

L 

6810 

Powdtr.  SuHurlttt  Mtol  Validatad  Apr  86  REV-GS . . . . 

Mll-P-12059 

NOTICE  3 

AR 

06  Apr 

86 

AR 

6810 

Powdtrs,  Gronulor  Mttol,  Stondord  Ttst  Mtthod  For  Sitvt  Analysis  Of  •  28 

ASTM  821446 

EA 

02  Feb 

88 

EA 

68 

Feb  1986  USER-AR  SH  REV-MO  ME  GS 

6810 

Prtsturixtd  Products.  Ropid  Prttsurt  Otttrminotion  Of  •  27  Apr  79  USER-Gl 

ASTM  03070-79 

EA 

25  Nov 

80 

EA  SH 

68 

REV-MD  GS 

6810 

Prtssufixtd  Products,  Liquid  Density  Of.  Stondord  Ttst  Mtthod  For  •  27  Jul  84 

ASTM  03096-84 

EA 

13  Nov 

85 

EA 

68 

REV-MD  GS 

L 

6810 

Primtr  Mottriol . . . . 

MII-P45499 

AS 

06Ocl 

81 

AS 

6810 

Primtr.  Crtosott.  Ustd  In  Roofing,  Oompproofing,  6  Wottrproofinq.  Stondord 

ASTM  D43-73R88 

YO 

31  Jon 

89 

EA  YD 

Sptcificotionfor  -  29  Jon  1973  (Rtopprovtd  1986}  USER-OS  SH  REV-GS 

6810 

Propontdiol  (Metric)  1,2  REV-11  80  GS . 

MIL-P43800A  (2) 

68 

13  Nov 

84 

OS 

68 

L 

6810 

Prepontdiol.  1.  2  (Mttric) . . . 

DODP42670 

OS 

02  Dec 

80 

OS 

6810 

Quinontdioximt.  Commtrciol  Grodt  REV-GS . 

MII-Q-51093A 

Ml 

24  0cl 

80 

Ml  OS 

6810 

Rtoqtnt  Water  •  28  Jon  77  (Rtopprovtd  1983)  Validatad  Oac  85 . 

ASTM  01193-77 

ME 

28  Dec 

78 

ME  SH 

11 

L 

6810 

Rtogtnt.  Stondord.  Wottr  Ttst  Chtmicols  (Mttric) . 

DOD-R-23679F 

SH 

08  Aug 

86 

SH 

L 

6810 

Reiin,  Alkyd  Phenolic  REV-GS . 

Mll-R-151898 

SH 

09  Sep 

86 

SH 

L 

6810 

Resin.  Epoxy.  Lowviscosity  Validotad  Jul  83  ........................................................ 

MII-R42664 

OS 

31  Jon 

77 

OS 

L 

6810 

Resin,  Epoxy,  Trifunctionol  Validatad  Jul  83 . 

Mll-R-82657 

OS 

31  Jon 

77 

OS 

•6810 

Rht»»ol-fo«**oldthydt,  VoUdotod  Apr  80  U5ER-YO  REV-GS 

M)L-R-3745 

AR 

30  Apr 

52 

AR  OS 

68 

1 

6810 

Reiin,  Polyeiler,  Solulions  VoUdotad  Apt  82  REV-MR  GS . 

MIL-R424S3A 

os 

10  Mor 

76 

OS 

1 

6810 

Resorcinol  Validotad  Jul  81  REV-GS . 

MIL-R-335781 

OS 

19  Feb 

64 

OS 

L 

6810 

Reiorcinol  Vo/fcRiled  Apr  80  USER-MI  REV-MO  GS . 

MIL-R-60e64 

AR 

15  Dec 

67 

AR 

6810 

Roiln,  Gum,  Wood,  And  ToH  Oil  REV-MI  MD  ES  GS . 

LLL-R4260 

/EA 

05  Jon 

84 

EA  OS 

68 

6810 

Roiin,  Iron  In  -  1951  REV-GL  MD . 

ASTM  D1064-58R75 

EA 

17  Jon 

80 

EA  OS 

68 

6810 

Soft  Filling  Of  Low  Pressure  Pressurized  Products  -  28  Jul  72  280181  Validotad 

ASTM  D3091-72R78 

EA 

27  May 

88 

EA  SH 

68 

May  88  REV-MD  GS 

NOTICE  1 

6810 

Somplin9  &  Chtmicol  Anolysis  Of  Chlorine  Contolning  Bltochts  USER-SH . 

ASTM  D2022-64R80 

EA 

23  Jun 

82 

EA 

68 

L 

6810 

Silica  Gel,  Iron  Fret  REV-GS  . . . 

MIL-S-14374C 

EA 

11  Feb 

83 

EA 

L 

6810 

Silico,  Colloidol,  Synthetic  USER-AR  REV-MI  MD  GS . 

MII-S-13613C 

EA 

16  Aug 

82 

EA 

6810 

Silicon,  Powdered,  Ttchnicol  Validatad  Mar  89  USER-AS  REV-MD  AR  GS . 

MIL-S-230C 

EA 

06  Mor 

89 

EA  OS 

NOTICE  ) 
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6810 

Slob  Zinc  (Sptittr},  Chtmlcd  Anolyiii  Of  •  15  Dtc  \977  Vaiidaftd  Moy  8B 

ASTM  E40-77 

EA 

37  May 

88 

EA  SH 

68 

8EV-MD  GL  GS 

NOTICE  1 

6810 

Soop  4  Soap  Products,  Sompling  &  Chtmicol  AnolysU  Of,  Sfoodord  Mtthodi 

ASTM  D460-84 

EA 

33  Apr 

86 

EA 

68 

For  •  35  Moy  84  USER-SH  REV-MO  ME  GL  GS 

6810 

Sodo  Ash  (  Sodium  Corbonott)  Stondord  Methods  For  Chemkol  Anoiysii  Of 

ASTM  E359-84 

EA 

06  Apr 

87 

EA 

68 

-37  July  1984  USER-SH  OS  REV-GL  MD  ME  GS 

6810 

Soda  Ash  (Sodium  Corbonott)  •  Stondord  Methods  For  Chemical  An^sls  Of  • 

ASTM  E359-68R79 

EA 

13  Aug 

79 

EA  SH 

68 

13  Stp  68  VMhttd  Dtc  84  REV-Gl  GS 

6810 

Soda  Ash,  Anhydrous  (Sodium  Corbonott,  Anydrous)  •  30  Moy  86  USS8*Mi 

ASTM  E1099-86A 

EA 

09  Mar 

88 

EA  SH 

68 

REV-AR  MD 

6810 

Soda,  liquid  Coustic,  (Sodium  Hydroxide  Solution),  Stondord  Speci^cotion  For 

ASTM  E109S-86 

EA 

02  Mar 

88 

EA  SH 

68 

31  Jon  86  REV-MD  Ml  GS 

6810 

Sodium  4  Potossium  In  Water  4  Woter  Formed  Deposits  8y  Flome  Photometry, 

ASTM  D 1428-83 

EA 

13  S.p 

85 

EA 

Standard  TmI  Mtlhodt  For  -  39  Ocl  83  USER-OS  SH  REV-GL  MD  ME  GS 

6810 

Sodium  Azide.  Technicol  (Metric)  ftEV*MD  OS . 

MIL-S-305538 

EA 

07  Jun 

83 

EA 

6810 

Sodium  Bicorbonote,  Technicol . . . 

A-A-374 

t 

3SS.P 

80 

6810 

Sodium  Bicorbonote,  Technicol  REV*MD  EA  GS . . . . . 

OS-576F 

•GL 

03  Aug 

74 

GL 

68 

6810 

Sodium  SUuKott  (NItar  Cokt)  USER-AS  REV-GS . 

MIL-S-169178 

SH 

37  Aug 

84 

SH 

63 

6810 

Sodium  Bisulfate,  Monohydrote,  Anolyzed  Reogent  Vohdotod  Jon  82  USER^MI 

MIL-S-51366 

EA 

13  Fob 

68 

EA 

68 

REV-MD  GS 

6810 

Sodium  Borate,  Decohyd  Vatidatod  Jan  82  USER'MS  MC  REV*MO  GS . 

SS-S-5358 

/EA 

33  Apr 

70 

EA  YD 

68 

6810 

Sodium  Corbonott,  Anhydrous . . . . . 

A-A-41 

t 

35  Aug 

80 

6810 

Sodium  Corbonott,  Anhydrous,  Technical  USER*GL  MC  YD  REV*AS  GS . 

0-S-S71F 

•EA 

01  Aug 

69 

EA 

68 

INT  AMD  (1) 

6810 

Sodium  Corboxymethyl  Cellulose  (Nocme)  (For  Ammunition  Use)  V^khtod  Apr 

MIL-S-51133A  (1) 

AR 

33  Apr 

88 

AR 

SB  REV-GS 

NOTICE  1 

6810 

Sodium  Chlorote,  Anolyzed  Reogent  V^idatod  Jon  82  USER*MI  REV*MD  GS  .... 

MIL-S-51309 

EA 

04  Dm 

68 

EA 

68 

6810 

Sodium  Chloride,  Technicol  (For  Ice  Removal) . . . 

A-A-1545 

t 

17  Apr 

81 

6810 

Sodium  Chloride,  Technicol . . 

O-S-1926 

t 

01  Mor 

76 

6810 

Sodium  Chloride,  Technicol  (Water  Conditioning  Grode)  . 

A-A-694B 

t 

33  Jun 

83 

6810 

Sodium  Chromate,  Anhydrous,  Technical  USER*M^  YD  AS  REV>OS  GS . 

0-S-58BC 

* 

30  Jun 

85 

EA 

68 

6810 

Sodium  DicSiromote,  Dihydrote,  Techonicol  Volidatod  Jon  SS  REV*MI . . . 

O  S-595B  (1) 

•OS 

33  Apr 

70 

OS 

6810 

Sodium  Oioctyl  Sulfosucclnote  Volide*od  Jul  81  . . . 

MIL-S-81338 

OS 

11  Mor 

65 

OS 

6810 

Sodium  Hexometophosphote,  Technicol  USER*CE  REV«MD  GS . 

MIL-S-S107BC 

EA 

35  Apr 

84 

EA 

68 

6810 

Sodium  Hydrosulfite,  Anhydrous,  Technical  REV*MD  GS . . . . 

MIL-S-13985C 

EA 

01  FM> 

83 

EA 

68 

6810 

Sodium  Hydroxide,  Technicol . . . 

AA-895 

t 

10  Aug 

81 

6810 

Sodium  Hydroxide,  Technicol  Volidatod  Sop  88  USER*OS  REV.MO  AS  GS  ........ 

OS-598B 

•EA 

33  Sop 

88 

EA  SH 

68 

NOTICE  1 

6810 

Sodium  Hypochlorite  Solution . . . . . 

A-A-1437A 

t 

38  Mor 

83 

6810 

Sodium  Hypochloril.  Solution  USER-GL  Ml  MC  AS  OS  YD  REV-MD  Ml  GS . 

0-S-603E 

• 

34F.b 

77 

EA 

68 

6810 

Sodium  Metosilicote,  Technical  . . . 

A-A-1818 

t 

34  Jul 

81 

6810 

Sodium  Metositicote,  Technicol  Volidatod  Sop  88  USER*MI  OS  REV>GL  MD  GS 

O-S-604D 

•EA 

33  Sip 

88 

EA 

68 

NOTICE  1 

6810 

Sodium  Nitrot*  Validaltd  Apr  86  USER-MI  REV-EA  AS  GS . 

MIL-S-333C 

AR 

10  Apr 

86 

AR  OS 

68 

NOTICE  1 

6810 

Sodium  Nitrate,  Technical  (Nitrote  Of  Soda)  Volidatod  Jan  8$ . 

0-S-634B 

/OS 

14  Dm 

70 

OS 

6810 

Sodium  Nitrite,  Technicol  REV.GS.... . 

MIL-S-34521A 

SH 

30  Jun 

86 

SH 

6810 

Sodium  Or  Thosilicate,  Technical  USER'AS  REV'EA  GL  MD  ME  SM  GS . 

A-A-1498 

•OS 

01  Fob 

83 

EA 

68 

6810 

Sodium  Orthoiilicott,  Technicol  USER>AS  REV.ME  GL  MD  GS  . 

P-S-651E  (1) 

•EA 

37  Aug 

74 

EA 

68 

6810 

Sodium  Oxolote,  Technicol  (Metric)  REV*OS  GS  . . . 

JAN-S-310A 

OS 

33  Ocl 

85 

AR  AS 

6810 

Sodium  Perborate,  Tetrohydrote  REV>MD  GS . . . 

MIL-5-14033A  (1) 

EA 

14  Nov 

83 

EA 

6810 

Sodium  Phosphate,  Monobasic,  Anhydrous  Biological  Grode  Volidotod  Aug  88 

MIL-S-3I016A 

EA 

31  Aug 

88 

EA  MS 

REV-GS 

NOTICE  1 

6810 

Sodium  Phosphote,  Monobosic,  Anhydrous,  Technical.  R£V*MD  GS . 

MIL-S-13727B 

EA 

01  Ftb 

83 

EA 

68 

6810 

Sodium  Phosphote,  Dibasic,  Anhydrous,  Technical  USER*AS  REV*GS . 

0-S-639B 

/SH 

37  Aug 

84 

GL  SH 

68 

6810 

Sodium  Phosphote,  Tribosic,  Anhydrous,  Dodecohydrote,  4  Monohydrote, 

0-S-643F 

/SH 

17  Ftb 

84 

GL  SH 

68 

T,chnlcal  USER-MI  CE  REV-AR  MD  CL  SH  68 

6810 

Sodium  Polyphosphotes  Technicol  USER*SH  REV*MD  GS.. . . . 

0-S-635D 

• 

04  Moy  77 

EA  YD 

68 

6810 

Sodii  m  Pyrophosphote,  Anoydrous,  Technicol  (Metric) . 

DOD-S.51517 

EA 

33  Apr 

86 

EA 

68 

6810 

Sodium  Pyrophosphote,  Anhydrous,  Technicol  (Tetrosodium*pyrophosphote)  (S/s 

0-S-377B 

t 

30  Apr 

66 

By  DOD-S-51517) 

6810 

Sodium  Resinote,  Tecl.nicoi . . . . . . 

O-S-607C 

i 

30  Mor 

67 

6810 

Sodium  Silicote  Solution  REV-MI . . . 

0-S-6(15D 

% 

33F*b 

67 

6810 

Sodium  SuKott,  Anhydrous,  Technicol  (For  Ammunition  Use).  Volidotod  Apr  88 

MIL-S-50004A 

AR 

06  Apr 

86 

AR 

USER-MI  REV-GS 

NOTICE  1 

6810 

Sodium  Sulfite,  Anhydrous,  Technicol  REV-MD  Ml  GS  . . . . . 

MIL  S.13943B 

EA 

34  Mor 

83 

EA 

68 

6810 

Sodium  SuKite,  Anhydrous,  Technicol,  And  Sodium  Bisulfite,  Anhydrous, 

O-S-00650 

t 

35  Fri) 

65 

Technicol,  For  Woter  Treatment 

6810 

Solids,  liquids,  4  Gases,  Density  4  Specific  Crovityof-  29  Moy  70  U$ER-AR 

ASTM  E13-70R81E1 

EA 

35  Oct 

83 

EA 

68 

AS  OS  SH  YD  MC  REV-GL  MO  ME  GS 

6810 

Solv.nl  &  Thinn.rs  Ett.r  Volo.  Of  -  35  Jon  85  USER-SH  OS  MC  REV-GL  MD 

ASTM  D1617-85 

EA 

04  Aug 

88 

EA 

68 

ME  GS 

6810 

Solvent  And  Solvent  Admixtures,  Hologenoted  Orgonic,  Specific  Grovity  Of  - 

-ASTM  D3111-71ER8 

EA 

05  F*b 

80 

EA  SH 

68 

15  Apr  71  REV-GL  GS 

6810 

Solvent,  Hologenoted  Orgonic,  Amine  Acid  Acceptance  Of  <  28  Jul  78 

ASTM  D2106-78 

EA 

06  Apr 

79 

EA  SH 

68 

Volidatod  Doc  84 

6810 

Solvent,  Hologenoted,  Cold  Cleoning  With  •  Nov  61  USER'MR  GL  AT  YD  OS 

ASTM  STP403A-81 

EA 

17  Mor 

83 

EA  SH 

68 

REV-GS 

6810 

Solvents  Volatile  4  Chemicol  Intermediotes  For  Use  In  Point  4  Reloted  Cootings 

ASTM  D368-80 

EA 

19  Aug 

83 

EA 

80 

4  Materiol,  Sompling  4  Testing  •  2  5^  80  USER-SH  REV'ME  GS 

6810 

Solvents,  Hologenoted  Orgonic,  4  Their  Admixtures,  Nonvolotile  Motter  In  •  31 

ASTM  D2109-85 

•EA 

37  May  87 

EA  SH 

68 

Moy  1983 


769 


FSC  USTING 


DOCUMENT 


FSC 

TITLE 

NUMBER 

PREP 

DATE 

CUSTODIAN 

6810 

Soivtnti.  Hologtnoltd  Orgonic,  &  Thtir  Admixtur«i,  Sptcifie  Gravity  Of  >  31 

ASTM  D21 11-86 

-EA 

01 

Jun 

87 

EA 

SH 

68 

Moy  1986  REV-MD  ME  GS 

6810 

Spfctrophotomttm,  Dtscribing  And  Miraiuring  Ptrformonct  Of  •  8  67 

ASTM  E276-67R77 

68 

03 

Nov 

80 

EA 

SH 

<8 

USER-ME  REV-Gl  GS 

L 

6810 

Stobilittr,  Borium*codium  Volidattd  Jvl  61  8EV>GS . . 

MIL-S -81269 

OS 

10 

Moy 

66 

OS 

L 

6810 

Stobiliitr,  Orgonlc*tin>tuKur  REV*GS . 

MIL-S-81246/A 

OS 

27 

Jon 

88 

OS 

6810 

Stondard  Tttt  Mtthod  For  Corbon  8lock‘htot!ng  Loit  (Adoptod  30  NOV84) 

ASTM  D1S09-S4 

EA 

16 

Jul 

86 

EA 

68 

USER-OS  REV-GL  MD  ME  GS 

6810 

Stonnic  Chloridt,  Anhydrous,  Anolyxtd  Roogtnt  Volidattd  Jon  62  REV^MD  GS.. 

MIL-S -61294 

EA 

01 

Jul 

68 

EA 

68 

6810 

Stonnic  Oxidt,  Anolyztd  RiogonI  Vahthfod  Jan  82  USER'MI  REV-MD  GS ........ 

MIL-S-61270 

EA 

04 

Apr 

68 

EA 

68 

L 

6810 

Stonnic  Oxidt,  Technical  VoUdottd  Sop  88  USER*M1  REV*M0  GS . 

MIL-S-60006A 

NOTICE  1 

AR 

13 

Sep 

88 

AR 

6810 

Steam,  Sompling  •  03  Oct  69  REV'ME  GL  GS . 

ASTM  D1066-69R7S 

68 

03 

Nov 

80 

EA 

SH 

68 

6810 

Steoric  Acid,  TechniccI  Volidatod  Moy  8S  REV-GS . . 

MIL-S-2718 

AR 

26 

Moy 

62 

AR 

OS 

6810 

Storage  Of  Aerosol  Products  •  28  Jul  72  Veltdatod  Moy  88 . 

ASTM  D3090-72R7S 
NOTICE  1 

EA 

27 

Moy 

88 

EA 

SH 

68 

6810 

Strontium  Nitrate,  Anoydrous  Votidotod  Moy  8S  REV-OS  GS . 

MIL-S-203228 

AR 

19 

Apr 

73 

AR 

AS 

6810 

Strontium  Oxalate  Volidotod  Jun  86  REV-GS . 

MIL-S-12210A 

NOTICE  1 

AR 

17 

Jun 

88 

AR 

AS 

L 

6810 

Strontium  Peroxide  Vohdatod  Mor  84  REV-MD  TE  GS . 

MIL-S-612B  (1) 

AR 

27 

Jul 

78 

AR 

6810 

Substances,  Methylene  Blue  Active  *  28  May  82  USER-OS  SH  REV-GL  MO  ME 

GS 

SuKur  Dioxide  Content  Of  Theotmosphere  (West  Goeke  Method)  -  18  Aug  78 

ASTM  D2330-82 

EA 

23 

Jon 

86 

EA 

68 

6810 

ASTM  02914-78 

EA 

27 

May 

88 

EA 

SH 

Validoltd  May  BB  USER-Gl  REV-MO  GS 

NOTICE  1 

6810 

Sulfur  In  Orgonic  Compounds  By  Sodium  Peroxide  Bomb  Ignition  •  8  Sep  67 

ASTM  E2S7-67R77 

EA 

27 

May 

88 

EA 

68 

REV-MD  GL  GS 

NOTICE  1 

L 

6810 

Sulfur  Monochloride,  Technicol  (Metric)  REV-MD  GS . 

MIL-S-1206UD 

EA 

29 

Feb 

84 

EA 

6810 

Sulfur.  Ground  (For  Use  In  Ammunition)  REV-MI  EA  OS  GS . 

MIL-S-487B  (2) 

AS 

19 

Jun 

86 

AR 

AS 

68 

6810 

Sulfuric  Acid,  Electrolyte,  For  Storoge  Batteries  USER-MI  MC  $A  REV-MO  YO 

GS 

SuKuric  Acid,  Stondard  Methods  For  Anolysis  Of  •  13  Sep  68  Volidotod  Doc  84 

O-S-801C  (2) 

/EA 

21 

Sep 

87 

EA 

SH 

68 

6810 

ASTM  E223-68R7S 

EA 

24 

Moy 

79 

EA 

SH 

68 

REV-GL  GS 

6810 

SuKuric  Acid,  T«hnicol  USER-MI  REV-MD  GS  . 

O-S-809C 

INT  AMD  1 

''FA 

16 

Feb 

84 

EA 

68 

6810 

Surface  Areo  Block  Stondord  Methods  Of  Testing  By  Nitrogen  Adsorption  -  18 

ASTM  D3037-d1E1 

EA 

14 

Mor 

84 

EA 

Dm  81  USER-SH  MC  REV-GL  MD  ME  GS 

6810 

Sym  di-beta-nophthylporaphenylenediomine . . . 

MIL-S-70692 

AR 

29 

Jun 

88 

L 

6810 

Tale.  TMhnieal,  T1  And  T3  REV-MD  GS . 

MIL-T-60036A  (1) 

EA 

22 

Jul 

SO 

EA 

SH 

1 

6810 

Terephthalic  Acid,  Tech  (Metric) . 

T-S1S21 

EA 

EA 

L 

6810 

Tetra-,  Tri-,  &  Oisodium  Salts  Of  EthylenediCKnlnetetroocetic  Acid  (Edte)  Woter 

MIL-T-24494B 

SH 

19 

Oct 

SB 

SH 

Treatment  Chemicols,  Boiler,  Shipboord  Use  REV-GS 

6810 

Tatrechlarotihylana  (P,rehlaro«ll<)fl«na),  TMhnieal  Grad*  USER-YD  REV-MI  MD 

0-T.236C 

• 

06 

Aug 

79 

GL  SM  OS  GS  DS 

L 

6810 

Tetroethylenepentomine  Validolrd  Jun  85  REV-GS . 

MIL-T-47064 

Ml 

10 

Moy 

74 

Ml 

L 

6810 

Thionyl  Chloride  (For  Use  In  Ammunition)  Volidotod  Fob  87 . . . . . . 

MIL-T-63466 

NOTICE  1 

AR 

06 

F*b 

87 

AR 

6810 

Thionyl  Chloride,  Reagent  REV-GS . . . 

OT-370 

•EA 

21 

Nov 

62 

EA 

SH 

68 

L 

6810 

Thionyl  Chloride  Electrolyte  (For  Use  In  Ammunition)  Volidotod  Fob  87 . 

MIL-T-63420 

NOTICE  1 

AR 

06 

• 

O' 

87 

AR 

6810 

Tin  Plate  Fobricated  Aerosol  Cons  •  27  Apr  79  Volidotod  Moy  88  USER-Gl 

ASTM  D3061-79 

EA 

27 

Moy 

88 

EA 

SH 

68 

REV-MD  GS 

NOTICE  1 

6810 

Tin,  Pulverixed  Validatod  Jun  88  REV-MI  MO  GS . . . 

MIL-T-4S8A 

NOTICE  1 

AR 

13 

Jun 

88 

AR 

OS 

L 

6810 

Titanium  Dioxide,  Reogent  Grode  Volidotod  Jun  85  REV-GS . 

MIL-T-47066 

Ml 

10 

Moy 

74 

Ml 

6810 

Titanium  Dioxide  (Ointment  Type)  USER-ME  REV-GS . 

JAN-T-602 

EA 

26 

Apr 

48 

EA 

MS 

L 

6810 

Titonium  Dioxide,  Dry  REV-GS . 

MIL-T-48149A  (3) 

AR 

16 

Jon 

88 

AR 

L 

6810 

Titonium,  Technicol,  Power  REV-MO  Ml  GS  . . . . . 

MIL-T-13406E 

EA 

23 

F*b 

84 

EA 

6810 

Titanous  Sulfate  Solution,  TO-PERCENT  (Metric)  REV-MD  GS  . . 

MIL-T-S0OS9B 

EA 

16 

Aug 

83 

EA 

68 

6810 

Tolu*n«  Validatod  Apr  BO  USER-MC  REV-MI  EA  PS  GS . 

JAN-T  171  (2) 

AR 

25 

Sep 

46 

AR 

OS 

L 

6810 

Toluene-  2,4  Diamine  Volidotod  Moy  85  REV-GS . . 

MIL-T-47060 

Ml 

10 

May 

74 

Ml 

L 

6810 

Toluene-methyl  Isobutyl  Ketone  Mixture  Volidotod  Fob  78  REV-OS  PS  GS . 

MIL-T-19S88A  (1) 

CG 

19 

May 

69 

CG 

6810 

Tolutn*,  Indutirial  Grad*  -  30  Morch  1984  USER-AS  YD  MC  REV-AR  GL  MD 

GS 

Tolu*n*,  T*chnical  USER-MI  SM  MC  AS  SA  REV-MO  AR  OS  SH  68  PS  GS . 

ASTM  0362-84 

ER 

16 

Nov 

86 

EA 

SH 

68 

6810 

TT-T.548D 

/EA 

12 

Jon 

70 

AR 

SH 

68 

L 

6810 

Tolylene  •  2,  4  •  Diisocyonote  Volldetod  Apr  80  REV-OS . 

MIL-T-23624  (1) 

OS 

02 

Apr 

74 

AS 

6810 

Totol  Hydrocarbons,  Methane,  &  Carbon  Monoxide  In  The  Atmosphere  (Gos 

ASTM  03416-78 

EA 

06 

Mar 

87 

EA 

SH 

68 

Chromatogrophic  Method)  -  28  Jan  78  Volidotod  Mar  87  REV-ME  MD  OS 

NOTICE  1 

6810 

Toxic  Chemicol  Discharge  Monogement  Proctice  For  Control  Of . 

MIL-HDBK  147 

EA 

26 

Sep 

81 

EA 

SH 

68 

6810 

Triocetin  (Glyceryl  Triocetate)  Volidoted  Moy  85  REV-MR  GS . 

MIL-T-301A  (2) 

AR 

31 

Jul 

73 

AR 

OS 

1 

Min 

Tribotylomine  Normol  f Metric  REV-MD  GS  . . . 

MIL-T.12014B 

NOTICE  1 

EA 

04 

Mor 

87 

EA 

6810 

TRICHLOROETHANE-1,1,1,  Technicol,  Inhibited  (Methyl  Chloroform)  Volidotod 

O-T-620C 

• 

13 

Sep 

67 

Apr  B3  USER-GL  OS  REV-SH  AS  MC  68  DS 

INT  AMD  3 

6810 

Trichloroethone,  1,1,1,  (Methyl  Chloroform)  Inhibited,  Vapor  Oegreosing 

MIL-T-81633A 

AS 

26 

Sep 

67 

EA 

AS 

68 

Validatod  Mar  Bi  USER-ME  OS  REV-OS  GS 

6810 

Trichloroethylene,  Technicol  USER-GL  MC  AS  REV-MI  SM  MO  OS  GS  DS  ........ 

0-T-634C  (1) 

/EA 

24 

Oct 

85 

EA 

SH 

68 

6810 

Tricresyl  Phosphote,  Volotile  Motter  in,  Stondord  Test  Method  For  •  27  Apr 

ASTM  D1468-S4 

EA 

20 

Jun 

86 

EA 

1984  USER-OS  MC  REV-MD  SH  GS 

6810 

Tricresyl  Phosphote  REV-GS  . . . . 

TT-T-6S6B  (1) 

/AS 

24 

Moy 

82 

AS 

1 

6810 

Triethyl  Citrote  Volidotod  Jun  85  REV-GS . . . 

MIL-T-47063 

Ml 

10 

Moy 

74 

Ml 

6810 

Triph*n)H  Biunuth . 

MIL-T-706S1 

AR 

29 

Jun 

88 

AR 

6810 

TRiS*1-2-(2  Methyl  Atlrindyl)  Phosphine  Oxide  Volidotod  May  87  REV-AS  GS  . 

DOD-T-82666A  (1) 

OS 

13 

Moy 

87 

OS 

68 

NOTICE  1 
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6810 

Turp«ni:nt,  Spiritt  Of  •  26  Mar  82  REV-GL  MD  ME  GS  . 

ASTM  D13-82 

EA 

03  Ftb 

83 

EA  SH 

6610 

Uranium  T«trofluoridt  (UF4),  Depkttd  . . . . 

Mll-U-70457 

AR 

21  Dtc 

83 

AR 

6810 

Uira,  Ttchnicol  (Mitric)  USER-AV  AS  REV-MO  GS  . 

DOD-U-10a66D  (3) 
INT  AMD  2 

EA 

19  Jul 

85 

EA  OS 

20 

6810 

Vonodium  Ptntoxidt  (For  Um  In  Ammunition)  REV*GS . 

MIL-V-48773  (2) 

AR 

15  Mor 

85 

AR 

6810 

Vonodium  Ptntoxidtp  Anolyxtd  Rtogtnt  Vt^idattd  Jon  82  USEft'MI  R£V>MD 

GS 

Vapor  Oogrtotino  Hondbook  Of,  •  Apr  76  Volidatod  Doc  84  REV*Gl  GS . 

Mll-V-51316 

EA 

06  Moy 

69 

EA 

6810 

ASTM  STP310A 

EA 

03  Jul 

79 

EA  SH 

68 

6810 

Vopor*dogrtasing  Grodt  &  Gtntrol  Soivtnt  Grodt  1,  ),  1,  •  Trkhloroothono  • 

ASTM  D412644 

AS 

20  Aug 

87 

EA  AS 

68 

2S  May  1984 

6810 

Viscosity,  Soybolt,  Stondord  Test  Mtthod  For  •  24  April  1961  USER<YD  R£V>AR 

ASTM  D88-81 

SH 

14  Nov 

85 

EA  SH 

20 

ME  68  GS 

6810 

Wottr  In  Insulating  Liquids  (Korl  Fischor  Reoction  Mtthod)  •  29  Apr  83 

ASTM  D1533-83 

EA 

31  May 

84 

EA 

68 

USER-AS  SH  OS  MC  REV-ME  MO  GS 

6810 

Woter  Miscibility  Of  Wottr  Soluble  Soivtnts  USER'SH  MC  REV*MD  ME  OS  .... 

ASTM  D1722-86 

EA 

20  Sop 

88 

EA 

6810 

Wottr  Standard  Definitions  Of  Terms  Reloting  To  •  22  Mor  78  REV'ME  GL  GS 

ASTM  D1129-78A 

68 

03  Nov 

80 

EA  SH 

68 

6810 

Woter-testing  Chemicals,  ftoiltr.  Shipboard  Use  USER>OS  REV>GS  . 

MII-W-15000K 

SH 

24  Jul 

87 

SH 

6810 

Woter,  Ammonio  Nitrogen  tn  •  29  Jon  79  VaUdattd  Mor  87 . . 

ASTM  D1426-79 
NOTICE  1 

EA 

06  Mor 

87 

EA 

68 

.810 

Woter.  Beto  Particle  Rodioactivity  Of,  Standard  Test  Method  For  •  30  Oct  81 

ASTM  D1890-81 

EA 

27  S.p 

64 

EA 

USER-OS  REV-MD  ME  GS 

6810 

Woter,  Cadmium  In  •  28  Jul  78 . . . . . . . 

ASTM  D3S57-78 

68 

20  Jul 

81 

EA  SH 

68 

6810 

Woter,  Cokium  &  Mognesium  In,  Standard  Test  Methods  For  •  11  Sep  84 

ASTM  D511-84 

EA 

18  Jun 

86 

EA 

USER-ME  SH  REV-MO  GS 

6810 

Woter,  Chemicol  Oxygen  Oemond  (Oichromote  Oxygen  Demand)  Of,  Stondord 

ASTM  D12S2-83 

EA 

18  Nov 

85 

EA 

68 

Tati  Method  For  -  30  0«  1983  USER-SH  REV-MD  ME  GL  GS 

6810 

Water,  Chromium  In  •  3  Jul  80 . . . . . . 

ASTM  D1687-80 

EA 

29  Jul 

81 

EA  SH 

68 

6810 

Woter,  Cobalt  In  -  18  Feb  77  REV-Gl  ME  GS . 

ASTM  D35S8-77E 

68 

20  Jul 

81 

EA  SH 

68 

6810 

Wottr,  Efectricol  Conductivity  &  Resistivity  Of  •  26  Jon  77  REV>MO  GL  ME  PS 

GS 

Water,  Fluoride  Ion  In  •  3  Jul  80 . 

ASTM  D1125-77E 

SH 

28  Jon 

81 

EA  SH 

68 

6810 

ASTM  DI179-80 

EA 

14  Jul 

81 

EA  SH 

68 

6810 

Woter,  HordneM  In  •  8  Sep  67  REV-GL  ME  PS  GS . 

ASTM  Dl  126-80 

SH 

05  Moy 

81 

EA  SH 

6810 

Water,  Industriol,  8  Steam,  Equipment  For  Sompling  <  2  Oct  70  USER*ME 

ASTM  D1192-70ft77 

68 

03  Nov 

80 

EA  SH 

68 

REV-GL  GS 

6810 

Water,  Iron  In,  Stondord  Test  Methods  For  <  27  Jon  84  USER-GL  SH  OS 

ASTM  D1068-84 

EA 

11  Jun 

85 

EA 

68 

REV-MD  ME  GS 

6810 

Woter,  Molybdenum  In  -  3  Jul  80  REV-ME  MD  GL  GS  . 

ASTM  D3372-80 

EA 

17  Sop 

81 

EA 

68 

6810 

Woter,  Nickel  In  -  28  Jon  77  REV-GL  ME  GS . 

ASTM  D1886-77 

68 

03  Nov 

80 

68 

6810 

Water,  Orgonochtorine  Pesticides  In  •  30  NOV79  REV-GL  MO  ME  GS . 

ASTM  D3086-79 

EA 

06  Apr 

83 

EA 

68 

6810 

Woter,  PH  Of  -  26  Oct  1984  USER-AS  OS  REV-Gl  MD  ME  GS  PS . 

ASTM  D1293-84 

SH 

30  Moy 

86 

EA  SH 

68 

6810 

Woter,  Phenolic  Compoundi  In  •  3  Jul  80  USER-Gl  REV-ME  GS . 

ASTM  01783-80 

EA 

31  Jul 

81 

EA  SH 

68 

6810 

Woter,  Photphoru.  In  •  28  Jul  72  REV-MD  GL  ME  GS  PS . 

ASTM  0515-78E 

SH 

28  Jon 

81 

EA  SH 

6810 

Woter,  Reporting  Results  Of  Analysis  Of  -  3  Oct  69  USER-ME  REV-Gl  GS  -- 

ASTM  D596-69R74 

68 

03  Nov 

80 

EA  SH 

68 

6810 

Water,  Sampling  -  27  Aug  76  REV-ME  GL  YD  GS . 

ASTM  D3370-76 

68 

03  Nov 

80 

EA  SH 

68 

6810 

Water,  Silico  In  -  31  Dec  80  Vandattd  May  SB  USER-Gl  REV-ME  MD  GS . 

ASTM  DBS9-80 
NOTICE  1 

EA 

27  Moy 

88 

EA  SH 

68 

6810 

Water,  Standard  Test  Methods  For  Acidity  Or  Alkalinity  Of  •  25  Jun  82 

ASTM  D 1067-82 

EA 

20  Jul 

84 

EA 

68 

USER-Gl  ME  SH  OS  REV-MD  GS 

6810 

Woter,  Stondord  Test  Method  For  Alpho  Particle  Rodiooctivity  Of  •  30  Oct  81 

ASTM  01943-81 

EA 

19  Nov 

84 

EA 

USER-OS  REV-MD  ME  GS 

6810 

Woter,  Stondord  Test  Methods  For  Cyanides  In  •  27  Aug  82  USER-SH  REV-GL 

ASTM  D2036-82E1 

EA 

27  Nov 

84 

EA 

68 

MD  ME  GS 

6810 

Water,  Stondord  Test  Methods  For  Iodide  &  Bromide  In  •  29  Oct  82  USER-GL 

ASTM  D1246-82A 

EA 

12  Jun 

84 

EA 

68 

ME  SH  REV-MD  GS 

6810 

Woter,  Sulfite  Ion  In  -  27  Jon  1984  USER-SH  OS  REV-GL  MD  GS . 

ASTM  D1339-84 

EA 

30  Aug 

85 

EA 

6810 

Woter,  Totol  Mercury  In  •  31  Oct  80 . 

ASTM  D3223-80 

EA 

IS  Sop 

81 

EA  SH 

6810 

Water,  Turbidity  Of,  Stondord  Test  Methods  For  •  18  Dec  81  USER-ME  OS  SH 

ASTM  01889-81 

EA 

10  Sep 

84 

EA 

68 

REV-GL  MD  GS 

6810 

Water,  Vonodium  In.  Stondord  Test  Methods  For  •  29  Jun  84  REV-ME  MD  GS.. 

ASTM  D3373-84E1 

EA 

16  Jon 

86 

EA 

68 

6810 

Woter.molybdcnum  In,  Stondord  Test  Method  For  -  30  May  86  REV-GL  MD  ME 
GS 

Woter.totol  &  Orgonic  Corbon  In  •  27  Jon  78  USER-GL  REV  MD  ME  GS . 

ASTM  D3372-86 

EA 

25  Sep 

87 

EA 

68 

6810 

ASTM  02579-78 

EA 

06  Apr 

83 

EA 

68 

6810 

Xylene,  Stondord  Specification  For  Ten  Degree  -  30  Mor  84  USER-ME  YD  MC 

ASTM  D846-84 

MR 

25  Jun 

84 

MR  SH 

68 

REV-GL  AS  20 

6810 

Yeast  Autolysote,  Dried,  Technical  Volidattd  Apr  84  REV-GS . 

Mll-Y-51021  (1) 

EA 

13  Jun 

61 

EA  MS 

6810 

Yeast.  Autolysate,  Paste  Validatod  Jan  82  REV-GS  . . . . . 

MIL-Y-1 12410 

EA 

29  Dtc 

61 

EA 

6810 

Zinc  -  Oust  (For  Use  In  Pyrotechnics)  VaUdattd  Apr  86  USER-MI  REV-AS  GS  .... 

MIL-Z-36SA 

NOTICE  1 

AR 

10  Apr 

86 

AR  OS 

68 

6810 

Zinc  Borote,  Technicol  (Metric)  USER-MC  REV-GS . 

MII.M2063B 

NOTICE  1 

EA 

03  Mor 

87 

EA 

6810 

Zinc  Carbonate,  Anolyzed  Reogent  Validated  Jan  82  USER-MI  REV-MD  GS . 

MII-Z-S1317 

EA 

29  May 

69 

EA 

68 

6810 

Zinc  Corbonote,  Basic,  Ttchnicol  REV-MD  GS . 

MII-Z-12061B 

EA 

24  Mor 

S3 

EA 

68 

6810 

Zinc  Oxide,  Technicol  REV-MD  AR  GS . 

MII-Z-291F 

INT  AMD  1  (AR) 

EA 

18  Ocl 

84 

EA  OS 

6810 

Zirconium  (Gronulor  And  Powered)  Validated  May  85  USER-MI  REV-MO  EA  AS 
GS 

Zirconium  Carbide,  Powered,  Technicol  Validated  Mor  85 . . . . . . . 

MIL-Z-399D  (1) 

AR 

05  Apr 

73 

AR  OS 

68 

6810 

DOO-Z-82674  (1) 

OS 

15  Jun 

78 

OS 

6810 

Zirconium  Carbide . . . 

MIL-Z-8S500 

AS 

06  Ocl 

81 

AS 

6810 

Zirconium  Oxide.  Line-stabilized,  Powe  R  And  Rod,  For  Flome  Sproying 

Mll-Z-81572 

AS 

26  Jon 

68 

AS 

Validated  Apr  80  REV-GS 

6810 

Zirconium  Sponge  Validated  May  85  REV-GS . 

Mll-Z-50976 

AR 

30  Sep 

71 

AR 

6810 

Zirconium  Used  In  Goilest  Mixtures  USER-MC  79  REV-AR  SM  Ml  IS  79  GS . 

MIL-Z-46189 

MR 

02  Ocl 

86 

MR 

99 

6810 

Zirconyl  Nitrote,  Oihydrote,  Anolyzed  Reagent  REV-GS  . . . . . 

MII-Z-11144A 

EA 

24  Ftb 

84 

EA 

771 
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L 

6810 

Nitro  •2*  Propanol  (Npl)  VohdotHi  Apr  86  REV>GS . . . . . 

mil-1-48263 

NOTICE  1 

AR 

08  Apr 

86 

AR 

6810 

1,2*  Dichloroethone,  Ttchnicol  Validated  Mar  dP  USER>Mt  REV-MD  GS . 

MIL-1-10662D 

NOTICE  1 

EA 

09  Mar 

89 

EA 

68 

6810 

2-NITRODIPHENYlAMINE  Validated  Apr  SO  USER-MC  REV-MI  EA  GS . 

MIL-2-3399B 

AR 

14  May 

62 

AR  OS 

6810 

2,2'  -nwlhyltntbit  (4-METHYL-6-TERT  Bulylphenol) . 

MIL-2-70605 

AR 

29  J.n 

88 

6810 

4,4)  HKtthyWntbii  (2,6-DITERTBUTYLPHENbL) . 

MIL-4-70691 

AR 

29  Jun 

88 

6820 

Bromophonol  Biut  Solution,  Indkotor,  3  0  To  4  6  Ph  Ronge  Validated  Oet  61 

MIL-B-1 17226 

ME 

05  Apr 

74 

ME 

68 

REV-GS 

6820 

Dyi  Mix  (Recolormg  &  Field  Dyeing  Validated  Jon  85  USER'AR  REV<MD  GS.... 

MIL-D-2273E 

GL 

13  Jul 

79 

GL  MC 

68 

6820 

Dye  Mix,  Diiperse  Red  9  Dextrin  (Metric)  REV*MD  GS  . . . . 

MIL-D-3718C 

EA 

11  Jul 

86 

EA  AS 

L 

6820 

Dye  Mix,  Green  Smoke  IV . . . 

MIL-D-5U41 

EA 

31  Oct 

77 

EA 

i 

6820 

Dye  Mix,  Green  Smoke  Vii  (Metric) . . . . 

DOD-D-51486A 

EA 

11  Jul 

86 

EA 

L 

6820 

Dye  Mix,  Olive  Drob,  Impregnating  Validated  Oct  81  REV>GS . 

MIL-D-51207 

EA 

12  Oct 

65 

EA 

6820 

Dy#  Mix,  Violet  (Metric)  REV-MD  AS  GS . 

MIL-D-369ID 

EA 

09  Dk 

85 

EA  OS 

L 

6820 

Dye  Mix,  Yellow  Smoke  VI . 

MIL-D-51442 

EA 

31  Oct 

77 

EA 

L 

6820 

Dye,  Water  Dispersed  Formotion . . . 

MIL-D-51494  (1) 

EA 

25  Aug 

86 

EA 

6820 

Dye,  Benzonthrone  USER*SM  REV*MD  OS  GS . 

MIL-D-50074D 

EA 

22  Jun 

71 

EA  AS 

L 

6820 

Dye,  Benzonthrone  Validated  Mar  67 . 

MtL-D-0050074E 
NOTICE  1 

EA 

31  Oct 

77 

EA 

L 

6820 

Dye,  Chemicol  Agent  Indicator  Validated  Sep  68  REV-GS . . 

MIL-D-51248A 

NOTICE  1 

EA 

09S,p 

88 

EA 

L 

6820 

Dye,  Disperse  Blue  3  (Metric) . . . 

DOD-D-51524 

EA 

20  May 

86 

EA 

6820 

Dye,  Diiperte  Red  9  (Metric)  REV-AR  MD  OS  GS . 

MIL-D-3284E 

EA 

09  Dec 

85 

EA  AS 

L 

6820 

Dye,  Disperse  Red  U  (Metric)  . . . . . 

DOD-D-51522 

EA 

20  Moy 

86 

EA 

L 

6820 

Dye,  Green,  Ethyl  Bis  (2.  4  DinitropKenyl)  Acetone  Validated  Oct  81  REV-GS.... 

MIL-D-51410 

EA 

22  Oct 

74 

EA 

6820 

Dye,  Liquid,  For  The  Detection  Of  Leoks  In  Aircroft  Fuel  Systems  U$ER-SM  CG 

M1L-D-81298D 

68 

29  Jon 

88 

AV  AS 

68 

99  REV-AV  MR  68  GS 

L 

6820 

Dye,  P-nitrophenylozo-beto-nophthyiomine  (B-1)  Validated  Aug  86  REV-GS . 

MIL-D-10329A 

NOTICE  1 

EA 

11  Aug 

88 

EA 

L 

6820 

Dye,  Red,  2,  5,  2,  5,  Tetromethyltriphenymethone  4  4  Oiozo  Bis 

MIL-D-51412 

EA 

22  Oct 

74 

EA 

Betohydroxynophthoic  Anilide  Validated  Oet  61  REV-GS 

L 

6820 

Dye,  Solvent  Green  3  REV-MD  GS . . . . . 

MIL-D-3277E 

EA 

09  Dk 

85 

EA  OS 

1 

6820 

Dye,  Solvent  Red  1  (Metric) . . . . . . . 

DOD-D-51523 

EA 

20  Moy 

75 

EA 

L 

6820 

Dye,  Solvent  Yellow  33  (Metric) . 

DOD-D-51485 

EA 

10  Jul 

81 

EA 

L 

6820 

Dy,,  Vflt  Y,llow  4  REV-OS  GS . 

MIL-D-50029B 

EA 

15  Jul 

63 

EA 

L 

6820 

Dyt,  Vot  Y,llow  4  REV-GS . 

MIL-D-0050029D 

EA 

31  Oct 

77 

EA 

1 

6820 

Dye,  Yellow,  Thiodipheny  4  4  Diozo  Bis  Solicylic  Acid  Validated  Oct  81 

MIL-D-51411 

EA 

22  Oct 

74 

EA 

REV-GS 

6820 

Dyt,  1,4-DIAMINO-2,3-OIHYDROANTHRANTHRAQUINONE  (Metric)  REV-MD- 

MIL-D-3668D 

EA 

09  Dk 

85 

EA 

L 

6820 

Ov*i,  GrMfl  And  Scorltt  (For  Um  In  Ammunition)  VaKdated  Apt  SO  REV-GS  — - 

JAN-D-S11 

AR 

4  Dk 

47 

AR 

6830 

.  /hn.  Stock  Validated  Apr  S6  REV-OS  GS . 

MIL-A-3850 

NOTICE  1 

AR 

10  Apr 

86 

AR  AS 

6830 

.  ..ttylene,  Technicol,  Dissolved  Validated  Feb  $3 . . 

BB-A-1066 

/ME 

22  Apr 

71 

ME  YD 

68 

6830 

Aerospoce  Fluids,  Cryogenic,  Sompling,  Standard  Method  Of  •  14  Aug  70 

ASTM  F310-70R76 

68 

01  Feb 

79 

68 

VaKdated  Feb  SS 

6830 

Air,  Compressed,  For  Breathing  Purposes  USER-AR  CG  MS  OS  REV-MD  Ml  SH 

BB-A-1034B 

/AS 

20  Dk 

85 

ME  AS 

68 

1 

6830 

Air,  Liquid,  For  Breathing  Purposes  Validated  Nav  82  REV-19  68  99  GS . 

MIL-A-27420 

12 

30  Apr 

70 

12 

6830 

Ammonio,  Technicol  Validated  Jan  85  USER-AS . 

0-A-445B  (1) 

/ME 

05  Moy 

83 

ME  AS 

68 

6830 

Argon,  TKhnicol  Validated  Feb  S2  USER-ME  AS  YD  MC  REV-GS . 

MIL-A-1845SB 

SH 

20  Mar 

62 

Ml  SH 

68 

1 

6830 

Bromochlorodifluoromethone,  Technicol  REV-GS . 

MIL-B-38741  (2) 

68 

09  Apr 

84 

68 

6830 

Butone,  Propone  &  Butane  Propane  Mixtures  . . . . . 

BB-G-110A  (2) 
NOTICE  1 

NOTICE  1 

•YD 

27  Feb 

81 

YD 

6830 

Corbon  Dioxide  {C02)  Technical  And  <  Validated  Feb  83  USER-AS  REV-MI 

MS 

Corbon  Dioxide,  Technical,  Solid  Validated  Jan  85 . . . 

BB-C-101B 

/ME 

15  Apr 

71 

ME  SH 

68 

6830 

BB-C-104B 

/ME 

01  Mar 

71 

ME  SH 

68 

6830 

Chlo.'^e,  Technicol,  liquid  Validated  Feb  84  USER-YD  MS . 

BB-C-120C 

/ME 

23  Apr 

80 

ME 

68 

6830 

Dibromodifluorofnethane,  Technicol  Validated  Mar  65  REV-ME  GS . . . 

MIL-D-4540B  (1) 

68 

30  Jul 

79 

68 

6830 

Dichlorodifluoremethone,  Technicol  . . . 

A-A-51738 

/MB 

29  Nov 

86 

MD  MS 

03 

6830 

Ethylene  Oxide,  Technicol  Validated  Jan  82  REV-GS . . 

MiL-E'52171  (1) 

EA 

06  Oct 

61 

EA  YD 

6830 

Fluorocorbon  Refrigeronts  USER-YD  REV-MO  Ml  EA  GS . 

BB-F-1421B 

/ME 

05  Mar 

82 

ME  SH 

68 

6830 

Fuels,  Goseous,  Woter  Vopor  Content  Of,  By  Measurement  Of  Dew  Point 

ASTM  D1142-63R75 

68 

02  Apr 

79 

AS 

68 

Temperoture,  Stondord  Method  Of  Test  For  •  30  Sep  63  Validated  Feb  65 

6830 

Ges,  Pressurized,  Sompling,  For  Gos  An^sis,  Stondord  Method  For  27  Nov 

ASTM  f  J07  73 

68 

01  Feb 

79 

68 

73  Validated  Feb  SS 

L 

6830 

Goses,  Cdibrating,  Arxl  Mixtures,  Generol  Specification  For  Validated  Oet  68 

MIL-G-83794  (1) 

68 

06  Oct 

88 

68 

REV-GS 

NOTICE  1 

L 

6830 

Goses,  Colibroting,  And  Mixtures,  Oxygen  (5%)  In  Nitrogen  Mixture  Validated 

MIL-G-83794/4 

68 

25  Jun 

76 

68 

FebS2 

NOTICE  1 

L 

6830 

Goses,  Colibroting,  And  Mixtures,  60%  Nitrogen,  10%  Helium,  10%  Oxygen  .. 

MIL-G-83794/5 

t'' 

11  Jun 

85 

68 

6830 

Htlium,  TKhnicol  Validated  Jul  S3  USER-SH  YO  19  68  REV-DS . 

BB-H-11686 

09  Moy 

77 

68 

6830 

Hydrogen  V^idated  Mar  85 . . . 

BB-H-886C 

• 

10  Apr 

78 

ME 

1 

6830 

Mixed  Gos,  Diver  S  Breothing  Validated  Jul  88  REV-GS . 

MIL-M-24392 

NOTICE  1 

SH 

08  Jul 

88 

SH 

6830 

Monobromotorfluorethone  (Liquified)  Technicol  Grode  For  Fire  Extinguisher 

MIL-M-12218C  (1) 

ME 

24  Dec 

81 

ME  AS 

68 

Volidafed  Jan  85 

6830 

Nilregtn,  TKhnicol  VaKdated  Feb  S3  USER-MC  YD  AS  REV-AR  MD  EA  OS  DS 

BB-N-411C 

/ME 

03  Jon 

73 

ME  SH 

68 

6830 

Oxygen,  Aviotor  S  Breothing,  Liquid  And  Gos  USER-ME  REV-99  GS . 

MIL-O-27210E  (2) 

68 

20  Jan 

84 

AS 

68 

6830 

Oxygen,  Technicol,  Gos  And  Liquid  Validated  Apr  62. . 

BB-0-925A 

^SH 

22  Aug 

61 

SH 

68 

L 

6830 

Procedure  For  Colibrotion  And  Anolysis  Of  Troce  Contominonts  In  Aviotor  S 

MIL-STD-1S64A 

68 

15  Moy 

86 

68 

Irtolhing  Oxygtn  ty  Infrortd  Sp«<troKopy  REV-GS  NOTICE  1 


23  JAN  1980 
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L 

6830 

Propyltnt  Oxid*  (Mttric) . . . 

DOO-P-89321  (I) 

AS 

29  Dk 

80 

1 

6830 

Quolity  Control  Of  Gomoui  And  Liquid  Aviator  S  8rtothing  Oxygon  At 

Aircroft  Controctor  Focilitios  REV>GS 

MIL-STO-15518 

68 

27  Apr 

81 

L 

6830 

Sulfur  Oioxido,  Ttchnicol  Validated  Mor  85  REV'GS . . . 

MIL-S-83792 

68 

02  Aug 

73 

6830 

SuKur  Htxofluoridt,  Tochnkol  Grodo  Validated  Jon  85  USER<CR  GS  REV*MD  .. 

88-S-14;9 

/ME 

29  Jun 

70 

6840 

Doodoront,  Chtmkol  For  Holding  Tonk»  &  Rocirculoting  ToitoU . 

AA-50758 

/68 

25  Moy 

86 

6840 

Ooodoront,  Gtntrol  Purpott  (Gol  In  Pto«tk  Di»pontor) . . . . . 

A-A-1634 

/ 

10  Aug 

81 

6840 

Doodoront,  Gonorol  PurpoM  (Cokot  For  UrlnoU  And  Toiktt) . . . 

A-A-266A 

t 

28  Mor 

83 

6840 

Doodoront,  Gonorol  Purpose  (Aerosol  Air  Froshonor)  REV<G$ . . . . 

AA-267A 

• 

23  Apr 

82 

6840 

Doodoront,  Gonorol  Purpose  (Powder  For  Rugs  8i  Corpots)  . . 

A-A-1635 

t 

29  Apr 

81 

6840 

Doodoront,  General  Purpose  (Concentrated,  Wkk  Bottle) . 

A-A-97 

t 

10  Jon 

80 

6840 

Deodoront,  General  Purpose  (Concentrated) . . . . . 

AA-98 

t 

10  Jon 

80 

6840 

Oisenfectant*detergent,  General  Purpose  (lodophor)  REV*M0  GS . 

A-A-1440 

•GL 

22  Moy 

81 

6840 

Disinfectant  Detergent,  General  Purpose  (Pine  Oil) . . . 

O-D-12768 

• 

09  Moy 

80 

6840 

Disinfectont«detergent,  Generol  Purpose  (Phenolic  Type)  REV*GS . 

A-A-1439 

•GS 

02  Jon 

81 

68.0 

Disinfectont*detergent,  General  Purpose  (Quoternory  Ammonium  Compound) 
REV-MD  MC  YD  MS  GS 

A-A-1443 

•GS 

21  Jon 

81 

684U 

Disinfectant,  Food  Service  USER'MS  MC  REV*MD  MC  03  GS . . . . . . 

MIL-D-11309G 

GL 

13  Ok 

88 

6840 

Disinfectont,  General  Purpose  (Quaternary  Ammonium  Compound)  Volidolod 

Fob  89  REV  AS  GS 

A-A-1441 

NOTICE  1 

•68 

01  F*b 

89 

6840 

Disinfectont,  Germicidol,  Fungicidal,  Concentrate  (Phenolic  Type)  Volidofod  No“ 

87  USER-MS  REV-MD  EA  GS 

0-D-143SA  (1) 
NOTICE  1 

/GL 

10  Nov 

87 

6840 

Disinfectont,  Generol  Purpose  (Liquid  Penolic  Type)  REV-MD  GS . . . 

A-A-143a 

•GS 

30  Jul 

81 

1 

6840 

Germicide,  Quortemory  Ammonium  Type  VaUdofod  Apr  84  REV-GS . . . 

MIL-G-137348 
NOTICE  2  (EA) 

EA 

25  Mor 

68 

6840 

Herbicide,  Dok^son  Vatidatod  ^#6  89  REV-GS . . . 

O-H-205D 

NOTICE  1 

•68 

01  F*b 

89 

6840 

Herbicide,  Ocpo  (Dimethyl  Ester  Of  Tetrochioroterephtholk  Acid)  USER-MC 
r<:V.MO  MS  GS 

OH-2068 

•GL 

09  Nov 

76 

6840 

Heroicide,  Uiuron . 

A-A-877 

t 

05  Jun 

80 

6840 

Herbicide,  Diuron  (Metric)  REV-MD  GS  . . . 

DOD-H-51192C 

EA 

06  Nov 

79 

L 

6840 

Herbicide,  N  Butyl  2,  4,  5  Trichlorophenoxyocetote  Validatod  Jon  82  REV-MR 

GS 

Herbicide,  N  Butyl  2,  4  Dichlorophenoxyocetote  Validatod  Jon  62  REV-GS . 

MIL-H-51148A 

EA 

07  Nov 

66 

L 

6840 

MIL-H-51147A 

EA 

07  Nov 

66 

(840 

Herbicide,  Silvex  Ester  And  Silvex  Potassium  Salt  Validetod  Moy  82 . 

0-H-21SA 

t 

11  Aug 

65 

6840 

A-A-829A 

t 

15  Sep 

16  Aug 

88 

6840 

Herbicide,  Simosine  REV-MD . 

0-H-207B 

•GL 

77 

6840 

H«rbi<id*,  2,  4,  5-TRICHLOROPHENOXYACETIC  Acid  (2,  4,  9-T)  (SolH  And 

EtNn) 

O-H-2)0C 

t 

26  Sop 

69 

6840 

Htrbicid*,  2,4  DICHLOROPHENOXYACETIC  Acid  (SolH  8  E(Mn) . 

A-A-197 

t 

06  Nov 

80 

6840 

Htrbicid*,  2,4-DICHLOROPHENOXYACETIC  Acid  (SolH  And  Ellen)  USER-MC 
REV-GS 

O-H-200C 

•EA 

05  Moy 

69 

1 

6840 

Insect  Rep«3ent.  Qothing  Applicotion,  Formulo  M-1960  Yah'datod  Apr  8i 

USER-MI  MC  YD  MS  REV-MD  EA  SH  OS 

MII-I-12123D 

GL 

16  Jun 

67 

L 

6840 

Insect  Repellent,  Qothing  Applicotion  (Benzyl  Benzoote)  REV-GS . 

MII-I-51022A 

EA 

09  Oct 

80 

6840 

Insect  Repellent,  Qothing  And  Personal  Applicotion  USER-YO  MC  MS  REV-MD 

GS 

Insect  Repellent,  Personol  Application)  Stick  USER-MC  MS  SH  YD  REV-MD  GS 

OI-503F 

/GL 

30  Apr 

86 

6840 

A-A-50065 

GL 

24  Oct 

83 

6840 

Insecticide,  AHethrin  Or  Pyrethrin,  (Aerosol)  Validctod  Jan  82  USER-MC 

REV-OL  MD  YD  MS  GS 

O-I-J07D 

/EA 

05  Fob 

74 

6840 

inseetkide,  Chlordone,  (Concentrate,  Woter  Emulsifioble)  YaUdafod  Fob  84...,.,,. 

0-I-515A  (1) 

/Gl 

19  Sep 

78 

6840 

Insecticide,  Chlordone  (Concentrate,  Water  Emulsifioble) . 

A-A -50004 

X 

24  Aug 

81 

1 

6840 

Insecticide,  0-phenothrin  (Aerosol)  REV-MO  GS . . . . . 

Mil -1-51484  (1) 

EA 

11  Fob 

85 

6840 

Insecticide,  Ddt  Yolidofod  Fob  75  USER-MC  AS  REV-EA  GS  . 

O  I-514A 

INT  AMD  1  (GS) 

•GL 

12  Nov 

68 

6840 

Insecticide.  Oiozinon,  Liquid,  Residua!  (0.5  Percent)  Yalidafod  Mor  83 . 

MILI-31177B 

GL 

21  S'p 

77 

6840 

Insecticide,  Oiozinon,  Emulsifioble  Concentrate  YaUdatod  Fob  84  USER-AR  MC 
REV-MD  YD 

0-1-5208 

/GL 

16  Aug 

77 

6840 

A-A-50(X)2 

t 

24  Aug 
11  Feb 

81 

L 

6840 

Insecticide,  Oichlorvos,  Impregnate  '  ^trip  (Metric)  REV -MO  Gl  OS . . . 

DOD-I-51323C 

EA 

85 

6840 

Insecticide,  Undone,  Powder,  Dust  USER-CE  MD  Ml  CO  REV-EA  GS . 

MIL-I-11490E 

GL 

14  Moy  85 

6840 

Insecticide,  Lindane,  Liquid,  Emuisif.  ole  Concentrote  Yolidafod  Fob  75  USbR-MI 

SH  PEV-EA  YO  GS 

0-I-533C 

•GL 

28  Aug 

70 

6840 

Insecticide,  Lindone,  Woter-dispersible  Powder  Yalldotod  Jon  82  REV-GS . 

0-1-5358 

/EA 

4  Sep 

57 

6840 

DOD-I-51064D 

EA 

79 

6840 

Insecticide,  Molothion,  Powder  Dusting  Yolldotod  Fob  84  U$ER-SH  MS  REV-MD 
GS 

insecticide,  Molothion,  Emulsifioble  Concentrote  USER-MC  AS  REV-MD  OL  GS .. 

0-1-5548 

/GL 

24  Mar 

77 

6840 

0-I-565C 

/EA 

25  Jun 

81 

6840 

Inseetkide.  Mixture  Of  0-trons  Allerhtin  And  Resmethrin.. . 

A-A-340A 

t 

29  Apr 

85 

L 

6840 

Insecticide.  P/rethrin,  Spoce  Sproy,  Synergized  Pyrethrins  USER-YD  MC  68 
REV-MD  GL  GS 

MII-I-51319A 

EA 

15  Aug 

83 

L 

6840 

Insecticide,  SMDC  (Sodium  N  Melhydithiocorboms,  e)  (Metric). . 

MIL-I-51324A 

EA 

28  May  80 

1 

6840 

Insecticide,  2  PERCENT  Oiozinon  Dust  Y^idatod  Nov  87  REV-OS . 

MIL-l-22772  (2) 
NOTICE  1 

GL 

13  Jun 

75 

6840 

Insecticide,  75  Percent  Ddt  Wolfr-dispcrsible  Pow.itr  USER-AS  REV-GL  YD  GS 

0-1-5680 

INT  AMD  (1) 

•GL 

04  Doc 

69 

6840 

Insectide,  Methyl  Bromide  YoUdotod  Jon  82  REV-Go . . . 

0-I-556C 

NOTICE  1 

/EA 

05  Fob 

74 

6840 

Insecticide,  Chlorpyrifos.  Emulsifioble  Concentrate  USER-SK  REV-MO  OL  MC 

GS 

Pyrethrum  Extroct  YoUdotod  Apr  84  REV-MR  GS . 

Mll-l-513358 

EA 

19  Jon 

84 

•6840 

O-P  921C 

/EA 

20  May 

63 

6840 

Rodenticide,  Anticoogulont,  Unnsrsol,  Cottcenlrote  . . .  . 

0-R-00497C 

•GL 

24  Fob 

76 

CUSTODIAN 


AS 

68 


ME 


Gl 

YD 
ME  SH 
Gl  SH 

GL 

SH 

GL 

GL  MS 
EA 

YD 
Gl  YD 


EA  YD 
EA 

EA 


GL  YD 


EA 

GL 

EA 

GL  SH 
Gl 

EA  SH 


EA 

GL  SH 

GL  SH 
Gl  SH 


EA 

GL  MS 
GL 

EA  SH 
EA 
Gl 

EA  YD  68 

EA  68 

EA 

GL 

GL  SH  68 
EA  SH  68 
EA  YD  68 
EA  SH  68 
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6840 

Rodtntic'dt,  Boit,  Anticoagulant  Validated  Jut  83  USER*MC  MS  REV>M0  CE 

O-R-SOOD 

•SH 

31  Jon 

78 

GL  SH 

MU  GL  YD  SH  68  GS 

,'■140 

Somtixtr^dtttrgtnt,  Control  Rurpoit  (Quottrnary  Ammonium  Compound) . . 

A-A-1442 

t 

22  May 

81 

L 

•«,>40 

Trtotmtnt,  InMct  Rtiiitont,  For  Poptr  Volidottd  Mar  83  USER«EA  SS  R£V>MD 

MIL-T-21330E 

GL 

19  Aus 

77 

GL 

6840 

Wottr  Maim,  Disinfecting,  AWWA  Standard  For  •  36  Jan  86  USER-ME  OS 

AWWA  C651-86 

YD 

31  Jul 

87 

YD 

REV  ME  MC  GS 

6840 

Water'itoroge  Facilities,  Disinfection  Of,  AWWA  Stondord  For  •  26  Jon  1986 

AWWA  C662-86 

YD 

31  Jul 

87 

YO 

68 

USER-ME  CS  REV-GL  MC  GS 

6860 

Activoted  Desicconts  REV*GS  . 

MII-STD-1427A 

EA 

14  Dtc 

88 

EA  SH 

68 

6860 

Additive,  Antifreeze  Extender,  Liquid  Cooling  Systems  USER*MC  REV*AT  SM 

GS 

Additive,  Fuel  Oil  Slobitizer . . . 

MIL-A-53009  (3) 

ME 

26  Jan 

84 

ME  SH 

68 

1 

6860 

DOD-A-24682 

SH 

16  Aug 

87 

6850 

Aircroft  Maintenance  Chemicols,  Total  Immersion  Corrosion  Test  For  •  25  Mor 

ASTMF  483-77 

AS 

29  Ok 

86 

MR  AS 

20 

1977  REV-GS 

6860 

Aircroft,  Pointed  Surfaces,  Effects  Of  Cleoning  &  Chemical  Mointenonce 

ASTM  F602-83 

AS 

29  0k 

86 

MR  AS 

20 

Materials  On  •  30  Sept  1983  REV>GS 

6860 

Anti-FOGGING  Kit,  Ml  ValldaUd  Aug  88  REV-GS  . 

MIL-A-13660E  (1) 
NOTICE  I 

EA 

18  Aug 

88 

EA 

6860 

O-A-5^9 

t 

03  Mar 

73 

INT  AMD-1 

6850 

AntMeing  And  Deicing  •  Defrosting  Fluid  USEP>MC  CO  flEV.68  GS . 

MIL-A-8243D 

AS 

26  Oct 

85 

AV  AS 

20 

6860 

Antifogging  Compound  3  Hept  . . . . . . . 

MIL-A-28844A 

SH 

19  Dk 

86 

EC 

1 

6860 

Antifogging  Compound,  Transparent  Aircraft  Enclosures  Validated  Aug  8S 

MIL-A-210718 

AS 

02  Mar 

73 

AS 

20 

REV-GS 

6860 

Antifreeze/  Coolont,  Engine:  Ethylene  Glycol,  Inhibited  Concentrated  USER*SM 

A-A-870A 

t 

08  Jan 

87 

MC  REV-ME  DS 

Q 

6860 

Antifreeze/coolont,  Engine,  Ethylene  Glycol,  Inhibited,  Concentrottd  USER*MI 

0-A-548D 

•ME 

22  Mar 

74 

ME 

20  GS 

AS  MC  REV-OS 

INT  AMD  (1) 

6860 

Antifreeze,  Arctic'type  USER*SM  MC  SH  REV^AR  GS  . 

MIL-A-1I75SD  (1) 

ME 

21  Aug 

81 

ME  YD 

68 

6860 

Antifreeze,  Ethylene  Glycol,  Inhibited,  Heavy  Duty,  Single  Pockoge  USER*MC 

MIL-A-46163B  (1) 

ME 

17  Mor 

81 

Mb  SH 

68 

REV-Kl  EA  SM  YO  GS 

6860 

Antiselling  Compound,  Decontominoting  Slurry.  M2  VoUdattd  Apr  64  USER*MC 

MIL-A-S1027A 

EA 

19  Aug 

68 

EA  YD 

REV-MD  GS 

6860 

Sorrier  Coating  Solution,  Lubricant  Migration  Deterring  Volidaftd  Mor  83 

MIL-B-81744A  (1) 

AS 

23  Dk 

76 

AR  AS 

11 

REV-MI  AV  OS  SH  99  GS 

1 

6860 

Binder,  Cellulose  Nitrote  Comphor  (For  Pyrotechnic  Mixtures).  Validofod  Apr  84 

MIL-B-10B64 

EA 

22  Jon 

61 

EA 

REV-OS  GS 

6860 

Bkoch,  laundry,  Activt  Onygtn  (Sudium  Ptreorbenol*)  REV-MO  99  GS . 

A-A-1664 

•GL 

22  Apr 

81 

GL  SA 

69 

6860 

B'*och,  Laundry,  Orgonic  Chlorine  Validotod  No¥  87  USER<AR  MS  REV>MD . 

0-B-420C 

INT.  AMD  (1) 

/GL 

10  Nov 

87 

GL 

68 

L 

6850 

Boiler  Scale  Removing  Compound  REV«G$ . 

MII-B-24166B 

SH 

27  Oct 

86 

SH 

6850 

Calibrating  Fluid,  Aircroft  Fuel  System  Components  REV'EA  MO  99  OS........ . 

MIL-C-7024C  (2) 
NOTICE  1 

68 

20  Mor 

87 

AV  AS 

68 

L 

6860 

Corbon  Removal  Compound,  Orthodichlorobenzene,  For  Engine  Ports  Votidoftd 

MII-C-25107B 

20 

30  Jul 

87 

20 

Jul  87  REV-OS  GS 

NOTICE  1 

L 

6850 

Corbon  Removing  Compound  Single  Phase  REV*MI  MD  GL  GS . 

MS-36419 

EA 

12  Mor 

66 

EA 

Q 

6860 

Corbon  Removing  Compound  (For  Use  In  Agitated  Tank)  REV*MS  GS.......... . 

MIL-C-198S3C  (1) 

AS 

09  No. 

83 

AS 

11 

1 

6860 

Corbon  Removing  Compound  Orthodichlorobenzene  REV*GS . . 

MS-36420 

EA 

12  Mor 

65 

EA 

Q 

6860 

Corbon  Removing  Compound  Vatidcttd  Ocf  88  USER*AR  REV*MD  ME  99  GS  .. 

P-C-111D  (2) 

NOTICE  1 

/MR 

31  Oct 

88 

MR  AS 

11 

O  1 

6860 

Cotolyst,  Carbon  Monoxide  And  Kydrocorbon  Oxydizing  (For  Use  In  An  Air 

MII-C-2166SB  (1) 

SH 

16  Jul 

86 

SH 

Purifying  Device  Aboard  Submorines)  Volidatfd  Jut  86  REV>GS 

NOTICE  1 

6850 

Chlorination  Kit,  Water  Purificotion,  (For  Treatment  Of  Drinking  Woter) 

OC-289G 

/GL 

27  Dec 

86 

GL  MC 

68 

USER-CR  REV-MD  MS  GS 

L 

6850 

Cleaning  And  Lubricating  Compound,  Electricol  Contoct  USER*ER  YD  REV-SH  11 

MII-C-83360C  (1) 

20 

30  Jul 

87 

20 

68  13  GS 

NOTICE  1 

Q  L 

6860 

Cleaning  Compound,  Degreasing  And  Depresurving  Solvent,  Self*emulsifying 

MII-C-11090E 

MR 

30  Moy 

86 

MR  YD 

USER-ME  MC  OS  SH  YD  REV-GL  MD  AR 

Q 

6860 

Cleaning  Compound,  Aircroft  Surfoce  REV>AV  MD  MR  EA . 

MII-C-43616C  (2) 

AS 

09  Oct 

84 

GL  AS 

68 

6860 

Cleoning  Compound,  Sohrent  (Non<onductive,  Nondilm  Forming,  Degreosing) .... 

A-A-1544 

X 

ISFtb 

82 

Q 

6860 

Cleaning  Compound,  Solvent,  Oil'cooler  VaUdotod  Mar  82  USER'MR  REV«GS.... 

MII-C-6S64C  (1) 

AS 

24  Mar 

69 

EA  AS 

20 

6860 

Cleaning  Compound,  Point  Brush . . . 

O-C-430A 

t 

09  Jul 

75 

L 

6850 

Cleaning  Compound,  Solvent  Oil*cooler  REV*GS . 

MS-36426A 

EA 

02  Ftb 

89 

L 

6850 

Cleoning  Compound,  Decontominoting  (For  Soiled  And  Rodiooctive 

MII-C-7907A  (2) 

AS 

20  No. 

78 

AS 

Contominoted  Surfoces)  Volidatfd  Aug  85  REV«GS 

6860 

Cleoning  Compound,  Alkoli,  Pipeline  . . . . 

AA-1911 

J 

17  Moy 

84 

L 

6860 

Cleaning  Compound,  Woter  Wash,  Point  Sproy  Booth  REV>GS . 

MS-36427 

EA 

12  Mor 

66 

EA 

Q 

6860 

Cleaning  Compound,  Solvent  ,for  Bore  Of  Smoll  Arms  &  Automotic  Aircroft 

MII-C-372C 

MR 

12  Aug 

88 

MR  AS 

68 

Weupun.,  USER-ME  MC  REV-SM  OS  PS  GS 

iNT  AND  t 

6850 

Oeoning  Compound,  Solvent*detergent  (For  Air*conditioning  Coils  S  Filters)  . 

A-A-1796 

t 

16  Oct 

81 

6860 

Cleoning  Compound,  Solvent  Validated  $ep  87  USER'MI  ME  REV'AR  MD . 

0-C-18S9 

NOTICE  1 

/GL 

27  Nov 

74 

GL  AS 

L 

6860 

Cleaning  Compound,  Solvent  Fuel  Tonfc  And  Bilge  USER-SM  REV-MI  GL  MR  GS 

MS -36434 

EA 

12  Mor 

66 

EA 

Q  L 

6860 

Cleoning  Compound,  High  Pressure  Cleor>er,  Liquid  REV-GS . 

MII-C-22642B 

AS 

26  Aug 

87 

AS 

L 

6860 

Cleoning  Compound,  Turbine  Engine  Gas  Poth  USER-MI  REV-Gl  MR  MD  EA 

GS 

Cleoning  Compound,  Opticol  Lens  (Ready  To  Use)  Validated  Mar  83  USER-MI 

MIL-C-86704A  (1) 

AS 

27  Ftb 

87 

AV  AS 

68 

6860 

MIL-C-43454B 

GL 

24  May 

77 

GL  OS 

68 

AR  SH  REV-MD  EA  GS 

L 

6860 

Cleoning  Compound,  Solvent  Heovy  Duty  USER-SM  REV-MI  MD  GL  GS . . 

MS-36435 

EA 

12  Mor 

66 

EA 

1 

6860 

Cleoning  Compound  With  Conditioner  And  Inhibitor  For  Engine  Cooling  Systems 

MIL-C-10597E  (1) 

ME 

24  Aug 

84 

MR  YO 

68 

USER-AT  REV-SM  GS 

01 

6860 

Cleoning  Compound,  Aircroft,  Exterior  . . . . . . . 

MII-C-85570B  (1) 

AS 

20  Jun 

88 

AS 

68 
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6850 

Cttaning  Compound,  Engint  Cooling  Systtm . . . 

O-C-00432  (1) 

t 

31  Jon 

69 

1 

6850 

Otoning  Compound,  Soivtnl  Stif-omultifying  USER'SM  REV*MO  Ml  GL  GS . 

MS-36436 

EA 

12  Mar 

65 

EA 

1 

6850 

Cltoning  Compound,  FutI  Tank  And  Bilgt  REV*GS . 

MIL-C-22230e 

SH 

19  Oct 

87 

SH 

6850 

Cltoning  Compoundl  USER-OS  MC  18  13  REV-MR  ME  GL  ER  AV . 

MIL-STD-1428 

EA 

27  May 

81 

EA  SH 

68 

6850 

Qooning  Compound,  SoWont,  Htovy  Duty,  Liquid . . 

O-C-1824 

t 

13  Stp 

73 

L 

6850 

Cltoning  Compound,  Solvtnt  Sort  Gtontr  USER>SM  REV>MI  GL  MD  GS . 

MS-36437 

EA 

12  Mar 

65 

EA 

6850 

Cltoning  Compound,  Wlndihitld  (Solvtnt  And  Anfi^rttit,  Conctntrottd) . 

O-C-1901 

INT  AMD  (1) 

X 

07  Mor 

75 

6850 

Cltoning  Compound,  Solvtnt,  Tnchlorotrifluoroethont  USER*ER  SH  NA  REV*SM 

MIL-C-81302D  (1) 

AS 

28  Stp 

87 

Ml  AS 

68 

os  GS  DS 

6850 

Cltoning  Compounds,  Aircroft  Exttrior  Surfocti,  Wottr  Oilutoblt  R£V*AV  GS.... 

MIL-C-87936A 

68 

18  Oct 

85 

GL  AS 

68 

6850 

Cltoning  Compound,  Acid  Plptlint  (SuKurie  Acid,  For  Indutiriol  Uit) . 

A-A-16 

t 

13  Oct 

81 

L 

6850 

Cltoning  Compounds,  Eltctricol  &  Eltctronic  Compontnts . 

MIL-C-85447A  (1) 

AS 

22  Dtc 

86 

AS 

L 

6850 

Cltoning  Compound,  Avionic  Compontnts  Votidat^  Jut  $4  REV-GS . 

MIL-C-81964A 

AS 

28  Nov 

77 

AS 

6850 

Cltoning  Compound,  ALKALI,  Piptlint  . . . . . . 

P-C-4338 

t 

30  Jon 

76 

6850 

Cltoning  Compound,  Plottrs  Eltctrocitoning,  For  StttI  Validated  Moy  8S 

P-C-535B 

m 

10  Jon 

73 

AV  SH 

20 

REV-MR  AS  OS  68 

6850 

Cltoning  Compound,  Alkali,  Boiling  Vot  (Soak)  Or  Hydrosftom  US£R*SH  GS 

P-C-436E 

/MR 

24  Jon 

86 

MR 

68 

REV-MI  ME  MC 

Q 

6850 

Cltoning  Compound,  High  Prtssurt  (Sttom)  CItontr  Validated  Jun  $5  USER'YD 

P.C-437B  (1) 

/MR 

24  Jul 

79 

MR  SH 

68 

MC  REV-AR  AS  OS  68  GS 

6850 

Cltoning  Compound,  Opticol  Ltns  Validated  Sep  87  REV<M0  EA  AR  GS . 

P-C-438A 

NOTICE  1 

/GL 

26  Apr 

68 

GL 

68 

Q 

6850 

Cltoning  Compound,  Solvtnt  Solubit,  Grtost  Emulsifying  REV^SM  EA  OS  MS 

P-C-444B 

/AS 

26  May 

83 

AR  AS 

68 

20  GS 

L 

6850 

Coaling  Compound,  Oxidt  Elock  USER-EL  SH  OS  MC  REV-MI  AR  ER  SM  GS  .. 

MIL-C-46110t 

MR 

17  Jon 

84 

MR 

68 

6850 

Compound,  Alkolint  Rust  Rtmovtr,  Aircraft  Turbint  Engint  Compontnts  •  1  Apr 

AMS  1379-85 

AS 

14  Mar 

88 

AV  AS 

1985 

6850 

Compound,  Antisttpogt,  For  Cooling  Systtm,  InttrrMi  Combustion  Engint 

MIL-C-51047B 

ME 

15  Jul 

87 

ME 

68 

(M.lric)  USER-AT  SM  REV-EA  AL  GS 

L 

6850 

MIL-C-47n3B 

Ml 

28  Nov 

86 

Ml 

QL 

6850 

Compound,  Silicont,  Soft  Film  Validated  Aug  82  USER<ME  REV^MI  EA  GS . 

MIL-C-21567A 

os 

26  Oct 

73 

os 

L 

6850 

Compound,  Silicont,  Htot  Sink  USER'AR  REV*G£  . . . 

MIL-C-4700OA 

Ml 

05  Nov 

82 

Ml 

L 

6850 

Compoiitid,  Solvtnt,  For  Ust  In  Inttgrol  FutI  Tonks  REV*99  GS . 

MIL-C-38736B 

68 

23  F.b 

84 

68 

6850 

Concrttt,  Chtmicol  Admixturts  For  •  29  Oct  82  USER'SH  REV-GS . 

ASTM  C494-82 

YD 

10  Dtc 

82 

ME  YD 

Q 

6850 

Corrosion  Prtvtntivt,  Aircraft  Engint,  Htovy  Oil  Typt  REV*68  PS  GS . 

MIL-C-5545C 

AS 

14  Jul 

83 

SM  AS 

11 

6850 

Corrosion  Prtvtntotivt,  Solubit  Oil,  For  Wottr  Injtction  Systtms  (Asg) 

MIL-C-4339C 

68 

22  Aug 

88 

AS 

68 

ValidattdAug  88  USER-ME  REV-SM  PS  GS 

NOTICE  1 

Q 

6850 

Corrosion  Prtvtntivt,  Aircroft  Engint  Validated  Apr  86  REV*MR  M)  SM  0$  PS 

GS 

Corrosion  RtmovIng  Compound,  Sodium  Hydrexidt  Bost,  For  Immtrsion 

MIL-C-6529C  (2) 

11 

29  Stp 

59 

EA  AS 

11 

6850 

MIL-C-46156A  (1) 

MR 

29  Oct 

85 

MR 

Applicolion  USER-SH  REV-AR  GS 

6850 

Corrosion  Rtmoving  &  Mttol  Conditioning  Compound  (Phosphoric  Acid  Bost) 

MIL-C-10578D  (3) 

MR 

16  Nov 

88 

MR  AS 

68 

USER-AT  ME  CR  MC  REV-GL  Ml  SA  SH  11  85  GS 

6850 

Corrosion  Removing  Compound,  Scolt  Rtmovtr  (Phosphoric  Acid  Bost) 

P-C-610A 

% 

29Moy 

69 

USER-MI  YD 

6850 

Corrosion  Rtmoving  Compound,  Sodium  Hydroxidt  Bost,  For  Eltctrolytic  Or 

MIL-C-14460C 

MR 

14  Dtc 

81 

MR  AS 

68 

Immtrsion  Application.  USER>AR  REV<Mt  SH  SA  U  GS 

Q  L 

6850 

Corrosion  Rtmoving  Compound,  Prtpoint,  For  Aircroft  Aluminum  Surfocts 

MIL-C-38334A  (2) 

20 

30  Jul 

87 

20 

REV-68  99  GS 

NOTICE  1 

Q 

6850 

Corrosion>prtvtntivt  Oil,  Oos  Turbint  Engint,  Aircroft  Synfhttlc  Best  Validated 

MIL-C-8188C 

11 

26Ftb 

88 

MR  AS 

11 

Ftb  88  REV-SM  Ml  PS  GS 

NOTICE  1 

L 

6850 

Otcontominoting  Agent,  STB  REV«M0  GS  . . 

MIL-D-12408C 

EA 

12  Mor 

87 

EA  SH 

68 

L 

6850 

Dtcontominoting  Agent,  Biologicol,  Ethylene  Oxidt  Proptllont  Mixture  Validated 

MILD-51146 

EA 

08  Apr 

63 

EA 

Apr  84  REV-GS 

L 

6850 

M1L-D-50030H 

EA 

11  Dec 

86 

EA 

Ql 

6850 

Deictr/onti'ictr  Fluid  (For  Runwoys  And  Toxiwoys)  Validated  Apr  79  R£V*68 

MIL-D-S3411A 

20 

01  Aug 

73 

20 

6850 

Deicing  Defroster  Fluid  (Aerosol) . . . . . . . 

O'D'IPOB 

INT  AMD  (1) 

X 

10  Stp 

76 

6850 

AMS  1476^7 

AS 

01  Dec 

87 

AS 

Ql 

6850 

Descaling  Compound,  Alkolint,  Hot  Section  Jet  Eisgint  Ports  Voiidated  Jul  87 

MIL-D-26549A  (1) 

20 

30  Jul 

87 

20 

REV.68  GS 

NOTICE  1 

6850 

Dtsiccont,  Activated,  Coicium  SuKott,  Anhydrous  Validated  Apr  84  USER'SM 

OD-210A 

/EA 

25  Ftb 

76 

EA 

68 

REV-GS 

6850 

Desiccant,  Moleculor  Sieve  (Imprtgnottd)  (  Metric)  USER*SH  OS  AS  YD  MC 

DOD-D-87934 

68 

16  May 

83 

68 

REV-GS 

t 

6850 

Desiccants,  Activoled  For  Dynomic  Dehumidificotion  USER*El  CR  OS  AS 

MtL-D-3716B 

SH 

28  Stp 

87 

MR  SH 

85 

ogv.Mi  at  0$ 

INT  AMD  1 

Q 

6850 

Dtsicconts,  Activottd,  Bogged,  Pockoging  Ust  And  Static  Dehumidificotion 

MIL'D-3464E 

SH 

21  Apr 

87 

EA  SH 

68 

USER-ME  AR  CG  REV-MI  SM  AT  SA  AS  OS  GS  DS 

L 

6850 

Oistilltr  Scolt  Preventive  Treotment  Formulotions  (Metric) . 

DOD-D-24577  (2) 

SH 

19  Dtc 

86 

SH 

6850 

Dry  Cltoning  Solvent . . . . . . . 

A-A-711 

t 

02  Moy 

80 

6850 

Dry  CiMning  Solvtnl  USER-ME  MC  REV-SM  Ml  AV  GS  DS  PS . 

P-D-680A  (1) 

/ME 

16  Ftb 

89 

ME  SH 

68 

6850 

Engine  Coolonts,  StopTtok  Additives  For  •  12  April  19B4  USER*MC  SH  REV*AT 

ASTM  D3 147-84 

ME 

20  Oct 

86 

ME 

SM  GS 

6850 

Ethyltnt  Absorber/shtK*lipt  Extender,  For  Fresh  Fruits  &  VegetoUes  REV-MD 

A-A-50193 

GL 

21  Mar 

89 

TS  MC  SH  68  SS  GS 

L 

6850 

Fluid,  Colibroting,  High  Flash  Point,  Aircroft  FutI  Systtm  Components  Vahdoted 

MIL-F-27351  (1) 

68 

08  Ftb 

71 

68 

Mar  8S  REV-GS 

1 

6850 

Fluid,  Mognetic  Porticit  Irijpection,  Suspension  Medium  (Metric)  REV  SH  20  GS 

DOD-F-87935  (3) 

INT  AMD  4 

68 

27  Ftb 

87 

AV  AS 

68 

775 
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L 

6850 

Fluid,  Purging,  For  Preitrving  Futi  Tanki  Of  Aircraft  Yalidottd  Aug  8B . . 

MIL-F-38299B  (2) 
NOTICE  1 

68 

22  Aug 

88 

68 

6850 

Fog  And  Ice  Preventive  Compounds  U5ER*ME  VD  MC  OS  REV<MD  Ml  MS  GS 

MIL-STD-1210B 

EA 

30  Jun 

72 

EA  AS 

68 

6850 

Fuel,  Enoine  Primer,  Cold  Storting,  m  Pressurized  And  Nonpresturized 

O-F-104dB  (1) 

/ME 

28  Nov 

77 

ME 

68 

Contoiners  Vol!dat0d  Feh  84  USEK'AS  REV*MR 

1 

6850 

Fungus  Resistonce  Test,  Automotive  Components  USER*ME  REV*Mt  EA  GS . 

MIL-F-13927A  (3) 

AT 

25  Apr 

83 

AT 

6850 

Glozing  Compound,  Boking  Pan  Volidaftd  Mar  83  REV*MD  GS . 

MIL-G-51145A  (1) 

Gl 

07  Mor 

77 

Gl 

68 

6850 

Gum  Preventive  Compound,  Gosoline  USER>ER  AT  MC  SH  YD  REV*GL  SM  1 1 

20 

Heot  Transfer  Fluid,  Fluorochemicol  Voh'dattd  Mar  82  USER<Ml  RE''*GS  . . 

MIL-G-S3042  ()) 

ME 

10F.b 

87 

ME  AS 

68 

6850 

MIL-H-SI829  (1) 

AS 

10  S.p 

76 

AR  AS 

68 

L 

6850 

Hydrochloric  Acid,  Inhibited,  Rust*removing  VoHdottd  feb  87  R£V>SM  AV  ME 

MIL-H-1352S8 

MR 

10F.b 

87 

MR 

AT  MD  GS 

NOTICE  1 

Q 

6850 

Impregnonts  For  Aluminum,  Copper,  Iron,  Magnesium  And  Zinc  Alloy  Costings 

MIL-I-17563B 

SH 

04  Apr 

85 

AR  SH 

USE8  AS  OS  REV-MR  GS 

6850 

Impregnite,  Unstobilized  (CC2}  And  Stobilized  (XXCC3)  USER*YO  REV.GS . 

MIL-I-385B 

EA 

4  Aug 

60 

EA  SA 

L 

6850 

tmpregnite,  Unstobilized  iCC2)  And  Stoblized  (XXCC3)  REV-GS  . 

MIL-I-0038SC  (2) 

EA 

24  Aug 

84 

EA 

6850 

Indicolor  USER-ME  REV-MO  GS . 

MIL-STD-1211 

EA 

18  Jun 

69 

EA  SH 

6850 

Inhibitor,  Corrosion,  Liquid  Cooling  System  Vo//do/ed  Jun  82 . . . 

0-I-00490B 

t 

04  Sop 

74 

L 

6850 

Inhibitor,  Corrosion,  Volotile,  Tronsmission  And  Gearbox  Validattd  Jut  84 . 

MIL-l-85062 

AS 

20  Dk 

77 

AS 

Q  1. 

6850 

Inhibitor,  Corrosion,  Soluble*oll  REV>GS . . . 

MIL-I-24453A 

SH 

11  Dk 

86 

SH 

L 

6850 

lnhibi*or,  Corrosion,  Liquid  Cooling  System  (Oichromote  Type)  Validated  Feb  78 

MIL-l-82410 

CG 

27  Mor 

72 

CG 

REV-GS 

Q 

6850 

Inhibitor,  Corrosion/lubricity  Improve,  Fuel  Soluble  (Metric)  USER'AT  REV'MD 

MIL-I-250I7D 

11 

27  Mor 

87 

MR  AS 

11 

AV  EA  SH  68  GS 

NOTICE  1 

Q 

6850 

Inhibitor,  Corrosion,  Volotile,  Crystolline  Powder  USER*MC  REV*SM  AR  AT  EA 

MIL-l-22nOC 

AS 

26  Sop 

85 

EA  AS 

69 

SA  YD  SH  OS  99  GS 

Q  1 

6850 

Inhibitor,  Corrosion,  Volotile,  Oil  Type  REV-YO  OS  GS . 

MIL-I-23310B 

AS 

09  Oct 

84 

AS 

L 

6850 

Inhibitor,  Hydrochloric  Acid  Oescoling  And  Pickling  Solutions  REV*GS . 

MIL-I-17433C 

SH 

04  Jun 

86 

SH 

1 

6850 

Inhibitor,  Icing,  Fuel  System,  High  Flosh... . . . . . . . 

Mll-l-85470  (1) 

AS 

13  Jul 

87 

AS 

6850 

Inhibitor,  Icing,  Fuel  System  REV>AV  GS . . . 

MII-I-27686E  (4) 

11 

17  Jon 

84 

AR  AS 

11 

6850 

Inhibitor,  Pickling  (For  Use  With  Sulfuric  Acid)  Validated  Sep  88  USER*OS  AS 

O-I-501B 

/EA 

23  S.p 

88 

EA 

20 

SH  REV-MR  GS 

NOTICE  1 

O 

6850 

IntpMtion  Motwir.li,  P.iMtranti  USER-ME  REV-EA  SH  OS  99  68  GS  DS . 

MIL-I-25)35D 

20 

29  Jun 

84 

AS 

20 

1 

6850 

Layout  Dy.,  8lu«  USER-AV  AS  SH  REV-GS . 

MIL-1-83795A  (1) 

68 

18  Jon 

85 

68 

6850 

Leok  Detection  Compound,  Oxygen  Systems  (Metric)  REV<MI  EA  11  GS . 

MIL-L-25567D  (1) 

68 

13  Nov 

84 

AV  AS 

68 

6850 

Leok  Preventive  Compound,  Rodiotor . . . 

O-L-160A 

INT  AMD  (2) 

X 

28  S.p 

67 

6850 

Lithogrephic  8laiili.t-roll*r  Woih  Validattd  f»b  7S  USER-MC  REV-MD  GS . 

0-1-2988 

INT  AMO  1 

•GL 

04  Apr 

69 

GL 

68 

6850 

Lithographic  Owtiicolt  Volidat§d  Jan  SS  USER-MR  REV-MD  EA  NR  GS _ 

Mll-STD-n63 

GL 

02  Fob 

67 

Gl 

68 

6850 

lithographic  RIott  Atpholtum  Solution  Validatad  Sap  72  USER-MR  REV-MO  EA 

GS 

Lithographic  Riot.  RraMrving  Gum  Validatad  Oct  84  USER-MC  REV-MO  ME 

GS 

Lithographic  Soivtnt  Validatad  Fab  75  REV-MO  ME  AR  GS . 

TT-L-132 

•GL 

28  Mor 

66 

Gl  MC 

68 

6850 

J3i-l-821A 

•Gl 

04  Jun 

69 

GL 

68 

6850 

O-L-1031A  (1) 

INT  AMD  3  (Gl) 

•GL 

05S.p 

68 

Gl  NP 

68 

6850 

Mognetic  Porticles  Dry  Method  Inspection  Moteriol  •  1  Mor  74  Validated  Jut  84 

AMS  3040-74 

AS 

31  Moy 

78 

MR  AS 

20 

REV-GS 

6850 

Magnetic  Particles,  Wet  Method,  Oil  Vehicle  •  1  Oct  1984  REV*GS  . 

AMS  3041A-84 

AS 

30  Jun 

85 

MR  AS 

20 

6850 

Mognetic  Porticles,  Wet  Method,  Dry  Powder  -  1  Oct  64  REV'68  GS . 

AMS  3042A-84 

AS 

30  Jun 

85 

MR  AS 

20 

6850 

Magnetic  Porticles  Wet  Method  Oil  V^icle  Aerosol  Canned  •  1  Mor  74 

AMS  3043-74 

AS 

31  May 

78 

MR  AS 

20 

Validatad  Jul  84  REV-GS 

6850 

Mognetic  Porticles  Wet  Method  FluoreKont  Dry  Powder  •  16  Jul  79  REV-GS  .... 

AMS  30448-79 

AS 

29  Jul 

SO 

MR  AS 

20 

6850 

Mognetic  Porticles  Wet  Method  Flourescent  Oil  Vehicle  •  15  Jul  77  Vatidoled 

AMS  3045A-77 

AS 

01  Jun 

78 

MR  AS 

20 

Jul  84  REV-GS 

6850 

Mognetic  Porticles  Wet  Method  Flourescent  Oil  Vehicle  Aerosol  Pockogtd  •  15 

AMS  3046A-77 

AS 

01  Jun 

78 

MR  AS 

20 

Jui  77  Validatad  Jul  84  REV-GS 

6850 

Metol  Cleoner  Silicote-soop  Validated  Dec  83  REV-MR  GS . . . 

MIL-M-7752A  (2) 

AS 

30  Sep 

65 

AS 

6850 

Miictiiontoui  Compounds  USER-AT  AV  MC  OS  REV-ME  MD  Ml  GS . 

MIL-STD-1426 

EA 

09  Apr 

71 

EA  YD 

66 

1 

6850 

Ointment,  Protective,  M5  REV-GS . 

.IAN-O-592 

EA 

12  Moy 

48 

EA 

L 

6850 

Point,  Foce,  Comoufloge,  Compoct  Type  Contoiner  USER-MS  REV-MO  GS  ........ 

MII-P-2018G 

GL 

2o  Mor 

85 

Gl  MC 

68 

L 

6850 

Possivotor  Compound,  Novy  Boiler  REV-GS . . . 

MIL-P-24138A 

SH 

30  Jun 

86 

SH 

6850 

Rmwtrating  Fluid  USER-YD  OS  SH  REV-MC . 

O-P-1731 

INT  AMO  1 

• 

05  Oct 

73 

L 

6850 

Penetrating  Fluid  Validated  Jul  83 . . 

Mll-P-24548 

SH 

26  Jul 

78 

SH 

6850 

Phosphate  Cooting  Compounds,  For  Pho^hoting  Ferrous  Metols  USER-EL 

Mtl-P-50002B 

MR 

05  Aug 

81 

MR  OS 

20 

REV-EA  SH  AS  68  GS 

6850 

Potossium  Dichromote  •  Sulfuric  Acid  Test  Solution  (Metric)  REV-Mi  SH  MC  GS 

MIL-P-83770B  (1) 

68 

33  Jon 

87 

AV  AS 

68 

6850 

Preventive  Compounds.  Phosp'^ote  Cootings  And  Inhibitors  USFR-WS  REV-M* 

MIL-STO-1216 

EA 

i6  Jun 

69 

EA  AS 

68 

MD  GS 

6850 

Protective  Compounds  (For  Personnel}  USER-ME  MC  REV-MI  SH  GS . 

MIL-STD-1231A 

EA 

16  Jul 

79 

EA  YD 

68 

Q 

6850 

Roin  Repellent,  Gloss  Window  And  Windshield,  For  In-Ripht  Applicotion 

MIL-R-8I261A  (1) 

AS 

07  Jon 

76 

AV  AS 

11 

Validatad  Apr  82  KV  GS 

6850 

Regenerator,  Lithogrophic  Blonket  Validated  Nav  75  USER-MR  REV-MD  ME  PE 

GS 

Rubber,  Silicone,  Room  Temperature  Curing  REV-GS . 

0-R-1151B 

•GL 

13  Nov 

69 

Gl  SA 

L 

6850 

Mll-R-47211  (1) 

Ml 

26  Oct 

76 

Ml 

6850 

Solt,  Hooting  Treating  (For  Metals)  USER-MI  SH  REV-MD  AS  20  GS . 

MII-S-10699B  (2) 
NOTICE  1 

AR 

24  Oct 

88 

AR  YD 

68 

6850 

Scale  Conditioner,  Alkoiine,  Aircroft  Turbine  Engine  Components  •  1  Apr  1985  .. 

AMS  1380-65 

AS 

14  Mor 

88 

AV  AS 

6850 

Scole  Remover  Compound,  Acidic,  Aircroft  Turbine  Engine  Components . 

AMS  1382 

AS 

29  F.b 

88 

AV  AS 

6850 

Scale  Removing  Compound  (Power,  SuKomic  Acid  . . . . 

A-A-198 

t 

22  Oct 

81 

6850 

Scale  Removing  Compound  USER-11 . . . . . . . 

P-S-1206 

% 

06  Apr 

77 

776 
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68S0 

$•0  Mork«r  Pocktt,  Inflotobit  Survivoi  Eqtipmtnt  Volithttd  Jufi  $7  US£R*MC 

MII-S.17980O 

AS 

23  Jun 

87 

AR  AS 

68 

SH  REV-AV  MD  11  GS 

NOTIC-:  1 

Q 

6850 

Silicone  Compound,  NATO  Code  Number  S-736  USER-ME  REV-MI  ER  OS  YD  .. 

MIL-S-8660C  (1) 

AS 

01  Apr 

87 

MR  AS 

20 

6850 

Skin  Protnctivt  Compounds  Vohdaltd  Mar  83  USER*MC  CG  11  REV*MD  GS .... 

P.S-411.4 

/GL 

01  Moy 

67 

GL  MS 

68 

6850 

Skin  Protfctivt  Compounds,  Chtmicol  Borritr  USER*AS  MC  11  REV>MD  GS. . 

A-A-50169 

GL 

26  Jul 

88 

GL 

6850 

Spot  Rtmovtr.  (For  Rtmovol  Of  Oil  And  Groost  From  Clothing)  Vofidatni  Nov 

MIL-S-43910 

GL 

10  Nov 

87 

OL  SH 

99 

87  USER-CG  MC  REV-MD  MS  GS 

NOTICE  1 

6850 

Sproy  Equipmont,  Aircraft  Windshidd,  Anti«icing  Validated  Sop  64  REVeGS . 

MIL'S-6625A 

AS 

26  Mor 

53 

AV  AS 

6850 

Stobiliter  Additive,  Ditel  Fuel  USER-AV  SH  AS  MC  REV-AT  GL  SM  GS  PS  ...... 

MII-S-53021A 

ME 

15  Aug 

88 

ME  YO 

68 

6850 

Trichlorotrifluorofthont,  Purity  Of  •  31  May  1985  . . 

ASTM  D3447-85 

AS 

22  Jul 

86 

EA  AS 

68 

6850 

Vopor  Supprtssing  •  Firt  Extinguishing  Agont,  Foom  Conconlrotos  For  Uso  On 

MIL-V.87939 

50 

14  Mor 

89 

Hyptrgolic  Proptllonts  REV-68  19 

6850 

Wottr  Displacing  Compound  (With  Corrosion  Inhibitor)  USER-68 . . . . . 

0-W.1284B 

% 

25  Ftb 

77 

6850 

Wottr  In  Engint  Coolont  Concentrot*  By  The  lodino  Rtogont  Mothod  •  27  Jui 

ASTM  D1 123-79 

AS 

04  Ok 

80 

EA  AS 

11 

79  USER-MC  SH  REV-AV 

6850 

Wottr  Indicating  Pastt.  Mttric  USER-AS  MC  YO  REV-SA  GS . . . 

MIL-W-83779B 

68 

17  Jon 

85 

SH 

68 

6850 

Wottr  Purification  Tahiti,  lodint  USER-AR  YD  MC  SH  REV-MO  ME  EA  MS  GS 

MIL-W-383H 

GL 

25  Jun 

87 

GL  MS 

68 

6850 

DM 

Wottr  Purificotion  Compounds  USER-MS  MC  REV-ME  GS . 

MIL-STD-1215B 

EA 

25  May 

88 

EA  YO 

68 

Q  1 

6850 

Wottr  Reptlltnt  Kit,  Window  And  Windshitid,  Glass  And  Plostic  USER-MC  CG 

MIL-W-6882F  (1) 

AS 

13  Mar 

84 

EA  AS 

20 

REV-EA  82  GS 

L 

6850 

Wttting  Agtnt  Validatod  Jut  61  REV-MI  GS . . . . . . . . 

Mll-W-81344 

OS 

05  Mar 

65 

OS 

L 

69GF 

Communicotion  Systtms  For  Troining  Otvicts,  Gtntrol  Sptcifkotion  For 

MIL-C-29025A 

TD 

14  Sep 

78 

TD 

Votidoted  Jun  84 

L 

69GP 

Controct  Training  Programs . . . 

Mll-STD-13798 

AS 

18  FM) 

81 

AS 

L 

69GP 

Dolo,  Ttchnicol  Aircroft,  For  Otsign  Of  Aviotion  Troining  Dtvicts  REV-AS  ........ 

MtL-D-23143A 

TD 

15  Mor 

82 

TO 

L 

69GP 

Flooring,  Roistd,  Gtntrol  Sptcificotion  For  Volidatod  May  84 . . . . 

MIL-F-29046  (2) 

TD 

01  Mor 

77 

TD 

69GP 

Glossary  Of  Troining  Otvict  Ttrms  USER-MC  SH  REV-AR  AS  99  DM . 

MIL-HDBK  2208 

TD 

01  Apr 

86 

EL  TD 

11 

L 

69GP 

Mointtnanct  Training  Simulators  (Rtquost  For  Issut  Othtr  Thon  DOD  Must  Bt 

MIL-M-S7228  (1) 

11 

15  Apr 

86 

11 

Sent  Via  ASO/ENES,  Wright-pattenon  AFB,  OH  45433-6503) 

69GP 

Treintrs,  Mointtnanct,  Equipmtnt  And  Strvicts  Gtntrol  Sptcificotion  For 

MIL-T-81821  (3) 

AS 

25  Mar 

83 

AV  AS 

n 

REV.99 

69GP 

Training  Dtvicts.  Milltory,  Gtntrol  Specification  For  USER-MC  SH  REV-MI  AS 

MII.T-23991E 

TD 

20  Fab 

74 

AV  TD 

11 

OS  99 

INT  AMD  2  (TD) 

1 

69GP 

Troining  Rtquirtmtnts  For  Aviation  Weapon  Systtms . . 

MIL-T-29053A 

TD 

14  Dk 

79 

TD 

1 

6910 

Chort  Stt,  Anotomicol  Validated  Jun  61 . 

MIL-C-16438 

DM 

15  Jul 

51 

6910 

Doll.  Troining,  Nursing  Technique  . . . . . 

AA-53593 

/MB 

22  Jul 

88 

MD  MS 

03 

1 

6910 

Fluid  Contoiner  Assembly  Troining . . . 

MIL-F-51532 

EA 

19  Jun 

87 

EA 

6910 

Hypodermic  Auto  Injector,  Demonstrotion . 

Mll-H-37923 

DM 

31  Ocl 

78 

6910 

Monikin.  Resuscitation  Training . . . 

A-A-53753 

MB 

28  0(1 

88 

MOMS 

03 

6910 

Monikin,  Resuscitation  Troining  Validated  Jun  61 . 

MIL-M-3o510 

DM 

12  Dk 

66 

MOMS 

03 

1 

6910 

Mock-ups  For  Shipboord  Commend  &  Control,  Combot  Systtms,  & 

MIL-M-17779D 

SH 

14  Nov 

83 

SH 

Communications  Stations  &  Spoces 

6910 

Mockup,  Aircroft  Construction  Of  Validated  Aug  84 . . . 

MII.M-8650C  (2) 

AS 

07  Apr 

78 

AV  AS 

11 

SUPP  2 

6910 

Model,  Anatomical  (Teeth  &  Gums)  . . . . . 

A-A-53110 

MB 

17  Aug 

87 

MD  MS 

03 

6910 

Model,  Anatomical.  Human  S  Ull . . . . . . 

A-A-53533 

MB 

17  Jun 

88 

MOMS 

03 

6910 

Moulogt  Set,  Wor  Wounds.  Set  Of  19  Vclidated  Jun  81  USER-DP . 

MII-M-36278B 

DM 

12  Mor 

69 

MD  MS 

03 

L 

6910 

Refill  Kit,  M5BA1  Personol  Decontominotion  Kit  Troining  Aid . 

MII-R-51472A  (2) 

EA 

16  Ocl 

87 

EA 

6910 

Reservoir  Assembly,  Simuloted  Blood . 

A-A-53584 

MB 

29  Jul 

88 

MD  MS 

03 

6910 

Simulator,  Arrhythmio,tlectrocordigrom . 

A-A-53813 

MB 

31  Jon 

89 

MD  MS 

03 

6910 

Simulator,  Arrhythmio.ecg  . . . . — 

A-A-51225 

/MB 

09  Dk 

85 

MD  MS 

03 

L 

6910 

Simulator.  Detector  Tickets,  Chemical  Agtnt.  Troining,  M256 . 

MIL-S-51482A  (3) 

EA 

21  Oct 

87 

EA 

6910 

Skeleton,  Humon . 

A-A-53594 

/MB 

22  Jul 

88 

MO  MS 

03 

6910 

Terroin  Modeling  Kit,  Training  Aid  USER-MC  . 

MII-T-10163D 

ME 

24  Aug 

81 

ME 

6910 

Test  lung . . .  . . . . . . . 

A-A-53789 

MB 

30  Dk 

88 

MD  MS 

03 

L 

6910 

Troiner,  Basic  Electronics,  Student  Validated  Oct  81 . 

MIL-T-83330A 

TD 

11  Aug 

69 

TD 

1 

6910 

Troiner,  Basic,  Electronics.  Student  (Phose  li)  Validated  Jun  84 . 

MIL-T-82347 

TD 

07  Jon 

66 

TD 

L 

6910 

Troiner,  Flog  Hoist  Validated  Jun  84.. . 

MIL-T-82309 

TD 

21  Ion 

65 

TD 

L 

6910 

Troiner,  Plostic  Fluid  Contoiner  Assembly . . . 

MIL-T-51546 

EA 

11  Jan 

89 

EA 

L 

6910 

Troining  Aid  Coordinote  Indicotor,  Map  Reading  Validated  Nov  84  REV-NS . 

MIL-T-524408 

ME 

25  Sep 

80 

ME 

6910 

Troining  Aid  Kits,  Marksmanship,  Smoll  Arms  Weapons  A-E29U&T1  REV-MC...... 

MII-T-9874A  (2) 

70 

06  Sep 

83 

TO 

99 

L 

6910 

Training  Aid,  Automotive  Storting  Motor,  Type  MK&7 . 

MII-T-4775C 

70 

28  IJK 

84 

99 

L 

6910 

Training  Aid,  Core,  Collapsible,  Fiber  USER-MC . . . 

MIL-T-52503B 

ME 

25  Aug 

81 

ME 

L 

6910 

Troining  Aid,  Cutowoy,  Internal  Combustion  Engine  Validated  Jun  64. . 

MIL-T-82374A 

TO 

04  Jon 

78 

TD 

L 

6910 

Troining  Aid,  Demonstrator,  Automotive  Cranking  Motor  Valkhted  May  84. . 

MIL-T-29019/3  (2) 

TD 

J8  Mar 

72 

TD 

1 

6910 

Training  Aid,  Demonsirotor.  Automotive  Equipment  Generot  Specificition  For 

MIL-T-29019  (2) 

TP 

28  Fab 

72 

TD 

Validated  May  84 

L 

6910 

Troining  Aid,  Demonstrator,  Automotive  Fuel  Pump  Validated  May  84 . 

MlL-T.29019/1 

TD 

16  Oct 

70 

ID 

L 

6910 

Troining  Aid,  Demonstrator,  Automotive  Valve  lifter  And  Spring  Validated  May 

MIL-T-29019/2 

TD 

16  Oct 

70 

TD 

L 

6910 

Troining  Aid,  Demonstrator,  Automotive  Generator  Validated  May  84 . 

Mll-T-29019/4  (2) 

TD 

08  Mor 

72 

TD 

L 

69;o 

Troining  Aid,  Elevation  Indicotor,  Map  Reoding  USER-MC  . 

MIL-T.524396 

ME 

24  Aug 

81 

ME 

6910 

Troining  Aid,  Enlorged  Deod  Reckoning  Computer  Validated  Oct  81 . 

MIL-T-82332A 

TD 

01  Mar 

68 

TD 

99 

L 

6910 

Training  Aid,  Enlarged  Rodio  Mognetic  Indicator  Validated  Jun  84 . 

MIL-T-29006  (1) 

TD 

23  Sap 

70 

TO 

L 

6910 

Troining  Aid,  Enlarged  MB-9  Novigotion  Computer  Validated  Jun  84 . 

MIL-T-29007A 

TD 

02  Ok 

75 

TD 

L 

6910 

Troining  Aid,  Flash  Card  Set,  Mop  Reading  Validated  Nov  84  USER-MC . 

MIL-T-52534B 

ME 

25  Sap 

80 

ME 

L 

6910 

Troining  Aid,  Grids,  lorge  And  Smoll,  Mop  Reading  Validated  Nov  84 

MIL-T-52438B 

ME 

25  Sap 

80 

ME 

USER-MC  REV-NS 

L 

6910 

Training  Aid,  Moneuvering  Board  Validated  Oct  81  . . 

MIL-T-82373 

TO 

15  Aug 

68 

TD 

L 

6910 

Troining  Aid,  Mop  Assembly,  Folding  Panel  Validated  Nov  84  USER-MC . 

MIL-T-S2465B 

ME 

25  Sep 

80 

ME 

L 

6910 

Training  Aid,  Mockup,  Mognetron  Validated  Oct  81 . . . 

MIL-T-82380 

TD 

01  Sap 

69 

TO 

777 
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1. 

6910 

Troinino  Aid,  Mo<j«i  Bridge,  Superitructute,  Gloss  60,  Pneumotle  FlooS  FloaHng 

MIL-T-13A99C 

ME 

19  Apr 

88 

ME 

70 

Bridgt,  With  Chtst  USER-MC 

Q  1 

6910 

Troining  Aid,  Mockup,  Gyro  Demonstrotor,  Pendulous  Integrating  Gyro 

MIL-T-82381 

TD 

04  Jun 

69 

TD 

Accelerometer  (Pigo)  Volidotfd  Oct  81 

L 

6910 

Troining  Aid,  Model  Compasses,  Pione  Surfoce  &  Lensotic . 

MIL-T-524S2B 

ME 

24  Aug 

81 

ME 

L 

6910 

Training  Aid,  Mockup,  Gyro  Demonstrator,  Inertial  Reference  Integroting  Gyro 

MIL-T-82382 

TO 

10  Jun 

69 

TD 

(1R1G)  Valldaled  Oet  SI 

6910 

Training  Aid,  Model^bridge,  For  Panel  Bridge.  M2,  Boiley^type  USER'MC . 

MIL-T-20177D 

ME 

19  Apr 

88 

ME 

YD 

L 

6910 

Training  Aid,  Model,  Terrain,  Contour  Hill,  Elongoted  Mop  Reading . 

MIL-T-S248SB 

ME 

04  Aug 

81 

ME 

L 

6910 

Troining  Aid,  Mockup,  Kingsbury  Thrust  Beoring . 

MIL-T-29026A 

TD 

04  Sep 

81 

TD 

6910 

Training  Aid,  Model  Bridge.  Bridge,  Floating,  Aluminum,  Highwoy  Type,  Deck 

MII-T-5S069C 

ME 

19  Apr 

88 

ME 

Both  Superstructure  On  Pneumatic  Fioots 

1 

6910 

Troining  Aid.  Night  Vision,  Type  MPO  . . . 

MIL-T-25121A  (1) 

70 

06  Jul 

84 

99 

L 

6910 

Troining  Aid,  Ponel  Sets,  Grid  Numeral,  Lorge  And  Smoll,  Mop  Reoding 

MIL-T-52486B 

ME 

2S  Stp 

80 

ME 

Validottd  Nov  84  USER-MC  REV.99 

6910 

Troining  Aid,  Panels,  Declinotion  Diogrom  And  Grophic  Scole,  Mop  Reoding 

MIL-r-S2502B 

ME 

2S  Stp 

80 

ME 

MC 

Vah'dottd  Nov  84 

L 

6910 

Training  Aid,  Panel,  Grid  Reference  Box  Validated  Nov  84 . 

MIL-T-S2504B 

ME 

25  Stp 

80 

ME 

1 

6910 

Training  Aid,  Personol  Oecor.taminotion  Kit . . . 

MIL-T-5146*',  (1) 

EA 

20  Ocl 

87 

EA 

L 

6910 

Troining  Aid,  Plotting  Board  . . . . . . . 

MIL-T-82314B 

TD 

15  Jun 

84 

TD 

L 

6910 

Troining  Aid,  Protroctors,  Circulor  (Large  And  Smoll)  Map  Reading  REV^NS  . 

MIL-T-52532B 

ME 

05  Aug 

81 

ME 

L 

6910 

MII-T-290D9A 

TD 

08  Ftb 

82 

TD 

L 

6910 

Troining  Aid,  Rifle,  M16A1,  Two  To  One  Scale  Device  3F68B  . . 

MIL-T-82378C 

TD 

08  Mpr 

83 

TD 

1 

6910 

Training  Aid,  Scole,  Coordinate  USER*MC  . . . . 

MIL-T-52S01B 

ME 

25  Aug 

81 

ME 

1 

6910 

Training  Aid,  Scale,  Declination,  Mop  Reading  USER'MC . . . 

MIL-T-52518B 

ME 

25  Aug 

81 

ME 

L 

6910 

Troining  Aid.  Sectlonolized  Troctor  Engine  Volidotod  Jun  84 . 

MIL-T-82348A 

TO 

11  Jon 

78 

TD 

L 

6910 

Troining  Aid,  Sleeve  Bearing  Validottd  Oct  81 . . . 

MIL-T-82389 

TD 

15  Oct 

69 

TD 

L 

6910 

Training  Aid,  Star  Pelorus  Validottd  Oct  81 . . . . . 

MIL-T-82388 

TD 

02  Dtc 

69 

TD 

L 

6910 

Troining  Aid,  Tope.  Mognetic  North  line  Volidottd  Nov  84  USER'MC . 

MII-T-52530B 

ME 

25  Stp 

80 

ME 

L 

6910 

Troining  Aid,  Turbine  Principle  Demonstrator  Validottd  Oct  81 . 

MIL-T-82394 

TD 

15  Ok 

69 

TD 

1 

6910 

Troining  Aid,  Universol  Disploy  Ponel  Volidottd  Oct  81  . . . . . . . 

MIL-T-2902BA 

TD 

15  Dec 

73 

TD 

6910 

Training  Devices  Photography  Requirements,  General  Speclficotion  For . 

DOD-T-290SS 

TD 

16  Moy 

86 

TD 

L 

6910 

Troining  Set,  Chemlcol  Agent  Identificotion,  Simulonts,  M72A2 . 

MIL-T-51437  (1) 

EA 

IS  Nov 

81 

EA 

L 

6910 

Training  Set,  Chemlcol  Agent  Identificotion,  Simulonts,  M72A1 . . . 

MIL-T-S1497  (1) 

EA 

IS  Mor 

86 

EA 

L 

6910 

Transparencies,  Animated,  Generol  Speclficotion  For  Validottd  May  64 . 

M1L-T-823X  (2) 

TD 

30  Jun 

65 

TO 

6910 

Tronsporencies,  Technical  Troining,  General  Specificotlon  For  Validottd  May  64 

MIL-T-4782C 

AS 

12  Jun 

72 

AS 

USER-AR  REV-AV  99 

1 

6910 

Tronsporency,  Animoted,  Receiver  Components  M*8S  Tonk  Mochine  Gun,  50 

Mll-T-82300/4 

TO 

05  Jon 

65 

TD 

Cel.  ValidoUtd  May  84 

1 

6910 

Trotitportncy,  Animattd,  M16A1  RiR*  Mogotin*,  Boll  Corritr  And  Rtctivor 

M1L-T-B2391/6 

TD 

31  Jan 

72 

TD 

Groups  Validottd  May  64 

L 

6910 

Troniportncy,  AnimolMl,  R««iv«r  Compononu  M-73  Tonk  Moohin,  Gvn,  7.62 

M1L-T-82300/5 

TD 

05  Jen 

65 

TD 

Mm  Validated  May  84 

1 

6910 

Tronsporency,  Animated,  Reducing  Volve  For  High  Temperature  Fluids,  Gos 

Mll-T-82300/20 

TO 

15  Jon 

70 

TD 

Looded  Validated  May  64 

L 

6910 

Transparency,  Animated,  M16A1  Rifle  Locking,  Unlocking  And  Ejecting 

Mll-T-82391/7 

TD 

31  Jan 

72 

TD 

Mechanisms  Validated  May  84 

L 

6910 

Ircnsporenc/,  Animated,  M16A1  Riflt  Gas  System  Validated  May  84 . 

MIL-T-82391/8 

TD 

31  Jon 

72 

TD 

L 

6910 

Tronsporency,  Animated,  106MM  Recoilless  Rifle  Breech  Mechanism  Validated 

Mll-T-82391/9 

TD 

31  Jon 

72 

TD 

May  84 

L 

6910 

Tronsporency,  Animated,  106  Mm  Recoilless  Riflo  Firing  Mechonism  Vtdkhttd 

Mll-T-82391/10 

TD 

31  Jan 

72 

TD 

May  84 

L 

6910 

Tronsporency,  Animoted,  Throttle  Valve,  Doubk'poppet  Validated  May  84 . 

Mll-T-82300/23 

TD 

02  Ftb 

70 

TD 

L 

6910 

Transparency,  Animated,  Gos  System,  Browning  Automatic  Rifle  Validated  May 

84 

Tronsporency,  Animated,  M'48  Tank  Trock  And  Suspension  System  Validated 

MIL-T-82300/24 

TO 

02  Ftb 

70 

TD 

L 

6910 

MtL-T-82300/33 

TD 

30  Nov 

71 

TD 

May  84 

L 

6910 

Tronsporency,  Animated,  40MM  Ao  Gun  Ml  Recoil  Mechanism  Validated  May 

84 

Tronsporency,  Animoted.  Plonetory  Gears  Validated  May  34 . 

MIL-T-82300/34 

TD 

30  Nov 

71 

TD 

L 

6910 

MIL-T-82300/25 

TD 

13  Mar 

70 

TD 

L 

6910 

Tronsporency,  Animated,  Cylinder  Lube  Oil  Metering  Injector  Validated  May  84 

MIL-T-82300/26 

TO 

13  Mar 

70 

TD 

1 

6910 

Tronsporency,  Animoted,  Infro  Red  Reticle  (Sidewinder)  Validated  May  84 . 

MIL-T-82300/27 

TD 

01  Jul 

70 

TD 

L 

6910 

Tronsporency,  Animoted,  U.s.  Rifle  Col.  Validated  May  84 . 

Mll-T-82300/28 

TD 

22  Jun 

70 

TD 

L 

6910 

Tronsporency,  Animated,  Differentiol  Pressure  Switch  Validated  May  84  . . 

Mll-T-82300/31 

TD 

11  Moy  71 

TD 

L 

6920 

Circuit  Cord  Assembly,  Gunfire  Simulator  127250S6 . 

MIL-C-70618A 

AR 

17  Ocl 

88 

AR 

6920 

Electronic  Control  Unit  11784504  . . . . . . . 

MIL-E-70694 

AR 

30  Dk 

88 

L 

6920 

Guided  Missile,  Training  ATM  780*3,  Type  lil . 

MIL-G-85435 

AS 

24  Aug 

81 

AS 

6920 

Improved  lifting  Torget  Elevating  Mechonism  9375512  . . 

Mll-l-70698 

AR 

30  Dtc 

88 

6920 

Launcher,  Projectile,  Liquid  Airburst:  M267  . . . . . . . 

MIL  L-51543 

EA 

12  Jul 

88 

1 

6920 

Ponel  Assemblv,  Target  Bonner  Aerlnl  TDII*32 

M‘IP85511A 

AS 

05  Jvn 

87 

AS 

L 

6920 

Reel  •  Tow  Torget,  12,000  Foot  Coble  Copocity,  Airborne  Validated  Oct  $4 . 

AN8030 

AS 

7  Jun 

49 

AS 

L 

6920 

Stond,  Coble  Rewind,  Reversible  THU<4/E  Validated  May  68 . 

MIL-S-9814B 

70 

22  May  86 

99 

NOTICE  1 

6920 

Target  •  Aerial  Towed  Sleeve,  Mork  23  Validated  Oct  84 . 

MS-26S00B 

AS 

09  Apr 

74 

AR 

AS 

11 

6920 

Target  Equipment  Validated  Mar  60 . . . . . . 

MIL-T-13559B 

AR 

17  Dtc 

73 

AR 

TD 

99 

L 

6920 

Torget  Holding  Mechonism  Assembfyi  9375764 . . . . . . 

MIL-T-70700 

AR 

15  Stp 

88 

AR 

6920 

Torget  Holding  Mechonisms,  Troinfire,  M30  And  M30A1  Validated  Mar  83 

MIL-T-45S40B 

AR 

31  Aug 

73 

AR 

TD 

99 

USER-MC 

L 

6920 

Torget  Holding,  Mechonism,  Troinfire,  M31A1  Validated  Feb  84... . 

MIL-T-4S508B  (2) 

AR 

04  Apr 

78 

AR 

6920 

Target  Mechonism,  Night  Firing,  Smoll  Arms,  M40  Validated  Apr  86 . 

MIL-T-45917A 
NOTICE  1 

AR 

10  Apr 

86 

AR 

TD 

99 

L 

6920 

Torget  System,  Extemol  Tow,  Gunnery  A/A37U>15  Validated  May  86 . 

MILT-9813A  (1) 
NOTICE  1 

70 

22  Moy 

86 

99 

778 
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6920 

Torg«t,  Pop«r  And  Pop*r  Acctttorits  VoHdoM  Apr  86  USER*MC  . . 

MILT-13558B 

NOTICE  1 

AR 

10  Apr 

86 

6920 

Targtt,  Poittboard  And  Polyvthyltnt  VoUdahd  Pitb  87  USER-OS  MC . 

MIL-T-13560D 

NOTICE  1 

AR 

27  May 

81 

L 

6920 

Targ.!,  Sllhou«ttt,  Standing  Man  Maiding  Pl.tol  And  1000  Inch  Voiidottd  Apr 

54 

Taw  Rar  &  SrIdI*  Autmbly,  Targ.l,  Bann.r,  Atriol,  TOU-32  Saritt  . 

MIL-T-45919 

AR 

13  Dk 

68 

L 

6920 

MIL-T-85512  (1) 

AS 

17  Apr 

87 

L 

6920 

Tow  Torgtt,  Atnol  Oort,  Gunnory  Typt  TOUOO/ft . . . 

MIL-T-9918B  (5) 

70 

09  Nov 

82 

L 

6920 

Trointr,  Titld  Artilkry,  14.5MM,  M31 . . . 

MIL-T-63222  (5) 
NOTICE  1 

AR 

16  Jun 

87 

L 

6920 

MIL-T-45572A  (2) 
MIL-T-62356 

AR 

15  Sop 
15  Apr 

87 

L 

6920 

Trointr,  Torrt),  Improvod  Tow  Vohicit . . . 

AT 

83 

L 

6920 

Troifttn,  Tank  Turrttg  Gunnary.  M26  (M46A3)  And  M30A1  (M60A1), 

Proctsting  For  Storog*  And  Shipmont  Of  REV-SM 

MIL-T-45555  (1) 

AT 

02  Mor 

87 

L 

6930 

Chombtr,  Otcomprtssion,  Altitudt  Trolningj  20  Man  Validat§d  Mor  86  REV>03 

11 

MIL  C-26007C  (2) 
NOTICE  1 

70 

22  Nov 

71 

L 

6930 

Charoctnrittic  Chart  (Orango  Rook)  Uiaf  Guido  Nr.  4  For  Uiof  Troinlng 

Equipmont  Validottd  88 

MILC-27259A 
NOTICE  1 

11 

30  Sop 

88 

6930 

Dtiign  Critorio  For  Portonnoi  Low  Protiuro  Chombort  Volidatni  Jvn  84 . 

MIL-STD-1642 

TD 

20  Aug 

77 

6930 

Drtvtr  Totting  And  Training  Dovicot,  Portoblo  And  Simulator  USER*MC  SA  70 
REV-MD 

MIL-D.10795F 

ME 

23  Apr 

87 

6930 

Inttrumont,  Simulotod,  Aircraft  Training  Oovicot,  Altimotor  Proiiuro  VoHthttd 
D0<74 

MIL-l-82356/10  (1) 

TD 

01  Mar 

72 

6930 

Instrumontg  SImulotod.  Aircrofi  Training  Oovicot,  Torquo  Proituro  VolithfHi  Doc 

74 

tnitrumont,  Simulotod,  Aircroft  Troining  Oovico,  Multi  Purpoto  Protturo 

Validated  Doc  74 

MIL-I -82356/11 

TD 

04  Apr 

69 

6930 

MIL-l-82356/23 

TD 

04  Apr 

69 

6930 

Inttrumont,  Simulotod,  Aircroft  Troining  Dovicoi,  Oiroctionol  Gyro  Volidofd  Doc 

74 

Inttrumont,  Simulotod,  Aircroft  Training  Dovicot,  tndicatod  Atr^iood  *  Moch 

Numbor  And  Maximum  Allowoblo  Ainpood  Volidattd  Doc  74 

MIL-l-82356/34 

TD 

04  Apr 

69 

6930 

MIL-l-82356/25 

TD 

04  Apr 

69 

6930 

Inttrumont,  Simulotod,  Aircraft  Troining  Dovicot,  Gyro  Atlitudo  Votidot§d  Doc 

74 

Inttrumont,  Simulotod,  Aircroft  Training  Dovicot,  Airtpood  And  Moch  Numbor 
Vatidattd  Doc  74 

MIL-l-82356/26 

TD 

04  Apr 

69 

6930 

MIL-l-82356/27 

TD 

04  Apr 

69 

L 

69^0 

SImulotor  Own  Ship  S  Motion  (Otmot)  (Novol  Shipboard)  VotldoHd  Apr  6) .... 

MIL-S-23821A 

SH 

20S*p 

65 

6930 

Troinor,  Ejoction  Soot,  Aircroft,  Gonorol  Spocifleotion  For  VaVuhfd  Jun  84 

REV.n 

MIL-T-82341 

TD 

07  Mor 

69 

L 

6930 

Training  Aid,  Launehar,  Rock.l  LMU-23/E . 

MIL-T-85546A 

AS 

08  Nov 

85 

L 

6940 

Doto  Storogo  Trontporonciot  For  Foctorod  Troniporoncy  Rodor  Slmulotort 
Validated  Oct  81 

MIL-$TD-786 

NOTICE  1 

15  APR  1965 

TD 

15  Apr 

65 

1 

6940 

Gtn*rotor,  lnl.rF.r«nc.  SG486(  )-l/ur  ValidcHd  May  84 . 

MIL-G-49032A 

CR 

16  Apr 

79 

6940 

Troinor,  Eloctronlct  Applicotion  Volidaftd  Oct  81 . 

MIL-T-82329C 

INT  AMD  1  (TD) 

TD 

25  Aug 

69 

L 

6940 

Troining  Gonorotor  AN/URA>T1(  (  Valkhttd  Jan  80  REV-MC . . 

MIL-T-2534B  (1) 

CR 

28  S.p 

64 

7010 

MIL-C-87232 

11 

27  Sep 
14  Aug 

85 

L 

7021 

Computor  Sot,  Stondord  Airbomo  An/AYK*14(V)  Gonorol  Spocifleotion  For . 

MIL-C-85518 

SUPP  1 

AS 

84 

L 

7021 

Computor  Sot,  Stondord  Airbomo,  CP-1501  A/AYK<14(V) . 

MIL-C-85518/1 

AS 

14  Aug 

84 

L 

7021 

Computor  Sot,  Stondord  Airbomo  CP-1502A/AYK-14  (V) . 

MIL-C-85518/2 

AS 

14  Aug 

84 

L 

7021 

Computor  Sot,  Standard  Airbomo,  CP’1503/AYK-14(V) . 

MIL-C-85518/3 

AS 

14  Aug 

84 

L 

7021 

Computor  Sot,  Standard  Airbomo  CP-1430/ AYK- 14  (V) . 

MIL-C-e5518/4 

AS 

14  Aug 

84 

L 

7021 

Computor  Sol,  Stondord  Airbomo  CP-1429/AYK-14(V) . 

MIL-C-85518/5 

AS 

14  Aug 

84 

L 

7021 

Computor  Sot,  Standard  Airbomo  CP-1430A/AYK-14  (V) . 

MIL-C-85518/6 

AS 

14  Aug 

84 

L 

7021 

Computor  Sot,  Stondord  Airbomo  CP-1500B/AYK-14  (V) . 

MIL-C-85518/7 

AS 

14  Aug 

84 

L 

7021 

Computor  Sol,  Stondord  Airbomo  CP-1539/ AYK-14  (V) . 

MIL-C-85518/8 

AS 

14  Aug 

84 

L 

7021 

Proctuing  S.t,  Data,  AN/UYK-20(V)  And  AN/UYK-20X(V) . 

MIL-P-28847 

SH 

27  Jun 

79 

L 

7025 

Convortor,  Intorfoco  Unit,  CV'3507/USQ'74 . 

Mll  C-28a69  (1) 

EC 

25  Jul 

86 

L 

7035 

Tost  Sot,  Adaptor  Group,  OF-65/ASM . . . . . 

MIL-T-85384 

AS 

20  Jul 

83 

L 

7035 

MIL-T-85732 

AS 

20  Feb 

65 

0 

7045 

Diik  Pock,  For  Doto  Storogo  (Mognotic  Rocording,  14  inch,  11  Diikt) . 

W-D-001663  (1) 

> 

28  Moy 

76 

7045 

Topo,  Porforotor  Typo,  Polyostor  Soto  VoUdatad  feb  85... . 

W-T.1604A 

•EL 

12  Sep 

73 

71GP 

Bint,  Cobinoti,  Shoiving,  And  Worktobloi,  Pockoging  Of  REV-SM  . . 

MIL-B-45977A 

AL 

21  F.b 

84 

7105 

Bod,  Bunk,  Stool,  Round  Tubo,  Singlo  &  Doublo  Deck  (Convortiblo  Typo) 

REV-MD  MC  64 

MIL-B-15228G 

YD 

17  Nov 

88 

7105 

Bod,  Bunk,  Stool,  Squoro  Tubo,  WITH  End  Ponolt,  Singlo  &  Doublo  Dock 

REV-MD  MC 

MIL-B-28644A 

YD 

19  Nov 

88 

L 

7105 

BoakihaK  For  Bunic  B.d  USER-GL . 

MIL-B-28635C 

YD 

22  Sep 

85 

i 

7'05 

Cohi«*t  Wnrdrobo,  Throo  Orowor  . . . 

MIL-C-28580B 

YD 

24  Oct 

84 

•7105 

Cobinot,  Wordrobo  And  Storogo,  Contomporory  Stylo,  Stool,  Gonorol  Offico 
USER-GL 

AA-C-001770A 

% 

31  Mor 

78 

♦7105 

Cobinott,  Wordrobo  And  Storogo,  Contomporory  Stylo,  Stool  Gonorol  Offico  .... 

A-A-2113 

t 

22  Nov 

82 

7105 

Choir,  Folding,  (Stool) . . . . . 

AA-C-291F 

INT  AMD  (3) 

t 

06  Jun 

72 

7105 

Choir,  Folding,  Wood,  Without  Armt  . 

AA-C-00288B 

t 

01  Apr 

68 

7105 

Choir,  Straight,  W/O  Armi,  Wood  Validated  Apr  81  USER-MC  REV-MD . 

MIL-C-12475D 

GL 

19  Sep 

68 

L 

7105 

MIL-C-43035A  (1) 
A-A-710 

GL 

07  Jun 

6fi 

7105 

Choirs,  Eosy  (Roctinors) . 

t 

07  May  81 

7105 

Cot,  Folding  REV-MD  MC  GS  84 . 

AA-C-571G  (1) 

/GL 

19  Dec 

84 

L 

7105 

Cot,  Folding,  DouNo-docking  MXU-615/E62,  Lightwoight,  Boro  Boio  Volidoted 

Apr  82  USER-GL 

MIL-C-83295A  (2) 

84 

12  Jan 

73 

7105 

Dormitory  Furnituro  Modulor  Compotito  Motol  And  Wood . . . 

AA-0-001949 

t 

10  Oct 

75 

CUSTODIAN 


A*  TD  99 
AR  TD  99 
AR 

AS 

99 

AR 

AR 

AT 

AT 

99 

11 

TD 

ME  TD  99 

AV  TD  99 

AV  TD  99 

AV  TD  99 

AV  TD  99 

AV  TD  99 

AV  TD  99 

AV  TD  99 

SH 
AV  TD 


AS 

TD 


CR 

CR  TO  99 
CR 

11 

AS 

AS 

AS 

AS 

AS 

AS 

AS 

AS 

AS 

SH 

EC 

AS 


EL  AS  99 
Al  YD  99 
Gl  YD  99 

Gl  YD  99 

YD 

YD 


GL  99 
GL 

GL  YD  99 
99 


77B 


PSC  USTINO 


FSC 


TITLE 


DOCUMENT 

NUMIER 


CUSTODIAN 


7105  From#,  Picturt,  Wood  USER-Gl  . . . . . 

7105  Furniturt,  Conttmporory  Ook.  Stoting  Pitctt  (Ottait«d  SpoclficotioAt)  . 

7105  Furniturt«  Conttmporory  Ook.  Tobits,  Occoiionol  (Ottoiltd  Spttificotlon) . 

7105  Fumiturt,  Conttmporory  Ook.  fttd  (Ottoiltd  Sptcifieolion)  . . . 

7105  Fumiturt,  Conttmporory  Ook.  Com  Pitcti  (Ottoiltd  Sptcificotion) . 

7105  Fumiturt,  Conttmporory,  Ook  (Control  Sptclficotion) . . 

7105  Fumiturt,  HouMhold,  Wood,  Troditionol . . . 

7105  Fumiturt,  Mttol  Fromt,  Lominottd  Plottie  Surfoctd  Pontli,  Com  Goods  And 
Tobits 

7105  Fumiturt,  Upholsttrtd,  TuUor  Fromt,  Loom  And  Fixtd  Cushions . 

7105  Housthold  Fumiturt,  Living  Room,  Wood,  Upholsttrtd  Validate  74, . 

7105  Housthold  Fumiturt,  Wood,  CoMgoods  And  Choirs . . . 

7105  Housthold  Fumiturt,  Wood,  Corrtlottd  Groups  Of,  Modtm,  Eorly  Amtricon, 

And  Ronch  Typts 

7105  HouMhold  Fumiturt,  Modulor  Stoting  Units . . . 

7105  Housthold  Fumiturt,  With  Arms,  Wood  And  Mttol  Ptrlmtttr  Iom  . 

L  7105  Mottrtis,  Std  Validate  Jon  86  . . . 

7105  Mirror,  Gloss  REV-YD . .... 

L  7105  Mirror,  Gloss,  Posturol  Troining,  TripIt,  Full  Ltngth  Vi^idatod  Apr  St  R£V.MD.... 
7105  Mirror,  Plott  Gloss,  Fromtd  USER-GL  ME  YD..... . 

L  7105  PontI  For  Bunk  ltd  USER-MO  REV-MO  MC . 

7105  Stool.  Stop.  Costir  Mounttd,  Softty  USER-GL . . . . 

7105  Stool,  Sttp,  StttI,  Folding  Sttps . . . . . 

L  7105  ToUt-btnch  Unit,  Dining,  Folding  Ltgs  (Must)  Vafidatod  Apr  St  REV-ME  MD  .... 

7105  ToWt,  Dining  (Hospitol,  Mttol  Bom)  Vatidotod  Apr  St  REV-MO . . 

7105  Toblt,  Dining,  Ptdtstol  Bom  Yatidafod  Apr  St  REV-MD  MS  YO . 

7105  Toblt,  Dining,  4-SEAT  Copocity  Volidotod  Apr  St  USER-MC  . . 

7105  Toblt,  Folding  Ltgs,  Laboratory  Votidatod  Jun  St  USER-GL . 

7105  Toblt,  Folding  ltgs,  Fitid  Validated  May  St  REV-ME . . . 

L  7105  Toblt,  Folding,  StttI  Tubt  (Advonct  Bom)  USER-GL  . . . . 

7105  Toblt,  Kitchtn,  DropBItof,  Plastic  Top  VoHdatod  Apr  St  REV-MO . 

7105  ToWt,  Wood  Or  Mttol,  lost  . 

7105  Toblt,  Writing,  Ooublt,  With  Stotionory  Rock . 

7105  Tobits,  Porsons,  Cubt,  Drum  And  PontI  . . . 

L  7105  Vonity,  Wood,  Or  Wood  And  StttI . 

7105  Wordrobt  And  Jonitor  $  CloMt,  Wood,  StttI  Fromt . 

7105  Wordrobt  With  Acctssory  Pitcts,  Wood,  StttI  Fromt . 

I  7105  Wordrobt,  Clothing,  Compoiitt  Wood  And  Mttol . . 

7110  Blockboord,  Portoblt  USER-Gl  . 

7110  BookcoM  Stctior.,  Bom  And  Top,  StttI,  Conttmporory  StySt . . . . 

7110  lookcoM,  StttI,  Nonstctionol,  Conttmpory  Stylt . 

7110  lookcoM,  Wood,  Gtntrol  Off ict . . . 

7110  lookcoMS  (StttI,  Conttmporory  Stylt) . . . . 

7110  lurgtory  Rtsislont  Softs  -  20  Jul  72  . . . . 

7110  Cobintt,  Prottctivt  Storogt  And  Filing,  Uninsulottd,  With  Combinotion  Pei^k 
Volidatod  Fob  75  USER-84  REV-99 

7110  Cobintt,  StttI,  Lottrol  &  Front  To  lock  Filing,  Ltgol  &  Ittttr  Silt  Mottriol, 
Gtntrol  Offict  (S/i  By  A-A-1709C) 

7110  Com,  Moil  Distribution,  Portoblt,  81  Stporotions  Validatod  Apr  St . 

7110  Choir,  Ooublt  Shtll,  Moldtd  Plostic,  Rotory,  Upholsttrtd . 

7110  Choir,  Rotory  (Gtntrol  Offict,  Wood) . 

7110  Choir,  Rotary,  StttI  Tubulor,  Sptciol  PurpoM  USER-Gl  Ml . 

7110  Choir,  Rotory,  StttI,  Tubulor  Sptciol  PurpoM  . . . . 

7110  Choir,  Shtll,  Rotory,  Lew  Bock  . . . 

7110  Choir,  Shtll,  Rotary,  Sidt  . . . 

7110  Choir,  ShtU,  Rotory,  Stcmtoriol. . . . . . 

7110  Choir,  StttI,  Gtntrol  Offict  USER-GL.. . . . . . . . . 

7110  Choir,  StttI,  Gtntrol  Offict . 

7110  Choir,  Straight  (Gtntrol  Offict,  Wood) . . . 

7110  Choir,  Studtnt,  Mttol  And  Wood  USER-GL  . . 

7110  Choir,  Wood,  Extcutivt  Offict  USER-GL . 

7110  Choir,  Wood,  Extcutivt  Offict,  Troditionol . . 

7110  Chair,  Wood,  Gtnerol  Offict  USER-Cl. . . . . ..... 

7110  Choir,  Wood,  Gtntrol  Offict . 

7110  Choir, shall.  Rotary,  High  Bock . . . . . 

7110  Choirs,  Rotary  And  Stroight,  Wood,  Offict  (Unitixtd  Fumiturt  Stylt)  . 

7110  Choirs,  Rotory  And  Stroight,  Aluminum,  Offict . 

7110  Choirs,  Rotory,  (Offict,  Ergonomic,  Uphoisttrtd)  . . . . 

7110  Costumtr,  Mttol  (Conttmporory  Stylt) . . . . . . . . 

7110  Costumtr,  Mttol,  Conttmporory  Stylt . . . . . . . 

7110  Crtdtnxo  (StttI,  Conttmporory  St^) . . . 

7110  Crtdwizos,  Offict  (Troditionol  Stylt) . . . 

7110  Otsk  Attochmtnts,  .1,  Rttum  Plotfonn,  Conttmporory  Stylt . 


780 


FSC  USTINQ 


DOCUMENT 


FSC 

TITLE 

NUMBER 

PREP 

DATE 

CUSTODIAN 

7U0 

Dtih  AMochm«nli  L  Ettum  Centtmporoiy  Slyl* . 

A-A-2093A 

t 

01  Mor 

84 

7110 

Dnk  Filing  CobIntI,  Wriling-lyping,  FIpM  0HI»  MXU-019/E82,  Lightwnlghl, 

MIL-D-83319  (2) 

84 

2b  May 

82 

99 

lort  loM  USER-QL 

7110 

Dnik-allechnwnl  L-unit . 

A-A-2087A 

t 

01  Mor 

84 

7110 

Ottk,  Dpik  AHachmtnH,  Wood,  Gtntrol  Offlet . 

AA-D40201C  (1) 

t 

lb  Aug 

7b 

7110 

D*ik,  Fltld  Volkhttd  Apr  $1  USEE-MC  SA - - 

MIL,O-10B21E  (1) 

Ol 

30  Oct 

b9 

Ol 

99 

7110 

0«tk,  Flol  Top,  Conitmperaty  Slylt  .................... - .... - .... - 

A-A-209SA 

t 

01  Mor 

84 

7110 

0«ik,  Fist  Top,  SImI,  Offlet,  30  Inchtt  Ottp . 

AA-D-001107  (2) 

t 

01  Stp 

71 

7110 

Dtik,  Flol  Top,  Slttl,  Conitmporory  Stylo . 

AADO0191B 

t 

OS  Sip 

7S 

7110 

0t»kp  Flot  Top,  Sttft.  Cenftrtnc*  Typt  USEK*OL . 

AAD-1951 

•/. 

02  Mor 

bl 

(INT.  AMD.  3) 

7110 

Dtik,  Moil  Ditirlbutlon,  Wood,  Portoblo  VolldoM  Apr  it  EEV-MC . 

MIL-D-1769E 

Ol 

10  Jul 

b8 

OL 

99 

7110 

Doik,  Stool,  Conforonco  Typo  . 

AA-D-00195D 

t 

07  Apr 

67 

7110 

Doik,  Slool,  Oonorol  Offico . 

A-A-208bA 

t 

01  Mor 

84 

7110 

Dt»k,  Sttfly  Otrwrol  Offic*  USEK*GL  . . . . 

AAD-191A 

% 

04  Aug 

SS 

(INT.  AMD.  3) 

7110 

Dotk,  Slool,  Oonorol  Offico . 

AAD410I91E 

t 

10  Jul 

70 

(OSAAFSS) 

7110 

D*ikp  Woodp  Gtmrol  OHic*  USEK<GL . . . 

AA.D.201A 

% 

28  S.p 

SS 

INT  AMD  4 

7110 

Door,  Vouitt  Security  Vati<ht0^  75o......oot . 

AA.D.b00B 

•OL 

26  Mor 

b9 

Ol 

INT  AMD  (4) 

7110 

Filt  CobiMtio  LaMrol,  StMl . . . . . . . . 

AA-1709t 

t 

15  Sop 

83 

7110 

Fit*  CoblnttSy  V*rticol,  St*«t . 

AA-7041 

t 

16  May 

83 

7110 

Fit*,  Roll  Drowlng  . . . . . 

AA-F4)0300 

t 

09  Mer 

bS 

7110 

Filing  Cobintt  Sl**ly  L*gol  And  L*tt*r  Six*.  Iniulotnd  USER*GL . . . 

AAF4)03SSB 

% 

10  Jon 

72 

7110 

Filing  Cebinnt.  St**l.  Ugol  And  LtH*r  Sit*.  lniulot*d . 

A.A-319b 

t 

11  Jon 

84 

7110 

Filing  Coblnol,  Loltor  Siio  Ooilgn,  Slool,  Od,  Ono  Orowor  High,  Ono  Diowor 

MIL-F.43101A  (1) 

OL 

OS  Dm 

b7 

OL 

WId*  Votldafd  Jen  $2 

7110 

Filing  Cobln*t,  Sl**l.  L*gol  And  L«tt*r  Six*.  Iniulotnd.  S*cuflty  V^tSeHd  Nov 

AAFOS7F 

•Ol 

IS  Jun 

70 

OL 

75 

INT  AMD  (1)  ' 

7110 

Filing  Cobin*t.  St**l.  L*gol  A  L«tt*r  Six*.  Uniniulot*d.  S*<urity . 

AAF05B 

t 

Ob  Jul 

71 

INT  AMD  (3) 

7110 

Filing  Cob1n*t,  $t**t.  L*gol  And  L*H*f  Six*.  V*rtical  USER'Gl  ME . 

AAF-359 

% 

21  Fob 

Sb 

7110 

Filing  Cobin«t.  St**l.  L*got  And  L*H*r  Six*.  V*rtkal . 

AA-F4I03S9E 

t 

08  Jul 

7b 

7110 

Filing  Coblnnt.  St**l.  Mop  And  Plon  (S*ctionol) . 

AA-F-3b0 

t 

30  Apr 

bS 

INT  AMD  (1) 

7110 

Filing  Cobinol,  Stool,  Mop  And  Elon,  (Socllonol) . 

AA-F4X»bOA 

t 

OS  Nov 

71 

7110 

Filing  Cobinol,  Socurily,  Mopi  And  Ploni,  Oonorol  Filing,  And  Slorego 

AAF-3b3B 

•OL 

02  Jun 

b9 

Ol 

Vofidcftd  Fob  75 

INT  AMD  (3) 

7110 

Filing  Cabin*!.  Stttl.  Tobukiting  Mochin*  Cord  Six*  USER*GL  . . 

AA-F067 

% 

20  Aug 

Sb 

7110 

Filing  Cobin*!,  S!*«l.  Tobukiting  MACHINE  Cord  Six* . 

AAF-(10367C 

t 

20  Fob 

70 

7110 

Filing  Cobin*!.  S!**l.  Cord  Six*  (For  0*»k  Um)  USER<GL....... . 

AA-FOSOA 

% 

03  Jon 

bb 

INT  AMD  (2) 

7110 

Filing  Cobin*!.  S!*«l.  Cord  Six*.  V*rticol . 

AA-F4)0352B  (1) 

t 

02  Nov 

73 

7110 

Filing  CoblnoH.  Sh*lf  (S!**l.  Con!*mporory  Sty!*)  . 

AA-2116 

t 

01  Nov 

82 

7110 

Foot  Eost  EEV-Ol . 

AA-S0719 

84 

12  Jon 

89 

99 

7110 

Fumi!ur*  And  Cobin*!»,  Offlc*,  S*€!ionol,  $!**!  USER'GL . . . 

AA-F.791B  (3) 

% 

10  Apr 

S2 

7110 

Fumitur*.  Modulor  Typ*.  St**l.  Ftold  Offic*  USER*OS  REV*84 . 

MII-F.32839D 

YD 

17  Nov 

88 

OL  YD 

99 

7110 

Fumitur*.  R*c*ption  Room  And  lobby.  M*tol,  Upholi!*r*d . . . 

AA.F4)0799A  (1) 

t 

17  Mor 

80 

7110 

Modulo  Aiiombly,  Doik . 

MIL-M.29441 

MC 

20  Jon 

88 

MC 

7110 

Offic*  Fumitur*.  0*«k.  Ex*cu!iv*  Typ*.  Wood,  Trodi!ionol.  (D*toii*d 

AA-O-330/4A 

t 

07  Oct 

b4 

Sp*€ifica!ion) 

INT  AMD  (6) 

7110 

Offic*  Fumitur*.  0*tki.  0*>k  A!tochm*n!t.  Ex*cu!iv*  Typ*.  Wood  Troditionol 

AA-04)0230/4B 

t 

15  Jun 

79 

(0*!oil*d  Spocificotion) 

7110 

Offic*  Fumitur*.  Tob!*,  Ex*cutiv*  Typ*.  Wood.  Troditionol  (0«!oil*d 

AA.0.230/5A 

t 

07  Oct 

b4 

Spocificotion) 

(INT  AMD  2) 

7110 

Offic*  Fumitur*,  Exocutiv*.  Contomporory  Full  Pon*l,  G*n*rot  Spocificotion . 

AAO4)01959 

t 

08  Dm 

77 

7110 

Offic*  Fumitur*.  Doik  And  Doik  Attochmonts.  Exocutiv*.  Contomporory  Full 

AA-O4)01959/1 

t 

08  Doc 

77 

Ponol  (0*toil*d  Spocificotion) 

7110 

Offic*  Fumitur*,  Crodonxe,  Exocutiv*  Contomporory  Full  Ponol.... . 

AA-04X)1959/2 

t 

08  Dm 

77 

7110 

Offico  Fumituro,  Tobloi,  Conforonco  And  Occoilonol,  Eooculivo,  Contomperery 

AA04»1959/3 

t 

08  Dm 

77 

Full  Ponol  (Ootoilod  Spocificotion) 

7110 

Offic*  Fvmitur*.  Storog*  Unit.  Wood.  Unitixod  (Ootoilod  Spocificotion) . 

AA-O<02J0/5C  (1) 

t 

22  Jul 

80 

7110 

Office  Fumitur*.  Tobto,  Wood.  Unitixod  (Ootoilod  Spocificotion)  . . 

AA-O4)02S0/6D 

t 

02  Oct 

78 

7110 

Offic*  Fumitur*.  Toblos,  Exocutiv*  Typ*.  Wood,  Troditionol  (Ootoiiod 

AA04I0230/S8 

t 

15  Jun 

79 

Spocificotion) 

•7110 

Office  Fumitur*.  Excutiv*  Typ*.  Wood.  Troditionol  (Gonorot  Spocificotion) . 

AA4}4)0230B 

t 

15  Jun 

79 

7110 

Offic*  Fumitur*,  Exocutiv*,  Combinotion  Motol  And  Wood  Choiri.  Stroight, 

AA  04)0210A  (3) 

t 

02  Aug 

71 

Chotri,  Rotory 

7110 

Offic*  Fumitur*.  Exocutiv*.  Combinotion  Motol  And  Wood.  Oovonport  And 

AA-O4)0215  (8) 

t 

28  Sop 

7b 

Choir,  Loung*.  Easy 

7110 

Offic*  Fumitur*.  Exocutiv*.  Combination  M*tot  And  Wood,  Sot**,  Soctiono) 

AA  O4)0225  (7) 

t 

29  Stp 

7b 

Unit  (Without  Armi) 

7110 

Offic*  Fumitur*.  Crodonxo,  Exocutiv*  Offic*.  Wood,  Troditionol  (Ootoilod 

AAO.230/6A 

t 

07  Oct 

64 

Spocificotion) 

INT  AMD  3 

7110 

Offic*  Fumitur*.  Crodonxo.  Exocutiv*  Offic*.  Wood.  Troditionol  (Ootoilod 

AA.04»230/6B 

t 

IS  Jun 

79 

Spocificotion) 

7110 

Offic*  Fumitur*.  Typewriter  Stood.  Exocutiv*  Office,  Wood.  Troditionol 

AAO.230/7A 

t 

07  Oct 

64 

(Ootoilod  Spocificotion) 

INT.  AMD.  (1) 

7110 

Offic*  Fumitur*,  Typewriter  Stond,  Exocutiv*  Offic*.  Wood,  Troditionol 

AA-0-00230/7B 

t 

15  Jun 

79 

(Dttoiltd  Sptcilicolien) 


781 


FSC  LISTING 


FSC  TITL6 

L  7110  Offic*  Furniture,  Ste«l,  Scetionol . 

*7110  OKict  Furniture,  Steel,  Unitized . . . . 

7110  Office  Furniture,  Steel,  Unitized,  General  Specificotion . 

7110  Office  Furniture,  Oeik,  L-unit,  Steel,  Unitized  . . . . 

7110  Office  Furniture,  Otik  Attochinent,  L>unit,  Toble,  Steel,  Unitized . 

7110  Office  Furniture,  Bookcote,  Steel,  Unitized . . 

7110  Office  Furniture,  Credenzo,  Office,  Steel . . . 

7110  Office  Furniture,  Typewriter  Stond,  Wood,  Unitized . . . 

7110  Office  Furniture,  Oovenport,  Choir,  Eoiy,  Executive,  Troditionol . 

*^110  Office  Furniture,  Top  Assembly,  Desk  And  Support  Ponels,  Steel,  Unitized.... 

7110  Office  Furniture,  Top  And  SheK  Assembly,  Steel,  Unitized  . . . 

7110  Office  Furniture,  Toble,  Executive,  Wood  And  Metal . . . 

7110  Office  Furniture,  Wood,  Unitized  (Generol  Specificotion) . . . 

7110  Office  Furniture,  Bookcote,  Wood,  Unitized  (Detoited  Specificotion) . 

7110  Office  Furniture,  Credenzo,  Wood,  Unitized  (Oetoiled  Specification) . 

7110  Office  Furniture,  Desk,  Desk  Attachment.  Wood  Unitized  (Oetoiled 
Specification) 

*7110  Office  Furniture,  Executive  Type,  T  Hitionol . 

7110  Office  Furniture,  Executive  Type.  Wood,  Troditionol  (General  Spec)  . 

7110  Office  Furniture,  Bookcose,  Executive  Type,  Wwod,  Troditionol,  (Oetoiled 
Specification) 

7110  Office  Furniture,  Bookcases,  Executive  Type,  Wood,  Traditional  (Oetoiled 
Specification 

7110  Office  Furniture,  Cobinet,  Telephone.  Executive  Type,  Wood,  Troditionol, 
(Detailed  Specificotion) 

7110  Office  Furniture,  Cobinet,  Telephone,  Executive  Type,  Wood  Troditionol 
(Detailed  Specificotion) 

7110  Office  Furniture,  Costumer,  Executive  Type,  Wood,  Traditional,  (Oetoiled 
Specification) 

7110  Office  Furniture,  Costumer,  Executive  Type,  Wood,  Troditionol  (Detailed 
Specificotion) 

7110  Panels  Interconnecting,  Loodbeoring,  With  Hong-on  Components)  ftEV-84  .... 

7110  Pedestals,  Mobile . 

7110  Rock,  Cord . 

7110  Rack,  Display,  Book,  (Wood)  USER-GL . 

7110  Reck,  Disploy,  Book,  (Wood)  . . . 

7110  Rock,  Mailbog,  Folding  Type,  Metol,  B&BAG  Copocity  Validated  Apr 
USER-MC  SA 

Q  7110  Safe,  Tool  Resistant,  Uninsulated,  Security  Validated  Nor  75 . 

7110  Sofes,  Key  Locked  (Class  KL)  Standard  For  •  17  jun  83  (Fourth  Edition) . 

7110  Safes,  Office,  Fire  Resistant,  Burglory  Protection  USER-GL  MC  SA  . 

7110  Stand,  Dictionary,  Wood  USER-OL . . . 

7110  Stand,  Dictionory,  Wood . . . 

7110  Stond,  Office  Machine  (EDP  Terminol,  Duol  Surface) . . . . 

7110  Stond,  Office  Machine,  Typewriter,  Steel,  5  Position  VoHdaf^d  May  61 . . 

7110  Stond,  Office  Machine  (EDP,  Printer)  . . . . . . 

7110  Stond,  Office  Machine . . . . . 

7110  Stand,  Typewriter,  Wood  USER'GL . . . . . . 

7110  Stands,  Office  Machine . . . . . . . . 

7110  Stonds,  Office  Mochine  (Traditional  Style) . . 

7110  Stool,  Filing  And  General  Purpose,  Steelf  USER-GL  . . 

L  7110  Stool,  Straight  (For  Surveying  Equipment)  Validatad  t  'ov  64  USER-GL  . . . 

7110  Storoge  Cabinet  For  Forms . . 

7110  Toble,  Office  (Steel,  Contemporary  Style) . . 

7110  Table,  Steel,  Generol  Office  USER-GL  ME  . . 

7110  Toble,  Steel,  Generol  Office . . . . 

7110  Toble,  Wood.  Generol  Office  USER-GL. . . . . 

7110  Toble,  Wood,  General  Office . . . . . . . . 

7110  Tables,  Office  (Troditionol  Style) . . . . . . 

7110  Tobies,  Office  (Conlemporory  Style}... . . . 

7110  Tables,  Task  (Closed  Bose)  . . . . . . . 

7110  Troy,  Stotionory,  Metol,  For  Steel  Desk  . . . . . 

7125  Bin,  Display,  PertaWe  REV-MD . . . . . 

7125  Bin,  Storoge . . . . . . . . . . . . . . 

7125  Bin,  Storoge  And  Disploy,  Rotory  USER-GL  AR  MC  SA  . . . . 

7125  Cabinet,  Key  &  Identificotion  Systems . . . . . 

7125  Cabinet,  Key,  (Boxes  And  Rocks  Metol  &  Identificotion  Systems)  USER-GL  . 
7125  Cobinet,  Storoge,  Repoir  Parts  And  Tools  USER-ME  MC  REV-AR  84  65  GS 

*7125  Cobinet,  Storoge,  Metol  . . . 

L  *7125  Cabinet,  Storage,  Steei,  Mop  Reproduction,  Photomopping,  And  Surveying 
Equipment.  (3e<*9ral  Specificotion  For  Volidotad  Jon  68 
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AAOOO?35 

t 
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NOTE  1  (GSA) 
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7125  Cabinet,  Storage,  Steel,  Photolithographic  Supplies,  Floor  5  Drawers,  Type  Xv 
Validated  Jan  88  REV-ME  NS 

7125  Cobinet,  Storoge,  Steel.  Photolithogrophic  Supplies,  Floor,  1>0RAW£R, 

2-DOOR,  Type  Xvi  REV-ME  NS 

7125  Cabinet,  Storage  Steel,  Lithographic,  Combination  Storage  And  Inspection 
Stand,  Type  Xvii  REV-ME  NS 

7125  Cabinet,  Storage,  Steel,  Map  Reproduction,  Double  Door,  Well,  Type  I 
Validated  Jan  82  REV-ME  NS 

7125  Cabinet,  Storage,  Steel.  Map  Reproduction,  Single  Door,  Woll,  Type  ii 
Validated  Jan  82  REV-ME  NS 

7125  Cabinet,  Storage,  Steel,  Photomapping  Equipment,  Type  lii  REV-ME  NS . 

7125  Cobmet,  Storoge,  Steel.  Generol  Supplies  -  1-DOOR,  Type  Iv  REV-ME  NS . 

7125  Cabinet,  Storoge,  Steel,  General  Supplies  •  2  Door,  Type  V  REV-ME  NS  . . 

7125  Cobinet,  Storage,  Steel.  Rolled  Moteriol,  Type  Vi  Validated  Jan  88  REV-ME  NS 

7125  Cobinet,  Storage  Steel.  Bookcose,  Vehicular  Mounting,  Type  Xx  Validated  Jon 
82  REV-ME  NS 

7125  Cobinet,  Storoge,  Steel,  Adjustable  Shelves,  Vehtculor  Mountir.g  (For  Surveying 
Equipment),  Type  Xxi  Validated  Apr  81  REV-ME  NS 
7125  Cabinet,  Storage,  Steel.  Three  Portitions,  Vehlculor  Mounting,  (For  Surveying 
Eqiiipmenl),  Type  Xxii  REV-ME  NS 

7125  Cabinet,  Storoge,  Steel,  General  Supplies,  Type  Vii  Validated  Jon  88  REV-ME 
NS 

7125  Cabinet,  Storoge,  Steel.  Multiplex  Supplies,  Type  Vtii  Validated  Jon  88  REV-ME 
NS 

7125  Cabinet,  Storage,  Steel,  Multiplex  Loborotory  Supplies,  Type  lx  Validated  Jon 
88  REV-ME  NS 

7125  Cobinet,  Storage,  Steel.  Rectifier  Equipment,  Type  X  Validated  Jan  88  REV-ME 
NS 

7125  Cabinet,  Storage,  Steel,  Photogrophic  Poper,  Type  Xi  Validated  Jon  88  REV-ME 
NS 

7125  Cabinet,  Storage,  Steel.  Mop,  Loyout,  Utility  And  Storoge,  Assembly,  Type  Xii 
Validated  Jan  88  REV-ME  NS 

7125  Cabinet,  Storage,  Steel,  Rectifier,  Laboratory  Supplies,  Type  Xiii  Validated  Jon 
88  REV-ME  NS 

7125  Cobinet,  Storage,  Steel.  Cortogrophic  Supplies,  Type  Xiv  Validated  Jon  88 
REV-ME  NS 

7125  Cabinets.  Modular  Drower  Storage  (MOS) . 

7125  Cabinets.  Small  Ports,  Storage  . . . . . 

7125  Cabinets.  Storoge,  Preservation  And  Pockaging  Equipment.  Validated  Jan  82  .... 

7125  Case,  Filing,  Transfer,  Steel  USER-Gl . . . 

7125  Container  Rack,  Pollet  (Palcon  Rack  . 

7125  Drawer.  SmoU  Ports  Storoge  (Kit,  Knocked-down) . . . 

71/j  Locker,  Box,  Personal  Equipment,  Open  Front,  Steel  USER-GL . 

7125  Locker,  Clothing,  Steel,  Two  Door  USER-GL  SA  84  . . . 

7125  Locker,  Clothing,  Steel  Validated  Oct  73  USER-YO . . . . 

7123  Locker,  Clothing.  Steel . . . . 

7125  Module  Assembly,  Personnel  Storoge . . . 

7125  Module  Assembly,  Security  . . . . . . . 

7125  Module  Assembly,  Pollet  Type.  Storage  . . . . 

7125  Module  Assembly,  Universal  Storage .  . 

7125  Module  Assembly,  Storoge.  Shelf  Type .  . . . . 

7125  Module  Assembly,  Storage,  Duol  Shelf . 

7125  Module  Assembly,  Workbench . . .  . 

7125  Rack,  Storage,  Looded  Pollet . . . 

7125  Rock,  Storage,  Loaded, pallet,  Golvanited  REV-GL  . . . . . . . 

7125  Rack,  Storoge,  Loaded  Pallet  REV-TS . . . . . 

7125  Rock,  Storoge,  Pipe  And  Bar  Slock,  Single  And  Double  Foce.  Adjvstoble 
Cantilever  Arms  Validated  Mar  83  USER-MC  REV-ME  SM 

7125  Rock,  Storoge,  Solid  Shelf,  Generol  Purpose  USER-MC  YD  SA  REV-ME  SM . 

7125  Shelving  Kit,  Storage  And  Desploy,  Wood  For  Boxes,  Shipping,  Metol  (Conex 
And  Mitvan)  Validated  Jan  82  RfcV-SM 

7125  Shelving  Unit,  Three  Step,  Disploy  REV-TS  . . . 

7125  Shelving.  Storoge,  Stolionory  And  Mobile,  Food  Service  Validated  Jan  86 
USER-MC  CG  YD  REV  MD 

7*23  Shtiviny,  oluiuy?  AnU  Ditp'u)'  Steel,  Clip  Validated  72  USER  CC  SM 
ME  MC  SA 

7125  Shelving,  Storage  And  Disploy,  Steel,  Interchongeoble.  Nut  And  Bolt  Type 
Validated  Feb  75  USER-SM  AR  MC 

7125  Shelving,  Storoge  And  Disploy,  Steel,  Boltless . 

7125  Slotted  Metal  Froming,  Angles  And  Ponels  Validated  Mar  84  REV.69 . 

7125  Storoge  Cobineis  For  Flommoble  liquids . 

7195  Bokery  tslond  Merchondiser . . . 

7195  Bench,  Work,  General  Purpose  Validated  May  82  USER-Gl . 

7195  Bulletin  Board,  Wood  Frame,  Gloss  Inclosed  Validated  Jan  87  USER-YD . 

7195  Bulletin  Board,  Wood  Frame,  Plywood  Validated  Jon  82  USER-YD . 

7195  Bulletin  Boord,  Metol  Frame,  Glass  Inclosed  Validated  Jan  82 . 

7195  Bulletin  Board,  Slotted,  Foce  Validated  Jon  82  . 

7195  Bulletin  Boord,  Wood  Frame  Validated  Jan  82  USER-YD  . 
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MIL-C-40060/13 

NOTICE  1 

MIL-C-40060/14 

NOTICE  1 

MlL-C-24697 

AA-C-33B 

MIL.C-4OO50A  (1) 

AA.C.121B 

MIL-C-29447 

PPP-D  00650A 

MIL-L-28576B 

MIL-1-17948E 

AA-L-486G  (1) 

AA-L-(X)486H  (1) 

NOTICE  (1) 

MIL-M-29442 

MIL-M-29443 

MILM-29436 

MIL-M-29437 

MIL'M-29438 

MlL-M-29439 

MlL-M-29440 

AAR'(X}45 

A-A-50103 

A-A-50104 

MIL-R-43775  (1) 

AA-R-0016V1 

MIL-S-43894 

AA-50099 
MIL-S-40144E  (2) 

AA  S  1048 

AA.S.271D  (1) 

AA.S-00275 
MtL-5-2104lC 
A-A-706 
A.A-50141 
MtL.B-4173B  (1) 
AA-B-1976/5 
AA.B-1976/6 
AA  B-1976/; 

AA  B-1976/3 
AA  B- 1976/4 
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GL 
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GL 
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70 

GL 

GL 
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88 
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GL 
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88 

GL 

GL 
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88 

GL 

GL 

25  Jon 

88 

GL 

GL 

25  Jon 

88 

GL 

GL 

25  Jan 

88 

GL 

GL 

25  Jon 

88 

GL 

GL 

25  Jon 

88 

GL 

GL 

25  Jon 

86 

GL 

SH 

22  Fib 

88 

SH 

i 

19  Jun 

63 

GL 

26  Jun 

68 

GL 

•/. 

9  Sip 

59 

MC 

25  Jon 

88 

MC 

} 

13  Oet 

67 

YD 

06  No. 

87 

YD 

YD 

22  Ai.'g 

84 

YD 

•GL 

07  Die 

67 

GL 

99 

t 

21  Sip 

73 

MC 
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88 

MC 

MC 

20  Jon 

88 

MC 

MC 

20  Jan 

88 

MC 

MC 

20  Jon 

88 

MC 

MC 

20  Jon 

88 

MC 

MC 

20  Jon 

88 

MC 

MC 

20  Jan 

88 

MC 

t 

27  Jan 

69 

GL 

27  Mar 

87 

GL 

GL 

27  Mor 

87 

GL 

GL 

12  Jul 

72 

CL 

SA 

99 

•GL 

29  Dec 

72 

GL 

99 

GL 

19  Aug 

74 

GL 

GL 

16  Mor 

87 

GL 

GL 

17  Apr 

80 

GL 

99 

-CL 

10  Mar 

67 

GL 

YD 

99 

•GL 

06  Nov 

68 

GL 

YD 

99 

t  23  Jul  64 

84  06  Jon  75  GL  YD  99 

t  15  Apr  81 

GL  06  Jun  88  GL 
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/GL  20  May  76  GL 
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783 


FSC  LISTING 


FSC 


TIllE 


DOCUMENT 

NUMBER 


CUSTODIAN 


7195  Bulltlln  Boards,  General  Specification  For  Validated  Apr  81 . 

7195  Bulletin  Boords,  Metol  Frame  Validated  Apr  81 . 

7195  Cose  Produce  Display,  Non  Refrigerated  REV*MD  84  GS . 

L  7195  Cose,  Item  Disploy,  Framed  REV'TS . 

7195  Cose,  Merchondise  Display,  Wall  USER-YD . 

7195  Cose,  Merchandise  Disploy,  Generol  Specification  For  Validated  Apr  81 
USER-YD 

7195  Cose,  Merchandise  Disploy,  Counter  USER-YD  . 

7195  Costumer,  Wearing  Apporel,  Metol  USER-GL  MC . . . 

7195  Costumer,  Wood,  Generol  Office . 

7195  Costumer,  Wood,  Generol  Office . 

7195  Counter,  Checkout,  Conveyor  REV-MD  MC . 

L  7195  Counter,  Checkout,  Conveyor . 

7195  Portition,  Office  Steel  USER-GL  . 

7195  Portition,  Office,  Steel . . . 

7195  Rock,  Weoring  Apporel,  Steel . 

7195  Rock,  Wearing  Apparel,  Steel  USER-GL  MC . 

7195  Rock,  Weoring  Apparel,  Steel . 

7195  Rocks,  Wearing  Apporel  (Semi-conceoled) . 

7195  Stond,  Folding,  Service  Troy  REV-MD . 

7195  Stand,  Lecture,  Aluminum,  Folding  Validated  Apr  81  USER-MC  . 

7195  Table,  Folding  Ugs,  Portoble  Validated  Apr  81  USER-MC  REV-MD . 

7195  Toble,  Merchondise  Disploy,  Pedestal  Mounted  REV-TS . . . 

7195  Table,  Porochute  Pocking  USER-ME  AS  REV-82  . 

L  7195  Toble,  Specialty  lteffl,ditptay,  Pedestol  Mounted  REV-TS . 

7195  ToWe,  Work  Validated  Apr  81  USER-CE  REV-AR . 

L  7195  Table,  Wrapping,  Plywood,  Aluminum  Top.  Vo/rdo/ed  Apr  8F  USER-SM . 

7210  Sedspreod  (Lightweight,  Cotton,  White)  Validated  Oct  88 . 

7210  Bedspreod,  Cotton,  Cotton/royon,  Cotton/polyester  Or  Polyester/royon  Blend 
USER-82  45  REV-CT 

7210  Bedspring,  Box-type  USER-MD  45  REV-CT  . 

7210  Blonket,  Bed  (Flome  Resistant) . . . 

7210  Blanket,  Bed  (Other  Thon  All  Wool) . 

7210  Blonket,  Bed  (Thermol  Type),  Cotton . 

7210  Blonket,  Bed  (Thermol  Type),  Cotton . 

7210  Blonket,  Bed.  (Wool),  Shrink  Resistont  And  Mothproofed  USER-YD  MC  MS  45 
REV-MD  03  DM  O 

7210  Blonket,  Bed,  Cotton,  Thermol  Weave,  While  Validated  Dec  88  REV-CT . 

7210  Blonket,  Cosuolly,  Lightweight,  Waterproof,  Aluminixed  Plastic . 

7210  Bionket,  Combat  Cosuolty  Validated  Aug  81  REV-MD  MS  CT . 

7210  Blanket,  Combot,  Cosuolty  Lightweight,  Waterproof,  Aluminized  Plostic 
Validated  Jun  81  REV-CT 

L  7210  Bool  Cloth . 

7210  Cltoning  And  Renovoting  Of  Cotton  Felted  Mattress  Validated  Jan  81 
USER-SM  REV-MD  MC  CT 

7210  Cover,  Bed  Frome  Validated  Jun  84  REV-MB  . 

7210  Cover,  Bedding  (Flame  Resistant)  . 

L  7210  Cover,  Bedding,  Flameproof  Validated  Jan  86  USER-SH  REV-CT  . 

7210  Cover,  Motress,  Plastic  Validated  Dec  88  REV-CT . 

7210  Cover,  Mattress  USER-MC  YD  CG  45  REV-MD  MS  CT  DM  ....; . 

7210  Cover,  Mattress  Pod  Validated  Jun  84  REV-MB  . 

7210  Cover,  Mattress,  And  Pillow  (Plastic) . 

7210  Cover,  Pillow . 

7210  Cover,  Pillow,  Plostic  Validated  Jun  84  REV-CT . . . 

7210  Cushion,  Choir  And  Stool  USER-4S . 

L  7210  Insect  Bor,  Cot  Type,  Nylon  Netting  Validated  Jan  86  USER-CG  YD  MC  45 
REV-MS  CT 

7210  Insect  Bor,  Field  Type,  Nylon  Netting  USER-45  REV-MD  MC  82  CT . 

7210  Mol,  Both  (Disposable) . . . 

L  7210  Mottress  Bi  Mattress  Ticks,  Berth,  Synthetic  Cellulor  Rubber,  Naval  Shipboord .... 

7210  Mattress,  Bed . . . 

7210  Mottres!,  Bed,  Latex  Foam  . 

7210  Mattress,  Pneumolic,  Field  Hospital  Folding  Cot  Validated  Jun  84  REV-CT . 

7210  Mattresses,  Bed,  Felt  Validated  Jan  82  USER-4S  REV-MD  MC  DM  O . 

7210  Mottresses,  Bed,  Innerspring  USER-SH  REV-MD  MC  CT  . . 

7210  Pod,  Mattress,  Hospital  Bed  Validated  Jun  84. . 

7210  Pod,  Mattress,  Polyester  Botting,  Quilted,  White  USER-MC  MS  45  REV-MD  CT.. 

72  to  Pillow,  Bed  (Feother)  USER-45  REV-CT . 

7210  Pillow,  Bed  (Floked  Urethone)  USER-45 . 

7210  Pillow,  Bed  (Lotex  Foam  And  Fiberfill)  USER-45 . 

7210  Pillow,  Bed,  Polyester  Fiber  Validated  Dec  88 . . . 

7210  Pillow,  Bed,  Polyester  Filled  REV-MD  CT . 

L  7210  Pillow,  Passenger,  Headrest,  Airline  Type  Validated  May  83  USER-45  REV-CT..., 
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99 
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01  Oct 
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15  Sep 

60 
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t 

01  Nov 
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57 
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01  Nov 
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MIL-S-43140A 
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12  Fob 

88 
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99 

NOTICE  1 

MIL-S-43669A 

GL 

08  Aug 

74 

GL  YO 

99 

MIL-T-13795A  (1) 
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07  Nov 

67 

GL  YD 
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GL 
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87 

GL 

MIL-T-43150B 

GL 

27  Apr 

84 
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06  Jon 

88 
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MIL-T-15262D 
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99 
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31  Oct 

88 
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03 

DDD-B-151J 

/NU 
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88 

NU 

99 

AA-B-260F 

•GL 

30  Jul 

75 

GL  YD 

99 

A-A-1667B 
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30  May  86 

DDD-B-421F 
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27  Mor 

67 

DDD-B-1022A  (1) 
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07  Feb 

77 

DDD-B-001022A 

t 
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75 
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85 
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99 

MII-B-37038A 
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88 
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MIL-B-41S05B  NU  18  Apr  73  GL  NU 

MIL-B-36964B  DM  27  Aug  73  MDMS 


MIL-B-2873D  .  SA  12  Mor  85  NU 

FED-STD-235A  /GL  13  Mor  69  GL  YD 


MIL-C-37827 

DM 

27  Sep 

78 

MD  MS 

A-A.164 

1 

16  Jon 

81 

MIL-C-29126A 

NU 

15  Aug 

79 

NU 

MIL-C-36165B 
NOTICE  1 

MB 

13  Dec 

88 

MD  MS 

DDD-C-628F 

NOTICE  1 

/GL 

31  Dec 

88 

GL  NU 

MIL-C-37734 

DM 

29  Sep 

77 

MD  MS 

L-C-1021C 

% 

30  Apr 

79 

FED-STD-63A 

X 

04  Jon 

61 

MIL-C-36185A 

DM 

09  Mor 

78 

MD  MS 

ZZ-C-7660 

} 

14  Sep 

77 

MIL-I-82265B  (1) 

NU 

29  Sep 

80 

NU 

MIL-I-10901H 

A-A.230 

MIL-M-18351F 

A-A-51029 

ZZ  M  91C 

INT  AMD  1 

MIL-M-36226 

V-M-SIF  (1) 

V.M-96J 

MIL-P-37735 

DDD-P-56F 

V.P-356E 

ZZ-P-001235A 

Z2-P-2012 

MIL-P-37042 

NOTICE  1 

MIL-P-43948A 

MIL-P-83777 


GL  28  Mor  84  GL  NU 

1  09  Jon  80 

SH  22  Apr  81  SH 

/r4B  10  Oct  85  MDMS 
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♦  30  Jun  87  GL  YD 

DM  29  Sep  77  MDMS 

/GL  27  Sep  88  GL  NU 

/GL  23  Sep  86  GL  NU 

>  13  Jon  76 

t  16  Sep  76 

MB  13  Dec  88  MDMS  03 


GL  31  Dec  86  GL  NU 

82  09  Feb  71  99 
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FSC  USTING 


DOCUMENT 


FSC 

TITLE 

NUMBER 

PREP 

DATE 

7210 

Pillow,  Pnfumotic  VoUdpt^  Jun  84  REV«CT . . . 

MIL-P-36174A 

DM 

11  Aug 

70 

7210 

PilloweoM  And  Cover,  Heodreit  (Oiipouible) . . . 

A-A-163 

i 

27  S*p 

79 

7210 

FE0-STD-61A 

t 

61 

•7210 

Pillowcost,  And  Cover,  Heodreit  (Oiipoioble)  USER*45 . 

DDD-P-00380A 

t 

09  Apr 

73 

7210 

PiHowcoie,  Cotton  And  Polyester/cotton  USER*MC  SH  45  REV'MD  DM  CT 

DDD-P-351H  (1) 

/GL 

01  Ocl 

82 

7210 

Pol*,  FoMitig  Cot,  loMct  Bor  Validattd  Ftb  83  USER-MS  YD  45  REV-MD  SA 

a 

Rod  And  Clomp,  Inuct  Bor  USER-YD  45  REV-MD  SA  82  CT . 

MIL-P-175628  (2) 

MC 

31  Jan 

73 

7210 

MIL-R-2341F 

GL 

27  Apr 

84 

7210 

Rod,  Initct  Bar  VolidatHi  Jvn  84  USER‘45  REV*MB . . . . . 

MIL-R-37828 

DM 

01  Sep 

78 

7210 

Sheet,  Bed  (Polyeiter/cotton)  REV>MD  45  DM  CT . 

A-A-1433A 

• 

06  May 

86 

7210 

Sheet,  Bed,  Cotton,  And  Polyester  Cotton  USER^MC  CG  45  REV-MO  MS  SH 

DM  CT 

DDD-S-281K 

•GL 

02  Fab 

78 

7210 

Sheet,  Bed,  Cotton,  White,  Fitted  Style  Validated  Jun  8t  REV-CT . 

MIL-S-35858 

DM 

05  Jun 

72 

7210 

Sheet,  Bed,  Cotton  (Bleoched) . . . 

F5D-STD-59 

J 

16  Jul 

54 

7210 

FED-STD-(X>59A 

t 

23  Nov 

60 

7210 

Sheet,  Bed,  Nonwoven  Fabric,  Disposable  Volidottd  86  REV-CT . 

MIL-S-36834B 

NOTICE  1 

MB 

13  0*< 

88 

7210 

Tablecloth  And  Napkin,  Table,  Textile  USER-45 . . . . . . . 

DDD-T-1096B 

•/. 

04  Aug 

78 

7210 

Toblecloth,  Napkin,  Table,  Textile  And  Doily,  Textile  •  Momie  Cloth  Vohdotgd 

Mar  84  USER-MO  MC  45  REV-CT 

MIL-T-82291B 

SA 

12S*p 

79 

•7210 

Towel  And  Toweling,  Cotton  For  Glassware . . . 

DDD-T-00501D  (1) 

t 

10  Mar 

70 

7210 

Towel,  (Both,  Dish,  Glass  And  Hand)  . . . . 

FED-STD-302 

t 

08  Ocl 

70 

7210 

Towtl,  Both,  (T*rfy)  REV-MD  MS  MC  CT . 

A-A485 

• 

10  Mor 

81 

7210 

Towel,  Bath,  Cotton,  Terry  ^'ilidatwd  Oct  84  REV-MD  MS  MC  CT . . . 

DDD-T-551K 

• 

19  Ocl 

77 

7210 

Towel,  Cotton,  For  Glosswore . 

DDD-T-501C 

t 

27  Aug 

S3 

7210 

Towel,  Dish  &  Dishcloths  REV-MD  CG  MS  MC . . . . . 

A-A-720 

• 

10  Mor 

81 

7210 

Towtl,  Hand,  And  Clalh,  Huck,  CoHan  REV-MD  MC  84  82  DM  CT . 

DDD-T-S31H 

• 

14  Oct 

88 

7210 

A-A-50619 

/MB 

27  Jul 

82 

7210 

Towels  And  Toweling,  Cotton  For  Glosswore  . 

A-A-11S 

t 

06  Jan 

80 

7210 

Towels,  Dish  And  Siscloth  (Crosh,  Cotton,  And  Cotton  And  Unen-m  Ixed),  Cloth, 
Crash,  Cotton  Votidated  Feb  76  USER-MC  MS  CG  45  REV-MD  CT 

DDD-T-511D 

•GL 

21  D*c 

70 

7210 

DDD-W-90A 

t 

01  Dec 

76 

7210 

Washcloth,  Hospital  Patient,  Disposable  Validated  Dec  66  REV-CT . 

MIL-W-35241C 
NOTICE  1 

MB 

13  D*c 

88 

7210 

Washcloth,  Terry,  Cotton  USER-45  REV<M0  CT  . 

DDD-W-80E 

/GL 

29  Jun 

87 

7220 

Carpet  And  Rug,  Wool,  Nylon,  Acrylic,  Modocrytic  Validated  Feb  75  REV-MD  .. 

DDDC-95 

INT  AMO  (2) 

•GL 

16  Apr 

65 

7220 

Corpet  And  Rugs . . 

FEO-STD-265 

t 

28  Jun 

68 

7220 

Corpet  And  Rugs,  Wool,  Nylon,  Acrylic,  Modocryllc  Polyester,  Polypropylene  .. . 

DDD-C-009SA 

t 

15  Mor 

72 

7220 

Carpet,  loop,  low  Pile  Height,  High  Density,  Woven  Or  Tufted  With  Attoched 
Cushioning 

DDD-C-001559  (1) 

t 

09  Jul 

70 

7220 

Carpet,  Nonwoven,  Polypropylene,  Outdoor-indoor  Type . . . 

ODD-C-001173  (1) 

t 

09  Jul 

70 

7220 

Carpet,  Squares,  Pile  Surface,  Tile  Type,  With  Or  Without  Attoched  Cushion  .... 

ODDC-001799 

t 

20  D*c 

72 

7220 

Corpets  And  Rugs,  Extra  Heavy  Pile  Weight,  Woven,  Tufted  And  Custom  Tufted 
Special  Purpose 

DDD-C-001630 

t 

20  Aug 

73 

7220 

Cushion  (Underloy),  Corpet  And  Rug,  Sponge-rubber  And  Synthetic-rubber 

USER-YO 

2ZC-811  (1) 

t 

29  Nov 

45 

7220 

Cushion,  Carpet  And  Rug,  Cellular  Rubber . . . 

zz-c-ooeiiB 

(COMBiNBS) 

i 

02  Jon 

63 

7220 

Cushion,  Corpet  And  Rug  (Hair  Felt  And  Rubber  Cooted  Jute  And  Animol  Hoir 

Or  Fiber)  USER-YD 

ODD-C-001023  (1) 

t 

10  Mar 

72 

7220 

Cushion,  Carpet  And  Rug,  Bonded  Urethane . 

LC-001369 

t 

lODtc 

69 

7220 

Cushion,  Carpet  And  Rug,  Virgin  Urethone  USER*Y0  . . . 

L-C-001676  (1) 

X 

07  Sep 

71 

7220 

Deck  Covering,  lightweight,  Nonslip,  Silicon  Carbide  Portico  Cooted  Fobric 

Film,  Or  Composit  Bi  Seoling  Compound  REV-MI 

MIL-D-17951E 

SH 

20  Jul 

88 

7220 

Embossed  Depth  Of  Resilient  Floor  Coverings  •  29  Jon  62  REV-MO . 

ASTM  F373-82 

(0 

08  Jun 

82 

7220 

Floor  Covering  Constructi  ‘tandard  Methods  Of  Testing  Pile  Yam  •  1  Sep  82 
USER-A5  SH 

ASTM  D418-82 

YD 

20  Jun 

83 

7220 

Floor  Covering  Translucent  Or  Tronsporent  Vinyl  Surface  With  Bocking . 

L-F-001641  (2) 

•YD 

24  Sep 

82 

7220 

Floor  Covering  Vinyl,  Surfoce  (Tile  And  Roll)  With  Bocking  USER*ME  REV-YD.... 

L  F-475A  (1) 

INT  AMD  3 

•YD 

11  Ocl 

65 

7220 

Floor  Covering,  Resilient  With  Foam  Layer,  Measuring  Thickness  Of  -  28  Aug 

1987  USER-MC  REV-MD 

ASTM  F387-87 

YD 

27  F*b 

89 

7220 

Floor  Covering,  linoleum . . . 

LLI-F-1238A 

t 

17  Sep 

70 

7220 

Floor  Covering,  Tuft  Bind  Of  Pile  -  6  Sep  67  Validated  Nov  84, . 

ASTM  D1335-67R7: 

YD 

08  Fab 

80 

7220 

Floor  Covering,  Resilient,  Nontextile,  Sampling  And  Testing  USER-YD  . 

FED-STD-SOIA 
NOTICE  1 
”  AUG  69 

} 

15  Jun 

66 

7220 

Floor  Coverings,  Resilience,  By  Opi.c^jl  Meosurement,  Weor  layer  Thickness  Of, 
Standord  Test  Method  For  -  31  Dec  1982  USER-MC  REV-MD  SH 

ASTM  F410-82 

YD 

30  Mor 

84 

7220 

Floor  Covering,,  Resilient,  Terms  Relating  To  •  26  Jan  79  USER-CE  MC  REV-MI 

MD  SH 

ASTM  F141-79 

YD 

22  Jul 

81 

7220 

Floor  Tile,  Resilient,  For  Size  Of,  By  Dial  Goge  Method  •  15  Aug  77  USER-CE 

CO  MC  REV-MD  ME  SH  84 

ASTM  FS36-77R82 

YD 

27  Aug 

85 

7220 

Flooring  Moterials  Having  Flat  Surfaces,  Resilient,  Thickness  Of  -  29  Jon  82 

USFR  MC  REV-MD 

ASTM  F386-82 

YD 

08  Jun 

82 

7220 

Flooring  Moteriols,  Resilient,  Flexibility  Of,  With  Cyllndricol  Mondrel  Apporotus 
•  8  Jon  71  (Reapproved  1982)  Validated  Jon  85  USER-CE  REV*MC  SH 

ASTM  F137-71 

YD 

31  Mar 

78 

7220 

Flooring,  Conductive  Resilient,  Electrical  Resistance  Of,  Stondord  Test  Method 

For  -  Mor  1985  USER-MC  REV-MD  Ml 

ASTM  F150-72R85E1 

/YD 

08  Sep 

86 

7220 

linoleum.  Desk  Top  . 

LLL-L-354C 

INT  AMD  1 

t 

27  Apr 

67 

CUSTODIAN 
MDMS  03 

GL  NU 
Gl  MC 

GL 

MO  MS 
GL  NU 
MD  MS 

MD  MS 

GL  SA 

GL  SA 

GL  NU 
MD  MS 

GL  NU 

MD  MS 

GL  NU 
GL  YD 


SH 

GL  YD  99 
ME  YD  99 

YD 

YD 

GL  YD  99 

ME  YD 

GL  YD  99 
GL  YD  99 
GL  YD  99 
GL  YD  99 
GL  YD  99 
GL  YD  99 


785 
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FSC  LISTING 


FSC 


TITLE 


DOCUMENT 

NUMIER 


CUSTODIAN 


7220  Mol,  Door,  Fiber .  DDD-M-156 

INT  AMD  1  GSA 

7220  Mol.  Floor  (For  Choir) .  ZZ-M-43A 

7220  Mol,  Floor  (For  Choirj) .  ZZ  M-0043B  (1) 

7220  Mol,  Floor  (link  i,-p«)  USER-MC  CO .  Z2  M-46C 

INT  AMD  (1) 

7220  Mol,  Floor,  And  Moiling,  Pile  Surfoce,  Enlronce  Woy  Type .  DDD-M4)0)349  (1) 

7220  Mol,  Floor,  Cellulotic  Pile  Yorns,  Flome  RelordonI  (Rental  Service) .  DDD-M-001370 

7220  Mol,  Floor,  Denlol^choir,  Rubber .  ZZ*M'0042A 

7220  Mol,  Floor,  Ptoslic  (For  Choiri) . . .  ZZ-M'1S38A 

7220  Mol,  Floor,  Standing  USER-CG  AS .  MIL-M-910E  (3) 

7220  Moiling  Floor,  Rubber,  Aperlure  Surfoce . . .  ZZ*M>001033 

L  7220  Moiling  Or  Sheel,  Floor  Covering,  Intuloling  For  High  Voltage  Applicolion  MIL*M,15562F  (4) 

USER-CG  MC  OS  YD  REV-AS 

7220  Moiling,  Floor,  Rubber,  Sponge  Boie,  Anii-foligue .  ZZ-M-OOBS 

7220  Moiling,  Rubber  And  Vinyl  USER-CE  MC  REV-MD  Gl .  ZZ-M-71E 

7220  Moiling,  Rubber  &  Ploslic  (Speciol,  Dieleciric)  .  ZZ-M-BIC 

7220  Tell  For  Crilicol  Rodionl  Flux  Of  Coppel  Flooring  Syilemi  (Flooring  RodionI  FED-STD-372 

Ponel  Tell) 

7220  Thickneii  Of  ReiilienI  Flooring  Molerioli  Moving  Flol  Surfoces,  Standord  Test  ASTM  FOBB-BT 

Method  For  2B  Aug  67  USER-MC  REV-MD 

7220  Tile,  Floor,  Aspholt,  Rubber,  Vinyl,  Vinyl-otbeitoi  Validated  Dtc  84  USER-CG  SS-T-312B 

MC  INT  AMD  )  (YD) 

L  7220  Tile,  Ploitic,  Fire  RelordonI  .  Mll-T-IBBSOC 

7220  Tiles  Floor,  Standord  Test  Method  For  Idenlotion  Of  Resilient  (Mcburney  Test)  -  ASTM  F142-S2 

31  Dec  62  USER-CE  MC  REV-MD  SH 

7220  Treod,  Stair,  Flexible  And  Semi-rigid  Type  Rubber  And  Vinyl  . . .  ZZ-T-001237 

7220  Weor  Layer  Thickness  Of  Resilient  Floor  Coverings  By  Optical  Meosurement,  ASTM  F410-B7 

Standord  Test  Method  For  26  Aug  87  USER-MC  REV-MD  SH 

7230  Curtain,  Air-port,  Curtain,  Doorway,  And  Curtain  Fixtures  USER-GL  SA.„., .  DDD-C-B41B 

L  7230  Curtain,  Doorway,  Oorkroom  USER-GL . . . . . . .  MIL-C-19219D  (1) 

L  7230  Curtoin,  Proiector  Comportment,  Colton  Duck  Velidat4d  Nov  84  USER-GL .  MIL-C-S2B10A 

7230  Curtain,  Shower  &  Window  Ploslic .  A-A-2398 

7230  Curtain,  Shower  And  Window,  Plastic .  L-C-780A 

iNT  AMD  (2) 

L  7230  Curtoin,  Track  And  Suspension  System,  Berth  (Shipboard  Use)  (Metric) .  DOD-C-245SB  (2) 

7230  Shode,  Roller,  Window,  Roller,  Slot,  Cord,  And  Accessories  USER-CE  ME  GL  DDC-S-2S1D 

*7230  Shode,  Window,  (Vinyl),  With  Roller,  Slot,  Ring  Pull  And  Accessories  And  Vinyl  t-S-001767 

Film  (In  Piece  Goods) 

7230  Venelion  Blinds  USER-GL  MC  YD .  AA-V-200A 

( 

7230  Venehon  Blinds  .  AA-V.00200B 

7240  Adopter  Kit,  Gravity  Feed,  For  5  Gollon  Military  Gosoline  Con  And  55  GoHon  MIL-A-10957G 

Drum  USER-MC  REV-ME  84 

7240  Borrel,  Mobile,  Ploslic,  With  Lid  .  A-A-323 

7240  Basin,  Emesis,  Basin,  Wash,  (Corrosion-resisting  Steel) .  RR-B-00120B 

7240  Basin,  Wash  And  Tub,  Fool,  Oval  REV-MD  03  DM . . .  RR-B-13L'C 

NOTICE  1 
NOTICE  • 

7240  Bosket,  Frome  Mounted . . . . . . .  A-A-)0BJ 

*7240  Bosket,  Frome  Mounted,  Removable  Cloth  Or  Plastic  Liners  And  Nonremovoble  K-B-KOC 

Cloth  Liners  Validated  Jun  77  USER-SA 

7240  Basket,  Frome  Mounted  USER-GL .  K-B-1069A  (1) 

7240  Con,  Flommoble  Woste . . . . . . .  A-A-1674 

7240  Con,  Flommoble  Waste  USER-MO  CG .  RR-C-IUE  (1) 

7240  Con,  Gosoline,  Military  5  Gallon  USER-MC  CG  REV-GL  EA  SM  84  GS  .  MIL-C-1283F  (1) 

7240  Con,  Radiator  Filling  And  Con  Sprinkling,  Plastic  Validated  Jan  82  .  MIL-C-43522A 

7240  Con,  Woler,  Military,  5  Gollon  (19  L)  REV-MO  84  GS .  MIL-C-13984G 

7240  Con,  Water,  Military,  Plastic,  5  Gollon  (19  L)  Copocity  USER-YD  REV-MO  84....  MIL-C-43613C 

7240  Con,  Water,  Military,  Plostic,  Coliop  ble  USER-MC  REV-MS  84  GS  .  MIL-C-43712C 

7240  Cons,  Ash  &  Gorboge,  &  Covers .  A-A-1069 

7240  Cons,  Ash  And  Gorboge,  And  Covers  USER-CE  REV-MD  .  RR-C-&2F 

7240  Carry  Borrels,  Plostic .  A-A-317 

7240  Cose,  Military  Woter  Con  USER-MC  REV-MO  84  GS .  MIL-C-1 1430D  (1) 

7240  Cover,  Receptacle,  Swinging  Door .  A-A-B75 

7240  Cover,  Receptacle,  Swinging  Door  USER-GL  MC  REV-99 .  RR-C-625C  (1) 

7240  Frome,  Cloth  Bosket,  Corrosion-resisting  Steel  Vo/fdored  Uun  8f  USER-GL  .  MIL-F-3B240A 

7240  Frome,  Cloth  Basket  (Folding)  USER-GL  REV-99 .  RR-F-1256A 

7240  Funnel  (Metal,  Flexible  Spout,  Garage  Use,  With  Stroiner) .  A-A-1068A 

7240  Funnel  (Meloi,  Plain,  Generol  Purpose,  With  Stoiner) .  A-A-1066A 

7240  Funnel  (Ploslic)  USER-GL  MD  MS  MC .  A-A-1663 

7240  Funnel,  Metal  USER-GL .  RR-F-800D 

NOTICE  1 

7240  Funnel,  Metal,  Shollow  Rim,  Generol  Purpose,  With  Strainer  .  A-A-1065 

7240  Funnel,  Ploslic  Validated  Feb  76  USER-GL  MD  MS  MC  .  L-F-1593 

L  7240  Homper,  Soiled  Linen  And  Bog,  Soiled  Linen  Hamper  Validated  Jai  80 .  MS-16787 

7240  Holder,  Con,  Gorboge .  A-A-674 

7240  Holder,  Gorboge  Con  .  RR-H-1070B 

7240  Ladle,  Kitchen  (Stainless  Steel)  USER-MS  CG  REV-MD  MC  45 .  A-A-1956 

7240  Liner,  Loundry  Bosket  Frome  USER-GL .  DD0-L-1257A  (1) 

7240  Liner,  Plastic,  Woste  Receptacle  USER-GL  REV-99 .  L-L-330B  (1) 

7240  Liner,  Utility  Poit,  Plostic,  Conductive,  Disposable  Validated  Feb  82 .  MtL-L-37530 

7240  Liner,  Utility  Poil,  Ploslic  .  A-A-53839 


t 

21  Oct 

64 

t 

15  Jul 

52 

t 

05  Apr 

67 

V. 

08  Jul 

66 

t 

19  Oct 

70 

t 

28  Mor 

69 

t 

13  Jon 

66 

t 

29  Apr 

75 

SH 

17  Nov 

81 

GL  SH 

99 

t 

26  Nov 

65 

SH 

30  Mor 

87 

SH 

t 

28  Feb 

67 

/YD 

03  May 

79 

YD 

99 

1 

13  Oct 

69 

t 

31  Aug 

77 

YD 

18  Feb 

89 

GL  YD 

99 

/YD 

10  Oct 

74 

CE  YD 

99 

SH 

12  Aug 

88 

SH 

YD 

30  Mor 

84 

GL  YD 

99 

t 

25  Mor 

70 

YD 

19  Feb 

89 

GL  YD 

99 

% 

30  Jun 

64 

YD 

07  Jul 

88 

YD 

ME 

20  Mor 

80 

ME 

1 

09  Aug 

85 

t 

11  Jon 

65 

SH 

13  Feb 

84 

SH 

% 

13  Apr 

66 

} 

09  Mor 

73 

% 

06  Nov 

65 

) 

05  Jun 

73 

Gl 

09  Dec 

86 

GL  YD 

99 

X 

21  Sep 

79 

t 

12  Oct 

67 

•GL 

03  Aug 

77 

GL 

99 

09  Moy  80 

•GL 

24  Jul 

67 

GL  YD 

99 

%  23  May  77 

*GL  23  Mor  81  GL  YD 

*GL  02  Jon  76  GL  YD 

ME  10  Mor  87  ME  YD 

GL  02  Moy  73  GL  YD 

GL  15  Dec  86  GL  MC 

GL  14  Apr  86  GL 

GL  22  Dec  86  GL 

t  18  Jul  80 

*GL  04  Nov  76  GL  YD  99 

t  20  Sep  79 

GL  28  May  86  GL  99 
t  28  Jul  82 

*  29  Nov  71 

DM  1 1  Jon  72  MD  MS  03 

*  15  Jon  73 

t  08  Aug  85 

*  08  Aug  85 

■/.  11  May  81 

%  13  Jul  73 

*  27  Apr  81 

•/.  07  Jul  70 

SH  17  Nov  58  SH 

*  01  May  80 

t  20  Dec  73 

*GL  15  Jon  82  SA  99 

•/.  13  Feb  73 

*  16  Moy  74 

DM  01  Sep  76  MD  MS  03 

MB  24  Mor  89  MD  MS  03 
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FSC  LISTING 


DOCUMENT 


FSC 

TITLE 

NUMBER 

PREP 

DATE 

CUSTODIAN 

7240 

Mtoture,  Liquid . . . . . . . . . 

A-A-1607 

•GL 

02  Mor 

81 

Gl  YD 

99 

7240 

Meaiure,  Liquid . . . 

RR-M-1850 

X 

08  Mor 

74 

7240 

Mea&ure,  liquid,  Ploitic.  Graduated  Validated  Jan  82  U5ER>CG  REV-MD  SA  . 

Mlt.-M-43S30A  (1) 

Gl 

26  Jul 

74 

GL  YD 

99 

7240 

Optntr-dispenstr  Can . . . . 

A-A-1606 

-GL 

1 1  May 

81 

GL  YD 

99 

7240 

Poll,  Metoi,  Carrosion>retisting  Steel  Validated  Feb  $2  USER-Gl . 

RR-PyS3C 

/DM 

14  Aug 

75 

MDMS 

03 

7240 

Pail,  Metoi,  Measuring  (For  Bakeries)  USER*MC  REV>MO  84 . 

MIL-P-2067E 

GL 

30  Aug 

88 

GL 

99 

7240 

Pail,  Plastic  14  Quart  Capacity . 

A-A-S3S41 

MB 

24  Mar 

89 

MD  MS 

03 

7240 

Poil,  Plastic,  14  Quarts  Validated  Jun  84  USER-GL . . . 

MIL-P-36257A 

DM 

10  Aug 

70 

MD  MS 

03 

7240 

Pail,  Utility,  Corrosion-resisting  Steel . 

A-A-50882A 

/MB 

17  Jun 

88 

MDMS 

03 

7240 

Po)',  Utility,  Metoi,  Enamel,  With  lid  And  Boil  . 

A-A-1S66 

X 

29  Jul 

80 

7240 

Pail,  Utility,  Metal  (Zinc-coated)  USER-CE  Gl  MC  . 

RR-P-35C 

•/. 

30  Jul 

71 

7240 

Pail,  Utility,  Metal,  Golvonized,  (Zinc  Coated)  . 

A-A-1273 

t 

17  Jun 

80 

7240 

Pail,  5  Gollon,  With  Removable  Bail  And  Snap  On  lid . 

A.A-332 

X 

21  S.p 

79 

7240 

Poili,  Utility,  Ploitic  USER-CG  REV-MD  ME  MS  DM . 

l-P-SSC 

•GL 

30  Sep 

77 

GL  YD 

99 

7240 

Receptacle,  Trash  (Plostic,  2  Wheeled,  2-WHEELEO,  8S  Gollons,  With  lid)  . ..  , 

A-A-1496A 

•GL 

28  May 

81 

Gl  YD 

99 

7240 

Safety  Can,  Spring  Closing  Type  USER-MC  CG  OS  REV-MI  . 

RR-S-30F 

•GL 

18  Apr 

75 

Gl  YD 

99 

7240 

Spout,  Con,  Flexible  Validated  Feb  B4  USER-GL  REV-MD  EA . 

MiL-S-1285D  (1) 

ME 

13  Jul 

77 

ME  YD 

99 

7240 

Truck,  Tilt,  light  Duty,  Mobile,  Plostic . . . 

A-A-329 

X 

IS  Feb 

80 

7240 

Truck,  Tilt,  Medium  Duty.  Mobile,  Plastic . 

A-A-330 

X 

15  Feb 

80 

7240 

Truck,  Wheeled,  With  Liner  And  Lid,  Plostic  . 

A-A-331A 

X 

15  Apr 

80 

7240 

Waste  Contoiner,  Plastic,  2  Wheeled,  4S  Gollon,  With  Ud . 

A-A-322A 

X 

24  Jon 

80 

7240 

Waste  Receptacles.  Plastic  Validated  Feb  84  USER-CG  MC  REV-MD . 

MII-W-43S31A  (2) 

GL 

22  Sep 

78 

GL 

99 

7240 

Woste  Receptocle,  Plastic,  With  Interchangeable  Tops,  Lid,  Or  Cover  And  liner. 

A-A-324 

X 

05  Ocl 

79 

7240 

Waste  Receptocle,  Swinging  Doors  USER-GL . . . . . . 

RR-W-llOlA 

% 

31  Ocl 

72 

7240 

Waste  Receptocle,  Dome  Top,  With  Swinging  Door,  Plastic  With  liner . 

A-A-328 

X 

05  Ocl 

79 

7240 

Waste  Receptocle.  Plastic  . . . 

1-W.25D  (1) 

*GL 

05  Mor 

74 

Gl  YD 

99 

7240 

Waste  Receptocle,  Step  On,  Plastic,  With  Liner  . . 

A-A-1495 

t 

18  Jul 

80 

7240 

Woste  Receptocle,  Walt  Or  Post  Mounted  .....  . 

RR-W-0C15SS 

X 

20  Mor 

70 

7240 

Woste  Receptacle,  Funnel  Top,  Plostic . 

A-A-325 

X 

03  Oct 

79 

72.40 

Waste  Receptocle,  Mobile,  Plostic . . . 

L.W.1653  (1) 

X 

27  Dec 

76 

7240 

Woste  Receptocle,  Plastic,  With  Lid . . . 

A-A-235 

X 

30  Sep 

79 

7240 

Waste  Receptacle,  Step  On  Type . 

A-A-510S8K 

/MB 

26  Jun 

87 

MD  MS 

03 

7240 

Woste  Rec^otacle,  Swing  Top,  Plastic . 

A-A-326A 

X 

15  Moy 

80 

7240 

Waste  Receptacle,  Mobile,  Plastic . 

L.W.001653 

X 

21  Moy 

71 

7240 

Waste  Recer  tocle,  Plostic,  With  Square  Top,  With  Swinging  Doors  And  Line  .... 

A-A-327 

X 

05  Oct 

79 

7240 

V/oste  Rec'.ptacle,  Mobile,  Plostic,  With  Lid . 

A-A-295 

} 

30  Sep 

79 

7r:r> 

Woste  Prfceptacle,  Wall  Or  Post  Mounted  . 

A-A-281 

X 

21  Sep 

79 

■’.'40 

Waste  Receptocle,  Funnel  Top,  Plostic . . . . . 

A-A-1070 

X 

24  Jan 

80 

7290 

Bosket,  Woven  Wire  Validated  Jan  82  USER-MC . 

MII.-B-43420A 

GL 

30  Apr 

70 

GL 

99 

7290 

Cover,  Ironing  Board . . .  ..... 

A-A-1805A 

* 

07  Feb 

85 

7290 

Oustpon  (Long  Hondie)  . . . . . . . 

A.A.299 

» 

07  Moy 

80 

7290 

Dusrpon  (Long  Hondie,  Swinging  Pon) . 

RR-D-00799A 

J 

25  Sep 

70 

7290 

A-A-300 

t 

11  Apr 
15  Feb 

80 

7290 

IS,  biestric  . . . . . . . . 

A-A-632 

» 

80 

72r. 

Hand  Basket,  Grocery  REV-TS..... . . . . 

A-A-50084 

Gl 

22  Ocl 

86 

GL 

72*'0 

Hondcort,  Grocery,  Hondicopped  REV-TS . 

A-A-50134 

Gl 

28  Sep 

87 

Gl 

7210 

Hondcort,  Grocery,  (Nesting)  USER-GL . 

RR-H-40B 

% 

04  Moy 

73 

7210 

Hanger,  Clothes  (Wire)  And  Trouser  Guords . . . 

A-A-6B1A 

X 

25  Aug 

86 

72S0 

Hcnger,  Clothes  (Wood,  Plastic  And  Steel) . . . 

A-A-S28 

X 

30  Sep 

79 

7291' 

rio'iaer,  Clothes,  And  Accessories  USER-Gl  . 

RR-H-1102D 

INT  AMD  1 

•Gl 

28  Feb 

77 

GL  SA 

85 

7290 

Hanger.  Trouser  USER-Gl . . . . . . . 

IU-H-1142A 

V. 

08  Moy 

73 

7290 

Holder  And  Cutter,  Wrapping  Paper  (V&INCH  Diameter  Rolls)  USER-GL  YD . 

FF-H-571E 

% 

10  Moy 

74 

7290 

.'oning  Boord,  Household . . . 

A.A.297 

* 

20  Mor 

81 

7290 

Iroit'ng  Board,  Pods  And  Covers,  (Household)  USER-GL  . . 

RR-1 660B 

% 

23  Jun 

70 

7290 

lantern.  Electric,  Two  Light  Beams  (One  Concentrated  And  One  Diffused) . 

A-A-53A 

X 

04  Mor 

82 

7290 

Pad,  Ironing  Board . .  . 

A-A.1806 

•Gl 

20  Mar 

81 

GL 

99 

73GP 

Applisnces,  Motor  Operoted,  Stondord  For  •  20  Jan  72  Validated  Jon  82 

UL  73-72 

Gl 

11  Moy 

76 

GL 

99 

REV-MD 

•73GP 

Cobinet,  Gosolirt*  Field  Ronge  Outfit  Model  59,  And  Crodic,  Cook  Pot 

MIL-C-40077E 

GL 

30  Dec 

85 

GL 

99 

USER-ME  MC  REV-MD  84  GS 

73GP 

Cover,  Cotton  Duck,  Mobile  Bakery  Plant  Validated  0<t  87  USER-MC  REV-MD 

YD 

Dispensing  Equipment,  Monual,  Food  &  Beverage  •  Jun  81  REV-MD  SA  84  GS  . 

MII-C-2221B 

GL 

23  Oct 

87 

GL 

73GP 

NSF  18-81 

GL 

19  Feb 

85 

GL  YD 

99 

73GP 

Food  Equipment,  Plastic  Materials  And  Componenis  Used  in  -  Moy  1976 

NSF  51-7B 

Gl 

19  Feb 

85 

GL  YD 

99 

U5ER-84  REV-MO  GS 

73GP 

Food  Service  Equipmen'  •  Jun  87  REV-MD  84  GS . 

NSF  2-82 

GL 

19  Feb 

85 

Gl  YD 

99 

73GP 

Food  .Service  Equipment,  Lominoted  Plastics  For  •  November  1979  USER-84 

NSF  35-79 

Gl 

19  Feb 

85 

Gl  YD 

99 

REV-MD  GS 

73GP 

Food  Service,  Specioi  Equipment  And/or  Devices  -  Nov  83  USER-84  REV-MD 

GS 

Sodo  Fountom  And  luncheonette  Equipment  -  June  1984  REV-MD  84  GS . 

NSF  C2-B3 

Gl 

19  Feb 

85 

GL  YD 

99 

73GP 

NSF  1-84 

Gl 

19  Feb 

85 

GL  YD 

99 

7310 

Bakery  Equipi^eni,  Including  Units,  Assemblies,  Repair  Ports  And  Tools, 

MIL-B-2316D  (2) 

GL 

10  Jun 

74 

GL  YD 

99 

Preporotion  For  Delivery  Of  Validated  Mar  85  REV-MD  MC  GS 

7310 

Bakery  Oven,  Troiler  Mounted,  M  533  Validated  Mar  83  USER-ME  REV-MD  MT 

MIL-8  12570D 

INT  AMD  5  (GL) 

GL 

01  Feb 

77 

GL 

99 

7310 

Blender,  Powered  Mix,  Mechonicol  i  Refrigerated  REV-SH  MC  $A . 

M1L-B-44037A 

YD 

08  Dec 

86 

7310 

Brocket  And  Receptacle,  Hot  Cup,  Airborne  USER-YO  REV-GS . 

MIL-B7525B  (2) 

84 

24  Feb 

86 

GL  AS 

99 

7310 

Broiler-tooster-griddle,  Gos  Fired  Validated  Aug  87  REV-MD  GS . 

MIL-B-40n90 
NOTICE  1 

GL 

05  Aug 

87 

Gl  YD 

99 

7310 

Broiler.  Conveyorized,  Infro-red,  Electric  USER-MC  REV-MD  MS  GS  . 

MII-B-4393SA 

YD 

18  Sep 

87 

YD 

99 

7310 

Broiler,  Self-cieoning,  Electric,  Counter  Model  Validated  Oct  87  USER-CE 

MIL-B-43878 

Gl 

13  Oct 

87 

GL  YD 

99 

REV-MD  MC  GS 
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FSC  LISTING 


DOCUMENT 


ESC 

title 

NUMBER 

PREP 

DATE 

7310 

Burner  Unit,  Goiotine,  Field  Ronge  Outfit,  M2A  USER<MC  REV>MD  GS  . 

MIL-8-4(X)98G 

GL 

30  Mar 

82 

7310 

Cobinet,  Food  Worming,  Electric,  Pots^through  And  ReachMn  USER*CE  MC 

REV-MD  MS  GS 

MIL-C-23880D 

YD 

23  Dec 

83 

7310 

Cabinet,  Food  Worming,  Electrically  Heoted,  Grower  Type  Vahdpted  Feb  84 
REV-GS 

MILC-436098 

GL 

13  Jun 

77 

7310 

Cabinets,  Food  Worming,  Electricolly  Heated,  Grower  Type  USER^MC  REV-MG 
TS84GS 

A-A-S0168 

/GL 

03  Jun 

88 

7310 

Con,  Beveroge,  Giipenser  Validated  Feh  84  USER>MC  REV^GS . 

MIL-C-227J5B 

SH 

28  Dec 

77 

7310 

Chest,  Tool,  Gasoline  Field  Range  Accessory  Outfit  Validated  Jan  87  REV>MC 

GS 

Coffee  Maker,  Electric,  Automatic  USER*SA  MC  REV-MG  MS  CG  S4  GS . 

MIL-C-)700B 

GL 

30  Apr 

70 

7310 

W-C-500B 

/YD 

05  Apr 

85 

7310 

Coffee  Moker,  Percolotor,  Electric  USER-CE  CO  MC  99  REV<MO  SA  MS  84  GS 

MIL-C-285)iB 

YO 

17  Jun 

85 

7310 

Coffee  Makers,  Percolator:  Electric  USER-CE  MC  CG  99  GS  REV-MD  SA  84  . .. 

A.A-50354A 

/YD 

03  Jun 

88 

7310 

Cold  Food  Counter,  Mechonicolly  Refrigerated  USER*CE  MS  SA  REV-MD  MC 

SH  84  GS 

MIL-C-43300G 

GL 

04  Moy 

83 

7310 

Cooker,  Sleom,  Verlkol  USER-MS  REV-MD  MC  84  GS . 

MIL-C-2354F 

GL 

03  Jul 

85 

7310 

Cooker,  Steam,  Vegetoble  (Speed)  USER-CE  CG  MC  REV-MD  SA  SH  84  GS.... 

S-C-1474B 

/YD 

09  /\ay 

88 

7310 

Dispenser,  Beverage,  Mechanically  Refrigerated  U$ER-SA  REV-MD  SH  84  GS.... 

MIL-0-82035C  (2) 

YD 

25  Mar 

88 

7310 

Dispenser,  Carbonated  Beveroge,  Mechonicolly  Refrigeroted  USER-CE  REV-MD 

SH  MC  MS  GS 

MIL-D-437388  (1) 

GL 

01  Feb 

88 

73.3 

Dispenser,  Carbonated  Beveroge,  Mechonicolly  Refrigeroted,  Countertop 

Dispensing,  Remote  System  Validated  Mar  81  REV-GS 

MIL-D.4391: 

GL 

31  Dec 

74 

7310 

Dispenser,  Freeze-dried  Coffee  REV-MD  TS  YD  MC  GS . . . 

AA-50049 

GL 

19  Apr 

83 

7310 

Dispenser.  Freeze-dried  Coffee  Validated  Mar  83  USER-SA  YO  REV-MD  GS . 

MIL-D-43807A 

GL 

22  Sep 

77 

7310 

Dispenser,  Iced  Teo  Validated  Feb  84  USER-CE  SA  REV-MD  SH  GS . 

MIL-D-43B45A 

INT  AMD  1  (GL) 

GL 

27  Jon 

78 

7310 

Dispensers,  Bulk  Milk,  Mechonicolly  Cooled.  And  Disposobte  Milk  Contoiners 
USER-CG  MC  SA  REV-MD  CE  MS  GS 

00  D-450C 

/YD 

21  Jon 

85 

7310 

Disploy  Cose,  Nonrefrigerated,  Bokery,  Counter  &  Upright  Type  REV-MO  TS 

A-A-S04a3 

* 

16  Jun 

87 

7310 

Food  Storoge  Equipment,  Cooking  &  Hot  -  Jun  75  REV-MO  SA  84  GS . . . 

NSF  4.75 

GL 

19  Feb 

85 

7310 

Food  Warmer,  Infra-red,  Electric  USER-MC  REV-MD  SA  CG  MS . 

MtL  F-43883A  (1) 
NOTICE  1 

SH 

27  Feb 

87 

7310 

Formulas,  Infant  (Soy  Based) . . . 

A  A-20i72 

t 

21  Jji. 

88 

7310 

Fr,  ir.  Deep  Fat  (Gos,  Heavy  Duty)  REV-MO  SA  MS  GS . . . 

S-f-700F 

/GL 

29  Mor 

85 

7310 

ftytn,  Oe«p-(ot  (El«e(fic)  USES-CE  REV-MD  SA  MC  SH  84  GS  . 

S-F-69SG  (1) 

INT  AMD  3 

/GL 

15  Dec 

83 

7310 

Fryers,  Deep-fat  (Gas, heavy  Duty)  REV-MO  TS  MS  SA  GS . 

A-A  50181 

GL 

20  Oct 

6f 

7310 

Griddle,  Self  Heoting,  Electric,  And  Stonds,  Onddle  REV-CE  MD  MC  $A  SH  84 

GS 

Griddle,  Self-healing, electric,  Stond  Mounted  USER-CE  REV-MO  SA  MC  GS . 

MIL-G-2338L  (H 

YD 

19  Apr 

88 

7310 

A-A-50009B 

•GL 

23  Feb 

89 

7310 

Griddles.  Self  Heating,  Cos,  Counter  Or  Stond  Mounter  USER-CE  MC  RbV-MD 

TS  YD  GS  84 

A-A-50037A 

•GL 

26  Sep 

86 

7310 

GrIiL  Charcool  (Eirt  Ring  With  Hinged  Gritt  Top)  USER-MC  MS  REV-MD  SA 

GS 

Grill,  Chorcool  (P.detlal  Mounted)  USER-MC  MS  REV-MD  SA  GS . 

A-A-2233 

* 

05  Jul 

84 

7310 

A'A-2234 

• 

05  Jul 

84 

7310 

Grill,  Frankfurters,  Roller  Type,  Electric  Validated  Mar  83  USER-MS  MC 

REV-MO  SA  GS 

MiL-G-43817A 

INT  AMO  1  (GL) 

GL 

16  Dec 

77 

7310 

Grill,  Frankfurter,  Roller  Type,  Electric  REV-MD  TS  SA  GS . 

A-A-50008A 

♦CL 

30  Jun 

88 

7310 

Hot  Cup,  Liquid,  Electric  USER-GL  REV-MD  45  GS  . . . 

MIL-H-21303D  (3) 

84 

09  Sep 

82 

7310 

Hot  Plote,  Eleetric  USER-MC  REV-MD  SH  SA  84 . 

W-H-634G 

/GL 

20  Mar 

88 

7310 

Hotplate,  Gas  And  Electric,  Coffee-maker  Validated  Sep  87  USER-CG  MS 

REV-MD  MC  YO  SH 

W.H-640 

NOTICE  1 

/GL 

10  Apr 

67 

7310 

KelHe,  Steam  Jockettd;  Twin,*  5-GAllON,  Tilting,  Cobinet  Mounted;  Noturol 

Gas  Heoted  REV-MO  GS 

MIL-K-43943A 

GL 

01  Dec 

88 

7310 

Kettle,  Steam  Jacketed  (Stainless  Steel),  Gas  USER-MC  REV-MD  MS  AS . 

RR-K-193E 

/GL 

?7  Mor 

87 

7310 

Kettle,  Steam-tockeltd,  (Stoinless  Steel,  Steam  Heated)  USER-CE  MS  MC 

REV-MD  SA  MC  SH  45 

Rf:  K.195J  (1) 

/GL 

01  Feb 

88 

7310 

Kettles,  Steom  Jocketed,  Electrically  Heated  REV-MC  MS  SA  SH  GS . . . . 

MIL-K-43359E  (1) 

YD 

01  Apr 

88 

7310 

Milk  Dispensing  Equipment,  Bulk,  Commercial  *  Jul  80  USER-SA  MC  CG 

REV-MD  MS  84  GS 

NSF  20  80 

YD 

19  Aug 

85 

7310 

Oven,  Boking  &  Roosting,  Deck,  Two  Comportment,  Oil  USER-MC  REV-MD  GS 

MIL-0-2478H 

GL 

30  Sep 

83 

7310 

Oven,  Boking  &  Roosting,  Forced  Convection,  Gas  REV-MD  TS  MC  84 . 

MIL-0-43679D 

GL 

14  Mor 

86 

7310 

Oven,  Baking  And  Roasting,  Forced  Convection,  Electric  USER-CE  MC  REV-MD 

SA  SH  GS 

MIL-0-43633E 

INT  AMD  2  (GL) 

GL 

26  Jon 

88 

7310 

Oven,  Boking  And  Roosting,  Deck,  Gasoline,  3&COMPARTMENT  Validated 

Mar  83  USER-YD  REV-MD  GS 

MV 

GL 

13  Dec 

76 

7310 

Oven,  Food  Worming,  Elec'ricol  (12  Meol)  Validated  Jun  83  REV-GS . 

MIL0  83Vyj 

84 

02  Dec 

85 

7310 

^ood  Worming^  E^c*'*co^iy  ^ype  984  REV  GS 

Mil  n  Arjnor  ro) 

84 

no  s*p 

82 

7310 

Ovtn,  Food  Worming,  El«lric  H0U-2/B  And  HDU-23/B  REV-GS . 

MIL-O-38205A  (1) 

84 

19  Moy 

82 

7310 

Oven,  Microwove,  Electric  (13C)0-14D0  Wott  Microwave  Power  Output) 

USER-MS 

A'A-50467 

YO 

24  Jon 

83 

7310 

Oven,  Microwave,  Electric  USER-CE  SH  MS  CG  REV-MD  . . 

S-0.1425 

INT  AND  1  (YO) 

/YO 

17  Dec 

86 

7310 

Oven,  Microwove,  Electric  (2000  Wott  Microwove  Power  Output)  USER-CE  MS 
REV-MD 

A-A-50466 

YD 

24  Jon 

83 

7310 

S  0  001425A  (1) 

MIL  0-43884 

NOTICE  1 

/YO 

26  Feb 

88 

7310 

Oven,  Pizza,  Counter  Top,  Electric  Validated  Feb  87  USER-MC  REV-MO  SA  MS 
GS 

GL 

27  Feb 

87 

7310 

Oven,  Pizza,  Counter  Top,  Electric  . . . . 

A-A-5(X)20 

♦GL 

13  Jon 

82 

7310 

Oven,  Revolving  Troy,  Boking  And  Roosting,  Compoct,  (Gos,  Electric)  Validated 
Sep  87  REV-MD  GS 

5-0-8658 

NOTICE  1 

/GL 

30  Apr 

74 

7310 

Ovens,  Boking  And  Roosting,  Forced  Convection,  Electric . 

MIL-0  0043633D 

GL 

17  Oct 

85 

CUSTODIAN 


GL  YD 
GL  YD  99 

GL  YD  99 

GL  SA  99 

SH 
GL  YD 

GL  YD 
GL  YD 
GL  YD 
GL  YD 

GL  YD 
GL  YD 
GL  YD 
GL  YD 

GL 

GL  SA 
GL 

GL  YD 

GL  YD 

GL  YD 

GL  YD 
YD 


GL  YD 
GL  YD 

GL  YD 
GL  YD 

GL  YD 
GL  SA 

GL  YD 

GL  YD 
GL  YD 

GL  YD 
AS 
GL  YD 
GL  SA 

GL 

GL  YD 
GL  YD 

YD 
GL  YD 

GL  YD 
GL  YD 
GL  YD 

GL  MC 


GL  YD 
GL  YD  99 
GL  YD  99 
YD 

GL  YO  84 

GL  YD  99 
GL  YD  99 

GL 
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DOCUMENT 
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TITLE 
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PREP 
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CUSTODIAN 

7310 

OvtnSi  ftoking  And  Roosting,  Forced  Convection,  Electric  USER*CE  MC  REV*MD 

A-A-50039 

•Gl 

30  Sep 

82 

GL  YD 

99 

SA  GS 

7310 

Ovens,  Soking  And  Roasting,  Convection,  Energy  Efficient,  Gos . . 

A-A-50124 

GL 

29  -lun 

87 

GL  YD 

99 

7310 

Ovens,  Boking  And  Roosting,  Forced  Convection,  Gos  USER*ME  REV*MO  MC 

A-A-S0042 

GL 

30  Dec 

82 

GL  YD 

99 

7310 

Ovens,  Microwove,  Electric  (1000  Wott  Microwave  Power  Output)  USER>M$ .... 

A-A-S046S 

YD 

24  Jon 

83 

GL  YD 

99 

7310 

Pan,  Frying  And  Braising,  Electric,  Tilting<type  USER'CE  REV*MO  MC  MS  SA 

MtL-P-23694E 

YD 

29  Mar 

84 

GL  YD 

99 

84  GS 

7310 

Pon,  Frying  And  Braising,  Gas,  Tilting  Type  REV-MO  CE  SA  MC  MS  84  GS . 

MIL-P-286038 

YD 

07  May 

64 

GL  YD 

99 

7310 

Potilry  Unit  REV-MD  MS . 

MIL-P-82032A 

YD 

30  Aug 

82 

GL  YD 

99 

7310 

Range,  Electric,  Naval  Shipboord  Validated  Mar  $3  REV*SH  GS . 

MIL-R-21211A 

SH 

6  Nov 

61 

SH 

7310 

Ronge,  Electric,  Domestic . 

W-R-IOIF  (2) 

t 

31  D« 

70 

7310 

Range,  Electric,  Commerciol  (With  Or  Without  Broiler)  USER-CE  REV*MD  MC 

MIL-R-1129SH  (3) 

GL 

07  Nov 

80 

GL  YD 

99 

7310 

Rongv  Gos  (Commerciol),  Heavy  Duty  REV-MO  MC  64  GS . 

MIL.R.2357H 

GL 

30  Sap 

85 

GL  YD 

99 

7310 

Range,  Gos,  Commercial  USER-CE  MC  REV-MD  TS  84 . 

A-A-J0064 

/GL 

14  Oct 

83 

GL 

99 

7310 

Range,  Gos,  Domestic . 

S-R-44D 

t 

11  Aug 

70 

7310 

Range,  Oil  Burning  (Suitable  For  Use  With  Kerosene,  Diesel  Fuel,  8>  No.  2  Fuel 

MII-R-18967C 

YD 

20  Dec 

82 

YD 

T’lO 

Range,  Pockaging  And  Packing  Of  Validated  Jon  8J  USER-MC  REV-SM  SA  GS 

M11-R-11337F  (1) 

GL 

15  Apr 

75 

GL  YD 

99 

7310 

Ranges,  Convection  Oven,  Electric  REV-SA  SH . 

MIL-R-439S4A 

SH 

11  Jun 

85 

SH 

7310 

Ranges,  Electric  Industrial  USER-CE  REV-MD  MC  84 . 

A-A-S0035 

GL 

27  5«p 

82 

GL  YD 

99 

7310 

Ranges,  Gas  (Domestic)  . . . 

S-R-0044E 

1 

21  -lul 

77 

7310 

Ronges,  Oil  Burning  (Heavy  Duty,  Mechanicol  Type  Burners,  No.  2  Or  Heovier 

MIL-R-11038E 

GL 

14  Jun 

73 

GL 

99 

FmI  Oil)  Volidoltd  Mar  81  USER-CE  MC  REV-MD  SA  GS 

7310 

Sandwich  Unit,  Mechonicoliy  Refrigerated  USER-MC  REV-MO  SA  GS . 

MIL-S-438S3B 

GL 

21  Dk 

84 

GL  YD 

99 

7310 

Standard  For  Commerciol  Electric  Cooking  Appliances  -  8  Nov  74  Validated  Jan 

UL  197-74 

GL 

26  Jon 

76 

GL  YD 

99 

82  USER-CE  MC  SA  REV-MD 

7310 

Stondord  For  Household  Electric  Ronges  -  7  Aug  74  Validated  Mar  83  REV-MO 

UL  858-74 

GL 

09  Nov 

76 

GL  YD 

99 

7310 

Stondord  For  Primary  Safety  Controls  For  Gas  &  Oil  Fired  Appliances  •>  Sep  75 

UL  372-76 

GL 

11  Moy 

76 

GL  YD 

99 

Validated  Jan  82 

7310 

Steom  Table  (Commerciol,  Heavy-duty,  Steam-,  Gas-,  Or  Electricolly-heated) 

S-S-710H 

/GL 

23  Jon 

76 

GL  YD 

84 

Volldaltd  Jan  82  REV-MO  CE  MC 

7310 

Steom  Toble,  Hot  Food,  Gos  REV-MD  GS . . . . . 

A-A-50029 

/GL 

27  Jul 

82 

GL 

7310 

Stove,  Gasoline  Burner,  M1950,  And  Case  Validated  Jan  82  USER*$A  67  CS 

MIL-S-10736H 

GL 

09  Mor 

76 

GL  YD 

99 

REV-MO  MC  GS 

7310 

Stove,  Gasoline,  2  Burner  Validated  Feb  82  REV-MO . . . . . 

MIL-S-4060eD 

GL 

28  Doc 

83 

Gl 

7310 

Tqbl.,  Hot  Food,  Etaetrie,  Mobil,  USER-03  REV-MD  CE  MS  SA  GS  . 

MII-T-82049C  (2) 

YD 

30  f'o» 

88 

Gl  YD 

99 

7310 

Toble,  Hot  Food,  Gas  Validated  Feb  84 . 

MIL-T-43908A  (2) 

GL 

15  Dk 

77 

Gl 

7310 

Teotttr,  Continuous  (Convtyor,  HMvy  Duty),  All  Ekctrie  And  Combinotion  Gos 

S-T-S40E  (2) 

/SH 

28  Jun 

77 

SH 

And  Electric  Validattd  Mar  83  USER-SA  MC  REV-YD 

7310 

Toaster,  Electric,  Pop-up.  Heavy-duty,  Intermittent  REV-MD  YD  GS . 

W-T-550D 

/GL 

30  Jun 

86 

Gl  SH 

99 

7310 

Toosters,  Conveyor,  Heavy  Duty,  Gas . . . . . . 

A-A-50010A 

•GL 

23  Mor 

87 

Gl  YD 

99 

7310 

Urn,  Coffee,  Twin  And  Single,  Automatic  (Electric,  Steam,  And  Gos)  USER-CE 

MIL-U-43263E 

GL 

05  Moy 

86 

Gl  YD 

99 

CG  REV-MD  TS  MC  MS  82  84  GS 

7310 

Um,  Coffee,  Twin,  Automatic  (Electric.  Steam,  And  Gos)  USER-CG  REV-MD  TS 

A-A-50182 

GL 

20  Oct 

88 

Gl  YD 

99 

MS  MC  84  GS 

7310 

WoHI,  Iron,  Electric  Validattd  Mar  81  REV-SH  GS  . 

MIL.W.40110C 

GL 

29  Jun 

76 

Gl  YD 

99 

7310 

Woffle  Iron,  Electric  REV-MO  GS . 

A-A-50048 

GL 

11  Apr 

83 

Gl  SA 

99 

7310 

Warmer,  Food,  Portable,  Infrored  USER-CG  MC  REV-MD  SA  MS  GS  84 . 

A-A-50043 

GL 

22  F,b 

83 

Gl  YD 

99 

7310 

Well,  Hot  Food  Storage,  Electric  REV-SH  GS . . . 

MIL-W-43896A 

SH 

27  Dk 

84 

SH 

7320 

Batter  Breeder  Mochine,  Electric . . . . . . . . 

MIL-B-44038A 

YD 

28  Nov 

86 

YD 

7320 

Bin,  ingredient.  Mobile,  250  Lb.copocity  USER-SA  REV-MD  MC . 

A-A-S002B 

/GL 

27  Jul 

82 

GL  YD 

99 

7320 

Bin,  Ingredient,  Mobile,  150  And  250  Pound  Capacity  REV-MD  SA  MC . 

MIL-8-43386B 

GL 

27  Feb 

87 

GL  YD 

99 

NOTICE  1 

7320 

Blodes,  Bond  Saw,  Corbon  Steel  ,  Meat  Cutting  USER-SA  REV-MC  84  GS . 

AA-51148 

IP 

27  Feb 

86 

GL  SA 

99  IP 

7320 

Bone  Dust  Removing  Machine,  Electric,  Automatic,  Mobile  USER-CE  REV-MD 

AA-50024 

/GL 

09  Apr 

82 

Gl  YD 

99 

MC  SA 

7320 

Bone  Dust  Removing  Mochine,  With  Nylon  Brushes  REV-MD  TS  GS  . . 

A-A-50484 

• 

23  Jun 

87 

Gl  YD 

7320 

Breod-sticing  Mochine,  Electric-operated,  Multiple  Knife  USER-SA  REV-MD  TS 

MIL-B-43B66C  (1) 

GL 

30  Dk 

87 

Gl  YD 

99 

MC  SH  84  GS 

•7320 

Cobinet,  Delivery  And  Storoge,  Pastry,  And  Truck  Dolly,  Pastry  Cobinets 

MII-C-40617C  (2) 

GL 

23  Oct 

87 

Gl  SA 

99 

Validated  Oet  87  USER-MC  YD  REV-MO  GS 

NOTICE  1 

7320 

Cobinet,  Dough  Proofing,  Insulated  Portable,  36&PAN  Copacity,  For  Mobile 

MIL-C-2233E/E 

GL 

10  Aug 

84 

Gl  SA 

99 

Fieid  Boli.ry  USER-MC  REV-MO  84  GS 

7320 

Cobinet,  DougSt  Proofing,  Portoble,  Insuloted,  12  Pan  Capacity  Validated  Jon 

MIL-C-40100C 

GL 

02  Oct 

73 

Gl  MC 

99 

82  USER-ME  YD  MS  REV-MD  GS 

7320 

Cabinet,  Dough-proofing,  (18  Pan  Capocity)  USER-YD  REV-MD  MC  SA  . . 

W-C-20E  (1) 

/GL 

10  Dec 

87 

Gl  YD 

99 

NOTICE  1 

7320 

Cobinet,  Food  Service,  Warmer-refrigerator,  Roll-thru,  Roll-in  USER-ME  CE  SA 

MIL-C-43427C 

GL 

26  Dec 

85 

GL  YD 

99 

REV-MD  TS  MC  84  GS 

7320 

Cabinet,  Food  Service,  Wormer  Refrigerator,  Roll  Thru,  Roll  In  Volidatad  Jon  82 

MIL-C-0043427B 

GL 

09  Jun 

77 

Gl 

7320 

Cobinet,  Storoge,  Milk  Shake,  Mechonicoliy  Refrigeroted . 

MIL-C-44044 

SH 

30  Mar 

81 

SH 

7320 

Cobinets,  Delivery  &  Storoge,  Postry  &  Truck  Dolly,  Postry  Cobinets  USER-MC 

A-A-50I90 

GL 

04  Jon 

89 

GL  SA 

99 

YD  REV-MD  84  GS 

7320 

Chilled  Water  Unit,  Bakery  REV-MD  EL  GS  . 

MILC-10933E 

GL 

07  Nov 

85 

Gl  YD 

99 

7320 

Cleoning  And  Sonitixing  Machine,  Spraying  High  Pressure,  Electric  Validated 

MIL-C-43949A 

GL 

03  Feb 

78 

Gl 

Fib  84  REV-CS 

7320 

Commercial  Electric  Dishwashers  -  19  Apr  73  Validated  Jan  82  USER-CE  MC 

UL  921-73 

GL 

07  Moy 

76 

Gl  YD 

99 

REV-MD  SA 

7320 

Conveyor,  Belt.  Powered,  Meat  Loof  Validated  Mar  81  REV-MD  GS . 

MIL-C-43631 

GL 

31  Mar 

69 

GL 

7320 

Conveyor,  Belt:  Powered,  Meat  Processing  REV-MD  GS . 

A-A  50073 

* 

30  Jon 

85 

Gl 

789 
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7320 

Cookie  Cutting  Mochine,  Electric  Validated  May  81  USER'YD  REV-MD  ME  GS.. 

MIL-C-40d02B 
NOTICE  2  (GL) 

GL 

29  Dec 

67 

7320 

Cookie  Cutting  Mochlne,  Electric  REV-MD  MC  SA . 

A-A-50031A 

•GL 

18  Jun 

86 

7320 

Counter,  Dith  Tro/  Conveyor  USER  CE  REV-MD  SA  GS . . . 

MIL-C  23S6SD 

YD 

05  Mar 

82 

7320 

Dishwovheng  Mochinet,  Commerciol  Sproy  Type  ■  Jun  82  USER-CG  REV-TS  MD 

SA  MS  MC  GS 

NSF  3-82 

YD 

16  Aug 

85 

7320 

Diihwoihing  Mochin^v  Single  Tank  (Rock  Manual  And  Conveyor)  And  Double 

Tonk  (Rock  Conveyor)  Commerciol  REV-TS  MD  SA  MC  MS  84 

A-A-50479 

/YD 

15  Nov 

85 

7320 

Dithviroshing  Machine,  Commerciol  (Submorine  U$e)  (Refer  To  OO-D-1390) 

USER-GL  REV-SH  GS 

MIL-D-24194 

SH 

25  Apr 

88 

7320 

Diihwoshing  Mochinet,  Commerciol  (Rockleit  Conveyor)  USER-CE  MC  CG 

REV-MD  TS  SA  MS  84 

OOD-13886 

/YD 

21  May 

84 

7320 

Dithv^othing  Mochinet,  Single  Tank  (Rock,  Manual  And  Conveyor  And  Double 

Tonk  (Rock,  Conveyor),  Commercial  REV-84 

OO-D-1390B  (1) 

/YD 

04  Oct 

84 

7320 

Oithwothing  Mochinet,  Commerciol  (Rockiest  Conveyor)  USER-CE  MC  CG 

REV-TS  MD  SA  MS  84 

A-A-50480 

/YD 

15  Nov 

85 

7320 

Oithvroshing  Mochinet,  Commerciol  (Rock,  Stationery)  USER-MS  CG  MC  GS 
REV-MD  SA  84 

A-A-50481 

/YD 

15  Nov 

85 

7320 

Dithwothing  Mochinet,  Commerciol  (Rock,  Slotionory)  USER-CG  MS  REV-MD 

MC  SA  84  GS 

00-D-431E 

/YD 

04  Moy 

84 

7320 

Dithwothing  Machine,  Doi^te  Tank,  Commercial  (Rock,  Conveyor) . 

ODD-  -1390 

/YD 

07  May 

69 

7320 

Dithwothing  System  (Commerciol),  Multiple  Tonk,  Continuous  Ovol 

Conveyor-type  USER-GL  REV-GS 

MIL-D-8393SB 

GL 

28  Stp 

88 

7320 

Dispenser,  Beverage,  Hot  Chocolote  •  26  Mar  82 . 

ASTM  F759  82 

GL 

21  Jon 

83 

7320 

Dispenser,  Bread,  Front  And  Rear  loading  Validated  Feb  84  REV-MD  SA . 

MIL-D-4397S 

GL 

22  Feb 

78 

7320 

Dispenser,  Bread,  Front  And  Rear  Looding,  5  Comportment  REV-MO  SA  84  GS 

A-A-SOOOSA 

•OL 

20  Jun 

86 

7320 

Dispenser,  Breod,  Self-leveling,  Drop-in  Validated  Mar  83  USER-SA . 

MIL-D-43949 

Gl 

17  Aug 

77 

7320 

Dispenser,  Butter,  Self  Contained,  Eutectic  USER-SA  MC  REV-MD  GS . 

A-A-S0006 

•GL 

24  Aug 

81 

7320 

Dispenser,  Butter,  Self  Contained,  Eutectic  Validated  Mar  83  USER-SA  MC 

REV-MD 

MIL-D-43953  (1) 

GL 

09  Jun 

77 

7320 

Ditpenier,  Condiment,  lever  Type  Pump,  Manually  Operated  REV-MD  GS  . 

A-A-50007 

-GL 

24  Aug 

81 

T320 

Dispenser,  Condiment,  Pump  Type,  Manuolly  Operated  REV-MD  TS  84  GS . 

MIL-D-43840  (2) 
NOTICE  1 

GL 

22  Sep 

87 

.320 

Dispenser  Condiments,  Countertop  USER-MC  REV-MD  CG  SA  SH  84 . 

A.A-S004S 

GL 

18  Mor 

83 

7320 

Oitpenter,  Detergent  And  Rinse  Additive,  Central  System  Liquid  Type  For 
Commerciol  Dishwo<hing  Mochinet  Validated  Mar  63  USER-CE  REV-MD 

OO-D-1718 

/GL 

09  Moy 

72 

7320 

Dispenser,  Ice,  Self  Leveling,  Mobile,  And  Dispenser,  Ice,  Automotic  Oitpenting 
Heod,  Mobile  Validated  May  84  USER-MS  REV-MD  MC 

M1L-D-43593B  (1) 

GL 

27  Jun 

79 

7320 

Dispenser,  lee,  Automotic  Dispensing  Heod,  Mobile  USER-MS  REV-MD  MC . 

A-A-50147 

GL 

06  Jon 

88 

7320 

Dispenser,  Ice,  Self-leveling,  Mobile  USER-MS  MC  REV-MO  GS . . . 

A-A-50189 

GL 

08  Dec 

88 

7320 

Dispenser,  Liquid,  Insuloted  REV-MO  TS  84  GS  . . . . . . . 

MIL-D-43916A 

GL 

25  Feb 

88 

7320 

Dispenser.  Silverware  REV-MO  MC  MS  YD  84  . 

A-A-50044 

GL 

09  Mor 

83 

7320 

Dispenser,  Tableware,  Self  leveling  USER-MC  REV-MD  SA  82  GS . 

MIL-D-40631G 

GL 

31  Dec 

84 

7320 

Dispensers,  Breod,  SeK-leveling,  Drop-in  USER-MO  MS  YD . 

A-A-50034 

•GL 

27  Sep 

82 

7320 

Dispensers,  Silverware  REV-MO  TS  MC  MS  84  GS  . . . . 

MIL-D-23828C 

GL 

06  Mor 

86 

7320 

Dispensers.  Toblewore,  Automotic,  Self-  Leveling,  Mobile  REV-MD  TS  SA  84 

GS 

Dispensing  Unit,  Detergent,  Automatic,  For  Commerciol  Oithwothing  Mochinet 
Validated  Mar  81  USER-CE  REV-MO  MS  MC  GS 

A-A-50109 

GL 

10  Apr 

87 

7320 

MIL-D-43729 

GL 

31  Dec 

70 

7320 

Dolly,  Food  Hondling  Equipment  Ndithwoshing  Rocks)  . . . 

A-A-50107 

GL 

31  Mor 

87 

7320 

Dough  Dividing  Mochine,  Automotic,  Pocket  Validated  Mar  8’  REV-MD  OS . 

MII-D-2471D 

GL 

19  Jun 

68 

7320 

Dough  intermediate  Proofing  Machines  Validated  Mar  81  USER-CE  ME  REV-MD 

SA  GS 

MIL-D-2351C 

GL 

09  Jul 

68 

7320 

Dough  Mixing  And  Make-up  Outfit,  Trailer-mounted,  M-S34  Validated  Mar  81 
REV-MD  GS 

MIL-D-43490A  (5) 

GL 

20  Apr 

76 

7320 

Dough  Mixing  Mochine,  Baker  S  Validated  Mar  81  USER-Gl  REV-SH  GS . 

MIL-D-17013C  (1) 

SH 

29  Jul 

71 

7320 

Dough  Mixing  Mochine,  Gasoline  Engine  Driven  Validated  Mar  81  USER-YO 

MC  REV-MD  GS 

MIL-D-43503A  (1) 

Gl 

29  Jun 

73 

7320 

Dough  Molding  Mochine,  Loof  USER-SA  MC  REV-GS  . 

MIL-D-2477C  (1) 

SH 

17  Jun 

8) 

7320 

Dough  Proofing  Boxes,  Steom  Heated  (Steam,  Or  Steom  And  Woter, 

Humidified)  Validated  Oct  87  USER-YD  MS  REV-MD  MC 

MIL-D  40167C  (1) 
NOTICE  1 

GL 

23  Oct 

87 

7320 

Dough  Rolling  Machine,  Pie  REV-MC  84  GS . . . 

MIL-D-2447F 

YO 

24  Jul 

87 

7320 

Dough  Rounding  Mochine  Validated  Mar  81  REV-MD  SA  GS  . 

MIL-D-2352C 

GL 

11  Apr 

68 

7320 

Dough  Through.  Valldattd  Jun  87  USER-MS  MC  SA  YD  84  REV-MD  GS . 

MIL-D-130S3D 
NOTICE  1 

GL 

25  Jun 

87 

7320 

Dough  Trough,  Bokcr  S  (For  Mobile  Bokery  M&534)  REV-MD  — . . . . 

MIL-D-2222F 

GL 

29  Mor 

85 

7320 

Dough  Trough,  Fermentation,  Field  USER-MC  REV-MD  SA  84  GS . 

MIL-D-40123C 

GL 

14  Jun 

83 

7320 

Dough  Troughs  REV-MD  MC  MS  SA . . . . 

A-A-S0036 

•GL 

30  Sep 

82 

7320 

Dough,  Dividers,  Roll,  Hand  Operoted,  36  Port  &  Dough  Dividing  8  Rounding 
Mcchi.ic,  Roi:  36  Pc.'t  USE.R-.V.C  REV  .V.D  SA  45  S4  GS 

MIL-D-38BdF 

YD 

25  Nov 

86 

7320 

Doughnut  Mochine,  Cuttmp  And  Frying  Validated  Oct  84  USER-CE  CG  YD 
REV-MD  MC 

00-D-S82D 

/GL 

01  Feb 

78 

7320 

Equipment,  Hot  Woter  Generoting  And  Heat  Recovery  -  Nov  1983  USER-CG 
REV-TS  MD  SA  MC  MS  84  GS 

NSF  5-83 

YD 

15  Jul 

85 

7320 

Food  Blender,  Electric  REV-MD  TS  MS  P4  GS  . . . . 

00-F-545F 

/GL 

27  Dec 

85 

7320 

Food  Blender,  Electric  USER-MS  REV-MD  TS  MC  84  GS . . . 

A-A-S0108 

GL 

31  Mor 

87 

7320 

Food  Cutter  And  Mixer  Machines,  Verticol,  High  Speed,  Electric  USER-CE  MS 
REV-MD  SA  MC  84  GS 

MIL-F-43569B  (1) 

GL 

31  Mor 

87 

7320 

Food  CuDtn,  Eliciric  USER-YD  84  REV-MD  TS  GS . 

MIL-F-43402D  (2) 

GL 

24  Mor 

88 

7320 

Food  Preporotion  Equipment,  Commerciol  Powered  •  May  1980  REV-MD  SA  64 
GS 

Gtoiswaiher,  Electric,  Portoble  USER-CG  MS  SA  REV-MD....... . . . 

NSF  8-80 

GL 

19  Feb 

85 

7320 

MIL-G-11491E 

GL 

19  Feb 

88 

7320 

Grinders  And  Mixer-grinders,  Meat,  Electric  USER-CE  REV-MD  TS  SA  SH  MC  .. 

A-A-50055 

GL 

23  Jun 

83 

CUSTODIAN 


GL 

Gl  YD 
Gl  YD 
GL  YD 

GL  YD 

SH 

GL  YD 

GL  YD 

GL  YD 

GL  YD 

GL  YD 

GL  YD 
GL 

GL  SA 
GL  YD 
GL  YD 
GL  YD 
GL  YD 
GL  YD 

GL  YD 
GL  YD 

GL  YD 
GL  YD 

GL  YD 

GL 
GL 

GL  SA 
GL  YD 
GL  YD 
GL  SA 
GL  YD 
GL  YD 

GL  YD 

GL  YD 
GL  YD 
GL  YD 

GL  MC 

SH 
GL 

SH 
GL  SA 

YD 
GL  YD 
GL  YD 

GL  MC 
GL  YD 
GL  YD 
YD 

GL  SA 

GL  YD 

GL  YD 
GL  YD 
GL  YD 

GL  YD 
GL  YD 

GL  YD  99 
GL  YD  84 


790 


3  333SS  3  33  S3  33  333  333333  3  33 
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•7320 

Grindtrs,  Meet,  Eltctric,  Grindtrs  M*at,  Hond,  And  Mixtr-grinder,  Mect> 

00-G-667F  (1) 

/GL 

30  Nov 

76 

GL  YD 

99 

Ekclric  VolldolKl  Mar  S3  USER-CE  MC  SH  REV-MD  SA  GS 

7320 

H*ot  Sonittzing  Commtrciol  Diihwathmg  Mochlnet,  Stotionory  Rack  Type  ‘  30 

ASTM  F857-84 

YD 

31  May 

85 

GL  YD 

99 

Moy  1984  USER-MS  CG  MC  GS  REV-MO  TS  84 

7320 

Heot  Sonitizing  Commercial  DUhwothing  Mochirtes,  Single  Tonk,  Conveyor  Rock 

ASTM  F858-84 

YD 

31  May 

85 

GL  YD 

99 

Type  ■  30  Moy  1984  LSER-CE  CG  MC  GS  REV-TS  MO  MS  84 

7320 

Heat  Sonitizing  Commercial  Oishwothing  Mochinet,  Multiple  Tonk,  Conveyor 

ASTM  F859-84 

YD 

31  Moy 

85 

GL  YD 

99 

Rock  Type  -  30  Moy  1984  REV-TS  MO  SA  MS  MC  84  GS 

7320 

Heat  Sonitizing  Commercio)  Dishwothing  Mochinet,  Multiple  Tonk,  Rockleu 

ASTM  F850-84 

YD 

31  May 

85 

GL  YD 

99 

Conveyor  Type  -  30  Moy  1984  USER-CE  CG  MC  GS  REV-TS  MO  SA  MS  84 

7320 

Heoter,  Hot  Water  Booster,  Electric,  Sink,  Sanitizing  REV-MD  TS  SA  SH  64 

MIL-H-43S95B  (1) 

GL 

21  Mor 

88 

GL  YD 

99 

GS 

INT  AMD  1  (GL) 

7:20 

Heaters, hot  Water  Boo  Ster,electric;  Sink,  Sonitzing  USER-YO  REV*TS  MD  SA 

MIL-A-H-A50156 

GL 

24  Mor 

88 

GL 

99 

84  GS 

7320 

Household  Electric  CoHee  Mokers  &  Brev^ing  Type  Appliances  •  15  Dec  72 

UL  1082-72 

GL 

05  Feb 

76 

GL  YD 

99 

Validated  Jan  82  REV-GS 

7320 

Injector,  Rinse,  Automotic,  For  Commercial  Dishvirashing  Machines  VoKdoled  Jon 

MtL-l-43728 

GL 

04  Jon 

88 

GL  YD 

99 

88  USER-CE  REV-MO  MC  MS  GS 

NOTICE  1 

7320 

Kitchen  Equipment,  Including  Unit  Assemblies,  Repoir  Parts  And  Tools, 

MIL-K-43S7S  (1) 

GL 

19  Moy 

78 

GL  YD 

99 

Preparation  For  Delivery  Of  Validated  Feb  84  USER-MC  REV-SM  GS 

7320 

Mochines,  Commercial  Dishwashing,  Detergent  &  Chemical  Feeders  For  •  Jun  82 

NSF  29-82 

YD 

04  Oct 

85 

GL  YD 

99 

USER-CG  REV-TS  MD  SA  MS  MC  84  GS 

7320 

Meot  Sheer,  Hond-operated,  And  Meat  Slicing  Machine,  Electric  Validated  Jon 

OO.M-2BOG  (3) 

/SH 

18  Aug 

80 

SH 

86  USER-MC  REV-SA  MS  SH 

7320 

Meat  Slicing  Mochines,  Electric  REV-MD  TS  MS  CG  84  GS . . . . . 

A-A-50088A 

GL 

26  Apr 

88 

GL  SA 

99 

7320 

Meot  Tenderizer,  Electric  USER-MS  MC  REV-MO  SA  SH  GS . . . . . 

MII-M-17312D  (1) 

GL 

24  Feb 

81 

GL  YD 

99 

7320 

Meat  Tenderizer,  Electric  USER-MC  REV-MO  TS  SA  84  GS . 

A-A-50027B 

/GL 

02  Sep 

88 

GL  YD 

99 

7320 

Mixer,  Fluid,  ElecHc  Validated  Mar  81  USER-CE  REV-MD  . . 

MII-M-40500D 

GL 

01  Feb 

73 

GL  YD 

84 

7320 

Mixer,  Fluid,  Electric  USER-CE  REV-MO  TS  SA  SH  MC  . 

A-A-50140 

GL 

16  Dec 

87 

GL  YD 

50 

7320 

Mixing  Machine,  Food,  Electric  (Vertical,  Commerciol  Type,  Bakery  And  Kitchen) 

00-M-38J 

/GL 

23  Nov 

77 

GL  YD 

99 

Validated  Feb  84  USER-CE  SA  REV-MD  MC  GS 

INT  AMD  1  (GL) 

7320 

Mixing  Mochines,  Food,  Electric  (Verticol,  Commercial  Type,  Bakery  Bk  Kitchen) 

00-M-0038K  (1) 

/GL 

12  Feb 

88 

GL  YD 

99 

USER-CE  SA  REV-MO  MC  SH  84  GS 

7320 

Molding  Machines,  Meat-fish  Validated  Mar  81  REV-GS  . 

MiL-M-40163C 

GL 

17  Dec 

71 

GL  YD 

99 

7320 

Moldirvg  Mochines,  Meot  -  fish  REV-MD  TS  MC  SA  84  GS.. . 

A-A-50050 

GL 

10  Moy 

83 

G.  YD 

99 

7320 

Pol,  Pan  &  UttnxI  V7ath<r>  -  OEC-80  USER-84  REV-MD  GS . 

NSF  26-80 

GL 

19  Feb 

85 

GL  YD 

99 

7320 

Prefluthing  Mochine,  Dish  Validated  Mar  81  USER-CE  REV-MD  45  GS  . . 

MIL-P-12390E 

GL 

29  Jun 

71 

GL  YD 

99 

7320 

Preflushing  Machine,  Dish  . . . . . 

A-A-50187 

GL 

02  Dec 

88 

GL 

99 

7320 

Rock,  Bread,  Baker  Si  10-  Shelf,  Knockdown  Type  REV-MD  TS  MS  SA  84  GS  . 

A-A-50110 

GL 

31  Mor 

87 

GL  YD 

99 

7320 

Rock,  breed,  Bokeri,,  One  Wire  Shelf,  Folding  Type  Validated  Oct  87 

MIL-R-1983G 

GL 

23  Oct 

87 

GL 

99 

USER-MC  REV-MO  SA  GS 

7320 

Rock,  Commericol  Oishwoshing  •  27  Jon  84  REV-TS  MO  SA  MS  MC  GS . 

ASTM  F861-83 

YD 

31  Moy 

85 

GL  YD 

99 

7320 

Rock,  Cgll.ry  USER-SA  REV-MO  TS  MS  MC  84  GS . 

MIL-R-406O7D 

GL 

17  Jun 

86 

GL  YD 

99 

7320 

Rock,  Milk  Container,  Mobile  And  Rocks,  Egg  Contoiner,  Mobile  USER-MC 

MIL  R-43979A  0) 

GL 

25  Jun 

87 

GL 

99 

REV-MO  TS  84  GS 

7320 

Rock,  Mobile  (For  Roll-through  Refrigerators  And  Roll  through  Food  Wormers) 

MIL-R-43399A  (1) 

GL 

27  Feb 

87 

GL  YD 

84 

Validated  Feb  87  REV-MO  SA  45  GS 

NOTICE  1 

7320 

Rock,  Storoge,  Mixer  Bowls  And  Attachments,  Mobile  REV-MD  84  GS . 

MIL-R-43870B 

GL 

26  Nov 

86 

GL 

99 

7320 

Rock,  Tray  Buuinp.  Mobile  USER  YD  REV-MD  MC . 

MIL-R-43825B  (2) 

GL 

23  Oct 

87 

GL  SA 

99 

NOTICE  1 

7320 

Rocks,  Food  Service  Tray  REV-MD  TS  84  GS.... . . 

A-A-50126 

GL 

28  Jul 

87 

GL 

99 

7320 

Rocks,  Milk  Contolner.mobile  And  Rocks,  Egg  Contoiner,  Mobile  REV-MD  TS  84 

A-A-50019B 

/GL 

18  Mor 

88 

GL 

99 

7320 

Refrigerotors,  Mechonical,  Household  Compact  (Electricol,  Self  Contained) . 

A-A-2010A 

t 

03  Oct 

83 

7320 

Rinser  Sanitizer,  Can  Validated  Feb  84  REV-MD  MC  GS  . . .  . 

MIL-R-19038E 

GL 

17  Mor 

78 

GL  YD 

99 

7320 

Rinser-sonitizer,  Con  REV-MD  MC  84 . 

AA-50052 

GL 

25  Moy 

83 

GL  YD 

99 

7320 

Sow,  Band,  Meat  Cutting  USER-MC  REV-MD  TS  84  GS  . 

MIL-S-40601D  (3) 

GL 

30  Sep 

88 

GL 

99 

7320 

Sow,  Circular,  Portable,  Electric,  Meat  Cutting,  8-INCH  Blode  REV-MD  TS  GS  . 

A-A-50490 

YD 

23  Jun 

87 

GL  YD 

7320 

Sow,  Hand,  Meot  Cutting,  Reciprocating,  Electric  USER-CE  REV-MD  SA  MC  GS 

A-A-50023A 

/GL 

03  Jun 

88 

GL  YD 

99 

7320 

Shaper,  Potato  Mix,  French  Fry  REV-MD  MC  SA  GS . 

MIL  S-43589C 

SH 

31  Mor 

83 

SH 

99 

7320 

Sifting  Machine,  Flour,  Electric  (For  Field  Bakeries)  Validated  Jon  82  USER-MD 

MIL-S-I3001C  (3) 

GL 

17  Nov 

75 

GL  MC 

REV-GS 

7320 

Sifting  Machine,  Flour,  Electric  Validated  Jan  82  REV-MD  GS . 

00-S-355B 

/GL 

26  Jul 

71 

GL  YD 

99 

7320 

Slicing  Machine,  Bun  Validated  Mar  81  REV-MD  SA  GS . 

MIL-S-43818 

GL 

29  Sep 

72 

GL  YD 

99 

7320 

Slicing  Machine,  Bun  REV-MD  MC  MS  YD  GS  84  . 

AA-50030A 

-GL 

15  Apr 

88 

GL  SA 

99 

7320 

Toble,  Food  Preporotion  (Bokery  Plants,  Field,  Portoble  And  Mobile)  Validated 

MIL-T-1774E 

GL 

26  Moy 

76 

GL  MC 

Jan  82  REV-MD  GS 

7320 

Toble,  Food  Preporotion,  Commissary  Stores  REV-MO  TS  84  GS . 

MIL-T-43630B  (2) 

GL 

31  Aug 

88 

GL 

99 

7320 

Toble,  Food  Preporotion,  And  Rocks,  Toble.  Kitchen  Utensils  USER-CE  MC 

Mll-T  2256N  (1) 

GL 

06  Dec 

85 

GL  YD 

99 

ecy  TC  <4^  QC 

7320 

Toble,  Stem-jacketed  Kettle  REV-MC  GS......... . . . . . 

RR-T-25B 

/YD 

29  Dec 

84 

YD 

7320 

Tobies,  Food  Preporotin,  And  Racks,  Toble,  Kitchen  Utensils  USER-MC  REV-MD 

A-A-S0184 

GL 

21  Oct 

88 

GL  YD 

99 

TS  SA  84  GS 

7320 

Vegetable  Cutting  And  Slicing  Machines,  (Electric),  And  Toble,  (Food 

OO  V-205H  (1) 

/GL 

28  Jun 

79 

GL  YD 

99 

Preporotion)  Validated  May  84  USER-MC  REV-SA  MS 

7320 

Vegetable  Peeling  Machine,  Electric  Validated  Mar  83  USER-SA  REV-MD  CE 

00-V-185F 

/GL 

14  Jun 

83 

GL  YD 

99 

MC 

INT  AMEND  1  (G 

7320 

Woshing  Machines,  Pot  And  Pon,  Commerciol  (Including  Accessory  Equipment) 

OOVY-1307B 

/YD 

12  Apr 

85 

GL  YD 

99 

USER-MC  CG  GS  REV-MD  MS  SA  85 

7330 

Aluminumwore,  Bokeshop  And  Kitchen.  Pockoging,  Pocking,  And  Morking  Of 

PPP-A-1182B 

-GL 

19  Dec 

74 

GL  SA 

99 

Validated  Jan  S3  USER-CG  MC  REV-MD  MS  YD 

7330 

Boord,  Food  Slicing  USER-CG  REV-MD  MC  MS . 

LLL.8-568F 

•GL 

10  Jon 

75 

GL  SA 

99 

7330 

Boards,  Food  Slicing . 

A  A-391 

t 

05  Jun 

80 

791 
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7330 

Boiter,  And  Pofs,  (Aluminum  A  loy)  REV>MD  MC  MS  . 

RR-8-S00A  (1) 

•GL 

04  Oct 

73 

GL  SA 

99 

7330 

Bottle  Autmbliet.  Vocuum,  Aircroft  REV>03  . . . . 

MII-8-25337B  (1) 

84 

08  Sep 

82 

99 

7330 

Bottle,  Vacuum  REV-M.O  MS  MC . . . 

RR-B-600E  (1) 

•Gl 

24  Feb 

77 

GL  SA 

99 

7330 

Bowl,  Food  Mixing  (Stroinleis  Sleet)............. . 

A-A-10/9 

t 

29  Jul 

80 

7330 

Bowl,  Food  Mixing.  Corrosion  &  Resisting  Steel  Validated  Oet  67  USER>CO 

MIL-B-20S4E 

GL 

23  Oct 

87 

GL  SA 

99 

MS  REV-MD  MC 

7330 

Bowl,  Food  Mixing,  Bowl  Set  {Corrosion*reslsting  Steel) . . 

RR-B-)242A 

t 

17  Dec 

73 

7330 

Breodbox,  Pantry . . . . . 

A-A-8S9 

t 

01  Jul 

80 

7330 

Breodbox,  Pantry,  Dredgers,  Kitchen,  And  Canisters,  Food  Storage  REV*MD  MC 

RR-B-623D  (1) 

‘JL 

22  Jun 

73 

GL  SA 

99 

7330 

Brush,  Grtase,  Cooking  And  Baking  Validated  Feb  84  REV-MO  MS  MC . 

MIL-S-1995E 

GL 

24  Moy 

78 

GL  SA 

99 

7330 

Canister,  Food  Storoge . . . . . . . . 

A-A-e60 

* 

20  Oct 

80 

7330 

Coffee  Boiler,  Metol  . . . . . 

A-A-501S8 

GL 

02  D.C 

88 

GL  SA 

84 

7330 

Coffee  Boiler,  Metol  Vnlidated  Mar  83  REV-MD  MS  . . . 

MH.-C-175.36D 

GL 

12  S.p 

72 

GL  SA 

99 

7330 

Coffee  Maker,  Voccum  . . . . . 

A.A.1078 

t 

29  Jul 

80 

7330 

Coffee-moker,  Vacuum  Validated  Mar  63 . 

RR-C-1039A 

t 

12  Nov 

73 

7330 

Colonder  . 

A-A-469 

t 

30  May 

80 

7330 

Colander,  Corrosion&resisting  Steel  Validated  May  76  USER-MD  MC  MS 

RR.C-531D 

•GL 

02  Nov 

71 

GL  SA 

99 

REV-ME  45 

•7330 

Cutlery,  Galley  And  Kitchen  (Cleover,  Forks,  Knives,  Spatuios,  Steel  And  Server) 

GGG.C-746G 

t 

26  Jul 

79 

Validated  Jan  85 

INT  AMD  1 

7330 

Cutler  Set,  Cookie  Validated  Oct  87  USER-SM  CG  MC  REV-MD  85 . 

MII.C-I7519C 

GL 

23  Oct 

87 

GL  SA 

99 

NOTICE  1 

7330 

Cutler  Set,  Cookie  USEP  MC  CG  REV-MD  TS  84 . 

A-A.50171 

/GL 

15  Jul 

88 

GL  SA 

99 

7330 

Cutter,  Butter,  Hand.. . . . 

A-A.1071 

t 

09  Apr 

80 

7330 

Cutter,  Butter,  Hand  Validated  Ian  76  REV-MD  MS . . 

GGG.C.743C 

•GL 

31  Mor 

71 

GL  SA 

99 

7330 

Culler,  Doughnut,  3-INCH  Validated  Jan  82  USER-MC  MS  REV-MD  45 . 

MIL-C.4011SB 

GL 

26  Sep 

67 

GL  SA 

99 

7330 

Dipper,  Kitchen  (Stainless  Steel) . . . . . . . . 

A.A.1077 

t 

29  Jul 

80 

7330 

Dipper,  Kitchen  (Aluminum)  USER-MS  MC  REV-MD  CG... . 

A-A.1752 

•GL 

08  Jul 

81 

GL  SA 

99 

7330 

Dipper,  Kitchen,  (Corrosion-resisting  Steel)  Validated  Apr  61  USER-MC.... . 

RR-D.400B 

t 

13  Moy 

69 

7330 

Dishpon,  Corrosion  resisting  Steel  Validated  Jun  77  REV-MD  MC . 

RR.D.450C 

•GL 

08  Sep 

72 

GL  SA 

99 

7330 

Double  Boiler,  Cooking,  5-1/2  &  11  Ouort . . . . . 

A-A.551 

t 

02  Jun 

80 

7330 

Double  Boiler,  3  Quart  . . . . . 

A-A.552 

t 

04  Nov 

79 

7330 

Dredger,  Kitchen . . . . . 

A.A-858 

t 

16  Moy 

80 

7330 

Egg  Beoter  Validated  Nov  75  USER-MC  CG . . . 

RR.E-300B 

•GL 

06  Aug 

69 

GL  YD 

99 

7330 

Egg  Beoter . . . . 

A-A-464 

21  Jon 

81 

7330 

Eggwhip . . . 

A-A.394 

t 

15  Apr 

80 

7330 

Extractor,  Citrus  Fruit  Juice,  Hond  Validated  0<t  67  USER-CG  MC  REV-MD 

MIIE-2053D 

GL 

23  Oct 

87 

GL  SA 

99 

7330 

M.) 

Filter  Unit.  Cooking  Grease,  Pressure  USER-CE  REV-MD  MC  MS  GS . 

A-A.50040 

•GL 

01  No. 

82 

GL  SA 

99 

7330 

Filler,  Cooking,  Grease  REV-MO  MC  YD  MS . 

MII.F-2296E  (1) 

GL 

11  Feb 

81 

GL  SA 

99 

7330 

FIlMri,  Cooking  GrtoM  USER-CE  REV-MO  MC  MS  YD  GS . 

A.A.50038 

GL 

30  Sep 

82 

GL  YD 

99 

7330 

Food  Corrier,  Interlocking  Pot,  Hand  With  Five  4  Quort  Pott  &  Covert 

MII.F-82D 

GL 

23  Oct 

87 

GL  SA 

99 

Validated  Oct  87  USER-CG  REV-MO  MC  MS  GS 

NOTICE  1 

7330 

Food  Contoiner,  Vocuum  Or  Insulated,  With  Inserts  Validated  Aug  87  REV-GS  .. 

MII-F-18421E 

GL 

03  Aug 

87 

GL  SA 

NOTICE  1 

7330 

Food  Container,  Insulated,  With  Inserts  REV-84 . 

MII.F.10870G 

GL 

30  Sep 

82 

GL  SA 

99 

7330 

Food  Container,  Delivery  And  Storoge,  Dolly,  Food  Hondling  Equipment 

MIL.F-43392B 

GL 

12  Apr 

78 

GL  SA 

99 

Validated  Feb  84  USER-YD  MS  REV-MD  MC  GS 

7330 

Food  Container,  Insulated  REV-MC  . . 

MII-F.38456A 

84 

28  Jun 

82 

99 

7330 

Food  Turner  (Homburger)  . . . . 

A.A-)640 

t 

11  May 

81 

7330 

Food  Turner  (Perforated  Blode) . . . . 

A.A-1076 

• 

13  Jon 

81 

7330 

Food  Turner  (Steak  Or  Coke) . . . 

A-A-1641 

11  May 

81 

7330 

Food  Turners  Validated  Jan  82 . 

RR.F-575B  (1) 

t 

06  Nov 

72 

7330 

Grater,  Food,  (Non-mechanical)  Validated  Aug  87  USER-YO  MC  CG  REV-MD 

MII-G-22786A 

GL 

03  Aug 

87 

GL  SA 

MS 

NOTICE  1 

7330 

Jug,  Insulated;  Thermal  Efficient  Validated  Feb  84  USER-YD  MC  CG  REV-MD 

RR-J-800P 

/GL 

14  Jun 

83 

GL  SA 

99 

MS  84 

7330 

Jug,  Insulated,  Type  CNU-2/C . . . . . 

MIL.J.257I8B  (4) 

84 

14  Sep 

87 

99 

7330 

Jug,  Iniulatnl,  (Woltr)  USER-MC  REV-MD  MS  . 

RR.J-810B 

•GL 

20  Dec 

72 

GL  SA 

99 

7330 

Jug,  Vacuum  Or  Insuloted,  Thermal  Efficient  USER-64  REV-MD  TS  MC . 

MIL-J-23049C 

GL 

30  Sep 

86 

GL  SA 

99 

7330 

Jugs,  Insulated  (Water) . . . . . . . . . . . 

A.A-1075 

•GL 

20  Moy 

81 

GL  SA 

99 

7330 

Kitchen  And  Food  Serving  Utensils  (Aluminum)  REV-MD  MS  MC  45 . . . 

RR-K.260C  (1) 

•GL 

21  Apr 

77 

GL  SA 

99 

7330 

Lodle,  Kitchen  (Stainless  Steel) . . . 

RR.I-30C 

t 

26  Moy 

77 

7330 

Liner,  Baking  Cup  (Poper) . . . 

A-A.1074 

* 

23  Jon 

81 

7330 

liner,  Boking  Cup,  Poper . . . . . . 

RR-L-1829 

t 

17  Aug 

73 

7330 

Masher,  Potato,  Hond . . . . . 

A-A-395 

15  Apr 

80 

7330 

Meosure,  Liquid  (Aluminum)  USER-MS  MC  REV-MD  CG  . . . . 

A-A-1751 

•GL 

08  Jul 

81 

GL  SA 

99 

7330 

Meosuring  Set,  Spoon  (Stoinless  Steel)  REV-MD  MC  MS  45  . . . . 

A-A-1954 

•GL 

29  Sep 

82 

GL  SA 

99 

7330 

Opener,  Con,  Eieciric,  Heavy  duty  Validated  Jan  B2  USER-MC  YD  M3  REV  MD 

MIL  O  40I5JC 

Cl 

27  Sep 

*»B 

Cl  SA 

99 

7330 

Opener,  Con,  Hond  (Dlsposoble,  Combinotion  Opener  And  Punch . 

A.A-1080 

t 

29  Jul 

80 

7330 

Opener,  Con,  Hond,  Folding  USER-SS  REV-MD  EA  MC  GS . 

MII-O-20582E 

GL 

24  Mar 

88 

GL  SA 

99 

NOTICE  1 

7330 

Opener,  Con,  Hand  (Disposoble,  Combinotion  Opener  And  Punch . 

FF.O.605B 

t 

16  Feb 

73 

7330 

Openers,  Can,  Hand  And  Mounted  USER-MC  CG  SH  REV-MD  TS  MS  . 

FF.O.601E  (2) 

/GL 

08  Apr 

83 

GL  SA 

99 

7330 

Pad,  Bokery . . . . . 

A-A-867 

t 

18  Apr 

80 

7330 

Pad,  Bokery  (Cotton)  USER-GL  99 . . . 

RR.P.181S  (2) 

•/. 

22  Oct 

74 

7330 

Poddle,  Food-stirring  Validated  Apr  81  REV-MD  MS  MC . 

MII-P-13044E  (1) 

GL 

19  Dec 

69 

GL  SA 

99 

7330 

Pon  Sets,  Breed . 

A-A.422A 

t 

25  Jun 

80 

7330 

Pon,  Aluminum  Alloy  USER-MC  SA  CG  REV-MD  . - . 

RR-P.S4B  (3) 

•GL 

17  May  77 

GL  SA 

99 

7330 

Pon,  Boking  &  Roosting,  Corrosion  Steel  A  Corbon  Steel  Validated  Apr  81 

MII-P.38S2C 

CL 

04  Feb 

69 

Gl  SA 

99 

USER-MC  MS  67  REV-MD 

7330 

Pon,  Baking  And  Roosting . . . . . . . 

A.A-388 

> 

05  Nov 

79 

702 
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7330 

Pon,  Boking  And  Roasting,  Aluminum,  Pan,  Covtr  And  Worm«r  Adoptor,  For 

MIL-P-1747G 

GL 

23  Moy 

80 

GL  SA 

99 

Rongt,  Field,  Gasoline  Validated  Jan  $6  REV*MD  MC  CG 

7330 

Pon,  Baking  And  Roosting,  Rectangular,  With  Handles  Validattd  Jan  82 

MIL-P-12851D 

GL 

09  Jun 

71 

GL  SA 

99 

USER-CG  YD  REV-MO  MS  MC 

7330 

Pan,  Baking  And  Roosting  Validated  Apr  81  USER>MS  CG  REV*MD  MC . 

MIL-P-17440D 

GL 

13  Mar 

69 

GL  SA 

99 

7330 

Pan,  Brtad  USER-YD  REV-MD  MC  . 

RR-P-58E 

•GL 

02  Jun 

78 

GL  SA 

99 

7330 

Pan,  Coke,  Round,  (Tin  Plated) . . . . . . . 

A-A-1073 

t 

29  Jul 

80 

7330 

Pan,  Cake,  Round  (Tin  Plated)  USER-GL . . 

RR-P-62C 

% 

06  Mar 

74 

7330 

Pon,  Food  Serving,  Rtctongulor  And  insets,  Round  USER*MC  SH  REV*MD  YD 

MIL-P-43940A 

GL 

31  Dec 

85 

GL  SA 

99 

84  GS 

7330 

Pon,  Frankfurter  Roils,  And  Pons,  Sondwich  Roils  Validated  Jon  82  REV*MD . 

MIL-P-43670 

GL 

30  Sep 

69 

GL 

7330 

Pon,  Frying  . . . . . . . 

A-A-423 

t 

25  Jun 

80 

7330 

Pon,  Frying,  Stoinless  Steel  USER-MC  REV*M0  MS  . . . . . . 

RR-P-S9G 

•GL 

26  Apr 

77 

GL  SA 

99 

7330 

Pon,  Muffin  . . . . . . . . . . . 

A-A-387 

t 

12  Mor 

80 

7330 

Pon,  Pie,  (Aluminum  Foil)  USER-GL . . . . . 

RR-P-90B 

INT  AMD  (1) 

% 

20  Aug 

74 

7330 

Pon,  Pie,  Disposable  (Aluminum  Foil) . . . 

A-A-236 

t 

21  Jan 

80 

7330 

Pon,  Pudding,  3  Quort . 

A-A-386 

t 

27  Sep 

79 

7330 

Pons,  Pie . . . 

A-A-390A 

t 

23  Feb 

80 

7330 

P.el.r,  Poloto,  Hand  USER-CG  REV-MD  MC  . 

A-A-1953 

•GL 

31  Aug 

82 

SA 

99 

7330 

Pick  Ice  Validated  Jan  76  USER-CG  MC  REV-MD . 

GGG-P-323C  (1) 

•GL 

06  Apr 

70 

GL  SA 

7330 

Pick,  Ice . . . 

A-A-631 

t 

24  Jon 

80 

7330 

Plate,  Baking,  Pie  (Poper)  Validated  May  81  . 

UU.P-665B 

t 

28  Mor 

74 

7330 

Poocher,  Egg  (Aluminum)  USER-MS  MC  REV-MO  CG . 

A-A-1753 

•GL 

08  Jul 

81 

GL  SA 

99 

7330 

Pot,  Cooking,  Aluminum,  Rectangular  Validated  0<t  87  USER-MC  CG  REV-MD 

MIL-P-40636A 

GL 

01  Ocl 

87 

GL  SA 

99 

YD  MS 

NOTICE  1 

7330 

Pot,  Cooking,  Corosion  Resisting  Steel,  With  Cover  Validated  Apr  81  USER-CG 

MIL-P-457C 

GL 

30  Jul 

68 

GL  SA 

04 

MC  MS 

7330 

Pot,  Cooking,  With  Covers  &  Splash  Plate  Validated  Feh  84  USER-MC  REV-MD 

GS 

Pol,  Cooking,  16  Quart,  Stainless  Steel  . . . . 

MIL-P-1735G 

GL 

07  Sep 

83 

GL  SA 

99 

7330 

A-A-844 

t 

18  Jun 

80 

7330 

Pots,  Cooking,  Open  Top,  24  Quort . . . . 

A-A-441 

t 

20  May 

80 

7330 

Pots,  Cooking,  Sauce,  14-  And  16-  Quart . . . 

A-A-555 

t 

11  Apr 

80 

7330 

Pots,  Stock,  Institutionol  . 

A-A-553 

t 

20  Moy 

80 

7330 

Rock,  Delivery  And  Storage  Food  Contoiner  Validated  Feb  84  REV-MD . 

MIL-R-43567A 

GL 

01  Moy 

78 

GL 

7330 

Rock,  Insert,  Boking  And  Roasting  Pan  Validated  Jan  82  . . 

MIL-R-40141C 

GL 

22  Sep 

70 

GL  SA 

99 

7330 

Rocks,  Food  Container,  Mobile  REV-MO  GS . . . . . 

A-A-50071 

/GL 

31  Dec 

84 

GL 

7330 

Renovation,  Cleaning  And  Gloting  Of  Bake  Pons  Validated  Jon  81  USER-MC 

MIL-STD-1005 

GL 

18  Feb 

63 

GL  SA 

99 

REV-MD  67 

7330 

Rolling  Pin,  Wood  Validated  Jun  72 . . . . . 

lll-R-5308 

•GL 

13  Jul 

67 

GL  SA 

99 

7330 

Rollinj  Pin,  Wood  USER-CG  MC  REV-MD  SA  84  85 . 

A-A-2368 

• 

29  Aug 

85 

GL  SA 

99 

7330 

Sogeepon  (Round,  With  Cover)  USER-SM  YD  REV-MD  SA  MS  MC . 

A-A-1980 

•GL 

09  Sep 

82 

SA 

99 

7330 

Soucepans . . . . . . . . . . . . . 

A-A-3B9 

t 

27  Sep 

79 

7330 

Saw,  Butcher  S,  And  Blade,  Butcher  S  Handsaw  REV-MD  MC  MS  45  . . 

GGG-S-60C 

•GL 

09  Feb 

78 

GL  SA 

99 

7330 

Scoop,  lee  Cream,  Mechanical . . . . . 

A-A-463 

t 

21  Jon 

81 

7330 

Scoop,  Ice  Creom,  Mechanical  REV-MO  MS  MC  45 . . 

RR-S-)936 

•GL 

28  Aug 

75 

GL  SA 

99 

7330 

Scoop,  Kitchen  USER-SM  MD  CG  MS  REV-MO  MC  MS  . 

A-A-468 

• 

27  Oct 

82 

7330 

Scoop,  Kitchen,  Corrosion-resisting  Steel  Validated  Nov  76  USER-CG  REV-MD 

RR-S-131D 

•GL 

02  Jul 

71 

GL  SA 

99 

MC  MS 

7330 

Scroper,  Baker  S  (Piute  And  Bowl) . 

A-A-277 

t 

16  Moy 

80 

7330 

Scraper,  Baker  $  (Pla>  And  Bowl)  USER-GL  . 

ZZ-S-70A  (2) 

•/. 

15  Feb 

73 

7330 

Scroper,  Bakers  Validated  Jan  82  USER-ME  CG  MC  REV-MD . 

MII-S-17531D 

GL 

29  Jul 

70 

GL  SA 

99 

7330 

Sieve,  Flour  (Aluminum)  USER-MS  MC  REV-MD  CG . 

A-A-1754 

•GL 

08  Jul 

81 

GL  SA 

99 

7330 

Sifler,  Flour,  Hond  REV-MD  MC  YD  45 . 

RR-S-345C 

•GL 

28  Mor 

75 

GL 

99 

7330 

Sifter,  Flour,  Hand . . . . . 

A-A-467 

t 

21  Jon 

81 

7330 

Skimmer,  Kitcen . . . . . . . 

AA-1072 

t 

29  Jul 

80 

7330 

Skimmer,  Kitchen . . 

RR-S-410B 

•GL 

21  Aug 

74 

GL  SA 

99 

7330 

Stand,  Mixing  Bowl,  Mobile  Validated  Oct  87  USER-MC  REV-MO . . . 

MII-S-1980D 

GL 

23  Oct 

87 

GL  SA 

99 

7330 

Strainer,  China  Cap  REV-MD  TS  CG  84 . . . 

A  A-1755A 

•GL 

10  Jul 

87 

GL  SA 

99 

7330 

Strainer,  Pot,  Corrosion&resistmg  Steel  Validated  Aug  87  USER-MC  REV-MD.... 

h.!l-S-40104B 
NOTICE  1 

GL 

05  Aug 

87 

GL  SA 

99 

7330 

Teakettle,  4  Quart . . . . . . . . . 

A-A-554 

t 

23  Moy 

80 

7330 

Tongs,  Food  Serving  Validated  Aug  87 . . . . . . . . 

MIL-T-40097B 
NOTICE  1 

GL 

05  Aug 

87 

GL  SA 

99 

*7330 

Utensil,  Cooking,  Corrosion  resisting  Steel  USER-CG  REV-MD  MC . 

MII-U-10815H  (1) 

GL 

14  Dec 

88 

GL  SA 

99 

7330 

Wirewore,  Kitchen  And  BokcsKop,  Pot  Cleoner,  Poloto  Masher,  Skimmer  And 

RR-W-456D 

•GL 

18  Dec 

68 

GL  SA 

99 

Eggwhip  Validated  Feb  75  USER-CG  MC  REV-MD  MS 

7340 

Flotwore,  Corrosion  Resisting  Steel  Validated  Jan  82 . 

RR-F-450D  (1) 

20  Apr 

76 

7340 

Flotware,  SHverploted  USER-CG  MC  REV-MD  MS  . . . 

A-A-1808B 

* 

05  Apr 

88 

7340 

c,.,),  V*  u  Spec.*:  .Mess  Va^'deted  Q:t  $7  USER  .M.C  CG  REV  .V.D 

.M.!L  F  284*^  '1^ 

GL 

At  r».» 

87 

Gl  SA 

99  GS 

NOTICE  1 

7340 

Fork,  Knife,  And  Spoon,  Picnic,  Plostic  Validated  Feb  84  USER-CG  MC  REV-MD 
MS 

Knife,  Hunting,  Sheathed,  Survivol,  Pilot  S  Validated  Jvl  83  USER-CG  REV-1 1 

L-F-560E 

/GL 

28  Jon 

83 

GL  SA 

7340 

MIL-K-8662E  (1) 

AS 

26  Feb 

76 

GL  AS 

99 

7340 

Pouch,  Knife,  Meotcullers,  And  Steel  Holder  (For  Bell  Atlochment)  USER-MC 

MIL-P-1680D 

GL 

08  Ocl 

82 

GL  SA 

99 

REV-MD  85 

7340 

Spoon,  Food  Service  (BssUng,  Straining,  And  Mixing) . 

A  A-1082 

•GL 

23  Jon 

81 

GL  SA 

99 

7340 

Spoon,  Food  Service,  Basting,  Stroining  And  Mixing  REV-MD  MC . 

RR-S-6170 

•GL 

06  Feb 

74 

GL  SA 

99 

7340 

Stirring  Stick,  Beverage  (Wood)  . 

A-A-1081 

•GL 

23  Jon 

81 

GL  SA 

99 

7340 

Stirring  Stick,  Beverage,  (Wood) . . 

LLL-S-720A 

INT  AMD  (1) 

•GL 

09  Moy 

74 

GL  SA 

99 

•7340 

Toblewore  And  Flotwore  -  Silverploted  Validated  Apr  61  USER-MS  CG 

RR-T-51D  (1) 

•GL 

14  Jun 

73 

GL  SA 

99 

REV-MD  MC 

INT  AMD  2  (GL) 

793 


FSC  LISTING 


DOCUMENT 

FSC  TITLE  number  DATE  CUSTODIAN 


7350 

Container,  Thermal  Shock  Test  On  Gloss  •  1977  REV-MD  84  GS . 

ASTM  C149-77 

Gl 

15  Mar 

85 

GL 

SA 

99 

7350 

Containers,  Resislonce  01  Gloss  To  Chemical  Attock  •  1978  REV-MO  84  GS . 

ASTM  C225-73R78 

Gl 

15  Mar 

85 

Gl 

SA 

99 

7350 

Cup,  Paper,  Lids,  Poper  Or  Lids  Plastic,  Disposable  Validated  Jan  82  USER  ME 

UU-C-806H  (2) 

e 

13  Sip 

76 

GL 

SA 

99 

MS  MC  CG  REV.MD 

7350 

Cup,  Plastic,  Lids,  Plastic  Disposable  Cup  . 

1-C-770B 

t 

11  Oct 

74 

INT  AMD  (1) 

7350 

Dinnerwore  USER-84  REV-MD  GS.... . . . . . . . 

NSF  36-81 

GL 

19  Fib 

85 

Gl 

YO 

99 

7350 

Dispenser,  Compressible  Bottle,  Condiment  Validated  Feb  84  REV-CG  GS . 

MII-D-21757C 

Gl 

09  Jun 

78 

Gl 

SA 

99 

7350 

Dispenser,  Paper  Nopkin . . . . . . . 

A-A-1053 

t 

05  Aug 

80 

7350 

Dispenser,  Poper  Nopkin . . . . . 

RR-0-500C 

t 

16  Mar 

73 

7350 

Ditpenter,  Sugar,  12  Oi  USER-SM  REV-MD  ME  MS  MC . 

A-A-1060 

* 

13  Aug 

82 

7350 

Dispenser,  Toothpick . . . . . . . 

RR-D-527A  (2) 

•Gl 

20  Jul 

72 

GL 

SA 

67 

7350 

Dispenser,  Toothpick  USER-SM  REV-MD  MC  MS  82  . . . 

A-A-1054 

* 

07  Ocl 

82 

L 

7350 

Distinguishing  Mork  Validated  Feb  84  REV-SA  . . . . 

MS-16916 

GL 

26  Jun 

59 

Gl 

L 

•7350 

Distinguishing  Mork  (All  Officers  Messes)  Validated  Feb  84  REV-SA . 

MS-15044A 

Gl 

4  Fib 

60 

Gl 

7350 

Glass  By  Fiber  Elongation,  Anneolmg  Point  &  Stroln  Point  Of  •  1981  REV-MD 

ASTM  C336-71R81E1 

GL 

15  Mar 

85 

Gl 

SA 

99 

84  GS 

7350 

Gloss,  Softening  Point  Of  •  1963  REV-MD  84  OS  . 

ASTM  C338-73R83 

GL 

15  Mor 

85 

GL 

SA 

99 

7350 

Glosswore,  Methods  For  Sampling  And  Testing  Validated  Feb  75  REV-EA . 

FED-STD-626 

•Gl 

12  Aug 

57 

GL 

AS 

99 

7350 

Linear  Thermal  Exponsion  Of  Regld  Solids  With  A  Vitreous  Silico  Dilotometer  • 

ASTM  E228-71R79 

Gl 

15  Mor 

85 

Gl 

SA 

99 

1979  REV-MD  84  GS 

7350 

Pan,  Mess  Kit,  Cot'osion  Resisting  Steel  USER-MC  REV*MD  GS  . 

MIL-P-89F 

Gl 

10  Sep 

82 

Gl 

SA 

99 

7350 

Pitcher  And  Server,  Plastic,  Insuloted . . . . . . . . . 

L-P-325B 

t 

08  Jun 

73 

7350 

Pitcher,  Insuloted,  10  Oz . . . . . . . 

A-A-42S 

t 

30  May 

80 

7350 

Pitcher,  Vocuum  Or  Insuloted,  Filler.  Gloss  (Reploceoble)  USER-MS  MC  67 

RR-P-3758  (2) 

•GL 

08  Sep 

72 

Gl 

SA 

99 

REV-MD 

7350 

Pilcher,  Vacuum,  One  Quort  . . . . . . 

A-A-421 

t 

21  Apr 

80 

7350 

Pitcher,  Woter  Validated  Feb  82 . . . . . 

MIL-P-37218 

DM 

04  Jun 

75 

MO 

MS 

03 

7350 

Pitcher,  Water . ....  . . . . .  . . 

A-A-424 

28  May 

80 

7350 

Pitcher,  Woter,  Corrosion8resiit<ng  Steel  Validated  Jan  76  . . . 

RR-P-386D 

•Gl 

25  Jon 

71 

Gl 

SA 

99 

7350 

Piote,  Paper,  Rectangular  And  Round  REV-MD  MS. . . . . . . . 

UU-P-670D 

•Gl 

21  Mor 

74 

GL 

SA 

99 

7350 

Sail  &  P*pp«r  Shaker  (2  Oi)  USER-SM  REV-MO  ME  MC  MS . 

A-A-1057 

« 

20  Sip 

82 

7350 

Salt  And  Pepper  Shokers,  Sugor  Dispensers  (Moisture  Resistant)  USER-CG 

OD-S-50C 

•GL 

23  Apr 

73 

GL 

SA 

REV-MO  MS  MC 

7350 

Shaker,  Soil,  Or  Pepper  USER-SM  REV-MO  MC  MS  82 . 

A-A-1826 

Gl 

07  Ocl 

82 

Gl 

SA 

99 

7350 

Sherbet  Cup  (Glaii)  USER-SM  REV-ME  MO  MS  MC . 

A-A-1055 

• 

19  Jul 

82 

7350 

Sherbet  Cup,  Stoinless  Steel . . . 

RR-S-1989 

t 

04  Moy 

76 

7350 

Tableware,  Gloss,  (Bowls,  Cups,  Dishes,  Plotes  And  Saucers)  Validated  Oet  87 

DD-T-90D 

• 

13  Ocl 

87 

Gl 

SA 

99 

USER-MS  CG  REV-MO  MC 

NOTICE  1 

7350 

Toblewore,  Gloss  (Extractors,  Citrus  Fruit  Juice  (Hond),  Solt  And  Pepper 

OO-T-IOIH 

•GL 

17  Nov 

72 

Gl 

SA 

99 

Shakers,  Cruets,  Condiment,  Pitchers,  Bottles,  Tumblers,  And  Other  (tems( 

VaUdattd  Mar  77  USER-MS  CG  REV-ME  MO  MC 

7350 

Toblewore,  Ploilie  USER-SA  REV-MO  CG  MC . 

1-T-48D 

•Gl 

20  Jon 

75 

Gl 

99 

7350 

Tableware,  Silverplated  USER-CG  MC  REV-MD  MS . 

A-A-1809B 

* 

27  Apr 

88 

7350 

Toothpick  (Wood) . . . . . . . 

A-A-1056 

t 

01  Jul 

82 

7350 

Toothpicks  (Wood) . . . . . . . 

ILI-T-1332A 

t 

26  Oct 

73 

7350 

Troy,  Mess,  Comportmented,  Stainless  Steel  Validated  Oct  87  USER-MC  MS 

MIL-T-46G 

Gl 

23  Oct 

87 

Gl 

SA 

99 

CG  REV-MD 

NOTICE  1 

7350 

Troy,  Mess,  Comportmented.  Plastic  Validated  Mar  83  USER-$A  CG  REV-MD 

MII-T-43271B  (1) 

Gl 

01  Jul 

77 

Gl 

SA 

7350 

Tray,  Mess,  Compartmented,  (Plostic) . 

L-T-778B 

} 

22  Mor 

67 

INT  AMD  (2) 

L 

7350 

Troy,  Me..,  5  COMPARTMENT,  Poper  REV-MO  TS  84  SS . 

MIL-T-438I9A  (1) 

GL 

29  Sip 

87 

GL 

7350 

Troy,  Service  (Laminated  Fibe*gloss,  Polyester  Resin)  . 

L-T-776A  (3) 

1 

26  Sep 

73 

7350 

Troy,  Service,  Aluminum  And  Plostic  . . . 

I.T.775B 

t 

26  Jun 

75 

7350 

Tray,  Service,  Plastic  (laminated  Fiber  Gloss  Reinforced  Polyester  Resm) 

MII-T-43259C 

Gl 

29  Sep 

78 

Gl 

SA 

99 

Vo'idaled  Feb  84  USER-MC  REV-MO  MS  CG 

7350 

Tube,  Drinking,  Plastic  USER-MS  REV-MO  TS  64  DM . 

A-A-1052A 

t 

17  Fib 

88 

GL 

SA 

99 

7350 

Tube,  Drinking,  (Plastic)  REV-MD  MS  03  . . . . 

1-T-785C 

•GL 

13  Apr 

77 

7350 

Tube,  Drinking,  (Poper)  USER-GL  . . . . . 

UU-T-770B 

% 

22  Apr 

77 

7350 

Tumbler,  Drinking  (Gloss)  . . . . . . . 

A-A-1061 

X 

30  Apr 

81 

7350 

Tumbler,  Drinking,  (Plastic)  . . . . . 

l-T-eOOB 

•Gl 

13  Sep 

76 

Gl 

SA 

99 

7350 

Tumbler,  Drinking  (Plastic)  REV-MD  MS  . 

A-A-457 

• 

26  Jul 

82 

7350 

Woter  Set  (Plostic)  . . . . . . . . . . . 

A-A-30035A 

t 

10  Dec 

82 

7360 

Bog,  Field  Cooking  Outfit,  Cutlery  USER-MC  MS  REV-MD  GS . .  . . 

MIL-B- 16580 

Gl 

30  Jul 

82 

GL 

99 

7360 

Bakery  Plant,  Field,  Portable  Validated  Apr  81  USER  MS  MC  REV-MC  GS . 

MII-B-43322A 

GL 

30  Moy 

75 

GL 

YD 

99 

7360 

Bottle  And  Tumbler  Set  Validated  Jun  84  REV-MD  MS . .  ... 

1-B-550B 

/DM 

07  Jon 

72 

Gl 

SA 

99 

7360 

Chest,  Field  Tableware  Outfit  REV-MD  GS . 

M1L-C-1726F 

Gl 

31  Dec 

85 

GL 

MC 

7360 

Commissary  Outfit,  Field  Breokdown  Validated  Oct  87  REV-MO  GS . 

M11-C-1472F 

GL 

01  Ocl 

87 

Gl 

MC 

KOTiCc  1 

7360 

Cook  Set,  Field,  5  Man  Validated  Mar  83  REV-MD  YD  GS . 

MIL-C-1417F 

GL 

06  Jun 

77 

GL 

MC 

99 

7360 

Cooking  Outfit,  Field,  Smoil  Detachment  REV-GS . 

MIL-C-1588G 

GL 

30  Sep 

85 

GL 

99 

7360 

Dining  Packets  REV-MD  84  GS . . . 

1-0-350C  (1) 

/GL 

11  Jan 

88 

GL 

99 

7360 

Food  Sanitotion  Center,  For  Use  With  Field  Kitckens  . 

MIL-F-44330 

Gl 

28  Nov 

88 

GL 

L 

7360 

Kitchen,  Field  Feedingcompany  Level  REV-MO  TS . 

MIL-K-44156A 

Gl 

10  Ocl 

86 

Gl 

L 

7360 

Kitchen,  Field,  Troiler  Mounted  REV-MD  GS  . . 

MIL-K-4391 1A  (4) 

GL 

19  Dec 

88 

GL 

L 

7360 

Kitchen,  Field,  Modular  REV-MD  TS  . . . 

MIL-K-44329 

GL 

25  Nov 

88 

GL 

7360 

Protector,  Arm,  Gosoline  Field  Range  Outfit  Validated  Mar  83  USER-MC 

MIL-P-1601E 

GL 

20  May 

77 

Gl 

YD 

99 

REV-MD  GS 

7360 

Rack  Set,  Baking  For  Cobinets,  Gosoline,  Field  Ronge  M1937  And  M19S9 

MIL-R-43658A 

Gl 

19  Sep 

83 

GL 

YD 

99 

Validated  Apr  81  USER-MC  REV-MD  84  GS 

7360 

Range  And  Accessory  Outfits,  Field.  Gasoline  USER-SA  REV-MD  TS  MC  84  GS 

MIL-R-14601F  (1) 

Gl 

14  Dec 

88 

GL 

YD 

99 

7360 

Roll,  Cutlery,  Canvas  REV-mD  MS  MC  84  GS  . . . . . 

MII-R-1982F 

Gl 

31  Mar 

86 

Gl 

YD 

99 

794 


FSC  LISTING 


DOCUMENT 


FSC 

TITLE 

NUMBER 

PREP 

DATE 

CUSTODIAN 

7340 

ftoH,  FItId  Brtokdown,  Commiuory  Outfit  VoUdaftd  Mar  83  KEV*MD  GS . 

MIL-R-2441E 

GL 

30S.P  77 

GL  MC 

•7340 

Tobitwar*  OuHit,  Flild  Validaltd  Ocl  87  USER-AV  REV-MD  OS . 

MIL-T-1748G 

NOTICE  1 

GL 

01  Ocl  B7 

GL  MC 

99 

74GP 

Offic*  Appllancti  &  SuilMtt  Equipment,  Eltctric  •  9  Oct  70  Volidota<i  Jan  62 

UL  114-70 

GL 

11  Moy  76 

GL 

99 

REV-MO 

7420 

Colculoting  Mechint,  Hend'htid  (Progrommoblt)  REV'MC . 

A-A-S0225 

ME 

29S.P  84 

ME  YD 

7430 

Cakuloting  Mochint  (Otik  Top,  12  Digit  Diiploy/print)  USER>AT  Ml  REV>84 

A-A-1592A 

t 

31  Jon  83 

GL  SA 

99 

7420 

Colculoting  Mochint  (Dtik  Top,  10  Digit  Diiploy/thtfmol  Print)  USER^AT  Ml 

A-A-1595A 

• 

31  Jan  83 

GL  SA 

99 

REV-S4 

7420 

Cakuloling  Mochint  (Otik  Top.  12-OIGlT  Print  Only)  USER-AT  Ml  REV-84 . 

A-A-1596A 

* 

31  Jan  83 

GL  SA 

99 

7420 

Colculoting  Mochint  (Hondhtld,  Buiintst/finonciol) . . . 

A-A-2371 

t 

19Ftb  85 

7420 

Colculoting  Mochint  (Otik  Top,  10  Digit,  1  Mtmory,  Print/ditploy,)  (Singlt 

A-A-2257 

t 

09  Mar  84 

Color  Print) 

7420 

Colculoting  Mochint  (Hondhtld,  Gtntrol  Purpoit)  . . . . . . 

A-A-3372 

t 

22  Jan  85 

7420 

Colculoting  Mochint  (Otik  Top,  1  Or  Mort  Mtmoriti,  Diiploy  Only)  (Solor 

A-A-2373 

t 

18  Dtc  84 

Powtr) 

7420 

Colculoting  Mochint  (Otik  Top,  12  Digit,  1  Mtmory,  Print/ditploy,)  (Two  Color 

A-A-3258 

t 

09  Mar  84 

Print) 

7420 

Colculoting  Mochint  (Dtik  Top,  10  Digit,  1  Mtmory,  Print/dhploy,  Two  Color 

A-A-2256 

t 

09  Mar  84 

Print) 

7420 

Colculoting  Mochino  (Otik  Top,  12  Digit,  1  Mtmory,  Print/dUploy.)  (Singlt 

A-A-2259 

t 

09  Mar  84 

Color  Print) 

7430 

Colculoting  Mochint  (Otik  Top,  12  Digit,  2  Or  Mort  Mtmor*ti,  Print/ditploy) 

A-A-2240 

X 

09  Mar  84 

(Two  Color  Print) 

7420 

Colculoting  Mochint  (Otik  Top,  12  Digit,  2  Or  Mert  Mtmoriti,  Print/ditploy,) 

A-A-3261 

i 

09  Mar  84 

Singlt  Color  Print 

7420 

Colculoting  Mochint  (Otik  Top,  14  Digit,  1  Or  Mort  Mtmoriti,  Print/ditploy,) 

A-A-2262 

X 

09  Mar  84 

(Two  Color  Print) 

7420 

Colculoting  Mochint  (Ottlc  ^ortoblt,  10  Digit,  1  Or  Mort  Mtmoriti, 

A-A-2263 

t 

09  Mar  84 

Print/ditploy) 

7420 

Colculoting  Mochint  (Dtik  Top,  10  Digit,  1  Or  Mort  Mtmoriti,  Di^oy  Only.... 

AA-2264 

X 

09  Mar  84 

7420 

Colculoting  Mochint  (Dtik  Top,  12  Digit,  1  Or  Mort  Mtmoriti,  Ditploy  Only)., 

AA-2265 

X 

09  Mar  84 

7420 

Colculoting  Mochint  (Dtik  Top,  10  Digit,  0  Mtmory,  Print  Only)  (Two  Color 

A-A-2264 

t 

09  Mar  84 

Print) 

7420 

Colculoting  Mochint  (Dtik  Top,  12  Digit,  0  Mtmory,  Print  Only)  (Two  Color 

AA-2267 

X 

09  Mar  84 

Print) 

7420 

Colculoting  Mochint  (Otik  Top,  12  Digit,  1  Or  Mort  Mtmoriti,  Print  Only) 

A-A-2248 

X 

09  Mar  84 

(Two  Color  Print) 

7420 

Colculoting  Mochint  (Hondhtld,  Gtntrol  Purpoit)  . 

A-A-3285 

t 

15  Moy  85 

7420 

Colculoting  Mochint  (Hondhtld,  Gtntrol  Purpoit)  . . . . . 

A-A-2284 

t 

15  Moy  84 

7420 

Colculoting  Mochint  (Hondhtld,  Print/ditploy).... . 

A-A-22e7 

1 

15  Moy  84 

7420 

Colculoting  Mochint  (Hondhtld,  Boiic  Scitntlfic) . . 

A-A-2288 

t 

15  May  84 

7420 

Colculoting  Mochint  (Hondhtld,  Basic  Scitntific) . 

A-A-2289 

t 

15  May  84 

7420 

Colculoting  Mochint  (Hondhtld,  Proftitionol  Scitntific) . 

A-A-2290 

t 

15  May  84 

7420 

Colculoting  Mochint  (Hondhtld,  Proftitionol  Scitntific) . 

A-A-2291 

t 

15  May  84 

7420 

Calculating  Mochint  (Hondlstid,  Gtntrol  Purpott)  . 

A-A-2292 

X 

15  Moy  84 

7420 

Colculoting  Mochint  (Otik  Top,  10  Digit,  Diiploy  Only,  Botttry  Powtrtd  With 

AA-1593A 

• 

31  Jan  83 

GL  SA 

99 

Ac  Adopt,.)  USER-AT  Ml  REV-84 

7420 

Colculoting  Mochint  (Otik  Top,  12-DlGlT  Diiploy  Only)  USER'AT  Ml  REV'64.... 

A-A-1594A 

• 

31  Jan  83 

GL  SA 

99 

7420 

Colculoting  Mochint  (Colculotor,  Dtik  Top,  Non-progrommobit,  Diiploy  Only, 

AA-1778 

t 

04  Mar  81 

10  Digit) 

7420 

Colculoting  Machine  (Desk  Top,  10-DIGIT  Thermal  Print  Only)  USER*AT  Ml 

A.A-1779A 

• 

31  Jan  83 

GL  SA 

99 

REV-84 

7420 

Colculoting  Machine  (Dtik  Top,  10  DIGIT  Print  Only  USER-AT  Ml  REV-84 . 

A-A-17S0A 

•GL 

31  .'on  83 

GL  SA 

99 

7420 

Coit,  Field,  Office  Mochintt,  Surveying  Equipment,  Steel  Validotad  Apr  81 

MIL-C-43293A 

GL 

04  Jun  73 

GL 

USER-CE  REV-ME 

7420 

Mochint,  Computing,  Desk  Type,  And  Portable  Type  With  Corrying  Cost, 

MIL-M-3685B 

GL 

24D.C  78 

GL  SA 

Pockoging  Of  Validated  Oct  1975  Validated  Apr  84  USER-MC  R£V*SM 

7430 

Cord,  Magnetic,  Data  Recording  (7.375  inch  X  3.25  Inch  Nominol  Size) . 

W-C-001B51  (2) 

X 

30  Nov  77 

7430 

Compoiing  Mochintt,  Photo-printing  Type,  Singlt  Lint  And  Multi  Lirtt  Validated 

MIL-C-43232A 

GL 

19  May  71 

GL  SA 

99 

Jon  82  REV-MD  ME  SS 

7430 

Cover,  Typewriter  . 

A-A-1811 

1 

17  Apr  81 

7430 

Monuol  Typewriter  (Nonoortoble  Model)  . 

A-A-401A 

X 

29  Jon  80 

7430 

Manual  Typewriter  (Portoble  Model) . 

A-A-402A 

X 

09  Jon  80 

7430 

Pockoging  And  Pocking  Of  Typewriters  Validated  Feb  7S  USER-MC  REV-SM  .... 

PPP-P-1148A  (2) 

•GL 

15  Moy  69 

GL  SA 

99 

7430 

Typewriter,  Electric,  Typebor . . . 

A-A-890C 

X 

23  Feb  83 

7430 

Typewriter,  Eltctric,  Single  Element . . . . . 

A-A-891B 

X 

23  Jun  81 

7440 

Bond,  Wroporound  Tope  Reel  (For  Computer  Tope  Storage) . 

V/-B-001573B  (1) 

X 

05  Mor  60 

7450 

Rtcordtr-rtproductr.  Sound  (Dictoling  Machine  Tope.  Desk  Top  StoAdocd 

A.A.1A17 

t 

10  Mor  81 

Coisetit) 

7450 

Recorder-rtproductr,  Sound  (Trontcribing  Machine,  Tope,  Stondord  Coisette) .... 

A-A-1618 

» 

19  Mar  81 

7450 

Recorder-reproducer,  Sound  (Dicototing  &  Tronscrlbibg  Mochint,  Combination, 

A-A-1619 

t 

20  Mor  81 

Stondord  Coisette) 

7450 

Recorder-reproducer,  Sound  (Dicoting  Machine,  Tope,  Portoble  Stondord 

A-A-1420 

X 

20  Mor  81 

CoiStltt) 

7450 

Recorder-reproducer,,  Sound  (Tronscribing  Mochine,  Tope,  Mini-coisette) . 

A-A.1694 

t 

19  Mar  81 

7450 

Recorder-reproducer,  Sound  (Tronscribing  Machine,  Tope,  Micro-cassette) . 

A-A-1695 

t 

19  Mor  81 

7450 

Recorder-reproducer,  Sound  (Dictating  Mochint,  Tope,  Portoble,  Micro-cassette) 

A-A-1621 

t 

19  Mor  81 

7450 

Recorder-reproducer,  Sound  (Dictating  Mochine,  Tope,  Portoble,  Mini-cossette) .. 

A-A-1622 

X 

19  Mar  81 

7440 

File,  Visible  Index,  Book  Unit  Validated  Feb  82 . 

MIIF-37S48 

DM 

24  Mor  7*/ 

MDMS 

03 

7490 

Cose,  Field,  Office  Machine  (Plywood)  Validated  May  61  . . . . . 

MH-C-IOIOIF  (1) 

GL 

18  Sep  73 

GL 

99 

7490 

Emboiting  Mochine,  Identification  Tope  (Monuolly  Operated) . . . 

A-A-2n 

t 

15  Moy  60 

795 


FSC  LISTING 
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7490 

Embossinfl  Machin*,  ld«ntificotion  Topt  {Monuolly  Operottd) . 

OOE-491E 

t 

17  Apr 

75 

INT  AMO-(1) 

7490 

Eraser,  Electric . . . 

W-E00M1B 

t 

15  Jon 

69 

7490 

Stencil  Cutting  Mgchine,  Electric . 

GG-S-749D 

t 

31  Oct 

63 

7490 

Stenctl>cutting  Machine,  Mond-operated  Validated  Jul  77 . . . 

GG-S-747C 

t 

10F.b 

64 

7SGP 

Poper,  Generol  Specifications  And  Methods  Of  Testing  USER^Ol  Ml  MC  MS 

UU-P-31B 

% 

3  Mar 

49 

REV-OS 

•7510 

Soil  Point  Pen,  Single  Cortridge  USER^GL . . 

GQ  B^BOD  (4) 

•/. 

17  Nav 

78 

7510 

Sinder  And  Filler,  Flexible,  Loose  Leof  Flight  Crew  Check  List  Validate  Moy  86 

MIL-B-83963A 

84 

06  May 

86 

GL  SA 

99 

REV-AV 

NOTICE  1 

7510 

Sinder  Clip . . . . . . . 

A-A-403A 

t 

18  Aug 

86 

7510 

Binder,  Flexible,  Technicol  Manual  Validated  May  86  REV<16  85  . 

MIL'B-S3931B 

84 

22  Jul 

86 

99 

NOTICE  1 

7510 

Binder,  Loose  Leof  (Eqi  ipment  Logbook)  USER<ME  AR  SA  SH  MC  REV-MI  AV .. 

MIL-B-43064C  (1) 

GL 

28  Ftb 

83 

GL 

99 

7510 

Sinder,  Loose  Leaf,  Flexible  Prong  USER-GL . . . 

UU-B-340A 

•/. 

28  Mar 

73 

7510 

Sinder,  Loose  Leaf,  Post,  Solid  And  Telescopic . . . . . 

UU-B,00320D  (2) 

t 

15  Ocl 

72 

7510 

Sinder,  Loose  Leof,  Ring  . . . . . . . 

UU'B-00356C 

X 

02  Jun 

83 

7510 

Sinder,  Loose  Leaf,  Sectionol  Post  Type  . . . . . 

UU,B-00366B  (2) 

i 

15  Oct 

72 

7510 

Binder,  Loose  leaf,  (With  Or  Without  Flexible  Prong)  USER-GL  SA . 

UUB-335A 

% 

9  Aug 

57 

INT  AMD  (2) 

7510 

Binder,  loose  Leof  (For  Tobulollng  Machine  Poper),  And  Accessories  USER-GL  .. 

UU-B-336D 

•/. 

24  Sep 

73 

INT  AMD-1 

7510 

Binder,  Loose-leof,  Flexible-tope-type  USER  GL . 

UU-B-33BC 

% 

20  Mar 

64 

7510 

Binder,  Loose-leof,  Sectional-post-type  USER-GL . 

UU-B-3d6A 

% 

27  Dec 

62 

7510 

Sinder,  Loose-leaf.  Post  USER-GL  . . 

UU-B-320A  (4) 

% 

15  Mar 

63 

7510 

Sinder,  Loose-leof,  Ring,  Engineer  S  Field  Book  USER-GL . 

UU  B-342A 

•/. 

07  S.p 

65 

INT  AMD  (1) 

7510 

Binder,  Loose-leof.  Ring,  Engineer  S  Field  Book . 

UU  B4)0342C  (1) 

> 

31  Ocl 

75 

7510 

Sinder,  Loose-leaf,  Multiple  Ring  Type......... . 

UU-B-00344  (2) 

t 

15  Ocl 

72 

7510 

Sinder,  Loose-leof,  Ring  USER-GL  . . . . . . . . 

UUB-355A 

% 

08  Mar 

67 

INT  AMD  (3) 

7510 

Sinder,  Loose-leof,  Spring  Bock  USER-GL  . . . . 

UU-B'358A  (5) 

% 

04  Aug 

75 

7510 

Binder,  Loose-leof,  Post-type,  (Storoge-type)  USER-GL  SA . . . . 

UU-B-370A 

% 

11  Apr 

58 

7510 

Binder,  Loose-leof,  Ring.  One-piece  Cover . . . 

UU-B-001254  (2) 

t 

06  Aug 

75 

7510 

Sinder,  Note  Pod . . . 

UU-B-400B 

•GL 

25  Aug 

78 

GL 

99 

7510 

Binder,  Note  Pod,  Spring-bock  . . . 

RR-B410300 

t 

21  Apr 

66 

7510 

Brush,  Muciloge  And  Poste  USER-GL . . . . 

HB-401C 

% 

25  Sep 

64 

7510 

Brush,  Typewriter  USER-GL . 

H  B-EBIB  (3) 

-/. 

24  S.p 

82 

7510 

Brush,  Typewriter . . . . . 

H-B  006S1D  (1) 

t 

03  F*b 

S3 

7510 

Bulldog  Clip . . 

AA-72S 

t 

25  S*p 

79 

♦7510 

Colender  Pod  And  Stood . . . 

GG-C-00101E  (4) 

t 

28  Ftb 

73 

•7510 

Colendcr  Pods  And  Stands  USER-GL  REV-99  . . . 

GG-C-101B  (2) 

* 

27  Jun 

52 

7510 

Chalk,  Carpenters  And  Roilrood  USER-GL . 

SSC-2S5 

30  Aug 

49 

7510 

Cholk,  Carpenter  S  And  Roilrood . . . 

SSC-00255A 

» 

10  Jan 

69 

7510 

Cholk,  Line  Marking,  Powder  And  Cholk,  Morking . 

A.A-2361 

t 

22  Jul 

85 

7510 

Chnik,  Morking,  Reflective  REV-MD . . . 

MII-C-4334B  (1) 

GL 

25  Jon 

88 

GL 

NOTICE  1 

7510 

Chalk,  Marking,  White  (Extruded) . . . 

A-A-318 

26  Ftb 

80 

7510 

Chalk.  Marking,  Whitt  And  Coktrtd  USER  Gl  REV-EA . 

SS-C-266F 

• 

20  Aug 

73 

7510 

Cholk,  Morking,  Colored . . . . . . . 

A-A-BOA 

i 

09  Jon 

80 

7510 

Cholk,  Marking,  White  (Molded) . . . 

AA-320 

» 

07  Ftb 

80 

7510 

Chino  Morking  Pencils . . . . . 

A-A-87A 

12  Oct 

79 

7510 

Clip,  Pc^r  (Binder)  USER-GL . 

FF  C-431A  (2) 

V. 

28  Ocl 

55 

7510 

Clip,  Poper  (Binder) . . . 

FF-C-00431& 

1 

06  Ocl 

70 

7510 

Clip,  Paptf,  Wirt  USER-Gl  ME . 

FFC-434F 

% 

05  Apr 

65 

INT  AMD  (2) 

7510 

Cloth,  Tracing  USER-ME  GL  . . . 

CCCC-531E 

% 

20  Ftb 

63 

7510 

Cloth,  Troi.ing  . . . 

CCC-C.00531F 

X 

06  Jon 

71 

7510 

Correctable  Typewriter  Ribbons  (High  Yield) . 

A-A-U2/A 

X 

30  Apr 

86 

7510 

Correction  Fluid,  Duplicoting  Mochine  Stencil  USER-GL  SA  REV-99 . 

TT-C-621B 

• 

31  May  73 

7510 

Correction  ^luid.  White  Opaque . 

A-A-212A 

t 

30  Apr 

81 

7510 

Correction  Fluid,  White,  Opoque,  And  Thinner  USER-GL  . . . . 

OC-6506 

% 

08  Dtc 

75 

7510 

Correction  Fluid,  Duplicating  Mochine  Stencil . . . . 

A-A-213A 

X 

13  Nov 

79 

7510 

Crayon  Assortment,  Orowing,  Colored  USER-GL . . . 

SSC-635B 

% 

07  Dtc 

66 

7510 

Croyon  Assortment,  Morking,  Colored . . 

A-A-2360 

} 

22  Jul 

85 

7510 

Croyon,  Morking  USER-GL  . . . 

SS-C,661A 

% 

11  Jon 

74 

7510 

Croyon,  Marking . . . . . 

AA-2359 

t 

22  Jul 

85 

7510 

Croyon,  Morking  (Lumber) . . . . . 

AA-72 

t 

30  Apr 

81 

7510 

Croyon,  Marking,  Lumber  USER-Gl . . . 

SS  C-646B  (2) 

% 

31  Oct 

63 

7510 

Cup,  Gloss,  Pin,  Clip,  And  Sponge . 

DDC-00791D 

t 

24  Ocl 

63 

7510 

Cup,  Pin,  Clip  And  Sponge . . . . . 

A-A-I9a 

i 

06  Jan 

60 

7510 

Curling  And  Twisting  On  Unwinding  Of  Pressure  Sensitive  Topes  •  27  ^ul  79 

ASTM  D3813-79 

AS 

09  Dtc 

80 

SM  AS 

69 

Volldottd  May  85  REV-AR  MT  GL  ME  MR  SH  OS  SA  YD  99  IS 

7510 

Dispenser,  Pressure  Sensitive  Adhesive  Tope  (Counter  Type  For  2  Inch  Tope) . 

A-A-83 

t 

25  Stp 

79 

7510 

Drawing  Leeds . . . . . . . . . 

A-A-975 

t 

o 

■*< 

80 

7510 

Dry  Tronsfer  Sheets  USER-GL . - . 

L-S-1805 

% 

01  Jul 

74 

INT  AMD  (1) 

7510 

Duplicating  Fluid,  Direct  Process  (Spirit  Type) . 

A-A-205A 

X 

06  Nov 

86 

7510 

Duplicoting  Fluid,  Direct  Process  (Spirit  Type)  USER-GL . . . . . . 

OD-825C 

X 

01  Oct 

73 

7510 

Envelope,  Tronsporent  USER-MD  AR  GL  MC . . . . . 

1-E-530A 

% 

27  Apr 

66 

7510 

Envelope,  Tronsporent . . . 

1-E-00530B  (1) 

X 

09  Oct 

75 

7510 

Erodicotor,  Ink  USER-GL . . . . 

0-E-561D 

% 

17  Apr 

74 

7510 

Eroser,  Slockboord . . . . . 

A-A-185 

09  Sep 

81 

796 


FSC  LISTING 


DOCUMENT 

fSC  TITLE  number  PI'EP  DATE  CUSTODIAN 


7S10 

Eraser,  Blackboord . . . . . . . . 

GG-E-651C 

t 

04  Jun 

75 

7510 

Erostr,  Rubber-pumice  (For  Testing  Coated  Opticol  Elements)  Volidated  Apr  84 

MIL-E-12397B 

AR 

18  Nov 

54 

AR 

USER-GL  OS  REV-MI 

7510 

Eroser,  Steel  . . . 

A-A-1032 

} 

03  Jul 

80 

7510 

Eraser,  Steel  USER-Gl . . . 

GG-E-671B 

% 

22  Nov 

72 

7510 

A-A-132 

t 

05  Apr 

80 

7510 

Eyelet  Reinforcement,  Gummed,  Cloth . . .  . . . . 

DDD-E-a0940A 

X 

22  Aug 

69 

7510 

Eyelet  Reinforcement,  Gummed,  Cloth . . . 

A-A-ies 

X 

15  Sep 

82 

7510 

Eyelet  Reinforcement,  Gummed,  Cloth  USER-GL . . . 

DDD-E-940 

% 

31  Oct 

63 

7510 

Fostener  (Prong  Type) . . . 

A-A-247 

t 

22  Oct 

79 

7510 

Fostener,  Poper  (Compressor  Type) . . . . . 

A-A-407B 

t 

17  Jol 

85 

7510 

File  Backer,  Paper  USER-GL  SA  . . . . . 

UU-F-350A 

% 

14  Jul 

59 

7510 

File  Backer,  Paper . . . 

UU-F-00350B 

t 

15  Jon 

49 

7510 

Finger  Pods,  Rubber . . . 

A-A-134 

t 

18  Jan 

80 

L 

7510 

Folder  File,  Equipment  Record  REV-MO . 

MIL-F-439B6A  (1) 

GL 

23  Jul 

81 

GL 

7510 

Holder,  Binder  Lobe!  . . . . . 

A-A-260 

t 

12  Oct 

79 

7510 

Holder,  Binder  Lobel  USER-GL.....  . . . 

GG-H-1314A 

% 

01  Aug 

73 

7510 

Holder,  Desk  Troy  Label  USER-GL . . . 

GG-H-14S8A 

% 

01  Aug 

73 

7510 

Holder,  Label.  Desk  Tray,  Metol  . . . . . 

A-A-303 

t 

05  Jan 

80 

7510 

Holder,  Label,  Desk  Troy,  Wood . . . 

A-A-28 

X 

13  May 

80 

7510 

Ink,  Block,  For  Offset  Dupiicoting  Process  REV-OS . . . 

TT-I-54BA 

♦GL 

11  D.C 

74 

GL  SA 

99 

7510 

Ink,  Copying  And  Record....... . . . . 

TT-I.00521A  (1) 

t 

27  D.C 

67 

7510 

Ink,  Copying  And  Record  USER-GL  SA . 

TT-l-521  (1) 

% 

30  Jon 

40 

7510 

Ink,  Drawing  (Woterproof.  Colored) . . . . 

A-A-2331 

t 

01  Oct 

85 

7510 

Ink,  Drawing.  Block  And  Colors  (For  Glaxed  Plostic  Surfoces)  Vohdated  Mor  74 

TT-I-526A  (2) 

-GL 

18  Dec 

64 

GL 

99 

USER-SA 

INT  AMD  4 

7510 

Ink,  Drawing,  Waterproof,  Block  USER-ME  GL  . . . . 

TT-1-S2BC  (1) 

% 

05  Mor 

76 

7510 

Ink,  Drawing,  Waterproof,  Colored  (S/s  By  A'A-2331)  USER-GL  REV-99  . 

TT-t-531C 

• 

07  S*p 

65 

INT  AMD  (2) 

7510 

Ink,  Drawing,  Waterpiuof,  Block  (For  Use  On  Woter  Repellent  And  Plostic 

TT.I-533B  (1) 

% 

03  Mor 

76 

Drofting  Surfoces)  USER-GL 

7510 

Ink,  Duplicating  Machine  Stencil,  Paste,  Block  . 

A  A-206 

X 

08  Jon 

81 

7510 

'nk.  Duplicating  Machine  Stencil,  Poste,  Block  USER-GL . 

TT-I-535D 

V. 

29  Sep 

72 

INT  AMD  (1) 

7510 

Ink,  Duplicating,  Lithographic  Process  Kit  Validated  Jan  86  U$ER-MC  REV-ME 

TT-I-178B  (1) 

/GL 

23  May 

73 

GL  SA 

99 

7510 

Ink,  Marker,  Felt  Tip  USER-GL  REV-99 . 

TT-l-544  (2) 

• 

10  Apr 

61 

INT  AMO  (4) 

7510 

Ink,  Morking  (For  Porachutes  And  Other  Textile  Items)  USER-AV  ME  SA 

MIL-I-6903C  (1) 

AS 

09  Oct 

81 

GL  AS 

99 

REV  Ml 

7510 

Ink,  Marking.  Dry  Foil,  For  Nome  Topes  REV-MD  84 . 

MIL-l-44301 

GL 

21  Oct 

87 

GL 

99 

7510 

Ink,  Morking,  Epoxy  Base  USER-AL  REV-MO  £A  GL  AR  OS . 

MIL-I-43553A 

Ml 

22  Nov 

85 

Ml  AS 

7510 

Ink,  Morking,  Laundry,  Block  USER-MI  GL  REV-99  . 

TT-I-S42E 

* 

15  Apr 

75 

7510 

Ink,  Marking,  Namctape  Validated  Feb  87  USER-ME  SA  MC  PE . . . 

MIL-I-43639A 

GL 

27  F.b 

87 

GL  SA 

99 

NOTICE  1 

7510 

Ink,  Morking.  Stencil,  Opaque,  (Porous  &  Non-porous  Surfoces)  REV-AR  MD  .... 

AA-208 

• 

18  Aug 

81 

L 

7510 

Ink,  Marking,  Vinyl  Validaltd  Jan  81  USER-MI  REV-MD  AR  OS . 

MIL-I-43295A 

GL 

16  Oct 

68 

GL 

7510 

Ink,  Numbering  And  Dating  Mochine  USER-Gl  . 

TT.I.540C 

% 

16  Jun 

73 

7510 

Ink,  Numbering  Machine,  For  Photographic  Negatives  USER-Gl  OS . . 

TT-I-547A 

% 

20  Dec 

56 

7510 

Ink,  Numbering  Machine,  For  Photographic  Negatives . 

TT-I.00547B 

X 

10  Feb 

67 

7510 

Ink,  Printing.  Lithogrophic  Offset,  Brown  Validated  Nov  84  U$ER-MC  REV-^L.... 

MIL-I-3606/2A 

ME 

07  Jul 

75 

ME 

99 

L 

7510 

Ink,  Printing.  Lithographic  Offset,  Red  Validated  Nav  84  USER-MC  REV-GL  . 

MIL-t-3606/3A 

ME 

07  Jul 

75 

ME 

1 

7510 

ink.  Printing.  Lithographic  Offset,  Yellow  Validated  Nav  84  USER-MC  REV-GL  . 

MIL-I-3506/4A 

ME 

07  Jul 

75 

ME 

1 

7510 

Ink,  Printing.  Lithogrophic  Offset,  Block  Validated  Nov  64  USER-GL  MC . 

MIL-I-3606/1A 

ME 

07  Jul 

75 

ME 

L 

7510 

Ink.  Printing.  Lithographic  Offset,  With  Drier,  General  Specificotion  For 

MIL-I'3606E 

ME 

30  Oct 

80 

ME 

Validated  Nav  84  USER-MC  REV-GL 

SUPe  1 

1 

7510 

Ink,  Printing,  Lithogrophic  Offset,  Green  Validated  Nov  84  USER  MC  REV-GL.... 

M1L-I-3606/5A 

ME 

07  Jul 

75 

ME 

L 

7510 

Ink,  Printing,  Lithogrophic  Offset,  Blue  Validated  Nov  64  USER-MC  REV-GL . 

MIL-I-3406/6A 

ME 

07  Jul 

75 

ME 

L 

7510 

Ink,  Printing,  Lithographic  Offset,  Purple  Validated  Nov  84  USER-MC  REV-Gl.... 

MII.I-3506/7A 

ME 

07  Jul 

75 

ME 

L 

7510 

Ink,  Printing,  Lithographic  Offset,  Gray  Validated  Nov  84  USER-MC  REV-GL  .... 

MIL-I-3606/8A 

ME 

07  Jul 

75 

ME 

7510 

Ink,  Stomp  Pod . . . . . . . . . . 

A-A-209 

t 

20  Oct 

80 

7510 

Ink,  Stomp  Pod  USER-GL  Ml  REV-GL  DS . . . . . 

TT-I-556F  (1) 

• 

04  Nov 

75 

7510 

Ink,  Stomp-pod,  Red,  For  Photographic  Prints . . . . .  . . . . 

TT-I-554A 

X 

10  Apr 

56 

INT  AMD  (1) 

7510 

Ink,  Stencil,  Dupiicoting  Mochine,  Block  USER-MC  SA  REV-ME . 

TT-I-564C 

•GL 

11  Nov 

75 

GL 

99 

7510 

ink.  Writing,  Colored  (Non-permanent)  USER-GL . . . 

TT.I.549A 

% 

21  Oct 

48 

7510 

Ink,  Writing,  Colored  (Non-permanent . . . . . 

TI-I-00549C 

X 

14  Moy  74 

7510 

Ink,  Writing,  For  Fountain  And  Dip  Pens  USER-GL  . . . . 

TT.I-563F 

V. 

20  Jun 

75 

7510 

Ink,  Writing,  Permonent,  Seowater  And  Fuel  Oil  Resistant  Validated  Mor  83 

MIL-I-15883B 

GL 

19  Dec 

67 

GL 

99 

USER-MC  SA  REV-MD  OS 

7510 

Inking  Pad,  Rubber  Stomp  (Foam  Pad) . . . . . . 

A-A-207 

t 

07  Feb 

80 

7510 

Inking  Pod,  Rubber  Stamp  USER-GL  . . . . . . . . . . . . 

TT-I-500C 

% 

25  Apr 

75 

7510 

Inking  Pod,  Rubber  Stomp  (Fobric  Pod)  . . . . . . 

A-A-1383 

} 

30  Apr 

80 

7510 

Inking  Pod,  Rubber  Stomp  (Food  Inspection,  Veterinary)  Validated  Apr  61 

MIL-l-35788 

GL 

24  Sep 

74 

GL 

99 

USER-SA  MS  SH  03  REV-MD  EA 

7510 

lobel  Tope.  Pressure  Sensitive  Adhesive  . . . . . . . . . . 

A-A-204A 

X 

14  Dec 

82 

7510 

Lead,  Pencil . . . . . . . . 

A-A-1828 

•GL 

30  Mor 

82 

7510 

Moptock  . . . . . 

A-A-S58 

X 

04  Mor 

81 

7510 

Moptocks  USER-GL  ME.——. . 

FF-T-51D 

% 

09  Jon 

75 

7510 

Morkings,  Inked  Or  Pointed,  Opaque,  On  Nonporous  Surfoces  Validated  Jon 

MIL-M-43803  (I) 

GL 

30  Oci 

75 

GL 

99 

82  REV-ME  AR  EA 

7510 

Multi-strike  Typewriter  Ribbons . . . . . . . . . 

A-A-979A 

X 

18  Jun 

86 

7510 

Pod,  Typewriter,  Sponge  Rubber  USER-Gl  . . . . . . . . . . 

22-P-75B  (1) 

% 

16  Feb 

72 

797 


FSC  LISTING 


FSC  TITLE 

7510  Poper,  Correciion,  Type . 

7510  Paper,  Correction . . . 

7510  PoperweiQht,  Orofting  And  Topogrophicol . 

7510  Paperweight,  Glass  USER>GL  . . . . . 

7510  Paperweight,  Gloss  USER-GL  . 

7510  Pen  Cleaner,  Liquid  USER*GL  . 

7510  Pencil  And  Leod,  Electrographic  USER'GL  . . 

7510  Pencil,  Leod  USER-GL  . . . 

7510  Pencil,  Leod  Drawing . . . 

7510  Pencil,  Lithographic  . . . . . 

7510  Pencil,  Nonmechonicol,  Colored  Leod  USER  GL . 

7510  Pencil.  Spirol  poper-form;  Wox,  Gloss  And  China  Morking  . 

7510  Penholder  (Writing)  USER-GL  SA  REV.99 . 

75^0  Penholder,  Writing . . .  . 

7510  Penpoints  And  Penholder,  Crowquill  .  . 

7510  Pocket  Plonning  Set  And  ReMI. . . .  . 

7510  Portfolio,  Double-pocket,  Presentation . 

7510  Portfolio,  Plostic  USER-GL .  . 


7510  Post,  Ledger  And  Binder,  Screw  Type  ..  . . . 

7510  Post,  Ledger  And  Binder,  Screw  type . . .  . 

7510  Protector.  Document  (Binder  Filler)  .  . . . 

7510  Protector,  Document  . . . . . . . 

7510  Protector,  Duplicating  Stencil . . . . 

7510  Ribbon,  Accounting  Machine . 

7510  Ribbon,  Accounting  Mochine  USER  GL  . . . . . . 

7510  Ribbon,  Address  Plate  Mochine . . . 

7510  Ribbon,  Computing  &  Recording  Machines  . 

7510  Ribbon,  Computing  And  Recording  Mochine  USER-GL  SA  REV-99 . 

7510  Ribbon,  Computing  Machine  (Word  Processing)  . . . 

7510  Ribbon,  Computing  And  Recording  Machines . 

7510  Ribbon,  Teletypewriter . . . 

7510  Ribbon,  Time  Stomp  . . . 

7510  Ribbon,  Typewriter  . . . 

7510  Ribbon,  Typewriter  (Word  Processing,  Multi-  Strike) . 

7510  Ring,  Loose  Leof  Binder .  . . 

7510  Ring.  Loose-leof  Binder  USER-GL . 

7510  Rubber  Bond . . .  . . 

7510  Rubber  Bonds . 

7510  Rule,  Line  Guide  . . . 

7510  Ruler,  Plastic  (Desk) . . . . . 

7510  Ruler,  Steel  (Businessforms) . . . 

7510  Ruler,  Wood  (Desk) . . . 

7510  Ruler.  Wood  (Desk)  USER-GL . 


7510  Scale,  Measuring,  Typists . . . . .  . 

7510  Sheath,  Pen  And  Pencil,  Pocket  (Plostic) . 

7510  Shield,  Erasing,  Oroftsmen  S  USER-GL  SA  REV-99 . 

7510  Shield,  Erosing,  Typist  USER-GL  REV-99  . . 

7510  Single  Strike  Typewriter  Ribbons..... . .  . 

7510  Sound  Transmission  Class,  Determination  Of  •  20  Nov  73  Vahdcttd  Jon  86 
USER-CE 

7510  Stopie,  Poper  Fostening,  Standord  Duty  .  ....  .  . . . . . 

*7510  Stoplers  And  Stopie^  Poper  Fastening,  Office  Type  USER  GL  ME  Ml  . 

*7510  Stoplers  And  Stoples,  Poper  Fostening,  Office  Type . . . 

7510  Stylus,  Duplicating  Stencil . . . 

7510  fob.  Index,  Adhesive  Tob  Set,  Index,  Adhesive . 

7510  Tab,  Index,  Gummed  USER-Gl  . . . ... 


7510  Tob,  index.  Pressure  Sensitive,  Transparent . 

7510  Tob,  Signal,  Plostic,  Tab  Set,  Signol,  Plostic . . 

7510  Tope  Pressure  Sensitive  Adhesive  Box  Closure . 

7510  Tope,  Adhesive,  Leod  Foil  USER-OL  . 

7510  Tope,  Adhesive,  Pressure  Sensitive  Mosking  -  1  Oct  83  . 

7510  Tope,  Correction  (Tope,  Typewriter,  Correction  (Cover  Up)  . 

7510  Tope,  Correction . . . 

7510  Tope,  Embossing  (Pressure  Sensitive,  Plostic) . 

7510  Tope,  Embossing  USER-MI  MC  EC  REV-MO  DS  . 

7510  Tcpe,  Pockoging/industriol,  Filoment  Reinforced  . 

7510  Tape,  Pockoging,  Woterproof  USER-ES  REV-AR  ER  ME  AV  YD  $A  MC  $H  OS 
OS 

7510  Tope,  Pockoging,  Vinyl  Plastic  Film  USER-ME . 

7510  Tope,  Pockoging,  Plastic  Film  Validated  Feh  86  REV  EA . . . 

7510  Tope,  Pressure  Sensitive,  Tensile  Strength  &  Elongotion  Of  (Metric)  -  10  Aug 
83  REV-MR  ME  GL  Ml  AR  SA  OS  SH  99  15 

Q  75  lO  Tope.  Pressure  Sensitive,  Adhesive.  Preservotion  &  Seohng  USER-ME  REV-SM 
MR  EA  AR  YD  43  99 

7510  Tope,  Pressure  Sensitive  Adhesive  Poper,  Drofting  . 

L  7510  Tope,  Pressure  Sensitive  Adhesive  Film  Foom,  Double  Cooled  (For  Use  With 
Ammunition)  USER-GL 


DOCUMENT 

NUMBER  P'^EP  DATE  CUSTODIAN 


A.A.190 

t 

12  Nov 

81 

UU  P-00175  (1) 

t 

16  Aug 

73 

A-A-560E 

t 

28  Jon 

83 

DD-P-100B 

% 

09  Jul 

63 

DD-P-00100C  (1) 

% 

02  Nov 

71 

P-P-200D 

% 

15  Nov 

73 

SS-P-155D  (3) 

INT  AMD  (4) 

% 

22  S«p 

72 

SS-P-166D  (6) 

INT  AMD  (7) 

% 

22  Sep 

72 

AA-976 

t 

16  May  80 

A-A-354 

X 

18  Jon 

80 

SS-P-201D  (2) 

% 

21  Sep 

72 

SSP-196E 

« 

20  Jul 

78 

GGP-181C 

* 

14  Aug 

63 

GC  o-OOlSID 

X 

22  Mar 

66 

GG  ■■00’264 

X 

19  Dec 

67 

A.A.128 

X 

09  Nov 

79 

UU  P-680A  (1) 

X 

15  Apr 

65 

I.P-600A  (1) 

INT  AMO  2 

•4 

13  Dec 

72 

A-A.175 

X 

11  Dec 

79 

l)R-P-00560  (3) 

X 

12  Jun 

69 

A-A-117A 

X 

16  Moy 

80 

L-P-00670B  (2) 

X 

1 1  May 

72 

L-P00665A 

X 

15  Feb 

68 

A-A-420 

X 

28  Aug 

86 

DDD-R-250E  (6) 

% 

05  Apr 

76 

DDD-R-002SS  (1) 

X 

08  Aug 

74 

A-A-370 

X 

01  Ocl 

85 

DD0-R-271A 

% 

28  Jon 

48 

AA-2367 

• 

03  Oct 

85 

ODD-R-00271B  (1) 

• 

20  Aug 

74 

AA-419 

t 

01  Oct 

85 

AA-  -362 

t 

01  Oct 

86 

A-A-417 

X 

01  Ocl 

85 

A-A-1868 

X 

06  Dec 

82 

A-A-125A 

t 

09  Dec 

79 

RR-R-3308 

% 

01  Sep 

72 

ZZ  R-1415A  (1) 

t 

25  Mor 

80 

A-A-131 

J 

22  Ocl 

79 

A-A-116 

X 

09  Nov 

79 

A.A-553 

t 

06  Moy  81 

A-A-2303 

X 

24  Jul 

85 

A.A-355A 

i 

27  Oct 

86 

GG.R-791D 

% 

20  Oct 

59 

(INT.  AMD.  1) 
A-A-55a 

X 

09  Sep 

81 

A-A-183A 

X 

26  Mor 

80 

GG-S-321D 

* 

09  Mor 

72 

L-S-281C 

• 

09  Jul 

63 

A-A-416A 

X 

09  Nov 

86 

ASTM  E413-73R80 

YD 

22  May  81 

ME  YD 

99 

A-A-1019A 

X 

07  Dec 

87 

GG  S-745A 

% 

25  Jul 

56 

INT  AMD  (4) 

GG-S  00745B  (2) 

» 

04  Oct 

74 

A-A-138 

09  Sep 

81 

UU.T-0054F  (1) 

X 

06  Jul 

71 

UU-T-54E 

INT.  AMD.  1 

% 

01  Aug 

63 

UU  T.001665  (1) 

t 

20  Aug 

76 

l.T.0030 

X 

10  Jun 

64 

AA-)830A 

•GS 

07  Jon 

83 

GL  AS 

99 

HH.T.29A 

% 

11  Jul 

74 

AMS  3808-83 

AS 

28  Sep 

84 

MR  AS 

20 

A-A-1820 

t 

19  Sep 

82 

UU-T-0085A 

X 

15  Mor 

71 

A-A-2I0A 

t 

06  Apr 

80 

UU-T-94C 

-Gl 

20  Aug 

73 

GL 

99 

PPP-T-0097E 

t 

04  Moy  83 

PPP-T-60E 

• 

06  Nov 

86 

Gl  AS 

69 

PPP-T-65E 

% 

04  Moy  83 

PPP-T-70A 

/Gl 

05  Feb 

74 

GL  £A 

99 

ASTM  D3759M-83 

AS 

09  Jon 

85 

SM  AS 

69 

Mll-T-220850  (2) 

INT  AMD  3 

AS 

10  Sep 

85 

Gl  AS 

69 

A-A-194A 

X 

16  Dec 

82 

MIL-T-60394A  (3) 

AR 

24  Jul 

88 

AR 

798 


FSC  LISTING 


DOCUMENT 


FSC 

TITLE 

NUMBER 

PREP 

DATE 

CUSTODIAN 

7510 

Tope,  Pressure  Sensitive,  Water  Penetration  Rate  Of  ■  31  iul  79  Voltdofd  May 

ASTM  D381679 

AS 

17  S«p 

80 

SM  AS 

69 

8S  REV-AR  Ml  Gl  ME  MR  SA  99  IS 

7510 

Tope,  Pressure  Sensitive,  Plastic,  Masking  (For  Paint  Color  Seporotion) . . . 

MIIT.002159SC 

AS 

25  Feb 

81 

AS 

7510 

Tape,  Pressure  Sensitive  Adhesive  (Poper,  Photographic)  USER^GL . 

A-A-1668 

% 

23  Jul 

81 

7510 

Tape,  Pressure  Sensitive  Adhesive,  Packaging  And  Packing  Of  VoUdottd  Jon  B3 

PPP-T-680E 

•GL 

17  Nov 

75 

Gl  AS 

99 

USER-SH  REV-MR  SM  Ml  SA  MC  YD  69  GS 

7510 

Tope,  Pressure  Sensitive  Tope  At  180  D'^g  Angle,  Peel  Adhesion  Of  •  30  Aug 

ASTM  D3330-83 

AS 

26  Sep 

85 

SM  AS 

69  IS 

83  REV-MR  ME  Gl  Ml  AR  SA  OS  SK  YD  99 

7510 

Tope,  Pressure  Sensitive  Adhesive  Identification  REV*SM  AV . 

L-T-99C 

•GL 

01  Jan 

75 

Gl  SA 

84 

7510 

Tope,  Pressure  Sensitive  Adhesive,  Double  Coated . .  . . . . 

A-A-180A 

t 

14  Dec 

82 

7510 

Tape,  Pressure  Sensitive,  Holding  Power  Of  Lineal  And  Multidirectionol  Filoment 

ASTM  D3653-7B 

AS 

02  Oct 

80 

SM  AS 

69 

Reinforced  -  24  Feb  78  Validated  May  B5  REV-MR  GL  AR  Ml  ME  YD  SH  SA 

OS  99  IS 

7510 

Tape,  Pressure  Sensitive,  Adhesive,  Double-coated  Vinyl,  Corpet  . . . 

A-A-1243 

t 

15  Sep 

82 

7510 

Tape,  Pressure  Sensitive,  Accelerated  Aging  Of  Validated  May  85  REV-ME  MR 

ASTM  03611-77 

AS 

03  Sep 

80 

SM  AS 

69 

AR  Ml  Gl  YD  SH  OS  SA  99 

7510 

Tope,  Pressure  Sensitive  Adhesive,  Masking  REV-DS . . . . . . 

A-A'883A 

t 

13  Jon 

83 

7510 

Tope,  Pressure  Sensitive  Adhesive  REV-DS . . . 

A-A-113B 

t 

23  Feb 

82 

7510 

Tope,  Pressure8isensitive  Adhesive,  Lithograph  Validated  Apr  81  USER-MC  SA 

MII-T-40620A 

GL 

06  Jun 

66 

Gl 

99 

REV.69 

7510 

Tope,  Pressure&sensitive  Adhesive,  Polyester  Film  USER-ME  GL  REV-EA  DS . 

l-I-IOOA 

• 

30  Aug 

60 

7510 

Tope,  Pressure-sensitive  Adhesive,  (Edging)  REV-DS . . . 

A-A-195B 

• 

07  Jan 

83 

7510 

Tope,  Pressure-sensitive  Adhesive,  For  Dissimilar  Metal  Seporotion  Volidoted 

MIL-T-23142B 

AS 

18  Aug 

77 

Gl  AS 

99 

Mar  83  USER-ME  Gl  REV-MI  69 

7510 

Tope,  Pressure-sensitive  Adhesive,  Box  Closure  REV-ME  ER  EA  AV  AR  OS  SH 

A-A-884A 

-AS 

21  Sep 

81 

Gl  AS 

69 

YD  99 

7510 

Tope,  Pressure-sensitive  Adhesive,  Plostic  Film,  (For  Seoling  Fiber  Containers  8i 

MII  T.43036B  (1) 

AR 

02  Nov 

88 

ar  as 

99 

Com)  Validoltd  Nov  88  USER-MI  SA  REV-OS  69 

NOTICE  1 

7510 

Tope,  Pressure-sensitive  Adhesive.  Plastic  Film  REV-DS . 

A-A-1689A 

t 

07  May 

82 

7510 

Tape,  Pressure-sensitive  Adhesive  (Aluminum-backed)  USER-YD  REV-MI  GL  ME 

l-T-SOB 

* 

01  Oct 

71 

EA  OS 

7510 

Tape,  Pressure-sensitive  Adhesive,  (Packaging,  Poper)  REV-MI  SH  . 

AA-1683A 

•Gl 

09  De< 

82 

Gl  AS 

69 

7510 

Tope,  Pressure-sensitive  Adhesive,  Plastic  (For  Electroplating)  L'SER-GL  REV-DS.. 

HH  T-0025  (2) 

• 

31  Ocl 

69 

7510 

Tope,  Pressure-sensitive  Adhesive  (Plostic  Film) . 

A-A-1684A 

•Gl 

16  Dec 

82 

GL  SA 

7510 

Tope,  Pressure-sensitive  Adhesive,  (High  Tensile  Strength,  Block, 

A-A-1685A 

t 

09  Dec 

82 

Weather-resistant,  Glass  Filoment  Reinforced) 

7510 

Tope,  Pressure-sensitive  Adhesive,  (Low-tensile  Strength,  Polyester  Filoment, 

A-A-1686A 

t 

09  Dk 

82 

Reinforced) 

7510 

Tope,  Pressure-sensitive  Adhesive  (Woterproof)  REV-ER  GL  SM  SH  SA  MC  69.. 

A-A-1586A 

•GL 

09  Dec 

82 

Gl 

7510 

lope.  Pressure-sensitive  Adhesive  (Medium  Tensile  Strength,  Tronsportnt,  Gloss 

A-A-1687A 

t 

09  Dec 

82 

Filament  Reinforced) 

7510 

Tape.  Thermo!  Radiation  Resistont,  Pressure-sensitive  Aluminum  Cooted 

Mll-T.83284  (2) 

84 

06  Jun 

73 

99 

Fiberglass  Cloth  Validated  May  83  REV-99  CT 

7510 

Tope,  Typewriter,  Correction  (Lift  Off)  . 

A-A-978 

t 

05  Aug 

80 

7510 

Tapes,  Bursting  Strength  Of  Pressure  •  Sensitive  10  Aug  83  REV-MR  ME  GL  Ml 

ASTM  D3662-83 

AS 

09  Jon 

85 

SM  AS 

69 

AR  SA  OS  SH  99  IS 

7510 

Topes,  Bursting  Strength  Of  Pressure-sensitive  (Metric)  *  10  Aug  63  REV-MR 

ASTM  D3662M-83 

AS 

09  Jon 

85 

SM  AS 

69 

ME  Gl  Ml  AR  SH  SA  OS  99  IS 

7510 

Topes,  Pressure  Sensitive,  Holding  Power  Of  (Metric)  •  27  Aug  82  REV-MR  ME 

ASTM  D3654M-82 

AS 

30  Sep 

85 

SM  AS 

69  IS 

Gl  Ml  AR  SH  YD  SA  OS  99 

7510 

Topes,  Pressure  Sensitive,  Tensile  Strength  &  Elongotion  Of  •  10  Aug  63 

ASTM  D3759.83 

AS 

09  Jon 

85 

SM  AS 

69 

REV  MR  ME  Gl  Ml  AR  SA  OS  SH  99  IS 

7510 

Topes,  Pressure-sensitive  Adhesive,  Masking,  Non  staining.  For  Aircroft  Pointing 

MII-T-21595D  (2) 

AS 

25  Sep 

86 

MR  AS 

99 

Applications  USER-AR  MC  REV-EA 

7510 

Topes,  Pressure-sensitive,  Holding  Power  Of  -  27  Aug  1982  REV-MR  ME  Gl  Ml 

ASTM  D3654-82 

AS 

30  Sep 

85 

SM  AS 

99  IS 

AR  SH  YD  SA  OS  99 

7510 

Topes,  Thickness  Of  Pressure-sensitive  And  Gummed  -  10  Aug  83  REV-MR  ME 

ASTM  D3652'S3 

AS 

09  Jan 

85 

SM  AS 

69 

Gl  Ml  AR  SH  SA  OS  99  IS 

7510 

Thumbtock . . . . . 

AA-426 

% 

19  Jul 

82 

7510 

Type  Cleaner,  (Sheet  Form)  USER-GL . 

UU-T-940B 

% 

30  Jul 

75 

7510 

Type  Cleaner,  Plostic  Rubber  Type  USER-GL . 

L-T-940B 

% 

12  Nov 

73 

7520 

Airbrush,  Artist  (K.t)  . . .  . .  . 

AA-1533 

t 

24  Aug 

81 

7520 

Arch  And  Clip  Boord  Files,  Woou  Or  Composition  Hordboord  Bock  U$(R  GL 

LLL-A-650B 

% 

20  May  59 

INT  AMD  (1) 

7520 

Arch  And  Clip  Board  Files,  Composition  Hordboord  Bock  . . . . 

IIIA-00650C 

t 

29  Aug 

69 

7520 

Arch  Boord  File  And  Box,  Prescription  Filing  Validated  Jvn  84 . 

MIL-A.37270 

DM 

02  Nov 

76 

GL  SA 

99 

7520 

Bosket,  Wostepoper,  Metal,  Office  And  Lobby .  .  . 

A-A-182 

t 

23  Sep 

79 

7520 

Basket,  Wostepoper,  Plostic . 

1-8  2009  (1) 

X 

08  Aug 

77 

7520 

Boord,  Bulletin  &  Control,  Pockoging  &  Pocking  Of  Validated  Jan  88  . 

PPP-B  1980 

NOTICE  1 

/Gl 

25  Jon 

88 

GL 

99 

7520 

Book  Ends,  Steel  USER-GL  .  . . . . 

AA-B-551D 

INT  AMD  (3) 

% 

16  Jon 

73 

7520 

A  A-127 

t 

12  Oct 

79 

7520 

Box,  Document.  Steel  USER-MC  . .  . 

RR  B-6286  (1) 

-Gl 

25  Apr 

77 

Gl  SA 

99 

7520 

Box,  Filing,  Cloth,  Wood  Or  Fiber  USER-SM  Gl  MC . 

LLL-8  650A 

NOTICE  (2) 

% 

20  Ocl 

65 

7520 

Box,  Filing,  Cloth  Covered  Wood  Or  Fiber  . 

lll-B-006506  (1) 

1 

02  Nov 

71 

7520 

Box,  Filing,  Plostic.  . . . . . 

t.-B  00565A  (1) 
NOTICE  1 

1 

31  Aug 

70 

7520 

Box,  Filing,  Steel .  . 

A-A-110 

t 

21  Apr 

80 

7520 

Box,  Filing,  Steel  USER-GL 

AA-B  60SA 

% 

23  Moy  73 

7520 

Box,  Letter  Filing . . . . . 

A-A-29 

t 

18  Jon 

80 

799 


FSC  LISTING 


FSC  TITLE 

7520  Boxes,  Filing,  Wood  USER  GL .  ............  .  ~ 

7520  Brush,  Stencil  USER-GL  MC  REV.99  . . . . . . . 

7520  Brush,  Stencil  .  .  . 

7520  Cose,  Filing,  Tronsfer,  (Wood  Or  Fiber) . . . 

7520  Cose,  Filing,  Tronsfer,  Knockdown . . . 

7520  Cose,  Filing,  Tronsfer,  (Collapsible) ...  ....  . . . . 

7520  Cose,  Filing,  Tronsfer,  Collapsible  USER-MD  GL  MC  SA..  ..  . . . . 

7520  Cose,  Filing.  Tronsfer,  Collapsible  . .  . 

7520  Cose,  Filing,  Transfer,  Fiberboord  USER-GL.  . . . . . . . 

7520  Case,  Filing,  Transfer,  Wood  Or  Fiber  USER-GL. . . . . . . . . 

7520  Cose,  Maintenance  And  Operotiono)  Manual  USER-GL  MC  . . . . . . . 

7520  Cosh  Box,  Steel  USER-GL . . . . . . . . 

7520  Cosh  Box,  Steel  USER-GL  ...  ...  . .  ...  .  .  ... . 

7520  Copyholder,  Typists . . . 

7520  Copyholder,  Typist  S  USER-GL . . .  ....  . . . 

7520  Doting  Stomp  (Fixed  Legend)  . . . . . . . 

7520  Doting  Stamp  (Nonfixed  Legend)  . . . . . . . . . . 

7520  Dating  Stomp  (Removoble  Type)  .  . .  . . . 

7520  Dating  Stomp  (Time  Legend)  .  . . . . . . . . 

7520  Desk  Troy,  Plastic  (Letter  Size) . . . .  . . . 

7520  Desk  Troy,  Plastic  (Legal  Size)  . . . .  . . . . . 

7520  Desk  Tray,  Plostic  (Computer  Printout  Size)  . . . 

7520  Despenser,  Pressure  Sensitive  Adhesive  Tope  (Desk  Type) . . . 

7520  Dispenser  Gummed  Tope  (Electrically  Operated)..... . . . 

7520  Dispenser,  Gummed  Tape  (Automotic  Type.... . . . . . . . . . 

7520  Dispenser,  Gummed  Tope  ...  . . 

7520  Dispenser,  Gummed  Tape,  Electrically  Operoted  (Duel  Preset) . 

7520  Dispenser,  Gummed  Tope  (Tear  OK  Typ«.  . 

7520  Dispenser,  Gummed  Tope,  Electricolly  Operoted  (Single  Length) . 

7520  Dispenser.  Pressure-sensitive  Adhesive  Tope  USER-GL . . . 

7520  Disperser,  Pressure  Sensitive  Adhesive  Tope  (For  Filoment  Reinforced  Tope) . 

7520  Dispenser,  Pressure  Sensitive  Adhesive  Tope . . . . . 

7520  Dispenser,  Pressure  Sensitive  Adhesive  Tope  (Hand  Held) . . . 

7520  Dispenser,  Pressure  Sensitive  Adhesive  Tape  (Counter  Type  For  3  Irsch  Tope) . 

7520  Dispenser,  Pressure  Sensitive  Adhesiver  Tope  (Desk  Or  Counter  Type) . 

7520  Easel,  Disploy  &  Troining . . . . . 

7520  File,  Horizontal.  Desk . 

7520  File,  Work  Orgonizer . . . 

7520  File,  Work  Orgonizer,  Book . . . . . . . . 

7520  File,  Work  Orgonizer,  Pocket  . . . . . . . . . . . 

7520  Fingerprint  Identification  Kits  USER-MC  SA  REV-MO  . 

*7520  Fountain  Pen,  Technicol . .  . . . . 

7520  Frome,  File  Drawer  . . . .  . . . . 

7520  Frame,  Fite  Drawer  . . . . .  .  .. ..  . 

7520  Holder,  Desk  Memorondum  Paper,  Roll  Type  . . . . . . 

7520  Holder,  Desk  Memorandum  Poper,  Sheet  Type  . . . . . . . 

7520  Holder,  Nomeplate.  Desk,  Plastic . . . . . 

7520  Holder,  Nameplate,  Desk,  Plastic  USER-GL . . . . . . 

7520  Holder,  Nomeplate,  Desk,  Wood  . . . . . 

7520  Holder,  Telephone  Receiver . . . . . . . 

7520  Inking  Pod,  OKice  Type  Numbering  Machine  USER-GL  SA . 

7520  Lead  Holder . . . . . . . . .  . . 

7520  Leod  Repointer,  Pencil  USER-GL  . . . . 

7520  leod  Repointer,  Pencil . . . . . . .  . . 

7520  Morker,  Fountain  Type,  Felt  Tip  USER-GL  MC  . . . . . . . 

7520  Morker,  Tube  Type,  Felt  Tip  (Copillory-oction)  USER-GL . . . 

7520  Marker,  Tube  Type,  Fine  Tip  . . .  . . . . . . . . . 

7520  Marker,  Tube  Type  White  USER-GL  . . . . . . . 

7520  Morker,  Tube  Type,  Fine  Tip,  Transparency . . . . . 

7520  Marker,  Tube  Type  . . . . . . . . . . . . 

7520  Moistener,  Paper  Seoling,  Fountoin  Type... . . . . . . 

7520  Moistener,  Paper  Sealing,  Well  Type  USER-GL  MC  . . . 

7520  .V.oistc.^c.',  Pape.'  Sesli.'^g,  ^/pc  USER  GL  . 

7520  Numbering  &  lettering  Stomp . . . 

7520  Numbering  Mochines,  OKice  Type,  Hand  Operoted  USER-YD . . . 

7520  Opener,  Letter,  Hand,  Metol . . . . . . . . .  . . 

7520  Opener,  Letter,  Hand,  Metal  USER-GL  MC  . . . . . . . . . . . 

7520  Opener,  Letter,  Hand,  Metol . . . . . . 

7520  Pod,  Desk,  Blotter .. ..... ..  . . . . . . . . . 

7520  Pod,  Desk,  Poperboord . . . . .  ... 

7520  Pods,  Desk.. . . . . . . . . . 

7520  Poll,  Cons,  And  Woste  Receptocles,  Packing  Of  VoHdattd  Feb  84  REV-SM  .... ... 

7520  Pen  Set,  Desk  Vohdot0d  Jul  78 . . . . . 

7520  Pen  Sets,  Desk  (For  Generol  OKice  Use)  USER-GL . .  . . . 

L  7520  Pencil,  Aircroft  Marking  Validaftd  May  86  USER-GL  . . . . 
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15  Feb  73 
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07  Oct  70 
08  Jul  85 
10  Nov  69 
26  Jun  85 
07  Dec  65 
12  Apr  71 
05  Moy  64 
15  Nov  68 

23  Jan  89  ME  99 
15  Jul  63 

29  Dec  69 
15  Dec  82 
18  Moy  70 
29  Jon  80 

14  Feb  80 
09  Nov  79 
07  Feb  80 
28  Sep  79 
12  Oct  79 

21  Sep  79 
10  Nov  79 
01  Sep  75 

15  Dec  79 

24  Feb  71 

22  Moy  86 

14  Dec  79 

20  Feb  80 
02  Apr  62 

15  Dec  79 

21  Moy  73 

21  Sep  79 
26  Sep  79 

10  Nov  79 
07  Moy  80 

22  Feb  82 

17  Jen  69 
09  Jen  80 
12  Dec  79 

25  Jon  88  GL  99 

03  Jul  74 

18  Jon  80 

15  Jun  65 
08  Moy  73 
09  Moy  73 
14  Moy  80 
03  Apr  72 

28  Sep  66 
09  Sep  81 

1 1  Oct  74 

26  Sep  79 

21  Sep  72 

24  Sep  81 

16  Nov  59 
28  Aug  72 

05  Dec  67 
05  Dec  72 
02  Jul  68 

05  Feb  88  MD  MS  03 
14  Moy  80 
26  Feb  75 
29.Mor  73 

22  Ort  79 
20  May  74 
22  Oct  79 

10  Apr  64 

1 1  Apr  72 
26  Oct  76 

12  Oct  79 
12  Oct  79 

10  Sep  71  GL 
08  Mor  74 

25  Jun  56 

07  Apr  80  99 
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FSC  USTING 


fSC  TITLE 

*7520  Ptncil,  Mtchanicot  (Including  L*ods  And  Eroitrs)  USER'GL  ME  SA  REV<99 . 

7520  Ptncil,  Mtchonical  (Ltod  Holdtr) . . . . 

7520  Ptrforotor,  Ppptr,  Dtik  USER*GL . . . 

7520  Ptrforater,  Poptr,  Two  Holt,  Dtsk . . . 

7520  Ptrforotor,  Poptr,  Thrtt  Holt,  Otik  . . . 

7520  Pointtr,  Ltchirt  USER*GL  ME . . . 

7520  Printing  Stt,  Rubbtr  Typt  USER-GL  MC . . . 

7520  Punch,  Poptr  (OHict  Typt),  Light  Duty . . . . . 

7520  Punch,  Poptr,  Hand  Htid  (Htovy  Duty) . 

7520  Punch,  Poptr,  Hand  HtId  (2  Inch  Rtoch) . . . . . 

7520  Rock,  Distributor,  Dtsk  . . . 

7520  Rocks,  Rubbtr  Stomp . 

7520  Rocks,  Rubbtr  Stomp . 

7520  Rubbtr  Stomp  Kit,  Food  tnsptction  Validated  Jan  32  REV-MD  03 . 

7520  Rubbtr  Stomp,  Sand  Typt  USER*GL . . . . . . . 

7520  Rubbtr  Stomp,  FIxtd  Ltgtnd . . . . . . . 

7520  Rubbtr  Stomp,  Fixtd  And  Rtmovobit  Typt,  Dtportmtnt  Of  Dtftnst, 

Survtillonct  Insptction,  Mtdicol  Strvict  Validetad  Jun  81  USER'GL 

7520  Rubbtr  Stan\p.  Fixed  Typt  U5ER>GL  SA . . . 

7520  Rubbtr  Stomp,  Fixtd  Typt,  Prt>inktd  USER-GL . . . 

7520  Rubbtr  Stomp,  Fixtd  And  Rtmovobit  Typt  USER-GL . . . . . 

7520  Rubbtr  Typt  Stt,  Numtricol,  Vtttrinory,  For  Food  Insptction  Stomp  VoUdoted 
Jan  82  REV-MD  03 

7520  Rubbtr  Typt  Stt,  Alphobtticol  Validated  Jun  81  USER-GL . . 

7520  Seal,  Hond  Imprtssion  VoUdalad  Fab  84  USER-SA  MC  REV-MI . 

7520  Shorptntr,  Ptncil . 

7520  Shtll,  Filing  USER-GL . 

7520  Stamping  And  Marking  Equipmtnt,  Rubbtr  Stomp,  Hond,  Fixtd  T^>t  Votidottd 
Mat  82  REV-MD  MS  CS 

7520  Stomping  And  Morking  Equipmtnt,  Rubbtr  Stomp,  Hand,  Fixtd  And 
RtmovtoWt  Typt,  Food  Insptction,  Vtttrinory  VoUdatad  Mat  83 
7520  Stomping  And  Morking  Equipmtnt,  Sttnctls  VaUdatad  Mar  83  REV-MD  MS  CS.. 
7520  Stomping  And  Morking  Equipmtnt;  Rubbtr  Stomp,  Pocktt  Validatod  Mar  83 
REV-MD  OS  MS 

7520  Stopit  Rtmovtr,  Offict  Typt . . . . . . . 

7520  Stopit  Rtmovtrs,  Offict  Typt  USER-GL  MC  SA . 

7520  Stopitr  And  Tocktr,  Poptr  Fosttning,  Stondord  Duty,  Offict . 

7520  Stopitr,  Htovy  Duty,  Poptr  Fosttning . . . 

L  7520  Sttncil  Duplicoting  Print  Kit,  Hand  Stomp,  Mon  Pocktd  REV-MD . 

7520  Sttncil  Duplicoting  Print  Kit,  Hond  Stomp . 

7520  Sttncil  Stt,  Morking  . . . 

L  7520  Sttncil  Stt,  Morking,  Monilo  Bound,  Cwnsisting  Of  Lttttrs,  Numbtrs  And  Troffic 
Signs  Volidatad  Nov  84 

L  7520  Sttncil  Stt,  Sttncil  Board,  NonodjustoUt  Validafad  Nov  84  USER-GL . 

7520  Sttncil,  Set,  Marking  USER-GL  . . 

7520  Stylus,  Duplicoting  Sttncil . . . 

7520  Troy,  Dtsk,  And  Support  Stt,  Stacking,  Desk  Troy  USER-GL  MC . 

7520  Troy,  Dtsk,  StttI,  And  Support  Set,  Stocking  USER-GL  . . 

7520  Troy,  Dtsk,  Wood,  Support  Stt,  Stocking..... . . . . . . . 

7520  Troy,  Dtsk,  Wood,  Executive  Offict  Typt  USER-GL . 

7520  Troy,  Desk,  Wood,  Executive  Office  Typt . 

7520  Trimmer,  Poper,  Drop  Knife . 

7520  Tube  Typt  Morker . 

7530  Absorbent  Sttncil  Filing  Wropptr  . . 

7530  Book,  Engineers  Field  USER-ME . 

7530  Cord  Set,  Guide,  File . . . . . 

7530  Cord,  Guide,  File  And  Cord  Set,  Guide,  File  USER-GL . 

7530  Cord,  Identification,  Plostic  VoUdattd  Fab  82 . 

7530  Cord,  Identification . 

7530  Cord,  Index . 

7530  Cord,  Index  USER-GL  . 

7530  Cord,  Tobuloling,  Eom . 

7530  Cord,  Tobuloting  Volidatad  Jun  83  . . . . 

7530  Cords,  Chads,  Printed  Forms  And  Printed  Form  Sets . 

L  7530  Chort.  Stondord  Aircroft  Chorocteristics  And  Performance,  Helicopter  Validotad 
Feb  83 

7530  Envelope,  Moiling  USER-MC  REV-EA  D5 . 

7530  Envelope,  Moiling  . . . . . 

7530  Envelope,  Moiling  (Rodiogrophic  Film)  USER-GL . 

7530  Envelope,  Moiling  . . . 

7530  Envelope,  Moiling  REV-CG  MC  99  . . 

7530  Envelope,  Photogrophic  Negative,  Poptr  Validated  Feb  82  USER-GL . . 

7530  Envelope,  Rodiogrophic  Film  Mount,  Dtniol  Validated  Jun  84  REV-MB..... . 

7530  Envelope,  Wollet . . . . . . . . . 

7530  Film,  Copying,  Thermographic  (Protection  Tronsportncits)  USER-SA  REV-MD  84 
7530  Finonciol  Services  -  Finoncioi  Tronsoction  Cords  -  1983... . 
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FSC  LISTING 


FSC 


TITIE 


7530  Folder.  File  REV-EA . 


7530  Folder,  File,  Follow-up  And  Inner.. 


7530  Index  Sheet  Set,  Looie-leof  Binder  (Buff,  3X5) . 

7530  Index  Sheet  Set,  loott-leof  Binder  USER-GL . . 

7530  Index  Sheet  Set,  loote-leof  Binder  (White,  Blonk) . 

7530  Index  Sheet  Set,  Looie-leof  Binder  (Buff)  . . . 

7530  Jacket,  Filing,  Wollet  And  Envelope,  Wallet  USER*GL . 

7530  Jacket,  Filing,  Wallet . . . . . . . 

7530  lobel  (Address) . . . . . 

7530  Label  (File  Folder)  . 

7530  Label  (In  Book  Form) . . . 

7530  Lobel  (Individual) . . . . . . . . . . . 

7530  Lobel,  Instruction . . . . . . . 

7530  Label,  Poper,  Gummed  (Woter  Activated)  USER-GL  SA  69  . . 

7530  Lobel,  Poper,  Pressure  Sensitive  Adhesive  (General  Purpose  With  Marginal  Slot 
Feed  Perforations) 

7530  Lobel,  Poper,  Pressure-sensitive  Adhesive  USER-SM  AR  GL  SA  69 . 

7530  Lobel,  Poper,  Pressure  Sensitive  Adhesive  (File  Folder  Label)  REV-84 . 

7530  lobel.  Paper,  Pressure  Sensitive  Adhesive  . 

7530  Lobels  (Heot  Seoling  Tape . . . 

7530  Mining  Troniit  Book . 

7530  Notebook,  Stenographer  S  USER-Gl  . 

7530  Notebook,  Water  Resistant,  For  Field  Use  VaUdattd  F^b  87,.... . . . 


7530  Oiled  Stencil  Filing  Wropper . . . 

7530  Pod,  Columnar . 

7530  Pad,  Writing  Paper  (Repositionable.. 
7530  Pod,  Writing  Paper  USER-GL  . 


7530  Poper  Place  Mat  Or  Poper  Troy  Cover  (Poper,  Doily)..... . 

7530  Paper  Set,  Duplicating  Master  Spirit  Or  Liquid  Process  USER-Gl.. 

7530  Poper  Set,  Duplicoting,  Master  . . . . . . . . 

7530  Poper  Set,  Manifold  And  Corbon  USER-GL . 

7530  Paper  Set,  Manifold  &  Carbon  (Correspondence  Set) . 

7530  Paper,  Blotting  USER-Gl  ME . . . 

7530  Poper,  Blotting . . . . . . 

*7530  Paper,  Blotting,  Photogrophic  Prints  USER-Gl  MS  MC . . 

7530  Paper,  Bond  And  Writing*  White  And  Colored  USER-GL  . 

7530  Paper,  Carbon,  Duplicoting  Machine . . . . . 

7530  Poper,  Corbon,  Duplicoting  Machine,  Spirit-process  U$ER*Gl.. . 

7530  Paper,  Corbon,  Pencil  . . . . . 

7530  Poper,  Corbon.  Pencil  USER-GL . 

7530  Poper,  Carbon,  Typewriter . 

7530  Poper,  Carbon,  Typewriter,  Block  USER-Gl  MC  . 

7530  Poper,  Carbonless  Transfer  . . . . . . . 


7530  Poper,  Copying,  Xerogrophic  And  Offset  Processes  (Dual  Purpose;  White  And 
Colors) 

7530  Poper,  Copying,  Xerographic  Process  (Watermark) . . 

7530  Paper,  Copying,  Xerographic  Process  (Wet  Toner) . . . . 

7530  Poper,  Drawing  Validated  Jun  72  USER-SM  MC  CO  . . . 

7530  Poper,  Duplicating,  Master,  Spint-process  USER-GL . . 


7530  Poper,  Groph  USER-GL  SA  MC  CG . 

7530  Poper,  Ledger,  Unruled  USER-GL  . ..  . . . 

7530  Paper,  Loose  leaf,  Ruled  And  Blank  USER-GL  MC . 

7530  Poper,  Monifold  USER-GL  EA . . . . . . 

7530  Poper,  Monifold . . . . . . . . . . 

7530  Poper,  Mimeogroph  USER-GL  . . . . . 

7530  Poper,  Noncorbon  Tronsfer . . 

7530  Poper,  Ploy  Construction . . . . . . . . 

7530  Poper,  Recording,  Electrosensitive  Vohdattd  Apr  81  USER-Gl  . 

7530  r  sper.  Recording,  Facsimile  (Electrosensitive)  REV-GS  . 

7530  Paper,  Recording,  Heot  Sensitive . . 

7530  Poper,  Shorthond-mochine  USER-GL . . 

7530  Paper,  Tobulotmg  Mochine,  Continuous  Flat  Fold  . 


7530 

7530 


Poper,  Teletypewriter,  Roll  (Spirit  Process)  REV-ER . 

Paper,  Teletypewriter,  Continuous  Flotfold  USER-MC  SA 


7530  Poper,  Teletypewriter,  Roll  USER-GL  .MC  SA  REV'99 . . . 

7530  Poper,  Teletypewriter,  Roll,  For  Spint-process  Duplicotion  Vplldottd  Jun  72.. 

7530  Poper,  Trocing  USER-GL . . . 

7530  Poper,  Xerogrophic . . . . . . 

7530  Poperboord,  Drowing  USER-MD  GL  MC.... . . . . . 


7530 

7530 


7530 


Plotting  Sheet,  Polyester  Film,  1,000  Meter  Grid,  1.25,000  Scole  REV-ME ........ 

Plotting  Sheet,  Plane  Table  (Unmounted,  White,  Smooth  Surface,  Heovy, 
Gridded)  VaUdattd  Apr  81  USER-MC  REV-ME 
Printing  And  Stationery  Paper,  Pockoging  And  Pocking  Of  USER-MC  REV-SM.. 
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7530  Shtet  Sizes  And  Hole^punching  Data  For  Filler  Paper  And  Forms  Bound  In  Ring, 
Post  And  Prong  Binders  Volidated  F»b  84 

7530  Stencil,  Duplicating  Mochine  USER>GL  . . . 

7530  Stencil,  Duplicoting  Machine . . . 

7530  Stenotype  Machine  Poper  (Paper  Shorthand  Machine) . 

7530  Tape,  Poper,  Computing>machine  USER*GL . 

7530  Tope,  Postoge  Meter . . . . . 

7530  Tape,  Teletypewriter,  Perforator  USER«MC . . . 

7530  Wrapper,  Stencil  Filing . . . . . . . 


L 


L 


L 


L 


76GP  Aeronouticol  Equipment  Service  Record . . . . . . 

7610  Dictionary,  English . . . . . . . . . . . . 

7610  Dictionary,  English,  Type  li  (Minimum  150,000  Entries) . . 

7610  Item  Identification  Doto  From  Suppliers  REV-GS . . . . 

7610  Standard  Guides  For  Preparation  Of  Proposed  Item  Logistics  Doto  Records . 

*7650  Color,  Aeronouticol  Lighting  Volidated  Jun  83  USER>MC  MS  R£V*MI . . . 

7650  Drowings.  For  Standard  Aircroft  Characteristics  And  Performonce  Chorts, 
Piloted  Aircraft  Vatidated  Apr  84  REV*99 

7650  Mointenonce  Prints  For  Electronic  Equipment,  Instructions  For  Preporotion  Of 
Validated  Apr  82  REV<GS 

7690  Connectors  &  Assemblies,  Electrical,  Aircraft  Grounding:  Decalcomonio  For 

Ground  Rcceptocte  Identification,  Decal  USER‘MC  REV*ME  AR  CR  Ml  13  18 
82  85  90  ES  GS 

7690  Decol  (Heot  Transfer)  Usmc  And  U.s.  Novy . . . . 

7690  Decol,  Rubber  Assembly  Dote  (  ASG)  Validated  Apr  84  USER<MC  REV*GS  .... 
7690  Lobel  Tope,  Pressure  Sensitive  Adhesive  REV-GS  . . . 


L  7690  Label,  Contents  Validated  Jan  76  REV-GS . . . 

L  7690  Morker  Blonks,  Pressure  Sensitive  Adhesive  Wire  Or  Coble  Morker  And 

Identificotion  Lobel  Validated  Oct  84 

7690  Marker,  Identificotion . . . 

L  7690  Morker,  Identificotion:  Fire,  Chemicol  Hazard,  And  Restricted  Areo,  Reflective 
R6V-MD 

7690  Marker,  Identificotion,  Dental  Heolth  Record . . . 

L  7690  Morker,  Tope,  Pressure  Sensitive  Adhesive  (Scors)  REV-GS  . . . . 


7690  Marking  Moteriols  And  Markers,  Adhesive,  Elostomeric,  Pigmented,  Letters  And 
Numerols  Validated  Mar  83  USER-ME  MC  REV-AV  MD  AT  GS 
7690  Marking  Materials  And  Morkers,  Adhesive,  Elostomeric,  Pigmented,  Legends 
Validated  Oct  87  USER-ME  SM  AR  REV-AT  MC  GS 
7690  Marking  Moteriols  And  Markers,  Adhesive,  Elostomeric,  Pigmented,  Symbols 
Validated  Mar  83  USER-ME  REV-MD  EL  AV  AT  MC  GS 
7690  Morking  Moteriols  &  Markers,  Adhesive,  Elostomeric,  Pigmented,  Kozordous 
Materiel  Symbols  Validated  Oct  87 

7690  Morking  Moteriols  And  Markers,  Adhesive,  Elostomeric,  Pigmented,  Generol 
Specificotion  For  USER-AR  ME  OS  REV-AT  AV  MD  MC  YO  GS 

L  7690  Mot,  Silhouette  layout  REV-GS  . . . . . 

L  7690  Pressure-sensitive  Adhesive,  Solvent  Activated  And  Miscelloneous  Topes  REV-GS 

L  7690  Tope  Identification,  Cooxiol  Coble  Tronsmission  Line  Assembly  Validated  Avg  81 

REV-GS 

L  7690  Tope,  Aircraft  Tubing  Identification  Marker  Validated  Avg  88  REV-GS  . . 


7690  Tope,  Identification,  Aerospoce  Vehicle  Tubing  Morker  USER-AR  ME  AT  MC 
REV  Ml  AL  GS 

L  7690  Tope,  Identificotion  Pilot  Stotic  Lines  Validated  Apr  80  REV-GS  . . . 

L  7720  Cover,  Music  Corrying  Pouch,  Embroidered  Validated  Feb  85 . 

7910  Cleaner.  Blower  And  Vocuum,  Portable,  Industriol  Validated  Sep  78  REV-ME 

7910  Cleaner.  Vacuum  (Electric,  Portable.  Bock-pock)  USER-GL . . . 

7910  Cleaner,  Vacuum,  Industrial,  External  Filler  Type  USER-MC  REV-SH  84  . . 

7910  Cleo.ner,  Vocuum,  Electric  (Household/commerciol) . . . 

L  7910  Cleoner,  Vocuum,  Asbestos  Removol . 

7910  Cleoner,  Vacuum,  Electric  (Institutionol/hospitol) . . . 

7910  Cleoner,  Vacuum,  Electric  (Commerciol/industnal) . 

7910  Cteoners,  Vacuum,  120  V  Ac.  60  &  400  Hertz.  115  V  Dc  Validated  Oct  87 
USER-CE  MC  REV-MD 

7910  Holder.  Floor  Polishing  Machine  Pod . . 

70in  OAlitkln^ 


7910  Pod,  Floor  Polishing  Machine  (Thin) . 

7910  Pod,  Floor  Polishing  Machine  (Thick) . .... 

7910  Polisher,  Floor,  Electric  (Commerciol  Type) 


7910  Polisher,  Floor,  Electric,  Divided  Weight  (Commerciol  Type)  USER-MC  REV-MD 
84 

7910  Polisher,  Floor,  Electric,  Concentrated  Weight  Two  Brush  (Commerciol  Type) 
USER-MC  REV-MD  84 

7910  Polisher,  Floor,  Electric,  Concentroted,weight  Single  Brush  (Commerciol  Type) 
USER-CE  TS  MC  REV-MD  84 

7910  Scrubbing  Mochine,  Floor.  Electric  (Bottery  Powered) . . . 

7920  Applicator,  Wox  . . . . . . 

7920  Brace,  Floor  Sweeping  Brush . . 
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7930  Broom,  Push,  Vegctobl*  Fiber  USER«Gl . . . . . . 

7920  Broom,  Upright  (Corn)  USER-GL . . . 

7920  Broom,  Upright  (Corn) . 

7920  Broom,  Upright,  Coorte  Fiber  (Brest  Fiber) . 

7920  Broom,  Upright,  Coorte  Fibers  (Vegetable  Fiber  And  Synthetic  Fiber)  US£R*GL.. 

7920  Broom,  Whiik  USER-GL  MC  SA  AS  YD . . . 

7920  Broom,  Whisk  . . . 

7920  Brush  Scrub  (Pot  And  Pan)  USER-MC  SA  REV-AD . 

7920  Brush,  Acid  Swobbing  USER-GL  . . . 

7920  Brush,  Adhesive  (Glue)  USER-CE  CG  MC . 

7920  Brush.  Adhesive  (Glue)  USER-GL . . . 

7920  Brush,  Bottle  And  Burette  USER-GL  SA  MC  REV-99 . 

7920  Brush,  Chassis  And  Running  Geor  USER-MC . .  . 

7920  Brush,  Cleaning,  Tools  And  Ports  Volidafed  Oct  87 . . .  . 

7920  Brush,  Ciconing,  Aircraft,  Metot  Brightening  Volidottd  Apr  83 . 

7920  Brush,  Dusting  USER-GL  MC  SA . . . 

7920  Brush,  Dusting,  Lent  And  Photogrophic  Negative  USER-EC . 

7920  Brush,  Dusting,  Lent  And  Photogrophic  Negatives  Validated  Feb  76 . 

7920  Brush,  File  Cleoner . . . 

7920  Brush,  File  Cleaner  USER-GL . . . 

7920  Brush.  Flosk  USER-GL  . 

7920  Brush,  Floor  Sweeping  USER-GL  MC . . . 

*7920  Brush,  Plater  S.  Hand,  Swob.  Potash,  Plater  S,  And  Brush,  Goblet  Validated  Jvn 
87  USER-MC  SH  REV-MD 

7920  Brush,  Plater's  (Hand)  . . . . . 

7920  Brush,  Platers,  Hand  (Shoe  Handles  Style) . . . 

7920  Brush,  Somtory  USER-GL . 

7920  Brush,  Sanitary  . . . . . . . . 

7920  Brush,  Scrub,  All  Plastic,  Steomkettle,.... . 

7920  Brush,  Scrub,  All-plostic,  Steom  Kettle . . . . . 

7920  Brush,  Scrub,  Boteboord  . . . 

7920  Brush,  Scrub,  Boseboord . . . 

7920  Brush,  Scrub.  Clothes  Validated  Jan  86  USER-MC  SA  REV-MO . 

7920  Brush,  Scrub,  Deck  USER-GL . 

7920  Brush,  Scrub,  Deck . 

7930  Brush,  Scrub,  Floor  Validated  Jan  86 . 

7930  Brush,  Scrub.  Generol  Utility  Validated  Jan  86  USER-MC  SA  REV-MD . 

7920  Brush,  Scrub.  Generol  Specificotion  For  Validated  Jan  86  USER-ME  MC  SA  MS 
REV-MD  03 

7920  Brush,  Scrub.  Hand  Validated  Jan  86  US6R-SA  MC  REV-MD . 

7920  Brush,  Scrub,  Household  Validated  Jan  $6  USER-SA  MC  REV-MD . 

7920  Brush,  Scrub,  Pot  And  Pon  Validated  Jan  86  USER-MC  SA  REV-MD . 

7920  Brush,  Scrub,  Pot  And  Sink  Validated  Jan  86  USER-SA  MC  REV-MD . 

7920  Brush,  Scrub,  Surgical,  U-thoped  Block  Validated  Jan  86  USER-MC  SA  DM 
REV-MD  03 

7930  Brush,  Scrub,  Vegetable  USER-GL . . . 

7920  Brush,  Scrub,  Vegetable . . . . . . . 

7920  Brush,  Shoe  USER-GL . 

7920  Brush,  Shoe . 

7920  Brush,  Test  Tube  And  Brush,  Pipet  USER-GL  SA  MC  REV-99  . 

7920  Brush,  Window  USER-GL  MC  SA  REV.99 . . 

7920  Brush,  Wire  &  Plater,  Curved  Handle,  4  Row  Brushes . 

7920  Brush,  Wire  And  Platers  Generol  Specificotion  For  USER-CE  YD  MC  CG  SH . 

7920  Brush,  Wire  And  Ploters.  Curved  Hondle,  3  Row  Brushes . 

7920  Brush,  Wire  And  Platers,  Shoe  Hondle  Brushes . . 

7920  Brush,  Wire  And  Platers.  Straight  Block  Brushes  . . 

7920  Brush,  Wire  And  Platers,  Curved  Block  Brush . 

7920  Brushes,  Acid,  Swobbing . . . 

7920  Brushes,  Dusting..  . . . . . . . . 

7920  Brushes.  Floor,  Sweeping . . . . . 

7920  Brushes,  Injector,  Cleaning  And  Wire,  Tube  Validated  Oct  87  USER-MI  MC 
REV-MD 

7920  PorlfJfvg,  Porlnging  Pr»«#rvnttnn  And  TrnntporfohJIity  Vnlidntmft  Mnr 

8$  REV-ME  SM  MC  DH 

7920  Bucket,  Mop  (Plashc) . 

7920  Bucket.  Mop,  (Melol)  USER-GL  SA . 

7920  Bucket,  Mop,  Metal . . . . . 

7920  Cleoning  And  Polishing  Pod,  Non*metol(ic  (For  Aircraft)  Validated  Jon  88 
USER-GL 

7920  Cloth,  Cleoning  (Nonwoven) . . . 

7920  Cloth,  Cleoning,  Nonwoven  Fobric . 

7920  Cloth,  Cleaning,  low-lint  USER-MC  . . . . . . 

7920  Cloth,  Cleoning,  Treated  (Rental  Service)  . 

7920  Cloth,  Cleaning,  Artificial  Chomois  REV-MD  84 . 

7920  Cloth,  Polishing . . . . 

7930  Cloth,  Polishing  (For  Electricol  Contact  Surfoces) . . . . . 

7920  Cloth,  Polishing  (For  Electricol  Contoct  Surfoces) . 


DOCUMENT 


NUMBER 

PREP 

DATE 

CUSTODIAN 

H-B71B 

% 

02  Jan 

64 

INT  AMD  (2) 

H'B-51B 

% 

14  Oct 

60 

HB-OOSK 

i 

11  Jon 

72 

AA.223 

t 

09  Jon 

80 

H-B-56A 

% 

22  Moy 

73 

H-B-101A 

% 

13  Feb 

51 

H-B00I01B 

t 

10  Oct 

68 

A.A-2074 

•GL 

02  May 

83 

GL 

99 

H.B'643C 

% 

02  Jun 

66 

INT  AMD  (1) 

AA-2077 

•GL 

02  May 

83 

GL  SA 

99 

H  B-392A  (I) 

% 

14  Oct 

66 

H-B-1050A 

* 

18  Jan 

73 

M.B081D 

•GL 

09  Feb 

76 

Gl  YD 

99 

Mll'B-43B7l 

GL 

30  Oct 

87 

Gl  SA 

99 

NOTICE  1 

MII  B-2395BA  (1) 

AS 

12  Nov 

75 

GL  AS 

99 

H  B-190 

% 

13  Mar 

63 

A-A-2076 

•GL 

02  May 

83 

GL 

99 

H.B-16S4 

•GL 

07  Jun 

71 

GL 

99 

AA-258 

12  Oct 

79 

H-B.421 

% 

19  Jun 

64 

INT  AMD  (1) 

H  B-1049 

% 

21  Aug 

74 

HB-6S1G 

% 

14  Jut 

72 

MIL.B-1S319E  (1) 

GL 

25  Jun 

87 

GL 

84 

NOTICE  1 

A-A.2075 

•GL 

02  Moy 

83 

GL  SA 

99 

A-A-3078 

•GL 

02  Moy 

83 

GL  SA 

99 

H-B-48K 

% 

31  Aug 

65 

INT  AMD  1 

H-B-00481D 

t 

15  Oct 

70 

A-A-270 

t 

15  Nov 

79 

H-B  001)37 

t 

08  Jun 

66 

AA-359 

t 

27  Nov 

79 

HB00S15A 

t 

27  Sep 

66 

H-B-U90/4A 

/GL 

23  Apr 

76 

Gl 

99 

H-B-531C 

% 

16  Nov 

62 

H-B  00531D  (1) 

t 

20  Nov 

67 

H'B-1490/5A 

/GL 

23  Apr 

76 

GL 

99 

H-B-1490/7A 

/GL 

23  Apr 

76 

GL 

99 

H-B0490A  (1) 

/GL 

23  Apr 

76 

GL 

99 

SUPP  1 

H-B-1490/)A 

/GL 

23  Apr 

76 

Gl 

99 

HB-1490/3A 

/GL 

23  Apr 

76 

Gl 

99 

H.B'1490/6A 

/GL 

23  Apr 

76 

Gl 

99 

H-B-1490/BA 

/GL 

23  Apr 

76 

GL 

99 

HB.1490/2 

/GL 

17  Oct 

73 

GL 

99 

HB-555A 

% 

28  Jon 

66 

H  B  00555B 

i 

28  Jon 

71 

H  B-S8)  (1) 

% 

31  Jul 

50 

INT  AMD  (2) 

H-B-OOSBIA 

t 

15  Jon 

70 

HB-1051A 

* 

15  Jan 

73 

HB-75)C 

* 

18  Jon 

73 

HB.178/1 

•GL 

10  May 

76 

GL  SA 

99 

HB-178D 

•GL 

10  Moy 

76 

Gl  SA 

99 

HB-178/2 

•GL 

10  May 

76 

Gl  SA 

99 

H.B-178/3 

•GL 

10  May 

76 

GL  SA 

99 

H-B-178/4 

•GL 

10  May 

76 

Gl  SA 

99 

H-B-178/i 

•GL 

10  May 

76 

GL  SA 

99 

A-A.2B9 

t 

12  Oct 

79 

H  B  00190A  (3) 

t 

12  Jul 

7) 

HB00651H 

% 

14  Apr 

82 

MIIB'43«5SA 

GL 

30  Oct 

87 

Gl 

99 

NOTICE  1 

ppp.R.inBo 

/Gl 

30  Mnr 

88 

Gl  YD 

99 

NOTICE  2 

AA'737 

t 

27  Apr 

81 

RR-B-800E 

% 

22  Sep 

72 

AA-262. 

t 

27  Jun 

80 

MII-C.839,7A  (1) 

84 

11  Jon 

88 

99 

NOTICE  1 

A-A-167 

t 

20  Apr 

81 

r'--  .160 

t 

30  Sep 

86 

AS 

Mil  C-8S043B 

AS 

24  Mor 

86 

GL  AS 

DDD.C.001410  (1) 

t 

02  Nov 

71 

A-A.SOOOIB 

/GL 

06  Nov 

85 

Gl 

99 

DDD  C  44)C 

•GL 

07  Sep 

72 

Gl 

99 

A-A.168 

S 

17  Apr 

81 

DDO-C.4SOB 

% 

26  Jon 

76 

804 


FSC  LISTING 


FSC  TITLE 

L  7920  Cloths,  CItontng,  For  Aircraft  Fuol  Tonks  Validottd  Jan  8$ . 

7920  Clotht,  Cltoning,  Waffit,  Cotton . . . 

7920  Duittr,  Vonttion  Blind  USER*GL . . . 

7920  Dvittr,,  Vonttion  Blind . 

7920  Hondit,  Acmt  Thrtodtd  End  (Ttltuopic)  . 

7920  Hondio,  Extoniion,  Aluminum,  Ttitscopic,  Insulated  Hondle  Shoft  (And 
Acctsioritt 

7920  Hondit,  Mop  (Wot)  USER-GL . . 

7920  Handle,  Wood,  Acmt  Thrtodtd  And  Circular  Topertd  End  USER>GL  MC  SA . 

Q  7920  Impregnottd  Wadding,  Metot  Polish  REV*MD . . 

7920  Mop,  Ousting  (Rental  Service) . . 

7920  Mop,  Dusting,  Cotton,  Rtctangulor  And  Triangular  USER*Gl  SA  . 

7920  Mop,  Ousting,  Cotton,  Triangular  . . . . . 

7920  Mop,  Ousting,  Cotton,  Universal  Action  Svtrivel  USER^GL . 

7920  Mop,  Dusting,  Cotton,  Slip-on  (With  Handle)  USER-GL . 

7920  Mop,  Ousting,  Cotton,  Slip-on  (With  Handle) . 

7920  Mop,  Ousting,  Cotton,  Universol  Action  Svrivtl . 

7920  Mop,  Ousting,  Generol  Use,  With  Disposobit  Pod  . . . 

7920  Mop,  Wet,  Cotton,  (With  Fixed  Handle)  USER-GL  . 

7920  Mopheod,  Wet,  Cotton,  Or  Cotton  And  Synthetic  . 

7920  Mopping  Outfit,  Floor . 

7920  Mopping  Outfit,  Floor . 

7920  Mopping  Outfits,  Floor  USER-GL  . . 

7920  Pod,  Scouring  USER-GL . . . 

7920  Pod,  Scouring  . 

7920  Pod,  Scouring,  Plostic  Sponge  (With  Abrosive  Bock) . 

7920  Rag,  Wiping,  Cotton  And  Cotton  Synthetic  USER-GL  CG  MC  . . 

7920  Rogs,  Wiping  (Cotton  And  Cotton-synthetic) . 

7920  Scouring  Brick  And  Holder . . . . . . . 

7920  Scouring  Bricks  And  Holder  USER-GL  YO . 

7920  Scraper  And  Squeegee,  Vehicle  Window . 

7920  Sponge,  Loofo...  . . . . 

7920  Sponge,  Metal  USER-SA  REV-MO . 

7920  Sponge,  Synthetic . . . . . 

7920  Sponge,  Synthetic  Validated  Sep  72  USER-ME  SA  AS . . . . . 

7920  Sponges.  Metol . . . . . . . . . . . 

7920  Squeegee,  Floor  And  Window  USER-GL . 

7920  Squeegee,  Silk  Screen  Votidated  Feb  84  USER-ME . . 

7920  Swob,  Toilet  Bowl,  All  Synthetic  . . . . . . . . 

7920  Towel,  Mochinery  Wiping  USER-Gl  MC . . . 

7920  Towel,  Mochinery  Wiping  (Rental) . 

7920  Towel,  Poper  (Industriol  Wiping) . . 

7920  Towel,  Paper.  (Plastic-wiping) . 

7920  Towel,  Paper,  (Plastic  Wiping)  . . . 

7920  Towel,  Wiping,  Paper.  Industrial  And  Institutionol . 

7920  Wringer,  Mop . . . 

7920  Wringer,  Mop  USER-GL  . . . . . 

7930  Absorbent  Moteriol,  Oil  And  Water  (For  Floors  And  Decks)  USER-MO  GL  YD 
MC  REV-OS 

L  7930  Adsorbent  Material  (Oils,  Acids,  Cavstics,  Solvents  And  Toxics) . 

7930  Alkali,  Laundry . 

7930  Alkali,  Laundry,  Containing  Carboxymethyl  Cellulose  REV-MD . . 

7930  Biodegradobility  Abs  &  Las  •  Test  Procedure  &  Stondords  •  Jon  66  Validated 
Feb  84  REV-AR  GL  MD  SH  99 

7930  Bluing,  Loundry  Validated  Jun  72  USER-SM  MC  REV-MD  GS  . 

L  7930  Brightener,  Optical,  Loundry  Validated  Apr  81  REV-MO  . 

7930  Chemicots  And  Chemicol  Products  Used  For  Dod  Drycleaning  Validated  Oct  87 
USER-MC  REV-MD  EA  GS 

7930  Chemicols  And  Chemical  Products  Used  For  Dod  Laundering  Validated  Feb  84 
USER-MC  REV-MD  EA  MS  GS 

7930  Cleaner  &  Polish,  Herd  Surfaces  REV-GS  . . . . . . 

7930  Cleaning  &  Polishing  Compound,  Floor  (Aerosol  Spray  Buff  Floor  Cleaner  & 
Polish) 

7930  Cieoning  And  Polishing  Compound,  Floor  (Paste  Emulsion)  USER-GL  SH  REV.99 

7930  Cleaning  And  Polishing  Compound,  Stainless  Steel . 

7930  Cieoning  Compound,  Herd  Surface  floor  (Aerosol  Foam  Floor  Cleoner)  .  . . . 

7930  Cleaning  Compound,  Linoleum-topped  Furniture  USER-GL . . . . . 

7930  Cieoning  Compound,  Hard  Surface-floor  (Powdered,  Heovy  Duty)  . 

7930  Cieoning  Compound,  Rug  And  UphoLtery  USER-MC  SH  REV-MD  MS  03 . 

7930  Cieoning  Compound,  Solvent-detergent  (Concentroted  Alkoiine  Butyl  Cleaner) 
REV-MO  SH 


DOCUMENT 

NUMBER 


MIL-C-87962 

84 

NOTICE  1 
DDD-C-1374A 

% 

T-D-568A 

V. 

INT  AMD  1 
T-D-OOSMB 

t 

A-A-1464 

t 

RR-H-0060 

t 

INT  AMD  KGSA) 
NN-H-101F 

% 

NN-H-104 

% 

INT  AMD(t) 
MIL-I-22590C 

AS 

T-M-001203  (2) 

t 

T-M.567A 

% 

(INT.  AMD.  1) 
TM.00567B 

X 

T-M-550A 

% 

INT  AMD(1) 

TM-570 

% 

T-M-00570A 

X 

T-M-OOJSOB 

X 

T-M-00M6 

t 

T-M.S80  (3) 

% 

T-M-561F  (1) 

X 

AA-1435 

\ 

AA-263 

t 

RR.M-1075A 

% 

INT  AMD  (1) 

L-P-SOB 

% 

INT  AMD  2 

L-P-0050C 

X 

AA-1430 

X 

DDD.R-30G 

% 

AA-2522 

X 

A-A-2)7A 

t 

P-S.300C 

♦/. 

GGGS-001333A 

X 

JAN.S-001146 

SA 

INT  AMD  1 
RR-S-615C  (1) 

•GL 

L-ST)0626D 

X 

I.S.426C 

•Gl 

INT  AMD  1  (Gl) 

A  >-973 

X 

US-tMC 

•/. 

MIL-S-43252A  (1) 

Gl 

A'A-156$ 

X 

DDD-T-54)C 

% 

INT  AMD  (2) 
AA-1210 

X 

AA-1432 

X 

UU.T-598A  (1) 

•Gl 

A.A-1447A 

X 

UU  T.595C  (1) 

X 

A-A-261A 

X 

RR-W.670D 

% 

PAOOJ6B 

% 

AABOOBB 

/GL 

AA-876 

X 

P.A.450B  (1) 

•Gl 

ABS/IAS  3-M 

Gl 

OB-49ID 

•GL 

Mll-B-43927 

GL 

Mll-STD-1484 

GL 

NOTICE  1 
MIL'STD-I48SA 

GL 

AA.93 

• 

A-A-202A 

i 

P-C-449A  (1) 

• 

P.C-1121B 

X 

A-A-201A 

i 

P  C- 1239  (2) 

% 

AA.1992 

X 

P.C.>632B 

•GL 

INT  AMD  (1) 
A-A-2t2: 

•Gl 

DATE  CUSTODIAN 

Tl  88  99 

07  Nov  80 
04  Mor  65 

01  Jun  70 

24  Aug  81 
12  Aug  65 

12  Mar  73 

1 1  Aug  65 

29  Aug  86  GL  AS 

27  Jun  73 
02  Jun  58 

22  Sep  70 

19  Sep  61 

7  Feb  55 
08  Dec  67 

29  Mor  67 
14  May  64 
17  Mar  80 

17  Jan  80 

18  Sep  81 
21  Apr  80 
16  Nov  72 

25  Nov  66 

14  Apr  71 
07  Mor  80 
05  Jul  83 
04  May  67 

12  Ok  79 
10  Mor  72 

16  Oct  75 

30  Sep  64  SA 

01  Feb  78  GL  99 

15  Jon  70 

02  May  67  GL  99 

07  Feb  80 

13  Apr  76 

14  Dec  77  GL  99 

02  Moy  83 

23  Jul  65 

18  Aug  81 
06  Moy  81 

09  Apr  77  GL  SA  99 

15  Aug  84 
08  Apr  77 

24  Sep  80 

17  Oct  72 
24  Feb  76 

24  Nov  86  GL 

08  Aug  80 

06  Jun  77  GL  99 

20  Feb  67  GL  SH  99 

31  Moy  68  GL  99 

14  Apr  75  GL 

30  Oct  87  GL  SH  99 

28  Apr  78  GL  YD 

21  Oct  81 

24  Mor  81 

01  Nov  74 
13  Jan  78 
23  Mor  81 

29  Oct  76 

30  May  84 

25  Feb  77  GL  99 

31  Dec  83  GL  SH  99 


805 


FSC  LISTING 


DOCUMENT 


ESC 

TITLE 

NUM8ER 

PREP 

DATE 

CUSTODIAN 

7930 

Cleaning  Compound,  Solvtnt*de>ergent  (For  Cleaning  Colls  And  Filters) 

P-C-446A 

t 

14  Jun 

65 

Validated  Jul  72 

7930 

Cleaning  Compound,  Oven  (Aerosol) . 

A-A-96 

t 

08  Oct 

79 

7930 

Cleaning  Compound,  Toilet  Bowl  USER>GL . . . . . 

P-C-447C 

% 

11  Jun 

75 

7930 

Cleaning  Compound,  Rug  &  Upholstery  Surface  USER*SH  MS  REV*M0  03 . 

A-A-31 

« 

10  Jun 

81 

7930 

Cleaning  Compound,  Septic  Tank  And  Drains  (Enzyme*bacteria  Type)  USER^GL 

P-C-440C  {!) 

% 

13  Dec 

74 

7930 

Cleaning  Compound,  Solvent*detergent  (Alkoline  Cleoner-degreaser  For  Ovens, 

AA-7B 

i 

03  Apr 

84 

Grills  And  Woshoble  Surfaces 

7930 

Cfeoning  Compound,  Porceloin  And  Ceromic  Tile....  . . . . 

P-C-1891 

INT  AMD  1 

*Gl 

27  Sep 

76 

7930 

Cleoning  Compound,  Toilet  Bowl,  Liquid  . . .  . . . 

A-A-9 

J 

19  Mor 

80 

7930 

Cleoning  Compound,  Oven  . . . . . . . . . . . 

PC-1947A 

t 

15  Sep 

77 

7930 

Cleoning  Compound,  Septic  Tonk  (Enzyme  Bacteria  Type  For  Oroins) . 

A-A-n 

t 

29  Jun 

81 

7930 

Cleoning  Compound,  Generol  Purpose  (Powdered,  Heovy  Duty)  U$ER>MC 

P-C-435B 

*Gl 

05  Apr 

78 

GL 

99 

REV-MD 

7930 

Cleoning  Compound,  Porceloin  &  Ceromic  Tile,  Acid  Type  . . 

A-A-3 

t 

10  Apr 

80 

7930 

Cleaning  Compound,  Solvent-detergent  (Grease  Emulsifying,  With  Alkoi) . 

A-A-1560 

S 

06  Apr 

81 

7930 

Cleoning  Compound,  Porceloin  And  Cerarr>«c  Tile  (Cream  Cleanser) . 

A-A-1723 

t 

19  Oct 

82 

7930 

Cleoning  Compound,  Masonry  Surfaces . 

A-A-182) 

t 

23  Feb 

82 

7930 

Cleoning  Compound,  Toilet  Bowl,  Bisulfate . 

A-A-460 

S 

14  Feb 

80 

7930 

Cleaning  Of  Office  Machines  Validated  Feb  64  USER-MI  MC  CG  REV-MD  ME.. 

MIL-HDBK  738 

Gl 

29  Aug 

67 

GL 

99 

7930 

Controctuol  Service  Requirements  For  Automotic  Dtshwoshing  Machine 

MIL-STD-1493 

Gl 

11  May 

73 

GL 

Accessory  Equipment  And  Supplies  Validated  Jan  65 

7930 

Custodial  Cleaning  Services  Validated  Mar  84  USER-AL  YD  REV-MD  EA . 

MIL-STD-nS8A 

GL 

05  Dec 

78 

GL 

99 

7930 

Detergent,  Dry  Cleaning  Solvent  Validated  Mar  83  USER-SM  MC  REV-MD  GS.. 

MIL-D-12)50E 

GL 

22  Nov 

76 

GL  SH 

99 

7930 

Detergent,  External  Removable  Fuel  Tonks . . . 

MII-D-819S6A  (1) 

AS 

06  Mar 

84 

AV  AS 

7930 

Detergent,  Generol  Purpose  USER-GL  YD........ . . . . . 

P.D-220D 

% 

06  Aug 

79 

7930 

Detergent,  Generol  Purpose  (Liquid,  Nonionic)  USER-ME  MC  YO  REV-SM  EA 

MIL-D-1679)F 

SH 

27  Feb 

85 

GL  SH 

99 

os  84 

7930 

Detergent,  Generol  Purpose,  Liquid,  Heavy  Duty  (Built,  Synthetic)  USER-Gl 

P-D-223C 

% 

16  Aug 

78 

7930 

Detergent,  General  Purpose  (Powdered,  Light  To  Medium  Duty)... . 

A-A-1376 

t 

25  Feb 

80 

7930 

Detergent,  General  Purpose,  Solvent  Type  . . . . . 

P-D-225A 

INT  AMD  1 

t 

12  Apr 

75 

7930 

Detergent,  Generol  Purpose  (Hard  Surface  Cleaner;  Liquid;  Concentroted) . 

A-A-39A 

t 

05  Apr 

84 

7930 

Detergent,  General  Purpose  (Sproy  On,  Wipe  Off)  USER-MC  MS  SH  REV-MD.. 

P0-1747C 

♦gl 

1 1  Moy 

83 

GL 

99 

7930 

Detergent,  Loborotory  Glassware  . . . 

A-A-17 

t 

06  Moy 

80 

7930 

Detergent,  Laboratory  Olosswore  And  Surgical  Instruments . 

P-D-1S26A 

» 

11  Nov 

76 

7930 

Detergent,  Laundry  (Liquid-cold  Woter)  REV-MO  CT . 

MIL-D-44160 

GL 

06  Mor 

85 

GL 

7930 

Detergent,  Loundry  &  Hond  DIshwoshing  (Granular)  Validated  Jan  68  USER*$H 

P-D-245E 

/GL 

30  Jun 

88 

GL  YD 

99 

MS  MC  REV-MD 

NOTICE  1 

7930 

Detergent,  Laundry  (Anionic,  A  Stondord  For  Testing)  USER-MI  REV-MO . 

MIL-D-43362B 

GL 

27  Feb 

87 

GL 

7930 

Detergent,  laundry.  Nonionic,  liquid . . . . . 

A-A-501S3 

GL 

01  Feb 

88 

GL 

99 

7930 

Detergent,  laundry.  Nonionic,  liquid  Validated  Feb  84 . . . 

MIL-D-439M 

GL 

04  May 

77 

GL 

7930 

DIshwoshing  Compound,  Hond  (Built  Detergent;  Fioke,  Gronufor  Or  Beod . 

A-A-SA 

t 

01  Apr 

84 

7930 

Dishwashing  Compound,  Hond,  (Synthetic  Detergent,  Solid  And  liquid  Form) 

P-D.410C 

•GL 

24  Aug 

83 

GL  SH 

99 

USER-MS  REV-MD  OS  03 

INT  AMD  1 

7930 

Dishwashing  Compound,  Machine  (Nonchlorinoted,  Granular) . . . . . 

A-A-482 

t 

09  Nov 

79 

7930 

Oishwoshing  Compound,  Machine  (Granular,  Beod  Or  Flake  USER-YD  MC 

P-D-180OA 

•GL 

01  Jurt 

77 

GL  SH 

99 

REV-MD 

7930 

Dishwashing  Compound,  Machine  (Chlorinated,  Granular)  . 

A-A-884 

t 

03  Oct 

79 

7930 

Oishwoshing  Compound,  liquid  System  (For  Commercial  Dishwashing  Mochines) 

P-D-1801 

•GL 

09  Feb 

73 

GL 

99 

USER-SA  MS  REV-MD 

7930 

DIshwoshing  Operations  Validated  Feb  84  USER-MS  . . . 

MtL-HDBK  740 

GL 

29  Dec 

72 

GL  SH 

99 

7930 

Dust  Mop  Treating  Compound . . . . . . . 

A-A-24 

t 

15  Oct 

79 

7930 

Dust  Mop  Treating  Compound . . . .  . . . 

PD-800C 

INT  AMD  (1) 

t 

30  Jan 

76 

7930 

Finish,  Desk,  Water-emulsion  (For  Use  In  Controlled  Atmosphere  Environments) 

MIL-F-24685 

SH 

14  Oct 

87 

SH 

(Metric) 

7930 

Finish,  Floor,  Water  Emulsion  (For  Use  On  light  Colored  Floors)  USER-Cl  YD  .. 

P-F-430C  (1) 

% 

15  Apr 

83 

7930 

Floor  Cleaning  &  Polishing  Compound . . . 

A-A-12 

t 

06  Mar 

80 

7930 

Gloss  Cleaner,  liquid  (Concentrated  And  Reody-to-use)  . . . . 

P-G-4MD 

t 

27  Oct 

77 

7930 

Glass  Cleaner,  Liquid  (Sproy  And  Aerosol) . 

A-A-40A 

t 

18  Sep 

80 

7930 

laundry  Sour  (Bluing  And  Brightener) . . . . . . 

P-1-130C  (1) 

•GL 

17  Moy 

78 

GL 

99 

7930 

Polish,  Automobile  (liquid  &  Poste) . 

A-A-IS 

t 

23  Apr 

81 

7930 

Polish,  Automobile,  liquid  And  Poste  USER-Gl . . 

PP-546D 

% 

13  Jun 

75 

7930 

Polish,  Furniture  USER-GL  MC. . . . 

P-P-553B 

% 

20  Oct 

77 

7930 

Polish,  Metal  (Bross) . . . . . 

A-A-105 

t 

26  Sep 

79 

7930 

Polish,  Metol  (Silver) . . . 

A-A-383 

24  Jul 

81 

7930 

Polish,  Metol.  Aluminum  Validated  Auu  85  REV-MO  AV  99 . . . 

MII-P-68BBC 

AS 

31  Jan 

73 

GL  AS 

20 

7930 

Polish,  Metal,  Liquid,  Mirror,  Seorchlight,  Non  freezing  Type.  Validated  Mar  83 

MIL-P-2610B  (1) 

GL 

15  Sep 

67 

GL 

USER-MC  REV-MD  99  GS 

7930 

Polijh,  Ploilic  REV-MD  EA . 

P-P.560B  (2) 

/AS 

19  Jun 

86 

GL  AS 

99 

7930 

Polish,  Shoe,  Poste  . . 

A-A-23 

t 

07  Feb 

80 

7930 

Polish,  Shoe,  Poste  USER-SM  MC . . . . . 

P-P-5678  (2) 

INT  AMD  (3) 

% 

09  Jon 

64 

7930 

Polisher  Cleaner  Tarnish  Preventive,  SILVER . 

P-P-S80A 

t 

28  Moy 

75 

7930 

Remover,  Floor  Polish  (Aerosol,  Heavy  Duty  Floor  Stripper) . . 

A-A-199 

t 

19  Sep 

80 

7930 

Remover,  Floor  Polish  (Resin  Type  And  Wax) . . . 

P-R-17d0 

•GL 

06  Oct 

72 

GL  SH 

84 

7930 

Remover,  Floor  Polish  (Polymer-type  And  Wax)  . 

AA-881 

22  Oct 

84 

7930 

Rinse  Additive,  Dishwashing,  Concentrated  USER  SH  MS  REV-MD  03 . 

P.R-1272C 

INT  AMD  1 

•GL 

19  Mor 

76 

GL  MC 

99 

7930 

Rinse  Additive,  laundry  (Fabric  Softener  And  Anti-stotic  Agent)  Validated  Jvn 

P-R.1420C 

•GL 

21  Jun 

74 

GL  SH 

99 

«;  REV-MD 
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7930 

Scouring  Powder  (Gloti  Cleonlng) . . . 

A-A-14 

t 

27  Mor 

80 

7930 

Scouring  Powder  USER*MS  CG  MC  REV-MO . . . . . . . 

P-S-311F 

•Gl 

14  Jul 

78 

Gl 

99 

7930 

Scouring  Powder . 

A-A-47 

t 

31  Aug 

79 

7930 

Scouring  Powder  (Gloii  Cleoning)  USER-MC  REV-MO  OS . 

P-S-320C  (1) 

•Gl 

23  S«p 

75 

Gl  SH 

99 

7930 

Scouring  Powder  (With  Chlorine  Bleoch) . . . . . 

A-A-269 

t 

31  Aug 

79 

7930 

Soop  And  Soop  Product!  (including  Synthetic  Detergent!)  Sampling  And  Teiting 

FEO-STO-536A 

•Gl 

09  May 

75 

Gl  SH 

USER-ME  REV-EA 

7930 

Soop,  Chip  •  28  Nov  1974  Vdidottd  Jan  6S . 

ASTM  D496-74R79 

Gl 

21  Aug 

79 

Gl 

99 

7930 

Soop,  Floor,  liquid  And  Pa!te  USER-GL  . . . . . 

P-S-560B 

% 

14  Mar 

75 

7930 

Soop,  Loundry  (Neutrol)  . . . 

A-A-191S 

t 

17  Aug 

84 

7930 

Soop,  Laundry  (Neutrol  And  Built)  Volida*ed  Apr  81  USER-SH  YD . 

P-S.1792  (1) 

•Gl 

20  Jun 

75 

Gl 

99 

7930 

Soop.  Loundry,  Bor . . . . . . . 

A-A-1375A 

t 

07  May 

80 

7930 

Soop,  loundry,  Bor . . . 

P.S-591H 

INT  AMD  (1) 

•Gl 

10  Feb 

76 

Gl 

99 

7930 

Soop,  Powdered  (Nonolkoline  Soop  Powder)  -  28  Nov  74  Validottd  Jon  8S . 

ASTM  D498-74R79 

Gl 

21  Aug 

79 

Gl 

99 

7930 

Soop,  Soddle  (Leather  Goodi)  USER-MC  REV-MD . . . 

P-S-809C  (1) 

•Gl 

13  May 

73 

Gl 

99 

7930 

Soop,  Scouring  (Coke)  . . . . . 

A-A-45 

t 

16  Sep 

80 

7930 

Soop,  Scouring  (Coke  Form).  And  Soap,  Scrubbing,  Alkaline  (Powder  Form) 

P-S-571F  (1) 

•Gl 

06  Aug 

73 

Gl 

99 

USER-ME  MC  SH  MS  REV-MD 

7930 

Soop,  Scrubbing.  Alkaline  (Powder)  . . . 

A-A-44 

t 

19  Sep 

79 

7930 

Sour,  Loundry  (Fluoridated) . . . 

A  A-1374 

t 

30  Apr 

80 

7930 

Sour.  Loundry  (Fluoridated)  USER-GL . . . . 

P-S-683B 

INT  AMD  (2) 

•/. 

28  Dec 

65 

7930 

Stain  Remover,,  Toblewore,  Oxygen  Reteoslng  Type  . 

A-A'21A 

19  Sep 

81 

7930 

Stain  Remover,  Tableware,  Oxygen  Releo!in\)  Type  USER-GL  MC  . . . 

P-S-7308 

INT  AMD  1 

30  Jun 

76 

7930 

Starch  Laundry . . . . . . . 

JJJ-S-701F  (1) 

•Gl 

22  Apr 

75 

Gl 

99 

7930 

A-A-94A 

t 

13  Dec 

79 

7930 

Sweeping  Compound . . . 

P-S-843F 

t 

11  Jun 

76 

7930 

Wax,  Aulamabile,  Pali,  USER-MR  Ml  Gl  MC . 

P-W-120C 

% 

22  Apr 

75 

7930 

Wax,  Floor,  Woter-emulsion  USER-GL  SH  REV-YO  99 . 

P-W-ISSC 

INT  AMD  (1) 

t 

22  Feb 

78 

7930 

Wax,  Generol  Purpo!e,  Solvent  Type . 

A-A-1SS0 

t 

22  Mor 

85 

7930 

Wax,  Generol  Purpo!e,  Solvent  Type  USER-GL . 

P-W-158E 

% 

30  Apr 

77 

7930 

Waxing  &  Cleaning  Compound,  Ironer  . 

A-A-532 

X 

26  Sep 

79 

8010 

Abroiion  Re!i!tance  Of  Orgonic  Cooling!  By  The  Foiling  Abroiive  Te!ter  (30 

ASTM  D96S-81R86 

MR 

28  Mor 

88 

MR  SH 

99 

Oct  81)  (Reapproved  1986)  Validated  Mar  38 

8010 

Acid!,  Fotty  And  Drying  OiU,  Iodine  Valve  Of  -  3)  May  1985 . 

ASTM  D1959-85 

MR 

06  Feb 

86 

MR  SH 

84 

8010 

Aeredynomic  Fairing  Compound  -55  Deg.  To  oo85  Oeg.  C  (-65  Deg.  To  185 

AMS  3696A-83 

AS 

05  Mor 

85 

AS 

20 

Otg  F)  ■  1  July  83 

8010 

Aerodynamic  Fairing  Compound  <55  Deg.  To  oo150  Deg.  C  (<65  Oeg.  To  oo3CX) 

AMS  3697A-83 

AS 

05  Mor 

85 

AS 

20 

Oeg.  F)  ■  1  July  83 

8010 

Aero!ol  Fixotive  Lacquer . . . 

A-A-1420 

t 

06  May 

80 

8010 

Aero!ol  Fluoreicent  Lovquer . . . . . 

A-A-713 

X 

14  Moy 

80 

8010 

Alkyd  Re!in!  &  Resin  Solutions,  Unsoponifioble  Motter  In  •  1  Aug  60  Volldofod 

ASTM  01397-80 

MR 

14  Mor 

88 

MR  SH 

11 

Mar  68 

NOTICE  1 

8010 

Aluminum  Powder  &  Paste,  Sampling  &  Testing  -2  •  4  Dec  70  (Reopproved) 

ASTM  D480-70 

MR 

01  May 

74 

MR  SH 

99 

Vafidatad  Apr  83 

8010 

Apparotus,  Ring  &  Ball,  Softening  Point  By  •  8  Sep  67  (Reopproved  1982} 

ASTM  E28-67 

MR 

23  Dec 

88 

MR  SH 

99 

Validottd  Dec  88 

NOTICE  2 

8010 

Ash  In  Drying  Oils  &  Fatty  Acids  -  27  Mor  86  . 

ASTM  D1951-86 
NOTICE  1 

MR 

24  Feb 

88 

SH 

84 

8010 

Attached  Organic  With  Conical  Mondrel  Apparatus,  Elongation  Of  •  19  Sep  60 

ASTM  D522-40 

MR 

01  May 

74 

MR  SH 

99 

(Reopproved  1979)  Validottd  Apr  83 

8010 

Bead,  (Glass  Spheres).  Retro-reflective  VoHdaltd  Jun  83  REV-YO . 

TT-B-1325B 

•84 

25  Apr 

78 

99 

8010 

Benzene,  Toluene,  Xyienes,  Solvent  Napthas  &  Similor  Industriol  Aromotic 

ASTM  D847-82 

MR 

27  Oct 

88 

MR  SH 

99 

Hydrocorbons,  Acidity  Of  •  29  Oct  82  Validottd  Oct  88 

NOTICE  2 

8010 

Blost  Cleoning,  Neor-white,  No.  10,  Surface  Preparation  Specification  •  1  Mor 

SSPC  SP10-85 

YD 

03  Aug 

87 

ME  YD 

20 

1985  USER-AR  CE  MC  OS  REV-MR  MS 

8010 

Brush-oK  Blost  Cleoning,  No.  7,  Surfoce  Preporotion  Specification  •  1  Mor  1985 

SSPC  SP7-85 

YD 

03  Aug 

87 

ME  YD 

20 

USER-AR  CE  MC  OS  SH  REV-MR  MS 

8010 

Brushes,  Vomish,  Flat  USER-ME  MC . . . . . . . 

H  B-420J 

t 

30  Dec 

85 

8010 

Castor  Oil  (Dehydrated)  Validated  Apr  82  USER-MR  SA . 

MII-C-15179B 

OS 

18  Jan 

71 

OS 

8010 

Cellulose  Nitrate  Solutions  Dilution  Rotio  Of  Active  Solvents  In  •  25  Mor  88 . 

ASTM  D 1720-88 

MR 

23  Jun 

88 

MR  SH 

11 

8010 

Chemical  Agent  Resistant  Cooling  (Care)  Sysrem  Application  Procedures  & 

MII-C-53072A 

ME 

15  Mar 

88 

ME 

Quality  Control  Inspection  REV.AR  EA  AL 

8010 

Cooling  Compound,  Obliteroting  Aerosol . 

A-A-1801 

X 

28  Oct 

81 

8010 

Cooling  Compound,  Thermol  Insuloting  (Intumcscent)  Validated  Jon  83  REV-MR 

MIL-C-46081A 

SH 

05  Aug 

70 

ME  SH 

8010 

Cooling  Compounds,  Nonflaming,  Fire  Protective  (Metric)  . 

DOD-C-24596  (4) 

SH 

23  Aug 

85 

SH 

8010 

Cooling  Compound,  Chemical  Resistant,  Clear . . 

TT-C-499A 

X 

16  Jun 

75 

8010 

Coating  Compound,  Acrylic,  Cleor  Validated  Mar  83  USER-ME  REV-MI  OS . 

MIL-C-17504B  (2) 

AR 

16  Apr 

64 

AR 

8010 

Coating  Compound,  Point  Antisweot  REV-SH  . 

TT-C-492C  (1) 

•YD 

23  Jun 

77 

YD 

99 

8010 

Coating  Compound,  Weapon  Insulation,  Intumescent . 

MIL-C-8I945B 

AS 

10  Mor 

89 

AS 

8010 

Cooling  Compound,  Acetylene  Tetrochioride  Resistant  Validated  Avg  65 

MIL-C-13902A 

EA 

26  Dec 

56 

EA  SH 

99 

USER-MR  REV-IS 

8010 

Cootmg  Compound,  Reflective . 

TT-C-1060B 

X 

14  Mar 

80 

8010 

Coating  Compound,  Thermol  Insulotion,  Ablotive . 

MIL-C-81904A  (3) 

AS 

26  Sep 

85 

AS 

8010 

Coating  Kit,  Epoxy,  For  Interior  Of  Steel  Fuel  Tonks  Validated  Oec  83  USER-SH 

MII-C-4556D  (1) 

ME 

12  Oct 

72 

ME  YD 

20 

REV-ME  CE  Ml  MR  99 

8010 

Coating  Materiol,  Silicone  Resin  205  Deg  C  (400  Deg  F)  Cure . 

AMS  313SD-84 

AS 

02  Oct 

85 

MR  AS 

20 

8010 

Coating  System,  Polyurethane,  Aliphatic,,  Weother  Resistont.  Process  For 

MII.-C-81907  (1) 

AS 

11  Jan 

74 

AS 

Application  Of  Volidattd  Apr  60 
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8010 

Coating  System,  Epoxy*polyomide,  Chemkol  And  Solvent  Reiittont.  Process  For 

MIL-C-227S1D  (1) 

AS 

28  Moy 

84 

ME  AS 

Applicolion  Of  USER-AV  MC  CG  YD  REV  Ml  ME  ER  OS  SH 

L 

8010 

Coating  System.  Polyukethone,  Non  Yellowing,  White,  Rain  Erosion  Resistont, 

MIL-C-S3445A 

20 

30  Jul 

87 

20 

Thermally  Reflective  ValUated  Jut  87 

NOTICE  1 

L 

8010 

Cooling  System,  Nonskid,  For  Roll  Or  Sproy  Application  (Metric . 

MIL-C-34657  (2) 

SH 

09  Feb 

87 

SH 

Ql 

8010 

Coating  Urethane,  Aliphotic  Isocyanote,  For  Aerospoce  Applicotions  Validated 

MIL-C-83286B  (2) 

20 

19  Aug 

80 

20 

Jut  87  REV-AV  99  DS 

NOTICE  1 

QL 

8010 

Coating,  Aliphatic  Polyurethone,  Chemical  Agent  Resistont  REV-EA  AR  AT  ER 

MD 

Coating,  Aliphatic  Polyurethane,  Single  Component,  Chemicol  Agent  Resistont 

MIL-C-46168D  (1) 

ME 

05  Aug 

87 

ME 

L 

8010 

MIL-C-53039A 

ME 

23  Nov 

88 

ME 

REV.AR  EA  AT  ER  MD 

8010 

Cooling,  Attached  Organic,  With  Conicol  Mandrel  Apporatus,  Elongotiort  Of, 

ASTM  DS22-85 

MR 

06  Feb 

86 

MR  SH 

84 

Stondord  Test  Method  For  ■  27  Sep  85 

8010 

Cooling,  Cleor  (Sotin  Finish),  Polyurethone,  latex.  For  Interior  Use  . 

TT-C-001951  (1) 

t 

23  Jun 

77 

L 

8010 

Cooling,  Conductive  locquer  Validated  Jun  8S . . . . 

MIL-C-47118A 

Ml 

26  Sep 

79 

Ml 

L 

8010 

Cooling,  Conductive,  Epoxy.  Silver  Validated  Nov  $4 . 

MIL-C-47068  (1) 

Ml 

16  Apr 

75 

Ml 

8010 

Cooling,  Elastomeric.  Polyurethone,  Rain  Erosion  Resistont,  For  Exterior  Aircraft 

MIL-C-85332 

AS 

09  Nov 

83 

ME  AS 

11 

Um  USER-MC  REV-AV 

8010 

Coating,  Epoxy  Polyamide  USER'EC  REV>EA  MR  Ml  AR  MC  OS  DS..... . 

MIL-C-22750D  (3) 

AS 

15  Jun 

84 

ME  AS 

L 

8010 

Coating,  Epoxy,  Baking  Type  For  Magnesium  Castings  Validated  Feb  83 

MII-C-46079A  (1) 

ME 

21  Dec 

71 

ME 

REV-MI  AR  MR 

8010 

Coating,  Epoxy,  Two  Component,  For  Interior  Use  On  Metal,  Wood, 

TT-C-535B  (2) 

•ME 

33  Jun 

77 

Wollboord,  Pointed  Surfoces  Concrete  And  Masonry  REV-YD 

L 

8010 

Cooling,  EPOXY,  For  Steel  Structures  Validated  Feb  78 . 

MIL-C-82407  (1) 

CG 

01  Ocl 

69 

CG 

8010 

Coating,  Interior,  Fuel  Resistant,  For  Gosoline  Containers  S/s  By  MiL-C*4556 

MII-C-S2032C 

ME 

08  May 

86 

ME  YD 

99 

rev-md  at  os 

8010 

Cooting,  Lusterless,  For  Helmets  Arvd  Liners  Validated  Nev  83  USER-MC 

MIL-C-434608 

ME 

26  Jon 

79 

ME 

99 

REV-MR  MD  GL 

8010 

Cooling,  Polyurethone,  Oihfree,  Moisture-curing  Validated  Jun  83  REV-YD  . 

TT-C-542E 

•84 

14  Jul 

78 

MR  SH 

99 

Q 

8010 

Cooting,  Polyurethone,  Roin  Erosion  Resistant  For  Exterior  Aircroft  And  Missile 

MIL-C-83231A 

11 

24  Jun 

81 

ME  AS 

11 

Plailic  Parti  Validattd  Jul  87  USER-SH  REV-99 

INT  AMD&I  (11) 

8010 

Coating,  Rust  Preventive  For  Inactive  Fleet  Ships  . 

A-A-003S44 

t 

23  Apr 

87 

1 

8010 

Coating,  Silver  Conductive,  Electrical  And  Thermol  Validated  Aug  81  . . . 

MIL-C-47011  (3) 

Ml 

01  Nov 

76 

Ml 

8010 

Cooting,  Textured  (For  Interior  And  Exterior  Masonry  Surfoces)  USER-YD . 

TT-C-555B  (1) 

•CG 

05  Aug 

75 

CG 

Q  1 

8010 

Coating:  Polyurethone.high-solids . . . . . 

MIL-C-8S2858  (1) 

AS 

20  Ocl 

88 

AS 

8010 

Coolings  With  Conical  Mandrel  Apporotus,  Attached  O'gonic,  Eiongotion  Of, 

ASTM  D522-85 

MR 

06  Feb 

86 

MR  SH 

84 

Standard  Test  Method  For  •  27  Sep  85 

8010 

Ceotings,  Chip  Resista  Nee  Of  •  29  May  87  USER-YO  AS  SH . . . 

ASTM  D3170-87 

MR 

30  Sep 

88 

MR  AS 

99 

8010 

Coolings,  Elongation  Of  Attoched  Orgonie,  With  Cylindrical  Mandrel  Apporotus 

ASTM  D1737-85 

MR 

06  Feb 

86 

MR  SH 

84 

•  37  Sapi  1985 

8010 

Ceotingi,  Epoxy,  Portabl,  WoKr  Tonkt  (Mttric)  USER-ME  CG  MC  REV-YD  MS 

DOD-C-248S4 

SH 

25  Jul 

85 

SH 

99 

50  84 

8010 

Coolings,  Powdered  Epoxy  (Metric)  USER-MC  <  G  REV-MR  AS  84 . 

MIL-C-24712 

SH 

21  Feb 

89 

me  SH 

99 

8010 

Coolings,  Volume  Nonvolatile  Molter  In  Clear  Or  Pigmented,  Stondord  Test 

ASTM  D2697-73R79 

YD 

09  Ocl 

84 

ME  YD 

M*tho<J  For  -  29  Oct  1973  REV-MR  SH 

8010 

Color  8i  Strength  Of  Color  Pigments  With  A  Mechanical  Muller  •  27  Nov  81 . 

ASTM  D387-81 
NOTICE  2 

MR 

27  Ocl 

88 

MR  SH 

99 

•8010 

Color  (Requirements  For  Individuol  Color  Chips  (3X5  Supplements)  (Should  Be 

FED-STD-595A 

* 

29  May 

85 

Submitted  To  The  Naval  Publications  And  Forms  Center,  Philodelphio,  Citing 

Fed  Std  595  Together  With  Appropriote  Chip  Number  As  Shown  Therein) 
USER-ME  REV-MI  EA  AV  EC  YD  AS  OS  SS 

NOTICE  9 

8010 

Color  Coordinates,  Calculation  Of  Color  Differences  From  InstrumentoHy 

ASTM  D2244-85 

MR 

02  Sep 

86 

MR  SH 

20 

Measured,  Stondord  Method  For  •  29  Nov  1985 

L 

8010 

Color,  Exterior,  Novel  Aircraft,  Requirements  For  Validated  Apr  83 . 

MII-C-18263F  (1) 

AS 

09  Mor 

72 

AV  AS 

L 

8010 

Color,  Tinting,  For  Interior  Nonflaming  (Dry)  Points  (Metric)  . 

DOD-C-223258 

SH 

25  Jul 

88 

SH 

8010 

Commercioi  Bios:  Cleoning,  No.  6,  Surface  Preporotion  Specificotion  •  1  Mor 

SSPC  SP6-85 

YD 

03  Aug 

87 

ME  YD 

20 

1985  USER-CE  MC  OS  REV-MR  MS 

Q  L 

8010 

Compound,  Deck  Covering,  Nonstip,  Lightweight,  For  Aluminum  Alloy  Loading 

MIL-C-313468 

AS 

30  Sep 

88 

AS 

Mali  USER-ME 

8010 

Computing  The  Colors  Of  Objects  By  Using  The  CIE  Systems  -  22  Feb  1985 . 

ASTM  E308-85 

MR 

13  Nov 

85 

MR 

8010 

Oegrodotion  Tests  For  Fuels  And  Fuel  Contoiner  Coatings  (Test  Procedure) 

Mll-STD-1362 

ME 

21  Feb 

69 

ME  YD 

20 

Volidaltd  Jun  83  REV-MR  SH 

NOTICE  1 

21  FEB  1969 

8010 

Derivotives,  Cellulose,  Viscosity  Of,  By  Boll-drop  Method  -  6  Jun  69 

ASTM  D1343  69 

MR 

01  Moy 

74 

MR 

Y9 

(Reapproved  1979)  Validated  Apr  83 

8010 

Dituminous  Materiols,  Penetration  Of,  Stondord  Test  Method  Of  -  25APR  86  .... 

ASTM  D5-86 

MR 

18  Jul 

86 

MR  YD 

84 

8010 

Dope.  Cellulose-ocetote-butyrote  Cleor  For  Aircraft  Use  Validated  Apr  83 

MII-D-5549B 

AS 

72  Feb 

7i 

MR  AS 

99 

REV-OS 

8010 

Drying  Oils  -  29  Sep  78  Validated  Jan  86 . 

ASTM  0555-78 

MR 

20  Nov 

79 

MR  SH 

8010 

Effect  Of  household  Chemicols  Un  Ueor  &  Pigmented  Orgonic  Finishes  -  29 

ASTM  01308-87 

MR 

20  Sep 

88 

MR  SH 

11 

Moy  1987  USER-ME  YD  AS  SH 

8010 

Elasticity  Of  Toughness  Of  Vornishes  . 

ASTM  D1642-70R8I 

MR 

14  Mor 

88 

MR  SH 

99 

8010 

Elosticity  Or  Toughness  Of  Vornishes  (24  Dec  70)  (Reopproved  1987}  Validated 

ASTM  D1642-70R87 

MR 

28  Mar 

88 

MR  SH 

99 

Mar  88 

NOTICE  2 

8010 

Enomel  (Odorless,  Alkyd,  Interior,  High  Closs)  USER-MC  REV-ME  . . 

TT  E-505B 

• 

04  Feb 

85 

8010 

Enamel,  Alkyd,  Deck,  Block  (Formula  No.  24)  (Metric)  Validated  Apr  83 

DOD-E-69eC 

SH 

12  Jan 

78 

MR  SH 

USER-ME  REV-YD  SA 

8010 

Enomel,  Alkyd,  Gloss,  Tints  And  White  (For  Interior  Use) . 

n-E-506IC  (1) 

• 

18  May 

84 

Q 

8010 

Enom«l,  Alkyd,  Gloti,  Low  Voc  ConUnl  USER-MI  MC  OS  REV-AR  ME  YD  AS 

TT-E-489H 

•ME 

22  Aug 

88 

MR  SH 

99 

11  84  DS 

Q 

8010 

Enamel,  Alkyd,  Lusteriess,  Quick-drying  Validated  Nev  84  USER-MI  CE  ME  OS 

TT.E-515A  (1) 

/ME 

14  Aug 

72 

ME 

99 

REV-GL  EA  DS 


eo8 


FSC  LtSTINQ 


DOCUMENT 


FSC 

TITLE 

NUMBER 

PREP 

DATE 

CUSTODIAN 

8010 

Enomtl,  Alkyd,  lutttriesi.  Low  Voc  Conttnt  . 

TT-E-527D 

INT  AMD  1  (ME) 

/ME 

06  Jun 

88 

ME  AS 

99 

8010 

Enomtl,  Alkyd,  Striping,  Brown  (Formula  No.  41)  Validated  Apr  62  REV-SA . 

MIL-E-20090A 

SH 

24  Ocl 

67 

MR  SH 

8010 

Enamtl,  Alkyd,  Semigtosi,  Low  Voc  Content  USER'AT  SA  R£V<EA  AR  ER  Ml  64 

TT-E-S29G 

/ME 

06  Jun 

88 

ME  YD 

99 

8010 

Enomtl,  Alkyd,  Stmiglots . . . . . . 

TT-E-00529E 

/ME 

15  Mor 

83 

ME  YD 

99 

8010 

Enomel,  Boking,  For  Roller  Coat  Application  Validated  Apr  82  USER«AT 

MIL-E-19603C 

OS 

31  Jul 

74 

MR  OS 

REV-MR 

8010 

Enomel,  Deck,  interior.  Gray  (Formula  No.  20L)  (Metric)  Validated  Apr  83 

DOD-E-700A 

SH 

12  Jan 

78 

ME  btl 

99 

USER'MC  OS 

8010 

Enomel,  Electricol>iniulotlng  Validated  Apr  82  REV*MI  OS..... . . . 

MIL-E-22118B 

OS 

09  Jul 

74 

OS 

8010 

Enamel,  Equipment,  Light  Gray  (Formulo  NO.  Ill)  USER^YO  REV>MI  EA  EC  OS 

DS 

Enomel,  Exterior,  Vinyl«a!kyd,  Red  Vatidaftd  F§b  78 . 

MIL-E-15090C  (2) 

SH 

25  Jul 

84 

ME  SH 

99 

8010 

MIL-E-82401  (1) 

CG 

07  F,b 

72 

CG 

8010 

Enomtl,  Exterior,  Deck,  Gray  (Formulo  NO.20  Metric  Validate  Apr  63 

DOD-E499D 

SH 

09  Jon 

78 

MR  SH 

99 

REV-ME  YD 

8010 

Enamel,  Exterior,  Alkyd,  Oceon  Gray,  No.  17  (Formula  No.  5.0)  (Metric) 

DOD-E-1265D 

SH 

23  Dk 

77 

SH 

Validated  Dec  62 

8010 

Enomel,  Floor  And  Deck  LfSER^CE  REV‘84 . . 

TT-E-487E  (1) 

• 

22  Aug 

84 

8010 

Enomel,  Glots,  Synthetic  (For  Metol  And  Wood  Furniture) . 

TT-E-491C 

t 

01  Aug 

77 

8010 

Enamel,  Glo»,  Synthetic  (For  Metol  Equipment) . . . 

TT-E-0013B4 

INT  AMEND  1 

t 

05  Aug 

79 

8010 

Enomel,  Gray,  Silicone  Alkyd  Copolymer  Semigloit  (For  Exterior  Ute)  (Metric) .. 

DOD-E-24&35  (1) 

SH 

07  Apr 

87 

SH 

8010 

Enomel,  Heat<reiiiling  (400  Deg.  F.),  Block  USER*AR  Ml  REV-EA . . . 

TT-E-4968  (3) 

• 

29  Jon 

85 

YD 

8010 

Enomel,  Interior,  Nontloming  (Dry),  Chlorinoted  Alkyd  Retin,  Semiglots  (Metric) 

DOD-E-24407A 

SH 

31  Jul 

87 

ME  SH 

99 

USER  CG  OS  MC  REV-MR  ME  YD 

8010 

Enamel,  Interior  Semiglass,  Tints  And  Whites  USER'MD  SH  REV>MR  CE  . . 

TT-E-508C  (1) 

• 

17  Jul 

84 

YD 

99 

8010 

Enamel,  Interior,  Alkyd,  White  (Formula  No.  30)  (Metric) . . . 

DODE-1115C 

SH 

24  Fib 

82 

SH 

99 

8010 

Enamel,  Interior,  Deck,  Red  (Formula  No.  23)  (Metric)  USER-ME  YD . 

DOD-E-182108  (1) 

SH 

14  Aug 

85 

SH 

8010 

Enamel,  Interior,  Deck,  Dork  Green  (Formulo  No.  19)  (Metric)  Validated  Apr  63 

DOD-E-182148 

SH 

15  Fib 

78 

ME  SH 

USER-CG  MC 

8010 

Enamel,  luiterless.  Zinc  Phosphate,  Styrenoted  Alkyd  Type  REV*MR . 

MIL-E-S2891B 

ME 

26  Jon 

88 

ME 

8010 

Enamel,  Lustreless,  Quick  Drying  Styrenoted  Alkyd  Type  Validated  Jan  6S. . 

TT-E-516A 

/ME 

07  Jon 

69 

ME  OS 

99 

8010 

Enamel,  Odorless,  Alkyd,  Interior,  .Semigloss,  White  And  Tints  USER<ME  MC 

TT-E-509C 

/YD 

05  Dk 

86 

YD 

99 

REV-CE  MD  MR 

8010 

Enomel,  Phenolic,  Outside  Validated  Nov  63  REV-EA . . . . . 

TT-E-522A  (1) 

/ME 

06  Ocl 

78 

ME  OS 

99 

8010 

Encmel,  Primer  Coating  And  Cleor  Locqu  R  (In  Pressurized  Dispensers)  REV>DS.. 

TT-E-(XI488B  (3) 

t 

12  Aug 

77 

8010 

Enamel,  Semi'GLOSS  (For  Metol  Surfaces  Of  Ammunition  And  Ammunition 

MIL-E-1M63A  (1) 

OS 

24  Fib 

76 

OS 

Containers)  Validated  Apr  62  REV-DS 

8010 

Enamel,  Semi-gloss,  Rust-inhibiting  Validated  Nov  84  USER*AT  AR  MC  REV>MI 

TT.E-48SF  (1) 

/ME 

18  Sep 

69 

MR  SH 

99 

GL  EA  YD  OS  DS 

8010 

Enomel.  Semi-gloss,  For  Metol  And  Wood  Furniture . 

TT-E-001793  (1) 

•ME 

06  Ocl 

78 

ME 

8010 

Enamel.  Silicone  Alkyd  CopnVmer,  Gloss  (For  Exterior  And  Interior  Use) 

TT-E-1593B 

/ME 

10  Fib 

87 

MR  SH 

84 

Validated  Feb  87  REV-YD 

NOTICE  1 

8010 

Enomel,  Silicone  Alkyd  Copolymer,  Semigloss  (For  Exterior  &  Interior  Non 

TT.E-490E  (3) 

• 

09  Nov 

78 

R.iidential  Ui«)  USER-ME  REV-OS  YD  SH 

8010 

Enomel,  Zinc  Dust  Pigmented,  Fresh  Woter  Tank  Protective,  Formula  No.  102 

MIL-E-1514SC  (1) 

SH 

11  Dic 

86 

CE  SH 

USER-ME  CG  YD  REV-EC 

8010 

Environmentol  Chamber,  Standard  Test  Method  For  Resistance  To  Growth  Of 

ASTM  D3273-82E1 

YD 

20  JjI 

84 

ME  YD 

Mold  On  The  Surfoce  Of  Interior  Coatings  In  An  •  25  iun  82  USER-OS 

REV-MR 

8010 

Epoxy  Coating,  Fusion-bonded,  For  The  Interior  &  Exterior  Of  Steel  Woter 

AWWA  C213-85 

YD 

24  DiC 

86 

ME  YD 

99 

Pipelines,  AWVYA  Standard  For  -  27  Jan  8S  USER-CE  REV-MR  SH 

8010 

Esters,  Methyl,  Fatty  Acid  Composition  By  Gas  Liquid  Chromotogrophy  Of  •  14 

ASTM  D1983-7S 

MR 

20  Ocl 

76 

MR  SH 

99 

No>  75  (Reopproved  1980)  Validated  Apr  63 

8010 

Filler  Two  Component  Type,  For  Dents,  Cracks,  Small  Holes,  And  Blow  Holes 

TT-F-322D 

•ME 

24  Ocl 

73 

ME 

85 

USER-SH  REV-MI  99 

INT  AMD  (1) 

8010 

Filler,  A'ock  Solvent  Thinner,  For  Porous  Surfaces  (Concrete  Block,  Cinder  Block, 

TT-F-1098D 

•YD 

23  Sip 

74 

YD 

S'.r.o,  Etc  )  REV-MC 

80-.; 

■  .M  '.■'■nr.  f  etol  Surface  Validated  Feb  63  USER-MI  ME  YO  REV-MD  DS . 

MIL-F-52252 

ME 

15  Ocl 

62 

ME 

fiO’.C 

jrcving,  Stamped  Marking  Validated  Feb  63  USER-MC  REV-AR  Ml  EA 

TT-F-325A  (2) 

/ME 

05  Jun 

73 

ME  SA 

99 

Filler,  Wood,  Poste . . . . . 

A-A-2210 

t 

13  Mor 

84 

^r.]Q 

'(Her,  Wood,  Paste  REV-ME  Ml  OS  . 

TT-F-336E 

% 

01  Mar 

78 

80-0 

Filler,  Wood,  Plastic . . . .  . . . . 

TT-F-340C 

t 

06  Fib 

79 

8010 

Film  Thickness,  Dry,  Of  Nomogne  Tic  Coalings  Applied  To  A  Ferrous  Bose, 

ASTM  D1 186-81 

MR 

27  Oct 

88 

MR  SH 

99 

Nondestructive  Measurement  Of «  29  May  81  Validated  Oct  88 

NOTICE  2 

8010 

Film,  Dry,  Thickness  Of  Organic  Coolings  Using  Micrometers,  Stondord  Test 

ASTM  01005-84 

MR 

30  Aug 

85 

MR  SH 

Methadi  For  Msoturement  Of  -  31  Aug  1984  USER-YD  MC  REV-MD  ME  99 

8010 

Films,  Organic  Cooling,  Water  Vopor  Permeability  Of  -  27  Sept  1985  . 

ASTM  D1653-85 

MR 

06  Feb 

86 

MR  SH 

84 

8010 

Films.  Varnish,  Gas  Checklnq  &  Draft  Test  Of  •  19  Sep  60  (Reopproved  1976) 

ASTM  D 1643-60 

MR 

01  May  74 

MR  SH 

99 

Validated  Apr  83 

8 

Fineness  Of  Dispersionof  Pigment-vehicte  Systems . . . . . 

ASTM  D1210-79R83 
NOTICE  2 

MR 

14  Mor 

87 

MR  SH 

11 

8010 

Finishes,  Orgontc,  Weopons  System,  Applicotion  And  Control  Of  USER-AT 

MIL-F-18264D  (1) 

AS 

23  Apr 

71 

MR  AS 

20 

REV-MI  AR  AV  99 

8010 

Glazing  Compound,  Sash  (Metol)  For  Bock  Bedding  And  Foce  Glozing  (Not  For 

A-A-373A 

t 

23  Jul 

80 

Chonnel  Or  Stop  Glazing) 

8010 

Gold  Leaf  . . . 

QQ-G-547B 

t 

14  Jul 

75 

8010 

Gold  Leaf  . 

A-A-375 

t 

01  Ocl 

79 

8010 

Hydrocarbons,  Industrial  Aromatic,  Hydrogen  Sulfide  &  Sulfur  Dioxide  Content 

ASTM  D853-S2 

MR 

27  Oct 

88 

MR  SH 

99 

(Qualitative)  Of  •  29  Oct  82  Validated  Oct  88 

NOTICE  2 

8010 

Hygroscopic  Moisture  (And  Other  Matter  Volotile  Under  The  Test  Connditions) 

ASTM  D280-81R87 

MR 

14  Mor 

88 

MR  SH 

99 

In  •  30  Oct  81  Reopproved  1987  Validottd  Mor  68  NOTICE  1 


809 


FSC  LISTING 


FSC  TITLE 

8010  Instrumental  Color  Meosurements  Of  Retroreflective  MoleriaU  And  Devket 
Under  Nighttime  llluminoling  &  Viewing  Conditions 
8010  Instrumental  Photometric  Measurements  Of  Retroreflective  MoterioU  And 
Retroreflective  Devices 

8010  Kit  •  Touch'Up,  For  Corrosion  Control  Of  Weapons  Systems . 

8010  Lee  Resins,  Sompling  &  Testing  •  30  Oct  81  USER-CG  YO  OS  REV-ME  ER  AS  .. 

8010  Lacquer  (Aerosol)  . .  .  . . . . 

8010  Lacquer  (Brushing,  Clear  And  Pigmented  For  Exterior  And  interior  Use) . 

8010  Lacquer  (Clear  Gloss) . . . 

8010  Loequer  (Sproying,  Chemicol  Resistant)  Validated  Feb  87 . 

8010  Lacquer  Camouflage  USER-ME  MC  1 1  REV-MI  AR  MD  OS  DS  . 

8010  Lacquer  Solvent  Hepton&  Miscibility  Of  -  14  Mar  88 . 

8010  Lacquer,  Acrylic,  Low  Reflective  Validated  Nov  83  REV-AV  . . . 

8010  Lacquer,  Acryhc-nitrocellulose  Gloss  (For  Aircroft  Use)  Validated  Jon  84 
USER-ME  REV-OS 

8010  Loequer,  Acrylic  (For  Navol  Weopons  Systems)  Validated  Apr  80  USER-ME 
REV  Ml EA 

8010  Lacquer,  Acrylic  Nitrocellulose,  Comouflage  (For  Aircraft  Use)  Validated  Apr  83 
REV-AV  05 

8010  Loequer,  Cellulose  Nitrate,  Gloss,  For  Aircroft  Use  USER-AV  ME  REV-AR  Ml  EA 
OS  SH  99  DS 

8010  loequer.  Cellulose  Nitrate  For  Identification  Of  Small  Arms  Ammunition 
Validated  Feb  83  USER-OS  REV-AR  EA  IS 

8010  Loequer.  Chlorine  Resistont,  For  Fiber  Containers  . . . 

8010  Lacquer.  Fluorescent  Type,  Synthetic  Bote  In  Pressurized  Contoiner  . 

8010  Loequer,  Lustreless,  Hot  Spray  Validated  Nov  83  USER-AL  REV-AR  EA . 

8010  Loequer.  Nitrocellulose.  Acrylic  And  Acrylic  Butyrate,  Aerosol  (In  Pressurized 
Dispensers) 

6010  Loequer,  Purple  Validated  Jan  83  REV-AR . 

8010  Loequer,  Red  (For  Ammunition  Primers)  Validated  Jan  81 . 

8010  Loequer,  Rubbing,  Clear,  (For  Wood  Furniture)  . . . . . . 

8010  Loequer,  Semi  Gloss,  Cellulose  Nitrate  Validated  Nov  83  USER-AT  AR  REV-MI 
EA 

8010  Lacquer,  Spraying.  Acid-resistant  (For  Aluminum  Surfaces  Around  Storoge 
Botteries)  USER-ME  EL  REV-MO  Ml  EA  OS 
8010  loequer,  Sproying,  Oeor  And  Pigmented,(generol  Interior  Use)  USER-AT  MC 
REV-MI  EA  SA  OS 

3010  Loequer,  Vinyl  Resin,  Semi-gloss  Validated  Aug  80  USER-Gl  AT  REV-MI  AR . 

8010  Loequers,  Print  Resistonce  Of  •  8  Sep  67  (Reopproved  1961)  Validated  Sep  83 
8010  Lead  Chromote,  &  Chromium  Oxide  Green,  Chemical  Analysis  Of  Yellow, 

Oronge  &  Green  Pigments  Containing  -  31  Aug  6S  (Reopproved  1981) 
Validated  Apr  83 

8010  leod.  Cadmium,  And  Cobalt  In  Paint  8y  Atomicabsorption  Spnctrosco  Py,  Test 
For  Low  Concentrations  Of  •  16  July  1985  USER-YD  REV-ME  GL  AS  20 

8010  Linseed  Oil,  Alkali  Refined . . . . . 

8010  Linseed  Oil,  Alkali  Refined  Validated  Apr  82  USER-CE  MR  ME  . 

8010  Linseed  Oil,  Soiled  (For  Use  In  Orgonic  Coatings)  . . . . . 

8010  Linseed  Oil,  Boiled,  (For  Use  In  Organic  Coating)  REV-OS . 

8010  Linseed  Oil,  Heot  Polymerized  USER-AT  ME  MC  YO  REV-Gl . 

8010  Linseed  Oil,  Row  (For  Use  In  Organic  Cootmgs)  . . . . . 

8010  Linseed  Oil,  Row  (For  Use  In  Orgonic  Coatings)  Validated  Jan  83  REV-EA . 

8010  Liquid  Paint  Driers  USER-SH  AS  REV.84 . . . 

8010  Liquids  Volatile,  By  Shell  Thin  Film  Evaporometer,  Standard  Test  Method  For 
Determining  Evoporotion  Rotes  Of  USER-SH  AS  REV-64 

6010  liquids,  (Platinum  •  Cobolt  Scale),  Color  Ofcleor  •  27  Apr  64. . 

8010  Liquids,  Volotile,  Evoporotion  Rates  Of  -  29  Oct  76  Validated  Jun  84 . 

8010  Magnesium  Sllicote  Pigment  (Talc)  REV-MI  . . . . . 

8010  Making  oo  Preparing  Concrete  oo  Masonry  Panels  For  Testing  Point  Finishes  - 

30  Sep  63  (Reopproved  1980)  Validated  Apr  83  USER-YO  CG  OS  REV-ME 
ER  OS  AS 

8010  Morine  Surface  Preporotion  &  Coaling  Application,  Inspection  Of,  Stondord 
Proctice  For  -  27  Sep  85  USER-CG  MC  REV-MR  AS 
8010  Moterials,  Opaque,  Visuol  Evaluation  Of  Color  Diference  Of  •  25  Jun  82 . 

8010  Materials,  Organic  Cooting,  Acid  Value  Of,  Standard  Test  Method  For  -  28 
Nov  83  USER-SH  YD  AS  OS  REV-GL  ME  84 
8010  Metoi  Diast  Cleaning,  No.  5,  W'hiie,  Surface  Preporotion  Specificotton  1  Mar 
1985  Validated  Aug  88  USER-AR  CE  MC  OS  REV-MR  MS  SH 
8010  Methyl  Esters,  From  Oils  For  Determination  Of  Fatty  Acid  Composition  By  Gos 
Liquid  Chromatography  Stondord  Method  For  Preparation  Of  REV-84 
8010  Mold,  Resistonce  To  Growth  Of,  On  The  Surface  Of  Interior  Cootings  In  An 
Environmentol  Chamber,  Standard  Test  Method  For  15  Oct  67  USER-OS 
REV-MR 

8010  Nonmetallic  Moterlols,  Atmospheric  Environmentol  Exposure  Testing  Of  -  30  Dec 
77  REV-MR 

8010  Oil  Absorption  Of  Pigments  By  Spatulo  Rub-out,  Stondord  Test  Method  For  - 

31  Aug  84  REV.84 

8010  Oil  Linseed  Foots  In  Raw  (Volumetric  Method)-  27  Mor  06  USER-SK  OS 
REV-ME 


DOCUMENT 

NUMBER  PREP  I^ATE  CUSTODIAN 


FED-STD-373 

t 

01  Dec 

79 

FEDSTD-370 

t 

01  Mor 

77 

MIL-K-81S76A 

AS 

23  Aug 

83 

ASTM  D29-81 
NOTICE  7 

MR 

27  Oct 

88 

MR  SH 

A-A-663A 

t 

26  Mor 

81 

TT.L-26C 

• 

18  Moy  81 

A-A-344A 

t 

30  Apr 

84 

A-A-1452A 

-ME 

10F*b 

87 

MR  SH 

NOTICE  1 

TT-L-20A 

-ME 

25  Apr 

67 

ME  AS 

99 

(NT  AMD-1  (MR) 
ASTM  01476-88 

MR 

23  Jun 

88 

MR  SH 

99 

MIL-1-461S9A  (2) 

ME 

06  Jun 

77 

ME 

MII.I-19S37C  (3) 

AS 

28  Oct 

77 

MR  AS 

11 

MIU'813S2A  (1) 

AS 

31  Jan 

73 

AS 

20 

MIL-L-)9538C 

AS 

11  Moy  70 

MR  AS 

99 

TI-L-32A  (1) 

/AR 

09  Mor 

73 

MR  AS 

84 

MIL-L-10287B 

ME 

22  Oct 

76 

ME 

11 

MIL-L-13802 

EA 

22  Nov 

54 

EA 

TT  I-47C  (1) 

t 

23  Jun 

77 

MIL-L-11195D 

ME 

C7  Nov 

72 

ME  SH 

99 

TT.L.50G  (2) 

t 

12  Aug 

77 

MIL-L-296B 

AR 

18  Jun 

73 

AR 

MIL.L-4B07SA 

AR 

29  Sep 

71 

AR 

It.l.57C  (1) 

t 

23  Jun 

77 

MIL-1-S2043C 

ME 

17  Jul 

72 

ME 

TT-1-S4C 

-ME 

09  Jun 

76 

ME  SH 

INT  AMD  1 

TT-1-58E 

•ME 

26  Oct 

78 

ME  YO 

99 

MIL-1-14486A 

Ml 

25  Mor 

64 

Ml 

ASTM  D2091-67 

MR 

01  May  74 

MR  SH 

99 

ASTM  D)26  65 

MR 

01  Moy 

74 

MR  SH 

99 

ASTM  D3335'65A 

MR 

06  Moy  86 

MR  AS 

A-A-714 

} 

10  Apr 

80 

TT-l-1 155 

/SH 

26  Oct 

67 

AA-371 

28  Sep 

79 

TT  l.1900  (1) 

•ME 

01  Ju) 

77 

ME 

TT-L-201A 

•ME 

31  Jan 

78 

MR 

99 

AA-379A 

t 

05  Jon 

80 

TT-1.215D 

•SH 

06  Apr 

77 

SH 

ASTM  D564-87 

MR 

20  Sep 

88 

MR  SH 

99 

ASTM  D3539-87 

MR 

20  Sep 

88 

,4R  SH 

99 

ASTM  D1209-84 

MR 

01  Moy 

85 

MR 

ASTM  D353976E 

MR 

29  Nov 

79 

MR  SH 

MIL-M'1S173B 

SH 

09  Jul 

87 

SH 

ASTM  01734-63R74 

MR 

05  Dec 

79 

MR  SH 

ASTM  F941-85 

SH 

05  Nov 

86 

ME  SH 

99 

ASTM  D 1729-82 
NOTICE  2 

MR 

27  Oct 

88 

MR  SH 

99 

ASTM  01639-83 

MR 

30  Oct 

84 

MR 

99 

559C  5k5  65 

tD 

03  Aug 

67 

MC  TU 

1 1 

ASTM  02800-87 

MR 

20  Sep 

88 

MR  SH 

99 

ASTM  03273-86 

YD 

15  Oct 

87 

ME  YD 

ASTM  G7-77A 

AS 

01  Apr 

80 

MR  AS 

11 

ASTM  0281-84 

MR 

01  May  85 

MR  SH 

99 

ASTM  01954-86 

MR 

20  Feb 

88 

MR  SH 

84 

NOTICE  1 


FSC  USTING 


DOCUMENT 


FSC 

TITLE 

NUMBER 

PREP 

DATE 

CUSTODIAN 

SO’”) 

Oil,  Drying,  Stondord  Test  Method  For  Loss  Dn  •  27  Mar  1986  USER-SH  OS 

ASTM  D1960-86 

MR 

24  Ftb 

88 

MR  SH 

84 

REV-ME 

8010 

Oil,  Testing  Drying,  Stondord  Methods  Of  REV*ME  . . . . . . 

ASTM  D5S5-84 

MR 

16  May 

85 

MR  AS 

8010 

Oils  Drying  Breok  In  Qvontitative  Dcterhinotion  Of  •  27  Mor  86 . 

ASTM  D1952-86 
NOTICE  1 

MR 

20  Feb 

88 

MR  SH 

84 

8010 

Oils,  Drying  Unsoponifioble  Motter  In,  Potty  Acids  &  Polymerized  Potty  Acids  • 

ASTM  A1965-87 

MR 

20  Sep 

88 

MR  SH 

99 

26  Jun  1987  869-84 

8010 

Oils,  Drying,  Potty  Acids,  And  Polymerized  Potty  Acids,  Soponiftcotion  Volve  Of 

ASTM  D1962-SS 

MR 

06  Feb 

86 

MR  SH 

84 

•  31  May  1985 

8010 

Oils,  Drying,  Gel  Time  Of,  Stondord  Test  Method  For  *  31  Moy  85.. . 

ASTM  D1955-8S 

MR 

06  Feb 

86 

MR  SH 

84 

8010 

Oils,  Gel  ^ime  Of  Drying  •  31  May  1985 . . . 

ASTM  1955-85 

MR 

06  Feb 

86 

MR  SH 

84 

8010 

Opoque  Specimens  By  Brood  Bond  Filter  Reflectometry,  Directionot  Reflectonce 

ASTM  E97-82 

MR 

26  Apr 

84 

MR 

20 

roctor,  45  Dtp  0  0«g  Of  -  Oct  82  USER-SH  REV-ME  20 

8010 

Ordnonce  Preporotion  And  Appticotion  Of  Intumescent  Sheet.  Type  lii . 

MIL-STD-2098 

AS 

02  Jun 

80 

AS 

8010 

Orgonic  Cooting,  Drying,  Curing,  Or  Film  Pormolion  Of  At  Room  Temperature  • 

ASTM  D1640-69R4E1 

AS 

07  Dec 

82 

ME 

20 

3  Oct  69 

8010 

Orgonic  Cootings,  Indentation  Hordness  Of,  Stondord  Test  Methods  Ofr  >  27 

ASTM  D1474-85 

MR 

06  Feb 

86 

MR  SH 

84 

Sep  85 

8010 

Organic  Cootings  By  Scrope  Adhesion  Tester,  A«‘*'esion  Of,  Stondord  Test 

ASTM  D2197-8S 

MR 

06  Feb 

86 

MR  SH 

84 

Metnod  For  •  27  Sep  85 

8010 

Orgonic  Liquids,  Distlllotion  Ronge  Of  Volot'le  •  29  Jut  83  U$ER>SH  OS  AS 

ASTM  D1078-83 

MR 

30  Oct 

84 

MR 

20 

REV-EA  ME 

8010 

Pockoge  Stobility  Of  Point  •  1  Aug  80  Validated  Mar  88 . 

ASTM  D 1849-80 
NOTICE  2 

MR 

14  Mar 

88 

MR  SH 

11 

L 

8010 

Point  (Toocoot),  Vinyl  Chloride  Acetate  Copolymer,  High  Build  (For  Steel  And 

MIL-P-28642 

YD 

15  Jun 

87 

YD 

Masonry)  Validated  Jan  87 

NOTICE  1 

8010 

Point  Application  Specification  No.  2,  Meosurement  Of  Dry  Point  Thickness 

SSPC  PA2-82 

YD 

03  .ug 

88 

ME  YD 

11 

With  Magnttic  Gag<i  -  1  Nov  82  USER-CE  REV-MO  MR  MS 

NOTICE  1 

8010 

Point  Application  Specificotion  For  No  1  Shop,  Field  &  Maintenance  Pointing  > 

SSPC  PA182 

YD 

03  Aug 

88 

ME  YD 

11 

1  Nov  82  USER-AR  CE  MC  OS  REV-MD  MR  MS 

NOTICE  1 

L 

aolo 

Point  Arctic  Comoufloge,  Removoble  . 

Mll-P-52905 

ME 

07  Jul 

76 

ME 

8010 

Point  Films  By  Microbol  (Fungol  Or  Algol)  Growth  Or  Soil  &  Dirt  Accumulotion, 

ASTM  D3274-82 

YD 

16  Jul 

84 

ME  YD 

Stondord  Metnod  Of  Evoluoting  Degree  Of  Surface  Cisfigurement  Of  •  29 

Oct  82  USER'SH  REV-MR 

8010 

Point  Specificotion  No.  5,  Zinc  Dust,  Zinc  Oxide,  And  Phenolic  Varnish  Point 

SSPC  5-82 

YD 

21  Jun 

83 

ME  YD 

20 

USER-AR  CE  SH  MC  OS  REV-MD  MR  MS 

6010 

Point  Specification  No,  8,  Aluminum  Vinyl  Point  -  1  Nov  62  Validated  Aug  88 

SSPC  8-82 

YD 

21  Jun 

83 

MF  YD 

20 

USER-AR  CE  MC  OS  REV-MO  MR  MS 

8010 

Point  Specification  No.  9,  White  (Or  Colored)  Vinyl  Point  •  1  Nov  82  USER-AR 

SSPC  9-82 

YD 

21  Jun 

83 

ME  YD 

20 

CE  MC  OS  REV-MD  MR  MS 

8010 

Point  Specificotion  No.  11.  Red  Iron  Oxide,  Zinc  Chromote,  Row  Linseed  Oil  & 

SSPC  11-82 

YD 

21  Jun 

83 

ME  YD 

20 

AlEyd  Primer  •  1  Nov  82  USER-AR  CE  MC  OS  REV-MD  MR  MS 

8010 

Point  Specificotion  No.  15,  Steel  Joist  Shop  Point  Type  1,  Red  Oxide  Point 

SSPC  15-82 

YD 

21  Jun 

83 

ME  YD 

20 

Type  li.  Asphalt  Coating  ■  1  Nav  82  USER-CE  MC  OS  SH  REV-MD  MR  MS 

8010 

Point  Specificotion  No.  16,  Cool  Tor  Epoxy  Polyamide  Block  (Or  Dork  Red) 

SSPC  16-82 

YD 

21  Jun 

83 

ME  YD 

20 

Paint  -  1  Nav  82  USER-CE  MC  OS  REV-MD  MR  MS 

8010 

Point  Specificotion  No.  20,  Zinc  Rich  Primners  (Type  1,  Inorgonic  &  Type  1! 

SSPC  2082 

YD 

16  Aug 

88 

ME  YD 

11 

Organic)  1  Nov  82  USER-AR  CE  MC  OS  REV-MD  MR  M$ 

NOTICE 

8010 

^oint  Specification  No.  10'.  Aluminum  ^Ikyd  Point,  Leafing  Type  1  8  Non 

SSPC  101-32 

YD 

15  Aug 

88 

ME  YD 

11 

leafing  Type  li  -  1  Nav  82  USER-AR  CE  MC  OS  REV-MD  MR  MS 

NOTICE  1 

Q  1 

8010 

Point  System,  Fluorescent,  Removable,  For  Aircroft  Applicotion  Validated  Apr 

MIL-P-21600A 

AS 

26  Oct 

62 

AS 

so  REV-MI  AV  DS 

O 

8010 

Point,  (Gloss  And  Nonspeculor),  For  Use  On  Elastomeric  Pigmented  Film  (Asg) 

MIL-P-8793A  (1) 

AS 

25  Mor 

84 

AS 

99 

Validated  REV-MI  OS 

8010 

Point,  Alkyd  Resin,  Exterior  Trim,  Deep  Colors  REV-YD . . . 

TT-P-37D 

t 

30  May 

80 

8010 

Point,  Alkyd,  Odorless,  Interior,  Flat,  White  And  Tints  REV-YO . . . 

TT.P-30E  (1) 

t 

21  Mor 

84 

Q 

8010 

Point,  Aluminum,  Heat  Resisting  '1200  Deg.  F  )  USER-OS  REV-MD  YD  84  99.... 

TT-P-28G 

/ME 

08  Jul 

85 

ME  SH 

20 

8010 

Point,  Aluminum,  Reody-mixed  REV-EA  YD  ..  . . . . . . . 

TT-P-38E 

•ME 

15  Jan 

85 

ME 

L 

8010 

Point,  Anchor  Chain,  Solvent  Type,  Gloss  Block  (Metric)  . 

MIL-P-24380B 

SH 

25  Jan 

89 

SH 

o 

8010 

Point,  Antfouling,  Vinyl  (Formulas  No.  121  And  No.  129]  USER-OS  MC  CG 

MIL-P-15931E  (2) 

SH 

24  Jun 

86 

ME  SH 

REV-MR 

8010 

Point,  Antifouling,  Ship  Hull  (Metric)  USER-CG  REV-MR . 

DOD-P-24647A  (1) 

SH 

18  Mor 

88 

ME  SH 

L 

8010 

Point,  Antifouling,  Polyisobutylene  (Formula  No.  134)  . 

MILP-22299B 

SH 

15  Jun 

85 

SH 

L 

8010 

Point,  Block,  High-glcss,  Quick  Drying  Validated  Apr  82  . . . . . 

MIL-P-16406A 

os 

09  Jul 

74 

os 

1 

8010 

Point,  Block,  Polyisobutylene  (Formulo  No.  133)  REV-IS . 

MIL'P-22298A 

SH 

17  Jun 

85 

SH 

8010 

Point,  Blockboord  Coating  . . 

TT.P-32B 

% 

16  Feb 

78 

8010 

Point,  Boot-topping  Block  . . . . . 

TT-P-15658 

% 

10  Jon 

78 

L 

8010 

Paint,  Comoufloge  For  Submarines,  General  Specificotion  For  (Metric)  . 

DOD-P-24631  (1) 
SUPPL  1 

SH 

16  Oct 

87 

SH 

L 

8010 

Point,  Chlorosultonoted,  Polyethylene,  White.  Navy  Formulo  189  Type  In 

DOD.P-24631/6 

SH 

13  Apr 

84 

SH 

(Metric) 

8010 

Point,  Copolymer-resin,  Cementitious  (For  Waterproofing  Concrete  And 

TT  P.1411A  (1) 

t 

28  Jun 

77 

Mosonry  WoHs) 

L 

8C10 

Point,  Epoxy  Polyomide,  Green  Primer,  Formula  150,  Type  1  USER-YD . 

MIL-P-24441/1B 

SH 

15  Moy  86 

SH 

L 

8010 

Point,  Epoxy  Polyomide,  Exterior  Topcoat,  Haze  Gray,  Formulo  151,  Type  1 

MII-P-24441/2B 

SH 

15  Moy  86 

SH 

USER-YD 

1 

8010 

Point,  Epoxy  Polyomide,  Topcoot,  White,  Formula  152,  Type  1  U$ER-YD . 

MII-P-24441/3B 

SH 

15  Moy  86 

SH 

L 

8010 

^oint.  Epoxy  Polomide,  Exterior  Topcoot,  Block,  Formula  153  RO  Equols  1  8, 

MII-P-24441/4B 

SH 

15  Moy 

86 

SH 

Typ,  1  USER-YD 

L 

8010 

Point,  Epoxy  Polyomide,  Exterior  Topcoot,  Dark  Gray,  Formula  154-RO  Equol 

Ma-P-24441/5B 

SH 

15  Moy 

86 

SH 

3.6,  Typ*  1  USER-YD 

1 

8010 

Point,  Epoxy  Polyomide,  Exterior  Topcoot,  Dork  Gray,  Formulo  155-RO  Equol 

MII-P-24441/6B 

SH 

15  May 

86 

SH 

6,  Typ*  I  USER'YD 


811 


FSC  USTING 


FSC 


TITIE 


DOCUMENT 

NUMBER 


CUSTODIAN 


I  8010  Paint,  Epoxy  Polomide,  Topcoot,  Rtd,  Formulo  156,  Type  I  USER-YO .  MIL  P«24441/76 

L  8010  Point,  Epoxy  Polyamide,  Topcool,  No.  50  Gray,  Formulo  157,  Type  I  US£R*YD..  MIL<P*24441/8B 

L  8010  ^olnt,  Epoxy  Polyomide,  Primer,  Yellow,  Formulo  156,  Type  I  USER-YO . .  MIL  P*24441/9A 

L  8010  Point,  Epoxy  Polyomide,  Green  Primer,  Formulo  150R66,  Type  ti  USER*YD  .  MIL-P*24441/10A 

L  8010  Point,  Epoxy  Polyomide,  Exterior  Topcoot,  Hoze  Groy,  Formulo  151R66,  Type  li  MIL  P'24441/1 1A 

USER'YD 

L  8010  Point,  Epoxy  Polyomide,  Topcoot,  While,  Formulo  152R66,  Type  li  USER*YO .  MIL*P'24441/12A 

L  8010  Point,  Epoxy  Polyamide,  Exterior  Topcoot,  Block,  Formula  153R66'RO  Equol  MIL*P'24441/13A 

1.6,  Type  1!  USER-YD 

L  8010  Point,  Epoxy  Polyomide,  Exterior  Topcoot,  Dork  Gray,  Formula  154R66'RO  MIL‘P‘24441/14A 

Equol  3.6,  Type  li  USER-YD 

L  8010  Point,  Epoxy  Polyamide,  Exterior  Topcoot,  Dork  Groy,  Formula  155R66-RO  MiL'P'24441/15A 

Equol  6,  Type  li  USER  YD 

L  8010  Point,  Epoxy  Polyomide,  Topcoat,  Red,  Formulo  156R66,  Type  li  USER-YD  .  MIL-P-24441/16A 

L  8010  Point,  Epoxy  Polyomide,  Topcoat,  No.  50  Gray,  Formula  157R66,  Type  li  Mll-P'24441/17A 

USER-YO 

L  8010  Point,  Epoxy  Polyamide,  Primer,  Yellow,  Formula  156R66,  Type  li  USER-YO........  MIL-P-24441/18A 

L  8010  Point,  Epoxy-polyomide,  Zinc  Primer,  FORMULA159,  Type  li  . .  MIL-P-24441/19 

Q  L  8010  Point,  Epoxy-polyomide,  Generol  Specification  For  USER-YO .  MIL-P-24441A  (3) 

SUPP  1 

L  8010  Point,  Epoxy,  Abro)ron,  Heat  &  Corrosion  Resistot  (Use  MtC-C-23750  &  MIL-P‘47115A 

MIL-P-53030)  USER-AR  REV-AS 

L  8010  Point,  Epoxy,  Block,  Navy  Formulo  184,  Type  I  (Metric) . . . .  DOD‘P‘24631/1 

L  8010  Point,  Epoxy,  Dork  Grey,  Novy  Formula  185,  Type  li  (Metric) . . . .  OOD-P-24631/2 

L  8010  Point.  Epoxy,  White,  Navy  Formula  186,  Type  li!  (Metric) . . .  DOD-P-24631/3A 

8010  Point,  Exterior,  Evoluotmg  Degree  Of  Checking  Of  •  19  Oct  1987  USER-YD  ASTM  D660-87 

REV-84 

8010  Point,  Exterior,  Resistance,  Evng  Degree  Of,  To  Erosion  Of  •  15  Sep  44  ASTM  D662-44 

(Reopproved  1981)  Validated  Apr  83 

8010  Point,  Exterior,  Dull  Block  (Formulo  No.  104)  (Metric)  Vafldattd  Oct  82 .  DOO-P-15146B 

8010  Point,  Formulo  No.  34  (Binder  For  Anti  Sweet  Cootings)  (Metric)  V^idottd  5ep  DOD-P-15144B 

82  USER-ME  REV-MS 

8010  Point,  Heot-resisling  (For  Steel  Surfaces)  Validated  Nov  83  USER-AT  MC  MIL-P-14105C 

REV.MI  MR  MO  EA 

L  8010  Point,  High  Zinc  Dust  Content,  Golvonizing  Repair  (Metric)  Vo//^recf  Nov  82  OOD-P-21035A 

USER-YO 

8010  Point,  Interior,  White,  Tints  And  Block,  Fire  Retardant  USER-SA  MC  YD  TT-P-26C  (1) 

REV-MR 

8010  Point,  Lotex  (Acrylic  Emulsion,  Exterior  Wood  &  Mosonry)  USER-CE  MC  TT-P-19D 

REV-MR  MO 

8010  Point,  Latex  (Bocteriostotic  And  Fungistotic) . . .  TT  P'001957 

8010  Point,  Lotex  (Flat,  Interior)  USER-SH  YO  REV-MO  84 .  A.A.2248 

8010  Point,  Lotex  (Gloss  &  Semlgloss,  Tints  6i  White)  (For  Interior  Use)  USER-MC  TT-P-1511B 

REV-CE  ME 

8010  Point,  Latex  (Gloss,  Interior)  USER-SH  YO  REV-MO  84 .  A-A'2246 

8010  Point,  Latex  (Semi-gloss,  Interior)  USER-SH  YD  REV-MO  84 . . .  A-A-2247 

8010  Point,  Latex  Bose,  High  Traffic  Areo,  Flat  And  Eggshell  Finish  (Low  Lustre),  (For  TT-P-002119 

Interior  Use) 

Q  6010  Point,  Latex  Bose,  Interior,  Flot,  White  And  Tints  USER-MD  SH  REV-MR  CE  TT-P-29J  (1) 

INT  AMD  2 

8010  Point,  latex  Bose,  For  Exterior  Surfaces  (White  And  Tints) .  TT'P'96D  (2) 

8010  Point,  Lotex'bose,  Interior,  Flot,  Deep  Tone  USER-SH  REV-CE  .  TT-P-1728A  (1) 

8010  Point,  Lotex,  Exterior,  For  Wood  Surfaces,  White  And  Tints .  TT-P-1510A  (1) 

8010  Point,  Oil  (Exterior  Concrete  And  Mosonry)  USER-MC  REV-84... .  TT-P-24E 

8010  Point,  Oil  (Nonpenctroting  •  Flot,  Reody-mixed  Tints  And  White) . . .  TT>P'47G 

8010  Point,  Oil  (Alkyd-oil)  Wood  Shokes  And  Rough  Siding .  TT'P-52D  (2) 

8010  Point,  Oil,  Alkyd  ModHied,  Exterior,  White  &  Tints .  TT-P-lOZE  (1) 

INT  AMD  1 

8010  Point,  Oil,  Alkyd,  Reody  Mixed  Exterior,  Medium  Shodes  USER-YD . . .  TT-P-81E 

M10  Point,  Oil,  Iron-oxide,  Reody-mixed,  Red  And  Brown  Yolidcied  Jan  84  USER-AT  TT-P-SID 

MC  rev-mr  sa  yd 

8010  Point,  Phosphorescent,  Reody&mixed  (Non&rodiooctive)  USER-ME  MC  SA  OS  TT'P-54C  (1) 

AS  REV-MR  DS 

Q  8010  Point,  Priming.  Exterior  And  Interior  (For  Ammunition)  Validated  Apr  87  M(L'P'22332B  (1) 

REV-AR 

8010  Point,  Reody  Mixed,  Internolionol  Oronge  (Not  For  Residentiol  Use) .  TT-P'59E  (1) 

8010  Point,  Red-leod  Bose,  Ready-mixed  USER-ME  CE  REV-AS  MS  .  TT-P-86H 

8010  Point,  Rubber  Bose,  For  Interior  Use  (Concrete  And  Mosonry  Floors) . .  TT-P-91D  (2) 

8010  Point,  Rubber,  For  Swimming  Pools  And  Other  Concrete  And  Masonry  Surfoces  TT'P-95C  (1) 

kEV-MD  MR 

8010  Point,  Settling  Of,  Evoluoting  Degree  Of.  Stondord  Method  Of  •  27  Sep  85......  ASTM  DB69-85 

8010  Point,  Stencil . .  A-A-1558 

8010  Point.  Stencil  (Aerosol) . .  A-A-1585 

8010  Point,  Styrene-ocrylote  Solvent  Type,  Tints  And  Deep  Tones  (For  Exterior  TT-P.1181A  (1) 

Mosonry) 

8010  Point,  Styrene-butodiene  And  Styrene-ocrylote  Solvent  Type  For  Exterior  TT-p.970 

Mosonryf  INT  AMD  1 

8010  Point,  Traffic  &  Airfield  Morking,  Water  Emulsion  Bose  . . .  TT.p.1952B 

8010  Point,  Troffk  And  Airfield  Marking,  Solvent  Bose  Validated  Jun  83  USER-YD  ....  TT-P'85E 

8010  Point,  Traffic  Block  (Nonreflectorized) .  TT-P-IIOC 

8010  Point,  Troffic,  Highway,  While  And  Yellow  USER-YD  REV-MR  84 .  TT-P-HSF 

8010  Point,  Troffic,  Premixed  Reflectoriied  . . . . . . .  TT.p.87D 

8010  Point,  Tree  Marking . .  TT-P'002118 


SH 

15  Moy  86 

SH 

SH 

15  Moy  86 

SH 

SH 

15  Moy  86 

SH 

SH 

15  Moy  86 

SH 

SH 

15  Moy  86 

SH 

SH 

15  Moy  86 

SH 

SH 

15  Moy  86 

SH 

SH 

15  May  86 

SH 

SH 

15  May  86 

SH 

SH 

15  Moy  86 

SH 

SH 

15  Moy 

86 

SH 

SH 

15  Moy  86 

SH 

SH 

31  Aug 

87 

SH 

SH 

23  Jon 

89 

SH 

Ml 

IS  Sep 

88 

Ml 

SH 

13  Apr 

84 

SH 

SH 

13  Apr 

84 

SH 

SH 

16  Ocl 

87 

SH 

MR 

30  S.p 

88 

MR  SH 

99 

MR 

01  May  74 

MR  SH 

99 

SH 

21  Nov 

77 

MR  SH 

99 

SH 

11  Oct 

77 

MR  SH 

ME 

> 

o 

Z 

o 

73 

ME  YO 

20 

SH 

21  Nav 

77 

SH 

•ME 

23  JuB 

77 

ME  SH 

99 

•YD 

07  F.b 

85 

ME  YD 

t 

IS  Moy  84 

/ 

27  Jun 

84 

ME 

99 

•YD 

IS  Jul 

81 

CE  YD 

/ME 

27  Jun 

84 

ME 

99 

/ 

27  Jun 

84 

ME 

99 

/YD 

24  Jun 

80 

YO 

•YD 

23  Jun 

77 

YD 

99 

> 

27  Jun 

83 

•ME 

23  Jun 

77 

ME  YD 

1 

23  Jun 

77 

•YD 

02  Apr 

8S 

YO 

99 

t 

17  Jul 

84 

t 

23  Jun 

77 

t 

18  Jon 

83 

YD 

t 

IS  No. 

73 

/ME 

06  Jul 

73 

ME 

99 

/CG 

03  F.b 

77 

CG 

OS 

18  Jan 

73 

MR  OS 

99 

t 

23  Jun 

77 

/YD 

19  Jul 

87 

YD 

t 

12  Jul 

83 

* 

23  Jun 

77 

MR 

06  F.b 

86 

MR  SH 

20 

t 

34  Apr 

81 

t 

13  May  81 

•ME 

24  Jan 

72 

ME  YO 

99 

t 

2S  Jan 

68 

•ME 

07  F.b 

79 

ME  YD 

99 

•84 

15  Stp 

77 

99 

t 

13  Apr 

77 

• 

OS  0.C 

84 

t 

29  May  78 

t 

06  Mor 

80 

612 


FSC  USTING 


DOCUMENT 


FSC 

TITLE 

NUMBER 

PREP 

DATE 

CUSTODIAN 

8010 

Point,  Und«rwattr  Hull,  Anticorroiion  (Mttric)  . 

DOD-P-2d655 

SH 

23  0cl 

85 

ME  SH 

8010 

Point,  Vomith,  Locqutr,  &  Rolottd  Mottrioli.  Pockoging,  Pocking,  &  Morking  Of 

PPP-P-1892 

• 

31  Dec 

74 

ME  AS 

84 

8010 

REV-YD 

Point,  Vorniih,  locqutr  And  Rtlottd  Mottrioli,  Mtthodi  Of  Insptction, 

INT  AMD  (2) 
FED-STD-14IC 

•ME 

24  Jon 

86 

ME  SH 

20 

8010 

Sompling  And  Ttiting  USER-MI  MR  ES  REV-GL  Ml  CR  YD  AS 

Point,  Vorniih,  Locqutr,  &  Rtlottd  Products,  Dtniity  Of,  Stondord  Ttit  Mtthod 

ASTM  D1475-8S 

MR 

06Ftb 

86 

MR  SH 

84 

8010 

For  •  31  May  85 

Point,  Vorniih,  Locqutr  And  Rtlottd  Products,  Acidity  In  Volottit  Solvtnts  And 

ASTM  D1613-85 

MR 

06  F,b 

86 

MR  SH 

99 

8010 

Chtmicol  Inttrmtdiotts  Ustd  In  •  31  Moy  1985 

Point,  Vorniih,  Locqutr  And  Rtlottd  Products,  Stondord  Otfinitions  Of  Ttrms 

ASTM  D16-84 

YD 

24  Sep 

84 

ME  YD 

99 

8010 

Rtloting  To  •  30  July  1982  USER-AR  SH  OS  REV-MR  82 

Point,  Wottr  Diiplocing  USER-AV  ER  OS  SH  REV-AR  Ml  MR  64  GS  . 

MIL-P-8S658 

AS 

21  May 

86 

*•=  AS 

20 

8010 

Point,  Wottr  Emulsion  Typt  (For  Sttnclling  And  Oblittroting).  Vaiidot^d  Not 

MIL-P-52108A 

ME 

12  Oct 

65 

...E 

8010 

63  REV-MI  SM  EA 

Point,  Wottr  Rtducible,  Stmi-gloss  Exttrior  And  Inttrior  . . 

MIL-P-385788 

YD 

07  Jul 

88 

YD 

8010 

Pointing  And  Moriing,  War  Htods,  Guidtd  Missilt  Validolod  Aug  67  REV-AS  .. 

MIL-P-21960B 

os 

11  May 

67 

OS 

8010 

Pointing  Systtm  Sptcificotion  No.  4.02,  Four  Coot  Vinyl  Pointing  Systtm  (For 

SSPC  PS4.02-82 

YD 

21  Jun 

83 

ME  YD 

20 

8010 

Frtsh  Wottr  Chtmicol  &  Corrosivt  Atmosphtrt)  •  1  Nov  62  USER-CE  MC  OS 
REV-MD  MR  MS 

Painting  Systtm  Sptcificotion  No.  10  01.  Hot  Applitd  Cool  Tor  Enomtl  Pointing 

SSPC  PSlO.01-82 

YD 

21  Jun 

83 

ME  YD 

20 

8010 

Systtm  •  1  Nov  82  USER-CE  MC  OS  REV-MD  MR  MS 

Pointing  Systtm  Sptcificotion  No.  1301,  Epoxy  Polyomldt  Pointing  System  -  1 

SSPC  PS13.01-82 

YD 

21  Jun 

83 

ME  YD 

20 

8010 

Nov  82  USER-AR  CE  SH  MC  OS  REV-MO  MR  MS 

Painting  Systtm  Sptcificotion  No.  14.01,  Sfttl  Joist  Shop  Pointing  Systtm  -  1 

SSPC  PS14.0I-82 

YD 

21  Jun 

83 

ME  YD 

20 

8010 

Nov  82  USER-CE  MC  OS  REV-MD  MR  MS 

Points  &  Cooling,  Shipbuilders  &  Morint,  Product/proctdurt  Dote  Sheet  •  27 

ASTM  F718-85 

SH 

22  Oct 

86 

ME  SH 

99 

8010 

Stp  85  USER-CG  MC  REV-MR  AS  YD 

Paints  8y  Orow  Down  Mtthod,  Stondord  Test  Mtthod  For  Leveling 

ASTM  D2801-S9R1E1 

MR 

12  Stp 

84 

MR  SH 

99 

8010 

Chorocttrislics  Of  •  3  Oct  69  REV-ME  SH  AS  YD 

Points  Exttrior  Evoluoting  Degree  Of  Crocking  Of  •  29  Aug  86  USER-SH  OS 

ASTM  D661-86 

MR 

24  F,b 

88 

MR  SH 

99 

8010 

AS  REV-ME  20  84 

Points  On  Steel.  Conducting  Exttrior  Exposure  Tests  Of  •  28  Nov  83  USER-SH 

ASTM  01014-83 

MR 

30  Oct 

84 

MR 

99 

8010 

OS  YD  AS  REV-ME  84 

Points.using  The  Stormer  Viicosimtttr,  Consistency  Of  -  30  Oct  81 . 

ASTM  DS62-81 

MR 

02  No? 

82 

MR  SH 

99 

8010 

Points.  Antifouling.  Cuprous  Oxide  For  Use  In  -  30  Oct  1961 . 

ASTM  D912-81 

SH 

17  Jul 

85 

ME  SH 

99 

8010 

Points.  Slistering  Of,tvoluating  Of  •  10  SEP56  (Rtopprovtd  1981)  Vohdottd 

ASTM  D714-56 

MR 

01  Moy 

74 

MR  SH 

99 

8010 

Apr  63 

Points,  Conducting  Exttrior  Exposure  Tests  Of,  On  Wood  (REAPPROVED1981) 

ASTM  D 1006-73 

MR 

01  Moy 

74 

MR  SH 

99 

8010 

Validottd  Apr  83 

Points,  Exttrior,  Floking  (Scaling),  Evoluoting  Degree  Of  •  15  OCT47 

ASTM  0772-47 

MR 

01  Moy 

74 

MR  SH 

99 

8010 

(Rtopprovtd  1981)  ValidaNd  Apr  63 

Points,  Exterior,  Evoluoting  Degree  Of  Cholklng  Of,  Stondord  Method  Of  •  24 

ASTM  0659-86 

MR 

02  S,p 

86 

MR  SH 

20 

8010 

Feb  1986 

Points,  Lottx  &  Emulsion,  Freeze  Thon  Rtsistonct  Of  •  30  Apr  82  . . 

ASTM  02243-82 

MR 

27  Oct 

88 

MR  SH 

99 

8010 

Points,  Solvent  Reducible.  Volotile  Content  Of  •  26  Jun  61 . 

NOTICE  2 

ASTM  02369-81  El 

MR 

27  Jun 

84 

MR  SH 

99 

8010 

Points.  Solvent  Type,  Oetermir>otion  Of  The  Pigment  Content  Of,  8y  High 

ASTM  02698-73 

MR 

01  Moy 

74 

MR  SH 

99 

8010 

Speed  Centrifuging  •  27  Jui  73  (Rtopprovtd  1979)  Volidatod  Apr  63 

Paints,  Solvent-reducible,  Antimony  Oxide  In  White  Pigment  Seporoted  From, 

ASTM  02350^ 

MR 

06  Feb 

86 

MR  SH 

84 

8010 

Stondord  Test  Method  For  •  25  Oct  65 

Points,  Solvent-type.  Identificof  Oils  &  Oilocids  In  -  27  Oct  72  (Reopprot^ 

ASTM  02245-72 

MR 

01  Moy 

74 

MR  SH 

99 

8010 

1977)  Voh'datod  Apr  83 

Points,  Vornishes,  &  Lacquers  By  Ford  Viscosity  Cup,  ViKOSity  Of  •  26  Nov  82.. 

ASTM  01200-82 

MR 

27  Oct 

88 

MR  SH 

99 

8010 

Ponel,  Steel,  For  Testing  Point,  Vomish,  Lacquer,  And  Reloted  Products  •  29  Oct 
1973 

Panels  In  Weothering  Tests  Of  Cootings,  Wood  To  8e  Used  On  >  26  Oct  1983 

ASTM  D609-73R80 

SH 

24  May 

85 

ME  SH 

99 

8010 

ASTM  0358-83 

MR 

30  Oct 

84 

MR 

11 

8010 

USER-SH  AS  REV-ME  99 

Phtholic  Anhydride  Content  O  Alkyd  Resins  &  Resin  Solutions  -  1  Aug  80 

ASTM  0563-80 

MR 

14  Mor 

88 

MR  SH 

11 

8010 

Vahdated  Mar  88 

Phtholic  Anhydride  Content  Of  Alkyd  Resins  &  Esters  Containing  OHter  Dibosic 

NOTICE  2 

ASTM  01306-80 

MR 

14  Mor 

88 

MR  SH 

11 

8010 

Acids  (Gravimetric)  •  1  Aug  80  Validotod  Mar  68 

Pigment  White  Chemical  Analysis  Of  •  49  May  87  USER-AS  REV.84 . 

NOTICE  2 

ASTM  034-87 

MR 

28  Jul 

88 

MR  SH 

99 

8010 

8010 

Pigment,  Aluminum,  Powder  And  Poste . 

Pigment,  Aluminum,  Powder  And  Poste.  For  Point  Vahdattd  Juf  84  USER-ME 

A-A-341A 

TT-P-320O 

1 

•AS 

09  Nov 
31  Oct 

79 

77 

AS 

8010 

REV-EA  YD  OS  DS 

Pigment,  Chemicol  Anolysis  Of  Dry  Cuprous  Oxide  8  Copper,  Stondord 

ASTM  0283-84 

MR 

01  May 

85 

MR  SH 

84 

8010 

Methods  Of  -  26  Oct  64 

Pigment,  Cuprous  Oxide  (S/s  8y  ASTM  D  912) . . . 

MII-P-15169B  (1) 

SH 

02  Oct 

69 

SH 

8010 

Pigment,  Lampblock-dry  Vahdalad  Apr  79  REV-MR  SH  OS . 

TT-P-350B 

•AS 

15  May 

67 

ME  AS 

99 

8010 

PIsmc.-it,  Tlts.-ilani  Dioxids,  Vf  Ojt  73  USER  CC  OS  TO  REV  AR  ME  . 

ASTM  D476  73R79 

511 

12  Aug 

81 

MR  SH 

99 

8010 

Pigment,  Zinc  Yellow  (Zinc  Chromote  Yellow)  Chemical  Anolysis  Of  -  30  Oct  61 

ASTM  0444-81 

MR 

27  Oct 

88 

MR  SH 

11 

8010 

8010 

Vahdafed  Oct  68 

Pigments-in-oil,  Tinting  Color . . . . . 

Pigments,  Bleeding  Of  27  Sep  73  (Reopproved  1979)  Validated  Apr  83 . 

NOTICE  2 

TT.P-381E  (2) 

ASTM  0279-73 

t 

MR 

23  Jun 
01  Moy 

77 

74 

MR  SH 

99 

8010 

Pigments,  Slue,  Chemicol  Anolysis  Of,  Stondord  Test  Methods  For  •  27  Mar  86.. 

ASTM  01135-86 

MR 

24  Feb 

88 

MR  SH 

84 

8010 

Pigments,  Coicium  Corbonote  •  28  Nov  1980  . . . . . 

ASTM  01199-80 

SH 

17  Jul 

85 

ME  SH 

99 

8010 

Pigments,  Common  Properties  Of  Certoin  -  26  Oct  84  Valldatad  Jan  86 . 

ASTM  01208-84 

MR 

01  May 

85 

MR  SH 

99 

8010 

Pigments,  Postes,  &  Points,  Coorse  Portices  In  -  26  Oct  84  Vofidatad  Jon  86 . 

ASTM  0185-84 

MR 

11  Feb 

85 

MR  SH 

99 

8010 

Pigments,  Stondord  Test  Methods  Specific  Grovity  Of  -  26  Oct  84  . 

ASTM  0153-84 

MR 

01  May 

85 

MR  SH 

99 

8010 

Pignwnis.  Wtl  Ground  Mico  ■  7'.  Jun,  1982  USER-CG  REV-MR  Ml  SA  . 

ASTM  0607-82 

SH 

17  Jul 

85 

ME  SH 

99 

8010 

Pigments,  White  Leod,  Chemicol  Anolysis  Of  •  29  Oct  73  (Reopproved  1979) 

ASTM  01301-73 

MR 

01  Moy 

74 

MR  SH 

99 

Volidattd  Stp  83 
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8010 

Pigments,  White  Titonlum,  Chemtcol  Anolysts  Of  -  25  Jun  76  (^eapproved 

ASTM  D1394-76 

MR 

29  Nov 

79 

MR  SH 

1981)  Validated  Sep  83  USER-OS  REV-YD  AS 

8010 

Pigments,  Yellow,  Orange,  Red,  &  Brown,  Contoining  Iror  6  Mangonese, 

ASTM  D50-81 

MR 

27  Ocl 

88 

MR  SH 

11 

Chemicol  Analysis  Of  ■  30  Oct  81 

NOTICE  2 

o 

8010 

Point  System,  Fluorescent,  For  Aircrot  Application  (ASA)  VaUdattd  Feb  87 

MIL-P-21S63B 

AR 

18  Feb 

87 

AR  AS 

99 

REV-MI  EA  OS 

NOTICE  1 

8010 

Power  Tool  Cleonlng,  Surface  Preparation  Specificotion  No.  3  •  1  Nov  82 

SSPC  SP3-82 

YD 

16  Aug 

88 

ME  YD 

11 

Validated  Aug  88  USER  AR  CE  SH  MC  OS  REV  MD  MR  MS 

NOTICE  1 

8010 

Prepolymers,  Isocyonate  Groups  In  Urethone  Moteriols  Or  ■  26  Jun  1987 

ASTM  D2572-87 

MR 

20  Sep 

88 

MR  SH 

11 

USER-SH  AS  REV-YD 

8010 

Primer  Cootmgs*  Epoxy,  Voc  Compliant,  Chemicol  And  Solvent  Resistont 

MIL-P-85582 

AS 

29  Sep 

83 

ME  AS 

20 

USER-AV  SH  REV-AR  Ml  OS  DS 

INT  AMD  1 

8010 

Primer  (  Enamel  •  Undercoot,  Alkyd,  Odorless,  Interior,  Flat,  Tints  &  White) 

TT-E-545C 

•ME 

11  Sep 

87 

ME 

REV-YD 

8010 

Primer  (Wash),  Pretreolment  (Formulo  No  1 17  For  Metals)  (Metric)  USER>AR 

DOD-P-1S328D  (1) 

SH 

11  Apr 

83 

MR  SH 

99 

MC  REV-ME  AV  AS  YD  SA 

8010 

Primer  Coating  (Cenerol  Purpose.  Aerosol) . 

A-A-1551 

t 

30  Apr 

81 

8010 

Primer  Coating  (Latex,  White,  For  Gypsum  Wallboard)  . 

A-A-2340 

t 

15  Jon 

85 

8010 

Primer  Coating  (OiNolkyd,  Exterior  Wood,  White  &  Tints) . 

A-A-233i 

i 

n  Jon 

85 

8010 

Primer  Coating  (Ferric  Oxide,  Aerosol) . . . . 

A-A-1552A 

t 

24  Mar 

81 

8010 

Primer  Coating  Basic  Leod  Chromate  Reody  Mixed  USER^ME . 

TT-P-615D  (3) 

•YD 

19  Jon 

72 

L 

8010 

Primer  Cooling  Epoxy,  Process  For  Application  Of  Validated  Jan  86 . 

MIL-P-46S56 

Mi 

28  Jun 

68 

Mt 

L 

8010 

Primer  Coating,  Alkyd,  Blue  (Formula  No.  6N35*2).... . . . 

MIL-P-24351A 

SH 

27  Aug 

85 

SH 

L 

8010 

Primer  Coating,  Vinyl  Chloride  Acetate  Copolymer,  High  Build  (For  Steel  And 

MIL-P-28641 

YD 

15  Jun 

87 

YD 

Masonry)  Validated  Jun  87 

NOTICE  1 

8010 

Primer  Cooling,  All  Purpose  Oroy,  Alkyd  ^In  Pressuriied  Dispensers) . . . 

TT-P-4058  (1) 

: 

23  Jun 

77 

L 

8010 

Primer  Cooling,  Exterior,  Lead  Pigment-free,  (Undercoat  For  Wood, 

MIL-P-28582 

YD 

15  Jun 

87 

YD 

Reody-mixed,  White  And  Tints)  Validated  Jun  87 

NOTICE  1 

L 

8010 

Primer  Coating,  Elostomeric,  PolysuHide,  Corrosion  Inhibiting  Validated  Jut  87. .. 

MIL-P-87112 

NOTICE  1 

20 

30  Jul 

87 

20 

Q 

8010 

Primer  Coating,  Epoxy,  Water  Reducible,  lead  &  Chromate  Free  USER-AT  AV  .. 

MIL-P-53030 

ME 

07  Dec 

83 

ME  AS 

8010 

Primer  Cooting,  Conditioner  For  Cholklng  Exterior  Surfaces . . . . 

TT-P-620C  (3) 

X 

23  Jun 

77 

L 

8010 

Primer  Coating,  Inorganic,  Zinc  Dust  Pigmented,  Self-curing,  For  Steel  Surfoces  . 

MIL-P-3833o  iD 

20 

30  Jul 

87 

20 

• 

NOTICE  1 

8010 

Primer  Cooting,  Zinc  Chromote,  Process  For  Application  Of  Validated  Jan  84 

MIL-P-6808C 

AS 

29  Jon 

73 

MR  AS 

99 

REV-AV  Ml  EA  OS 

8010 

Primer  Cooting,  Water  Reducible,  Epoxy  Ester-latex  Type,  Leod  And  Chromate 

MILP-53032 

ME 

07  Dec 

83 

ME  YD 

free  USER-AT  REV-MR 

L 

8010 

Primer  Cooting,  Z«nc  Dust  Pigmented,  For  Steel  Surfoces  REV-YO . 

MIL-P-269158 

84 

30  Jul 

79 

99 

Q 

8010 

Primer  Cooting,  Lacquer,  Rust  Inhibiting  VoUdoted  Feb  83  USER-AT  MC  OS 

MIL-P-11414D 

ME 

10  May 

71 

ME 

99 

REV-GL  ME  SM  EA 

8010 

Primer  Coating,  Latex  Bose,  Interior,  White  (For  Gypsum  Wallboard)  U$ER-CE.. 

TT.P-65CIO 

/YD 

25  Feb 

88 

YD 

Ql 

8010 

Primer  Coating,  Weld-through,  Zinc-rich  Validated  Feb  83  USER-ME  REV-EA  MR 

Mll-P-44105 

ME 

25  Mor 

66 

ME 

8010 

Primer  Coating,  Zinc  Oust  Pigmented  For  Exterior  Steel  Surfaces  (Metric) 

DOD-P-24648 

SH 

16  Jul 

85 

ME  SH 

99 

USER-CG  MC  REV-MR  AS  YD 

8010 

Primer  Coating,  Lotex-bose,  Exterior  (For  Metals) . . . 

TT-P-001975 

t 

11  Feb 

76 

8010 

Primer  Coating.  Epoxy  Polyomide,  Chemicol  And  Solvent  Resistant  USER-EL  ME 

MIL-P-23377E 

AS 

07  Jul 

87 

MR  AS 

20 

EC  MC  REV-MI  EA  AV  OS  DS 

INT  AMD  1 

8010 

Primer  Coating,  Exterior  Undercoot  For  Wood,  Ready  mixed.  White  And  Tints 

TT-P-25E  (2) 

•ME 

23  Jun 

77 

ME 

99 

USER-AT  MC  REV-MR  EA 

Q  L 

8010 

Primer  Coating,  Dipping  Automotive  Validated  Dec  85  USER-AT  REV-MI  EA . 

MIL-P-14553C 

Ml 

13  Nov 

72 

MR 

8010 

Primer  Cooting,  Cellulose  Nitrote  Modified  Alkyd  Type,  Corrosion  Inhibiting, 

MIL-P-7962D 

AS 

13  Aug 

80 

ME  AS 

Fost  Drying  (For  Sproy  Application  Over  Pretreatment  Cooting)  USER-AT  SH 

OS  REV-AV 

8010 

Primer  Cooting,  Shipboord,  Vinyl-zinc  Chromote  (Formula  No.  120  •  For  Hot 

MIL-P-15930C 

H 

14  Oct 

81 

MR  SH 

99 

Spray)  USER-YD  AS  REV-MI  EA  SA  DS 

8010 

Primer  Cooting,  Lotex  Bose,  Exterior,  Undercoat  For  Wood,  White  Arsd  Tints  ... 

TT.P-001984 

X 

18  Sep 

75 

8010 

Primer  Cooting,  Zinc  Oust,  Chlorinated  Rubber,  (For  Steel  And  Golvonized 

TT-P-1046A 

X 

14  May 

75 

Surfoces) 

8010 

Primer  Cooting,  Synthetic,  Groy  (For  Metal  Equipment) . 

TT-P-001385 

INT  AMD  1 

X 

17  Sep 

76 

Q 

8010 

Primer  Coating,  Zinc  Chromate,  low  Moisture  Sensitivity  Validated  Jut  84 

TT-P-1757A 

/AS 

26  Sep 

83 

MR  AS 

USER-MI  OS  YD  REV-GL  MD  AS  OS 

INT  AMD  1  (AS) 

O 

8010 

Primer  Coating,  Alkyd,  Corrosion-inhibitlng.leod  &  Chromote  Free, 

TT.P-664D 

/ME 

01  Sep 

88 

ME  SH 

99 

Noc-cotnploini  USER-ME  YD  AS  OS  REV-GL  AR  MR  OS  85 

Q 

8010 

Primer  Surfocer,  Sonding,  Loequer  And  Enamel  Type  Validated  Nov  84 

TT-P-662B  (1) 

/AR 

20  Jun 

72 

AR  YD 

84 

USER-AT  SH  REV-GL  EA  MR  YD  84 

Q  L 

8010 

Primer,  Epoxy  Cooting,  Corrosion  Inhibiting,  leod  &  Chromote  Free  U$ER-ER 

MIL-P-53()22B 

ME 

01  Jun 

88 

ME  AS 

EC  OS  REV-AR  AV 

8010 

Primer,  Point,  Zinc-chromote,  Alkyd  Type  Validated  May  84  USER-ME  MS 

TT.P-645A 

/SH 

23  Apr 

79 

SH 

REV-YD  EC  OS  SA 

8010 

Primer,  Point,  Zinc  Dust-zinc  Oxide  (For  Galvanized  Surfaces)  USER-ME 

TT.P-641G  (1) 

t 

23  Jun 

77 

REV-YD 

8010 

Primer,  Size  Cooting,  Boking,  For  Roller  Coat  Application  Validated  Apr  82 

MIL.P-19602B 

os 

31  Jul 

74 

MR  OS 

REV-MR  EA 

L 

8010 

Prinser,  Vinyl-red  Leod  (For  Brush  Or  Sproy)  Validated  Apr  69. . 

MIL-P-232B1  (2) 

CG 

11  Apr 

69 

CG 

L 

8010 

Primer,  Woter  Reducible,  Corrosion  Resistont,  For  Metol  Surfoces . 

MIL-P-28577B 

YD 

07  Jul 

88 

YD 

8010 

Producing  Films  Of  Uniform  Thickness  Of  Point,  Vornish,  &  Reloted  Products  On 

ASTM  D823-87 

MR 

20  Sep 

88 

MR  SH 

Tmi  Poncli  ■  29  May  1987  USER-ME  SH  AS  REV-YD  84 

8010 

Protective  Cootingt  (Point),  Used  In  Morine  Construction  &  Shipbuilding, 

ASTM  F940-85 

SH 

05  Nov 

86 

ME  SH 

99 

Ouolity  Consol  Receipt  Inspection  Procedures  For,  Stondord  Proctice  For  -  28 
Jun  85  USER'CG  MC  REV-MR  AS  YD 

Q  1 

8010 

Remover,  Acid  Activoted,  For  Amine-cured  Epoxy  Cooling  Systems  . 

MIL-R-81903A  (2) 

AS 

16  Apr 

85 

AS 

814 
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8010 

Remover,  Organic  Cooting,  Hot  Tank  Type  Validated  Apr  60 . 

MIL-R-81835  (1) 

AS 

26  Dec 

73 

AS 

8010 

Remover,  Point  (Alkali-type  For  Hot  Applicotion)  Validated  Aug  74  USER-VD 

TT  R-230B 

*ME 

06  Nov 

68 

ME 

REV-MO 

8010 

Remover,  Paint  (Organic  Solvent  Type)  USER-CE  MC  YD  REV-MD  11  DS . 

IT-R-251J  (1) 

‘ME 

13  Moy 

86 

ME 

8010 

Remover,  Paint  And  lacquer.  Solvent  Type . . . 

MII-R-25134B  (2) 

84 

10  Sep 

79 

99 

8010 

Remover,  Point  And  Lacquer,  Solvent  Type  USER-AV  Ml  MC  REV-MR  11  85.... 

TT  R-248B 

/AS 

29  C;l 

81 

MR  AS 

99 

8010 

Remover,  Paint,  Epoxy  And  Polyurethane  Systems,  Tonk  Typet  Ambient 

Mll-R-87978 

84 

01  Aug 

87 

99 

Temperoture,  For  Aircrolt  Wheels  And  Lending  Gear  Componts 

8010 

Remover,  Point,  Epoxy.  Polysulhde  And  Polyurethone  Systems  USER-MC 

MII-R-81294C  (2) 

AS 

19  Jun 

85 

ME  AS 

REV-AV  MR 

8010 

Remover,  Point,  Tank  Type,  For  AircrofI  Wheels,  Lending  Geor  Components, 

MIL-R-839368  (1) 

84 

1 1  Aug 

78 

99 

And  Other  Aircraft  And  Age  Components  Validated  Jun  85 

8010 

Resin,  Alkyd,  Solutions  Validated  Feb  83  USER-AT  YD  REV-MI  ME  AS  OS . 

TT-R-2A6D 

/SH 

17  Nov 

71 

SH 

84 

801P 

Resin,  Chlorinated  Alkyd,  Solution  (Metric)  . 

DOD-R-21417A  (1) 

SH 

20  Nov 

86 

SH 

8010 

Resins  &  Alkyd  Resin  Solutions,  Slondord  Test  Method  For  Fotty  Acid  Content 

A5TM  D1398-84 

MR 

01  May 

85 

MR  SH 

99 

Of  Alkyd  -  31  Aug  84 

8010 

Resins,  Epoxy,  Epoxy  Content  Of  27  Apr  73  (Reopproved  1980)  Validated 

ASIM  D1652-73 

MR 

01  May 

74 

MR  SH 

99 

Apr  83 

8010 

Retro  Reflective  Glass  Beods . . . 

A-A-874 

t 

01  Jon 

60 

8010 

Rosin,  Quolitotive  Tests  For,  In  Varnishes  -  19  Sep  60  (Reapproved  1981) 

ASTM  D 1542-60 

MR 

01  May 

74 

MR  SH 

99 

Validated  Apr  83 

8010 

Rubbing  Vormsh . .  .  .  .  . . . . . . 

A  A.1546A 

t 

07  Aug 

80 

8010 

Seoler  Surface  (Lotex  Block  Filler) . . . .  . . . 

A-A  1500A 

t 

29  Jul 

81 

YD 

8010 

Sealer  Surface,  Pigmented  Oil,  For  Plaster  And  Wollboord . . . . . 

TT-S-179B  (1) 

•ME 

23  Jun 

77 

8010 

Seoler,  Sending.  Lacquer  Type  (For  Wood  Furniture) . 

TI-S-190F 

t 

02  F.b 

81 

8010 

Seoler,  Surfoce  (Varnish  Type,  Wood  &  Cork  Floors) . . . 

A-A-2335 

t 

11  Dec 

84 

8010 

Seoler,  Surfoce  Renewer  For  Wood  And  Sealer  For  Concrete . 

TT-S-178B  (1) 

t 

23  Jun 

77 

8010 

Seoler,  Surfoce,  For  Knots  Validated  Nav  63  REV-MR  . 

Mtl.S-12935D 

ME 

T2  Nov 

73 

ME  YD 

99 

8010 

Sealer,  Surface,  Floor.  Water  Emulsion  Type  USER-CE  REV-ME . 

TT-S-223B  (1) 

•ME 

16  Jon 

85 

ME 

8010 

Seoler,  Surface,  Vormsh  Type,  Floor,  Wood  Or  Cork  REV-YD  . . 

tT-S-176E  (1) 

t 

23  Jun 

77 

8010 

Sealer,  Surfaces  (Sanding)  . . . 

A-A.1572 

•GL 

23  Apr 

82 

8010 

Seoler,  Weld  Through  For  Overlopping  Surfaces  USER-AT  REV-MR  Ml  SH  . 

MIL-S-53018 

ME 

03  Jan 

83 

ME  YD 

8010 

Semiquontiiotive  Determination  Of  Fish  Oil  In  Dry  Oils  And  Drying  Fotty  Acids 

AStM  D3725-78 

MR 

29  Nov 

79 

MR  SH 

By  Gas  Liquid  Chromolography  •  29  Sep  78  Validated  Jan  86  USER  ME  CG 

OS  REV-CR  £R  AS  YD 

8010 

Shellac  Varnish  . . . . . . . 

A-A-8 

J 

17  S.p 

79 

8010 

Sh.Hoe,  Cul  USER-ME  REV  OS . 

TT-S  300A 

t 

25  Apr 

77 

8010 

Silica,  Diotomaceous,  Uncalcined  USER-YD  CG  OS  REV-ME  AS  84 . 

MII-S-15191C 

SH 

03  Apr 

86 

SH 

99 

8010 

Solutions  By  Gos  Chromatogrophy.freeeurethane  Prepolymers  &  Ceotings 

ASTM  03432-80 

MR 

14  Mor 

88 

MR  SH 

99 

Toluene  Diisocyonoted  In  •  30  May  80  Validated  Mar  68 

NOTICE  2 

8010 

Solvents  And  Diluents,  Volotile,  Stondord  Test  Method  for  Odor  Of  -  14  Nov 

ASTM  01296-84 

MR 

01  Moy 

85 

MR  SH 

99 

1964 

8010 

Solvents  Volatile  For  Use  In  Pom:,  Vormsh,  Loequer  &  Reloied  Products 

ASTM  D 1353-86 

MR 

04  F«fe 

88 

MR  SH 

84 

Nonvolatile  Matter  In  •  22  Aug  86  USER-OS  AS  REV-ME  SH 

NOTICE  1 

8010 

Solvents,  Kauri  •  Butanol  Votve  Of  Hydrocarbon  •  27  May  83  USER-AR  $H  YD 

ASTM  D1133  83 

MR 

30  Ocl 

84 

MR  SH 

20 

AS  REV-ME  99 

8010 

Solvents,  Vacuum  Oistillolion  Of,  From  Solvent-bast  Paints  For  Anolysis  -  29 

ASTM  D3272-76 

MR 

29  Nov 

79 

MR  SH 

Oct  76  (Reopproved  1981)  Validated  Jon  86 

8010 

Specimens,  Painted  Or  Cooted,  Subjected  To  Corrosive  Environments,  Stondord 

ASTM  D1654-79A84E1 

YO 

IV  Sep 

84 

ME  YD 

Evoluolion  0(  -  3  Dec  79  USER-SH  OS  REV-MR 

8010 

Slain  (Wood,  Solvent-dye  Type) . . . 

A-A-2339 

} 

26  Nav 

84 

8010 

Stain,  Latex,  Exterior  For  Wood  Surfaces . 

TTS-001992 

} 

29  Dk 

75 

8010 

Stain,  Oil  Type.  Wood.  Interior  USER-MR  AR  MO  YD  MC  REV-Gl  SH . 

TT-S-711C 

•ME 

01  Jun 

78 

ME  S.’ 

8010 

Stain,  Oil,  Scmi  transparent.  Wood,  Exterior  . 

TT-S-708A  (2) 

t 

23  Jun 

77 

8010 

Standard  Test  Method  For  Volume  Nonvolotile  Metier  In  Cleor  Or  Pigmented 

ASTM  D2697-86 

YD 

15  Oct 

87 

ME  YD 

COATlNGlO/15/87  REV-MR  SH 

8010 

Steel  Surfoces,  Rust  ng  On  Pointed.  Evaluating  Degree  Of,  Stondord  Method  Of 

ASTM  D610-85 

MR 

06  F.b 

86 

MR  SH 

84 

-  25  Oct  85 

8010 

Surfoce  Preporotion  Specificotion  No.  8,  Pickling  -  1  Nov  82  USER-AR  CE  MC 

SSPC  SP8-82 

YD 

16  Aug 

88 

ME  YD 

11 

os  SH  REV  MO  MR  MS 

NOTICE  1 

8010 

Surfoce  Preporotion  Commentory  •  1  Nov  82  USER-AR  CE  MC  OS  REV-MD 

SSPC  5PCOM-82 

YO 

16  Aug 

88 

ME  YD 

11 

MR  MS 

NOTICE  1 

8010 

Surfaces,  Mognesium  Alloy,  Preporotion  Of.  For  Painting  •  8  Sep  67  Validated 

ASTM  01732-67R73 

MR 

29  Nov 

79 

MR  SH 

Jan  86  USER  ME  OS  CG  REV-ER  AR  AS  YO 

8010 

Tope,  Pressure-sensitive  Adhesive,  For  Masking  During  Point  Stripping 

MIL-T-23397B  (2) 

AS 

16  Jul 

80 

MR  AS 

99 

Operations  USER-Gl 

8010 

Tensile  Properties  Of  Orgonic  Coolings . 

ASTM  D2370-82R87 
NOTICE  2 

MR 

14  Mor 

88 

MR  SH 

99 

8010 

Thinner,  Aircroft  Cooting  REV-DS  . 

MII-T-8I772B 

AS 

29  Jon 

86 

AS 

8010 

Thinner,  Cellulose-nitrate  dope,  Blush-retordmg  Validated  Jan  84  U$ER-AV  ...  . 

MII-T-6095B  (1) 

AS 

08  Moy 

78 

MR  AS 

99 

8010 

Thinner,  Cellulose  Acetate  Butyrote  Dope  Validated  Jan  64  kEv-mk  . 

M!L-T  6076a 

AS 

M  Au; 

<1 

AS 

99 

8010 

Thinner,  Dope  &  Lacquer  (Cellulose  Nitrote)  REV-84 . 

A-A-8S7B 

• 

06  Aug 

84 

8010 

Thinner,  Dope  And  Loequer  (Cellulose  nitrate)  USER-MI  MC  SA  AS  SH  REV-Gl 

TT-T-2660 

•ME 

30  Mor 

76 

ME  SH 

99 

ME  OS  DS 

INT  AMD  (2) 

8010 

Thinner,  Point,  Minerol  Spirits,  Regular  And  Odorless . 

TT.T.291F 

-ME 

08  May  78 

ME  SH 

99 

INT  AMO  1 

8010 

Thinner,  Synthetic  Resin,  Enomels  USER-MI  ME  GL  RFV-OS  SH  OS . 

TT-T-306C  (2) 

•ME 

18  Jun 

84 

ME  YD 

99 

8010 

Thinner,  Synthetic  Resin  Enomel..  . . . . 

TT-T-001386  (2) 

t 

15  Nov 

83 

8010 

Tinting  Medium,  Concentrole  Generol  Purpose  . 

TT-T-390A  (2) 

t 

23  Jun 

77 

8010 

Tronsporent  Liquid,  Color  Of  (Gardner  Color  Scole)  •  10  Mor  80  Validated  Jon 

86 

Tronsporent  liquid.  Viscosity  Of,  By  Bubble  Time  Method  -  29  Or*  1976 

ASTM  D1S44-80 

MR 

Jun 

80 

MR  SH 

99 

8010 

ASTM  01545  76E 

MR 

24  May 

78 

MR  SH 

11 

Volldoted  Apr  83 


815 
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8010 

Treolmtnt  And  Painting  Of  Molentt  USER*AT  SH  OS  REV>MR  AR  EA  Mf  MC 

MIL-T-704J 

ME 

28  May 

8S 

ME  YO 

MS  OS 

8010 

Tung  Oil  Quolity,  Slondord  Ttit  Method  For  ‘  31  May  85 . 

ASTM  D1964-85 

MR 

06  F«b 

86 

MR  SH 

84 

80’0 

Turpenlmt,>ompling  &  Testing  •  65  (Reopproved  1981)  VoMaftd  Apr  8$  . . 

ASTM  D233-65 

MR 

01  Moy 

74 

MR  SH 

99 

L 

8010 

Unified  Code  For  Cootingt  &  Finishes  For  OOD  Materiel . . . . 

MIL-STD-1S16A 

20 

28  Stp 

84 

20 

8010 

Varnish  (Mixing,  Phenolic)  (Metric) . . . 

DOD-V.13218C  (1) 

SH 

22  Mar 

S3 

MR  SH 

L 

8010 

Vornish  Phenolic,  Baking  VoUpK^ed  Dec  85USER*AR  REV>MD  Ml  EA . 

MIL-V-I2276D  (1) 

ME 

01  Aug 

73 

MR 

8010 

Vorniih,  Asphalt  USER-ME . . . . . 

TT-V-51F 

X 

31  D.C 

74 

8010 

Vornith,  Aspholl  USER'YO  99  . . . . . 

A-A-1632 

•ME 

10  Jun 

81 

L 

8010 

Vornish,  Electricolly  Insulotive,  Moisture*,  Fungus*,  And  High  Temperature 

MIL-V-S3148 

20 

24  Aug 

70 

20 

Reiiiloni  Validaled  Jul  87  REV-99 

NOTICE  1 

L 

8010 

Vornish,  Finishing,  Boking  For  Roller  Coot  Applicolion  Validated  Apr  62 . 

MIL-V-21064A 

OS 

31  Jul 

74 

os 

8010 

Varnish,  Interior,  Floor  And  Trim  USER*ME  MC . . . 

TT-V-71H 

% 

31  Jan 

79 

8010 

Varnish,  Interior,  Alkyd  resin  . 

TT-V-109C 

-ME 

30  Jon 

78 

ME  SH 

99 

8010 

Vornish,  Mixing,  For  Aluminum  Paint  USER*MR  REV*GL  Ml  .  . . 

TT-V-81G 

•ME 

07  Mor 

78 

YD 

99 

8010 

Vornish,  Moisture  And  Fungus  Resislont  (For  Treatment  Of  Communicrtfions, 

MII-V-173C  (2) 

ER 

07  Jul 

87 

ER  YO 

Electronic,  And  Associoted  Equipment  Validated  Jul  67  USER-ME  SH  MC 

REV-EA  AV  EC  OS  DS 

NOTICE  1 

L 

8010 

Vornish,  Moistureproof  Validated  Apr  82  REV-MI  EA . 

MIL-V.16399A 

os 

16  Sep 

71 

OS 

8010 

Vornish,  Oil,  Low  Sheen,  Brush  Or  Spray  Application  REV-YO . 

TT-V.85C  (2) 
tNT  AMD  2 

1 

18  Jon 

83 

8010 

Varnish,  Oil,  Rubbing  (For  Metal  And  Wood  Furniture)  . 

TT-V-86C  (1) 

1 

06  Oct 

78 

8010 

Vornish,  Spor,  Phenolic-resin  USER*ME  YD  REV-OS . . . 

TT-V-II9D  (2) 

X 

23  Jun 

77 

8010 

Vornish,  Spar,  Woter  Resisting  USER-ME  . . . 

TT-V-I21H 

•ME 

05  Jon 

78 

ME 

99 

0 

8010 

Vornish,  Waterproofing,  Electricol,  Ignition  Validated  Feb  83  USER-MC  SA 

MtL-V-13811D 

AR 

27  Sep 

76 

AR  YO 

99 

REV-AT  SM  EA  IS 

8010 

Varnishes,  Non  Volotile  Content  Of  *  31  Oct  73  (Reapproved  1981)  Validated 

ASTM  D1644-75 

MR 

04  D.C 

75 

MR  SH 

99 

Apr  83 

8010 

Viscometer,  Rotational  (Brookfield),  Rheological  Properties  Of  Non  newtonion 

ASTM  D2196-86 

MR 

24  Feb 

88 

MR  SH 

84 

Moterials  By,  Standard  Test  Method  For  •  39  Aug  1986  USER-SH  OS  AS 
REV-ME 

8010 

Volotile  Content  Of  Coating  Standard  Test  Method  REV-YO  84 . 

ASTM  02389-87 

MR 

20  S.p 

88 

MR  SH 

99 

8010 

Woter  In  Volotile  Solvents  (Fischer  Reagent  Titrotion  Method)  USER-ME  SH  AS 

ASTM  D1384-87 

MR 

20  Sep 

88 

MR 

11 

REV-AR 

8010 

Water  Paint,  Powder  (Cementitious,  White  A  Colors) . 

A-A-1S55 

1 

14  Apr 

81 

1 

8010 

Whiting  USER-MC  REV  IS . . . . . 

MIL-W-1S234C 

SH 

13  Jun 

88 

SH 

8010 

Zine  0««).  USER-Gl  ME  CG  REV-SA . 

ASTMD  79-80 

SH 

17  Jul 

85 

MR  SH 

8020 

Brush,  Artist  S,  Marking  USER-ME  . . 

H-8-371E 

•/. 

18  Moy 

77 

8020 

Brush,  Artist  S,  Fitch,  Flot . . . . . . . 

H-8-341G 

t 

14  Jul 

78 

8020 

Brush,  Artists . . . . . . . 

H-8-118E 

INT  AMD  (1) 

> 

04  Oct 

76 

8020 

Brush,  Colcimine,  Wall  Cooting . . . . . 

H-B-14IH 

» 

28  Jon 

86 

8020 

Brush,  Mottling  . . . .  . . . . 

H-B-391E 

•/, 

31  Oct 

77 

8020 

Brush,  Point,  Sosh  And  Trim  . . . 

H-»-491J 

INT  AMD  1 

T 

21  Mor 

86 

8020 

Brush,  Rodioior  Bronzing  . . . . . . . 

H-8-451E 

t 

07  Mor 

78 

8030 

Brush,  Roof,  Knotted  Style,  Three  Knots . . . 

A-A-377A 

X 

25  Sep 

80 

8020 

Brush,  Roof,  Knotted*style,  Three  Knots . . . 

H-B-47IH 

X 

31  May 

78 

8020 

Brush,  Vornish,  Flat  REV*YD . . . . . 

H.B-695G 

INT  AMD  1 

• 

01  Oct 

76 

8020 

Brush,  Varnish,  Oval  . . . . . . . . . . . . 

H*B-7nH 

06  Mor 

86 

8020 

Brush,  Whitewosh  . . . . . . . . . . . . 

H-B-731G 

X 

10  Jun 

78 

8020 

Grid,  Bucket,  Point  Roller  . . . . . 

A-A.1913 

X 

06  Aug 

83 

8020 

Mitt,  Point  (With  Two  Polyethylene  Liners)  . 

A-A-1840 

X 

00  Aug 

83 

8020 

Mitt,  Point,  Lambskin  (Furnished  With  Two  Polyethylene  Liners) . 

KK-M-330B 

X 

18  Jul 

75 

8020 

Point,  Roller  Cover . . . . . 

AA-2121 

X 

08  Aug 

83 

8020 

Roller  Frome,  Point  . 

A-A-1914 

X 

08  Aug 

S3 

8020 

Roller,  Kit,  Paint  USER-CE  ME  YD  MC  CG . . 

H-R-S50B  (1) 

•SH 

18  Jul 

77 

SH 

99 

8020 

Troy,  Roller  (For  Use  With  Paint  Rollers) . 

AA-1915 

X 

08  Aug 

83 

8030 

(Coslol  Waters)  Piles  &  Timbers,  Creosote-cool  Tor  Solution  To  Be  Used  In  The 

AWPA  PI 2-85 

MR 

10  Dec 

87 

MR 

99 

Treotment  Of  Marine,  Standard  For  10  Dec  87 

8030 

(Costal  Waters)  Piles  &  Timbers,  Tar  Creosote*<oal,  To  Be  Used  In  The 

AUPA  PI 3-85 

MR 

10  Dec 

87 

MR 

99 

Treotment  Of  Marine,  Standord  For 

8030 

Aircroft  Firewoll,  Sealing  Compound,  One-port  Silicone  •  1  Apr  1982  . . . 

AMS  3374-82 

AS 

29  Nov 

85 

MR  AS 

20 

8030 

Aluminum-pigmented  Asphalt  Roof  Coatings  •  26  Apr  1985  USER-CE  ME  . 

ASTM  D2e24-8S 

YD 

08  Apr 

86 

YO 

99 

8030 

Anti  Seize  Compound,  Mica  Bose  (For  Threoded  Fitting)  USER-SH  REV-ME  Ml 

84 

Antiseize  Threod  Compound,  High  Temperoture  USER-MI  GL  AT  ME  MC  OS 

MII-A-13B81C 

MR 

lOOcI 

83 

MR 

99 

8030 

MII-A-907E 

SH 

18  Jun 

85 

MR  SH 

99 

REV-EA  YD  AS  84 

8030 

Applicotion  Of  Polyurethane  Fuel  Tank  Coatings  REV-99  . 

Ma-A-3R767A 
NOTICE  1 

70 

30  J-ji 

87 

AS 

20 

8030 

Arsenate,  Chromoted  Copper  •  24  Feb  71  Validated  Jan  86 . . . . 

ASTM  D162S-71R81 

YD 

14  Aug 

81 

ME  YO 

99 

L 

8030 

Calking  Compound  (Liquid  Polymer  Polysolfride  Synthetic  Rubber,  Formufo  No. 

MII-C-1S705A  (1) 

SH 

13  Oct 

S3 

SH 

112  For  Mtlol  Encloiurti)  Validofd  Apr  82  USER-YD  REV-EA 

0  L 

8030 

Colking  Compound,  Synthetic  Rubber  Bose,  Wooden  Deck  Seom  Applicotion 

MIL'C-18255D  (6) 

SH 

04  Oct 

85 

SH 

USER-ME  REV-MI  EA 

8030 

Colking  Compound,  Oil  And  Resin  Bose  Type  (For  Mosonry  And  Other 

TT.C-598B  (2) 

•MR 

10  Feb 

87 

MR  YO 

99 

Structures)  Validated  Feb  87  REV-MI  EA  SA 

NOTICE  1 

8030 

Colking  Compound,  Oil  And  Resin  Bose  Type  (For  Building  Construction) . . 

TT-C-00598C  (1) 

X 

IS  Mar 

71 

8030 

Colking  Compounds,  Metoi  Seom  And  Wood  Seom  USER-ME  YO . 

TT-C-1796A 

• 

04  Sep 

74 

8030 

Coulking  Compounds . . . 

AA-272 

X 

26  Feb 

80 

L 

8030 

Cement,  Epoxy,  Metoi  Repoir  And  Hull  Smoothing  (Metric)  USER-MF  YO . 

DOD-C-24I76B  (1) 

SH 

22  Aug 

83 

SH 

810 
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1 

8030 

Cooling  Compound,  Temporary  Proltellvt  For  Retrograde  Materiols  R£V«SM 

AV 

Coating  Compound,  Metal  Pretreotment,  Reiin>actd  (Asg)  Validottd  Apr  80 

MIL-C-46157A 

MR 

03  Nov 

83 

MR 

8030 

MIL-C-8514C 

AS 

10  Dk 

67 

AS 

99 

USER-MI  ME  REV-EA  OS  OS 

Q 

8030 

Cooling  Compounds,  Thermo!  Insulotion,  Fire  And  Woter  Resistant,  Vapor 

MIL-C-19565C  (1) 

SH 

08  Apr 

88 

SH 

99 

Barrier  USER-CE  ME  AS  REV-YO 

Q 

8030 

Cooling  Compound,  Rust  Inhibitive,  Fish  Oil  Base  Volidot^  Apr  62 . 

TT.C-530B 

X 

20  Jul 

78 

8030 

Coating  Compound,  Bituminous,  Emulsion  Type,  Cool  Tor  Bose  Validated  Jun  87 

MIL  C-1S203D 

YO 

IS  Jun 

87 

MR  YO 

99 

USER-CE  SH  REV-CE  SH 

NOTICE  1 

8030 

Coating  Compound,  Strippoble,  Sproyoble  Validated  Aug  82  USER-ME  SM  AS 

MIL-C-16555D 

OS 

24  Ftb 

75 

MR  OS 

20 

SA  REV-YD  99 

8030 

Cooting  Compound,  Bituminous,  Solvent  Type,  Acid  Resistont  REV*ME  YD  64  20 

TT-C-494B 

/MR 

08  Mor 

85 

MR  SH 

84 

8030 

Coating  Compound,  Synthetic  Rubber,  Exposed  Steel  Surfaces  Validated  Apr  82 

MII-C-21067B 

Ml 

28  Jun 

66 

Ml  SH 

USER-ME  REV-MI 

8030 

Coating  Compound,  Bituminous,  Fillers,  Solvent  Type,  Aluminum  Pignwnted . 

TT-C-498C 

t 

10  Mar 

80 

8030 

Cooting  Compound,  Bituminous,  Solvent,  Coal*tar  Bose  Validated  Jun  87 

MIL-C-1S480B 

YD 

15  Jun 

87 

MR  YD 

99 

USER-CE  SH  REV-CE  SH 

NOTICE  1 

8030 

Cooting  Moteriol.  Phenolic  Resin  •  PTFE  Pigmented  150  Deg  C(300  Deg.  F) 

AMS  3136C-84 

AS 

20  Oct 

88 

MR  AS 

11 

Cure  -  1  Jon  1984  REV-GS 

Q 

8030 

Coating>compound,  Bituminous  Solvent  Type,  Block  (For  Ammunition}  Validated 

MIL-C-450C 

OS 

OS  Ftb 

71 

AR  OS 

99 

Apr  B2  USER-ME  MC  REV-MR  Ml  EA 

L 

8030 

Coating.  Ablotive  Resistant  Validated  Apr  86 .  . . . . 

Mll-C-47244  (1) 
NOTICE  1 

Ml 

08  Apr 

86 

Ml 

L 

8030 

Cooting.  Ablotive,  Applicotion  Of  Validated  Apr  86 . 

MIL-C-47246  (1) 
NOTICE  1 

Ml 

08  Apr 

86 

Ml 

L 

8030 

Coaling.  Ablative,  Phenolic  Epoxy  Resin  System  Validated  May  85 . 

MIL-C-47071 

Ml 

10  Moy 

74 

Ml 

8030 

Coating,  Aluminum  &  Silicon  Diffusion,  Process  For  . 

MIL-STD-341 

AT 

29  Mor 

88 

AT 

Q 

8030 

Coating,  Corrosion  Preventive,  For  Aircraft  Integral  Fuel  Tonks  Validated  Jul  67 

M11-C-27725B 

20 

30  Jul 

87 

AS 

20 

REV-99 

NOTICE  1 

Q  1 

8030 

Coating,  Corrosion-resistant  Validated  Feb  84 . 

MIL-C-1 1080a 

EA 

30  Dec 

68 

EA 

L 

8030 

Coating,  Eleciricoliy  Conductive,  Air  Drying . . . . . . . 

MII-C-47069A 

Ml 

30  Sep 

85 

Ml 

6030 

Coating,  Exterior,  For  Tinned  Food  Cons  Validated  Feb  84  USER-MS  MC  S$ 

TT-C-4950 

/Gl 

14  Jul 

78 

GL  SA 

REV-MD  MR  EA 

8030 

Coating,  Pock  Cementation,  Chrome  Alumlnide,  Process  For  USER-99 . 

MIL-STD-340 

AT 

29  Mor 

88 

AT 

L 

8030 

Cooting,  Polyurethane,  For  Protection  Of  Integrol  Fuel  Tonk  Seoling  Compound 

Mll-C-83019  (2) 

20 

30  Jul 

87 

20 

REV-EA  99 

NOTICE  1 

1 

8030 

Cooting.  Protective,  Resin,  Silicone  Validated  Jun  88 . 

Mll-C-47247  (1) 
NOTICE  1 

Ml 

14  Jun 

88 

Ml 

8030 

Cooting.  Protective,  Solvent  Removoble,  For  Microcircuits  Validated  Jul  67 

Mll-C-87179 

20 

30  Jul 

87 

MR  EC 

20  NS 

REV-MI  ER  17  19  84  99 

NOTICE  1 

8030 

Cooling.  Sproyoble,  Strippoble,  Protective,  For  Packoging  Of  Weopons  Systems 

MII-C-23760D 

AS 

04  Oct 

83 

MR  AS 

69 

&  ComponenK,  Applicolcon  Of  REV-SM  Ml  AV  AT  AL  99 

Q 

8033 

Cooting,  Sproyoble.  Strippoble,  Protective,  Woter  Emulsion  U$ER*AT  YO  SH 

MIL-C-6799K 

AS 

17  Sep 

84 

MR  AS 

11 

REV-AV  99 

8030 

Coating,  Strippoble  Masking  (For  Spray  Booths  And  Gloss).. . 

TT-C-517A 

t 

31  Dec 

64 

20 

8030 

Cooting.  Wash  Primer  (Pretreotment)  For  Metals,  Appikotion  Of  (For 

MIL  C-8507D 

AS 

23  Dec 

63 

AS 

99 

Aeronouticol  Use)  (Asg)  Validated  Jul  84  REV-MI  EA 

8030 

Compound-  End  Seoling,  Thermol  Isulotion  Pipe  Covering  fire-,^  Waters,  And 

MII-C-22395B 

SH 

09  Dec 

80 

ME  SH 

Weother-rsistont  USER-MR 

Q  1 

8030 

Compound,  Aspholtic,  High  Melting  Hot-mfll  (Cavity  lining)  Validated  Jul  81  .... 

Mll-C-82604  (1) 

OS 

12  Sep 

73 

OS 

O 

8030 

Compound,  Asphaltic.  Hot  Melt  (Covity  lining)  Validated  Apr  82  USER-AS 

MII-C-3301C  (1) 

OS 

20  Jon 

76 

AR  OS 

99 

REV-MR 

8030 

Compound,  Battery  Seoling  (Metric)  Validated  Jun  87 . . . 

DOD-C-2687B  (1) 
NOTICE  1 

SH 

02  Jun 

87 

SH 

L 

8030 

Compound,  Gun  Slushing  Validated  Apr  82  . . . 

MIL-C-18487A 

os 

07  Apr 

72 

OS 

L 

8030 

Compound.  Mounting,  For  Opticol  lens  Blonks  Validated  Oct  88  USER-MD  ME 

MII-C-13I25C 

MR 

31  Oct 

88 

MR 

REV-EA 

NOTICE  1 

O  1 

8030 

Compound,  Polymeric  Elostomer,  Thermosetting  (For  Use  As  Bomb  Toil  Pod 

MIL-C-82633 

os 

27  Aug 

73 

os 

Validated  Jul  Bl  REV.99 

1 

8030 

Compound,  Sealont  Anti-sieze  Validated  Jul  87 . 

Mll-C-47167  (1) 
NOTICE  1 

Ml 

07  May 

76 

Ml 

L 

8030 

Compound,  Sealing,  Polysulfide  Rubber  Validated  Mar  85  . 

Mll-C-47121 

Ml 

24  May  74 

Ml 

O  L 

8030 

Compound,  Seoling,  Fluid  Resistant  Validated  Jul  82  . 

MIL-C-83982 

84 

21  Jan 

74 

99 

L 

8030 

Compound,  Woterproofing  (For  Smoll  Arms  Ammunition)  Validated  Oct  88 

MII-C-137B3C 

MR 

31  Oct 

88 

MR 

USER-MI  REV-EA 

NOTICE  1 

8030 

Compounds,  Adhesive,  Aircroft  Design  8  Use  limitations  For  Threoded 

MS-18069B 

AS 

28  Feb 

85 

AV  AS 

11 

Components  Reioined,  Sealed  Or  locked  By 

1 

8030 

Compounds,  Epoxy.  Encapsulating  Validated  Jul  81  REV  Ml . . . 

MIL-C-82644 

OS 

27  Jon 

75 

OS 

8030 

Compounds,  Lotex  Seoling  •  28  May  76  (Reapproved  1986)  USER-CE  OS  SH.... 

ASTM  C834-76 

YD 

06  Jun 

80 

YD 

Q 

8030 

rnrroMrto  Pr»H#ntive  Compound  Water  Emulsifioble.  Oil  Type  Validated  Jan  86 

MIL-C-40084B 

MR 

07  Jan 

60 

MR  AS 

USER-AR  SA  SH  MC  YD  REV-AV  Gl  AT  ME 

0 

8030 

Corrosion  Preventive,  Fingerprint  Remover  Validated  Mar  88  USER-ME  Ml  SA 

Mll-C-150740 

MR 

22  Mor 

88 

MR  SH 

99 

MC  REV-SM  MD  EA  AS  OS 

NOTICE  1 

8030 

Corrosion  Preventive  Compound  And  Surface  Sealer  For  Nonferrous  Metals 

MIL-C-82S94 

os 

15  Sop 

71 

AR  OS 

Validated  Apr  82 

0 

8030 

Corrosion  Preventive  Compound,  Petrolotum,  Hot  Applicotion  U$ER-EA  MS  AS 

Mll-C-1 1796C 

MR 

04  Nov 

86 

MR  SH 

99 

REV-GL  Ml  SA  OS 

8030 

Corrosion  Preventive  Compounds  Cold  Application  (For  Motor  Vehicles 

Mll-C-83933 

MR 

10  Ftb 

87 

MR  YD 

99 

Validated  Feb  87  USER-EA  REV-SM 

NOTICE  1 

Q 

8030 

Corrosion  Preventive  Compound,  Solvent  Cutbock,  Cold  Applicotion  Validated 

MIL-C-16173D  (2) 

SH 

19  Nov 

68 

MR  SH 

99 

Apr  B2  USER-MC  REV-ME  SM  AR  YD  AS  OS  1'.  DS 

L 

8030 

Corrosion  Preventive  Compounds,  Cold  Applicotion  (For  New  &  Fielded  Motor 

MIL-C-62218A  (1) 

AT 

01  Dec 

87 

AT  YD 

99 

Vthicles  &  Troiltri)  REV>ME 


817 


FSC  LISTING 


DOCUMENT 


FSC 

TITLE 

NUMBER 

PREP 

DATE 

CUSTODIAN 

8030 

Corrosion  Prtvtntive,  Petrolotum,  Spraying  Application,  Por  Food  Hondting 

MII-C-10382D 

MR 

06  Oct 

83 

MR  SH 

20 

Mochlnery  And  Equipment  USER  ME  MC  REV>GL  MD  SM  SA 

Q  L 

8030 

Corrosion  Preventive  Compound,  Cold'opplicotion  (For  Motor  Vehicles) 

MIL-C-0083933A  (3) 

MR 

12  Aug 

71 

MR 

Validated  Jan  B6  USER-AR  Ml  REV-MD  AT 

Q 

8030 

Corrosion  Preventive  Compound,  Water  Oisplocing  Ultro  Thin  Film  USER*AT  ME 

MIL-C-81309D  (3) 

AS 

25  Sep 

86 

EA  AS 

99 

ER  CG  REV-MR  OS  YD  84  DS 

L 

8030 

Corrosion  Preventive  Compound,  Woter  Displacing,  Clear  (Amiguord) . 

MIL-C-eS054A 

AS 

26  Oct 

85 

AS 

8030 

Creosote  &  Creosote  Solutions,  Stondord  For  10  Dec  87 . . 

AWPA  92-85 

MR 

10  0,c 

87 

MR 

99 

8030 

Creosote  &  Oihtype  Preservatives, stondord  Methods  For  Analysis  9  Dec  87 . 

AWPA  A 1-80 

MR 

09  Dec 

87 

MR 

99 

8030 

Creosote  Or  Creosote*coal  Ta.*  Solution  From  Freshly  Treated  Piles,  Poles,  Or 

AWPA  A8-67 

MR 

09  Dec 

87 

MR 

99 

Timber  (Squeeze  Method)  Qualitative  Recovery  Of  •  1967  REV<ME  20  84  C$ 

8030 

Creoiote*cool  Tar  Solution  (Up  To  50V»  Tar)  &coal  Tar  (Coke  Oven  Tor) 

AWPA  FI-51 

MR 

10  Dec 

87 

MR 

99 

Volume  &  Specific  Grovity  Correction  Tobies  For  CREO$OTE100EC87 

8030 

Creosote<ool  Tor  Solution  •  28  Dec  1984  REV^GS . . . . . 

ASTM  D391-84 

YD 

23  Jon 

86 

ME  YD 

68 

8030 

Creosote'pentochcorophenol  Wood  Preservative  Solution,  Stondord  For  •  1970 

AWPA  P1 1-70 

MR 

10  Dec 

87 

MR 

99 

USER-SH  REV-ME  20  84  CS 

8030 

Creosote,  Petroleum  Oil  For  Blending  With,  Stondord  For  10  Dec  87 . 

AWPA  P4-86 

MR 

10  Dec 

87 

MR 

99 

8030 

Cresote*petroleum  Solutions,  Stondord  Volume  Correction  Table  For  •  1951 

AWPA  F4-51 

MR 

10  Dec 

87 

MR 

99 

REV-ME  20  84  CS 

Q 

8030 

Deseolont,  Integral  Fuel  And  Oil  Tanks  Volidoted  Jon  72  Validated  Jon  78 

MIL-D-90638  (1) 

AS 

19  Jon 

66 

AS 

20 

REV.99 

8030 

Factors  &  Correction  Tobies,  Miscelloneous  Conversion  •  1972  REV ‘ME  20  84 

CS 

Field  Cuts,  Creosote  For  Brush  Or  Sproy  Treatment,  Stondord  For  10  Dec  67  .... 

AWPA  F6-72 

MR 

10  Dec 

87 

MR 

99 

8030 

AWPA  P7-85 

MR 

10  Dec 

87 

MR 

99 

L 

8030 

Fungus  Resistant  Treatment  For  Sondbogs,  Copper  Processes  Volidoted  Sep  81 

MIL-F-45032A 

GL 

26  Nov 

71 

GL 

USER-MI  ME  REV-EA  IS 

L 

8030 

Gloss,  Metal  Sealing . . . . . . . 

MII-G-468B4  (1) 

Ml 

20  Jon 

81 

Ml 

8030 

Impregnants  For  Aluminum  Alloy  &  Mogneslum  Alloy  Costings  (Future 

MIL-I-6869D 

AS 

26  Aug 

87 

MR  AS 

11 

Proeur«m«nl-uM  MIL-I-17S63  USER-AV  AT  MC  REV-MI  EA  AR 

L 

8030 

Inspection  Procedure  For  Anoerobic  Thread  Locking  Compounds  Volidoted  Jon 

MIL-STD-13718 

SH 

1 1  Jon 

88 

SH 

88 

NOTICE  1 

L 

8030 

Lominoting  Resin  Volidoted  Jan  76  REV>MR  . . . . 

MIL-L-52696  (1) 

ME 

27  Jul 

83 

ME 

8030 

Land  &  Resh  Woter  For  Coal  Tor  Creosote,  Stondord  For  10  Dec  87..... . 

AWPA  PI-78 

MR 

10  Dec 

87 

MR 

99 

8030 

Leather  Dressing,  Mildew-preventive  Volidoted  Nov  75  Volidoted  Oct  87 

0-1-164D 

/GL 

13  Oct 

87 

GL 

99 

USER-ME  REV-SG  MR  MD  EA  IS 

NOTICE  1 

NO 

8030 

Leather  Dressing,  Vesicont  Gas  Resistant  Volidoted  feb  85  USER*CE  REV.99 . 

0-L-172A  (1) 

*ER 

27  Aug 

71 

ER  MC 

8030 

Lubricant,  Corrosion  Preventive  Compound,  Water  Displacing,  Synthetic 

MIL-L-87177 

20 

30  Jul 

87 

CR  AS 

20 

Validated  Jol  87  USER-AR  EC  REV-8S 

NOTICE  1 

8030 

Molding  Compound,  Reversion  Resistant,  Non  Carcinogen  Curing  Polyurethone, 

M11-M-S1999A 

AS 

20  Jul 

77 

MR  AS 

Aircraft  Structure  Volidoted  Apr  83 

8030 

Neats  Foot  Oil  . . . 

C-N-200A  (2) 

» 

05  Jul 

63 

8030 

Oil  And  Resin-bose  Caulking  Compound  For  Building  Construction  •  23  Aug  72; 

ASTM  CS70-72R84 

YD 

26  Nov 

84 

MR  YD 

Reopproved  1984  USER-CE  MC 

8030 

Oil  Solution,  Creosote-petroleum,  Standard  For  10  Dec  87 . 

AWPA  P3-57 

MR 

10  Dec 

87 

MR 

99 

1 

8030 

Packaging  And  Pocking  Of  Two  Component  Materials  in  Semklts . . . 

Mll-P-3e7l4B 

84 

14  Moy 

87 

99 

Q  L 

8030 

Point  Coating  System,  Fuel  Salt  Water  Ballast  Tanks  (Metric)  . 

MIL-P-232368  (1) 

SH 

19  Dec 

88 

SH 

8030 

Penetrotiort  Of  Preservatives  &  Fire  Retardonts,  Stondord  Methods  For 

AWPA  A3-84 

MR 

09  Dec 

87 

MR 

99 

Determining  9  DEC87 

8030 

Ptntachlorophtnol  -  10  Sep  S6  USER-AR  OS  MC  CG  REV-Gl  ME  . 

ASTM  D1272-56R81 

MR 

01  Moy 

81 

MR  YD 

99 

L 

8030 

Plostic  Coating  Compound,  Strippable  -  Electroplating . . . 

MII-P-23242B 

AS 

22  Mor 

82 

AS 

Q 

8030 

Plastic  Coating  Compound,  Strippable  (Hot  Dipping)  USER-MC  AS  SH  REV-ME 

MII-P-149D 

MR 

04  Jun 

84 

MR 

99 

GL  AR  ER  OS 

8030 

Plostic,  Plastisol  (For  Coating  Metallic  Objects)  USER-AT  YD  AS  EC  REV-MI  AR 

MII.-P-20689D  (1) 

MR 

07  Feb 

89 

MR  SH 

84 

EA  SH  84 

8030 

Plostic,  Self'Seoling  And  Non-self-seoling  Tank  Bocking  Materiol  Volidoted  Apr 

Mll-P-80458  (3) 

AS 

22  Feb 

74 

MR  AS 

20 

80  USER-MC  REV-AV  OS  99 

8030 

Plumbing  Fixture  Setting  Compound  USER-YD . . . . . . . 

TT.P.1536A 

t 

06  Jul 

75 

8030 

Powder,  Plasmo  Spray  56.5CO  •  25.SCR  •  10  5NI  •  7.5W  •  1  Jon  86 . 

AMS  5791-86 

20 

01  Aug 

86 

MR  AS 

20 

8030 

Powder,  Plosmo  Spray  95NI  •  5A1  •  1  Jon  86 . . . . . . 

AMS  5793-86 

20 

01  Aug 

86 

MR  AS 

20 

L 

8030 

Preservotion  Solution  Concentrate.  Sonar  Seo  Chest  Volidoted  Mor  74  REV-MR 

SA 

Preservotive  Coating,  Convos  Validated  Jon  82  USER*ME  MC  OS  YO . 

MIL-P-20088C 

SH 

14  Oct 

86 

SH 

Q 

8030 

TT-P-595A 

/GL 

13  Apr 

72 

GL  SA 

99 

Q 

8030 

Preservotive  Coating,  Rubber,  For  Rubber  Surfoces  USER-AR  MC  SA  OS 

MIL-P-11520E  (1) 

AT 

24  Mar 

82 

AT  SH 

REV-Gl  MR  SM  ME  AS 

8030 

Preservotives,  Oil-borne,  Analysis  Of,  Standard  Methods  For  •  1986  REV>ME  20 

AWPA  A5-86 

MR 

09  Dec 

87 

MR 

99 

84  CS 

8030 

Preservotives,  Waterborne,  &  Fire  Retardant  Formulations,  Standard  Methods 

AWPA  A2-86 

MR 

09  Dec 

87 

MR 

99 

For  Anolysts  Of  *  1986  USER-SH 

8030 

Preservotives,  Waterborne,  Stondords  For  •  1986 . 

AWPA  P5-86 

YD 

22  Moy 

87 

ME  YD 

99 

8030 

Primer,  Ablative  Resistont  Coolinq . 

MH  P.472t5A 

M' 

30  Msr 

87 

881 

8030 

Putty,  Linseed  Oil  Type,  (For  Wood  Sosh  Glazing) . 

A-A-378 

{ 

18  Oct 

79 

8030 

Putty,  Linseed-oil  Type,  (For  Wood  sash-glozing)  USER-YD . . . 

TT-P-00791B  (2) 

t 

23  Mor 

71 

8030 

Putty,  Pure-linseed-oil,  For  Wood-sosh  Glazing  Volidoted  Feb  87  USER-MC . 

TT-P-791A  (3) 

NOTICE  1 

•MR 

10  Feb 

67 

MR  SA 

99 

8030 

Putty,  Seoling  (For  Bolted  Steel  Storoge  Tonks)  Volidoted  Sep  81 . 

MII-P-30628B 

ME 

21  May 

71 

ME 

99 

8030 

Putty,  Zinc  Chromote,  General  Purpose  Volidoted  May  71  USER-MC  REV-MI  IS 

DS 

Resin  Cooling,  Unplgmented,  For  Engine  Components  And  Metol  Ports 

MIL-P-81 168 

84 

26  Apr 

65 

MR  SH 

99 

8030 

MII-R-3043B 

84 

05  Jon 

72 

MR  SH 

99 

Validated  Jul  82  USER-AT  SA  REV-AV  AS  OS  1 1 

L 

8030 

Retoir-ing  Compounds,  Single  Component,  Anaerobic  REV-MI  ER  ME  MD  $H  .... 

MIL-R-460828  (5) 

MR 

19  Jan 

88 

MR  AS 

Q 

8030 

Rust  Arresting  Cooling  (For  Treotment  Of  Rusted  Metol)  USER-AT  MC  OS 

MII-R-10036E 

MR 

14  Apr 

87 

MR  SH 

84 

REV-SH 


818 


FSC  LISTING 


DOCUMENT 


FSC 

TITLE 

NIJMSER 

PREP 

DATE 

CUSTODIAN 

1 

8030 

Rust  Arresting  Coating,  Shipboard  Exterior,  Gro/,  Nav/  hormuto  No.  123G 

DOD-R-18708B 

SH 

31  Aug 

79 

SH 

(Metric)  Validated  Sep  84  REV-AS 

8030 

Rust  Converter,  Metric . . . . . 

MIL  R-S3086 

ME 

08  Nov 

88 

ME  AS 

8030 

Salt  Solutions,  Preservotive,  Volume  Correction  Poctors  Por  •  1951  REV^ME  20 

AWPA  F5-51 

MR 

10  Dec 

87 

MR 

99 

84  CS 

8030 

Seolont,  Joint,  Non-iet*fuei'resis!ant,  Kot-opplied,  For  Portland  Cement  And 

SS-S-1401C 

/YO 

05  Sep 

88 

CE  YD 

99 

Aspholt  Concrete  Povements  Validated  Sep  86  REV-MO  MR  MS 

NOTICE  1 

8030 

Seolant,  Joint,  Two  Component,  Jet  Blost  Resistant,  Cold  Applied,  For  Portlond 

SS-S-200E  (1) 

/YD 

23  Aug 

88 

ME  YO 

99 

Cement  Concrete  Pavement  USER-MC  REV  CE  MR  MD  MS 

8030 

Sealants.  Elastomeric  Joint  -  25  July  1986  . . . 

ASTM  C920  86 

YD 

30  Apr 

87 

MR  YD 

8030 

Seolants,  Joint,  Jet-fuel  resistant,  Hot-opplied.  For  Portlond  Cement  And  Tor 

SS-S-1614A 

/YD 

05  Sep 

88 

CE  YD 

99 

Concrete  Povements  Validated  Sep  88  REV-MD  MR  MS 

NOTICE  1 

1 

8030 

Seoler,  Deck  Covering . . . .  . . . 

MIL-S-24522  (1) 

SH 

17  Nov 

81 

SH 

8030 

Seoler,  Joint,  Sewer,  Mineral-filled,  hot-puur . 

SS-S-169B  (1) 

t 

04  Jon 

78 

8030 

Seoler,  Woter  And  Weother  Resistont,  For  Asphalt,  Concrete,  And  Mosonry 

SS-S-1996 

* 

01  Jun 

76 

Surfoce,  REV-CE  99  04 

0 

8030 

Seating  And  Coating  Compound.  Corresion  Inhibitive  USER-ME  MC  REV-MI  AV 

MIL-S-81733C  (1) 

AS 

19  Apr 

88 

MR  AS 

20 

99  20 

1 

8030 

Sealing  Compound,  Firewall  Validated  Jut  87  REV.99 . 

MIL  S-3S249  (3) 
NOTICE  1 

20 

30  -lul 

87 

20 

1 

8030 

Seoling  Compound,  Environmental,  For  Aircraft  Surfocei  Validated  Jul  87 

MIL-S-3B228  (2) 

20 

08  May 

67 

20 

REV-99 

NOTICE  1 

O  L 

8030 

Seoling  Compound,  Deck  Polyurethone  (Poiyether  Bose) . 

MtL-S-24340A 

SH 

14  Sep 

88 

SH 

L 

8030 

Seolsng  Compound  Butyl  Rubber  Seolant  (For  Use  In  Ammunition)  Validated 

MiL-s-4an2 

AR 

16  Jul 

72 

AR 

May  BS 

L 

8030 

Seoling  Compound,  Polyurethone  Foam  REV-MR  GS . 

.V.!l-S-46897A 

Ml 

29  Apr 

83 

Ml 

1 

8030 

Sealing  Compound,  Electncol,  High  Strength,  Accelerotor  Required  Validated 

MIL-S  1-1732  (1) 

AS 

27  Dec 

72 

AS 

Apr  79 

8030 

Seeling  Compound,  Gosket,  Hydrocarbon  Fluid  And  Water  Resistont  USER-YD 

Mii-b-'jia.-rt 

MR 

04  Jun 

84 

MR  SH 

99 

AS  REV-ME  EA  84  OS 

O 

8030 

Seo'ing  Comoound,  Topcoot,  Fuel  Tonk,  Buno-n  Type  REV-MR  . 

MIL-S-4383C 

AS 

12  Mor 

86 

MR  AS 

20 

L 

8030 

Seoling  'ompound.  Noncuring,  Low  Consistency,  Silicone,  Groove  Injection,  For 

MIL-S-8S334 

AS 

21  Moy  80 

AS 

Inte^rol  Fuel  Tanks 

8030 

Sealing  Compound,  Electricol,  Silicone  Rubber,  Accelerotor  Required  USER-OS 

MIL-S-23586E 

AS 

10  Jul 

87 

MR  AS 

11 

REV-MI  ER  AR  AV  EC  99 

8030 

Sealing  Compound  (Elostomenc  Joint  Sealonts)  . . . 

A-A-1556 

t 

24  Apr 

61 

99 

8030 

Seoling  Compound.  Synthetic  Rubber,  Hose  Cover  Repoir  Validated  Apr  82  . 

MIL-S-2869B 

SH 

T9  Sep 

6S 

MR  SH 

1 

8030 

Sealing  Compound,  Noncuring,  Polysulfide,  Groove  Injection,  For  Integrol  Fuel 

MIL-S-85312 

AS 

-02  Mor 

79 

AS 

Tanks  Validated  Sep  8S 

8030 

Seoling  Compound,  Rubber  Bose,  Two  Component  (For  Colking,  Seoling,  & 

TT-S-227B  (1) 

t 

24  Jun 

65 

Closing  In  Building  Construction) 

8030 

Seoling  Compound,  Non-curing.  Polysulfide  Bose  Validated  Feb  83  REV-MD  Ml 

MIL-S-11030E 

MR 

02  Jul 

76 

MR  AS 

EA  AR  AT 

8030 

Sealing  Compound,  Elostomeric  Type.  Multi-component  (For  Colking,  Seoling, 

TT-S  00227E  (3) 

1 

09  Ocl 

70 

And  Glazing  In  Buildings  And  Other  Structures) 

Q  L 

8030 

Seoling  Compound,  Aluminum  Structure.  Pressure  And  Weother  Seoling.  low 

MIL-S-83315  (2) 

20 

14  Dec 

84 

20 

Density  Validated  Jul  87 

NOTICE  1 

8030 

Sealing  Compound,  Synthetic-rubber  Base,  Single  Component.  Chemicoliy  Curing 

TT-S-230A  (1) 

t 

06  Sep 

67 

(For  Caulking.  Seoling  And  Glazing  In  Building  Construction) 

8030 

Seoling  Compound,  Adhesive.  Curing  (Polysulfide  Bose)  Validated  Apr  80 

MIL-S-11031B 

AR 

05  Jun 

63 

AR 

11 

USER  AT  ME  MC  REV.MI  99 

8030 

Seoling  Compound.  Elostomeric  Type.  Single  Component  (For  Colking,  Sealing, 

TT-S-(X)230C  (2) 

t 

09  Oct 

/o 

And  Gfoztng  In  Buildings  And  Other  Structures) 

L 

8030 

Sealing  Compounds.  Quick  Repair.  Low  Temperoture  Curing  Polysulfide,  For 

MIL  S-85420 

AS 

14  Ocl 

80 

AS 

Aircraft  Structures 

8030 

Seoling  Compound,  Threod  And  Gasket,  Fuel.  Oil,  And  Water  Resistont 

MIL  S  7916C 

AS 

16  Moy 

73 

El  AS 

99 

Validated  Apr  79  USER-AT  ME  CG  REV-EA  SH 

Q  L 

8030 

Seoling  Compound,  Low  Temperoture  Curing.  Quick  Repair,  integrol  Fuel  Tonks 

MtL-S-83318  (3) 

20 

29  Aug 

88 

20 

And  Fuel  Cell  Cavilies  REV-99 

NOTICE  1 

L 

8030 

Sealing  Compound,  Noncuring,  Polybutene  REV-MR  ME  SM  AR  IS  . 

MIL'5-12158D 

AT 

13  Jun 

88 

AT 

8030 

Seoling  Compound,  Integral  Fuel  Tank  S  Fuel  Cell  Cavities,  Intermittent  Use  To 

MIL-S-83430A 

20 

30  -.,1 

87 

MR  SH 

20 

360  Deg  F  (182  Deg  C)  Validated  Jul  87  REV-AS 

INT  AMD  1 

8030 

Sealing  Compound,  Asbestos  Validated  Jun  83  USER-ME  REV-MD  AT  AR  DS.... 

TT.S-222B 

♦84 

17  Nov 

67 

MR 

20 

8030 

Seoling  Compound,  Aluminum  Integral  Fuel  Tonks  And  Fuel  Cell  Covities,  Low 

MIL-S-8784B 

84 

12  Apr 

71 

MR  AS 

99 

Adhesion,  Accelerator  Required  Validated  Jul  82  USER-OS  MC 

8030 

Seoling  Compound,  Dipcoating  Validated  Jun  83  REV-MO  $M  ME  EA . 

VV-S-190 

/84 

26  Ocl 

61 

MR  SH 

99 

L 

8030 

Seoling  Compound,  Non-corcinogen  Curing  Polyurethane  (Poiyether  Bosed), 

MIL-S-8S318 

AS 

27  Mor 

79 

AS 

Electric  Connectors  And  Electric  Systems  Validated  Sep  85 

8030 

Sealing  Compound,  Silicone  Rubber  Base  (For  Colking,  Seoling.  And  Glozing  In 

TT-S-(X)1543A 

t 

09  Jun 

71 

Buildings  And  Other  Structures)  REV-YD 

Q 

B030 

beoling  LompounO,  lemperolure  resistont.  integral  rue!  Tanks  And  Twet  Cs.” 

.MJJ-  S  8202F  f3^ 

20 

28  Aug 

8-1 

MP  44 

20 

Covillcs,  High-odhetion  REV-MI  AR  AT  OS  SH  99  OS 

8030 

Seoling  Compound  Single  Component.  Butyl  Rubber  Based.  Solvent  Releose 

TT-S-001657 

t 

08  Oct 

70 

Type  (For  Buildings  And  Other  Types  Of  Construction)  REV-YD 

L 

8030 

Seoling  Compound.  Preformed  (Metric) . 

DOD-S  82708 

OS 

21  Dec 

83 

OS 

8030 

Sealing  Compound,  Pipe  Joint  And  Thread,  leod  Free  Generoi  Purpose 

TT-S.1732 

/ME 

03  Dec 

71 

ME 

99 

Validated  Mar  84  USER-CE  REV  MR  MD  EA  OS  DS 

o 

8030 

Seoling  Compound,  Polysulfide  Rubber,  Electric  Connectors  And  Electric 

MIL-S'8516E  (2) 

AS 

29  Sep 

72 

MR  AS 

99 

Systems,  Chemicoliy  Cured  Validated  Oct  83  USER-AR  MC  REV-MI  AV  EA 

OS  EC  11 

0 

8030 

Sealing  Compound,  Potysulfide.  Accelerator  Required.  For  Aircroft  Structures 

MIL-S  7I24B 

AS 

29  Mor 

78 

MR  AS 

Validated  Jul  84  USER-OS  REV-MI  AV  AT  11 

L 

8030 

Sealing  Compound,  Joint  And  Threod,  High  Temperoture  . 

MIL-S-I5204D 

SH 

14  Aug 

84 

SH 

819 


FSC  LISTING 
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CUSTODIAN 

Q 

8030 

Seoltng  Compound,  Joinl,  Two  Component,  For  Sotted  Aluminum  Or  Steel 
Petroleum-storage  Tanks  Validated  Sep  $1  USER*MC  REV-MR  11  l5 

MIL-S-14231C  (1) 

ME 

20  Dec 

72 

ME 

99 

L 

8030 

Seotmg  Compound  (Wood  Bedding),  Fortified  . 

MIL-S-196S3B 

SH 

27  Jul 

84 

SH 

Q 

8030 

Seoting  Compound,  Inert  (For  Use  In  Ammunition)  Validated  Oct  86  U$£R>MC 

AS  REV-MI  EA 

MIL-S-3105C 

NOTICE  1 

os 

20  Ocl 

86 

MR  OS 

99 

L 

8030 

8030 

Seohng  Compound,  Toller  Casting  Validated  . 

Sealing  Compoung,  Preformed  Plostic,  For  Exponslon  Joints  &  Pipe  Joints 

USER-YD 

MII-S-17377D 
SS-S-210A  (1) 

SH 

18  Jul 

31  Ocl 

62 

78 

SH 

8030 

Seolmg  Maleriol  For  Melol  Contolner  Seams  USER-MC  SH  REV-OS  84 . 

MIL-S-I1388C 

MR 

14  Dec 

83 

MR  OS 

99 

8030 

Seoling,  locking  And  Retaining  Compounds,  Single-component  USER-ME  SH 
REV-MI  ER  SH  99  84  DS 

MIL-S-22473E  (4) 

MR 

23  Dec 

87 

MR  AS 

20 

8030 

Seating,  lubricoling.  And  Wicking  Compounds,  Thread  Locking,  Anoerobic, 

Single  Component  REV-MD  AR  ER  Ml  ME  AS  SH  99  64 

MIL  S  46163A  (1) 

MR 

05  Dec 

85 

MR  AS 

20 

8030 

Solvents  &  Formulotion  For  Orgontc  Preservative  Systems,  Stondord  For  -  1984 
REV  ME  20  84 

AWPA  P9  84 

MR 

10  Dec 

87 

MR 

99 

L 

8030 

Tope,  Aluminum  Foil,  Pressure  sensitive,  Heot  Reflective  ....  . 

MtL-T  47014  (1) 

AR 

17  Moy 

74 

AR 

L 

8030 

8030 

Tope,  Antiseize,  Tetrafluoroethylene,  With  Dispenser  Validated  May  75 

USER-ME  YD  REV-MI  OS  DS 

Tope,  Pressure  Sensitive  Adhesive,  Pipe  Wrapping  USER-YD . . . 

MIL-T-27730A 

L-T-1512A 

84 

* 

15  Apr 

09  Jun 

64 

75 

99 

L 

8030 

Tope,  Pressure  Sensitive  Adhesive,  Copper  Foil . 

MIL-T-47012  (1) 

Ml 

1 1  Jan 

82 

Ml 

8030 

Tope,  Pressure-sensitive,  Adhesive  (Corrosion  resistont)  Validated  feb  77 

USER-AT  ME  REV-MR  Ml  11 

MII-T-4053B 

84 

20  Aug 

62 

AS 

99 

8030 

Threod  Compound,  Antiseize,  Molybdenum  Disulfide-petrolotum  Validated  May 

84 

Thread  Compound,  Antiseize,  Zinc  Oust  petrolatum  Validated  Oct  84  USER-ME 
REV-MI  YO  DS 

MII-T-83483A 

20 

23  May 

78 

MR  SH 

20 

8030 

MIL-T-22361  (1) 

AS 

06  Jul 

64 

AS 

99 

8030 

Thread  Compound,  Antiseize,  Graphite  petrolatum  Validated  Jan  89  USER-ME 

MC  YO  REV-MI  AV  EA 

MiL-T  5544B  (1) 
NOTICE  (2) 

11 

12  Jon 

89 

MR  SH 

11 

8030 

Treated  Wood  &  Treating  Solutions  By  Atomic  Absorption  Spectroscopy  10 

Dec  87 

AWPA  Al)-83 

MR 

10  Dec 

87 

MR 

99 

1 

8030 

Treatment.  Moisture  And  Fungus  Resistont  For  Fire  Control  Electncol  And 

MIL-T-13867C 

MR 

10  Oct 

83 

MR 

Electronic  Initrumenll  And  Equipment.  USER'AT  SH  YD  REV-MI  AR 

8030  Water  Repellent,  Colorleit.  Silicone  Resin  Bale. . .  SS.W.IIOC  }  16  Jun  72 

8030  Woter.repellent  Compound,  Textile  Finish  Validated  Ocl  87  REV-MD  MR  EA  TT.W.1568  (2)  /GL  23  Oct  87  GL  SA  99 

MC  YD  IS  NOTICE  1 

8030  Wox  Emulsion  (Rust  Inhibiting)  USER-AT  SA  MC  REV-ME  SM  AR  Gt  20  99  IS..  MII-W.3688C  MR  23  Dec  87  MR  YD  99 

8030  Wood  Preservotive,  Fluor  Chrome  Arsenate  Phenol  Mixture  Validated  8eb  87  TT‘W-535C  *MR  10  Feb  87  MR 

USER-SM  CS  REV-MI  NOTICE  1 

8030  Wood  Preservative,  Tetrochloropheno)  And  Pentochlorophenol,  Surfoce  Seohng  MIL-W-13518C  (1)  ME  21  Mor  69  ME  99 

Compound  Validated  Mar  8d  REV-MR  CE  SM  Ml  EA 


8030 

Wood  Preservolives,  Standord  Methods  For  •  1980  REV-ME  20  84  CS . 

AWPA  A4-80 

MR 

09  Dec 

87 

MR 

99 

8030 

Wood  Preservative  Solutions,  Oil  Soluble,  Ship  And  Boot  Use  Validated  Apr  82 

MII-W-18I42B  (3) 

SH 

08  Sep 

65 

MOSH 

USfR  ME  YD 

8030 

Wood  Preservative!  Water  repellent  . 

IT-W-572B  (1) 

* 

13  Apr 

72 

8030 

Wood  Preservative,  Acid  Copper  Chromate  Mixture  USER-AT  CS  . 

TT-W  546D 

•ME 

26  Nov 

75 

ME  SH 

8030 

Wood  Preservotive,  Ammoniacol  Copper  Arsenite  Mixture . 

TT-W-5490 

INT  AMD  (1) 

-ME 

24  Nov 

75 

ME 

99 

80.10 

Wood  Preservotive,  Chromated  Copper  Arsenate  Mixture  ...  . . 

7T-W-550G 

t 

22  Apr 

76 

8030 

Wood  Preservative,  Chromoted  Zinc  Chloride  Mixture  USER  AT . . . 

rT-W-551F 

% 

15  Apr 

76 

8030 

Wood  Products,  Preservative,  The  Care  Of,  Standard  For  •  1984  USER-CE  MC 

AWPA  M4-84 

YD 

16  Oct 

86 

ME  YD 

99 

REV-MR  SH  CS 

8030 

Wood-preservative,  Creosote-petroleum  Solution  USER-CS . 

TT-W-568E 

•4 

06  Jun 

75 

8030 

Wood,  Oil-type  Preservolives  &  Water  In,  Method  For  The  Oeierminotion  Of  • 

AWPA  A6-83 

MR 

09  Dec 

87 

MR 

99 

1983  REV-ME  20  84  CS 

8030 

Wood,  Preparing,  For  Chemicol  Analysis,  Standord  Wet  Ashing  Procedure  For  • 

AWPA  A7-75 

MR 

09  Dec 

87 

MR 

99 

1975 

8030 

Wood,  Treated,  &  Treating  Solutions  By  X  ray  Spectroscopy,  Standord  Method 

AWPA  A9-86 

MR 

C9  Dec 

87 

MR 

99 

For  Analysis  Of  -  1986  REV-ME  20  84  CS 

8040 

Acoustical  Materiols,  Adhesive  For  •  1965  (Reopproved  83)  USER-MC  REV-ME 

ASTM  D1779  65R77 

YD 

01  Jun 

82 

MR  YO 

AS  SH 

8040 

Adhesive  USER-CR  REV-Gl . 

MIL-HDBK  691B 

MR 

12  Mor 

87 

MR 

8040 

Adhesive  (Rubber,  For  Paper  Bonding)  USER-MC  . . 

A'A  863 

•AS 

01  Mor 

84 

MR  AS 

84  GS 

8040 

Adhesive  (For  Plastic  Inhibitors)  Validated  Apr  82  USER-SA  REV  MI  . 

MIL  A-3167A 

OS 

05  Jan 

76 

MR  OS 

8040 

Adhesive  And  Sealing  Compound,  Epoxy,  Metal  Filled  Validated  Aug  85 

MMM-A-1754 

•AS 

01  Jul 

73 

MR  AS 

99 

USER-AV  AR  OS  MC 

8040 

Adhesive  And  Seoling  Compounds,  Cellulose  Nitrole  Bose,  Solvent  Type  (For 

MIL-A-82484 

os 

13  Jun 

67 

MR  OS 

99 

Crunonce  Use)  Validated  Jul  81  REV-Gl  Ml  AR  EA  AS  IS 

8040 

Adhesive  And  Seohng  Compounds  Cellulose  Nitrate  Bose,  Solvent  Type 

MMM-A-105 

•AR 

23  Jun 

67 

AR  AS 

99 

Validated  Mor  81  USER-CE  REV-Gl  SM  AR  SA 

8040 

Adh**ev*  Aebfi  C?'"po*j'*d,  Ce!*v*0!^  N'**c*e  Js;?  ScHc-:*  Type  . . 

A  A  529 

♦ 

esf  9- 

79 

8040 

Adhesive  Bond,  Test  For  Strength  Properties  Of,  In  Shear  By  Compression 

ASTM  D905  49 

MR 

01  Dec 

65 

MR  SH 

11 

Loading  -  01  DEC65  (Reopproved  1981)  Vofidated  Apr  S3  USER-YD  SA  OS 
REV-MI  ME  GL  AR  SH  AS  99  IS 

8040 

Adhesive  Bonded  Aerospoce  Structure  Repoir  USER-99 . 

Mil  HDBK  337 

20 

01  Dec 

82 

AR  AS 

20 

8040 

Adhesive  Bonded  Metol  Foced  Sondwich  Structures,  Acceptonce  Cnterio 

MII-A-B3376A 

20 

30  Jul 

87 

20 

USER-OS 

NOTICE  1 

8040 

Adhesive  Bonding,  Process  And  Inspection  Requirements  For  Validated  Sep  85 

Mil  A-9067C  (1) 

AS 

23  Feb 

79 

AV  AS 

USER-ME  REV-AR  Ml 

NOTICE  1(11) 

8040 

Adhesive  Bonding  (Structurol)  For  Aerospoce  And  Other  Systems,  Requirements 

MII-A-83377B 

20 

04  Mor 

88 

MR  AS 

20 

For  Validated  Mar  88  USER-OS 

NOTICE  I 

8040 

Adhesive  Bonds  To  Chemicol  Reogents,  Stondord  Method  For  •  24  Feb  84 

ASTM  D896  84 

MR 

02  Nov 

84 

MR  AS 

20 

USER-OS  YO  AS  REV-Gl  AR 


sao 
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8040 

Adhesive  Bonds,  Test  For  Tensile  Properties  ■  31  Mar  78  Vofidottd  Jan  86 

REV-GL  ME  AR  11  99 

ASTM  D897-78 

MR 

22  S<p 

80 

MR  SH 

11 

8040 

Adhesive  Bonds,  Test  For  Impact  Strength  Of  •  31  Mar  78  Validated  Jon  86 . 

ASTM  D9S078 

MR 

22  S.p 

80 

MR  SH 

99 

8040 

Adhesive  Bonds,  Test  For  Peel  Or  Stripping  Strength  Of  •  01  Dec 

6S(REAPPROVED  1978)  Validated  Apr  83  USER-YD  SA  OS  REV-MI  ME  Gl 

AR  AS  99  IS 

ASTM  0903-49 

MR 

01  Dec 

65 

MR  SH 

11 

8040 

Adhesive  Bonds,  Effect  Of  Moisture  And  Temperature  On  •  24  Feb  64 

USER  ME  REV-GL 

AS 

MR 

30  Oct 

84 

MR  AS 

20 

8040 

8040 

8040 

Adhesive  Bonds,  Test  For  Strength  Of,  On  Flexural  Looding  -  9  Moy  69 
(Reopproved  1977)  Validated  Apr  83  USER-MI  GL  REV-MI  ME  GL  99 

Adhesive  For  Acousticol  Moteriols . . . . . . 

Adhesive  For  Acousticol  Moteriols  Stondard  Specification  For  •  26  Oct  65 
USER-MC  REV-ME  AS 

A. 

M/.iM-A-OOISOB 

ASTM  D1779-65R83 

MR 

X 

YD 

27  Oct 

29  Apr 
26  Apr 

72 

76 

89 

MR  SH 

MR  YD 

n 

8040 

Adhesive  For  Bonding  Chipboord  To  Terneplate,  Tinplote,  And  Zmcpiote 

REV-AR 

MIL-A-4S059C 

MR 

02  Dec 

83 

MR  AS 

99 

8040 

Adhesive  For  Fastening  Gypsum  Wollboard  To  Wood  Froming  •  R85  Validated 

Feb  86 

ASTM  C557-73R78 

YD 

05  Dtc 

80 

YD 

99 

Q  1 

8040 

Adhesive  For  Piostie  Vibration  damping  Tile  Validated  Jun  84  . . . . 

Mll-A-24456  (’) 

SH 

15  Jun 

79 

SH 

8040 

Adhesive  Joints  Stressed  In  Sheor  By  Tension  Loading,  Stondard  Test  Method 

For  Determining  Durability  Of  •  7  Sept  84  REV-GL  84  20 

ASTM  D2919-S4 

MR 

03  Jan 

85 

MR  AS 

99 

8040 

Adhesive  Loyers,  Test  For  Blocking  Point  Of  •  26  Sep  66  (Reopproved  1981) 
Validated  Apr  83 

ASTM  D1 146-53 

MR 

26  Sep 

66 

MR  SH 

11 

8040 

Adhesive  Sealants,  Silicone,  Rtv,  General  Purpose  Validated  Jan  86  USER-MI 

CE  OS  YD  17  REV.M6  EA  99 

MIL-A-46106A  (2) 

MR 

11  Feb 

74 

MR  EC 

20 

8040 

Adhesive  Solids,  Dried,  Applied  Per  Unit  Area  Of,  Test  For  •  9  MAy69 
(Reopproved  1980)  Validated  Apr  83  USER-MI  GL  SH  REV-ME  99 

ASTM  0898-69 

MR 

27  Oct 

72 

MR  SH 

11 

Q 

8040 

Adhesive  System,  Epoxy-elastomeric,  For  Glass  To  Metal  Validated  Nov  88 
REV-MR  69  11 

MIL-A-48611A  (2) 
NOTICE  1 

AR 

02  Nov 

88 

AR 

99 

L 

8040 

Adhesive  System,  Epoxy,  For  Oissimilor  Metol  Bonding  USER-AR  REV-MR  . 

MIL-A-47074A  (2) 

Ml 

31  Dec 

87 

Ml 

L 

8040 

Adhesive  System,  Adhesive  &  Primer,  For  Bonding  Ethylene  PROPYLENE  Rubber 

To  Metol 

MIL-A-47310 

Ml 

10  Jul 

87 

Ml 

L 

8040 

Adhesive-sealant,  Silicone,  Rtv,  High  Temperoture . 

Mll  A-47040  (1) 

Ml 

04  Oct 

76 

Ml 

8040 

Adhesive-seolonts,  Silicone,  Rtv,  Non-corrosive  (For  Use  With  Sensitive  Metals 

And  Equipment)  Validated  Oct  88  USER-CE  Ml  OS  YD  SH  17  REV-MD  AR 

ME  EC  99  DS 

MIL-A-46146A  (2) 
NOTICE  1 

MR 

31  Oct 

88 

MR  AS 

11 

8040 

Adhesive/seolont,  Fluorosilicone,  Aromatic  Fuel  Resistont,  One-port  Room 
Temperoture  Vulcanizing  •  1  Apr  86  USER-SH  REV-AT  ME  Ml  SM 

AMS  3375 

AS 

10  Jon 

89 

MR  AS 

11 

8040 

Adhesive,  Acrylic  Bose,  For  Acrylic  Plastic  USER-ME  MC  REV-MD  Ml  . . 

MIL-A-8576C 

AS 

13  Nov 

84 

MR  AS 

99 

1 

8040 

Adhesive,  Air-drying,  Silicone  Rubber  . . 

MIL-A-47317 

Ml 

30  Jun 

87 

Ml 

1 

8040 

8040 

Adhesive,  Aircraft,  For  Structural  Repoir . . . 

Adhesive,  Ammol-glue . . . .  . 

Mll.A-85705  (1) 
MMM-A-tOOD 

AS 

•/. 

02  Feb 
07  Feb 

87 

78 

AS 

8040 

8040 

Adhesive,  Asphalt,  Cut-bock  Type  (For  Aspholt  And  Vinyl  Asbestos  Tiles) 

Validated  Feb  87  USER-AR  YD 

Adhesive,  Asphalt,  Water  Emulsion  Type  (For  Asphalt  And  Vmyl  Asbestos  Tile) 
USER-GL 

MMM-A-llOB  (1) 

INT  AMD  (2) 
MMM-A-1)5C 

•MR 

•YD 

10  Feb 

06  Aug 

87 

79 

MR  AS 

MR  YO 

99 

Q 

8040 

Adhesive,  Bonding  Vulcanized  Synthetic  Rubber  To  Steel  Validated  Jan  83 
USER-OS  AS  REV-AR  Ml  GL  MR  SH  YD  DS 

MMM-A-121 

/SH 

16  Dec 

66 

MR  SH 

8040 

Adhesive,  Brake  lining  To  Metol  Validated  Mar  88  USER-ME  Ml  REV-MD  AL 

AR 

MILA-46091B 

NOTICE  1 

MR 

30  Mor 

88 

MR  YD 

99 

8040 

Adhesive,  Butadiene  Acrylonitrile  Bose,  Medium  Solids,  General  Purpose 

Validated  Feb  87  USER-MI  ME  YD  MC  REV-MD  Gl  EA 

MMM-A-122C 
NOTICE  1 

•MR 

10  Feb 

87 

MR  AS 

99 

8040 

Adhesive,  Casein-type,  Water-and  Mold  Resistont  USER-MI  ME  ER  SH  REV-EA 

MD  AS 

MMM-A-125D 

/MR 

27  Aug 

84 

MR  YD 

84 

8040 

Adhesive,  Climbing  Drum  Peel  Test  For  -  27  Aug  76  (Reopproved  1981 

Validated  Apr  83 

ASTM  01781-76 

MR 

24  May 

78 

MR  SH 

11 

L 

8040 

Adhesive,  Contact,  For  Custom  Fit  Helmet  Liners  Validated  Jon  89. . 

MIL-A-e7134 

11 

20  Jon 

89 

11 

8040 

Adhesive,  Contact  USER-MI  YO  REV-OS . . . 

MMM-A-130B 

INT  AMO  (3) 

•ME 

09  Dec 

74 

ME 

84 

L 

8040 

Adhesive,  Copolymer  Polyurethone . . . 

Mll-A-47318 

Ml 

10  Jul 

87 

Ml 

8040 

Adhesive,  Cyanoocylote,  Ropid  Room  Temperature  Curing,  Solventless  USER-ME 

AS  MC  YD  99  REV-MI  AR  GL  MO 

MII-A-46050C  (3) 

MR 

27  Jul 

88 

MR  YD 

11 

8040 

Adhesive,  Dextrin,  For  Use  In  Ammunition  Con  Toiners  Validated  Oct  88 

USER-SA  REV-AR  84 

MtL.A-l3374E 

NOTICE  1 

MR 

31  Oct 

88 

MR  OS 

99 

L 

8040 

Adhesive,  Epoxy  Resm  Bose  REV  Mi .  .  . . . 

MIL-A.47284  (1) 

Ml 

01  Nov 

76 

Ml 

Q 

8040 

Adhesive,  Epoxy  Resin,  Metal  To  Metol  Structurol  Bonding  Validated  Apr  83 
USER-CG  YO  OS  REV-ME  GL  AV  DS 

MMM-A-134 

/AS 

17  Aug 

70 

MR  AS 

11 

1 

8040 

Adhesive,  Epoxy  (For  Bonding  Glass  Reinforced  Polyester)  Validated  Jan  86 

RfV  MD  ME  Ml  EA  IS 

MIL-A-52194A 

MR 

16  Jan 

67 

MR 

1 

8040 

Adhesive,  Epoxy  Resin  With  Polyomide  Curing  Agent  Validated  Jvl  81  REV  Ml 

FA 

Adh.»sive,  Epoxy  Resin  Bose  Low  And  Intermediote  Strength,  Generol  Purpose 
Validated  Apr  81  USER-ME  REV-MI  EA  OS 

MIL-A-81236  (2) 

os 

09  Sep 

68 

os 

8040 

MMM  A-187B 

•AS 

11  Sep 

74 

MR  AS 

99 

L 

8040 

Adhesive,  Epoxy,  Modified,  Flexible,  Two  Component  USER-AR . . . 

MIL-A-46864A 

Ml 

20  Dec 

83 

Ml 

8040 

8040 

Adhesive,  Epoxy,  Silver  Filled,  Conductive  Validated  Apr  81  USER-AR  CR  EC  .... 
Adhesive,  Epoxy,  Flexible,  Filled  (For  Binding,  Sealing  And  Grouting)  Validated 

Jul  84 

MMM-A-1931 

MMM-A-001993 

•AS 

/AS 

19  Sep 
28  Feb 

75 

78 

MR  AS 

AS 

99 

Q 

8040 

8040 

8040 

Adhesive,  Film  Form,  MetoHic  Structural  Sondwich  Construction  USER-AT  OS 

SH  REV  AV  ME  AR  MR  11 

Adhesive,  Fire  Resistont,  Thermal  Insulation . . . 

Adhesive,  Fire  resistant,  Thermol  Insulotion  . 

MIL-A-25463B 

MMM-A  002048 
MMM-A-204B 

AS 

t 

t 

31  Mor 

01  Apr 
01  Apr 

82 

78 

78 

MR  AS 

99 

Q  1 

8040 

Adhesive,  Flexible  Uniceliulor-plostic  Thermo!  Insulation  Validated  Jan  87 

USER-YO 

MIL  A-74179A  (2) 
NOTICE  1 

SH 

22  Jun 

87 

SH 

821 
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O 


I. 


Q 


L 

L 

Q 

L 

Q 

I 


Q 

L 

Q 


Q 


Q 


L 


I 


Q 


L 


8040  Adhesive.  Foomino,  Honeycomb  Core  Splice,  Struciurol  -67  DeQ.  To  oo350  Oeg. 

F  (-SS  Deg.  To  m175  Oeg.  C)  1  Od  81 

8040  Adhesive,  Fooming,  Honeycomb  Core  Sphce,  Structural  -67  Deg.  To  oo)80  Oeg. 

F  (-55  Deg.  ooo  oo80  Deg.  C)  •  1  Oct  81 

8040  Adhesive,  For  Bonding  Plastic  Toble  Top  Moteriat  To  Aluminum  Validated  Apr 
82  REV-MI  DS 

8040  Adhesive,  Grinding  Disk  Validat0d  Jan  86  USER-EL  Ml  ME  . . .  . . . 

8040  Adhesive,  Heat  Resistont,  Airfrome  Structural,  Metal  To  Metol  USER-MC 
REV-ME  Ml  AR  OS  99  84 

8040  Adhesive,  Liquid,  Test  For  Applied  Weight  Per  Unit  Area  OF-1  Jun  65 
(Reapproved  1982)  Validated  Apr  68 

8040  Adhesive,  Metol  Filled,  Conductive,  Electrical  And  Thermal  Validated  Jun  67 
REV-MR 

8040  Adhesive,  Metal  To  Wood.  Structurol  Validated  Apr  6!  USER-CR  MC . 

8040  Adhesive,  Methods  0(  Testing  Validated  Oct  88  U5ER-AL  MC  OS  SA  YO  11 
REV-MI  ME  GL  AV  AS  69  11 

8040  Adhesive,  Modified  Epoxy  Resm  With  Polyamine  Curing  Agent  Validated  Apr 
82 

8040  Adhesive,  Modified  Epoxy,  Flexible.  Two  Part  (Metric)  . 

8040  Adhesive,  Naturol  Or  Synthetic-noturol  Rubber  U$ER-AT  ME  OS  MC  YO 
REV-MR  GL  AV  AS  SH  84  DS 

6040  Adhesive,  Neoprene  Base,  Medium  Viscosity  Validated  Ju!  8!  REV-MI . 

8040  Adhesive,  Opticol,  Thermosetting  Validated  Jan  63  USER-MI  REV-MR . 

8040  Adhesive,  Potching  For  Chloroprene  Coated  Or  Chlorosulphonoted  Polyethylene 
Coated  Fabrics  Validated  Mar  83  USER-ME  REV-MR  MD 
8040  ,'dhesive,  Phenol.  Resorcinol.  Or  Melamine  Bose  Validated  Jan  86  USER-MI  CR 
SH  AS  OS  MC  REV-GL  MD  DS 

8040  Adhesive,  Phenol  And  Resorcinol  Resin  Base  (For  Morine  Service  Use)  Validated 
Apr  82  USER-MI  AT  ME  REV-YO  1 1 

8040  Adhesive,  Plastic  Resin  Validated  Jon  87. . 

8040  Adhesive,  Potychloroprene  Validated  Apr  80  USER-MC  REV-GL  MD  EA . 

8040  Adhesive,  Polyester,  Thixotropic  Validated  Apr  82 . . . 

8040  Adhesive,  Polymide  Resin  Film  And  Poste  High  Temperature  Resistont,  315  Deg. 
600  Oeg.  F  -  15  Sep  75  Validated  Jut  84 

8040  Adhesive,  Polyurethane  . . . . . 

8040  Adhesive,  Polyvinyl  Acetate  Emulsion  Validated  Apr  80  USER  AT  EA  YD  REV  Ml 

8040  Adhesive,  Resilient  Deck  Covering  Validated  Apr  82 ..  . . . . . 

8040  Adhesive,  Resilient  Flooring  (Water  Soluble)  Validated  Feb  87 . 

8040  Adhesive,  Rubber  Validated  Sep  88  USER-SM  ME  REV-MD  MR  Ml . 

6040  Adhesive,  Rubber  (For  Poper  Bonding)  Validated  Apr  83  USER-MC  REV-EA  . 

6040  Adhesive,  Rubber  Base,  Generol  Purpose  USER-AT  EC  YO  MC  REV-ME  GL  Mt 
SM  OS  11  DS 

8040  Adhesive.  Rubber  Base,  (In  Pressurized  Dispensers)  Validated  Apr  81  USER-MR 
SH 

8040  Adhesive,  Sealing  (For  Filters)  Validated  Jon  82  USER-MC . 

8040  Adhesive,  Staling,  For  Aromotic  Fuel  Cells  And  Generol  Repoir  Validated  Jul  82 
USER-MC  REV-MD  AR  11 

8040  Adhesive,  Semi  Solid,  Stick  Form,  With  Dispensers . 

8040  Adhesive,  Semi-solid,  Stick  Form,  With  Dispensers  . . 

8040  Adhesive,  Starch  REV-EA  85 . . . . . . 

8040  Adhesive,  Synthetic  Rubber,  Thermoplostic  General  Purpose  USER-YD  REV-MD 
Mt  ME 

8040  Adhesive,  Synthetic  Rubber  Validated  Jul  81  USER-ME  REV-MI  . . 

8040  Adhesive,  Ureo-resin-type  (Liquid  And  Powder)  Validated  Apr  81  USER-EL  AT 
SH  OS  REV-GL  ME  EA 

8040  Adhesive,  Water-resistont  (For  Closure  Of  Fiberboord  Boxes)  Validated  Feb  83 
USER-ME  SH  MC  SS  REV-GL  SM  MR  MD  OS  OP  IS  OS 
8040  Adhesive,  Water-resistant,  (For  Seoling  Waterproofed  Paper)  USER-ME  MC 
REV-GL  SM  EA  OS  69  OS  SS 

8040  Adhesive;  Paper  Label  USER-AR  GL  SH  OS . 

8040  Adhesives  •  A  Guide  To  Their  Properties  And  Uses  As  Described  By  Federol 
And  Military  Speclficotions  Validated  Feb  83  USER-AT  SA  OS  MC  YD 
REV-MI  ME  GL  SH  11 

8040  Adhesives  For  Structurol  Lominoted  Wood  Products  For  Use  Under  Exterior 
(Wet  Use)  Exposure  Conditions  •  34  Jun  1984  USER-CE  REV-MC  84 
8040  Adhesives  in  Sheor  By  Tension  Loading  (Metol  metal).  Standard  Testmethod  For 
1  Mar  73 

8040  Adhesives,  Emulsion,  Polyvinyl  Acetote-bosed,  Standard  Spccificotion  For  29 
April  86  USER-YD  OS  AS  REV-AR  ME  AT  11  84 

8040  Adhesives,  Epoxy  Validated  Mar  83  REV-MR  . 

8040  Adhesives,  Flre-reslstont,  Thermol  Insulotion  USER-CG  OS  AS  YD  . 

8040  Adhesives,  Metol  To  Metol,  Conducting  Creep  Tests  Of  -  28  Jul  72 

(Reopproved  1979)  Validated  Apr  83  USER-YD  SA  OS  REV-ME  GL  AR  Ml 
AS  99  IS 

8040  Adhesives,  Non  Conductive,  For  Electronics  Application  Validated  Jan  89 . 

8040  Adhesives,  Phenol,  Resorcinol,  &  Melamine,  Filler  Content  Of,  Stondord  Test 
Method  For  -31  Jon  86 

8040  Adhesives,  Stondord  Test  Method  For  Nonvolotile  Content  Gf  28  Apr  87  . . 


AMS  3689A-8) 

AS 

AMS  3688A-8) 

AS 

MILA-2 1366A 

SH 

MIL-A-14084C 

MR 

MMM-A-132A  (3) 

/AS 

ASTM  D899-SIR84 

MR 

NOTICE  2 

Mll-A-47089 

Ml 

NOTICE  1 
MMM-A-138A  (1) 

/AS 

fED-STD-175B 

/MR 

NOTICE  1 

MIL-A-8)253  (1) 

OS 

DOD.A-82720  (1) 

OS 

MMM-A-139A  (1) 

/AS 

MII-A-82569 

OS 

MIL-A-3920C 

AR 

MIL-A  43316a  (1) 

GL 

MMM-A  I8)D 

/MR 

Mll-A-22397 

SH 

(INT  AMD  1  ) 
MIL-A-47073  (1) 

OS 

MIL-A-S540B  (2) 

AS 

MIL-A-22434A 

OS 

AMS  3686-75 

AS 

MIL-A-47315 

Ml 

MMM-A.180C 

•AS 

MIL-A-2)016E 

SH 

MMM-A-137D 

•MR 

NOTICE  1 
MMM-A-182A 

/EA 

NOTICE  1 
MMM-A-)858 

•AS 

INT  AMD  2 
MMM-A-16t7  (2) 

/AS 

MMM-A-1058A 

•AS 

INT  AMD  1 
MII-A-3562B 

fcA 

Mll-A-91 17D 

84 

A-A-342A 

t 

MMM-A-002015 

X 

MII-A-17682E 

MC 

MMM  A-I89C 

/MR 

MIL-A-81270  (1) 

OS 

MMM-A- )88C 

/AS 

MMM  A-250C  (1) 

/MR 

MMM-A-260C 

/MR 

MMM-A-179B 

/MR 

MIL-HDBK  725 

MR 

ASTM  D2559-84 

YD 

ASTM  D3166-73R79 

MR 

ASTM  D4317-88 

MR 

Mll.A-47280 

AR 

MII-A-3316C 

SH 

INT  AMD  2 

ASTM  D1780-72 

MR 

MIL-A-87135 

11 

ASTM  D 1579-86 

MR 

ASTM  0 1 489-89 

MR 

22  Ocl 

84 

MR  AS 

20 

22  Ocl 

84 

MR  AS 

20 

16  Feb 

66 

MR  iH 

05  Moy 

80 

MR 

99 

12  Apr 

84 

MR  AS 

20 

20  Apr 

88 

MR  SH 

11 

o 

o 

74 

Ml 

19  Jun 

75 

MR  AS 

99 

31  Ocl 

88 

MR  SH 

11 

16  Nov 

66 

OS 

01  Nov 

84 

OS 

31  Jon 

77 

MR  AS 

11 

12  Jon 

69 

OS 

21  Feb 

77 

AR  OS 

29  Dec 

69 

Gl 

23  Jon 

80 

MR  YD 

99 

8  Sep 

60 

MR  SH 

99 

15  Jan 

87 

OS 

28  Dec 

73 

MR  AS 

99 

7  Mar 

61 

MR  OS 

05  Dec 

77 

MR  AS 

20 

08  May 

87 

Ml 

06  Aug 

79 

MR  AS 

99 

26  Jan 

67 

MR  SH 

99 

10  Feb 

87 

MR  YO 

99 

23  Sep 

88 

EA 

04  Nov 

74 

MR  AS 

99 

in  Jun 

81 

MR  AS 

99 

16  Jon 

75 

AS 

20 

02  Ocl 

59 

EA  YD 

19  Apr 

71 

MR  AS 

99 

08  Jan 

80 

06  Apr 

77 

11  Mor 

82 

MC 

99 

18  Mor 

85 

MR 

84 

09  Sep 

68 

OS 

02  Jon 

75 

MR  AS 

99 

12  Aug 

76 

MR 

99 

10  May 

84 

MR  AS 

11 

22  Mor 

88 

MR  AS 

99 

01  May 

72 

MR  AS 

99 

24  Apr 

87 

YD 

99 

02  Dec 

87 

MR  AS 

99 

13  Jon 

89 

MR  AS 

99 

09  Aug 

74 

AR 

20  Ocl 

87 

MR  SH 

15  Mar 

74 

MR  SH 

11 

20  Jon 

89 

11 

06  Moy 

86 

MR  SH 

20 

02  Dec 

87 

•MR  AS 

99 

822 
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8040 

AdhtiWtt,  Ttit  For  Amyloctoui  Matttr  (n  •  26  Stp  66  (Reoppro^ed  1981} 

ASTM  D1488-55 

MR 

25  Sep 

55 

MR  SH 

11 

V'o/MsMrf  Apr  83  REV-AR  AS  58 

8040 

Adhtlivts,  T«tt  For  Otniity  Ol,  in  Fluid  Form  (Ttntotive)  •  9  Mcy  69  Volidottd 

ASTM  01875-59 

AS 

27  Ccl 

72 

MR  AS 

11 

Apr  at  USER-MI  Gl  SH  REV-ME  99 

MR  AS 

8040 

Adheiivti,  Toit  For  Pm)  Rtiittonco  Of*  (T>pMl  Test)  (Tfnfottvo)  >  28  Jul  72 

ASTM  D1875-72 

MR 

27  Oct 

72 

11 

(Rtopprovid  1978)  Volidoted  Apr  83  USER-MI  Gl  SH  REV-ME  99 

8040 

Adhtilvoif  T*it  Method  for  Tht  Otiormination  Of  Tht  Odor  Of  •  74  Feb  1984 

ASTM  D4339-84 

MR 

11  Jun 

87 

MR  SH 

20 

8040 

AdheiWet  To»f  For  Reiiiton^e  Of,  To  Cydidaborotory  Aging  Conditiont 

ASTM  Dl  183-70 

MR 

27  Oct 

72 

MR  AS 

11 

(Tentofivt#)  •  t9MAR  70  (Reapproved  1961)  Vo/Zdared  Apr  83  US£R>MI  GL 
Pev-ME  99 

^0 

Adbew.vn,  Tetl  for  Srtength  Propertior  Of,  In  Shear  By  Tention  loading  (Metol 

ASTM  D 1002-72 

MR 

15  Mor 

74 

MR 

To  Melol)-  28  Jul  72  (RMpprovtd  1978)  ValldaUd  Apr  83  USER-YD  $A  OS 
REV-ME  Gl  AR  Ml  AS  99  IS 

8040 

Adhesive^,  Test  For  Condttency  Of  Adheitvni  0963  (Reopproved  1981) 

ASTM  DI084-53R8I 

MR 

20  Apr 

88 

MR  SH 

11 

VoUMtdApr  88  USER-O-S  REV-Gl  Ml  SA  YD  99  C$ 

NOTICE  2 

aa<e 

londt,  Adhesive.  Cleovoge  Strength  Of  Metol '  31  Mcr  70 . . . 

ASTM  D1052-78RS3 

MR 

08  Jur- 

88 

MR  AS 

11 

8040 

Cement.  Liquid,  Tent  Potehing  Vaiithttd  Cet  87  USER>MI  SM  MC  REV-MR  Mtr 

MIL-C-23998  (2) 

GL 

23  Oct 

87 

Gl  AS 

99 

EA 

NOTICE  1 

8040 

Cerr.ent,  Noturoi  Rubber,  MQgnttS<  .Mlnetweeping  Coble  Repoir  V^!<hHd  Apr 

Mll-C-230923 

SH 

25  Feb 

76 

SH 

83  USER-ME 

8040 

Cem«nl.  Ru1>b«r  ■  <9  Oct  82  USER-AR  SA  OS  YO  REV-AR  Gl  ME  Ml . . 

ASTM  D815-B2 

MR 

16  Jun 

83 

MR  SH 

11 

8040 

Cooting.  Flonie  Sproyed,  Adhesion  Or  Cohet^ve  Strength  Of  •  28  Dec  79 

ASTM  C533  79 

SH 

17  Jon 

83 

MR  SH 

USER-AS 

8040 

Copper  By  Adhesives,  Stondord  Proctice  Fcr  Deternilriing  Etectretyt^c  Coition 

ASTM  D3482-75R81 

MR 

02  Dec 

87 

MR  AS 

99 

0(  30  Apr  75 

8040 

Fecings,  A!owir*jn».  To  No«me!ollic  flo**  Coie  for  Shelter  Ponels, 

ASTM  E874-82 

Gl 

03  Nov 

83 

Gl  SA 

99 

8C40 

Adhetive  Sohding  Of  -  38  May  82  USbR-AS  PfV-MR  84 
film  Adhesives,  Stroc^urol  Film,  F^r  rtoneycomo  ^fjndwkh  PoneU  •  26  Mor  82 

ASTM  E85S-82 

GL 

03  Nov 

83 

Gl  SA 

99 

USER-AS  REV-MR  34 

S'MO 

Films,  Dry  AdhAi-iive,  Test  For  Hyd'ogen  Ion  Concentration  Of  •  31  ion  1986  .. 

ASTM  D1SS3-85 

MR 

06  Moy 

85 

MR  SH 

20 

.0040 

Films,  Supported  Adhesive,  By  Mondrel  Bend  Test  Method,  Flexibility 

ASTM  04338-84 

MR 

11  Jun 

87 

MR.-SH 

20 

D<l<rmMalia-\  Of  -  24  Feb  1984  USER-ME  AS  OS  REV-AV 

8G<0 

Glue,  Animol  (Protective  CoHoid)  REV-AR  64 . . . . . . . 

MII-G-45C30E 

MR 

04  Jun 

84 

MR  AS 

99 

eo-?o 

Glue,  Marine,  And  Aviation  Marine  (Waterproof)  USER'YD  REV*MR  EA  SA  AS 

MIL-G-413C 

SH 

29  Aug 

85 

SH 

99 

8040 

Pipe  &  Fittings,  Chlorinoted  Toly  (Vinyl  Chloride)  (Cpve)  Plastic,  Stondord 

ASTM  F493-8S 

YO 

25  Mor 

85 

ME  YD 

9? 

Specification  For  <  16  iul  35  USER-CE  MC  REV<84 

8040 

Pipe,  Ploslic  8  Fittings,  Solvont  Cements  For  Poly  (Vinyl  Chloride)  (PVC)  •  31 

ASTM  D2554-80 

SH 

09  Feb 

84 

MR  SH 

99 

Oct  80  REV-MD  ME  Ml  EA  AS  YD  84 

8040 

Primer,  Adhesive,  Corrosion  Inhibiting  For  High  Ourobility  Structvrrri  Adhesive 

AMS  3107-83 

AS 

02  Nov 

83 

AS 

» 

Bonding  •  1  Apr  83  REV<GS 

8040 

Primer,  Adhesive,  Cortbtion  Inhibiting  High  Ourobility  Epoxy,  *55  Deg.  To  Plus 

AMS  3107/1-83 

AS 

02  Nov 

83 

AS 

20 

95  Deg.  C  (-55  Deg  To  Plus  200  Deg.  F)  -  1  Apr  83  REV-GS 

8040 

Primer,  Adhesive,  Corrosion  Inhibiting  High  Durability  Epoxy,  *55  Deg.  To  Pius 

AMS  3107/2-83 

AS 

07  Nov 

83 

AS 

20 

120  Deg  C  (-55  Deg  To  Plus  250  Deg.  F)  •  1  Apr  83  REV-GS 

8040 

Primer,  Adhesive,  Corrosion  Inhibiting  High  Ourobility  Epoxy,  *55  Oeg.  To  Plus 

AMS  3107/3-83 

AS 

07  Nov 

S3 

AS 

20 

175  Oeg  C  (-55  Oeg.  To  Plus  350  Deg.  F)  ■  1  Apr  83  REV-GS 

8040 

Primer,  Adhesive,  Corrosion  Inhibiting  High  Durability  Epoxy,  -55  Deg.  To  Plus 

AMS  3107/4-83 

AS 

07  Nov 

83 

AS 

20 

215  Deg.  C  (-55  Oeg.  To  Pluc  420  Oeg.  F)  -  1  Apr  83  REV-GS 

8040 

Primer,  Bonding . . . . . . . . . 

MIL-P-47276A 

Ml 

23  Moy 

88 

Ml 

8040 

Primer,  Corrosion  Inhibiting  Adhesive,  For  Aluminum  Alloys  To  Se  Adhesively 

ASTM  8855-82 

Gl 

03  Nov 

83 

GL  SA 

99 

Bonded  In  Honeycomb  Shelter  Ponels  -  26  Mor  32  USER*AS  REV  MR  84 

8040 

PHmer,  Silicone  Adhesive . . . 

MIL-P-47279  , 

Ml 

17  Jun 

77 

Ml 

8040 

Primer,  Silicone  Rubber  Seolontc...... . . . 

MIL.P-47170  (2) 

Ml 

19  Mor 

85 

Ml 

8040 

Strength  Properlies  Of  Adhesives  In  Plywood  Type  C  rnttrvCtion  In  Sheor  By 

ASTM  D905-82 

MR 

27  Oct 

88 

MR  SH 

11 

Teniion  Looding  -  30  Jul  82  USER-AR  OS  YO  SA  RE.-Gl  AR  ME  Ml  SH  AS 

99  11  IS 

NOTICE  2 

8040 

Water*  Borne  Adhesives,  Test  Method  For  Determining  Grit,  lumps.  Or 

ASTM  04500-85 

MR 

11  Jun 

87 

MR  SH 

20 

Undissolved  Matter  In  In  >  26  July  1985 

81GP 

Waste  Disposol  Methods  For  Mililory  Packaging  Moteriols  Yolirhted  Feb  87 

Mll-HDBK  742 

GL 

27  Feb 

87 

GL  SA 

59 

REV-EA  ME  SM  MC  EC  AS  SH  99 

NOTICE  1 

8105 

Bog  And  Enevtiope,  Cellophone,  For  Pockoging  USER*MC  REV-MO  SM . 

PPP-B-15C 

•GL 

05  Jun 

75 

Gl  SA 

59 

8105 

Bog,  Sorrier,  With  Volotlle  Corrosion  INHIBITOR  Treoted  liners  Vohdated  Feb 

MIL-B-40028B 

AR 

12  Apr 

75 

AR  AS 

99 

83  REV-SM 

8105 

Bog,  Convos,  Hordwore.. . . . 

A-A-2110 

t 

08  Dec 

82 

8105 

Bog,  Conductive  Plastic,  Heot-scoloble,  Flexible . . . . . . . 

MIL-B-82547A 

OS 

28  Jul 

85 

OS 

8105 

Bog,  Cotton  Drill . . . . . . . . . 

PPP-B-1088A  (1) 

t 

21  Jon 

77 

8105 

Bog,  Cotton  Duck,  Noil  VaUdoted  Avg  87  REV>MD  . . . 

MIL-B-43155B 

NOTICE  1 

Gl 

25  Aug 

87 

GL 

8105 

Bog,  Cotton  Duck,  Cool,  1  Bushel  Ycl/dafed  Jun  87  USER'MD  REV-99 . 

MIL-B-1290C  (1) 
NOTICE  i 

GL 

25  Jun 

87 

Gl  SA 

59 

8105 

Bog,  Cotton  Duck  USER-Gl. .  . . . . . 

PPP-B-1358A  (2) 

•/. 

17  Moy 

75 

8105 

Bog,  Cotton  Duck  . .  . . . . 

A-A-301 

t 

01  Oct 

79 

8105 

Bog,  Cotton  Duck  (Soil  And  Groin) . . . . . . . . . . . 

PPP.B-1087B 

t 

31  Mor 

83 

8105 

Bog,  Cotton  Duck  (Soil  And  Groin) . . . . . 

A-A-1017 

t 

05  Mor 

80 

8105 

Bog,  Cotton,  Moiling . 

PPP.B-20D 

•GL 

19  Mor 

80 

GL  SA 

59 

8105 

A-A-871 

t 

80 

8105 

Bog,  Motion  Sickness  REV*MD  MS  99  DM . . . . . . . 

PPP.B-23B 

/59 

31  Jon 

74 

Gl  SA 

59 

8105 

Bog,  Pop»r  (Oorn  Bog)  REV-MD  AR  99 . 

A  A  1559 

/GL 

IBOcI 

82 

Gl  MC  59 

8105 

Bog,  Poptr  (Glouirw) . 

A-A-I535 

> 

20  Stp 

82 

8105 

Bog,  Poper  (Hordwore) . . . . . . . . . . 

A-A-155B 

t 

07  Dec 

83 

8105 

Sag,  Poptr  (Grocers)  USER-SM  MC  REV-MD  Ml  EA  99 . 

UU-8-35J  (3) 

•GL 

08  Feb 

74 

Gl  SA 

59 

8105 

Bog,  Poptr  (Hordwor.)  USER-Gl  SH  REV-99 . 

UU-B-38S  (3) 

% 

20  Sep 

75 

8105 

Bbg,  Poper  (Insuloled)  USER-Gl  SH  REV-99 . 

UU-8-25C  (2) 

* 

01  Jul 

75 

823 


FSC  LISTING 


fSC 


TITLE 


DOCUMENT 

NUMBER 


CUSTODIAN 


I 


L 


L 


L 

L 

L 

I 

L 

L 

I 


L 


BIOS  Bag,  Poper  Grocer  S  (Wet  Strength)  USER-14. . 

6105  Bog,  Paper  Merchondise  . .  . 

8105  Bog,  Paper,  Foil  lominated.  Flome  Retardant  . . 

8105  Bog,  Poper,  Insulated . . . . . 

8105  Bog,  Poper,  Merchondise  USER*GL . . . . . . . 

8105  Bog,  Paper,  Shopping  . . . 

8105  Bog,  Paper,  Shopping . 

8105  Bog,  Poper,  Woste  Receptacle . . . 

8105  Bog,  Poper,  Woste-receptocle  . . . 

8105  Bog,  Poper,  Woxed  (Field  Bread)  USER-SM  REV-MD  99 . 

8105  Bog,  Pilot  Relief  (Mole)  USER-MO  Gl  REV.99  . 

8105  Bog,  Plastic  (Bread)  REV-MD  99  . 

8*05  Bog,  Plostic  (Cushioned)  . 

8105  Bog,  Plostic  (Garment)  REV-MD  . . . . 

8105  Bog,  Plastic  (Interlocking  Seol  Closure)  REV-MD  99  . 

8105  Bog,  Plostic  (Produce  And  Poultry)  .  . . 

8105  Bag,  Plostic  (Sandwich)  . . . 

8105  Bog,  Plostic  (Produce  Ano  Poultry)  USER-GL . 

8105  Bog,  Plostic  (Sandwich)  USER  GL . 

8105  Bog,  Plastic,  (General  Purpose)  Validated  Mar  83  USER-MC  SS  REV-MD  AR 
OS  99  DS 

8105  Bog,  Plastic,  Bread  Validated  Jan  86  REV  MO  99.. . . . 

8105  Bog,  Plastic,  Contominoted  Waste  Disposal  Validated  Apr  8i  REV-MD  AR  MS 
YD  03  99 

8105  Bog,  Plostic,  Entomologicol  Specimens  Validated  Feb  67  REV-MD  99 . . . 

8105  Bog,  Plastic,  General  Purpose .  . . . . 

8105  Bag,  Plastic,  General  Purpose  REV-MD  9^  . . . 

8105  Bog,  Plastic,  Protective  (Garment)  REV  .iAS . . . . . 

8105  Bog.  Plastic,  Waste  Receptoele,  Squor.. . 

8105  Bog,  Sand.  Burlap  And  Colton  USER-GL  MC  REV-MI  99 . 

8105  Bog,  Sand,  Acrylic  Validated  Feb  86  USER-GL  MC  REV-YO  99  . 

8105  Bog,  Sand,  Polypropylene  USER-CE  GL . 

8105  Bog,  Shipping,  Burlap  USER-CE  ME  AR  YD  MC  SH  REV-EA  MD  71  80  84  99.... 
8105  Bog.  Sleeve  And  Tubing  -  Inferior  Packaging  REV-AT  SM  EA  AR  GL  AS  SH  OS 
99  GS 

6105  Bog,  Textile,  Shipping,  Burlap,  Colton  And  Waterproof  Laminated  USER-ME 
MO  AR  YD  MC  SS  REV-EA 

8105  Bog,  Tronsporent,  Flexible,  Seoloble,  Volotile  Corrosion  Inhibitor,  Treoted 
USER-MI  YD  MC  OS  REV-SM  EL  CR  AL  SA  SH  99 
8105  Bog,  Voluobtei,  Numbered,  With  Tog,  Melol  Identification  Validated  Jun  83 
USERGL 

8105  Bog,  Woste  Receptoble  . . . . . . . . . . 

8105  Bogs  And  Envelope,  Cellophane,  For  Pockoging  REV-MD  99 . . . 

8105  Bog;,  Poper  (Grocer  S)  REV-MD  99 . . 

8105  Bogs,  Shipping.  Woven  Polypropylene  USER-YD  MC  SH  . . . 

8105  Envelope,  Drug  Dispensing,  100S  Validated  Jun  84  . 

8105  Envelope,  Packaging,  Water  Vopor  Proof,  Flexible  USER-AR  ER  MC  OS 
REV-AV  SM  YO  99 

8105  Envelope,  Packaging,  Cushioned  REV-99 . 

8105  Envelope,  Pockoging,  Woter-voporproof.  Flexible  (R-985  And  R-1340  Engines) 
Validated  May  83  REV-99 

8105  Envelope,  Pockoging,  Woter-voporproof.  Flexible  (R-1820,  R-1830  And  R-20(X) 
Engines)  Validated  May  83  REV.99 

6105  Envelope,  Packaging,  Woter-voporproof,  Flexible  (R-2600  Engine)  Validated 
May  83  REV-99 

8105  Envelope,  Pockoging,  Water  Vaporproof.  Flexible  (5  KW  Aircroft  Power  Plont) 
Validated  May  83  REV-99 

8105  Envelope,  Pockoging,  Woter-voporproof.  Flexible  (J-33  Engine)  Validated  May 
83  REV-99 

8105  Envelope,  Packaging,  Woter-voporproof,  Flexible  (0-435  Engine)  Validated  May 
83  REV-99 

8105  Envelope,  Pockoging,  Woter-voporproof,  Flexible  (R-4360  Engine)  Validated 
May  83  REV.99 

8105  Envelope,  Pocking  List  (Self-odhenng)  REV-AR  99..... . . . . . .  ... 

8105  Envelope,  Pocking  List  (Double  Sofety  Fold) . 

8105  Envelope,  Packing  List,  Single  Fold  Asphalt  Laminated  . 

8105  Envelope,  Pocking  List,  (Flat)  USER-MC  YO  REV-AR  99 . 

8105  Envelope,  Water  Resistont.  For  Pockino  lists  And  Shiooino  Documents 
USER-MC  REV-SM  EA  AR  99  DS 

8105  Envelopes,  Pockoging,  Cushioned  USER-MI  MS  AS  YO  OS  REV-MC  . 

8105  Holder,  Maintenance  Records,  Assembly  Of  Validated  May  87  USER-GL . 

8105  Liner,  Toilet  Bowl . 

8105  Pouches,  Cushioned,  Flexible,  Electrostatic  Free,  Reclosoble,  Tronsporent 
USER-ER  SM  REV-AV  CR  SA  OS  SH  99  43 

8105  Protector,  Pocking  List  Validated  Apr  81  USER-MC  YD  OS  AS  SH  REV-AR  SM 
99  DS 

8105  Protector,  Pocking  List . . . . . . . 

8105  Retoiner  (Bumper)  Motenol,  Liner,  Trosh  Con  Validated  Mar  83  USER-CE 
REV-MD 

6105  Sock,  Shipping,  Poper  (Cushioned) . 

8105  Sock,  Shipping,  Paper, emesis  REV-MD  MS  DM  . . . . 


A  A  2273 

* 

01  Noy 

84 

A  A-3098 

t 

03  Moy 

87 

A-A-304A 

t 

10  Moy 

85 

A-A-688A 

t 

16  Sep 

86 

UU-B-39E 

% 

21  Mar 

76 

A-A-302C 

t 

15  Apr 

86 

UU-B-40C  (1) 

t 

31  Aug 

77 

A-A-310B 

t 

16  Sep 

86 

UU-B  43D  (4) 

t 

25  Aug 

77 

MIL&-436nA 

GL 

25  Jon 

88 

Gl  SA 

69 

NOTICE  1 

MILB-83665B 

69 

02  Jun 

81 

69 

A-A.1728 

•GL 

07  Aug 

81 

Gl 

69 

A.A-872 

t 

06  Mor 

80 

A  A-1696 

•GL 

10  Sep 

81 

Gl 

99 

AA-1799 

•GL 

20  Ocl 

81 

Gl  SA 

69 

A-A-1246 

t 

02  May 

80 

A  A-148A 

t 

25  Sep 

79 

PPPB.1089C 

% 

10  Jul 

78 

PPP-B-28A  (1) 

% 

29  Aug 

77 

PPP.B-26E  (2) 

/GL 

29  Feb 

80 

Gl  SA 

69 

Ma-B-43706A 

GL 

20  Mar 

80 

Gl 

69 

MIL-B-43444A 

GL 

30  May 

75 

Gl  SA 

69 

MIL-B-43255A 

GL 

27  Feb 

87 

Gl  MS 

69 

NOTICE  1 

A-A-1668A 

t 

07  Dec 

87 

AA-2299 

08  Apr 

86 

MIL-B-43716B 

GL 

30  Sep 

85 

Gl 

99 

A-A-1569 

t 

09  Jon 

81 

MIL-B-12233E 

GL 

31  Dk 

86 

Gl 

69 

MIL-B-52598B 

GL 

03  Dec 

69 

Gl  SA 

69 

MIL-B-52472C 

GL 

08  Sep 

87 

Gl 

99 

A-A-8S1A 

» 

24  Jon 

85 

Gl  SA 

69 

MIL-B-n7F 

GL 

30  Jun 

88 

Gl  SA 

69 

PPP  B-35C 

•GL 

09  Apr 

76 

Gl  SA 

69 

MIL.B-22020C  (1) 

AS 

26  Jul 

80 

Gl  AS 

MtL-B.1977C  (1) 

MC 

14  Oct 

77 

MC 

A-A.5ie95 

MB 

24  Apr 

87 

MD  MS 

03 

A-A-1247A 

* 

04  Apr 

85 

Gl  SA 

69 

A-A-550A 

t 

18  Nov 

82 

Gl  SA 

69 

PPP.B-1714  (1) 

•Gl 

22  Jun 

76 

Gl  SA 

99 

MtL-E-37579 

DM 

17  Jon 

77 

MD  MS 

03 

MtL-E-6060D 

AS 

02  Nov 

82 

Gl  AS 

69 

SUPP  1 

AA-2B6B 

• 

07  Oct 

83 

MII-E-8060/1A 

69 

20  Sep 

75 

69 

MII.E-6060/2A 

69 

20  Sep 

75 

69 

MtL-E-6060/3A 

69 

20  Sep 

75 

69 

MIL'E'6060/4A 

69 

20  Sep 

75 

69 

MIL-E-6060/5A 

69 

20  Sep 

75 

69 

MIL-E  6060/6A 

69 

20  Sep 

75 

69 

MIL  E-6060/7A 

69 

20  Sep 

75 

69 

A-A-1658A 

•GL 

11  Jun 

84 

Gl  SA 

69 

AA.1659 

t 

15  Jon 

81 

A-A-1660 

t 

28  Jon 

81 

A-A-166I 

t 

15  Apr 

81 

PPP-E.540C  (2) 

» 

01  Jul 

75 

PPP-E-1533B  (1) 

•GL 

20  Jun 

75 

Gl  SA 

69 

M5-24344C 

69 

18  Moy 

87 

69 

A-A.1642 

t 

28  Jon 

81 

MIL-P-81997B 

AS 

30  Sep 

83 

Gl  AS 

69 

PPP.P-700C 

•GL 

10  Ocl 

74 

Gl  SA 

69 

A  A-1907 

t 

15  Sep 

82 

MlL-R-43767 

GL 

10  Mor 

72 

Gl  SA 

99 

PPP-S  30D  (4) 

•GL 

22  Nov 

76 

Gl  SA 

69 

MIL-S-36177 

DM 

28  Jon 

64 

MD  MS 

824 


FSC  LISTING 


DOCUMENT 


FSC 

TITLE 

NUMBER 

PRIP 

DATE 

CUSTODIAN 

8105 

Sock,  Shipping,  Poper  (Reinforced . . . 

A-A-157B 

: 

08  Jun 

83 

8105 

Sock,  Shipping,  Poper  Validated  Feb  87  USER-MC  OS  Ao  REV-SM  ME  84 . 

UU-S-48F 

NOTICE  1 

/GL 

27  Feb 

87 

GL  SA 

69 

8105 

Sock,  Shipping,  Poper  (Reinforced)  ..  . 

PPP-S-)927A 

t 

10  Dec 

76 

8105 

Socks,  Shipping,  Poper  (Cushioned)  . . 

A-A-160C 

t 

10  Feb 

84 

8105 

Sock«,  Snipping,  Poper  (Closed  Cel]*cushioned) . 

A-A-158eB 

t 

18  Mar 

86 

8105 

Socks,  Shipping,  Pooer  (Piostic  'oom<ushloned)  . . 

A-A-1589 

t 

22  Apr 

81 

8110 

Borrel  And  Kegs.  Wood  Stock  Validated  Jun  81  REV-GS . 

PPP-B-1806 

/GL 

28  Sep 

73 

GL  SA 

69 

8110 

Con,  Composite,  For  Dry  Products  REV-GS  . . . 

PFP-C-55B 

NOTICE  (1) 

•GL 

16  Apr 

75 

GL  SA 

99 

8110 

Con,  Composite,  With  Metal  Ends,  For  Liquid  Items  Validated  Feb  84  US£R>SM 

PPP-C-1581A 

/GL 

08  Oct 

71 

GL  SA 

99 

REV-MD  AS  GS 

8110 

Cc  ''ermet'c  Sealing,  Aluminum,  Two-piece  USER«SH  REV-SM  EA  Ml  99  GS  .. 

MIL-C-26094E 

69 

14  Jul 

86 

GL  SA 

69 

8110 

Cci.,  Metol,  28  Goge  And  Lighter  Validated  Jan  82  USER-ME  Ml  YO  OP  SS 

PPP-C-96D  C" 

/GL 

02  Aug 

76 

GL  SA 

69 

REV-MO  AT  AS  OS  68  99  GS 

3110 

Con,  Milk,  Steel  Tinnud . 

A-A-672 

t 

21  Feb 

80 

8110 

Con,  Milk,  Steel  Tinned  USER-GL  REV-GS . 

RR-C-83C 

INT  AMO-(l) 

% 

07  Jon 

74 

8110 

Con,  Round  Composite  Motor  Oil  -  1976  . 

ANSI  MH3.4-76 

SA 

31  Mar 

81 

GL  SA 

69 

8i10 

Con,  Round  Metol  Motor  Oil,  Requirements  For  -  1974  . 

ANSI  MH3  1-74 

SA 

31  Mar 

81 

GL  SA 

69 

8110 

Con,  Screw  Cop,  Metol,  28  GAGE  And  Lighter  USER-AT  OS  ,'0  99  REV  AR 

A-A-888A 

• 

29  Aug 

84 

EA  MD  ME  AS  SH  99 

8110 

Con,  Telescope  Top  USER-MD  REV.99  GS . 

PPPC-58A 

•GL 

20  Aug 

73 

Gl  SA 

69 

8110 

Con,  Troy  Pock  REV-MD  TS  MC  SA  ^0  SS  . 

MtL-C-44340 

GL 

29  Jun 

88 

8110 

Canister,  Lithium  Hydroxide,  Screened  Ends,  Friction  Type  Covers  USER*GL 

MIL-C-21004B  (1) 

SH 

16  Jun 

86 

SH 

REV-GS 

8110 

Cons,  Composite,  Spirally  Wound  Validated  Jar  82  USER-MC  YD  REV-MI  ME 

MIL-C-3955C 

AR 

16  Dec 

75 

AR  SA 

69 

SM  EA  OS  99  DS  GS 

9110 

Container  Assembly,  Sompte  And  Specimen  Shipping  Validated  Feb  84 

PPP  C-1128A  (1) 

/GL 

18  Apr 

78 

GL 

69 

USlR-SM  EA  REV-MD  MS  99  GS 

3110 

Drum  Shipping,  Steel,  55  Gallon  (24  &  21  Gage  Reinforced)  Validated  Mar  63 

PPP-O- 11528 

/GL 

05  Oct 

72 

GL  SA 

69 

USER-YD  REV'  ‘.iD  SM  SH  99  68  GS 

8110 

Drum,  Fabric,  Collapsible,  Liquid  Fuel,  Cylindrical,  5(X)-GALLON  Copocity 

M11D-23119F 

ME 

06  Moy 

85 

me  sa 

69 

USER-GL  MC  YO  99  REV-AT  GS 

INT  AMD  1 

8110 

Drum,  fiber  Validated  Apr  Bl  US'^'-SH  OS  REV-SM  EA  MD  99  GS . 

PPPD-723H 

/GL 

16  Sep 

80 

Gl  SA 

69 

8110 

Drum.  FIBER,20  GALLON  Copocity,  For  Chemicolt  USER-MI  Gt  REV-GS . 

MIL-D-14258A 
NOTICE  1 

EA 

21  Jul 

86 

EA 

8110 

Drum,  Metol  ■  Shipping  And  Storoge  USER-\V  MS  CG  REV-MI  SM  AR  SA  99 

GS 

Drum,  Metol  Reusoble,  Shipping  And  Storoge  (Cop.  From  88  To  510  Cubic 

MIL  D-6054f 

69 

14  Moy 

87 

GL  AS 

69 

8110 

MIL-D-6055D 

69 

29  Dec 

87 

GL  SA 

69 

Inchei)  UScR-YD  SH  OS  80  REV-SM  EA  AR  8d  GS 

8110 

'^'um,  Metol  Shipping  And  Storage  16  To  80  Gollons  USER-AV  EA  MC  CG 

MS-27683C 

69 

08  Apr 

87 

GL  AS 

69 

<EV-MI  99  OS  GS 

8* 

•  -  Metol  Shipping,  Steel,  Lightweight  (55  Oollon)  Validated  Jan  82 . 

PPP-D-7nE 

t 

16  Dec 

75 

81  J 

'  elol  shipping  And  Storage  •  3  To  12  Gallons  USER-AV  EA  CG  MC  .MS 

MS-27684C 

69 

08  Apr 

87 

Gl  AS 

69 

k.  -iM  Ml  SA  O'  99  GS 

8110 

Drum,  Metol,  55  Ga»un  Reconditioned  (For  Shipment  Of  Noncorrotive 

PPP.D-732D 

/GL 

14  Apr 

76 

GL  SA 

99 

Moleriol)  Validated  Jan  82  USER-EC  VD  MC  REV-SM  GS 

8110 

Drum,  Piostic,  Molded  Polyethylene  Validated  May  60  USER-GL  MC  REV-SM 

GS 

Drum,  Plastic,  Molded  Polyethylene  . . .  . 

MIL-D-40030A  (1) 

EA 

29  Dec 

60 

EA 

69 

8110 

PPP-D-0C1860 

t 

21  Nov 

75 

8U0 

Drum  Shipping  And  Storoge,  Molded  Polyethylene  USER  AR  REV  MO  ME  EA 

MIL-D-437038  (2) 

GL 

13  Jun 

84 

GL  SA 

69 

AS  99GS 

8110 

Drum,  Shipping  And  Storo^  Steel,  16  And  30  Gallon  Copocity  USER-CR  MC 

PPP.D-705D  (1) 

/GL 

29  Dec 

83 

Gl  SA 

69 

YD  82  REV-MI  EA  AR  AS  SH  SA  S2  GS 

8110 

Drum.  Steel,  Colcium  Carbine  (100  Pounds  Capacity  USER-GL  YO  OS  REV  GS.. 

MIL  d-i9;b 

ME 

06  Jul 

bl 

ME  SA 

69 

8110 

Drum,  Universal  Steel,  16  Collon  (61  Liter)  Full  Removoble  Heod  Lug  Cover  (Ufc 

ANSI  MH7  8-79 

SA 

31  Moi 

81 

Gl  SA 

69 

Rule  40,  Nmfc  Item  260)  ■  1979 

8110 

Drum,  Universol  Steel,  55  Gallon  (208  Lite*)  Tight  Head  (DOT-I7E,  Ufc  rule  40, 

ANSI  MH2  )-79 

'A 

31  Mor 

81 

Gl  SA 

69 

Nmfc-ilem  260)  1979 

8110 

Drum,  Universol  Steel,  16  Colton  (61  Liter)  Full  Removoble  Heod  (Ufc  Rul^  40, 

ANSI  MH2.14-79 

SA 

31  Mor 

81 

Gl  SA 

69 

NMF:-260)  ■  1979 

8110 

Drum,  55  Gallon  (208  liter)  Tight  Heod  Universal  Steel  (DOT-5B)-  1979 . 

ANSI  MH2  3  79 

SA 

15  Apr 

81 

Gl  SA 

69 

8110 

Drum,  55  Gallon  (208  Liter)  Full  Removcb:e  Head  Universol  Steel,  Dot  17H,  Ufc 

ANSI  MH2.5.79 

SA 

31  Mor 

81 

GL  Sa 

69 

Rule  40,  Nmfc  Tern  260)  -  1979 

8P0 

Drums,  Fobric,  Colloosible,  (Drinking  Water,  55 , 250  &  500  Gollon  Copocities) 

MIL  D-43699C 

ME 

28  Moy 

87 

ME  SA 

69 

USER•^^C  REV-MD  GL  99  CS 

8110 

Drums,  Metol,  Reusoble  Shipping  &  Storage  REV-SM  EA  AR  34  GS  . 

MS-24347F 

69 

15  Dec 

or 

GL  SA 

69 

8110 

Drums,  Shipping  Ard  Storoge,  Steel,  5'  Gullon  (206  Liters)  Validated  Feb  84 

PPP-D-729E  (1) 

/GL 

30  Dec 

83 

GL  3A 

69 

USER-AT  AR  MC  MS  SS  REV-bA  Mi  SH  AS  99  PS  GS 

8110 

Drums,  Shipping,  Steel  DOT  6A,  DOT-6B  And  Dot  17C . 

PPP  D-736C 
iNT  AMD  (1) 

t 

15  Feb 

75 

8110 

Lid,  Reclosure,  Piostic  Validated  Feb  64  PEV.mD  MS  GS . 

MIL-L-43763A 

GL 

09  Dec 

77 

C-L  SA 

69 

8110 

Moiling  /  nc  Filing  Tubes .  .  . 

A-A-865A 

t 

09  Dec 

82 

81  ij 

®oli,  Piostic.  Shipping  And  Storage  Lw.IR  YD  SA  REV-SM  99  GS . 

PPP-P-1655A 

-GL 

24  Aug 

73 

G'.  AS 

69 

8110 

Po'l.  Universol  Steel,  5  Gollon  (19  liter)  Nesting  lug  cover,  (DOT  37A80, 

ANSI  MH2  15-79 

SA 

31  Mar 

81 

Gl  SA 

69 

DOT  37A60,  Ulc  Role  40,  Nmic  T'cm  260)  1979 

8110 

Poil,  Universol  Steel,  5  Gollon  (19  Liter)  Tight  Heod,  DOT  17E,  OOT-37060,  Ufc 

ANSI  MH2.9  79 

SA 

31  Mor 

81 

GL  SA 

69 

Rule  40,  Nmfc-i*e"  260)  ■  1979 

8110 

Polls,  Metol  (Shi'  -‘Iig,  S  'el,  1  Through  12  Gallons  USER-SH  Sa  OS 

PPP-P-704E  (2) 

/Gl 

20  Feb 

P7 

Gl  AS 

69 

KEV-MC  .AT  i 

8110 

Plug  And  Flonge  (f  dt  Drur  Closure)  USER-ME  MC  SA  AS  REV-68  99  GS  . 

PPP-P-420B  (1) 

•GL 

08  Apr 

74 

Gl  AS 

69 

825 


FSC  LISTING 


DOCUMENT 


FSC 

Tine 

NUMBER 

PREP 

DATE 

CUSTODIAN 

8110 

Ttedown  Assembly,  Chain  Type,  For  Drum(s),  Fobric,  Collapsible,  liquid  Fuel, 

MII-T-40627A 

ME 

29  Nov 

83 

ME 

69 

Cylindrical,  500  Gallon  Capacity  USER-GL  MC  REV-MT  GS 

8110 

Tube,  Shipping,  Collapsible  Vahdated  Feb  84  U5ER-MD  EA  REV-MS  99  GS  . ... 

PPP-T-1637 

/GL 

06  Aug 

71 

GL  SA 

69 

8110 

Tubes,  Moiling,  &  Filing  USER-AV  MC  SH  YO  REV-SM  EA  99  GS . 

PPP-T-495B 

INT  AMD-1  (GS) 

*GL 

25  feb 

74 

Gl  SA 

69 

8110 

Yoke,  Towing  And  lifting.  For  Drums,  Fabric,  Collapsible  Validated  Jon  85 

MIL-Y-40628C 

ME 

17  Oct 

80 

ME 

69 

USER-MC  REV-Gl  99  GS 

8115 

Box  ,  Wood  ,  Cleated  ,  Veneer  ,  Poper  Overlold  Validated  Jan  82  USER*CE 

PPP.B-576B 

/Gl 

30  Dec 

75 

GL  SA 

69 

MT  ME  REV-EA  OS  82  84  71 

8115 

Box  Pothologicol  Specimen,  Shipping  Validated  Jun  84  REV-MB . 

Mll-B-37749 

DM 

19  Sep 

78 

MD  MS 

03 

8115 

Box  Repoir,  Port,  Storage  USER-OS  SA  CS  REV-AS  EC . 

MIL  B-233D 

SH 

10  Jul 

8’ 

SH 

8115 

Box  Set,  Wood,  Nested,  Orgonizotionol  Equipment,  Type  MG&IA  REV-99 . 

MII-B-8111E 

69 

22  Jul 

83 

69 

8115 

Box,  Cops.  Liners  And  Sleeves.  Fiberboord,  Knocked  Down,  Flot,  Pocking  Of 

PPPB-638B 

/GL 

25  Jon 

88 

GL  SA 

69 

Validated  Jon  88  USER-MI  Mt  MC  YD  SS  REV-SM  99 

NOTICE  1 

8115 

Box,  Coniolidolion,  fiberboord  USER-GL  REV-SM  EA  11  99  43 . 

MIL-B-38721B 

69 

15  Dec 

80 

69 

8115 

Box,  Corrugated  Fiberboord,  (Records  Retiring . 

AA-670A 

t 

01  Dec 

82 

8115 

Box,  Corrugoted  Fiberboord,  High  Compression  Strength,  Weather  Resistont, 

PPP  B-1163B  (2) 

•GL 

29  Jun 

71 

Gl  SA 

69 

Wox  Resin  Impregnoted  U5ER-AR  MC  YO  SS  REV-SM  EA  OS  99 

INT  AMD  (3) 

8115 

Box,  Fiberboord  Special  Use,  Type  Hi,  Style  A  (Post  Office  Money  Order 

A-A-2018 

t 

18  Oct 

82 

Forms) 

8115 

Box,  Fiberboord  Special  Use  (Post  Office  Money  Order  Forms) . 

PPP-B-1606A 

t 

08  Mor 

74 

8115 

Box.  Fiberboord,  Special  Use  (Post  Office  Money  Order  Forms) . 

A.A.2017 

t 

17  Sep 

82 

8115 

Box,  Fiberboord,  Corrugoted,  Triple-wolt  Validated  Nov  75  USER-ME  SS 

PPP-B.640D  (1) 

•Gl 

07  Aug 

69 

Gl  SA 

69 

REV  Ml  EA  OS 

INT  AMD  6  (SA) 

8115 

Box,  F  berboord,  Soeciol  Use  (Post  Office  Money  Order  Fo'ms) . 

A-A-685 

t 

02  May 

80 

6115 

Box,  Fiberboord,  Special  Use  Type  IV,  Style  A  (Po^t  Office  Money  Order 

A.A-2019 

t 

01  feb 

63 

Forms) 

8115 

Box,  Fiberboord,  Overpock  For  Single,  Type  IV  Box  For  Post  Office  Money 

A-A-2020 

t 

19  Oct 

82 

Order  Forms 

8115 

Box,  Fiberbc  'rd.  For  Container:,  Reusable,  Aluminum,  Hond  Portoble  USER-GL.. 

MS-18023A 

OS 

29  Nov 

82 

OS 

8115 

Box.  Fiberboord,  Overpack  For  Two  Type  tV  Boxes  For  Post  Office  Money 

A-A-2021 

t 

19  Ocl 

82 

Order  Forms 

8115 

Box,  Fiberboord,  With  Cushioning  For  Special,  Minimum  Cube  Storoge  And 

MS-90353H 

SA 

01  feb 

82 

Gl  SA 

limited  Reuse  Applications  USER-GL  REV-SH  AS 

8115 

Box,  Fiberboord,  Overpack  For  Three  Type  IV  Boxes  For  Post  Office  Money 

A-A.2022 

t 

19  Ocl 

82 

Order  Forms 

8115 

Box,  Fiberboord,  Overpock  For  Five  Type  Iv  Boxes  For  Post  Office  Money 

A  A-2023 

t 

19  Ocl 

82 

Order  Forms 

8115 

Box,  Folding . . . 

A.A-2016 

t 

17  Sep 

82 

8115 

Box,  Folding  .  .  . . .  .  . . . . 

A-A-1834 

•Gl 

23  feb 

82 

SA 

8115 

Box.  Folding  (Poperboord,  For  Archival  Microfiche)  . . . . . 

PPP-B-2122 

t 

01  Ocl 

81 

8115 

Box,  folding,  Poperboord  USER-MC  99  REV-ME  AR  MD  SM  EA  SA  SH  99  SS 

PPP.B-566E  (3) 

/Gl 

25  Jon 

88 

Gl  SA 

69 

OS 

NOTICE  1 

8115 

Box,  Folding,  Spectocle,  Moiling  Validated  Jon  84  REV-MB  . 

MII-B-36931A 

DM 

04  Oct 

77 

MD  MS 

03 

8115 

Box,  Household  Gouds  USER-Gl  REV-SM  99  . . . 

PPP-B-580D 

INT  AMD  2 

/MT 

22  Mor 

79 

MT  SA 

69 

8115 

Box,  Metal.  Shipping,  Reusoble,  Transporter,,  Controlled  Humidity,  Steel,  270 

Mll-B  52508A 

ME 

08  Sep 

72 

ME 

Cubic  Foot  Capacity,  9,(XX)  Pound  Maximum  load  Validated  May  C3 

USER-Gl  REV-SM 

8115 

Box,  Metal,  Shipping,  Reusable,  Transporter,  Steel,  Max  load  9.000  lbs 

MII-B-11886K 

ME 

13  Ocl 

72 

ME 

69 

Validated  Feb  33  USER-AT  AV  SM  Gl  MC  REV-99  GS 

6115 

Box,  Poperboord,  Metol  Edge  (Telescoping)  . . 

A-A-866 

t 

12  Moy 

80 

8115 

Box,  Pothologicol  Specimen  Shipping,  Insulated,  Plastic  Validated  Jun  84 

MIL-B-36408B 

DM 

29  Aug 

78 

MD  MS 

03 

USER-Gl 

8115 

Box,  Plastic,  Comportmented.  Smoll  Ports  Validated  Mar  83  REV-MD  ME  AR  99 

MIL-B-3889B  (2) 

Gl 

Ob  Feb 

77 

GL  SA 

69 

8115 

Box,  Plastic,  insulated,  Meot  And  Dairy  Products,  laboratory  Sample  Validated 

Mil  B-37016A 

DM 

08  Aug 

78 

MD  MS 

03 

Jun  84  REV-MB 

8115 

Box,  Setup .  . . . . . . 

A  A  30063 

t 

28  Jon 

83 

6115 

Box,  Setup,  Moiling,  Dental  Validated  Feb  82 . . . . 

MILB-37173 

DM 

15  Apr 

75 

Gl  MS 

03 

8115 

Box,  Shipping  (Wood,  Noil  And  lock-  Corner  With  Two  Exterior  End  Cfeots) 

A-A1241 

% 

1 1  Jan 

83 

(Top,  Bottom,  Side,  Or  End) 

8115 

Box,  Shipping  (Wood,  NAIL,  And  lock -corner  With  Full  Cleated  Ends  And  Butt 

A-A-1234A 

• 

24  Aug 

84 

GL  SA 

69 

Joints)  (Top-bottom,  Sides,  Or  End)  REV-MO  ME  Ml  MT  SM  YD  99 

8115 

Box,  Shipping  Coniolidation  USER-AV  CR  AR  YO  OS  SH  REV-AT  MD  AS  MC . 

MII-B-43666D 

Gl 

01  Moy 

86 

Gl  SA 

8115 

Box,  Shipping,  Corrugated  Fiberboord,  High  S*'enght,  Weather  Resistont, 

PPP.B-1364C 

t 

10  Aug 

73 

Double  Wall  USER-SS 

8115 

Box,  Shipping,  Corrugated  Fiberboord,  High  Compression  Strength,  Weother 

A.A.1701 

•Gl 

18  Ocl 

82 

Gl  SA 

69 

Resistant,  Wax  Resin  Treated  USER-AV  AR  CR  MC  EC  AS  YD  70  84 

8115 

Box,  Shipping,  Fiberboord  (Modulor  SIzfs)  USER-MC  REV-MD  CT . 

MIL  B-17757E  (2) 

GL 

19  Ocl 

81 

Gl  SA 

69 

8115 

Box,  Shipping,  Fiberboord  USER  EC  OS  ZO  iCEV  SM  Ml  ME  AR  AS  YD  SH  70 

PPP-B-636J  (1) 

»• 

20  Jon 

82 

Gl  SA 

69 

71  82  84 

INT  AMD  4  (SA) 

8115 

Box,  Smoll  Ports  (Ploslic,  Comportmented)  REV  MD  99 . 

A-A-1738 

24  Moy 

85 

GL  SA 

69 

8115 

Box,  Whole  Blood  Skipping  Validated  Jun  81  REV-Gl  . 

MlL-B-36970 

DM 

28  Moy 

75 

MD  MS 

03 

8115 

Box,  Wood  elected.  Skidded,  load  bearing  Bose  USER-MI  CE  AV  MC  REV  AT 

MII-B-26195C 

69 

15  Moy 

87 

Gl  SA 

69 

YD  SH  AS  70  71 

6115 

Box,  Wood,  Noiled  And  lock-corner  USER-OS  SH  REv'-AR  MT  Ml  MD  YO  99 

PPP  B621D  (3) 

/GL 

30  Dec 

85 

GL  SA 

69 

84  43 

8115 

Box,  Wood,  Wirebound  USER-EL  MC  SH  SS  REV-ME  SM  EA  AR  OS  . 

PPP-B-585C  (2) 

/GL 

30  Dec 

85 

Gl  SA 

69 

8115 

Box,  Mood,  Wirtbound  Pallet  Type  USER-ME  CE  SH  REV-ME  EA  SM  SA  SH 

PPP.B.587B 

/«? 

31  Mar 

87 

GL  SA 

69 

80  99  70  71  DM 

8115 

Boxes  Setup  Validated  Jon  85 .  .  . 

PPP-B-676D  (2) 

/GL 

10  Aug 

77 

Gl  SA 

69 

8115 

Boxes,  Corrugated  Fiberboord,  Specioi  Purpose  (Records  Retiring) . 

PPP-B  650B  (2) 

t 

25  Jun 

76 

626 
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8115 

Boxts,  Poptrboard,  Mtto)  Edged  And  Con.ponenti  USER-ME  SA  YD  $S 

PPP.B-665D 

• 

o 

z 

o 

< 

72 

REV-SM  Ml  EA  OS  AS  DS 

8115 

Boxes,  Shipping.  Corrugoted  Fiberboord  Weather  Resistant,  Wox>fesin  Treated 

A-A-1699 

•GL 

29  Apr 

82 

Gl 

SA 

69 

USER-AV  EC  MC  84  70  REV-SM  GL  SA  OS  AS  84  70  GS 

8115 

Boxes,  Shipping,  Fiberboord,  Wood-cleated  USER>AR  MS  AS  SH  REV*AV  EA 

PPP-B-591B  (1) 

^GL 

25  Jan 

88 

GL 

SA 

69 

99 

NOTICE  1 

8115 

Boxes,  Shipping,  Reusoble  With  Cushioning  USER*GL  70  71  82  REV  SA  99  43  .. 

PPP-B-1672C  (3) 

/69 

01  Sep 

83 

SM  AS 

69 

8115 

Boxes,  Wood,  Cleoled  Plywood  USER-MC  SH  OS  REV-MD  EA  ME  AR  SM  YD 

PPP  B-601G  (2) 

/Gl 

29  Mor 

85 

GL 

SA 

69 

99  84 

INT  AMD  3  ($AF 

8115 

Breodbox,  Delivery,  Aluminum  REV*MD  MC  84  82  . . 

MIL'B-43341B 
NOTICE  1 

Gl 

27  Feb 

87 

Gl 

SA 

69 

8115 

Carton,  Egg . . 

A-A-689 

i 

01  Oct 

79 

8115 

Carton,  Egg  USER>GL . . . . . . . . . 

UU  C-225A  (2) 

% 

12  Dec 

75 

8115 

Cose  Set,  Transport  And  Storoge  USER-ME  CR  OS  MC  REV-SM  99  70  71  80 

MIL-C-4710D 

69 

29  Jun 

88 

GL 

SA 

69 

84  GS 

8115 

Cose,  Transit  And  Storage,  Woterproof  And  Woter-voporproof  USER-ME  MC 

MII-C-4150H  (1) 

69 

03  Mar 

80 

GL 

AS 

69 

SA  REV-SM  El  Ml  CR  OS  18  13  99 

8115 

Chests  And  Coses,  Metol,  Generol  Specification  For  Validated  May  85 

MIL-C-11020B  (1) 

AR 

01  May 

72 

AR 

USER-GL  REV-MI 

8115 

Closing,  Seoling  And  Reinforcing  Of  Fiberboord  Shipping  Contoiner,  GeneroS 

FED-ST0-224A 

•GL 

28  Jul 

72 

GL 

SA 

69 

Method  For  (Interim) 

NOTICE  1 

9  DEC  1974 

8115 

Contoiner  Assembly,  Somple  And  Specimen  Shipping,  Box  Type  For  Aviation 

MIL-C-43391A  (1) 

Gl 

21  Apr 

78 

Gl 

SA 

69 

Fuels  And  Lubricating  Oils  Volidatad  feb  84  USER-AT  REV-Sh  AS  11  99 

8115 

Contoiner  AssembI/,  Sample  And  Specimen  Shipping,  Box  Type,  For  Meot  And 

MtL-C-43369A 

GL 

25  Jon 

88 

GL 

SA 

69 

Doir/  Product  Somples  REV-MS  03 

NOTICE  1 

8115 

Contoiner  Inspection  Hondbook  For  Commerciol  And  Militory  lntermod<M 

MIL-HDBK  138 

AR 

14  Aug 

78 

AR 

99 

Containers  (Dry  Cargo  Type)  Validated  Feb  84  REV-AM  MT  69  43  SD 

8115 

Contoiner,  Corgo  USER-GL  REV-SM  MT . . . . 

MIL-C-52661C 

ME 

23  Feb 

89 

me 

8115 

Container,  Composite,  (Steel  Drum  With  Polyethylene  Insert)  USER-MI  OS  SH 

PPP-C-1337B 

/69 

26  Nov 

76 

Gl 

SA 

69 

REV-SM  EA  AS  85  71  70  84  GS 

NOTICE  2 

8115 

Container,  Metal  Reusable,  Shipping,  Inspection  And  Refurbishment  Of  (Issue 

MII-C-244S8 

SH 

01  Feb 

72 

SH 

Controlled  Requests  By  Other  Than  Dod  Activities  Must  Be  Submitted  Vio  The 
Preparing  Activity  Of  The  Spec.)  Validated  Sep  76  USER-GL 

8115 

Container,  Plastic,  /tolded  (For  Liquids,  Posies  And  Powders).  Overpocked 

PPP-C-569C  (2) 

•Gl 

15  May 

72 

Gl 

SA 

99 

USER-AR  SH  RF  SM  MD  EA 

8115 

Container,  Polyi  rethone,  Rigio  Or  Eiostic  For  Packaging  Small  Engines  REV-17  .. 

Mll-C-382268 

69 

09  Mor 

87 

69 

8115 

Contoiner,  Refrigerated,  8  Feet  X  6  Feet  X  20  Feet,  Insuloted  Validated  Feb  84 

MII-C-52788A 

ME 

03  Aug 

79 

ME 

REV-Gl  SM 

8115 

Contoiner,  Shipping  And  Storoge,  Metal  Reuseoble  (Issue  ControHed-requests  By 

MII-C-24465A 

SH 

01  -tul 

82 

SH 

Other  Thon  Dod  Activities  Must  Be  Submitted  Via  The  Preporing  Activity  Of 

The  Spec)  USER-GL 

8115 

Container,  Shipping  8  Storage,  Coot  (Hanger  Pock)  . 

MIL-C-44192 

Gl 

02  Jul 

85 

Gl 

8115 

Container,  Shipping  &  Storoge,  Metal,  Reusable  (NOFORN,  Subject  To  Speciol 

MIL-C-24457A 

SH 

30  Sep 

82 

SH 

Export  Controls,  Foreign  Govts  Or  Nationols  Submit  Request  For  Prior 

Approvol  To  Novel  Sea  Systems  Command) 

8115 

Container.  Thermal,  Shipping,  For  Medicol  Material  Requiring  Controlled 

PPP-C.1266B 

/DM 

30  Apr 

69 

MD  MS 

03 

Temperature  Ranges  Validated  Jun  79  USER-GL 

INT  AMD  1  (DM) 

8115 

Containers,  Plostic,  Molded  (For  Liquids,  Pastes,  &  Powders)  USER-SH  REV-MD 

A-A-1235 

• 

06  Dec 

84 

Gl 

SA 

69 

EA  MS 

8115 

Crote,  Wood.  Lumber  And  Plywood  Sheathed,  Nailed  And  Bolted  USER-AT  AS 

MIL-C-104B  (1) 

ME 

18  Aug 

82 

ME 

SA 

69 

REV-GL  EA  AR  MC  YD  99 

8115 

Crate.  Wood,  Open  &  Covered  USER-AR  AT  MC  REV  EA  Gl  CR  YD  OS . 

Mll-C-52950  (1) 

ME 

19  Jun 

79 

ME 

SA 

69 

8115 

Crate,  Wood,  Open.  12,000  Nnd  16,000  Pound  Copocty  Validated  Jon  72 

MIL-C-3774A 

ME 

21  Sep 

62 

ME 

SA 

69 

USER-MD  AS  REV-Gl  SM  CR  MC  YD 

8115 

Crates,  Shipping,  Wood,  Open,  Wirebound  USER-CE  MC  80  REV-ME  SM  EA 

MIL-C-11133D  (1) 

Gl 

10  Sep 

85 

GL 

SA 

69 

AR  AS  99 

8115 

Crates,  Wood,  For  Domestic  And  Overseas  Shipment  Of  Airfrome  Components 

MII-C-25731A  (1) 

69 

24  Moy 

74 

69 

(2,000  Pound  Maximum  Net  Lood)  USER-GL  REV-10  99 

8115 

Kit,  Sompling,  For  Aviation  Fuels,  Reusoble  REV-AV  SM  MC . 

MII-K-23714B  (2) 

AS 

13  Mor 

87 

GL 

AS 

69 

8115 

Logging,  Wood,  Wirebound  Validated  Mar  83 . 

PPP-1.1607A 

/Gl 

19  Jon 

71 

GL 

YD 

69 

8115 

Pollet  Box,  Fiberboord,  Expendable,  For  Air  Shipment  USER-GL  REV-SM  99 . 

MIL-P'26342B  (1) 

69 

16  Sep 

87 

69 

8115 

Panel,  Full  Cleoted,  Portially  Cleoted  And  Uncleoted,  Plywood,  Veneer 

MII-P-9902C 

69 

21  Jul 

85 

GL 

AS 

69 

Poper-overloid  And  Solid  Fiberboord  For  Sox,  Modulor  Systems  USER-AV  SA 
REV-SM  Ml  AR  ME 

8115 

Performance  Testing  Of  Commerciolly  Owned  Household  Goods  Contoiners 

MII-STD-1489B 

MT 

01  Feb 

80 

MT 

SA 

69 

Validated  Feb  86  REV  GL  ME  99 

8115 

Quotity  Ofwoud  Members  For  Containers  And  Pallets  USER  Ml  GL  MC  YD  SH 

MIL-STD  731 

ME 

12  Oct 

70 

ME 

SA 

69 

REV  AR  OS  99  SS  CS 

NOTICE  1 

12  OCT  1970 

8)15 

Shelf  Box,  Stotionary  Storoge  &  Disploy  Bin  USER-MD  MC  EC  REV-Gl  SM  YD 

A-A-669 

* 

12  May 

82 

Gl 

69 

AS  SA  69 

8120 

Adopter  Yoke,  Compressed  Gos  Cylinder  Volve  Connections,  U.S.  Adopters  To 

MIL-A-16288/12 

ME 

01  Oct 

73 

ME 

YD 

68 

Dutch,  French  Or  Germon  Acetylene  Valves  Validated  Feb  84  USER-AV  AS 

MC  REV-MD  MS  SH  GS 

8120 

Adopter,  Compressed  Gos  Cylinder  Volve  Connections,  Closs  200*510, 

M.I.-A-16288/13 

ME 

01  Feb 

74 

ME 

YO 

68 

Acetylene  Validated  Feb  84  USER-AV  AS  MC  REV-MD  SH  MS  GS 

8120 

Adopter,  Compressed  Gos  Cylinder  Valve  Connections,  Generol  Specificotion 

MIL-A-16288D 

ME 

02  Nov 

73 

me 

YD 

68 

For  Validated  Feb  84  USFR-AV  MC  AS  REV-MD  SH  MS  GS 

8120 

Adopter,  Compressed  Gos  Cylinder  Volve  Connections,  U.S.  Regulotor  To  British 

MIL  A-16288/1 

ME 

01  Oct 

73 

ME 

YD 

68 

Oxygen  Valve  Validated  Feb  84  USER-AV  AS  MC  REV-MD  MS  Sri  GS 

8120 

Adopter,  Compressor  Gas  Cylinder  Volve  Connections,  U  S  Regulotor  To  French 

MllA-16288/2 

ME 

?8  Nov 

73 

ME 

YD 

68 

Oxygen  Valve  Validated  feb  Sd  USER-AV  MC  AS  REV-MO  SH  MS  GS 
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8120 

Adopter,  Compressed  Gos  Cylinder  Volve  Connections.  Class  510*200, 

\cetylene  Validated  Feb  84  USER-AV  MC  AS  REV  MD  MS  SH  GS 

MIL-A-16288/14 

ME 

01  Feb 

74 

ME  YD 

68 

8120 

Adopter,  Compressed  Gos  Cylinder  Valve  Connections,  Closi  200*520, 

Acetylene  Validated  Feb  84  USER  AV  MC  AS  REV  MD  SH  MS  GS 

MILA-16288/15 

ME 

01  Ftb 

74 

ME  YO 

68 

8120 

Adopter,  Compressed  Gos  Cylinder  Volve  Connections.  Closs  300*510, 

Acetylene  Validated  Feb  84  REV-GS 

Mil  A-16288/16 

ME 

01  Feb 

74 

ME  YD 

68 

8120 

Adopter,  Compressed  Gos  Cylinder  Volve  Connections,  Class  510*300, 

Acetylene  Validated  Feb  84  USER-AV  AS  MC  REV-MD  MS  SH  GS 

MIL-A-16288/17 

ME 

01  Ftb 

74 

ME  YD 

68 

8120 

Adapter.  Compressed  Cos  Cylinder  Valve  Connections.  Closs  300  520, 

Acetylene  Validated  Feb  64  REV-GS 

MiL-A-16288/18 

ME 

01  Feb 

74 

ME  YO 

68 

8120 

Adopter,  Compressed  Gos  Cylinder  Volve  Connections.  Class  520*300, 

Acetylene  Validated  Feb  84  USER  AV  MC  AS  REV-MD  SH  MS  GS 

MIL  A-16288/19 

ME 

31  Jon 

74 

ME  YD 

68 

8120 

Adopter,  Compressed  Gos  Cylinder  Volve  Connections  Closs  510*520, 

Acetylene  Validated  Feb  84  REV-GS 

MIL-A-16288/20 

ME 

31  Jon 

74 

ME  YD 

68 

8120 

Adapter,  Compressed  Gos  Cylinder  Valve  Connections,  Closs  520*510, 

Acetylene  Validated  Feb  84  USER-AV  MC  AS  REV  MD  MS  SH  GS 

MIL-A-16288/21 

ME 

31  Jon 

74 

ME  YD 

68 

8120 

Adapter,  Compressed  Gos  Cylinder  Volve  Connections  Closs  580  000,  Nitrogen 
Validated  Feb  84  REV-MI  GS 

MIL-A-16288/22 

ME 

31  Jan 

74 

ME  YO 

68 

8120 

Adopter.  Compressed  Gos  Cylinder  Valve  Connections  Closs  000  580,  Nitrogen 
Validated  Feb  84  REV-GS 

Mll-A-16288/23 

ME 

01  Feb 

74 

ME  YD 

68 

8120 

Adopter,  Compressed  Gos  Cylinder  Valve  Connections,  U.S.  Regulotor  To 

Joponese  Oxygen  Volve  Validated  Feb  84  USER*AV  AS  MC  REV-MO  MS  SH 

GS 

Adapter,  Compressed  Gos  Cylinder  Volve  Connections,  U  S.  Regulotor  To  Dutch 
Oxygen  Valve  Validated  Feb  84  USER-AV  AS  MC  REV-MD  MS  SH  GS 

MII-A-16288/3 

ME 

28  Nov 

73 

ME  YD 

68 

8120 

MII-A-16288/4 

ME 

29  Nov 

73 

ME  YO 

68 

8120 

Adapter,  Compressed  Gos  Cylinder  Valve  Connections,  U.S.  Regulotor  To 

German  Oxygen  Volve  Validated  Feb  84  USER-AV  AS  MC  RFV-MD  SH  MS 

GS 

Adapter,  Compressed  Gos  Cylinder  Volve  Connections,  U.S.  Regulotor  To  British 
Acetylene  Volve  Validated  Feb  84  USER-MO  AV  AS  REV-MD  SH  MS  GS 

MIL-A-16288/5 

ME 

01  Feb 

74 

ME  YD 

68 

8120 

MIL-A-1S28S/6 

ME 

01  Oct 

73 

ME  YO 

68 

8120 

Adapter,  Compressed  Gos  Cylinder  Valve  Connections,  U.S.  Regulator  To  Dutch 
Acetylene  Volve  Validated  Feb  84  USER-AV  AS  MC  REV-MD  SH  MS  GS 

Mll-A-16288/7 

ME 

01  Feb 

74 

ME  YD 

68 

8120 

Adopter,  Compressed  Gos  Cylinder  Valve  Connections,  U.S.  Regulotor  To 

Germon  Acetylene  Volve  Validated  Feb  84  USER-AV  AS  MC  REV-MD  SH  MS 
GS 

Adopter.  Compressed  Gos  Cylir.dd*  VoSe  Connwctior/i,  U.S.  Regulotor  To 

French  Acetylene  Volve  Validated  Feb  84  USER-AV  MC  RFV.mD  AS  MS  SH 

GS 

Adapter,  Compressed  Gos  Cylinder  Valve  Connections,  U.S.  Regulotor  To 

French  Hydrogen  Volve  Validated  Feb  $4  USER-AV  AS  MC  REV-MO  SH  M$ 

GS 

Adopter,  Compressed  Gos  Cylinder  Volve  Connections,  U.S.  Regulotor  To 

German  And  Dutch  Hydrogen  Vehre  Validated  Feb  84  USER-AV  MC  AS 

REV-MD  SH  MS  GS 

MIL-A-16288/8 

ME 

01  Feb 

74 

ME  /D 

68 

8120 

Mil  A-1623P  '9 

ME 

01  Oct 

73 

ME  YD 

68 

8120 

Mll-A  16288/10 

ME 

01  F-b 

74 

ME  YD 

61 

8120 

MIL  A-16288/11 

ME 

01  Oct 

73 

ME  YD 

68 

8120 

Cop  And  Flonge,  Compressed  Gos  Ccylmder,  Cop  Validated  Feb  84  USER-MC 

YD  REV-MO  GS 

Mll-C-17376/1 

ME 

14  Sep 

73 

ME  SH 

68 

8120 

Cop  And  Flonge.  Compressed  Gos  Cylinder,  r'longes.  Low  Pressure  Validated 

Feb  84  USER  CG  YD  REV-MO  GS 

Mll-C-17376/2 

ME 

14  Sep 

73 

ME  SH 

68 

8120 

Cop  And  Flange,  Compressed  Gos  Cylinder,  Flonge,  High  Pressure  Validated 

Feb  84  USER-YO  MC  REV-MD  GS 

MIL  C-17376/3 

ME 

14  Sep 

73 

ME  SH 

68 

8120 

Cops  And  Flonges,  Compressed  Gos  Cylinder,  Generol  Specificotion  For 

Validated  Sep  86  USER-YD  MC  REV-MO  GS 

MIL.C-17376E 
NOTICE  1 

ME 

15  Sep 

86 

ME  SH 

68 

8120 

Color  Code  For  Pipelines  &  For  Compressed  Gos  Cylinders  Validated  Jul  84 
USER-CG  19  REV-AV  Ml  ME  MC  MS  AS  YD  99  43  12  CS  GS 

MIL-5TD-101B 

EA 

03  Dec 

70 

EA  SH 

68 

8120 

Contoiner  Assembly.  Sample  And  Specimen  Shipping  Validated  Aug  65 

REV-GS 

MIL-C-13527 

EA 

24  Jun 

S4 

EA 

8120 

Cylinder,  Carbon  Dioxide,  2  OZ,  Copocity  USER-CE  CS  REV-GS  . 

MILC-52053A 

ME 

15  Feb 

8S 

ME 

8120 

Cylinder,  Compressed  Gos,  Dot  Specihcotlons  4BA,  48W.  &  4E  For 

Refrigerants,  Fire  Extinguishing  Agents  &  Sterilixotion  Oases  Validated  Feb 

84 

Cylinder,  Compressed  Gos,  Chlorine,  ICC  3A  ICC  3AA  Validated  Feb  84 

USER-MC  YD  REV-GS 

RR-C-910/1 

/ME 

11  Dec 

80 

ME  SH 

68 

8120 

MII-C-11732D 

ME 

20  Mor 

73 

ME  SH 

68 

8120 

Cylinder,  Compressed  Gos,  Dot  Specifications  4BA,  4BW,  &  4E  Liquified 

Petroleum  Gos  &  Fuel  Gas  Mixtures  Validated  Feb  84  USER-MS  YD  CG 

REV-CE  11  GS 

RR.C-910/2 

/ME 

11  Dec 

80 

ME  SH 

68 

8120 

Cylinder,  Compressed  Gos  Chlorine,  Dot  3A480  Or  Dot  3AA480  Validated  Feb 

84  USER-EA  YD  REV-MC  GS 

MILC-11732/I 

ME 

08  Mor 

73 

ME  SH 

68 

8120 

Cylinder,  Compressed  Gos,  High  Pressure,  Steel  Dot  3AA,  And  Aluminum 
Applications,  General  Specification  For  USER-YO  MC  CS  REV-MI  £A  MS  OS 

AS  PS 

RR.C-90IC 

/ME 

15  Jon 

81 

ME  SH 

68 

8120 

Cylinder,  Compressed  Gos  Ammonio,  Wtin  voive  |Uot  4AA48u>  Vot/doted  Jar, 

85  USER-YO  MC  REV-GS 

MtL  L  1  l/JJD  u; 

Mt 

44  Nov 

8i 

MC  5tt 

00 

8120 

Cylinder,  Compressed  Gos,  Dot  Specification  3AA  And  Aluminum  Applicotions, 

For  Industriol  Services  Vohdoted  Jon  86  USER-YO  MC  GS  PS  REV-EA  Mi  OS 

AS  MS 

RR  C-901/1 

/ME 

15  Jon 

81 

ME  SH 

68 

8120 

Cylinder,  Compressed  Gos  (Compressed  Air  An*i  Corbon  Dioxide, 

Nonshotteroble  And  Nonmagnetic)  Validated  Aar  82  REV-C$  GS 

MII-C-163I0C  (1) 

SH 

26  0cl 

71 

SH 

68 

8120 

Cylindtr,  Compr*ii«d  Gal,  Dot  Sptctficolion  3AA  And  Aluminum  Appllcotlon. 

For  Carbon  Dioxide  ValidatKl  Jan  86  USER-MC  YD  PS  GS  REV-EA  Ml  OS 

AS  MS 

RR-C  901/2 

/ME 

15  Jon 

81 

ME  SH 

68 

8120 

Cylinder,  Compressed  Gos,  Dot  Specificotion  '*AA  And  Aluminum  Applicotions, 

For  Mtdicol  Services  USER-YD  MC  PS  GS  REV-EA  Ml  OS  AS  MS 

RR-C  901/3 

/ME 

15  Jon 

81 

ME  SH 

68 

8120 

Cylinder,  Goses  &  Liquids  One  Ton,  Type  0  Validated  May  84  REV  GS  . . 

MIL  C-32SOB 

EA 

22  Jun 

61 

EA 

828 
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DOCUMENT 


fSC 
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PREP 
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CUSTODIAN 

8120 

8120 

Cylinder,  Nitrogen,  For  Rescue  Hond  Tool  R6V*GS . . . 

Cylindtr,  Sompling  Volldaled  Apr  82  REV-19  68  99  GS . 

Mll.C-81575  (1) 
Mll-C-83690 

AS 

12 

05  Aug 
04  Feb 

83 

69 

AS 

12 

8120 

Cylinder!,  Compreswd  Gas,  ICC48A,  Icc  4BW,  And  Icc  4E  Volidoltd  Ftb  84 
USER-CE  YD  MS  MC  REV-GS 

RR-C-9100 

/ME 

11  Dec 

80 

ME 

SH 

68 

8120 

8120 

•8120 

Cylinders,  ‘ompressed  Gos  Dot  8  &  Dot  8AL  A,.etylene.  With  Volves  VoUdoted 

Jan  85  USER-MC  YD  REV-GS 

Flask  Compressed  Gos  And  End  Plugs  For  Air.  Cxygen  And  Nitrogen  Validated 
Mar  63  USER-YD  REV-GS 

Flotk,  Seporolor,  3000  Psi,  K-monel  Validated  Apr  82  REV-GS . . . 

M11.C.3701B  (1) 

MIL-F-22606B  (6) 

MIL-F-24032  (3) 

ME 

SH 

SH 

24  Nov 

10  Aug 

23  Feb 

81 

77 

67 

ME 

SH 

SH 

SH 

68 

8120 

Inspection  And  Maintenance  Of  Compressed  Gas  Cylinders  Validated  Jon  85 
USER-CE  GS  REV-EA 

Mll-STD-1411 
NOTICE  1 

08  SEP  198) 

ME 

08  S,p 

81 

ME 

SH 

68 

8120 

Valve  Cylinder,  Gos,  Ethylene  Oxid-corbon  Dioxide  Mixture.  OuHet  351 

Validated  Jon  80  USER-AV  YD  MC  REV-MI  AS  GS 

M1L-V.2/19B 

ME 

09  Sep 

70 

ME 

SH 

68 

8120 

Valve,  Clyinder,  Gas,  Nitrous  Oxide  Outlet  91 1  (Pin  Index  Medical)  Validated 

Jan  80  USER-AV  MC  YD  REV-MI  AS  GS 

MIL-V.2/38C 

ME 

09  Sep 

70 

ME 

SH 

68 

8120 

Vulve,  Clyinder,  Gas,  Corbon  Dioxide  Outlet  941  (Pin  Index  Medkoi  Validated 

Jon  80  USER-AV  MC  YD  REV-MI  AS  GS 

MIL.V.2/)7C 

(ME 

09  Sep 

70 

ME 

SH 

68 

8120 

Voive,  Clyinder,  Gos  Oxygen  Helium  Mixture  (Helium  Not  Over  80  Pe^ent 

Outlet  (Pm  Index  Medical)  Validated  Jan  80  USER-AV  YD  MC  REV-MI  AS 

GS 

Valve,  Cylinder  Gas,  Phosgene,  3/4  Inch  Inlet  Connection,  1-TON  Contoiner, 

Type  11-641-1,  500  PSI  Service  Pressure  Validated  Jan  80  USER-AV  YD  MC 
REV-MI  EA  AS  GS 

MIL-V-2/28B 

ME 

09  Sep 

70 

ME 

SH 

68 

8120 

MIL-V.2/438 

ME 

09  Sep 

70 

ME 

SH 

68 

S120 

Valve,  Cylinder,  Gas,  Propone,  3/4  Inch  Inlet  Correction,  Type  08-511-18  3(X) 

PSI  Service  Pressure  Validated  Jan  80  USER-AV  Ml  MC  YD  REV-AS  GS 

MIL-V./  '44B 

ME 

09  Sep 

70 

ME 

SH 

68 

8120 

Valve,  Cylinder,  Gos.  Sulfur  Hexafluoride  Outlet  591  Validated  Jan  80 

USER-AV  MC  YD  REV-MI  AS  GS 

M»l-V.2p46B 

ME 

09  Sep 

70 

ME 

SH 

68 

8120 

Valve,  Cylinder,  Gos,  Air  For  Humon  Respiration,  Outlet  951  (Pin-index 

Medical)  Validated  Jan  80  USER-AV  YD  MC  REV-MI  EA  AS  GS 

MiL-V.2/47 

ME 

09  Sep 

70 

ME 

SH 

68 

8120 

Voive,  Cylinder,  Gas.  Air  For  Humon  Respiration,  Outlet  1341  (Medkoi) 

Validated  Jan  80  USER-AV  YD  MC  REV-MI  EA  AS  GS 

Mll.V.2/48 

ME 

09  Sep 

70 

ME 

SH 

68 

8120 

Voive,  Cylinder,  Gos,  Cyclopropone,  Outlet  921  (Pm  index  Medtcol)  Validated 

Jan  80  USER-AV  YD  MC  REV-MI  AS  GS 

Mll-V-2/49 

ME 

09  Sep 

70 

ME 

SH 

68 

8120 

Valve.  Cylinder,  Gos.  Methyl  Bromide,  Outlet  621  Validated  Jan  80  USER  AV 

YD  MC  REV-MI  AS  GS 

MIL-V-2/S0 

ME 

09  Sep 

70 

ME 

SH 

68 

8120 

Voive,  Cylinder,  Gos,  High  Pressure  Oases,  6000  PSI,  Outlet  67U  Validated  Jpn 

80  USER-AV  REV-MI  AS  GS 

MIIV.2/S1 

ME 

09  Sep 

70 

ME 

YD 

68 

8120 

Voive,  Cylinder,  Gos,  Corbon  Monoxide,  Outlet  351  Validated  Jan  00  US^R-AV 

YD  MC  REV-MI  AS  OS 

MII.V.2/18B 

ME 

09  Sep 

70 

ME 

SH 

68 

8120 

Voive,  Cylinder,  Gos,  Hydrogen  Outlet  351  Validated  Jan  80  USER-AV  YO  MC 
REV-MI  AS  GS 

Mll-V.2/291 

ME 

09  Sep 

70 

ME 

SH 

68 

8120 

Voive,  Cylinder,  Gos,  Nitrous  Oxide,  Outi  t  1321  (Medico!)  Validated  Jan  80 
USER-AV  MC  YD  REV-MI  AS  GS 

MIL-V.2/37B 

ME 

09  Sep 

70 

ME 

SH 

68 

8120 

Valve,  Cylinder,  Gas.  Corbon  Dioxide,  Outlet,  321  Validated  jon  (70  USER-AV 

MC  YD  REV-MI  AS  GS 

Ma.V.2/15B 

ME 

09  Sep 

70 

ME 

SH 

68 

("20 

Valve,  Cylinder,  Gos,  Carbon  Dioxide,  Outlet  321  (Medico!)  Vahaoted  Jon  80 
USER-AV  MC  YD  REV-MI  AS  GS 

MIL-V.2/16B 

ME 

09  Sep 

70 

ME 

SH 

6S 

8120 

Voive,  Cylinder,  Gos,  Chlorine  Outlet  661  Validated  Jan  80  USER-AV  MC  YO 
REV-MI  AS  GS 

MIL-V.2/20B 

ME 

09  Sep 

70 

ME 

SH 

68 

8120 

Valve,  Cylinder,  Gos,  Chlorine  (Ton  Contoiner)  Outlet  661  Validated  Jon  80 
USER-MC  YD  REV-MI  EA  AS  GS 

MIL-V-2/21B 

ME 

09  Sep 

70 

ME 

SH 

68 

8120 

Valve,  Cylinder,  Gos,  Dlchlorodifluoromethone,  Monochtorodifluoromethone, 
Dkhlorotetrofluoroethone,  Methyl  Chloride,  Sulfur  Dkxde, 

Bromochloromethone,  And  Bromotrifluoromethone  Outlet  621  Validated  Jen 

80  USER-AV  MC  YD  REV-MI  EA  AS  GS 

MIL-V.2/22C 

ME 

28  Aug 

73 

ME 

SH 

68 

8120 

Voive,  Cylinder,  Gos,  Ethyl  Chloride  Outlet  301  Validated  Jan  80  USER-AV  YD 

AS  MC  REV-MD  Ml  GS 

MIL  V-2/23B 

ME 

09  Sep 

70 

ME 

SH 

68 

8120 

Voive,  Cylinder,  Gas,  Ethylene  Oxide  Outlet  511  Validated  Jan  80  USER-AV 

MC  YO  REV-MI  AS  GS 

MIL-V.2/24B 

MP 

09  Sep 

70 

ME 

SH 

68 

8120 

Voive,  Cylinder,  Gos,  Kehum  And  Nitrogen,  (Inert-oil  To  lerant)  Outlet  591 
Validated  Jan  80  USER-AV  YO  MC  REV-MI  AS  GS 

MII-V.2/26B 

ME 

>j9  Sep 

70 

ME 

SH 

68 

8120 

Voive,  Cylinder,  Gos,  Oxygen  Helium  Mixtures  (Helium  Not  Over  80  Percent), 
Outlet  281  (Medicol)  Validated  Jon  80  USER-AV  YD  MC  REV-MI  AS  GS 

MIL-V.2/278 

ME 

09  Sep 

70 

ME 

SH 

68 

8120 

Voive,  Cylinder,  Gos,  Oxygen  Outlet  541  Validated  Jan  80  USER-AV  MC  YD 
REV-MI  AS  GS 

MII-V.2/39B 

ME 

09  Sep 

70 

ME 

SH 

68 

8120 

Voive,  Cylinder,  Gas,  Oxygen,  3/4  Inch  Inlet  Connection,  450-,  750-,  1,  150-8 
1,560  Gollon  Copocity  Medical  Cylinders,  Type  01-541-4,  2,200  PSI  Service 
Pressure  Validated  Jon  80  USER-AV  YO  MC  REV-MI  AS  GS 

MIL-V-2/41B 

ME 

09  Sep 

70 

ME 

SH 

68 

8120 

Voive.  Cylinder.  Gos.  Oxvoen.  1/2  INCH  Inlet  Connection.  Tvoe  01-871-5. 

2500-PSl  Service  Pressure,  80,  95  And  165  Gallon  Copocity  Medkoi 

Cylinders  Validated  Jon  80  USER  Ml  AV  YD  MC  REV-AS  GS 

M11-V.2/42C 

ME 

09  Sea 

70 

ME 

SH 

68 

8120 

Voive,  Cylinder.  Gos.  Argon,  Helium,  Nitrogen,  Neon  And  Xenon,  (Inert-oil 

Free),  Outlet  581  Validated  Jon  80  USER-AV  YO  MC  REV-MI  AS  OS  GS 

MtL-V-2/nB 

ME 

09  Sep 

70 

ME 

SH 

c£ 

8120 

Voive,  Cylinder,  Gos,  Butone,  Propone,  Butone-propone  Mixtures  And  Mopp 

Gos  (Maximum  100  Pound  Nammol  Copocity  Cylinder)  Outlet  511  Validated 

Jon  80  USER-AV  YO  MC  REV-MI  AS  GS 

MII.V-2/14C 

ME 

26  Aug 

73 

ME 

SH 

68 

8120 

Valve,  Cylinder,  Gos.  Air  For  Human  Respirotion  Outlet  1341  Validated  Jan  80 
USER-AV  YD  MC  REV-MI  AS  GS 

MII.V.2/5B 

ME 

09  Sep 

70 

ME 

SH 

63 

8120 

Voive,  Cylinder,  Gos,  Air  Industriol,  Outlet  591  Validated  Jan  80  USER-AV  MC 

YD  REV-MI  AS  GS 

MIL-V-2/6B 

ME 

09  Sep 

70 

ME 

SH 

68 

8120 

Voive,  Cylinder,  Gos,  Anhydrous  Ammomo  rOished-heod  Cylinder)  OuHet  241. 

Inlet  3/4  Inch  Validated  Jan  80  USER-AV  MC  YO  REV-MI  AS  GS 

MIL-V-2/7B 

ME 

09  Sep 

70 

ME 

SH 

68 

829 


FSC  LISTING 


FSC 


TITLE 


8120 

8120 

Q  8120 

8120 

8120 

8120 

8120 

8120 

8120 

8120 
8125 
L  8125 

8125 
8125 
8125 

8125 

8125 
L  8130 

L  8130 


Volve,  Cylinder,  Gos,  Anhydrous  Ammonio  (Convex  Head  Cylinder)  Outlet  241, 
Inlet  3/4  Inch  Volidoted  Jan  80  USER-AV  YD  MC  REV<MI  AS  G$ 

Volve,  Cylinder,  Gos  Anhydrous  Amonlo  (Dished  head  Cylinder)  Outlet  241, 

Inlet  1  Inch  Vcfidated  Jon  80  USER  AV  REV-MI  AS  GS 
Valve,  Cylinder  Gas  (For  Compressed  Or  liquified  Gases),  Generol 
Specificotion  For  USER-AV  YD  MC  REV-AS  GS 
Valve,  Cylinder,  Gas,  Acetylene,  Outlet  510,  Inlet  3/4  Inch  USER-AV  YD  MC 
REV  Ml  AS  GS 

Volve,  Cylinder,  Gis,  Acetylene,  Outlet  510,  Inlet  1  Inch  USER  AV  YD  MC 
REV-AS  GS 

Valve,  Cylinder,  Gos  Acetylene,  Outlet  201  Validated  Jan  80  USER-AV  MC  YD 
REV-MI  AS  GS 

Valve,  Cytiner,  Gos,  Aerosol  Insecticide.  Outlet  621  Validated  Jon  80  USER-AV 

YD  MC  rev-m:  as  os 

Volve,  Cyliner,  Gos,  Antydrous  Ammonio  (Convex-heod  Cylinder)  Outlet  241, 
Inlet  1  Inch  Validated  Jar  60  USER-AV  MC  YD  REV-MI  AS  GS 
Volve.cylinder,  Gos,  Nit  ogen,  Recoil  Mechomsms,  Outlet  000  Validated  Jan  80 
USER-AV  YD  MC  RE7-MI  AS  GS 

Yoke-adapter,  Compressed  Gas  Cylinder,  Oxygen  Validated  Jun  84  REV  M8...... 

Bottle,  Drinking  Water  Dispenser .  . 

Bottle,  Oil  Somple,  With  Container  REV-MD . — 

Bottle,  Screw  Cup  (Polyethylene),  1  25  Ounces  REV-GS . 

Botne,  bcrew  Cap  (Polyethylene),  1.25  Ounces . 

Bottle.  Screw  Cop  And  Carboys,  Polyethylene  Plastic  USER-MC  AS  REV-MD 
SM  AR  99  GS 

Bottle,  Screw  Cop,  Identificotion,  Burial  Validated  Jan  62  USER-MC  REV-MD 
CS  GS 

Bottles,  Plostic,  Molded  Polyethylene  REV-GS . 

Cover.  Reel,  Cotton  Duck  Validated  Nov  64  REV-GS . 

Reel  Unit  RL&12e  (  )  G  Validated  Sep  86  REV-GS  . 


L 

L 


Q 


L 


Q 


L 


Q 

Q 


8130  Reel,  Coble  RC-435(  )/U  USER-ME  REV-GS . 

8130  Reel,  Hose  And  Coble  REV-GS . . . 

8130  Reels,  Coble  (Reels  DR-S(),  DR  7(),DR  8(  ),  RC-453()/G,  RL-t59{)/U)  USER-MC 
REV-MI  99  IS  GS 

*8135  Aluminum  Foil  Validated  Mar  81  USER-MD  YD  SA  SH  MC  $S  REV-SM  EA  99 
IS  OS  GS 

8135  Aluminum  Foil  (Food  Hondling  &  Processing) .  . 

8135  Bole  Tie  . . . 

8135  Bond,  Poper,  Currency . . . . . . . 

8135  Bond,  Poper,  Shirt  Wrapping . . . . . 

8135  Barrier  Material.  Waterproof,  Flexible,  lumber  Protective  Validated  Mar  83 
REV-ME  SM  SH  99  GS 

8135  Borner  Motenals,  Tronsporent,  Flexible,  Seoloble,  Volatile  Corrosion  inhibitor 
Treated  USER-AV  MC  CG  CS  REV-SM  ME  EA  Ml  SA  YO  SH 
8135  Borrier  Moterial.  Flexible,  Wotervoporproof,  Puncture-r  '  tont,  Heot  Seoloble 
For  Pockoging  Ammunition  Validated  May  8^  'tSER-N.^t 
8135  Borrier  Materials,  Flexible.  Electrostatic  Free  eotoble  USER-MC  OS  YD 
REV-MI  CR  ER  SM  SA  SH  99  ES 

8135  Barrier  Materiol,  Heavy  Duty,  For  flexible  Engine  Containers . 

8135  Barrur  Material,  Greoseproofed,  Woterproofed,  Flexible  USER-MC  SK  REV-MI 
AT  EA  MO  SM  YD  AS  99  DS 

8135  Borrier  Motertol.  Water  Vaporproof,  Flexible  . . . . 

8135  Borrier  Materials,  Wotervoporproof,  Greaseproof,  Flexible,  Heat  Seolol^ 

USER  SS  REV-SM  EA  Ml  AT  CR  OS  YO  SA  SH  99  84  ES  DS 
8135  Borrier  Materiel,  Transparent,  Flexible,  Heat  Seoloble  USER  AT  MC  SS  REV-ME 
SM  MI  EA  SA  YO  OS  SH  99  84  ES 

8135  Borner  Material,  Waterproofed  Flexible  USER-SM  SH  SS  REV-ME  AV  AS  99 
jS 

8135  Borrier  Moteriel,  Waterproof.  Flexible  Validated  Nov  88 . 

8135  Board,  Prepockmg  (Poperboord  8  Molded  Pulp  Trays) . 

8135  Bottle,  Applicotor . . . . . 

8135  Cellophone  REV-MO  99 . . . 

8135  Cellophone  (Coated  And  Noncooted  Regenerated  Cellulose  Film)  U$ER-SM  SS 
REV-MD  MR  EA  99 

8135  Chipboard .  . 

8135  Chipboord  USER-Gl  REV  AR  OS  . 


8135  Clip,  Fostener,  Contoiner  Validated  Jan  88  USER-CG  MC  REV-SM  99 


6135  Cushioning  Moterio),  Pockoging,  (Cellulosic,  Woter  Absorbent)  REV-AT  ME  Ml 
S'! 

8135  Cushioning  Material,  Resilient  Type,  General  USER-SA  MC  YD  15  REV-MD  SM 
AT  EA  AR  OS  99 

8135  Cushioning  Moterio),  Exponded  Polystryrene.  Loose-fill  Bulk  USER-AS  70  80  82 
REV-84  71 

8135  Cushioning  Motertol.  Exponded  Polystyrene  loose  Fill  Bulk  (For  Pockoging 
Application)  USER-AS  REV-SM  99 

8135  Cushioning  Moteriol,  Pockoging  (Cellulosic,  Woter  Resistont)  REV-AT  ME  Ml  SS 
8135  Cushioning  Material,  Fibrous  Gloss  Validated  Mar  87  REV  DS . 

8135  Cushioning  Moteriol,  Pockoging  (Closed  Cell  Plostic  Film)  REV-SM  Ml  Gl  CO 
OS  99 


DOCUMENT 


NUMBER 

PREP 

DATE 

CUSTODIAN 

MIL-V-2/8B 

ME 

09  Sep 

70 

ME  SH 

68 

MIL-V-2/9B 

ME 

09  Sep 

70 

ME  SH 

68 

MII.V-2D  (3) 

ME 

18  Feb 

81 

ME  SH 

68 

MIL-V-2/1C 

ME 

18  Feb 

81 

ME  SH 

68 

M11-V.2/2C 

ME 

18  Feb 

81 

ME  SH 

68 

MIL-V-i/3B 

ME 

09  Sep 

70 

ME  SH 

68 

MII-V-2/4B 

ME 

09  Sep 

70 

ME  SH 

68 

MtL-V-2/lOB 

ME 

09  Sep 

70 

ME  SH 

68 

MIL-V-203C 

ME 

28  Aug 

73 

ME  SH 

68 

MILY-37687 

DM 

13  Sep 

77 

MD  MS 

03 

A-A-1232 

I 

02  Sep 

82 

MIL-B  44054B 

GL 

18  J  *n 

85 

GL 

1-B-560A 

•GL 

08  Feb 

74 

Gl  SA 

99 

A-A-685 

t 

24  May 

80 

MIL-8-26701E  (1) 

69 

03  Jul 

84 

GL  SA 

69 

MIL  B  1406C 

GL 

14  Mor 

75 

GL  MS 

69 

MILB-61000 

SM 

17  Jon 

86 

SM  SA 

99 

M1L-C-52786A 

ME 

14  Feb 

80 

ME 

MIL-R-11019B 

CR 

23  Sep 

86 

CR 

NOTICE  1 

MIL-R-55566C 

CR 

11  Aug 

86 

CR 

MIL-R-52813A 

ME 

09  Sep 

81 

ME 

MIL-R-3241E 

CR 

09  Jul 

85 

CR  YD 

69 

QQ  A-1876 

/MR 

29  Jul 

74 

MR  AS 

84 

A  A-1676 

% 

26  Feb 

81 

A  A  2103 

t 

17  Sep 

82 

A-A-2100 

t 

15  Sep 

82 

A.A-2107 

t 

07  Sep 

82 

MIL  3  43711  (1) 

GL 

08  Sep 

77 

Gl  SA 

69 

MIL-B-22019C  (2) 

AS 

28  Nov 

86 

Gl  AS 

69 

MIL-B-48056 

AR 

31  Mor 

72 

AR 

MILB-81705C 

AS 

25  Jon 

89 

Gl  AS 

69 

MIL-B-85036A 

AS 

17  Sep 

84 

AS 

Ma-8-121E  (4) 

GL 

16  Sep 

82 

GL  SA 

69 

MS-20999 

69 

16  Dec 

58 

Mtl-B-131H 

AS 

17  Feb 

87 

Gl  AS 

69 

MIL-B  2219)D 

AS 

24  May 

85 

Gl  AS 

69 

PPP-B  1055B  (2) 

/Gl 

04  Nov 

83 

Gl  SA 

69 

MS-20997 

69 

03  Nov 

88 

69 

A-A.1253B 

} 

19  Jun 

83 

A-A-831 

% 

14  Moy  82 

A-A-1989A 

• 

11  Mor 

85 

GL 

69 

i-c-noj 

•GL 

02  Jon 

75 

Gl  SA 

69 

A-A-1507 

t 

27  Feb 

81 

UU-C-282D 

• 

24  Jul 

74 

INT  AMD  (1) 

MIL-C'40643B 

GL 

25  Jan 

88 

GL  SA 

69 

NOTICE  1 

A-A  :b98A 

• 

JO  Jun 

U6 

OL  Ai 

yy 

MIL  C-26861C 

69 

09  Jun 

88 

Gl  AS 

69 

A-A  671 

69 

13  Mor 

84 

Gl  SA 

69 

PPP  C-1683  (2) 

/69 

18  Nov 

76 

Gl  SA 

69 

A-A-1899 

/Gl 

24  Nov 

86 

AS 

99 

MIL  C-17435C 

AR 

24  Mor 

87 

AR  OS 

69 

NOTICE  3 

A  A  549A 

• 

14  Aug 

81 

630 


FSC  USTING 


DOCUMENT 

rSC  -IIIE  NUMBER  DATE  CUSTODIAN 


813S 

Cushioning  Motenol,  Packoging,  Unicellulor  Polyethylene  Foamy  Flexible 

PPP  C-1752C 

* 

29  Jan 

87 

USER-CG  REV-WV  SH  SA  69 

813S 

Cushioning  Material  Plostic,  Open  Cell  (For  Pockaging  Applicotions) .  . . 

A-A-440 

t 

03  Oct 

79 

8135 

Cushioning  Moteriol,  Resilient,  Low  Density,  Unicellular,  Polypropylene  Foam 

PPP.C-1797A 

/AS 

01  Sep 

82 

SM  AS 

69 

USER-ME  AT  YD  OS  REV-Gl  AR  CR  SA  SH  99 

8135 

Cushioning  Moteriol,  Plostic,  Open  Cell  (For  Pockoging  Applicotions)  USFR«AV 

PPP  C.1842A  (3) 

* 

17  Aug 

77 

ME  CR  REV-SM  CG  OS  SH  99 

8135 

Cushioning  Material,  Pockoging  (Flexible  Cellulor  Plostic  Film)  For  Pockoging 

PPP-C.795B 

•GL 

12  Mor 

85 

Gl  AS 

69 

Applications  USER>aV  REV-SM  AR  MO  Ml  CG  99 

INT  AMD  1 

8135 

Cushioning  Moteriol,  Cellulosic  USER>AT  REV-SM  Ml  ME  OS . . 

PPP  C-843D 

« 

22  Jul 

77 

8135 

Cushioning  Material,  Polystyrene  Expended,  Resilent  (For  Packaging  Uses) 

PPP  C-850D  (5) 

•SM 

03  Sep 

76 

SM 

Validaled  Feb  84  USER-MI  Gl  ME  REV  SM  EA 

8135 

Cushioning  Material,  Uncompressed  Bound  Fiber  For  Pockoging  USER-CR  MC 

PPP.C-1120B 

/69 

15  Apr 

82 

Gl  OS 

69 

MS  03  DM  REV-ME  AV  Ml  EA  SA  SH  99  DS 

8135 

Dunnoge  Moteriol,  Vermicullte  And  Perlite  (For  Pockoging  Purpose)  USER-ME 

PPP  C-1924 

♦Gl 

07  Jon 

75 

Gl  SA 

69 

MC  REV-SM  CR  YD  AS  OS  99 

8135 

Excelsior,  Wood,  Fobncoted  Pods  And  Bulk  Form  USER-AV  MC  REV-SM  CR  99 

PPP.E-911D 

•GL 

28  Sep 

73 

GL  SA 

69 

8135 

Fiberboord,  Corrugated  And  Solid,  Sheet  Stock  (Contoiner  Grode),  And  Cut 

PPP-f-320D  (3) 

• 

17  Oct 

73 

Shopes  USER-MC  SS  REV-EA  OS  DS 

8135 

Fiberboord,  Flome-resistant  (For  Projectile  Grommets)  VoUdcted  Jvn  63  REV-EL 

Mll-F-3192  (1) 

OS 

30  Jon 

51 

MR  OS 

GL 

NOTICE  2 

1 

8135 

Fiberboord,  Solid,  Non-corrosive,  Fungi-resistont  For  Interior  Blocking 

MIL-F.26862B 

AR 

28  Moy 

74 

AR 

Applicotioni  Validated  Feb  80  USER-AR  REV-OS 

L 

8135 

Film,  Polyamide 

MIL-F-47249  (1) 

Ml 

09  Oct 

81 

Ml 

8135 

Film,  Polyethylene  Interleof  Corrier  Material  Composite  Tope  Unperloroled, 

AMS  3892/2-72 

AS 

03  Feb 

78 

AS 

20 

0.0018  In  (00d6MM)  -  15  Nov  72  Validated  Jul  84 

L 

8135 

Film,  Polyethylene  Turephtholote,  Metolllzed  Validated  May  85 . 

MIL  F-47076 

Ml 

10  May 

74 

Ml 

8135 

Flexible  Borrier  Moteriols,  Creose  Penetrotion  0(  -  30  Jul  76  USER-AR  SH  OS 

ASTM  FI  19-76 

AS 

30  Sep 

81 

Gl  AS 

69 

REV  MR  Ml  ME  SM  SA  YO  99 

8135 

Foam  In  Ploce  Pockoging  Moteriols,  Generol  Specificotion  For  USER-YO  $A 

MIL-F-83671  (1) 

69 

03  Sep 

85 

SM  SA 

69  DH 

REV-AL  AT  CR  EA  AS  EC  SH  A3  82  99  20  GS  ES 

8135 

Liner  Malenol,  Greaseproof  Validated  Jan  82  USER  MC  SA  YO  REV-WV  Ml 

MIL.L-45973A 

AR 

08  Jon 

76 

AR  OS 

69 

EA  SM  EC  99  GS  OS 

8135 

Liner,  Cose,  And  Sheet.  Overwrop,  Water  Voporproof  Or  Woterproof,  Flexible 

MIL-L-10547E 

Gl 

26  Nov 

75 

Gl  SA 

69 

Validated  Jan  82  USER-MC  REV-MO  EA  ME  SM  YO  AS  OS  99 

8135 

Metol  Strip  Bog  Tie . . . 

A-A-2105 

1 

14  Sep 

82 

L 

8135 

Pockoging  Cushion  Pod  &  66A  Onftioeter  Validated  Mar  80  USER-GL . . 

MS-24485A 

69 

01  Dk 

70 

69 

O 

8135 

Packaging  Materials,  Volotile  Corrosion  Inhibitor,  Treated,  Opaque  U$ER-AT 

MIL-P-3420F 

AS 

12  Nov 

87 

SM  AS 

69 

SH  REV-Gl  EA  AR  AV  SA  YD  OS  99  OS 

8135 

Pod,  Meat  8>  Poultry  (Paper)  R6V-MD  . 

A-A-I252A 

•GL 

16  Sep 

86 

Gl 

8135 

Pod,  Paper,  Macerated  USER'GL.... . . . . . . 

PPP-P-115D 

% 

09  Jul 

73 

8135 

Poper,  Glossine,  Weighing  Validated  Jan  84  USER-Ol . 

Mll-P-36709 

DM 

03  Nov 

70 

MD  MS 

03 

8135 

Poper,  Kroft,  Aspholt  Impregnated  Validated  Mar  86  USER-GL  REV-EA . 

MIL-P-20293A 
NOTICE  1 

AR 

13  Mor 

86 

AR  AS 

69 

8135 

Paper.  Kraft,  Treated  (Fire  Resistant)  USER-ER  CR  Ml  AR  MC  CG  SH  REV-EA 

AA-1894 

•Gl 

20  Oct 

81 

Gl 

69 

AS  SA  99 

8135 

Paper.  Krofl,  Untreated  USER-MI  AR  CG  SH  MC  REV-EA  ME  MD  AS  SA  99.... 

A-A-203A 

* 

18  Sep 

81 

6135 

Paper.  Kraft.  Wrapping  Validated  Oct  84  USER-AT  MC  CG  YO  REV-SM  ME 

UU-P-268G  (3) 

/GL 

09  Mor 

77 

Gl  SH 

69 

MD  SA  AS  99  GS 

8135 

Paper,  Meat  Inter  Leaving  (Dry  Waxed)  REV  MO............... .  . 

A-A-1591 

t 

25  Jon 

82 

Gl 

8135 

Poper,  Meat  InMrleovmg  REV-MD  MS  99...  . . . 

UU-P-1382C  (1) 
NOTICE  (1) 

•Gl 

01  Oct 

75 

Gl  SA 

69 

£135 

Poper,  Protective,  Adhesive  USER-69 . . . 

A-A-2106 

% 

14  Sep 

82 

8135 

Poper,  Wropping  Meat  Validated  Jan  66  REV-MO  SA  99 . 

MII-P-43112B  (2) 
NOTICE  1 

GL 

25  Jan 

88 

Gl  MC 

69 

B135 

Paper,  Wropping,  Lominoted  And  Creped  USER  AT  YD  SH  REV-EA  MD  OS  MC 

MIL-P-I30F 

GL 

30  Sep 

85 

GL  SA 

69 

99  OS 

8135 

Poper,  Wrapping,  Waxed  . . . . . .  . 

A  A-2099 

J 

29  Mor 

84 

8135 

Poper,  Wropping,  Waxed  (Dry)  REV-MO  ME  EA  YD  . 

UU-P  270P  (2) 

•CL 

24'-  . 

76 

GL  SA 

69 

8135 

Poper,  Wrapping,  Meat... . . .  . . . 

A-A-1613 

t 

15  m;* 

81 

8135 

Poper,  Wrapping,  Chemicolly  Neutrol  (Non  Corrosive)  Validated  Jon  86 

MIL-P-17667D 

GL 

10  ^ep 

80 

GL  SA 

69 

USER-OS  YD  MC  SH  REV-AV  El  EA  AR  CR  AS  99  DS 

8135 

Paper,  Wropping,  Tissue . . . 

A  A-1249 

29  Apr 

80 

8135 

Poper,  Wrapping,  Freezer  (Polyethylene  Cootedi . 

UU  P-272C 

•Gl 

22  Dec 

72 

GL  SA 

99 

8135 

Poper,  Wropping,  Wet  Waxed . 

AA-319 

t 

09  Nov 

79 

B135 

Poper.  Wropping,  Wet  Woxed  REV  MO . 

UU-P-134E  (2) 

•Gl 

22  Nov 

76 

Gl  SA 

o9 

8135 

Poper,  Wropping,  Dry  Waved  (Non-food  Wrapping  Uses) . 

A  A-t244 

t 

12  Dec 

79 

8135 

Poper,  Wrapping,  Tissue  USER  MR  ME  REV-MI  OS  99  DS  . 

UU  P-553C 

•GL 

12  F«b 

76 

Gl  SA 

69 

8135 

Poper,  Wropping,  Freeze'  (Plastic  Cooted)  REV-MO  99 . . . . . 

A-A-1245A 

• 

19  Mor 

85 

Gl 

69 

8135 

Poper,  Wropping,  Dry  Waxed  (For  rood  Wropping) . 

A-A-894 

t 

14  Moy 

80 

8135 

Pooerboord.  Wroooino  And  Cushionino  Validated  feb  86  liSFR-MO  Aff  Mf 

PPP.P.991F 

no  F«K 

7A 

Gl 

M 

REV-EL  SM  EA  OS 

8135 

Poperboord,  Wropping  &  Cushioning  (Heovy  Duty)  USER-MC  YO  REV  ER  MD 

A-A-1051A 

• 

17  Mor 

86 

Gl  SA 

69 

Mi  71  99 

8135 

Poperboord,  Wropping  &  Cushioning  (light  Duty)  USER-MT  YO  MC  REV  ER 

A-A-1798 

• 

17  Mor 

86 

Gl  SA 

69 

MD  Ml  ’I  99 

L 

8135 

Plostic  Boord  (For  Pnekn^mg  Applicotions)  USER-SM  REV-99  11  70  71  84 . 

MII-P-83668A 

69 

06  Apr 

88 

69 

L 

8135 

Pioslic  Film,  Conductive.  Heot-seoloble,  Flexible . 

MII-P-82646A 

os 

01  Mor 

85 

OS 

8135 

PIoslic  Film,  Flexible,  Vinyl  Chlor-de  Validated  Jer  83  USER-MI  ME  OS  MC 

L-P-375C  (3) 

/GL 

10  Jon 

79 

GL  SH 

REV-MD  SM  SA  SH 

8l3o 

Pl&'.tic  Film,  Sheet  And  Strip  (Polyvinyl  Chloride,  Copolymer  Of  Vinylidene 

1-P-370C  (2) 

•Gl 

28  Sep 

76 

Gl  SA 

69 

Cl.loride  And  Vinyl  Chloride,  Or  Polyelhylene)  (Nofict  7  *  5  Ton  1976) 
REV-EA 


831 


FSC  LISTING 


DOCUMENT 


FSC 

TITIE 

NUMBER 

PREP 

DATE 

CUSTODIAN 

8135 

Ploitic  Sheet  (Houiehold  Wrop)  REV-MD  . . . . . . 

A  A-1742 

*GL 

24  Aug 

81 

GL  SA 

69 

8135 

Ploitic  Sheet  (Meot  Wrapping)  REV-MD  AS  99 . . . 

AA-1766 

•Gl 

21  Oct 

81 

GL  SA 

69 

•8135 

PlaitK  Sheet  And  Strip,  Polyester  Validated  Jon  87  REV-MD  SM  ME  Ml  OS 

L  P-377B 

/GL 

28  Ftb 

66 

Gl  SA 

8135 

Plastic  Sheet  And  Strip,  Thin  Gouge,  Polyolefin  USER*AV  MC  SS  REV.MD  SM 

L-P-378D  (1) 

/GL 

25  Jon 

88 

Gl  SA 

69 

EA  SH  OS  99  GS 

NOTICE  1 

8135 

Plostic  Sheet,  (Polyethylene,  Heot  Shriniioble)  USER-MC  REV-MD  CR  AR  69.  ... 

A-A-1827 

•Gl 

19  Apr 

82 

Gl  SA 

69 

8135 

Plostic,  Sheet,  Polyolefin,  Spunbonded . 

MIL-P.47075 

Ml 

03  Apr 

85 

Ml 

8135 

Polyether  Cushioning  Materiel  Foam  in  ploee.  Flexible  Validated  Mar  77 

MIL-P-43226 

Ml 

22  Apr 

64 

Ml 

USER-Gl  REV-SM 

8135 

Polyurethone  Foom,  Rigid  Or  Flexible,  For  Packaging  USER*AT  PA  ME  MC  YD 

M(l-P.26514F 

69 

18  Dec 

87 

Gl  AS 

69 

EC  OS  REV-AV  SM  SA  99  DS 

8135 

Seols,  Stropping  (Heovy  Duty,  Steel,  Flat)  . 

A-A-2111 

t 

17  Sep 

82 

8135 

Sleeve,  Plostic,  Histopalhologicol  Specimen  Validated  Feb  67  U$£R>GL . 

MIL-S-36230 

DM 

30  Jun 

64 

MD  MS 

03 

8135 

Stoy,  Mefol,  Poperboord  Box  . . . 

A-A-1610 

1 

02  Feb 

81 

8135 

Sloy,  Metol,  Poperboord  Box  . . . . . 

A-A-1623 

t 

10  Apr 

81 

8135 

Stropping,  Nonmetollic,  (And  Connectors)  USER-SC  SH  YD  MC  REV-DS . 

PPP-S.760B 

* 

28  Sep 

73 

8135 

Stropping,  Nonmetollic  (Nylon,  Flot  &  Connectors)  USER'SC  MC  YO  SH 

A-A-2027 

•GL 

29  -lul 

82 

Gl  SA 

99 

REV-OS 

8135 

Stropping,  Nonmetollic  (And  Connectors . 

A.A-687 

t 

17  Dec 

79 

8135 

Stropping,  Nonmetollic  (Bonded  Cord  Type  &  Connectors)  USER-SC  MC  YO  SH 

A-A-202B 

•Gl 

15  Sep 

82 

GL  SA 

99 

REV-OS 

8135 

Stropping,  Nonmetollic  (Polyolefin,  Polyester  &  Connectors) . 

A-A-2029 

•Gl 

29  Jul 

82 

Gl  SA 

69 

8135 

Stropping,  Steel,  And  Seals  USER*SH  MC  REV>SM  EA  OS  YD  SS  GS . 

QO-S-781H  (2) 

• 

18  Moy 

77 

Gl  SA 

69 

NOTICE  1 

8135 

Stropping.  Steel  Flot  And  Seols . . . 

A-A-880 

t 

13  Moy 

80 

8135 

Tog,  Cloth,  Dry  Cteoning  &  loundry  . 

A-A-1508 

t 

07  Oct 

80 

8135 

Tog,  laundry  Marking  And  Tope.  Paper,  Dry  Cleoning  Marking  Validated  Oct 

MIL-T-3508D  (1) 

GL 

01  Oct 

87 

Gl 

69 

a?  USER-MC  REV-MO  45 

NOTICE  1 

8135 

Tog,  Shipping  (Cloth)  . . . . . . . . . 

A-A-1266A 

< 

24  Sep 

81 

8135 

Tog,  Shipping  (Paper)  USER-AT  MC  REV>AT  MC . .  . 

A-A900A 

• 

20  Apr 

82 

8135 

Tag,  Shipping  (Stock,  Circulor)  USER-AT  YO  MC  REV-MD  AR  ME  99  . .. 

A-A-1916 

•Gl 

13  Moy 

82 

GL  SA 

69 

8135 

Tog.  Shipping  And  Slock  Validated  Mar  83  USER-AT  MC  REV-EA  ME  AR  SM 

UU-T-81J  (1) 

/Gl 

15  No. 

76 

Gl  SA 

69 

YD  OS  99  DS 

INT  AMD  (2) 

8135 

Tope  Parchment,  Composite.  Interleof  Corner  Material,  0(X)4  In.  (O.IOMM), 

AMS  3898/1A-85 

AS 

29  Apr 

85 

AS 

20 

Unperforated 

8135 

Tape  Polyethylene  Film,  Composite,  Unperforoted,  interleaf  Carrier  Moteriol,, 

AMS  389S/2A-8S 

AS 

29  Apr 

85 

AS 

20 

0.(X)18  In  (0.045MM) 

8135 

Tope,  Composite  Polyethyitrie  Coated  Paper,  Unperforated,  Interleof  Corner 

AMS  3898.'3A-85 

AS 

29  Apr 

85 

AS 

20 

Material,  0.003S  In.  (0.089  MM) 

8135 

Tope,  Composite  Interleaf  Carrier  Moteriol  Paper  0.(X)4  Im  (O.IOMM), 

AMS  3898/4-75 

AS 

03  Feb 

78 

AS 

20 

Perforated  •  15  Jun  75  Validated  Jut  84 

8135 

Tope,  Composite  Interleof  Corrler  Moter'ol,  Paper,  0.004  In.  (0  lOMM), 

AMS  3e98/4A-S5 

AS 

29  Apr 

85 

AS 

20 

Perforoted  1  Jan  85 

8135 

Tope,  Composite,  Interleaf  Carrier  Material,  Polyethylene  Coated  Poper, 

AMS  3898/5A-85 

AS 

29  Apr 

85 

AS 

20 

Perforated,  0.0035  In,  (0.089  Mm  •  1  Jon  85 

8135 

Tope,  Composite,  Interleaf  Carrier  Moteriol  •  1  Jon  85 . 

AMS  3898A-85 

AS 

29  Apr 

85 

AS 

20 

8135 

Tope,  Composite,  Interleof  Carrier  Material,  Polyethylene  Coated  Paper, 

AMS  3898/5A-85 

AS 

29  Apr 

85 

AS 

20 

Perforated,  0  (X)35  In.  (0.069  Mm  •  1  Jan  85 

8135 

Tope,  Gummed  (Paper,  Reinforced,  Non-ospholt  lominated) . 

A-A-1672A 

X 

10  Aug 

82 

8135 

Tope,  Gummed,  (Paper,  Reinforced,  Aspholt  laminoted)  USER-ME  SA  CG  SH  .. 

A-A-1671A 

t 

10  Aug 

82 

8135 

Tope,  Gummed,  Pockoging  And  Packing  Of  Validated  Jan  83  USER-MC  OS  YO 

PPP-T-681D  (1) 

/GL 

18  Moy 

76 

Gl  SA 

99 

REV-SM  AS  69  GS 

8135 

Tope,  Gummed,  Paper,  Plain . . . . 

AA-1492A 

X 

10  Aug 

82 

8135 

Tope,  Gummed,  Paper  Reinforced  &  Plain,  For  Seoling  &  Securing  USER-ME  CR 

PPP-T-45D 

/GL 

04  Moy 

83 

Gl  OS 

69 

SA  CG  MC  SS  REV-SM  MD  AS  99  OS 

8135 

Tope,  Poper,  Dry  Cleaning,  MARKING . . . 

A-A.1547 

X 

10  Oct 

80 

8135 

Tope,  Plastic,  Heot-sealing,  Perforated . . . 

MIL-T -47248  (1) 

Ml 

09  Oct 

81 

Ml 

8135 

Tape,  Pressure  Sensitive  Adhesive,  Pockoging/poper  (For  Carton  Sealing) 

PPP.T-76C 

• 

04  Max 

83 

REV-MI  SA  71 

8135 

Tape,  Pressure  Sensitive  Adhesive,  Filament  Reinforced. . 

PPP.T.97D 

/69 

01  Mox 

70 

Gl  SA 

69 

8135 

Tie,  Ribbon,  Twist  Validated  Jan  88  REV*MD  EA  MS  99 . 

MIL-r-43702A 

Gl 

25  Jan 

88 

Gl  SA 

69 

NOTICE  1 

8135 

Tie,  Strip,  Bog  REV-MO  69 . 

A-A-1734 

•Gl 

14  Moy 

81 

GL 

69 

8135 

Troys,  Prepocking  (Plastic,  Foam  And  Clear) . 

A.A.885C 

t 

17  Jun 

83 

8135 

Tubing,  Bios  Sewn  (Burlap  Or  Osnoburg)  Cloth  Validated  Jan  82  USER-MC . 

MIL-T-40625A 

GL 

27  Dec 

65 

Gl  SA 

69 

NOTICE  2  (Gl) 

8135 

Woter*rcsistont  Gummed  Tope  USER*AL  AS  69  . 

A-A-2101 

% 

02  Sep 

82 

8135 

Wir,  Tie  USER-AL  AS  69  . 

A-A-2104 

% 

14  Sep 

82 

8135 

Wropper,  Coin . . . 

A-A-2098A 

t 

26  Jul 

84 

6i<(G 

Ao'opiers,  ranei.  Wooden,  Tot  Mefu!  Confolner  Tor  1C5M.V.  £  170M.V,  Ts.*;k 

y  n  70753 

28  J'."' 

88 

Ammunition 

8140 

Authorized  And  Releose  For  Highwoy  Shipment  Only  Validated  Jun  8S . 

Mll-STD.1320/194 

os 

15  Jun 

79 

OS 

8140 

Board,  Ammunition  Contoiner  REV-EA  OS  . . . 

MIL-B-20390B  (2) 

AR 

10  Jun 

88 

AR 

8140 

Boord,  Composition,  V/oter-resistont,  Solid  (For  Filler  Or  Cushioning  Pods) 

Ma-B-3106 

AR 

22  Dec 

49 

AR  OS 

69 

ValidoM  Ftb  83  USER-ME  MC  MS  REV-SM  Ml  EA  SA 

8140 

Box  Ammunition  Pocking,  Wood,  Wirebound,  REV-AR  OS . 

MIL-B-46506D  (3) 

AR 

11  Moy 

88 

AR 

8140 

Box,  Ammunition  Packing,  Wood,  Moiled  REV*MI  EA  99  . 

MII-B-2427G  (3) 

AR 

1 1  Moy 

88 

AR 

8140 

Box,  Ammunition  Pocking.  Wood,  (W/plywood  Top  And  Bottom)  Nailed  . 

Mll-B-48024  (3) 

AR 

1 1  Moy 

88 

AR 

8140 

Box,  Ammunition,  40MM  Mork  1  Mod  0  Validated  Nav  82 . . . . . . 

MIL  B-18876A 

os 

07  Jun 

76 

OS 

8140 

Box,  Set  Up,  Pocking,  Ammunition,  Inner  &  Outer  For  Smoil  Explosive 

MIL-8-508S6A  (2) 

AR 

15  Aug 

88 

AR 

Components 

8140 

Box,  Smoil  Arm*  Ammunition,  Mork  1  Mod  0  Validated  Apr  82  REV-AR . 

MIL-8-18670A 

os 

07  Jun 

76 

os 

832 


FSC  USTING 


DOCUMENT 


FSC 

TITLE 

NUMBER 

PREP 

DATE 

CUSTODIAN 

8140 

Box,  SmoU  Arms  Ammunition,  M19A1  And  M2A''  REV<EA . 

MII-8-3060E  (2) 

AR 

30  Apr 

86 

AR 

L 

8140 

Coil,  Folit  Torgot,  MK2  Mods  0  And  1  Validated  Apr  02 . 

MIL-C-18S71  (1) 
NOTICE  1  (WP) 

os 

30  Mar 

56 

os 

8140 

Cons,  Htrmotic  Stoling,  Mttoi  Light  Gogt  Toor&strip  Typ*  Validated  Feb  60 
REV-EA  OS 

MIL-C-10464E 

AR 

06  Jun 

74 

AR  AS  99 

L 

8140 

Cop,  Prottcfing,  Woterproof  (Proicctilo  Fu'..'  Covtrs) . 

MIL-C-1863iA 

os 

13  Ftb 

84 

OS 

L 

8140 

CoHooding  Bomb  Guidonct  Kit  KMU*351A/B  (Ltts  Stekor  Assombly)  Floot  fssut 
Unit  Lood  Validated  Jan  85 

MIL-STO-1323/163 

OS 

27  Mor 

73 

L 

8140 

Corlooding  Bomb  Guidonco  Kit  KMU-388/B  (Lost  Sookor  AsscmbV)  fl***  issue 

Unit  Lood  Validated  Jan  85 

MIL-STO-1325/162 

OS 

27  Mor 

73 

1 

8140 

Corlooding  Cortridge,  3  INCH/50  In  Tank  Mk  5  And  Mods  Domestic  Unit  Lood 
Validated  Dee  85 

MIL-STD-1325/152 

OS 

17  Jul 

73 

OS 

L 

8140 

Corlooding  Cartridge,  6  INCH/47  In  Cartridge  Tank  Mk  4  Fleet  Issue  Unit  Lood 
Validated  Dee  85 

MIL-STO-1325/165 

OS 

17  Jul 

73 

OS 

L 

8140 

Corlooding  Fin  Assembly,  Bomb,  Mk  15  And  Mods  (Snokeye)  In  Poltet  Adopter 
AOU*383/E  Fleet  Issue  Unit  Lood  Validated  Dee  85 

Ma-STD-1325/166 

OS 

17  Jul 

73 

OS 

L 

8140 

Corlooding  Fin  Assembly,  Bomb  For  2000  Lb  G.p.  Bomb  Mk  84  In  Crate  Mk  13 
Mod  1  Fleet  issue  Unit  Lood  Validated  Dee  85 

Mll-STD-132i/167 

OS 

01  May 

73 

OS 

L 

8140 

Corlooding  Fin  Assembly,  Bomb  For  1000  Lb  Mk  83  Bomb  (UrKroted)  Fleet  Unit 
Lood  Validated  Jon  84 

Mll-STD-1325/156 

OS 

19  Sep 

72 

OS 

L 

8140 

Corlooding  Guided  Weopon  Mk  5  And  Mods  (Wolleye)  In  Contolner  CNU*154 

A/e  Or  CNU-154  B/e  Validated  Feb  69 

MH-STD-1325/149 
NOTICE  1 

OS 

23  Ftb 

89 

OS 

1 

8140 

Corlooding  Louncher,  Rocket,  LAU*59/A  Domestic  Unit  Lood  Validated  Dee  85 .. 

MIL-STD-132S/158 

OS 

09  Jon 

73 

OS 

L 

8140 

Corlooding  Projectile,  8  Inch  Mk  24,  25  And  Mods  In  Adopter  Mk  74  Mod  0 

Fleet  Issue  Unit  Lood  Validated  Dee  85 

MIL-STD-1325/80 

OS 

17  Jul 

73 

OS 

L 

8140 

Corlooding  Projectile,  8  Inch  Mk  21  And  Mods  in  Adapter  Mk  74  Mod  O  Fleet 
Issue  Unit  Lood  Validated  Dee  85 

MIL-STD-132S/81 

OS 

17  Jul 

73 

OS 

1 

8140 

Corlooding  Projectile,  5  INCH/38  Mks  35  Or  49  And  Mods  In  Adopter  Mk  11 

And  Mods  Fleet  Issue  Unit  Load  Validated  Dee  85 

MIL-STD-1325/13 

OS 

27  Mor 

73 

OS 

1 

8140 

Corlooding  Projectile,  16  Inch,  A  P  Mk  8  And  Mods  In  Hondting  Bond  Mk  85 

Mod  0  Fleet  Issue  Unit  Lood  Validated  Dee  05 

MILSTO-132S/W 

OS 

17  Jul 

73 

OS 

L 

8140 

Corlooding  Propulsion  Section,  (Phoenix)  In  Container  CNU«159/E  Domestic 

Unit  Lood  Validated  Dee  85 

MIL-STD-132S/161 

OS 

10  Apr 

73 

OS 

1 

8140 

Corlooding  Stondord  Arm  Missile  AGM‘78  In  Contoiner  CNU*183/E  Validated 

Dee  85 

MIL-STD-1325/160 

OS 

19  Dec 

72 

OS 

L 

8140 

Chipboard.  Wod  Moterio)  Validated  Feb  85 . . . . . 

Mll  C-80607  (1) 

AR 

28  Mor 

79 

AR 

1 

8140 

Cooted  Celtophone  Film  For  Increment  Chorge  Contolners.  Validated  Apr  84 . 

MIL-C-13S10 

AR 

24  Jun 

54 

AR 

L 

8140 

Commerciol  Contoiner  Looding  Explosive  Section  Mk  1  Mod  0  For  Mine  Mk  56 
Mod  0  In  Crate  Mk  101  Mod  0  Fleet  ISSUE  Unit  Lood  Validated  Apr  87 

MIL-STD-1663/1 
NOTICE  1 

OS 

08  Apr 

87 

OS 

L 

8140 

Commerciol  Contoiner  Looding  Mine,  Underwoter  Mk  52  And  Mods  In  Crote 

Mk  52  And  Mods  Fleet  Issue  Unit  Load  Validated  Apr  87 

MIL-STO-1663/2 
NOTICE  1 

OS 

08  Apr 

87 

OS 

1 

8140 

Component,  Metol,  For  Fiber  Contoiner  M105  Validated  May  85 . 

MII-C-S0409  (2) 

AR 

14  Dec 

72 

AR 

1 

8140 

Component,  Molded,  AsphoIt«asbestos  Filled  (For  Use  In  Ammunition  Shipping 
Containers)  Validated  Apr  88 

MIL  C-132128  (2) 
NOTICE  1 

AR 

22  Apr 

88 

AR 

1 

8140 

Contoiner  8i  Cushion  Assembly,  Ammunition,  Metol,  For  Cortridge,  120MM, 

Tonk  Ammunition 

MIL-C-70472  (1) 

AR 

23  Moy 

88 

AR 

L 

8140 

Container  Assembly  For  Demolition  Kit,  Blasting,  X8iM266 . 

MILC-63407 

AR 

07  Dec 

80 

AR 

8140 

Container,  Ammunition,  Fiber,  Spirally  Wound  REV'AR  OS  . 

MII-C-243PE  (2) 

AR 

05  Aug 

88 

AR 

L 

8140 

Container,  Ammunilion.metol,  For  Cortridge,  120MM,  Tonk  Ammunition . 

MIL-C-70478  (1) 

AR 

23  May 

88 

AR 

L 

8140 

Container,  Ammunition,  Metol,  For  Propelling  Chorges  &  Cortridges . 

MILC-63461  (5) 

AR 

23  Mor 

88 

AR 

L 

8140 

Contoiner,  Ammunition,  Metol,  For  Cortridge  105MM,  APFSDS*T,  M833 . 

MIIC-«3J21  (7) 

AR 

18  Aug 

87 

AR 

8140 

Container,  Carrying  And  Storage,  Signol,  llluminotlon  Aircroft  CNU*96/C  And 
CNU-97/C  Validated  Jun  83 

MIIC-4879A 

70 

14  Apr 

67 

OS  99 

I 

8140 

Container,  Dummy  Shipping  &  Storage,  M622  Validated  Apr  86 . . . . . 

Mll'C-63189 

NOTICE  1 

AR 

22  Apr 

88 

AR 

L 

8140 

Contoiner,  Fiber,  For  Bulk  Propellont . 

Mll-C-70470  (1) 

AR 

13  Jon 

87 

AR 

L 

8140 

Container,  Mark  470  Mod  O  Validated  Jun  86 . . . 

MIL-C  82382  (1) 
NOTICE  1 

os 

10  Jun 

86 

os 

L 

8140 

Container.  Metol,  For  Propelling  Chorge . 

MIL-C-2440E  (4) 

AR 

15  May 

85 

AR 

L 

8140 

Container,  Missile  Mk  183  Mod  Validated  Jun  86 . 

MIL-C'82&1I  (1) 
NOTICE  1 

os 

10  Jun 

86 

os 

L 

8140 

Contoiner,  Motor,  11.  65  Rocket,  Mk  178  Mod  0  Validated  Sep  88 . 

MIl-C-82580 

NOTICE  1 

OS 

30  Sep 

88 

OS 

1 

8140 

Contoiner,  M473  Artd  M473A1,  Clip,  Drow-in,  For  Validated  Apr  85  . 

Mll-C-48052 

AR 

25  Feb 

72 

AR 

L 

8140 

Container,  Reusoble,  Aluminum,  Hand  Portable  REV.MI . 

MII-C-23523A 

OS 

12  Moy 

87 

OS 

t. 

8140 

Container,  Reusoble  Aluminum,  Hond  Portable  Validated  Jan  83  REV'MI . 

MS-18026A 

OS 

24  Dec 

64 

OS 

L 

8U0 

Container,  Reusoble,  Aluminum,  Hond  Portoble-ossembly  For  Shipping  Validated 
Jon  83  REV-MI 

MS-1801 1A 

OS 

11  Apr 

66 

OS 

L 

8140 

Contoiner,  Shipping  And  Storage/  M473,  For  Worheod  Sect.ons  Validated  Apr 

85 

Cuntoinei,  Sliippiny  And  Sloiuyv,  Alt  Us*  Rownu  CNU  398''C . 

MILC-40441 

AR 

27  Apr 

67 

AR 

V 

C  i40 

«;iC-C56S9 

AS 

2*  Nov 

S4 

AS 

1 

8140 

Contoiner,  Shipping  &  Storoge  M473A1  For  Worheod  Section  Validated  Apr 

85 

Container,  Shipping  And  Storoge  Guided  Missile  CNU-159/E  Validated  Jon  84 

MIL  C-<10442 

AR 

27  Apr 

67 

AR 

L 

8140 

MIL-C-8S123 

AS 

17  Ftb 

78 

AS 

L 

8140 

Contoiner,  Shipping  And  Storage  Mork  300  Mods  0  And  1  (For  Torpedo  Mk 

46  Mod  0)  Validated  May  79 

Mll-C-81084  (3) 

OS 

20  Jan 

67 

OS 

L 

8140 

Container,  Shipping  And  Storoge  Guided  Missile  CNU>  163/E  Validated  Jon  84 

Mll-C-85124 

AS 

26  Apr 

78 

AS 

L 

8140 

Contoiner,  Signol,  Mork  3  Mod  0  (For  Signol,  Snvoke  And  tHuminotion,  Morine 

An,  Mork  13  Mod  O)  Validated  Jun  85 

MIL-C-18873A  (1) 

OS 

08  Apr 

63 

OS 

L 

8140 

Container,  Steel,  For  Bulk  Propellont . . . 

MIL-C-70469  (1) 

AR 

13  Jon 

87 

AR 

L 

8140 

Contoiner,  Torpedo,  MK  197  Mod  1  &  2  (inocttve  For  New  Design  Validated 

Sep  88 

MIL-C-82461  (1) 
NOTICE  2 

os 

30  Stp 

88 

OS 

L 

8140 

Container,  Weopon  Security:  XH289 . 

Mll-C-63955 

AR 

21  Jul 

88 

AR 

833 
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L 

8U0 

Weapon,  Shipping  And  Storoge,  Mk  12,  Mk  13,  Mk  14,  Mk  IS,  Mk  16 

MIL-C  81585 

AS 

31  Ocl  69 

AS 

And  Mk  18  Validated  Dec  83 

L 

8U0 

Crole,  Pollet,  Ammunition  Validated  Jun  85  . . . 

MII-C-21215A  (1) 

OS 

22  Nov  78 

OS 

L 

8140 

Crete,  Underwoter  Mine  Mk  56  Mod  0  General  Specilicotion  For  Validated  Sep 

MtL-C-82541B 

OS 

30  Sep  88 

OS 

88 

NOTICE  1 

L 

8140 

Cushion  &  Support  Components  For  Melol  Contolner  For  Volcano  Mine  Canister 

MIL  C-70733 

AR 

06  Ocl  87 

AR 

1 

8140 

Cushion  Comp'^nents  For  Metol  Contoiner  For  Cortridge  120MM  Tonk 

MIL  C-70473  (2) 

AR 

23  May  88 

AR 

Ammunition 

8140 

Design  Criterio  For  Ammunition  Un.t  Loods  Validated  Jun  85  USEP*SM  Ml  ME 

Mll-STD-1660 

OS 

06  Jun  78 

AR  OS  69 

SH  MC  REV  AS 

NOTICE  1 

06  JUN  78 

L 

8140 

Dispenser  And  Bomb,  Aircraft  CBU  MK  20  Mods  (Rockeye  11  In  Container  MK 

MII-STD-1325/174 

os 

03  Sep  82 

OS 

427  Mod  1  fleet  Issue  Unit  Lood  REV-AS 

NOTICE  1 

L 

8140 

filler  Assembly  Alternative  (for  Use  In  Ammunition  Containers)  Validated  May 

MIL-F-50997A 

AR 

08  Jun  73 

AR 

85  REV.EA 

1 

8140 

for  Domestic  And  Overseos  Shipment  Projectile  5INCH/54,  MK  41,  MK  48,  MK 

MIL  STD-1322/862 

os 

1 1  Oct  84 

55,  MK  61.  MK  64,  MK  65.  And  MODS  (Empty)  REV-OS 

L 

8140 

For  Underway  Replenishment  Chorg,  PROPELL1NG16INCM/50,  Reduced,  In 

MIL-STD-1322/309 

OS 

11  Ocl  84 

Power  Tank  MK  8  MOD  0  On  Wooden  Pallet  Adapter 

L 

8140 

Grommet,  Fiber  (Forjectile  Rotating  Bands)  REV4$ . 

MIL  0-18879(1} 
NOTICE  1 

OS 

07  Mor  89 

os 

1 

8140 

Grommet,  Polycarbonote  (For  Seporate  Loaded  Projectile)  . . . 

MIL-G-48090A 

AR 

17  Mor  88 

AR 

L 

8140 

Grommets,  Plastic,  Filament  Wound,  (For  Seporote  Loaded  Projectiles) 

MIL.G-46905A  (2) 

AR 

19  Mor  86 

AR 

Validated  Mar  86 

NOTICE  1 

L 

8140 

Index  To  Stondords  For  Palletizing,  Truck  Looding,  Railcar  Loading  And 

Mll>HDBK  2d6T 

os 

04  Apr  83 

os 

Container  Loading  Of  Hazardous  Materiols 

8140 

Item  Characteristics  Affecting  Tronsporiob'lity  And  Pockaging  And  Handling 

MILSTO-1319A 

OS 

30  Sep  88 

MT  OS  69 

Equipment  De<ign  REV-AV  GL  AR  ME  Ml  MC  AS  SH  SA  YO  15  16  10  13  II 

DH  OS 

NOTICE  1 

8140 

Looding  And  Restroinl  Of  Ammunition  And  Explosives  In  Commerctol  Intermodot 

MIL-STD-1663 

OS 

25  Apr  80 

SMOS  99 

Contoiners  Utilizing  The  Inlerr^ol  Restraint  System  Kit  Validated  Dee  85 

USER-SA  MC  43  REV-AR  AS  SH 

L 

8140 

loading  Of  Hazardous  Materiols  In  Milvan  Contoiners  Validated  Sep  88 

MIL-STD-1386 

OS 

30  Sep  88 

OS 

REV-AS 

NOTICE  1 

L 

8140 

Looding  Of  Hozordous  Materials  And  Associoted  Items  In  Milvon  Containers 

MIL-STD-1386/1 

os 

01  Ocl  73 

OS 

Bomb,  General  Purpose  Mk  81  And  Mods  (250  Lb)  Fleet  Issue  Unit  Load 
(With  Plastic  Nose  Plugs)  Validated  Dee  65 

L 

8140 

Loading  Of  Hozordous  Materials  And  Associated  Items  In  Milvon  Containers 

MIL-STD-1386/55 

OS 

29  Moy  87 

OS 

Cartridge,  76  MM/62  Caliber  Or  Charge,  Cleoring  76  MM/62  Coltber  Fleet 

Issue  Unit  Load  Validated  May 

NOTICE  1 

L 

8140 

Loading  Of  Hozordous  Materials  And  Associoted  Items  In  Milvon  Cor.tshers 

MIL-STD-1386/56 

os 

30  Ocl  88 

OS 

Explosive  Section  Mk  1  Mod  0  For  Mine  Mk  56  Mod  0  In  Crete  Mk  101 

Mod  0  Fleet  Issue  Unit  Lood 

NOTICE  1 

1 

8140 

Looding  Of  Hozordous  Moteriols  And  Associated  Items  In  Milvan  Contoiners 

MIL-STD-1386/57 

OS 

09  Jun  75 

OS 

Explosive  Section  Mk  2  Mod  2  In  Crete  Mk  103  Mod  0  Fleet  Issue  Unit  Lood 
Validated  Jun  87 

NOTICE  1 

L 

8140 

loading  Of  Hozordous  Materiols  And  Associated  Items  In  Milvon  Contoiners 

MIL-STD-1386/58 

OS 

28  Feb  75 

OS 

Anchor.  Underwater  Mine  Mk  57  Type  For  Underwater  Mine  Mk  57  Domestic 
Unit  Load  Validated  Jun  87 

NOTICE  1 

L 

8140 

Loading  Of  Hozordous  Motenals  And  Associoted  Items  In  Milvon  Contoiners 

MII-STD-1386/2A 

OS 

Cl  Jun  73 

OS 

Bomb.  General  Purpose.  Mk  83  And  Mods  (1(X)0  Lbs)  Fleet  ISSUE  Unit  lood 
(With  Plostic  Nose  Plugs)  Validated  Jan  84 

L 

8140 

Looding  Of  Hozordous  Materiols  And  Associoted  Items  In  Milvon  Contoiners 

MIL-STD-1386/59 

OS 

27  Moy  87 

OS 

Explosive  Section  Mk  2  Mod  2  (Empty)  For  Mk  57  Underwater  Mine  In  Crole 

Mk  103  Mod  0  Domestic  Unit  Lood  Validated  May  87 

NOTICE  1 

L 

8140 

Looding  Of  Hozordou,  Materials  And  Associated  Items  In  Milvon  Contoiners 

Mil  STD-1386/60 

OS 

27  May  87 

OS 

Mechanism  Comportment  Mk  2  Mod  3  For  Mk  57  Underwoter  Mine  In  Crote 

Mk  104  Domestic  Unit  Lood  Validated  May  87 

NOTICE  1 

1 

8140 

Looding  Of  Hozordous  Materials  And  Associated  Items  In  Milvon  Contoiners 

MIL-STD  1386/62 

OS 

27  May  87 

OS 

Poropoc  Assembly  Assembly  Mk  36  Mod  C  for  Underwater  Mirse  Mk  55  Fleet 
issue  Unit  lood  Validated  May  87 

NOTICE  1 

L 

8140 

Looding  Of  Hozordous  Materiols  And  Associated  Items  In  Milvon  Contoiners 

MIL-STD- 1386/63 

OS 

30  Ocl  88 

OS 

Flight  Gtor,  Underwoter  Mine  Mk  55  In  Container  Mk  586  Mod  O  Fleet  Issue 
Unit  Lood 

NOTICE  1 

L 

8140 

Looding  Of  Hozordous  Materiols  And  Associoted  Items  In  Milvon  Contoiners 

MlLSTD-1386/64 

OS 

30  Ocl  88 

OS 

flight  Geor.  Underwoter  Mine  MK  52  IN  Contoiner  MX  565  Mod  0  Fleet 

Issue  Unit  Lood  Validated  Oct  88 

NOTICE  1 

L 

8140 

loading  Of  Hozordous  Moteriols  And  Associoted  Items  In  MiKon  Contoiners 

MIL-STD  1386/3 

OS 

18  Aug  72 

OS 

Bomb,  General  Purpose  Mk  82  And  Mods  (500  Lbs)  Air  Force  Unit  lood 
(With  Plastic  Nose  Plugs  Validated  Jon  64 

1 

8140 

Looding  (Jt  Hozordous  Moteriols  And  Ass^kioted  items  in  Milvon  Containers 

MIL  STD  *356  ”■! 

cs 

RR  TO 

OS 

Bomb,  Generol  Purpose,  Mk  82  And  Mods  (5(X)  Lbs)  Fleet  Issue  Unit  Lood 

NOTICE  1 

(With  Plostic  Nose  Plugs)  Validated  Jan  84 

16  MARCH  73 

1 

8140 

Looding  Of  Hozordous  Moteriols  And  Associoted  Items  In  Milvon  Contoiners 

MIL-STD-I3B6/5 

OS 

11  Moy  72 

OS 

Adopter,  Booster,  Nose  T45  Type  Fleet  Issue  Unit  Lood  Validated  Jan  84 

1 

8140 

Looding  Of  Hozordous  Moteriols  And  Associated  Items  In  Milvon  Contoiners  Fin 

MIL-STD-1386/6 

OS 

11  May  72 

OS 

Assy  MAU-93/B  For  Mk  82  Bomb  Air  Force  Unit  Load  Validated  Jon  84 

1 

8140 

Looding  Of  Hozordous  Materiols  And  Associoted  Items  In  Milvon  Contoiners 

MIL-STD'13e6/11 

OS 

24  Nov  72 

OS 

Projectile,  6  INCH  Ap  In  Pallet  Adopter  Mk  20  Fleet  Issue  Unit  Lood 

Validated  Jon  84 

L 

8140 

Looding  Of  Hozordous  Moteriols  And  Associoted  Items  In  Milvon  Cc.'itamers 

MIL-STO-I386/I2 

OS 

24  Nov  72 

OS 

Projtctile,  6  Inch  Aoc  Or  He  With  Proltctive  Cop  Mk  1  And  3  In  Pollft 
Adopter  Mk  20  Flee  Issue  Unit  Lood  Vohdattd  Jon  84 
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1 

8140 

Looding  Of  Hozordous  Moterials  And  Aooctoted  Hems  In  Milvon  Containers 
Projectile,  6  Inch  Aoc  Or  He  With  Protective  Cop  Mk  4  in  Poliet  Adapter  Mk 

20  Fleet  Issue  Unit  load  VoUdattd  Jon  64 

M'.-STD-1386/)3 

os 

10  Nov 

72 

OS 

L 

8140 

Looding  Of  Hazardous  Moterials  And  Associated  Hems  In  Milvon  Contoiners 

Bomb,  500  Lb,  Mk  82  Mod  2  (Thermotty  Protected)  On  Bomb  Pellet  Mk  9 

Mod  O  With  Saddles  Fleet  Issue  Unit  Load  Validated  Jon  84 

MIL-STD-13B6/U 

OS 

10  Nov 

72 

OS 

L 

8140 

Looding  Of  Hozordous  Moterlols  And  Associated  Hems  In  Milvon  Contoinco 

Fuze,  Bomb  Mk  344  Or  Mk  376  Mod  O  Fleet  Issue  Unit  Lood  Validated  Jan 

84 

Loading  Of  Hozordous  Moteriols  And  Associoted  Hems  In  Milvon  Contoiners 

Fins,  Bomb  Toil  Mk  15  Mod  0  And  1  In  Crate  Mk  28  Mod  O  Fleet  Issue  Unit 
Lood  Validated  Jan  84 

MIL  STD-1386/15 

OS 

24  Nov 

72 

OS 

1 

8140 

Ma-STD-1386/16 

OS 

18  Aug 

72 

OS 

L 

8140 

looding  Of  Hozordous  Moteriols  And  Associated  Hems  In  Milvon  Contoiners  Fin 
Assembly,  Bomb  For  1000  Lb  Mk  63  Bomb  In  Bomb  Crete  Mk  10  And  Mods 

Fleet  Issue  Unit  Lood  Validated  Jan  64 

Mll-STD-1386/17 

OS 

30  Oct 

72 

OS 

1 

8140 

Looding  Of  Hazardous  Materials  And  Associated  Hems  In  Milvon  Contoiners  Fin 
Assembly,  Bomb  For  1000  Lb  Bomb  Mk  83  Uncrated  Fleet  Issue  Unit  Lood 
Validated  Jan  64 

MIL-STD-1386/18 

OS 

30  Oct 

72 

OS 

L 

8140 

Loading  Of  Hozordous  Materials  And  Associated  Hems  In  Milvon  Contoiners  Fin 
Assembly,  Bomb  For  500  Lb  ^omb  Mk  82  In  Crate  Mk  17  Mod  O  Fleet  Unit 
lood  Validated  Jan  84 

MIL-STD-1386/19 

OS 

30  Oct 

72 

OS 

L 

8140 

Loading  Of  Hazardous  Moteriols  And  Associated  Items  In  Milvon  Contoiners 

Rocket  Launcher,  LAU>69/A  Domestic  Unit  Load  Validated  Jan  84 

MIL-STD-1386/20 

OS 

10  Nov 

72 

OS 

L 

8140 

Loading  Of  Hazardous  Moteriols  And  Associated  Items  In  Milvon 

ContoinerS'bomb,  500  Lb  Mk  82  Mod  2  (Thermolly  Protected)  On  PoUel, 
MHU'122/E  Fleet  Issue  Unit  Load  Validated  Jon  84 

MILSTD.1386/21A 

OS 

14  Mor 

77 

OS 

L 

8140 

Loading  Of  Hozordous  Materiols  And  Associoted  Hems  In  Milvon  Contoiners  Fin 
Assembly,  Bomb,  For  500  Lb,  L  d.  Bomb  (Uncreoted)  Fleet  Issue  Unit  Lood 
Validated  Jan  84 

MIL-STD-1386/7 

OS 

11  May  72 

OS 

L 

8140 

Loading  Of  Hozordous  Materials  And  Associated  Hems  In  Milvon  Contoine'S 

Fuze,  Bomb,  M904  Or  M990  Type  Fleet  Issue  Unit  lood  Validated  Jon  84 

MIL-STD- 1386/8 

OS 

18  Aug 

72 

OS 

L 

8140 

Loading  Of  Hazardous  Materials  And  Associated  Hems  In  Milvon  Contoiners 
Projectiles,  5  INCH/54  In  Pallet  Adopter  Mk  li  Fleet  Issue  Unit  Lood  Validated 
Jan  84 

MIL-STD  1386/9A 

OS 

14  Mor 

77 

OS 

L 

8140 

Loading  Of  Hozordous  Moteriols  And  Associated  Hems  In  Milvon  Containers  5 
INCH/54  Cartridge  Fleet  Issue  Unit  Load  Validated  Jan  84 

Mll-STD-1386/10 

OS 

80 

4k. 

z 

o 

< 

72 

OS 

L 

8140 

Loading  Of  Hozordous  Moteriols  And  Associoted  Hems  In  Milvon  Contoiners 

Bomb,  Proctice  Mk  76  Mod  4  And  5  Fleet  Issue  Unit  Lood  Validated  Jon  84 

MIL-STD-1386/22 
NOTICE  1 

OS 

24  Jun 

82 

OS 

L 

8140 

Looding  Of  Hozordous  Moteriols  And  Associoted  Hems  In  Milvon  Contoiners 
Cortndge,  20MM  In  Small  Arms  Ammunition  6o^  Mk  1  Mod  0  Fleet  Issue 

Unit  Lood  Validated  Nov  85 

MIL.STD-1386/33 

OS 

19  Jul 

74 

OS 

L 

8140 

Loading  Of  Hazardous  Moteriols  And  Associoted  Hems  In  Milvon  Contoiners  Fin 
Assembly,  Bomb,  Mk  15  And  Mods  (Snokeye)  In  Pellet  Adopter  ADU*383/E 

Fleet  Issue  Unit  Load  Validated  Nov  85  REV<AS 

Mll-STD-1386/34 

OS 

11  Jon 

74 

OS 

L 

8140 

Looding  Of  Hozordous  Materiols  And  Associated  Hems  In  Milvon 

Contoiners  cartridge,  40  Mm,  He  Fleet  Issue  Unit  Lood  Validated  Nov  85 

MIL-STO-1386/35 

OS 

11  Jon 

74 

OS 

L 

8140 

Looding  Of  Hozordous  Moteriols  And  Associated  Hems  In  Milvon 

Contoiners'bomb  Ouidonce  Kit,  KMU'351  A/b  (Less  Seeker  Assembly)  Fleet 

Issue  Unit  Lood  Validated  Dec  85 

Mll-STO-1386/36 

OS 

1 1  Jon 

74 

OS 

1 

8140 

loading  Of  Hozordous  Materials  And  Associated  Items  In  Milvon  Contoiners 

Iniotor.  Mk  13  Mod  0  (For  Fire  Bomb)  In  Container  Cnu  157/E  Fleet  Issue 

Unit  Lood  Validated  Nov  85 

MIL-STO-1386/37 

OS 

07  Jun 

74 

OS 

L 

8140 

Looding  Of  Hazardous  Moterials  And  Associoted  Hems  In  Milvon  Contoiners 

Bomb  Guidonce  Kit,  KMU*388>'6  (less  Seeker  Assembly)  Fleet  Issue  Unit  Lood 
Validated  Nov  85  REV-AS 

MIL-STD-1386/38 

OS 

22  Feb 

74 

OS 

L 

8140 

Looding  Of  Hozordoi  s  Moteriols  And  Associoted  Hems  In  Milvon  Contoiners 

Safety  And  Arming  Device  Mk  13  Mod  0  And  1  For  AIM  9D,  9G  And  9H 
(Sidewinder  1C)  In  Container  CNU*189/6  Fleet  Issue  Unit  Lood  Validated 

Nov  85 

MIL-STD-1386/39 

OS 

15  May  74 

OS 

L 

BUO 

Loading  Of  Hozordous  Moteriols  And  Associoted  Items  In  Milvon  Contoiners 
Cortridge,  .50  Coliber  In  Smoll  Arms  Ammunition  Box  Mk  1  Mod  0  Domestic 

Unit  Load  Validated  Nov  85 

Mll-STD-13l»6'40 

OS 

01  Apr 

74 

OS 

1 

8140 

looding  Of  Hozordous  Materials  And  Associated  Items  In  Milvon  Containers 

Rocket  Motor,  Mk  16  And  Mods  And  Mk  71  Mod  0  And  1  (Zuni)  In 

Contoiner  Mk  36  Mod  0  Fleet  Issue  Unit  Load  Validated  Nov  85 

Mll-STD-1386/41 

OS 

07  Jun 

74 

OS 

L 

8140 

Looding  Of  Hozordous  Materials  &  Assocoted  Items  In  Milvon  Contoiners 

Aircraft  Flore  MIU  32/B99  (Britey'*)  Fleet  Issue  Unit  lood  Validated  Jon  84 

Mll-STD-1386/23 

OS 

01  Jun 

73 

L 

8140 

Loading  Of  Hozordous  Moteriols  And  Associated  Hems  In  Milvon  Contoiners 
Charge,  Propelling  6  INCH/47  In  Cortridge  ^onk  MK*4  Fleet  Issue  Unit  Lood 

YjI  Jmf.J  Jmm  Oj 

MIL-STD-1386/24 

OS 

11  Jon 

74 

OS 

L 

8140 

Loading  Of  Hozordous  Materiols  And  Associoted  Hems  In  Mifvon  Containers  5 
INCHES/38  Projectile  Flleet  Issue  Unit  Lood  Validated  Jan  84 

MII.STD-1386/2S 

OS 

10  Aug 

73 

OS 

1 

8140 

Looding  Of  Hozordous  Moteriols  And  Associoted  rtems  In  Milvon  Contoiners  5 
INCH/38  Cortridge  Fleet  Issue  Unit  Lood  Validated  Ian  84 

Mil  STD-1386/26 

OS 

17  Sep 

73 

OS 

L 

8140 

Looding  Of  Hozordous  Moteriols  And  Associoted  Items  In  Mrfvon  Contoiners  3 
tNCH/50  Cortridge  Fleet  Issue  Unit  lood  Validated  Jon  84 

ML-STD-1386/27 

OS 

17  Sep 

73 

OS 

1 

8140 

Looding  Of  Hozordous  Moteriols  And  Associated  Items  In  Milvon  Contoiners 

Flore,  Aircroft  Porochute  Mk  24  And  Mods  Fleet  issue  Unit  Lood  Validated 

Jan  84 

Mll-STD-1386//:8 

OS 

01  Oct 

73 

OS 

L 

8140 

Looding  Of  Hozordous  Moteriols  And  Associoted  Hems  In  Milvon  Contoiners 

Mll-SID-1386/29 

OS 

17  Sep 

73 

C'S 

Elore,  Aircroft  Porochute  Mk  45  Mod  O  Pleei  Issue  Unit  lood  Volldoted  Jon 
84 
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L 

8140 

Looding  Of  Hoxordous  MaterioU  And  Aitocioted  Items  In  Miivon  Contoiners 

MIL-STOI386/30 

os 

n  Jon  74 

OS 

Cortridge,  20  Mm,  M50  Senes  Belted  With  MK7  Or  M14  Links  In  Contoiner 
MS48  Fleet  Issue  Unit  Lood  Validated  Dec  85  REV^AS 

1 

8140 

Loading  Of  Hozordous  Materials  And  Associottd  Items  In  Miivon  Contoiners 

MIL-STD-1386/31 

OS 

01  Oct  73 

OS 

Rocket  Launcher,  LAU*61/A,  LAU-68/A  Or  Lou  69/A  Fleet  Issue  Unit  Lood 
Validated  Nov  85  REV-AS 

L 

8140 

Loading  Of  Hoxordous  Materials  And  Associoted  Items  In  Miivon  Contoiners 

MIL-STD-1386/32 

OS 

30  Oct  88 

OS 

Rocket  Heod,  5  Inch  Mk  24  Or  Mk  32  And  Mods  (Zum)  Fleet  Issue  Unit  Load 
Vohdoted  Oct  88  REV-AS 

NOTICE  1 

L 

8140 

Loading  Of  Hoxordous  Materials  And  Associoted  Items  In  Miivon  Containers 

MIL-STD  1386/42 

OS 

18  Jun  74 

OS 

Cartridge,  7.62MM,  Bolt  M60  Amphibious  Unit  Lood  Validated  Nov  85 

L 

8140 

Looding  Of  Hozordous  Moteriols  And  Associated  Items  In  Miivon  Contoiners  .50 

MIL-5TD  1386/43 

OS 

15  May  74 

OS 

Coliber  Linked  Ammunition  In  Ammunition  Box  Mk  1  Mod  0  Amphibious  Unit 
lood  Validated  Nov  65 

L 

8140 

Looding  Of  Hozordous  Moteriols  And  Associoted  Items  In  Milton  Contoiners 

MIL-STD- 1386/44 

OS 

27  Sep  74 

OS 

Bomb,  G  p.,  Mk  82  And  Mods  (500  Lb,)  Empty  Validated  Apr  87  REV-AS 

NOTICE  1 

1 

8140 

Looding  Of  Hozordous  Moteriols  And  Asso«.  '^ted  Item*  in  Miivon  Containers 

MIL-STD-1386/45 

OS 

21  May  87 

OS 

(Bomb,  G  p.,  Mk  81  Mod  1  (250  Lbs )  Empty  Validated  May  67  REV-AS 

NOTICE  1 

L 

8140 

Looding  Of  Hoxordous  Moteriols  And  Associated  Items  In  Miivon  Contoiners 

Mll-STD-1386/46 

OS 

21  May  87 

OS 

Projectiles,  6  Inches  Aoc,  He  Or  Ap  In  Pallet  Adapter  MK4  And  Mods  Fleet 

Issue  Unit  lood  Validated  May  87 

NOTICE  1 

1 

8140 

Looding  Of  Hoxordous  Moteriols  And  Associoted  Items  In  Miivon  Contoiners 

MIL  STD'1386/47 

OS 

22  May  87 

OS 

Mine,  Underwoter  Mk  52  And  Mods  In  Crate  Mk  52  Fleet  Issue  Unit  lood 
Validated  May  87 

NOTICE  1 

L 

8140 

Looding  Of  Hoxordous  Moteriols  And  Associated  items  In  Miivon  Containers 

MIL  STD- 1386MB 

OS 

11  Nov  74 

OS 

Mine  Underwater  Mk  55  And  Mods,  Configuration  ,c,  In  Crote  Mk  55  Mod  1 
Fleet  Issue  Unit  Load  Validated  feb  81 

1 

8140 

Looding  Of  Hazardous  Moteriols  And  Associoted  Items  In  Miivon  Containers 

MILSTD-1386/49 

OS 

20  May  87 

OS 

Fire  Bomb,  Mk  77  Mods  2  And  4  (Empty)  Fleet  issue  Unit  Lood  Validated 

May  87 

NOTICE  1 

L 

8140 

Loading  Of  Hoxordous  Mritenols  And  Associated  Item  In  Miivon  Contoiners. 

Mll-STD-1386/50 

OS 

24  Feb  75 

OS 

Pock  Assembly,  Porochute,  Underwoter  Mine,  Mk  35  Type  Fleet  Issue  Unit 

Lood  Validated  feb  81 

NOTICE  1 

L 

8140 

Looding  Of  Hoxordous  Materials  And  Associated  Items  In  Miivon  Contoiners, 

MIL-STO-13a6/51 

OS 

15  Moy  87 

OS 

Releose,  Porochute,  Underwoter  Mine,  Mk  20  Fleet  issue  Unit  Load 

NOTICE  1 

L 

8140 

Loading  Of  Hozordous  Moteriols  And  Associated  Items  In  Miivon  Containers, 

MIL-STD-1386/52 

OS 

28  May  87 

OS 

Release,  Porochute,  Underwoter  Mine,  Mk  33  Type  Fleet  ISSUE  Unit  Lood 
Validated  May  67 

NOTICE  1 

1 

8140 

Looding  Of  Hozordous  Moteriols  And  Associoted  Items  In  Miivon  Contoiners, 
fin,  Toil,  Underwater  Mine,  Mk  18  Type  Fleet  Issue  Unit  Load  Validated  May 

87 

Looding  Of  Hozordous  Moteriols  And  Associated  itemssin  Miivon  Contoiners, 

Mil  STD-1386/53 
NOTICE  1 

OS 

28  May  87 

OS 

L 

8140 

MII'STD-I386/S4A 
NOTICE  1 

OS 

29  May  87 

OS 

Foinng,  Underwoter  “in<  Mk  20  Type  Fleet  Issue  Unt'  .ood  Validated  May 

87 

Mine,  Underwoter  MK  57  Mod  0  •  Configuration  A  -  In  Crate  MK  109  Mod  0  .. 

i 

8140 

MIISTD-1320/186A 
NOTICE  1 

OS 

03  Nov  83 

OS 

Q 

8140 

Mount,  Resilient  (For  Use  In  Ammunition  Shipping  Containers)  Validated  Mar 

MIL  M-50508A 

AR 

24  Mor  87 

AR  99 

87 

NOTICE  1 

8140 

Pockoging,  Packing  And  Marking  For  Shipment  Of  Artillery  Type  And  Rocket 

MIL  P-60412B  (3) 

AR 

23  Sep  80 

AR  99 

Fuzes.  Generol  Specificotion  For 

L 

8140 

Pockoging,  Packing  And  Marking  For  ^  nt  Of  Inert  Ammunition 

MILSTD-1169B 

AR 

20  Oct  87 

AR 

Components  REV-EA 

NOTICE  2 

L 

8140 

Podding  Materiel,  Resilient  (For  Pockr  i^  f  Ammunition)  Validated  Jon  82 

MIIP-13607B 

AR 

16  Dec  75 

AR 

REVEA 

L 

8140 

Pollet,  Metal,  For  Metol  Contoiner  For  105MMTANK  Ammunition  . 

MIL  P-48663 

AR 

06  Sep  86 

AR 

L 

8140 

Pollet,  Units,  Wood,  For  Shipment  Of  Projectile  Metol  Ports,  And  Projectile 

mil  P.45449B  (1) 

AR 

11  Moy  88 

AR 

Ammunition 

L 

8140 

Poper,  Pringing,  Plastic  Coated  Validated  May  85  . 

MILP-48224 

AR 

29  Moy  73 

AR 

L 

8140 

Port,  Molded,  Plostic  Foam,  Polystyrene  (For  Use  With  Ammunition)  . 

MII-P-60312C  (2) 

AR 

05  Dec  86 

AR 

L 

8140 

Roilcor  Looding  Of  Hoxordous  Moteriols  Airframe  MK  4  MOO  0,  Or  MK  5 

MtLSTO-1320/185 

OS 

04  Jon  78 

OS 

MOO  0,  Or  MK  8  MOD  Odor  (ASSROC)  Incotilainer  MK  321  MODO  Or  1 
Validated  Jan  84  REV-AS 

1 

8140 

Roikor  Looding  Of  Hoxordous  Moteriols  Bomb  Mk  82  And  Mods  (5(X)  lb.)  On 

MIL-STD-1325/178 

OS 

14  Dec  76 

OS 

Bomb  Pallet  MHU-149/E  Air  Force  Unit  Lood  TPO  01-006-5657  Validated 

Jan  83  REV-AS 

1 

8140 

Roikor  Loading  Of  Hoxordous  Materials  Bomb,  2000  Lb  MK84  Mod  3 

Mll-STD-1325/175 

OS 

05  Nov  75 

OS 

(Thermally  Protected)  In  Unit  Lood  Adapter  Mk  79  Mod  0  With  Saddles  Fleet 
Issue  Unit  Lood  Validated  Apr  87  REV-AS 

NOTICE  1 

{ 

8140 

Roikor  Loading  Of  Hazardous  Materials  Dispenser  And  ftnmh  Airrrnft  Cftll-MK 

Mll..<lTO-1325/179 

OS 

03  Seo  82 

OS 

30  And  Modt  (Rocli,yt  II)  Or  CSU-SS/B,  CBU-5SA/B  Or  CBU-72/B  (FAE) 

Or  CBU-S9B  (APAM)  In  Containtr,  CNU.238/E  Fl«,t  l»u«  Unit  lood 

USER-AS 

NOTICE  I 

L 

8140 

Roikor  Looding  Of  Hoxordous  Moteriols  Dispenser  And  Bomb,  Aircroft 

MII-STD-132S/180 

OS 

23  Feb  89 

JS 

CBU-59(T-1)/B  Troining  In  Contoiner  MK  427  Mod  1  Fbet  Issue  Unit  lood 
Validated  Feb  89  REV-AS 

NOTICE  1 

L 

8140 

Roikor  Looding  Of  Hozordous  Moteriols  Rocket  Motor  Mk  52  And  Mods 

Mll-STD-1325/182 

OS 

23  Feb  89 

OS 

(Sporrow)  Or  Rocket  Motor  Mk  53  Mod  1  Or  Mk  78  Mod  0  (Shrike)  Fleet 

Issue  Unit  Lood  Validated  Feb  89  REV-AS 

NOTICE  1 

L 

8140 

Roikor  Looding  Of  Hozordous  Moteriols  Airfoil  Group,  MKU-641/8.  F/mk  83 

Mll-STD-1325/183 

OS 

23  Feb  89 

OS 

Bomb  Fleet  Issue  Unit  Lood  Validated  Feb  89 

NOTICE  1 

L 

8140 

Roikor  Loading  Of  Hoxordous  Moteriols  Smokeless  Power  For  Cannon  In 

Mll-STO-t325/184 

OS 

01  Oct  76 

OS 

Pocking  Box  MK7  And  Mod»  Volldated  Jan  83 
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L 

8140 

Roikor  Looding  Of  Hotordous  Moterials  Airframe  Mk  4  Mod  MK5  Mod  0, 

Or  Mk  8  Mod  OOOR  1  (Asiroc)  In  Contoiner  Mk  321  Mod  0  Or  1  Volidaftd 

Jan  83 

MII-STO-132S/185 

OS 

07  Oct 

76 

OS 

L 

8140 

Roikor  loodmg  Of  Hoxordous  Moterioli  Mine,  Urvderwater  MK  60  MOD  0  In 

Skid  MK  24  MOD  0  Votidated  Jon  83 

MIL-STD-1325/186 

OS 

20  Sep 

77 

OS 

L 

8140 

Roikor  looding  Of  Hozordous  Moteriolt  Cartridge,  4.4  Inch,  ChoH,  MK  171 

Type,  MK  173,  MK  178.  MK  179  (RBOC)  (n  Pellet  Adopter  MK  132  MOD  0 

Fleet  ($iue  Unit  lood  Validated  Jon  63 

MIL-STO-132S/188 

OS 

24  Jun 

77 

OS 

1 

8140 

Railcar  Loading  Mine.  Underwoter,  MK  55  &  MODS.  Configerotion  C  &  D  In 

Crate  MK  55  MOD  1  With  Crate  Adopters  MK  112  MOD  0  Validated  Jon 

83 

Roikor  Loading  Mine,  Underwoter  MK65  Mod  0  &  Mods  In  Skid  MK25  Mod  2 

MIL-STD-1325/189 

OS 

26  Sep 

77 

OS 

L 

8140 

MII-STO-1325/191 
NOTICE  1 

10  SEP  1981 

OS 

1C  Sep 

81 

OS 

L 

8140 

Roikor  Loading  Cose,  Underwoter  Mine  Mk  25  And  Mods  In  Crete  Mk  25 

Validated  Jan  84 

Mll-STD-1325/192 

OS 

14  Dec 

77 

OS 

8140 

Railcar  Loading  Torpedo  Mk  44  And  Mk  46  Assemblies  In  Container  Mk  197 

Mod  1  Validated  Jan  84 

MIL-STD-1325/193 

OS 

05  Jon 

78 

OS 

L 

8140 

Roikor  Loading  Dispenser  And  Bomb,  Aireraftc6U*MK  20  And  Mods  (Rockeye  It 
in  Container  CNU>319/E  Unit  Load  Underwoy  Replenishment  REV«AS 

MILSTD-132S/196 
NOTICE  1 

OS 

03  Sep 

82 

OS 

L 

i,  .-!!'• 

Roikor  Loading  Of  Hozordous  Materiols  Worheod.  Torpedo  Mk  16  Mod  6 

Domestic  Unit  Lood  Validated  Oct  87 

MILSTD-1325/176 
NOTICE  1 

OS 

01  Oct 

87 

OS 

L 

8140 

Roilcor  Loodmg  Of  Hozordous  Materials  Cortridge,  76MM/62  Col  Or  Chorge, 
Clearing,  76MM/62  Cot  In  Pallet  Adopter  Mk  121  Mod  O  Fleet  Issue  Unit 

Load  Validated  Apr  67 

MILSTO-1325/ir7 
NOTICE  1 

OS 

03  Jun 

75 

OS 

L 

8140 

Roikor  Looding  Of  Hozord'us  Materials  Bomb,  500  Lb.  Mk  82  Mod  2 
(Thermally  Protected)  On  Pallet,  MHU-122/E  Fleet  Issue  Unit  Load  Validated 

Jan  64 

MII-ST0.1325/157A 

OS 

07  Sep 

73 

OS 

L 

8140 

Roikor  Loading  Of  Hazardous  Materiols  Bomb,  Cluster,  Mk  20  And  Mods 
(Rockeye  11)  In  Container  CNU-208/E  Fleet  Issue  Unit  Lood  Validated  Nov 

85  REV-AS 

MII-STD-1325/168 

OS 

18  Jon 

74 

OS 

t 

8140 

Ro*'*''f  Loading  Of  Hozordous  Materials  Bomb,  Cluster,  CBU*55/&,  CBU‘55A/'B 

Ur  CBU*72/B  (Fuel  Explosive)  In  Container  CNU'208/E  Fleet  Issue  Unit  Lood 
Validated  Jan  84  REV-AS 

MllSTr-1325/169 

OS 

18  Jon 

74 

OS 

L 

8140 

Roikor  Loading  Of  Hozordous  Materiols  Guided  Missile  BGM>71A*1  (Tow)  in 
Adopter  A0U*466/E  Unit  Load  For  Underwoy  Replenishment  Validated  Dec 

65  REV-aS 

MIL-STD-1325/197 

OS 

30  May 

80 

OS 

L 

8140 

Roikor  Looding  Of  Hazardous  Materials  Propeltont  Grom  Mk  88  Mod  0  In 

Pallet  Crote  Mk  107  Mod  0  Domestic  Unit  Load  Validated  Nov  85  REV>AS 

Mll.STO-1325/170 

OS 

22  Jon 

74 

OS 

L 

8140 

Roikor  Looding  Of  Hazardous  Materiols  Explosive  Section  Mk  1  Mod  1  In 

Creot  Mk  101  Mod  1  Fleet  Issue  Unit  Lood  Validated  Mar  89 

MII-STO-1325/97 
NOTICE  1 

OS 

o 

o 

89 

OS 

L 

I..40 

Roikor  Loading  Of  Hazardous  Materials  Typical  Corlooding  Procedures  For 
Polletized  Unit  Loods  (2  Rows  Across  Cor)  Validated  Apr  87 

MII,-STO-1325/100 

OS 

07  Feb 

75 

OS 

L 

8140 

Roikor  loodmg  Of  Hozordous  Materiols  Typical  Corlooding  Procedures  For 
Polletized  Unit  Loads  (3  Rows  Across  Cor)  Validated  Apr  87 

MILSTD.1325/101 
NOTICE  1 

OS 

26  Feb 

75 

OS 

L 

8140 

Roikor  Loading  Of  Hozordous  Materiols  Typicol  Partial  Upper  Loyer  Srocing  Of 
Unit  Loads  In  Ail  Metol  Boxcars  Validated  Mar  89 

MII-STD.1325/102A 
NOTICE  1 

OS 

01  Mor 

89 

OS 

L 

8140 

Roikor  Loading  Of  Hozordous  Materials  Dispenser  And  Bomb,  Aircroft 

CBU'59/8,  Complete  (APAM)  Or  Dispenser  And  Bomb,  Aircroft 

CBU-59(T*1)/B  Training  IN  Container  MK  427  Mod  0  Fleet  Issue  Unit  lood 
Validated  Mar  89  REV-AS 

Mlt,-STO-1325/144 
NOTICE  1 

OS 

01  Mor 

89 

OS 

L 

8140 

Roikor  Looding  Of  Hozordous  Materiols  Projectiles  5/54  In  Poilet  Adopter  Mk 

1 1  And  Mods  Fleet  issue  Unit  Load  Validated  Mar  89 

Mll-STO-132i/15 
NOTICE  1 

OS 

01  Mor 

89 

OS 

1 

8140 

Roikor  Loading  Of  Hazordous  Materiols  Rocket  Motor  MK-16  And  Mods  Or 

Mk  71  Mod  0  (Zuni)  In  Container  Mk  38  Mod  0  Fleet  Issue  Unit  lood 

Validated  Nov  85  REV-AS 

Mll-STO- 1325/37 

OS 

30  May  74 

OS 

L 

8140 

Roikor  loading  Of  Hozordous  Moteriols  Rocket  Motor  Cluster  LAU-10/A, 
LAU-10A/A,  LAU-10B/A  Or  LAU-IOC/A  Louncher  (Zuni)  tr>  Unit  load 

Adopter  MK56  Mod  1  Fleet  Issue  Unit  Load  Validated  Nov  85  REV-AS 

MI1..STD.1325/39A 

OS 

07  Jun 

74 

OS 

L 

8140 

Roikor  Loading  Of  Hozordous  Materials  Adoption  Kit  Mk  28  Mod  1  In 

Contoiner  Mk  182  Mod  1  Validated  Mar  89 

MII-STD.1325/55 
NOTICE  1 

NOTICE  2 

OS 

01  Mar 

89 

OS 

L 

8140 

Roikor  Loading  Of  Hazordous  Materials  Torpedo  Mk  44  Mod  0,  ASROC  in 
Container  Mk  187  Mod  1  Validated  Mar  89 

MIISTD.  1325/55 
NOTICE  1 

OS 

01  Mor 

89 

OS 

1 

8140 

Roikor  loading  Of  Hozordous  Moteriols  Rocket  Motor  Mk  1  Mod  0  Or  Mk  37 
Mod  0  (ASROC)  In  Container  Mk  178  Mod  0  Validated  Mar  89 

MIISTD- 1325/59 
NOTICE  1 

OS 

01  Mor 

89 

OS 

L 

8140 

Roikor  Looding  Of  Hazardous  Moteriols  (Chorge,  Propelling  8  INCH/55 

Cortridge  Took  Mk  1 1  Mod  0  Or  Mk  13  Mod  0  In  Adopter  Mk  76  MODO 

Fleet  Issue  Unit  Load  Validated  or  89  REV-AS 

Mll-STD-132j/83 
NOTICE  1 

OS 

01  Mor 

89 

OS 

8140 

Roikor  Loading  Mine,  Underwater.  MK55  &  Mods,  Configuroiion  ,b,  ,c,  &  ,d.  In 
Crote  MK55  Mod  1 

MIL-STD-I325'S4 

OS 

20  Jon 

63 

OS 

L 

8140 

Roikor  Loodmg  Of  Hazardous  Moteriols  Bomb,  Generol  Purpose,  Mk  84  Mods 

0,  1,  And  2  [7000  Lb.)  In  Unit  Load  Adopter  Mk  79  Mod  0  Validated  Mar 

89 

MIISTD-1325/85 
NOTICE  1 

NOTICE  2 

OS 

01  Mor 

89 

OS 

L 

8140 

Roilcoi  Loading  Of  Hozordous  Moteriols  Mine,  Underwoter  Mk  52  And  Mods  In 
Crate,  Underwater  Mine  Mk  52  Mod  0  Validated  Mar  69 

MIL-STD-1325/86 
NOTICE  1 

OS 

01  Mor 

89 

OS 

L 

8140 

Roikor  Loodmg  Of  Hazardous  Matenols  Validated  Ju!  83  USER-SA  REV-MC  AS 

MIISTD-1325A 

OS 

02  Mor 

76 

OS 

1 

8140 

Roikor  Looding  Ot  Hozordous  Moteriols  Bomb,  Generol  Purpose,  Mk  81  Mod  0 
(250  Lb)  In  Poilet,  Bomb,  Mk  8  Mod  0  Fleet  Issue  Unit  Lood  Validated  Nov 

85  REV-AS 

MII-STD.1325/9 

OS 

18  Jon 

74 

OS 

L 

3140 

Roikor  Looding  Of  Hozordous  Moteriols  Bomb,  General  Purpose,  Ml  17  (750 

Lb)  Air  Force  Unit  Load  Validated  Nov  65 

MIL-STD-1325/171 

OS 

27  Aug 

74 

o: 

837 
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L 

8140 

Rgilcar  Loodlng  Of  Hotordout  Materials  Wing  Assembly  Mk  7  Mod  2  And  Fin 
Assembly  Mk  32  Mod  2  For  Guided  Weapon  Mk  5  Mod  4  (Walleye  1!)  In 
Container  CNU-150/E  Fleet  Issue  Unit  Load  Vahdatecl  Mar  89  REV<AS 

MIL-STD.132S/172 
NOTICE  1 

os 

01  Mar 

89 

OS 

L 

8140 

Raikar  Loading  Of  Hazordous  Materiols  Bomb,  Generol  Purpose,  Mk  82  And 

Mods  (500  Lb)  Air  Force  Unit  Load  Tpo  1325*294-4152  Revision  R  Through 

A>o  Volidoted  Jan  84 

MII.-STD-132S/150 

OS 

07  Sep 

73 

os 

L 

8140 

Railcor  Loading  Of  Hazardous  Moteriols  Cortridge  5  INCH/54  In  Tank  Mk  14, 

Mk  14  Mod  1,  Mk  21  Mod  0  Or  Reduced  Mk  14  Fleet  Issue  Unit  Load 

Validated  Jon  84 

MIL-ST0-132S/164 
NOTICE  1 

20  DEC  1976 

OS 

01  Jul 

73 

OS 

L 

8140 

Requirements  For  Construction  Of  This  Unit  Lood  Shell  Consist  Of  This 

Document  &  The  Lotest  Issue  Of  Mihstd  1323  (Navy) 

MIL-STD-1323/2‘»8C 

OS 

23  Stp 

84 

OS 

L 

8140 

Rocket  Motor  Cluster,  LAU-10/A,  LAU-10/A/A  LAU-10B/A  Or  LAU-10C/A 

Louncher  (ZUNl)  Fleet  Issue  Unit  Load  Validated  Nov  85 

MIL-$TD>1320/140A 
NOTICE  2 

19  JUN  1979 

OS 

19  Jun 

79 

OS 

L 

8U0 

Shipping  &  Storoge  Container,  Cortridge  7.62MM,  M527  Validated  May  65 . 

MIL-S-60S60 

AR 

23  Aug 

66 

AR 

L 

8140 

Shipping  &  Storoge  Container,  Fuze,  XM573  Validated  Mar  87 . 

MII-S-60386B 

NOTICE  1 

AR 

24  Mar 

87 

AR 

L 

8140 

Shipping  &  Storage  Container,  Rocket,  XM626.. . 

MIL'S-53041 

ME 

15  Aug 

84 

ME 

L 

8140 

Shipping  &  Storage  Container,  Cartridge,  20MM,  XM528E1  Validated  May  85. 

MIL-S-60286  (1) 

AR 

17  F»b 

67 

AR 

8140 

Shipping  And  Storage  Container  Cartridge,  20MM,  M548 . 

MIL-S-233S9B 

NOTICE  1 

AR 

15  Jul 

88 

AR 

99 

L 

8140 

Shipping  And  Storoge  Container,  Cartridge,  30MM,  XM592  Validated  Feb  83  .. 

MlLS-50312 

AR 

01  Oct 

69 

AR 

L 

8140 

Shipping  Ar.d  Storoge  Container,  Warhead  Section,  M544  Spore  Ports  For 
Validated  Mar  87 

Mll-S -48756 

NOTICE  1 

AR 

24  Mar 

87 

AR 

L 

8140 

Shipping  And  Storage  Contoiner,  XM612  Ports  And  Assembling... . . . 

MIL-S-46741  (5) 
NOTICE  1 

AR 

24  Mor 

87 

AR 

L 

8140 

Shipping  And  Storoge  Contoiner  For  Warheod  Section,  M544  Ports  And 

Assembly  For  Validated  Feb  84 

MIL-S-48164A  (1) 

AR 

07  Apr 

78 

AR 

L 

8140 

Support,  Molded,  Plastic  (For  Use  In  Ammunition  Packaging)  Validated  Mot  66 

MIL-S-60997A 

NOTICE  1 

AR 

18  Mor 

86 

AR 

L 

8140 

Supports,  Molded,  Plastic  (For  Use  In  Ammunition  Containers)  Validated  Jvl  86 

MIL-S-502048 

NOTICE  1 

AR 

11  Jul 

88 

AR 

1 

8140 

Tank,  Cortridge,  f  jwder.  Rocket  (Steel) . . . . 

MIL-T-18652A  (1) 

os 

01  Jun 

86 

OS 

L 

8140 

Tanks,  Cortridge,  Tanks,  Powder,  Tonks,  Rocket  (Aluminum) . 

MIL-M8492A  (1) 

OS 

30  Jul 

86 

OS 

L 

8140 

Truck  Looding  Dolly,  Missile  Tronsfer,  MF  30  Mod  0  On  Skid,  T'onsport, 
DL6212586  Unit  Load  For  Domestic  &  Overseas  Shipment 

MIL-STD- 1320/228 

OS 

11  Jon 

88 

OS 

L 

8140 

Truck  Loading  Groin  Propellant  Mk  80  Mod  0  In  Pallet  Ciate  Mk  107  Mod  0 
Domestic  Unit  Load  Validated  Jan  84 

MIL-STD-1320/116 
NOTICE  2 

11  JUN  1979 

OS 

11  Jun 

79 

OS 

L 

8140 

Trucklood  Of  Hozordous  Materials  Guided  Missile,  AIM7E  Or  7F  (Sporrow) 

(Less  Wings  And  Fins)  in  Contoiner  CNU>166/E  Fleet  Issue  Unit  Lood 

Validated  Sep  88  REV'AS 

MIL-STD-1320/155 
NOTICE  1 

NOTICE  2 

OS 

30  Sep 

88 

OS 

L 

8140 

Truckload  Of  Hazardous  Moteriols  Mine,  Underwater  Mk  52  &  Mod  0  In  Crete 

Mk  52  Mod  0  (Configuration  8)  Sub-assembly  W/ossocioted  Flight  Geor 
Validated  Mar  89 

MIL-STD-13;0/168 
NOTICE  2 

NOTICE  3 

OS 

14  Mar 

89 

OS 

L 

L 

8140 

8140 

Truckloading  Adaption  Kit  MK  28  Mod  1  IN  Container  MK  182  Mod  1 

Validated  Sep  88 

Truckloading  Airboc  In  Pallet  Creat  CNU-313/E  REV-OS  . 

Mll-STD-1320/16 
NOTICE  1 
MIL-STD-1320/218 

OS 

OS 

30  Sep 

22  Oct 

88 

84 

OS 

L 

8140 

Trucklooding  Bomb  500  Lb.  Mk  82  Mod  2  (Thermolly  Protected)  On  Pollet, 
MHU-122/E  Fleet  Issue  Unit  Lood  Validated  Sep  88 

MIL-STi,-1320/112A 
NOTICE  1 

NOTICE  2 

OS 

30  Sep 

88 

OS 

L 

8140 

Trucklooding  Bomb,  5(X)  Lb.  MK62  Mod  2  (Thermally  Protected)  On  Bomb 

Pallet  Mk  9  Mod  0  With  Soddles  Fleet  Issue  Unit  Load  Validated  Jan  84 

MIL-STD-1320/104 

OS 

15  Fab 

79 

OS 

L 

8140 

Trucklooding  Bomb,  Practice  Mk  76  Mods  4  And  5  Fleet  Issue  Unit  Load . 

MII-STD-1320/109A 
NOTICE  1 

OS 

30  Sep 

88 

OS 

L 

8140 

Truckloading  Bomb,  MK  82  And  Mods  (500  lbs  In  MHU- 149/E  Airforce  Unit 

Lood  TPO  01-006-5657  Validated  Jun  82 

MIL-STD-1320/170 
NOTICE  1 

5  NOV  1976 

OS 

05  Nov 

76 

OS 

L 

8140 

Trucklooding  Booster  Mk  12  Mod  0  And  1  In  Container  Mk  2(X)  Mod  0  An  1  1 .. 

MIL-STD-1320/18 
NOTICE  3 

OS 

13  Jun 

84 

OS 

L 

8140 

Truckloading  Cartridge,  20MM,  M50  Series  (Loose)  In  Container  M548 

Domestic  &  Fleet  Issue  Loads  Validated  Jan  83 

Mll-STD-1320/178 

OS 

02  Nov 

76 

OS 

L 

8140 

Truckloading  Cartridge,  5.125  Inch  Mk  182  (Super  Rboc)  Cortridge,  5.125  Inch 

Mk  186  (Torch)  In  Pollet  Adapter  Mk  144  Unit  lood.  Underwoy 

Replenishment  Validated  Jan  84 

Mll-STD-1320/177 

OS 

03  Apr 

79 

OS 

L 

8140 

Trucklooding  Cortridge  20  MM,  MK  100  Series  (Not  linked)  For  MK11  Or  MK 

12  Gun  In  Small  Arms  Amunition  Boxmk  1  Mod  O  Domestic  Load  Validated 

Jan  83 

MII,-STD-1320/180 

OS 

06  Apr 

77 

OS 

L 

8140 

Trucklooding  Cose,  Underwater  Mine  Mk  25  And  Mods  In  Crote  Mk  25  Fleet 

Issue  Unit  Load 

MII-STD-1320/198A 

OS 

28  Moy  87 

OS 

1 

8140 

Truckloading  Dispenser  &  Bomb  Aircroft  Cbu-mk  20  &  Mods  (Rockeye  Si)  Or 
CBU-55A/B  Or  CBU-72/&  (Foe)  Or  CBU-59/B  (Apom)  l.t  Contoiner, 

CNU-238/E  Fleet  Issue  Unit  Loads  Validated  Mar  89  REV-AS 

MIL-STD-1320/171 
NOTICE  1 

OS 

14  Mar 

89 

OS 

L 

8140 

Trucklooding  Dispenser  And  Bomb,  Aircroft,  CBU-59/B,  Complete  (Apom) 

Dispenser  And  Bomb,  Aircroft,  CBU-59(T«1)/B,  Trolning  In  Contoiner  Mk  427 
Mod  1  Fleet  Issue  Unit  Lo  Validated  Mar  89 

Mll-STD-1320/172 
NOTICE  1 

NOTICE 

OS 

14  Mor 

89 

OS 

L 

8140 

Trucklooding  OoKy,  Tronsfer  Mk  7  On  Plotform,  Tronsport  Mk  9  Mod  O 

Domestic  Unit  lood  Validated  Jon  84 

MIL-STO-1320/181 
NOTICE  1 

11  JUN  1979 

OS 

11  Jun 

79 

OS 

L 

8140 

Trucklooding  Dolly  Tronsfer  MK8  On  Platform,  Transfer  Mk  10  Mod  0  Domestic 
Unit  Load  Validated  Jan  84 

MII-STD-1320/1S2 
NOTICE  1 

11  JUN  1979 

OS 

11  Jun 

79 

OS 

B38 
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1 

8140 

Trudiloodinfl  Guidtd  Mlullt  8GM-109  (Toimhowk)  In  Shipping  &  Slorag* 
Containtr  CNU-30S/E 

MII-STD-1320/207C 

OS 

24  Apr 

84 

OS 

L 

8140 

Trucklooding  Guildnd  Wtopon  MK  S  And  Modi  (Wollnyu)  In  Conlotnnr 

CNU-1S4  A/E  Or  CNU-154  B/E  Validoltd  Not  BS 

MIL-STD-1320/IS0 
NOTICE  1 

18  JUN  1979 

OS 

18  Jun 

79 

OS 

1 

8140 

Trucklooding  Ouldtd  Wtopon  MK  1  Mod  0  (  Wolltyt)  In  Containtr  MK  426 

Mod  0  REV.OS  AS 

MIL-STD-1320/2S 

OS 

10  Mar 

87 

OS 

L 

8140 

Trucklooding  Guldtd  Mittlltp  AIM>9G  Or  9H  In  Crodit.  Mk  \6  Mod  0  Or 

AIM-9Gg  9H  Or  9L  In  Contointrp  CNU-287/E  W/o  WIngi  And  Fint 
(Sidtwindtr)  Unit  Lood  Undtrwoy  Rtpltntthmtnt  REV*AS 

MIL-STD-1320/83 
NOTICE  1 

OS 

10  Oct 

84 

OS 

L 

8140 

Trucklooding  Gu'dtd  Mliillt  AGM‘119B  (Ptnguin)  In  Shipping  &  Sforogt 

Contointr,  CNU-443YE  REV  AS  OS 

MIL-STD-1320/232 

OS 

18  Nov 

88 

OS 

L 

8140 

Trucklooding  Guldtd  MitiHt  BGM*109  (TomahowL*CLS)  In  Shipping  Skid  Mk 

30 

MIL-STD-1320/222 
NOTICE  1 

OS 

30  Oct 

85 

OS 

L 

8140 

Trucklooding  Guldtd  Mlullt  RGM-109  (TOMAHAWK)  VLS  Conltltr  Mk  14 

Mods  0  And  1  REV-OS 

MIL-STD-1320/223A 
NOTICE  4 

OS 

25  F.b 

87 

OS 

1 

8140 

Truckloading  Harm  Mlsillt  AGM*88A  In  Contointr  CNU<295/E  VW/doMd  Dtc 

85 

Trucklooding  Harpoon  Mlullt  RGM‘84A-2  (Tortor)  Or  RGM-84A‘2  (Cop/con) 

In  Contointr  Mk  632  Mod  0  VolidatHt  Jan  84 

MIL-STD-1320/20B 

OS 

22  Stp 

08 

OS 

1 

8140 

MIL-STD-1320/197 
NOTICE  1 

11  JUN  1979 

OS 

01  Moy 

78 

OS 

1 

8140 

Trucklooding  Horpoon  Thickwoll  Conlittr  Loodtd  With  Guldtd 

MISSILERGM*84A'5  In  Shipping  And  Storogt  Containtr  Mk  694  Mod  O 

REV-OS 

MIL-STD-1-320/226 
NOTICE  1 

OS 

09  Apr 

84 

OS 

L 

8140 

Truckloading  Horpoon  Mluilt  RGM-84A-1  (Airoc)  In  Contointr  Mk  608  Mod  0 
Volidatad  Jan  84 

MIL-STD-1320/169 
NOTICE  2 

18  MAY  1979 

OS 

18  May 

79 

OS 

L 

8140 

Truckloading  Mint,  Undtrwottr  MK  63  Mod  0  8i  Modi  In  Skid  MK  25  Mod  2  .. 

MIL-STD-132C/183A 
NOTICE  1 

OS 

25  Jon 

83 

OS 

L 

8140 

Trucklooding  Mint,  Undtrwottr  MK  55  Configuration  A  In  Crott  MK  111  Mod 

O  REV-OS 

MtL-STD-1320/214 

OS 

13  S*p 

85 

OS 

L 

8140 

Trucklooding  Mint  Undtrwottr,  MK  55  6  MODS  Configurotlon  8  8i  C  In  Crott 

MK  55  MOO  1  With  Adopttn  MK  112  MOD  0  FIttt  luut  Unit  Load 

Validotad  Mat  89 

MIL-STD-1320/206A 
NOTICE  1 

OS 

14  Mor 

89 

OS 

1 

8140 

Truckloading  Mint,  Undtrwottr  Mk  52  &  Mod<  ConfiguroHon  8,  C  A  D  In 

Crott,  Undtrwottr  Mint  Mk  52  A  Mods  Oomtitic  A  Undtrwoy  Rtpltnldimtnt 
Unit  Loodi  Validatad  Mar  89 

Mll-STD-1320/1878 
NOTICE  1 

OS 

14  Mar 

89 

OS 

1 

8140 

Truckloading  Mint,  Und«rwal*r  MK  87  MOO  2  (SIMM)  Body,  Main  AiMmbly, 

MK  4  MOD  0  In  Conlalnar  MK  2S8  MOD  O  REV-OS 

MIL-STD-1320/215 

OS 

lONav 

84 

1 

8140 

Trucklooding  Mint,  Undtrwottr  MK  55  And  Modi  In  Crott  Undtrwottr  Mint 

MK  55  Mod  1  Domtitic  Unit  Lood  WR-53/714  Votidatad  Sap  88 

MIL-STD-1320/49A 
NOTICE  1 

OS 

30  Stp 

88 

OS 

L 

8140 

Trucklooding  Mint,  Undtrwottr  MK  67  Mod  2  (SMM)  Body,  Moin  Autmbfy, 

MK  4  Mod  0  In  Contointr  MK  318  Mod  0  REV-OS 

Mll-STD-1320/216 

OS 

13  Stp 

85 

OS 

1 

8140 

Trucklooding  Mint,  Undtrwottr  MK  25  Configurotlon  A  In  Crott  MK  110  Mod 

0  REV-OS 

MIL-STD-1320/217 

OS 

13  Stp 

85 

OS 

L 

8140 

Trucklooding  Mint,  Undtrwottr  MK  67,  Strvict  Or  Extrciit  And  Trolnlng  In 
Contointr  MK  704  Mod  0  REV-OS 

Mll-STD-1320/219 
NOTICE  1 

OS 

26  Mor 

84 

OS 

L 

8140 

Trucklooding  Mint  Undtrwottr  MK  67  MOD  2  (SLMM)  Body,  Moln  AutmUy, 

Miv  4  MOD  0  In  Contointr  MK  640  MODO 

MIL-STD-1320/22P 

OS 

31  Jon 

84 

OS 

L 

8140 

Truckloading  Mint,  Undtrwottr  Mk  60  Mod  0  In  Skid  Mk  24  Mod  0  Voltdotad 

Sap  88 

Mll-STD-1320/1806 
NOTICE  1 

OS 

30  Stp 

88 

OS 

1 

8140 

Truckloading  Mk  37  Mod  3  Moin  Asstmbfy  In  Contointr  Mk  258  Mod  0 

Vatidatad  Jan  84 

Mll-STD-1320/193 

OS 

22  Aug 

79 

OS 

L 

8140 

Trucklooding  Motor,  5.0.INCH  Rocktt  MK  22  Mod  4  (Loodtd  AsMmbly)  In 
Contointr  MK  697  Mod  0  REV-OS 

MIL-STD-1320/221 

cs 

07  Apt 

85 

OS 

L 

8140 

Trucklooding  Nitroguonidint,  High  Sulk  Domtitic  Unit  Lood  Validotad  Jon  84 .... 

Mll-STD-1320/114 
NOTICE  1 

18  JUN  1979 

OS 

18  Jun 

79 

OS 

1 

8140 

Trucklooding  Of  Hozordouf  Mottrioli  5  INCH/38  Projtctilt  In  Politt  Adopttr 
MK11  Mod  1  FIttt  luut  Unit  Lood  Vatidatad  Apr  87  REV-AS 

MIL-STD-1320/1S1A 
NOTICE  1 

OS 

08  Apr 

87 

OS 

L 

8140 

Trucklooding  Of  Hozordoui  Mottrioli  Projtctilt,  5  Inchti  /54  In  PoRtf  Adopttr 

Mk  11  And  Modi  FIttt  luut  Unit  lood  Vatidatad  Apr  87 

MII-STD-1320/1S2A 
NOTICE  1 

OS 

06  Apr 

87 

OS 

L 

8140 

Trucklooding  Of  Hocordoui  Mottrioli  Cortridgt,  76  MM/62  Coiibtr  Chorgt, 
CItaning,  76  MM/62  Coiibtr  In  Politt  Adopttr  Mk  121  Mod  O  FIttt  luut 

Unit  lood 

Mll-STD-1320/164 
NOTICE  2 

OS 

30  Stp 

88 

OS 

L 

8140 

Trucklooding  Of  Hozordous  Mottrioli  Guldtd  Mluilt,  AGM-45  Or  458  (Shrikt) 

In  Contointr  CNU-167/E  Flett  luut  Unit  Lood 

A1IL-STD-1320/18S 
NOTICE  I 

OS 

30  Stp 

88 

OS 

L 

8140 

Trucklooding  Of  Kozordoui  Moterioii,  Mint,  Undtrwaftr  Mk  56  Mod  0  In  Ciolt 
Mk  56  (Configurotion  6)  Sub  Aiitmbly  W/ouociottd  Flight  Gtor  Vatidatad 

Oac  88 

MII-STO-1320/1M 
NOTICE  1 

18  MAY  1979 

OS 

TO  Dec 

83 

OS 

L 

8140 

Trucklooding  Of  Hozordut  Mottrioli  Mint,  Undtrwottr  Mk  55  A  Mod  0  In 

Crott  Mk  55  Mod  1  (Configuration  8)  Suboutmbly  W/oiiociottd  Flight 

Gtor  Vatidatad  Mar  89 

MIL-STD-1320/167 
NOTICE  2 

NOTICE  3 

OS 

14  Mor 

89 

OS 

1 

8140 

Trucklooding  Of  Hozordoui  Mottrioli  Bomb,  Cluittr,  C8U-55/B,  C8U-55A/B  Or 
CBU-72/8  (FutI  Air  Exploiivt)  In  Contointr  CNU-208/E  FIttt  luut  Unit  Lood 
Vatidatad  Noa  85  REV-AS 

MIL-STD-1320/153 
NOTICE  1 

1  JUN  1979 

OS 

01  Jun 

79 

OS 

L 

8140 

Trucklooding  Of  Ammunition  And  Exploiivti  USER-SH  SA  REV-AS  MC . 

MIL-STD-1320C 

OS 

13  Stp 

85 

OS 

1 

8140 

Trucklooding  Of  Hozordoui  Mattrioli-pollttiztd  Unit  Loodi  Singlt  Row  Potttrn 
Vatidatad  Apr  87 

MII-STD-1320/1 
NOTICE  1 

OS 

08  Apr 

87 

OS 

L 

8140 

Tnicklooding  Of  Hozordoui  Mottrioli  PoUttiztd  Unit  Loodi  Ooubit  Row  Potttrn 
Vatidatad  Apr  87 

MIL-STD-1320/2 
NOTICE  1 

OS 

08  Apr 

87 

OS 

836 
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L 

8140 

Truckloading  Of  Hoxordoui  Moteriols  Chorgt,  Proptliing,  6  INCH/47  In 

Cortridgt  Tank  MK4  In  Pollef  Adaptor  MK16  Mods  FIttt  Itiuo  Unit  Load 
Votidafd  S<p  88 

Mtl-STD-1320/154 
NOTiCE  1 

NOTICE  2 

OS 

30  Sep 

86 

OS 

L 

8140 

Truckiooding  Of  Hoxordoui  Mottriols  Chorgo.  Propolling  6  Inch  /47  Domestic 

Unit  lood  Validated  Stp  88  REV*AS 

MIL-STO.1320/157 
NOTICE  1 

NOTICE  2 

OS 

30  Sep 

88 

OS 

L 

8140 

Truckiooding  Of  Hoxordoui  Moteriols  W'ng  Assemblies  And  Toil  Fins  Guided 

Missile  ACM*45A  (Shrike)  In  Contoiner  CNU>171/E  Fleet  Issue  Unit  Lood 
Validated  Nov  d5 

MIL-STD-1320/119 
NOTICE  1 

19  JUN  1979 

OS 

19  Jun 

79 

OS 

L 

8110 

Truckiooding  Of  Hoxordoui  Moteriols  Beoker,  Explosive,  5  INCH/54  Projectile 
Domestic  Urit  Load  Val'datod  Sop  88 

MIL-STD-1320/161 
NOTICE  1 

NOTICE  2 

OS 

30  Sep 

88 

OS 

L 

8140 

Truckloading  Of  Hoxordoui  Moterl  >)s  Dispinser  And  Bombs,  Aircraft  CBU^MK 

20  And  Mods  (Rocke)^e  II)  In  Ccntoiner  Mk  427  Mod  1  Fleet  Issue  Unit  lood 
REV-AS 

MIL-STO-1320/162 
NOTICE  1 

NOTICE  2 

OS 

30  Sep 

88 

OS 

L 

8140 

Truckiooding  Of  Haxordous  Moteriols  Crodle,  Storoge,  Mk  20  Mod  0  Or  1 

Crodle,  Storoge,  Mk  8  Mod  0  Domestic  Unit  Load 

Mll-STO-1320/163 
NOTICE  1 

OS 

30  Sep 

88 

OS 

L 

8140 

Truckiooding  Of  Hoxordoui  Materiols«bomb,  Generol  Purpose,  Ml  17,  (750  Lb) 

Air  Force  Unit  Lood  Tpo  1325*232*5331  Rev  F  Validatod  Nov  8S 

Mll-STD-1320/120 

OS 

01  Fib 

74 

OS 

1 

8140 

Truckiooding  Of  Haxordous  Moteriols  Projectile,  6  Inches  Aoc,  He  Or  Ap  In 

PoMet  Adopter  Mk  20  Mod  0  Fleet  Issue  Unit  Lood  Validatod  Nov  8S 

Mll-STD-1320/121 

OS 

29  Jon 

74 

OS 

L 

8140 

Truckiooding  Of  Hoxordoui  Moteriols,  Poltetixed  Unit  <oods  Chimney  Pattern 
Volidotod  Apr  87 

MIL-STD-1320/3 
NOTICE  1 

OS 

08  Apr 

87 

OS 

L 

8140 

Truckiooding  Of  Hoxordoui  Moteiiols  Dispenser  Anrf  Bomb  Aircroft  CBU«MK  20 
&  Mods  (Rockeye  It)  In  Contoiner  CNU>3t9/E 

Mll-STD-1320/202 
NOTICE  1 

OS 

03  S,p 

82 

OS 

L 

8140 

Truckloading  Of  Hoxordoui  Moteriols  Chorge,  Propelling,  5  Inch  /54  Domestic 

Unit  Lood  REV>AS 

MtL-STD-1320/106A 
NOTICE  1 

OS 

30  Sip 

88 

OS 

1- 

8140 

Truckiooding  Of  Haxordous  Moteriols  Bomb  Ouster  Mk  20  Mods  2,  3,  And  4  In 
Container  Mk  427  Mod  0  Fleet  Issue  Unit  Load  Vtdidatod  Sop  88 

MII-STD-1320/6S 
NOTICE  2 

OS 

30  Sip 

88 

OS 

L 

8140 

Truckiooding  Of  Haxordous  Moteriols  Chorge,  Propelling,  5  Inches  /54  Fleet 

Issue  Unit  Lood  Validatod  Sop  88 

MIL-STD-1320/7SA 
NOTICE  1 

OS 

30  Sip 

88 

OS 

L 

8140 

Truckiooding  Of  Hoxordous  Moteriols.  Chorge,  Propelling  5/38  In  Cortridge 

Tank  MK15  Fleet  Issue  Unit  Lood  REV'AS 

MII-STD-1320/84A 
NOTICE  1 

OS 

30  Sep 

88 

OS 

1 

8140 

Truckloading  Of  Hoxordous  Moteriols  Bomb,  Generol  Purpose,  Mk  62  And 

Mods  (500LB)  Tpo  1325-294-4152  Through  Rev  Ao  Validatod  Nov  85 

MIL-STD-1320/100 

OS 

18  Jon 

74 

OS 

L 

8140 

Truckiooding  Of  Hoxordous  Moteriols  Booster  Mk  1 1  Mods  2  And  5  (Tolos)  In 
Container  Mk  576  Mod  0  Validatod  Sop  88 

MIL-STD-1320/101 
NOTICE  2 

OS 

30  Sep 

88 

OS 

L 

8140 

Truckiooding  Of  Hoxordous  Moteriols  Projectile,  8/55  Ap,  Mk  21  And  Mods 

He,  Mk  24  Or  Mk  25  And  Mods  Fleet  Issue  Load  List  Volidotod  Apr  87 

MIL-STD-1320/44 
NOTICE  1 

OS 

08  Apr 

87 

OS 

1 

8140 

Truckiooding  Of  Hoxordous  Moteriols  Booster,  Mk  12  Mod  0  And  1 1n 

Container  Mk  576  Mod  0 

Ma-STO-1320/103 
NOTICE  1 

OS 

30  Sip 

88 

OS 

L 

8140 

Truckloodins  Phoenix  Miiiile  AIM-54A  (With  Wingi  And  Fint)  In  Shipping  And 
Sterasc  Container  CNU-342/E  Validattd  Nor  85  REV-AS 

MII-STO-1320/1S9A 
NOTICE  1 

8  JUL  1980 

OS 

08  Jul 

80 

OS 

1 

8140 

Truckiooding  Propulsion  Section,  (Phoenix)  In  Contoiner  CNU-159/E  Domestic 

Unit  Lood  Validatod  Jan  84 

Mll-STD-1320/118 
NOTICE  1 

19  JUN  1979 

OS 

19  Jun 

79 

OS 

L 

8140 

Trsrcklooding  Rocket  Louncher,  LAU-69/A  Domestic  Unit  Lood  Validatod  Nov  85 
REV-A$ 

MIL-STD-I320/115A 
NOTICE  1 

OS 

11  Jun 

79 

OS 

L 

8140 

Truckiooding  Rocket  Motor  Mk  27  Or  Mk  56  And  Mods  (Otnn)  In  Confoinw 

Mk  593  Mod  0 

MII-STD-1320/175B 

OS 

10  Mor 

87 

OS 

8140 

Truckiooding  Rocket  Motor  For  Missile  AGM  CNU-88A  (HARM)  In  CNU-354/E 
Container  REV-AS  OS 

Mll-STO-1320/212 
NOTICE  1 

OS 

02  Jul 

84 

OS 

L 

8140 

Truckiooding  Rocket  Motor  MK  45  In  Contoiner  OS  11130  Volidotod  Apr  87  .... 

Mll-STD-1320/204 
NOTICE  1 

OS 

06  Apr 

87 

OS 

L 

8140 

Truckiooding  Rocket  Motor  Mk  1  Mod  O  Or  Mk  37  Mod  O  (ASROC)  In 

Container  Mk  178  Mod  O 

Mll.STO-1320/15 
NOTICE  1 

OS 

30  Sep 

88 

OS 

1 

8140 

Truckiooding  Simulotor  Actuotion  Uisderwoter  Mine  Mk  61  And  Mods  In 

Plonting  Rock  Mk  62  Mod  0  In  Container  Mk  628  Mod  0  Volidotod  Jan  84 

Mll-STD-1320/195 

OS 

01  Moy  78 

OS 

L 

8140 

Truckiooding  Smokeless  Powder  For  Connon  In  Pocking  Box  Mk  7  And  Mods 
Domestic  Unit  Lood  Volidotod  Jan  83 

MIL.STD-1320/102 

OS 

02  Nov 

76 

OS 

8140 

Truckiooding  Standard  Arms  Missile  AMG'78  In  Container  Mk  372  4  &  6  Or 
CNU-183/E  Validatod  Sop  88 

MIL-STD-1320/1 10 
NOTICE  : 

OS 

30  Sep 

88 

OS 

L 

8140 

Tru'Mooding  Stondord  Missile  (MR)  In  VLS  Conister  ......................................... 

MII-STD.1320/205A 
NOTICE  1 

OS 

25  Fib 

87 

OS 

1 

8140 

Trvcklooding  Standard  Millile  (MR)  RIM-68A-1,2,  RIM-d6C,  RIM-680-1,2, 
RIM-66E-1,2,  RIM-66H  Or  RIM-66J  In  Container  MK  372  MOO  7  REV-OS 

MIL-STD-1320/213 

MIL  STD 

OS 

27  Jul 

84 

L 

8140 

Truckiooding  Torpedo  Mk  50  (Alwt)  For  Opevolond  Techevol  In  Shipping  And 
Storoge  Container  Ex  699 

MILSTD-1320/227 

OS 

14  Apr 

86 

OS 

1. 

8140 

’'(ucklooding  Torpedo,  Moln  Assembly  MK  37  MOO  2  &  MOO  3  Vaiidatod  Dec 

85 

Truckiooding  Torpedo  Mk  44  &  Mk  46  Assemblies  In  Container  Mk  197  Mod  1 

Mii-SiD-1320/203 

OS 

23  Sep 

80 

OS 

L 

8140 

MIL-STD-1320/12 
NOTICE  2 

NOTICE  3 

OS 

04  Moy  88 

OS 

1 

j.1  lO 

Tn<-.  ooding  Torpedo,  Dummy  Mk  14/ 16  Evect  Mk  16  Fitment  VNidatod  Nov 

MIL-STO-1320/199 
NOTICE  1 

17  JAN  1980 

OS 

28  Aug 

78 

OS 

8140 

Truckiooding  Torpedo,  MK  48  Exercise  Shopesin  Container  MK  481  MODS  0  & 

1 

MILSTO-1330/1848 
NOTICE  1 

OS 

30  Apr 

86 

OS 

1 

8140 

Truckiooding  Torpedo,  Dummy  And  Exercise  MK  37  Mod  2  And  Mod  3  In 

Shipping  And  Storoge  Skid  Or  Bore  Volidotod  Nov  85 

MILSTO-1320/200A 

OS 

30  Moy  80 

OS 

8140 

Truckt^ing  Torpedo,  MK  48  MOD  0  In  Container  MK  481  MODS  0  &  1 

REV-OS 

MIL-ST0-1320C/113C 
NOTICE  1 

OS 

30  Apr 

86 

OS 

840 
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8140 

Trucktooding  Torptdo  Mk  46  Aittmblits  IN  Contolntr  Mk  635  Mod  0 

Voti<ht0d  Jon  84 

MIL-STD-1320/201 

OS 

22  Aug 

79 

OS 

L 

8140 

Trucklooding  Troiltr  On  Plot  Cor  (TOFC)  Or  Contointr  On  Plot  Cor 
(C0FC)MINE»  Undorwotor  MK  52  &  MOOS  In  Croto,  Undorwotor  Mino  MK 

52  MOD  0  Dontoitic  &  Undtrwo^  RopItnUhmtnt  Unit  Loodt 

MII-STD-1320/SS 
NOTICE  1 

OS 

30Stp 

88 

OS 

L 

8140 

Trocklooding  Verticol  Lounehing  Syittm  MK  33  MOD  O  loodor  OoHy 
Conitttr/miiiil* 

MIL-STD-1320/224 

OS 

08  Fob 

86 

OS 

L 

8140 

Truckloading  Worhiod,  Mk  103  Med  0  (For  MK46  Torpodo  In  Conlointr, 

MK301  Modi  0  &  1  81  Eurciio  Hiod,  MK85  Mods  0,1, 3,3,4,  3  6  Domoitic 

Unit  load  REV-OS 

MIL-STD-1320/132 

OS 

18  Nov 

88 

OS 

L 

8140 

Trucklooding  Worhtod,  Guided  Miiiite,  Mk  40  Mod  0  Domestic  Unit  Lood 

Volidatod  Jan  84 

MIL-STD.1320/174 

OS 

20  Apr 

79 

OS 

L 

8140 

Trucklooding  Worheod,  Toeticolp  WAU*3(V)/E  (Harpoon)  Exercise  Section^ 
AN/OTK-46  (Horpoon)  In  Contoiner  MK  592  MOD  O  Vdithfod  Jon  83 

MIL.STD-1320/176 
NOTICE  1 

17  MAR  1977 

OS 

17  Mor 

77 

OS 

L 

8140 

Trucklooding  20  MM,  MK  100  Series  Not  Linked,  Bulk  Pock  For  MK  11  Or  MK 

12  Gun  Fleet  Issue  Unit  lood  Validated  Jen  63 

Mll-STD.1320/179 

OS 

01  Mor 

77 

OS 

L 

8140 

Trucklooding>bombs,  Generol  Purpose  Mk  81  And  Mods  (250  Lb),  (With  Plostic 
Nose  Plugs)  In  Pallet,  Bomb  Mk  8  Mod  0  Fleet  Issue  Unit  Lood  REV'AS 

MIL-STD-1320/S 
NOTICE  1 

OS 

30  Sop 

88 

OS 

1 

8140 

Truckiooding*bomb,  General  Purpose  Mk  83  And  Mods  (1000  Lb)  In  Pollet 

Adapter  Mk  1 1  Mod  0  Fleet  issue  Unit  Load 

MII-STD-1320/7A 
NOTICE  1 

OS 

30  S,p 

88 

OS 

1 

8140 

Truckloading,  AMRAAM,  AIM-120A  In  Contointr,  CNU-4t5/E  REV-AS  OS . 

MIL-STD-1320/225 

OS 

15  Apr 

87 

OS 

1 

8140 

Trucklooding,  Bomb,  Generol  Purpose,  Mk  84  And  Mods  (2000  Lb)  With  Nose 

Plug  In  Adopter,  Unit  Load,  Mk  79  Mod  0  Fleet  Issue  Unit  Lood  Vofidotod 

Sop  88 

MIL.STD-1320/53B 
NOTICE  2 

OS 

30Stp 

88 

OS 

L 

8140 

Trucklooding,  Chorge,  Propelling  5  INCH/38  In  Tonk  MK15  Mod  1  Domestic 

Unit  Lood  Vtdidatod  Sop  88 

MIL-STD-1320/M 
NOTICE  1 

OS 

30  Sop 

88 

OS 

L 

8140 

Trucklooding,  Dispenser,  Flore  SUU‘25  C/o  (Empty)  On  Pollet,  Looding  And 

Storoge  MHU>146/E  Validotod  Mor  89 

MIL.STD-1320/173 
NOTICE  1 

NOTICE  2 

OS 

14  Mor 

89 

OS 

L 

8140 

Trucklooding,  Encopsufoted,  Horpoon  Missile  RGM*84A«3  In  Shipping  And 

Storoge  Contoiner  Mk  630  Mod  0  Volidotod  Doc  85 

MIL-STD-1320/196A 

OS 

09  Jun 

80 

OS 

L 

8140 

Truckloading,  Guidonce  Section,  Guided  Missile  (Harpoon)  AN/DSQ*26  In 
Contoiner  Mk  619  Mod  0  Volidotod  Jan  84 

Mll-STD-1320/192 

OS 

20  Mor 

78 

OS 

8140 

Trucklooding,  Horpoon  Missile  AGM-04A  (With  Wings  And  Fins)  In  Shipping 

And  Storage  Contoiner  Mk  607  Mod  0  Volidotod  Jon  84 

MIL-STD-1320/188 

OS 

04  Jon 

78 

OS 

1 

8140 

Trucklooding,  Horpoon  Conistei  Looded  With  Guided  MissHe  RGM*84A-3  In 
Shipping  And  Storge  Container  Mk  631  Mod  0  Volidotod  Doc  85 

MIL-STD.1320/1898 
NOTICE  1 

06  MAR  1981 

OS 

06  Mor 

81 

OS 

1 

8140 

T**tc.k'noding,  Rocket  Motor  Section,  Booster,  Bonsrer  A/B44G*2  Or  A/B44G*3 
•n  Guided  Missile  In  Contoiner  Mk  613  Mod  0  Validetod  Jon  84 

Mll-STD-1320/191 

OS 

20  Mor 

78 

OS 

1 

8140 

Rocket  Motor  Mk  52  And  Mods  (Sporrow)  Or,  Rocket  Motor  Mk 
jr  Mk  78  Mod  0  (Shrike)  Fleet  Issue  Unit  Lood  REV*A$ 

Mll-STD.1320/10e 
NOTICE  1 

OS 

30  Sop 

88 

OS 

L 

8140 

Sustoiner  Section  A/B44GO  Horpoon  Guided  Missile  In 

Mk  6**'  M*>d  0  Volidotod  Jan  84 

Mll.STD-1320/190 
NOTICE  1 

01  JUL  1980 

OS 

20  Mar 

78 

OS 

1 

8140 

TrucA.v  ng  V  od  Assemblies  In  Contoiner  MK  286  Volidotod 

Doc85 

MII-STD-1320/B 

OS 

15  Apr 

80 

OS 

8140 

Trucklooding,  Wolleye  1  Guiu^,.  R^eofFon  tn  Shipping  6  Storoge  Contoiner 
CNU-356/E  Validatoa  Mor  89 

Mll-STD.1320/210 
NOTICE  1 

OS 

14  Mor 

89 

OS 

L 

8140 

Trucklooding,  Worheod  Section  For  Missile,  AGM>8BA  (Horm)  In  CNU'353/E 
Contoiner  REV<OS 

MIL-STD-IORO/RII 

OS 

02  Moy  84 

OS 

L 

8140 

Unit  Lood  Cartridge,  5.125  Inch.  MK  214  Mod  0  NATO  Seo  Gnot  RF 

Seduction  &  MK  216  Mod  0  NATO  Seo  Gnat  RF  Oistroction  In  PoRet 

Adopter,  MK  144  REV-OS 

MII-STD-1323/313A 
NOTICE  1 

OS 

21  Apr 

87 

OS 

L 

8140 

Unit  Load  F/underwoy  Rcplen  Wing  Assy,  Gm  MK  1  Mod  0  F/AIM-W),  G,  H 
(Sidewinder)  In  Contoiner  Mk  418  Mod  0  Or  Wing  Assy  Gm  Mk  1  Mod  0  & 
Fins.  Gm  B&SU-14B,  F/AIM-90.  G,  H.  In  Contoiner  Mk  418  Mod  1  Volidotod 
Jon  84 

Mll.STO.1323/157 

OS 

28  Sop 

79 

8140 

Unit  Lood  For  Domestic  &  Overseos  Shipment  Sofety  Device  Arming  Group, 

MK45  Type  In  Small  Arms  Ammunition  Box  MK1  Mod  0 

MII-5TD.1322/44 
NOTICE  1 

OS 

23  Jun 

83 

OS 

L 

8140 

Unit  Lood  For  Domestic  &  Overseos  Shipment  Morker,  Locotion,  Morine  MK  25 
Mod  3  In  Contoiner  LD615124  Volidotod  Mor  89  REV-AS 

MIL.STD.1322/48 
NOTICE  1 

OS 

14  Mor 

89 

OS 

L 

8140 

Unit  Lood  For  Domestic  And  Overseos  Shipment  Foiring,  Underwoter  Mine,  MK 

19  Type  With  Fins  And  Hordwore,  F/mine  MK  52 

MIL.STD-1322/B65 

OS 

02  Apr 

85 

OS 

L 

8140 

Unit  Lood  For  Domestic  &  Overseos  Shipmrnt  Bomb,  Proctice  MK  106  Mod  5 
Volidotod  Apr  87 

Mll.STD.1322/B11 
NOTICE  1 

OS 

08  Apr 

87 

OS 

L 

8140 

Unit  Lood  For  DomesticB  Overseas  Shipment  Cutter,  Power  Actuoted  MK  23 

Mod  0  O'  Cutoff,  mk  74  Mod  O  In  Ammunition  Box 

M2A1 

MII.STD-1322/81S 

OS 

25  Aug 

86 

OS 

L 

8140 

Unit  Lood  For  Domoitic  Shipment  Only  Coblt  Auombliti,  ASROC-MK  10  Mod 

0,  MK  21  Mod  O,  &  MK  29  Mod  O  In  Contain^'  DWG.  1806337  VolidbMd 
Mart? 

MIL.STD-1322/49 
NOTICE  1 

OS 

14  Mor 

89 

OS 

1 

8140 

Unit  Lood  For  Domestic  And  Oversees  Shipment  Stondord  Missile  Control 

Surfoces  Mk  26  MODO  And  Mk  26  Mod  0  In  Mk  492  Mod  1  Contoiner 

MIL-STD.1322/50 
NOTICE  1 

OS 

19  Mor 

82 

OS 

L 

8140 

Unit  Lood  For  Domestic  A  Overseos  Shipment  Bomb,  Proctice  BDU-48/B 

Volidotod  Mor  89  REV-AS 

MIL.SrO-l322/.‘S1 
NOTICE  1 

OS 

14  Mor 

89 

OS 

1 

8140 

Unit  Lood  For  Domestic  &  Overseos  Shipment  5  INCH*54  Projectiles  With 
Woterproof  Protecting  Cops,  MK  4  Mod  O  Or  MK  10  MODI  Volidofod  Mor 

89 

Unit  lood  For  Domestic  l»  Overseos  Shipment  Propellont  G'oin  MK  90MOD  0 
in  Contoiner  D  Wg  233ASt71  Pecked  Inpollet  Crate  MK  2  MODO  REV-AS 

MIL.STD.1322/52 
NOTICE  1 

OS 

14  Mor 

89 

OS 

1 

8140 

Mll-STD-1322/53 
NOTICE  1 

OS 

06  Aug 

64 

OS 

641 
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8140 

Unit  Lood  Fof  Domestic  &  Ovtrstat  Shipmtnt  Cortridgt,  Colibtr  9MM,  Soil, 
Porob«ttum  In  Ammunition  Box  M  2AI  Ovtrpacktd  In  Wirobouid  Woodon 

Box 

Unit  Load  For  Domottie  Bt  Ovurscos  Shipmtnt  Hozordous  Mottriols  in  55 

Gallon  StttI  Drum  PPP-0'729  Typt  tV  Volidattd  Mar  B9  REV-AS 

MIL-STO-1322/54 

OS 

02  Ftb 

83 

OS 

1 

8140 

MIL-STD-1322/55 
NOTICE  1 

OS 

14  Mar 

89 

OS 

1 

8140 

Unit  Lood  For  Domtstic  And  Ovtrttoi  Shipmtntfoiring,  Undtrwoftr  M  Int.  MK 

20  Typt  For  Mint  MK  55  REV-OS 

MIL-STD-1322/833 

OS 

02  Apr 

86 

OS 

L 

8140 

Unit  Lc^  For  Domtstic  &  Ovtrs«{:s  $n<pmtnt  Worhtad  MK  118  MOD  0  In 

Ammo.  Compontnt  Box  MK  2  MOD  0  VoUdattd  Mnr  69 

Mll-STD-1322/36 
NOTICE  1 

OS 

14  Mor 

89 

L 

8140 

Unit  Lood  For  Domtstic  &  Ovtr,<sis  Shipmtnt  Proptllont,  For  MK  57 

Undtrwrottr  Mint  In  Contointr  DL  5166866 

MII-STD-1332/5S 

OS 

01  Mor 

83 

8140 

Unit  Lood  For  Domtstic  &  Ovt^stoi  Shipmtnt  Cortridgt.  40MM,  MK162  Mod  0 

In  40MM  Ammunition  Box  MK1  Mod  0 

MIL-STD-1322/59 

OS 

28  Jun 

83 

OS 

8140 

Unit  Lood  For  Domtstic  &  Ovtrstos  Shipmtnt  2.75  Inchts  Rocktt  Motor,  MK 

66  In  Contointr  MK  1  MOD  O 

MllSTD-1332/60 

OS 

19  0tc 

83 

OS 

1 

8140 

Unit  Lood  For  Domtstic  &  Ovtrstos  Shipmtnt  SLMM  Explosivt  Stction  Mk  13 

Mod  0  In  Contointr  Mk  639  Mod  0  REV-AS  OS 

MIL-STD-1322/61 
NOTICE  3 

OS 

06  Mor 

86 

OS 

L 

8140 

Unit  Lood  For  Domtstic  &  Ovtrstos  Shipmtnt  SLMM  Extrctst  Htod  Mk  91 

Mod  0  In  Contointr  Mk  639  Mod  0 

MIL-STD-1322/62 
NOTICE  2 

OS 

29  Sep 

87 

OS 

L 

8140 

Unit  Lood  For  Domtstic  &  Ovtrstos  Shipmtnt  Arming  Dtvicts  MK2  Mods  8i 

MK  36  Mod  0  In  MK  2  Mod  0  Ammunition  Compontnt  Box  REV-OS 

MIL-STD-1322/&4 

OS 

06  Feb 

87 

OS 

L 

8140 

Unit  Lood  For  Domtstic  &  Ovtrstos  Shipmtnt  Adaptor,  Torgtt  Dtttcting  Dtvict 

MK  41  In  Contointr  DWG.  5003172  For  MK  67  Undtrwottr  Mint 

MIL-STD-1322/65 

OS 

2S  Sep 

85 

OS 

1 

8140 

Unit  Lood  For  Domtstic  &  Ovtrstos  Shipmtnt  Torgtt  Dtttcting  Dtvict  MK  58 
MOD  0  In  Contointr  DWG  3268734 

Mll'STD-1322/66 

OS 

25  Sep 

85 

OS 

8140 

Unit  Lood  For  Domtstic  8i  Ovtrstos  Shipmtnt  MK  42  MOO  6  Firing  Mtchonism 

In  Smoll  Arms  Ammunition  Box  MK  1  MOD  0 

MIL-STD-1322/69 

OS 

10  Jun 

86 

OS 

8140 

Unit  Lood  For  Domtstic  &  Ovtrstos  Shipmtnt  Firing  Dtvict  Kit,  MK  48  Mod  0 

In  M2A1  Contointr 

MII-STD-)322/70 

OS 

12  Apr 

85 

OS 

1 

8140 

Unit  Lood  For  Domtstic  And  Ovtrstos  Shipmtnt  Motor,  5.0  Inch  Rocktt  MK  22 
Mod  4  (Loodtd  Asstmbly)  In  Contointr  MK  697  Mod  0  REV-OS 

MIL-STD-1322/71 

OS 

09  Apr 

85 

OS 

L 

8140 

Unit  Lood  For  Domtsticond  Ovtrstos  Shipmtnt  Projtctilt  5-INCH/54,  Hi-frog 
{Empty)  In  Politt  Adaptor  MK11  Mod  2  REV-OS 

MIL-STD-1322/72 

OS 

22  Jon 

86 

OS 

L 

8140 

Unit  LooH  For  Domtstic  And  Ovtrstos  Shipmtnt  Cr)^tographic  Equipmtnt 
Otstfoytrs,  Inctndiory,  M1A2  W/TH4  REV-OS  AS 

MIL-STO-1322/S48 

OS 

14  Dec 

S3 

OS 

L 

8140 

Unit  Lood  For  Domtstic  &  Ovtrstos  Shipmtnt  Cortridgt<  Colibtr,  .38  Sptcloi 

Boll,  Sfttl  Jocktttd  With  Troctr  Inommunition  Box  M2A1 

MII-STD-1322/73 

OS 

28Moy 

87 

OS 

L 

8140 

Unit  Lood  For  Domtstic  &  Ovtrstos  Shipmtnt  Torgtt  DttKting  Dtvict  MK71  In 
Contointr  DWG  5479491  REV-OS 

MllSTD-1322/74 

OS 

10  Apr 

87 

OS 

1 

8140 

Unit  Lood  For  Domtstic  And  Ovtrstos  Shipmtnt  Botttry  MK  46  In  Contointr 

DWG  5167267 

MI1..STD.)322/7S 

OS 

15  Noe 

85 

OS 

L 

8140 

Unit  Lood  For  Domtstic  8  Ovtrstos  Shipmtnt  5  Inch  G.p.  Worhtod  MK  109 

MOD  O  In  Contointr  M548 

Mll-STD.)322/77 

OS 

04  Ftb 

86 

OS 

L 

8140 

Unit  Lood  For  Domtstic  And  Ovtrstos  Shipmtnt  Toil  Stction  MK  7  Typt  In 
Contointr  DWG  5363565 

MIL-STO-1322/78 

OS 

10  Feb 

86 

OS 

1 

8140 

Unit  Lood  For  Domtstic  And  Ovtrstos  Shipmtnt  Softty  Arming  Dtvict 

Asstmbly,  MK  75  In  Ammunition  Box  M2A1 

MIL.STD.1322/79 

OS 

BJB 

z 

o 

■* 

85 

OS 

1 

8140 

Unit  Lood  For  Donttsticond  Ovtrstos  Shipmtnt  MK117  Joto  Rocktt  Motor  in 
Wood  Box  REV-OS  AS 

MIL-STD-1322/80 

OS 

08  Apr 

86 

OS 

1 

8140 

Unit  Lood  For  Domtstic  &  Ovtrstos  Shipmtnt  Stondord  Missilt  SM-2  Block  11 
Softty  &  Arming  Dtvict,  MK  51  MODO  8  MK  76  Mod  0  In  Contointr,  MK 
o88  Mod  0  REV-OS 

Mll-STO  1322/B2 

OS 

13  Apr 

87 

OS 

8140 

Unit  Lood  For  Domtstic  8  Ovtrstos  Shipmtnt  MK  24  MOD  2  Firing  Dtvict. 
Dtmolition  In  Wood  Box 

MIISTD.1322/M 

OS 

19  Stp 

86 

OS 

8140 

Unit  Lood  For  Domtstic  8  Ovtrstos  Shipmtnt  Kit.  Firing  Dtvict.  Trointng 

Adaptor.  MK  122  MOD  O  In  M19  Strits  Mttol  Box  Ovtrpocktd  In 

Wirtbound  Box 

Mll.-STO.I322/B7 

OS 

23Stp 

86 

OS 

L 

8140 

Unit  Lood  For  Domtstic  8  Ovtrstos  Shipmtnt  Explosivt  Stction.  Dtstructor»  Mk 

14  Mod  0.  Looded  in  Contointr.  Shipping  8  Storogt.  D15468241 

Mll.STD.1322/e8 

OS 

06  Oct 

37 

OS 

L 

8140 

Unit  Lood  For  Domtstic  8  Ovtrstos  Shipmtnt  Botttry,  Primory,  Alkolint.  MK 

141  Mod  0  In  Contointr,  Shipping  8  Storogt,  0L5466249  REV-OS 

MIL-STO.1322/89 

OS 

12  Mor 

87 

OS 

L 

8140 

Unit  Lood  For  Domtstic  8  Ovtrstos  Shipmtnt  Worhtods  Mk  5,  Mk  10,  Mk  51, 

Mk  90,  Mk  91,  MK115  8  Mods  Or  Ttltmtttring  Instrts  AN/DKT-26, 
AN/DKT-37,  AN/DKT-42  8  Mods  In  Contointr,  Mk  211  8  Mods  REV-OS 

MIL-STD-1322/90 

OS 

18  Nov 

88 

OS 

1 

8140 

Unit  Lood  For  Domtstic  8  Ovtrstos  Shipmtnt  Dolly,  Missit  Tronsftr,  MK  30 

Mod  0  On  Skid,  Tronsport,  DL,  6212M6 

STO-1322/91 

OS 

11  Jon 

88 

OS 

1 

8140 

Unit  Lood  For  Domtslk  8  Ovtrstos  Shipmtnt  Firing  Dtvict.  Acuustic.  MK  35 

Med  0  In  Contointr,  Shifting  8  Storogt,  OL5176223  REV  OS 

MIL-STD.1322/92 

OS 

12  Me. 

87 

OS 

L 

8140 

Unit  Lood  For  Domtst'e  8  Ovtrstos  Shipmtnt  Chorgt,  Dtmolition,  M8k  36 

Mod  O  In  Contointr.  Draining  10001-2511106  REV-OS 

Mll.STO.)322/9S 

OS 

10  Jon 

88 

OS 

L 

8140 

Unit  Lood  For  Domestic  And  Ovtrstos  Shipmtnt  Mint  Undtrwottr,  Mk  55  8 

Mods  In  Crott  MK55  Mod  1  (LO  538045)  Loodtd  VoKdattd  Mor  89 

MIL-STD.1322/714 
NOTICE  1 

OS 

14  Mor 

89 

OS 

1 

8140 

Unit  Lood  For  Domtstic  And  Ovtrstos  Shipmtnt  Mint,  Undtrwottr  Mk  52  And 
Mods  In  Crott,  Undtrwottr  Mint  Mk  52  And  Mods  (Loodtd) 

MIL-ST0-1322/71SB 

OS 

04  Mor 

84 

OS 

L 

8140 

Unit  Lood  For  Domtstic  8  Ovtrstos  Shipment  Worhtod,  MK103,  Mods  0  8  1 

8  Extreiso  Htod,  MK85  Mods  0,1,3,3,4  8  6  In  Contointr,  MK301  Mod  0 
REV-OS 

Mll-STD-1322/792 

OS 

17  Nov 

88 

OS 

8140 

Unit  Lood  For  Domtstie8  Ovtrstos  Shipmtnt  C  Artridgt,  Signal,  Proctict  Bomb 

Mk  4  Mod  3  Or  CXU-3  A/B  In  Box,  Ammunition  M3A1 

MII..STO-I322/806 
NOTICE  2 

OS 

24  Ftb 

87 

OS 

L 

8140 

Unit  Lood  For  Undtrwoy  Rtpitnishmtnt  AMRAAM,  AIM-120A  In  Container, 
CNU-415/E  REV-OS 

MIL-STO-1322/329 

OS 

15  Apr 

87 

OS 

L 

8140 

Unit  Lood  For  Underway  Rtpitnishmtnt  Cortridgt,  3-tNCH/50  In  Tonk,  Mk  5  8 
Mods  REV-OS 

MIL-STO.1323/1 

OS 

14  Mor 

BV 

OS 

842 
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L 

8140 

Unit  Lood  For  Undorwoy  Rtpltniihmtnt  Projtctilt,  5/38  In  Polltt  Adopttr  Mk 

1 1  And  Modi  Valitht^d  Jan  84 

Mll-STD-1323/4 

OS 

16  Mar 

79 

OS 

L 

8140 

Unit  Lood  For  Undtrwoy  Ropionlihmont  Chords,  Proptlling,  5‘INCH/54  In  Politt 
Adopttr,  MK  16  Mod  O 

MII-STO-1323/5 

OS 

08  Moy 

87 

OS 

L 

8140 

Unit  Lood  For  Undtrwoy  Rtpltniihmtnt  Proitclilt,  5  INCH/54,  With  Mttol 

Rototing  Send  In  Polltt  Adopttr  Mk  1 1  And  Modi  Validatad  Jon  84 

MIL-STO-1323/6 

OS 

16  Mar 

79 

OS 

1 

8140 

Unit  Lood  For  Undtrwoy  Rtpltniihmtnt  Worhtod,  Rocktt,  5  Inch  MK  6,  MK  25, 

MK  29  &  Modi  In  Polltt  Adopttr  MK  1 1  &  Modi  Vafidatad  Jan  64 

MIL-STD-1323/18 
NOTICE  1 

OS 

20  Jun 

83 

OS 

L 

8140 

U.iit  Lood  For  Undtrwoy  Rtpltniihmtnt  Botttry,  Mtrcury  MK  131  Ty^^  In 

Contointr  DWG.  32^751  Validatad  Mar  89 

MlL-STD-1323/299 
NOTICE  1 

OS 

01  Mar 

89 

OS 

8140 

Unit  Lood  For  Undtrwoy  RtpItnUhmtnt  Bomb,  Proctiet  Mk  76  Mod  5  Bulk  Pock 

In  Wirtbound  Polltt  Box  On  Mttol  Polltt  Mk  3  Mod  0  REV<AS 

MIL-STD-1323/300 
NOTICE  1 

OS 

24  Jun 

82 

OS 

L 

8140 

Unit  Load  For  Undtrwoy  Rtpltniihmtnt  Otttcting  Dtvict,  Torgtt  MK57  Typt  In 
Contointr  Drowing  3268751  VoUdatad  Mar  89 

MIL-STD-1323/301 
NOTICE  1 

OS 

01  Mar 

89 

OS 

1 

8140 

Unit  Lood  For  Undtrwoy  Rtpltniihmtnt  Kit,  Convtriion,  Bomb/MINE  Extrciit  8 
Troining  MK  131  Typt  In  Smoll  Armi  Ammunition  Box  Mk  1  Mod  0  Validate 
Mar  89 

MIL-STO-1323/303 
NOTICE  1 

OS 

01  Mar 

89 

OS 

L 

8140 

Unit  Lood  For  Undtrwoy  Rtpltniihmtnt  Flight  Gtor,  Undtrwottr  Mint  Mk  56  In 
Contointr  Mk  587  Mod  0  REV*AS  OS 

MIL-STD-1323/244 

OS 

23  May 

84 

OS 

L 

8140 

Unit  Lood  For  Undtrwoy  Rtpltniihmtnt  Flight  Gtor,  Undtrwottr  Mint  MK  55  In 
Contointr  MK  586  MOD  0 

MIL-STD-1323/245 

OS 

30  Stp 

85 

OS 

L 

8140 

Unit  Lood  For  Undtrwoy  Rtpltniihmtnt  Miiiilt  Booittr  Fini  In  MK  205  MOD  O 
Contointr  REV*OS 

Mll-STD-1323/29 
NOTICE  1 

OS 

IODk 

85 

L 

8140 

Unit  lood  For  Undtrwoy  Rtpltniihmtnt  Worhtod,  Rocktt,  5  Inch,  MK  24,  MK 

32,  MK  34  &  Modi  (ZUNI)  In  Polltt  Adopttr  MK  1 1  &  Modi 

MIL-STO-1323/33 
NOTICE  2 

OS 

21  Nov 

84 

OS 

1 

8140 

Unit  Lood  For  Undtrwoy  Rtpltniihmtnt  MoHctr,  Locotion,  Morint  Mk  3  Modi 

3  1.  4  In  Contointr  LD  615134  REV-AS 

MIL-STD-1323A/S4A 

OS 

25  Sap 

85 

OS 

L 

8140 

Unit  Lood  For  Undtrwoy  Rtpltniihmtnt  Cortridgt,  20  MM,  M90  Stfiti  Bdttd 

With  M8  Or  MIO  Linki  In  20  MM  Ammunition  Box,  MK3  Mc»di 

MII-STD-1323/92A 

OS 

14  Ftb 

85 

L 

8140 

Unit  Lood  For  Undtrwoy  Rtpltniihmtnt  Wing  Aiitmbly,  Mk  9  Mod  O  And  Fin 
Aiwmbly,  Mk  23  Mod  1  (Wolltyt  1  Erdl)  In  Contointr,  CNU'SOd/E  Volidatad 
Jon  84 

MIL-STD-1323/95 

OS 

16  Apr 

79 

OS 

1 

8140 

Unit  Lood  For  Undtrwoy  Rtpltniihnttnt  Chorgt,  Spotting,  CXU*4/B  In  Smoll 

Armi  Ammunition  Box,  Mk  1  Mod  0 

Mll-STD-1323/96 
NOTICE  2 

OS 

14  Aug 

87 

OS 

L 

8140 

Unit  Lood  For  Undtrwoy  Rtpltniihmtnt  Oiiptnitr  And  Bomb,  Aircroft  CBU>MK 

20  And  Modi  (Rocktyt  II)  In  Contointr,  CNU*319/E 

MII-STD-1323/92A 

OS 

11  Jan 

88 

OS 

1 

8140 

Unit  Lood  For  Undtrwoy  Rtpltniihmtnt  Sonobuoyi,  In  PoHtt  Crott,  CNU413/E 

MIL-STD-1323B/98C 

OS 

11  Jan 

88 

OS 

L 

8140 

Unit  Lood  For  Undtrwoy  R^tnilhmtnt  16  IN  50  H.C.  Proltctilt  MK  13  &  MK 

14  IN  Polltt  Adopttr  MK  88  Mod  0  Validatad  Mar  89 

Mll-STD.1323/149 
NOTICE  1 

OS 

01  Mor 

89 

1 

8140 

Unit  lood  For  Undtrwoy  Rtpltniihmtnt  Flight  Gtor,  Undtrwottr  Mint  Mk  52  In 
Contointr  Mk  585  Mod  O  REV-OS 

MIL-STD-1323/246 

OS 

02  Nov 

83 

OS 

L 

8140 

Unit  lood  For  UrJtrwoy  Rtpltniihmtnt  MK  52/55  Mint  Actvotion  Dummy 

Flight  Gtor  Sub  Aiitmbly  In  Contointr  MK  662  Mod  0 

MIL-STO-1323/251 
NOTICE  1 

OS 

07  Moy 

87 

OS 

L 

8140 

Unit  lood  For  Undtrwoy  Rtf4tniihmtnt  Flort,  Aircraft,  Porochutt,  lUU-2  B/b 
(In  Ploitic  Contointr)  REV-AS 

Mll-STO-1323/252 
NOTICE  1 

OS 

07  Moy 

87 

OS 

1 

8140 

Unit  Lood  For  Undtrwoy  Rtpltniihmtnt  Chorgt,  Proptiling,  16/50  Inch, 

Rtductd,  In  Powdtr  Tank  Mk  8  Mod  0  On  Polltt  Adopttr  Mk  86  Mod  O 
REV-OS 

MIL-STD-1323/151 

OS 

01  Oct 

85 

OS 

L 

8140 

Unit  Lood  For  Undtrwoy  Rtpltniihmtnt  Cortridgt,  Signol,  Proctict  Bomb,  MK  4 
Mod  3  Or  CXU*3A/B  In  Box,  Ammunition  M2A1  VaUdatad  Apr  8/  REV>A5 

MIL-STD-1323/159 

NOTICE 

OS 

29  Apr 

87 

OS 

L 

8140 

Unit  lood  For  Undtrwoy  Rtpltniihmtnt  Guidtd  Miiiilt,  AIM-9G,  9H,  In  Crodlt 

Mk  16  Mod  O  Or  AIM-9G,  9H,  9L,  In  Contointr,  CNU-287/EW/0  Wingi 

And  Fini  (Sidtwindtr)  Validatad  Jan  84 

Mll-STD-1323/169 

OS 

28  Stp 

79 

OS 

1 

8140 

Unit  Lood  For  Underwoyrtpltniihmtnt  Rocktti  Mk  4,  Mk  40,  Or  MK66  And 

Rocktt  Motor  Mk  66  In  Rocktt  Lounchtrs  LAU-61C/A  Or  LAU>66D/A  In 

Polltt,  Looding  And  Storogo,  MHU<108/E  REV-OS  AS 

Mll.STD-1323/174 
NOTICE  1 

05 

07  Mar 

86 

OS 

8140 

Unit  Lood  For  Undtrwoy  Rtpltniihmtnt  Bomb,  Proctict  Mk  106  Mod  5 

VoUdattd  Apr  87  REV-AS 

Mll-STD-1323/183 
NOTICE  1 

OS 

29  Apr 

87 

OS 

L 

8140 

Unit  Lood  f or  Undtrwoy  Rtpltniihmtnt  Cortridgt,  30MM,  M50  Strlti  Btittd 

With  MK'’  Or  M‘14  Links  In  Contointr,  M548  REV-OS 

MIL-STO-1323/187 

OS 

20  Mar 

89 

OS 

1 

8140 

Unit  Lood  For  Undtrwoy  Rtpltniihmtnt  Cortridgt,  7.62  Mm,  BoH,  M80  (In 

Oipi)  In  M2A1  Boxti  Ovtrpocktd  In  Wirtbound  Box  Volidotad  Jon  84 

Mll.STO-1323/192 

OS 

2e  Stp 

79 

OS 

1 

8140 

Unit  Lood  For  Undtrwoy  Rtpltniihmtnt  Curtridgt,  7.62  Mm  (linktd)  In  M19A1 
Boxti  OvtqxKktd  In  Wirtbound  Box  Yollduttd  Jon  84 

Mll-STD-1323/193 

OS 

28  Stp 

79 

OS 

L 

8140 

Unit  Lood  For  Undtrwoy  Rtpltniihmtnt  Cortridgt,  5.125  Inch,  Mk  166  (Torch) 

In  Polltt  Adopttr,  Mk  144 

Mll-STD-1323/201 
NOTICE  1 

OS 

13  Mar 

86 

OS 

1 

8140 

Unit  Lood  For  Undtrwoy  Rtpltniihmtnt  Ignittr  Aiitmbly  FZU-406  (Firtl^ond)  In 
Ammunllion  Compontnt  Box  Mk  1  Mod  0 

MIL-STD-1323/259 
NOTICE  1 

OS 

04  Moy  87 

OS 

L 

8140 

Unit  Lood  For  Undtrwoy  Rtpltniihmtnt  Fin  Aiitmbly,  Bomb,  MAU-91A/B 
(Snoktyt)  Yohdatad  Jon  84 

Mll-STO-1323/262 

OS 

22  Mar 

79 

OS 

L 

8140 

Unit  Lood  For  Undtrwoy  Rtpltniihmtnt  Cortridgt,  76MM/62  Col  In  Polltt 

Adopttr  MK  131  Mod  0  Yalldotad  Nov  85 

MII.-STD-1323/263 

OS 

29  Ftb 

80 

OS 

8140 

Unit  Load  For  Undtrwoy  Rtpltniihmtnt  Proltctilt,  5  INCH/54,  With  Ploitic 
Rototing  Bond  In  Polltt  Adopttr  Mk  1 1  Mod  3 

MIL-STD-1323/271 
NOTICE  1 

OS 

05  Jul 

85 

OS 

8140 

Unit  Lood  For  Undtrwoy  Rtpltniihmtnt  Torptdo  Mk  46  &  Modi  Aiitmbitti  IN 
Contointr  Mk  535  Mod  0 

MIL-STD-1323/273 
NOTICE  1 

OS 

04  May  87 

OS 

1 

8140 

Unit  lood  For  Undtrwoy  Rtpltniihmtnt  Fin  Aiitmbly,  Bomb,  For  2000  Lb  G.p. 
Bomb  Mk  84  In  Adopttr,  Polltt,  ADU-415/E  REV-OS  AS 

MtL-STD-1323/281 

OS 

02  Nov 

S3 

OS 

1 

8140 

Unit  lood  For  Undtrwoy  Rtpltniihmtnt  Fin  Atitmbiy,  Bomb,  MK  83  In  Adopttr, 
Polltt,  A0U-425/E  REV-OS  AS 

Mll-STO-1323/283 

OS 

> 

o 

Z 

o 

S3 

OS 

8140 

Unit  Lood  For  Undtrwoy  Rtpltniihmtnt  Flort,  Dteoy,  MjU-3/B  In  Contointr  D) 
3816244  Yolidatad  Mar  89 

MIL-STD-1323/284 
NOTICE  1 

OS 

01  Mor 

89 

OS 

843 
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L 

8140 

Unit  Lood  For  Undtrwoy  Ropitnithmtnt  Cortridgt,  .50  Col,  Linktd.  In 

Ammunition  Box  M2A1  In  Wirt  Bound  Contointr  1000-212773)  REV-AS 

MIL-STO-132V285 

OS 

16  Mor 

82 

OS 

1 

8140 

Unit  Lood  For  Undirwoy  Rtpitnithmtnt  Flort,  Dtcoy  MK  46  MOOS  0,  1,  1A  & 

1C,  MK  50  Mod  0  Or  MJU-S^B  In  Ammunition  Box  M2A1  Validattd  Ncv  8S 
REV-AS 

MIL-STO-1323/292 

OS 

23S,p 

80 

OS 

L 

8140 

Unit  Lood  For  Undtrwoy  Rtpltniihmtnt  Guidtd  Mittilt  BGM-71A-1  (Tow)  Or 
BTM.71C  (Intrt)  In  Adopttr  A0U-486/E  VoHdottd  Jan  $4  REV-AS 

MIL-STD- 1323/297 

OS 

02  Nov 

79 

OS 

1 

8140 

Unit  Lood  For  Undtrwoy  Rtpltniihmtnt  Bomb,  Gtntrol  Purpoit,  500  LB  MK  $2 
&  MODS  Intrt  Loodtd  (Uncoottd)  On  Polltt,  Looding  A  Storo^t, 

MHU-122/E  DL  623AS100  REV-AS 

MIL-STD-1323/20S 
NOTICE  1 

OS 

12  Nov 

82 

OS 

L 

8140 

Unit  Lood  For  '.ndtrwoy  Rtpltniihmtnt  Mint,  Undtrwottr  Mk  52  And  Modi  IN 
Crott  Mk  '  2  And  Modi  Votldatad  Mar  89 

MILSTD-1323/20eA 
NOTICE  1 

OS 

01  Mar 

89 

OS 

L 

8140 

Ur.‘t  Lood  '  or  Undtrwoy  Rtpltniihmtnt  Mint,  Undtrwottr,  MK  55  A  MODS, 
Configurotioni  6,  C  A  0  In  Cratt  MK  55  Mod  1  With  Crott  Adopttri  MK 

112  Mod  0  (Loodtd)  Vah'dotHl  Mar  89 

MIL-STO-1323/20? 
NOTICE  1 

OS 

01  Mor 

89 

OS 

8140 

Unit  Lood  For  Undtrwoyrtpltniihmtnt  2.751  Ro<ktt/ro<ktt  Motor  Mk  4MK  40 

And  Modi  And  MK66  Mod  2  In  Otottd  Woodtn  BOX  REV-OS  AS 

MIL-STO-1323/212 

OS 

07  Mor 

86 

OS 

1 

8140 

Unit  Load  For  Undtrwoyrtpltniihmtnt  Cortridgt,  25  MM  Btlttd  With  MK  26 

Linki  In  Contointri  CNU-405/E  REV-OS  AS 

MIL-STD-1323/314 

OS 

08  Nov 

84 

1 

8140 

Unit  Lood  For  Undtrwoy  Rtpltniihmtnt  Cortridgt,  25  MM,  PGU-25/U(LOOSE) 

In  Cltottd  Woodtn  Box  REV-OS  AS 

MIL-STO-1323/315 
NOTICE  1 

OS 

20  Mor 

86 

OS 

8140 

Unit  Lood  For  Undtrwoy  Rtpltniihmtnt  Bomb,  Proctkt  A6k  76  Mod  5 . 

MILSTD-1323/217 
NOTICE  1 

OS 

24  Jun 

82 

OS 

L 

8140 

Unit  Lood  For  Undtrwoy  R,pl,n!ihm,nt  SpoMi  AtMmbly  For  Morino  Locollon 
Morktr  MK  25  &  MODS  Or  Und,rwot,r  Sound  Signal  MK  84  &  MODS 
mdaltd  No.  85  REV-AS 

MIL-STD-1323/219 

OS 

23  Stp 

80 

OS 

L 

8140 

Unit  Load  For  Undtrwoy  Rtpltniihmtnt  Arming  Wirt  Aiitmbly  MK  9  MOO  0  In 
Contointr  MK  2  MOO  2  Validafad  Mar  89  REV-AS 

MIL-STD-1323/220 
NOTICE  1 

OS 

01  Mor 

89 

OS 

L 

8140 

Unit  Lood  For  Undtrwoy  Rtpltniihmtnt  Bomb,  Proctiet  B0U-48/B  V^thfad 

Mar  89  REV-AS 

MIL-STO-1323/221 
NOTICE  1 

OS 

01  Mor 

89 

OS 

L 

8140 

Unit  Lood  For  Undtrwoy  Rtpltniihmtnt  Foiring,  Undtrwottr  Mint,  MK  ^  Typt 

For  Mint  MK  55  REV-OS 

MIL-STD-1323/227 

OS 

02  Apr 

85 

OS 

L 

8140 

Unit  Load  For  Undtrwoy  Rtpltniihmtnt  Toil  Stction  MK  1 1  Mod  O  For  MX  41 
Dtitruclor  In  Contointr  DL5177769  In  MK  154  Mod  0  Polltt  Adopttr 

MIL-STD-1323/229 

OS 

25  Jun 

81 

OS 

8140 

Unit  Lood  For  Undtrwoy  Rtpltniihmtnt  Bomb,  Gtntrol  Purpoit,  500  lb  Mk  62 
Mod  2  (Thtr.  Prottct.)  A  Bomb,  BDU-45/B,  Initrt  Lood.  (Thtr.  Prottct)  On 

Poll.,  Lood.  A  Stor.,  MHU-122/E  01  623AS100  REV-AS  OS 

MIL-STD-1323/239 
NOTICE  1 

OS 

08  Ocl 

85 

OS 

1 

8140 

Unit  Lood  For  Undtrwoy  Rtpltniihmtnt  Foiring,  Undtrwottr  Mint,  MK  19  Typt 
With  Fini  And  Hordwort.  F/mint  MK  52  REV-OS 

MIL-$TD-1323/316 

OS 

02  Apr 

85 

05 

1 

8140 

Unit  lood  For  Undtrwoy  Rtpltniihmtnt  Stgnol  Smokt,  Morint  MK  131  Mod  0 

A  Signol,  Florti,  MK  132  Mod  0  In  Ammunition  Box  M2A1  REV-OS 

Mll-STO-1323/322 

OS 

10  Dk 

86 

OS 

1 

8140 

Unit  lood  For  Undtrwoy  Rtpltniihmtnt  Botttry,  Mtroury  MK  130  Typt  In  SmoU 
Armi  Ammunition  Box  MK  1  MOO  0 

MIL-STD-1323/324 

OS 

13  Sop 

85 

OS 

L 

8140 

Unit  Lood  For  Undtrwoy  Rtpltniihmtnt  Flight  Otor  Kit  In  Contuintr 

DWG.5561732  A  PoHtI  Adopttr  MK  133  Mod  0  For  Otitrvctor  MK  40  Or 
Quickitrikt  MK  63 

MIL-STD-1323/325 

Oi 

13  Sop 

85 

OS 

1 

8140 

Unit  Lood  Foi  Undtrwoy  Rtpltniihmtttl  5  Inch  G.P.  Proptiling  Chorgt  MK  62 

Mod  0  In  5/54  Cortridgt  Tonk  MK  14  Mod  3  In  Polltt  Adopttr  MK  16  Mod 

0  REV-OS 

MILSTD-1323/328 

OS 

!7  Mor 

87 

OS 

1 

8140 

Unit  Lood  For  Undtrwoy  Rtpltnlthnwit  Chorgt,  Proptlling,  1dll/50,  Rtdoctd  In 

1M  Powdtr  Tank  Mk  4  &  Modi  li  Mk  3  Mod  2  On  FoHtt  Adopttr,  Mk  87 
ModO 

MIL-STD-1323/331 

OS 

20  Mor 

86 

OS 

L 

8140 

Unit  lood  For  Undtrwoy  Rtpltniihmtnt  rin  Aiwmbty,  Bomb,  8SU-33A/$  In 
Adopttr,  Polltt,  ADU-426/E 

MIL-STO-1323/332 

OS 

10  Doc 

86 

OS 

L 

8140 

Unit  Lood  For  Undtrwoy  Rtpltniihmtnt  Fuzt,  Bomb  FMU-139/6  In  Contointr 

M548 

MIL-STD-1323/333 

OS 

05  Aug 

86 

OS 

8140 

Unit  Lood  For  Undtrwoy  Rtpltniihmtnt  HtIHirt  Miiiilt,  AGM  114  In  Contointr. 
Shipping  A  Storogt 

MllSTD-1323/334 

OS 

16  Sop 

86 

OS 

1 

8140 

Unit  Lood  For  Undtrwoy  Rtpltniihmtnt  Flort,  Dtcoy  MJU-22  (XCA-1)/B  In 
Ammunition  Box  M2A1  REV-OS 

MIL-STO-1323/338 

OS 

12  Mor 

87 

OS 

L 

8140 

Unit  Lood  For  Undtrwoy  Rtpltniihmtnt  Airboet,  AN/SLQ-3  Choff  But 

Eltctronic  Buoyi  In  Polltt  Crott,  CNU-313/E  REV-OS 

MIL-STD-1323/344 

OS 

11  Joii 

88 

OS 

L 

8140 

Unit  Lood  For  Undtrwoy  Rtpltniihmtnt  Kit,  Cor-vtnion,  Bomb/  Mint  MK  130 

Mod  0  In  Smoll  Armi  Ammunition  Box,  MK  1  Mod  0  Voiidatad  Mar  89 

MILSTD-1323/304 
NOTICE  1 

OS 

01  Mor 

89 

OS 

L 

8140 

Unit  Lood  For  Undtrwoy  Rtpltniihmtnt  BIU-601B  BoKontttt  In  Contointr, 
rNa.368/E  REV-OS  AS 

MtL-STD-1323/305 

OS 

18  Nov 

88 

OS 

8140 

Unit  Lood  For  Undtrwoy  Rtpltniihmtnt  Rocitt  Motor  GBU-16/B  (SKIPPER)  In 
Contointr  LNU.246/E 

MIL-STD- 1323/306 
NOTICE  1 

US 

30  Nov 

82 

OS 

8140 

Unit  Lood  For  Undtrwoy  Rtpltniihmtnt  Computtr  Control  Group, 

MAU-169A/B,  F/LASER  Culdtd  Bomfai  In  Contointr,  CNU-317/E 

MIL-STO-1323/307 

OS 

28  Apr 

S3 

OS 

8140 

Unit  Lood  For  Undtrwoy  Rtpltniihmtnt  Bomb,  Gtntrol  Purpoit,  1000  LB  MK 

B3  MOD  5  (Thtmwlly  Prottcttd)  On  Polit',  looding  A  Storogt  MHU-187/E 

O'.  145AS100  REV-AS 

MIL-ST0-1323/308A 

OS 

25  Stp 

85 

OS 

L 

3140 

Unit  Lood  For  U'dtrwoy  Rtpltnlihmont  Chor;^,  Proptlling,  16  INCH/50, 

Rtductd  In  Powdtr  Tonk  MK  8  MOO  0  On  Weo^n  PoHtt  Adopttr 

MIL-STD- 1323/309A 

OS 

01  Oct 

85 

L 

8140 

Unit  Lood  For  Undtrwoy  Rtpltniihmtnt  Fin  Aiitmbly,  6omb,  BSU-66/6  In  Polltt 
Adopttr  ADU-535/E  REV-OS  AS 

MIL-STO-1323/310A 

OS 

19  Mor 

86 

OS 

1140 

Unit  Lood  For  Undtrwoy  Rtpltniihmtnt  Solid  Nom  Plug  MXU-735/i,  For  MK 

80  Soriti  Bombi,  In  Contointr  M  546  REV-AS 

MIL-STD-1333/311 

OS 

22  Mor 

84 

OS 

1140 

Unit  toodi  For  Domtitic  A  Ovtritoi  Shipmtnt  Typkoi  Loodi  Voiidatad  Mar  89 

MIL-STD-1322/1000 
NOTICE  1 

OS 

14  Mor 

89 

OS 

Unit  Loodi  0(  Ammunition  And  Exploiivti  For  Undtrwoy  Rtlltnlihmtnt . . . 

MIL-STr>-1323 
NOTICE  1 

OS 

19  Doc 

85 

OS 

844 


FSC  USTINQ 


DOCUMENT 


fSC 

TITLE 

NUMBER 

PREP 

DATE 

CUSTODIAN 

1 

8140 

Unit  loodi  0<  Ammunition  And  Exploiivti  For  Domoitic  And  Ovortoot 

MIL-STD-1322A 

OS 

19  Mar 

86 

AL  OS 

Shipmont  USER-SA  REV-AR  MC  A$  OS 

NOTICE  4 

8140 

Viluol  lntp*€tion  Stondordi  For  Ttm«  Piott  Cam  And  Sttal  loxm  Utod  In 

MIL-STD-406 

AR 

1  Fob 

57 

AR  AS 

Smoll  Armi  Aiimunltion  Pockaging  Votidafd  May  85  REV*MI  EA 

L 

8140 

Vliuol  Impaction  Standard*  For  Nollod  Wood  Boxti  And  Wiroboond  Wood 
loxas  Uttd  In  Sr>oll  Arm*  Ammunition  Pocking.  ValtdaM  May  $5  REV^GL 

ER 

Woopon  Raguiromtnt,  Polittising  Float  l**ua  Unit  Lood  Fin  A**ambiyp  8omb,  MK 

MIL-STD-299 

AR 

17  Jan 

57 

AR 

8140 

MIL-STD-1323/242 

OS 

19  Sop 

86 

OS 

15  &  MODS  (Sneliiyt)  In  Pollot  Adaptor  ADU-383/E  REV-AS 

1 

8140 

Woopon*  Roqulromont,  Poilotliing  Float  Uiuounit  lood  Oi*pon*or  A  lomb. 

MIL-STD-1323/268 

OS 

^1  Jon 

88 

OS 

Airci..ft  CBU-MK  20  &  Modi  (Rockoyo  II)  8  C8U-78/B  (Gator)  In  Contoinor, 
CNU-238/E  REV-OS 

814S 

Box,  Shipping  And  Storogo,  HoHcoptor  Bbdo  USER^OS  MC  SH  REV>AV  SA  11 

MIL-B-5806F 

AV 

26  Mor 

76 

AV  AS 

69 

71  99 

8145 

Owit,  Plywood  Validattd  Nov  83  USER-CE  MC  REV-CS - 

MIL-C-t2044D 

ME 

13  Fob 

75 

ME 

99 

L 

8145 

Contoinor  Connoctor,  Horitontol  (Connoctor) . 

MIL-C-29449 

MC 

25  Jon 

88 

MC 

1 

6145 

MlL-C-29446 

MC 

88 

MC 

8145 

Contolnorp  Insulotody  Shiptng  REV<MD  TS  GS . . . 

A-A-50486 

YD 

23  Jun 

87 

GL  YD 

L 

8145 

Contoinofo  No*toblo  Or  Coliopilblo«  Rou*obio,  Shipping  And  Storogo, 

MIL-C-83669 

69 

10  Sop 

77 

69 

Ai*ombiod  Extornol  Aircraft  Fuol  Tonk*  REV>AS  11  99 

L 

8145 

Contoinor,  Pollot  (Pokon)  . 

MIL-C-29444 

MC 

25  Jon 

88 

MC 

1 

8145 

MIL-C-29445 

MC 

25  Jon 

88 

MC 

8145 

Contoinor,  Rcu*obio,  Shipping  And  Storogo  Oi*ot*omblod,  No*tod  Extornol 

MIL-C-9361G 

69 

20  Jun 

78 

AS 

69 

Aircruft  Fuol  Tonki  REV-11  99 

L 

8145 

Contoinor,  Shipping  And  Storogo,  Moto),  Rou*oblo,  For  Enginot,  TreA*flU**ion*, 

MIL-C-14200C 

AT 

10  Nov 

88 

AT 

Difforontlot*,  Tran*for«,  And  Simlllar  A**ombl!o*  USER'ME  GL  REV*SM  MC  99 

8145 

Contoinor,  Shipping  And  Storogo,  Motol  Rou*oblo  REV*MI  AT  ME  Aft  99  .......... 

MIL-C-S584D 

69 

21  Apr 

88 

AV  AS 

69 

8145 

Contoinor,  Shipping,  Rou*oblo,  Wood,  Aircraft  Engino*  REV«99 . 

MIL-C-4116B 

69 

09  Doc 

74 

AS 

69 

8145 

Contoinor,  Wood,  Shipping,  Routoblo  For  Tank  Autometivo  Engino  Trontmiuion 

MIL-C-11264C  (1) 

AT 

23  Mor 

87 

AT  MC 

69 

Difforontiol,  Thromforr,  Finol  Drivo,  Driving  Axlo  A  Slmitor  Ai*ombiio 

L 

8145 

Contoinor*,  Shipping  A  Storogo,  Stool  Lightwoight,  Routoblo  (Rofor  To 

MIL-C-38770A  (1) 

69 

26  Fob 

76 

69 

MIL-C-5584D)  REV-99 

8145 

Covor,  Protoctivo,  For  Port*  A  Equipmont  REV^AR  SM . . . . . 

MIL-C-58104A 

AV 

20Moy 

83 

AV 

69 

8145 

Croto,  Slottod  Anglo,  Stool  Or  Aluminum,  For  Lightwoight  Airfromo  Componont* 

Mll-C-9e97B  (1) 

69 

17  Jun 

76 

GL  SA 

69 

And  Bulky  Itom*  (Fur  Moximum  Lood*  Of  300D  Pound*)  USER^OS  ftEV*ME 

SM  AV  YD  99 

83GP 

Srooking  Strongth  0<  loothor  By  Tho  Grab  Mothod  •  76  Sop  80  V^datod  Jun 

ASTM  D2208-80 

GL 

28  Jun 

88 

GL  NU 

99 

86  USER-AL  MC 

NOTICE  2 

830P 

Colibratlon  And  Calibration  Vorideotion  Proooduroi  For  Toxtilo  Toil  Mothodt 

MIL-STD-1157 

GL 

09  Jul 

65 

GL  SA 

20 

VNidatod  Jan  85  USER-MI  REV-AS  99 

8T3P 

Fobries,  Wovor,  By  Tho  Tonou,'  glo  Rip)  Mothod  fConttont  Roto  Of 

ASTM  D226I-S3 

GL 

22  Jun 

84 

GL  NU 

20 

Extonilon  Tontilo  Totting  Muctunu),  Tooring  Strongth  Of  •  23  Fob  83 

USER-ME  CG  MC  SH  REV-MD  Ml  TE  AS  03  82  99  CT 

83GP 

Fobric*,  Wovon,  By  Tho  Tonguo  (Singlo  Rip)  Mothod  (Conatont  Roto  Of 

ASTM  D2262-83 

GL 

22  Jun 

84 

GL  NU 

20 

Trovorao  Tomilo  Totting  Mochino)  25  Fob  83,  Tooring  Strongth  Of  U$ER*ME 

CG  MC  SH  REV-MO  Ml  TE  AS  03  82  99  Q 

83GP 

Fibor  In  ToxtifjS,  Idontificotion  •  01  Aug  60  REV-AR  Ml  ME  MR  YD  SH  OS  SA 

99  IS 

Gloaanry  Of  Knitting  Imporfoction*  Validotad  Fab  84  USER-AV  MC  YD  REV-AS 

ASTM  D27e«) 

AS 

27  Apr 

81 

GL  AS 

69 

83GP 

Mll-STD-1491 

GL 

17  Sop 

73 

GL  SA 

20 

99 

NOTICE  1 
•|7  SEP  1973 

83GP 

Knittod  Good*  A  Nonwovon  Fubrici  •  Oiophrogm  Bursting  Strongth  Tostor 

ASTM  D37864)0A 

OL 

11  Jul 

86 

GL  NU 

99 

Mothcd,  Hydrovlic  Bursting  Strongth  Of  •  1  Aug  80  REV-11  82  CT 

83GP 

Knittod  Good*  -  Conttont  -  Roto-of-trovorso  (CRT)  Boll  Burst  Tost,  BursHng 

ASTM  D3787-80A 

GL 

11  Jul 

86 

GL  NU 

99 

Strongth  Og-  2  Stp  80  REV-1 1  82  CT 

83GP 

Loothor,  Bursting  Strongth  Of  By  Tho  Boll  Mothod  -  31  Aug  64  ValUhfad  Jon 

86 

Loothor,  Mothod*  Of  Sampling  And  Tosting  Vafidotad  Jon  81  USER-SH  OS  CG 

ASTM  D2207-64R76 

GL 

17  Jun 

80 

GL  NU 

99 

PTGP 

FED-STD-311 

/GL 

15  Jon 

69 

GL  SA 

99 

REV-AS  MC 

NOTICE  3 

24  JAN  1975 

836P 

loothor,  Tontilo  Strongth  Of  -  26  Sop  80  USER-Al  MC  AS  . 

ASTM  D2209-80 
NOTICE  2 

GL 

20  Jun 

88 

GL  NU 

99 

83GP 

Military  STANDARDIZATION  HANDBOOK,  HANDBOOK  FOR  Toxtilo  LABORATORY 

Mll-HDBK  737A 

GL 

28  Fob 

79 

GL  SA 

20 

PERSONNEL  300667  Validalod  Jon  85  USER-AR  Ml  IH  AV  AT  CG  YD 

REV-MC  AS  99 

83GP 

Stitchoi,  Sooms,  And  Stitching*  Validaftd  Mar  C3  USER-ME  MC  P.EV-EA  OS 

FED-STD-751A  (1) 

/GL 

21  Nov 

83 

GL  NU 

99 

82  CT 

NOTICE  1 

83'5P 

Toxtilo  TctI  Mothodt  REV-MD  AR  TE  EA  Ml  SH  AS  03  99  82  CT . 

FED-STO-191A 
NOTICE  4 

/GL 

31  Mor 

87 

GL  NU 

11 

83GP 

Toxtilo*.  Ouontitotivo  Anulysl*  Of  -  3  Nov  77  REV-SM . . . . . 

ASTM  D629-77 

AS 

01  Moy  81 

AS 

69 

83GP 

Yom,  R**!*tonco  To  Slippogo  In  Wovon  Fobric*  Using  A  Stondord  Soom  •  30 

ASTM  D434-7S 

GL 

04  Doc 

79 

GL  NU 

Jun  1975  Volldolod  Jon  86  USER-MC  CG  AS  SH  REV-TE  Ml  ME  MD  SH  a 

8305 

Artificlol  Loothor  (Cloth  Cootod),  Vinyl  Rosin,  Expondod  Loyor,  (Uf^Sofstory) 

CCC-A-680A 

•DP 

26  Moy  66 

Validalod  Mar  78  USER-SM  SH  CG  MC  REV-OL  SA  82 

INT  AMD  (1) 

8305 

Boof  And  Corrot*  In  Gravy,  Thormostobiltzod,  Troy  Pock  REV-MD  ME  SH  87  CT 

MIL-B-43062D 

GL 

14  Mar 

88 

31  NU 

99 

8305 

Oath  8  Strip,  lominatod  Or  Cootod,  Vinyl  Nylon  Or  Polyottor  High  Strongth, 

MIL-C-43006F  (1) 

GL 

30  Doc 

86 

GL  NU 

99 

Fioxiblo  USER-AT  45  REV-MD  SH  82  CT 

8305 

Cloth  Porochuto,  Strotch  8  RIpttop  Validalod  Jvf  87  USER-OS  REV-MD  SH  99.. 

MIL-C-S7180 

NOTICE  1 

20 

30  Jul 

87 

GL  AS 

99 

•305 

Cloth  Soorsuckor  Cotton  Vofidatad  Oct  72 . . . 

CCC-C-448C 

t 

17  Nov 

67 

(305 

Cloth  Wool,  Methpronfing  Trootmont  Of  REV-MD  MC  CT  .................... — .......... 

MII-C-43665C 

GL 

14  Nov 

86 

GL  NU 

99 

L 

8  05 

Cloth,  Acotot,  Fluoroscont  Validotad  Mar  81  REV-CT . 

MIL-C-24320  (1) 

SH 

29  Apr 

68 

SH 

1 

83' >5 

Cloth,  Acrylic  (For  Cortridgc  Bogs)  Volidotad  Jon  82  REV-CT . 

MIL-C-12800A  (2) 

AR 

22  Apr 

76 

AR 

845 
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L 

8305 

Ooth*  Acrylic,  Rayon  (For  Cortridgt  Cogt).  VolidQte</  Jan  82  REV-MR  OS  99.... 

MIL-C-40070  (2) 

AR 

28  May 

76 

AR 

8305 

Cloth,  Airplont  USER-ME  45  REV-MD  85  82  CT . 

MIL-C-5546F  (2) 

AS 

11  Sep 

84 

GL  AS 

99 

8305 

Cloth,  Awning,  Cotton  USER-CT  . 

CCC-C-406B 

% 

25  Apr 

67 

L 

8305 

Cloth,  Ballittlc,  Nylon,  Lightweight,  Water*rtpelltnt  Treated  REV-MD  82  CT  . 

MIL-C-44043A  (1) 

GL 

18  Ftb 

86 

GL  NU 

99 

L 

8305 

Cloth,  Salliitic,  Nylon  Validated  AtOr  83  REV-MD  EA  CT . . . . 

MIL-C-12349f  (1) 

GL 

17  Aug 

77 

GL 

20 

8305 

Cloth,  BalHttic,  Aromid  USER-MC  REV-MD  CT  . 

MIL-C-440S0A 

GL 

18  Aug 

87 

GL  NU 

11 

8305 

Ooth,  8altoon,  Cotton  USER-MC  45  REV-MO  99  82  CT . 

MIL-C-332H 

GL 

17  Ocl 

86 

GL  NU 

n 

8305 

Goth,  8onntr,  Royon  Validattd  Jan  82  USER-MC  45  REV-IH  99  82  CT _ 

MII-C-806E 

GL 

05  May 

70 

GL  NU 

99 

8305 

Cloth,  8oroth«i,  Wool  REV-MO  82  CT . 

MIL-C-3727F 

GL 

18  Dec 

87 

GL  NU 

99 

L 

8305 

Cloth,  Boiket  Weave,  Polyester  And  Cotton  (Crease  Resistont  Finish)  REV-i  G 

CT 

Ooth,  Batiste,  Cottor,,  Polishing  Volidatad  Nov  87  REV-SA  CT . 

MIL-C-29140B 

NU 

02  Jun 

88 

NU 

L 

8305 

Mll-C-401298 
NOTICE  1 

GL 

12  Nov 

87 

GL 

L 

8305 

Cloth,  Bedford,  Cord  REV-CT..... . . . . . . . 

MIL-C-21318C 

AS 

23  Ocl 

87 

AS 

8305 

Cloth,  Billiord  USER-45  REV-a2  CT . 

MIL-C-175A6E 

NU 

31  Moy 

88 

NU 

99 

8305 

Cloth,  Birdseye  And  Gouze,  Cotton  Vofidafad  Fab  84  USER-4S  DM  REV-MD 

CCC-C-425E 

/GL 

08  Ok 

83 

GL  NU 

99 

MS  CT 

L 

8305 

Cloth,  Brottice,  Cotton,  Fire  Resistant  REV-CT . . 

Mll-C-788f 

NU 

20  Aug 

81 

NU 

1 

8305 

Ooth,  Broadcloth:  Wool  And  Wool/nylon . 

MIL-C-29405A 

MC 

01  Mor 

85 

MC 

8305 

Ooth,  Broodcloth,  Polyester/cotton,  Polyester  Filoment,  End  To  End,  (DuroUe 

MIL-C-87143  (1) 

11 

28  Mor 

83 

GL 

11 

Pr.«)  F.hV-CT  0? 

8305 

Cloth,  Broadcloth,  Polyester/cotton,  Durable  Press  REV-MO  MC  CG  99  82  CT  ,. 

MIL-C-43992A 

GL 

10  Moy 

85 

GL  NU 

11 

8305 

Ooth,  Broadcloth,  Cotton  Mercerized  Validatad  Nov  87  USER-ME  REV-MD  MC 

CCC-C-437D 

/GL 

12  Nov 

87 

GL  NU 

11 

CT 

NOTICE  1 

8305 

Cloth,  Broodcloth,  Polyester  And  Cotton  USER-MC  REV-MD  82  CT . 

MII-C-43479D 

GL 

23  Mar 

87 

GL  NU 

99 

8305 

Cloth,  Broodcloth,  Wool,  And  Wool-synthetic  (Moth-proofed)  USER-CG  REV-IH 

Mll-C-822520 

NU 

04  Apr 

83 

GL  NU 

11 

MO  MC  99  82  CT 

8305 

doth,  Broadclod),  Cotton  Mercerized  USER-ME  REV-MD  MC  82  CT . 

A-A-50160 

GL 

01  Apr 

88 

GL  NU 

99 

8305 

Cloth,  Buckram,  Woven  And  Nonwoven  Validatad  Fab  84  USER-45  REV-MD 

CCC-C-43eE 

/GL 

08  Ok 

83 

GL  NU 

11 

MC99CT 

8305 

Ooth,  Buckrom,  Woven  And  Nonwoven  REV-MD  MC  82  99  CT..... . 

A-A-50'ia8 

GL 

18  Nov 

88 

GL  NU 

11 

8305 

doth,  Sunlina,  Acrylic  USER-CG  OS  SH  REV-IH  CT . 

MIL-C-2277SD 

NU 

U£  .'on 

84 

GL  NU 

8305 

Cloth,  Bunting,  Cotton,  Mercerized  Valtdatad  Nov  87  USER-MC  REV-IH  MD  11 

CCC-C-439F 

/GL 

12  Nov 

87 

GL  NU 

99 

82  CT 

NOTICE  1 

8305 

Oath,  Buntinfl,  Nylon,  And  Nylon  And  Wool  USER-SH  45  REV-IH  MC  82  CT  .... 

CCC-C-4760 

/GL 

21  Ocl 

83 

GL  NU 

99 

8305 

doth,  8uriop,  Julo  (Or  KmoI)  Volidatad  Jon  86  USER-AT  SM  MC  YO  REV.82.. 

CCC-C-447C 

/GL 

08  Fob 

72 

GL  $A 

99 

L 

8305 

Cloth,  CamMc,  Vomished,  Unporoffined.  Volidatad  Jan  83  REV-CT . 

MIL-C-20610 

AR 

15  Jon 

52 

AR 

8305 

Ooth,  Comoufloge  Potlern,  Wind  Resistont  Poplin,  Cotton  USER-45  REV-MD 

Ma-C-434«8F 

GL 

26.IUI 

88 

GL  NU 

99 

MC82CT 

8305 

doth,  Comoufloge  Pottem,  Woodlond,  Cotton  And  Nylon  REV-MD  MC  82  11 

a 

doth,  Comoufloge  Pottem,  Duck,  Cotton  Vofidatad  Nov  83  REV-MD  CT . 

MIL-C-44C31C 

GL 

02  Sop 

87 

GL  NU 

99 

L 

8305 

Mll-C-44014 

GL 

17  Sop 

79 

GL 

1. 

8305 

Cloth,  Cortridge.  Royon  Vatidotad  Jan  83  REV-CT . 

Mll-C-20300 

AR 

21  Nov 

51 

AR 

1 

8305 

Cloth,  Cortridge,  Polyester&viKOse  Royon  (For  Cortridge  Bogs)  Volidatad  Jon 

MIL-C-43153  (3) 

AR 

31  Jon 

75 

AR 

81  REV-CT 

L 

8305 

doth,  Chombroy,  Polyester  And  Cotton  REV-CT . 

MIL-C-87085A 

NU 

13  Ftb 

86 

NU 

8305 

doth,  Chombroy,  Cotton  (Flome  Retordont  Treoted)  REV-CT  .............................. 

MIL-C-24916 

NU 

10  Sep 

84 

GL  NU 

99 

8305 

Cloth,  Cheesecloth  (Cotton,  Royon,  &  Cotton/royon . . . 

A-A-1491 

t 

IBOtc 

80 

8305 

doth,  Cheeseclofli,  Cotton,  Blewhtd  And  Unble«hed  Volidatad  Nov  87 

CCC-C-440E 

/GL 

13  Nov 

87 

GL  NU 

99 

USER-MO  AV  ME  YO  CG  45  REV-$M  Ml  MC  CT  OS 

NOTICE  1 

8305 

doth.  Cheesecloth  (Wiping  Purposes) . . 

A-A-1224 

t 

18  Dtc 

80 

8305 

doth,  Cooted  . . . . . 

A-A-1214 

t 

10  Mor 

81 

8305 

Cloth,  Cooted  (Window  Shade) . . . 

A-A-150 

t 

30  Jon 

81 

83C5 

Cloth,  Cooted  (Chloroprene  Bose  Cooted,  Chlorosulphonoted  Polyethylene  Top 

MIL-C-43285C 

GL 

15  Stp 

86 

GL 

99 

CooMd)  USER-ME  REV-MO  Ml  AR  82  CT 

1 

8305 

Cloth,  Cooted  (Nylon  Taffeta)  REV-CT . 

MII-C-19699D 

10  Apr 

81 

Nb 

<“«05 

Cloth,  Cooted  (Rubber  And  Plastic}  And  Plastic  Sheeting  For  Hospitol  Use 

n-C-450C 

/GL 

15  Jon 

74 

GL  NU 

20 

Volidatad  Nor  87  USER-CG  REV-MO  99  CT 

NOTICE  1 

8305 

doth.  Coated  And  Lomiroted,  Chemicol  Protective  REV-EA  82  99  CT . 

MIL-C-44304 

MD 

23  Jun 

88 

MD  NU 

n 

8305 

doth.  Cooled  Cotton,  Pljstlc  Cooted  Ticking  Volidatad  Fab  87  REV-MD  MS  CT 

CCC-C-1798 

NOTICE  1 

/GL 

27  Feb 

87 

GL  SA 

L 

8305 

doth.  Coated  For  Heot  Seol  Potching  REV-MD  CT . 

MII-C-43877B  (1) 

GL 

13  Aug 

85 

GL 

8305 

Cloth,  Cooted  Or  Lomlnoted  (Table  And  Shelf) . 

CCC-C-417E 

T 

31  Jul 

73 

20 

8305 

Cloth,  Cooted  Or  doth,  Lominoted,  Reflective  REV-MD  99  82  CT . 

MIL-C-437088 

GL 

30  Stp 

86 

GL 

99 

8305 

doth,  Coated,  Bi  Strip,  Cooted  Cloth-  Polychloroprene  On  Nylon  USER-MC  NU 

MIL-C-19002D 

AS 

30  Jun 

85 

ME  AS 

99 

45  REV-SH  11  82  CT 

INT  AMD  3  (AS) 

1 

8305 

doth,  Cooted,  Asbestos/oromid,  Ploin  Weove,  Aluminized  And  Chlorvprene 

Mll-C-822788 

NU 

30  Jon 

81 

NU 

Ceotirl  USER-MC  REV-CT 

L 

8305 

doth,  Cooted,  And  Webbing,  Inflotoble  Boot  And  Miscellaneous  Use  Volidatad 

MIL-C-17415E  (5) 

SH 

26  Apr 

76 

SH 

Apr  82  USER-ME  CE  MC  CG  REV-ME  CT 

8305 

Cloth,  Coolwl,  Aromid,  Ahiminiud  USER-CG  SH  REV-MO  MC  CT . 

MII-C-37076A 

NU 

05  Mar 

85 

GL  NU 

99 

8305 

doth,  Cooted,  Butyl  Cooted,  Toxicologlcol  Agents,  Protective  USER-MC  45 

MII-C-12189H 

GL 

30  Jun 

80 

GL  NU 

99 

REV-MD  EA  82  99  CT 

1 

8305 

doth,  Cooted,  Chlorobutyl,  Aromid,  Fuel  &  Oxidizer  Resistont  Volidatad  Jan  89 

MII-C-38149C 

11 

30  Jon 

89 

11 

USER-70  REV-CT 

L 

8305 

doth,  Cooted,  Cotton  (Creped,  Phenolic  Resin  Treoted)  Volidatad  Apr  82 

MIL-C-3154A 

os 

16  Sep 

71 

OS 

REV-CT 

8305 

Cloth,  Cooted,  Cotton,  Vinyl  Chloride  Or  Chloroprene  Cooted  Volidatad  Jon  82 

MIL-C-43410t 

GL 

28  Dtc 

81 

GL  NU 

11 

USER-MR  CG  REV-MD  MC  CG  YO  99  CT 

L 

8305 

Cloth,  Cooted,  CBR  Protective  REV-CT . . . . . 

MII-C-S1251A  (1) 

EA 

08  Ftb 

89 

EA 

8305 

Cloth,  Cooted,  Cotton,  Vinyl  Cooted,  Fire  And  Mildew  Resistont  Volidatad  Jon 

MIL-C-10799H 

GL 

29  Mor 

83 

GL  AS 

99 

82  USER-MI  ME  MC  45  REV-MD  OS  99  82  CT 

1 

8305 

Cloth,  Cooted,  Duck,  Nylon  REV-CT . . . 

MII-C-81395A 

AS 

08  Dtc 

81 

AS 

646 
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L 

830S 

Ootti,  Coat«d,  Fire  Reiiitant,  Berth  And  Bedding  Cover  Validattd  Jon  86 

MIL-C-15104E 

NU 

09  Moy 

79 

NU 

REV-SH 

8305 

aoHi,  Cooltd.  FutI  And  Flamt  RtiUtanl  USER-45  REV-99  82  CT . 

MII.-C-22787D 

NU 

08  D.C 

87 

NU 

99 

1 

8305 

Cloth,  Cooted,  Gloss,  Silicone  Rubber  Cooted  Validated  Nov  87  U3SR*45 

Ma-C-107970 

GL 

12  Nov 

87 

GL 

REV-MD  CT 

NOTICE  1 

8305 

Ooth,  Cooted,  Nylon,  Vinyl  Coated  (For  Air  Supported  Shelters)  REV*MD  CT.... 

MII-C-43086C 

GL 

28  Sep 

83 

GL  NU 

L 

8305 

Cloth,  Coated,  Nylon  REV>AV  MD  CT . . 

MIL-C-43808A 

GL 

17  Moy 

83 

GL 

8305 

Cloth,  Coated,  Nylon,  Chloroprene  Coated  REV>99  CT . 

Mll-C-267128 

20 

26  F.b 

82 

AS 

20 

8305 

Cloth,  Coated,  Nylon,  Polyurethane  Coated  REV.MD  ME  Mt  MC  82  CT  DS  . 

MIL-C-43473E  (1) 

GL 

29  Oct 

85 

Gl  NU 

99 

L 

8305 

Goth,  Coated,  Nylon,  Polyurethane  Coated  REV-18 . . . 

MIL-C-87178  (1) 
NOTICE  1 

20 

28  Apr 

88 

20 

8305 

Cloth,  Coated,  Nylon,  Polyurethane  Double  Coated  REV-MD  MC  82  CT  . 

MIL-C-439068  (1) 

GL 

16  Dk 

85 

GL  NU 

99 

8305 

Cloth,  Coated,  Nylon  Twill  (One  Side  Cooted)  REV-MO  MC  V,  82  CT . 

MIL-C-14346E 

GL 

18  Jun 

86 

Gl  NU 

99 

8305 

Cloth,  Cooltd,  Nylon,  Vinyl  Cooltd  REV-MD  MC  CT . 

MII-C-40039D 

GL 

20  Oct 

81 

GL  NU 

99 

L 

8305 

Cloth,  Cooted,  Non-slip  Table  Covering  Validated  Feb  78  USER-CT  REV-CT . 

MIL-C-19635  (1) 

CG 

24  Jon 

57 

CG 

L 

8305 

Cloth,  Cooted,  Nylon,  Raft  Bottom  REV-CT . . . . . 

MII-C-2I109C 

AS 

20  Oct 

88 

AS 

8305 

Cloth,  Coated,  Nylon,  Rubber-coated,  Fuel-resistant  Validated  Jul  67  USER-ME 

MIL-I.-8068B  (1) 

20 

30  Jul 

87 

AS 

20 

45  REV-MI  EA  CT 

NOTICE  1 

8305 

Cloth,  Cooted,  Polyester,  Silicone  Rubber  Coated  REV-MD  MC  99  82  CT  . 

MIL-C-43856A 

GL 

03  D.C 

b2 

GL  NU 

99 

£305 

Cloth,  Coated,  Polyester  Or  Nylon,  Waterproof  USER-MI  45  REV-MD  EA  AV 

MII-C-20696E 

GL 

01  Jun 

87 

GL  NU 

99 

MC  11  82  CT  DS 

L 

8305 

Cloth,  Coated,  Polyunthane  On  Polyester  Validated  May  82  REV-CT . 

MIL-C-29102A 

NU 

14  Oct 

77 

NU 

8305 

Cloth,  Coated,  Rubber,  Nylon  Base  USER-45  REV-CT . . . . 

MII-C-7968C 

AS 

07  Oct 

87 

AS 

99 

L 

8305 

Cloth,  Cooted,  Synthetic  Rubber  (Nitrile  And  Polychloroprene)  Vali<hted  Mor 

MIL-C-82255A 

NU 

16  Mor 

78 

NU 

65  USER-4S  REV-SK  a 

8305 

Cloth,  Coated,  Twill,  Nylon  (Lov^  Count)  Validated  Dec  62  REV-99 . . . . 

MIL-C-19759D 

NU 

26  Oct 

77 

NU 

11 

8305 

Cloth,  Coated,  Vinyl  Coated  (Arttificlol  Leother)  USER-CG  MC  SH  YD  45 

CCC-C-700H  (1) 

/GL 

15  Sep 

86 

GL  NU 

99 

rev-mo  me  82  CT 

8305 

Cloth,  Coated,  Window  Shade . . . 

CCC-C-521E 

} 

07  Mor 

77 

8305 

Cloth,  Corduroy,  Cotton  Validated  Nov  87  REV-MD  CT . 

CCC-C-441C 

NOTICE 

/GL 

12  Nov 

87 

GL  NU 

99 

8305 

CCC-C-422 

} 

10  Moy 
12  Nov 

53 

8305 

Cloth,  Colton,  Drill  Validaltd  Nov  67  REV-99  CT . 

CCC-C-426D 

NOTICE  1 

/GL 

87 

Gl  NU 

11 

8305 

Cloth,  Cottoc,  Flonnel,  (Heovy,  For  Table  Felts)  Vatidoted  Aug  61  USER-CG  MS 

CCC-C-440C 

/SA 

21  Jon 

76 

GL  NU 

99 

MC  45  REV-CT 

8305 

CCC-C-00.,22B 

t 

75 

8305 

Cloth,  Cotton,  Oxford  And  Poplin  (For  Pajomo,)  Volldaltd  Nov  67  USER-MD.— 

MIL-C.2107E 

NOTICE  1 

GL 

30  Nov 

87 

GL 

L 

8305 

Ooth,  Cotton,  Sheeting  (For  Bandoleers)  Validated  Mor  80  REV-MR  Gl  CT  ...... 

MII-C-13453A 

AR 

26  Jun 

59 

AR 

L 

8305 

Cloth,  Cotton,  Water  Repellent  REV-MR  GL  CT . . . 

MIL-C  43033  (2) 

AR 

09  Jul 

85 

AR 

8305 

Cloth,  Curtoin,  Modocrylic  Worp  And  Soron  Filling  Validated  Jan  86  USER-YD 

CCC-C-525D 

/NU 

15  Jun 

79 

NU 

20 

REV-CT 

1 

8305 

Cloth,  Denim,  Cotton/polyester . . . 

MII-C-87064A 

NU 

26  Apr 

85 

NU 

8305 

Cloth,  Denim,  Cotton  (Flame  Retardant  Treofed)  REV-MD  CT . 

Mll-C-24915 

NU 

06  Jun 

84 

GL  NU 

8305 

Cloth,  Denim,  Cotton . . . 

A-A-140 

1 

27  S.p 

79 

8305 

Cloth,  Denim.  Cotton,  Shrunk  And  Unshrunk  REV-EA  CT..... . 

CCC-C-421C 

/SA 

19S.P 

72 

NU 

99 

8305 

Cloth,  Denim,  Cotton  Validated  Jun  87  REV-MD  MC  11  CT . 

MII-C-11854F 
NOTICE  1 

GL 

25  Jun 

87 

GL  NU 

99 

1 

8305 

Ooth,  Double  >  Plan  Weave,  Cotton,  White  Validated  Sep  81 ............................ 

MIL-C-2914e 

NU 

14  Jul 

75 

NU 

8305 

Ooth,  Drapery,  Gloss  Fiber  USER-YD . 

CCC-C-001703A 

% 

05  Fob 

73 

L 

8305 

Cloth,  Dropery,  Bunk  Curtoin,  Slipcovers,  And  Label,  Polyoromid  And 

Mll-C-24500 

SH 

24  May 

74 

SH 

Polyaromid  Novoldid  Fiber  Blends,  Shipboord  Use  Validated  Mar  $1  REV-CT 

8305 

Cloth,  Duck,  Cotton  And  Nylon  Validalod  Nov  67  USER-MC  REV-MD  CT . 

MII-C-41836C  (1) 
NOTICE  1 

GL 

12  Nov 

87 

GL  NU 

99 

8305 

Cloth,  Duck,  Cotton,  Fire,  Water,  Weother  And  Mildew  Resistont  USER-AT  ME 

CCC-C-428G 

/GL 

0?  Mar 

87 

GL  NU 

99 

45  DM  REV-MD  EA  AR  MC  SH  82  CT 

8305 

Cloth,  Duck,  Cotton,  Plied  Yarns,  Fire,  Woter,  Weother  And  Mildew  Resistont 

MII-C-43627C 

GL 

20  F.b 

86 

Gl  NU 

99 

Trtot.d,  lightdry  Finish  USER-YD  45  REV-MD  MC  82  CT 

8305 

Cloth,  Duck,  Cotton  Or  Cotton  Polyester  Blend,  Synthetic  Rubber,  Impregnoted, 

MIL-C-882E 

SH 

27  Jon 

89 

Gl  SH 

99 

oo  Laminated,  Oil  Resistant  USER-ME  AS  REV-MR  Ml  CT 

8305 

Cloth,  Duck,  Cotton,  Bleached  Validated  Nov  87  USER-MI  REV-MD  MS  CT . 

CCC-C-442D  (2) 
NOTICE 

/GL 

12  Nov 

87 

GL  NU 

99 

8305 

Cloth,  Duck,  Cotton,  Unbleoched,  Plied-yorns,  Army  And  Numbered  USER-AT 

CCC-C-419F 

/Gl 

30  Sep 

85 

GL  NU 

20 

AR  Ml  YD  45  REV-MD  MC  99  82  CT 

8305 

Cloth,  Duck,  Cotton  (Single  And  Plied  Filling  Yarns,  Flat)  Validated  Nov  87 

CCC-C-443E  (2) 

/GL 

12  Nov 

87 

GL  NU 

REV-MD  yd  CT 

NOTICE 

1 

8305 

Goth,  Duck,  Nylon,  12.5  Ounct  USER-ME  45  REV-MD  CT . 

MIL-C-43375D  (1) 

Gl 

29  Apr 

85 

Gl 

8305 

Cloth,  Duck,  Nylon  USER-45  REV-MD  Ml  AR  82  1 1  CT . 

MIL-C-7219E  (1) 

AS 

30  Apr 

36 

Gl  AS 

99 

8305 

Clo.h,  Di'iV  Nylon  USER-MC  99  REV-MD  Ml  AS  82  CT  . 

MIL-C-3953E 

NOTICE  1 

Gl 

16  Jun 

81 

Gl  N  J 

99 

8305 

Cloth,  Duck,  Polyester,  Fire,  Woter  And  Weather  Resistant  USER-YO  REV-MD 

MIL-C-441038 

GL 

19  Jul 

88 

GL  NU 

99 

MC  CT  82 

8305 

Cloth,  Duck,  T.«tt'r.d  Nylon  USER-YD  REV-MD  MC  82  CT  . 

MIL-C-43734D 

GL 

20  Aug 

87 

Gl  NU 

99 

L 

8305 

Cloth,  Elostique,  Polyester/wool  REV-CG  . . . 

MIL-C-24903A 

Nf 

06  D.C 

84 

NU 

8305 

Cloth,  Eloiliqut,  Wool  REV-MD  MC  99  82  CT . 

MIL-C-3738K 

GL 

31  Mor 

87 

GL  NU 

II 

8305 

Cloth,  Felt  Fabric  Composite,  Undercollor  Validated  Jun  84  REV-MD  CG  MC  99 

MIL-C-7CI37A 

NU 

06  Mor 

79 

GL  NU 

11 

45  CT 

L 

8305 

Cloth,  F,lt.  Wool,  PrttMd  (Junior  R.o.I.e.)  Volidotod  Fob  67  REV-MD  CT . 

Mll-C-43806 

NOTICE  1 

GL 

27  F.b 

87 

GL 

8305 

Cloth,  Flonn.1,  Cotton  Vatidoted  Apr  61  USER-MC  45  REV-EA  MD  82  CT . 

CCC-C-458C 

/GL 

07  Jul 

76 

Gl  SA 

99 

8305 

Cloth,  Flonnel,  Lightweight . . . . . 

A-A-50129 

GL 

18  Sep 

87 

GL  NU 

99 

847 
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8305 

Cloth,  t^lonntt,  Wool  &  Cotton,  Wool  &  Nylon  ValidatHi  Nov  8?  REV*MD  99 

MILC-3760F 

GL 

30  Nov 

87 

GL  NU 

11 

CT 

NOTICE  1 

L 

8305 

Cloth,  Flannel,  Wool  And  Nylon,  16  Ounce,  Shrink  Resittont  REV-MD  CT . 

MIL-C-1 105SG 

GL 

11  Oct 

83 

GL 

1 

8305 

Cloth,  Flonnel,  Wool  REV-CT . 

MIL-C-16291G 

NU 

06  -Ion 

84 

NU 

8305 

Qoth,  Flonnel,  Wool,  10*1/2  Ounce,  Shrink  Reiiitont  Validated  Jun  87  REV-MD 

MIL-C-2I84F 

GL 

25  Jun 

87 

GL 

11 

99  CT  DS 

NOTICE  1 

8305 

aoth,  Flonul,  Wool,  Lining,  12  Ounct  USER-82  REV-MD  99  CT . 

MIL-C-3191F 

GL 

28  Mar 

84 

GL  NU 

11 

8305 

Ciolh,  FlonntI,  Wool,  Undtrcollor  Golh  USER-MC  REV-MD  82  CT . 

MIL-C-15062G  (1) 

GL 

24  Sep 

82 

GL  NU 

11 

8305 

Cbth,  Flonnel,  Colton(flome  Retardant  Treated)  REV-MO  82  CT . . 

MIL-C-24933 

NU 

23  Jun 

87 

99 

L 

8305 

Cloth,  Fleece,  Cotton  &  Wool  Nylon  Filling,  Lining,  15  Ounce.  Shrink  Reiistont 

MIL-C-2069E  (1) 

GL 

30  Nov 

87 

GL 

Volldoted  Nor  B7  REV-MD 

NOTICE  1 

8305 

Cloth,  FItKt,  Wool,  21.5  Ounct  Voiidaltd  Nor  87  USER-MC  REV-MD  99  CT  .. 

MIL-r.2049E 

NOTICE 

GL 

30  Nov 

87 

GL  NU 

11 

8305 

Cloth,  Futibl.1  REV-MD  MC  CG  82  99  CT . 

MIL-C-44296 

GL 

26  Apr 

88 

GL  NU 

11 

L 

8305 

Cloth,  F«e  Volidoltd  Mor  81  REV-CT . 

MM-C-367 

INT  AMD  1  (AR) 

AR 

19  Jul 

46 

AR 

8305 

Cloth,  Gobordine,  Polyester  And  Rayon  Validated  Nov  87  REV-MD  MC  99  CT 

MIL-C-41820D 

NOTICE  1 

GL 

12  Nov 

87 

GL  NU 

11 

8305 

Cloth,  Gabardine,  Wool,  Polyester  And  Wool  REV-MD  MC  99  82 . 

MIL-C-10176J 

GL 

06  Jan 

89 

GL  NU 

11 

*8305 

Cloth,  Glosi;  Tape,  Textile  Gloss;  &  Thread,  Gloss  &  Wlre*reinforced  Gloss 

MIL-C-20079H 

SH 

10  Jul 

87 

ME  SH 

99 

USER-AS  45  REV-AR  Ml  YD  NV  CT 

8305 

Cloth,  Gloss,  Finished,  For  Resin  Laminates  Validated  Apr  83  USER-ME  MC  45 

MIL-C-9084C 

AS 

09  Jun 

70 

EL  AS 

20 

REV-MI  MR  EA  SH  99  CT  DS 

1 

8305 

Cloth,  Gloss,  Tope,  Textile  Gloss  &  Thread,  Gloss . 

MIL-C-0030079G  (1) 

SH 

29  Jun 

83 

SH 

8305 

Cloth,  Holland  VJidated  Joo  86  REV-CT . . . 

MIL-C-17564 

NU 

20  Moy  53 

NU 

99 

8305 

Cloth,  Insulation,  Multiple  Loyer  Composite.  Quitted,  Ftome  Resistont  REV-MD 

MIL-C-44154A 

GL 

17  Dec 

86 

OL  NU 

99 

82  CT 

8305 

Goth,  Interlining,  Nonwoven  REV-MO  99  82  CT . . . 

A-A-50128 

GL 

15  S.p 

87 

GL  NU 

11 

8305 

Qoth,  Interlining,  Cotton  Or  Synthetic.  And  Nylon  Validated  Nov  87  REV-MO 

MIL-C-43920  (2) 

GL 

30  Nov 

87 

GL  NU 

11 

MC  99 

NOTICE  1 

8305 

Cloth,  Interlining,  Cotton  Or  Synthetic  Warp,  And  Spun  Hair-wool  Or  Royon 

MIL-C-297G 

GL 

21  Dk 

87 

GL  NU 

99 

Fillirg  REV-MD  MC  CT 

8305 

Cloth,  Interlining,  Non  V'oven  Validated  Feb  84  REV-MO  99  CT  . . 

MIL-C-43836A 

GL 

11  S.p 

78 

GL  NU 

11 

8305 

Cbth,  Interlining,  Polyester  REV-MD  MC  82  CT  . . . . 

A-A-50135 

GL 

05  Oct 

87 

GL  NU 

11 

8305 

Cloth,  Interlining,  Acetate  And  Cotton  Validated  Nov  87  USER-45  REV-MD  99 

MIL-C-43626A 

GL 

30  Nov 

87 

GL  NU 

11 

CT 

NOTICE  1 

8305 

Qoth,  Interiining,  Polyester  Validated  Feb  84  REV-MO  MC  99  CT  ...................... 

MIL-C-43594A 

GL 

16  Dk 

76 

GL  NU 

11 

L 

8305 

Qoth,  Interlining.  Cotton  Warp  And  Royon  Filling  Validated  Nov  87  USER-45 

MIL-C-43475A 

GL 

30  Nov 

87 

GL 

REV-MO  CT 

NOTICE  1 

8305 

Cloth,  Tmo,  Cotton  Volidoltd  Nor  87  REV-MD  Ml  EA  MC  CT  . 

CCC-C-444D 

NOTICE 

/OL 

12  Nov 

87 

OL  NU 

99 

8305 

doth,  J«in,  Cotton  REV-MO  Mi  EA  MC  82  a . 

A-A-50162 

GL 

01  Apr 

88 

OL  NU 

99 

L 

8305 

Qoth,  Knit,  Jersey,  Aromid . 

MIL-C-85536  (1) 

AS 

29  Aug 

86 

AS 

8305 

Qoth,  Knitted,  Terry,  Synthetic  Fibers  REV-MO  MC  CT.... . 

MI1-C-44161A 

GL 

09  D.C 

87 

GL  NU 

1 

8335 

Qoth.  Knitted,  Nylon,  Fleece  REV-EA  CT. . . . 

MIL-C-17155G 

NU 

07  Apr 

88 

GL  NU 

8305 

Cloth,  Knitted,  Nylon/acetote,  Tricot,  Camoufloge  Green  483  USER-MS  MC 

MIL-C-4335B8 

GL 

26  Aug 

88 

GL  NU 

99 

REV-MO  CT 

1 

8305 

Cloth,  Knitted,  Nylon,  Tricot  REV-CT . 

MIL-C-87059A 

NU 

06FN> 

89 

SA 

8305 

Qoth,  Knitted,  Nylon,  Tububr,  Stretch  Type  Validated  Mar  83  USER'SH 

MIL-C-432478  (1) 

GL 

03  Aug 

77 

GL  NU 

11 

REV-MD  99  CT 

8305 

Qoth,  Knitted,  Wool  And  Cn^ton  Fleece  Validated  Jen  86  USER-11  45  REV-MD 

MIL-C-17338D 

NU 

19  Mor 

75 

GL  NU 

99 

99  82CT 

1 

8305 

Cloth,  Knitted,  Raichel,  Nylon/spondex,  Power  Net  Validated  Nov  $5  REV-CT  .. 

MIL-C-44018 

GL 

21  Dk 

79 

GL 

8305 

Cbth,  Knitted,  Poiyomide,  High  Temperoture  Resirt-*- 1,  Simplex,  Jersey 

MIL-C-813938 

AS 

17  Mor 

88 

GL  AS 

USER-MC  REV-MD  O 

L 

8305 

Qoth,  Knitted,  Polyeiter,  Rib  Knit  Validated  Feb  84  REV-MD . 

MIL-C-43983 

GL 

01  Jun 

78 

GL 

8305 

Cloth,  Knitltd,  Colton  (Woffl.  Typ.)  REV-82  CT  . 

MIL-C-17157G 

NU 

04  Jun 

85 

NU 

99 

L 

8305 

Cloth,  Knitted,  Warp,  Linen  Look,  Polyester  Validated  Nov  83  USER-45 

MIL  C-4393BA 

GL 

01  Dk 

80 

GL 

REV-MO  CT 

8305 

Cbth,  Knitted,  Polyester,  Doubb  Knit  (Lo  Coste)  Validated  Apr  86  USER-MC  45 

MIL-C-87044A 

11 

07  Apr 

86 

GL 

11 

REV-99  CT 

NOTICE  1 

8305 

Qoth,  Knitted,  Acrylic,  Ooubb-pique  REV-MO  99  CT . 

MIL-C-43491A 
NOTICE  1 

GL 

30  Nov 

87 

GL 

n 

8305 

Qoth,  Knitted,  Flame  Resistont  Rayon/wool  Pile  USER-MC  REV-82  CT . 

MIL-C-24932 

NU 

16  Jul 

87 

NU 

99 

1 

8305 

Qoth,  Knitted,  RoKhel,  Aromid  REV-MD  CT . . . 

MIL-C-43989A 

GL 

19  S.p 

86 

GL 

8305 

Qoth,  Knitted,  Aromid,  High  Temperoture  Resistant  USER-SA  REV-82 . 

MIL-C-85038  (1) 

AS 

26  S.p 

85 

AS 

99 

8305 

Qoth,  Knitted,  Cotton,  Simplex  Validated  Apr  87  REV-MD  MC  99  CT . 

MIL-C-40004B 

GL 

15  Apr 

69 

GL  NU 

11 

8305 

Qoth,  Knitted,  Cotton  Validatid  Apr  8S  REV-CT . . . 

MII-C-12836A 

EA 

19  Nov 

65 

EA 

8305 

Cloth,  l{n!H.H.  Nylon.  Sln.pl*)!  Volldoifd  Mo'  84  USER-CG  45  PEV  MD  MC 

MIL  C  29I35A 

NU 

14  Aug 

80 

GL  NU 

11 

MS  CT 

1 

8305 

Qoth,  Knitted,  Vinyon,  And  Vinyon  Cotton  Validated  Aag  85  USER-45  REV-CT.. 

MIL-C-81938 

AS 

11  Moy  73 

AS 

L 

8305 

Oath,  Kn!ll.d,  Poly.lt.r,  TwiU,  Doubl*  Knit  USER-GL  REV-CG  CT . 

MIL-C-291506 

NU 

05  F.b 

85 

NU 

8305 

Cloth,  Knittod,  Aromid,  Bl-ply  REV-MD  MC  82  CT . 

MIL-C-44234 

GL 

27  Aug 

86 

GL  NU 

99 

8305 

Qoth,  Knitted,  Aromatic  Poiyomide,  High  Temperoture  Resistont  Validated  Jan 

MIL-C-81812A 

GL 

01  Oct 

71 

GL  AS 

99 

88  REV-CT 

L’ 

8305 

Qoth,  Knitted,  Acrylic  Fiber  Validated  Apr  85  REV-CT . 

MIL-C-S1245  (1) 

EA 

31  Jul 

68 

EA 

8305 

Qoth,  Lominoted,  Aluminiied  (Poro-oromid  8o  USER-CG  REV-MO  MC  62  50  .... 

MIL-C-24929A 

NU 

30  Sep 

88 

GL  NU 

99 

8305 

Cbth,  Lominoted,  Nylon,  Woter  Repellent  Treofent  For  Individuol  Multipurpose 

MIL-C-44317A 

GL 

24  Aug 

88 

GL 

Shelter  Cimps) 

1 

8305 

Qoth,  Lominoted,  Fire  Resistont,  Woterproof  And  Moisture  Vopo.  '*rmeable  .... 

MIL-C-85637A  (1) 

AS 

30  Sep 

87 

AS 

8305 

Qoth,  Lominoted,  Stretchoble,  Woterproof  &  Moisture  Vopor  Perm^  REV-11 

MIL-C-29547 

AS 

30  Mor 

89 

AS 

99 

82  CT 
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L 

8305 

Ooth,  Lomlnottd,  Satttn,  Rubbtriud  REV*ME  CT . . 

MII-C-9074C 

NOTICE  1 

Gl 

12  Nov 

87 

Gl 

8305 

Qoth,  Laminotod,  And  Cloth,  Coottd  (Chloroprtnt  Coottd)  Validattd  Nof  87 
REV-MD  EA  99  a 

MIL-C-43944  (1) 
NOTICE  1 

GL 

30  Nov 

87 

Gl  NU 

11 

S'  ' 

Cloth,  Lamlnottd,  Aluminiud  (Pora*oromid/pbi  Bom)  USER*CG  45  REV*MD 
MC50e2 

MIL-C-24941 

NU 

30  Sop 

88 

Gl  NU 

99 

L 

S'>05 

.  oth,  Lominottd,  Nylon  Tricot  Knit,  Polyurtthono  Poom  Lominoto,  Chomicol 
Protoctivt  &  Flomo  Rotiitont  USER*45  REV*MD  CT 

MIL-C-4385e8 

Gl 

31  Dk 

85 

Gl 

1 

8305 

8305 

Cloth,  Lominottd  And  Coottd  For  Wottrproef  Contolntrs  REV«MD  CT  .............. 

Cloth,  Lomlnottd,  Wottrproof  And  Mohturt  Vopor  Ptrmtoblt  REV*MO  MC  CT 

MII-C-10351D 

MIL-C-441878 

Gl 

Gl 

26  Nov 
31  Mar 

82 

88 

Gl 

Gl  NU 

L 

8305 

Cloth,  Lominottd.  Cotton  Boiloon,  3  Ply  Air  Rttoining,  Chloroprtnt  VoHdoitd 

Nov  87  REV-MD  CT 

MIL-C-11390C 
NOTICE  1 

Gl 

12  Nov 

87 

Gl 

8305 

Cloth,  Lominottd,  And  Topt,  Coottd  Cloth,  Polyiioprtnt,  Noturol  Or  Synthttic, 
Rubbtr  On  Nylon  Vatidalod  Oct  84  USER-45  REV-82  CT 

MII.-C-23070R 

AS 

30  Aug 

72 

Gl  AS 

99 

L 

8305 

Cloth,  Marquise ;tt,  Polytsttr  Volidatod  Apr  8S  USER-45 . 

MIL-C-51332C 

EA 

07  F.b 

77 

EA 

1 

8305 

8305 

Cloth,  Mtiton,  Wool  (Moth  Proofi  d)  USER-45  REV-CT . 

Doth,  Momit,  Cotton  Or  Cotton/polytsttr  SItnd  VaHdotod  Jan  86  USER-MD 

MC  REV-CT 

MIL-C-16290J 

MIL-C822878 

NU 

NU 

27  Oct 
08  Aug 

83 

79 

NU 
Gl  NU 

8305 

Cloth,  Muslin,  Colton  USER-IH  45  XEV-MD  MC  82  99  CT  . 

A-A-50155 

• 

21  Mor 

88 

Gl  NU 

11 

6305 

Cloth,  Muslin,  Cotton  USER-IH  82  REV-MD  MC  45  CT . 

CCC-C-446F 

/Gl 

23  Jul 

86 

Gl  NU 

99 

8305 

Ooth,  Muslin,  Cotton  (Porochutt  Canopy)  Validatod  Nov  87  USER-AV  45 

REV-AR  MC  99  82  CT 

MIL-C-4279D  (1) 
NOTICE  1 

Gl 

12  Nov 

d7 

Gl  NU 

99 

L 

8305 

Doth,  Noiniook,  Cotton  USER-45  REV-CT  . . . . 

MIL-C-832898 

NU 

24  Mor 

82 

NU 

L 

8305 

Qoth,  Nttting,  Porochutt  Skirt  Extension,  Nylon,  RoschtI  Knit  USER‘45  REV-CT 

MIL-C-43805  (2) 

Gl 

30  Nov 

8/ 

Gl 

8305 

Doth,  N.lting,  Nylon  Or  Polyaslor  USER-YO  MS  REV-MD  MC  CT . 

MIL-C-3395J  (1) 

Gl 

16  Sep 

88 

Gl  NU 

11 

8305 

Cloth,  Nolting,  Nylon,  Tull.,  Tricot  USER-MC  45  REV-MD  82  CT . 

MIL-C-43352D 

Gl 

30  Jun 

88 

Gl  NU 

99 

L 

8305 

Cloth,  Nttting,  Cotton  And  Polytsttr  Validatod  Doc  81  . . . . 

MIL-C-S7025 

NU 

20  Sop 

76 

NU 

L 

8305 

Goth,  Nonwovtn,  Disposobit,  Ctllulosic  REV-SH  CT . . . 

MIL-C-29132A 

NU 

16  Nov 

80 

NU 

1 

8305 

Cloth,  Nor  woven,  Disposobit,  Polytsttr/ctllulosic . 

Mll-C-24907 

NU 

03  Mor 

83 

NU 

11 

1 

8305 

Cloth,  Nonwovtn,  Interlining,  Fusible,  Nylon  And  Polytsttr.  Polyomid  USER-YD 
REV-SA  MC 

MII-C-39385A 

MC 

21  Jun 

78 

Gl  MC 

1 

8305 

Ooth,  Nonwovtn,  Disposobit,  Spunbondtd  Olefin  (Coottd  And  Uncoottd) 
USER-SH  45 

MIL-C-87019A 

NU 

06  Moy 

82 

NU 

L 

8305 

Cloth,  Nonwovtn,  Disposable,  Polypropyltnt  USER-MC  REV-MD  SH  62  CT . 

MIL-C-24908 

NU 

04  Nov 

82 

NU 

L 

8305 

Cloth,  Nonwovtn,  Disposobit,  Spunbondtd  Polypropyltnt . . 

MIL-C-87092 

NU 

20  Jon 

81 

NU 

L 

8305 

Cloth,  Nylon  USER-45  REV-CT . 

MIL-C-81258A 

OS 

1SFM> 

88 

OS 

8305 

Cloth,  Nylon,  Knlll«l,  Rasch.1  USER-45  REV-MD  CT. . 

MIL-C-418318 

Gl 

15  Mor 

85 

Gl  NU 

99 

L 

8305 

Cloth,  Nylon,  MttollMd  ValidaUd  Jul  87  USER-45  REV-NU  99  a.... . 

MIL-C-25d948 
NOTICE  1 

20 

30  Jul 

87 

SA 

20 

L 

8305 

Cloth,  Nylon,  Polychloropron.  Cootod  (For  Pnoumotic  Flooling  Equipmust) 

USER-n  82  REV-GL  MD  CT 

MIL-C-14505D 

ME 

21  Doc 

83 

ME 

20 

1. 

8305 

Cloth,  Nylon,  RoKh.l  Knit  Validaltd  May  79  USER-45  REV-99  CT . 

MIL-C-8061 

NOTICE  2  (AF) 

20 

13  Fob 

53 

20 

L 

8305 

Cloth,  Nylon,  Rdt  8ollotn  USER-ME  REV-CT  . 

Mll-C-2n08C 

AS 

27  Jul 

84 

AS 

8305 

Cloth,  Orgonic  Fiber,  High  Modulus,  For  Structural  Composites  •  15  ion  77 
Validatod  Jul  84 

AMS  3902A-77 

AS 

09  Doc 

77 

AS 

20 

8305 

QoH),  Orgonic  Fiber,  High  Modulus  Epoxy  Resin  Imprtgnottd,  Oc  Style  120, 

350  (177)  -  15  Jun  75  Validatod  Nov  88  USER-45  REV-a 

AMS  3903/1-75 

AS 

21  Doc 

77 

MR  AS 

20 

8305 

Cloth,  Orgonic  Fiber,  High  Modulus  Epoxy  Resin  Imprtgnottd,  Oc  Style  161, 

350  (177)  •  15  Jun  75  Validatod  Nov  85 

AMS  3903/2-75 

AS 

21  Doc 

77 

MR  AS 

20 

8305 

Cloth,  Orgonic  Fiber,  High  Modulus  Epoxy  Resin  Imprtgnottd,  Oc  Style  261, 

350  (177)  -  15  Jun  75  Validatod  Nov  85  USER-43  REV-Cf 

AMS  3903/3-75 

AS 

21  Dec 

77 

MR  AS 

20 

8305 

Cloth,  Orgonic  Fiber,  High  Modulus  Epoxy  Resin  Impregnated,  Oc  St)dt  326, 

160  (62)  •  15  Jun  75  Validatod  Nov  85 

AMS  3903/8-75 

AS 

15  Doc 

77 

MR  AS 

20 

8305 

Cloth,  Orgonic  Fiber  (Poro-oromid),  High  Moduus  Epoxy  Resin  Imprtgnottd  •  1 
Oct  1985 

AMS  3903A  85 

AS 

20  Nov 

85 

MR  AS 

11 

8305 

Cloth,  Orgon  c  Fibti,  High  Modulus  Epoxy  Resin  Impregnated,  Cc  Style  328, 

350  (177)  -  15  Jon  75  Validatod  Nov  85  USER-45  REV-CT 

AMS  3903/4-75 

AS 

19  D.C 

77 

MR  AS 

20 

8305 

Cloth,  Orgonic  Fiber,  High  Modulus  Epoxy  Resin  Impregnated,  Oc  Style  120, 

180  (82)  •  15  Jun  75  Validatod  Nov  85 

AMS  3903/5-75 

AS 

19  Doc 

77 

MR  AS 

20 

8305 

Cloth,  Orgonic  Fiber,  High  Modulus  Epoxy  Resin  Impregnated,  Oc  Style  161, 

180  (62)  •  15  Jun  75  Validatod  Nov  85  USER-45  REV-CT 

AMS  3903/6-75 

AS 

19  Doc 

77 

MR  AS 

20 

8305 

Cloth,  Orgonic  Fiber,  High  Modulus  Epoxy  Resin  Impregnnted,  Oc  Style  261, 

180  (82)  -  15  Jun  75  Validatod  Nov  85  USER-45  REV-CT 

AMS  3903/7-75 

AS 

19  Doc 

77 

MR  AS 

20 

8305 

Clolh,  Osnoburc,  Cotton  USER-ME  MC  YD  45  REV-MD  Ml  EA  AR  CG  CT  . . 

CCC-C-429F 

/GL 

18  Fob 

88 

Gl  SA 

99 

8305 

Cloth,  Oxford,  Aromid  USER-MC  AS  REV-MD  82  CT . 

MII.-C-438428 

Gl 

17  Doc 

86 

Gl  NU 

99 

8305 

Cloth,  Oxford,  Cotton,  (P.rtn.obl.)  USER-MC  REV-MD  82  a . 

MIL-C-10859H  (1) 

Gl 

21  Nov 

85 

Gl  NU 

99 

8305 

CloH ,  Oxford,  Cotton  Warp  And  Cotton  And  Nylon  Blend  Filling,  For  Tent 

Mountcin,  Two  Mon  REV  MO 

MIL-C-43847A 

Gl 

02  Doc 

85 

Gl 

99 

8305 

Cloth,  Oxford,  Cotton  Warp  And  Nylon  Filling,  Quorpel  Treated  REV-MD  MC 

82  CT 

MIL-C-3924H 

Gl 

27  Nov 

87 

Gl  NU 

99 

8305 

Cloth,  Oxford,  Nylon,  3  Ounc.  USER-AS  45  REV-MD  MC  82  CT . 

MIL-C-50ej 

Gl 

28  Mor 

86 

Gl  NU 

99 

8305 

Ooth,  Porochute,  Aromid,  Intermediote  Modulus  REV-99 . . . 

Mll-C-87156 
NOTICE  1 

11 

27  Mor 

87 

Gl  AS 

11 

8305 

8305 

Cloth,  Porochute,  Meto-ormid,  Low  Modulus  -  1  Apr  64  REV-CT.. . 

Ooth,  Porochute,  Synthetic  Fiber  (For  Ammunition  Porochutes)  REV-MD  CT ........ 

AMS  3801-84 
MII-C-498E 

AS 

Gl 

30  Apr 
27  Mor 

86 

87 

Gl  AS 
Gl  AS 

20 

8305 

Ooth,  Porochute,  Meto-oromid,  Low  Modulus,  4.7  (160)  \/etght,  TwiR  •  1  Apr 

84  REV-a 

AMS  3801/1-84 

AS 

30  Apr 

86 

Gl  AS 

20 

1 

8305 

Ooth.  Porochute,  240-PERMEAfilLITY,  For  Use  With  Underwott'  Ordnonce 
Validatod  Jan  84  USER-45  REV-CT 

MIL-C-172066 
NOTICE  (2) 

OS 

15  Oct 

76 

OS 

8305 

Ooth,  Porochute,  Meto-ormid,  Low  Modulus,  6.5  (220)  Weight,  Speciol  Weove 
-  1  Apr  84  REV-CT 

AMS  3801/2-84 

AS 

30  Apr 

86 

Gl  AS 

20 

649 
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1305 

Oofh,  Porachutt,  Nylon.  Corgo  And  Doetitratlon  VolidotHt  Mor  $4  USER*45 

MIL-C-8021D  (2) 

sT" 

26  Stp 

78 

GL  AS 

99 

REV-EA  CT 

8305 

Cloth,  Porachutt,  MttO'Oromld,  Low  Modulus  12.0  (400)  Wtight.  Spocfol 

AMS  3801/3-84 

AS 

30  Apr 

86 

GL  AS 

20 

Wtovt  -  1  Apr  84  REV-CT 

1 

8305 

Cloth,  Porochutt  VolidaM  May  64  REV*CT  . . . . 

MIL-C-19262A 

OS 

15  Nov 

76 

OS 

8305 

Ooth,  Porochutt,  Mtto-oromid,  Low  Modulus  7  ^  (250)  Wtight,  Ploln  Wtovt 

AMS  3801/4-84 

AS 

30  Apr 

86 

GL  AS 

20 

REV-a 

8305 

Cloth,  Porochutt,  Nylon  VoHdatad  Nov  87  RCV*45  CT  ........................... _ ....... 

MIL-C-7350F 

NOTICE  1 

82 

12  Nov 

87 

GL  NU 

99 

8305 

Cloth,  Porochutt,  Mtto*oromld,  Low  Modulus  18.0  (400)  Wtight,  Sosktt 

AMS  3801/5-84 

AS 

30  Apr 

86 

GL  AS 

20 

Wtovt,  Rtsin  Trtottd  •  1  Apr  84 

8305 

Ooth,  Parothul.,  Nylon  USER-45  REV-AV  CT . 

MIL-C-7020G  (1) 

82 

23  Nov 

82 

GL  AS 

99 

8305 

Doth,  Ptrcolt,  Cotton  USER-45 . 

CCC-C-447C 

INT  AMD  (1) 

•/. 

19  Fob 

68 

L 

8305 

Cloth,  Pitt  (Synthttic  Mouton,  Knitttd)  U5ER‘45  HEV-AS  CT  . . . . 

MIL-C-4590C 

82 

22  Jon 

85 

AS 

99 

8305 

Ooth,  Pilo,  Alpoco  And  Wool  VolidoM  No*  87  USER-AS  45  REV-MO  99  82.... 

MIL-C-483D  (1) 
NOTICE  1 

GL 

30  Nov 

87 

GL  NU 

99 

8305 

Cloth,  Pilo,  Synthotlilibof  Pilo  REV-MD  MC  82  CT . 

MIL-C-43251C 

GL 

08  Fob 

85 

GL  NU 

99 

8305 

Cloth,  Ploln  &  Bothtt  Woovo,  Armid  USER-45  REV-NU  CT . 

MIL-C-83429A  (2) 

GL 

08  Jun 

88 

GL  AS 

8305 

Cloth,  Ploln  Or  PojonKi  Chtck  Wtovt,  Aromid  REV-MD  CT . 

MIL-C-437748 

GL 

31  Mor 

86 

GL  NU 

8305 

Cloth,  Ploln  Woovo,  Aromid,  Wotor  RopoHont  USER-MC  REV-Gl  82  CT . 

MIL-C-24931 

NU 

15  Jul 

87 

GL  NU 

99 

8305 

Cloth,  Ploin  Wtovt,  Polytsttr/cotton,  Prtcurtd,  Ourobit  Prtss  USER-45 

MIL-C-43S43A  (1) 

GL 

24  Jun 

87 

GL  NU 

11 

REV-MD  MC  99  82  a 

8305 

Cloth,  Ploin  Wtovt,  Modocrytic,  Wottr-rtptlltnt  Velidatad  Nov  87  REV-MD  82 

MIL-C-43874 

GL 

30  Nov 

87 

GL 

11 

a 

NOTICE  1 

8305 

Cloth,  Ploln  Woovo,  RIpIlop,  Nylon,-  For  LInori  USER-MC  REV-MD  82  CT . 

MIL-C-43437C 

GL 

21  Doc 

87 

GL  NU 

99 

L 

8305 

Cloth,  Ploln  Woovo,  Acrylic  REV-MD  CT . 

MIL-C-43234C 

GL 

30  Nov 

83 

GL 

8305 

Ooth,  Pbin  Wtovt,  Polytsttr,  Low  Air  Ptrmtobility  REV-MI  45  99  82  CT, . 

MIL-C-43347D 
NOTICE  1 

GL 

30  Nov 

87 

CL 

99 

8305 

Cloth,  Pbin  Wtovt,  Nylon-cloth,  Ploin  Wtovt,  Polytsttr  Validatad  5«p  87 

MIL-C-432868 

GL 

01  Sop 

87 

GL  NU 

99 

USER-ME  AT  45  REV-MD  Ml  O 

NOTICE  1 

8305 

Oortt,  Ploln  Wtovt,  Nylon,  Wottr  Rtptlltnt,  OG-106  REV-MD  MC  CT . 

MIL-C-43128C 

INT  AMD  1 

GL 

10  Stp 

86 

CL  NU 

L 

8305 

Cloth,  Ploin  Wtovt,  Polytsttr/ruyu.'.,  ^oid  Vatidalad  Nov  87  USER-45  REV-MD 

MIL-C-43935 

NOTICE  1 

GL 

30  Nov 

87 

GL 

1 

8305 

doth,  Ploin  Woovo,  Nylon  VoUdottd  Mar  S3  USER.45  REV-CT . 

MtL-C-38459A 

71 

02  Fob 

67 

99 

8305 

doth,  Ploin  Woovo,  Polyottor/cotton  REV-MD  MC  CG  82  99  a  . 

MIL-C-44162 

GL 

15  Mor 

85 

GL  NU 

11 

1 

8305 

Cloth,  Ploin  Wtovt,  Polytsttr  And  Royon,  Crtost-rtiistont  Pinish  Vottdotod  Jvf 

MIL-C-29147A 

NU 

03  Jul 

86 

NU 

86  USER-45  REV-CG  a 

8305 

doth,  Ploin  Woovo,  Polyottor/cotton  For  Pockoti  REV-MD  MC  82  CT . 

MIL-C-44157A 

CL 

06  Aug 

86 

GL  NU 

99 

8305 

Cloth,  Polyoitor/  Cotton,  For  Hotpitol  Duty  Uniform  (HDU)  REV-MD  82  CT  _ 

MIL-C-44270 

CL 

16  Mor 

87 

CL  NU 

99 

1 

8305 

Ooth,  Polytsttr  Pobric,  ChlorosuKonottd  Polytthitnt  Coottd,  Pbmt  Rtsistent 

MIL-C-47127A 

Ml 

18  Nov 

83 

Ml 

USER-45  REV-CT 

8305 

Cloth,  Polytsttr;  Polytsttr  And  Cotton;  Polytsttr  And  Royon,  For  Poektts 

MII-C-I3718C 

GL 

17  Jun 

88 

GL  NU 

11 

USER-MC  45  REV-MD  99  45 

8305 

Cloth,  Poplin,  Cotton  ValidaM  Nov  87  USER-MS  CG  45  REV-MD  MC  11  CT  .. 

MIL-C-507F 

NOTICE  1 

GL 

30  Nov 

87 

CL  NU 

99 

L 

8305 

Cloth,  Poplin,  Cotton,  For  Htot  Stol  Potchin^  Validatod  Jan  82  REV-CT . 

Mll-C-43<«7 

GL 

16  Sop 

69 

GL 

8305 

Cloth,  Poplin,  Cotton  8i  Polyoitor  (Wotor  Ropollont)  REV-MD  MC  CG  11  82  CT 

MIL-C-43482C 

CL 

20  Aug 

87 

GL  NU 

99 

8305 

Cloth,  Poplin,  Polyoitor  And  Cotton  USER-MC  CG  REV-MD  82  CT  . 

MIL-C-21S81G 

NU 

12  Jul 

88 

GL  NU 

99 

8305 

Ooth,  Poplin.  Polytsttr/cotton,  Prtcurtd,  Soil  Rtkost  Durobit  Prtss  Trtohnont 

Mll-C-43855 

GL 

30  Nov 

87 

GL  NU 

Volidatod  No*  87  USER-4S  REV-MD  CT 

NOTICE  1 

L 

8305 

Ooth,  Poplin,  Polytsttr  And  Cotton  (Wottr  RtptUont)  Volidafod  Oct  87 

Mll-C-29363 

MC 

23  Oct 

87 

MC 

USER-GL  45 

NOTICE  1 

8305 

Ooth,  Porous,  Lominottd  Fobric  Systtm  USER-MS  REV-EA  CT . . . . 

MIL-C-44303 

MD 

30  Jun 

88 

MDNV 

8305 

Cloth,  Pronins,  Nylon  Volidatod  No*  87  USER-YD  45  REV-MD  CT . 

CCC-C-482C 

NOTICE  1 

/GL 

12  Nov 

87 

GL  NU 

99 

8305 

Cloth,  Quorts,  Pinishtd  For  Rtsin  Lominotts  •  1  Apr  83  REV-CT...... . 

AMS  384M-83 

AS 

29  Doc 

83 

MR  AS 

20 

8305 

Ooth,  Ripstop,  Poro-oromid/PBI,  Wottr  Rtptlltnt  USER-45  REV-AS  MC  SH  50 

Mll-C-24939 

NU 

30  Sop 

88 

NU 

99 

82  CT 

8305 

Ooth,  Sotttn,  Cotton,  Flomt  Rttordont  Trtottd  USER-ME  OS  45  REV-MD  99 

CT 

Ooth,  Sotttn,  Cotton,  Firt-rttordont  Trtottd  VoUdottd  Apr  88  USER-45 

MIL-C-43122G 

GL 

16  Sop 

88 

GL  NO 

82 

L 

8305 

Mll-C-81818 

AS 

18  Fob 

71 

AS 

REV-CT 

8305 

doth,  Sotoon,  Cotton  REV-MD  Ml  MC  82  99  CT . 

MIL-C-10296J 

GL 

12  Sop 

86 

GL  NU 

11 

1 

8305 

Cloth,  Solin  Or  Cloth  Twill,  Royon  Worp  And  Cotton  Filling  USER-45 . 

MIL-C-21883D 

NU 

01  Oct 

85 

NU 

L 

8305 

Cloth,  Sotin,  Acttott  Or  Royon  Foct  And  Royon  Or  Cotton  Sock  USER-CC  45 

Mll-C-435258  (2) 

GL 

30  Nov 

87 

GL 

REV-MD  11  CT 

NOTICE  1 

1 

8305 

Cloth,  Sotin,  Royon,  Cupromownium,  Scoritt  VoUdottd  Oct  87  USER-45  REV-CT 

Mll-C-82128  (2) 
NOTICE  1 

MC 

23  Oct 

87 

MC 

8305 

Cloth,  Satin,  Royon  And  Cloth,  Twill,  Royon  VoUdottd  Apr  81  USER-45 

MII-C-358H 

GL 

15  Oct 

73 

GL  NU 

11 

REV-MD  MC  99  CT 

L 

8305 

Cloth,  Strgt,  Polytsftr/woel  Votldaftd  Oct  87  USER-CG  SA  45  REV-CL . 

MIL-C-29374  (1) 
NOTICE  I 

MC 

23  Oct 

87 

MC 

L 

8305 

Ooth,  Strgt,  Polytsttr,  Ttxturixtd  VoUdottd  Jut  87 . 

MIL-C-83448  (2) 
NOTICE  1 

20 

20  Jul 

83 

20 

8305 

doth.  Sirs*,  Wool,  Wool  And  Nylon,  Polytittr  .'nd  Wool  USER-CG  REV-MD 

MIL-C-823J 

GL 

21  Doc 

83 

GL  NU 

11 

MC  99  82  CT 

8305 

Cloth,  Shotting  (Loundry  Covtr  Cloth) . . . 

A-A-1833 

X 

11  Aug 

81 

U05 

Ooth,  Shotting,  Cotton,  (UnWtochtd,  BItochtd,  And  Dytd)  VoUdottd  Nov  87 

CCC-C-432D 

/GL 

12  Nov 

87 

GL  SA 

99 

REV-MD  11  82 

NOTICE 

8305 

Cloth,  Shotting,  Cotton,  Trtottd  VoUdottd  Nov  83  REV-45  CT . . . 

MII-C-8104C 

AS 

25  Sop 

80 

AS 

8SO 


FSC  USTINQ 


DOCUMENT 


FSC 

TITLE 

NUMBER 

PREP 

DATE 

CUSTODIAN 

830S 

Cloth,  Shotting,  Cotton,  And  Polytiter  And  Cotton  USER'MC  45  REV*MD  EA 

CCC.C.430F 

/Gl 

01  Mor 

84 

GL  NU 

99 

MS  SH  CT 

8305 

Cloth,  Shotting,  Colton  (Loundry  Covtr  Cloth)  Vofidot^d  Dec  76  USER*45 . 

CCC.C.435D 

t 

24  Aug 

71 

L 

8305 

OoH),  Silico  GloiS,  Cloth,  Coottd,  Glott,  Silicont  Rubbtr  Coottd  . . . . . 

MIL-C-24576A  (1) 

SH 

13  Jon 

88 

SH 

8305 

Cloth,  Silk  (For  Ammunition  Porochulti)  Validated  Mar  76  REV*CT . 

MIL-C-3761 

INT  AMD  1 

AR 

22  May 

52 

AR  OS 

8305 

Qoth,  Silk,  Cortridgt  Bog  Validated  Jan  84  REV-ME . 

MILC-539A 

OS 

22  Dtc 

76 

OS 

L 

8305 

Cloth,  Spocw  (Oltfin)  USER-MO  REV-CT . 

MIL-C.43204C 

GL 

31  Dec 

85 

Gl 

L 

8305 

Cloth,  Spoctr,  Polytthyltnt  And  Nylon  Validated  Nav  85  REV*MD  CT  . . 

MIL-C.44017 

GL 

20  Dec 

79 

GL 

8305 

Cloth,  Spoctr,  Polytthyltnt'toron  Validated  Jan  82  USER*45  R£V*MD  MC  11 

CT 

Cloth,  Spun  Vitcoit  Reyon  Rttin  Imprtgnoftd  USER*45  REV*CT . . . 

MIL-C-43623 

GL 

05  Feb 

69 

GL  NU 

99 

L 

8305 

MIL-C-43157  (3) 

AR 

30  Apr 

84 

AR 

8305 

Cloth,  Synthotlc  For,  Knitttd  USER-CG  MC  YD  AS  REV-MO  11  82  CT . 

MIL-C-43824A  (1) 

GL 

05  Feb 

85 

Gl  NU 

99 

L 

8305 

Doth,  Tofftto,  Nylon  USER-CG  REV-MO  MC  99  82  CT . 

MIL-C-21852F 

NU 

06  Feb 

89 

GL  NU 

11 

8305 

Cloth,  To«.to,  Polyetttr  USER-45  REV-MD  99  CT  . 

MIL-C-43487A 
NOTICE  1 

GL 

30  Nov 

87 

GL  NU 

n 

L 

8305 

Cloth,  Ttrry,  Cotton,  Cotton  And  Polytiter  USER*45  REV>82  CT  . . . 

MIL.C-1164G 

NU 

26  Oct 

84 

NU 

99 

8305 

Cloth,  Ticking  Twill,  Cotton  USER-MC  45  DM  REV-MO  82  CT . 

CCC-C-436E 

/GL 

14  Feb 

86 

Gl  NU 

99 

8305 

Cloth,  Tow  TofQtt,  Acetott  Ar»d  Royon  USER-45  REV-CT . . . 

MIL-C-333D  (1) 

AS 

01  Oct 

81 

AS 

99 

L 

8305 

Cloth,  Tropicol,  Polyttter/royon  (Ouroblt  Prttt)  USER-45  REV-MO  CT . 

MIL-C-43763  (1) 
NOTICE  1 

GL 

30  Nov 

87 

GL 

8305 

Cloth,  Tropical,  Polytsttr  &  Wool  REV-MD  CG  CT...... . 

MIL-C-24910A 

NU 

15  Apr 

85 

Gl  Nb 

L 

8305 

Cloth,  Tropical,  Polytittr  And  Royon  Validated  Oct  8t  USER-45  REV-CT . 

MIL-C.29104A 

NU 

18  Aug 

76 

NU 

8305 

Cloth,  Tropicol,  Wool,  Poly«>t«r/wool  REV-MD  MC  99  82  CT . 

MIL-C.2ni5K 

INT  AMD  1 

GL 

18  Dec 

87 

Gl  NU 

11 

8305 

Cloth,  Tropicoli  Polytittr  &  Wool  Validated  Oct  87 . . . . . 

MIL-C-29404 

NOTICE  1 

MC 

23  Oct 

87 

L 

8305 

Cloth,  Twill,  Acttatt  . . . . . . . 

MIL-C-87074A 

NU 

74  Oct 

84 

NU 

8305 

Cloth,  Twill,  Aromid,  High  Ttmptrohirt  Rtiiitont  Validated  Oct  84  USER-45 

MIL-C.818148  (1) 

AS 

16  Nov 

84 

AS 

99 

REV-SA  99  82  CT 

8305 

Cloth,  Twin,  Comouflogt  Potttrn,  Cotton  &  Nylon  For  Otitrt  Uniform  REV-MD 

MIL.C-44034C 

GL 

28  Mar 

86 

GL  NU 

11 

MC  82  99  CT 

8305 

Cloth,  Twill,  Cotto;t,  Firt  Rttordont  Treattd  USER-45  REV-99  65  CT  . . . . 

MIL-C-183S7F  (2) 

11 

10  Nov 

88 

Gl  AS 

11 

8305 

Cloth,  Twill,  Cotton,  10.0  Ouncot  (339  G)  Volidoled  No.  87  USER-45 . 

MIL-C-43956  (1) 
NOTICE  1 

GL 

30  Nov 

87 

GL  NU 

99 

1 

8305 

Ooth,  Twill,  Cotton,  Lightweight  USER-SH  REV-CT . . . 

MIL-C-82283B 

NU 

16  Mor 

84 

NU 

8305 

Cloth,  Twill,  Cotton  Va//<Mr«f  Jan  82  USER-CG  YD  OS  45  REV-MS  SH  99  . 

MIL-C-29118A 

NU 

28  May 

76 

GL  NU 

11 

8305 

Cloth,  Twill,  Cotton  (Flomt  Rttordont  Trtottd)  USER-MC  CG  REV-MD  O . 

MILC-24946 

NU 

13  dun 

88 

GL  NU 

8305 

Qoth,  Twill,  Cotton  &  Nylon,  Wottr  Reptlltnt  Trtottd  REV-MD  99  82  CT . 

MIL  C-4-S92A 

GL 

21  Dec 

84 

Gl  NU 

11 

8305 

Cloth,  Twill,  Nylon,  1.6  And  3.0  Ounco  Validalad  Nav  87  REV-MD  82  CT . 

MII-C-577H 

NOTICE  1 

GL 

30  Nov 

87 

Gl  NU 

99 

L 

8305 

Cloth,  Twill,  Nylon  (Lew  Count,  3*5  Ounce)  Validated  Mar  85  REV-CT . . 

MIL.C.19256F 

NU 

26  Oct 

84 

NU 

8305 

Cloth,  Twin,  Nylon  Validated  Jan  87  REV-SH  82 . . . 

MII.C.19377C 
NOTiCT  1 

AS 

03  Jun 

87 

61  AS 

99 

8305 

Cloth,  Twill,  Polyeittr/cotton  (Ouroblt  Prtsi)  Validated  Nov  87  REV-MD  MC 

MIL.C-43791R  (1) 

GL 

30  Nov 

87 

Gl  NU 

11 

99  CT 

NOTICE  1 

L 

8305 

Cloth,  Twill,  Polytittr,  6.0  Ounce  (Texturiitd  Worp  Spun  Filling)  USER-45 . 

MIL-C-87051 

NU 

30  Oct 

78 

NU 

L 

8305 

Cloth,  Twill,  Polytittr/cotton  (Creait-rtiistont  Finiih)  Validated  Jvl  86  USER-45 

MIL-C-29127A 

NU 

03  Jul 

86 

NU 

REV-CT 

NOTICE  1 

L 

8305 

Cloth,  Twill,  Polytiter/cotton  (Ouroblt  Prtsi)  USER-MC  REV-CT . 

MIL-C-24927 

NU 

09  Sep 

86 

NU 

8305 

Doth,  Twill.  Polytittr  USER-MC  REV-MD  82  99  CT . 

MIL-C-44121  (1) 

Gl 

18  Feb 

86 

Gl  NU 

n 

L 

8305 

Cloth,  Twill,  Polytittr,  Whitt . . . . . . . 

MIL-C-87052A 

NU 

13  Sep 

83 

NU 

L 

8305 

CIo8t,  Twill,  Polytittr  And  Cotton  REV-MO  MC  99  82  CT . 

MIL-C-21851E 

NU 

04  May 

88 

GL  NU 

11 

8305 

Cloth,  Twill,  Polyomidt,  Aromatic,  Staple,  High  Temperature  Rtiiitont  USER-45 

MIL-C-81280C 

AS 

30Nev 

87 

Gl  AS 

99 

REV.82  CT 

L 

8305 

Cloth,  Twill,  Polytittr  &  Cotton  (Watt  Repellent) . 

MIL-C-24904 

CG 

20  Apr 

82 

CG 

8305 

Cloth,  Twill,  Uniform  Colton  Validated  Nav  87  USER-MC  REV-MD  Ml  EA  CT  .... 

CCC.C-461C  (1) 
NOTICE 

/GL 

12  Nov 

87 

GL  NU 

99 

8305 

Cloth,  Type  ,i.  Glass,  181  Style  Fobric,  Finiih  No.  HTS-904  •  16  Jul  79 

AMS  3837A-80 

AS 

29  Jul 

80 

MR  AS 

20 

Validated  Nov  85 

8305 

Cloth,  Type  E  Glois,  8  Stage  Epoxy-rcsin-impregnottd  7781  Style  Fobric,  Flame 

AMS  3821A-84 

AS 

13  Jon 

86 

AS 

11 

Rtiiitont  -  1  -Ion  1984  REV-CT 

8305 

Cloth,  Upholit.ry  USER-YD  45 . 

CCC-C  00540  (4) 

% 

19  Feb 

71 

8305 

Cloth,  Woffle,  Cotton  U$ER'45  . . . . . .  . 

CCC-C-00137SA 

% 

28  Nov 

75 

L 

8305 

Cloth,  Worp  Knit,  Aromid,  High  Temperature  Resistant  Validated  Nov  85 . 

MIL.C-85101 

AS 

16  Nov 

79 

AS 

8305 

Cloth,  Wigon,  Colton  USER-MC  11  REV-MD  CT . 

MIL  C-I0375G 
NOTICE  ' 

GL 

12  Nov 

87 

Gl  NU 

99 

8305 

Cloth,  Wind  &  Reiiito;it  Soteen,  Cotton,  Firt  &  Woler  P  -liitont  Validated  Nov 

M.L-C-12095G 

GL 

12  Nov 

87 

GL  NU 

99 

87  USER-MC  REV-MD  EL  11  CT 

NOTICE  1 

8305 

Cloth,  Wind  Rtiiitont  Oxford,  Nylon  And  Cotion,  Quorpet  Ireoted  UbER-MC 

MiL.C-*38/eA  (i| 

Gl 

i9  Mar 

54 

GL  NU 

99 

REV-MD  82  CT 

8305 

Cloth,  Wind  Rtiiitont,  Sateen,  Cotton  Val'daled  Feb  84  USER-MS  45  REV-MD 

MIL-C-5S7G 

GL 

29  Sep 

72 

GL  NU 

99 

EA  CT 

8305 

Cloth,  Wind  Reiiitont  Sateen,  Cotton  And  Nylon  USER-MC  REV-MD  ER  82  CT.. 

MIL.C-4319IF 

Gl 

18  Jun 

86 

GL  NU 

99 

8305 

Cloth,  Wind  Rtiiitont,  Poplin,  Colton  USER-MC  REV-MD  82  CT . 

MIL-C-342J 

GL 

01  Apr 

88 

GL  NU 

99 

8305 

Qoth,  Wind  Rtiiitont  Oxford,  Cotion,  QuorptI  Treated  USER'45  REV-MD  MC 

MIL-C-484H  (1) 

GL 

28  Jul 

87 

GL  NU 

99 

82  CT 

8305 

Clo-h,  Wool,  Knilltd  USER-11  45  REV-CT . 

MIL.C-363A  (1) 

82 

30  Jul 

81 

99 

L 

8305 

Clohi,  Woven  Roving,  For  Plastic  Lominote  REV-CG  AS . 

MIL-C-19663D 

SH 

04  Aug 

88 

SH 

99 

8305 

Coding,  Monufacturer  S  Color,  Nylon  Porochutt  Cloth  Validated  Oct  84 

MIL-STD.851A 

82 

15  Apr 

75 

AS 

99 

USER-4S  REV-MI  CT  NOTICE  2 

IS  APR  1975 


851 


FSC  LISTING 


DOCUMENT 


ESC 

TITLE 

NUMBER 

PREP 

DATE 

CUSTODIAN 

8305 

Color  Codtt  For  Wtbbing,  Texiilo,  Manofacturtrs  Identification  USEft^AT  MC 
REV-AS  45  99  CT 

Mll-STO-)480D 

Gl 

21  Dtc 

88 

Gl  NU 

20 

8305 

Cord,  Eloilic,  Colton  Volidoltd  Mor  83  USER-MC  OS  REV-MD  CT . 

MIL-C-433033  (1) 

GL 

06  Apr 

77 

GL  NU 

8305 

Cord«  Elastic,  Exerciser  And  Shock  Absorber  For  Aeronautical  Use  U$ER*Gl  MC 

45  rev-mi  AV  AR  CT  OS 

MIL-C-5651D 

AS 

26  Sep 

85 

ME  AS 

8305 

Cord,  Eloilic,  Nylon  REV-MD  82  CT . 

MIL-C-4370IA 

GL 

21  Jan 

87 

GL  NU 

99 

8305 

Dyeing  And  Aftertreating  Processes  For  Cotton  Cloths  USER-ME  YD  REV-MC  .... 

CCC-D-950E  (1) 

/GL 

29  Aug 

84 

GL  NU 

8305 

Fabric  Design  Validated  Feb  87  REV-CT . 

MIL-HDBK  741 
NOTICE  1 

GL 

27  F,b 

87 

GL 

8305 

Fabric,  Gloss  Cloth-style  7781,  Chrome-silone  Finish  •  15  Jut  77  Validated  Sep 

8S  REV-CT 

AMS  33238-77 

AS 

10  Nov 

78 

AS 

20 

8305 

Fabric,  Grophite  Fiber  Validated  Jul  87  USER-45  REV-CT . 

M1L-F.87121A 
NOTICE  1 

20 

30  Jul 

87 

20 

8305 

Ftll  Shtol  (Hair)  And  F,ll  Roll  (Hair)  USER-45  REV-SG  MD  82  CT . 

C-F-202F 

/GL 

31  Dtc 

85 

Gl  NU 

99 

8305 

Felt  Sheet.  Cloth,  Felt,  Wool,  Pressed  Validated  Jan  82  USER-SM  MC  45 

REV-MD  OS  82  DM  CT 

C-F-206F 

/GL 

29  Stp 

83 

GL  NU 

99 

8305 

Felt  Sheet,  Nylon,  Non-woven  (Needle  Punched)  Validated  Nov  87  USER-MD 

ME  REV-CT 

MIL-F-43310A 
NOTICE  1 

GL 

30  Nov 

87 

GL  NU 

99 

8305 

Felt  Sheet,  Wool,white,  Soft  Validated  Oct  88 . 

A-A-50823 

/MB 

31  Oct 

88 

MD  MS 

03 

8305 

Felt  Sheet,  Wool,  Compound  Impregnoted,  Chock  Podding  Validated  Apr  62 
USER-45  REV-SM  CT  DS 

MIL-F-17057A 

OS 

23  Mar 

64 

OS 

8305 

Ftll,  Bolliilic,  Nylon  REV-MD  1)  82  CT . 

MIL-F-43539A 

GL 

20  Nov 

86 

GL 

99 

8305 

Felt,  Hair  Or  Wool,  Mildew  Resistant,  And  Moisture  Resistont  Treotment  For 
USER-AS  SH  REV-MD  SA  82  CT 

MIL-F-23)2E  (1) 

Gl 

17  Dtc 

86 

GL  NU 

99 

8305 

Gloss,  Cloth  Type  (E),  Finished  For  Resin  Lominotes  -  15  Nov  72  Validated  Oct 

84  REV-CT 

AMS  3824-72 

AS 

15  Dtc 

77 

AS 

20 

8305 

Gloss,  Cloth.  Finished  For  Resin  Lominotes  REV-CT . 

AMS  3824A-84 

AS 

20  Nov 

85 

AS 

20 

8305 

Giossory  Of  Cloth  Cooting  imperfections  Validated  Jan  62  USER-MD  AV  ME 

YD  REV-MC  AS  45  99  a 

MIL-STD-1487 

GL 

01  Jun 

70 

GL  NU 

20 

8305 

Giossory  Of  Fobric  imperfections  (Sections  1,  ii  And  lii)  Validated  Oct  87 

U5ER.45 

FED  STD-4B  (2) 
NOTICE  1 

/GL 

01  Oct 

87 

GL  SA 

11 

8305 

Provisions  For  Evoluoting  Quolity  Of  Cloth,  Woo!.  Worsted  And  Wool  Blends 
USER-45  REV-AS  MC  CG  99  CT 

MII-STD-655C 

GL 

19  Stp 

85 

Gl  NU 

T1 

8305 

Ribbon,  Polyester,  Grosgroin  (Cg)  USER-45 . 

MILR-87017A 

NU 

02  Dtc 

83 

NU 

8305 

8305 

Screening,  Nonmetollic,  Insect  Validated  Nov  87  USER-CE  MC  45  REV  MD  YD 

MS  CT 

Sheeting  And  Tope,  Reflective,  Adhesive  Socking  USER-45 . 

l-$-l3S8 

NOTICE 

CCCS-00320 

/Gl 

t 

12  Nov 

18  Nov 

87 

63 

Gl  SA 

82 

8305 

Top*  And  Wobbing,  T*xlil«,  Woy*n,  Nvlon  USER-45  REV-GL  CT . 

MIL-T-8363B  (1) 

20 

20  May 

80 

NU 

20 

8305 

Tope,  low  Modulus  Aromid,  2(50),  I.OOC  (4/450)  Brooking  Strength  •  1  Oct  83 
REV-OP 

AMS  3792/2-83 

AS 

28  Stp 

84 

MR  AS 

20 

8305 

Tope,  Low  Modulus  Aramid,  2(50),  3000  (13.345)  Brooking  Strersgth  REV-DP.... 

AMS  3792/3-83 

AS 

28  Stp 

84 

MR  AS 

20 

8305 

Tope,  Low  Modulus  Aromid  -  1  Oct  83  REV-DP . 

AMS  3792-83 

AS 

28  Stp 

84 

MR  AS 

20 

8305 

Tope,  Polyester  (For  Use  In  Ammunition) . . . . . 

MIL-T-4B260  (3) 

AR 

06  Stp 

85 

AR 

•8305 

Tope,  Textile  And  Webbing,  Textile,  Reinforcing,  Nybn  USER-OS  45  REV-MD 

82  CT 

MII-T-5038C  (3) 

Gl 

17  Dtc 

86 

Gl  AS 

99 

8305 

Tope,  Textile,  Cotton  For  Bandoleers  Validated  Mnr  80  USER-45  REV-MR  Gl 

EA  CT 

MII-T-134S2A 

AR 

29  Jul 

59 

AR 

•8305 

Tope,  Textile,  Webbing,  Textile,  Royon  Validated  Nov  87  USER-AR  45  REV-$A 

CT 

MIL-T-S237D  (1) 
NOTICE  1 

GL 

30  Nov 

87 

Gl  AS 

11 

8305 

Wotit,  Molltd  Yorni  VolidaM  Nor  SS  USER-MO  ME  MC  45  REV-CE  CT  . 

DDD-W-101C  (2) 

•GL 

27  Apr 

70 

GL  NU 

99 

8305 

Webbing,  Low  Modulus  Aromid,  1  (25)  Wide,  9,000  (40,D.X))  Brooking 

Strength,  Speciol  Weave  -  1  Oct  83  REV-OP 

AMS  3792/12-83 

AS 

28  Stp 

84 

MR  AS 

20 

8305 

Webbing,  Low  Modulus  Aromid,  1-1/2  (38)  Wide,  1,700  (7,550)  Breokiig 
Strength,  Special  Weove  -  1  Oct  83  REV-DP 

AMS  3798/16-83 

AS 

28  Stp 

84 

MR  AS 

20 

8305 

Webbing,  Low  Modulus  Aromid  •  1  Oct  1983  REV-DP . . . . . . . 

AMS  379R-83 

AS 

28  Sep 

84 

MR  AS 

20 

8305 

Webbing,  Low  Modulus  Aromid,  9/16  (14)  Wide,  500  (2,225)  Breoking 

Strength,  Herringbone  Twill,  Resin  Treated  -  1  Oct  83  REV-DP 

AMS  3796/ 1-83 

AS 

28  Stp 

84 

MR  AS 

2L 

8305 

Webbing,  Low  Modulus  Aramid,  1  (25)  Wide,  600  (2.670)  Breoking  Strength, 
Herringbone  Twill  -  1  Oct  1983  REV-DP 

AMS  3798/2-83 

AS 

28  Stp 

84 

MR  AS 

20 

8305 

Webbing,  Low  Modulus  Aramid,  3/4  (19)  Wide,  600  (2,670)  Breoking 

Strength,  Herringbone  TwiH  •  1  Oct  1983  REV-DP 

AMS  3798/3-83 

AS 

28  Stp 

84 

MR  AS 

20 

8305 

Webbing,  Low  Modulus  Aromid,  1-23/32  (44)  Wide,  5,500  (24,465)  Breoking 
Strength,  Double  Main  Weave  With  Binder  •  1  Oct  1963  REV-DP 

AMS  3798/4-83 

AS 

28  Sep 

84 

A«R  AS 

20 

8305 

Webbing,  Low  Modulus  Aromid,  1-23/32  (44)  Wide,  3,600  (16,000)  Breoking 
Strength.  Hereingbone  Twill,  Resin  Treoted  •  1  Oct  1983  REV-OP 

AMS  3798/5-83 

AS 

28  Stp 

84 

MR  AS 

20 

8305 

Webbing,  Low  Modulus  Aromid,  3-1/32  (77)  Wide,  9,000  (40.0(X)}  Breoking 
S^ength  Double  Pfoin  Weove  With  Binder  •  1  Oct  19E3  REV-DP 

AMS  3798/6-83 

AS 

28  Stp 

84 

MR  AS 

20 

8305 

Webbing,  Low  Modulus  Aromid,  1-23/32  (44)  Wide,  8,700  (38,700)  Breoking 
Strength,  Double  Ploin  Weave  With  Binder  •  1  Oct  1983  REV-OP 

AMS  3798/7-83 

AS 

28  Stp 

84 

MR  AS 

20 

8305 

Webbing,  Low  Modulus  Aramid,  1-23/32  (44)  Wide,  1,200  (5,340)  Breoking 
Strength,  Herringbone  Twill  •  1  Oct  1983  REV-DP 

AMS  3798/8-83 

AS 

28  Sep 

84 

MR  AS 

20 

8305 

Webbing,  Low  Modulus  Aromid.  1-23/32  (44)  Wide,  6,500  (28,900)  Breoking 
Strength,  Herringbone  Twill,  Resin  Treated  -  1  Oct  1983  REV-DP 

AMS  3798/9-83 

AS 

28  Sep 

84 

MR  AS 

20 

8305 

Webbing,  Low  Modulus  Aramid,  1  (25)  Wide,  6,000  (26,700)  Breoking 

Strength,  Herringbone  Twill  ■  1  Oct  1983  REV-DP 

AMS  3798/10  83 

a; 

B  Sep 

84 

MR  AS 

20 

8305 

Webbing,  Low  Modulus  Aromid,  1-3/4  (44)  V'ide,  10,(X)0  (44,500)  Breoking 
Strength,  Herringbone  Twill  -  1  Oct  1983  REV-DP 

AMS  3798/11-83 

AS 

28  Sep 

84 

MR  AS 

20 

8305 

Webbing,  Low  Modulus  Aromid,  1  (25)  Wide,  9000  (40,000)  Breoking 

Sncngth,  Speciol  Weove  -  1  Oct  83  REV-DP 

AMS  3798/12-83 

AS 

28  Sep 

84 

MR  AS 

20 

8305 

Wtbbing,  law  Modului  Aramid,  1-23/32  (44)  Widt,  7,300  (32,500)  Brmilcing 
STRFNGTH-1  OCT83  REV-DP 

AMS  3798/13-83 

AS 

28  Sep 

84 

MR  AS 

20 

8305 

Webbing,  Low  Modulus  Aromid,  1-1/4  (32)  Wide,  8(X)  (3,560)  Breoking 

Strength,  Herringbone  Twill  -  1  Oct  83  REV-DP 

AMS  3798/14-83 

AS 

26  Sep 

84 

MR  AS 

20 

8S2 
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8305 

Wtbbino,  Low  Modulus  Aromid,  1  (25)  Widt,  2.500  (11.100'  BrMkiits 

Sirongth.  Htrringbont  Twill  •  1  Oct  83  REV>0P 

AMS  3798/15-83 

AS 

28  S.p 

84 

MR  AS 

20 

8305 

Wtbbitig,  Nylon,  Slolltd  USER-45  REV-CT . 

MIL-W-23223B 

SH 

08  Jon 

88 

SH 

8305 

Wtbbing.  Nylon,  Inttgrol  Locking  Slot,  M/16  (27)  Wid«.  7,000  (31,135) 

Brooking  Strongth  •  1  Oct  83  REV>DP 

AMS  3797/7 

AS 

28  S.p 

84 

MR  AS 

20 

8305 

Wobh'ig,  Nylon.  Inttgrol  Locking  Slot,  M/16  (27)  Widt,  8.000  (35,585) 

Brooking  Strongth  •  1  Oct  1983  REV*DP 

AMS  3797/8-83 

AS 

28  S,p 

84 

MR  AS 

20 

8305 

Wobbing,  Nylon,  Inttgrol  Locking  Slot,  M/8  (28)  Wido.  9,000  (40,030) 

Brooking  Strongth  >  1  Oct  1983  REV*DP 

AMS  3797/9-83 

AS 

28  Sep 

84 

MR  AS 

20 

8305 

Wobbing,  Nylon,  Inttgrol  Locking  Slot,  1*1/8  (28)  Wido,  10,000  (44.480) 

Brooking  Strongth  >  1  Oct  1983  R£V*DP 

AMS  3797/10-83 

AS 

26  Sep 

84 

MR  AS 

20 

8305 

Wobbing,  Nylon,  Inttgrol  Locking  Slot,  1*1/8  (28)  Wido,  11,000  (48,930) 

Brooking  Strongth  •  1  Oct  1983  REV-OP 

AMS  3797/11-83 

AS 

28  Sop 

84 

MR  AS 

20 

8305 

Wobbing,  Nylon,  Inttgrol  Locking  Slot.  1*1/8(28)  Wide,  12,000  (53  ,380) 

Brooking  Strongth  •  1  Oct  1983  REV*0P 

AMS  3797/12-83 

AS 

28  Stp 

84 

MR  AS 

20 

8305 

Wobbing,  Nylon.  Inttgrol  Locking  Slot  •  1  Oct  83  REV*DP . 

AMS  3797-83 

AS 

28  S.p 

84 

MR  AS 

20 

8305 

Wobbing,  Nylon.  Inttgrol  Locking  Slot  5/8  (16)  Widt,  1000  (4,450)  8roaking 
Strongth  •  1  Oct  83  REV-OP 

AMS  3797/1 

AS 

28  Sep 

84 

MR  AS 

20 

8305 

Wobbing,  Nylon.  Inttgrol  Locking  Slot  5/8  (16)  Wido,  2,000  (8.895)  Brtokinq 
Strength  *  1  Oct  1983  REV-DP 

AMS  3797/2-83 

AS 

28  Sep 

84 

MR  AS 

20 

8305 

Wobbing,  Nylon,  Intogrc*  Locking  Slot,  1  (25)  Wido,  3,000  (13,345)  Brooking 
Strength  1  Oct  1983  REV-DP 

AMS  3797/3-83 

AS 

28  Sfp 

84 

MR  AS 

20 

8305 

Webb. 'g.  Nylon,  Integral  Locking  Slot,  1  (25)  Wide,  4,000  (17,790)  Srooking 
Strongth  -  1  Oct  1983  REV-DP 

AMS  3797/4-83 

AS 

28  Sip 

84 

MR  AS 

20 

8305 

Webbing,  Nylon,  Integral  Locking  Slot,  1  (25)  Wide,  5,000  (23,000)  Breoking 
Strength  •  1  Oct  1983  REV-OP 

AMS  3797/5-83 

AS 

28  Sip 

84 

MR  AS 

20 

8305 

Wobbing,  Nylon,  Inttgrol  Locking  Slot.  1*1/16  (27).  Wide,  6,000  (26,690) 

Brooking  Strength  *  1  Oct  1983  REV-DP 

AMS  3797/6-83 

AS 

28  Sip 

84 

MR  AS 

20 

8305 

Wobbing,  Tope,  Toxtilo,  Aromid  Fiber  Validated  F»b  87  USER-45  REV-AV  MD 

CT 

MIL-W-43685A 
NOTICE  1 

GL 

27  Fib 

87 

GL 

8305 

Wobbing,  Toxtilo,  Woven,  For  Tent  Framing  Volidattd  Jun  8f  USER-YD  45 

REV-CT 

MIL-W-43638A 

GL 

19  Fib 

74 

GL  NU 

20 

8305 

Webbing,  Textile,  Woven  Nylon  USER-MI  AT  MC  45  REV-MD  82 . 

MIL-W-40e8K 

GL 

21  Nov 

88 

GL  AS 

99 

8305 

Webbing,  Textile,  Bulked  Nylon  USER-MC  REV-MO  NU  )1  a . 

MIL-W-43668C 

GL 

21  Nov 

88 

GL  AS 

99 

8305 

Wobbing,  Textile,  Polyomide,  High  Temperature  Resistont,  Loop  Validated  Apr 

80  USER-45  REV-99  82  CT 

MIL-W-81116B  (1) 

AS 

29  Mor 

74 

AS 

99 

8305 

Webbing,  Textile,  Colton,  Splint  ValidaM  Ftb  »7  USER-45  REV-MD  MS  99  82 

a 

MIL-W-43378A 
NOTICE  1 

GL 

27  Fib 

87 

GL  SA 

11 

8305 

Webbing,  Textile,  (Cotton,  Eloitic)  USER-ME  AR  AS  REV-MD  MC  )1  82  45 . 

JJ-W-155G  (1) 

/GL 

21  Dk 

o4 

GL  NU 

99 

8305 

Webbing,  Textile  &  Tope,  Textile,  Polyropyleno,  Generol  Purpose,  Noturol  Or  In 
Colo.s  RtV-MD  MC  CT 

MIL-W-44049  (1) 

GL 

28  Oct 

83 

GL  NU 

11 

8305 

Webbing,  Textile,  Nylon*pneumotic  Life  Preserver  VoUdofd  Apr  $S  REV-CT  ...... 

MIL-W.21733A 

AS 

24  Jon 

71 

AS 

8305 

Weobing,  Textile,  Woven  Nylon,  Rolled  Selvage  USER-45  REV-CT . 

MIL-W-83144A  (3) 
NOTICE  1 

20 

08  Jun 

88 

20 

8305 

Wobbing,  Textile,  Polyostor,  Low  Elongotion  Vatidot0d  Jan  86  USER-ME 

REV-MI  45  99  82  CT 

MIL-W-25361D 

GL 

13  Apr 

79 

GL 

99 

8305 

Webbing,  Textile,  Woven  Nylon  Validated  Nov  82  USER-SH  45  REV-AS . 

MIL-W-17337E 

NU 

09  Nov 

82 

GL  NU 

8305 

Webbing,  Textile,  Eloitic,  Cotton  USER-MC  45  REV-AR  MD  SM  99  82  05 . 

MIL-W-S664D 

AS 

12  Jon 

87 

GL  AS 

99 

8305 

Webbing,  Textile,  Colton  Warp  USER-ME  45  REV-MO  AR  MC  NU  82  CT . 

MIL-W-5665K 

GL 

04  Sep 

87 

GL  AS 

99 

8305 

Webbing,  Textile,  Nylon,  Tubulor  USER-45  REV-MI  ME  MC  AS  82  a  DS . 

MIIW-5625J 

82 

29  Mor 

84 

GL  AS 

99 

8305 

Webbing,  Textile,  Cotton,  General  Purpose,  Noturol  Or  In  Colors  USER-MI 

REV-MD  EA  AR  MC  45  99  82  CT  OS 

MIL-W-530H 

GL 

29  Apr 

88 

GL  NU 

99 

8305 

Webbing.  Toxtilo,  Woven  Nylon,  Impregnotod  Validated  Mar  84  USER-MC  45 
REV-MD  EA  OS  82  CT 

MIL-W-27265D  (1) 

GL 

29  Jun 

82 

CL  AS 

99 

8305 

Webbing,  Tubulor,  Low  Modulus  Aromid,  9/16  (14)  Wido,  }4O0  (6225N) 

Brooking  Strongth  •  1  Oct  83  REV-DP 

AMS  3799/1-83 

AS 

28  Sip 

84 

MR  AS 

20 

8305 

Webbing,  Tubulor,  Low  Modulus  Aromid,  3/4  (19)  Wide,  23(X>  (10,230N} 

Breoking  Strength  *  1  Oct  83  REV-OP 

AMS  3799/2-83 

AS 

28  Sip 

84 

MR  AS 

20 

8305 

Webbing,  Tubulor,  Low  Modulus  Aromid,  1  (25)  Wido,  4,000  (17,800N) 

Brooking  Strongth  •  1  Oct  83  REV-DP 

AMS  3799/3-83 

AS 

28  Sep 

84 

MR  AS 

20 

8305 

Webbing,  Tubulor,  Low  Modulus  Aromid,  3  3/16  (80)  Wido,  2250  (10.000) 
Brooking  Strongth  •  1  Oct  83  REV-DP 

AMS  3799/4-83 

AS 

28  Sip 

84 

MR  AS 

20 

8305 

Webbing,  Tubuler,  Low  Modulus  ARAMID-54  -  1  Oct  83  REV-DP . 

AMS  3799-83 

AS 

28  Sip 

84 

MR  AS 

20 

8305 

Woven  Cloth  From  High  Modulus  Orgonic  Fiber  *  30  Jon  76  Validated  Jon  86 
USER-GL  REV-ME  ER  45  OH 

ASTM  D3318-76 

MR 

28  Nov 

79 

MR  SA 

99 

8305 

Yam,  Roving,  And  Cloth.  High  Modulus,  Orgonic  Fiber  Validated  Nov  88 

USER-45  REV-CT 

MIL-Y-83370A 
NOTICE  1 

11 

25  Nov 

88 

11 

8305 

Yarns,  Graphite,  High  Modulus,  Continuous  Filoment  Validated  Apr  81  USER-45 
REV-CT 

MIL-Y-83371 

20 

05  May  72 

2C 

8310 

Direct  Counting  Method,  Twist  In  Yorn  By  •  26  Mor  82  USER-AS  OS  SH 

REV-DP 

ASTM  D1423-82 

YD 

25  Apr 

83 

ME  YD 

8310 

Fiber  Orgonic  Roving,  (Poro  Aromid)  High  Modulus  Or  500,000  (3450)  Tensile 
Strength,  17,5(X)8000  (120)  Tensile  Modulus,  4560  Denier  0.6%  Finish  •  1 

Jon  85  REV-GL  CT 

AMS  390I/6A-85 

AS 

30  Jon 

86 

MR  AS 

20 

8310 

Fiber,  Roving,  Orgonic  (Poro-oromid),  High  Modulus  OR  450,000,000  (3100) 
Tensile  Strength,  17,500,000  (120)  Tensile  Modulus,  7,100  Denier,  0.6% 

Finish  ■  1  Jon  1985  REV-GL  CT 

AMS  3901/5A-85 

AS 

30  Jon 

86 

MR  AS 

20 

8310 

High  Modulus,  Orgonic  Yorn  &  Rovhg  •  29  Mov  d1 . . . 

ASTM  D3317-81 

MR 

28  Apr 

82 

MR 

11 

8310 

Pockoging  And  Pocking  Of  Threod  For  Domestic  And  Oversees  Shipment 

Validated  Nov  87  USER  Ml  AS  45  REV-SM  1 1  CT 

PPP-P-50A  (1) 
NOTICE  1 

/GL 

12  Dec 

87 

GL  SA 

99 

8310 

Roving,  Gloss,  Fibrous  (For  Prepreg  Tope  &  Roving,  Filoment  Winding.  & 

Pultrusion  Applicotions  Validated  Feb  87 

MtL-R-60346C 
NOTICE  1 

MR 

10  Fib 

87 

MR 

20 

853 
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8310 

Threod  And  Twin#,  Mildtw  Rtiisfant  Or  Water  Repellent  Treoted  U$£R*ME  45 

MIL-T-3530G 

GL 

24  Stp 

84 

GL 

NU 

99 

REV-EA  MD  AR  MC  99  11  82  CT 

8310 

Thrtod,  Atomid  Vclidattd  Nov  B7  REV-MD  AS  45  82  CT  . 

MIL-T-43536B 

GL 

30  Nov 

87 

GL 

NU 

99 

8310 

Threod,  Aromid,  Spun  Stople  USER*AS  45 . . . . . 

MIL-T-83193A 
NOTICE  1 

11 

25  Apr 

85 

GL 

NU 

11 

8310 

Thrrad,  Cotton  Validated  Mar  83  USER-AR  MC  REV-EA  MD  OS  99  CT _ 

V-T-276H  (1) 

/GL 

12  May 

83 

GL 

NU 

11 

8310 

Thread,  Gimp,  Colton,  Buttonhole  USER*45  REV<MC  99 . 

V-T-280C  (1) 

/GL 

28  Jun 

82 

GL 

NU 

11 

8310 

Thrtod,  lintn  USER-ME  45  REV-MD  Ml  EA  MC  CT  OS . 

V.T-291E  (1) 

/GL 

17  Stp 

82 

GL 

NU 

99 

8310 

Thrtod,  Nylon  USER-AR  MC  CG  AS  45  REV-MD  EA  Ml  99  11  Q . 

V-T-295E 

/GL 

01  Aug 

85 

GL 

NU 

20 

8310 

Threod,  Pora*aromid,  Spun,  Intermediote  Modulus  REV*MD  AS  82  99  20  CT . 

MIL-T-44100  (1) 

GL 

28  Stp 

84 

GL 

NU 

99 

8310 

Thread,  Para>aromid,  Intermediate  Modulus  USER*45 . . . . . 

MIL-T-87128  (3) 

20 

25  Aug 

88 

20 

8310 

Thrtod,  Polytiltr,  Ttxiortd  USER-MC  REV-MO  82  99  CT . 

MIL-T-44193 

GL 

06  Aug 

85 

GL 

NU 

11 

8310 

Thrtod,  Polyttttr  USER-MC  AS  OS  45  REV-EA  MD  82  CT  OS  . 

V-T-285D 

/GL 

24  Oct 

75 

GL 

SA 

11 

8310 

Thrtod,  Polyttttr,  Spun  Validated  Oct  87  USER-MR  MC  REV-45  99  CT  . 

MIL-T-43624A 
NOTICE  1 

GL 

30  Oct 

87 

GL 

NU 

11 

8310 

Threod,  Polyester  Vo/fdo/ed  feb  89  USER*45  REV-OS  . 

MIL-T-53072  (3) 
NOTICE  1 

AR 

02  Ftb 

89 

AR 

8310 

Threod,  Polyester  Coiei  Cotton*,  Rayon-,  Or  Polyester-covered  USER*MC 

MIL-T-4354SC 

GL 

30  Sep 

86 

GL 

NU 

99 

REV-MD  82  CT 

8310 

Thrtod,  Silk  Vaiidated  Apr  81  USER-MC  45  REV-MO  99  CT  . 

V-T-301D  (2) 

/GL 

19  Apr 

73 

GL 

NU 

11 

8310 

Yom  And  Roving,  Organic  Fiber  (Pora-oromid,  High  Modulos  •  1  Jon  1985 

AMS  3901A-85 

AS 

30  Jon 

86 

MR 

AS 

20 

REV-GL  CT 

8310 

Yom,  Cotton  Validated  Jut  87  USER-4S  REV-MD  CT  . 

MIL-Y-15598C 
NOTICE  1 

GL 

30  Oct 

87 

Gl 

8310 

Yam,  Extractable  Matter  in  •  1  >  .g  80  Validated  Oec  8d  USER*SH  OS  AS 

ASTM  D2257-80 

YD 

24  Apr 

81 

ME 

YD 

REV-OP 

8310 

Yam,  Graphite,  1000/3000  Filaments  Validated  Jul  87 . 

MIL-Y-87125A  (1) 
NOTICE  1 

20 

30  Jul 

87 

20 

8310 

Yam,  Organic  Fiber  (Pora-aramid),  High  Modulus  OY  390,000  {2690)TENSILE 

AMS  3901/;A-a5 

AS 

30  Jon 

86 

MR 

AS 

20 

Strength,  18,000,000  Tensile  Modulus,  195  Denier,  0.6%  Finish  •  1  Jon 

1985  REV-GL  CT 

8310 

Yam,  Organic  Fiber  (Pora-aramid),  High  Modulus  OY  390,000  (2690)  Tensile 

AMS  3901/10-85 

AS 

30  Jon 

86 

MR 

AS 

20 

Strength,  16,5000,000  (115)  Tensile  Modulus,  1140  Denier,  1,2  O/o  Finish  • 

1  Jon  85  REV-GL  CT 

8310 

Yam,  Orgonic  Fiber  (Poro-aromid),  High  Modulus  OY  390,000  (2690)  Tensile 

AMS  3901/11-85 

AS 

30  Jon 

86 

MR 

AS 

20 

Strengd),  16,500,000  (115)  Tensile  Modulus,  1420  Denier.  1.2  O/o  Finish  •  1 

Jon  85  REV-GL  a 

8310 

Yom,  Orgonic  Fiber  (Poro-ciramid),  High  Modulus  OY  390,000  (2690)  Tensile 

AMS  3901/12-85 

AS 

30  Jon 

86 

MR 

AS 

20 

StrMgth,  15,500,000  (115)  Ttnult  Modulus,  2130  Dtnitr,  1.2  O/o  Finiih  •  1 

Jon  85  REV-GL  a 

8310 

Yom,  Organic  Fiber  (Pora-aramid),  High  Modulus  OY  390,000  (2690)  Tensile 

AMS  3901/2A-S5 

AS 

30  Jon 

86 

MR 

AS 

20 

Strength,  17,500,000  (120)  Tensile  Modulus,  380  Denier,  0.6%  Finish  *  1  Jon 
1985  REV-GL  a 

8310 

Yom,  Orgonic  Fiber  (Pora-oromid),  High  Modulus  OY  390,000  (2^90)  Tensile 

AMS  3901/3A-85 

AS 

30  Jon 

86 

MR 

AS 

20 

Strength,  16,500,000  (115)  Tensile  Modulus,  1140  Denier,  0.6%  Finish  •  1 

Jan  1985  REV-GL  CT 

8310 

Yarn,  Orgonic  Fiber  (Poro-aramid),  High  Modulus  OY  390,000,000  (2690) 

AMS  3V01/4A-8S 

AS 

30  Jon 

86 

MR 

AS 

20 

Tensile  Strength,  16,500,000  (115j  Tensile  Modulus,  1420  Denier,  0.6% 

Finidj .  1  J  An  1985  REV-GL  CT 

8310 

Yom,  Organic  Fiber  (Poro-oromld),  High  Modulus  OY  390,000  (2690)  Tensile 

AMS  3901/7-85 

AS 

30  Jon 

86 

MR 

AS 

20 

Strength,  16,500,000  (115)  Tensile  Modulus,  2130  Denier,  0.6%  Finish  •  1 

Jon  1985  REV-GL  CT 

8310 

Yarn,  Orgonic  Fiber  (Poro-oromid),  High  Modulus  OY  390,000  (2690)  T^isile 

AMS  3901/8-85 

AS 

30  Jon 

86 

MR 

AS 

20 

Strength,  18.000,000  (125)  Tensile  Modulus,  195  Denier,  1.2%  Finish  •  1  Jon 
1985  REV-GL  a 

8310 

Yom,  Orgonic  Fiber  (Poro-aromid),  High  Modulus  OY  390,000  (2690)  Tensile 

AMS  3901/9-85 

AS 

30  Jon 

86 

MR 

AS 

20 

Strtngth,  17.500,(XI0  (120)  Ttntilt  Modulut,  380  Dtnitr,  1.20/0  Finiih  -1 

Jon  85  REV-GL  CT 

8310 

Yom,  Wool  Validated  Aug  87  USER-MD  45  REV-a . 

MIL-Y-16654D 
NOTICE  1 

GL 

03  Aug 

87 

GL 

NU 

8315 

Binding  Textile,  Cotton,  Sios-cut  Vaiidated  Feb  87  USER-45  REV-MD  82  CT . 

DDD-B-1199A 
NOTICE  1 

/GL 

27  Ftb 

87 

GL 

SA 

11 

•8315 

Binding,  Textile,  Bore  Cleoning,  And  Swobs,  Small  Arms,  Cleoning  Vofidoted 

MIL-B-433t8A 

GL 

15  Jon 

69 

GL 

NU 

Apr  81  USER-AR  MC  45  REV-CT 

8315 

Broid,  Ttxlilt  (Flol)  USER-MC  45  REV-MD  99  82  CT . 

MIL-S-5V3G 

GL 

15  Jun 

84 

GL 

NU 

11 

8315 

Broid.  Textile  And  Loce,  Vellum,  Woven,  Textile  (Fo.  Blue  Dress  Uniform) 

MIL-B-134ME 

GL 

16  Sep 

88 

GL 

UScR-MD  REV-MI  a 

8315 

Iraid,  Ttxiilt,  Cord  Edflt,  Polyttttr  USER-MC  REV-MD  99  CT . 

MIL-B-40092C/D 

GL 

27  Mor 

87 

GL 

NU 

11 

8315 

Braid,  Textile,  Tubular  Validated  Mar  83  REV-EA  MC  CT . . . . . 

MIL-B-371E  (1) 

GL 

25  Aug 

77 

GL 

NU 

8315 

Bmid,  Textile.  Cord  Edg<*  Validated  Wnx  83  REV.MD  99  CT 

MIMI-1667F  (11 

Gl 

03  Oct 

80 

GL 

11 

8315 

Buckle,  (Insignio  And  Ploin)  Validated  Jan  87  USER-45  REV-CT . 

MIL-I-30269D 
NOTICE  1 

MC 

25  Jun 

87 

MC 

8315 

lucklt.  And  Qipi,  End,  Strop  (For  8tlt,  Trouitri)  USER-4S  REV-MD  MC  99  82 

CT 

lucklt.  Iron,  For  Itit,  Coot,  Mon  S  Wool  Validated  Jan  83  USER-45  REV-CT 

MIL-I-1963J 

GL 

29  Jul 

88 

GL 

NU 

11 

8315 

MIL-B-179I0C  (1) 

MC 

17  Aug 

78 

MC 

8315 

Buckle,  General  Officers  Belt,  Gold  Ploted.  USER-45 . . . 

MIL-B-40006C  (3) 
INT  AMO  1  (IH) 

IH 

30  Stp 

85 

IH 

8315 

lucklt,  Slidt,  Pioitic  VtOdated  Feb  84  USER-MC  1 1  REV-CT . 

MIL-B-1850E 

GL 

21  Jun 

77 

GL 

NU 

99 

8315 

lucklt,  1  3/4  Inch,  Ctnttr  And  lor  USER-MD  REV-CT . 

MIL-B-20588F 

GL 

12  Apr 

85 

GL 

MC 

8315 

Button,  Sewing  Hole,  And  Button,  Staple,  (Plostic)  USER-CG  45  82  REV-MD 

V-B-871E  (1) 

/GL 

28  Mor 

84 

GL 

NU 

99 

MC  11  CT 

8315 

Button,  Tock.  And  Tock,  Button  Volideted  Apr  81  USER-45  CT  REV-CT . 

MIL-B-385C 

GL 

05  Moy  69 

GL 

NU 

99 

8315 

Qothing  Components  For  Militory  Uniforms  Volideted  Jar  85...... . . 

MIL-HOIK  1501 

GL 

28  Ftb 

79 

GL 

SA 

97 

054 


FSC  LISTING 


DOCUMENT 


fSC 

TITLE 

NUMBER 

PREP 

DATE 

CUSTODIAN 

L 

8315 

Coat  Front  For  Cooti,  Muticiont . . . 

MIL-C-82I14A 

MC 

22  Moy 

81 

MC 

8315 

Coot,  Front!  REV-MD  MC  CT . 

MIL-C-15C65H 

GL 

29  Dec 

86 

GL  NU 

L 

8315 

Collor,  Coot,  Mon  S,  Wool^  Gobordint,  BIub  REV'CT . . . 

MIL.C-23485A  (2) 

MC 

10  Apr 

79 

MC 

L 

83)5 

Collar,  Jocktt,  Dotoochoblo  CWU-53/P  Voli<hl»d  Stp  88  USERU5  REV-S2  99  .. 

MIL-C-87165A 
NOTICE  1 

11 

30  Sep 

88 

MR 

11 

8315 

Cirffi,  Knit,  Wrist  And  Anicit,  And  Ooth,  Knitted  USER-AS  45  REV-MO  MC  11 

a 

Embroidtry  Moteriols,  Metallic  And  Synthetic  MetolFc  Validattd  Jon  86 

MIL-C-3735E 

NU 

30  Nov 

88 

GL  NU 

99 

L 

8315 

MIL-C-i;568C 

NU 

24  Jon 

80 

NU 

USER-CG  45 

8315 

Fatttntr  Tap«iy  Hook  And  Pilt,  Synthttic  USER*AR  AS  MC  45  R£V*MD  EA  OS 

MII-F-21B40F  (1) 

NU 

18  Feb 

83 

GL  NU 

11 

99  05  CT  DS 

8315 

Fringt,  Omomtntal,  Rayon  Vahdottd  Jun  87  USER'MC  45  REV*SH  CT  . . . 

MIL-F-2310D 

NOTICE  1 

GL 

25  Jun 

87 

GL  NU 

99 

8315 

Lobtl,  For  Clothing,  Equipogt,  And  T«ntagt,  (Gentrol  Uit)  USER>hR  AS  45 

DDD-L-20E  (3) 

/GL 

28  Sep 

87 

GL  NU 

99 

REV-MD  EA  MC  11  CT 

8315 

lobel,  Gorment  (Woven,  Royon)  USER-MC  REV-MI  99  CT . 

MIL-1-15040F  (1) 
NOTICE  1 

GL 

12  Nov 

87 

GL  NU 

11 

L 

8315 

Loct,  Gold,  Ornamental  Vali</at*d  Jun  66  REV*CT . 

MII-L-20271C 
NOTICE  1 

MC 

25  Jun 

87 

MC 

8315 

Loce,  Omomtntal  USER-CG  45  REV-99 . . . . . 

MIL-1-17507F  (1) 

NU 

03  Sep 

85 

GL  NU 

11 

L 

8315 

Locti,  Uggingi  Validafnl  Nov  80  USER-45  REV-CT . 

MIL-1-396E 

NU 

28  Jul 

75 

NU 

8315 

Nttdie,  Except  Surgicol,  Hand  USER-45  REV-EA . 

FF-N-IBOA 

INT  AMD  1  (GL) 

• 

03  Feb 

66 

8315 

Needle,  Soilmolcer  S  USER-45  REV-a  . 

GGG-N-202C 
NOTICE  1 

/GL 

01  Feb 

88 

Gl  NU 

99 

8315 

Pod,  Shoulder  And  Sleeve-heod  REV-MD  MC  99  CT . 

MIL-P-15064G 

GL 

31  Mor 

87 

GL  NU 

11 

8315 

Pin,  Sofety . . . . . . 

A-A-119A 

t 

09  .4ov 

79 

8315 

Pin,  Sofety  USER-45 . 

FF-P-416E 

t 

05  Dee 

63 

8315 

Pin,  Solely  USER-4S . 

FF.P.00416F  (1) 

t 

13  Jun 

84 

8315 

Sewing  Kits  USER-11  REV-82  CT . 

MIL-S-3275H 

GL 

17  Jun 

86 

GL 

99 

8315 

Tope  And  Webbing,  Textile,  Woven  Reinforcing,  Cotton  USER-ME  MC  45 

MIL-T-5561D  (3) 

AS 

17  Moy 

84 

GL  AS 

99 

REV-EA  11  99  82  CT 

8315 

DDD-MOl  (1) 
A-A-1666A 

t 

17  Feb 

41 

8315 

Tope,  Meosuring  (Dretsmokeri) . . . . 

t 

07  Jon 

88 

8315 

Tope,  Meosuring,  Cloth,  Cotton  Validattd  Mar  84  USER-MC  45  REV-99  CT  . 

MIL-T-82298A 

NU 

12  Dec 

80 

GL  NU 

11 

8315 

Tope,  Textile.  Webbing  Textile  Validated  Nov  84  USER-45  REV-CT . . . . 

MIL-T.550BG  (2) 

82 

27  Jul 

78 

AS 

99 

L 

8315 

Tope,  Textile,  Aramid  Validattd  Ftb  84  USER'45  REV-MO . 

MIL-T-43709A 

GL 

06  Dec 

77 

GL 

8315 

Tope,  Textile,  Cotton,  General  Pu^o»e,t(unbleoched,  fileoched  Or  Dyed) 

DDD-T-86H 

/GL 

23  Dec 

85 

Gl  NU 

99 

USER-ME  45  DM  REV-MD  EA  MC  OS  CT  OS 

8315 

Tope,  Textile,  Cotton  Or  Polyeiter,  Generol  Porpoie,  Noturol  Or  In  Colon 

Mll-T-435668 

GL 

23  Sep 

85 

GL  NU 

11 

USER-AT  AR  ME  AS  45  REV-MO  EA  MC  99  82  CT 

8315 

Tope,  Textile,  Cotton,  Tying  USER-45 . . . 

DDD-T-00101A 

t 

06  Mor 

t» 

8315 

Top*,  Texiil*,  Nylon  (For  Nome  Top«s)  USER-A5  REV-MO  99  82  CT . 

Mll-T-435648 

GL 

09  Feb 

88 

GL 

11 

L 

8315 

Tope,  Textile,  Nylon,  londbosed  Arresting  Geor,  11 -INCH  Validated  Oct  84 

MIL-T-81791  (3) 

AS 

28  Nov 

77 

AS 

USER-45  REV-CT 

8315 

Tope,  Textile,  Nylon,  Aromotic,  Nonmelting,  Reinforcing  REV-99  CT . 

MIL-T-3B328B  (1) 

20 

09  Aug 

82 

SA 

20 

8315 

Tope,  Textilt,  Nylon,  Multiple  Tubulor  USER-AR  AV  OS  REV-99  82  CT  . 

MII-T-54MC 

NOTICE  1 

GL 

12  Nov 

87 

GL  AS 

99 

L 

8315 

Tope,  Textile,  Nylon,  londbosed  Arresting  Geor,  8  Inch  Validated  Oct  84 

MIL-T-81736  (3) 

AS 

30  Dw; 

77 

AS 

USER-4S  REV-CT 

8315 

Tope,  Textile,  Nylon,  Porochute  Construction  Validated  Mar  S3  USER-45 

MIL-T-5134C  (1) 

82 

03  Feb 

77 

GL  AS 

99 

REV-CT 

L 

8315 

Tope,  Textile,  Nylon,  londbosed  Arresting  Gear,  7  Inch  Validattd  Oct  84 

MII.T.81521A  '3) 

AS 

27  Dec 

77 

AS 

USER-4S  REV-CT 

8315 

Tope,  Textile,  Nylon,  Woven,  White  Or  Dyed  Validated  Nov  87  USER-AS 

MIL-T-2283E 

GL 

30  Nov 

87 

GL  NU 

99 

REV-AR  MC  CT 

L 

8315 

Tope,  Textile,  1  Inch  USER-45  REV  CT  . 

M11-T-10372A  (1) 

EA 

02  Feb 

87 

EA 

8320 

Bolting,  Aramid  Or  Novloid  Fiber,  Quilted  USER-45  REV-MO  SA  82  CT . 

MII-B-81813B  (2) 

GL 

28  Dec 

82 

Gl  AS 

99 

8320 

Botting,  Cotton,  Nonobsorbent  Unbleached  Validated  Apr  81  USER-45  REV-MD 

CCC.B-606 

/GL 

27  May 

66 

GL 

99 

CT  DS 

8320 

Botting,  Synthetic  Fibers,  Polyester,  (Quilted  And  Unquilted)  USER-11  REV-MD 

MIL-B-41826F  (1) 

GL 

21  Apr 

87 

GL 

99 

82  CT 

8320 

Sotting,  Synthetic  Fibers,  Quilted,  Aramid  Validattd  Jan  86  USER-MC  REV-SH 

MIL-B-87002A 

NU 

10  Jun 

80 

NU 

99 

82  CT 

8320 

Clossificotion,  Identificotion  And  Testing  Of  Feother  Filling  Moterioi  Validated 

FED-STD-148 

/GL 

10  Dec 

64 

GL 

Jon  81  USER-45  REV-CT 

NOTICE  2 

25  OCT  1968 

L 

8320 

Feother  And  Down,  Waterfowl,  Reclaimed  And  Ton-o*quil-qm  Treoted  Validated 

MIL-F-43572 

GL 

28  Feb 

68 

GL 

Mor  83  USER-45  REV-CT 

8320 

Feather,  londfowl,  (Whole)  And  (Crushed)  Validattd  Nov  87  REV-MO  CT . 

C.F-158C  (1) 

NOTICE  1 

/G'. 

12  Nov 

87 

GL 

99 

8320 

Feother,  londfowl,  (Whole)  And  (Crushed),  Ton-o-qui!  qm  Treoted  USER-MS 

MIL-F-43612A 

GL 

28  Mor 

86 

GL  NU 

99 

REV-MD  MC  82  CT 

8320 

Feother,  Waterfowl,  And  Down,  Waterfowl  Validated  Nov  87  USER-MS 

C-F-16(X: 

/Gl 

12  Nov 

87 

GL  SA 

99 

REV-MD  DM  CT 

NOTICE  1 

8320 

Feathers  And  Down,  Woterfowl,  Tan-o-quil-qm  Treoted  USER-MS  45  REV-MD 

CT 

Gloss  Fiber  Blonkot  Insulotion  (Aircroft  Type)  -  28  Feb  75 . 

MII.F.43097H 

GL 

21  Dec 

84 

GL  NU 

99 

8320 

ASTM  C800-75 

GL 

16  Nov 

83 

AS 

99 

L 

8320 

Hair  Bound,  For  Padding  On  Military  Vehicles  USER-GL  AT  85  CT  REV-MR  CT.. 

MtL-H-10368D 

GL 

25  Aug 

81 

GL 

8320 

Huir,  Animal,  Curled  (Notice  2  -  11/17/80) . 

c-H-ino 

INT  AMD  1  (GL) 

t 

15  Feb 

68 

8320 

Padding,  Cotton,  Stitched  Roving  Validated  Apr  81  REV-MO . 

CCC-P-86E  (1) 

t 

21  No* 

72 

8320 

Podding,  Rubberized,  Curled  Hoir  REV-OS  . 

CCC-P-91C 

« 

01  Get 

73 

8S5 


FSC  USTING 


DOCUMENT 

FSC  TITLE  NUMBER  ’’’•EP  DATE  CUSTODIAN 


8320 

Wedding,  Colton  Validated  Nov  87  REV>CT  . 

MIL-W-43722 

NOTICE  1 

GL 

12  Nov 

87 

GL 

8320 

Wadding,  Cotton,  (ShteHorm)  REV-MD  MC  11  CT  . 

A-A-50014B 

•GL 

24  Feb 

88 

8330 

Chomois  Loother,  Shoeptkin,  O’lMonned  Validated  Mar  83  USER^AV  MC  45 

KK-C-300C  (2) 

/GL 

15  Mar 

72 

Gl  NU 

99 

REV-MD  Ml  EA  CT 

8330 

Loothtr,  Colfikin,  Kip,  And  Cotflthidt  For  Footwear  Uppers,  Chrome  Tonned 

MIL-L-43283B 

GL 

01  Sep 

87 

GL  NU 

99 

ValidoleJ  S*p  87  USER-MC  REV-MD  99  82  CT 

NOT-CE  1 

8330 

leother,  CoKtkin  And  Kip,  And  locing,  Hondicroft  Validated  Mar  83  US£R*45 

MIL-L-13816D 

GL 

12  Jul 

77 

GL  NU 

11 

REV-MD  99  CT 

8330 

Leother,  Cotfskin  And  Kip,  For  Headbonds  Validated  Mar  83  USER*MC  45 

MIL-L-40074D 

GL 

12  Jul 

77 

GL  NU 

11 

REV-MD  Mi  99  CT 

8330 

Leother,  Cattlehide,  Vegeloble  Tonned,  For  Pocking  And  Seals  US£ft‘45  REV-CT 

MIL-L-81913A 

AS 

IS  Dec 

81 

AS 

8330 

Leather,  Cattlehide,  Chrome^tonned,  Cold-cllmote  Validated  Aug  87  USER^AR 

MIL-L-40069D 

GL 

05  Aug 

87 

GL  NU 

99 

MC  REV-MD  CT 

NOTICE  1 

•8330 

Leather,  Cattlehide,  loce  And  Cut  Laces  Validated  Jan  82  U$ER>MC  45 

KK-1-201F  (1) 

/GL 

18  Feb 

71 

GL  NU 

99 

REV-MD  CT 

8330 

Leather,  Cattlehide,  For  Glove  Leather  Validated  Feb  84  USER>MC  REV*MD  82 

CT 

Leother,  Coltlehide,  For  Footwear  Uppers,  Chrome  Tanned,  Fot,  Liquored 

MIL-L-40051D  (1) 

GL 

30  Nov 

83 

GL  NU 

99 

8330 

MIL-L-3122F  (2) 

GL 

30  Oct 

87 

GL  NU 

99 

Validated  Oel  87  USER-MC  45  REV-MD  EA  CT 

NOTICE  1 

8330 

Leather,  Cattlehide,  Chrome  Tonned,  Fotliquored  Validated  Oct  87  USER*45 

Mll-L-43704  (1) 

GL 

30  Oct 

87 

GL  NU 

11 

REV-MD  MC  99  CT 

NOTICE  1 

8330 

Leother.  Cattlehide,  Rigging  USER*45  REV<MD  EA  CT  . . . 

l(K-L-241D  (3) 

/GL 

13  Moy 

82 

GL  NU 

8330 

Leather,  Cattlehide,  For  Visors  And  Chlnitraps  Validated  Oct  87  USER-45 

MIL-l-43541  (3) 

GL 

30  Oct 

87 

GL 

11 

REV-MD  99  CT 

NOTICE  1 

8330 

Leather,  Cattlehide,  Rawhide,  Herd  Validated  Jon  85  USER-45  REV-MD  CT . 

MIL-L-1978B  (2) 

GL 

05  Jan 

79 

GL  NU 

8330 

leother.  Cattlehide,  Strap,  Vcgetoble-tanned  Validated  Jan  82  USER-Mt  AT  ME 

KK-L-271H 

/GL 

09  Mor 

76 

GL 

99 

45  REV-MD  EA  CT 

8330 

Leather,  Cattlehide,  Gusset,  Chrome  Tonn<‘d,  Fotliquored  Validated  Jun  87 

MIL-L-10S67D  (2) 

GL 

25  Jun 

87 

GL  NU 

99 

LSER-MC  REV-MD  82  CT 

NOTICE  1 

8330 

Leather,  Cattlehide,  (Bog  And  Case)  Validated  Jan  82  USER-ME  45  REV-MD 

KK-L-154F 

/GL 

14  Apr 

76 

Cl  NU 

99 

MC  CT 

8330 

Leather,  Cattlehide,  Homess,  Vegetoble-tonned  Validated  Jan  82  USER-45 

KK-L-155D 

/GL 

26  Aug 

76 

GL  NU 

20 

REV-MD  EA  MC  SH  99  CT 

8330 

Leather,  Coltlehide,  Packing,  Vegetoble-tonned,  Chrome-tanned, 

KK-1-164A  (2) 

/GL 

18  May 

77 

GL  NU 

99 

Chrome-vegetoble  Retanned  Validated  Mar  83  USER-OS  45  REV-MC  CT 

8330 

Leather,  Coltlehide,  Vegetoble-tonned  And  Chrome  Retanned,  Impregnated,  And 

KK-1-165C  (2) 

/GL 

28  Jun 

76 

GL  NU 

99 

Sol«t  Validated  Jan  82  USER-MC  45  REV-MD  CT 

8330 

leather.  Coltlehide,  Upholstery  Validated  Oct  87  USER-YO  45  REV-MD  CT . 

KK-1-291G  (2) 
NOTICE  1 

/GL 

23  Oct 

87 

GL 

99 

8330 

Leother,  Coltlehide,  Deerskin  And  Horsehide,  Chrome  Tanned  Validated  Mar  83 

KK-l-2004 

/GL 

15  Nov 

76 

CL  SA 

99 

USER-MC  REV-MD  CT 

8330 

Leather,  Kidskin,  Or  Gootskin,  Chrome-tonned  Validated  Oct  87  USER-45 

I1.K-L-170C  (2) 

/GL 

23  Oct 

87 

Gl  NU 

99 

REV-MD  CT 

NOTICE  1 

8330 

Leather,  Sheepskin,  Chrome  Tanned  Validated  Oct  84  USER-45  REV-MD  99  CT 

KK-1-254D  (1) 

/GL 

27  Nov 

78 

GL  NU 

11 

8330 

Mouton  (For  Flight  Clothing)  Validated  Nav  72  USER-45  REV-CT . 

MIL-M-5631B 

82 

15  Jun 

67 

AS 

99 

8330 

Welling,  leather.  Shoe  USER-MC  45  REV-MD  99  CT . 

KK-W-231D 

/GL 

19  Sep 

86 

Gl  NU 

11 

833S 

Counter,  Footwear  USER-MC  REV-MD  1 1  82  CT  . . . . . 

MIL-..-41814F 

GL 

02  Dec 

86 

GL  NU 

99 

8335 

Foot  Meosuring  Device,  Men  S  USER-45  REV-NU  99  CT  . . 

MIL-F-43782A 

GL 

05  Jun 

81 

GL  NU 

11 

8335 

Heel,  Rubber  Validated  Mar  83  UStR  CG  MC  45  REV-MD  CT . 

ZZ-H-U1D  (1) 

/GL 

15  Oct 

76 

GL  NU 

99 

8335 

Insert  Pod,  Heel,  Footwear  (Accommodative)  . 

A-A-533SO 

MB 

22  Jon 

88 

MD  MS 

03 

8335 

Insert  Pod,  Heel,  Footweor  . . . . 

A-A-53349 

• 

22  Jon 

88 

MD  MS 

03 

8335 

Insole,  Footweor  (Ventilotl-ig  Type)  USER-MC  45  REV-MD  11  CT  . 

MIL-I-I82U 

GL 

08  Apr 

88 

Gl 

11 

8335 

Insde,  Footweor,  Leother,  Cattlehide  Validated  Jan  86  USER-MC  45  REV-MD 

a 

Insole,  Footwear,  Felt,  Insulating  USER-MO  MC  45  REV-82  CT . . . 

KK-I-570C  (2) 

/GL 

03  Mar 

80 

GL  NU 

99 

8335 

MII-I-1988E 

GL 

05  Dec 

86 

Gl  NU 

99 

8335 

Insoles,  Footwear . . . . . 

A-A-53351 

» 

22  Jon 

88 

MDMS 

03 

•8335 

Loces,  Nylon  USER-MC  45  REV-MD  82  O . 

V-1-51J 

/GL 

08  Oct 

87 

GL  NU 

99 

8335 

Lost,  Footweor  (Shoe,  Woman  S,  Oxfords)  Validated  Mar  85  USER-MC  45 

MIL-L-21635D 

NU 

30  Mov 

79 

GL  NU 

99 

REV-11 

8335 

lo»t,  Footweor  FWU-5/f>  USER-45  REV-CT . 

MII-1-27885C 

82 

25  Nov 

85 

99 

8335 

Loit,  Footwear,  Shoe,  Sofety  Toe,  Mon  S,  U.s.  Mll-7  USER-AS  REV-MD  82  CT 

MII-1-43585D 

GL 

18  Jun 

86 

GL  NU 

99 

8335 

Lost,  Footv/eor,  Field,  Womons  Validated  May  82  REV-99  CT . . 

MII-1-1741E  (1) 

82 

16  Jan 

76 

99 

8335 

lost.  Footwear,  Shoe,  Men  S,  US  MIL-1  USER-MC  REV-MD  11  82  CT . 

MIL-1-3931K 

GL 

17  Jun 

86 

Gl  NU 

99 

8335 

lasts,  Footweor,  Combot,  U.S.,  MIL-5  USER-MC  REV-MD  CT . 

MIL-L-41815H 

GL 

07  Apr 

86 

GL  NU 

99 

8335 

Midiolet,  Leotherboord  Validated  Feb  84  USER-MC  45  REV-MD  99  CT . 

MII-M-437S8A 

GL 

05  Oct 

77 

GL  NU 

11 

8335 

Soles  And  Heels,  Rubber,  Traction  Treod,  Shoe  USER-CG  MC  45  REV-MD  AS 

MIL-S-22777F 

NU 

18  Oct 

82 

Gl  NU 

11 

11  82  99 

8335 

Solei,  Rubber,  Shoe  Validated  Aug  87  USER-MC  MS  CG  REV-MD  CT  . 

MIL-S-40043C  (1) 
NOTICE  1 

GL 

05  Aug 

87 

GL  SA 

99 

8340 

Cose,  Tentage  Repair  Kit  USER-45  REV-MD  82  CT . 

MIL-C-3372E  (1) 

GL 

26  Sep 

85 

GL  MC 

99 

8340 

Choin,  Hook  &  Ring  Aisembly,  Tent  USER-YD  REV-CT . 

MIL-C-1410F 

Gl 

30  Sep 

85 

GL  NU 

8340 

Cover  And  Coses,  Textile,  Army  Equipment,  Generol  Specificotlon  For  USER-AT 

MIL-C-10632C  (2) 

AR 

09  Nov 

83 

AR 

AR  AV  REV-GL  ME  CT 

8340 

Covers,  Automobile  Distinguishing  Mote,  Comntandant  And  Generol  Officer's 

MIL-C-21082A  (1) 

MC 

25  Jun 

87 

MC 

(USMC)  Validated  Jun  87  REV-O 

NOTICE  1 

8340 

Doors,  Double  Bump  Through  USER-MC  MS  REV-MD  CT . . . . . 

Mll-D-44285 

Gl 

24  Jun 

87 

GL  NU 

99 

8340 

Dropcloths,  Pointer  S,  Plostic,  Cotton  Ooth  (Duck)  USER-45  . 

DDD-D -006908 

% 

11  Feb 

75 

8340 

Foirleod,  Tent  Line,  Mognesium  Validated  Feb  87  USER-ME  YD  REV-CT . . . 

MII-F-1611E  (1) 
NOTICE  1 

GL 

27  Feb 

87 

GL  SA 

99 

8340 

Fly,  Tent,  Fire,  Woter,  Weother,  And  Mildew  Resistont . 

MIL-F-18680C 

MC 

28  Feb 

85 

MC 

8340 

Frome  Section,  Tent,  Frame  Type,  Expondobte  Validated  Feb  84  USER-MC  45 

MII-F-4369SA  (3) 

Gl 

21  Sep 

83 

GL  NU 

99 

REV42  CT 


eS6 


FSC  LISTING 


FSC 


TITLE 


DOCUMENT 

NUMSER  date  CUSTODIAN 


8340  Frattw  Stctioni,  Ttnl,  Mointtnance  USER-MC  45  REV-82  CT .  MII-F-1461H 

8340  From*  Stclions,  Ttnl,  Exlendobte^  Modulor^  Penonnal  (Temp«r)  REV-CT  .  MIL‘F-44251 

8340  Fromt  Stclioni,  Ttnl,  Momltnonct,  Mtdtum,  Light  Mtlal  USER-45  REV-MD  82  MIL-F-40132G 

CT 

8340  Hook,  Ton!  REV-82  CT .  MIL-H-1508G 

8340  Hook,  Ttnl,  A««tmbly,  Woll  Section  REV-MD  82  CT .  MIL-H-I411D 

8340  Hoo'>,  T-mt,  With  Thimble,  For  Guy  Line,  Aitembly  Tent  Volidoltd  M  S4  MIL-H-I679E  (1) 

USER-YD  45  REV-CT 

8340  Line,  Tent  USER-MC  YD  CG  45  REV-CT .  MIL-L-1709D  (3) 

8340  Pin,  Tent,  Melol  USER-ME  MC  YD  45  REV-82  CT .  MIL-P-501N 

8340  Pin,  Tent,  Wood  USER-YD  MC  45  REV-82  CT .  MIL-P-2383H 

8340  Plote,  Tent  Peok  And  Ridge  USER-MC  YD  45  REV-O .  MIL-P-SOOH 

8340  Pole  Section,  Tent,  Upright,  And  Adopter,  Tent  Pole  USER-4S  REV-MD  MC  82  MIL-P-508J 

CT 

8340  Pole,  Tent,  Light  Metal,  Special  REV-MD  82  CT .  MIL-P-43413D 

8340  Pole,  Tent,  Telescopic,  Adjustoble  5  Feet  To  9  Feet,  Magnesium  USER  MD  MC  MIL-P-1716H  (1) 

45  REV-82  CT 

8340  Pole,  Tent,  Telescopic,  Adiustoble,  Aluminum  USER-YD  45  REV-MD  82  CT .  MIL-P-40148F 

8340  Pole,  Tent,  Upright  And  Ridge  USER-MC  45  REV-MD  YD  82  CT  .  MIL-P-549X 

8340  Screen,  Latrine,  Fire,  Water,  Weather  And  Mildew-resistant  Treoted,  0,d.  MIL-S-43176C 

USER-45  REV-MD 

L  8340  Shelter  And  Handling  System,  A/E99K-1  Validated  Sep  82  USER-4S  REV-CT .  MIL-S-81320 

834C  Shelter  HoH,  Tent  USER-YD  MC  45  REV-MD  82  CT .  MIL-S-3725E 

L  8340  Shelter,  Individual  Multipurpose  (Imps) . . .  MIL-S-44325 

8340  Shield,  Pipe,  Space  Healer  USER-MC  45  REV-MD  82  CT .  MIL-S-43002D 

8340  Shield.  Stovepipe,  Tent  REV-IS .  MIL-S-1484E 

8340  Slip,  Tent  Line  USER-MD  YD  MC  REV-45  CT  .  MIL-S-1734H 

8340  Tarpaulin,  Cotton  Duck,  For  Wind  Measuring  Set  Validated  Jon  85  USER-45  MtL-T-43309C 

REV-HR  CT 

8340  Tarpaulin,  Cotton  Duck,  Fire,  Water,  Weather  And  Mildew  Resistant  Validated  K-P-146E 

Nov  85  USER-MC  YD  CG  REV-MD  CT 

8340  Tarpaulin,  Cotton  Duck,  Olive  Drab  No.  7,  70  Feet  8y  20  Inches  Validated  Fet  MIL-T-43389  (1) 

84  USER.45  REV-MD  CT 

L  8340  Torpoulin,  Duck,  Cotton,  Vinyl  Resin  Cooled  8oth  Sides,  14  Feot  Long  By  6  MtL-T-82152A 

Feel  Wide  Validated  Feb  85  USER-45  REV-CT 

8340  Tarpaulin,  Lominated,  Vinyl  Nylon,  Flexible  Validated  Nov  80  USER-YD .  MIL-T-822888 

8340  Torpoulin,  Light  Weight  Validated  Apr  84  USER-45  REV-CT .  MIL-T-72498  (1) 

8340  Torpoulin,  Waterproof,  Speciol  Purpose,  10  Feet  Long  By  6  Feet  Wide  MIL-T-1955D  (1) 

Validated  Jon  85  REV-MD  CT 

8340  Tent  Liner  Sections,  Frame-type,  Moinlenonce,  Medium  USER-4S  REV-MD .  MIL-T-41812H 

8340  Tent  Liner  Sections;  Insulated  (Temper)  REV-MD  YD  CT .  MIL-T-44222 

8340  Tent  Liner,  General  Purpose,  Lorge,  Fire,  Water  And  Mildew  Resistant  USER-ER  MIL-T-)4056F  (2) 

YD  45  REV-MD  CT 

8340  Tent  Liner,  General  Purpose,  Small  And  Arctic,  10  Man  USER-YD  45  REV-MD  MIL-T-4333uC 

32  CT 

8340  Tent  Liner,  General  Purpose,  Medium  USER-YD  MC  REV-83  CT .  MIL-T-12919F 

L  8340  Tent  Sections,  Frame  Type,  Expondoble  USER-MC  YD  45  REV-MD  82  CT .  MIL-T-434928  (2) 

8340  Tent  Sections,  Frome  Type,  Maintenance,  Medium  USER-YD  MC  45  REV-MD  CT  M)L-T-41813F 

8340  Tent  Sections,  Tent,  Extendoble,  Modulor,  Personnel  (Temper)  USER-MC  MS  45  MIL-T-44243 

REV-MD  82 

8340  Tent,  Arctic,  10  Mon  USER-MC  YD  45  REV-MD  82  CT .  MIL-T-12354F 

8340  Tent,  Assembly,  M-1942  ValldateJ  Feb  84  USER-45  REV-MD  CT .  MIL-T-1 1 10E  (2) 

8340  Tent,  Cable  Splicer  REV-MC  .  MiL-T-43764  (2) 

8340  Tent,  Commond  Post,  M-1945,  Fire,  Woter,  Weolhe-  And  Mildev  Resistant,  MIL-T-1111G 

Olive  Drab,  Complete  USER-YD  MC  45  REV-MD  82  CT 
8340  Tent,  Frame  Type,  Insulated,  Sectlonol,  With  Floor,  16  Feet  Wide,  M8i1948,  MtL-T-10168J 

Complete  USER-MC  REV-MD  82  CT 

8340  Tent,  General  Purpose,  Small  USER-45  REV-MD  82  CT .  MIL-T-41810J 

8340  Tent,  General  Purpose,  Medium  USER-MC  YD  45  REV-MD  82  CT .  MIL-T-)712R 

8340  Tent,  General  Purpose,  Large  USER-YD  MS  REV-MD  82  CT .  MIL-T-14038J 

L  8340  Tent,  Hotch  Type,  Fire,  Water,  Weather  And  Mildew  Resistant,  Olive  Drob  MIL-T-13056E  (1) 

Validated  Mar  83  REV-ME  CT 

8340  Tent,  Hexagonal,  Lightweight,  M-19S0  USER-MC  YD  45  REV-MD  82  CT .  MIL-T-10035K 

8340  Tent,  Kitchen,  Flyproof,  M-1948  USER-45  REV-MD  82  CT  .  MIL-T-10009G 

8340  Tent,  Mointenance  Shelter,  Fire,  Water,  Weather,  And  Mildew-resistant.  Olive  MIL-T-10069F  (2) 

Drab  Validated  Feb  84  USER-45  REV-MD  82  CT 

6340  Tent,  Missile  System  Equipment  Console,  (High-power  Illuminator  Kowk)  MIL-T-435128 

USER-MC  82  REV-MI  MD  CT 

8340  Tent,  Missile  System  Equipment  Console  (Hawk)  REV-Mt  82  CT .  MIL-T-43182D 

8340  Tent,  Mountain,  Two-man,  Complete  With  Pins  And  Poles  USER-45  REV-MD  11  MIL-T- 19260 

CT 

8340  Tent,  Observing,  Trionguiotion,  Ground  Type,  Complete  With  Frome  USER-ME  MIL-T-40001E 

45  REV-MD  82  CT 

8340  Tent,  Observing,  Astronomic,  Complete  With  Fly  And  Frome.  USER-ME  45  MIL-T-40031E 

REV-MD  32  CT 

L  8340  Tent,  Pyromidol,  Survivol.  3-4  Man,  SRU-1/P  Vo/idafedApr35  USER-45  MtL-T-S3788 

REV-CT 

L  8340  Tent,  Sunshield,  Theodolite  USER-45  REV-MD  MC  82  CT .  MIL-T-43416C 

L  8340  Tent,  Vehicle  Malntenonce,  Complete  With  A-frame  USER-B2  REV-MD  CT .  MIL-T -41830E 

8340  Tent,  Woll  Type .  A-A-109 

8340  Tents,  Extendable.  Modular,  Personnel  (Temper),  Assembly  Components  MiL-T-44271 

USER-45  REV-MC 

8340  Umbrello,  Surveyor  S  (Six  Rib)  USER-MC  45  REV-ME  CT .  MIL-U-11224E  (1) 


GL  31  Dec  85  GL  NU  99 

GL  20  Nov  86  GL  NU 

GL  30  Sep  85  GL  99 

GL  30Jun  36  OL 

GL  30Jun  86  GL 

GL  10  Jon  78  GL  NU 

GL  20  Jon  83  GL  NU 

GL  25  Nov  87  GL  NU 

GL  26  Aug  86  GL  NU 

GL  18  Oct  88  GL  NU 

GL  15  Moy  87  GL  NU 

GL  07  Moy  84  GL  NU 

GL  21  Aug  84  GL  SH 

GL  09  Jon  87  GL  NU 

GL  20  Mar  88  GL  NU 

GL  07  Oct  87  GL 

AS  23  Feb  65  AS 

GL  02  Nov  83  GL  NU 

GL  01  Feb  88  GL 

GL  06  Feb  84  GL  NU 

GL  31  Mar  86  GL  YD 

GL  06  Dec  84  GL  NU 

GL  15  Feb  79  GL  NU 

/GL  13  Feb  79  GL  NU 

GL  29  Mar  78  GL  MC 

MC  23  May  73  MC 

NU  23  Jon  81  NU 

82  21  Dec  77  GL 

GL  08  Jon  79  GL  NU 

GL  30  Jun  88  GL  NU 

GL  14  Apr  86  GL  NU 

GL  13  Nov  84  GL  NU 

GL  31  Oct  88  GL  NU 

GL  31  Mor  86  GL  NU 

GL  01  May  86  GL  NU 

GL  20  Aug  87  GL  NU 

GL  30  Sep  86  GL  NU 

GL  29  Jul  88  GL  NU 

GL  12  May  83  GL 

GL  20  Moy  82  GL  NU 

GL  13  Sep  88  GL  NU 

GL  30  Jun  86  GL  NU 

GL  30  Jun  88  GL 

GL  30  Sep  88  GL  NU 

GL  18  Oct  88  GL  NU 

GL  27  Sep  77  GL 

GL  25  Mar  88  GL  NU 

GL  27  Mar  87  GL 

GL  12  May  83  GL 

GL  05  Dec  86  GL  NU 

GL  09  Jan  88  GL  99 

Gl  30  lun  86  GL  NU  99 

GL  29  Jul  88  GL  99 

GL  31  Mor  87  GL  99 

82  10  Moy  73  99 

GL  2/  Dec  88  GL 

GL  30  Sep  86  GL 

t  18  Sep  79 

GL  27  Mor  87  GL  NU  99 

GL  05  Feb  82  GL  YD  99 


857 
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FSC  LISTING 


DOCUMENT 

FSC  Tl’lE  NUM8EK  PREP  DATE  CUSTODIAN 


6345 

Com,  Flog,  Intermt'n)  0SrR<CG  45  REV-NU  MC  99  CT  . . 

MIL-C-14637A 

NOTICE  1 

IH 

23  May 

88 

IH 

NU  11 

8345 

Case,  Flags  And  Guidons,  Gotten  Duck  Validattd  Jul  84  USER>SM  SA  45 

MIL-C-3680C 

IH 

30  Jun 

72 

irt 

MC  99 

REV-CT 

8345 

Cose,  Ponet  Morktr,  For  Aeriol  Communication  Pont!  Marker  Sets  AP30C  And 

MIL-C-13602C 

IH 

30  Oct 

67 

IH 

NU  99 

AP30D  VaUdoltd  Nov  84  USER-SM  MC  45  REV-DP  CT 

8345 

Cord  And  Tossnl,  Flog  VM  ‘fd  .W  84  USER-MC  45  REV-OP  CT  . 

MIL-C-3536C 

IH 

15  Nov 

69 

IH 

SH  99 

8345 

Flog  And  Pennant  USER>45  R’:V‘MC  99  CT . . . . . 

M<l-F-2692F 

IH 

31  Mar 

83 

IH 

NU  11 

8345 

Flog  S.l,  M  113  VaUdaied  Ncy  84  USER-CG  45  REV-MC  99  CT . 

MII-F-40055A 

IH 

30  Mor 

67 

IH 

NU  11 

3345 

Flog  Set,  M  133  Val,dand  Jot  £4  U.SER-45  REV-MC  99  CT . 

MII-F-40054B 

IH 

30  Jun 

78 

IH 

NU  11 

1 

8345 

Flog  Set,  Sigi.ol,  M-438  (Tnob)  Validaled  Jut  84  USER-MC  45  REV-DP  CT . 

MIL-F-40045C 

IH 

30  Sep 

70 

IH 

L 

8345 

Flag,  Individuo*,  Royon,  Comm  tndont,  USMC  Valldaftd  Jun  87  REV^CT . 

MIL-F-211738 

NOTICE  1 

MC 

25  Jun 

87 

MC 

8j45 

Flop.  N'otionai,  United  States  Of  America,  Set  USER*45 . 

DDD-F-410B 

INT  AMD  (1) 

t 

18  Aug 

72 

8345 

rioiy.  ''‘•jtionol,  United  Stot'  Of  America,  Grove  Decorating,  Print  Cloth 

MIL-F-2071D  (2) 

IH 

29  Mor 

85 

IH 

NU  99 

UsER-MC  43  Ri  v  11  82  u, 

8345 

Flog,  Orgoni  cttioool  ’''enerol  Services  Adrrinstration  USERU5  . . . 

DDD  F-00IB28  (1) 

t 

12  Sep 

73 

3345 

Flog  Orgnnitationol  &  Statutory,  Army  &  Air  Force  USER*45  REV*MC  63  99.... 

MII-F-I4648A 

tH 

30  Apr 

86 

IH 

NU  11 

L 

tf34‘ 

y  Stondord,  Uime  Valldot4d  Feb  8S  USER*45  REV*CT . 

MIL-F-19579B 

MC 

24  Oct 

72 

MC 

L 

8345 

''log,  Red,  Ve'i  ^.e,  Dong'  r  VaJ-doted  Jut  84  USER-MC  45  REV*CT  OP . . 

MIL-F-400478 

IH 

31  Mor 

69 

IH 

8345 

Fiogit.jf^  Ana  Insignia,  Flogstoff  Heads,  General  Speciflcotlon  For  USER  SA 

MIL-F-40048C 

IH 

30  Sep 

84 

IH 

99 

MC  45  REV-CT 

8345 

Flogstaffs  And  Insignio,  Flogstoff  Heeds  Generol  Specificotion  For  Votldated  Jot 

MIL-F-00400488 

Ih 

03  Jun 

77 

IH 

84  USER-45 

INT  AMD  1  (IH) 

L 

8345 

Ponel  Morker,  Aeriol  Liaison,  Nylon,  Fluorsscent  REV-CT  . 

MIL-P-22655B 

NOTICE  1 

MC 

25  Jun 

87 

MC 

8345 

Ponel  Marker,  Aerial  liaison,  Cotton  Duck,  Ponel  AL-125,  Color  White 

MIL-P-40029B 

IH 

28  Jun 

68 

IH 

99 

Volidoled  Jut  84  USER-CG  45  REV-CT  DP 

8345 

Panel  Morker,  Aeriol  Liolson,  Cotton  Sheeting  Ponel  Al-121,  White  .\nd  Ponel 

MIL-P-13850C  (2) 

IH 

30  Sep 

85 

IH 

11 

Al-123,  Black  USER-MC  4S  REV-CT  DP 

8345 

Panel  Marker,  Aerial  Liaison,  VS-17/GVX  USER-EL  45  REV-DP  CT  . 

MIL-P-40061B  (1) 

IH 

30  Sep 

85 

IH 

MC  99 

i 

8345 

Panel  Marker.  Range,  Flonk,  And  Oebarkotlon  Point,  Nylon,  Fluorescent 

MII-P-21593C  (1) 

MC 

25  Jun 

87 

MC 

Volidoled  Jon  87  USER-4S  REV-CT 

NOTICE  1 

8345 

Panel  Marker,  Red  Cross,  4  Feet  By  4  Feet  Validated  Jun  66  REV-MC  DP  CT  .... 

MII-P-14634A 
NOTICE  1 

IH 

30  Jun 

86 

IH 

NU  99 

L 

8345 

Ponel  Morker,  Survivol,  Aviation  Personnel  USER-AV  REV-MD  CT  . . . . 

Mll-P-437438 

GL 

29  Sep 

88 

GL 

8345 

Porselmorker,  Red  Cross,  Convos,  8  Feet  6  Inches  By  19  Feet  6  Inches.  USER-SM 

MII-P-1577D 

IH 

23  May 

88 

IH 

SA  99 

MS  REV-CT 

NOTICE  1 

1 

8345 

Plote,  Automobile,  Individual,  Metol,  Emblem  And  Stor  (Commandont*s  And 

MII-P-19611C 

MC 

08  May 

85 

MC 

GeneroPs,  USMC) 

L 

8345 

Plote,  Automobile,  Individual,  Assistont  Secretary  Of  The  Army  Validated  Jul  84 

Mll-P-14531/9 

IH 

30  Sap 

71 

IH 

REV-CT 

L 

8345 

Plote,  Automobile,  Individual,  President  Of  The  United  States  Validated  Jid  84 

Mll-M 4431/1 

IH 

30  Stp 

71 

IH 

REV-CT 

L 

8345 

Plate,  Automobile,  Individual,  Vice  President  Of  The  United  States  Validated  Jul 

MIL-P-14431/2A 

IH 

15  Dm 

76 

Iri 

83  REV-CT 

L 

8345 

Piote,  Automobile,  Individuo).  Secretary  Of  Defense  Validated  Jul  84  USER-CT 

Mll-P-14431/3 

IH 

30  Stp 

71 

IH 

REV-CT 

L 

8345 

Plate,  Automobile,  Individuoi,  Deputy  Secretory  Of  Defense  Validated  Jut  84 

MIL-P-14431/4 

IH 

30  Sep 

71 

IH 

REV-CT 

L 

8345 

Plote,  Automobile,  Individual,  Assistant  Secretary  Of  Defense  And  Generol 

Mll.P-14631/5 

IH 

30  Sep 

71 

IH 

Counsel,  Deportment  Of  Defense  Validated  Jul  84  REV-CT 

L 

8345 

Plate.  Automobile,  Individual,  Chohmon,  Joint  Chiefs  Of  Stoff  Validated  Jut  84 

Mll-P-14631/6 

IH 

30  Stp 

71 

IH 

REV-CT 

L 

8345 

Plote,  Automobile,  Individuoi,  Secretary  Of  The  Army  Validated  Jut  64  REV-CT.. 

Mll-P-14431/7 

IH 

30  Sep 

71 

IH 

L 

8345 

piote.  Automobile,  Individuoi,  Under  Secretary  Of  The  Army  Validated  Jul  84 

MIL-P-14531/8 

IH 

30  Sep 

71 

IH 

REV-CT 

L 

8345 

Plate,  Automobile,  Individual,  General  Specificotion  For  Validated  Jul  84 

MII-P-14431A 

IH 

30  Sep 

71 

IH 

REV-CT  DP 

SUPP  1 

INT  AMD  1  (IH) 

L 

8345 

Plate,  Automobile,  Individuoi,  Chief  Of  Staff,  Army  Validated  Jul  84  REV-CT . 

Mll-P.14431/10 

IH 

30  Sc. 

71 

IH 

L 

8345 

Plote,  Automobile,  Individuoi,  Vice  Chief  Of  Staff,  Army  Validated  Jul  84 

MII.P-1A531/11 

IH 

30  Stp 

71 

IH 

REV-CT 

L 

8345 

Ptate,  Automobile,  individual,  Generol  Of  The  Army  Validated  Jut  84  REV-CT .... 

Mll-P-14631/12 

IH 

30  Sep 

71 

IH 

L 

8345 

Plote,  Automobile,  Individual,  Gen-jrol  US  Army  VvUdated  Jut  84  REV-CT . 

Mll-P-14431/13 

IH 

30  Stp 

71 

IH 

1 

8345 

Plote,  Automobile,  Individuoi,  lieutenant  Generol,  US  Army  Validated  Jul  34 

Mil-P-14431/14 

IH 

30  Stp 

71 

IH 

REV-CT 

L 

8345 

Piote,  Automobile,  Individuoi,  Major  Generol,  US  Army  Validated  Jul  84 

MIL-P-14631/15 

IH 

30  Stp 

71 

IH 

REV-CT 

L 

8345 

Plate,  Automobile,  individuoi,  Brigodier  Generol,  US  Army  Validated  Jid  84 

MIL-P-14631/16 

IH 

30  Sep 

71 

m 

REV-CT 

L 

8345 

Plote,  Automobile,  Individuoi;  Vice  Choirnson.  Joint  Chiefs  Of  Stoff  REV-CT.. . 

Mll-P-14631/17 

IH 

24  Jun 

87 

IH 

L 

8345 

Pole,  Beoch,  Pone)  Morker,  Metol . . . - . . 

MII-P-28983A  (1) 

MC 

30  Mor 

88 

MC 

L 

8345 

Shope,  Day  Signol,  Moritime  Validated  Dee  83  USrR-45  REV-SH  CT . 

MIL-S-2910BA 

NU 

15  Mor 

78 

NU 

L 

8345 

Shape,  Day,  Moritime,  Diomond  &  Double  Frustrum  USER-CG  REV-SH  CT . 

MIL-S-29134A 

NU 

07  Apr 

81 

NU 

L 

8345 

Sling,  .'logstaff.  Leather,  White,  With  Brass  Socket  Validated  Jun  87  USER-4S 

MIL-S-21042B 

MC 

25  Jun 

87 

MC 

REV-CT 

NOTICE  1 

8345 

'•’•-a,  FlagUall  USER-CG  MC  45  REV-DP  CT  . 

MIL-S-40044D 

NU 

30  Sep 

84 

IH 

NU  99 

L 

8345 

Stono,  Flogitaff.  Wood  Validated  Jun  83  USER'45  REV-CI . 

MIL-S-28982 

MC 

14  Ftb 

72 

MC 

8345 

Streomer  Set  Attachment,  Compoign  And  Wor  Service  Validated  Jul  63 

MIL-S-14430B 

IH 

25  Jul 

77 

IH 

NU  11 

USER-45  REV-CT 

8345 

Streomer,  Flogs  &  Guidons . . . . . . . 

MIL-S-0014650 

IH 

15  Sep 

85 

IH 

856 
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8345 

Sfrtonwri,  Air  For«  S»t  USER-45  REV-82  99 . 

Mll-S-14450/4 

IH 

20  Jun 

86 

IH  11 

8345 

MIL-S-(X)14650/1 

IH 

15  S.p 
20  Jun 

85 

IH 

8345 

Strtomtri,  Morin*  Corps  Stt  USER^M'' . 

MIL-S-I4650/2 

IH 

86 

IH  NU 

8345 

Strtamtrs,  Novy  Stt . . . 

MIL-S-1 4650/3 

IH 

20  Jun 

86 

IH  NU 

8345 

Uf«(  Awordt  USER-45  REV-82  99  . 

MIL-S-14650/5 

IH 

20  Jun 

86 

IH  11 

1. 

8345 

tobard,  Uimc  Sand,  Embroidirtd  Volidaf^d  M  A5  USER'dS  REV^CT . 

MIL-T-82139A 

MC 

06  0.C 

72 

MC 

840P 

Drv  CWonin^t  Of  Clothinp  And  Equipog*  Validated  Mar  83  REV*MD  MC.... . 

MIL-STD-6668 

GL 

03  Jul 

68 

GL  NU  99 

84GP 

OtoiSory  Of  M'litory  Clothing  Fobrlcat^on  Ttrms  Vofidattd  Fab  84  USER>YD  SH 

MIL-HDBK  156 

GL 

01  F,b 

67 

GL  NU  11 

MS  AS  R-:-V-MC  99 

84CP 

loun-ttring  Of  Clothing  And  Equipog*  USER-MC  REV'MO  t1.. . . . . . 

MIL-STD-665D 

GL 

10  Mar 

87 

GL  NU  99 

84CP 

Viiuol  thspecti  9.1  Guid*  For  Rubbor  Footw*or  Validatad  Mar  83  USER*1 1  CT  .... 

M1L-STD-284A 

GL 

30S.p 

63 

GL  99 

1 

8405 

Coot  Mon  S,  Wool,  Poly.il.r  Wool  USER-45  REV-CT . 

MIL-8-17693E 

MC 

13  Ftb 

86 

MC 

1 

8405 

d*it,  .Vgr<  $,  Waist.  Blu*  334  (Army  Sand  Uniform)  Veh'datad  Mar  83 

MIL-8-43515A 

GL 

72  Mar 

77 

GL 

REV-CT 

1 

8405 

Bodi.  Crot,  Mon's  All*wtath*r  Validatad  Oct  87 . 

MIL-8-29407 

NOTICE  1 

MC 

23  Oct 

87 

MC 

8405 

»nmf,  Mon  S  Wool  REV-MO  45  99  82  CT . 

MIL-B-43172E 

GL 

21  Sep 

87 

GL  11 

8405 

Cop.  Crmouflog*  Patt*rn  USER'45  REV-MO  62  CT . 

MIL-C-1911L 

GL 

09  Ftb 

88 

GL  MC  99 

•8435 

Cop.  Civiilon.  Uniform . . . 

A-A-1782 

t 

22  May 

81 

L 

8435 

Cop  Gorrison,  Air  Fore*.  Blu*  Volidatad  Fab  88  REV-99  CT . . 

MIL-C-3261E 

NOTICE  1 

11 

26  Ftb 

88 

11 

L 

84a5 

Cep,  C-ortiion,  Mon  S  USER-CG  REV-a . 

MIL-C-17614F 

NU 

14  Aug 

87 

NU 

L 

8405 

Cnp.  Gorrison^  Mon  Wool,  Gr*«n  USER-45  REV-CT . . . 

MIL-C-2n81D 

MC 

0«Nav 

84 

MC 

1 

8405 

Cop.  Garrison.  Poly*st*r/wooi.  Tropicol.  Army  Gr**n  344  U$ER-45  REV-MO 

MIL-C-434I9D 

GL 

26  Sep 

84 

GL 

S405 

Cap.  Knit  (Watch) . . 

A-A-50369 

NU 

01  Mor 

89 

NU 

8405 

Cop,  Knit  (WoKh)  USER-45  REV-MC  82  a . 

MIL-C-16472H 

NU 

30  Jun 

88 

NU  99 

841<.'> 

Cup,  Mon.  Utility  USER-CG  REV-CT . 

MIL-C-24924 

NU 

08  Jul 

86 

NU 

L 

84C5 

Cop,  S»rvleo,  Mom,  Air  Fore.  USER-45  REV-99  82  a . 

MIL-C-3095G 

11 

25  Nav 

88 

11 

8«a 

Cap,  Strvic*.  Milltory  Polic*.  Whit*  Vatidatad  Nov  85  REV-MD  45  99  CT . 

MIL-C-43415C 

GL 

03  Oct 

80 

GL  11 

L 

8403 

Cop  Sorvleo,  Wool,  Army  Groin  44  USEP-45  REV-MO  CT . 

MIL-C-13998H 

GL 

17  Mor 

82 

GL 

L 

8405 

C-ip  Utility,  Comouflog.  VaUdoltd  Oet  8/  USER-YO  REV-SA  MC . 

MIL-C-29366A  (2) 
NOTICE  1 

MC 

23  Oct 

87 

MC 

L 

8405 

Cop  Utility.  Cotton,  Saf*on.  Gr**n  REV-CT . . . 

MIL-C-8I3E  (1) 

SA 

22  S.p 

77 

MC 

L 

8405 

Cop*.  Mon  S.  U.s.  Morin*  Corps  Bond  Yotidatad  Oct  87  REV-CT  . 

MIL-C-28962 

NOTICE  1 

MC 

23  Oct 

87 

MC 

L 

8405 

Cops.  Gorrison,  M*ns,  Poly*st*r  Wool  USER-45  REV-CT . 

MIL-C-240128 

MC 

12  Ftb 

85 

MC 

L 

8405 

Coot  Man's,  Strvic*,  Summor  And  Wint*r,  Offictr's  (USMC)  VeRdotad  May  79 

Ma-C-210838 

MC 

29  Jon 

73 

MC 

RF.V-CT 

1 

(405 

0*el  Man'll  Summ*r  Bt  Wint*r,scorl*t,  Drum  &  Bugl*  Corps.drum  Mo  Sat 

MII-C-82172A 

MC 

23  Oct 

87 

MC 

/al!Jal*d  Oel  87  REV-CT 

NOTICE  1 

1 

8405 

Coot,  All  Wnoth*r,  Mon  S,  Bloch,  With  Romovobl*  Lin«r  REV-MO  CT . 

MIL-C-44030B 

GL 

07  Oct 

88 

CL 

8405 

Cent,  All  Weoth*r,  Mon  S,  With  RemovabI*  Llntr  REV-CT . 

MIL-C-24920A 

NU 

15  Jon 

88 

L 

8405 

Coot,  Mon  S  Full  Or*ss,  Summ*r  And  Wint*r,  Scorlot,  U.  S.  Morin*  Bond, 

MIL-C-82149A 

MC 

23  Oct 

87 

MC 

Mujieio  •  Validoltd  Oel  87  REV-CT 

NOTICE  1 

i 

e405 

Coot,  Mon  S.  Dr*si,  Blu*  (Officer  S)  Validattd  Oct  87  REV-CT . 

MIL-C-2B950A 
NOTICE  1 

MC 

23  Oct 

87 

MC 

1 

8405 

Coot,  Mon  S.  Full  Oresi,  Summ*r  And  Winter.  Scorlet,  U.i.  Morin*  Bond,  Drum 

MIL-C-82168A 

MC 

23  Oct 

87 

MC 

Mojor  Vclidaled  Oel  87  REV-CT 

NOTICE  1 

L 

8405 

Coot,  Mon  S.  Speciol  Full  Dress.  Scorlet,  U.s,  Marine  Bond,  Muslcion  S 

MIL-C-82145A 

MC 

23  Oct 

87 

MC 

Validaltd  Oel  87  REV-CT 

NOTICE  1 

L 

8405 

Coot,  Mon  S.  All  Weather,  Dress  Validatad  Oct  87  USER-45 . . . 

MIL-C-29380e 
NOTICE  1 

MC 

23  Oct 

87 

MC 

1 

8405 

Coot.  Mon  S,  Polyester/wool.  Green,  (WITH  Bell)  . . 

MIL-C-82186D 

MC 

31  Mar 

86 

MC 

1 

8405 

Coot,  Mon  S,  Poly*tt*r/wool,  Summer  REV-CT . 

MIL-C-29107B 

NU 

16  Mor 

82 

NU 

L 

8405 

Coot,  Mon  S.  Poly tstei /wool,  Gobordin*  (Cnost  Guord)  REV-CT  . 

MIL-C-87026A 

NU 

25  Jul 

88 

NU 

L 

8405 

Coot,  Mon  S,  Scorlet,  Drum  And  Bugle  Corps,  Musicians  YaUdatad  Oct  87 

MIL-C-82156A 

MC 

23  Oct 

87 

MC 

REV-CT 

NOTICE  1 

L 

8405 

Coot,  Mon  5,  Strvic.  USER-45  REV-99  CT . 

MIL-C-27438G 

11 

30  Jon 

87 

11 

i 

8405 

Coot,  Mon  S,  White,  Dress  (Officer  S) . 

MIL-C-21088C 

MC 

03  Moy 

83 

L 

8405 

Coot,  Mon  S,  Wool,  Winter  REV-CT.... . . . . . 

MIL-C-29106S 

NU 

01  Mor 

82 

NU 

i 

8405 

Coot,  Mon  S,  Wool.  Serge,  Green  (With  Belt) . . . . 

MIL-C-3771G 

MC 

05  Mor 

86 

MC 

L 

8405 

Coot,  Mon  S,  Wool,  Go^rdme,  Slue  ;With  Belt)  Yalidattd  Oct  67  REV-CT . 

MIL-C-19516E 
NOTICE  1 

MC 

23  Oct 

87 

MC 

1 

8405 

Coot,  Mon  S:  Polyesler/wool,  Gabardine,  Green  (With  Belt) . . . 

MIL-C-29424 

MC 

01  Oct 

86 

MC 

8405 

Coot,  Men's,  All  Weother,  With  Removoble  Liner . 

A-A-50367 

NU 

01  Mu 

89 

NU 

L 

8405 

Coot,  Mon's:  Full  Dress,  U.s.  Morine  Bond,  Officer's  Yalidated  Oct  87.. . . . 

MIL-C-82189A 
NOTICE  1 

MC 

23  0,1 

37 

MC 

L 

8405 

Coot's  Men’s,  Tropicolond  Serge,  Polyester/wool,  Army  Green  344,  Fusible 

MIL-C-44211 

GL 

23  Jul 

87 

GL 

REV  MO  CT 

L 

8405 

Coots,  Men’s  Tropicol  A  Serg,  Polyester  Wool,  Army  Green  344  REV-MD  CT .... 

MIL-C-43368F 

GL 

07  Oel 

88 

GL 

1 

8405 

Cover,  Service  Cop,  Air  Police,  White  REV-82  . 

MIL-C-26804B  (3) 
NOTICE  1 

11 

27  Mar 

87 

11 

L 

8405 

Cover,  Service  Cop,  Mon  S,  Water  Repellent  U5i;R-4S  PEV-99  82 . 

MIL-C-381828 

11 

12  Mor 

84 

11 

L 

8405 

Cover,  Service  Cop  (Mon  S)  USER-CG  REV-CT  . 

MIL-C-17620E 

NU 

02  Stp 

81 

NU 

8405 

Cov.roll»,  M.n  S  CMU-3/P  USER-45  REV-MO  CT . 

MII-C-27845C 

82 

05  Utc 

77 

GL  99 

L 

8405 

Cov.roll,,  M,n'»  USER-SH  45  REV-CG  82  CT . 

Mtl-C-87r00B 

NU 

27  Oct 

87 

NU  99 

L 

8405 

Coverolli,  Mem,  Cott.n,  Sot..n  Validaltd  Oee  81  USER-MO  45  REV-MC  99  82 

MIL  C-2202G 

NU 

02  Dec 

81 

GL  NU  99 

L 

8405 

Oown,  Service  Cop:  Tropicol  Worsted  Yolldatad  Jvn  87  REV-CT. . 

MIL-C-23315A  (1) 
NOTICE  1 

M^ 

25  Jun 

87 

MC 

L 

8405 

Crowns,  Service  Cop  REV-CT... . . . 

MIL-C-1B186D 

MC 

12  Sep 

8. 

MC 

L 

8405 

Frome,  Cop,  Mon  S  Validattd  Oct  67 . . . 

MIL-F-20'468F 

MC 

23  Oct 

87 

NOTICE  1 


859 
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1 

8405 

Fromt.  Strvice  Cop  (Mon  S)  USER'CG  REV-Cl  . . . 

MIL-F-17619E  (1) 

NU 

02  Oct 

87 

NU 

1 

8405 

Fromt,  Shipping  (Sixcon)  . . . . 

MIL.F-29419 

MC 

02  May 

85 

L 

8405 

Hat,  Strvic#  (Whitt)  REV-CT . 

MIL-H-87041A  (1) 

NU 

25  Nov 

86 

NU 

8405 

Hot,  Strvic#,  With  Chin  Strop  Validated  Oct  B7  USER*45  hEV-MD  99  . 

MIL-H-19448C 
NOTICE  ) 

MC 

23  Oct 

87 

GL  MC 

11 

8405 

Hot,  Strvict!  With  Chin  Strop  USER-GL  45  REV-MD  99 . 

A-A-50525A 

/MC 

30  Sep 

82 

GL  MC 

11 

L 

8405 

Ho;,  oouthwfittr  Validattd  Dae  83 . . . . 

MIL-H-17655E 

NU 

06F.b 

84 

NU 

8405 

Jocktt,  Flytrs,  Mon,  Light  Zone  L'28  VoHdatad  Oet  83  USER*45  REV01  CT  . 

MIL-J-7448K 

82 

15F.b 

79 

GL 

99 

L 

8405 

Jacket,  Mon  S  Evening  Drett  (Stoff,  Noncommissioned  Officer  $)  Validatad  Jvn 

MIL-J-28978 

MC 

01  Dtc 

71 

MC 

83  USER-45  REV-CT 

L 

8405 

Jocket,  Mon  S  Mess,  White  (Officer  S)  Valldatad  Fab  83  USER-eS  REV.CT  . 

MIL-J-82)S48 

MC 

12  Sep 

84 

MC 

1 

8405 

Jacket,  Mon  S.  Cotton  And  Polyester  Twill,  White  Validatad  Oet  87  USER‘4S 

MIL-J-19690B 

MC 

23  Oct 

87 

MC 

REV-CT 

NOTICE  i 

1. 

8405 

Jacket,  Mon  S.  Evening  Dress  (Officer  S) . . . 

MII-J-82193A 

MC 

19  Jon 

81 

MC 

1 

8405 

Jacket.  Mon  S,  lightweight  Validated  Fab  SB  USERUS  REV.99  CT  . 

MIL-J-833B6  (1) 
NOTICE  1 

11 

26  F.b 

88 

11 

L 

8405 

Jocket.  Mon’st  lightweight  With  Removable  Liner . . . 

MII-J-87250 

11 

04  Nov 

88 

11 

L 

8405 

Jocket,  Men  S;  Intermediote  Weight,  Polyester/wool . 

MIL-J-29451 

MC 

29  Dtc 

87 

MC 

L 

8405 

Jocket,  Men  S,  Mess,  White  (Stoff,  Noncommissioned  Officers)  USER‘45 

MIL-J-28976A 

MC 

19  Apr 

85 

MC 

REV-CT 

1 

8405 

Jacket,  Utility,  Mon  S.  Blue  REV'CT  . . . . . 

MIL-J-82293D 

NU 

19  Jul 

88 

NU 

L 

8405 

Jumper.  Mon  S  (Blue  Undress)  REV'CT . 

MII-J-870368 

NU 

15  Apr 

85 

NU 

1 

8405 

Jumper,  Mon  S  (Blue,  Dress)  REV‘CT  . . . . . . 

MIL-J-870358  ()) 

NU 

15  Dec 

86 

NU 

L 

8405 

Jumper,  Mon  S.  White  REV-CT . . . . . . . 

MIL-J-87037C 

NU 

27  Stp 

83 

NU 

8405 

Lintr,  Poncho  USER-MC  45  REV-MD  YD  82  CT  . 

MtL-l-43335E 

GL 

20  Aug 

86 

GL  NU 

99 

8405 

Mointtnonct  Kit.  Wot  Woothor  Clothing  USER-45  REV-MD  MC  CT . 

MIL-M-4394M 

GL 

25  Jon 

84 

GL  NU 

99 

8405 

Overolts,  Wel*weather  Validotad  Dae  83  USER.CG  MC  YD  45  REVOI . 

MIL-0-22776C 

NU 

05  Jon 

78 

NU 

99 

L 

8405 

Overcoot,  Mon  S  (Officer  S  Type)  REV*CT . 

MIL-O-822S0D 

NU 

30  Dec 

83 

NU 

L 

8405 

Overcoat,  Mon  S.  Wool  Gobordine,  Blue  Validatad  Jun  83  USER'dS  REV-CT  .... 

MIL-0-28969A 

MC 

17  Jul 

78 

MC 

L 

8405 

Overcoat,  Mon  S,  Reefer  (CoosI  Guord)  REV.CG  CT . 

MIL-O-24905A 

NU 

13  Dtc 

83 

NU 

L 

8405 

Overcoat,  Mon  S,  Army  Green  44,  With  Removobte  liner  USER*45  REV-MD  CT 

M1L-0.43537C 

GL 

17  Jon 

88 

GL 

L 

8405 

MtL-0.2414H 

NU 

15  Aug 
11  Dtc 

88 

NU 

8405 

Porko  And  Trouiors,  Woi  Woothor  USER-YD  45  REV-MO  82  CT  . 

MILP-43907C 

GL 

87 

GL  NU 

99 

8405 

Porko,  Wet  Weother  VoHdatad  Nov  82  USER'MC  45  REV-MD  CT . 

MII-P-82277C 

NU 

23  Jun 

77 

GL  NU 

99 

1 

8405 

Porko,  Wet  Weather . . . 

MIL-P-87098 

NU 

14  Oct 

87 

NU 

8405 

Poncho,  Wot  Woothor  USER-YO  45  REV-MD  MC  CT . 

MIL-P-4370(X: 

GL 

01  Moy 

87 

GL  NU 

99 

8405 

Poncho,  Wot  Woothor.  Hoovy  Duty  USER-OS  SH  REV-MD  MC  CT . 

MIL-P-3003K 

GL 

07  Apr 

87 

GL  NU 

8405 

Provision  For  Evoluotlng  Quality  Of  Overcooti,  Men  S  USER>45  REV-MC  99  CT 

MII-STD-1391C 

NU 

05  Oct 

84 

GL  NU 

11 

8405 

Provision  For  Evoluoting  Quality  Of  Coots,  Men  S,  Dress  USER-MC  REV*MD 

MIL-STD-)490E 

GL 

30  Stp 

86 

GL  NU 

11 

CG  82  99  CT 

8405 

Previsions  For  Evoluoting  Quolity  Of  Roincoos  USER-45  REV-CT . 

MIL-STD-14948 

GL 

U  Jun 

88 

GL  NU 

11 

8405 

Previtient  For  Evoluoting  Quality  Of  Olovot,  loothor.  Droll  Validoltd  Jan  86 

Mll-STD-I6)3A 

NU 

25  Jun 

80 

GL  NU 

REV-MD  MC  a 

8405 

Provisions  For  Evoluoting  Quolity  Of  Trousers  REV-MO  MC  AS  CG  99  82  (^ .... 

MIL-STD-1488F 

GL 

31  Jul 

87 

GL  NU 

11 

8405 

Provisions  Fo*  Evoluoting  Quolity  Of  Men  S  Shirts . . . . . 

MIL-STD-)492C 

GL 

10  Jun 

88 

GL  NU 

11 

8405 

Previsions  For  Evoluol>ng  Quolity  Of  Cooted  Fobric  Roincoots  REV-MC  CT . 

Ma-STD-13938 

NU 

20  Jon 

82 

GL  NU 

8405 

Previsions  For  Evoluoting  Quolity  Of  Cops,  Gorrison,  .Men  $  USER-MC  REV-99 

MIL-STD-9018 

GL 

08  Apr 

88 

GL  NU 

11 

82  a 

1 

8405 

Provisions  For  Evoluoti  tg  Quolity  Of  Cop  Crowns  Validatad  Nov  80  U$ER>45 

MIL-STD-1394A 

NU 

22  Jon 

.1 

NU 

REV-MC  99  a 

8405 

Provisions  For  Evaluating  Quolity  Of  Service  Cops  Validatad  Fab  64  USER-45 

MII-STD-657A 

GL 

28  Jul 

78 

GL 

11 

REV-CT 

L 

8405 

Roincoot,  Mon  S  (Foul  Weather).....,.... . 

MIL  R-17657C  (1) 

NU 

13  Mor 

86 

NU 

L 

8405 

Roincoot,  Mon  S  (EnlistedI  Validotad  Jon  86  USER-45  REV-CT  . . . . . 

MIL-R-82290C 

NU 

28  Mor 

79 

NU 

L 

8405 

Raincoat,  Mon  S,  Quori/tl  REV-MD  CT.. . 

MIL-R'435)8C 

GL 

15  Jon 

68 

GL 

1 

8405 

Roincoot,  Mon  S,  With  Removobte  liner  REV-99  62  CT  . 

MII-R-87H0A 

n 

04Ftb 

88 

11 

L 

8405 

Roincoot,  Mon  S,  Lightweight,  Polyurethane  Cooted  Validatad  Oet  87  U5ER-45 

MII-R-28975  (1) 

MC 

23  Oct 

8T 

MC 

REV-CT 

NOTICE  1 

L 

8405 

Roincoot,  Mon  S,  lightweight,  Cooted  . . . . . 

Mll-R-291038  0) 

NU 

20  Apr 

83 

NU 

1 

8405 

Roincoot,  Man*s,  W/removoble  Liner  (Cg)  REV-CG  CT . . . . . 

MII-R-24918A 

NU 

15  Nov 

88 

NU 

L 

8405 

Roincoot,  Mons,  Lightweight,  Blue  Validatad  Fab  89  USER-45  REV-99  CT . 

Mll-R-382)38  (1) 
NOTICE  1 

11 

14Ftb 

89 

11 

8405 

Shirt,  Mon  S  (Polyester/cotton,  Tropical,  Short  Sleeve)  REV-CT . 

MIL-S-I/0I8H 

NU 

30  Sep 

88 

NU 

L 

8405 

Shirt,  Mon  S,  Khokl,  With  Quorter  Length  Sleeve  USER-45  REV-SA . 

MIL-S-19984D 

MC 

03  Aug 

84 

MC 

1 

8405 

Shirt,  Mon  S,  Long  Sleeve,  Polyester/cotton,  Army  Green  415,  Durable  Press 

MIL-S-'t  40398 

GL 

29  Jun 

88 

GL 

REV-MD  CT 

L 

8405 

Shirt,  Mon  S,  Polyester/cotton,  Durobte  Press  Validatad  Fab  84  USFR-45 

a-.><.-S-43939  (’) 

GL 

21  Mor 

77 

GL 

REV-MD  CT 

L 

8405 

Shirt,  Mon  S,  Polyester  And  Wool,  Long  Sleeve  USER-45  REV-CT . 

MIL-S-29149C 

NU 

12  Jul 

88 

NU 

8405 

Mo»'  5,  Short  Sleeve,  Polyet*e'-cotto"  (Puroble  Pr«u)  Validated  4pr  81 

M(i.s-a23.m 

CG 

06  Mor 

75 

NU 

USER-45  REV-CG  99  CT 

L 

8405 

Shirt,  Mon  S,  Short  Sleeve,  Polynster/cotfon,  Anny  Green  415,  Duroble  Press 

MIL-S-4404)B 

GL 

30  Jun 

88 

GL 

REV-MD  CT 

L 

8405 

Shirt,  Mon  S,  Wool-polyester,  Tropical,  Slue  Validatad  Fab  88  USER-45  REV.99 

MIL-S-83)S4A  (It 

11 

26  Ftlj 

88 

11 

CT 

NOTICE  1 

8405 

Shirt,  Mons  &  Womens  (Long  Or  Short  Sleeve) . . . 

A-A-1626 

t 

02  Jrn 

81 

8405 

Shirt,  Utility  (Durobl*  Pr.it)  Validatad  fab  88  USER  (5  REV-MC  99  CT  . 

MII-S-43929B  (1) 
NOTICE  1 

11 

26  Ftb 

88 

GL  NU 

11 

L 

8405 

Shirt,  Utility,  Mon  S,  Polyester/cotton  (Cg)  USER-45  REV-CG  CT  . . 

MIL-S-87045A 

SA 

11  Dtc 

86 

SA 

8405 

Shirts,  Men  S:  Long  &  Short  Sleeves,  Polyester/cotton  (Duroble  Press)  USER-45 

MIL-S-872)4A 

11 

'7  Get 

86 

NU 

11 

REV-CG  82  99  CT 

1 

8405 

Shirts,  Men's:  Long  Sleeve  Validotad  Oet  87 . . . . . 

MIL  i-3549F 

NOTICE  1 

MC 

23  Oct 

87 

MC 

660 
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L 

S40S 

ShirH,  Utility,  Mtni,  Chombray  USER*45  REV>CT . . . . . 

MIL-S-87060e 

NU 

19F.b 

88 

NU 

L 

8405 

Short*,  Mtn  S,  Polytfttr/cotton  Volidattd  Jan  86  USER>45  REV>CT . 

MIL-S-29130A 

NU 

26  Jul 

78 

NU 

L 

8405 

Strop,  Chin  (Navy  And  Coait  Guord)  Validated  Jon  86  USER-CG  45  REV*CT.... 

MIL-S-17615E 

NU 

18  Jon 

80 

NU 

L 

8405 

Support,  Crown,  Strvice  Cop,  And  Support  Holdor  Validattd  Jun  87  R£V*CT  .... 

MIL-S-22760B 

NOTICE  1 

MC 

25  Jun 

87 

MC 

8405 

Swtotbond,  Hoodwoor,  Arttficiol  Itothor  REV*MD  99  82  CT  . 

MIL-S-43993C 

Gl 

01  Apr 

88 

GL  11 

8405 

SwMtbond.  Htodweor  (Ltother)  USER>45  REV>MD  99  CT . 

MIL-S-3577G 

Gl 

29  Stp 

86 

GL  NU  11 

L 

8405 

Swtatar;  Strvict,  Wool..... . . . . . . 

MIL.S-29415A 

MC 

18  Mor 

88 

MC 

8405 

SwtaWr,  Mom  S  REV-CT . 

MIL-S-20008E  (1) 

NU 

14  Apr 

81 

NU 

L 

8405 

Swtattr,  Mon  S  (Flame  Retordont)  REV>CT  . . . 

MIL-S-24922 

NU 

17  Moy 

85 

NU 

8405 

Swtoltr,  Mont,  Wool,  Olive  Drab  USER-NU  CG  45  REV-MD  11  82  CT . 

MIL-S-3007J  (1) 

Gl 

10  Jan 

89 

GL  99 

L 

8405 

Trouier,  Mtn  S,  Wool  And  Polyeittr/wool  USER-45  . . . 

MIL-T-29369A 

MC 

10  Apr 

87 

L 

8405 

Trouitr,  Men  S,  (Enlisted,  White)  REV-CT . . . . . 

MII-T-87067B 

NU 

27  Stp 

83 

NU 

8405 

Trouieri,  Mon'tt  Hotpilol  Duly  Uniform  (HDU)  REV-MD  82  99  CT . 

MIL-T-44291 

GL 

30  Jun 

87 

GL  11 

•405 

Trousers,  Mans  K  Womans  (Winter  Weight) . . . 

A-A-1785 

t 

15  Moy 

81 

L 

8405 

‘’.nusers,  Men  S  Polyester/wool  Gobardlne  (Cg)  REV-CG  CT  . . 

MIL-T-87047A 

NU 

20  Jon 

87 

■u 

L 

8405 

Trousers,  Men  S  (Slue,  Enlisted) . 

MIL-T-87038B 

NU 

27  S,p 

83 

NU 

L 

8405 

Trousers,  Men  S.  Musicians  U'ER-45  REV-CT  . . . . . . 

MIL-T-28902A 

MC 

18  Aug 

81 

MC 

L 

8405 

Trousers,  Men  S.  Dress,  White,  And  Speciol  Mess,  Block  Volithtad  Oct  87 

MIL-T-82163A  (1) 

MC 

23  Oct 

87 

MC 

USER-45  REV-CT 

NOTICE  1 

8405 

Trousers,  Men  S,  Service,  Summer  And  Winter  (Officer  S)  Volidattd  Jvn  87 

MIL-T-28919  (1) 

MC 

25  Jun 

87 

MC 

REV-CT 

NOTICE  1 

L 

8405 

Trousers,  Men  S,  Evening  Dress  (Officer  S)  Validatad  Oct  87  USER-45  REV-CT.. 

MIL-T-82161A 
NOTICE  1 

MC 

23  Oct 

87 

MC 

L 

8405 

Trousers,  Men  S,  D.-ess  (Officer  S)  Volidatad  Jun  87 . . . 

MIL-T-28920A 
NOTICE  1 

MC 

25  Jun 

87 

MC 

L 

8405 

Trousers,  Men  S,  Mess,  Block  (Officer  S)  Volidaftd  Oct  87  REV-CT . 

MIL-T-82199  (1) 
NOTICE  1 

MC 

23  Oct 

87 

MC 

L 

8405 

Trousers,  Men  S,  Army  Ton  445,  Duroble  Press  VoHdotad  Nov  85  USER-45 

MIL-T-438538  (1) 

GL 

04  Nov 

80 

GL 

REV-MD  CT 

L 

8405 

Trousers,  Men  S,  Dress,  Wool  And  Po(yestc*r/wool  REV-MD  CT . . 

MIL-T-43957C 

GL 

08  Stp 

86 

Gl 

8405 

Trousers,  Men  S.  Polyester  And  Cotton  USER-CC  45  REV-MC  99  CT . 

MIL-T-41834F 

NU 

29  Moy 

81 

NU  11 

3405 

Trousers,  Men's  Polyestei/wool . . . . . . . 

MIL-T-29452 

MC 

20  Jon 

88 

MC 

8405 

TrouuH,  Mtn',,  Poiy..t«/wool  USER-45  REV-99  82  a  . 

MIL-T-4I838H 

NU 

22  Oct 

87 

NU  11 

L 

8405 

TfOo»«ri,  Mem  (Whit.)  REV-CT . 

MII-T-2423L 

NU 

30  Stp 

88 

NU 

1 

8405 

Trousers,  Mens  (Undress)  REV-CT . . . . . 

Mll-T-870398 

NU 

15  Apr 

85 

NU 

8405 

Trousers,  Utility,  (Dcroble  Press)  VaKdattd  Sop  88  USER-YD  45  REV-MD  99  CT 

MII-T-43932C  (1) 
NOTICE  1 

11 

30  Stp 

88 

NU  11 

1 

8405 

Trousers,  Utility,  Mens,  Denim  USER-45  REV-CT . . . 

MIL-T-87062B 

NU 

22  Stp 

87 

NU 

1 

8405 

TrouwM,  Wtt  W«oth«r  USER-YO  CG  REV-CT . 

MIL-T-87099 

NU 

14  Oct 

87 

NU 

L 

8405 

Uniform,  Mon  S  (Dress,  White)  (Navy)  Validatod  Doc  33  REV-CT . 

MIL-U-17558D 

NU 

21  Ftb 

75 

NU 

L 

8405 

Vest,  Man  S  Dress.  White  (Officer  S)  Vatidaiod  Oct  87  REV-CT . 

MIL-V-28936 

NOTICE  1 

MC 

23  Oct 

87 

MC 

1 

8405 

Vest,  Mon  $,  Scorlet,  Dress  (Generol  Officer  S) . . . 

Mll-V-29389 

MC 

17  Nov 

80 

MC 

L 

8410 

Belt;  For  Coat,  Woman’s  All-weather  Validatod  Oct  87 . 

MIL-B-2940B 

NOTICE  1 

MC 

23  Oct 

87 

MC 

L 

8410 

Birtl,  Woman  S  Validattd  Stp  88  USER-45  REV-MD  99  82  . . 

MII-8-83268B 
NOTICE  1 

11 

30  Stp 

88 

GL  NU  11 

1 

8410 

Cop,  Dress,  Women  S  Validatod  Oct  87 . 

Mll-C-29386 

NOTICE  1 

MC 

23  Oct 

87 

MC 

1 

8410 

Cop,  Garrison,  Womon  S  (Novy)  REV-CT . . . . . 

MII-C-15507L 

NU 

25  Apr 

86 

NU 

1. 

8410 

Cop,  Garrison,  Women  S  Validatod  Oct  87 . . . . 

MIL-C-29373A 
NOTICE  1 

MC 

23  Oct 

87 

MC 

L 

8410 

Cop,  Garrison,  Woman  S  (Coost  Guord)  REV-CG  CT  . . . 

MIL-C-87014A  (1) 

NU 

13  Moy 

86 

NU 

L 

8410 

Cap,  Garrison,  Womens,  Polyester/wool,  AG-344  REV-MD  CT . 

MII-C-44130B 

GL 

21  Dtc 

88 

GL 

L 

8410 

Cap,  Garrison,  'Momons,  Air  Force  USER-45  REV-82  99  CT . 

Mll-C-87215 

11 

07  Sep 

84 

10 

8410 

Cop,  Nurst,  Whit,  Validaltd  ftb  84  USER-1 1  45  REV-MD  a . 

MIL-C-41822D 

GL 

04  May 

78 

Gl  99 

1 

8410 

Cap,  Service,  Women  S  Wool  And  Polyester  Wool  Validatod  Oct  87  USER-45 

MII-C-17867G 

MC 

23  Oct 

87 

MC 

REV-CT 

NOTICE  1 

L 

8410 

Cope,  Womon  S,  Evening  Dress  (Officer  S)  Validatod  Oct  87  REV-CT . 

MIL-C-82125  (1) 
NOTICE  1 

MC 

23  Oct 

87 

MC 

L 

8410 

Caps,  Service:  Women  S,  Polyester/wool,  Wool . . . 

Mll-C-29453 

MC 

19  Ftb 

88 

MC 

8410 

Caps,  Service:  Women  S,  Polyester/wool,  Wool . . . 

MIL-C-29454 

MC 

19  Ftb 

88 

MC 

8410 

Coot,  All  Weother,  Womans,  With  Removable  Liner  REV-CT  . 

MII-C-24921A 

NV 

15  Jon 

88 

L 

8410 

Coot,  AH  Weather  Woman  5  REV-99  82 . 

MIL-C-87170 

11 

08  Apr 

S3 

11 

L 

8410 

Coot,  Alt  Weother,  Woman  S,  Black  With  Removable  liner  REV-MD  CT . 

MIL-C-43972C  (1) 

GL 

20  Mor 

87 

GL 

L 

8410 

Coot,  Womon  S,  All  Weather,  Dress  Validatod  Oct  87 . 

MII-C-29381A 
NOTICE  1 

MC 

23  Oct 

87 

MC 

L 

8410 

Coot,  Womon  S,  Blue,  Dress  REV-CT . . . . . 

MIL-C-29124D 

NU 

06  Jon 

88 

NU 

L 

8410 

Coat,  Woman  S,  Ciossic  Design,  Polyestcr/wooi  REv-MD  Cl . 

MIL-C-4410IA  (1) 

GL 

26  Jul 

88 

GL 

L 

8410 

Coot,  Woman  S,  Light  Blue  (Cg)  Validated  Jan  86  REV-CG  CT . . 

MIL-C-87011A 

NU 

28  Dtc 

79 

NU 

8410 

Coot,  Womon  S,  Maternity  Work  Uniform  USER-45  REV-MO  CT  99 . 

MIL-C-44111A 

Gl 

31  Jul 

87 

GL  11 

L 

8410 

Coot,  Womon  S,  Service,  White  Validatod  Aug  82 . . . 

MIL-C-29121A 

NU 

12  Ftb 

76 

NU 

1 

8410 

Coot,  Womon  S,  Wool,  Gabardine,  Blue  Validatod  Oct  87  REV-CT . . . . 

MIL-C-21084F 
NOTICE  1 

MC 

23  Oct 

87 

MC 

L 

8410 

Coot,  Woman  S,  Wool,  Field  REV-MD  CT  . 

MII-C-43507B 

GL 

15  Apr 

88 

GL 

L 

8410 

Coat,  Woman's  (Fonts  Suit)  REV-99  . . 

MIL-C-87160A 
NOTICE  1 

11 

16  Mor 

88 

11 

1 

8410 

Coot,  Women  S,  Dr.ii,  (Cg)  USER-45  REV-CG  CT  . 

MIL-C-870I0C 

NU 

26  Jan 

89 

NU 

1 

8410 

Coot,  Women  S,  Full  Dress  Scarlet,  U.  S.  Morine  Bond,  Musicion  Validatod  Oct 

Mll-C-29393  (1) 

MC 

23  Oct 

87 

MC 

87 

NOTICE  1 

1 

8410 

Coot,  Women  S,  Wool,  Polyester/wool  REV-CT . 

MIL-C-21085G 

MC 

31  Mor 

86 

MC 

861 
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L 

8410 

Coot,  Womtn  S,  Woo)  Gobordine,  Drtst  ftiue  Ctremoniol  Velidattd  Oct  $7 . 

MIL-C-29391 

NOTICE  1 

MC 

23  Ocl 

87 

MC 

L 

8410 

Coot,  Women  S,  Wool  And  Polyeiter/wool  Vohdattd  Jan  88  REV'MD  CT . 

MIL-C-40143F 

NOTICE  1 

GL 

25  Jon 

88 

GL 

1 

8410 

Coots,  Women  S . 

MIL-C.29427 

MC 

10  Ftb 

87 

MC 

L 

8410 

Cover,  Purse,  Women  S  (Officer  S)  Validated  Oct  87  REV*CT . 

MIL-C-82111  (1) 
NOTICE  1 

MC 

23  Oct 

87 

MC 

8410 

Dress,  Womon  S,  Hospital  Duty  Uniform  REV*MD  99  82  CT  . 

MIL-D.43732E  (1) 

GL 

30  0tc 

87 

GL 

11 

1 

8410 

Hot,  Combinotion,  Women's  (Coost  Guard)  USER*CG . . . 

MIL.H-24900 

NU 

14  Jul 

82 

NU 

L 

8410 

Hot,  Service,  Woman  S,  Wool  Or  Polyester  And  Wool  REV<MO  CT  . 

MIL-H-43162F 

GL 

26  Jul 

88 

GL 

8410 

Hot,  Service,  Womens,  Drill  Instructor  REV*MD . . . 

A-A-50072A 

/GL 

30  Nov 

88 

GL 

1 

8410 

Hot,  Service,  Womon  S  USER>CG . . . . . 

MIL-H-15505J  (1) 

NU 

30  Apr 

85 

NU 

L 

8410 

Hot,  Service,  Womon  S  (Frome  And  Removable  Covers)  USER*45  REV>99  CT  .... 

MII-H-83012C 

11 

15  Jup 

87 

11 

L 

8410 

Hovelock,  Plastic . . . . . 

MII-H-19793C 

MC 

29  May 

79 

MC 

L 

8410 

Hood,  Roin,  Womon  S  Volidafd  Ftb  89  USER-45  REV-W  82  CT  . 

MIL-H.83269A 
NOTICE  1 

11 

22  Ftb 

89 

11 

L 

8410 

Jacket,  Utility,  Womon  S  Validated  Sep  86  USER-^S  REV*99 . 

Mll-J-83486 

NOTICE  1 

11 

30  Sep 

88 

11 

L 

8410 

Jacket,  Womon  S  Evening  Dress  (Officer  S)  Validated  Oct  87  REV*CT . 

MIL-J-S2122A 
NOTICE  1 

MC 

23  Ocl 

87 

MC 

L 

8410 

Jacket,  Womon  S,  Summer,  Wnrp  Knit  (Short  Sleeve)  Validated  Jon  65 . 

MIL-J.43990 

GL 

29  Dtc 

78 

GL 

L 

8410 

Jocket,  Womon  S,  Mess  Dress,  (Officer  S)  Validated  Oct  87  REV*CT . 

MIL-J-82133A 
NOTICE  1 

MC 

23  Ocl 

87 

MC 

L 

8410 

Jacket,  Woman  S,  Summer,  Worpknit  (Long  Sleeve)  Validated  No¥  85 . 

MIL-J-44020 

GL 

06  Mar 

80 

GL 

L 

8410 

Jocket,  Womon  S,  Utility  REV-CT . . . 

MIL-J-87058A 

NU 

11  Jul 

86 

NU 

L 

8410 

Jocket,  Womon'si  Lightweight  With  Removable  liner . . . . . 

Mll-J-87251 

11 

04  Nov 

88 

11 

L 

8410 

Jacket.  Womans  Fu'i  Dress  Scoiiet,  U.  S.  Monne  Bond,  Musicion  Validated  Oct 

Mll-J-29397 

MC 

23  Ocl 

87 

MC 

87 

NOTICE  1 

L 

8410 

Jocket,  Womens  Speciol  Full  Dress  Scarlet,  U.  S.  Mortne  Bond,  Mut-clon 

Mll-J-29396 

■4C 

23  Ocl 

87 

MC 

Validated  Oct  87 

NOTICE  1 

1 

8410 

Overcoat,  Woman  S,  Reefer  (Coost  Guard) . . . 

MIL-O-24906A 

NU 

13  Dtc 

83 

NU 

1 

8410 

Overcoat,  Woman  S,  Wool,  Gobordine,  Blue  (Ceremonlol)  v.«  <<0te..  *‘)ct  67  .... 

MIL-O-29390 

NOTICE  1 

MC 

23  Ocl 

87 

MC 

L 

8410 

Overcoot.  Womon  S  (With  Removoble  Liner,  Enlisted)  Volitated .  3it  86  REV.CT 

MIL-0-15735E 

NU 

25  Jun 

80 

NU 

L 

8410 

Overcoot,  Womon  S,  Army  Green  44,  And  Removoble  Liner  Vct..  ,t  J  Jen  82 

MII.O.435278 

GL 

30  A~ 

73 

GL 

REV-MO  a 

S410 

Provisions  For  Evoluoting  Quolity  Of  Overcoats,  Women  S  REV  MC  99  82  CT  .. 

MII-STD-1392C 

NU 

29  May 

85 

GL  NU 

11 

8410 

Provisions  For  Evoluoting  Quolity  Of  Cops,  Garrison,  Women  S  REV«MC  82  99 

CT 

Provisions  For  Evoluoting  Quality  Of  Slacks,  Women  S  REV<MC  99  82  CT  . 

MIL-STD-902A 

GL 

12  Jun 

88 

GL  NU 

11 

8410 

MIL-STO-5558 

GL 

14  Jun 

88 

GL  NU 

11 

8410 

Provisions  For  Evoluoting  Quality  Of  Hoods  And  Hovelocks,  Womon  S  REV*MD 

MIL-STD-1611A 

61 

25  Jon 

88 

GL  NU 

11 

MC99CT 

NOTICE  1 

8410 

Provisions  For  Evaluating  Quality  Of  Coots,  Women  S,  Dress  USER*45  REV>MC 

MIL-STD-1608S 

N. 

16  Jon 

84 

GL  NU 

11 

99  82CT 

NOTICE  1 

8410 

Provisions  For  Evaluating  Quality  Of  Women  S  Skirts  U5ER>45  REV>MC  99  CT.. 

Mll-$TD-1<09B 
NOTICE  1 

NU 

03  Dtc 

85 

GL  NU 

11 

L 

8410 

Roincoot,  Womon  S  (Enlisted)  Validated  Mar  85  USER*45  REV<CT  . . 

Mll-R.823928 

NU 

28  Mor 

79 

NU 

8410 

Roincoot,  Women's,  W/removoble  liner  (Cg)  REV-CG  CT . 

Ma-R-24917A 

NU 

15  Nov 

88 

NU 

L 

8410 

Shirt,  Giri  S,  Junior  R.O.T.C.  USER-45  REV-MO  CT . 

MIL-S-43963A 

61 

07  Jon 

83 

GL 

L 

8410 

Shirt,  Utility,  Womon  S,  Polyester/cotton  (CG)  REV.CG  . 

MIL-S.24923 

NU 

29  Jul 

85 

NU 

L 

8410 

Shirt,  Womon  S,  Short  Sleeve,  Polyester/cotton,  Army  Green  415,  Durolde 

MIL-S-440908 

GL 

29  Mor 

88 

GL 

Pr«u  REV-MD  CT 

L 

8410 

Shirt,  Woman  S,  Dress,  Blue  (long  Sleeve)  USER-45  REV-CT . 

MII-S-870S5A 

SA 

27  Nov 

85 

SA 

L 

8410 

Shirt,  Womon  $,  Polyester/cotton  REV-MD  CT . . . . . 

MIL.S.43505D 

GL 

10  Sep 

82 

GL 

1 

8410 

Shirt,  Woman  S,  Working,  Khaki  (long  Sleeve)  Validated  Jan  86 . 

Mll-S-87073 

NU 

15  Jul 

80 

NU 

8410 

Shirt,  Womon  S,  Wool,  Fiold  REV-MD  a  . 

MIL-S.43502C 

GL 

05  Stp 

85 

GL  NU 

1 

8410 

Shirt,  Woman  S,  Open  Notch  Collar  REV-CT . . . . . . 

MIL.S-870918 

NU 

13  Dtc 

86 

NU 

L 

8410 

Shirt,  Woman  S,  Lon;  Sleeve,  Polyester/cotton,  Army  Green  415,  DuraWe 

MIL-S-44093A  (1) 

GL 

11  Jon 

89 

GL 

Prow  REV-MO  CT 

L 

8410 

Shirt,  Woman  S,  Dress,  White  (Short  Sleeve)  REV-CT  . . . . . 

MII-S.87035A  (1) 

NU 

26  May 

88 

NU 

1 

8410 

Shirt,  Woman,s,  Polyester-cotton  (Durable  Press),  Blue  1550  Validated  Sep  88 

MII.S-83200B 

n 

30  Sep 

88 

11 

USER-45  REV-99  82 

NOTICE  1 

L 

8410 

Shirt,  Women  S  Utility,  Duroble  Press  Validated  Sep  88 . . . . . 

MtL  S-87169  (1) 
NOTICE  1 

n 

30  Stp 

88 

11 

L 

8410 

Shirt,  Women  S,  Polyester/cotton,  long  And  Short  Sleeves . . . 

MII-S-29358C 

MC 

02  Jun 

88 

1 

8410 

Shirt,  Women  S,  Maternity,  Long  And  Short  Sleeves  Validated  Oct  87  . . 

MIL-S.29388A 
NOTICE  1 

MC 

23  Oct 

87 

L 

8410 

Shirts,  Utility,  Womens  Chombroy . . . . . 

MIL.S-87061C 

NU 

19  Ftb 

88 

NU 

8410 

Shirts,  Wonsen's:  Short  And  Long  Sleeves,  Polyester/cotton  (Duroble  Press) 

MIL.S.87225 

11 

20  Stp 

85 

11 

USER-45  REV-82  99  CT 

L 

8410 

Skt/l,  V/omon  S  Dress  (CC) .  • .  . . . . . . . . . 

MIL  S  87005C 

NU 

S 

> 

SS 

NU 

1 

8410 

Skirt,  Womon  S  Moternity . . . . 

MIL-S-29376A 
NOTICE  1 

MC 

01  Jun 

88 

MC 

L 

8410 

Skirt,  Womon  S  Polyester/cotton  (CG) . . . 

MII-S.8700SA 

NU 

08  Stp 

82 

NU 

1 

8410 

Skirt,  Woman  S,  Service,  White  Validated  Aug  82 . . . . . . . 

MIL-S-29120A 

NU 

31  Dtc 

75 

NU 

1 

8410 

Skirt,  Womon  S,  Blue,  Dress  REV-CT . . . . 

MIL-S-291220 

NU 

18  Ocl 

88 

NU 

L 

8410 

Skirt,  Womon  S,  Closstc  Design,  Polyester/wool  REV-MD  CT . . . 

MIL.S-44102A  (1) 

GL 

29  Dtc 

86 

GL 

L 

8410 

Skirt,  Womon  S,  Summer,  Worp  Knit  Validated  Jon  85  REV-MD  CT . . . 

MIL-S-43996 

GL 

27  Jun 

79 

GL 

L 

8410 

Skirt,  Womon  S,  Wool,  Fiold  REV-MD  a . 

MIL.S-43488C 

GL 

20  May  88 

GL 

1 

8410 

Skirt,  Womens,  Belted . . . 

MIL-S.87053C 

NU 

08  Aug 

88 

NU 

L 

8410 

Skirt,  Women  S,  Evening  Dress,  U,  S,  Morine  Bond  (Musicion  $)  Validated  Oct 

MIL-S-29394A 

MC 

23  Ocl 

87 

MC 

87 

NOTICE  1 

L 

8410 

Skirl,  Womon  S,  Wool,  And  POLYESTER/WOOL  Validaltd  Jan  82  REV-MD  CT.. 

MIL.S-4012SE 

GL 

22  Stp 

81 

GL 

862 
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8410 

Skirt,  Wonwn  ^  immtr  Volhhltd  F»b  84  USER-45  REV-MD  MC  99  CT . 

MIL-S-43d028 

Gl 

06  Fob 

78 

GL  NU 

11 

L 

8410 

Skirt,  Womtni,  Svtning  &  M«ii  Ortii  Validot^d  Oct  67 . . 

MIL-S-821268 
NOTICE  1 

MC 

23  Oct 

87 

MC 

1 

8410 

Skirt,  Womtnt,  Wool,  Polytiftr/wool . . . . . 

MIL-S-21087F  (2) 

MC 

03  Jun 

85 

MC 

1 

8410 

Sklrh,  Womon  S,  Blu*  USER-45  REV-99  82  CT . 

MIL-S-83234C 

11 

01  Jun 

88 

11 

1. 

8410 

Slock,  Utility,  Womoni,  Dtnim  REV*CT . . . . . 

MIL-S-87063A 

SA 

11  Jun 

84 

SA 

1 

8410 

Slock,  Womon  S  Motornity . 

MIL-S-29377A 
NOTICE  1 

MC 

27  Moy 

88 

MC 

L 

8410 

Slock,  Womon  S . . . 

MIL-S-29364C 

MC 

05  Sop 

85 

MC 

L 

8410 

Slock,  Womon  S,  Clotilc  Ooiign,  Polyotfor  Wool . . . 

MIL-S-44092B 

GL 

03  Apr 

87 

GL 

1 

8410 

Slockr  "’-lily,  Woman,*  (Ourobln  Proit)  Validattd  $»p  88  JSER-45  REV-99  82 

MIL-S-87171  (1) 
NOTICE  1 

11 

30  Sop 

88 

11 

8410 

Slocki,  Utility,  Woman  S,  Wool,  FitM  Volidot*d  F»b  84  REV-MD  99  82  CT  . 

MIL-S-43526C 

GL 

29  Doc 

83 

Gl 

11 

1 

8410 

Stock*,  Utility,  Womon  S,  Cotton.  OG*107  ValidoM  F»b  84  REV*MD  CT . 

MII-S-43524D 

GL 

21  Mor 

78 

Gl 

L 

8410 

Slock*,  Womon  S,  Doubt.  Knit  (CG)  REV-CG . 

MIL-S-87012C 

NU 

02  Aug 

88 

NU 

t. 

8410 

Slocks,  Womon  S,  Undroti  (CG)  REV<CG . 

Ma-S-87013D 

NU 

03  Aug 

88 

NU 

8410 

Slocks,  Woman's,  Motornity  Work  Uniform  USER‘45  REV*MO  CT  99  B2 . 

MIL-S-44110A 

GL 

21  Apr 

87 

GL 

11 

L 

8410 

Slacks,  Womon's,  Boiltd . 

MIL-S-87054C 

NU 

29  Sop 

88 

NU 

8410 

Slacks,  WomonUt  Hospitol  Duty  Uniform  (Hdu) . 

MIL-S.44292 

GL 

30  Jun 

87 

GL 

11 

L 

8410 

Slocks.  Womonit,  Musicians  Vohdahd  Oet  67 . * . . 

MIL-S-29395 

NOTICE  1 

MC 

23  Oct 

87 

L 

8410 

Slock*,  Woman*  USER-45  REV-99 . 

MIL-S-834828 

11 

01  Jun 

88 

11 

L 

8410 

Stocks,  Womons  REV*CT . 

MII-S-41S25F 

NU 

30  Aug 

88 

NU 

L 

8410 

Swootor,  Womon  S,  Acrylic  USER*MC  REV*CT . . . . . 

MIL-S-2913SA  (1) 

NU 

29  Jon 

86 

NU 

L 

8410 

Swootar,  Womon  S,  Army  Graon  329  ValldatKl  Mar  83  USER-45  REV-MD  CT.. 

MIL-S-435438 

GL 

06  Jon 

76 

GL 

L 

8410 

Tunic,  Woman  S  Motornity  USER*45 . 

MIL-T.29375A 
NOTICE  1 

MC 

02  Jun 

88 

MC 

8410 

Tunic,  Woman's:  Hospitol  Duty  Uniform  (HOU)  REV*MD  82  99  CT . . . 

MIL-T-44293  (1) 

GL 

30  Doc 

87 

GL 

11 

8410 

Uniform,  Pont*  Suit,  Woman  S,  Whit.  ValidoMd  Apr  86  USER-45  REV-MD  99 

MIL-U-87048A 

11 

02  Apr 

86 

GL  NU 

11 

CT 

NOTICE  1 

L 

8410 

Uniformi  Woman  S  Whito,  Dross  (Officor . . . . . . . 

MIL-U-2894M  (1) 
NOTICE  1 

MC 

02  Fob 

88 

MC 

8410 

Uniform,  Wornon.tunic  And  Slocks,  Whito,  Food  Hondlor  USER*CT  REV-MD  99 

A-A-50011 

-GL 

01  Fob 

88 

GL  NU 

11 

CT 

NOTICE  1 

1 

8410 

Vost,  Womon  S,  Scorlot,  Dross  (Gonorol  Officor  S)  Val'fhttd  Oct  67 . 

MIL-V-29384 

NOTICE  1 

MC 

23  Oct 

87 

MC 

8415 

Apron,  Construction  Workor  S  USER*45  REV-MD  NU  82 . 

DDD-A-145M 

/GL 

05  Apr 

88 

GL  YD 

99 

8415 

Apron,  Food  Hondtors . 

A-A-918 

t 

21  Mor 

80 

8415 

Apron,  Food  Hondlar  S  Validalad  Mar  83  USER-YO  MS  REV-MD  MC  45  CT  .... 

DDDA416G 

/GL 

15  Apr 

77 

GL  NU 

99 

8415 

Apron,  Food  Hondlar  S  USER-45 . 

FED-STD-d2A 

t 

29  Doc 

60 

8415 

Apron,  Loborolory,  Plo*tic  USER-MC  45  REV-MD  82  CT  . 

A-A-50068 

GL 

27  Moy 

87 

Gl  NU 

99 

8415 

Apron,  Loboratory  USER-45  . . . . . 

ZZ-A-6058 

INT  AMD  (1) 

t 

19  Doc 

66 

8415 

Apron,  Mootcuttor  S  REV-MD  62  CT . 

MII-A-40032E 

GL 

30  May 

86 

61 

99 

8415 

Apron,  Toxicological  Agonts  Protoctivo,  M2  USER-MC  AS  43  11  REV-MD  YD 

MIL-A-2334H 

Gl 

15  Jon 

88 

Gl  NU 

11 

82  CT 

8415 

Apron,  Utility,  Impormooblo,  Ri^bor  Cootod  Fobric  (Gonorol  Purposo)  USER-MC 

MII-A-41829C 

GL 

26  Mor 

81 

GL  NU 

99 

YD  11  45  REV-MD  CT 

L 

8415 

Apron,  Utility,  Di*po*abla  USER-SH  REV-OS  CT . 

Mll-A-870221 

NU 

16  Oct 

87 

NU 

L 

8415 

Arm  Sloovo,  Rodiooctivo  Contominonts,  Protoctivo . . . 

Mll-A-24914 

NU 

22  May 

84 

NU 

8415 

Bog.  Flyar  S  Halmat  USER-11  REV-MD  45  82  CT . 

MIL-B-43290K 

GL 

(P  Doc 

87 

CL 

99 

8415 

Band,  Holmot,  Camouflogo  Validate  fob  67  USER-45  REV-MO  CT . 

MIL-B-1851F 

NOTICE  1 

Gl 

27  Fob 

87 

GL 

99 

L 

8415 

Booteo,  Wot  Suit  (Chloroprono  Foam)  Volidat0d  Avg  62  USER-AS  05  45 

MII-8-82273B 

NU 

20  Nov 

75 

NU 

REV-MS  CS 

8415 

Cop,  Comouflogo  Pattom  (Bosobalt  Stylo)  U5ER-45  REV-82  99  CT . 

Mll-C-87248 

11 

31  Doc 

87 

CL 

11 

8415 

Cop,  Cold  Woothor,  Insuloting,  Hotmot  Linor  USER-CG  45  REV-MO  MC  CT,. _ _ 

MIL-C-43549B  (2) 

GL 

03  Apr 

87 

GL  NU 

99 

1 

8415 

Cop,  Cold  Woothar  REV-CT . 

Mll-C-24930 

NU 

01  Jul 

87 

NU 

L 

8415 

Cop.  Cold  Woothor,  Pormooblo  REV-CT . . . . . 

MIL-C-21709E 

NU 

09  Fob 

84 

NU 

L 

8415 

Cop,  Extrama  Cold  Woothar,  HGU-38/P  Valirhtad  Fab  88  USEk-4S  REV-99 . 

MIL-C-83473A 
NOTICE  1 

11 

26  Fob 

88 

11 

L 

8415 

Cop,  Food  Hondlor  S  Validated  Jan  61  USER-45  REV-CT . . . 

MIL-C-29136 

NU 

16  Doc 

74 

NU 

8415 

Cop,  FockI  Hondtors,  Poper,  Whito,  Adjustoblo  USER-45 . 

UU-C-13878 

t 

16  Jul 

76 

8415 

Cop,  Hot  Waothar,  Oliy.  Groan  507  USER-45  REV-82  CT . . 

MIL-C-43724C  (1) 

82 

24  Aug 

84 

99 

8415 

Clossification  Of  Dofocts  For  Evaluating  Cuolity  Of  Aluminizod  Firomons, 

MIL-STD-1666B 

NU 

10  Oct 

88 

Gl  NU 

11 

Clothing  USER-4S  REV-MC  99 

L 

8415 

Cothing  Outfit,  Extromo  Cold  Woothor  Survivol  A/P225'10  (Inoctivofor  Now 

Mll-C-83435 

82 

29  Mor 

74 

99 

Da*ign)  Valiihltd  May  80  USER-45  REV-99  CT 

NOTICE  1 

1. 

8415 

Clothing,  Chomicoi  Agont  Protoctivo,  5  And  10  Man  Outfits,  Trootmont, 

MIL-C-29119 

NU 

20  Fob 

73 

NU 

Pockoging  And  Pocking  Of  Validated  Mar  8S  USER-CG  AS  YD  OS  45 

REV-CT 

8415 

Clothing,  Loothor,  (Aprons,  Slotvos,  And  Jockots)  USER-MC  45  REV  MD  CT . 

KK-C-450F 

/GL 

25  Mor 

86 

GL  NU 

99 

1 

8415 

Coot,  Ammunition  Corrying,  Buoyant,  And  Bloddor,  Flototion  Validated  May  82 

MlL-C-29105  (1) 

NU 

16  Nov 

78 

NU 

USER-45  REV-CT 

8415 

Coot,  Cold  Woothor,  FMd  USER-45  REV-MD  MC  82  CT . 

MIL-C-43455G  (1) 

GL 

20  Jon 

89 

GL  NU 

99 

8415 

Coot,  Firomon  S,  Aluminizod,  Proximity  USER-CG  SH  AS  45  REV-MD  MC  99 

MIL-C-291458 

NU 

02  Jul 

84 

GL  NU 

99 

50  82CT 

8415 

Coot,  F'-omon  S  USER-OS  AS  45  REV-MD  CT . 

MIL-C-10750J 

GL 

17  Jun 

88 

GL  NU 

99 

8415 

Coot,  Food  Hondlor  S  (Stoword)  Validated  Jan  84  REV-45  CT . 

MIL-C-15096H 

NU 

01  Fob 

79 

NU 

99 

8415 

Coot,  Loborolory,  Disposoblo  USER-45 . . . 

UU-C-1844 

t 

24  Nov 

75 

1 

8415 

Coot,  Shooting,  Cotton  Sotoon,  Groon  USER-45  REV-CT . 

MIL-C-17889D  (1) 

MC 

07  Doc 

79 

MC 

L 

8415 

Coating,  Visor,  Polycorbonoto,  Flying  Holmot  Validated  Mar  $6  USER-45 

MIL-C-83409  <1) 

99 

14  Mor 

86 

82 

REV-CT  NOTICE  1 


863 
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8415 

Coati,  Comoufloge  Potttrn;  Combat  USER‘45  REV-MD  MC  82  CT . 

MIL-C-44048D  (1) 

GL 

08  Mor 

89 

Gl  NU 

99 

1 

8415 

Cover,  Ground  Troops  Parachutists  Helmet  REV>MD  CT . 

MIL-C-44107A  (1) 

GL 

03  Mar 

89 

GL 

8415 

Cover,  Helmet,  Camouflage  Validated  Oct  87  USER*45  REV*MD . 

MIL-C.17502C  (1) 
NOTICE  1 

MC 

23  Oct 

87 

GL  MC 

8415 

Cover,  Helmet,  Chemicol  Protective  U5ER-MC  45  REV-MD  82  CT . 

MII-C-44001A 

GL 

31  Mor 

87 

GL  NU 

99 

8415 

Cover,  Individual,  Camouflage  USER-45  REV-MD  82  CT . 

MIL-T'-44358 

Gl 

09  Nov 

88 

GL  NU 

99 

8415 

Cover,  Toxicological  Agents  Protective  Cos  Mosk  Hood,  Cooling  USER-MC  OS 

MIL-C-12225G 

NU 

23  Dec 

87 

NU 

99 

45  REV-CT 

8415 

Cover.chemicol  Protec  Tive,  Patient  Wrap  REV-MD  CT . 

MIL-C.44313 

GL 

30  Jun 

88 

L 

8415 

Coverolis,  Flame  Resistont  (Cotton  FRT)  . 

Mll-C-24945 

NU 

15  Jun 

88 

NU 

L 

8415 

Coveroll,  Mechanic  S,  Cold  Weother  USER-45  REV-MD  CT  . 

MII-C-41833D 

GL 

08  Fab 

85 

GL 

8415 

Coverott,  Microwave  Rodiatlon  Protective  USER-OS  MC  45  REV-MS  SH  99  82 

CJ 

Coverall,  Safety,  Industriol  REV-CT  . . . . 

MIL-C-S2296B  (1) 

NU 

15  Mor 

84 

NU 

99 

8415 

MIL-C-43570A 

Gl 

18  Jun 

85 

GL 

L 

8415 

Coveralls,  Anti  Exposure  USER-SH  45  REV-CT  . . 

MIL-C-29109B 

NU 

28  Jun 

88 

NU 

8415 

Coverall.,  Arc  Preventive  USER-OS  MC  45  REV-SH  MS  W  82  CT . 

Mll-C-e2297B 

NU 

12  Dee 

80 

NU 

99 

L 

8415 

Coveralls,  Cotopult,  Crewmen  S  Validated  Jan  86  USER-AS  45  REV-CT..... . 

MIL-C-21850C 

NU 

13  Dae 

79 

NU 

8415 

Coverolis,  Combat  Vehicle  Crewmen  S  REV-MO  MC  CT . 

MIL-C-44077B 

GL 

03  Nov 

88 

GL  NU 

L 

8415 

Coverolis,  Disposoble  USER-45  . . . 

MIL-C-87069A 

NU 

12  Nov 

85 

NU 

L 

8415 

Coveralls,  Disposable,  Generot  Purpose  USER-45  REV-SH  CT . 

MIL-C-29133A 

NU 

23  Oct 

80 

NU 

8415 

Coverolis,  Disposoble,  Generol  Purpose  REV-SH  CT  . . . 

A-A-5035BA 

/NU 

26  Jan 

83 

NU 

8415 

Coverolis,  Explosive  Handlers  (Women  S)  Validated  Jen  86  USER-45  REV-MD 

MIL-C-29111B 

NU 

21  Jan 

80 

GL  NU 

os  CT 

8415 

Coveralls,  Explosive  Hondters  USER-CG  OS  45  REV-MD  AS  11  82  CT . 

MIL-C-14610G 

Gl 

17  Oct 

88 

GL  NU 

99 

L 

8415 

Coveralls,  Firemen  S,  Aluminized,  Proximity  USER-OS  AS  MC  45  REV-SH  CT .... 

MII-C-82284C  (1) 

NU 

06  Mar 

84 

NU 

L 

8415 

Coverolis,  Flame  Resistont  (Aramid)  USER-MC  REV-CT . . . . . 

MII-C-87093B 

NU 

29  Jun 

88 

NU 

8415 

Coverolis,  Flyer  S  Summer,  Fire  Resistant  USER-45  REV-AS  1 1  CT . 

MIL-C-83141A  (3) 

82 

31  Jul 

79 

Gl  AS 

99 

8415 

Coveralls,  Flyers,  Knit,  High  Temperature  Resistant  Aromid  CWU-48/P  Validated 

MIL-C-85078 

AS 

14  Jun 

78 

GL  AS 

45 

Ocl  84 

8415 

Cov.ralli,  Flyer.,  CWU-64/P  USER-45  REV-82  99  CT . 

MIL-C-87230 

11 

20  Sep 

85 

NU 

11 

8415 

Coverolis.  Industrial  Lint  Free  USER-45  REV-MO  64  62  CT  . 

MIL-C-43339D 

GL 

07  Nov 

88 

GL  NU 

99 

8415 

Coveralls,  Radioactive  Contaminants,  Protective  Validated  Jun  84  USER-AS  MS 

MII-C-82243D 

NU 

17  Fab 

83 

NU 

99 

45  REV-SH  11  45  CT 

8415 

Coveralls,  Rocket  Fuel  Hondler  S,  Impermeable,  Full  Protection . . . 

MIL-C  43063E 

GL 

30  Jun 

86 

Oi  NU 

99 

1 

8415 

Coveralls,  Rocket  Fuel  Handlers,  CMU-2/P  Validated  Mar  83  USER-45  REV-CT  .. 

MIL-C.276I3A  (1) 

82 

18  May 

71 

99 

8415 

Coveralls,  Rocket  Fuel  Handlers,  Impermeoble,  Limited  Protection  USER-AS  SH 

MIL-C-43082E 

GL 

31  Dae 

84 

Gl  NU 

99 

45  REV-MD  82  CT 

8415 

Coverolis,  Toxicological  Agents  Protective  M-3  USER-MC  CG  OS  45  REV-MD 

MII-C-2I8U 

Gl 

14  Dae 

87 

GL  NU 

99 

EA  82  CT 

8415 

Drous,  Mens,  Brief  Style  Validated  Jan  88  USER-MC  MS  REV-MD  CT . 

AA-50033 

NOTICE  1 

•GL 

28  Jon 

88 

Gl  NU 

99 

8415 

Orowers  And  Undershirts,  Flyer  S,  Anti  Exposure,  Aramid,  High  Temperotvre 

MII-D-85040A  (2) 

AS 

08  Fab 

88 

AS 

99 

R«.i.tanl,  CWU-43/P  And  CWU-44/P  USER-45  REV-82  CT 

8415 

Drawwi,  Cold  W«ath<r,  Mtn  S  REV-MD  MC  82  CT . 

MII-D-43261D 

GL 

26  Jon 

88 

GL  NU 

99 

8415 

Drawers,  Cold  Weather,  Polypropylene  USER-45  REV-MO  MC  CT . 

MII-D-44165A 

GL 

25  Jon 

89 

Gl  NU 

8415 

Orowers,  Extreme  Cold  Weather  USER-YO  CG  45  REV-1 1  45  CT . . . 

MII.D-15390L 

NU 

04  Fab 

87 

Gl  NU 

99 

8415 

Dress,  Food  Handlers,  Womans  Validated  Mar  84  USER-MS  MC  11  REV-MD 

MII-D-3018D  (2) 

82 

23  Mor 

82 

99 

CT 

NOTICE  2  (Gl) 

8415 

Food  Handler  S  Paper  Caps  . . . . . . . - . 

A-A-719 

i 

12  Fab 

80 

1 

8415 

Fool  Sack,  Extreme  Cold  Weather  Survival  Type  SRU-12/P  Validated  Apr  84 

MIL-F-27531A  (1) 

82 

06  Sep 

78 

99 

REV-45  CT 

8415 

Frock,  Man  S  (Butchers  ,  White)  USER-45  . . . . . . . 

BBB-F-695  (1) 

} 

30  Jon 

61 

L 

8415 

Glores,  Firemen  S,  REV-CT . . . 

MIL-G-24934 

NU 

26  Sap 

88 

NU 

8415 

Glove  &  Glove  Set,  Chemical  Protective  USER-OS  SH  45  REV-MD  EA  99  82 

CT 

Glove  Insert,  Radioactive  Contominots  Protective  USER-OS  AS  YD  45  REV-SH 

MIL-G-43976B 

Gl 

30  Jun 

86 

Gl  NU 

99 

8415 

MIL-G-82241C  (2) 

NU 

10  Jul 

85 

NU 

99 

MC  82  CT 

8415 

Glove  Inserts,  Cold  Weother  USER-MC  CG  MS  AS  45  REV-MD  11  CT . . . 

MIL-G-835G 

GL 

27  Jun 

84 

GL  NU 

99 

8415 

Glove  Shells,  Electrical  Worker  S  Validated  Jan  86  USER-ER  SH  11  45 

Ma-G.10849F 

NU 

09  Nov 

79 

GL  NU 

99 

REV-MD  YD  OS  CT 

8415 

Glove  Shells,  Rodlooctive  Contaminants,  Protective  USER-YD  AS  OS  45 

MII-G-82242D 

NU 

04  Fab 

87 

NU 

REV-MS  SH  CT 

L 

8415 

Glove,  Chipper  S,  Gauntlet  REV-TT . 

MII-G-19465E  (1) 

NU 

04  Sep 

86 

NU 

L 

8415 

Glove,  Combat  Vehicle  Crewmon  S  Summer  REV-MD  CT . 

MIL-G-44108A 

Gl 

10  Jun 

87 

GL  NU 

8415 

Glove,  Firemens,  Aluminized,  Proximity  USER-CG  SH  45  REV-MO  SH  11  82  CT 

MIL-G-87077A 

NU 

03  Apr 

87 

GL  NU 

99 

8415 

Glov*,  Haal  Protactiya  USER-MC  SH  YD  REV-MD  CT  . 

MIL'G-44013C 

GL 

27  Apr 

88 

GL  NU 

8415 

Gtovj,  Men  Cloth,  Leather  Plom  Knitted  Wristlet  Validated  Feb  88  USER-YD 

A-A-50016 

•GL 

01  Fab 

88 

Gl 

MC  REV-MD  CT 

NOTICE  1 

8415 

Glove,  Men,  Cloth,  Leother  Polm  With  Gauntlet  Validated  Jan  88  USER-MC  YD 

A-A-S0021 

•GL 

01  Fab 

88 

Gl 

REV-MD  CT 

NOTICE  1 

8415 

GIo..,  Men'.,  Clolh,  Colloii,  Kf.lllid,  llshl-ilght  USER-MC  45  REV  .MD  82  CT 

MIL  G  38‘5G 

GL 

17  Jun 

07 

GL  NU 

99 

8415 

Glove,  Mens  &  Womens,  Cloth,  Leother  Polm  USER-MC  YD  REV-MD  CT . 

JJ-G-45IH 

/GL 

28  Sep 

84 

GL  NU 

8415 

Glova,  Man.  8i  Woman.,  Haovy  Duty  USER-EL  MC  SH  45  REV-MD  82  11  CT.... 

MIL-G-23MK 

GL 

08  Mor 

89 

GL  NU 

99 

8415 

Glove,  Shells  Flyers  USER-45  REV-MD  CT . . . 

MII-G-38227A 

82 

04  Fab 

71 

Gl  AS 

99 

L 

8415 

Gloves,  Anti-flash,  Flame  Resistant  USER-MC  45  REV-82  CT . . . . 

MIL-G-2874E 

NU 

01  Jul 

87 

GL  NU 

99 

8415 

Gloves,  Borbed  Tape  -  Wire  Handlers  USER-MC  ''D  REV-MD  CT . . 

MII-G-43411D 

Gl 

17  Mar 

82 

GL  NU 

99 

8415 

Gloves,  Borbed  Tope-wire  Hondters  USER-YD  45  RtV-MC  CT . 

A-A-50054 

NOTICE  1 

GL 

28  Jon 

88 

GL  NU 

99 

L 

8415 

Gloves,  Chemical  And  Oil  Protective  USER-45  REV-MD  EA  GL  . 

MIL-G-87065A 

NU 

22  Sap 

88 

GL  NU 

8415 

Gloves,  Cloth  (Asbestos) . . 

HH-G-450D  (1) 

t 

25  Nov 

74 

8415 

Gloves,  Cloth,  Cotton,  Work,  Mens  Bi  Womens  Validated  Dec  81  USER-YD  45 

MIL-G-1008G 

NU 

20  Jan 

76 

GL  NU 

99 

REV-MD  CT 

8415 

Glovat,  Cloth,  Cotton,  Spaclol,  Og  109  USER-YD  MC  11  45  REV-MD  11  82  CT 

MII-G-1057H 

GL 

14  Apr 

88 

Gl  NU 

99 

864 


FSC  USTING 


DOCUMENT 


FSC 

TITLE 

NUM8ER 

PREP 

DATE 

CUSTODIAN 

L 

8415 

Glovtt,  Doth,  Work,  Polyvinyl  Imprtgnotod  Volidafd  M  78  ltEV*CT.... 

MIL-G-82405 

CG 

03  Oct 

66 

CG 

8415 

Gbvot,  Cloth,  Vinyl  Cootod,  Mtn  S  And  Womon  S  Vb//db^  Nov  62  USER*OS 

MIL-G-29114A 

NU 

13  Apr 

77 

NU  99 

45  REV-99  82  O 

8415 

Glovti,  QoH),  Vinyl  Dlpptd,  Control  PurpoM  (Wottr,  Aviotion  Fool,  Hydrogtn 

MIL-G-82253C  (1) 

NU 

30  Dec 

86 

NU  99 

Ptroxid*,  Oilt)  USER-MC  AS  YO  OS  45  REV-11 

8415 

Glovts,  Cloth,  Vinyl  Cootod,  Mont  &  Womoni  USER*05  REV*99 ........ _ ........... 

A-A-503S5 

•NU 

29  Apr 

81 

11 

8415 

Glovtt,  Flonntl,  Cotion,  Work  USER*45 . 

JJ-G-001396  (1) 

T 

15  Moy 

72 

8415 

Gtovof,  Flytr  S,  Summtr,  Typo  GS/FRP*2  Vdidat^d  Mor  87  USER-MC  CG  45 

MIL-G-811S88  (3) 

AS 

26  Mar 

87 

GL  AS  99 

REV-MD  AV  11  a 

NOTICE  1 

L 

8415 

Gbvtt,  Hoot  Protoctivo  (Ttrry  Knit)  USER-OS  REV-CT . 

MIL-G-822480  (1) 

NU 

OA  Feb 

86 

NU 

8415 

Glev.i,  InMrti,  Flytr  S  Validattd  Mor  84  USER-45  REV-11  45  CT . 

MIL-G-7745C  (1) 

82 

06  Sep 

78 

AS  99 

8415 

Glovts,  Loothor,  (Gountlot,  Untmtn  S)  Volitht^d  F^b  84  USER-SM  MC  OS  45 

KK-G-476E  (1) 

/GL 

19  Oct 

77 

GL  NU  99 

REV-MD  YD  a 

8415 

Glovti,  Ltallwr,  Wtidtr  S,  GaunHtI  USER-MC  SH  YD  MS  CG  45  FEV-MD  82 

a 

Glovts,  Mtn  S  81  Womtn  S,  Light  Duly  USER-MC  REV-MD  45  11  82  CT . 

KK-G-486E 

/GL 

21  Dk 

84 

GL  NU  99 

8415 

MIL-G-822N 

GL 

08  Mor 

89 

GL  NU  99 

8415 

Glovts,  Mtn  S  And  Womtn  S,  (Work) . . . 

A-A-1555A 

t 

22  Mor 

83 

8415 

Glovts,  Mtn  S,  8.  Womtn  S,  AntkontocI  USER-CG  ALC  REV-MD  a  . 

MIL-G-10902H 

GL 

21  Jon 

88 

GL  NU 

L 

8415 

Glovts,  ProtKtivt,  FutI  And  Oxidiitr  Rtsistont  (Rtsin  Modifitd  ftutyl) 

MIL-G-31854 

NU 

30  Aug 

62 

NU 

Volidottd  Doc  81  USER-45  REV-Q 

8415 

Glovts,  Rocktt  FutI  Hondltrs  USER-MS  OS  11  45  REV-MD  SH  45  82  CT _ 

MIL-G-43196C 

GL 

12  Mor 

87 

GL  NU  99 

8415 

G!h.rts,  Rubbtr  (For)  Eltctrieol  Worktrs  (For  Ust  In  Conntction  With  Apporotus 

ZZ-G-401B 

/GL 

02  Mor 

70 

GL  99 

Or  Circuits  Not  ExcttdinQ  5,(X)0  Volts  To  Ground)  V^dotni  F*b  84 

USER-MC  CG  REV-EL  45  a 

8415 

Glovts,  Rubbtr  Insulating  •  30  Nov  79  REV-MO  45  ...... _ ............................ 

ASTM  D120-79A 

GL 

09  Nov 

81 

GL  SH  99 

8415 

ZZ-G-IOOA 

t 

61 

8415 

Glovts.  Rubbtr,  Industrial  USER-OS  AS  YD  45  REV-MD  AR  SH  MC  CT . 

Z2-G-381C 

/NU 

20  Jul 

77 

GL  NU  99 

8415 

Glovts,  Toxtcologieol  Agtnts  Prottctivt  USER-MC  REV-MD  EA  82  CT . . 

MIL-G-13223H 

GL 

28  Jun 

85 

GL  NU  99 

8415 

Glovts,  Wtidtr'si  Ltothtr,  GounHtl  USER-SH  YD  MS  MC  45  REV-MO  a . 

A-A-50032 

NOTICE  1 

/GL 

01  Feb 

88 

GL  NU  99 

8415 

Glovts,  Wirt,  Mtsh,  Entirt  Hand  Validot^  Jon  98  REV-MO  45  (TT . 

MIL-G-20587E 
NOTICE  1 

GL 

25  Jon 

88 

GL  99 

L 

8415 

Hot  And  Instcl  Ntt  HGU-18/P  ValHalod  Aug  79  USER-45  REV-11  CT  . 

MIL-H -384718 

82 

04  Oct 

72 

99 

8415 

Hot,  Comouflogt  Potttm,  Dtstrt  USER-45  REV-MD  82  CT . 

MIL-H-4410SA 

GL 

30  Mor 

88 

GL  99 

8415 

Hot.  Sun,  Hot  Wtolhtr  USER-45  REV-MO  MC  MS  82  Ct  . 

MIL-H-43577D  (1) 

GL 

23  Mor 

87 

GL  NU  99 

8415 

Hot,  Un,  Rrtvtrsibit  USER-45  REV-MD . 

MIL-H-433718 

GL 

07  Apr 

88 

GL  99 

8415 

Htimtt,  Construction  Worittrs  USER-CE  CG  45  REV-GL  MD  SA  NU  82  DP  CT  .. 

GGG-H-142G  (1) 

% 

26  Aug 

83 

3415 

Htimtt,  Firt  FighItrs  Valldottd  Jon  88  USER-45  REV-MD  YD  a _ 

MIL-H-19S7G 

GL 

27  Jun 

80 

GL  NU  99 

8415 

Htimtt,  Firtmon's  (Polycorbonott) . . . 

A-A-1978 

t 

07  Oct 

82 

8415 

Htimtt.  Flytr  S,  Proltclivt,  SPH-4  USER-45  REV-MO  99  82  a _ 

MIL-H-43935D 

GL 

27  Apr 

88 

GL  99 

1 

8415 

Htimtt,  Flytr  S,  Winitr  USER-45  REV-NU  CT . 

MIL-H-83776A 

82 

28  Jun 

85 

99 

8415 

Htimtt,  PorochutisI  S,  Frtt  Foil  Volkhtod  fob  84  USER-45  REV-MO  MC  82  CT 

MIL-H-43174C 

GL 

09  Nov 

83 

GL  NU  99 

8415 

Htimtt,  Softly  (Construction  Worittrs)  USER-CG  45  REV-MO  NU  SA  82  CT. _ 

AA-2269 

• 

29  Jul 

85 

MDSA 

8415 

Htimtt,  Softly  (Eltctrieol  Worlitr)  USER-CG  45  REV-MD  NU  SA  82  CT . 

A-A-2270 

/GL 

09  Jul 

84 

GL  SA 

8415 

Htimtt,  Softly  (With  Htodlomp  Clips)  USER-CG  45  REV-MO  NU  SA  82  CT...... 

A-A-2271 

/GL 

09  Jul 

84 

GL  SA 

Q 

8415 

Htimtt,  Softly,  Eltctrieol  Worittrs  USER-CG  REV-GL  MO  SA  NU  82  45  CT . 

GGG-H-1778  (1) 

•/, 

26  Aug 

83 

GL  SH  82 

8415 

Htimtt,  Sun  Validotid  Jan  8S  USER-MC  REV-MO  45  CT . 

MIL-H-3364D 

GL 

13  Dec 

78 

GL  NU  99 

L 

8415 

Htimets,  Flight  Dock  Crawmon'i,  Impact  Rasistont . 

MIL-H-81735A  (1) 

AS 

09  Aug 

85 

AS 

8415 

Hood,  Anti-floih,  Plomt  Raiiitant  REV-GL  82  CT  . . . 

MIL-H-24936 

NU 

01  Jul 

87 

GL  NU  99 

8415 

Hood,  Antiflosh  USER-CG  REV-SH  . 

MIL-H-2849D  (2) 

NU 

01  Dec 

86 

NU 

8415 

Hood,  Bobclova,  Exttndtd  Cold  Wtothor  USER-MC  45  REV-MD  82  CT . 

MIL-H-44302 

GL 

27  Oct 

87 

GL  NU  99 

L 

8415 

Hood,  Chamicol,  Prottetivt  Validatod  Mor  83  USER-SH  45  . . 

MIL-H-29115A 

NU 

03  Jon 

79 

NU 

8415 

Hood,  Combot  Vohiclt  Oswmtn  S,  Coverauli  (Boloclova)  USER-MC  REV-MD 

MIL-H-44265 

GL 

22  Dec 

86 

GL  NU  99 

82  CT 

L 

8415 

Hood,  Exirtmt  Cold  Wtothtr,  Imptrmtobit  (Short)  USER-CG  YO  45  REV-CT.... 

M1L-H.17024F 

NU 

26  Sep 

88 

NU 

L 

8415 

Hood,  Extrtm*  Cold  Wtothar,  Imptrmtobit  USER-CG  45  REV-CT . . 

MIL-H-29101C 

NU 

03  Oct 

88 

NU 

8415 

Hood,  Extitnw  Cold  Wtolhtr,  W/synthtlic  Fur  Ruff,  OG-107  USER-MC  45  82 

MIL-H-43555D 

GL 

30  Mor 

88 

GL  NU  99 

REV-MD  CT 

8415 

Hcod,  Firtmon  S,  Aluminiztd.  Proximity  USER-AS  MC  CG  SH  45  REV-MD  82 

CT 

Hood,  Firtmon's  Aluminixtd,  Proximity,  With  lift-up  Viior . . . 

MIL-H-291448 

NU 

08  Apr 

85 

G'  NU  99 

8415 

MIL-H-24925 

NU 

14  Sep 

87 

GL  NU  99 

8415 

Hood,  Gas  Mosk,  Toxicologkol  Agtnts  Prottetivt  M-3  And  M-4  USER-MC  05 

MIL-H-12225G  (1) 

GL 

24  Sep 

85 

GL  NU  99 

AS  CG  45  REV-CT  11  82 

8415 

Hood,  Rodiooctivt  Contominonti,  Prottetivt  USER-OS  AS  CG  45  REV-MS  SH 

CT 

Hood.  Roektt  'utl  Honditr  $,  ImptrmtoWt,  Limiltd  Prottetion  USER-11  45 

MIL-H-823440 

NU 

07  Oct 

82 

NU  99 

8415 

MII-H-43079F 

GL 

14  Oct 

88 

GL  NU  99 

REV-MD  SH  OS  45  82  CT 

L 

8415 

Hood,  Roektt  FutI  Hondltrs,  KGU-11/P  VoHdotod  Mor  83  USER-dS  REV-CT . 

MIL-H-37614A 

82 

30  Jun 

71 

99 

1 

6415 

Hood,  Roektt  Fuel  Hondltrs,  Imptrmtobit,  Full  Protection  USER-dS  REV.mD  CT 

MIL-H-43088E 

GL 

26  Dec 

84 

GL 

L 

•8415 

Hood,  Wet  Suit  (Chloroprtnt  Foom)  Volidotod  Aug  82  USER-OS  AS  45 

MIL-H-832718 

NU 

03  Dec 

75 

NU 

REV-MS  CS 

8415 

Hood,  Winitr,  Flytr  S  USER-SA  45........ . . . . . 

MIL-H-85037  (2) 

AS 

25  Feb 

88 

AS  99 

1 

8415 

Hood,  Winl.r,  Knit,  Wool  USER-45  REV-CT . 

MIL-H-257543  (1) 

82 

20  Oct 

86 

99 

8415 

Insect  Net,  Hot,  Sun,  Hot  Wtothtr  USER-45  REV-MD  CT..., . 

MIL-l-4374d8 

GL 

30  Mor 

88 

GL  NU 

8415 

Inwcl  Ntt,  Head  Volidaltd  Mar  83  USER-MS  CG  45  REV-MO  MC  11  CT . 

MIL-I-11489E  (1) 

GL 

16  Jun 

77 

GL  NU  99 

L 

8415 

Inwcl  Net,  Htod  And  Hand,  Set  Volidaltd  Mor  S3  USER-45  REV-MD  CT . 

MIL-I-43561A  (1) 

GL 

16  Moy  77 

G'. 

L 

8415 

Joektt,  Air-to-ground  Identification  REV-MD  CT . . . 

MIL-J-434708 

GL 

26  Jul 

82 

GL 

L 

8415 

Jacket,  Cold  Weather,  Security  Police  CWU-46/P  Volidofod  feb  88  U5ER-45 

MIL-J-83472A 

n 

26  Feb 

88 

11 

REV-99 

NOTICE  1 

L 

8415 

Jacket,  CoH  Weather,  (High  Temperature  Rtsistont®  REV-MD  CT . 

MIL-J-439240 

CL 

15  Jon 

88 

GL  NU  99 

1 

8415 

Jacket,  Cold  Weather  USER-CG  REV-SH  CT . 

MIL-J-21708G 

NU 

01  Jul 

87 

NU 

L 

8415 

Jocket,  Extreme  Cold  Weather,  Impermtoble  USER-CO  . . 

MIL-J-82299C 

NU 

06  Dec 

88 

NU 

1 

8415 

Joektt,  Flyer  S,  Lightweight,  (Exponoble  Wrists  And  Woist  REV-MD  CT  . 

MIL-J-439238  (1) 

GL 

26  Jul 

88 

GL 

865 


FSC  LISTING 


DOCUMENT 


FSC 

TITLE 

NUMBER 

PREP 

DATE 

CUSTODIAN 

L 

8415 

Jacktt,  Flyer  S,  Men  S,  Summer,  Fire  Resistont,  CWU*36/P  USER*45  REV*AS 

MIL-J-83382C  (1) 

82 

01  Nov 

85 

99 

99  CT 

L 

8415 

JacEtl.  Inwet  RepelUnt  USER-MC  AS  YO  45  REV-MS  CG  CT . 

MIL-J-87024  (1) 

NU 

09  May 

84 

NU 

1 

8415 

Jacket,  Intermediate.  MAO  REV<45  CT  . 

MII-J-8279G 

82 

18  Mar 

88 

99 

L 

8415 

Jocket,  Porortjcue  Suit  CWU-14/P  Validattd  Jon  83  USER-45  REV-11  CT  . 

MIL-J-383498 

82 

11  Doc 

73 

99 

L 

8415 

Jocket,  Wet  Suit  (Chloroprene  Foom)  Validated  Aug  82  USER'OS  AS  45 

MIL-J-82269B 

NU 

08  Oct 

75 

NU 

REV-MS  CT  CS 

L 

8415 

Jocketi,  Flyers  Intermediote,  Type  0*1  REV>CT . . . 

MIL-J-7823E  (3) 

NU 

18  Oct 

84 

NU 

8415 

Jacket*,  Flyer*,  Cold  Weolher  USER-45  REV-99  CT . 

MIL-J-8338BD  (2) 

82 

05  Apr 

88 

aS 

99 

L 

8415 

Jersey,  Identification,  Flight  Deck  Crew  USER<SH  REV-CG  AS  CT . 

MIL-J-82281C 

NU 

05  Mor 

86 

NU 

L 

8415 

Jer*ey,  Rever*;ble  USER-82  REV-MO  CT . 

MIL-J-43967B 

Gl 

31  Mor 

85 

Gl  NU 

99 

8415 

Jumper,  Radioactive  Contaminonts  Protective  (Vinyl)  RE\  'SH  CT . 

A-A-50363 

/NU 

12  Fob 

85 

NU 

8415 

leother  Protectors  For  Rubber  Insuloting  Gloves  &  Mittens  •  31  Dec  80 . 

ASTM  F696-80 

Gl 

09  Nov 

81 

GL  NU 

99 

8415 

Liner,  Cold  Weother  Trousers,  Field  REV-MD  MC  CT  . . . 

MIL-L-43498C  (1) 

GL 

16  Sop 

87 

GL  NU 

8415 

Liner,  Cold  Weother  Coat,  Mon  S  USER>45  REV'MD  MC  CT . 

MIL-1-43536E  (1) 

GL 

29  Doc 

86 

GL  NU 

11 

L 

8415 

Liner,  Combat  Vehicle  Crewmen's  Coverall  . . . 

MIL-L-44299 

GL 

30  Sep 

87 

8415 

Liner,  Extreme  Cold  Weother,  Parka  USER<MC  REV^MD  CT . . 

MIL-1-43466C  (1) 

GL 

16  Sep 

87 

Gl  NU 

8415 

Liner,  Firemen, s  Trousers,  Quilted  USER>SH  CG  45  REV*MC  50  83  CT  . 

Mli-l-24942 

NU 

27  Sop 

88 

NU 

99 

8415 

kiiwr,  Firtmon'*  Coal,quillad  USER-SH  CG  45  REV-MC  50  82  a  . 

Mll-L-24943 

NU 

27  Sop 

88 

NU 

99 

L 

8415 

Liner,  Flyer  S,  Jacket  And  Liner,  Flyer  S,  Trousers,  CWU*9/P  USER‘45  REV*11 

MII-1-27546C  (1) 

82 

17  Jul 

78 

99 

45  CT 

8415 

Liner,  Food  Inspector  S  Smock  . 

MIL-L-44042 

GL 

17  Mar 

81 

GL  NU 

99 

8415 

Liner.  Night  Camoufloge  Porka  Desert  USER*45  REV<M0  CT  . 

MIL-L-44089  (2) 

Gl 

14  Fob 

84 

GL  NU 

99 

8415 

Liner,  Shirt,  Chemical  Protective  USER'OS  REV*MD  CG  MC  CT., . . . 

Mll-L-435828 

GL 

19  Jun 

81 

Gl  NU 

99 

8415 

Liner,  Snow  Camoufloge  Trousers,  White,  Arctic,  M*65  USER-MC  YO  45 

Mil-L-43672C  (1) 

GL 

21  Oct 

87 

GL  NU 

REV-MD  CT 

8415 

Liner,  Trousers,  Chemical  Protective  USER-OS  CG  REV-MD  MC  CT . . . 

MII-I.-43579C  (1) 

GL 

14  Jun 

85 

GL  NU 

99 

8415 

Maintenonce  Kit,  Toxicologiicol  Agents  Protective  Clothing  USER-MC  45 

MII-M-41837D 

Gl 

27  Jon 

88 

GL  NU 

99 

REV-MD  MS  82  CT 

8415 

Maintenance  Kit,  Rocket  Fuel  Hondlers  Clothing  (Resin  Modified  Butyl  Rubber 

MIL-M-43120D 

GL 

i6  Jun 

88 

Gl 

99 

Cool(d)  USER-45  82  REV-MD 

L 

8415 

Mo*k,  Antillo*h  Validalod  Jon  86  USER-CG  SH  45  REV-CT . 

MIL-M-2B48E 

NU 

27  Sop 

78 

NU 

8415 

Mosk.  Extreme  Cold  Weather  (Olive  Green  307)  USER-45  REV-MO  MC . 

MIL-M-43294C 

r;i 

20  Jon 

89 

GL  NU 

L 

8415 

Ma*k.  E>lr*fflt  Cold  Wrathtr,  Dry  And  W«t  Cold  USER-MC  REV-SH  O . 

MIL-M-24913 

NU 

06  Jan 

84 

NU 

8415 

Mo*k,  E«tr*m«  Cold  Wtothor  USER-4S  REV-MD  MC  82  a . 

MIL-M-439458 

GL 

18  Jul 

88 

GL  NU 

99 

L 

8415 

Milton  ln*trl*,  Airorow,  Wool,  Hoovy.  Typo  N-38  USER-45  REV-11  CT  . 

MIL-M-6270C 

82 

14  Doc 

83 

99 

L 

8415 

Mitten  Set,  Extreme  Cold  Weother . . . . 

MII-M-87033A 

NU 

16  Apr 

87 

Gl  NU 

8415 

Mitten  Set,  Extreme  Cold  Weather  USER-YD  MC  REV-MD  CT . 

MII-M-834K 

GL 

29  Doc 

86 

Gl  NU 

L 

8415 

Milton  Sot,  Flyor  S  USER-45  REV-CT  . 

MIL-M-6269G 

82 

11  Moy 

82 

NU 

99 

8415 

Mitten  Shells  (Leather . . . 

Mtl-M-18203C 

NV 

23  Apr 

82 

NU 

8415 

Milton  Sholl*  Cold  Woothor  (Trigflor  Fingor  M-1965)  USER-MC  45  11  REV-MO 

MIL-M-810H 

GL 

29  Sop 

86 

Gl  NU 

99 

82  CT 

8415 

Mitten  Shells,  Snow  Comoufloge,  Cotton,  White,  Two  Finger  Validated  Jan  86 

MIL-M-2418F 

GL 

09  Jon 

80 

Gl 

99 

USER-MC  11  45  REV-MD  CT 

8415 

Mitten-inserts,  Cold  Weather,  Trigger  Finger  USER-SM  CG  MC  45  REV-MD  11 

MII-M-809F 

GL 

23  Aog 

88 

Gl  NU 

99 

8415 

Mitten,  Cloth,  Asbestos  (Leother  Reinforced  Validated  Dec  81  USER-YO  45 

HH-M-391E 

/NU 

12  May 

76 

SA 

REV-CT 

8415 

Milton,  Hoot  Proloclivo  USER-YD  MC  AS  45  REV-MO  99  82  CT . 

MII-M-11199H 

Gl 

05  Apr 

88 

Gl  NU 

99 

1 

8415 

Mitten,  Inserts  (Gloves,  Air  Crew,  Mitten  Style,  Leother,  Type  N-2)  Validated 

MIL-M-9105D 

82 

33  Apr 

71 

99 

Mar  83  USER-45  REV-CT 

L 

8415 

Milton,  Loolhor  (Ono  Fingor,  Gountlot)  USER-AS  YD  45  REV-CT . 

MIL-M-16149F 

NU 

17  Aug 

81 

NU 

i 

8415 

Mittens  Extreme  Cold  Weother  Survival,  SRU-10/P  Validated  Jon  83  USER-45 

MII-M-27529B 

82 

16  Oct 

73 

99 

REV-CT 

1 

8415 

Mittens,  Extreme  Cold  Weather,  Impermeable  Validated  Mar  82  USER-YO  CG 

MII-M-22773C 

NU 

07  Sep 

77 

NU 

45  REV-CT 

L 

8415 

Mittens,  Wet  Suit  (Chloroprene  Foam)  Validated  Aug  82  USER-45  REV-CT . 

Mll-M-822738 

NU 

34  Nov 

75 

NU 

8415 

Overoll,  Combat  Vehicle  Crewmen  $  REV-MD  MC  CT  . . . 

Ma-O-44109A 

Gl 

04  Aug 

87 

GL  NU 

99 

8415 

Ovoroll*,  Sib,  Cold  Woothor,  Fibor  P<lo  REV-MO  MC  CT . 

MtL-0'44191A 

GL 

34  Jon 

89 

GL  NU 

L 

8415 

Overcoat,  Survivol,  Arctic  SRU-6/P  U5ER-45  REV-11  CT  . . . 

Mll-O-27525  (2) 

82 

15  Apr 

69 

99 

8415 

Porka,  Extended  Cold  Weather,  Comoufloge  REV-MD  MC  CT  . 

MII-P-44188B 

GL 

27  Jon 

89 

GL  NU 

8415 

Parka,  Extreme  Cold  Weother,  Attached  Hood  N  38  USER-45  REV-MD  CT . 

MII-P-6278G 

82 

30  Nov 

83 

GL 

99 

8415 

Porka,  Extromo  Cold  Woothor  USER-45  REV-MD  MC  82  CT . 

MIL-P-43496E 

GL 

31  Doc 

86 

Gl  NU 

99 

8415 

Porko,  Extreme  Cold  Weather,  Type  N  38  USER-45  REV-MO  11  45  Cl . . 

MILP-6279K 

82 

15  Mar 

87 

GL 

99 

8415 

Porka,  Mon  S  CWU-8P  USER-45  REV-11  CT . 

MII-P-38184C 

82 

29  Jon 

75 

GL 

99 

8415 

Porka,  Night  Camoufloge,  Desert  USER-45  REV-MD  MC  CT . 

MII-P-44087A 

Gl 

24  Oct 

85 

GL  NU 

8415 

Porko,  Snow  Comouflogo  USER-SA  45  REV-MD  MC  11  82  CT . 

MIL-P-10e09F 

GL 

20  Aug 

86 

Gl  NU 

99 

8415 

Provisions  For  Evotuating  Quolity  Of  Hoods,  Cold  Weother,  Extreme  Cold 

MIL-STD-1647A 

NU 

18  Nov 

83 

GL  NU 

11 

Woothor  And  Flyor*  USER-45  REV-MC  AS  99 

1 

fUlS 

Provisions  For  Fvoluoting  Ouolitv  Of  Cloth  Coveralls  REV-MD  MC  AS  99  83 . 

MIL-STD-1668B 

NU 

09  Fob 

d8 

GL  NO 

11 

8415 

Provisions  For  Evoluoting  Quolity  Of  Cloth  Type  Hoods  USER-AS  OS  YD  CG 

MIL-STD-16UA 

NU 

19  Doc 

80 

NU 

11 

REV-SH  99 

8415 

RuH,  Porko,  Extondod  Cold  Woothor  REV-MD  82  CT  . 

Mll-R-44354 

Gl 

27  Sop 

88 

GL  NU 

99 

8415 

Safety  Clothing,  High  Visibility  USER-MD  45  REV-83  CT  . . 

MIL-S-43753C 

GL 

35  Aug 

87 

Gl  NU 

99 

8415 

Shirt,  Cold  Weother,  Field,  Wool/nylon,  Olive  Green  106  USER-45  REV-MD 

MII-S-10858H 

GL 

07  Jon 

83 

GL  NU 

99 

MC  82  CT 

8415 

Shirt,  Cold  Weother,  Polyester  Fiberpile  REV-MD  MC  CT . . . 

MII-S-44163B 

GL 

37  Jon 

89 

Gl  NU 

1 

8415 

Shin,  Di*po*oblo  USER-45  REV-SH  OS . 

MIL-S -870218 

NU 

23  Jon 

85 

NU 

8415 

Shirt,  Mons  (And  Womons;  Short  Sleeve) . . . 

A-A-17e6 

t 

29  May 

81 

8415 

Shirt,  Mans  (And  Wontons;  Long  Sleeve)  . 

A-A-1783 

t 

29  May 

81 

8415 

Shirt,  Sleeping,  Heot  Retentative  And  Moisture  Resistont,  Nyion/trio<etote, 

MII.-S-43357D  (1) 

Gl 

03  Apr 

87 

Gl  NU 

99 

Tricot  Knit  USER-45  REV-MD  MC  45  82  CT 

L 

8415 

Smock,  Food  ln*poctar  S  USER-4S  REV-MD  82  CT . 

MII-S-1820G 

GL 

18  Doc 

86 

GL 

866 


FSC  USTING 


DOCUMENT 


FSC 

TITLE 

NUMBER 

PREP 

DATE 

CUSTODIAN 

8415 

Smock,  G«ntrot  Purpost  USER*45  REV*MD  82  CT  . . . . . 

MIL-S-2124J 

Gl 

31  Dk 

85 

GL  NU 

99 

8415 

Smock,  Mon  S,  Gonero)  Purpose . 

A-A-120 

t 

20  Sep 

79 

L 

8415 

Socks,  Exlrtmt  Cold  Wtother  USER-SA  45  REV-11  . 

MIL-S-38004C 

82 

26F*b 

85 

99 

8415 

Suit,  Chtmieol  Protecii*#  USER-4S  REV-EA  MD  82  11  Ct  . 

MIL-S-43925A 

GL 

25  Mar 

88 

GL  NU 

99 

8415 

Suit,  Chtmieol  Protective  REV>MD  EA  SH  82  99  CT . . . 

MIL-S-0043926F 

GL 

14  Aug 

85 

GL  NU 

11 

L 

8415 

Suit,  Protective,  Impermeable,  Supplied  Air,  M4  Validated  Jon  8S  USER>4S 

MIL-S-51141A  (1) 

GL 

25  Jon 

88 

GL 

REV-EA  CT 

NOTICE  1 

8415 

Suit,  Rodiooctive  Contominonts  Protective  (Vinyl)  REV>SH  CT . 

A-A-50361 

NU 

20  Oct 

83 

NU 

8415 

Suit,  Toxicologicol  Agents  Protective  Coveralls,  Cooling  Validated  Jon  66 

MIL-S-12227E 

NU 

04  Sep 

80 

NU 

99 

USER-MC  OS  45  REV-11  a 

8415 

Sweot  Pontt  Volidattd  Oct  84  USER-MC  45  REV-MD  CT . 

BBB-S-1269B  (2) 

/GL 

21  Mar 

79 

GL  NU 

99 

L 

8415 

Sweat  Ponts,  Leg  Zipper  Validated  Jan  88  USER-45  REV-MD  CT . . . 

MIL-S-43960 

NOTICE  1 

GL 

25  Jan 

88 

GL 

8415 

Sweot  Shirt  Validattd  Ftb  87  USER-MC  45  REV-MD  CT . 

BBB-S-126SB  (1) 
NOTICE 

/GL 

27  Feb 

87 

GL  SA 

82 

1 

8415 

Sweot  Shirt.  Zipper  Front  Validated  Jan  86  USER-45  REV-MD  CT . . 

MIL-S-43959A 

GL 

24  Sep 

79 

GL 

8415 

Sweotponts,  Physical  Fitness  Uniform  (PFU)  REV-MD  CT . . 

MIL-S-44215A 

GL 

23  Feb 

89 

GL 

8415 

Sweatshirt,  Hooded,  Physicol  Fitness  Uniform  (PFU)  REV-MD  CT . 

MIL-S-44212A 

GL 

23  Feb 

89 

GL 

L 

"415 

T-shirt,  Athletic,  Air  Force  Validated  Mar  87  REV-82  . 

MIL-T-83043A 
NOTICE  1 

11 

27  Mar 

87 

11 

L 

8415 

T-shirt,  Physicol  Fitness  Uniform  (Pfu)  REV-MD  CT  . . . 

MIL-T-44214A 

GL 

26  Jon 

89 

GL 

8415 

Trouser.  Cold  Weolher,  Field,  Nylon  And  Cotton  USER -45  REV-MD  MC  82  CT .. 

MIL-T-43497D 

GL 

26  Jul 

88 

GL  NU 

99 

8415 

Trouser,  Extreme  Cold  Weather,  Type  F-16  REV-45  CT . . . 

MII-T-6284K  (1) 

82 

06  Mor 

84 

GL 

99 

8415 

Trouser,  Night  Comoufloge,  Desert . . . . . . 

MIL-T-44094A 

GL 

24  Oct 

85 

GL  NU 

99 

8415 

Trouser,  Snow  Comouflo^,  White,  Artie  USER-45  REV-MD  MC  82  CT . 

MIL-T-43654C 

GL 

19  Jun 

86 

GL  NU 

99 

8415 

Trousers,  Camouflage  Pattern,  Combat  USER-45  REV-MD  MC  82  CT . 

MIL-T-44047C  (1) 

GL 

08  Mar 

89 

GL  NU 

11 

L 

8415 

Trousers,  Cold  Weather,  Mens,  Field,  Wool  USER-45  REV-MD  CT  . . 

MIL-T-1S70J 

GL 

19  Jul 

83 

GL 

L 

8415 

Trouwrt,  Cold  WMthor  REV-CG  CT . 

MII-T-21704F 

NU 

01  Jul 

87 

NU 

L 

8415 

Trousers,  Disposable  USER-SH  45  REV-OS . 

MII-T-87020B 

NU 

19  Oct 

87 

NU 

8415 

Trousers,  Extended  Cold  Weother,  Comofloge  REV-MD  MC  CT  . . . 

MIL-T-44l8y8 

GL 

27  Jon 

89 

GL  NU 

L 

8415 

Trousers,  Extreme  Cold  Weather,  (mpermeobie  USER-CG  45  . . . . 

MIL-T-21705E 

NU 

24  May 

84 

NU 

8415 

Trousers,  Fireman  S,  Aluminixed,  Proximity  USER-SH  AS  MC  CG  45  REV-MD 

MIL-T-29146B 

NU 

02  Jul 

84 

GL  NU 

11 

99  CT 

8415 

Trousers,  Firemen's,  Structurol/aluminixed  Proximity  USER-SH  REV-MD  MC  82 

CT 

Trousers,  Firemen  S  USER-OS  REV-MD  45  CT . . . 

Mll-T-24940 

GL 

30  Sep 

88 

GL  NU 

99 

8415 

MIL-T-3901E 

GL 

30  Dec 

81 

GL  NU 

99 

L 

8415 

Trousers,  Flyers  ,  Extreme  Cold  Weother,  CWU-18/P  USER-45  REV-AS  99  ........ 

MIL-T-83385A  (1) 

82 

22  Jon 

85 

99 

8415 

Trousers,  Mans  (And  Womans-summer  Weight) . 

A-A-1784 

t 

29  Moy 

81 

L 

8415 

TrouMrt,  Pororfieo.  REV-45  CT . 

Mll-T.383508  (1) 

82 

05  Oct 

78 

99 

8415 

Trousers,  Radioactive  Contaminants,  Protective  (Vinyl)  REV-$H  CT . . . . 

A-A-50354 

/NU 

12  Feb 

85 

NU 

1 

8415 

Trousers,  Wet  Suit  (Chloroprene  Foom)  Vtdidated  Aug  82  USER-OS  AS  45 

Mll-T-822708 

NU 

10  Oct 

75 

NU 

REV-MS  CS 

L 

8415 

Trunk,  General  Purpose,  Exerciser  REV-MO.. . 

MIL-T-43955B 

GL 

31  Dec 

85 

GL 

8415 

Trunk.  Physicol  Fitness  Uniform  (Pfu) . 

MIL-T-44213A 

GL 

26  Jon 

89 

GL 

8415 

Trunks.  General  Purpose  USER-CG  45  REV-MO  MC  CT . . . 

Ma-T-82251E 

NU 

01  Oct 

87 

GL  NU 

99 

1 

8415 

Trunks,  Swimmers  USER-SH  OS  45... . . . 

MII-T-29112C 

NU 

03  Mor 

87 

NU 

8415 

Undershirt,  Cold  Weother,  Polypropylene  USER-45  REV-MD  MC  CT . 

MIL-U-44164A 

GL 

25  Jon 

89 

GL  NU 

8415 

Underihirl,  Cold  Wrother,  Mtn  S  REV-MD  MC  11  82  CT  . 

MIL-U-43262D 

GL 

26  Jon 

88 

GL  NU 

99 

8415 

Undershirt,  Extreme  Cold  Weather  USER-YD  CG  45  REV-11  45  CT . . . 

MIL-U-17A11G 

NU 

04  Feb 

87 

GL  NU 

99 

8415 

Vest,  Ammunition  Corrying,  For  M79  And  M203  Lounchers  Validated  Jon  88 

MIL-V-43707B 

GL 

25  Jon 

88 

GL  NU 

USER-45  REV-MD  MC  CT 

NOTICE  1 

8415 

Vest,  Conditioning  Mic  . . . . . 

MIL-V-44132A 

GL 

26  Jun 

85 

GL 

L 

8415 

Vest,  Survlvol,  Mt0i  Net,  SRU-21/P  USER-45  REV-CT . 

MII-V-83271A 

82 

01  No. 

85 

AS 

99 

L 

8415 

Vest,  Tocticol  Load  Beoring  USER-45  REV-MD  CT.. . . . . 

MIL-V-44323A  (1) 

GL 

31  Jon 

89 

GL 

8415 

Visor,  Flying  Helmet,  Pi-lycorbonote  USER-AV  45  REV-MO  82  CT . . 

Ma-V-435118  (2) 

GL 

to  Jun 

82 

GL 

99 

8415 

Visuol  Inspection  Guide  For  All-rubber  Gloves  Except  Surgtcol  Validated  Feb  69 

Mll-STD-ISSB 

SH 

15  Feb 

89 

GL  SH 

99 

USER-YD  MC  MS  11  45  CT  REV-EA  SA  CT 

NOTICE  1 

8420 

Drawer,  Men  S,  8a>er  Style  USER-MC  45  REV-MD  82  CT . 

MtL-D-40099H 

GL 

26  Jan 

89 

GL  NU 

99 

8420 

Drawers,  Men  Brief  Type  Validated  Jan  88  USER-MC  45  REV-MD  NV  NU  CT  .. 

A-A-50003A 

NOTICE  1 

•GL 

28  Dec 

88 

GL  NU 

99 

8420 

Orowers,  Men  S,  Cotton,  Thigh  Length  USER-45  . 

DDD-D-5468 

% 

18  Nov 

59 

8420 

Drowers,  Men  S,  Thigh  Length . . . 

DDD-D-00646C 

t 

30  Mor 

72 

8420 

Drowers,  Men's  (Rrmf  Type)  Brown  436  USER-45  REV  MD  MC  CT  . 

MIL-D-437B3F 

GL 

27  Jan 

89 

GL  NU 

8420 

Drowers,  Mens..... . . . . . . . . 

A-A-153 

/ 

31  Mar 

81 

GL  NU 

99 

8420 

Drawers,  Mens,  Cotton,  Ankle  Length  Validated  Feb  85  USER-45  REV-MD  CT.... 

M1L-D-2525D 

MC 

29  Dec 

72 

GL  MC 

8420 

Undershirt,  Mon  S,  (Quorter  Sleeve) ...  . . . . . . . . 

.IJ-U-513D  (2) 

) 

25  Aug 

78 

L 

8420 

Undershirt,  Mon  S.  Cotton,  Full  Length  Sleeves  Validated  Jan  83  USER-45 

MIL-U-2526D 

MC 

16  Jul 

71 

MC 

REV-CT 

8*20 

Undershirt,  Mon,  (Quoler  Sleeve)  USER-CG  45  REV-MO  MC  82 . 

A  A  50013B 

•GL 

28  Dec 

88 

GL  NU 

99 

8420 

Undershirt,  Mons  (Quorter  •  Sleeve)  USER'45  REV-MD  MC  82  CT . . . 

MIL-U-44096A 

GL 

09  Dec 

87 

GL  NU 

99 

8420 

Undershirt,  Mons  (Polyester/cotton)  Quarter  Sleeve . . . . . 

A-A-50353 

/NU 

27  Jon 

81 

NU 

8430 

Boot,  Combat,  Leother,  Block,  Direct  Molded  Sole  Validated  Jon  88  REV-MD 

MII-B-43481E  (2) 

GL 

25  Jon 

88 

GL  NU 

99 

MC  CT 

NOTICE  1 

8430 

Boot,  Safety  (Nontporking)  USER-CG  YD  MS  OS  45  REV-AS  45  99  82  CT  . . 

MII-B-S7068  (1) 

NU 

18  Feb 

82 

NU 

99 

L 

8430 

Boot,  Safety,  Aircrew  REV-AS  CT . 

Ma-B-24911  (2) 

NU 

16  Jul 

87 

NU 

8430 

Boot,  Ski-mountoin  REV-MD  AS  82  11  CT  . 

MtL-B-43739A 

GL 

03  Mar 

87 

GL  NU 

99 

L 

8430 

Boot,  Toxicologicol  Agent  Protective,  M2A1  REV-Al  MD  EA  CT  . 

MtL-B-51176F 

GL 

05  Oct 

88 

GL 

8430 

Boots,  Climbers . 

A-A-50651 

/82 

28  Aug 

80 

GL 

99 

8430 

Boots,  Cold  Weather,!  Nsuloted,  Rubber  (Wet  Gold,  Dry-extreme  Cold) 

MII-B-418I6G 

GL 

30  Jun 

88 

GL  NU 

99 

USER-MC  11  REV-MD  CT 

8430 

Soott,  Combot,  leothtr.  Block  (Mll-5)  USER-CG  MC  45  REV-MO  CT  . 

MIL-B'41818G 
NOTICE  1 

GL 

25  Jon 

88 

GL  NU 

99 

067 


FSC  LISTING 


DOCUMENT 


fSC 

TITLE 

NUMBER 

PREP 

DATE 

CUSTODIAN 

8430 

Boelt«  Combot,  Mildtw  &  Wafer  Resiifont,  Direct  Molded  Sole  USER>45 

MII-B-44152A  (1) 

Gl 

19  -Sep 

88 

Gl  NU 

99 

REV-MD  MC  82  CT 

L 

8430 

Boots,  Divers,  MK*I2 . 

MIL-B-87031B 

SH 

06  Feb 

87 

SH 

8430 

Boots,  Electricol  Hotord  Frotective  (Mens  Sofety) . 

AA-194S 

t 

28  Aug 

81 

L 

8430 

Boots,  Extreme  Cold  Weother,  N*1B  REV>45  CT . . . 

MII-B-6362F  (1) 

82 

07  Jun 

78 

99 

L 

8430 

Boots,  Extreme  Cold  Weather  USER>45  REV-II  CT . . . 

MIL-B-4330C 

82 

25  Sep 

84 

99 

8430 

8ooli,  Firtmtns  USER  AS  SH  45  REV-MD  EA  CT . 

MIL-B-2885F 

NU 

06  Oct 

87 

GL  NU 

99 

1 

8430 

Boon,  flyen  FWU-8/P  VolidolKl  Nov  84  USER-4S  REV.99  45  CT . 

MII-B-S3277A  (1) 

82 

30  Nov 

78 

99 

L 

8430 

Boon,  Flying,  FWU-3/P  USER-1 1  45  REV-CT . 

MII-8-27486C 

82 

04  Oct 

85 

Gl 

99 

8430 

Boon,  Hot  Weother  USER-45  REV-MD  MC  82  CT . 

M1L-8-43154K 

Gl 

16  May 

88 

GL  NU 

99 

8430 

Boot!,  Knee  And  Hip  (Rubber)  USER-CG  MC  YD  45  REV-MD  It  82  CT . 

A-A-500d3A 

/Gl 

31  -lul 

87 

Gl  NU 

99 

8430 

Boots,  Knee  And  Hip,  (Rubber)  Validated  Mar  83  IJSER-YD  CG  MC  45 

ZZ-B-530C  (1) 

/Gl 

17  Jon 

77 

Gl  NU 

99 

REV-MD 

8430 

Boots,  Solely  USER-MC  YD  45  REV-AS  11  82  CT  . 

MIL-B-2I408G 

Gl 

17  Jon 

84 

GL 

99 

8430 

Boots,  Sofety  (Mens  High  Top) . 

A-A-1803 

> 

12  May 

81 

8430 

Footwear  Cover,  Chemical  Protective  (Overboots)  USER -OS  SH  99  REV  EA  45 

MIL-F-43987A  (2) 

Gl 

16  Nov 

84 

Gl  NU 

99 

82  CT 

L 

8430 

Footwear  Covers,  Extreme  Cold  Weother  Survival  SRU-13/P  Validated  Mor  B4 

MIL-F-27532A  (1) 

82 

07  Aug 

78 

99 

USER-45  REV-1 1  45  CT 

L 

8430 

Footweor  Covers,  Disposable  USER‘45 . . . 

MIL-F-87023B 

NU 

13  Apr 

84 

NU 

8430 

Footweor  Covers,  Toxicologicol  Agents  Protective,  M-1  USER-YO  MC  45 

MIL-F-12224H 

GL 

28  May 

86 

GL  NU 

99 

REV-MD  82  CT 

8430 

Footweor,  Cover,  Rodlooctive  Contaminants  Protective  USER*AS  OS  CG  SH  45 

MIL-F-82240D 

NU 

21  Jan 

85 

NU 

99 

REV-MD  MS  a 

8430 

Overshoes,  Men  S,  Rubber,  5  Buckle  Type  USER-CG  45  REV-MD  MC  CT . 

MIL-0-S36F 

NU 

08  Sep 

86 

Gl  NU 

99 

8430 

Overshoes,  Men  S.  Dress,  Stretch  Type  USER'45  REV-99  82  CT . 

MIL-0-82295B 

NU 

17  Feb 

84 

NU 

n 

8430 

Overshoes,  Men's  And  Womens  Boot,  Combat  USER-MC  45  REV-MD  82  11  CT 

MII-0-43995A 

GL 

08  Apr 

86 

GL  NU 

99 

8430 

Overshoes,  Rodiooctlve  Contaminants,  Protective  USER-OS  AS  REV-$H  11  CT  .. 

MIL-0-S2246D 

NU 

21  Jon 

82 

NU 

99 

L 

8430 

Sondol,  Submorine  Votidattd  Jon  86  U5ER-45  REV-CT . . 

MII-S-18003D 

NU 

27  Jun 

so 

NU 

8430 

Shoe,  Gymnasium,  Heovy  Duty  USER-45  REV-MD  99  45  CT  . 

MII-S-43961A  (2) 

Gl 

05  Jon 

82 

GL  NU 

11 

8430 

Shoe,  Molden  USER-MC  AS  CG  45  REV-MD  CT . 

MII-S-82245C 

NU 

27  Oct 

82 

GL  NU 

8430 

Shoe,  Nonsparking,  Sofety,  High  USER-SH  CG  REV-MD  CT . 

MII-S-41821H 

Gl 

12  Moy 

88 

GL  NU 

99 

8430 

Shoe,  Sofety  (Chukko)  USER-MS  OS  MC  CG  45  REV-AS  II  CT . 

MII-S-21894F 

NU 

01  Sep 

82 

NU 

99 

8430 

Shoe,  Submorine  Deck  USER-45  REV-SH  11  82  CT . 

A-A-503S7A 

/NU 

31  Jon 

85 

NU 

99 

L 

8430 

Shoes,  Bosketbuli,  For  Reconnoissonce  VoUdettd  Jun  67  USER-45  REV-CT . 

MII-S-21257C  (1) 
NOTICE  1 

MC 

25  Jun 

87 

MC 

8430 

Shoes,  Conductive  USER-45  REV-OS  99  11  CT . 

A-A-50359A 

/NU 

12  Jun 

84 

NU 

99 

8430 

Shoes,  Conductive  USER-OS  REV-ll  CT . 

MII-S-3794E 

NU 

21  Apr 

82 

NU 

99 

8430 

Shoes,  Conductive  (Mens  Safety) . 

A-A-1505 

t 

18  Aug 

81 

8430 

Shoes,  Electricol  Hazords,  Protective,  Oxford,  Men  $  USER  OS  45  REV-MD  MC 

MII-S-43897B 

GL 

05  Dec 

83 

Gl  NU 

99 

M  45  a 

843b 

>  -oes.  Electrical  Hoxord  Protective  (Mens  Safety)  . 

A.A-1890 

} 

18  Aug 

81 

8430 

‘oes,  Electricol  Haxords  Protective,  High,  Men  S  USER-45  REV-MD  11  CT . 

MII-S-43860C 

Gl 

30  Sep 

86 

Gl  NU 

99 

8430 

-shoes.  Men  S  Dress  Oxford  USER-4S  REV-MD  MC  99  CT . 

Mtl-S-13l92P 

Gl 

30  Jun 

88 

Gl  NU 

11 

8430 

Shoes,  Sofety  (Mens  High  Top) . . . 

A-A-1804 

» 

12  Moy 

81 

8430 

Shots,  Sofety  (Mens  Low  Quorter)..... . 

A-A-1767 

t 

12  Moy 

81 

L 

8430 

Shoes,  Swim,  Corol  USER-45  REV-CT . 

MII.S-19672B  (1) 

SH 

01  Mar 

85 

SH 

8430 

Slide  Fostener  Units,  Laced  Boots  Validated  Jan  8S  USER-YO  45  REV-MD  MC 

MIL-S-43736A  (1) 

GL 

03  Apr 

79 

Gl  NU 

99 

82  CT 

8435 

Overshoes,  Women  S,  Plostic,  Gray  Validated  Jan  8S  USER-45  REV-MD  MC  99 

CT 

Shoes,  Women  S  USER-CG  MC  45  REV-MD  82  11  . 

MIL-0-41838D 

GL 

06  Jon 

78 

GL  NU 

11 

8435 

MIL-S-21711E  (1) 

NU 

19  Oct 

88 

Gl  NU 

99 

L 

8440 

Belt,  Coot,  Mon  S,  Webbing,  Cotton,  WHITE  Validated  Oct  87  USER-45 

MII-B-18184B 

MC 

23  Oct 

87 

MC 

REV-CT 

NOTICE  1 

L 

8440 

Belt,  Generol  Officer  USER-45  REV-M  . 

MII-B-1462F 

GL 

06  Jan 

88 

Gl 

L 

8440 

Belt,  Mon  S,  Ceremonial,  Officers  Validated  feb  8S  USER-45  . . . 

MIL-B-29378  (1) 

MC 

21  Nov 

85 

MC 

•8440 

Belt,  Trousers,  Cotton  Webbing,  With  Clip  REV-MD  MC  45  99  . 

MII-B-833G 

Gl 

27  Moy 

88 

Gl  NU 

n 

L 

8440 

Cummerbund,  Mon  S,  Scarlet  (Officer  S)  Validated  Feb  83  REV-CT . 

MIL-C-82162A 

MC 

19  Sep 

73 

MC 

1. 

8440 

Cummerbund,  Mon  S,  Block  Validated  Oct  87  REV-CT . 

MIL-C-19688A  (1) 
NOTICE  1 

MC 

23  Oct 

87 

MC 

8440 

Glove,  Leother  USER-CG  45  REV-MC  99  82 . 

MIL-G-24909A 

NU 

13  Nov 

86 

Gl  NU 

11 

L 

8440 

Gloves,  Cloth,  Nylon,  Knitted  (Dress,  Men  S)  Validated  Nov  60  USER-CG 

MIL-G-21893C 

NU 

30  Apr 

81 

NU 

REV-CT 

1 

8440 

Gloves,  Leother,  GounHet,  Drummers  Validated  Oct  87  USER-45  REV-CT...... _ _ 

Mll-G-87167  (1) 
NOTICE  1 

MC 

23  Ort 

87 

MC 

1 

•8440 

Gloves,  Leother,  (Block,  Wool  Lined)  Valichted  Nav  80  USER-MC  45  REV-CT .... 

MIL-G-17602D  (1) 

NU 

04  Nov 

80 

GL  NU 

8440 

Gloves,  Men  S,  Ooth,  Dress,  While  USER-45  REV-MD  MC  99  CT . 

MII-G-41817D  (1) 

Gl 

13  Mor 

85 

Gl  NU 

11 

8440 

A-A'50356A 

•NU 

30  Sep 
30  Nov 

88 

GL  NU 

99 

L 

8440 

leggings.  Mens  USER-45  REV-CT  . 

MII-1-714G 

NU 

88 

NU 

L 

8440 

Neckerchief  (Acetote  Block)  REV-CT . 

MIL.N-87042C 

Nil 

08  Feb 

88 

NU 

8440 

Neckerchief,  Mon  S,  Colton,  Knitted  USER-45  82  REV-MD  NU  11  CT . 

MII-N-43741A 

14  Jun 

83 

GL  MC 

99 

•8440 

Necktie . 

A-A-1787 

t 

22  Moy  81 

8440 

Necktie  (Stripe) . 

A-A-1624 

t 

24  Jun 

81 

8440 

Neckties,  Men  S,  Four  In  Hand  USER-45  REV-MD  MC  99  82  CT . 

MIL-N-41804E 

Gl 

20  Aug 

87 

GL  NU 

11 

8440 

Provisions  For  Evoiuoting  Quolity  Of  Gloves,  Cloth,  Dress  USER-CG  REV-GL 

MIL-STD-1612B 

NU 

17  Oct 

88 

Gl  NU 

11 

MC99e2 

8440 

Scorf,  Neckweof,  Woal  USER-MC  45  REV-MD  82  CT . 

MIL-S-2063H 

GL 

24  Feb 

84 

GL  NU 

99 

L 

8440 

Scorf,  Neckweor,  Soge  Green,  Flying,  Tubulor  N-1B  (Scorf,  Soge  Green,  Flying 

MIL-S-5365F 

82 

08  Dec 

70 

99 

Tubular,  Type  N-18)  Validated  Mar  83  USER-45  REV-CT 

1 

8440 

Scorfi  Heodover,  Wool . . . . . 

Mll-S-29428 

MC 

11  Feb 

87 

MC 

8440 

Sock,  Cotton . . . . . . . 

A-A-n4 

t 

09  Nov 

79 

8440 

Sock,  Men  S,  Nylon  And  Cotton,  Ribbed,  Stretch  Type  USER-MC  45  REV-MD 

MII-S-12549H 

GL 

20  Sep 

84 

GL  NU 

11 

99 


868 
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8440 

Soclc,mens,  Acrylic  Ny  Lon,  Ribbod,  Stretch  Type  USER>45  REV>S2  99 . . 

MIL-S-24917 

NU 

09  Jon 

85 

NU 

11 

8440 

Socks,  Cotton  USER-45 . . . . . . . 

JJ-S-5MA  (1) 

t 

02  D.C 

83 

8440 

Socks,  Men  Ribbed  Knit,  Stretch  Type  USER-99  45  REV*MD  MC  CT . . . 

A-A-50015 

-GL 

23  Dk 

81 

GL 

NU 

11 

8440 

Socks,  Men  S  Nylon,  Cushion  Sole,  Stretch  Type,  Og  106  Validated  Mar  63 

MIL-S-43823A 

GL 

16  Aug 

77 

GL 

NU 

USER-YD  45  REV-MD  CT 

8440 

Socks,  Mtn  S,  Cushion  Solt,  Strtich  Typo  USER-U  45  REV-MO  EA  MC  82  CT 

MIL-S-48K  (1) 

GL 

30  S«p 

85 

GL 

NU 

99 

L 

8440 

Socks,  Men  S,  Nylon  And  Cotton,  Knee-length,  Stretch-type  Validated  Jon  66 

MIL.S-14210G 

NU 

10  Jun 

80 

NU 

USER-CG  REV-CT 

8440 

Socks.  Mon  S,  VYintor  (Wool  And  Cotton)  USER-MC  45  REV-MD  82  CT . 

MIL-S-405G 

GL 

31  Dec 

85 

GL 

NU 

99 

8440 

Socks,  Men's . . . . . 

A-A-30052A 

t 

25  May 

84 

8440 

Suspenders,  Trousers,  M-1950  USER-CG  45  REV-MO  MC  82  CT . 

MIL-S-10926G 

GL 

10  Jun 

86 

GL 

NU 

99 

L 

8440 

Suspenders,  Trousers  (Suspenders,  Flying  Suit)  USER-45  REV-CT . 

MIL-S-6790F  (1) 

82 

19  Jul 

78 

99 

8445 

Anklot,  Women's,  Cotton  REV-MO  99  CT . 

MII-A-22789C 

MU 

01  Apr 

81 

GL 

NU 

11 

8445 

Anklets,  Woman  S  Acrylic  And  Nylon,  Ribbed,  Stretch  Type  USER-CG  45 

MIL-A-29t31B 

NU 

17  Mar 

86 

NU 

99 

REV-82  CT 

L 

8445 

Cummerbund,  Womon  S  Evening  And  Mess  Dress  (Officer  S)  USER-45  REV-CT.. 

MtL-C-82121A 

MC 

09  Sep 

86 

MC 

8445 

Gloves,  Cloth  (Womens  Dress)  USER-CG  45  REV-MO  MC  99  82  CT . 

MtL-G-1(X)7H 

NU 

14  Oct 

88 

GL 

NU 

11 

L 

8445 

Gloves,  Cloth,  Block,  Lined,  Girl  S,  Jr.  R.o.I.c.  Validated  Mar  83  USER-45 . 

Mll-G-4;)958 

GL 

17  Dec 

76 

GL 

1 

8445 

Gloves,  Cloth,  Nylon  Knitted  (Women  S,  Dress)  Validated  Mar  87  REV-82 . 

MII-G-83150A 
NOTICE  1 

11 

27  Mar 

87 

11 

8445 

Gloves,  Leother,  Lined,  Block,  Womon  S  Validated  Jon  66  REV-MO  99  CT . 

MIL-G-43755B  (2) 

GL 

28  Feb 

80 

GL 

NU 

11 

L 

8445 

Handbag,  Woman  S,  Synthetic  . . 

MIL-H-87072A 

NU 

08  Jun 

87 

NU 

8445 

Hondbog,  Women  S,  Synthetic,  Block  USER-45  REV-MD  99  82  CT  . 

MIL-H-43981C 

GL 

13  May 

87 

GL 

11 

•8445 

Handchief,  Mon  S  And  Womon  S  Validated  Jan  86  USER-CG  MC  REV-MD  1 1 

DDD-H.71H 

/NU 

22  Sep 

80 

GL 

NU 

99 

CT 

INT  AMD 

L 

8445 

Nssck  Tab,  Women  S  Shirt  Validated  Oct  87  . . . . . 

MIL-N-29367C 
NOTICE  1 

MC 

23  Oct 

87 

MC 

8445 

Neck  Tab,  Women's  Shirts  Validated  Feb  89  USER-45  REV-82  99 . 

MIL-N-87224 

NOTICE  1 

n 

14  Feb 

89 

11 

L 

8445 

Neektob,  Women  Shift  REV-MO  CT  . 

MII-N-44106A 

GL 

19  Nov 

87 

GL 

L 

8445 

Necktie,  Woman  S  (CG)  REV-CG  CT . 

MIL-N-87007B 

NU 

13  Apr 

88 

NU 

L 

8445 

Necktie,  Woman  S  (Bovr,  Block)  Validated  Jan  66  USER-45  REV-CT . . 

MIL-N-29113A 

NU 

08  Nov 

78 

NU 

L 

8445 

ttecktie.  Womans,  Polyestcr/wool  Validated  Oct  67  USER-45  REV-CT . . 

MII-N-19857C  (1) 
NOTICE  1 

MC 

23  Oct 

87 

MC 

8445 

Necktie,  Women  S,  Oenerol  Officer  Validated  Oct  87 . 

MIL-N-29387 

NOTICE  1 

MC 

23  Oct 

87 

MC 

8445 

Scorf,  Neckweor,  Royon,  Womon  S  REV-SA  99  CT  . 

MIL-S-10679E 
NOTICE  1 

11 

26  Feb 

88 

MC 

11 

8445 

Scarf,  Neckwear,  Womon  S  Acrylic  REV-CT  . . 

MIL-5-433178  (2) 

NU 

19  Mor 

81 

NU 

8455 

Aiguillette,  AF  Command  Bonds  Validated  Jon  86  USER-45  REV-OP . 

MIL-A-145418 
NOTICE  1 

IH 

30  Jun 

86 

IH 

11 

1 

8455 

Bocking  Plotes,  Inslgnio,  Bronch  Of  Service  And  Cop,  tnfontry.  Army  REV-DP  .... 

MIL-B-43049C 
NOTICE  1 

IH 

23  Moy 

88 

IH 

8455 

Bodge  Quoiificotlon,  Missile  With  Operotion  Crew  Oesignotor,  Air  Force  . 

B-3628/72A 

IH 

09  Mor 

89 

IH 

11 

1 

8455 

Bodge  And  Insignia,  Identification,  General  Specification  For  Validated  Nov  84 

MIL-8'41809C 

IH 

31  Dec 

78 

IH 

USER-45  REV-MC  SA  99  45  CT 

SUPP  1 

L 

8455 

Bodge  Clasp,  Badge,  Quolificotion,  Bosic,  Driver,  Mechonic,  And  Crew  Chief, 

MIL-8-362B/22D 

IH 

10  Feb 

88 

IH 

Army  REV-CT 

8455 

Bodge  Clasp,  Badge  Quolificotion,  Basic,  Morine  Corps  Validated  Jul  84 

MIL-8-3628/20A 

IH 

30  Jun 

67 

tH 

PE 

REV-MC  CT 

8455 

Bodge  Clasp,  Requolification,  Bodge,  Quolificotion,  Expert,  Rifle  And  Pistol, 

M>: -8-3628/1-  ■- 

IH 

10  Feb 

88 

IH 

NU 

Marine  Corps  REV-MC  CT 

L 

8455 

Badge  Identificotion,  Presidentiol  Service  Validated  Nov  84  USER'45  REV-CT  .... 

MIL-B-41809/1B 

IH 

31  Dec 

78 

IH 

8455 

Bodge,  Bodge  Closp,  Bor  And  PendonI,  Qurlificotion,  Generot  Specificotion  For 

MIL-8-3628E 

IH 

10  Feb 

88 

IH 

n 

USER-45  REV-82  99  CT 

SUPP  1 

8455 

Bodge,  Breosi,  Identificotion  (U.s  Coast  Guard  USER-CG  REV-CT . 

MIL-B-24947 

NU 

14  Jun 

88 

L 

8455 

Booge,  Clasp,  Bodge  Qualification,  Basic,  Expeit,  Shorpshooter,  And  Mn»ksmon, 

MIL-B-362B/15E 

IH 

10  Feb 

88 

IH 

Army  REV-CT 

8455 

Bodge,  Ident-ficotion,  Joint  Chiefs  Of  Staff  Validated  Jvn  86  REV-MC  CT.. ....... 

MIL-B-41809/2C 
NOTICE  1 

IH 

30  Jun 

86 

IH 

SA 

11 

8455 

Badge,  Identification,  Recruitlnq  Service.  Air  Force  Valid  *ed  Nov  84  USER-45 

MIL-B-41809/3D 

IH 

31  Dec 

78 

IH 

11 

REV-99  DP  CT 

8455 

Bodge,  identification  And  Insi  o.  Service  Cop  Ciivtlion  Police  And  C*'vilian 

MIL-B-41809/4E 

IH 

25  Mor 

85 

IH 

99 

Guoro,  OOD  U5ER-45  REV-NU  82  CT 

8455 

Badge,  Identification,  Generol  Staff,  Army  Validated  Nov  84  REV-DP  CT  . 

MIL-8-41809/5B 

IH 

31  Dec 

78 

IH 

PE 

11 

t. 

8455 

Badge,  Identification,  Office  Of  The  Secretory  Of  Defense  USER-CG  45 

MIL-B-41809/6E 

IH 

04  Jun 

87 

IH 

NU 

11 

REV-MC  82  99  CT 

L 

8455 

Bodge,  identificotion.  Honor  Guard,  Tomb  Of  The  Unknown  Soldier,  Army 

MIL-B-4ie09/7B 

IH 

31  Dec 

78 

IH 

Validaled  Nov  84  REV-DP  CT 

8455 

Bodge,  Identificotion,  Security  Police,  Air  Force  REV.99  82  CT . .  . 

MIL-B-41809/8H 

IH 

19  Apr 

88 

IH 

99 

L 

5453 

Badge,  icentilicoiion.  Drill  Sergeant,  Army  VaUdotcd  Nov  nEV-Dr  CT  . 

MIl-B  4i8C9/9l* 

:!( 

31  DeC 

78 

lU 

L 

8455 

8odge,  Identificotion,  Us  Army  Recruiter,  Army  VoUdated  Mar  89  REV-CT . 

MIL-B-41809/11F 
NOTICE  1 

IH 

15  Mor 

89 

IH 

8455 

Bodge,  Identification,  Permanent  Professor,  U.s.  Air  Force  Acodemy  Validated 

MtL-&'41809/12C 

IK 

30  Jun 

86 

IH 

11 

Jon  86  USER-45  REV-99  CT 

NOTICE  1 

8455 

Bodge,  Identification,  Recruiting  Service,  Navy  Validated  Nov  84  REV-CT . 

Mll-B-41809/138 

IH 

31  Dec 

78 

IH 

SA 

L 

8455 

Bodge,  identification;  US  Army  Notionol  Guo*d,  Recruiter  REV-CT . 

MIL-B-41809/17D 

IH 

12  Apr 

85 

IH 

8455 

Bodge,  Identificotion,  Recruit  Compony  Ccmm  nder,  hovy  Validated  Nov  84 

MtL-B-41809/26A 

IH 

31  Dec 

78 

IH 

SA 

REVCT 

8455 

Bodge,  Identification,  Career  Counselor,  Navy  Validated  Nov  84  REV  CT . 

MIL-B-41809/27A 

IH 

31  Dec 

78 

IH 

SA 

8455 

Bodge,  identification.  Senior  Enlisted  Advisor,  Navy  Validated  Nav  84  REV-CT  .. 

MIL-B-41809/28A 

IH 

31  Dec 

78 

IH 

SA 

1 

8455 

Badge,  Identification,  Us  Army  Reserve  Recruiter,  Army  Validated  Nov  84 

MIL-B-4)609/29A 

IH 

31  Dec 

‘fo 

IH 

REV-CT 


869 


FSC  USTiNG 


L 


L 


I 


L 

L 

L 

L 

L 

L 

L 

L 

L 

L 


L 


L 


L 


L 

L 

L 

L 


L 

L 

L 


L 


I 


L 

L 

L 


L 


FSC  TITLE 


9455  Bodg*,  Idtntificotion,  Unittd  Stotti  Posfol  Servk*,  Dtlivtry  Strvictt  Employtet 
Validated  Nov  84  REV-CT 

8455  Bodgt,  lci«ntifieotion«  Intlrvclor  Air  Fore*  Troining  Commond  Vofidotod  Nov  64 
USER-45  REV-CT 

Bodgt,  Identification,  Firt  Protection,  Air  Force  USER-45  REV-82  1 1  CT  . 

8455  Bodge,  Identification,  Vice  Presidentiol  Service  Validatod  Nov  84  USER‘45 
REV-MC  99  a 

8455  Bodge,  Identification,  Army  Continuii>g  Education  System  Personnel  Volidotod 
Nov  84  REV-CT 

8455  Bodge,  Identificotion,  Navol  Investigative  Service  VoUdoted  Jun  66  REV-CT . 

8455  Bodge,  Identificotion,  Officer  In  Charge,  USPHS  REV-CT  . 

8455  Bodge,  Identification,  Militory  Posto)  Service  Validated  Jun  86  REV-CT . 

8455  Bodge,  Identificotion,  Army  ROTC  Student  Nurse  Program  REV-CT  . 

8455  Bodge,  Identification,  Honor  Unit,  U.s.  Coost  Guord  USER-CG  REV-CT . 

8455  Bodge,  Identification,  US  Army  Nalionol  Guord  Recuiter  REV-CT . . . 

8455  Bodge,  Identification,  Chief  Of  Porty,  NOAA  REV-CT . 

8455  Bodge,  Identificotion,  Defense  Mopping  Agency  USER-CT . 

8455  Bodge,  identification,  Coreer  Counselor,  Army  Validated  Nov  84  REV-CT . 

8455  Bodge,  Identification,  Junior  Rote  Instructor,  Air  Force  Validated  Nev  84 
USEk-45  rev-99  CT 

8455  Bodge,  Identification,  Militory  Police,  Army  Volidaled  Nov  84  REV-CT . 

8455  Bodge,  Identificotion,  Forest  Service  Volunteer  Validated  Nov  84 . 

8455  Bodge,  Identificotion,  Outdoor  Recreotion  Services,  Army  Validated  Nov  84 
REV-CT 

8455  Bodge,  Quolificotion,  Rifle,  Morine  Corps,  Pendont  And  Suspension  Bor 
REV-MC  CT 

8455  Bodge,  Quolificotion  Air  Assoult,  Army . . 

8455  Bodge,  Quolificotion,  ROTC  Acodemic  Achievement  Wreoth  And  ROTC  And 
NDCC  Honor  Unit  Stors  Validated  Feb  87  REV-99  CT 

8455  Bodge,  Quolificotion,  ROTC  Acodemic  Achievement  Wreoth,  Army  Validated 
Feb  87  REV-CT 

8455  Bodge,  Quolificotion,  Stor,  ROTC  And  NOCC  Honor  Units,  Army  Validated  Feb 
87  REV-CT 

8455  Bodge,  Quolificotion,  Distinguished  Militory  Student,  ROTC,  Army  And  Air 
Force  Volidoted  Feb  87  USER-SM  45  REV-99  CT 

8455  Bodge,  Quolificotion,  Recondo,  ROTC,  Army  REV-CT . 

8455  ledge,  Quolificotion,  Aviation,  ROTC  Flight  Training  Groduote,  Army  REV-CT  .. 

8455  Bodge,  Quolificotion,  Aviotion,  ROTC  Flight  Troining  Student,  Army  REV-CT . 

8455  Bodge,  Quolificotion,  ROTC  Acodemic  Achievement  Wreoth,  Additionol  Awards, 
Army  REV-CT 

8455  Bu»ge,  Quolificotion,  Pistol,  Morine  Corps,  Pendant  And  Suspension  Bor 
REV-MC  CT 

8455  Bodge,  Quolificotion,  Bosic,  Driver  And  Mechonic,  Army  REV-CT . 

8455  Bodge,  Quolificotion,  Bosic,  Morine  Corps,  Pendant  And  Suspension  Bor 
REV-MC  CT 

8455  Bodge,  Quolificotion,  Expert  Infantryman,  Army  REV-CT . 

8455  Bodge,  Quolificotion,  Distinguished  Pistol  Shot,  Army,  Pendont  And  Suspension 
Bor  REV-CT  DP 

8455  Bodge,  Quolificotion,  Distinguished  Morksmon,  Novy,  Pendont  And  Suspension 
Bor  REV-CT 

8455  Bodge,  Quolificotion,  Distinguished  Pistol  Shot,  Novy,  Pendont  And  Suspension 
Bor  REV-CT 

8455  Bodge,  Quolificotion,  Distinguished  Riflemon,  Civilion  Aword,  (Army),  Pendont 
And  Suspension  Bor  REV-CT 

8455  Bodge,  Quolificotion,  Distinguished  Pistol  Shot,  Civilion  Awo^,  (Army),  Pendont 
And  Suspension  Bor  REV-CT 

8455  Bodge,  Quolificotion,  Notionol  Riflemon,  Novy  Pendont  And  Suspension  Bor 
REV-CT 

8455  Bocfge,  Qualification,  Fleet  Rifleman,  Novy  Pendont  And  Suspension  Bor  REV-CT 

8455  Bodge,  Quolificotion,  Riflemon,  Novy,  Pendont  And  Suspension  Bor  REV-CT  . 

8455  Bodge,  Quolificotion,  Notionol  Pistol  Shot,  Novy,  Pendont  And  Suspension  Bor 
REV-CT 

8455  Bodge,  Quolificotion,  Fleet  Pistol  Shot,  Novy,  Pendont  And  Suspension  Bor 
REV-CT 

8455  Bodge,  Quolificotion,  Pistol  Shot,  Novy,  Pendont  And  Suspension  Bor  REV-CT. .. 
8455  Bodge,  Quolificotion,  Excellence,  Smoli  Arms  Competition,  Rifle  And  Pistol, 

Ar"y,  ^endsnf.  Suspension  Bor,  And  Suspension  Device  REV  CT  DP 
8455  Bodge,  Quolificotion,  Bosic  Expert,  Sho^shoofer,  And  Morksmon,  Army  REV-CT 
OP 

8455  Bodge,  Quolificotion,  Distinguished  Riflemon,  Army,  Pendont  And  Suspension 
Bor  REV-CT 

8455  Bodge,  Quolificotion,  Combot  Infontrymon,  Army  REV-CT . . . 

8455  Bodge,  Quolificotion,  Supply-fuels,  Air  Force  USER-45  REV-82  99  CT  . 

8455  Bodge,  Quolificotion,  Informotion  Monoger,  Air  Force  USER-45  REV-82  99  CT  - 

8455  Bodge,  Quolificotion,  Combot  And  Speciol  Skill,  Rigger  REV-CT . 

8455  Bod^,  Quolificotion  Combot  &  Speciol  SkiR,  Tocticol  Air  Control  Porty 
USER-45  REV.82  99  CT 

8455  Bodge,  Quolificotion,  Explosive  Ordnonce  Disposol  USER-45  REV-MC  82  99  CT 
8455  Bodge,  Quolificotion,  Trophy,  Rifleteom  Motches,  Morine  Corps  REV-MC  CT  ...... 


DOCUMENT 


NUMBER 

PREP 

OATE 

CUSTOOIAI 

MIL-»41809/30B 

IH 

31  Otc 

78 

IK 

MII-8-41809/UD 

IH 

31  Otc 

78 

IH 

MII-8-41809/15F 

IH 

20  Jvn 

86 

IH 

99 

MIL-8-4'809/16D 

IH 

31  Om 

78 

IH 

SA  11 

MIL-8-41809/31 

IH 

07  Mor 

79 

IH 

Mll-8-41809/32 

IH 

30  Jun 

86 

IH 

SA 

NOTICE  1 

MII-8-41S09/33A 

IH 

11  May  88 

IH 

NOTICE  1 

MIL-8-41809/34 

IH 

30  Jun 

86 

IH 

NOTICE  1 

MIL-8-41809/38A 

IH 

21  F*b 

84 

IH 

MIL-8-41809/36 

IH 

08  Jun 

84 

IH 

NU 

MIL-8-41809/37 

IH 

12  Apr 

86 

IH 

MIL-8-41809/38 

IH 

08  Jun 

87 

IH 

MIL-8-41809/39 

IH 

16  Jun 

88 

MIL-8-41809/19A 

IH 

31  Ok 

78 

IH 

MIL-8-41809/20C 

IH 

31  Ok 

78 

IH 

MIL-8-41809/21C 

IH 

31  Ok 

78 

IH 

MIL-8-41809/22A 

IH 

31  Ok 

78 

IH 

MIL-8-41809/248 

IH 

31  Ok 

78 

IH 

MIL-8-3628/160 

IH 

10  F,b 

88 

IH 

PE 

MIL-8-3628/63 

IH 

17  Jul 

86 

IH 

MIL-8-146328 

IH 

16  Ftb 

87 

IH 

11 

SUPP  1 

NOTICE  1 

MIL-8-14632/1A 

IH 

16  F,b 

87 

IH 

NOTICE  1 

MIL-8-14632/28 

IH 

16  F,b 

87 

IH 

NOTICE  1 

MIL-8-14632/3A 

IH 

16  F«b 

87 

IH 

11 

NOTICE  1 

MIL-8-14632/48 

IH 

31  Ok 

81 

IH 

MIL-8-14632/SA 

IH 

31  Ok 

81 

IH 

MIL-8-14632/6A 

IH 

31  Ok 

81 

IH 

MII-8-14632/7A 

IH 

31  Ok 

81 

IH 

MIL-8-3628/170 

IH 

10  F*b 

88 

IH 

NU 

MIL-8-3628/210 

IH 

lOFtb 

88 

IH 

MIL-8-3628/19B 

IH 

lOFtb 

88 

IH 

NU 

MIL-8-3628/230 

IH 

10F*b 

88 

IH 

MIL-8-3628/20 

IH 

lOFtb 

88 

IH 

NOTICE  1 

MIL-8-3628/3C 

IH 

10  Ftb 

88 

IH 

NU 

MIL-8-3628/4C 

IH 

lOFtb 

88 

IH 

NU 

MIL-8-3628/60 

IH 

lOFtb 

88 

IH 

NU 

MIL-8-3628/60 

IH 

lOFtb 

88 

IH 

NU 

NOTICE  1 

MIL-8-3628/7C 

IH 

lOFtb 

88 

IH 

NU 

MIL-8-3628/8C 

IH 

10  Feb 

88 

IH 

NU 

MIL-8-3628/9C 

IH 

lOFtb 

88 

IH 

NU 

MIL-8 -3628/IOC 

IH 

lOFtb 

88 

IH 

NU 

MIL-8-3628/1 1C 

IH 

lOFtb 

88 

IH 

NU 

MIL-8-3628/ 12C 

IH 

10  Ftb 

88 

IH 

NU 

MIL-8-3628/ 13C 

IH 

10  Feb 

88 

IH 

MIL-8-3628/140 

IH 

lOFtb 

88 

IH 

MIL-8-3628/10 

IH 

10  Ftb 

88 

IH 

MIL-8-3628/24E 

IH 

10  Ftb 

88 

IH 

MIL-8-3628/76 

IH 

03  Apr 

89 

IH 

11 

MIL-8-3628/76 

IK 

31  Mnr 

89 

IH 

11 

MIL-8-3628/69 

IH 

10  Feb 

87 

IH 

MIL-8-3628/70 

IH 

26  Jon 

88 

IH 

11 

MIL-8-3628/26G 

IH 

10  Ftb 

88 

IH 

NU  11 

MIL-8-3628/47C 

IH 

10  Ftb 

88 

IH 

NU 

670 


FSC  USTING 


DOCUMENT 


ESC 

TITLE 

NUMBER 

PREP 

DATE 

CUSTODIAN 

8455 

Bodgt,  Quotificatien,  Pistol  Ttom  Motchts,  Morint  Corps  ftEV*MC  CT . 

MII-B-3628/4SE 

IH 

10  Ftb 

88 

IH 

NU 

L 

8455 

8odg*.  QualificaHon,  Glidtr,  Army  USER-45  REV-82  99  a  09 . 

MIL-8 -3528/490 

IH 

10  Ftb 

88 

IH 

11 

8455 

Bodgt,  Quolificotion,  Porortscut,  Air  Forco  USER«45  REV*99  82  CT  . 

MIL-B-3528/50C 

IH 

10  Ftb 

88 

IH 

11 

L 

8455 

Bodgo,  Quolilicofion,  Pothfhdor,  Army  REV^CT . 

MIL-B-3528/5K 

IH 

10  Ftb 

88 

IH 

8455 

Bodgt,  Quolificotiony  W^pons  Controlltr,  Air  Forco  USER-45  REV-99  82  CT  .... 

MIL-B-3528/52C 
NOTICE  1 

IH 

10  Ftb 

88 

IH 

11 

8455 

Bodgt,  Qur  lificotion^  Scubo  Oivtr  USER-CG  REV-CT  . . 

MIL-B-3528/53C 

IH 

10  Ftb 

88 

IH 

NU 

8455 

Bodgt,  Quolificoiion,  Export  Pistol,  Navy  REV-CT . 

MIL-B-3528/54A 

IH 

10  Ftb 

88 

IH 

NU 

8455 

Bodgo,  Quolificotion,  Export  Riflomon,  Novy  Volidattd  Jut  64  REV-0?  CT . 

MIL-B-3528/55 

IH 

31  Oct 

59 

IH 

PE 

8455 

Bodgo.  Qualification,  Officor  In  Chorgo,  Enlistod  Porsonrto),  Coosf  Guord 

Mll-B-3528/568 

IH 

10  Ftb 

88 

IH 

NU 

REV-CG  CT 

8455 

Bodgo,  Qualification.  Air  Traffic  Controllor,  Air  Forco  USER-45  REV-82  99  11 

CT 

Bodgo,  Quolificotion.  Socurity  Pollco,  Functional.  Air  Forco  USER-45  REV-CT  99 

82 

Bodgo,  Quolificotion,  Divor,  Notionol  Oceanic  And  Atmoiphonc  Administrotion 

MII-B-3628/57B 

IH 

10  Ftb 

88 

IH 

11 

8455 

MII-B-3628/5BD 

IH 

10  Ftb 

88 

IH 

11 

L 

8455 

MIL-B-352B/59A 

IH 

10  Ftb 

88 

IH 

REV-CT 

8455 

Bodgo,  Quolificotion,  Export  Rifloman,  Coost  Guord  REV-CG  CT . . . 

MIL-B-3528/50A 

IH 

10  Ftb 

88 

IH 

NU 

8455 

Bodgo.  Quolificotion,  Export  Pistol,  Coost  Guord  REV-CG  CT . 

MIL-8-3628/61A 

IH 

10  Ftb 

88 

IH 

NU 

8455 

Bodgo,  Quolificotion,  Commond  Ashoro,  Coost  Guord  USER-CG  RE"-CT . 

MIL-8-352B/62A 

IH 

10  Ftb 

88 

IH 

NU 

L 

8455 

Bodgo,  Quolificotion  Air  Assult,  Army  REV-CT  . . . 

MIL-8-362B/638 

IH 

10  Ftb 

88 

IH 

8455 

Bodgo,  Quolificotion.  Spoco  Oporotions,  Air  Forco  U$ER-45  REV-99  62  CT . 

MIL-8-3538/54A 

IH 

10  Ftb 

88 

IH 

11 

8455 

Bodgo,  Quolificotion,  Combot  Porochutist,  Army  REV-CT  . . . 

MIL-B-352B/55A 

IH 

10  Ftb 

88 

IH 

8455 

Bodgo,  Qualification,  Rongor  Tob,  Army  REV-CT . . . 

MIL-I-3528/56A 

IH 

10  Ftb 

88 

IH 

8455 

Bodgo,  Quolificotion,  Spociol  Forces  Tab,  Army  REV-CT . . . 

MII-8-3528/67A 

IH 

10  Ftb 

88 

IH 

8455 

Bodgo.  Qualification,  Aircroft  Munitions  Mointononco,  Air  Forco  USER-45 

MIL-8-3538/5B8 

IH 

09  Sop 

87 

IH 

11 

REV-82  99  CT 

8455 

Bodgo,  Quolificotion,  Oivtr  REV-CG  CT . . . . 

MIL-B-3528/25F 

IH 

10  Ftb 

88 

Ih 

NU 

L 

8455 

Bodgo,  Qualification,  Combat  Modkol,  Army  REV-82  99  OP  CT . 

MIL-8-3528/27E 

IH 

10  Ftb 

88 

IH 

11 

8455 

Bodgo,  Qualification,  Missiltmon.  Air  Forco  USER-45  REV-99  82  CT  . 

MIL-8-3528/2BE 

IH 

10  Ftb 

88 

IH 

11 

8«5 

Bcdgo,  Quolificotion,  Porochutist,  Army,  Novy,  Morino  Corps.  Arsd  Air  Forco, 

MIL-8 -3528/30E 

IH 

10  Ftb 

88 

IH 

NU 

11 

And  Senior  And  Master  Porochutist.  Army  And  Air  Forco  USER-45  REV-MC 

99  82  CT 

8455 

Bodgo.  Q'ioiificotion.  Senior  Parachutist.  Novy  And  Morino  Corps  REV-MC  CT .. 

MIL-B-352B/31C 

IH 

10  Ftb 

88 

IH 

NU 

8455 

Bodgo.  Quolificotion.  Combot  Crow  Mombor,  Air  Forco  USER-45  REV-82  99  CT 

MIL-8-3528/33E 

IH 

10  Ftb 

88 

IH 

11 

8455 

Bodgo,  Quolificotion.  Export  Field  Modicol,  Army  REV-CT . 

MIL-B-352B/33E 

IH 

10  Ftb 

88 

IH 

11 

L 

8455 

Badge,  Quolificotion.  Nucloor  Rooctor  Oporotors,  Army  REV-CT . 

MIL-8-3538/34H 
NOTICE  1 

IH 

10  Ftb 

88 

IH 

8455 

Bodgo.  Quolificotion,  Oistinguishod  Morksmon,  AAorino  Corps  REV-MC  CT .......... 

MIL-8-3528/35C 

IH 

10  Ftb 

88 

IH 

NU 

8455 

Bodgo,  Quolificotion,  Distinguished  Pistol  Shot,  Morino  Corps  REV-MC  CT  . 

MIL-8-3528/35C 

IH 

10  Ftb 

88 

IH 

NU 

8455 

Bodgo.  Quolificotion,  Louchhoimor  Trophy,  Morino  Corps  REV-V.C  CT  . . 

MIL-8-3628/37C 

IH 

10  Ftb 

88 

IH 

NU 

8455 

Bodgo,  Quolificotion,  Morino  Corps  Rifle  Chompionship  (Mcdougol  Trophy) 

MIL-8-3528/3BC 

IH 

10  Ftb 

88 

IH 

NU 

REV-MC  CT 

8455 

Bodgo.  Quolificotion.  Morino  Corps  Pistol  Chompionship  (Wotsh  Trashy) 

MIL-8-3528/39D 

IH 

10  Ftb 

88 

IH 

NU 

REV-MC  CT 

8455 

Bodgo,  Quolificotion,  Morino  Corps  RifW  Competition  REV-MC  CT . . . 

MIL-8-3528/40C 

IH 

10  Ftb 

88 

IH 

NU 

8455 

Bodgo,  Quolificotion,  Morino  Corps,  Pistol  Competition  REV-MC  CT  . . 

MIL-8-3528/41C 

IH 

10  Ftb 

88 

IH 

NU 

8455 

Bodgo,  Quolificotion,  Morino  Corps,  Division  Rifle  Competition  REV-MC  CT  . 

MIL-8-3528/43C 

IH 

10  Ftb 

88 

IH 

NU 

8455 

Bodgo,  Quolificotion,  Morino  Corps,  Division  Pistol  Competition  REV-MC  CT . 

MII-8-3528/43C 

IH 

10  Ftb 

88 

IH 

NU 

8455 

Bodgo,  Quolificotion,  Annual  Rifle  Squad  Combat  Proctico  Competition,  Morino 

MIL-B-352B/44C 

IH 

10  Ftb 

88 

IH 

NU 

Corp.  REV-MC  CT 

8455 

Bodgo,  Quolificotion,  Intor-dlvision  Rifle  Toom,  Morino  Corps  REV-MC  CT . 

MIL-B-3628/45C 

IH 

10  Ftb 

88 

IH 

NU 

8455 

Bodgo.  Quolificotion.  Intor-divlslon  Pistol  Toom.  Morino  Corps  REV-MC  CT . 

m:L-8-3528/45C 

IH 

10  Ftb 

88 

IH 

NU 

L 

8455 

Badge,  Quolificotion.  Model  Rocketry,  JROTC,  Air  Forco  Volidaftd  Jut  82 

MIL-B- 14532/BA 

IH 

31  Dtc 

81 

IH 

USER-45  REV-99  DP 

L 

8455 

Badge,  Qualification,  Aviation,  Flight  Surgeon,  Army  REV-CT . 

MIL-B-10955/17E 

IH 

15  Dk 

85 

IH 

L 

8455 

Bodgo,  Quolificotion,  Aviation,  Senior  Flight  Surgeon,  Army  REV-CT . 

MIL-8-10955/18E 

IH 

15  Dtc 

85 

IH 

L 

8455 

Bodgo.  Quolificotion,  Aviotion,  Mostor  Flight  Surgeon,  Army  REV-CT..... . 

Mtl-B-10955/19E 

IH 

15  Dtc 

85 

IH 

8455 

Bodge,  Quolificotion,  Aviotion,  Combot  Aircrew  Mombor,  Morino  Corps 

MIL-B-10955/2OO 

IH 

15  Dtc 

85 

Iri 

NU 

USER-45  REV-MC 

8455 

Badge,  Quolificotion,  Aviation,  Novol  Aviator,  Marino  Corps  USER-MC  REV-DP 

CT 

Bodgo,  Quolificotion,  Aviation,  Novol  Aviation  Observer,  Morino  Corps 

MIL-8-10955/2IC 

IH 

15  Dtc 

85 

IH 

8455 

MIL-B-10955/22C 

IH 

15  Dtc 

85 

IH 

PE 

REV-MC  DP  CT 

8455 

Bodgo,  Quolificotion.  Aviotion,  Pilot  Astronout,  Air  Force  USER-dS  REV-99  DP 

CT 

Bodgo,  Quolificotion,  Aviotion,  Senior  Pilot  Astronaut,  Air  Forco  USER-45 

MIL-B- 10955/25C 

IH 

15  Dtc 

85 

IH 

11 

8455 

MIL-8-10955/25C 

IH 

15  Dtc 

85 

IH 

11 

REV-99  DP  CT 

8455 

Bodgo,  Quolificotion,  Aviotion,  Command  Pilot  Astronout,  Air  Forco  USER-45 

MIL-8-10955/27C 

IH 

15  Dtc 

85 

IH 

11 

REV.99  OP  CT 

L 

8455 

Bodgo,  Quolificotion,  Aviotion,  Aircroft  Crowmon,  Army  REV-DP  CT  . 

MIL-B-10955/280 

IH 

15  Dtc 

85 

IH 

L 

8455 

Bodge,  Quolificotion,  Aviotion,  Senior  Aircroft  Crewmen,  Army  REV-DP  CT . 

MIL-B-t0955/29D 

IH 

15  Dtc 

85 

IH 

L 

8455 

Bodgo,  Quolificotion,  Aviotion,  Mostor  Aircroft  Crowmon,  Army  REV-DP  CT . 

MIL-8-10955/30D 

IH 

15  Dtc 

85 

IH 

8455 

Bodgo,  Quolificotion,  Aviotion.  Senior  Flight  Nurse,  Air  Forco  REV-45  DP  CT  .... 

MIL-B-10955/31C 

IH 

15  Doc 

85 

IH 

11 

8455 

Bodgo,  Quolificotion,  Aviation,  Chief  Flight  Nurse,  Air  Forco  REV-45  CT . . 

MIL-8-10955/32C 

IH 

15  Dtc 

85 

IH 

11 

8455 

Bodgo,  Quolificotion,  Aviotion,  Flight  Officer,  Novy  REV-CT . 

MIL-8-10955/338 

IH 

15  Dtc 

85 

IH 

PE 

8455 

Bodgo,  Quolificotion,  Aviotion.  Exporimontol  Psychologist  And  Physiologist, 

MIL-8- 10955/348 

IH 

15  Dtc 

85 

IH 

NU 

Novy  REV-OP  CT 

8455 

Bodgo,  Quolificotion,  Aviotion.  Air  Crew,  Novy  REV-CT . . . . 

MIL-8-10955/35A 

IH 

15  Dtc 

85 

IH 

NU 

8455 

lodge,  Quolificotion,  Aviation,  Flight  Surgeon,  Novy  REV-CT . 

MIL-8-10955/35A 

IH 

15  Dtc 

85 

m 

NU 

8455 

Bodgo.  Quolifico'inn,  Aviotion.  Nonrotod  Officer,  Aircrew  Member,  Air  Force 

MIL-8-10955/37A 

IH 

15  Dtc 

85 

IH 

99 

USER-45  REV-99  82  CT 


671 
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845S 

Badge,  Quoilficolion,  Aviation,  Senior  Nonrated  Officer,  Aircrew  Member,  Atr 

MIL-B-10955/38A 

IH 

15  Dee 

86 

IH 

11 

Forc«  USEIl-45  REV.99  82  CT 

84SS 

Bodge,  Qualification,  Aviation,  C!iiftf  Nonrated  Officer,  Aircrew  Member,  Air 

MIL  B.10955/39A 

IH 

15  Dec 

86 

IH 

11 

Force  USER-45  REV-99  82  CT 

8455 

Badge,  Qualification,  Aviotion,  Aviotor/ostronout,  Army  REV-CT . 

MIL-B-10955/40B 

IH 

15  Dec 

86 

IH 

8455 

Bodge,  Qualification,  Aviotion,  Gene.  ..1  Specification  For  USER*45  REV-99  82 

MIL.B-10955F 

IH 

15  Dec 

86 

IH 

NU 

11 

CT  DP 

SUPP  1 

84.T5 

Bodge,  Ouolificotion,  Aviation,  Senior  Aviotor/oitronaut.  Army  REV-CT  . 

MIL-B-10955/41B 

IH 

15  Dec 

86 

IH 

8455 

Badge,  Quollficotion,  Aviotion,  Motter  Aviator/astronaut,  Army  REV-CT . 

MIL-B-10955/42B 

IH 

15  Dec 

86 

IH 

8455 

Badge,  Qualificotion,  Aviation,  Notional  Oceonic  &  Atmospheric  Abminittrotion 

MIL-8-I0955/43A 

IH 

07  Apr 

87 

IH 

REV-CT 

8455 

Badge,  Quolification,  Aviotion,  Army  Aviator  REV-82  CT . 

MIL  B-10955/1F 

IH 

21  Apr 

87 

IH 

3455 

Badge,  Qualification,  Aviotion,  Senior  Army  Aviotor  REV-82  CT  . 

MIL-B-)0955/2F 

IH 

21  Apr 

87 

IH 

8455 

Badge,  Quolificotion,  Aviotion,  Motter  Army  Aviator  REV-82  CT . . . 

MIL  B-10955/3F 

IH 

21  Apr 

87 

IH 

8455 

Bodge,  Qualification,  Aviotion,  Aircrew  Member,  Air  Force  USER-45  REV-99  82 

CT 

Bodge.  Quolificatioi ,  Aviation.  Senior  Aircrew  Member,  Air  Force  U$ER-45 

MIL-B-10955/4C 

IH 

15  Dec 

86 

IH 

11 

8455 

MIL-B-10955/5C 

IH 

15  Dec 

86 

IH 

11 

REV.99  82  CT 

8455 

Bodge,  Qualification,  Aviation,  Chief  Aircrew  Member,  Air  Force  Validated  Jul 

MIL-B-I0955/5B 

IH 

31  Dec 

71 

IH 

11 

B4  USER-45  REV-99  DP  CT 

8455 

Bodge,  Qualification,  Aviation,  Novigotor  Or  Aircroft  Observer,  Air  Force 

MILB-10955/7D 

IH 

21  Apr 

87 

tH 

11 

USER-45  REV.99  82  CT 

8455 

Sodge,  Quolificotion,  Aviotion,  Senior  Navigator  Or  Senior  Aircroft  Observer, 

MIL.B-)0955/8D 

IH 

21  Apr 

87 

IH 

11 

Air  Force  USER.45  REV-99  82  CT 

8455 

Badge,  Qualification,  Aviotion,  Master  Novigotor  Or  Motter  Aircroft  Observer, 

MIL.B-10955/9D 

IH 

21  Apr 

87 

IH 

11 

Air  Force  USER-45  REV-99  82  CT 

8455 

Bodge,  Qualification,  Aviation,  Pilot,  Air  Force  USER-45  REV-99  82  CT . 

MIL-B-10955/10C 

IH 

15  Dec 

86 

IH 

11 

8455 

Bodge,  Qualification,  Aviation,  Senior  Pilot,  Air  Force  USER-45  REV-99  82  CT  .. 

MIL.B-10955/11C 

IH 

15  Dec 

86 

IH 

11 

8455 

Badge,  Qualification,  Aviation,  Commond  Pilot,  Air  Force  USER-45  REV-99  82 

CT 

Badge,  Quolificotion,  Aviation,  Flight  Surgeon,  Air  Force  USER-45  REV-99  82 

CT 

Bodge,  Qualification,  Aviation,  Senior  Flight  Surgeon,  Air  Fo'ce  USER-45 

MIL.B.10955/12C 

IH 

15  Dec 

86 

IH 

11 

8455 

MIL-B-10955/13C 

IH 

15  Dec 

86 

IH 

11 

8455 

MIL-B-10955/)4C 

IH 

15  Dec 

86 

IH 

11 

REV-99  82  CT 

8455 

Bodge,  Quolificotion,  Aviation,  Chief  Flight  Surgeon,  Air  Force  USER-45  REV-99 

MIL.8-10955/15C 

IH 

15  Dec 

86 

IH 

11 

82  CT 

8455 

Bodge,  Quolificotion,  Aviotion,  Flight  Nurse,  Air  Force  REV-45  82  99  OP  CT . 

MIL-B-10955/16D 

IH 

IS  Dec 

86 

IH 

11 

8455 

Badge,  Quolificotion,  Missitemon,  ROTC,  Air  Force  Validated  Jul  87 . 

MIL-8.14632/9A 

IH 

31  Dec 

81 

11 

8455 

Ba<l«e,  Quolificolion,  Pre  HeoKh,  AF  ROTC  USER-45  ReV-99  CT . 

MIL.B.14633/10A 

IH 

31  Dec 

81 

11 

8455 

Bodge,  Quolifieolion.  Nur$e,  AF  ROTC  USER-45  REV.99  CT . 

MIL.B.14632/11A 

IH 

31  Dec 

81 

11 

8455 

Bodge.  Rating  And  Quolificotion,  Dungaree  Uniform . 

MIL-S-21U7D 

NU 

21  Feb 

85 

NU 

8455 

Brossord,  Airdrome  Officer,  Air  Force  Validated  Nav  84  USER-45  REV-11  DP 

CT 

Brossord,  Amver  Boarding  Officers,  USCG  Validated  Mar  89  USER-45  DP  . 

MIL.B-3476/1A 

IH 

30  Mar 

73 

IH 

99 

8455 

MIL-B-3476/37 

IH 

15  Mor 

89 

IH 

NU 

NOTICE  1 


8455 

Brossord,  Armed  Forces  Police  Validated  Nov  84  USER-45  REV-MC  OP  CT . 

MIL-B-3476/2A 

IH 

30  Mor 

73 

IH 

NU 

99 

L 

8455 

Brassard,  Army  Community  Service,  Army  Validated  Nav  84  USER-45  REV-SM 

M1L-8-3476/36B 

IH 

30  Mor 

73 

IH 

DP  CT 

8455 

Brossord,  Boarding  Officer,  Coost  Guard  Validated  Nov  84  USFR-CG  45 

MIL.8-3476/3A 

IH 

30  Mor 

73 

IH 

NU 

REV-DP  CT 

L 

8455 

Brossord,  Bomb  Oisposol  Personnel,  Army  Validated  Nov  84  USER-45  REV-DP 

CT 

Brassard,  Coptoin  Of  The  Port,  Coost  Guard  Validated  Nov  84  USER-CG  45 

MIL-B-3476/4A 

IH 

30  Mor 

73 

IH 

8455 

MIL-B-3476/5A 

IH 

30  Mor 

73 

IH 

NU 

REV-DP  CT 

8455 

Brossord,  Career  Appro  sal,  Novy  Validated  Jul  84  USER-45  REV-CG  DP  CT . 

MIL-B-3476/6 

IH 

25  Jun 

68 

IH 

NU 

8455 

Brossord,  Damage  Control,  Novy  Validated  Nov  84  USER-45  REV-DP  CT  . . 

Ml!  B-3476/7B 

IH 

30  Mor 

73 

IH 

NU 

8455 

Brossord,  Fire  Truck  And  Hose  Compony,  Air  Force  Validated  Nov  84  USER-45 

MIL-B-3476/8A 

IH 

30  Mor 

73 

IH 

99 

REV-11  DP  CT 

L 

8455 

Brossord,  Gos  Personnel,  Army  Validated  Nov  84  U5ER-45  REV-DP  CT . 

MIL-B-3476/9A 

IH 

30  Mor 

73 

IH 

8455 

Brossord,  Generol  Speeificotion  For  Validated  Nov  84  USER-45  REV-CT . 

MIL-B-3476G 

SUPP  1 

IH 

30  Mor 

73 

IH 

NU 

99 

8455 

Brossord,  Junior  Officer  Of  The  Deck,  Novy  Validated  Nov  84  USER-4S 

MIL-B-3476/10A 

IH 

30  Mar 

73 

IH 

NU 

REV-DP  CT 

8455 

Brossord,  Moster  At  Arms,  Novy  Validated  Nov  84  USER-4S  REV-DP  CT, . 

MIL-B-3476/11A 

IH 

3CMar 

73 

IH 

NU 

8455 

Brossord,  Medical  Service,  Genevo  Convention  Validated  Nov  84  USER-45 

MIL-B-3476/I2A 

IH 

30  Mor 

73 

IH 

NU 

99 

REV-11  DP  CT 

8455 

Brossord,  Medical  Service,  Veterinary  Corps  Validated  Nov  84  USER-45  REV-DP 

CT 

Brossord,  Military  Police,  Army,  Subdued  REV-CT . . . . . 

MIL-B-3476/13A 

IH 

30  Mar 

73 

IH 

NU 

99 

L 

8455 

MIL-B-3476/38 

IH 

04  Mar 

86 

IH 

1 

8455 

Brassard,  Military  Police,  Army  Validated  Nov  84  USEK-4^  REV-DP  CT . 

MIL-B'3476/14A 

IH 

30  Mar 

73 

IH 

8455 

Brossord,  Military  Police,  Marine  Corps  Validated  Nov  84  USER-MC  45  REV-DP 

CT 

Brossord,  Mourning  Validated  Nov  84  USER-MC  45  REV-1 1  OP  CT . 

MIL-B-3476/15B 

IH 

30  Mor 

73 

IH 

NU 

8455 

MIL-B-3476/I6B 

IH 

30  Mor 

73 

IH 

NU 

99 

L 

8455 

Brossord,  Movement  Control,  Army  Validated  Nov  84  USER-45  REV-DP  CT . 

MIL-B-3476/17A 

IH 

30  Mar 

73 

IH 

L 

8455 

Brossord,  Officer  Of  The  Doy,  Army  Validated  Nov  84  USER'45  REV-DP  CT . 

MIL-B-3476/19A 

IH 

30  Mor 

73 

IH 

8455 

Braiurd,  Offictr  Of  Th,  Dtcic.  Novy  Volidottd  Nov  84  USER-45  REV-DP  CT 

MIL-B-3476/20A 

IH 

30  Mor 

73 

IH 

NU 

8455 

Brossord,  Officer  Of  The  Guard,  Air  Force  Validated  Nov  84  USER-45  REV-OP 

CT 

Brossord,  Officer  Of  The  Guard,  Army  Validated  Nov  84  USER-45  REV-DP  CT .. 

MIL-B-3476/21A 

IH 

30  Mar 

73 

IH 

99 

L 

8455 

MIL-B-3476/22A 

IH 

30  Mor 

73 

IH 

8455 

Brossord,  Photographer,  Air  Force  Validated  Nov  84  USER'45  REV-DP  CT . 

MIL-B-3476/23A 

IH 

30  Mar 

73 

IH 

99 

L 

8455 

Brossord,  Photographer,  Army  Validated  Nov  84  USER-45  REV-DP  CT . 

MIL-B-3476/24A 

IH 

30  Mor 

73 

IH 

L 

8455 

Brossord,  Port  Perso.'^net,  Army  Validated  Jul  64  USER'45  REV-DP  CT . 

MIL-B-3476/2S 

IH 

25  Jun 

68 

IH 

8455 

Brossord,  Security  Police,  Air  Force  Validated  Nov  84  USEP-45  REV-DP  CT........ 

MIL-B-3476/26A 

IH 

30  Mar 

73 

IH 

99 

872 
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8455 

Broiiard«  Shore  Patrol,  Navy  Validated  Nov  84  USER*CG  45  REV*DP  CT . 

MIL-B-3476/27A 

IH 

30  Mar 

73 

IH 

NU 

L 

8455 

Bratsord,  Tromeei  In  Leodtrthip  Coursei,  Army  Validafod  Nov  $4  USER*45 

MII-S-3476/28A 

IH 

30Mor 

73 

IH 

8EV.0P  CT 

L 

8455 

Broiiord,  Troineei  Or  Candidates  Acting  As  Non  Commisioned  Officer  At 

Traing  School  Or  Center,  CorpO'-al,  Army  VaUdatod  Nov  64  USER*45  REV-DP 

a 

Brassard,  Trainees  Or  Condidotes  Acting  As  Non-commisioned  Officer  At 

MII-B-3475/29A 

IH 

30  Mar 

73 

IH 

1 

8455 

MIL-B-3476/30A 

IH 

30  Mar 

73 

IH 

Troining  School  Or  Center,  Sergeant,  Army  Validafed  Nov  64  USER-45 

REV-DP  CT 

L 

8455 

B.ossord,  Vainees  Oi  Condidotes  Acting  As  Officers  At  Troining  School  Or 

MIL-B-3476/31A 

IH 

30  Mar 

73 

IH 

Center,  Coptoin,  Army  VoHdatod  Nov  84  USER-45  REV-DP  CT 

1 

8455 

Brossord,  Troinees  Or  Candidates  Acting  As  Officer  At  Training  School  At 

MII-8-3476/32A 

IH 

30  Mar 

73 

IH 

Center,  First  Lieutenant,  Army  VoUdaNd  Nov  64  USER-45  REV-DP  CT 

L 

8455 

Brossord,  Troinees  Or  Condidotes  Acting  ^s  Officers  At  Troining  School  At 

MIL-B-3476/33A 

IH 

30  Mar 

73 

IH 

Center,  Second  Lieutenant,  Army  Validalod  Nov  64  USER-45  REV-DP  CT 

L 

8455 

Brossord,  J.S.  Army  Claims  Service  Army  Validottd  Nov  64  USER-45  REV-DP 

CT 

Brossord,  Unit  Police,  Army  Validated  Nov  64  USER-45  REV-DP  CT..... . 

MIL-B-3476/35A 

IH 

30  Mar 

73 

IH 

L 

8455 

MIL-B-3476/34A 

IH 

30  Mor 

73 

IH 

8455 

BuMon,  Insignio,  Metol,  Uniform  And  Cop  Validated  Jun  66  USER-CG  45 

MIL-8-3461G  (2) 

IH 

30  Jun 

86 

IH 

NU 

99 

ILEV-MC  SA  99  11  82  CT 

NOTICE  1 

L 

8455 

Button,  Insignia,  Plastic  Volidated  Jun  67  USER-45  REV-CT  . 

MIL-B-20289C  (1) 
NOTICE  1 

MC 

25  Jun 

87 

MC 

L 

8455 

Button,  Insignia  &  Findings  (USMA)  Vatidotod  Jul  84  USER-45  REV-CT . 

MIL-B-1553B 

INT  AMD  1  (IH) 

IH 

11  Sep 

62 

IH 

L 

8455 

Button,  Insignia  (Anchor,  Plostic,  Block)  USER-CG  REV-CT  . . 

MIL-B-17143G 

NU 

19  Oel 

88 

NU 

1 

8455 

Cose.  Decoration,  Medallion,  Presentation  USER-CG  45  REV-MC  82  99  CT . 

MIL-C-14640B 

IH 

06  Nov 

85 

IH 

NU 

11 

8455 

Cose,  Decoration,  Presentation  USER-CG  45  REV-MC  99  CT  . . . . . 

MII-C-14533B  (2) 

IH 

30  Sap 

84 

IH 

11 

L 

8455 

Gosp,  Necktie,  Metal,  Gold  Color  Validated  Jun  63  USER-45  REV-CT . . 

MII-C-19677B  (2) 

MC 

14  Ocl 

77 

MC 

L 

8455 

Cord,  Strvict  Cop,  Womtn  S  USEIt-45  REV-CT . 

MIL-C-19559C 

MC 

16  Jul 

84 

MC 

L 

8455 

Decorating,  Exceptionol  Bravery  Medal,  NASA  REV-CT  . . . 

MII-D-3943/52C 

IH 

31  Mor 

87 

IH 

8455 

Decoration,  NOAA  Association  Of  Commissioned  Officers  Awords  REV-CT . 

MIL-D-3943/109A 

IH 

15  Nov 

85 

IH 

L 

8455 

Decoration,  Achievement  Medol,  Uniformed  Services,  University  Of  The  Heolth 

MIL-D-3943/1 15 

IH 

28  Jon 

86 

IH 

Sciences  REV-CT 

8455 

Decoration,  Achievement  Medol  For  Civilion  Service,  Army  REV-CT . 

MIL-D-3943/124A 

IH 

28  Ocl 

88 

IH 

L 

8455 

Oecorotion,  Achievement  Aword,  Usphs  REV-CT . . . 

MIL-D-3943/98A 

IH 

31  Mor 

87 

IH 

8455 

Decoration,  Aerial,  Achievement,  Air  Force  USCR-45  REV-82  99 . 

MIL-D-3943/125 

IH 

29  Mar 

89 

IH 

11 

8455 

Decoration,  Air  Force  Achievement  Medal  REV-99  CT . 

MIL-0-3943/100 

IH 

10  Jun 

81 

IH 

11 

8455 

D«orolion,  Air  For<»,  (AF)  Validand  Jul  84  USER-45  REV.99  OP  CT . 

MIL-D-3943/6A 

IH 

30  Jun 

71 

IH 

11 

8455 

Decoration,  Air  Force  Commendation  Medol  USER-45  REV-99  82  CT... . 

MIL-D-3943/29B 

(H 

01  Apr 

87 

IH 

11 

8455 

Otcorelion,  Air  Mtdol  USER-CG  45  REV-MC  99  82  CT . 

MIL-D-3743/23B 

IH 

01  Apr 

87 

IH 

11 

8455 

Otcorotion,  Airmon  S  M«dol  (AF)  USER-45  REV-82  99  CT . 

MIL-O-3943/ieB 

IH 

31  Mor 

87 

IH 

11 

L 

8455 

Decoration,  Army  Commendation  Medal  REV-CT . 

MIL-D-3943/27B 

IH 

01  Apr 

87 

IH 

1 

8455 

Decoration,  Army  Achievement  Medal  REV-CT  . . . 

MIL-D-3943/102 

IH 

18  Nov 

81 

IH 

8455 

Decoration,  Aword  For  Distinguished  Achievement  In  Science,  Novy  REV-CT . 

MIL-D-3943/38B 

IH 

31  Mar 

87 

IH 

L 

8455 

Decoration,  Award  For  Superior  Achievement,  Dot  REV-CT . 

MII-D-3943/84A 

IH 

31  Mor 

87 

IH 

L 

8455 

Decoration,  Award  For  Volor,  Dot  REV-CT . 

MIL-D-3943/69B 

IH 

31  Mor 

87 

IH 

L 

8455 

Oecorotion,  Aword  For  Meritorious  Achievement,  Dot  REV-CT . . . 

MlL-D-3943/706 

IH 

31  Mor 

87 

IH 

L 

8455 

Oecorotion,  Aword  For  Outstanding  Achievement,  Dot  REV-CT . . . 

MIL-D-3943/71B 

IH 

31  Mor 

87 

IH 

L 

8455 

Decoration,  Aword  Of  The  President  Of  The  United  Shitet  For  Distinguished 

MIL-D-3943/52C 

IH 

08  Mor 

89 

IH 

Federal  Civilian  Service  REV-CT 

8455 

Decoration,  Bronxe  Star  (A,  N,  AF,  MC,  CG)  Validated  Jvl  64  USER-45 

MIL.D-3943/22A 

IH 

30  Jun 

71 

IH 

PE 

11 

REV-MC  99  DP  CT 

L 

8455 

Decoration,  Civilion  Service  Medal,  OSD  REV-CT . . . 

MIL-D-3943/99A 

IH 

31  Mor 

87 

IH 

8455 

Decoration,  Civilian  Award  For  Valor,  Air  Force  USER-45  REV-99  82  CT . 

MIL-D-3943/368 

IH 

01  Apr 

87 

IH 

11 

8455 

Decoration,  Coast  Guord  Commendation  Medal  USER-CG  REV-CT  . 

MIL-D-3943/30C 

IH 

01  Apr 

87 

IH 

8455 

Decoration,  Coast  Guard  Medol  USER-CG  REV-CT . . 

MIL-D-3943/19B 

IH 

01  Apr 

87 

IH 

8455 

Decorotion,  Coast  Guard  Achievement  Metol,  CG  USER-CG  REV-CT . 

MIL-D-3943/67B 

IH 

31  Mor 

87 

IH 

NU 

8455 

Decoration,  Command  Civilian  Aword  For  Valor,  Air  Force  VoBdoted  Oct  85 

MIL-D-3943/378 

IH 

12  Fob 

74 

IH 

11 

USER-45  REV-82  99  CT 

L 

8455 

Decorotion,  Commander's  Award  For  Public  Service,  Army  REV-CT  . . . 

MIL-D-3943/106 

IH 

10  Aug 

83 

IH 

8455 

Decoration,  Commendable  Service  Medol,  Uniformed  Services,  University  Of  The 

MIL-0-3943/103 

IH 

28  Moy 

82 

IH 

Heolth  Sciences  REV-CT 

8455 

Decoration,  Commendation  Medol,  USPHS  REV-CT . . . 

MIL-D-3943/1 13 

IH 

06  Jun 

85 

IH 

NU 

L 

8455 

Decorotion,  Commendoble  Service  Aword.  Environmentol  Protection  Agency 

MIL-D-3943/B2 

IH 

07  Dtc 

72 

IH 

Volidoled  Nov  84  REV-CT 

L 

8455 

Decoration,  Congressional  Space  Medol  Of  Honor  REV-CT . . . 

MIL-0-3943/76A 

IH 

31  Mor 

87 

IH 

L 

8455 

Decoration,  Defense  Distinguished  Service  Medal  REV-CT.. . . . 

MIL-D-3943/72B 

IH 

31  Mar 

87 

IH 

1 

8455 

Decoration,  Defense  Intelligence  Director  S  Award,  O.i.o.  REV-CT  . . . . 

MIL-0-3943/116 

IH 

03  Oct 

86 

IH 

L 

8455 

Decoration,  Defense  Meritorious  Service  Medol  . 

MILD-3943/93A 

IH 

31  Mor 

87 

IH 

L 

8455 

Decoration,  Defense  Superior  Service  Medal  REV-CT  . . . 

MIL-D-3943/87A 

IH 

31  Mar 

87 

IH 

L 

8455 

Decorotion,  Distinguished  Service  Medol,  FEMA . . . 

MIL-D-3943/85C 

IH 

31  Mor 

87 

IH 

L 

8455 

Decoration,  Distinguished  Service  Medal,  Merchant  Marine  REV-CT . 

MIL-D-3943/1 20 

IH 

09  Jul 

87 

IH 

L 

8455 

Decoration,  Distinguished  Coreer  Service,  EPA  REV-CT... . 

MIL-D-3943/83A 

IH 

31  Mar 

87 

IH 

L 

8455 

Decoration,  Distinguished  Coreer  Service  Aword,  A.f.d,  Dept  Of  Stote  REV  CT.. 

MIL-D-3943/91A 

IH 

31  Mor 

87 

IH 

L 

8455 

Decorotion,  Distinguished  Service  Medol,  Army  (A)  USER-45  REV-DP  CT . 

MIL-D-3943/7B 

IH 

11  Mor 

85 

IH 

L 

8455 

Decoration,  Distinguished  Public  Service  Medol,  NASA  REV-CT . 

MIL-D-3943/61B 

IH 

31  Mar 

87 

IH 

L 

8455 

Decoration,  Distinguished  Service  Aword,  DCAA  REV-CT  . . 

MIL-0-3943/55B 

IH 

31  Mor 

87 

IH 

L 

8455 

Decoration,  Distinguished  Service  Medol,  NASA  REV-CT . 

MIL-0-3943/57C 

IH 

31  Mor 

87 

IH 

8455 

Decorotion,  Distinguished  Service  Medol,  Navy  (N,  MC)  Validated  Jul  84 

MIL-D-3943/8A 

IH 

30  Jun 

71 

IH 

PE 

REV-MC  OP  CT 

L 

8455 

Decoration,  Distinguished  Civilian  Service  DOD  Validated  Jut  64  REV-CT  . 

MIL-0-3943/39A 

IH 

30  Jun 

71 

IH 

8455 

Decorotion,  Distinguished  Civilion  Service,  Novy  (N)  REV-CT . 

MIL-D-3943/40B 

IH 

31  Mar 

87 

IH 

NU 

L 

8455 

Decoration,  Distinguished  Civilion  Service,  Army,  Non-civil  Service  REV-CT  . 

MII-D-3943/41B 

IH 

31  Mar 

87 

IH 

873 
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L 

8455 

O«corotion,  Oistinguished  Public  Strvict  Award,  DOD  ftEV>CT . 

MIL-0.3943/428 

IH 

31  Mor 

>7 

IH 

8455 

Decoration,  Oistingufshtd  Public  Service  Award,  Navy  (N)  REV«MC  CT . 

MIL-D.3943/43B 

IH 

31  Mor 

87 

IH 

NU 

8455 

Decoration,  Distinguished  Service  Medal,  Airforce  (AF)  USER*45  REV«99  82  CT 

MI'..D-3943/9B 

IH 

31  Mar 

87 

IH 

11 

1 

8455 

Decorotion,  Distinguished  Service  Medal,  Uniformed  Services  University  Of  The 

MIL-D-3943/95A 

IH 

31  Mar 

87 

IH 

Heolth  Sciences  REV-CT 

8455 

Decoration,  Distinguished  Service  Medol,  USPHS  REV>CT..... . 

MIL.D-3943/111 

IH 

06  Jun 

85 

IH 

NU 

8455 

Decorotion,  Distinguished  Service  Medol,  Coast  Ouord  g)  USER-CO  REV*CT .. 

MIL-D-3943/10B 

IH 

31  Mar 

87 

IH 

NU 

8455 

Decorotion,  Distinguished  Flying  Cross  (A,oF,  N,  MC,  CC)  USER'CG  45 

MII.D.3943/15B 

IH 

31  Mor 

87 

IH 

NU 

11 

REV-MC  99  82  CT 

L 

8455 

Decorotion,  Distinguished  Service  Cross  (A)  Validottd  Jul  84  USER-45  REV-DP 

CT 

Decorotion,  Exceptionol  Service  Medal,  Ur’formed  Services  University  Of  The 

MIL.D.3943/4A 

IH 

30  Jun 

71 

IH 

L 

8455 

MIL-0-3943/94A 

IH 

31  Mar 

87 

IH 

Health  Sciences  REV-CT 

8455 

Decorotion,  Exceptional  Civilian  Service  Award,  Air  Force  (AF)  U$ER-45 

MIL-O -3943/448 

IH 

31  Mar 

87 

IH 

11 

REV.99  82  CT 

L 

8455 

Decorotion,  Exceptioroi  Civllion  Service  Aword,  DNA  REV-CT . 

MIL-D-3943/64C 

IH 

31  Mor 

87 

IH 

L 

8455 

Decorotion,  Exceptional  Service  Medal,  NASA  REV-CT . . . 

MIL-0-3943/60C 

IH 

31  Mor 

87 

IH 

L 

8455 

Decorotion,  Exceptionol  Scientific  Achievement  Medol,  NASA  REV-CT . 

MIL-D.3943/59B 

IH 

31  Mar 

87 

IH 

L 

8455 

Decoration,  Exceptionol  Civillon  Service  Award,  Notionol  Security  Agency 

MIL-D.3943/45B 

IH 

31  Mor 

87 

IH 

REV-CT 

1 

8455 

Decoration,  Exceptionol  Civillon  Service,  OLA  REV-CT  . 

MIL-D-3943/77B 

IH 

31  Mor 

87 

IH 

L 

8455 

Decorotion,  Exceptionol  Civillon  Service,  DIA  REV-CT . 

MIL-D-3943/73B 

IH 

31  Mor 

87 

IH 

L 

8455 

Decorotion,  Exceptionol  Service  Aword,  Environmentol  Protection  Agency 

MIL-D-3943/80A 

IH 

31  Mor 

87 

IH 

REV-CT 

1 

8455 

Decorotion,  Exceptionol  Civilion  Aword  Civil  Service,  Army  (A)  REV-CT . 

MIL-D-3943/46B 

IH 

31  Mar 

87 

IH 

8455 

Decorotion,  Fourrogere  USER-45  REV-99  CT . 

MIL-0-3052E 

IH 

30  Sep 

85 

IH 

11 

8455 

Decoration,  General  Specificotion  For  USER-CG  MC  45  REV-MC  82  99  OP  CT.. 

MIL-D-3943C  (1) 
SUPP  1 

INT  AMD  1  (IH) 

IH 

28  Ocl 

87 

IH 

NU 

11 

8455 

Decorotion,  Gold  life-saving  Medol  And  8or,  Coast  Guord  USER-CG  REV-CT.... 

MIL-0-3943/20B 

IH 

01  Apr 

87 

IH 

8455 

Decoration,  Joint  Service  Commendation  Medol  USER-CG  45  REV-MC  99  82 

a 

Decoration,  Joint  Service  Achieven>ent  Medol,  Ood  REV-CT . . . 

MIL-0-3943/25B 

IK 

01  Apr 

87 

IH 

11 

L 

8455 

MIL-D-3943/108 

IH 

29  -lun 

84 

IH 

8455 

Decorotion,  Legion  Of  Merit,  Chief  Commonderfa,  AF,  N,  CG)  USER-CG  45 

MIL-D-3943/12B 

IH 

31  Mor 

87 

IH 

NU 

11 

REV-MC  99  82  CT 

8455 

Decoration,  Legion  Of  Merit  Officer  ^  Legionnoire  (A,  AF,  N,  MC,  CG 

MIL-D-:.943/13C 

IH 

31  Mor 

87 

IH 

NU 

11 

USER-CG  45  REV-MC  99  82  CT 

8455 

Decorotion,  Legion  Of  Merit,  Commander  (A,  AF,  N,  MC,  CG)  USER-CG  45 

MIL-D-3943/14B 

IH 

31  Mar 

87 

IH 

NU 

11 

REV-MC  99  82  CT 

8455 

Decorotion,  Medol  Of  Velor,  Cheploin,  Army  REV-CT . 

MIL-0-3943/114 

IH 

18  Jun 

85 

IH 

L 

8455 

Ofcoratlon,  Mtdol  For  Htioltm,  ROTC  &  NDCC  REV-CT . 

MIL-D.3943/548 

IH 

31  Mar 

87 

IH 

L 

8455 

Decorotion,  Medol  For  Volor,  Federol  Aviotion  Administrotion  REV-CT . 

MIL-D-3943/65B 

IH 

31  Mar 

87 

IH 

L 

8455 

Decorotion,  Medal  Of  Honor,  Army  (A)  Volidahd  Jyl  84  REV-DP  CT  . . 

MIL-0-3943/1A 

IH 

30  Jun 

71 

IH 

8455 

Otcorotion,  M«jel  For  Mtr!)  USER-CG  45  REV-MC  99  82  CT . 

MIL-D-3943/47B 

IH 

31  Mar 

87 

IH 

NU 

11 

8455 

Decoration,  Medo*  Of  Honor,  Navy  (N,  MC,  CG)  VoUdattd  Juf  64  USER-CG 

MIL-0.3943/2A 

IH 

30  Jun 

71 

IH 

PE 

REV-MC  OP  CT 

8455 

Decoration,  Medol  Of  Honor,  .^ir  Force  (AF)  Validated  Jul  64  USER-45  REV-99 

MIL.D-3943/3A 

IH 

30  Jun 

71 

IH 

11 

DP  CT 

L 

8455 

Decorotion,  Meritorious  Civilion  Service  Award,  Army  (A)  REV-CT . . 

MIL-D -3943/488 

IH 

31  Mor 

87 

IH 

8455 

Decoration,  Meritorious  Service  Medal  USER-CG  45  REV-MC  99  82  CT . 

MIL-D-3943/668 

IH 

31  Mor 

87 

IH 

NU 

11 

L 

8455 

Decoration,  Meritorious  Service  Aword,  DCAA  REV-CT . 

MIL.D.3943/56B 

IH 

31  Mor 

87 

IH 

L 

8455 

Decoration,  Meritorious  Civilion  Service  Award,  DNA  REV-CT . 

MIL-D-3943/63C 

IH 

31  Mor 

87 

IH 

1 

8455 

Decoration,  Meritorious,  Civilion  Service  Aword,  Office  Of  The  Secretory  Of 

M1L-D-3943/50B 

IH 

31  Mor 

87 

IH 

Oef«n»  REV-CT 

8455 

Decorotion,  Meritorious  Civilion  Aword,  Air  i-orce  (AF)  USER-45  REV-82  99  CT 

MIL-D-3943/49B 

IH 

31  Mor 

87 

IH 

11 

8455 

Decoration,  Meritorious  Civilion  Service  Award,  Novy  Validated  Nov  84 

MIL-D-3943/94 

IH 

09  Jul 

79 

IH 

REV-CT 

8455 

Decorotion,  Me»itorious  Service  Medol,  USPHS  REV-CT . 

MIL-D-3943/112 

IH 

06  Jun 

85 

IH 

NU 

L 

8455 

Decoration,  Meritorious  Civilian,  DIA  REV-CT . 

MIL-D-3943/74B 

IH 

31  Mor 

87 

IH 

L 

8455 

Decorotion,  Meritorious  Civilion  Service,  DLA  REV-CT  . 

MIL.D-3943/78B 

IH 

31  Mor 

87 

IH 

8455 

Decorotion,  NOAA  Aword,  Various  REV-CT . 

MIL-D-3943/110A 

IH 

15  Nov 

85 

IH 

8455 

Decoration,  Notionol  Intelligence  Distinguished  Service  Medol  USER-45  REV-82 

MIL-D-3943/89A 

IH 

31  Mor 

87 

IH 

NU 

11 

99  CT 

8455 

Decoration,  Notionol  Intelligence  Medal  Of  Achievement  USER'45  REV-82  99 

CT 

Decoration,  Notionol  Security  Medal  REV-OP  CT . . . 

MIL-D-3943/90A 

IH 

31  Mor 

87 

IH 

NU 

11 

L 

8455 

MIL-0-3943/3 IB 

IH 

01  Apr 

87 

IH 

8455 

Decoration,  Novy  Commendation  Medol  REV-CT . 

MIL-D-3943/28B 

IH 

01  Apr 

87 

IH 

8455 

Decoration,  Novy  &  Marine  Corps  Medol  (N,  MC)  REV-MC  CT . 

MIL-D-3943/176 

IH 

31  Mar 

87 

IH 

NU 

8455 

Decorotion,  Novy  Achievement  Medol  REV-MC  CT . . . 

MIL-D-3943/53B 

IH 

31  Mor 

87 

IH 

NU 

8455 

Decoration,  Novy  Cross  (N,  MC)  Validated  Jul  84  REV-DP  CT . 

MIL-D'3943/5A 

IK 

30  Jun 

71 

IH 

PE 

8455 

Decorotion,  Netherlands  Oronge  Lonyord  USER-SM  KbV-82  85  OP . 

MIL-D- 10254C 
NOTICE  1 

IH 

23  Moy 

88 

IH 

82 

L 

8455 

Decoration,  Outstonding  Civilion  Service  Award,  Army  (Non-rivil  Service) 

MIL-D-3943/51B 

IH 

31  Mor 

87 

IH 

REV-CT 

L 

8455 

Decorotion,  Outstonding  Public  Service’  Award,  Osd  REV-CT  . 

MIL-D-3943/86A 

IH 

31  Mor 

87 

IH 

L 

8455 

Decoration,  Outstanding  Leodership  Medal,  NASA  REV-CT  . 

MIL-0.3943/58B 

IH 

31  Mar 

87 

IH 

L 

8455 

Decorotion.  Outstanding  Service  Aword,  USPHS  REV-CT . 

MIL-D.3943/97A 

IH 

31  Mor 

87 

IH 

L 

8455 

Decoration,  Outstonding  Service  Medol,  Uniformed  Services,  U  nv^.siry  Of  The 

MIL.D-3943/104 

IH 

28  May  82 

IH 

Heolth  Sciences  REV-CT 

L 

8455 

Decoration,  Outstonding  Coreer  Achievement  Award,  A.I.D.,  Dept  Of  State 

MIL-0-3943/105 

IH 

04  Jun 

82 

IH 

REV-CT 

8455 

Decoration,  Outstonding  Civilion  Coreer  Service  Aword,  Air  Force  USER-45 

MIL-D-3943/107A 

IH 

20  Nov 

84 

IH 

11 

REV.99  CT 
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1 

8455 

Dtcoration,  Prtiidtntiol  Ctixtni  Mtdol  REV*CT . 

MII-D-3943/75B 

IH 

31  Mar 

87 

IH 

8455 

Dtcoration«  Purpit  Htort  USER*CG  45  REV*MC  99  82  CT . 

MIL-D-3743/24B 

IH 

01  Apr 

87 

IH 

11 

L 

8455 

O*€orotion,  Rtgionol  And  Stat*  Sci«nc«  And  Englnt«rmg  Foir  Aword,  Army 

MIL-0-3943/79A 

IH 

31  Mar 

87 

IH 

REV-CT 

8455 

Decoration.  Robort  Dexter  Conrod  Aword  For  Scientillc  Achievement  REV>CT  .... 

MlL-D-3943/358 

IH 

01  Apr 

87 

IH 

8455 

Decoration,  Silver  Star  Medal  USER<CG  45  REV*MC  99  82  CT . . . 

MlL-D-3943/118 

IH 

31  Mar 

87 

IH 

NU  11 

8455 

Decorotion,  Silver  Ufe-Mving  Medol  And  8or.  Coast  Guord  USER*CG  REV>CT  .. 

MIL-D-3943/21B 

IH 

01  Apr 

87 

IH 

L 

8455 

Decorotion,  Sold>er  S  Medal  (A)  REV>CT . 

Mll-0-3943/168 

IH 

31  Mar 

87 

IH 

8455 

Decoration,  Superior  Cadet  Award  ROTC  (A,  AF)  USER*45  REV*99  DP  CT . 

MIL-0-3943/34C 

IH 

25  Aug 

87 

IH 

11 

8455 

Decoration,  Superior  Civilian  Service,  OLA  REV*CT . 

MIL  D-3943/126 

11  Apr 

89 

8455 

Decoration,  Superior  Civilian  Service  Award, ormy  REV*CT . . 

MIL-D-3943/123A 

IH 

24  Oct 

88 

IH 

L 

8455 

Decorotion,  Superior  Service  Award,  Environmental  Protection  Agency  REV>CT  .. 

MIL-D-3943/81A 

IH 

31  Mar 

87 

IH 

8455 

Decorotion,  Superior  Civilian  Service  Award,  Novy  REV«CT . . 

MIL-D-3943/68B 

IH 

31  Mar 

87 

IH 

NU 

8455 

Decoration,  Surgeon  Generols  Medallion,  USPHS . . . 

MIL-D-3945/117 

IH 

23  Dtc 

86 

IH 

L 

8455 

Decorotion,  Surgeon  Generol's  Exemplory  Service  Medol  REV*^CT . 

MIL-D-3943/122 

IH 

26  Jan 

88 

IH 

8455 

Decoration,  USPHS  Awordi  REV>CT  . . . . . . . . 

MIL-D-3943/101 

IH 

12  Aug 

81 

IH 

L 

8455 

Decoration,  Unit  Awards  &  Citotions  USER<MC  REV*CT . . . 

MIL-D-3943/32E 

IH 

17  Jul 

85 

IH 

8455 

Decorotion,  Unit  Awards  &  Citations,  Air  Force  (AF)  USER>45  REV-99  DP  CT.... 

MtL-D-3943/33C 

IH 

01  Mor 

83 

IH 

11 

8455 

Decorotions,  Distinguished  And  Meritorious  Public  Service  Awords,  Coost  Guard 

MII-D-3943/88A 

IH 

31  Mar 

87 

IH 

NU 

USER-CG  REV-CT 

t 

8455 

Decorations,  Presidentiol  Medol  Of  Freedom  With  Distinction  And  Presidential 

MIL-D-14644 

IH 

30  Jun 

74 

IH 

Mtdal  or  Frmdom  Validcttd  Ocl  85  USER-45  REV-CT 

8455 

Decatation,  Commandersaward  For  Civltion  Service,  Army  REV-CT . 

MIL-D-3943/92C 

IH 

26  Jan 

88 

IH 

L 

8455 

Device,  Metal  (Breast  And  Collor)  Enlisted  Personnel  •  U.S.  Coost  Guard 

MIL-D-16475/48A 

NU 

23  Stp 

88 

NU 

USER-CG  45  REV-a 

L 

8455 

Device,  Metal  (Breost  And  Collor)  Choploin  Corps  •  Jewish  (CHC-J)  USER-CG 

MIL-D-16475/218 

NU 

05P*b 

88 

NU 

45  REV-a 

L 

8455 

Device,  Metol  (Breost  And  Collor)  Choploin  Corps  •  Christion  (CHC-C) 

MIL-D-1&475/22A 

NU 

05  Ftb 

88 

NU 

USER-CG  45  REV-CT 

L 

8455 

Device,  Metal  (Breost  And  Collar)  ComnMnd  Ashore,  Project  Monoger  REV-CT  .. 

MIL-D-16475/52A 

NU 

23  Sap 

88 

NU 

L 

8455 

Device,  Metal  (Breast  And  Collor)  Command  At  Sea  •  U.S.  Coost  Guord 

MIL-D-16475/50A 

NU 

23  Stp 

88 

NU 

USER-CG  REV-CT 

1 

8455 

Device,  Metol  (Breost  And  Collar)  Medicial  Service/DENTAL  Service  USER-CG 

MIL-D-16475/36A 

NU 

05  Ftb 

88 

NU 

45  REV-CT 

L 

8455 

Device,  Metol  (Breast  &  Collor)  Communication  Technician  Community  (Novy) 

MIL-D-16475/378 

NU 

05  Ftb 

88 

NU 

Communication  (Coast  Guard)  USER-CG  45  REV-CT 

L 

3455 

Device,  Metol  (Breast  And  Collar)  Judge  Advocote  Genero!  S  Corps  (JAG) 

MIL-D-16475/31A 

NU 

05  Ftb 

88 

NU 

USER-CG  45  REV-CT 

L 

8455 

Device,  Metol  (Breost  And  Collar)  leoder,  U.  S.  Navy  Bond,  Bondmoster 

MIL-0-15475/32A 

NU 

05  Ftb 

88 

NU 

USER-CG  45  REV-CT 

L 

8455 

Device,  Metal  (Breast  And  Collor)  Mochinist  USER-45  REV-CT . 

MIL-D-16475/33A 

NU 

05  Ftb 

88 

NU 

1 

8455 

Device,  Metal  (Breast  And  Collar)  Chief  Petty  Officer  -E-)0,  E-9,  E-8,  E-7  • 

MIL-D-16475/23D 

NU 

05  Ftb 

88 

NU 

Nayy  USER-CG  45  REV-CT 

1 

8455 

Device.  Metol  (Breast  And  Collor)  Surface  Worfore  Operator  REV-CT . 

MIL-D-16475/53A 

NU 

23  Stp 

88 

NU 

1 

8455 

Device,  Metol  (Breost  And  Collor)  Chief  Petty  Officers  (Coost  Guord)  USER-CG 

MIL-D-16475/51A 

NU 

23  Stp 

88 

NU 

REV-CT 

1 

8455 

Device,  Metol  (Breast  And  Collar)  Civil  Engineer  Corps  USER-CG  45  REV-CT  .... 

MIL-D-14475/24A 

NU 

05  Ftb 

88 

NU 

1 

8455 

Device,  Metal  (Breast  And  Collar)  Medicol  Corps  USER-CG  45  REV-CT . 

MIL-D-16475/34A 

NU 

05  Ftb 

88 

NU 

1 

8455 

Device,  Metol  (Breast  And  Collar)  Medical  Service  Corps  USER-CG  45  REV-CT.. 

MIL-D-16475/35A 

NU 

05  Ftb 

88 

NU 

L 

8455 

Device,  Metal  (Breost  And  Collor)  Underwater  Ordnance  Ttchniclon  USER-CG 

MIL-D-16475/45A 

NU 

23  Stp 

88 

NU 

REV-CT 

L 

8455 

Device,  Metal  (Breost  And  Collar)  Small  Craft  REV-CT . 

MIL-D-14475/4A 

NU 

28  Ocl 

87 

NU 

1 

8455 

Device,  Metol  (Breost  And  Collar)  Submarine  Engineering  Duty  REV-CT . 

MIL-D-14475/7B 

NU 

28  Ocl 

87 

NU 

L 

8455 

Device,  Metol  (Breast  And  Collor)  Submarine  Insignio  REV-CT . 

MIL-D-16475/BB 

NU 

28  Ocl 

87 

NU 

1 

8455 

Device,  Metol  (Breast  And  Collar)  Nurse  Corps  USER-CG  45  REV-CT  . 

MIL-D-16475/38A 

NU 

05  Ftb 

88 

NU 

L 

8455 

Device,  Metal  (Breast  And  Collar)  Operations  Technicion  REV-CT . 

MIL-0-16475/39A 

NU 

05  Ftb 

88 

NU 

L 

8455 

Device,  Metal  (Breast  And  Collar)  Photographer  USER-CG  45  REV-CT . 

MIL-D-16475/40A 

NU 

05  Ftb 

88 

NU 

L 

8455 

Device,  Metal  (Breost  And  Collor)  Ship  S  Cleric  USER-CG  REV-CT . . . 

MIL-D-16475/41A 

NU 

23  Stp 

88 

NU 

L 

8455 

Device,  Metal  (Breost  And  Collar)  Ship  Rtpoir  Technicion  USER-CG  REV-CT . 

MIL.D-14475/42A 

NU 

23  Stp 

88 

NU 

L 

8455 

Device,  Metol  (Breost  And  Collar)  Supply  Clerk  USER-CG  REV-CT . 

MIL-D-16475/43A 

NU 

23  Stp 

88 

NU 

L 

8455 

Device,  Metol  (Breost  And  Collar)  Supply  Corps  USER-CG  REV-CT . 

M1L-D-16475/44B 

NU 

23  Stp 

88 

NU 

L 

8455 

Device,  Metol  (Breast  And  Collar)  Communications  Technicion  USER-CG  45 

MIL-D-)6475/25A 

NU 

05  Ftb 

88 

NU 

REV-CT 

L 

8455 

Device,  Metol  (Breast  And  Collar)  Doto  Processing  Technicion  USER-CG  45 

MIL-D-16475/26A 

NU 

05  Ftb 

88 

NU 

REV-CT 

L 

8455 

Device,  Metol  (Breost  And  CoUor)  Dental  Corps  USER-CG  45  REV-CT . 

MIL-D-16475/27A 

NU 

05  Ftb 

88 

NU 

L 

8455 

Device,  Metol  (Breost  And  Collar)  Electricion  USER-CG  45  REV-CT  . . 

MIL-D-16475/2BA 

NU 

05  Ftb 

88 

NU 

L 

8455 

Device,  Metol  (Breost  And  Collor)  Electronics  Technicion  USER-CG  45  REV-CT  .. 

MIL-D-16475/29A 

NU 

05  Ftb 

88 

NU 

1 

8455 

Device,  Metol  (Breost  And  Collor)  Explosive  Ordnance  Disposoi  USER-CG  45 

MIL-D-16475/30A 

NU 

05  Ftb 

88 

NU 

REV-CT 

L 

Device.  Metol  (Breost  And  Conor)  Submonne  Medical  REv-CT . 

MiL-D  16475/9A 

NU 

2S  Gel 

87 

NU 

L 

8455 

Device,  Metol  (Breost  And  Collar)  Submarine  Supply  Corps  REV-CT..... . 

MIL-D-16475/10A 

NU 

28  Ocl 

87 

NU 

L 

8455 

Device,  Metal  (Breost  And  Collar)  REV-CT  . 

MIL-0-I6475/1A 

NU 

28  Ocl 

87 

NU 

L 

8455 

Device,  Metol  (Breost  And  Collar)  Submarine  Combat  Potrol  REV-CT . 

MIL-D-16475/6A 

NU 

28  Ocl 

87 

NU 

L 

8455 

Device,  Metol  (Breast  And  Collar)  Command  At  Sea  REV-CT...... . . . 

MIL-D-16475/2A 

NU 

28  Ocl 

87 

NU 

L 

8455 

Device,  Metol  (Breast  And  Collar)  Aviotion  Boatswain  REV-CT . . 

MIL-0-16475/13A 

NU 

28  Ocl 

87 

NU 

L 

8455 

Device,  Metol  (Breost  And  Collar)  Aviation  Control  Technicion  REV-CT  . 

MII-D-16475/14A 

NU 

28  Ocl 

87 

NU 

L 

8455 

Device,  Metol  (Breost  And  Collor)  Aviation  Electronics  Technicion  REV-CT . 

MIL-0-16475/15A 

NU 

28  Ocl 

87 

NU 

L 

8455 

Device,  Metol  (Breost  And  Collor)  Aviation  Mointenonce  Techntcon  REV-CT . 

MIL-D-16475/16A 

NU 

28  Ocl 

87 

NU 

1 

8455 

Device,  Metal  (Breost  And  Collar)  Aviotion  Ordnonce  Ttchniciorv  REV-CT . 

MIL-D-16475/17A 

NU 

28  Ocl 

87 

NU 

1 

8455 

Device,  Metol  (Breost  And  Collar)  Aerogroghtr  REV-CT . . . . . 

M1L-D-16475/18A 

NU 

28  Ocl 

87 

NU 

L 

8455 

Device,  Metol  (Breast  And  Collar)  Air  INTEUIGENCE  Technicion  REV-CT . . 

MIL-D.16475/19A 

NU 

28  Ocl 

87 

NU 

L 

8455 

Device,  Mulol  (Breost  And  Collor)  Bootswoin  REV-CT... . 

MIL-0-16475/20A 

NU 

28  Ocl 

87 

NU 

875 


FSC  LISTING 


DOCUMENT 


FSC 

TITLE 

NUMBER 

PREP 

DATE 

CUSTODIAN 

L 

8455 

Dtvictf  Brtoit  And  CoHor,  Gtntroi  Sptcificotion  For  US£R'CG  . 

MII-D-16475C  (1) 
SUPP  1 

NU 

13  Stp 

82 

NU 

L 

8455 

Dtvict,  Mttol,  Brtoit  And  Coltor  US  Coott  Guord  Auxiliary,  Pott  Offictr 

MIL-D-16475A/56A 

NU 

23  Stp 

88 

NU 

USER-CG  REV-CT 

L 

8455 

Davie*,  Mttol,  Brtott  And  CeRor  Stnior  Enlitttd  Adviter  Idantifieotion  Brooit 

MIL-D-16475/608 

SA 

23  Stp 

88 

SA 

8odg*  USER-CG  REV-CT 

L 

8455 

Davict,  MttoUbroott  And  Collor)  US  Coott  Guord  Auxitiory  Auxop, 

MIL-D-16475/55A 

NU 

23  Stp 

88 

NU 

Quoliflcollon  USER-CG  45 

1 

8455 

Doviett,  Matol  (Brtott  And  Coilor)  SedQt,  Quotificotion,  Submorinti  Stbn 

Mll-D-16475/118 

NU 

28  Oct 

87 

NU 

Dtttrrtnt  Patrol  ftEV*CT 

L 

8455 

Dtviett,  Mttol,  (Brtott  And  Coilor)  Aviotionontltubmorlnt  Worfort  Optrotor 

MIL-D-16475/12A 

NU 

38  0cl 

87 

NU 

REV-CT 

L 

8455 

Dtviett,  Mttol,  (Brtott  And  Collor)  Divtr,  Mtdicol  Corpt/mtdieol  Strvict  Corpi 

MIL-D-16475/47A 

NU 

23  Stp 

88 

NU 

USER-CG  REV-CT 

L 

8455 

Dtviett,  Mttol.  (Brtott  And  Collar)  Enlitttdwomtn,  Hotpitol  Corptnvon,  Novy 

MIL-D-16475/57A 

NU 

23  Stp 

88 

NU 

REV-CT 

L 

8455 

Dtviett,  Mttol,  (Brtott  And  Collor)  Surfoet  Ordnonet/ordnonet  Control 

MII-D-16475/45A 

NU 

23  Stp 

88 

NU 

Ttchniclon  USER-CG  REV-CT 

1 

8455 

Dtviett,  Mttol,  (Brtott  And  Collor)  Aviotion  Worfort  Sptciolitt  REV-CT . 

MIL-D-16475/69A 

NU 

11  Jon 

89 

NU 

L 

8455 

Dtviett,  Mttol,  (Brtott  And  Collor)  Enliittd  PtrtonntI  (Pttty  Offietr  1,  2,  And 

MIL-D-16475/70A 

NU 

11  Jon 

89 

NU 

3)  REV-CT 

1 

8455 

Dtviett,  Mttol,  (Brtott  And  Collor)  Dttp  Submtrgtnct  ftEV«CT . . . 

MII-D-16475/71A 

NU 

n  Jon 

89 

NU 

1 

8455 

Dtviett,  Mttol,  (Brtott  And  Collar)  Umiftd  Duty  Offietr  (Ldo)  tow  REV*CT  . . 

MIL-D-)647S/72A 

NU 

11  Jen 

89 

NU 

L 

8455 

Dtviett,  Mttol,  (Brtott  And  Collor)  Aviotion  Supply  Corpt  REV*CT . 

MIL-D-16475/73A 

NU 

11  Jon 

89 

NU 

L 

8455 

Dtviett,  Mttol,  (Brtott  And  Collor)  Surfoet  Supply  Corpt  Offietr  REV*CT. . 

MII-D-16475/74A 

NU 

11  Jon 

89 

NU 

L 

8455 

Dtviett,  Mttol,  (Brtott  And  Collor)  Phytieion't  Attiitont  (U.t.  Coott  Guord) 

MIL-D-16475/75A 

NU 

11  Jon 

89 

NU 

USER-CG  REV-CT 

1 

8455 

Dtviett,  Mttol,  (Brtott  And  Collor)  Port  Steuritymon  (U.t.  Coott  Guard) 

MIL-D-I&475/76A 

NU 

11  Jon 

89 

NU 

USER-CG  REV-CT 

8455 

Dtviett,  Mttol,  (Brtott  And  Coilor)  Auxiliory  Coxtwoin  (U.t.  Coott  Guord) 

MIL-D-16475/77A 

NU 

11  Jon 

89 

NU 

USER-CG  REV-CT 

L 

8455 

Dtviett,  Mttol,  (Brtott  And  Collor)  Seitnet  Ttehnologitt,  (U.t.  Coott  Guord) 

MIL-D-16475/7BA 

NU 

11  Jon 

89 

NU 

USER-CG  REV-CT 

L 

8455 

Dtviett,  Mttol,  (Brtott  And  Collor)  Divtr  REV-CT  . . . 

MIL-D-16475/3A 

NU 

28  Oct 

87 

NU 

L 

8455 

Dtviett,  Mttol,  (Brtott  And  Collar)  Spteiol  Worfort  REV-CT . 

MIL-D-16475/5A 

NU 

28  Oct 

87 

NU 

L 

8455 

Dtviett,  Mttol,  Brtott  And  Collor  Enlitttd  Womtn,  Dtntol  TKhnieion,  Novy 

MII-D-16475A/58 

NU 

23  Stp 

88 

NU 

REV-CT 

L 

8455 

Dtviett,  Mttol,  Brtott  And  Collor  Aviotion  Optrotlont  Ttehnleion  U$ER*45 . 

MIL-D-14473/59A 

NU 

23  Stp 

88 

NU 

L 

8455 

Mttol,  (8r«otl  And  Cellar)  SKurity  P,r<onn«l  REV-CT  . 

Mll-D-16475/618 

NU 

n  Jon 

89 

NU 

L 

8455 

Dovicot,  Mttol,  (Srtoit  And  Collar)  Enlitttd  Surfoet  Worfort  Sptelaliil  REV-CT 

Mll-D-)6475/62A 

NU 

11  Jen 

89 

NU 

L 

8455 

Otulcti,  Mttol,  (8rtotl  And  Collor)  Rtliglout  Rrogrom  Sptcloliit  REV-MC  CT  .... 

MIL-D-16475/63A 

NU 

11  Jon 

89 

NU 

k 

8455 

Otulctt,  Mttol,  (Srtoit  And  Collor)  Officer  In  Chorgt  Albert  (U.i.  Coott 

MIL-D-16475/64A 

NU 

11  Jen 

89 

NU 

Guard)  USER-CG  REV-CT 

L 

8455 

Dtviett,  Mttol,  (Brtott  And  Collor)  Inttlligtne*  Ttehnleion  REV-CT . 

MII-D-16475/65A 

NU 

11  Jon 

89 

NU 

L 

8455 

Dtviett,  Mttol,  (Brtott  And  Collor)  Phyticol  Stcurity  Ttehnleion  REV-CT ............ 

MIL-D-16475/86A 

NU 

11  Jon 

89 

NU 

1 

8455 

Dtviett,  Mttol,  (Brtott  And  Collor)  Flight  Surgoon  (U.t.  Coott  Guord) 

MII-D-16475/67A 

NU 

11  Jon 

89 

NU 

USER-CG  REV-CT 

L 

8455 

Dt^^ett,  Mttol,  (Broott  And  Collor)  Commend  Enlitttd  Advisor  (U.t.  Coott 

MIL-D-16475/688 

NU 

11  Jon 

89 

NU 

Guord)  USER-CG  REV-CT 

1 

8455 

Dtviett,  Mttol,  (Brtott  And  Collor)  Group  Rott  Stomon/opprtntiet  Enlitttd 

MIL-D-16475/54B 

NU 

23  Stp 

88 

NU 

Women  (Nory)  USER-CG 

1 

8455 

Dtviett,  M*tol,(brtot  T  And  Collor)  Divtr,  Mtdieol  Ttehnleion  USER-CG 

MII-D-16475/49A 

NU 

23  Stp 

88 

NU 

REV-a 

8455 

Diltinctivt,  Dtviet,  Oiomond  Shoptd,  First  Strgtont,  Air  Foret  Yah'dot*^  Ju!  82 

MII-D-14539/36A 

IH 

06  Oct 

75 

IH 

82 

USER-45 

8455 

Flog,  Notional,  Unittd  Stotts  Of  Amtrico  And  Flog,  Union  Jock  271181 

DDD-F-416E 

•IH 

27  Nov 

81 

IH 

SA 

99 

Valldattd  May  88  USER-MC  CG  45  REV-IH 

NOTICE  1 

L 

8455 

Holdtr,  Bodgt,  Plottic,  Stcurity  Poltct  ValidatHi  5tp  88  USER-45  REV-99 . 

MIL-H-B7106 

NOTICE  1 

11 

30  Stp 

88 

11 

8455 

Hubi,  And  DitI,  For  Htroldic  Ittmi  Validalad  Jut  84  USER-45  REV-MC  99  OP 

CT 

Inilglno,  Branch  Of  Strvict,  Aide  To  Viet  Choirmon,  Joint  Chitfi  Of  Staff,  Air 

Mll-H-400e2A 

IH 

30  Stp 

68 

IH 

NU 

11 

1 

8455 

Mll-l-3575/61 

11 

10  Aug 

88 

11 

Foret 

L 

8455 

Intigno,  Grodt,  Plastic  Volidaftd  Oct  87  USER-45  REV-CT . 

MIL-I-28964B 

NOTICE  1 

MC 

23  Oct 

87 

MC 

8455 

Intigno,  Ronk  Offictrt,  Mttol,  Gtntroi  Sptcificotiont  For  USER-45  REV-MC  99 

MIL-I-3949D  (2) 

IH 

27  Apr 

84 

IH 

NU 

11 

8ja 

SUPP  1 

8455 

Intignio  ,  Grodt,  Codtt,  Airmen,  Rote  And  Jrotc,  Air  Foret  USER-45  REV-82  99 

CT 

Insignia  Broneh  Of  Strvict,  Enlisttd  PtrsonntI,  Bronch  Immottriol,  Army  REV-CT 

Mll-l-1 1132 '296 

IH 

30  Jun 

87 

IH 

11 

1. 

6455 

MIL-I-1S«65/18C 

IH 

15  Mor 

68 

IH 

8455 

Ir-tignio  Rank,  Codtt,  Mojor,  ROTC  And  JROTC,  Air  Foret  USER.45  REV-99  82 

CT 

Indgnio)  Branch  Of  Strvict,  Grade,  Ronk,  Gorriton  Cop,  And  Strvict  Cop, 

Mll-l-1 1132/108 

IH 

30  Jun 

87 

IH 

11 

8455 

Mll-l-1 1132H/E 
NOTICE  1 

IH 

30  Jun 

87 

IH 

NU 

11 

ROTC  And  JROTC  PtrwnntI,  Army  And  Air  Foret  USER-45  REV-85  99  11 

DP 

Iniignlo;  Cop  &  Hot  Enliittd  PtrionntI  Work  Cop  (Novy) . 

L 

8455 

MIL-I-1798S/4D 

NU 

25  Jon 

84 

NU 

8455 

Intignio,  (Bronch  Of  Strvict,  Garrison  Cop,  Hot,  And  Strvict  Cop),  Offictrt, 

MII-I-3575F 

IH 

05  Jon 

69 

IH 

PE 

11 

Offietr  Condidotts,  And  Aviotion  Codtts,  Gtntroi  Sptcificotion  For 

USER-MD  45  REV-MC  99  11  82  85  CT  DP 

L 

8455 

Intignio,  (Cop  And  Hot)  Enlitttd  PtrtonntI  (Coast  Guord)  Volidattd  Jon  86 

MIL-I-17988/13E 

NU 

01  Mor 

79 

NU 

USER-CG  45  REV-CT 

8455 

Intignio,  Aldt,  Chitf  Of  Stoff,  Air  Foret  Volidotod  Jul  84  USER-45  REV-DP  CT.. 

MIL-I-3575/8A 

IH 

31  Mor 

69 

IH 

11 

876 


FSC  USTING 
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FSC 

TtTlE 

NUM8ER 

PREP 
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CUSTODIAN 

8455 

Intignia,  ASdt,  Choirmon,  Joint  Chitft  Of  Staff,  Air  Force  Volidottd  Jul  64 

USER-45  REV.99  DP  CT 

Mll-1-3575/50 

IH 

31  Mar 

69 

IH 

11 

L 

8455 

iniignio.  Aide,  Chairman,  Joint  Chitft  Of  Staff,  Army  REV-CT . . 

M1L-I.3575/57A 

IH 

05  May 

88 

IH 

L 

8455 

Insignia,  Aide,  Vice  President  Of  The  United  States,  Army  VoUdoitd  Jvl  84 
USER-SM  REV-DP  CT 

MIL-l-3575/53 

IH 

23  Jul 

69 

IH 

8455 

Insignio,  Aide,  Secretary  Of  Defense,  Air  Force  Validaftd  Jut  84  USER-SM  45 
REV-DP  CT 

MIL-I-3575/46A 

IH 

31  Mar 

69 

IH 

11 

L 

8455 

Insignia,  Aide,  General  Of  The  Army.  Army  Validattd  Jul  84  USER-SM  REV-DP 

CT 

Insignia,  Aide,  General  Officers,  Army  Validated  Nov  84  USER-SM  REV-DP  CT 

MII-I.3575/9A 

IH 

31  Mar 

69 

IH 

1 

8455 

MIL  1-3575/108 

IH 

02  Nov 

72 

IH 

8455 

Insignia,  Aide,  General  Officers,  Air  Force  Validated  Jul  84  USER-45  REV-99 

DP  CT 

MII-I-3575/11A 

IH 

31  Mor 

69 

IH 

11 

8455 

Insignia,  Aide,  President  Of  The  United  Stotes,  Air  Force  Validated  Jut  84 

USER-45  REV.99  DP  CT 

MIL-I-3575/2A 

IH 

31  Mar 

69 

IH 

11 

8455 

Insignio,  Aide,  Vice  President  Of  The  United  States,  Air  Force  Validated  Jvl  64 
USER.45  REV-99  DP  CT 

MIL-I-3575/3A 

IH 

31  Mor 

69 

IH 

11 

L 

8455 

Insignia,  Aide,  Secretary  Of  Defense,  Army  Validated  Jul  84  USER-SM  REV-DP 

CT 

Insignia,  Aide,  Secretory  And  Under  Secrslary  Of  The  Army,  Army  Validated 

Jul  84  USER-SM  REV-DP  CT 

MIL-I-3575/4A 

IH 

31  Mar 

69 

IH 

L 

8455 

MIL-1  •3575/5A 

IH 

31  Mar 

69 

IH 

8455 

Insignio,  Aide,  Secretary  Of  The  Air  Force,  Air  Force  Validated  Jul  84  USER-45 
REV-99  OP  CT 

MIL-I-3S75/6A 

IH 

31  Mar 

69 

IH 

11 

L 

8455 

Insignia,  Aides,  President  Of  The  United  Stotes,  Army  Validated  Jul  84 

USER-SM  REV-99  OP  CT 

MIL-I-3575/1A 

IH 

31  Mar 

69 

IH 

8455 

Insignia,  Biomedical  ScierKes  Officers,  Air  Force  Validated  Jul  84  USER-45 

REV.99  OP  CT 

MIL-l-3575/55 

IH 

17  S,p 

69 

IH 

11 

L 

8455 

Insignia,  Branch  Of  Service,  Officers,  Field  Artillery  Validated  Jul  84  REV-DP  CT 

MIL-I-3575/52A 

IH 

31  Mar 

69 

IH 

1 

8455 

Insignia,  Branch  Of  Service,  Officers,  Covotry,  Army  Validated  Jul  83  REV-CT.... 

MIL-I-3575/55A 

IH 

01  Dm 

76 

IH 

L 

8455 

8455 

Insignio,  Bronch  Of  Service,  Officers,  Aviation,  Army  REV-CT . . . . 

Insignia,  Bronch  Of  Service,  Officers,  Special  Forces  REV-CT . . . . . 

MIL-l-3575/59 

MIL-1 -3575/60A 

IH 

IH 

15  Nov 
17  Jan 

83 

89 

IH 

IH 

L 

8455 

Insignio,  Branch  Of  Service,  Chaplain,  Jewish  Faith,  Army  VaUdoted  Oct  86 
REV-DP  CT 

MIL-l-3575/148 
NOTICE  1 

IH 

19  Ocl 

88 

IH 

L 

8455 

Insignio,  Branch  Of  Service,  Officers,  General  Staff,  Army  Validated  Jul  64 

REV-DP  CT 

MIL-I.3575/18D 

IH 

31  Mor 

69 

IH 

L 

8455 

Insignia,  Bronch  Of  Service,  Officer',  Army,  Medicol  Service  Validated  Jul  84 
REV-DP  CT 

MIL-I-3575/39A 

IH 

31  Mar 

69 

IH 

1 

8455 

Insignia,  Branch  Of  Service,  Officers,  Air  Defense  Infontry  Validated  Jut  84 

REV-DP  CT 

MIL-I-3575/19A 

IH 

31  Mor 

69 

IH 

1 

8455 

Insignio,  Branch  Of  Service,  Officers,  Artillery  Validated  Jut  84  USER-45 

REV-OP  CT 

MIL-I-3575/20A 

IH 

31  Mar 

69 

IH 

1 

8455 

insignia.  Branch  Of  Service,  Officers,  Corps  Of  Engineers  Validated  Jul  64 

REV-DP  CT 

MIL-I-357S/21A 

IH 

31  Mor 

69 

IH 

L 

8455 

Insignia,  Branch  Of  Service,  Officers,  Quartermaster  Corps  Validated  Jul  64 
REV-OP  CT 

M1L-I-357S/22A 

IH 

31  Mar 

69 

IH 

L 

8455 

Insignia,  Branch  Of  Service,  Officers,  Inspector  General  Validated  Jul  84 

U5ER-45  REV-DP  CT 

MIL-I-3575/23B 

IH 

31  Mar 

69 

IH 

1 

8455 

Insignia,  Branch  Of  Service,  Officers,  Adiutant  General  S  Corps  Validated  Jul 

84  REV-DP  CT 

MIL-I-3575/24B 

IH 

31  Mor 

69 

IH 

i 

8455 

Insignia,  Branch  Of  Service,  Officers,  Armor  Validated  Jul  84  REV-DP  CT . 

MIL-I-3575/25A 

IH 

31  Mar 

69 

IH 

L 

8455 

insignia,  Branch  Of  Service,  Officers,  Signal  Corps  Validated  Jul  64  REV-DP  CT 

MIL-I-3575/26A 

IH 

31  Mor 

69 

IH 

L 

8455 

Insignio,  Branch  Of  Service,  Officers,  Transportation  Corps  VaUdoted  Jut  84 
REV-DP  CT 

MIL-I-3575/27A 

IH 

31  Mar 

69 

IH 

L 

8455 

Insignia,  Branch  Of  Service,  Officers,  Militory  Police  Corps  Validated  Jut  64 
USER-45  REV-DP  CT 

MIL-I-3575/28A 

IH 

31  Mar 

69 

IH 

L 

8455 

Insignio,  Branch  Of  Service,  Officers,  Chemical  Corps  REV-CT . . . . . 

MIL-I-3575/29B 

IH 

09  Stp 

87 

IH 

L 

8455 

Insignia,  Branch  Of  Service,  Officers,  Finonce  Coips  Validated  Jut  84  REV-DP 

CT 

Insignia,  Branch  Of  Service,  Officers,  Military  Intelligence  Validated  Jut  84 
USER-45  REV-DP  CT 

MIL-I-3575/30A 

IH 

31  Mor 

69 

IH 

L 

8455 

MIL-I-3575/31B 

IH 

31  Mar 

69 

IH 

1 

8455 

Insignia,  Branch  Of  Service,  Officers,  Ordnance  Corps  Validated  J(d  84  REV-DP 

CT 

Insignia,  Bronch  Of  Service,  Officers,  Judge  Advocote  General  S  Corps 

Validated  Jul  84  USER-45  REV-DP  CT 

MIL-I-3575/32A 

IH 

31  Mor 

69 

IH 

L 

8455 

MIL-I-3575/33A 

IH 

31  Mar 

69 

IH 

L 

8455 

Insignio,  Branch  Of  Service,  Officers,  Stoff  Specialists,  USAR  Validated  Jul  84 
USER.45  REV-DP  CT 

MIL-I-3575/34A 

IH 

31  Mar 

69 

IH 

L 

8455 

Insignio,  Bronch  Of  Service,  Officers,  Civil  Affolrs,  USAR  Validated  Jul  64 

REV-DP  CT 

MIL-I-3575/35A 

IH 

31  Mor 

69 

IH 

L 

8455 

Insignia,  Branch  Of  Service,  Officers  Notional  Guord  Bureou  Validated  Jul  84 
REV-DP  CT 

MIL-I-3575/37A 

IH 

31  Mar 

69 

IH 

8455 

Insionio,  Branch  Of  Service  Choploin,  Jewish  Foith.  Air  Force  USER.45  REV-99 
OPCT 

MIL-I-3575/15B 

IH 

25  Jul 

84 

IH 

11 

L 

8455 

insignia,  Bronch  Of  Service,  Choploin,  Christian  Faith,  Army  Validated  Jul  84 
USER-SM  REV-DP  CT 

MIL-I-3575/12A 

IH 

31  Mar 

69 

IH 

L 

8455 

Insignio,  Bronch  Of  Service,  Metol,  Hospital  Corpsmon  And  Dentol  Technician 
Validated  Jun  83  USER.45  REV-CT 

M1L-I-19878B 

MC 

07  Sep 

78 

MC 

L 

8455 

Insignia,  Branch  Of  Service,  ROTC,  Bosic  Course,  R.  Div,  And  Corps,  JS  Div., 
Asrmy  S/s  By  MIL-1 1132-3D  Validated  Jun  84  REV-CT 

MIL-l-OOni32/3C 

IH 

13  Aug 

79 

IH 

L 

8455 

Insignio,  Bronch  Of  Service,  ROTC,  Advance  Course,  Sr.div  And  Codet  Officer, 
Jf.div,  Army  REV-CT 

MIL-l-ni32/4D 

IH 

30  Jun 

87 

IH 

L 

8455 

Insignia,  Bronch  Of  Service,  ROTC,  Advonce  Course,  SR.  Div.  And  Cadet 

Officer,  JR,  Div.,  ARMY  S/s  By  MlL-1 1 132/40  Validated  Jun  84  REV-CT 

MIL-I-OOU132/4C 

IH 

13  Aug 

79 

IH 

L 

8455 

insignia,  Bronch  Of  Service,  ROTC,  Basie  Course,  SR  Div  &  Corps,  JR  Div, 

Army  REV-DP  CT 

MIL-I-11132/3D 

IH 

30  Jun 

87 

IH 

877 
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FSC 

TITLE 

NUMBER 

PREP 
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CUSTODIAN 

84SS 

Intignio,  Branch  Of  Strvic*.  ROTC.  Air  force  USER>45  REV-99  82  CT . 

MIL-l-in32/7C 

IH 

30  Jun 

87 

IH 

11 

1 

84SS 

Intignio,  Bror  Of  Service  (Collar  And  Sleeve) . . 

MIL-I-21899C 

NU 

25  Oct 

82 

NU 

84SS 

Intignlo,  Bronch  Of  Service,  Hat,  Gomton  Cop,  And  Service  Cop,  Enlisted 

MIL-I-15665G 

IH 

15  Mar 

88 

IH 

PE 

11 

Personnel,  Generol  Specificotion  for  USER>45  REV'MC  SA  99  DP 

1 

84SS 

iniignio,  Bronch  Of  Service,  Enlisted  Personnel,  Adjutant  Generol  S  Corps,  Army 

MIL-I-15;A5/1B 

IH 

15  Mar 

88 

IH 

REV-DP 

8455 

Insignio,  Bronch  Of  Service,  Enlisted  Personnel,  Air  force  USER-45  REV-99  82 

MIL-I-15665/2F 

IH 

15  Mor 

88 

IH 

11 

L 

8455 

insignio,  Bronch  Of  Service,  Enlisted  Personnel,  Armor,  Army  REV-CT . . . 

MIL-l-15665/38 

IH 

15  Mor 

88 

IH 

L 

8455 

Insignio,  Bronch  Of  Service,  Enlisted  Personnel,  Army  Medicol  Service,  Army 

MIL-I-15665/4A 

IH 

30  Sep 

75 

IH 

Volidattd  Jul  B2  REV-DP  CT 

L 

8455 

Insignio,  Bronch  Of  Service,  Enlisted  Personnel,  Air  Defense  Artillery,  Army 

MIL-I-15665/5B 

IH 

30  Sep 

75 

IH 

Validaltd  Jul  82  REV-DP  CT 

1 

8455 

Insignio,  Bronch  Of  Service,  Enlisted  Personnel,  Chemical  Corps,  Army  Validattd 

MIL-l-t5665/AA 

IH 

30  Sep 

75 

IH 

Jul  82  REV-DP 

L 

8455 

insignio,  Bronch  Of  Service,  Enlisted  Personnel,  Civil  Affoirs,  U  S  A  R  Validattd 

Mll-l-i5465/7A 

IH 

30  Sep 

75 

IH 

Jul  82  USER-45  REV-DP 

L 

8455 

Insignio,  Bronch  Of  Service,  Enlisted  Personnel,  Corps  Of  Engineers,  Army 

MII-I-15565/8A 

IH 

30  Sep 

75 

IH 

Validaltd  Jul  82  REV-DP 

L 

8455 

Insignia,  Bronch  Of  Service,  Enlisted  Personnel,  finonce  Corps,  Army  REV-DP  .... 

MIL-l-15685/98 

IH 

15  Mor 

88 

IH 

L 

8455 

Insignio,  Bronch  Of  Service,  Enlisted  Per*onnei,  Infantry,  Army  REV-CT  . 

MIL-l-15665/108 

IH 

15  Mor 

88 

IH 

L 

8455 

Insignio,  Bronch  Of  Service,  Enlisted  Personnel,  Militory  Intelligence,  Army 

MIL-I-15665/11C 

IH 

15  Mor 

88 

IH 

REV-CT 

8455 

Insignio,  Bronch  Of  Service,  Colior,  And  insignio,  Cop,  Garrison,  EP,  Morine 

MIL-I-15445/)2C 

IH 

22  Nov 

78 

IH 

MC 

Corpt  Validaltd  Nau  84  REV-MC  DP  CT 

L 

8455 

Insignia,  Bronch  Of  Service,  Enlisted  Personnel,  Militory  Police  Corps,  Aimy 

MIL-I-15565/13A 

IH 

30  S*p 

75 

IH 

Validaltd  Jul  82  REV-DP  CT 

1 

8455 

insignio.  Branch  Of  Service,  Enlisted  Personnel,  Ordnonce  Corps,  Army  REV-DP.. 

MIL-l-15565/148 

IH 

15  Mor 

88 

IH 

1 

8455 

Insignio,  Branch  Of  Service,  Enlisted  Personnel,  Covolry,  Army  REV-DP  . 

MIL-I-15565B/31A 

IH 

15  Mor 

88 

IH 

L 

8455 

Insignio,  Bronch  Of  Service,  Enlisted  Personnel,  field  Artillery,  Army  REV-DP . 

MIL-l-t5A65l/2AA 

IH 

1.5  Mor 

88 

IH 

1 

8455 

Insignio,  Bronch  Of  Service,  Enlisted  Personnel,  Inspector  General  Army  REV-CT 

MIL-I-15665A/33 

IH 

15  Mor 

88 

IH 

L 

8455 

Insignia,  Bronch  Of  Service,  Enlisted  Personnel,  Aviation,  Army  REV-CT . 

MIL-I-15865A/34 

IH 

15  Mor 

88 

IH 

1 

8455 

Insignia,  Bronch  Of  Service,  Enlisted  Personnel,  Quortermoster  Corps,  Army 

MIL-l-15565/158 

IH 

15  Mar 

88 

IH 

REV-CT 

L 

845'i 

Insignia,  Bronch  Of  Service,  Enlisted  Personnel,  Signoi  Corps,  Army  REV-CT  . 

MII-I-15665/16C 

IH 

15  Mar 

88 

IH 

1 

8455 

Iniignia,  Bronch  Of  Stcvln,  Enl!tt«l  Ptnonntl,  Troniporletion  Corpi,  Army 

MIL-I-15655/17B 

IH 

15  Mor 

88 

IH 

REV-CT 

8455 

Iniignlo,  Branch  Of  Strvin,  EP,  Spoclol  Fore,  Army  REV-CT . 

MIL-I-15665B/35 

IH 

15  Mor 

88 

IH 

1 

8455 

Insignio,  Bronch  Of  Service,  Enlisted  Personnel,  Judge  Advocote  Generol  $ 

MII-I-15M5C/25B 

IH 

15  Mor 

88 

IH 

Corpi,  Army  REV-DP 

8455 

Insignia,  Bronch  Of  Service,  Chief  Master  Sergeant  Of  The  Air  force  USER*45 

MII-I-15M58/28A 

IH 

13  Mor 

88 

IH 

11 

REV-99  OP 

L 

8455 

Inilgnlo,  Cop  &  Hot  Enliittd  Ptrienn,!  Ortii  Hoi  (Navy) . 

MIL-I-17988/5B 

NU 

25  Jon 

84 

NU 

L 

8455 

Iniignio,  Cop  And  Hot  Officr  Condldot*!  (Novy)  Validaltd  Jan  86  USER-CG 

MIL-I-17988/AB 

NU 

14  Jun 

74 

NU 

45  REV-CT 

L 

8455 

Insignio,  Cop  And  Hot  Novol  Acodemy  Midshipmen  Officer  Condidotes 

MIL-I-)79M/7A 

NU 

14  Jun 

7A 

NU 

Validaltd  Jan  86  USER-CG  45  REV-CT 

L 

8455 

Insignio,  Cop  And  Hot  U.S.  Novy  Bond  Novol  Academy  Bond  USER-CG  45 

MIL-I-)79S8/8B 

NU 

08  Jon 

85 

NU 

REV-CT 

L 

8455 

Insignia,  Cop  And  Hot  Commissioned  Officer  And  Commissioned  Warrant 

MIL-I-179S8/98 

NU 

07  F,b 

85 

NU 

Offinr  (Cooit  Guord)  USER-CG  45  REV-CT 

1 

8455 

Insignio,  Cop  And  Hot  Worront  Officers  (Coast  Guard)  Validattd  Jan  86 

Mll-l-)7988/10A 

NU 

14  Jun 

74 

NU 

USER-CG  45  REV-CT 

L 

8455 

Insignio,  Cop  And  Hot  Chief  Petty  Officers  (Coast  Guord  USER-CG  . 

Mll-l-1798e/nC 

NU 

25  Jon 

84 

NU 

L 

8455 

Insignia,  Cop  And  Hot  Coost  Guord  Codet  Validaltd  Jon  86  USER-CG  45 

MII-I-17988/12A 

NU 

14  Jun 

74 

NU 

REV-CT 

L 

8455 

insignio.  Cop  And  Hot,  Commissioned  Officer/commissioned  Worrent  Officer 

MIL-I-17988/)4 

NU 

01  Nov 

85 

NU 

(Optionol) 

L 

8455 

Insignio,  Cop  And  Hot,  Generol  Specificotion  for  Validattd  Jan  86  USER-CG 

MIL-l-1798eC 

NU 

20  Nov 

79 

NU 

REV-CT 

L 

8455 

Insignio,  Cop  And  Hot  Commissioned  Officer  And  Commit  'oned  Worront 

MII-I-17988/1B 

NU 

25  Jon 

84 

NU 

Officr  (Novy) 

L 

8455 

Insignio,  Cop  And  Hot  Worront  Officers  (Novy)  USER-CG . 

MIL-I-17988/2B 

NU 

25  Jon 

84 

NU 

L 

8455 

Insignio,  Cop  And  Hot  Chief  Petty  Officers  (Novy) . 

MII-I-17988/3D 

NU 

25  Jon 

84 

NU 

L 

8455 

Insignio,  Cop,  Advonce  Course,  Senior  Division,  ROTC,  Army  REV-CT . 

MIL-l-ni32C/20B 

IH 

30  Jun 

87 

IH 

8455 

Insignio,  Choploln,  Christian  faith.  Air  Force  Validattd  Jvl  84  USER-45  REV-99 

MIL-I-3575/13A 

IH 

31  Mor 

69 

IH 

11 

DP  CT 

8455 

Insignio,  Colior,  Choploin  Assistant,  Army  REV-CT . 

MIL-I-15M5A/36 

IH 

15  Mof 

88 

IH 

L 

8455 

Insignia,  Collar,  The  Sergeant  Major  Of  The  Army  U5ER-SM  REV-DP  . 

MII-I-15555A/32 

IH 

15  Mor 

88 

IH 

8455 

Insignio,  Dnntist  Air  Form  Votidottd  JiJ  84  USER-SM  45  REV-Pp  D**  CT 

Mil-i-35T5''48A 

IM 

31  Mor 

69 

IH 

11 

8455 

Insignio,  Department  Of  The  Judge  Advocote  Generol,  Air  Force  Validattd  Jul 

MIL-I-3575/51A 

IH 

31  Mor 

69 

IH 

11 

84  USER-SM  45  REV-99  DP  CT 

L 

8455 

Insignio,  Distinctive  Unit  And  Shoulder  Loop  REV-CT . 

MIL-I-14554 

IH 

30  Moy 

87 

IH 

8455 

Insignio,  Distinguishing,  Army  And  Air  Force,  Woven  USER-45  REV-SM  CT . 

MIL-I-12718F 

IH 

30  Sep 

85 

IH 

99 

L 

8455 

Iniignio,  Embroldtrtd . 

MIL-l-29t39B 

NU 

01  Oct 

84 

NU 

1 

8455 

Insignio,  Embroidered  (Coast  Guord)  REV-CG  CT . 

Mll-l-87097  (1) 

NU 

27  Nov 

84 

NU 

8455 

Insignio,  Embroidered  Flog  Components,  Generol  Specificotion  For  USER-MC  45 

MIL-I-14553 

MB 

29  Aug 

86 

MOMS 

03 

REV-82  99 

8455 

insignio,  Ernbroidered,ronk,  Grode  And  Service  Stripes,  Generol  Specificotion 

MIL-I-14651 

IH 

31  Jul 

86 

IH 

NU 

1! 

For  USER-45  REV-MC  82  99 

L 

8455 

Insignio.  Embroidered  (Women)  REV-MC  CT . 

MIL-I-18496E  (2) 

NU 

30  0,c 

86 

NU 

L 

8455 

insignia,  EmbroidereJ  fMen  And  Women)  REV-MC  CT . 

MII-I-I5864J  (2) 

NU 

30  Dm 

86 

NU 

1 

8455 

Insignio,  Enlisted  Pet»oPmel,  U.  S.  Army  REV-DP . 

MII-I-15M5B/24A 

IH 

15  Mor 

38 

IH 

878 
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fSC 
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CUSTODIAN 

L 

84S5 

Insignia,  Gorrison  Cop,  JROTC  And  Bosic  Course,  Sr.div.  ROTC,  And  Insignia, 

MIL-I-11132/5C 

IH 

02  Apr 

73 

IH 

Service  Cop,  Bosic  Course,  Sr.div,  ROTC,  Arrry  Validated  No¥  64  REV*CT 

L 

8455 

Insignia,  Grode;  First  Sergeont,  Senior  Division,  ROTC,  Army  (Superseded  By 

MIL-I-0011132/32A 

IH 

13  Aug 

79 

IH 

MIL-M 1132/328)  VolidaM  Non  B4  REV-CT 

84S5 

Insignia,  Grode;  Commond  Sergeant  Major,  Senior  Division,  ROTC,  Army  S/s 

MIL-I-0011132/30A 

IH 

13  Aug 

79 

IH 

By  MIL-11132/308  Volidoled  Nov  84 

L 

8455 

Insignio,  Grade;  Master  Sergeant,  Senior  Division,  ROTC,  Army  (Superseded  By 

MIL-I-0011132/33A 

IH 

13  Aug 

79 

IH 

MIL'I-11132/33B)  Volidoled  Nov  84  REV-CT 

L 

8455 

Insignia,  Grade;  Sergeant  First  Class,  Senior  division,  ROTC,  Army  (Superseded 

MIL-I-0011132/34A 

IH 

13  Aug 

79 

IH 

8y  MIL-l-1 1132/348)  Volidoled  Nov  84  REV-CT 

L 

8455 

Insignia,  Grode;  Sergeont  Motor,  Senior  Division,  ROTC,  Army  (Superseded  By 

MIL-l-001 1132/31 A 

IH 

13  Aug 

79 

IH 

MIL-l-1 1 132/318)  Volidoled  Nov  84  REV-CT 

L 

8455 

Insignio,  Grade,  Shoulder  Loop  Sleeve,  Rote  And  Jrotc,  Army  (inoctive  For  Nevr 

MIL-I-43052A  (1) 

IH 

23  Sep 

85 

IH 

Deiign)  REV-CT 

NOTICE  1 

L 

8455 

Insignia,  Grade,  First  Sergeant,  Senior  Division,  ROTC,  Army  REV*CT . . 

MIL-I-11132/32B 

IH 

30  Jun 

87 

IH 

8455 

Insignio,  Grade,  Codet,  Senior  Moster  Sergeant,  ROTC  AND  JROTC,AIR  Force 

MIL-I-1 1132/40 

IH 

03  F«b 

87 

IH 

11 

USER-45  REV-82  99  CT 

8455 

Insignia,  Grade,  Cadet,  Chief  Master  Sergeant,  RC'^C  And  JROTC,  Air  Force 

MIL-l-11132/41 

IH 

03  Ftb 

87 

IH 

11 

USER-45  REV-82  99  CT 

L 

8455 

Insignia,  Grade,  Staff  Sergeant,  Senior  Division,  ROTC,  Army  REV-CT  . 

MIL-l-1 1132/358 

IH 

30  Jun 

87 

IH 

L 

8455 

Insignio,  Grade,  Sergeont,  Senior  Division,  ROTC,  Army  REV-CT . . 

MIL  1-1 1132/368 

IH 

30  Jun 

87 

IH 

L 

8455 

Insignia,  Grode,  Corporol,  Sr.iior  Division,  ROTC,  Army  REV-CT . 

MIL-l-1 1132/378 

IH 

30  Jun 

87 

IH 

L 

8455 

hsignia.  Grade,  Private  First  Closs,  Senior  Division,  ROTC,  Army  REV-O . 

MIL-I-1 1132/388 

IH 

30  Jun 

87 

IH 

1 

8455 

Insignio,  Grode,  Private,  Senior  Division,  ROTC,  Army  REV-CT  . 

MIL-I-11132/39B 

IH 

30  Jun 

87 

IH 

L 

8455 

Insignio,  Grode,  Commond  Sergeant  Motor,  Senior  Division,  ROTC,  Army 

MIL-I-1 1132/308 

IH 

30  Jun 

87 

IH 

REV-CT 

L 

8455 

Insignio,  Grode,  Sergeont  First  Closs,  Senior  Division,  ROTC,  Army  REV-CT  . . 

MIL-I-1 1132/34B 

IH 

30  Jun 

87 

IH 

L 

8455 

Insignio,  Grade,  Sergeant  Mo|Or,  Senior  Division,  ROTC,  Army  REV-CT . 

MIL-I-1 1132/318 

IH 

30  Jun 

87 

IH 

L 

8455 

Insignio,  Grade,  Master  Sergeont,  Senior  Division,  ROTC,  Army  REV-CT . 

MIL-I-1 1132/338 

IH 

30  Jun 

87 

IH 

8455 

Insignia,  Grode,  Cadet,  Master  Sergeant,  JROTC,  Air  Force  USER-45  REV-82 

MIL-I-1 1132/248 

IH 

30  Jun 

87 

IH 

11 

99  CT 

8455 

Insignia,  Grade,  Codet,  Technical  Sergeont,  JROTC,  Air  Force  USER-45  REV-82 

MILI-ni32/25B 

IH 

30  Jun 

87 

IH 

11 

99  CT 

8455 

Insignia,  Grade,  Cadet,  Staff  Sergeont,  ROTC  And  JROTC,  Air  Force  USER‘45 

MtL-l-11132/26B 

IH 

30  Jun 

87 

IH 

11 

REV-99  82  CT 

8455 

Insignia,  Grode,  Codet,  Sergeont,  ROTC  And  JROTC,  Air  Force  USER-45 

MIL-I-1 1132/278 

IH 

30  Jun 

87 

IH 

11 

REV-99  82  DP 

8455 

Insignia,  Grade,  Cadet,  Airman  First  Class,  ROTC  And  JROTC,  Air  Force 

MIL-I-1 1132/288 

IH 

30  Jun 

87 

IH 

11 

USER-45  REV-99  82  CT 

L 

8455 

Insignia,  Grode,  Morine  Corps  Junior  Reserve  Officers  Troining  Corps, 

M.L-I-2B934A 

MC 

15  Cc* 

80 

MC 

(Embroidered)  REV-CT 

8455 

Insignia,  Grade,  Senior  Airman,  Air  Force  Validated  Jut  82  U$ER-45  REV-11  DP 

MIL-l-14639/27 

IH 

29  Apr 

76 

IH 

82 

8455 

Insignia,  Grade,  Sergeant  Motor  Of  The  Army  (E-9)  REV-CT  . 

MIL  1-14639/28 

IH 

05  Nov 

85 

IH 

1 

8455 

Insignia,  Grode,  Sergeant  Motor  (E-9),  Army  Validated  Jut  62  REV-DP  CT  . 

MIL-I-14639/9C 

IH 

06  Oct 

75 

IH 

I. 

8455 

Insignia,  Grade,  Sergeant  Mojor  Of  The  Army  (E-9)  Or  Commond  Sergeont 

MIL-I-14639/10D 

IH 

05  Nov 

85 

IH 

Moior  (E-9),  Army  USER-45  REV-DP  CT 

L 

8455 

Insignia,  Grade,  Specialist  4  (SP-4),  Army  Validated  Jut  82  REV-OP  CT . 

MIL-I-14639/11C 

IH 

06  Oct 

75 

IH 

8455 

Insignia.  Grode,  Airman,  Air  Force  Vatidated  Jut  82  U$ER-45  REV-II  DP . 

MIL-I-14539/15B 

IH 

29  Apr 

76 

IH 

82 

8455 

Insignia,  Grade,  Airman  First  Class,  Air  Force  Vatidated  Jut  82  USER-45  REV-11 

OP 

Insignia,  Grade,  Sergeont,  Air  Force  Vatidated  Jut  82  USER-45  REV-1 1  DP  . 

MIL-l-14639/168 

IH 

29  Apr 

76 

IH 

82 

8455 

MIL-I-14639/17A 

IH 

06  Oct 

75 

IH 

82 

8455 

Insignia.  Grode.  Staff  Sergeant,  Air  Force  Validated  Jut  82  USER-45 . 

MIL-I-14639/1BA 

IM 

06  Oct 

75 

IH 

82 

1 

8455 

Insignia,  Grade,  Technicol  Sergeant,  Air  Force  Validated  Jut  82  USER  45 

MIL-I-14639/19A 

IH 

06  Oct 

75 

IH 

REV-11  DP 

8455 

Insignio,  Grade,  Moster  Sergenot,  Air  Force  Validated  Jut  82  USER-45  REV-11 

DP 

Insignia,  Grode,  Senior  Master  Sergeont  ,  Air  Force  Validated  Jut  82  US£R'45 

MIL-I-14639/20A 

IH 

06  Oct 

75 

IH 

82 

8455 

MIL  I-14639/21A 

IH 

06  Oct 

75 

IH 

82 

REV-ll  DP 

8455 

Insignia,  Grade,  Senior  Moster  Sergeont  With  First  Sergesnt  Designation,  Air 

MIL-1- 14639/22A 

IH 

06  Oct 

75 

IH 

82 

Force  Volidoled  Jul  82  USER-45  REV-11  DP 

8455 

Insignio,  Grode,  Chief  Master  Sergeant,  Air  Force  Validated  Jut  82  USER-45 

MIL-I-14639/23A 

IH 

06  Oct 

75 

IH 

82 

REV-n  DP 

8455 

Insignio,  Grade,  Chief  Master  Sergeont  With  First  Sergeant  Designotion,  Air 

MIL'I-14639/24A 

IH 

15  Mar 

89 

IH 

82 

Force  Volidoled  Mar  89  USF.R-45  REV-II  DP 

NOTICE  1 

8455 

Insignio,  Grade,  Chief  Moste*'  Sergeant  Of  The  Air  Force  Validated  Jul  62 

MIL-I-14639/25A 

IH 

06  Oct 

75 

IH 

82 

USER-45  REV-II  DP 

1 

8455 

Insignia,  Grode,  Enlisted  Personnel.  Metoi;  Army  And  Air  Force,  Genera) 

MIL-I-14639D 

IH 

20  Jun 

87 

IH 

99 

Specilicotion  For  REV-82  99  DP  CT 

1 

A455 

Iniignin  GroHn  Privote  IE-21.  Army  Validated  ^jI  82  REV-DP  CT  . .  . 

MIL-1  14639/ 1C 

IH 

06  Oct 

75 

IH 

L 

8455 

Insignio,  Grade,  Privote  First  Class  (E-S),  Army  Validated  Jul  82  REV-DP  CT . 

MIL-I-14639/2C 

IH 

06  Oct 

75 

IH 

L 

8455 

Insignia,  Grade,  Corporol  (E-4),  Army  Validated  Jul  82  REV-DP  CT . 

MIL-I-14639/3C 

IH 

06  Oct 

75 

IH 

L 

8455 

Insignia,  Grade,  Sergeant,  (E-5),  Army  Validated  Jul  82  REV-CT  DP . 

MIL-1- 14639/4C 

IH 

06  Oct 

75 

IH 

L 

8455 

Insignia,  Grade,  Stoff  Sergeant,  (£-6),  Army  Validated  Jul  82  REV-f)P  CT . 

MIL.I-14639/5C 

IH 

06  Oct 

75 

IH 

1 

8455 

Insignia,  Grode,  Plotoon  Sergeont  (6-7)  Or  Sergeo^'t  First  Cbss  (E-7)  Army 

MIL-I-14639/6C 

IH 

06  Oct 

75 

IH 

Volidoled  Jul  82  REV-DP  CT 

L 

8455 

tnsignio.  Grade,  Moster  Sergeant  (E-S),  Army  Validated  Jul  62  REV-CT . . 

MIL-I-14639/7C 

IH 

06  Oct 

75 

IH 

8455 

Insignia,  Grade,  First  Sergeant  (£-8),  Army  Validated  Jul  82  REV-CT  DP . 

MIL-I-14639/8C 

IH 

06  Oct 

75 

IH 

L 

8455 

Insignia,  Grade.  Enlisted  Personnel,  Metoi  Validated  Mar  84  USER-45  REV  MC 

CT 

Insignio,  Hot,  Chief  Master  Sergeont  Of  The  Air  Force  U5ER'45  REV.99  82  CT.. 

.AIL-I-19578D 

NU 

09  Nov 

79 

NU 

8455 

M1L-I-15665C/27B 

'H 

15  Mar 

88 

IH 

11 

8455 

Insignia,  Hot,  Enlisted  Personnel,  Air  Force  Bond  JSER-45  REV-DP.,... . . . 

MIL-I-15665D/2'>C 

IH 

15  Mar 

88 

IH 

11 

L 

8455 

Insignio,  Hot,  Enlisted  Personnel  US  Army  Bond  USER-45  REV-DP . 

MIL-I-15665B/30A 

IH 

15  Mor 

38 

IH 

L 

8455 

Insignia,  Hot,  Enlisted  Personnel,  Women  S  Army  Corps,  Army  REV-CT . . 

m:L-I-15665/20C 

IH 

15  Mar 

88 

IH 

879 
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8455  Insignia,  Hot,  Officers,  National  Oceanic  And  Atmospheric  Administrohon 
Validated  Jul  84 

8455  Insignio,  Hot,  Wac,  Officer  And  Beret,  Wof  Officer  Voltdated  Jul  64  U$E8-45 
REV  99  OP  CT 

8455  (nsignio,  Identificotion.  Cutterman,  Us  Coast  Guord  Validated  Nov  84  USER  45 
REV  CG  CT 

8455  Insignia,  Identification,  Coxswom,  Coast  Guard  Validated  Nov  84  US£R<45 
REV-CG  CT 

8455  Insignia,  Medico!  Service  Officers,  Air  Force  Validated  Jul  84  USER*45  REV-CT 
8455  insignia.  Medico!  Officer  And  Nurse,  Civ.)  Air  Patrol  Validated  Jul  84  USER*45 
REV-CT  OP 

8455  nsignio,  Nationoi  Aircroft  (Asg)  Validated  Jul  85  USER-MC  CG  REV-IH  99  CT 

8455  msignio,  Norse,  Air  Force  Validated  Jun  86  USER  45  REV-99  OP  CT 


I 

L 


I 

t 

L 


I 


I 


8455  Insignio,  Officer  Condidale  School.  Army  REV-OP  CT  ..  . 

8455  Insignio,  Officer  Condidote  And  Plotoon  leaders  Class  Validated  Jun  83 
USER-45  REV  CT 

8455  Insignia,  Physicion,  Air  Force  Validated  Jul  84  USER-45  REV  99  DP  CT 
8455  Insignio,  Rank  &  Grade,  Shoulder  Mark,  Air  Force  &  Army  (Embroidered) 

USER  45  REV  99  CT 

8455  Insignio,  Ronk  And  Grade,  Shoulder  Marks.  ROTC  Cadets.  Army  And  Air  Force 
(Embroidered)  USER-45  REV-82  99  CT 

8455  Insignia,  Ronk,  ROTC.OISK,  Army  S/s  By  Mll-t-l  1 132/2C  Validated  Jun  84 
REV-CT 

8455  Insignio,  Rank;  ROTC.OIAMOND,  Army  S/s  By  MIL-1 1132/lC  REV-CT  . 

8455  Insignio,  Ronk,  Officers,  Shoulder  Mark,  Navy  (Embroidered).  ...  .... 

8455  Insignio,  Rank,  ROTC,  Disk  Army  REV  C7  . .  . 

8455  Insignio,  Rank,  Cadet,  Coptom,  ROTC  And  JR01C,  Air  Force  USER-45  REV-99 
82  CT 

8455  Insignia,  Rank,  Cadet,  First  Lieutenont,  ROTC  And  JROTC  Air  Force  USER‘45 
REV-99  82  CT 

8455  Insignio,  Rank,  Cadet,  Second  lieutenant,  ROTC  And  JROTC,  Air  Force 
USER  45  REV  99  CT 

8455  Insignio,  Rank,  Cadet,  Colonel,  Rote  And  Jrolc,  Air  Force  USER  45  REV-99  82 
DP  CT 

8455  Insignia,  Ronk,  Cadet,  lieutenant  Colonel,  ROTC  And  JROTC,  Air  Force 
USER-45  REV  99  82  DP  CT 

8455  Insignia,  Ronk,  ROTC,  Oiomond  Army  Validated  Jul  84  REV  CT . 

8455  Insignio,  Ronk,  General  Of  The  Army  Ahd  General  Of  The  A»f  Force 

(Pentcgonol  Stor  Group)  Validated  Jul  84  USER>4S  REV-99  CT  OP 
8455  Insignia,  Ronk,  Lieutenont,  Novy  &  Coptoin,  Marine  Corps  USER*MC  REV-NU 
CT 

8455  Insignio,  Ronk,  lieutenant  (JG)  &  Ensign,  Navy  First  lieutenant  &  Second 
lieutenont,  Marine  Corps  USER-MC  REV-NU  CT 
8455  Insignia,  Rank,  Fleet  Admiral  (^entogonal  Stor  Group)  Validated  Jul  84 
REV  MC  CT  DP 

8455  Insignia,  Rank,  General  Of  The  Army  And  Generol  Of  The  .Air  Force,  Coot  Of 
Arms  Validated  Jul  84  USER-45  REV.99  OP  CT 
8455,  Insignia,  Ronk,  Individual  Stor,  Generol  Officers,  Army  And  Air  Force  Validated 
Jul  84  USER  45  REV-99  CT  OP 

8455  Insignia,  Ronk,  Admirol,  Navy  And  General,  Marine  Corps  Validated  Jul  $4 
REV  MC  OP  CT 

8455  Insignia,  Ronk,  Vice  Admiral,  Navy  And  lieutenant  Generol,  Marine  Corps 
Validated  Jul  84  USER-MC  REV  OP  CT 

8455  Insignio,  Rank,  Reor  Admiral,  Novy  And  Ma|or  Geneiol,  Morine  Corps 
Validated  Jul  84  REV  CT 

8455  insignia.  Rank,  Commodore,  Novy  And  Bngodicr  Generol,  Morine  Corps 
Validated  Jul  84  REV-MC  OP  CT 

8455  insignia.  Rank,  Generol  Officers,  Army  And  Air  Force  (Miniature  Size) 

Validated  Jun  86  USER  45  REV  OP  CT 

8<55  Insignio,  Ronk,  Captoin,  Novy  And  Colonel.  Marine  Corps  And  Air  Force 
Validated  Mar  89  USER-CG  45  REV-MC  11  99  DP  CT 
8455  Insignio,  Rank,  lieutenant  Colonel  And  Mojor,  Army  And  Air  Force  USER  45 
REV-9?  82  CT 

8455  Insignio,  Rank,  Commonder  And  lieutenont  Commonder,  Novy  lieutenont 
Colonel  And  Mojor,  Morine  Corps  Validated  Jul  84  R6V-MT  OP  CT 
8455  Insignia,  Ronk,  Coptoin,  Army  &  Air  Force  USER-45  REV  82  99  CT 
8455  Insignio,  Ronk,  First  lieutenant  &  Second  lieutenant.  Army  &  Air  Force  USER  45 
REV  82  99  CT 

8455  Insi^io,  Ronk,  Chief  Warrant  Officer  W-3  And  Worron!  Officer  W-l,  Air  Force 
Vohaotea  Jul  8^  UbER-45  REV-99  DP  CT 

8455  Insignia,  Ronk,  Chief  Worront  Officer,  W-3  And  Worront  Officer  W-l,  Novy 
And  Mo.'ine  Corps  USER-MC  REV-NU  OP  CT 
8455  Insignio,  Ronk,  Chief  Worront  Officer  W-2  And  W  4,  Air  Force  Validated  Jul  84 
USER.45  REV  99  DP  CT 

8455  Insignia,  Ronk,  Chief  Worront  Officer  W-2  And  W-4,  Novy  And  Marine  Corps 
USER-MC  REV-NU  CT 

8455  Insignia,  Ronk,  Warrant  Officer  WOl  And  Chief  Worro'ii  Officers  CW2,  CW3 
And  CV/4,  4rmy  REV-CT 

8455  Insignio,  Ronk,  3/4  Inch  Stor,  General  Officers,  Air  Force  Validated  Oct  88 
USER  /5  ^'EV  CT 

8455  Insignio,  Service  And  Gorrison  Cop,  ROTC,  Air  Force  USER  45  RbV-82  99  CT 
8455  Insignio,  Service  Cop,  Enlisted  Personnel,  Air  Force  USER  45  REV-99  82  DP 
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8485 

lnii9n!o,  Strviet  Cop,  Offictrs,  Army,  Air  Foret  And  Aviotion  Codtl  Volidottd 

MIL-I-3575/42B 

IH 

30  Oct 

70 

IH 

11 

Jul  84  USER-45  REV-99  DP  a 

L 

8455 

Iniignio,  Strviet  Cop,  Worront  Offictrs,  Army  Volidaftd  Juf  64  ft£V*OP  CT  ...... 

MII-I-3575/44A 
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31  Mar 

69 

IH 

1 

8455 

Insignia,  Strviet  Cop,  Entlsltd  PtrsonntI,  Army  REV*0P . . . . . 

MIL-I-15665B/22A 

IH 

15  Mor 

88 

IH 

8455 

Iniignio,  Strviet  Cop,  Enliittd  PtrsonntI,  Morint  Corps  REV«DP. . . . 

Mll-t-15665B/23A 

IH 

15  Mar 

88 

IH 

PE 

L 

8455 

Insignio,  Shouldtr  Loop,  Combof  Ltodtr  Idtntificotion  USER*4S  REV*CT . 

MIL-l-14646  (1) 

IH 

30S«p 

85 

IH 

L 

8455 

Insignio,  Shouldtr  SIttvt,  And  Brtost  USER'CG  REV*CT . . 

MIL-I-22782E 

NU 

13  Nov 

85 

NU 

L 

8455 

Insignia,  SIttvt,  Shitld,  Prinltd  Validated  May  70  USER*45  REV*CT . 

Mll-l-22867 

CG 

29  Mor 

61 

CG 

8455 

Insignia,  U.S.  Offictrs,  Army  &  Air  Foret  VoUdoftd  Jul  84  USER‘4S  REV*99  DP 

MIL-I-3575/16A 

IH 

31  Mar 

69 

IH 

11 

8455 

Insignio,  Uniform,  Gso  USER>45  . . . 

DDD-I-00520A 

t 

28  Dtc 

67 

8455 

Insignio,  Vtltrinorion,  Air  Foixt  Validated  Jul  84  USER‘45  R£V*99  OP  CT . 

MIL-f-3575/49A 

IH 

31  Mor 

69 

IH 

11 

L 

8455 

Insignio,  Worront  Offictr  Condidott,  Army  REV<DP  CT . . . . 

MIL-I-3575/4SB 

IH 

24  Jul 

85 

IH 

L 

8455 

Insignio,  Worront  Offictrs,  Army  Valldattd  Jul  84  REV^OP  CT . 

MII-I-3575/17A 

IH 

31  Mar 

69 

IH 

L 

8455 

Ini;gnia,aidt,  Chief  Of  Sloff  &  Vice  Chief  Of  Sloff,  Army  USER-SM  REV-DP  CT 

MIL-I-3575/7C 

IH 

26  Jon 

88 

IH 

8455 

Insingio,  Embroidtrtd,  Orgoniiotionol  Insignio  And  Bodgts  USER*45  R£V*MC 

MIL-l-14652 

IH 

15  Aug 

86 

IH 

NU 

11 

82  99 

8455 

Lopti  Button  And  LoptI  Embkm,  Notionol  Inttliigtnet  Aehitvtmtnt  Aword 

MIL-L-1 1484/1 17 

IH 

23  Nov 

76 

IH 

NU 

11 

Volidattd  Jtil  84  REV-99  CT 

L 

8455 

lopti  Button  And  Lopti  Embitm.  Notional  Inttliigtnet  Distinguishtd  Strviet 

MIL-L-n484/118 

IH 

73  Nov 

76 

IH 

NU 

11 

Medol  Validate  M  84  REV-99  CT 

8455 

Lopti  Button,  Aehitvtmtnt  Mtdol  For  Civilian  Strviet,  Army  USER'IH  REV^CT.... 

MIL-l-1 1484/160 

IK 

17  Mor 

88 

IH 

L 

8455 

Lopti  Button,  Activt  Rtst^vist,  Army  Volidattd  Jul  84  USER-SM  REV-DP  CT  ..  .. 

MIU-1 1484/86 

IH 

26  S,p 

69 

IH 

L 

8455 

Lopti  Button,  Aehitvtmtnt  Aword,  USPHS  Volidattd  Jun  66  REV-CT . 

MIL-L-1 1484/130 

IH 

30  Jun 

86 

IH 

8455 

LaptI  Button,  Atrial  Aehitvtmtnt,  Air  Foret  USER-45  REV -62  99 . 

MIL-L-1 1484/162 

IH 

29  Mor 

89 

IH 

11 

8455 

Lopti  Button,  Air  Troffic  Contr'  tr,  FAA  REV-CT . 

MIL-L-1 1484/154 

IH 

14  Jon 

87 

IK 

8455 

Lopti  Button,  Air  Foret  Rteognition  Ribbon  USER-45  REV-11  CT . 

MIL-L-1 1484/134 

IH 

09  Nov 

81 

IH 

99 

8455 

Lopti  Button,  Air  Rtstrvt  Frocts  Mtritorious  Strviet  Mtdol  Volidattd  Nov  64 

MIL-L-1 1484/105 

IH 

02  Apr 

73 

IH 

11 

USER-45  REV-99  DP  CT 

8455 

Lopti  Button,  Air  Foret  Rttlrtd  PtrsonntI  Volidattd  Nov  64  U$ER-45  REV -01 

MIL-L-1 1484/106 

IH 

22  Jun 

73 

IH 

99 

8455 

Lopti  Button,  Air  Foret  USER-45  REV-99  CT  DP . . . 

MIL-L-1 1484/54B 

IH 

26  F,b 

82 

IH 

11 

8455 

Lopti  Button,  Anloretieo  Strviet  Mtdol  Volidattd  Jul  84  USER-45  REV-MC  99 

MIL-L-1 1484/65A 

IH 

30  S,p 

69 

IH 

PE 

11 

a  DP 

L 

6455 

Lopti  Button,  Apollo  Aehitvtmtnt.  NASA  Validated  Jul  84  REV-DP  CT . 

MIL-L-1 1484/88 

IH 

03  Dtc 

69 

IH 

1 

8455 

Lopti  Button,  Army  Rtstrvt  (Minutt  Mon)  Volidattd  Jun  84  REV-CT  DP . 

MIL-L-1 1484/55A 

IH 

30$tp 

69 

IH 

8455 

Lopti  Button,  Armed  Forets  Expeditionary  Medal  Validated  Jun  84  REV-MC  99 

MILL-1 1484/49A 

IH 

30  Sep 

69 

IH 

PE 

11 

CT  DP 

1 

8455 

lopti  Button,  Army  Reserve  Components  Achievement  Mtdol  Volidattd  Jul  84 

MIL-L-1 1484/101 

IH 

07  Dk 

71 

IH 

REV-CT 

1 

8455 

Lopti  Button,  Army  Achievement  Medal  REV-CT . . . 

MIL-L-1 1484/135 

IH 

18  Nov 

81 

IH 

8455 

Lopti  Button,  Bodge,  Idtntificotion,  Joint  Chiefs  Of  Stoff  Validated  Jul  84 

MIL-L-1 1484/71A 

IH 

30  Sop 

69 

IH 

PE 

11 

REV-MC  99  CT  DP 

8455 

Lopti  Button,  Civllion  Service  In  Vietnom  Mtdol  Validated  Jul  84  USER-CG  45 

MIL-L-1 1484/82A 

IH 

30  Sop 

69 

IH 

PE 

11 

REV-MC  99  DP  CT 

L 

8455 

Lopti  Button,  Civilion  Aide,  Secretory  Of  The  Army  Validated  Jtd  82 . . 

Mll-L-1 1484/1 11 

IH 

02  Oct 

74 

IH 

8455 

lopti  Button,  Civilion  Length  Of  Service,  Office  Of  The  Secretory  Of  Defense 

MIL-L-1 1484/46A 

IH 

30  Sop 

69 

IH 

11 

Validaltd  Jun  84  REV-MC  99  DP  CT 

8455 

Lopti  Button,  Combat  Rtodintss  Mtdol,  Air  Force  Validated  Ju!  84  USER-45 

Mll-L-1 1484/66A 

IH 

30  Sop 

69 

IH 

11 

REV-99  CT  DP 

L 

8455 

Lopti  Button,  Commander's  Aword  For  Public  Service,  Army  REV-CT . 

MIL-l-1 1484/139 

IH 

10  Aug 

83 

IH 

L 

8455 

lopti  Button,  Community  And  Family  Support  Center,  Army  REV-CT . 

Mll-l-1 1484/143 

IH 

09  Jon 

86 

IH 

L 

8455 

lopti  Button,  Defense  Mtritorious  Service  Mtdol  Validated  Jul  84  REV-CT . 

Mll-L-1 1484/124 

IH 

26  Jul 

78 

IH 

8455 

Lapel  Button,  Decoration,  Civilion  Service  Mtdol,  OSD  Validated  Jun  86 

MIL-l-1 1484/131 

IH 

30  Jun 

86 

IH 

REV-CT 

NOTICE  1 

8455 

Lopti  Button,  Decorotion,  Air  Foret  Achievement  Medal  Validated  Jun  86 . 

Mll-L-1 1484/132 

IH 

30  Jun 

86 

IH 

11 

NOTICE  1 

8455 

Lopel  Button,  Decoration,  0'it'*9nding  Civilian  Career  Service  Aword,  Air  Force 

Mll-l-1 1464/140 

|M 

09  Apr 

84 

IH 

11 

USER-45  REV.99  CT 

L 

8455 

lopti  Button,  Decorotion,  Joint  Service  Achievement  Medol,  DOD  REV-CT . 

MIL-L-1 1484/141 

IH 

29  Jun 

84 

IH 

L 

8455 

lopti  Button,  Decorotion,  Distinguished  Service  Medol,  Uniformed  Services 

MIL-l-11484/127 

IH 

30  Jun 

86 

IH 

University  Of  The  Heolth  Sciences  Validated  An  86  REV-CT 

L 

8455 

Lopti  Button,  Decorotion,  Exceptionol  Service  Mtdol,  Uniformed  Services 

Mll-l-1 1484/128 

IH 

30  Jun 

86 

IH 

University  Of  The  Heolth  Sciences  Validated  Jun  86  REV-CT 

NOTICE  1 

L 

8455 

Lope)  Button,  Decoration,  Outstanding  Service  Medal,  Uniformed  Services, 

MIL-l-1 1484/136 

IH 

2SMoy  82 

IH 

University  Of  The  Health  Services  REV-CT 

L 

8455 

lopti  Button,  Decorotion,  Commendable  Service  Medal,  Uniformed  Services, 

MIL-L-1 1484/137 

IH 

28  May  82 

IH 

University  Of  The  Heolth  Sciences  REV-CT 

8455 

Lopel  Sutton,  De«.0(Otion,  Ci>lingui>h«d  CivInO-'-  Strike,  DOD  Vclidated  Jvf  34 

Mil  V.4B4/72A 

lU 

30  Sep 

69 

■H 

PE 

11 

REV-MC  99  CT  DP 

L 

8455 

Lopti  Button,  Decorotion,  Mtritorious  Civilian  Service,  OSD  Validated  Jul  84 

MIL-L-1 1484/73A 

IH 

30  Sep 

69 

IH 

REV-DP  CT 

L 

8455 

Lopti  Button,  Decoration,  Distinguishtd  Service  Mtdol,  NASA  Validated  Jul  84 

MIL-1-11484/74A 

IH 

30  Sep 

69 

IH 

REV-CT 

L 

8455 

Lopti  Button,  Decorotion,  Outstonding  Leadership  Mtdol,  NASA  Validated  Jul 

M)L-l-11484/75A 

IH 

30  Sep 

69 

IH 

84  REV-CT 

L 

8455 

Lopti  Button,  Decoration,  Exceptionol  Scientific  Achievement  Medol,  NASA 

MII-L-11484/76A 

IH 

30  Sep 

69 

IH 

Validaltd  Jul  84  REV-CT 

8455 

Lopel  Button,  Decorotion,  Distinguished  Service  Medol,  Air  Force  Validated  Jul 

MIL-L-1 1484/70A 

IH 

30  Sep 

69 

IH 

11 

84  USER-45  REV-99  CT  DP 

8455 

lopel  Button,  Decoration,  Novy  Achievement  Mtdol  Validated  Jul  84  REV-MC 

MIL-L-1 1484/68A 

IH 

30  Sep 

69 

IH 

PE 

CT  DP 


881 


FSC  LISTING 


L 

L 

L 

I 

I 

L 

I 

I 

L 

I 

I 

I 


L 


L 

L 

I 


1. 


L 


fSC  TITLE 


8455  LoptI  Button,  Docorotion,  Diitinguithtd  Flying  Cross  VaUdattd  Jut  84  tiS£R,45 
REV.MC  99  CT  DP 

8455  Lopot  Button,  Doftnse  Suptrior  Sorrict  Medol  Volidated  Jut  84  REV^OP  . 

8455  lopot  Button,  Oecorotion,  Commander  S  Aword  Medal,  U.S.  Army  Volidoltd  Jut 

84 

6455  Lapel  Button,  Decoration,  Soldier  S  Medal,  Army  Volldatud  Jut  84  REV-CT  DP  .• 
8455  lapel  Button,  Decorotion,  Exceptionol  Civilian  Service,  DIA  Validated  Jut  84 
REV-CT 

8455  Lapel  Button,  Decorotion,  Meritcrious  Civilian  Service,  DIA  Validated  Jut  84 
REV  CT 

8455  Lapel  Button,  Decorotion,  Presidential  Citizens  Medal  Validated  Jut  84  REV-DP 
CT 

8455  Lapel  Button,  Decorotion,  Congriissionol  Spoce  Medal  Of  Honor  Validated  Jut 
84  REV-DP  CT 

8455  Lapel  Button,  Decoration,  Exceptional  Bravery  Medal,  NASA  Validated  Jul  84 
REV-CT 

6455  Lapel  Buttan,  Decaration,  Distinguished  Public  Service  Medal,  NASA  Validated 
Jut  84  REV-CT 

8455  Lapel  Button,  Decorotion,  Exceptionol  Service  Medol,  NASA  Validated  Jul  84 
REV-CT 

8455  Lapel  Button,  Decorotion,  Distinguished  Service  Medal  And  Meritorious  Service 
Medal,  DCAA  Validated  Jul  84  REV-CT  DP 
8455  Lapel  Button,  Decorotion,  Exceptionol  And  Meritorious  Civilian  Service,  Dno 
Validated  Jul  84  USER-DS  REV  DP  CT 

8455  Lopel  Button,  Decoration,  Coast  Ciuard  Achievement  Medal,  CG  Validated  Jul 
84  USER-CG  REV-DP  CT 

8455  Lopel  Button,  Decoration,  Meritorious  Service  Medal  Validated  Jut  84  USEK-CG 
REV-MC  99  DP  CT 

8455  Lapel  Button,  Defense  Distinguished  Service  Medal  Validated  Jul  84  USER-SM 
REV-DP  CT 

8455  Lapel  Button,  Decoration,  Navy  And  Marine  Corps  Medal  Validated  Jul  84 
USER-MC  REV-CT  DP 

8455  Lopel  Button,  Deportment  Of  The  Army  Civilian  Award  For  Humonitoriois 
Service  REV-CT 

8455  Lopel  Button,  Decoration,  Achievement  MedoLuniformed  Services,  University  Of 
The  Heolthsciences  REV-CT 

8455  Lopel  Button,  Defense  Intelligence  Director  S  Award,  D-i.o.  REV-CT . 

8455  lopel  Button,  Decoration,  Airman  S  Medal  Validated  Jul  84  USER-45  REV-99 

CT  DP 

8455  lopel  Buttan,  Decoration,  Distinguished  Service  Cross,  Army  Validated  Jul  84 
REV-CT  DP 

8455  lopel  Button,  Decorotion,  Navy  Cross  (N,  MC)  Validated  Jul  84  USER-MC  CG 
REV-CT  DP 

8455  lopel  Button,  Decorotion,  Air  Force  Cross  Validated  Jul  84  USER-45  REV-99  CT 
DP 

8455  Lopel  Button,  Decoration,  Coast  Guard  Medol  Validated  Jul  84  USER-CG 
REV-CT  DP 

8455  Lapel  Button,  Decoration,  Bronze  Star  Medal  Validated  Jul  84  USER-45 
REV-MC  99  CT  DP 

8455  Lapel  Button,  Decoration,  Air  Medol  Validated  Jul  84  USER-45  REV-MC  99  CT 
DP 

8455  Lapel  Button,  Decoration,  Purple  Heort  Validated  Jul  84  REV-MC  99  CT  DP  .. — 

8455  Lopel  Button,  Decorotion,  Joint  Service  Commendotion  Medol  Validated  Jul  84 

REV-99  CT  DP 

8455  Lopel  Button,  Decoration,  Army  Commendation  Medol  Validated  Jul  84  REV-CT 
DP 

8455  Lapel  Button,  Decoration,  Navy  Commendation  Medol  (N,  MC)  Validated  Jul 
84  REV-MC  CT  DP 

8455  lopel  Button,  Decorotion,  Air  Force  Commendation  Medol  Validated  Jul  84 
USER-45  REV-99  CT  DP 

8455  Lopel  Button,  Decorotion,  Coast  Gua.  J  Commendation  Medal  Validated  Jul  84 
REV-CG  CT  OP 

8455  Lopel  Button,  Decoration,  Air  Force  Outstanding  Unit  Award  Validated  Jul  84 
USER-45  REV-99  DP  CT 

8455  Lopel  Button,  Decoration  Distinguished  Unit  Bodge  (A,  AF)  Validated  Jul  84 
USER-45  REV-99  OP  CT 

8455  Lopel  Button,  Decoration,  Captoin  Robert  Dexter  Conrod  Award  For  Scientific 
Achievement,  Novy  Validated  Jul  84  REV-OP  CT 
8455  Lopel  Button,  Decorotion,  Civilion  Award  For  Distinguished  Achievemei-t  In 
Science  Navy  Validated  Jut  84  REV-DP  CT 
8455  lopel  Button,  Decorations,  Civilion  Award  For  Valor  And  Command  Civilian 
Award  For  Valor,  Air  Force  Vatirlaled  Jut  84  USER-45  REV-99  DP  CT 
8455  lapel  Button,  Decorations,  Exceptionol  And  Meritorious  Civilian  Service  Awards, 
DIA  Validated  Jul  84  REV-CT 

8455  Lopel  Button,  Decorotions,  Exceptionol  Civilion  Service  Award  And  Meritorious 
Civilion  Service  Award,  Air  Force  USER-45  REV-99  DP  CT 
8455  Lopel  Button,  Decorotion,  Novy  Distinguished  Public  Service  Award  Validated 
Jul  84  REV-DP  CT 

8455  Lopel  Button,  Decorotion,  Novy  Distinguished  Civilian  Service  Aword  Validated 
Jul  84  REV-DP  CT 

8455  Lopel  Button,  Decoration,  Distinguished  Service  Medol,  Army,  Af  Validated  Jul 
84  USER-45  REV-99  CT  DP 


DOCUMENT 

NUMBER 

MIL-L-1)484/)1A 

Mll-l-1 1484/1 15A 
MIL-L-1 1484/121 

MIL-L-11484/12A 
MIL-L-1 1484/92 

MIL-L-1 1484/93 

MIL-L-1 1484/94 

MIL-l-1 1484/95 

MIL-1-11484/77A 

MIL-1-11484/78A 

Mll-l-1 1484/79A 

MIL-L-1 1484/eOA 

MIL-L-1 1484/818 

MIL-L-1 1484/84 

Mll-l-1 1484/85 

MIL-l-l  1484/91 

MIL-L-1 1484/13B 

Mll-l-1 1484/153 

MIL-L-1 1484/147 

Mll-l-l  1484/149 
MIL-L  11484/14A 

MIL-L-1 1484/1A 

MIL-L-1 1484/2A 

MIL-l-1 1484/3A 

Mll-l-1 1484/15A 

MIL-L-1 14S4/16A 

MIL-l-1l4',4/17A 

MIL-1-.1484/18A 

MII-L-11484/19A 

Mll-l-1 1484/20A 

Mll-l-1 1484/21A 

MIL-l-l  1484/22A 

MIL-L-1 1484/23A 

Mll-l-1 1484/24A 

MIL-l-1 1484/25A 

MIL-L-1 1484/26A 

Mll-l-1 1484/27A 

MIL-L-1 1484/28A 

MIL-L-1 1484/296 

Mll-l-1 1484/30B 

Mll-l-1 1484/31A 

MIL-1-11484/32A 

MIL-L-1 1484/4A 


PREP  DATE 


IH 

30  Stp 

69 

IH 

26  Jul 

78 

IH 

28  Feb 

77 

IH 

30  Stp 

69 

(H 

26  Aug 

70 

IH 

28  Aug 

70 

IH 

02  Stp 

70 

IH 

26  Feb 

71 

IH 

30  Stp 

69 

IH 

30  Sep 

69 

IH 

30  Stp 

69 

IH 

30  Sep 

69 

IH 

05  Jun 

72 

IH 

17  Sep 

69 

IH 

17  Sep 

69 

IH 

10  Jul 

70 

IH 

30  Stp 

69 

IH 

14  Jon 

87 

IH 

28  Jan 

86 

IH 

03  Oct 

86 

IH 

30  Stp 

69 

IH 

30  Stp 

69 

IH 

30  Sep 

69 

IH 

30  Stp 

69 

IH 

30  Stp 

69 

IH 

30  Stp 

69 

IH 

30  Sep 

69 

IH 

30  Sep 

69 

IH 

30  Stp 

69 

IH 

30  Stp 

69 

IH 

30  Stp 

69 

IH 

30  Sep 

69 

IH 

30  Stp 

69 

IH 

30  Stp 

69 

IH 

30  Sep 

69 

IH 

30  Sep 

69 

IH 

30  Seo 

69 

IH 

30  Sep 

69 

IH 

17  Nov 

77 

IH 

02  Nov 

82 

IH 

30  Stp 

69 

IH 

30  Stp 

69 

th 

30  Stp 

69 

CUSTODIAN 


IH 

PE 

11 

IH 

IH 

IH 

IH 

IH 

IH 

IH 

IH 

IH 

IH 

IH 

IH 

IH 

PE 

IH 

PE 

11 

IH 

IH 

PE 

IH 

IH 

IH 

IH 

11 

IH 

IH 

PE 

IH 

11 

IH 

PE 

IH 

PE 

11 

IH 

PE 

11 

IH 

PE 

11 

IH 

PE 

11 

IH 

IH 

P£ 

IH 

11 

IH 

PE 

IH 

11 

IH 

11 

IH 

PE 

IH 

PE 

IH 

11 

IH 

IH 

11 

IH 

PE 

IH 

PE 

IH 

11 

882 


FSC  LISTING 


DOCUMENT 


rsc 

TITLE 

NUMBER 

PREP 

DATE 

CUSTODIAN 

8455 

lapel  Button,  Decorotion,  Dislinguiihed  Service  Medal,  (N,  MC)  Validated  Jul 

MIL-L-H484/5A 

IH 

30  Sep 

69 

IH 

PE 

84  REV-MC  CT  DP 

8455 

Lopel  Button,  Oecorotion,  Gold  Life^soving  Medol,  Coost  Guord  Validated  Jul 

MIL-L-11484/7A 

IH 

30S«p 

69 

IH 

PE 

84  REV-CG  CT  DP 

b455 

lopel  Button,  Decoration.  Silver  Life*saving  Medol,  Cooit  Guord  Validated  Jul 

MIL-l-n484/8A 

IH 

30  Sep 

69 

IH 

PE 

84  REV-CG  CT  DP 

8455 

Lopel  Button,  Oecorotion,  Silver  Stor  Medol  Validated  Jul  84  USEft*45  REV-MC 

Mll-l-n484/9A 

IH 

30  Sep 

69 

IH 

PE 

11 

99  CT  DP 

8455 

Lopel  Button,  Distinguiihed  Service  Medal,  Coast  Guard  Validated  Jul  84 

MtL-L-1t484/6A 

IH 

30  Sep 

69 

IH 

PE 

11 

REV-CG  99  CT  DP 

L 

8455 

Lopel  Button,  Distinguished  Service  Medal,  FEMA  REV-CT  . . . . . 

MIL-L-11484/110A 

IH 

01  Mar 

83 

IH 

8455 

Lopel  Button,  Dod  Ideniificotion  Bodge  Validated  Jun  84  REV-PE  MC  99  CT  DP 

MIL-L-11484/53A 

IH 

30  Sep 

69 

IM 

11 

L 

8455 

*opel  Button,  Employer  Support  Of  The  Guard  And  Reserve  Validated  Nav  84 

MIL-L-114844 125 

IH 

03  Jul 

79 

IH 

REV-CT 

L 

8455 

Lopel  Button,  Exceptionol  Civilion  Service  Award,  NSA  REV-CT . 

MIL-L- 11484/145 

IH 

13  Jun 

85 

IH 

8455 

Lopel  Button,  Exceptional  Civilion  Service  Aword,  DOD  Validated  Jul  84 

MIL-1-11484/45A 

IH 

30  Sep 

69 

IH 

PE 

11 

REV-MC  99  OP  CT 

L 

8455 

Lopel  Button,  Federol  Lobor  Relotions  Council  Validated  Nor  84  REV-CT . 

Mll-L-n4S4/l07 

IH 

27  Jul 

73 

IH 

L 

8455 

Lopel  Button,  Federal  Service  &  Retired,  0PM  REV-CT . 

MIL-L-n484/150 

IH 

12  Dec 

86 

IH 

8455 

Lopel  Button,  Fleet  Morine  Corps  Reserve  Validated  Jun  84  USER-Mi.  REV-CT 

DP 

Lopel  Button,  General  Staff,  Army  Validated  Jun  84  REV-CT  OP . 

MIL-L-i;484/56A 

IH 

30  Sep 

69 

IH 

PE 

L 

8455 

MIL-L-11484/50A 

IH 

30  Sep 

69 

IH 

8455 

Lopel  Button,  Generol  Specification  For  Validated  Jul  82  USER-CG  45  REV-MC 

MIL-l-n484E  (3) 

IH 

30  Sep 

75 

IH 

PE 

n 

99 

SUPP  lA 

8455 

Lopel  Button,  Gold  Stor  Validated  Jul  84  REV-MC  99  OP  Ct . 

MIL-l -n484/44C 

IH 

07  Apr 

71 

IH 

PE 

11 

L 

.'455 

Lopel  &u*ton.  Good  Conduct  Medol  Army  Validated  Jun  84  REV-CT  DP . 

Mll-l-n484/48A 

IH 

30  Sep 

69 

IH 

8455 

Lopel  Button,  Honorable  Service  (Subsequent  To  8  September  1939)  Vohuated 

MIL-L-)  1484/57A 

IH 

30  Sep 

69 

IH 

PE 

11 

Jun  84  REV-MC  99  CT  DP 

8455 

Lopel  Button,  Honorable  Service,  Army  USER-IH  REV-CT  . 

MIL-L-1U84/t56A 

IH 

14  Apr 

88 

IH 

8455 

lOpel  BuUon,  Honorable  Discharge,  Coast  Guard  Validated  Jul  84  USER-CG 

MIL-L-11484/58A 

IH 

30  Sep 

69 

IH 

PE 

REV-CT  DP 

8.o5 

lopel  Button,  Honorable  Discharge,  Naval  Reserve  Validated  Jul  64  REV-C  DP 

MIL-L-11484/60A 

IH 

30  Sep 

69 

IH 

PE 

8455 

Lapel  Button,  Honorable  Oischorge,  Novy  Validated  Jul  84  REV-CT  DP . 

MIL-L-11484/6tA 

IH 

30  Sep 

69 

IH 

PE 

8455 

Lopel  Button,  honorable  Discharge,  Mjrine  Corps  Validated  Jul  84  USER-MC 

MIL-L-)1484/62A 

IH 

30  Sep 

69 

IH 

PE 

REV-CT  DP 

8455 

Lopel  Button,  Hu  nonitoraon  Se'vice  Medal  Validated  Jul  84  USER-45  REV-CT,... 

MILL-)  1484/122 

IH 

10  Mor 

78 

IH 

L 

8455 

Lapel  Button,  Identification,  Office  Of  The  inspector  Generol,  DOD  REV-CT . 

MIL-L-)  1484/146 

IH 

15  Nov 

85 

IH 

8455 

Looel  Button  Aorean  Augmentation  To  The  U.s.  Army  (KATUSA)  USER-IH 

MIL-L-1 1484/161 

IH 

05  Aug 

88 

IH 

REV-C- 

L 

8455 

Lopel  Button,  Length  Of  Service,  OPM  REV-CT . 

MIL-L-1 1484/161 

IH 

12  Dec 

86 

IH 

L 

8455 

Lopel  Button.  Length  Of  Service,  Natlonol  Transporotion  Safety  Boord 

MIL-l-1 1484/90 

IH 

27  Feb 

70 

IH 

VaMal0d  Jut  84  REV-OP  CT 

L 

8455 

Lopel  Button,  Lenght  Of  Service,  DOT  Validated  Jun  86  REV-CT . 

MILL- 11484/109 

IH 

30  Jun 

86 

IH 

8455 

lopel  Button,  Morine  Corps  Civilion  Length  Of  Service  Validated  Jut  84 

MIL-L-n484/678 

IH 

30  Sep 

69 

IH 

PE 

liSFR-MC  KCV-CT  DP 

8455 

'  .pel  Hutton,  M*dal,  Vietnom  Service  Validated  Jut  84  USER'45  REV-MC  99  CT 

DP 

Lopel  Button,  Meritorious  Civilian  Service  Aword,  Navy  Validated  Nov  84 

MIL-L-1 1484/69A 

IH 

30  Sep 

69 

IH 

PE 

11 

8455 

MIL-L-1 1484/33B 

IH 

09  Jul 

79 

IH 

PE 

REV-OP  CT 

8455 

irr;el  Button,  Meritorious  Unit  Commendation,  Navy,  Civilian  REV-CT . 

MIL  1-11484/98A 

IH 

30  Jun 

87 

IH 

NU 

L 

8455 

lopel  Button,  Meritorious  Civilian  Service  Award.  Nationol  Security  Agency 

MIL-L-1 1484/34B 

IH 

20  No» 

84 

IH 

REV-DP  U 

8455 

Lspel  Button,  Meritorious  Civilion  Service.  Morine  Corps  Validated  Jul  84 

MIL-L-n484/40A 

IH 

30  Sep 

69 

IH 

PE 

REV-DP  CT 

8455 

Lop'l  Sutton,  Navy  Safe  Driver  Award  (N,  MC)  Validated  Jul  84  REV-OP  CT .... 

MILL-11484/41A 

IH 

30  Sep 

69 

IH 

PE 

8455 

Lapel  3utton,  Novy  Unit  Commendotion,  Civilion  Validated  Jul  84  REV-OP  CT . . 

MILL-1 1481/97 

IH 

30  Mor 

71 

IH 

PE 

84d5 

Lapel  Bi  linn,  Novy  Safety  Award  (N,  MC)  Validated  Jul  84  REV-MC  OP  CT  .  . 

MIL-L-1 1484/42A 

IH 

30  Sep 

69 

IH 

PE 

8455 

Lopel  Bu'lon,  Notional  Defense  Service  (Prior  To  8  September  1939)  Validated 

M!LL-n484/59A 

IH 

30  Sep 

69 

IH 

11 

Jut  84  REV.99  CT  DP 

8455 

Lopel  Suitor,,  Navy  Motenols  Hondlmg  And  Construction  Equipment  Operators 

MIL-L-1 1484/43A 

IH 

30  Sep 

69 

IH 

PE 

Safety  Aword  (N,  MC)  Validated  Jul  84  REV-MC  DP  CT 

8455 

Lope)  Sutton,  Novy  Civilion  Executive  Recognition  Validated  Nov  84  REV-OP  CT 

MIL-l-1 1484/108 

IH 

27  Jul 

73 

IH 

PE 

L 

8455 

Lopel  Button,  Notional  Defense  Executive  Reserve  Lopel  Button  And  Chorm 

MIL-L-)  1484/1 12 

IH 

18  Jun 

75 

IH 

Validated  Jul  82  USER-GS  REV -DP 

8455 

Lopel  Button,  Novol  Reserve  Membership  Validated  Jun  84  REV-CT  OP . 

MIL-L-t1484/51B 

IH 

30  Sep 

69 

IH 

PE 

8455 

Lopel  Button.  Novy  Superior  Civilian  Service  Award  Validated  Jul  84  REV  DP 

CT 

Lopel  Button,  Novy  Meritorious  Public  Service  Citation  Validated  Jul  84  HBV -0? 

CT 

lopel  Duiion,  Next  Ot  nin  Of  Deccused  rersonnel  Volidotcd  Jui  S4  USER  CO 

MILL-11484/38B 

IH 

29  Jon 

70 

IH 

PE 

8455 

MIL-L-1 1484/39A 

IH 

30  Sep 

69 

IH 

PE 

8455 

Mil  1  i  1 4o4  i23 

In 

iG  jul 

78 

in 

REV-MC  45  99  CT 

8455 

Lope!  Button,  Nonopproprioted  Fund  Employee,  Novy  Validated  Jul  82  REV-OP 

MIL-L-1 1484/114 

IH 

01  Apr 

76 

IH 

PE 

8455 

Lopel  Button,  Orgonizotionol  Excellence  Award,  Air  Force  Validated  Jul  84 

MlL-L-1 1484/89 

IH 

27  Feb 

70 

IH 

11 

USER-45  REV.59  OP  CT 

L 

8455 

Lopel  Button,  Outstonding  Career  Achievement  Award,  A.I.D.,  Dept  Of  State 

MIL  L-1 1484/138 

IH 

04  Jun 

82 

IH 

REV  CT 

L 

8455 

Lopel  Button,  Outstonding  Service  Aw  ird,  USPHS  Validated  Jun  86  REV-CT 

MIL-L-1 1484/129 
NOTICE  1 

IH 

15  Nov 

79 

IH 

8455 

Lopel  Button,  Patriotic  Civilion  Service  Validated  Jul  84  REV-99  OP  CT . 

MIL  L-n484/36A 

IH 

30  Sep 

69 

IH 

PE 

11 

8455 

Lopel  Button,  Presidential  Service  Validated  Jul  84  REV-SM  MC  99  OP  CT 

Mil  l  n484/35A 

IH 

30  Sep 

69 

IH 

PE 

11 

8455 

lopel  Button,  Presidentiol  Unit  Citotion,  (Novy),  Civilian  Validated  Jul  84 

MIL  L-n484/96 

IH 

30  Mor 

71 

IH 

PE 

REV-DP  CT 

8455 

Lopel  Button,  Prisoner  Of  Wor  USER-45  REV-82  99  CT  . . . 

MIL-,-l  1484/152 

IH 

12  Dec 

86 

IH 

NU 

11 

S83 
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L 

8455 

lopel  Button,  ROTC  Perionnei  Validated  Nov  84  REV«CT  OP . 

MIL-L-1 1484/638 

IH 

27  Oct 

78 

IH 

8455 

Lopel  Button,  Retired  Personnel,  Marine  Corps  Validated  Jun  84  U$ER*MC 

MIL-L-U484/52& 

IH 

30  Sep 

69 

PE 

REV-CT  DP 

1 

8455 

Lopel  Button,  Retired  Personnel,  Arn)/  Validated  Jul  84  REV<OP  CT . 

MIL-L-n484/83A 

tH 

30  Sep 

69 

IH 

L 

8455 

Lopel  Button,  Regional  And  State  Science  And  Engineering  Pair  Awords,  Army 

MIL-L-1 1484/102 

IH 

27  Nov 

72 

IH 

Volidottd  Nov  84  REV-DP  CT 

L 

8455 

Lopel  Button,  Retired  Civilian  Service,  Army  Validated  Jul  84  REV*OP  CT  . 

MIL  L-1 1484/87 

IH 

03  Dec 

69 

IH 

L 

8455 

Lopel  Button,  Secretary  Of  The  Army  S  Av^ord  For  Outstanding  Achievement  In 

MIL-L-1 1484/113 

IH 

16  Dec 

75 

IH 

Moteriel  Acquisition  Validated  Jul  82  REV>DP 

1 

8455 

Lopel  Button,  Superior  Codet  Aword,  Junto.  ROTC,  Army  Validated  Jul  84 

MIL-L-1 1484/99 

IH 

17  Nov 

71 

IH 

REV-CT 

L 

8455 

Lopel  Button,  Superior  Cadet  Aword,  NDCC,  Army  Validated  Jul  84  REV>CT . 

MIL-L  11484/100 

iH 

17  Nov 

71 

IH 

8455 

Lopel  Button,  Superior  Civilion  Service  Award,  Marine  Corps  Validated  Jul  84 

MIL  L-n4S4/37A 

IH 

30  Sep 

69 

IH 

PE 

REV.MC  DP  CT 

L 

8455 

Lopel  Button,  Superior  Codet  Award,  Senior  Division,  ROTC  Validated  Jul  84 

MIL-L-1 1484/64B 

IH 

12  Apr 

72 

IH 

REV-DP  CT 

L 

8455 

Lopel  Button,  Surgeon  Generol's  Exemplary  Service  Medal  REV>CT . 

MILL-1 1484/157 

IH 

26  Jon 

88 

IH 

L 

8455 

Lopel  Button,  Surgeon  Generol's  Exemptory  Service  Medal  (Civilian)  REV-CT . 

MILL-1 1484/158 

IH 

26  Jon 

88 

IH 

8455 

Lopel  Button,  Superior  Civilion  Service  Aword,  Army  USER4H  REV-CT . 

M!L-L-11484/159 

IH 

17  Mor 

88 

IH 

L 

8455 

Lopel  Button,  Togcen  Advanced  Monogement  Workshop  Groduote  Validated 

MIL-L-1 1484/126 

IH 

10  Aug 

79 

IH 

Nov  84  REV-CT 

8455 

..jpel  Button,  U.S.  Novy  Retired  Validated  Nov  84  REV-SA  DP  CT . . 

MIL-L-1 1484/ 104A 

m 

01  Mar 

73 

IH 

PE 

8455 

Lopel  Button,  USPHS  Commissioned  Office . 

MIL-L-1 1484/133A 

IH 

30  Apr 

82 

IH 

8455 

Lopel  Button,  Vice  Presidential  Service  Validated  Jul  84  REV-MC  CT . 

MIL-L-1 1484/120 

IH 

09  Dec 

76 

IH 

NU 

11 

8455 

Lopel  Button,  Victory  Medol  Validated  Jun  84  REV-MC  99  CT  OP  . 

MIL  L-11484/47A 

IH 

30  Sep 

69 

IH 

PE 

11 

1 

8455 

Lopel  Buttons,  Distinguished  And  Meritorious  Public  Service  Awards,  Coost 

MIL-L-11484/116 

IH 

16  Nov 

76 

IH 

NU 

Guard  Validated  Jul  84  REV-CT 

8455 

Lopel  Buttons,  Decoration,  Legion  Of  Merit  Validated  Jul  84  USER-DP  REV  MC 

MIL-L-n484/10A 

IH 

30  Sep 

69 

IH 

PE 

11 

99  CT 

L 

8455 

Lopel  Emblem,  Distinguished  Career  Service  Aword,  A.t.O.,  Dept  Of  Stole 

MlL-L -11484/119 

IH 

29  Nov 

76 

IH 

Validaltd  Jul  84  REV-CT 

8455 

Medal,  Air  Force  Combot  Reodiness  USER-4S  REV-99  82  DP  CT  .  . 

MII-M-3946/46B 

IH 

15  Apr 

86 

IH 

11 

8455 

Meoal,  Air  Reserve  Forces  Meritorious  Service  USER-45  REV-DP  CT  . . 

MIL-M-3946/49A 

IH 

15  Apr 

86 

IH 

99 

8455 

Medal,  American  Campaign  USkR-CG  45  REV-99  82  CT  DP  . . . 

MIL  M-3946/1B 

IH 

15  Apr 

86 

IH 

NU 

11 

8455 

Medal,  American  Defenie  Service  USER-CG  45  REV-MC  99  82  JP  CT  . 

MIL-M-3946/26 

IH 

15  Apr 

86 

IH 

NU 

11 

8455 

Medal,  AnarcHca  Service  USER-CO  45  REV-MC  99  82  CT  DP . 

MIL-M-3946/3D 

IH 

15  Apr 

86 

IH 

NU 

11 

8455 

Medol,  Armed  Forces  Expeditionary  USER-CG  45  REV-MC  99  82  OP  CT . 

MII-M-3946/4B 

IH 

15  Apr 

86 

IH 

NU 

11 

8455 

Medal,  Armed  Force.  Reierve  USER-CG  45  REV-99  82  CT  DP . 

MIL-M-3946/5B 

IH 

15  Apr 

36 

IH 

NU 

11 

1 

8455 

Medal.  Army  Of  Cubon  Occupotion  REV-DP  CT . 

Mll-M-3946/68 

IH 

15  Apr 

86 

IH 

1 

8455 

Medol.  Army  Of  Cubon  Poctficotion  REV-CT  DP . . 

Mll-M-3946/7e 

IH 

15  Apr 

86 

'f. 

8455 

Medol,  Army  Of  Occupation  Of  Germany  (1918-1923)  USER-CG  45  REV-MC 

MIL-M-3946/88 

IH 

15  Apr 

86 

IH 

NU 

11 

99  82  CT 

8455 

Medol,  Army  Of  Occupation,  Worid  War  II  USER-45  REV-99  82  CT . 

MIL-M-3946/9B 

IH 

15  Apr 

86 

IH 

11 

L 

8455 

Medol,  Army  Of  Puerto  Rican  Occupotion  REV-CT . 

MIL-M-3946/10B 

IH 

15  Apr 

86 

IH 

L 

8455 

Medal.  Army  Reserve  Components  Achievement  REV-CT . 

MIL-M-3946/48A 

IH 

15  Apr 

86 

IH 

8455 

Medal,  Asiatic-pacific  Compoign  USER-CG  45  REV  MC  99  82  CT  . 

MIL-M-3946/nB 

IH 

15  Apr 

86 

IH 

NU 

11 

8455 

Medal,  Compargn  And  Service  USER-45  REV-MC  CG  99  82  CT . 

Ma-M.3946D 

IH 

30  Apr 

86 

IH 

NU 

11 

L 

8455 

Medal,  China  Compoign  REV-OP  CT  . .  . 

MIL-M-3946/;2B 

IH 

15  Apr 

86 

IH 

8455 

Medol,  China  Se-vice  REV-MC  CT  . . 

MIL.M-3946/13B 

IH 

15  Apr 

86 

IH 

NU 

L 

8455 

Medol,  Civil  War  Compoign  REV-CT  . . . . 

MII-M-3946/14B 

IH 

15  Apr 

86 

IH 

8455 

Medal,  Civilion  Service  In  Vietnam  USER-45  REV-MC  99  82  DP  CT . 

MIL-M-3946/47B 

IH 

15  Apr 

86 

IH 

NU 

11 

8455 

Medol,  Coast  Guard,  Arctic  Service  Medol,  Coost  Guord.  Arctic  Service 

MII-M-3946/51A 

IH 

15  Apr 

86 

IH 

NU 

REV-CG  CT 

8455 

Medol,  Deportment  Oft  He  Army  Civilion  Award  For  Humomlorion  Service 

MlL-M-3946/54 

IH 

14  Jon 

87 

IH 

REV-CT 

8455 

Medol,  Europeon-ofricon  middle  Eostern  Compoign  USER-CG  45  REV-MC  99  82 

MII-M-3946/15B 

IH 

15  Apr 

86 

IH 

NU 

11 

8455 

Medol,  Good  Conduct,  At  Force  USER-45  REV-99  82  CT . 

MIL  M-3946/18B 

IH 

1 5  Apr 

86 

IH 

11 

L 

8455 

Medal,  Good  Conduct,  Army  REV-CT  . . . . 

MIL-M-3946/19B 

IH 

15  Apr 

86 

IH 

8455 

Medol,  Good  Conduct,  Coast  Guord  USER-CG  REV-CT . . . 

MIL-M-3946/20B 

IH 

15  Apr 

86 

IH 

NU 

8455 

Medal,  Good  Conduct,  Marine  Corps  USER  MC  REV-CT  DP . 

MIL-M-3946/218 

IH 

15  Apr 

86 

IH 

PE 

8455 

Medal,  Good  Conduct,  Novy  REV-OP  CT  . 

MII-M-3946/22B 

IH 

15  Apr 

86 

IH 

PE 

8455 

Medol,  Humane  Action  USER-CG  45  REV  MC  99  82  CT . 

MIL-M-3946/23B 

IH 

15  Apr 

86 

IH 

NU 

11 

L 

8455 

Medol,  Humonitorlon  Service  U5ER-45  REV-CT . . . 

MII-M-3946/50A 

IH 

15  Apr 

86 

L 

8455 

Medol,  Indion  Compoign  REV-CT....... . . 

MIL-M-3946/24B 

IH 

15  Apr 

86 

IH 

8455 

Medol,  Koreon  Service  USER-CG  45  REV-MC  99  82  CT . . 

MIL-M-3945/25B 

IH 

15  Apr 

86 

IH 

NU 

11 

8455 

Medal,  Morine  Corps  Expeditionory  REV-MC  OP  CT . .  . 

MIL-M  3946  26B 

IH 

15  Apr 

86 

IH 

PE 

L 

8455 

Medal,  Mexicon  Border  Service  Validated  Jul  84  REV-CT . . . 

MIL  M 

IH 

15  Apr 

84 

IH 

L 

8455 

Medal,  Mexicon  Service  Validated  Jul  64  REV-CT . . . 

MIL-M  ^ 

IH 

15  Apr 

84 

IH 

8455 

MedoS,  Multinailona*  Forte  &  Observers  U3cn*CO  45  nE*V  MC  o2  o7  CT 

•  f  11  .  .  MM  •  *  r  , 

n\ 

M  Nw. 

38 

III 

.NU 

11 

8455 

Medal,  Nolionol  Defense  Service  USER-CG  45  REV-MC  99  CT  . 

MIL-M-3946/29a 

IH 

15  Apr 

86 

IH 

NU 

11 

8455 

Medol,  Novol  Occupation  Service  USER-CG  REV-MC  CT . . 

MIL-M-3946/31B 

IH 

15  Apr 

86 

IH 

PE 

8455 

Medol,  Novol  Reserve  Meritorious  Service  REV-CT . 

MIL-M-3946/32B 

IH 

15  Apr 

86 

IH 

NU 

8455 

Medal,  Novy  Expeditionory  REV-CT  . 

MIL-M-3946/30B 

IH 

15  Apr 

86 

IH 

8455 

Medal,  Navy  Reserve  REV-CT . 

MIL-M-3946/33B 

IH 

15  Apr 

86 

IH 

NU 

8455 

Medol,  Organized  Marine  Corps  Reserve  REV-MC  OP  CT . . . 

MIL'M-3946/34B 

IH 

15  Apr 

86 

IH 

NU 

L 

8455 

Medol,  Philippine  Congressionol  REV-CT . . . 

MtL-M-3946/36B 

IH 

15  Apr 

86 

IH 

L 

8455 

Medol,  Phillipine  Compoign  REV-CT . . . 

MIL-M-3946/35B 

IH 

15  Apr 

86 

IH 

8455 

Mtdol,  Pritoner  Of  Wor  USER-CG  45  REV-MC  82  99  CT  . 

MIL-M-3946/53 

IH 

12  Dec 

86 

IH 

NU 

11 

8455 

Medol,  Second  Nicoroguon  Compoign  USER-CG  REV-MC  CT . 

MtL-M-3946/37B 

IH 

15  Apr 

86 

IH 

NU 

L 

8455 

Medol.  Sponish  Compoign  REV  CT  . . . . 

MIL-M-3946/38B 

IH 

15  Apr 

86 

IH 

L 

8455 

Medal,  Sponish  War  Service  REV-CT  . . . . 

MII-M-3946/39C 

IH 

15  Apr 

86 

IH 

8455 

Medol,  US  Coast  Guord  Reserve  Good  Conduct  REV-CG  CT . 

M1L-M-3946/52A 

IH 

15  Apr 

86 

IH 

NU 

884 
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8455 

Medo),  United  Notions  Service  USER-45  REV  MC  99  DP  CT . 

MtL-M-3945/40B 

IH 

15  Apr 

86 

IH 

PE 

11 

8455 

Mtdol,  Victory,  World  War  1  USER-45  REV-MC  99  8J  CT  DP . 

MIL-M-3946/41B 

IH 

15  Apr 

86 

IH 

NU 

11 

8455 

Mtdol,  Victory,  Worid  Wor  li  USER-CG  45  REV-MC  99  82  DP  CT  . 

MIL-M-3946/42B 

IH 

15  Apr 

86 

IH 

NU 

11 

8455 

Mtdol,  Vietnam  Service  USER-CG  45  REV-MC  99  82  CT  DP . 

MtL-M-3946/45B 

IH 

15  Apr 

86 

IH 

NU 

11 

1 

8455 

Medal,  Women  S  Army  Corps  REV*CT  DP  . . . . 

MIL-M-3945/43B 

IH 

15  Apr 

86 

IH 

8455 

Medol,  Yongtie  Service  USER-CG  REV-MC  DP  CT . 

MIL-M-3945/44B 

IH 

15  Apr 

86 

IH 

NU 

8455 

Medal, united  Nations  Service  . . . . . . . 

M-3946/55 

IH 

IH 

NU 

11 

L 

8455 

Medollion,  Army  Scientific  Achievement  Aword  Validated  Mar  dP . 

MIL-M-43098/5A 
NOTICE  1 

IH 

15  Mor 

89 

IH 

i 

8455 

Medoltion,  Generol  Specification  For  Validated  Jul  82  . . 

MIL-M-43098B 

SUPP  1 

IH 

20  Dec 

74 

IH 

L 

8455 

Medollion,  Nolionol  Wor  College  REV-CT . 

MIL-M-43098/8 

IH 

10  Sep 

84 

IH 

L 

8455 

Medollion,  Paul  A.  Siple  Award  Validated  Jul  82  KEV-CT . 

MII-M-43098/4A 

IH 

20  Dec 

74 

IH 

L 

8455 

Medallion,  Quortermaster  Corps  Validated  Jul  82 . 

MIL-M-43098/6A 

IH 

20  Dec 

74 

IH 

L 

8455 

Medallion,  Secretory  Of  The  Army  S  Award  For  Outstanding  Achievement  In 

MIL-M-43098/7 

IH 

16  Dec 

75 

IH 

Mjteriel  Acquisition  Validated  Jul  82  REV-OP 

L 

8455 

Medallion,  Surgeon  General's  Exemplory  Service  Ploque  REV-CT . . . 

MIL-M-43098/9 

IH 

26  Jon 

88 

IH 

L 

8455 

Medallion,  The  Generol  George  C.  Morsholl  Award  Validated  Jul  62  REV-DP  .... 

MIL-M-43098/2A 

IH 

20  Dec 

74 

IH 

L 

8455 

Medallion,  The  Generol  John  J.  Pershing  Aword  Validated  Jul  62  REV-DP . 

MIL-M-43098/3A 

IH 

20  Dec 

74 

IH 

L 

8455 

Medallion,  Wolter  Reed  Army  Institute  Of  Nursing  Aword  Validated  Jid  82 

MIL-M-4309S/1A 

IH 

20  Dec 

74 

(H 

8455 

Medical  Services  Symbol  Validated  Feb  82  USER-GL  MC  REV-MS.... . 

MS-16685 

DM 

2  May 

58 

MD  MS 

03 

8455 

OHic.r  Of  Th.  Day.  Ai.-  Fore.  Validattd  /Vov  S4  USER-45  REV-ll  DP  CT . 

MII-0-3476/18A 

IH 

30  Mor 

73 

IH 

99 

L 

8455 

Ornomentation  (Army  Band)  Validated  Mar  83  REV-CT . 

MIL-0-43517A 

GL 

30  Aug 

77 

Gl 

L 

8455 

Ornamentation,  For  Jocket,  Mon  S,  Evening  Dress,  Officers  Validated  Oct  67.... 

MII-0-82194A 
NOTICE  1 

MC 

23  Oct 

87 

MC 

L 

8455 

Ornomentation,  For  Uniform,  Woman  S,  Evening  Dress,  Officer  S . 

MIL-0-821 12A 

MC 

29  Sep 

81 

MC 

8455 

Ribbon  AF  ROTC  Leadership  &  AF  JROTC  Outstanding  Codet  USER-45  REV-ll 

MIL'R-nS89/209A 

IH 

28  Feb 

86 

IH 

11 

82  99  DP  CT 

8455 

Ribbon  AF  ROTC  Distinctive  GMC  Codet  AF  JROTC  Leodership  USER-45 

MIL-R-n589/210A 

IH 

28  Feb 

86 

IH 

n 

REV-ll  82  99  DP  CT 

8455 

Ribbon  Attachment,  Decoration  And  Medal,  Generol  Specification  For 

MIL-R-41819C 

IH 

30  Moy 

86 

IH 

NU 

11 

USER-CG  45  REV-MC  99  82  CT 

8455 

Ribbon  Attachment,  legion  Of  Merit,  Chief  Commander  And  Commonder 

MtL-R-41819/1B 

IH 

30  Moy 

86 

IH 

NU 

11 

USER-45  REV-MC  99  82  CT 

8455 

Ribbon  Attachment,  Legion  Of  Merit,  Officer  USER-45  REV-MC  82  99  CT . 

MIL-R-41819/2B 

IH 

30  May 

86 

IH 

NU 

11 

8455 

Ribbon  Altaehm«nt,  l.tler  V  USER-45  REV-MC  99  82  CT . 

MIL-R-418I9/3B 

IH 

30  Mcy 

86 

IH 

NU 

11 

8455 

Ribbon  Altochment,  Ook  Loot  CIuUot  USER-45  REV-MC  82  99  CT . 

MIL-R-41819/4C 

IH 

30  Moy 

86 

IH 

NU 

99 

1 

8455 

Ribbon  Attochment,  Superior  Codet  Aword,  Rote  REV-CT . 

MII-R-41819/5B 

IH 

30  Moy 

86 

IH 

8455 

Ribbon  Atlachm.nl,  Additional  Civilian  Awards,  Air  Fore*  USER-45  REV-99  82 

CT 

Ribbon  Allochm.nt,  Slor  USER-CG  45  REV-MC  82  99  CT . 

MIL-R-41819/6C 

IH 

30  Moy 

86 

IH 

11 

8455 

MIL-R-41819/7E 

IH 

30  Moy 

86 

IH 

NU 

11 

8455 

Ribbon  Attachment,  Clasp,  Good  Conduct  Medol  USER-45  REV-99  82  CT . 

MIL-R-41B19/8D 

IH 

30  May 

86 

IH 

11 

8455 

Ribbon  Attochment,  Clasp,  Compoign  And  Service  Medals,  A,  N,  Me  REV-MC 

CT 

Ribbon  Attachment,  Clasp,  Compoign  And  Service  Medals,  N,  Me,  Cg  REV-MC 

Mll-R-41819/98 

IH 

30  Moy 

86 

IH 

NU 

8455 

MIL-R-41819/10B 

IH 

30  Moy 

86 

IH 

NU 

CG  NU  CT 

8455 

Ribbon  Attachment,  Armed  Forces  Reserve  Numeral  USER-45  REV.99  82  CT . 

MII-R-41819/11B 

IH 

30  Moy 

86 

IH 

PE 

11 

8455 

Ribbon  Attachment,  Arrowhead  USER-45  REV-99  82  CT . 

MIL-R-41819/128 

IH 

30  May 

86 

IH 

11 

8455 

Ribbon  Attachment,  Berlin  Airlift  USER-4S  REV-99  62  CT . . . 

MIL-R-41819/13B 

IH 

30  Moy 

86 

IH 

NU 

11 

L 

8455 

Ribbon  Attachments,  Triangle,  Nooa  REV-CT . . . 

MIL-R-41B19/34 

IH 

04  Mor 

86 

IH 

8455 

Ribbon  Attachment,  Letter,  W  REV-MC  CT . . . 

MIL-R-41B19/14B 

IH 

30  Moy 

86 

IH 

NU 

8455 

Ribbon  Attochment,  Letter,  A  Validated  Jul  64  REV-CG  MC  CT . . 

MIL-R-41819/15A 

IH 

31  Dec 

69 

IH 

NU 

8455 

Ribbon  Attachment,  Fleet  Morine  Force  Combat  Insignio  REV-CT  DP  . 

MIL-R-41819/16B 

IH 

30  May 

86 

IH 

NU 

8455 

Ribbon  Attachment,  Clasp,  Antarctica  Service  Medal  USER'45  REV-99  82  CT 

DP 

Ribbon  Attochment,  Disc,  Antorctico  Service  Medal  USER'45  REV.99  82  CT  DP.. 

MILR-41819/17B 

IH 

30  Moy 

86 

IH 

NU 

11 

8455 

Mll-R-41819/188 

IH 

30  Moy 

86 

IH 

NU 

11 

L 

8455 

Ribbon  Attochment,  Additlonol  Civlllon  Awards  REV-DP  CT  . 

MIL-R.41819/19C 

IH 

30  Moy 

86 

IH 

L 

8455 

Ribbon  Attachment,  Additionotionol  Awards,  Nosa  REV-CT  . 

MIL-R-41819/20B 

IH 

30  Moy 

86 

IH 

L 

8455 

Ribbon  Attochment,  Numerals,  Strike  Flight,  Navy  And  Air  Mtefol,  Army 

MIL-R-41819/21D 

IK 

30  Moy 

86 

IH 

NU 

USER-CG  REV  MC  DP  CT 

8455 

Ribbon  Attachment,  Polm,  Vietnamese  Cross  Of  Gollantry  USER-SM  45 

MIL-R-41819/22B 

IH 

30  Moy 

86 

IH 

NU 

11 

REV-MC  99  82  OP  CT 

8455 

Ribbon  Attochment,  Dote  Bor,  Republic  Of  Vietnam  Compoign  Medol  USER-45 

MII-R-41819/23C 

IH 

30  Moy 

86 

IH 

NU 

11 

REV-MC  99  82  DP  CT 

8455 

Ribbon  Attochment,  Bravery,  Navy  REV-CT . 

MIL-R-41819/24B 

IH 

30  May 

86 

IH 

NU 

8455 

Ribbon  Attachment;  Torch,  Army  And  Air  Force.  ROTC  USER-45  REV-82  99  CT 

MIL-R-41819/25C 

IH 

29  Sep 

87 

IH 

11 

L 

8455 

Ribbon  Attachment,  Additional  Awards  (lamp).  Rote  REV  OP  CT . 

MIL-R-41819/26A 

IH 

30  May 

86 

IH 

1 

8455 

Ribbon  Attachment,  Heroism  Wreoth  USER-45  REV-OP  CT . 

MIL-R-41819/27A 

IH 

30  May 

86 

IH 

8455 

Ribbon  Attachment,  Operational  Oislinouishinq  Device,  Coost  Guord  USER-45 

MIL-R-41819/28A 

IH 

30  May 

86 

IH 

NU 

REV-CG  CT 

8455 

Ribbon  Attachments,  AFJOTC  Drill  Team  And  Color  Guord  Bars  USER'45 

MIL-R-418I9/29A 

IH 

30  Moy 

86 

IH 

11 

REV-82  99  CT 

8455 

Ribbon  Attachment,  AFROTC  Bronze  Cross  USER-45  REV-82  99  CT . . . 

MIL-R-41819/30A 

IH 

30  Moy 

86 

IH 

11 

8455 

Ribbon  Attachment,  Novy  ,e,  REV-CT . . . . . . . . 

MIL  R-41819/31A 

IH 

30  May 

86 

IH 

NU 

8455 

Ribbon  Physicol  Fitness,  Air  Force  Rote  USER'45  REV-82  99  CT . 

Mll-R-1 1S89/329 

IH 

20  Feb 

88 

IH 

11 

L 

8455 

Ribbon  Us  Army  Recruiting  Command  Award  For  Jrotc  REV-CT . . 

MIL-R- 11589/313 

IH 

24  Jan 

86 

IH 

8455 

Ribbon;  Commendable  Service  Award,  EPA  REV-CT . . . 

MIL-R  11589/200A 

*1H 

28  Feb 

86 

IH 

8455 

Ribbon,  AF  ROTC  Acodemic  Aword  (Six  Weeks  FT)  8  AF  ROTC  Superior 

MIL-R-n589/211B 

IH 

28  Feb 

86 

IH 

11 

Performance  USER-45  REV-82  99  DP  CT 

8455 

Ribbon,  AF  ROTC  College  Scholorship  Recipient  &  JROTC  Honor  Unit  USER‘45 

MIL-R-l  1589/2128 

IH 

28  Feb 

86 

IH 

99 

REV.82  99  DP  CT 

8455 

Ribbon,  AF  ROTC  Honor,  &  AF  JROTC  Meriloriout  Unit  USER-45  REV-82  99 

Mll-R-1 1589/213A 

IH 

28  Feb 

86 

IH 

11 

CT 


885 


FSC  LISTING 


FSC  TITLE 

8455  Ribbon,  AF  ROTC  Athletic  Award  (Four  &  Six  Week  FT)  &  AF  JROTC 
Outstanding  Flight  USER-45  REV-82  99  CT 

8455  Ribbon,  AF  ROTC  Conimondont's  Award  (FT)  &  AF  JROTC  Academic  USER-45 
REV.82  99  CT 

8455  Ribbon,  AF  ROTC  Marksmonship  Award  (Four  &  Six  FT)  &  AF  IROTC  Service 
Ribbon  USER-45  REV-11  62  99  DP 

8455  Ribbon,  AF  ROTC  Superior  Performonce  &  AF  JROTC  Longevity  USER-45 
REV-82  99  CT 

8455  Ribbon,  AFROTC  Category  And  AFJROTC  Summer  Leadership  School  USER-45 
REV-82  99  CT 

8455  Ribbon,  AFROTC  Recruiting  Aword  USER-45  REV.99  CT  . . . 

8455  Ribbon,  AFROTC  Outstonding  Flight  And  AJROTC  Achievement  USER-45 
REV-99  82  CT 

8455  Ribbon,  AFROTC  Worrior  Spirit  And  AJROTC  Cocurriculor  Activities  USER-4S 
REV.82  99  CT 

L  8455  Ribbon,  Achievement  Medal,  USPHS  REV-CT  . . . 

L  8455  Ribbon,  Achievement,  Senior  ROTC,  Academic  R-1-1  REV-CT . 

L  8455  Ribbon,  Achievement,  Junior  Rote  &  Ndcc,  Acodemic,  N-1-3  REV-CT . 

L  8455  Ribbon,  Achievement.  Junior  Rote  &  Ndcc.  Academic,  N-1.4  REV-CT . 

L  8455  Ribbon,  Achievement,  Junior  Rote  &  Ndcc.  Academic,  N*1-5  REV-CT  . 

L  8455  Ribbon,  Achievement,  J . . . . . . . . 

L  8455  Ribbon,  Achievement,  Junior  Rote  &  Ndcc,  Acodemic,  N-l-?  REV  CT . 

L  8455  Ribbon,  Achievement,  Junior  Rote  &  Ndcc,  Acodemic,  N.1-8  REV-CT . 

L  8455  Ribbon,  Achievensent,  Junior  Rote  &  Ndcc,  Academic,  N-1-9  REV-CT . 

L  8455  Ribbon,  Achievement,  Junior  Rote  &  Ndcc,  Acodemic,  N-1-10  REV-CT . 

L  8455  Ribbon,  Achievement,  Junior  Rote  &  Ndcc,  Athletic,  N-2-1  REV-CT . 

L  8455  Ribbon,  Achievement,  Senior  ROTC,  Academic  R-1-2  REV-CT . 

L  8455  Ribbon,  Achievement,  Senior  ROTC,  Acodemic  R-1-3  REV-CT . 

L  8455  Ribbon,  Achievenrtent,  Senior  ROTC,  Acodemic  R-1-4  REV-CT . 

L  8455  Ribbon,  Achievement,  Senior  ROTC,  Acodemic  R-1-5  REV-CT . 

L  8455  Ribbon,  Achievement,  Senior  ROTC,  Academic  R-l-d  REV-CT . . . 

L  8455  Ribbon,  Achievement,  Senior  ROTC,  Academic  R-1-7  REV-CT . 

L  8  Ribbon,  Achievement,  Senior  ROTC,  Academic  R-1*8  REV-CT . 

L  845»  Ribbon,  Achievement,  Senior  ROTC,  Academic  R-1-9  REV-CT . 

L  8455  Ribbon,  Achievement,  Senior  ROTC,  Acodemic  R-1-10  REV-CT . . . 

L  8455  Ribbon,  Achievement,  Senior  ROTC,  Athletic  R-2.1  REV-CT  . 

L  8455  Ribbon,  Achievement,  Junior  Rote  &  Ndcc,  Athletic,  N.2-2  REV-CT . 

L  8455  Ribbon,  Achievement,  Junior  Rote  &  Ndcc,  Athletic,  N-2-3  REV-CT . 

I  8455  Ribbon,  Achievement,  Junior  Rote  &  Ndcc,  Athletic,  N-2-4  REV-CT . 

L  8455  Ribbon,  Achievement,  Junior  Rote  &  Ndcc,  Athletic,  N-2-5  REV-CT . 

L  8455  Ribbon,  Achievement,  Junior  Rote  &  Ndcc,  Military,  N-S-l  REV-CT  . 

L  8455  Ribbon,  Achievement,  Junior  Rote  &  Ndcc,  Military,  N-3-2  REV-CT  . 

8455  Ribbon,  Achievement,  Junior  ROTC  &  NDCC,  Military,  N-3-3  REV-CT . 

8455  Ribbon,  Achievement,  Junior  ROTC  &  NDCC,  Military,  N-3-4  REV-CT . 

8455  Ribbon,  Achievement,  Junior  ROTC  &  NDCC,  Military,  N-3-5  REV-CT . 

8455  Ribbon,  Achievement,  Junior  ROTC  &  NDCC,  Military,  N-3-6  REV-O . 

8455  Ribbon,  Achievement,  Junior  ROTC  &  NDCC,  Military,  N-3-7  REV-CT . 

8455  Ribbon,  Achievement,  Junior  ROTC  &  NDCC,  Military,  N-3-6  REV-CT . 

8455  Ribbon,  Achievement,  Junior  ROTC  &  NDCC,  Military,  N-3-9  REV-CT . 

I  8455  Ribbon,  Achievement,  Senior  ROTC,  Athletic  R-2-12  REV-CT . . . 

8455  Ribbon,  Achievement,  Senior  Rote,  Athletic  R-2-3  REV-CT . . . 

8455  Ribbon,  Achievement,  Senior  Rote,  Academic  R-2-4  REV-CT . . 

8455  Ribbon,  Achievement,  Senior  Rote,  Athletic  R-2-5  REV-CT . 

8455  Ribbon,  Achievement,  Junior  ROTC  &  NDCC,  Military,  N-3-10  REV-CT . . . 

8455  Ribbon,  Achievement,  Junior  ROTC  &  NDCC,  Military,  N-3-n  REV-CT . 

8455  Ribbon,  Achievement,  Junior  ROTC  &  NDCC,  Military,  N-3-12  REV-CT . 

L  8455  Ribbon,  Achievement,  Junior  Rote  And  Ndcc,  Military,  N-3-13  REV-CT . 

8455  Ribbon,  Achievement,  Junior  Rote  And  Ndcc,  Militory,  N-3-14  REV-CT . 

L  8455  Ribbon,  Achievement,  Junior  Rote  And  Ndcc,  Militory,  N-3-15  REV-CT . 

L  8455  Ribbon,  Achievement,  Junior  Rote  And  Ndcc,  Miscelloneous,  N-4-1  REV-CT . 

L  8455  Ribbon,  Achievement,  Junior  And  Ndcc,miscel  Laneous,  N-4.3  REV-CT . 

L  8455  Ribbon,  Achievement,  Junior  Rote  And  Ndcc,  Miscelloneous,  N-4-5  REV-CT . 

8455  Ribbon,  Achievement,  Senior  Rote,  Athletic  R-2-6  REV-CT . . . . . 

8455  Ribbon,  Achievement,  Senior  Rote,  Athletic  R-2-7  REV-CT....... . 

8455  Ribbon,  Achievement,  Senior  Rote,  Athletic  R-2-8  REV-CT.... . 

8455  Ribbon,  Achievement,  Senior  Rote,  Athletic  R-2-9  REV-CT . 

8455  Ritoon,  Achievement,  Senior  Rote,  Athletic  R-2-10  REV-CT.... . . . 

8455  Ribbon,  Achievement,  Senior  Rote,  Military  R-3-1  REV-CT . 

8455  Ribbon,  Achievement,  Senior  Rote,  Militory  R-3-4  REV-CT . 

8455  Ribbon,  Achievement,  Senior  Rote,  Military  -3-5  REV-CT . 

8455  Ribbon,  Achievement,  Senior  Rote,  Military  R-3-6  REV-CT . 

8455  Ribbon,  Achievement,  Senior  Rote,  Military  R-3-8  REV-CT... . 

8455  Ribbon,  Achievement,  Senior  Rote,  Militory  R-3-9  REV-CT . . . . 

8455  Ribbon,  Achievement,  Senior  Rote,  Military  R-3-10  REV-CT . 

8455  Ribbon,  Achievement  S  Eniorirotc,  Miscellaneous,  R-4-1  REV-CT . 

8455  Ribbon,  Achievement,  Senior  Rote,  Miscelloneous,  R-4-2  REV-CT . 

L  8455  Ribbon,  Achievement,  Senior  Rote,  Miscelloneous,  R'4-3  REV-CT . 

L  8455  Ribbon,  Achievement,  Senior  Rote,  Miseelloneouss,  R-4-4  REV-CT . 

L  8455  Ribbon,  Achievement,  Senior  Rote,  Miscellaneous,  R-4-5  REV-CT.. . 

L  8455  Ribbon,  Achievement,  Junior  Rote  &  Ndcc,  Acodemic,  N'1'1  REV-CT . 

L  8455  Ribbon,  Achievement,  Junior  Rote  &  Ndcc,  Acodemic,  N-1'2  REV-CT . 

8455  Ribbon,  Achievement  Medol  For  Civilian  Service,  Army  USbR-IH  REV-CT . 

8455  Ribbon,  Aerial  Achievement  Medol,  Air  Force  REV-62  CT  . . . . . . 


DOCUMENT 

NUMBER  '’REP  DATE  CUSTODIAN 

MIL-R-11SS9/21M  iS  28  Feb  86  ill  vi 

MIL'R-1 1589/2158  IH  20  Aug  85  IH  11 

MII-R-11589/217A  IH  28  F,b  85  IH  11 

MIL'R-115S9/218A  IH  28  Feb  85  IH  11 

MIL-R. 11589/2198  IH  01  Apr  87  IH  11 

MILR-11589/287A  IH  28  Feb  85  IH  'I 

MIL.R-1 1589/2888  IH  01  Apr  87  IH  11 

MIL-R-1 1589/2158  IH  01  Apr  87  IH  11 

MIL  R-11589/245A  IH  28  Feb  85  IH 

MIL-R-14555/1  IH  29  Mor  89  IH 

MIL-R-14555/38  IH  29  Mor  89  IH 

Mll.R-14555/39  IH  29  Mor  89  IH 

MIL'R'14555/40  IH  29  Mor  89  IH 

MIL-R-14555/41  IH  29  Mor  89  IH 

MIL  R-14555/42  IH  29  Mor  89  IH 

MIL-R-14555/43  IH  29  Mor  89  IH 

MII  R- 14555/.*  IH  29  Mor  89  IH 

Mll'R-14555/45  IH  29  Mor  89  IH 

MII-R-14555/45  IH  29  Mor  89  IH 

MIL-R-14555/2  IH  29  Mor  89  IH 

Mll-R-14555/3  IH  29  Mor  89  IH 

MIL-R-14555/4  IH  29  Mor  89  IH 

MIL-R-14555/5  IH  29  Mor  89  IH 

MIL-R-14555/5  IH  29  Mor  89  IH 

MIL-R-14555/7  IH  29  Mor  89  IH 

Mll-R-14555/8  IH  29  Mor  89  IH 

Mll-R- 14555/9  IH  29  Mor  89  IH 

MIL-R-14555/10  IH  29  Mor  89  IH 

MIL-R-14555/1 1  IH  29  Mor  89  IH 

MIL-R-14555/47  IH  29  Mor  89  IH 

MIL-R-14555/48  IH  29  Mor  89  IH 

MIL-R-14555/49  IH  29  Mor  89  IH 

MII-R.14555/50  IH  29  Mor  89  IH 

MIL-R-14555/51  IH  29  Mor  89  IH 

Mll-R.14555/52  IH  29  Mor  89  IH 

Mll-R-14555/53  IH  29  Mor  89  IH 

MIL-R-14555/54  IH  29  Mor  89  IH 

Mll-R-14555/55  IH  29  Mor  89  IH 

Mll-R-14555/55  IH  29  Mor  89  IH 

MIL-R-14555/57  IH  29  Mor  89  IH 

MIL-R-14555/58  IH  29  Mor  89  IH 

MIL-R-14555/59  IH  29  Mor  89  IH 

MIL-R-14555/12  IH  29  Mor  89  IH 

MIL-R-14555/13  IH  29  Mor  89 

MIL-R-14555/14  IH  29  Mor  89 

Mll-R-14555/15  IH  29  Mor  89 

MIL-R-14555/50  IH  29  Mor  89  IH 

MIL-R-14555/51  IH  29  Mor  89  IH 

MIL  R-14555/52  IH  29  Mor  89  IH 

MIL-R-14555/53  IH  29  Mor  89  IH 

MIL-R-14555/54  IH  29  Mor  89  IH 

MIL-R-14555/55  IH  29  Mor  89  IH 

MIL-R-14555/57  IH  29  Mor  89  IH 

MIL-R-14555/58  IH  29  Mor  89  IH 

MIL-R-14555/70  IH  29  Mor  89  IH 

MIL-R-1455S/15  IH  29  Mor  89 

MIL-R-14555/17  IH  29  Mor  89 

MIL-R-14555/18  IH  29  Mor  89 

MIL-R-14555/19  IH  29  Mor  89 

MIL-R-14555/20  IH  29  Mor  89 

MIL-R-14555/21  IH  29  Mor  89 

MIL  R-14555/24  IH  29  Mor  89 

MIL-R-M555/25  IH  29  Mor  89 

MIL-R-14555/25  IH  29  Mor  89 

MIL-R- 14555/28  IH  29  Mor  89 

MIL-R- 14555/29  IH  29  Mor  89 

MIL-R-14555/30  IH  29  Mor  89 

MIL-R-14555/31  IH  29  Mor  89 

MIL-R-14555/32  IH  29  Mor  89 

MIL-R-14555/33  IH  29  Mor  89  IH 

MIL-R-14555/34  IH  29  Mor  89  IH 

MIL-R-14555/35  IH  29  Mor  89  iH 

MIL-R-14555/35  IH  29  Mor  89  IH 

MIL-R-14555/37  IH  29  Mor  89  IH 

MIL-R-1 1589/331  IH  17  Mor  88  IH 

MIL-R-1 1589/333  IH  27  Jun  88  II 
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DOCUMENT 


ESC 

TITLE 

NUMBER 

PREP 

DATE 

CUSTODIAN 

8455 

Ribbon,  African  Slave  Palrol  REV*CT . . . . . 

MIL-R-)1S89/186A 

IH 

28  Feb 

86 

IH 

NU 

8455 

Ribbon,  Air  Force  Achievement  Medo)  USER-45  REV-82  99  CT . 

MIL-R-n589/274A 

IH 

28  Feb 

86 

IH 

11 

8455 

Ribbon,  Air  Force  Outttonding  Civllion  Career  Service  Award  i*SER-45  REV-99 

CT 

Ribbon,  Air  Force  Training  USER-4S  REV-82  99  CT . 

MIL-R-11589/292A 

IH 

28  Feb 

86 

IH 

n 

8455 

Mll-R-1 1S89/275A 

IH 

28  Feb 

86 

IH 

11 

8455 

Ribbon,  Air  Force  Recognition . 

MIL-R-11S89/276A 

IH 

28  Feb 

86 

IH 

11 

8455 

Ribbon,  Air  Fore#  O»,rjto»  USER-45  REV-99  82  CT . 

MIL-R-11589/277A 

IH 

28  Feb 

86 

IH 

r. 

8455 

Ribbon,  Air  Force  Overseas,  With  Short  Tour  Designation  USER-45  REV-d2  99 

CT 

Ribbon,  Air  Force  Commendotion  Medal  USER-45  REV-99  82  CT . 

MIL-R-1 1589/2788 

IH 

28  Feb 

86 

IH 

11 

8455 

MIL-R-1 1589/18 

IH 

28  Feb 

86 

IH 

11 

8455 

Ribbon,  Air  Force  Cross  USER-45  REV-99  82  . 

MIL-R-1  >589/28 

IH 

28  Feb 

86 

IH 

11 

8455 

Ribbon,  Air  Force  Longevity  Service  Award  USER-45  REV-99  82  CT . 

MIL-R-1 1589/38 

IH 

28  Feb 

86 

IH 

11 

8455 

Ribbon,  Air  Force  Outstonding  Unit  Aword  USER-45  REV-99  82  CT . 

MIL-R-1 1589/48 

IH 

28  Feb 

86 

IH 

11 

8455 

Ribbon,  Air  Force  Small  Arms  Marksmonship  USER-45  REV-99  82  CT  . 

MIL-R-1 1589/58 

IH 

28  Feb 

86 

IH 

11 

8455 

Ribbon,  Air  Medol  USER-CG  45  REV  MC  NU  99  82  CT . 

MIL-R-1 1589/78 

IH 

28  Feb 

86 

IH 

NU 

11 

8455 

Ribbon,  Airmon  S  Mtdol  USER-45  REV-99  82  CT . 

MIL-R-1 1589/68 

IH 

28  Feb 

86 

IH 

11 

8455 

Ribbon,  American  Campaign  USER-CG  45  REV-MC  NU  99  82  CT . 

MIL-R-1 1589/9C 

IH 

20  Aug 

86 

IH 

NU 

11 

8455 

Ribbon,  American  Defense  Service  USER-45  REV-MC  NU  99  82  CT . 

MIL-R-1 1589/108 

IH 

28  Feb 

86 

IH 

NU 

11 

8455 

Ribbon,  Anlorctico  Service  USER-CG  45  REV-MC  NU  99  82  CT . 

MIL-R-1 1589/1 18 

IH 

28  Feb 

86 

IH 

NU 

11 

8455 

Ribbon,  Aptitude  Aword,  NJROTC  REV-CT  . 

MIL-R-1 1589/250A 

IH 

28  Feb 

86 

IH 

NU 

8455 

Ribbon,  Armed  Forces  Expeditionary  USER-CG  MC  45  REV-NU  99  82  CT . 

MIL-R-1 1589/128 

IH 

28  Feb 

86 

IH 

NU 

11 

8455 

Ribbon,  Armed  Force.  Reserve  USER-CG  45  REV-MC  NU  99  82  CT . 

MIL-R-1 1589/138 

IH 

28  Feb 

86 

IH 

NU 

11 

L 

8455 

Ribbon,  Army  Achievement  Medal  REV-CT  . 

MIL-R-1 1589/280A 

IH 

28  Feb 

86 

IH 

L 

8455 

Ribbon,  Army  Commanders  Leodership  Award,  ROTC  REV-CT  . 

MIL.R.n589/194A 

IH 

28  Feb 

86 

IH 

L 

8455 

Ribbon,  Army  NCO  Proffessionol  Development  REV-CT  . 

MIL-R-1 1589/283A 

IH 

28  Feb 

86 

IH 

L 

8455 

Ribbon,  Army  Of  Cubon  Occupation  USER-45  REV-82  99  CT . 

MIL-R-1 1589/148 

IH 

28  Feb 

86 

IH 

11 

8455 

Ribbon,  Army  Of  Occupation  Of  Germony,,  World  Wor  1  REV-MC  NU  99  82 

CT 

Ribbon,  Army  Of  Puerto  Rican  Occupotion  USER-45  REV-82  99  CT . 

MIL-R-1 1589/15C 

IH 

20  Aug 

86 

IH 

NU 

11 

L 

8455 

MIL-R-1 1589/ 168 

IH 

28  Feb 

86 

IH 

n 

L 

8455 

Ribbon,  Army  Oversees  Service  REV-CT  . . . 

MIL-R-1 1589/2B2A 

IH 

28  Feb 

86 

IH 

L 

8455 

Ribbon,  Army  ROTC  Leodership  Aword  REV-CT  . . . . . 

MIL-R-1 1589/ 195A 

IH 

28  Feb 

86 

IH 

L 

8455 

Ribbon,  Army  Reserve  Components  Achievement  Medol  REV-CT . 

MIL-R-1 15B9/196A 

IH 

28  Feb 

86 

IH 

8455 

Ribbon,  Army  Reserve  Compent,overseos  Trolning... . 

MIL-R-1 1589/295A 

IH 

28  Feb 

86 

IH 

8455 

Ribbon,  Army  Service  REV-CT . 

MIL-R-1 1589/281 A 

IH 

28  Feb 

86 

IH 

8455 

Ribbon,  Army  Superior  Unit  Award  REV-CT  . 

MIL-R-1 1589/304 

IH 

03  Jul 

85 

IH 

8455 

Ribbon,  A.iutic-PACIFIC  Compoian  USER-45  REV-MC  99  82  CT . 

MIL-R-1 1589/178 

IH 

28  Feb 

86 

IH 

NU 

11 

L 

8455 

Ribbon,  At  Seq  Cruue,  NJROTC  REV-CT . 

MIL-R-1 1589/256A 

IH 

28  Feb 

86 

IH 

NU 

1 

8455 

Ribbon,  Atlantic  Service.  NOAA  REV-CT . 

MIL-R-1 1589/323 

IH 

02  Feb 

87 

IH 

L 

8455 

Ribbon,  Attachment,  Marksmanship  Ribbon,  (S)  USER-CG  REV-NU  CT . 

MIL-R-41819/32A%m 

IH 

15  Nor 

85 

IH 

NU 

L 

8455 

Rthbon,  Attochment,  Marksmonship  Ribbon  (E)  USER-CG  REV-NU  CT . 

MIL-R-41819/33A 

IH 

15  Nov 

85 

IH 

NU 

L 

8455 

Ribbon,  Aword  For  Volor,  DOT  REV-CT  . 

MIL-R-1 1589/1758 

IH 

28  Feb 

86 

IH 

L 

8455 

Ribbon,  Aword  For  Meritorious  Achievement,  DOT  REV-CT  . . . . . 

MIL-R-1 1589/1768 

IH 

28  Feb 

86 

IH 

L 

8455 

Ribbon,  Aword  For  Outstanding  Achievement,  DOT  REV-CT . 

MIL-R-1 1589/1778 

IH 

28  Feb 

86 

IH 

8455 

Ribbon,  Award  For  Distinguished  Achievement  In  Science,  Novy  REV-NU  CT . 

MIL-R-1 1589/848 

IH 

28  Feb 

86 

IH 

NU 

1 

8455 

Ribbon,  Award  Of  The  President  Of  The  United  States  For  Distinguished 

MIL-R-1 1589/1248 

IH 

28  Feb 

86 

IH 

Federol  Civilion  Service  REV-CT 

8455 

Ribbon,  Awards,  General  Specification  For  USER-CG  SH  45  REV-MC  SA  99  CT 

MIL-R-1 15B9E 

SUPP  1 

IH 

28  Feb 

86 

IH 

NU 

11 

8455 

Ribbon,  Barbary  Wars  REV-CT  . 

MIL-R-1 1589/185A 

IH 

28  Feb 

86 

IH 

NU 

L 

8455 

Ribbon,  Basic  Militorytrainlng,  Honor  Groduote,  Us  Air  Force  USER-45  REV-82 

MIL-R-1 1589/221A 

IH 

28  Feb 

86 

IH 

11 

99  CT 

8455 

Ribbon,  Bronze  Slor  Medol  USER-CG  45  REV-MC  NU  99  82  CT . 

MIL-R-1 1589/188 

IH 

28  Feb 

86 

IH 

NU 

n 

8455 

Ribbon,  Byrd  Antarctic  Expedition  USER-MC  REV-NU  CT . 

MIL-R-l  1589/ 198 

IH 

28  Feb 

86 

IH 

NU 

L 

8455 

Ribbon,  Comp  Commanders  Leadership  Award,  ROTC  REV-CT . 

MIL-R-11589/193B 

IH 

20  Aug 

86 

IH 

8^55 

Ribbon,  Coptoin  Robert  Dexter  Conrad  Award  For  Scientific  Achievement 

MIL-R-1 1589/208 

IH 

28  Feb 

86 

IH 

NU 

REV-NU  CT 

t 

8455 

Ribbon,  Chino  Compoign  REV-CT  . . . 

MIL-R-1 1589/218 

IH 

28  Feb 

86 

IH 

8455 

Ribbon,  China  Relief  Expedition  USER-MC  REV-NU  CT . 

MIL  R-1 1589/228 

IH 

28  Feb 

86 

IH 

NU 

8455 

Ribbon,  Chino  Service  USER-CG  MC  REV-NU  CT . 

MIL-R-1 1589/238 

IH 

28  Feb 

86 

IH 

NU 

L 

8455 

Ribbon,  Chryssoun  Aristion  Andrios  (Brovery  Gold  Medo)  Of  Greece)  REV-CT  ... 

MIL  8-11589/248 

IH 

28  Feb 

86 

IH 

8455 

Ribbon,  Citolion,  USPHS  REV-CT  . 

MIL-R-1 1589/279A 

IH 

28  Feb 

86 

IH 

8455 

Ribbon,  Civil  Wor  Compoign  USER-CG  MC  REV-NU  CT . 

MIL-R-1 1589/258 

IH 

28  Feb 

86 

IH 

NU 

8455 

Ribbon,  Civilian  Aword  For  Valor,  Air  Force  USER-45  REV-99  82  CT . 

MIL-R-1 1589/268 

IH 

28  Feb 

86 

IH 

11 

1 

8455 

Ribbon,  Civilian  Service  Medol,  Osd  REV-CT . 

M1L.R-11589/272A 

IH 

28  Feb 

86 

IH 

8455 

Ribbon,  Civilian  Service  In  Vietnom  Award  REV-MC  NU  99  82  DP  CT . 

MIL-R-1 1589/1628 

IH 

28  Feb 

86 

IH 

NU 

11 

8455 

Ribbon,  Coost  Guard,  Arctic  Service  Medol  REV-CG  CT . . . 

MIL  R-1 1589/232A 

IH 

28  Feb 

86 

IH 

NU 

L 

8455 

Ribbon,  Coost  Guord  Letter  Of  Commendation  USER-CG  REV-CT . 

MIL-R-1 1589/238A 

IH 

28  Feb 

86 

IH 

8455 

Ribbon,  Coost  Guord  Unit  Commendation  REV-CG  CT . 

MIL-R-1 1589/1458 

IH 

28  Feb 

86 

IH 

NU 

8455 

Ribbon,  Coost  Guord  Achievement  Award  USER-CG  REV-NU  CT . . . 

MIL-R-1 1589/1348 

IH 

28  Feb 

86 

IH 

NU 

8435 

Ribbon,  Coosi  Guard  Commenootion  Meo'oi  uSER-CO  R£v  NU  Ll  . 

MIL-K-liaby/2/L 

IM 

28  F-eb 

86 

IH 

NU 

8455 

Ribbon,  Coast  Guard  Distinguished  Service  USFR-CG  REV-NU  CT . 

MIL-R-1 1589/288 

IH 

28  Feb 

86 

IH 

NU 

8455 

Ribbon,  Coast  Guard  Expert  Pistol  Shot  USER-CG  REV-NU  CT . 

MIL-R-1 1589/298 

IH 

28  Feb 

86 

IH 

NU 

8455 

Ribbon,  Coast  Guard  Expert  Rifleman  REV-NU  CT . . . . . . . . 

MIL-R-1 1589/308 

IH 

28  Feb 

86 

IH 

NU 

8455 

Ribbon,  Coost  Guard  Good  Conduct  USER-CG  REV-CT . . . 

MIL-R-1 1589/318 

IH 

28  Feb 

86 

IH 

NU 

8455 

Ribbon,  Coast  Guord  Medol  USER-CG  REV-NU  CT  . 

MILR-11589/32C 

IH 

20  Aug 

86 

IH 

NU 

8455 

Ribbon,  Color  Guord,  NJROTC  REV-CT  . 

MIL-R-1 1589/ 259A 

IH 

28  Feb 

86 

IH 

NU 

8455 

Ribbon,  Combat  Action  REV-MC  NU  CT . 

MiL-R-1 1589/1718 

IH 

28  Feb 

86 

IH 

NU 

L 

8455 

Ribbon,  Combat  And  Expert  Infontry  REV-CT  . 

MIL-R-1 1589/338 

IH 

28  Feb 

86 

IH 

L 

8455 

Ribbon,  Combot  And  Expert  Medicol,  Army  REV-DP  CT . 

MIL-R-1 1589/87C 

IH 

28  Feb 

86 

IH 

8455 

Ribbon,  Combat  Reodmess,  Air  Force  USER-45  REV-99  82  CT . 

MIL-R-1 1589/348 

IH 

28  Feb 

86 

IH 

11 

8455 

Ribbon,  Command  Civilian  Aword  For  Valor,  Air  Force  USER‘45  REV-99  82  CT.. 

MIL-R-1 1589/358 

IH 

28  Feb 

86 

IH 

11 

8455 

Ribbon,  Commandant  S  Aword,  U.S.  Coast  Guord  (For  Reserve  Guidon) 

MIL-R-1 1589/368 

IH 

28  Feb 

86 

IH 

NU 

USER.CG  REV-NU  DP  CT 
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L 

I 

L 

I 

I 


I 

L 

L 

L 

L 

L 

L 


L 


L 

L 

I 

L 

L 

L 
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L 

L 

L 

L 

L 

L 


I 


I 

L 

L 

L 

L 

L 

L 

L 

L 


L 


L 


L 
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fSC  TITLE 


8455  Ribbon,  Commondtr  S  Aword  For  Public  Service,  Army  REV*CT . . . 

8455  Ribbon,  Commondert  Aword  For  Civilian  Service,  U.s.  Army  REV>CT . 

6455  Ribbon,  Commendation  Unit,  USPHS  REV-CT  . . . 

8455  Ribbon,  Commendation  Medol,  USPHS  REV-CT . 

8455  Ribbon,  Commendotion  Medol,  Army  REV-CT . 

8455  Ribbon,  Community  Service,  NJROTC  REV-CT  . 

8455  Ribbon,  Congrestionol  Spoce  Medal,  NASA  USER-NA  REV-CT . . . 

8455  Ribbon,  Croix  De  Guerre,  Belgion  REV-99  82  CT . 

8455  Ribbon,  Croix  De  Guerre.  French,  World  War  I  USER-45  REV-MC  NU  99  82  CT 

8455  Ribbon,  Croix  De  Guerre,  French,,  World  War  II  USER-CG  45  REV-MC  NU  99 

82  CT 

8455  Ribbon,  Croix  De  Guerre,  Luxembourg  REV-CT . 

8455  Ribbon,  Cubon  Pacification  USER-MC  REV-NU  CT  . 

8455  Ribbon,  Decorotion,  Atr  Reserve  Forces  Meritorious  Service  Aword  USER-4d 
REV-99  82  CT 

8455  Ribbon,  Decorotion.  Medal  Of  Valor,  Choploin,  Army  REV-CT . 

8455  Ribbon,  Decoration,  Commendable  Service  Medal,  Uniformed  Services, 

University  Of  The  Health  Sciences  REV-CT 

8455  Ribbon,  Decorotion,  Outstonding  Service  Medol,  Uniformed  Services,  University 
Of  The  Heolth  Sciences  USER  OS  REV-CT 

8455  Ribbon,  Decorotion,  Exceptional  Service  Medal,  Uniformed  Services  University 
Of  The  Health  Sciences  RFV-CT 

8455  Ribbon,  Decoration,  Distinguished  Service  Medol,  Uniformed  Services  University 
Of  The  Heolth  Sciences  REV-CT 

6455  Ribbon,  Defense  Meritorious  Service  Medol  REV-CT . 

8455  Ribbon,  Defense  Distinguished  Service  Medol  REV-CT . 

8455  Ribbon,  Defense  Superior  Service  Medal  REV  CT  . 

8455  Ribbon,  Defense  Intelligence  Agency  Directors  Award  REV-CT  . 

8455  Ribbon,  Deportment  Of  Commerce  Gold  Meo'ol  REV-CT . 

6455  Ribbon,  Deportment  Of  The  Army  Civilion  Award  For  Humonitorion  Service 
REV-CT 

8455  Ribbon,  Deportment  Of  Commerce  Bronze  Medal  REV-CT  . 

8455  Ribbon,  Deportment  Of  Commerce  Bronze  Model  REV-CT  . .... 

8455  Ribbon,  Dewey  Medal  USER-MC  CG  REV-NU  CT . 

8455  Ribbon.  Distinguished  Civilon  Service.  0.0. D  REV-CT . 

8455  Ribbon,  Distinguished  Service  Medal,  USHPS  REV-CT . 

8455  Ribbon,  Distinguished  Service  Medol,  Merchont  Morine . . 

8455  Ribbon,  Distinguished  Coreer  Service  Award,  A.I.O.,  Dept  Of  Stole  REV-CT . . 

8455  Ribbon,  Distinguished  Public  Service  Medoi,  Noto  REV-CT . 

8455  Ribbon,  Distinguished  Codet,  NJROTC  REV-CT . 

8455  Ribbon.  Distinguished  Service  Medal,  fEMA  REV-CT . 

8455  Ribbon,  Distinguished  Coreer  Service  Aword,  EPA  REV-CT . 

6455  Ribbon,  Distinguished  Service  Medol,  OCAA  REV-CT  . 

8455  Ribbon,  Distinguished  Civilion  Service,  Navy  REV-NU  CT . 

8455  Ribbon,  Distinguished  Civilian  Service,  Non-CiVIl  Service,  Army  REV-CT . 

8455  Ribbon,  Distinguished  Flying  Cross  USER-CG  45  REV-MC  NU  W  82  DP  CT . 

8455  Ribbon.  Distinguished  Public  Service,  D.O.O  REV-CT . 

8455  Ribbon,  Distinguished  Public  Service.  i'4avy  REV-NU  CT  . 

8455  Ribbon,  Distinguished  Service  Cross,  Army  REV-CT . . . . . . 

8455  Ribbon,  Distinguished  Service.  Air  Force  USER-45  REV-99  82  CT . 

8455  Ribbon,  Distinguished  Service,  Army  REV-CT . . . 

8455  Ribbon,  Distinguished  Service,  NASA  REV-CT . . 

8455  Ribbon,  District  Award.  U.S.  Coost  Guard  (For  Reserve  Guidon)  REV-CG  NU 
OP  CT 

8455  Ribbon,  Dominicon  Compoign  USER-MC  REV-NU  CT  . 

8455  Ribbon,  Drill  Team,  NJROTC  REV-CT . . . 

8455  Ribbon,  Europeon-AFRICAN-MIDDIE  Eastern  Campaign  USER-CG  45  REV-MC 
NU  99  82  CT 

6455  Ribbon,  Exceptionol  Bravery,  NASA  REV-CT, . 

8455  Ribbon,  Exceptional  Service  Award,  EPA  REV-CT . . . 

8455  Ribbon,  Exceptional  Civilian  Service,  OIA  REV-CT . 

8455  Ribbon,  Exceptional  Service  Medol,  NASA  REV-CT . . . . . . . . 

8455  Ribbon,  Exceptionol  Civilian  Serv.ce,  ONA  REV-CT . 

8455  Ribbon,  Exceptionol  Civilian  Service,  Air  Force  USER-45  REV-99  82  CT . 

8455  Ribbon,  Exceptionol  Civilion  Service,  Army  REV-CT . 

8455  Ribbon,  Exceptionol  Civilion  Service,  Dio  REV-CT . 

8455  Ribbon,  Exceptionol  Civilion  Service,  Nso  REV-CT . . 

8455  Ribbon,  Exceptional  Scientific  Achievement,  NASA  REV.CT  . 

8455  Ribbon,  Exemplary  Conduct,  NJROTC  REV-CT  . 

8455  kiboon,  Cxemplory  Persona!  Appeoronce,  NjROTC  REV'-CT . 

8455  Ribbon,  Federol  Avlotion  Administrotionoword  For  Valor  REV-CT . 

8455  Ribbon,  Federol,  Stote,  City,  Or  Other  Governmental  Aword,  U.S.  Coost  Guord 
(For  Reserve  Guidon)  USER-CG  REV-NU  CT 

6455  Ribbon,  Foreign  Service,  USPHS  REV-CT... . . . . . . . . 

8455  Ribbon,  French  Medoilfe  Militoire  USER-NU  MC  REV-NU  MC  CT . . . 

8455  Ribbon,  French  Novol  War  USER-NU  REV-CG  MC  OP  CT  . . 

8455  Ribbon,  Gold  Life-soving  Medal,  Coost  Guard  USER-CG  REV-CG  NU  DP  CT  .... 

8455  Ribbon,  Good  Conduct,  Air  Force  USER.45  REV.99  82  CT . . 

8455  Ribbon,  Good  Conduct,  Army  REV-CT . 

8455  Ribbon,  Good  Conduct,  Marine  Corps  REV-MC  NU  CT  . 

8455  Ribbon,  Good  Conduct,  Novy  USER-MC  REV-NU  CT . . . . . 

8455  Ribbon,  Hoition  Compoign  REV  MC  NU  CT . . . 

8455  Ribbon,  Hozordous  Duty,  USPHS . . . . .  .... 


DOCU.A‘.NT 


NUMI.':< 

PREP 

Mll.-R-llS89/i9U 

IH 

Mll.R-n589/2jlB 

IH 

Mll-R-1 1589/242A 

IH 

MILR.  11589/277 

IH 

MIL'R  11589/378 

IH 

MIL-R-11589/2aA 

IH 

MIl-R-l  1589/1808 

IH 

Mll-R-1 1589/383 

IH 

MIL-R-1 1589/398 

IS 

Mll-R-1 1581/408 

IH 

Mll-R-1 1589/418 

IH 

Mll-R-1 1589/428 

IH 

Mll-R-1 1589/8C 

IH 

Mll-R-1 1589/303 

IH 

Mll-R-1 15B9/284A 

IH 

Mll-R-1 1589/285A 

IH 

Mll-R-1 1589/237A 

IH 

Mll-R-1 1589/238A 

IH 

Mll-R-1 1589/234A 

IH 

Mll-R-1 1589/1828 

IH 

Mll-R-1 15S9/220A 

IH 

Mll-R-1 1589/302 

IH 

Mll-R-1 1589/307 

IH 

Mll-R-1 1589/317 

m 

Mll-R-1 1589/308 

IH 

Mll-R-1 1589/309 

IH 

Mll-R-1 1589/438 

IH 

Mil  R-1 1589/448 

IH 

Mll-R.l  1589/298 

IH 

MIL-R-1  1589/326 

IH 

Mll-R-1 1589/225A 

IH 

Mll-R-1 1589/1638 

IH 

Mll-R-1 1589/248A 

IH 

Mll-R-1 1589/203C 

IH 

Mll-R-1 1589/201A 

IH 

Mll-R-1 1589/1598 

IH 

Mll-R-1 1589/458 

IK 

Mll-R-1 1589/468 

•H 

Mll-R-1 1589/478 

IH 

Mll-R-1 1589/488 

IH 

Mll-R-1 1589/498 

IH 

Mll-R-1 1589/508 

IH 

Mll-R-1 1589/518 

m 

Mll-R-1 1589/528 

IH 

Mll-R-1 1589/53C 

IH 

Mll-R-1 1589/55C 

IH 

Mll-R-1 1589/568 

IH 

Mll-R-1 1589/260A 

IH 

Mll-R-1 1589/578 

IH 

Mll-R-1 1589/58C 

IH 

Mll-R-1 1589/198A 

IH 

Mll-R-1 1589/1838 

IH 

Mll-R-1 1589/164C 

IH 

Mll-R-1 1589/165C 

IH 

Mll-R-1 1589/598 

IH 

Mll-R-1 1589/608 

IH 

Mll-R-1 1589/61C 

IH 

Mll-R-1 1589/62D 

IH 

Mll-R-1 1589/638 

IH 

Mll-R-1 1589/251A 

IH 

p  11589^252^ 

IM 

Mll-R-1 1589/1698 

IH 

Mll-R-1 1589/648 

IH 

Mll-R-1 1589/245A 

IH 

MIL-R-1 1589/658 

IH 

Mll-R-1 1589/1688 

IH 

MIL-R-1 1589/668 

IH 

Mll-R-1 1589/678 

IH 

Mll-R-1 1589/688 

IH 

MIL-R-1 1589/698 

IH 

Mll-R-1 1589/708 

IH 

Mll-R-1 1589/718 

IH 

MIL-R-1 1589/244A 

IH 

DATE  CUSTODIAN 


28 

Feb 

86 

IH 

16 

Jon 

87 

IH 

28 

Feb 

86 

IH 

26 

Oct 

84 

IH 

28 

Feb 

86 

IH 

28 

Feb 

86 

IH 

NU 

28 

Feb 

86 

IH 

28 

Feb 

86 

IH 

11 

28 

Feb 

86 

IH 

NU 

11 

28 

Feb 

86 

IH 

NU 

11 

28 

Feb 

86 

IH 

28 

Feb 

86 

IH 

Nil 

28 

Feb 

86 

IH 

11 

10 

Jun 

85 

m 

28 

Feb 

86 

IH 

28 

Feb 

86 

IH 

28 

Feb 

86 

IH 

28 

• 

cr 

86 

IH 

28 

F«b 

86 

IH 

28 

Feb 

86 

IH 

28 

Feb 

86 

IH 

08 

Moy 

85 

IH 

07 

Ocl 

85 

IH 

08 

Oct 

86 

IH 

07 

Ocl 

85 

IH 

07 

Ocl 

85 

IH 

28 

Feb 

86 

IH 

NU 

28 

Feb 

86 

IH 

26 

Ocl 

84 

IH 

26 

Jun 

87 

IH 

28 

Feb 

86 

IH 

20 

Feb 

86 

'H 

28 

Feb 

86 

>H 

NU 

28 

Feb 

86 

IH 

28 

Feb 

36 

IH 

28 

Feb 

86 

IH 

28 

Feb 

86 

IH 

NU 

28 

Feb 

86 

IH 

28 

Feb 

86 

IH 

NU 

i; 

28 

Feb 

86 

IH 

28 

Feb 

86 

IH 

NU 

28 

Feb 

86 

IH 

28 

Feb 

86 

IH 

11 

28 

Feb 

86 

IH 

28 

Feb 

86 

IH 

20 

Au0 

86 

IH 

NU 

28 

Feb 

86 

IH 

NU 

28 

Feb 

86 

IH 

NU 

28 

Feb 

86 

IH 

NU 

11 

28 

Feb 

86 

IH 

28 

Feb 

86 

IH 

28 

Feb 

86 

IH 

28 

Feb 

86 

IH 

28 

Feb 

86 

IH 

28 

Feb 

86 

IH 

11 

28 

Feb 

86 

IH 

28 

Feb 

86 

IH 

20 

Aug 

86 

IH 

28 

Feb 

86 

IH 

28 

Feb 

86 

IH 

NU 

28 

P*b 

RA 

IH 

Nil 

28 

Feb 

86 

IH 

28 

Feb 

86 

IH 

NU 

28 

Feb 

86 

IK 

28 

Feb 

86 

IH 

NU 

28 

Feb 

86 

IH 

NU 

28 

Feb 

86 

IH 

NU 

28 

Feb 

86 

IH 

11 

28 

Feb 

86 

IH 

28 

Feb 

86 

IH 

NU 

28 

Feb 

86 

IH 

PE 

28 

Feb 

86 

IH 

PE 

28 

Feb 

86 

IH 

668 


FSC  LISTING 


DOCUMENT 


fSC 

TITLE 

NUMBER 

PREP 

DATE 

CUSTODIAN 

8485 

Ribbon,  Honor  Cadet,  NJROTC  REV-CT . 

MIL-R-1 1589/249A 

IH 

28  Ftb 

86 

IH 

NU 

L 

8455 

Ribbon,  Honor  Unit,  JROTC,  Clots  HS  REV-CT . . . 

MIL-R-n589/228A 

tH 

28  Ftb 

86 

IH 

L 

8455 

Ribbon,  Honor  Unit,  JROTC,  Clotj  Ml  REV-CT . 

MIL-R-1 1589/229A 

IH 

28  F«b 

86 

IH 

L 

8455 

Ribbon,  Honor  Unit,  NDCC  REV-CT . 

MIL-R-1 1589/230A 

IH 

28  Ftb 

86 

IH 

L 

8455 

Ribbon,  Honor  Units  ROTC  (Junior  Division)  REV-CT  . 

MIL-R-1 1589/72b 

IH 

28  Ftb 

86 

IH 

L 

8455 

Ribbon,  Honor  Unit  ROTC  (Militory  School  Division)  REV-CT . 

MIL-R-1 1589/73C 

IH 

28  Ftb 

86 

IH 

L 

8455 

Ribbon,  Honor  Unit  ROTC  (NDCC  School)  REV-CT . 

MIL-R-1 1589/74C 

IH 

28  Ftb 

86 

IH 

8455 

Ribbon,  Humonitorion  Service  Medol  USER‘45  REV -82  99  CT . 

Mtl-R-11589/233A 

IH 

28  Ftb 

86 

IH 

11 

8455 

Ribbon,  Indian  Campaign,  Army  •  Indion  War,  Marine  Corps  USER-MC  REV-NU 

Mll-R-1 1589/758 

IH 

28  Ftb 

86 

IH 

NU 

DP  CT 

8455 

Ribbon,  Infantry  Streamers,  Army  REV-CT . .  . . .  .... 

MIL-R-1 1589/305 

IH 

03  Jul 

85 

IH 

t 

6455 

Ribbon.  International  Duty  Service,  NOAA  REV-C' . . . . . 

MIL-R-1 1589/320 

IH 

02  Ftb 

87 

IH 

L 

8455 

Ribbon,  Isoloted/hordship,  USPHS  REV-CT . 

MIL-R-1 1589/243A 

IH 

28  Ftb 

86 

IH 

L 

8455 

Ribbon,  Itolion  Croce  Al  Merito  Di  Guerre  REV-CT . . . 

MIL-R-1 1589/768 

IH 

28  Ftb 

86 

IH 

L 

8455 

Ribbon,  Joint  Meritorious  Unit  Award,  OOD  REV-CT . 

MIL-R-1 1589/289A 

IH 

28  Ftb 

86 

IH 

8455 

Ribbon,  Joint  Service  Achievement  Medal,  DOD . . . . . 

MIL-R-1 1589/293A 

IH 

28  Ftb 

86 

IH 

8455 

Ribbon,  Joint  Service  Commendation  Medal  USER  4$  REV-MC  NU  99  82  CT  — 

MIL-R-1 1589/778 

IH 

28  Ftb 

86 

IH 

11 

8455 

Ribbon,  Koreon  Service  USER-MC  NU  45  REV-MC  99  82  DP  CT . 

MIL-R-1 1589/788 

IH 

28  Ftb 

86 

IH 

NU 

11 

8455 

Ribbon,  Latin  Amencon  Campoigns  REV-CT . 

MIL-R-1 1589/188A 

IH 

28  Ftb 

86 

IH 

NU 

8455 

Ribbon,  Leading  Platoon  Award,  Coost  Guard  (Reserve  Guidon)  USER-CG 

MIL-R-1 1589/798 

IH 

28  Ftb 

86 

IH 

NU 

REV-CG  NU  CT 

8455 

Ribbon,  legion  01  Mem  USER-CG  MC  NU  45  REV-CG  MC  99  82  CT . 

MIL-R-1 1589/808 

IH 

28  Ftb 

86 

IH 

NU 

11 

8455 

Ribbon,  Marine  Corps  Expeditionory  Medol  REV-MC  NU  CT  . . 

MIL-R-1 1589/818 

IH 

28  Ftb 

86 

IH 

NU 

8455 

Ribbon,  Marine  Corpj  Reierve  USER-MC  REV-MC  NU  CT . 

MIL-R-1 1589/828 

IH 

28  Ftb 

86 

IH 

NU 

8455 

Ribbon,  Medal  For  Humone  Action  USER-NU  45  REV-MC  NU  99  82  CT . 

MIL-R-1 1589/858 

IH 

28  Ftb 

86 

IH 

NU 

11 

8455 

Ribbon,  Medol  For  Heroiim,  ROTC  USER-45  REV-99  82  CT . 

MIL-R-1 1589/1578 

IH 

28  Ftb 

86 

IH 

11 

8455 

Ribbon,  Medal  For  Merit  USER-45  REV-MC  NU  99  82  CT . 

MIL-R-1 15898/86A 

IH 

28  Ftb 

86 

IH 

NU 

11 

8455 

Ribbon,  Medol  Of  Honor  USER-MC  CG  45  REV-MC  NU  99  82  DP  CT . 

MIL-R-1 1589/83C 

IH 

28  Ftb 

86 

IH 

NU 

11 

8455 

Ribbon,  Medal  Of  Freedom  USER  45  REV-MC  NU  99  82  CT . 

Mll-R-1 1589/1618 

IH 

28  Ftb 

86 

IH 

NU 

11 

8455 

Ribbon,  Medicol  Unit  Streamers,  Army  REV-CT . 

MIL-R-1 1589/306 

IH 

03  Jul 

85 

IH 

L 

8455 

Ribbon,  Meritorious  Service  Medol,  USPHS  REV-CT . . . 

MIL-R-1 1589/296 

IH 

26  Oct 

84 

IH 

L 

8455 

Ribbon,  Meritorious  Service  Award,  DCAA  REV-CT  . 

MIL-R-1 1589/1608 

IH 

28  Ftb 

86 

IH 

8455 

Ribbon,  Meritorious  Unit  Commendation,  Coast  Guord  USER-CG  REV-CG  NU 

CT 

Ribbon,  Meritorious  Service  Medal  USER-CG  45  REV-MC  NU  99  82  CT . 

Mll-R-1 15B9/205A 

IH 

28  Ftb 

86 

IH 

NU 

8455 

Mll-R-1 1589/1728 

IH 

28  Ftb 

86 

IH 

NU 

11 

1 

8455 

Ribbon,  Meritorious  Service  Medol,  Merchant  Marine . . .  . 

Mll-R-1 1589/325 

IH 

26  Jun 

87 

IH 

L 

8455 

Ribbon,  Meritorious  Civilion  Service,  Ono  REV-CT. . . . 

M;1-R-11S89/166C 

IH 

28  Ftb 

86 

IH 

8455 

Ribbon.  Meritorious  Unit  Commendation,  Navy  USER'CG  REV-MC  NU  CT . 

MIL-R.11589/167C 

IH 

28  Ftb 

86 

IH 

NU 

8455 

Ribbon,  Meritorious  Civilion  Service,  Air  Force  USER*45  REV-99  82  CT . 

MIL-R-1 1589/ 1568 

IH 

28  Ftb 

86 

IH 

11 

L 

8455 

Ribbon,  Meritorious  Civilian  Service^  OIA  REV-CT . 

Mll-R-1 1589/1848 

IH 

28  Ftb 

86 

IH 

8455 

Ribbon,  Meritorious  Civilian  Service  Aword,  Navy  REV-NU  CT . 

MIL-R-1 1589/235A 

IH 

28  Ftb 

86 

IH 

NU 

8455 

Ribbon,  Meritorious  Acheivement.nJROTC  REV-CT . . . 

Mll-R-1 1589/247A 

IH 

28  Ftb 

86 

IH 

SA 

1 

8455 

Ribbon,  Meritorious  Civilian  Service,  DIa  REV-CT . 

MIL-R-1 1589/88C 

IH 

28  Ftb 

86 

IH 

L 

8455 

Ribbon,  Meritorious  Civilian  Service,  O.S.D  USER-OS  REV-CT . . . . . 

Mll-K-1 1589/898 

IH 

28  Ftb 

86 

IH 

L 

8455 

Ribbon,  Meritorious  CIVILIAN  Service.  Civil  Service,  Army  REV-CT  . . . 

MIL-R-1 1589/908 

IH 

28  Ftb 

86 

IH 

8455 

Ribbon.  Meritorious  Unit  Commendotion,  Army  USER-4S  REV-99  82  CT . 

MIL-R-1 1589/928 

IH 

28  Ftb 

86 

IH 

11 

8455 

Ribbon,  Mexican  Border  Service  USER-45  REV-99  82  CT . 

Mll-R-1 1589/938 

IH 

28  Ftb 

86 

IH 

11 

8455 

Ribbon.  Mexican  Service  REV-MC  99  DP  CT . . . 

Mll-R-1 1589/948 

IH 

28  Ftb 

86 

IH 

PE 

n 

8455 

Ribbon,  Moxicon  Wor  USER-MC  REV-MC  NU  CT . 

MIL-R-1 1589/958 

IH 

28  Ftb 

86 

IH 

NU 

L 

6455 

Ribbon,  Militory  Order  Of  William  REV-CT . 

MIL-R-1 1589/968 

IH 

28  Ftb 

86 

IH 

L 

8455 

Ribbon,  Militory  Prof'ciency  Award,  ROTC  REV-CT . 

Mll-R-1 1589/190A 

IH 

28  Ftb 

86 

IH 

8455 

Ribbon,  Mini  Boot  Camp,  NJROTC  REV-CT  . 

Mll-R-1 1589/253A 

IH 

28  Ftb 

86 

IH 

NU 

L 

8455 

Ribbon,  Mobile  Duly  Service,  NOAA  REV  CT  . . . .  .. 

MIL-R-1 1589/321 

IH 

02  Ftb 

87 

IH 

8455 

Ribbon,  Multinotionol  Force  And  Observers  USER-CG  45  REV-MC  82  99  CT . 

Mll-R-1 1589/334 

IH 

24  Oct 

88 

IH 

NU 

n 

8455 

Ribbon,  Notional  Intelligence  Distinguished  Service  Medol  USER-45  REV-NU  82 

99  CT 

Ribbon,  Notional  Intelligence  Medal  Of  Achievement  USER-45  REV-NU  99  82 

CT 

Ribbon,  Notionol  Oceonic  And  Atomspheric  Administrotion  Unit  Citotion 

MIL-R-1 15B9/224A 

IH 

28  Ftb 

86 

IH 

NU 

11 

8455 

Mll-R-1 15B9/226A 

IH 

28  Ftb 

86 

IH 

NU 

11 

L 

8455 

MIL-R-1 1589/206A 

IH 

28  Ftb 

86 

IH 

REV-CT 

L 

8455 

Ribbon,  Notional  Oceanic  8i  Atmospheiic  Administration  Administrotors  Award 

Mll-R-1 1589/2078 

IH 

28  Ftb 

86 

IH 

USER-DP  REV-CT 

L 

8455 

Ribbon,  Notional  Oceonic  And  Atmospheric  Administration  Junior  Officer  Of 

Mll-R-1 1589/2088 

IH 

28  Ftb 

86 

IH 

The  Yeor  Award  REV  CT 

8455 

Ribbon,  Notional  Defense  Service  USER-CG  MC  NU  45  REV-MC  CO  99  82  CT 

Mll-R-1 1589/978 

IH 

28  Ftb 

86 

IH 

NU 

11 

8455 

Ribbon,  Naval  Reserve  USER-NU  REV-NU  CT . 

Mll-R-1 1589/988 

IH 

28  Feb 

86 

IH 

NU 

8455 

Ribbon,  Novol  Reserve  Sec  Service  REV-MC  CT . 

Mll-R-1 1589/327 

IH 

03  Sep 

87 

IH 

NU 

8455 

Ribbon.  Novoi  Reserve  Meritorious  Service  USER-NU  REV-NU  CT  . 

Mll-R-1 1589/998 

IH 

28  Feb 

86 

IH 

NU 

8455 

Ribbon,  Naval  Science  IV  Honor  Platoon,  NJROTC  KEV-CT . . 

MIL-R-11589/254B 

IH 

28  Ftb 

86 

IH 

NU 

8455 

Ribbon,  Novol  Science  Hi  Honor  Platoon,  NJROTC  REV-CI  . 

Mll-R-1 15B9/255A 

IH 

28  Feb 

86 

IH 

NU 

8455 

Ribbon,  Novol  Science  It  Honor  Platoon,  NJROTC  REV-CT . 

MIL-R-1 1589/256A 

IH 

28  Ftb 

86 

IH 

NU 

8455 

Ribbon,  Novol  Science  1  Honor  Plotoon,  NJROTC  REV-CT . 

MIL-R-1 1589/257A 

IH 

28  Ftb 

86 

IH 

NU 

8455 

Ribbon,  Novy  &  Marine  Corps  Sea  Service  Deployment  REV  NU  MC  CT . 

Mll-R-1 1589/273A 

IH 

28  Ftb 

86 

IH 

NU 

8455 

Ribbon,  Novy  ,  E,  REV  NU  CT . 

MIL-R01S89/227B 

IH 

28  Ftb 

86 

IH 

NU 

8455 

Ribbon,  Novy  Achievement  Medol  REV-MC  NU  CT... . 

MIL-R-1 1589/1338 

IH 

28  Ftb 

86 

IH 

NU 

8455 

Ribbon,  Novy  And  Monne  Corps  Medol  REV-MC  NU  CT . 

Mll-R-1 1589/1068 

IH 

28  Feb 

86 

IH 

NU 

8455 

Ribbon,  Novy  Arctic  Service  REV-Cf . . . 

Mll-R-1 1589/318 

IH 

09  Ocl 

86 

IH 

NU 

8455 

Ribbon,  Novy  Commendation  Medol  USER-MC  NU  REV-MC  NU  OP  CT . 

MIL-R-1 1589/1008 

IH 

28  Feb 

86 

IH 

PE 

8455 

Ribbon,  Nevy  Cro».  USER-MC  NU  REV-MC  NU  CT . 

MIL-R-1 1589B/I01A 

IH 

28  Feb 

86 

IH 

NU 

8455 

Ribbon,  Novy  Distinguished  Service  Medal  REV-MC  NU  CT . 

MIL-R-1 1589/102C 

IH 

28  Ftb 

86 

IK 

NU 

8455 

Ribbon,  Novy  Expeditionary  REV-NU  CT . 

MIL-R-1 1589/1038 

IH 

28  Ftb 

86 

IH 

NU 

8455 

Ribbon,  Novy  Expert  Pistol  Shot  REV-NU  CT  ..  . . 

Mll-R-1 1589/1048 

IH 

28  Feb 

86 

IH 

NU 

8455 

4{ibbon,  Novy  Expert  Rillemon  REV-CT  . . . 

MIL-R-1 1589/1058 

IH 

28  Ftb 

86 

IH 

NU 

889 


FSC  LISTiNG 


I 

L 

L 


I 

L 

L 

L 

L 

L 

L 

L 

L 


L 

L 

I 


I 


L 


I 

L 

L 

L 

L 

L 

t 

L 

L 

L 


t 


L 


DOCUMENT 


FSC 

TITLE 

NUMBER 

PREP 

DATE 

CUSTODIAN 

84SS 

Ribbon,  Navy  Fleet  Marine  Force  Service  REV*CT . 

MIL-R-n589/294A 

IH 

28  Feb 

86 

IH 

NU 

84S5 

Ribbon,  Novy  Superior  Civilian  Service  Award  USER*NU  REV*NU  CT  . 

Ma-R-11589/174B 

IH 

28  Feb 

86 

IH 

NU 

84SS 

Ribbon,  Novy  Unit  Commendotion  REV>MC  CG  NU  CT  . . . 

MIL-R-11589/I07C 

IH 

28  Feb 

86 

IH 

NU 

8455 

Ribbon,  Netherlandi  Orange  Lonyard  USER>45  REV>99  62  CT  . . 

MIL-R-1 1589/1 108 

IH 

28  Feb 

86 

IH 

11 

8455 

Ribbon,  Nicaraguon  Campaign  REV-MC  NU  CT  . . . . . . . 

MIL-R-1 1589/1 118 

IH 

28  Feb 

86 

IH 

NU 

8455 

Rtbbon,  Noao  Corps  Commendotion  Medal  REV-CT  . . 

MIL-R-1 1589/310 

IH 

24  Jon 

86 

IH 

8455 

Ribbon,  Noao  Corps  Directors  Ribbon  REV*CT  . . . . . 

Mll-R-1 1589/312 

IH 

24  Jon 

86 

IH 

8455 

Ribbon,  Noao  Speciol  Achievement  Award  REV*CT . . . 

MIL-R-1 1589/311 

IH 

24  Jan 

86 

IH 

8455 

Ribbon,  Noncommissioned  Officer  Academy  Groduote  USER*45  REV*99  82  CT.. 

MIL-R-1 1589/1098 

IH 

28  Feb 

86 

IH 

11 

8455 

Ribbon,  Occupation  Army  Of  8t  Novy  Occupation  Service,  World  Wor  ii 

MIL-R-1 1589/1 128 

IH 

28  Feb 

86 

IH 

NU 

n 

USER-MC  CG  45  REV-NU  99  82  CT 

8455 

Ribbon,  Operations  Against  West  Indian  Pirates  REV.CT  . . . 

MIL-R-n5e9/187A 

IH 

28  Feb 

86 

IH 

NU 

8455 

Ribbon,  Orgonizotion  Excellence  Award,  Air  Force  USER'45  REV‘99  82  CT . 

MIL-R-1 1589/1788 

IH 

28  Feb 

86 

IH 

11 

8455 

Ribbon,  Orgonized  Marine  Corps  Reserve  REV*MC  NU  CT . 

MIL-R-1 1589/1 13C 

IH 

20  Aug 

86 

IH 

NU 

8455 

Ribbon,  Orienteering,  NJROTC  REV-CT  . . . 

MIL-R-1 1589/266A 

IH 

28  Feb 

86 

IH 

SA 

8455 

Ribbon,  Outstonding  Civilion  Service  (Non<CIVIL  Service),  Army  REV*CT  . . 

MIL  R-1 1589/1 148 

IH 

28  Feb 

86 

IH 

8455 

Ribbon,  Outstanding  Public  Service  Award,  OSD  REV-CT... . . . 

MIL-R-1 1SB9/204A 

IH 

28  Feb 

86 

IH 

8455 

Ribbon,  Outstanding  Leodership,  NASA  REV-CT . . . .  . 

MIL-R-n589/115S 

IH 

28  Feb 

86 

IH 

8455 

Ribbon,  Outstonding  Service  Medol,  USPHS  REV-CT . . . 

MIL-R-1 1589/241A 

IH 

28  Feb 

86 

IH 

8455 

Ribbon,  Outstanding  Unit  Citation,  USPHS  REV-CT . 

MIL-R-1 1589/240A 

IH 

28  Feb 

86 

IH 

8455 

Ribbon,  Outstanding  Airman  Of  The  Year  USER‘45  REV-99  82  CT . 

MIL-R-1 1589/1708 

IH 

28  Feb 

86 

IH 

n 

8455 

Ribbon,  Outstonding  Career  Achievement  Award,  A.t.d.,  Dept  Of  Stote  REV-CT 

MIL-R-1 1589/286A 

IH 

28  Feb 

86 

IH 

8455 

Ribbon,  Poctfic  Service,  NOAA  REV-CT  . . . 

MIL-R-1 1589/322 

IH 

02  Feb 

87 

IH 

8455 

Ribbon,  Pacific  Service,  NOAA  REV-CT  . 

MIL-R-1 1589/332 

IH 

02  Feb 

87 

IH 

8455 

Ribbon,  Philippine  Campaign  REV-MC  NU  CT . 

MILR-1 1589/1 178 

IH 

28  Feb 

86 

IH 

NU 

8455 

Ribbon,  Philippine  Congressional  REV-CT . . . 

MIL-R-1 1589/1 188 

IH 

28  Feb 

86 

IH 

8455 

Ribbon,  Philippine  D*(<nt*  USER-CG  45  REV-MC  NU  99  82  OP  CT . 

MIL-R-1 1589/1 19D 

IH 

28  Feb 

86 

IH 

NU 

11 

8455 

Ribbon,  Philippine  Independence  USER-MC  CG  45  REV-NU  99  82  CT . 

MIL-R-1 1589/1208 

IH 

28  Feb 

86 

IH 

NU 

11 

8455 

Ribbon,  Philippine  libetolion  USER-CG  45  REV-NU  MC  99  82  CT . 

MIL-R-1 1589/1218 

IH 

28  Feb 

86 

IH 

NU 

11 

8455 

Ribbon,  Philippine  Presidential  Unit  Citation  USER-CG  45  REV-MC  NU  99  82 

CT 

Rtbbon,  Physical  Fitness,  NJROTC  REV-CT  . 

MIL-R-1 1589/1228 

IH 

28  Feb 

86 

IH 

NU 

n 

8455 

MIL-R-1 1589/264 A 

IH 

28  Feb 

86 

IH 

NU 

8455 

Ribbon,  Physicol  Proficiency  Award,  ROTC  REV-CT . . . 

MIL-R-1 1589/189A 

IH 

28  Feb 

86 

IH 

8455 

Ribbon.  Platoon  Leadership  Award,  ROOTC  REV-CT . . . . . . . 

MIL-R-1 1S89/192A 

IH 

28  Feb 

86 

IH 

8455 

Ribbon,  Portuguese  Otdem  Do  Torre  E  Espoda  (Order  Of  Tower  And  Sword) 

MIL-R-1  1589/1238 

IH 

28  Feb 

86 

IH 

REV-CT 

8455 

Ribbon,  Presidential  Unit  Citation  REV-MC  CG  NU  CT . . . 

MILR-1 1589/1258 

IH 

28  Feb 

86 

IH 

NU 

8455 

Ribbon,  Presidentiol  Citizens  Medal  REV-CT  . . 

MIL-R-1 1589/1798 

IH 

28  Feb 

86 

IH 

8455 

Ribbon,  Presidential  Unit  Citation  USCR-MC  45  REV-99  82  CT . . 

MIL-R-1 1S89/54C 

IH 

28  Feb 

86 

IH 

NU 

11 

8455 

Ribbon,  Pritoner  Of  War  Medal  USER-CG  45  REV-MC  82  99  CT  . 

MIL-R-1 1589/319 

IH 

02  Dec 

86 

IH 

8455 

Ribbon,  Purple  Heorl  USER-CG  45  REV-MC  NU  99  82  CT . 

MIL-R-1 1589/1268 

IH 

28  Feb 

86 

IH 

NU 

11 

8455 

Ribbon,  Recruiting,  NJROTC  REV-CT . 

MIL-R-1 1589/265A 

IH 

28  Feb 

86 

IH 

SA 

8455 

Ribbon,  Regionol  And  State  Science  And  Engineering  Foirs  Aword,  Army 

MIL-R-1 1589/197A 

*IH 

28  Feb 

86 

IH 

REV-CT 

8455 

Ribbon.  Republic  Of  Korea  Presidential  Unit  Citation  USER-45  REV-MC  99  82 

CT 

Ribbon,  Republic  Of  Vietnam  Campaign  Medal  USER-45  REV-MC  NU  99  82  CT 

MIL-R-1 1589/127E 

IH 

28  Feb 

86 

IH 

NU 

11 

8455 

MIL-R-1 1589/1588 

IH 

28  Feb 

86 

IH 

PE 

11 

8455 

Ribbon,  Revolutionary  Wor  REV-MC  NU  CT . . . . . 

MIL-R-1 1589/1298 

IH 

28  Feb 

86 

IH 

NU 

8455 

Ribbon,  Rifle  Teom,  NJROTC  REV-CT . 

MIL-R-1 1589/261 A 

IH 

28  Feb 

86 

IH 

NU 

8455 

Ribbon,  Second  Nicaroguon  Compoign  USER-MC  REV-NU  CT . 

MIL-R-1 1589/1328 

IH 

28  Feb 

86 

IH 

NU 

8455 

Ribbon,  Service  Cop  (Bond)  REV-CT . 

MIL-R-82404A 

CG 

20  Jun 

69 

CG 

8455 

Ribbon,  Silver  Life-saving  Medal  REV-CG  NU  CT  . 

MIL-R-1 1589/135C 

IH 

20  Aug 

86 

IH 

NU 

8455 

Ribbon,  Sliver  Star  USER-CG  45  REV-MC  NU  99  82  CT  . 

MIL-R-1 1589/1368 

IH 

28  Feb 

86 

IK 

PE 

11 

8455 

MIL-R-1 1S89/32B 

IH 

02  Oct 

87 

IK 

8455 

Ribbon,  Soldier  S  Medol  REV-CT..,'..,.’ . 

MIL-R-1 1589/1378 

IH 

28  Feb 

86 

IH 

8455 

Ribbon,  Spanish  Campaign  USER-MC  CG  REV-MC  CT . 

MIL-R-1 1589/13G8 

IH 

28  Feb 

86 

IH 

NU 

8455 

Ribbon,  Spanish  War  Service  REV-CT  . . . . 

MIL-R-1 1589/1398 

IH 

28  Feb 

86 

IH 

8455 

Ribbon,  Speciol  Operations  Service.  US  Coast  Guard  USER-IH  REV-CT . 

MIL-R-n589/330A 

IH 

09  Mar 

89 

IH 

8455 

Ribbon,  Special  Assignment,  USPHS  REV-CT . . . 

MIL-R-1 1589/239A 

IH 

28  Feb 

86 

IH 

8455 

Ribbon,  Superior  Cadet  Aword  ROTC  (Junior  Division)  REV-CT . 

MIL-R-1 1589/1408 

IH 

28  Feb 

86 

IH 

8455 

Ribbon,  Superior  Achievement  Award,  DOT  REV-CT . 

MIL-R-1 15B9/202A 

IH 

28  Feb 

86 

IH 

8455 

Ribbon,  Superior  Service  Aword,  EPA  REV-CT  . . . 

MIL-R-n589/199A 

IH 

28  Feb 

86 

IH 

8455 

Ribbon,  Superior  Codet  Aword  ROTC  (Senior  Division)  REV-CT . . . 

Mll'R-n589/14lB 

IH 

28  Feb 

86 

IH 

8455 

Ribbon,  Superior  Code!  Award  ROTC  (NDCC)  REV-CT  . 

MIL-R-n589/1428 

IH 

28  Feb 

86 

IH 

8455 

Ribbon,  Superior  Cadet  Aword  ROTC  (Military  School  Division)  REV-CT . . 

MIL-R-1 1S89B/143B 

IH 

28  Feb 

86 

IH 

8455 

Ribbon,  Surgeon  General’s  Medoll«:>n,  Us  Public  Health  Service  REV-CT . 

MIL-R-1 15B9/315A 

IH 

26  Jun 

87 

IH 

8455 

Ribbon,  The  Gordon  Confietd  Trophy,  Coost  Guord  Reserve  Guidon  REV-CG 

CT 

Ribbon,  U.s.  Coast  Guord,  Sea  Service  USER-CG  REV-NU  CT . . . 

MIL-R-1 1589/1448 

IH 

28  Feb 

86 

IH 

NU 

8455 

MIL-R-1 1589/299 

IH 

24  Jan 

85 

IH 

8455 

Kibbon,  u.s.  Coost  Guoro,  Restricted  Duty  u5£R-CG  REV  Nu  CT  . 

MIL  R-i  i589''300 

III 

24  Jcr. 

85 

!H 

8455 

Ribbon,  U.s.  Coost  Guard,  Rzeruit  Training,  Honor  Graduate  USER-CG  REV-NU 

CT 

Ribbon,  UCG  Maritime  Protection  For  The  Newrepublic  USER-CG  REV-NU  CG 

CT 

Ribbon,  US  Coast  Guord  Meritorious  Public  Service  Aword  USER-CO  REV-NU 

CT 

Ribbon,  US  Coost  Guard  Distinguished  Public  Service  Aword  USER-CG  REV-NU 

CT 

Ribbon,  US  Coast  Guard  Reserve  Good  Conductmedol  USER-CG  REV-CG  NU 

CT 

Ribbon,  Uniformed  Services,  University  Of  The  Health  Sciences  Medol  Of 

MIL-R-1 1589/301 

IH 

24  Jon 

85 

IH 

8455 

MIL-R-1 1589/290A 

IH 

28  Feb 

86 

NU 

8455 

MIL-R-1 1589/222A 

IM 

28  Feb 

86 

IH 

NU 

8455 

MIL-R-1 1589/223A 

•IH 

28  Feb 

86 

IH 

NU 

8455 

MIL-R-1 1589/91C 

IH 

28  Feb 

86 

IH 

NU 

8455 

MIL-R-1 1589/314 

IH 

24  Jon 

86 

IH 

Achievement  REV-CT 

8455 

Ribbon,  Unll  Award  (CNET),  NJROTC  REV-CT . 

MIL-R-1 1589/262A 

IH 

28  Feb 

86 

IH 

NU 

690 


FSC  LISTING 


DOCUMENT 


FSC 

TITIE 

NUMBER 

PREP 

DATE 

CUSTODIAN 

8455 

Ribbon,  Unittd  Nations  Strvict  USER>CG  45  REV*MC  99  82  CT . . . 

MII-R-11S89/146B 

IH 

28  Feb 

86 

IH 

NU 

11 

8455 

Ribbon,  Unlillod  Horn  (A),  NJROTC  REV-CT . 

MIL-R-11S89/267A 

IH 

28  Feb 

86 

IH 

NU 

8455 

Ribbon,  Unlitlod  lltm,  D,  NJROTC  REV-CT . 

MII-R-11589/270A 

IH 

28  Feb 

86 

IH 

NU 

8455 

Ribbon,  Untilltd  IHm,  E,  NJROTC  REV-CT . 

Mll-R-1 1589/271 A 

IH 

28  Feb 

86 

IH 

SA 

11 

8455 

Ribbon,  UntitM  lltm,  8,  NJROTC  REV-CT . 

MII-R-11589/268A 

IH 

28  Feb 

86 

IH 

8455 

Ribbon,  Untitifd  lltm  (C),  NJROTC  REV-CT . 

Mll-R-1 1589/269A 

IH 

28  Feb 

86 

IH 

NU 

L 

8455 

Ribbon,  Us  Public  Hoolth  Strvico  Regular  Corps  REV>CT . 

Mll-R-1 1589/316 

IH 

28  Apr 

86 

IH 

L 

8455 

Ribbon,  Votorous  Unit  Award  USER*MC  REV*CT . 

Mll-R-1 1589/155D 

IH 

28  Feb 

86 

IH 

NU 

8455 

Ribbon,  Victory  World  Wor  1  REV-MC  99  82  CT  . 

Mll-R-1 1589/148D 

IH 

20  Aug 

86 

IH 

NU 

11 

8455 

Ribbon,  Victory  Worid  War  II  USER-CG  45  REV-MC  NU  99  82  CT . 

Mll-R-1 1589/149B 

IH 

28  Feb 

86 

IH 

NU 

11 

8455 

Ribbon,  Vittnam  Presidentiol  Unit  Citation  REV>MC  NU  CT  . 

Mll-R-1 1589/1508 

IH 

28  Feb 

86 

IH 

NU 

11 

8453 

Ribbon,  Vittnom  Stnict  USER-4S  REV-MC  NU  99  82  CT  . 

Mll-R-1 1589/151C 

IH 

28  Feb 

86 

IH 

NU 

11 

8455 

Ribbon,  Vietnomtse  Civil  Actions  USER*CG  MC  45  REV*MC  NU  99  82  CT . 

MII-R-11589/181C 

IH 

28  Feb 

86 

IH 

NU 

11 

8455 

Ribbon,  Vittnamese  Gallantry  Cross  USER-CG  MC  45  REV-MC  NU  99  82  CT.... 

-Mll-R-1 1589/1738 

IH 

28  Feb 

86 

IH 

NU 

n 

8455 

Ribbon,  War  Of  1812  REV-MC  NU  CT . 

Mll-R-1 1589/152C 

IH 

28  Feb 

86 

IH 

NU 

L 

8455 

Ribbon,  Worrior  Of  Tht  Pacific  Award,  ROTC  REV-CT . . . 

Mll-R-1 1589/191A 

IH 

28  Feb 

86 

IH 

L 

8455 

Ribbon,  Women  S  Army  Corps  Service  REV-CT  . . . . 

Mll-R-1 1589/153B 

IH 

28  Feb 

86 

IH 

8455 

Ribbon,  Yongtze  Service  REV-MC  NU  CG  CT, . 

Mll-R-1 1589/154B 

IH 

28  Feb 

86 

IH 

NU 

8455 

Rosette,  Award  Of  The  President  Of  The  United  States  For  Distinguished 

Mll-R-14649/14 

IH 

01  Apr 

87 

IH 

NU 

11 

Ftderol  Civilian  Strvict  USER-45  REV-MC  CG  82  99  CT 

8455 

Rosette,  Civilian  Award  For  Volor,  Air  Force  USER-45  REV-62  99  CT . 

Mll-R-14649/16 

IH 

01  Apr 

87 

IH 

11 

8455 

Rosette,  Commond  Civilian  Award  For  Valor,  Air  Force  USER-45  REV-82  99  CT 

Mll-R-14649/15 

IH 

01  Apr 

87 

IH 

11 

8455 

Rosette,  Distinguishedcivition  Service,  OOO  USER‘45  REV-MC  CG  82  99  CT . 

Mll-R-14649/3 

IH 

01  Apr 

87 

IH 

NU 

n 

8455 

Rosette,  Distinguished  Public  Service  Aword,  DOD  USER‘45  REV-MC  CG  82  99 

CT 

Rosette,  Distinguished  Civilion  Service,  Navy  REV-CT . 

Mll-R-14649/4 

)H 

01  Apr 

87 

IH 

NU 

11 

8455 

Mll-R-14649/6 

IH 

01  Apr 

87 

IH 

NU 

8455 

Rosette,  Distinguished  Public  Service  Award,navy  REV-CT... . 

Mll-R-14649/7 

IH 

01  Apr 

87 

IH 

NU 

8455 

Rosette,  Distinguishedservice  Medol,  Air  Force  USER‘45  REV-82  99  CT . 

MIL-R-14649/19 

IH 

01  Apr 

87 

IH 

11 

L 

8455 

Rosette,  Distingulshedcivilion  Service,  Army,  Non-civil  Service  REV-CT . 

MII-R-14649/2 

IH 

01  Apr 

87 

IH 

8455 

Rosette,  Exceptional  Civilion  Service  Aword,nSA  USER-NS  REV-CT . 

Mll-R-14649/10 

IH 

01  Apr 

87 

IH 

8455 

Rostllt,  Mtdoi  0<  Honor  USER-45  REV-MC  CG  82  99  CJ . 

Mll-R-14649/1 

IH 

01  Apr 

87 

IH 

NU 

11 

8455 

Rosette,  Meritorious  Civilion  Service  Aword.air  Force  USER-45  REV-d2  99  CT... 

MII-R-14649/1B 

IH 

01  Apr 

87 

IH 

11 

8455 

Rosette,  Meritorious  Civilian  Service  Aword  OSD  USER-4(5  REV-MC  CG  82  99 

CT 

Rosette,  Meritorious  Civilion  Service  Award,ormy  REV-CT . 

Mll-R-14649/5 

IH 

01  Apr 

87 

IH 

NU 

11 

L 

8455 

Mll-R-14649/13 

IH 

01  Apr 

87 

IH 

8455 

Roielt,,  Mtlol  for  Mtril  USER-45  REV-MC  CG  82  99  CT . 

Mll-R-14649/1 1 

IH 

01  Apr 

87 

IH 

NU 

11 

8455 

Rosette,  Outstanding  Public  Service  Award,  OSO  USER-45  REV-MC  CG  82  99 

CT 

Rosette,  Outstonding  Civilion  Service  Award,army  (Non-civil)  Service  REV-CT  .... 

Mll-R-14649/8 

IH 

01  Apr 

87 

NU 

11 

L 

8455 

MII-R-14649/13 

IH 

01  Apr 

87 

IH 

8455 

Rosettes,  General  Specificotion  For  USER<45  REV-MC  82  99 . . . 

Mll-R-14649 

SUPPl  1 

IH 

01  Apr 

87 

IH 

NU 

11 

8455 

Seorl,  8ranch  Of  S.rvlc,  8ib  Typ#  USER-45  REV-82  99  CT . 

MII-S-11922E 

IH 

15  Moy 

86 

IH 

11 

8455 

Service  Ribbons.  And  Service  Ribbon  8ors  Validated  Mar  89  USER-MC  45 

MII-S-3951C 

IH 

15  Mor 

89 

IH 

PE 

11 

REV-CG  99  CT 

INT  AMD  1  (IH) 

8455 

Should.r  Board  AFROTC  Cad«t»  Validated  Jan  86  USER-45  REV-99  CT  . 

MII-S-14642A 
NOTICE  1 

IH 

30  Jun 

86 

IH 

11 

L 

8455 

Shoulder  Boards  8>  Sleeve  Insignia  (Coost  Guard)  USER-CG  REV-CT . 

Mll-S-87096  (2) 

NO 

23  Sep 

88 

NU 

L 

8455 

Shoulder  Boords  &  Insignia,  Branch  Of  Service  REV-CT  . . 

MII-S-16572E 

NU 

21  Jun 

84 

NU 

L 

8455 

Shoulder  Cord,  Infontry,  Blue  Validated  0<t  88 . 

MII-S-11874D 
NOTICE  1 

IH 

19  Oct 

88 

IH 

L 

8455 

Stripe,  Trousers,  Dress  Validated  Oct  87  USER-45  REV-CT . 

MII-S-82155A 
NOTICE  1 

MC 

23  Oct 

87 

MC 

8455 

Tog,  Identification,  Individual,  Plastic,  Air  Force  . 

MII-T-14643A 

IH 

31  Mar 

81 

IH 

11 

L 

8440 

Bog.  Money . . . . . 

MII-8-87018A 

NU 

04  Jun 

82 

NU 

8460 

BaB,mon,y  USER-45  REV-82  CT  . 

A-A-50136 

Gl 

23  Oct 

87 

Gl 

NU 

99 

8460 

Brief  Com  (leather)  Validated  Jon  83  USER-MC  45  REV-Gl  SA  CT  . 

KK-fi'650A  (1) 

INT  AMD  (2) 

/82 

23  Feb 

71 

99 

8460 

Briefcase,  Generol  Purpose  (Artificiol  Leather)  . . . 

A-A-585 

t 

26  Sep 

79 

8460 

Cose,  Dispatch  (Artificial  Leother,  Wood  Frame) . . . . . 

A-A-1519 

t 

02  Apr 

81 

8460 

Cose,  Dispatch,  Artificial  Leather  USER-45  . . . . . 

KK-C-00115C 

t 

22  Apr 

75 

L 

8460 

Case,  Intelligence  Officers  Field  Kit,  Type  M-1  USER-45  REV-CT  . 

MII-C-4004B  (2) 

82 

06  Mor 

85 

99 

L 

8460 

Caie,  Map  USER-MC  RF.V-CT . 

MII-C-43769B 

GL 

14  Oct 

88 

Gl  NU 

6460 

Cose,  Mop  And  Photograph,  Cotton  Duck  USER-MC  REV-SA  62  CT  . 

MII-C-12316E 

Gl 

10  Aug 

84 

Gl  NU 

99 

8460 

Coses,  General  Utility  (Artificiol  Leother)  . 

A  A-584A 

t 

19  Jun 

80 

L 

6460 

Chest,  Collapsible  Volidoled  Apr  77  USER-45  REV-CT  . 

MII-C-81B08 

AS 

21  Dec 

70 

AS 

8460 

Kit  Bag,  Flyer  S  USER-45  REV-MC  11  82  CT  . 

MII-K-41835D 

Gl 

25  Mar 

88 

Gl  AS 

99 

8460 

Kit  8aB,  Flyer  S  USER  45  REV-CT . 

MII-K-83782A 

82 

18  Dec 

78 

AS 

99 

8460 

Portfolio,  Envelope,  Leother,  Artificol  Leother,  Slide  Fostener  USER-45 . 

KK-P-001170A 

t 

29  Mar 

68 

8460 

Portfolio,  Envelope,  Slide  Fastener  (Artificial  Leather) . . . 

A-A  974 

t 

14  Feb 

80 

i 

8460 

Suitcose,  Flyer  b  Llothing,  B-4B  Validated  Apr  83  REV-45 . . . . . 

MII-S-8379IA 

82 

26  Jun 

78 

99 

8460 

Trunk,  locker,  Bond  Validated  Apr  81  USER-45  REV-CT . 

MII-T-43260B  (1) 

GL 

08  Jun 

72 

Gl 

99 

8460 

Trunk,  locker,  Barracks  USER-MC  45  REV-MD  EA  82  CT . 

MII-T-10798K 

Gl 

07  Jun 

85 

Gl 

99 

8465 

Adapter  Kit,  M-1  Cop;  For  Canteen,  Woter,  Insuloted  USER-45  REV-MD  MC  82 

CT 

Anchor,  Snow,  Wired  . . . . . . . 

MIL'A-44264 

GL 

17  Dec 

86 

Gl  NU 

99 

8465 

A-A-50119 

30  Apr 

87 

8465 

Ascenders,  Cam  Action  USER-MC  REV-82  CT  . . 

A-A-50127 

GL 

30  Jul 

87 

Gl 

NU 

99 

8465 

Axe,  Ice  USER-MC  REV-CT . 

A-A-501 16 

Gl 

20  May  87 

Gl 

8465 

Bog,  Ammunition  Validated  Jan  88  USER-45  REV-MD  CT . 

MII-B-10042D 

notice  1 

GL 

25  Jon 

88 

Gl 

99 

8465 

Bag,  Barrocks  REV  MD  CT . . . 

MII-B-2378H 

GL 

20  May 

85 

Gl 

8465 

Bog,  Corrying,  Protective  Suit,  Explosive  Ordinonce  Device  (Eod) . 

Mll-B-44332 

Gl 

12  Anr 

88 

8465 

Bog,  Corrying,  Protective  Ensemble,  Nucleor,  Biologicol,  Chemieol  (NBC) 

MII-B-44I66A 

Gl 

04  May  88 

Gl 

NU 

USER-82  REV-MD  CT 


891 
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8465 

Bqb»  Chemical  Protective  Clothing  Outfit  USER*AS  MC  YD  REV<MD  MS  82  TT .. 

MII-B-43S87C 

GL 

16  Jan 

87 

GL  NU 

99 

8465 

Bog,  Du«el  USER-YD  45  REV-MD  MC  82  CT . 

MIL-B-829M 

GL 

16  Moy 

88 

GL  NU 

99 

8465 

Beg,  Loundry  (Water  Sotublo  Ploitic)  . . . . . . . 

A-A-I223A 

t 

02  Jul 

87 

L 

8465 

Bog,  Laundry,  Nylon  VoUdattd  Jan  86  USER-45  REV-CT  . . 

MIL-B-21332E 

NU 

15  Sep 

78 

NU 

1 

8465 

Bog,  loundry.  Submarine  Validated  Nov  80  USER-45  REV-CT  . 

MIL-B-291 10B 

NU 

25  Ftb 

81 

NU 

8465 

Bog,  Personol  Effects  Validated  Jun  84  REV-MB  . . 

MIL-8-37829 

DM 

18  Aug 

78 

MD  MS 

03 

8465 

Bog,  Personal  Effects  USER-MC  45  REV-CT . 

MIL-B-3759E 

GL 

23  Sep 

85 

GL  NU 

L 

8465 

Bog,  Signol  Equipment,  Waterproof  Validated  Feb  84  REV-MD  MC  82  CT . 

MIL-B-10930C 

GL 

17  Oct 

83 

GL  NU 

99 

8465 

Bog.  Soiled  Clothes  (Woter  Soluble  Plastic  USER-45 . . . . 

l.-B-t283A 

t 

07  Oct 

77 

8465 

Bog,  Soiled  Clothes,  Self-closing,  Ropeless  Validated  Feb  82  USER-MD  MC 

MIL-B-36076 

DM 

14  Jul 

61 

MD  MS 

03 

REV-CT 

8465 

Bag,  Soiled  Clothes,  Nylon  USER-45 . . . 

K-B-1378A 

t 

28  Jim 

74 

8465 

Bag,  Soiltd  Clolhei  Validated  Jan  86  USER-MC  REV-CT  . 

MIL-B-13842C  (1) 
NOTICE  1 

GL 

25  Jon 

88 

GL  NU 

99 

8465 

Bog,  Soiled  Cloths,  SeH-ciosing,  Ropeless  Validated  Feb  82  REV-CT  . 

MtL-B-0036076B 

DM 

13  Mar 

67 

MD  MS 

03 

3465 

Bog,  Storoge,  Drinking  Woter  Validated  Aug  86  REV-MD  45  CT . 

MIL-8-S571D  (1) 
NOTICE  1 

82 

05  Aug 

78 

GL  AS 

99 

L 

8465 

Bog,  Stuff,  Extreme  Cold  Weather  Sleeping  System  (ECWSS) . 

MIL-B-44306A 

GL 

27  Apr 

88 

GL 

L 

8465 

Bog,  Woter  Repellent,  Signol  Equipment,  Bg  102  Volidoted  Jun  1972  Validated 

MtL-B-43550A 

GL 

13  Sep 

79 

GL 

Jan  86  USER-45 

L 

8465 

Bog,  Wet  Weather  Clothing  (Porko  And  Trousers)  USER-45  REV-CT  . . . 

MIL-B-43965A 

82 

25  Jun 

82 

99 

8465 

Bat,  Clathing,  Waterproof  USER-MC  '5  REV-MD  CT . 

MIL  B-3108J 

GL 

28  Mar 

86 

GL  NU 

99 

8465 

Belt,  tndividuot  Equipment.  LC-2  USER-YD  45  REV-MO  MC  CT..., . 

MIL-B-43826B 

GL 

21  Dtc 

82 

GL  NU 

99 

8465 

Belt,  Individuol  Equipmertt,  M-1936  USER-CG  45  REV-SA  CT . 

MIL-B-n07G 

82 

27  Nov 

86 

Ml  MC 

99 

8465 

Belt,  Military  Police,  1-3/4  Inch  Wide,  Mon  S  ReV-MD  CT . 

MIL-B  1718H 

GL 

15  Sep 

86 

GL  MC 

99 

8465 

Belt,  Militory  Police,  Cotton  Webbing,  White  Validated  Jun  8?  USER-45 

MIL-B-2n54B 

MC 

25  Jun 

87 

GL  MC 

REV-CT 

NOTICE  1 

L 

8465 

Belt,  Militory  Police  (White)  Validated  Dec  83  USER-45  REV-CT  . 

MII-B-21880D 

NU 

13  Jun 

78 

NU 

L 

8465 

Belt,  Security  Police,  2  l/'4  Inch  Wide  Volidaltd  feb  88  USER-45  KEV-99 . 

MIL-B-83475  (1) 
NOTICE  1 

11 

26  Feb 

88 

11 

8465 

Binding  Assembly.  Snowshoe  USER-MD  MC  45  REV-CT . 

MIL-B-43246C  (1) 

GL 

19  Mar 

85 

GL  NU 

99 

8465 

Binding,  Assembly,  Ski,  Downhill  &  Cross  Country  USER-45  REV-11  . 

A-A-S0092A 

GL 

25  Mor 

88 

GL 

99 

L 

8465 

Bootswoins  Pipe  REV-CG  CT . . . . . . . . . 

MIL-B-2883D 

NU 

19  Oct 

88 

NU 

8465 

Box,  Match,  Waterproof  USER-45  REV-GL  MS  82  CT  . 

MIL-B-40042E 

GL 

22  Jon 

88 

GL  MC 

99 

8465 

Canteen,  Woter,  Insuloted,  Corrosion-resisting  Steel,  Without  Cup  And  Cover 

MIL-C-40124E  (1) 

GL 

17  Apr 

86 

GL  NU 

99 

USER-MC  45  REV-MD  CT 

8465 

Canteen,  Water,  Plottic  With  Screw  Cop  USER-45  REV-MD  MC  82  CT . 

MIL-C-43)03D 

GL 

15  Aug 

88 

GL  NU 

99 

8465 

Canteen,  Water,  Collopsibte,  2  Quart  Copocity  USER-MC  REV-MD . 

MIL-C-43603B  {1) 

CL 

16  Aug 

82 

GL  NU 

99 

8465 

Conteen,  Water,  Collapsible,  5-QUART  Capocity  . 

MIL-C-44216  (1) 

GL 

27  Aug 

86 

Gl 

L 

8465 

Conteen,  Woter,  Cold  Weother,  Crs  . . . . 

MIL-C-44348 

OL 

13  Dtc 

88 

GL 

L 

8465 

Cap,  Woter  Canteen,  5-QUART,  Colloposible . 

MIL-C-44217  (1) 

GL 

27  Aug 

86 

GL 

8465 

Cap,  Water  Canteen,  Pield,  1  Quort  &  2  Quart  Canteens  USER-45  REV-EA  MD 

MIL-C-51278D 

GL 

30  Jun 

87 

GL  NU 

99 

MC  82  CT 

8465 

Carrier  And  Conteen/collopsible,  5-QUART  Copocity . . . 

MIL-C-44218 

GL 

28  Jon 

86 

GL 

8465 

Carrier  Canteen,  Collopsible,  5-OUART  Copacity  . 

MIL-C-44219 

GL 

28  Jon 

86 

CL 

1 

8465 

Corrier,  AN/PRC-68  Or  AN/PRC-68A,  Radio  Set  USER-MC  REV-MD  82  CT . 

MIL-C-44083A 

GL 

25  Apr 

85 

GL  NU 

99 

L 

8465 

Corrier,  Club,  Policeman  S,  Cotton  Webbing,  Olive  Drab  W/double  Hooks 

MIL-C-20267C 

MC 

25  Jun 

87 

MC 

Validaltd  Jun  87  USER-4S  REV-a 

NOTICE  1 

L 

8465 

Carrier,  Club,  Policeman  S,  Cotton  Webbing,  White  Validated  Oct  87  USER-45 

MIL-C-17841B  (2) 

MC 

23  Oct 

87 

MC 

REV-CT 

NOTICE  1 

8465 

Carrier,  Intrenching  Tool,  "—4.  Folding,  Lightweight,  Plastic.  LC-1  USER-YD  45 

MIL-C-43831B 

CL 

26  Feb 

88 

GL  NU 

99 

REV-MD  MC  82  CT 

8465 

Carrier,  Pistol  Holster,  Cotton,  Ouch,  White  (MP)  Validated  Oet  87  REV-CT . 

MIL-C-17864C 
NOTICE  1 

MC 

23  Oct 

87 

GL  MC 

8465 

Corrier,  Policemons  Club,  &  Grommet  Validated  Jan  85  USER-MO  45  REV-CT.... 

MIL-C-1933G 

GL 

27  Dec 

78 

GL 

99 

L 

8465 

Carrier,  Sword  Scabbard  Validated  Oct  87  U5ER-45  REV-CT . 

MIL-C-19734B 
NOTICE  1 

MC 

23  Oct 

87 

MC 

L 

8465 

Carrier,  Water  Canteen,  Cold  Weather,  CRS  REV-MO  CT  . 

MIL-C-44347 

GL 

17  Nov 

88 

GL 

L 

8465 

Case,  Carrying,  Inspection  Equipment,  Cotton  Duck  Validated  May  70  USER-45 

MIL-C-22699 

CG 

3  Nov 

60 

CG 

REV-CT 

8465 

Cose,  Field,  First  Aid  Dressing-unmounted  Magnetic  Composs,  IC  1  USER-MC 

MIL-C-43745B 

GL 

09  Mor 

81 

G'  NU 

99 

REV-MD  ME  99  82  CT 

8465 

Cose,  Field,  First  Aid  Dressing,  Leather  (Military  Police)  USER-45  REV-MD  11 

MIL-C-1002J 

GL 

30  Sep 

86 

GL 

99 

82  CT 

8465 

Com,  Hondcuffi,  Itolhor,  Block  USER-MC  45  REV-82  CT . 

MIL-C-40I21D 

GL 

17  Oct 

83 

GL  NU 

99 

8465 

Cose,  laser  Protective  Spectacles  Validated  Jan  86  USER-MC  REV-MD  CT  ........ 

MIL  C-44026 

GL 

08  May 

80 

GL  NU 

8465 

Cose,  Mointenonce  Equipment,  Smell  Arms,  MloA'  Validated  Jan  88  USER'45 

MIL-C-43737B 

GL 

25  Jon 

88 

GL  MC 

99 

REV-MD  CT 

NOTICE  1 

8465 

Cose,  Equ'p"'*"*,  S^'oll  Arms  a^14A1  USFR-aR  RFV-MD  CT  . 

MIL-C-43681A 
NOTICE  1 

GL 

25  Jon 

88 

GL 

8465 

Cose,  Porachutists,  Individual  Weopons  M-1950,  Adjustoble.  USER-AV  MC  11 

MIL-C-10922G 

GL 

20  Feb 

85 

GL  NU 

99 

45  REV-AS  CT 

8465 

Cose,  Shotgun,  Ammunition,  Cotten  Duck  Validated  Jan  88  USER'45  REV-CT  .... 

MIL-C- 16900 

NOTICE  1 

GL 

25  Jan 

88 

GL 

99 

8465 

Cose,  Sleeping  Bog,  M'1945,  Water  Repellent  Validated  Feb  84  USER-4S 

MIL-C-707D  (2) 

GL 

09  Mar 

77 

GL  MC 

99 

REV-MD  MS  CT 

8465 

Cose,  Sntoll  Arms  Ammunition,  30-ROUND  Mogozine  (M-16  Rifle),  LC-I 

MIL  C-43827C 

GL 

26  Jun 

86 

GL  NU 

99 

USER-YD  45  REV-MD  MC  CT 

1 

8465 

Cose,  Smoll  Arms  Ammunition,  30  Round  Mogozine  M-16  Rifle  Validated  Oct 

MIL-C-28981  (1) 

MC 

23  Oct 

87 

MC 

87  USER-45  REV-CT 

NOTICE  1 

8465 

Cose,  Smoll  Arms,  Ammunition,  2(X>  Round  Mogozine . 

MIL-C-44082 

GL 

20  Apr 

82 

GL  MC 

8465 

Climbers,  Ski  Validated  Mar  83  USER-45 . . . 

MIL-C-41824B 

Gl 

15  Nov 

76 

GL  SA 

892 
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8465 

Clipboard.  Pilots  MXU  163/P,  And  Mork  2A  USER-AV  45 . 

MIL-C-2315’D 

AS 

23  Jul 

79 

GL  AS 

INT  AMD  3 

L 

8465 

Clothes  Stop  Validated  Mar  85  USER>45  REV-CT . 

MIL-C-20006F 

NU 

04  Moy 

79 

NU 

8465 

Club,  Policemon  S  USER-MC  45  REV-NU  CT . 

MIL-C.3880D 

GL 

02  Dec 

82 

GL 

99 

L 

8465 

Cover  Bivy,  Extreme  Cold  Weather  Sleeping  System  (Eewss) . 

Mll-C-44307 

GL 

27  Apr 

88 

GL 

L 

8465 

Cover,  Bayonet  Sccbbord,  Colton  Duck,  While  (With  LeotSer  Tip)  Validated 

MII-C-17774A  (1) 

MC 

25  Jun 

87 

MC 

Jun  87  USER-45  REV-CT 

NOTICE  1 

8465 

Cover,  hield  Pock,  Comouflogc,  t&C-l  USER-YO  45  REV-MD  MC  CT . 

MIL-C-43830B 

GL 

12  Feb 

85 

GL  NU 

8465 

Cover,  Idenlificolion  Tog.  Personnel  Validated  Jan  62  USER*SM  MS  REV>MD 

MIL-C-14635A 

GL 

26  Nov 

75 

GL  SA 

99 

MC  CT 

8465 

Cover,  Water  Conleen,  2  Quorl,  Collapsible  (With  Pile  Lining)  USER*MC  82 

MIL-C-43689C 

GL 

31  Mof 

87 

GL  NU 

REV-MD 

846' 

Cover,  Water  Conleen,  Insulated,  Colton  Duck  USER-MC  45  REV-MD  CT . 

,MIL-C-40131C 

GL 

15  Sep 

86 

GL  SA 

99 

8465 

Cover,  Water  Canteen,  LC-2  USER-MC  REV-MO  AS  CT . 

MtL-C-43742B 

GL 

03  Mar 

81 

GL  NU 

8465 

Cover,  Waterproof,  Mulli  Purpose  USER-MC  REV-CT  . . 

MIL-C  1997C 

GL 

1 1  Apr 

83 

GL  NU 

8465 

Cromponi,  Hinged  USER-MC  REV-82  CT . 

A-A-501 17 

GL 

13  Apr 

87 

GL  NU 

99 

8465 

Creepers,  Ice  USER-45  REV-82  CT . 

MIL  C-1476G 

GL 

24  Aug 

88 

GL 

99 

8465 

Cup,  Woter  Conleen,  W/wire  Hondle,  Corrosion  Resisting  Steel  USER-CO  45 

MIL-C-4376IC 

GL 

25  Mar 

88 

GL  NU 

99 

REV-MD  MC  82  CT 

8465 

Cup,  Woter  Conleen  (For  Insulated  Canteen)  USER-MC  45  REV-MD  82  CT . 

MIL.C.40126F 

GL 

29  Jul 

88 

Gl  NU 

99 

L 

8465 

Cup,  Woter  Conleen,  Cold  Weother.crs . . . . . 

MIL-C-44349 

GL 

09  Dec 

88 

Gl 

8465 

Descender,  FIGURE-8  USER-MC  REV-CT  . 

A-A-50125A 

GL 

11  Mar 

88 

Gl  NU 

8465 

Fostener,  Belt,  Clips,  End.  Strap,  With  Hook.  And  Keepers,  Slide  USER'ME 

M11-F-411C 

GL 

07  Jun 

85 

GL  NU 

99 

REV-MD  MC  82  CT 

8465 

Fastener,  Plastic,  For  Equipage  Items  USER-MS  YD  45  REV-MC  99  CT  . . 

MIL-F.43514B 

GL 

30  Sep 

85 

GL  SA 

11 

8465 

Field  Pock,  Canvos,  Combot,  M&I961  USER-45  REV-MO  82  CT . . . 

MII-F.40165C 

GL 

05  Aug 

87 

GL 

99 

NOTICE  2  (GL) 

8465 

Field  Pock,  Combat,  Nylon,  lorge,  LC-1  USER-YO  MC  45  REV-MO  82  CT . 

MIL-F-43832C 

GL 

23  Jun 

86 

GL  NU 

29 

8465 

Field  Pock,  Combot.  Nylon,  Medium,  LC-1  USER-YD  MC  45  REV-MD  82  CT  .. ... 

MIL-F-43833C  (1) 

GL 

28  Jul 

87 

Gl  NU 

99 

L 

8465 

Field  Pock,  Large.  With  Internol  Frame-  &,  Pock,  Polrol.  Combot . 

MII-F-44324A 

GL 

15  Apr 

88 

1 

8465 

Field  Pock.  Tro-ning  REV-MD  CT . 

MIL-F-43997A 

GL 

30  Sep 

86 

GL 

8465 

Frame,  Field  Pock,  (Riveted),  &  Shelf.  Cargo  Support  (Lightvreight),  LC-1 

MIL-F-43834D 

GL 

01  Jun 

87 

GL  NU 

USER-YD  45  REV-MO  MC  CT 

8465 

Frame.  Rucksack.  Steel  USER-45  REV-ll  CT . 

MIL-F-43673 

GL 

25  Jon 

88 

U 

O 

99 

NOTICE  1 

1 

8465 

Gloss,  Dork  Adoptalion  Validated  Jan  64  REV  CT  . . . . 

MIL-G-22112B 

AS 

03  Jul 

69 

AS 

1 

8465 

Goggles,  Sun,  Global  Survival,  Type  MA&1  USER-45  REV-CT . 

MIL-G-26071B 

82 

17  Oct 

84 

99 

8465 

Goggles,  Sun,  Wind  And  Oust,  1974  USER-YD  45  REV-MD  MC  82  CT . 

MII-G.43914D 

GL 

09  Jon 

85 

GL  NU 

99 

8465 

Goggles,  Sun,  Wind  And  Oust  USER-YO  MC  45  REV-MS  CT . 

MII-G-635C  (2) 

82 

02  Apr 

84 

SA 

99 

8465 

Hommock,  Jungle.  Nylon,  M-1966  USER-45  REV-MD  CT  . 

MIL-H-43595B 

GL 

07  Aug 

84 

GL 

99 

L 

8465 

Hammock,  Jungle,  M-1965  Validated  Jan  86  REV-TT . . . 

MIL-H-43132E 

NU 

22  Apr 

80 

NU 

8465 

Handcuffs  And  Leg  Irons  USER  MC  45  REV-U  82  CT . 

MIL-H-20050E 

GL 

30  Mor 

87 

Gl  SA 

99 

L 

8465 

Hordwore,  For  Belt.  Military  Police  Validated  Jun  87  USER-45  REV-CT  . 

Mll-H-21 155C 

MC 

25  Jun 

87 

MC 

NOTICE  1 

8465 

Harness  Mon  5  Sled,  Single  Trace  Type  USER-MC  11  45  REV-MD  82  CT . 

MIL-H-3697D 

GL 

29  Apr 

85 

Gl  SA 

99 

8465 

Harness,  Climbing,  Full-BODY  U3ER-MC  REV-CT  . 

A-A-50120 

GL 

29  Moy  87 

GL  NU 

8465 

Holder,  Cartridge,  Belt,  Col  .38,  leather,  Blo'k,  6  Round  USER-45  82  REV-MD 

MII-H-13102D 

GL 

o 

a 

■*< 

83 

Gl 

99 

L 

8465 

Hoed  And  Socks,  Extreme  Cold  Weother  Sleeping  System  (6CWSS)  . 

MIL-H-44308A 

GL 

27  Apr 

88 

Gl 

8465 

Hood.  Sleeping  Bog  Validated  Jan  88  USER-45  REV-CT . 

MIL-H-43879 

GL 

25  Jon 

88 

Gl  SA 

NOTICE  1 

8465 

lonyord.  Irdividuol  Equipment  Corrying  USER-MC  45  REV -82  CT . 

MII-1-10028F 

GL 

22  Oct 

85 

Gl  NU 

99 

L 

8465 

lonyord.  Pistol  And  WhisHe,  Royon  And  Cotton  Cord,  Scorlet  And  Gold 

MII-L-15300P 

MC 

23  Oct 

87 

MC 

Validated  Oct  87 

NOTICE  1 

8465 

liner.  Field  Pock  USER-45  REV-MD  MC  82  CT  . 

MIL-1-43720C 

GL 

26  Jul 

88 

GL  NU 

99 

8465 

Moir-tenonce  Kit,  Cold  Weother,  Insuloled  Soot  pneumolic  Mottress  Validated 

Mll-M'14545D 

GL 

25  Jon 

88 

GL  NU 

Jan  S3  USER-CG  REV-MC  Cl 

NTOICE  1 

8465 

Mc!*,  Sleeping  USER-YD  45  REV-MO  MC  CT . 

MIL-M-44104A 

GL 

30  Oct 

87 

Gl  NU 

99 

8465 

Mairress,  Pneumatic,  (Insuloled)  USER-YO  CG  45  REV-MC  CT . 

MII-M-43968A 

82 

12  Jul 

85 

SA 

99 

8465 

Megophone,  Hand  Validated  Jan  81  USER-45  REV-CT  . . 

Mil  M.1263D 

SA 

31  Mor 

75 

GL  SA 

99 

8465 

Modificolion  Kit,  Pockboord,  Radio  Carrying  USER-MC  REV-MD  99  CT . 

MIL  M-43757A 

GL 

30  Jul 

84 

Gl  SA 

11 

8/65 

Necklace,  Personnel,  Identification  Tog  USER-MC  CG  45  REV-MD  PE  82  CT . 

MIL-N-3019D 

GL 

15  Nov 

82 

Gl  NU 

99 

8465 

Net,  Multipurpose  REV-MD  MC  82  CT . . 

MIL-N-43181B 

GL 

21  Moy  86 

Gl  SA 

99 

8465 

Pock  And  Harness  Assembly,  Porochutists  Weapons  And  Individcol  Equipment 

MII-P-43304C 

GL 

30  Mor 

81 

Gl  AS 

US£R-A^C  REV-MD  CT 

8465 

Pockboord,  Metol  Validated  Jan  86  USER-MC  45  REV.99  CT . 

MIL  P-43756 

GL 

07  Oct 

71 

Gl  SA 

11 

8465 

Pockboord,  Plywood  Validated  Jan  88  USER-MI  45  REV-EA  MC  CT  . 

Mil  P-10941D 

GL 

25  Jon 

88 

GL  NU 

99 

NOTICE  1 

8465 

Pod,  Shoulder,  Pockboord  Validated  Jan  68  USER-MI  MC  45  REV-CI . . 

MIL-P-I8I4E 

GL 

25  Jon 

88 

Gl  SA 

99 

NOiiCc  » 

8465 

Poll,  Cotlopsible.  10  Quort  Copocity  USER-MO  MC  REV-45 . 

MII-P-10018F 

GL 

08  Moy 

84 

GL  NU 

99 

L 

8465 

Pe'sonnel  Idenlificolion  Bond  Kit  With  Components  And  Cose  Validated  feb  87 

MIL-P  43740B  (1) 

GL 

27  Feb 

87 

GL 

USER  4.5  REV-MD  CT 

NOTICE  1 

8465 

Piton,  Ice  USER-MC  45  REV.82  CT . 

A-A-501 13 

GL 

31  Mor 

87 

Gl 

99 

8465 

Pilon,  Mounlom  Validated  Jan  86  USER-45  REV-MC  CT . .  . 

MIL  P.1474J 

GL 

03  Jun 

80 

Gl  NU 

99 

8465 

Pilon,  Mountain,  Cliffhonger  USER  MC  45  REV'82  CT  . .  . 

A-A-501  15 

GL 

31  Mor 

37 

Gl 

99 

8465 

Pilon,  Mounlolo,  Flol  USER  MC  45  REV-82  CT . 

A-A-50111 

GL 

31  Mor 

87 

Gl 

99 

8465 

Piton,  Mountoin,  Angle  USER-MC  REV-82  CT  . . . . . . 

A-A-501 12 

Gl 

31  Mor 

87 

GL 

99 

8465 

Pocket.  Ammunition,  Mogozme,  2  Clips,  .45  Col..  Automotic  Pistol,  leother 

MIL  P-169IG 

GL 

30  Jun 

88 

Gl 

99 

USE8-45  REV-MO  82  CT 

1 

8465 

Pocket,  Ammunition  Mogozine  USER-MC  R£V-fVD  CT . . . . . 

MII-P-433I2C 

GL 

23  Dec 

85 

Gl 

L 

8465 

Pocket,  Ammunition  Mogozme,  Mililory  Police  Validated  Oct  87  P£V  CT  . 

MIL-P-17863C  (1) 

MC 

23  Oct 

87 

MC 

NOTICE  I 
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1. 

8465 

Pocket,  Ammunition  Mogozlne,  9  MM . 

MIL-P-44153A 

GL 

26  Aug 

85 

GL 

8465 

Pocket,  Ammunition  Mogozine,  Enlisted  Men  S,  M*1923  Validated  Jun  87 

MIL-P-2343F 

GL 

25  Jun 

87 

GL  SA 

99 

USER  YD  REV-MD  MC  CT 

NOTICE  1 

L 

8465 

Pocket.ommunllion  Mogozine,  9MM  (Two  Clip)  . 

Mll-P-44198 

GL 

16  Oct 

85 

Gl 

8465 

Poles,  Ski,  Steel  Shaft,  Monodjuitable  USER<45  REV-82  CT  . 

M1L-P-41806D 

GL 

15  Mor 

83 

Gl  MC 

99 

8465 

Protector,  Crompon  USER-MC  REV-82  CT..  . . 

-A-A-50121 

GL 

22  Jun 

87 

GL  NU 

99 

8465 

Protector,  Trousers,  Pistol  Holster  Validated  Oct  87  REV-CT . 

MIL-P-22295C 
.NOTICE  1 

MC 

10  Apr 

87 

Gl  MC 

8465 

Pulley,  Mountain  Rescue  REV'82  CT  . . 

AA-50097 

/GL 

23  Mar 

87 

Gl 

99 

8465 

Repair  Kit,  Ski  Militory,  All  Terrain  USER'45  REV-CT  . 

MILR-44085A 

GL 

22  Jun 

87 

GL  MC 

99 

8465 

Rifle  Butt  Pocket  And  Strop  Assembly  USER-YO  45  REV-CT  . 

MIL-R-43323E 

GL 

26  S«p 

86 

GL  MC 

99 

8465 

Sheoth,  Machete  (For  18  Inch  Long.  2  1/4  Inch  Wide  Blode)  Validated  Jan  $2 

MIL-S-2329C 

GL 

03  Dec 

75 

Gl  MC 

99 

USER  ME  45  REV-CT 

8465 

Shelf,  Corgo  Support,  Pockboord,  Pressed  Steel  USER-MD  MC  45  REV-CT . 

MIL-S-1812C 

GL 

04  Sep 

81 

GL  NU 

99 

8465 

Shoulder  Strop,  Side  Arm,  Militory  Police,  Leather,  Block  REV-MD  11  45  CT..  .. 

MIL  S-40022E 

GL 

07  Mor 

85 

Gl 

99 

8465 

Shower  Foil,  Collapsible,  Cotton  Duck,  5  GALLON  Copocity  USER  MS  REV  MD 

MIL--5  436748  (1) 

GL 

28  Sep 

87 

GL  NU 

CG  CT 

8465 

Ski,  Military,  All  Rom  USER-MC  RCV-82  CT . 

MIL  S  14300 

GL 

08  Oct 

87 

Gl  NU 

99 

L 

8465 

Sleeping  Bog  System,  For  Extreme  Cold  Weather  (ECWSS) . . . 

MIL-S  4436) 

GL 

21  Feb 

89 

GL 

8465 

Sleeping  Bog-cnntoiner,  Parachute  Boilout  SRU  15/P  USER-AS  45  REV-MD  MC 

MIL-S-38430  0) 

82 

08  Aug 

78 

Gl  NU 

99 

n  45  CT 

8465 

Sleeping  Bog.  Arctic  Survival,  Containerized,  Pressure  Vacuum  Pocked  USER-45 

A-A.50783A 

/82 

22  Ocl 

84 

99 

REV-CT 

L 

8465 

Sleeping  Bog,  Cold  Weother  Aircraft  Survivolkit  (Vacuum  Packed)  REV-MD  CT . 

MIL-S-44220 

GL 

31  Mor 

86 

GL 

L 

8465 

Sleeping  Bog,  Extreme  Cold  Weother  Sleeping  System  (ECWSS) . 

MIL-S  44309A 

GL 

27  Apr 

88 

Gl 

8465 

Sleeping  Bag,  Extreme  Cold  Weather  (Down  And  Polyester  Bolting  USER-45 

MIL  S-43B80C  (1) 

GL 

05  Sep 

85 

Gl  NU 

99 

REV-MD  MC  n  82  CT 

8465 

Sleeping  Bog,  iMermediote  Cold,  Synthetic  Pilled  REV-MD  MC  CT . 

MIL  S  44016A  (1) 

GL 

04  Sep 

85 

GL  NU 

L 

8465 

Sling,  Bag  And  Cose  Corrying,  ST-33  Validated  May  8t  USER  MC  45  REV  MD 

CT 

Sling,  Bag  And  Case  Carrying,  ST -35  REV-MD  MC  CT . . . 

MIL-S-433068 

GL 

OS  Feb 

74 

GL 

8465 

MIL-S-434a9D 

GL 

13  Oct 

87 

GL  NU 

8465 

Sling,  Bog  And  Cose  Corrying,  Communicotions  Equipment  USER-ER  MC  45 

MIL-S-43279D 

GL 

30  Aug 

84 

Gl  NU 

99 

REV-MD  82  CT 

8465 

Sling,  Carrying,  Bag  And  Cose  USER  AP  MC  45  REV  MD  ER  82  CT  . 

MIL-S  )698G 

GL 

28  Aug 

84 

Gl  NU 

99 

1 

8465 

Sling,  Sword,  Shoulder.  Nylon  Webbing,  While  Nylon  Sword  Sling  USER-45 

MIL-S  28933A 

MC 

26  May 

88 

MC 

REV  CT 

8465 

Sling,  Universal,  Individuol  Load  Corrying  REV-MD  CT  . 

M1L-S-43013C 
NOTICE  1 

GL 

75  Jon 

88 

Gl  MC 

99 

8465 

Snop  Link,  Mountain  Piton,  Locking  REV-82  . 

A-A-50041 

GL 

21  Dec 

82 

GL  NU 

99 

8465 

Snoplink,  Mounloin,  Piton  USER-MC  45  REV-82  CT  . 

MIL-S-1478F 

GL 

31  Dec 

85 

Gl  NU 

99 

8465 

Snowshoes,  Troil,  Magnesium  USER-MC  45  REV-82  CT  . 

MIL-S-43272E 

GL 

13  Aug 

84 

Gl  NU 

99 

1 

8465 

Spectacle,  Aviator  S,  Neodymium  Loser  Protective,  EOU-l/P  (With  Cose) . 

MIL-S-8S50S  (3) 

AS 

30  Jul 

87 

AS 

8465 

SpcclacI,,  loier  Protective  (With  Cote)  USER-MC  REV-MD  CT . 

MtL-S-4402S  0) 

GL 

05  Moy 

81 

Gl  NU 

L 

8465 

Stood,  Conteen  Cup  REV-MO  CT . . . 

MIL-S-44221 

GL 

03  Mor 

89 

Gl 

8465 

Stopper,  Hexagon,  Irregulor  USER-MC  REV-82  CT . 

A-A-50098 

GL 

27  Mor 

87 

Gl  NU 

99 

8465 

Stopper,  Inflating  Tube,  Pneumotic  Mattress  Validated  Jan  62  USER-45  REV-CT 

MIL-S-43659 

82 

05  Aug 

69 

NU 

99 

8465 

Stopper,  Wtred,  Wedged  USER-MC  REV  CT .  . 

A-A-S0106 

GL 

31  Mor 

87 

GL 

8465 

Strap,  Pockboord,  Quick  Release  USER-MC  45  REV-MO  82  CT  . 

MIL  S-lf)055D 

GL 

13  Jun 

84 

Gl  NU 

99 

8465 

Strop,  Waist  And  Shoulder,  Pock  Frame  And  '  ield  Pock,  And  Straps  With  Pock 

MIL-S-43835D  (1) 

GL 

11  Jon 

89 

Gl  NU 

99 

Frome,  Ground  Troops  USER-YO  REV-MD  MC  45  82  CT 

8465 

Strop,  Webbing,  Corgo  Tie  Down,  Lightweight  Pack  Frame,  M-1972  USER-YD 

MIL-S-4382BA  (1) 

GL 

11  Feb 

85 

Gl  NU 

45  REV-MD  MC  CT 

8465 

Straps,  Crompon . . . . . .  . 

A-A  50118 

GL 

14  Apr 

87 

Gl  NV 

8465 

Sunglasses  (With  Cose)  Validated  Jan  62  REV-MD  AS  MC  MS  99  CT . 

MIL-S-475D 

GL 

23  Jun 

70 

Gl  NU 

11 

8465 

Sunglasses,  HGU-4/P  (With  Case)  U5ER-45  REV  MO  MS  62  CT . 

MII-S-25948J  (1) 

GL 

28  Auj, 

86 

Gl  AS 

99 

L 

8465 

Survival  Kit,  Individual,  Vest  Type  REV-AV  MD . . . 

Mll-S  44095  (1) 

GL 

15  Nov 

83 

GL 

8465 

Survivol  Kit,  Individuol,  Tool  Validated  May  85  USER-AV  MC  . 

MIL-S-8642E 

AS 

20  Aug 

79 

Gl  AS 

8465 

Suspenders,  Individuol  Equipment  Belt,  LC-1  USER-YD  45  REV-MD  MC  82  CT .... 

MIL-5-43829B 

GL 

'6  Moy 

86 

GL  NU 

99 

L 

8465 

Sword  And  Scobbord.  .officer  S,  With  Cose  Validated  Oct  67  REV-CT . 

MIL-S'28921A 
NOTICE  1 

MC 

13  Ocl 

87 

MC 

L 

8465 

Sword  And  Scobbord  (Non-commissioned  Officers)  REV-CT  . . . . . 

MIL-S-19206C  (1) 

MC 

21  Nov 

85 

MC 

8465 

Tog,  Identification,  Personnel  USER-MC  45  REV-MD  82  CT  . 

MII-T-842F  ()) 

GL 

01  Aug 

86 

GL  NU 

99 

8465 

Whittle,  Boll,  Plottic  Validated  Jon  86  USER-45  REV-MD  n-C  CT . 

MIL-W-1053F 

GL 

12  Dec 

79 

GL  NU 

99 

L 

8470 

Armor,  Body,  Frogmentotion,  Protective,  Footwear  Validated  Feb  85  REV-CT . 

MIL  A-82175  (1) 

MC 

31  Aug 

73 

MC 

8470 

Bolliitic  Tett  For  Armor  USER-EA  REV-Gl  TE  AT  AR  MC  99  82  DP  . 

MIL-STD-662D 

MR 

19  Mor 

84 

MR  MC 

n 

8470 

Body  Armok,  Frogmentotion  Protective,  Groin  USER  45  REV  MD  82  CT . 

MIL  B-43366B 

GL 

30  Dec 

85 

GL 

99 

8470 

Body  Armor,  Bonnet,  For  Explosive  Ordnance  Oisposol  (Eod)  Units  REV-MD  82 

CT 

Body  Armor,  Chest  Plote  &  Foce  Shield,  Explosive  Ordnonce  Oisposol . 

MIL-B  44127 

GL 

01  May 

84 

Gl 

99 

L 

8470 

MIL  B-443iS  (1) 

GL 

28  Oct 

88 

GL 

8470 

Body  Armor,  Coot,  For  Explosive  Ordnance  Disposal  (EOD)  Units  REV-MU  MC 

MIL  tt  44155 

Gl 

7a~Dei. 

OH 

dSdS 
t  7 

82  CT 

8470 

Body  Armor,  Coot,  For  Explosive  Ordnonce  Oisposol  (Eod)  System  REV-MD  MC 

MIL-B-0044)55A 

GL 

28  Oct 

88 

GL  NU 

99 

82  CT 

8470 

Body  Armor,  Fragmentation  Protective  Vest,  Ground  Troops  USER-45  PEV-MD 

MIL  B-44053R 

GL 

3)  Dec 

86 

Gl  NU 

99 

MC  CT 

8470 

Body  Armor,  Frogmentotion  Protective,  Undergarment,  Combot  Vehicle 

MtL-6-44194 

GL 

14  Aug 

85 

Gl  MC 

99 

Crewmen’s  REV-MD  82  CT 

8470 

Body  Armor,  Smoll  Arms  (Hond  Gun)  Protective,  Undergarment,  MP-1  USER'45 

MIL-B-44134 

GL 

13  Aug 

84 

Gl 

99 

REV-MD  82 

8470 

Body  Armor,  Small  Arms  Protective,  Aircrewman  USER  45  .  . 

MIL-B-44314 

GL 

30  Dec 

87 

Gl 

11 

8470 

Body  Armor,,  Trousers,  Explosive  Ordnance  Disposal  (Eod)  System  REV-MO  82 

MIL-B  0044266A 

GL 

28  Oct 

88 

GL 

99 

Ct 
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L 

8470 

Carrier,  Body  Armor,  Airerewmon,  Smotl  Arms  Proiective  USER*45  R£V*MD  MR 

CT 

Cover,  Body  Armor,  Fragmentation  Protective  USER*45  REV«MD  MC  82  CT  . 

MIL-C-43544A 

GL 

15  Aug 

85 

GL 

8470 

MIL-C-44124A 

GL 

07  Oct 

88 

GL 

NU 

82 

8470 

Hardware,  For  Helmets,  Helmet  Liners,  And  Bands  Validated  Feb  84  USER>AV 

MIL-H-43178C 

GL 

18  Mar 

77 

GL 

99 

MC  45  REV-MD  CT 

8470 

Heodbond  And  Neckband,  Ground  Troops,  Parachutists,  Helmet  Liner  USER-MC 

MIL-H-41802E 

GL 

03  Oct 

86 

GL  NU 

99 

REV-MD  CT 

8470 

Headband,  Ground  Troops'  •  Porochuti’ts'  Helmet  USER*45  R£V«MD  MC  82  CT 

MIL-H-44098A  (1) 

GL 

24  Feb 

89 

GL 

NU 

99 

8470 

Helmet,  Combat  Vehicle  Crewman,  Ballistic  Shell,  DH<132A  REV*MD  MC  CT . 

MIL-H-44117A 

GL 

22  Dec 

87 

GL 

NU 

8470 

Helmet,  Ground  Troops,,  Porochutists.  Steel,  M<1  USER<MC  YD  45  REV*MD  82 

CT 

Helmet.  Ground  Troops  Parachutists  USER*YD  REV<MD  MC  82  11  CT . 

MIL-H-1988G 

GL 

30  Mar 

88 

GL 

NU 

99 

8470 

MIL-H-44099A  (1) 

GL 

24  Feb 

89 

GL 

NU 

99 

L 

8470 

Helmet.  Phonetolker  MK  4  Mod  0  . . . . . . . 

MIL-H-24616 

SH 

26  Jon 

83 

SH 

8470 

Liner.  Ground  Troop  S  •  Parachutist  S  Helmet  USER*45  REV^MO  MC  82  CT  . .  . 

MIL-L-41800G 

GL 

31  Dec 

85 

GL 

AS 

99 

8470 

Mosk.  Face,  Combat  Vehicle  Crewmens  Flame,  Oust,  Wind  &  Frogmentation 

Mll-M-44128 

GL 

05  Jun 

84 

GL 

NU 

99 

Proteclivc  REV-MD  MC  82  CT 

L 

8470 

Pod,  Liner,  Porochutist  S  Helmet  Validated  Oct  87  USER*MC  45  REV-MD . 

MtL-P-43918A 
NOTICE  1 

GL 

27  Oct 

87 

GL 

8470 

Pod,  PorochuliiU,  Helmel  USER-MD  45  REV-82  CT . 

MIL-P-440eiA 

GL 

31  Mar 

86 

GL 

MC 

99 

8470 

Strop,  Chin.  And  Suspension  Assembly,  Chin  Strop  USER-CG  45  REV-MD  MC 

CT 

Strop,  Chin,  Ground  Troops'-  Porochutists'  Helmet  USER-45  REV-MD  MC  82  CT 

MIL-S  433558 

GL 

27  Oct 

87 

GL 

NU 

99 

8470 

MIL-S-44091  (1) 

GL 

22  Jun 

84 

GL 

NU 

99 

8470 

Strop,  Chin,  Ground  Troops  Helmet.  Steel,  M-1  Validated  Mar  83  U$£R*45 

MIL-S-43841A  (1) 

GL 

19  Sep 

77 

GL 

NU 

99 

REV-CI 

8470 

Strop,  Chin.  Parachutist  S,  Helmet.  Steel,  M-1  USER-MC  REV-MD  45  CT . 

MIL-S-43912 

GL 

27  Oct 

87 

GL 

NU 

99 

8470 

Strap,  Retention.  Porochutists  Helmet  USER-MC  45  REV-MD  62  CT . 

MIL-S-44022A  (1) 

GL 

30  Mar 

84 

GL 

99 

8470 

Suspension  Assembly,  Ground  Troops'  Parachutists  Helmet  USER-45  REV-MD 

Mll-S-44097  (1) 

GL 

28  Feb 

89 

GL 

NU 

99 

MC  82  CT 

8470 

Suspension  Assembly.  Ground  Troops  Helmet  Liner  USER-45  REV-MD  82  CT..  .. 

MIL-S-43620B 

GL 

06  Aug 

85 

GL 

MC 

99 

L 

8470 

Test  Facility.  Boliistic,  For  Personol  Armor  Moteriol  Validated  Jan  65  REV-CT  ... 

MIL-STD-1161 

GL 

28  Dec 

66 

GL 

L 

8475 

Adopter,  Anti  g  Suit  Validated  Oct  84 . . . 

MS-17966C 

AS 

ID  Moy  78 

AS 

L 

8475 

Air  Inlet  Port . . . . . 

MS-17969B 

AS 

15  Apr 

83 

AS 

Q  1 

8475 

Anti  Gorment,  Cutaway,  CSU-13B/P  Validated  Jun  83  REV-99 . 

MIL-A-834068  (3) 

82 

02  Feb 

82 

99 

Q  1 

8475 

Anti-G  Gorment.  Cutoway,  Aromld  CSU-15/P  . 

MII-A-81905D  (1) 

AS 

10  Jul 

87 

AS 

L 

8475 

Anti-g  Air  Inlet  Port  Validated  Nov  87 . 

MS-17971B 

NOTICE  1 

AS 

09  Nov 

87 

AS 

1 

8475 

Coffloufloge  Film,  Flyers  Helmet,  KMU-440/P  REV-11  . . . . . 

MILC-83457A 

82 

15  Mor 

87 

99 

L 

8475 

Connector  Assembly,  Mole,  Flow  Control  And  Quick  Diuonrsect . 

MS-90350A 

AS 

15  Apr 

83 

AS 

L 

8475 

Coupling  Assembly,  Ventilotion  Air  Validated  Mar  83 . 

MS-)7965C 

AS 

02  Mor 

76 

AS 

8475 

Coupling  Assembly  •  Hose,  Quick  Disconnect,  Mole,  Anti  ,g.  Suit  Validated  Sep 

MS-22011 A 

AS 

16  Mor 

66 

AS 

99 

Bi  USER-MC  REV-CS 

L 

8475 

Cover  Plate  Assembly  Validated  Mar  83 . 

MS-17970A 

AS 

27  Apr 

65 

AS 

8475 

Coveroll/stowoge  Bog  Assembly,  Flyer's,  Anti-exposure  Quick  Donn  G, 

Mll-C-85763 

AS 

20  Oct 

87 

CWU-GO/P 

8475 

Coverotl,  Flying,  Anti-exposure,  Quick  Donning  CWU-IB/P  USER-CT  REV-11 .... 

MIL-C-3848BA  (1) 

82 

19  Jul 

78 

GL  AS 

99 

L 

8475 

Coverall,  Flying.  Anti-exposure  CWU-21/P  Validated  Apr  86 . 

MIL-C-83195A 
NOTICE  1 

11 

02  Apr 

86 

AS 

11 

L 

8475 

Coverall's.  Flyers,  Summer,  Fire-resistant,  Blue  CWU-73/P  . 

Mll-C-85700 

AS 

27  Mor 

87 

AS 

L 

8475 

Coverolls,  Flyers.  Anti-exposure,  CWU-62/P . . . . . 

MIL-C-85633A 

AS 

31  Dec 

86 

AS 

L 

8475 

Exhoust  Volve,  Ventilotion  Validated  Mar  83....... . 

MS-17962 

AS 

27  Apr 

65 

AS 

L 

8475 

Helmet  Assembly,  HGU-34/P . . . 

MIL  H-85047A  (1) 

AS 

25  May  83 

AS 

Q  L 

8475 

Helmet  Shell  Assemblies.  Pilot  S  Protective,  APH-6  Series  Validated  Jen  84 

MII-H-22995A 

AS 

25  Apr 

69 

AS 

USER-CT 

Q  L 

8475 

Helmel  Shell,  Flying.  HGU-22/P . 

MtL-H.83147  (3) 

82 

05  Oct 

78 

99 

L 

8475 

Helmet,  Flyer  S  HGU-36/P  REV.82 . 

MII.H-87140A 

11 

03  Apr 

87 

11 

1 

8475 

Helmet,  Flyers  HGU-55/P  . . . 

MIL-H-87174 

82 

25  Oct 

83 

99 

L 

8475 

Helmel,  Flying  Capsule  HGU-7/P  REV-11  CT... . 

MIL  H-27856D 

82 

08  May  81 

99 

L 

8475 

Hood,  Anti-exposure  CMU-IO/P  REV-ll . . . 

Mll-H  83230  (1) 

82 

28  Nov 

83 

99 

L 

8475 

Hood,  Anti-exposure  Coveroll  REV-CT . 

MIL  H  81500A 

AS 

15  Oct 

82 

AS 

8475 

Hood,  Flyer  S,  Anti-exposure,  (nflotoble.  HGU-32/P  REV-aV . 

Mll-H  81843C 

AS 

19  Sep 

86 

GL  AS 

L 

8475 

Liner,  Anti  exposure.  Flying  Coverolls  CWU-33/P  Validated  Mar  76 . 

Mll-1,-83197A 

82 

21  Aug 

69 

99 

L 

8475 

liner.  Flyers  ArJi  exposure  Coverall.  CWU-72/P . 

Mll-l-85701  (1) 

AS 

13  May  86 

AS 

1 

8475 

Mittens.  Anti-exposure  Coverall.  Quick  Donning  Validated  Sep  79  REV-CT  . 

MIL-M  81534 

AS 

26  Moy  67 

AS 

8475 

Mittens,  Flyer  S,  Anli-exposur^,  Inflatable,  HAU-12^P  REV-AV . 

MIL  M-81844C 

AS 

19  Sep 

86 

GL 

AS 

L 

8475 

Modification  Kit,  Aim*w  Protective  Helmet  KMU-441/P  Validated  May  88 

Mll-M-87137 

82 

27  May  88 

99 

REV.45  99 

NOTICE  1 

L 

8475 

Nozzle  Assembly  Ventilotion  And  Exhoust  Validated  Mar  83  . 

MS-17967A 

AS 

27  Apr 

65 

AS 

L 

8475 

Nozzle  Assembly  Anti-g  And  Ventilotion  Validated  Mar  83 . 

MS  17968A 

AS 

27  Apr 

65 

AS 

L 

8475 

Personol  Protective  Equipment,  Aircrew . 

MIL-P  87234 

11 

31  Oct 

85 

n 

1 

A47S 

Snrir  Flyor«  Anlt**pn«MP#  CW(I-A7/P  RPV-09  A7 

MII.S  R7917  t\\ 

0? 

71 

84 

r,i 

99 

1 

8475 

Socks,  Men  S,  Anti-exposure,  Rubber  SRU-25/P.. . . . . 

MIL-S-83194  (1) 

82 

22  Moy 

69 

99 

L 

8475 

Spring,  Lock  For  Nozzle  Assembly  Validated  Oct  84  . 

MS-90369 

AS 

27  Apr 

65 

AS 

1. 

8475 

Underweor,  Double  knitted,  Anti  exposure  CWU-22/P . . . . . . 

MIL-U-83196B 

82 

26  Nov 

86 

99 

L 

8475 

Vest,  Survivol  Equipment,  Type  SV-2A  Validated  Jvn  87  REV-CT  . . . 

MIL-V.81523A  (2) 
NOTICE  1 

AS 

23  Jun 

87 

AS 

0  L 

8475 

Visor,  Neodymium  Loser,  Protective  For  Airerewmon  S  Helmet  USER-CT  . 

MIL-V-22272D  (1) 

AS 

10  Dec 

82 

AS 

1 

8475 

Visor,  Shotter  Resistont . 

Mll-V-85374  (1) 

AS 

09  Jon 

81 

AS 

8510 

Lipstick,  Anti-chop  And  Sunburn  Protective  Validated  Jvn  81  USER-SM  Gl  MC 

MIL-1-655B  (1) 

DM 

09  Dec 

66 

MD 

99  DM 

os  AS  REV-MD  EA  MS 

8510 

Tolcum  Powder  . .  . . 

A-A-42A 

I 

09  No. 

79 

8510 

Tolcum  Powder  USER-GL  MC  . . 

U  T-30C 
■NT  AMD  (1) 

% 

24  Sep 

75 

8520 

Creom,  Shoving  And  Soop,  Shoving  USER-GL  MC . 

FFF-C-641D 

% 

17  Apr 

75 

895 


FSC  LISTING 


DOCUMENT 


FSC 

TITLE 

NUMBER 

PREP 

DATE 

CUSTODIAN 

8520 

Oenllfnce  USER  Gl  . 

FfF-D-191D 

% 

16  Apr 

75 

8520 

Hc»d  Cleoner  (Pod) .  .  ... 

A-A.106 

t 

13  Nov 

79 

8520 

Hand  Cteoner  (Pre  Moistened  Poper  Toweletle  In  Pocket)  USER*MC  MS  SS 

UU-T-1790A 

•GL 

23  Aog 

78 

GL 

REV.MD 

8520 

Hand  Cleoner  (Premoistened  Poper  Towelette  In  Pocket),.. . . . 

A  A-461 

t 

26  Sep 

80 

8520 

Hond  Cleoner  (Woteriess*  Creom  Form*  Regular  And  Antimicrobiol) 

A-A  279 

t 

14  Jun 

83 

8520 

Hond  Cleaner  (Waterless,  Lotion  Form) .  .  . . 

A-A  268 

t 

03  Jan 

80 

8520 

Hond  Cleoner  (Pre-moistened  Pod  And  Towelette,  For  Ink  And  Oflice  Soils) 

P-H  00I722A  (1) 

t 

24  Sep 

76 

8520 

Hond  Cleoner,  Waterless  Validated  Mar  83  REV'MO  . 

MIL-H  43606B 

GL 

10  Jun 

77 

Gl 

8520 

Hond  Cleoner,  Woterless  (Ouplicoting  Ink  And  Grease  USER  Gl  . 

P-H  31E  (2) 

% 

05  Nov 

76 

8520 

Honddeoncr  Pod  REV-MD  MC  SH  CG  . . 

PH  1722 

•GL 

17  Oct 

74 

GL  SA 

99 

8520 

Shompoo  (Antidandruff)  . 

A-A-22 

t 

28  Nov 

79 

8520 

Shoving  Cream  ....  . 

A-A-18A 

t 

09  Dec 

79 

8520 

Soop,  Borox  (Powdered)  REV.MD  .  . . . .  ..  . . 

A-A-1543A 

•GL 

14  Moy 

82 

Gl 

99 

8520 

Soop,  Borox  (Powered)  USER-SA  REV-MO . . . . . 

P-S-625E 

•GL 

23  Dec 

74 

GL 

99 

INT  AMD  (1) 

8520 

Soap,  Grit  (Coke  Pumice  Soap) . . .  . 

A.A.146 

t 

03  Jut 

79 

8520 

Soop,  Grit  (Coke  Pumice  Soop) . 

A  A.46A 

t 

27  Nov 

79 

8520 

Soap,  Grit  (Poste  With  Mineral  Scrubber)  .. .  . . . 

AA43A 

t 

14  Apr 

80 

8520 

Soap,  Grit  (Poste  With  Mmero!  Scurbber,  And  Power  With  Vegetoble 

P-S  577C  (1) 

% 

23  Mar 

77 

Scrubber)  USER-Gl  MC  SA 

8520 

Soop,  Tiolei  (Liquid  And  Paste)  USER  CG  SH  REV  MO  85 . . . 

R-S-624J 

•GL 

23  Apr 

80 

GL 

99 

8520 

Soop,  Tiolet  (White  Floating  Coke)  . 

A.A.49 

t 

25  Sep 

79 

8520 

Soop,  Toilet  (For  Soft  And  Hard  Woter  Use)  . 

A-A  51 

t 

04  Sep 

79 

8520 

Soop,  Toilet  (Milled  Coke) . .  .  .  .  . 

AA.48 

i 

21  Sep 

79 

8520 

Soop,  Toilet  (Powdered)  . 

A-A-SO 

t 

15  Nov 

79 

8520 

Soop,  Toilet  (For  Soft  And  Herd  Woter  Use)  Validated  Jan  86  USER  SA  MC 

P-S-617D  (1) 

'GL 

30  Dec 

75 

GL 

99 

REV-MD  GS 

8520 

Tooth  Powder  .  . . 

A  A.103 

t 

06  Sep 

79 

8520 

Toothpaste .  .  . . 

A.A-104 

t 

13  Oct 

82 

8530 

Brush,  Shoving  USER-GL . .  ..  . .  . .  . . 

H-B.571A  (2) 

% 

1 1  Apr 

45 

8530 

Brush,  Shoving . 

H  8-0057 IB 

% 

02  Jun 

69 

8530 

Comb,  Holr  (Ploslic)  USER-GL  mC  . 

L  C-566C 

% 

17  Sep 

57 

8530 

Combs,  Hair  (Plastic) . . . 

A.A.75 

t 

02  Jul 

80 

8530 

Hoirbrush,  Synthetic . . . 

HH.OOn93A 

I 

10  Dec 

71 

8530 

Hairbrush,  Synthetic . . . . . . 

A.a-73 

t 

15  Moy 

80 

8530 

Razor,  Safety,  And  Blodes,  Razor  USER-Gl  .  .  ... 

GG-R-60C 

% 

09  Apr 

65 

8530 

Soapbox,  Plastic  Validated  Mar  83  USER-MD  MC . 

MILS-1491D 

GL 

19  Aug 

77 

GL  SA 

99 

8530 

Stimulator,  Interdental  Validated  Jan  86  USER-MS  SS  REV-MO  45  . 

MIL  S-43634B 

GL 

05  Jun 

80 

GL 

99 

•8530 

Strop,  Microtome  Knife,  And  Strop.  Rozor  Validated  Feb  76  USER  MC  REV  MD 

KK  S-755D 

•GL 

24  Jun 

71 

GL 

99 

MS  SA 

8530 

Toothbrush  (For  Adults  And  Children)  USER  GL  . . 

H-T-560A 

•/. 

15  Sep 

72 

8530 

Toothbrush,  Adult  S,  (Multituft) .  .  . 

A-A-I23B 

t 

15  Jon 

86 

8530 

Toothbrush,  Child  S  (Multituft)  ......  . . 

A  A.59A 

t 

30  Nov 

79 

8540 

Cover,  Toilet  Seot  USER  Gl  . . .  .  . 

UU  C-1229 

% 

11  Moy 

72 

8540 

Cover,  Toilet  Seat,  Poper  . . . 

A  A-1220 

t 

04  Apr 

81 

8540 

Doily,  Paper  USER-Gl  . . . 

UU  D-650A 

•4 

02  Feb 

73 

8540 

Napkin,  Table,  Poper  USER-GL  SA . . . 

UUN.1650B 

% 

01  Moy 

73 

8540 

Napkin,  Table,  Poper . . . 

UUN.001650& 

•4 

05  Moy 

78 

8540 

Paper  Toilet  Tissue  (Pocket  In  Sheet  Form)  REV-TS  MO  84  S$ . 

MIL-P-4398BB 

GL 

29  Jun 

88 

GL  SA 

99 

8540 

Poper,  Toilet . . . 

A-A.697B 

} 

01  Nov 

85 

8540 

Poper,  Toilet  Tissue  . 

'JU  P-556J  (3) 

t 

17  Mor 

76 

8540 

Poper,  Toilet  Tissue  .  .  . . . 

UU  P  00556K 

t 

10  Jon 

78 

8540 

Tissue,  Facial .  . . 

A  A.1505 

t 

31  Mor 

81 

8540 

Tissue,  Facial  USER-GL  A*! . . . 

UU-T.450E  (1) 

% 

09  Aug 

76 

8540 

Towel,  Paper . . . 

A.A-696A 

t 

08  Sep 

86 

8540 

Towel,  Paper  USER-ME  GL  MC . 

UU.T.591F 

% 

24  Mor 

78 

8540 

Towel,  Paper  (Dental)  . . . . . 

A  A.2174 

t 

28  Mor 

85 

8540 

Towel,  Paper  (Disposable,  Dental  . 

MIL  T.37968 

MB 

12  Moy 

86 

MO  MS 

03 

8710 

Feed,  Dry,  For  Dogs  Validated  Jan  82  USER-SS  REV  MO  03 . 

N  F.170F 

/GL 

22  Mar 

74 

GL  YD 

99 

8710 

Feed,  High  Colonc,  Medicated,  For  Military  Working  Dogs  Validated  Oct  87 

MIL-F-43754B 

GL 

30  Oct 

87 

GL 

99 

USER-SS  REV-MD 

NOTICE  1 

8720 

Fertilizer  .  .... .  .  .  .....  ... ...  ....  . . . . . . 

A-A-1909 

t 

21  Feb 

82 

8720 

Fertilizer,  Mixed,  Commercial  USER«YD . . . . . 

OF-24ID 

• 

01  Aug 

75 

8720 

Peat,  Moss,  Peol,  Humus,  And  Peot,  Reed  sedge . . . . . 

0-P-)66E 

t 

10  May 

61 

8720 

Peats,  Mosses,  Humus,  &  Related  Products  -  25  Apr  69  Validated  Oct  83 . 

ASTM  D2607-69 

YD 

05  Jun 

81 

CE  YD 

11 

8730 

Seeds,  Agricultural . 

JJJ-S-181B 

t 

03  Sep 

64 

89GP 

Bocterlol  Standards  For  Storches,  Flours,  Cereols,  Alimentary  Postes,  Dry  Milks, 

Mll-STD  900C 

GL 

09  Apr 

85 

GL  SA 

50 

And  Sugors  Used  In  The  Preporotion  Of  Conned  Foods  For  The  Armed  Forces 

pew  Mr\  ftAC  ce 

89GP 

Desiccants  And  Desiccation,  Method  Of,  For  Pockaging  Subsistence  REV-MD 

Mll-0  432658 

GL 

26  May 

<17 

Oi  SA 

50 

MC  MS  SS 

89GP 

Guidelines  For  Detection,  Evoluotion,  And  Prevention  Of  Pest  Infestotion  Of 

MIL-STD-904A 

GL 

13  Jon 

84 

GL  SA 

45 

Subsistence  REV-MD  MC  MS  SS 

89GP 

Inspection  Of  Fruit  And  Vegetoble  Farms  And  Pocking  Sheds  In  Overseo  Areos 

MIL-HDBK  154B 

GL 

09  Jul 

82 

GL  SA 

45 

REV-MD 

89GP 

Labeling  Of  Melol  Cons  For  Subsistence  Items  Validated  Dec  87  REV  MD  . 

MIL  L.1497E  (2) 

Gl 

31  Dec 

87 

GL  SA 

50 

NOTICE  1 

89GP 

load  Unit  Preporotion  Of  Semipenshoble  Subsistence  Items  Clothingpersonol 

MIL  L-35078L 

GL 

16  Dec 

85 

GL  SA 

50 

Equipment  Andequipoge  Generol  Specificotion  For  USER-MC  MS  SS 

SUPP  lA 

89GP 

loods.  Unit,  Type  1,  Closs  A  •  Pelletized,  Stropped  Or  Film  Bonded  lood 

MIL  L  35078^16 

Gl 

30  Sep 

81 

GL  SA 

50 

89GP 

Loods,  Unit,  Type  1,  Closs  6,  Pelletized,  Stropped  lood  With  Cop  USER  MC 

MIL-l-35078-'2B 

GL 

30  Sep 

81 

Gl  SA 

50 

REV-MS  SS 


896 


FSC  US*nNQ 


L 


L 


L 


L 


I 


DOCUMENT 


FSC 

TITLE 

NUMBER 

PREP 

DATE 

CUSTODIAN 

89GP 

Loodt,  Unit,  Typt  1,  Clos»  C  •  Pallttiz«d,  Strapped  Lood  With  ShtoHiing  &  Cop 

MIL-L-35078/3B 

Gl 

30  Sep 

81 

GL  SA 

50 

89GP 

Loods,  Unit,  Typo  1,  Ctoii  D  •  Pollttiztd,  Stropped  Lood  With  Shroud, 

MIU-35078/4B 

GL 

30  Sep 

81 

Gl  SA 

50 

Shtothing  &  Cop 

89GP 

Loodi,  Unit,  Typo  li,  Oats  E,  Contoinoriztd  Unit  Lood,  Fiborboord  Box  On 

MII-L-35078/5B 

GL 

30  Sep 

81 

GL  S7 

50 

Polkt  With  Cop,  A  Nonmitollic  Stropping  Only  USER<MC  REV*MS  SS 

89GP 

Loodi,  Unit,  Typt  li.  Clou  F  •  Contalntrizod  Unit  Lood,  Wood  Otottd  Or 

MIL-l.-3S078/iB 

GL 

30  S,p 

81 

GL  SA 

50 

Wirtbound  Plywood  Boxtt  With  Motohie  Stropping  Only 

89GP 

loodi.  Unit,  Typo  III,  Ooimi  0  &  H  •  Commorciol  Loodi,  Clou  G,  Polltlizod, 

Ma-l-35078/7C 

GL 

30  Sep 

81 

GL  SA 

50 

Cloti  H,  Lood  Bolt 

89GP 

Pockoging  &  Thtrmoproctiiing  Of  Foodi  In  FItxibIt  Pouchti  REV^MD  TS  MC 

MII-P-44073B  (2) 

GL 

01  Dec 

87 

GL  SA 

50 

89GP 

Pockoging  Of  Food  Pocktt,  Aiiult  Compontnti  (In  Pou<hti)  REV<MD  TS  SS . 

MIL-P-44145 

Gl 

25  Mor 

85 

GL 

89GP 

Sonitory  Stondords  For  Commisioriti  REV'MD  MS . . . . . 

MIL-STD-903C 

GL 

20  Nov 

86 

GL  SA 

50 

89GP 

Sonitory  Stondordi  For  let  Plonti  REV-MD  MS . . . . . 

MIL-STD-906 

GL 

31  Dec 

87 

GL  SA 

50 

NOTICE  1 

89GP 

Sonitory  Stondordi  For  Food  Plonti  REV-MD  MC  SS  . . . . . . 

MIL-STD-MSE 

GL 

31  Dec 

87 

GL  SA 

50 

NOTICE  1 

8905 

Bocon,  Conodion-itylt.curtd,  Smoktd,  Slietd.in  Brine,  Thtrmoitobiliztd,  Troy 

MIL-B-44232A 

GL 

29  Dec 

88 

Gl  SA 

50 

Pock  REV-MO  TS  MC  SS 

8905 

8oeon,  Slob  Or  Slietd,  Chilltd  Or  Froztn  Votideted  Mot  83 . . 

PP-B-81H  (2) 

t 

18  May 

77 

8905 

Bocon,  Slietd,  Prtcooktd  REV-MD  TS  MC  SS . 

MII-B-44158A 

GL 

29  Dec 

88 

GL  SA 

50 

8905 

Bocon,  Slietd,  Prtcooktd,  Conntd  REV-TS  SS . 

A-A-20081A 

t 

28  Mor 

83 

8905 

Bacon,  Slietd,  Prtcooktd  Validated  Feb  BS  REV-MO  MS  MC  SS . 

PP-B-20I6A 

/GL 

27  Sep 

73 

GL  SA 

50 

8905 

Btef  Livtr,  Chilltd  Or  Froztn  (Wholt)  Validated  Jan  85 . 

PP-B-00351 

/GL 

06  Mar 

63 

GL  SA 

50 

8905 

Betf  Pottiei  In  Broth, thtrmoitobilized,  Troypock  REV-MD  TS  MC  SA  50  SS . 

MIL-B-443S3 

GL 

30  Sep 

88 

GL 

8905 

Bttf  Pottiti,  Dthydrottd,  Uneooktd  Validated  Feb  87  REV-MD  MC  MS  SS  . 

MIL-B-43143E 

GL 

30  Jun 

86 

GL  SA 

50 

NOTICE  1 

8905 

Bttf  Pottiti,  Prtcooktd,  Dthydrottd,  For  Mtol,  Rtody  To  Eat  REV-MD  TS  MC 

MIL-B-44078A 

GL 

30  Sep 

83 

GL  SA 

50 

MS  SS 

8905 

Bttf,  Cooktd,  Thtrmoitobiliztd,  For  Mtol,  Rtody  To  Eat  REV-MD  TS  MS  MC 

MIL-B-4405BA 

GL 

30  Sep 

83 

GL  SA 

50 

8905 

Bttf,  Dietd,  Dthydrottd,  Uneooktd  REV-MD  TS  MC  MS  SS . 

MIL-B-43311E 

GL 

05  Jun 

87 

GL  SA 

50 

8905 

Bttf,  With  Noturol  Juicti,  Corntd,  Chunked,  Formed,  Prtcor^td,  Froztn  . 

Mll-E-44133 

Gl 

29  Jun 

84 

GL 

8905 

Btefittok,  Dthydrottd,  UrKooktd  REV-MD  MC  MS  SS . 

MIL-B-431S8E 

GL 

07  Apr 

81 

GL  SA 

50 

8905 

Conodion  Bocon  With  Brine,  Thtrmoitobiliztd,  Troy  Pock . . . . 

PP-B-002129 

/GL 

25  Mor 

83 

•8905 

Chicken  And  Chicken  Producti,  Cooktd,  Dthydrottd  REV-MD  MC  SS . 

MIL-C-43135H 

GL 

30  Mor 

81 

GL  SA 

50 

8905 

Chicken  And  Chicken  Producti  Cooktd,  Dehydrated  Validated  Feb  84 . 

MIL-C-004313SG 

GL 

14  Apr 

78 

GL  SA 

50 

8905 

Chicken  Fillet,  Chunked  &  Formed,  Breaded,  Prtcooktd,  Froztn  REV-MD  TS  SS 

Mll-C-44119 

GL 

05  Mar 

84 

GL 

8905 

Chicken  Filitti,  Chunked  And  Formed,  Breaded,  Prtcooktd,  Froztn  REV-MD  TS 

A-A-20130 

/Gl 

17  Jun 

85 

GL  SA 

50 

MC  MS  SS 

8905 

Chicken  Loof,  Thermostobilized,  For  Mtol,  Rtody  To  Eot  REV-TS  MD  MS  MC 

MIL-C-44061A  (1) 

GL 

03  Dec 

84 

Gl  SA 

50 

8905 

Chicken  Or  Turkey,  Conntd,  Boned  REV-MD  MC  MS  SS . 

PP-C-1802A 

•GL 

15  Aug 

80 

Gl  SA 

50 

8905 

Chicken,  Diced,  Dthydrottd,  Cooktd,  Comprtiitd  Validated  Apr  88  REV-MD 

Mlir  U052 

GL 

25  Sep 

81 

Gl  SA 

50 

MC  SS 

8905 

Chicken,  Froztn,  Cooktd,  Bontltii,  Diced  Or  Ch<'nk . 

PP  C-002045 

•Gl 

02  Feb 

78 

GL 

8905 

Chicken,  Prtcooktd,  Froztn  REV-MO  .5 . 

Mll-C-44051 

GL 

23  Sep 

81 

GL  SA 

50 

8905 

Chicktni  And  Chicken  Porti,  Reody-to-cook,  Chilltd  And  Froztn  REV-MD  TS 

PP-C-248K 

•GL 

01  Feb 

84 

GL  SA 

50 

MC  MS  SS 

8905 

Clomi,  Conned  REV-MD  MC  MS  SS . . . 

PP-C-4IX)B  (1) 

•GL 

29  Jul 

80 

GL  SA 

50 

6905 

Clomi,  Chilled,  Freih,  And  Froztn,  Shucked  Validated  Jan  80  USER-MC 

PP-C-401C 

•GL 

21  Feb 

66 

GL  SA 

50 

REV-MD  MS  SS 

8905 

Duck,  Gooit,  Guinto,  And  Squab,  (Chilled  And  Froztn)  Rtady-to<ook 

PP-D-745H 

•GL 

12  Jul 

74 

Gl  SA 

50 

Validol*d  Jan  SO  USER-MC  MS  REV-MD  SS 

8905 

Fiih  Squorei,  Dthydipted,  Row  REV-MD  TS  MC  SS . . . 

MII-F-43142F 

GL 

26  Jun 

85 

Gl  SA 

50 

8905 

Fish,  Chilltd  And  Froztn  . . . . . . . . . . . . . 

PP-F-00381K  (1) 

•GL 

31  Aug 

77 

Gl  SA 

50 

8905 

Frankfurters  REV-GL  MC  MS  SS . . . . 

A-A-20132A 

* 

11  Feb 

86 

Gl  SA 

50 

8905 

Fronkfurteri  In  Brine,  Thtrmoitobiliztd,  Troy  Pock  REV-MD  TS  MC  SS . 

MIL-F-44297 

GL 

24  Sep 

87 

GL  SA 

50 

8905 

Frankfurters,  Thtrmoitobiliztd,  For  Mtol  Rtody  To  Eot . 

MII-F-44062A 

GL 

30  Sep 

83 

Gl  SA 

50 

8905 

Ground  Bttf  Producti,  Froztn . . . . . . . . . 

PP-B-2120A  (2) 

/GL 

08  Jun 

87 

Gl  SA 

50 

8905 

Horn  Chunks,  With  Juice,  Conntd  REV-MD  TS  MC  MS  SS . 

MIL-H-44159A 

GL 

31  Mar 

87 

Gl  SA 

50 

8905 

Horn  Chunks,  With  Juices,  Conned  REV-MO  TS  MC  SS . 

Mi:-H-0044I59B 

GL 

11  Feb 

88 

Gl  SA 

50 

8905 

Horn  Potties,  Canned  REV-MD  TS  MC  MS  SS  . 

A-A-20127 

GL 

02  May  85 

Gl  SA 

50 

8905 

Horn  Slice,  Smoke  Flavoring  Added,  Thermostobilized,  For  Mtol,  Reody-to-eot 

Mil  H-44063D 

GL 

26  Ocl 

88 

Gl  SA 

50 

REV-TS  MD  MS  MC  SS 

8905 

Horn  Slices  In  Brine,  Thermostobilized,  Troy  Pock  REV-MD  TS  MC  SS . 

;nlL-H'44298 

Gl 

09  Dec 

87 

GL  SA 

50 

8905 

Horn  Slices,  Thermostobilized,  Troy  Pock . . . 

PP-H-002I..A 

/GL 

09  Apr 

86 

8905 

Horn,  Conntd  REV-MO  TS  MC  MS  SS  . . . 

A-A-20149 

> 

15  Jan 

87 

Gl  SA 

50 

8905 

Homburger  Potties  With  Natural  Juices,  Canned  REV-MO  MC  MS  SS . 

MIL-H-1048G 

Gl 

04  Mor 

87 

Gl  SA 

50 

8905 

Lobster  Toil,  Spiny,  Raw,  Froztn  REV-MD  TS  MC  MS  SS  . . 

Mll-l-44190 

GL 

27  Jun 

85 

Gl  SA 

50 

8905 

(9»ody  Eo*  REV-MT  SS 

pp.i..AnnF 

/Gl 

09  .S*p 

86 

Gl  SA 

50 

8905 

Oysters,  Fresh  (Chilled)  And  Froztn.  Shucked  Validated  Jan  79  REV-MD  MS 

PP-0-954G 

•Gl 

23  Aug 

73 

Gl  SA 

45 

MC  SS 

INT  AMD  1 

8905 

Pork  Chop,  Dehydroled,  Uncooked,  Flaked  And  Formed  REV-MD  TS  SS . 

MIL-P-44114 

GL 

24  Oct 

83 

GL 

8905 

Porii  Chops,  Dehydroted,  Uncooked  Validated  Jon  85  REV-MD  MC  MS  SS . 

MIL-P-43144E 

GL 

22  May  79 

Gl  SA 

50 

8905 

Pofk  Potties,  Precooked,  Dehydrated,  For  Mtol,  Rtody  To  Eot  REV-MD  TS  MC 

MII-P-44069A 

GL 

30  Sep 

83 

Gl  SA 

50 

MS  SS 

8905 

Pork  Sousoge  Links  In  Brine,  Thermostobilized,  Troy  Pock . . . 

PP-P-002177 

GL 

28  Jun 

83 

8905 

Pork  Sousoge  Links  In  Brine,  Thermostobilized,  Troy  Pock  REV-MD  TS  MC  SS.... 

MIL-P-443n 

Gl 

09  Dec 

87 

GL  SA 

50 

8905 

Pork  Steak,  Floktd,  Formed,  Breoded,  Frozen  REV-MD  TS  MC  MS  SS  . 

MII-P-44131A 

Gl 

30  Mor 

87 

GL  SA 

50 

8905 

Rabbits,  Chilled  Or  Froztn,  Ready  To  Cook  REV-MD  MS  MC  SS . 

PP-R-21E  (1) 

•GL 

12  Sep 

77 

GL  SA 

50 

8905 

Solfflon,  Conned  REV-MD  MC  SS . . . . . . . 

PP-S-31F  (1) 

•Gl 

26  Oct 

76 

GL  SA 

50 

8905 

Sonitory  Stondords  For  Meot  Proeeiting  Plonti  In  Ovtrsto  Artos  REV-MD  MS .. 

MIL-STD-U81D 

GL 

1 1  Jun 

82 

Gl  SA 

50 

897 


FSC  LISTING 


DOCUMENT 


fSC 

TITLE 

NUMBER 

PREP 

DATE 

CUSTODIAN 

8905 

Sonitation  Stondords  For  FUh  Plonlt  Validated  Mar  83  REV  MD  MC  MS  03  SS 

fED-STD-369 

/GL 

02  Aug 

77 

GL 

SA 

50 

8905 

Sordines,  Canned  Validated  Jon  81  REV-MD  MC  MS  SS  . 

PP-S-SIH 

INT  AMD  1 

•GL 

13  Feb 

75 

GL 

SA 

45 

8905 

Scollops,  Chilled  &  Frozen . 

PP-S-120D 

•GL 

21  Apr 

80 

GL 

SA 

50 

8905 

Shrimp,  Conned  Validated  Jon  80  USER-MC  REV*MD  MS  03  SS . 

PP-S-311C 

•GL 

03  Sep 

65 

GL 

SA 

50 

8905 

Shrimp,  Dehydrated,  Cooked  REV-MD  MS  MC  SS . 

MIL-5-43  USE 

GL 

15  Aug 

85 

GL 

SA 

50 

8905 

Tuna,  Conned  Validated  Jon  80  REV-MD  MC  SS . . . 

PP-T  77  IB 

INT.  AMD.  (1) 

•GL 

20  Sep 

65 

GL 

SA 

50 

8905 

Turkey  And  Turkey  Ports,  Reody-to-cook.  Chilled  And  Frozen  REV  MD  TS  MS 

PP.T-791L 

•GL 

01  Feb 

84 

GL 

SA 

50 

MC  SS 

8905 

Turkey  Slices  With  Grovy,  Thermostobitlzed,  Troy  Pock  REV-MD  TS  MC  SS 

MII-T-44237A 

GL 

26  -lul 

88 

GL 

SA 

50 

8905 

Turkey,  Boneless,  Frozen,  Row  Or  Cooked  REV-MD  MC  MS  SS . 

PP-T.1823C 

•GL 

27  May 

81 

GL 

SA 

50 

8905 

Veal  Cutlets,  Boneless,  Breoded,  Frozen  Validated  feb  84  . 

MII-V-43947A 

GL 

02  Mar 

78 

GL 

SA 

50 

8905 

Veal  Steak,  Frozen,  Floked,  Formed.  Breoded  REV-MD  TS  MC  MS  SS  . 

MIL-V.44125A 

GL 

30  Mor 

87 

GL 

SA 

50 

8910 

Butler  REV-MD  TS  MC  MS  SS  . 

A-A-20044 

• 

16  Nov 

84 

GL 

SA 

99 

8910 

Butter  REV-MD  MC  MS  SS . . . 

C  8  801H  (3) 

•GL 

13  Apr 

77 

GL 

SA 

50 

8910 

Buttermilk,  Fluid  And  Milk,  Whole,  Fresh,  Cultured  REV-MD  MS  MC  SS  . 

C  8-816G 

•GL 

09  Aug 

77 

GL 

SA 

50 

8910 

Cheese  And  Cheese  Food,  Process,  Posteurized  REV-MD  MS  MC  SS . 

C-C-291F  (3) 

•GL 

01  Jun 

77 

GL 

SA 

50 

8910 

Cheese,  Americon,  Process,  Posturized,  &  Cheese,  Pimento,  Process  Posteurized 

A-A-2(X)e4 

/GL 

12  Oct 

82 

GL 

SA 

50 

REV-MD  TS  MC  MS  SS 

8910 

Cheese,  American.  Processed,  Dehydrated  Validated  Mar  83  REV-MO  MC  MS 

SS 

Cheese,  Cheddar,  Natural  Validated  Jan  79  REV-MD  MC  MS  SS  . 

MIL-C-35053C 

GL 

18  Feb 

77 

GL 

SA 

50 

8910 

CC-271H 

INT  AMD  1  (GL) 

•GL 

17  -lul 

73 

GL 

SA 

50 

8910 

Cheese,  Coltoge  REV-MD  MC  MS  SS . 

C-C-281f  (2) 

•GL 

11  Dec 

75 

GL 

SA 

50 

8910 

Cheese,  Cottage,  Dehydrated  REV-MO  MS  MC  SS . . . 

MIL-C-43274D 

GL 

28  Sep 

87 

GL 

SA 

50 

8910 

Cheese,  Cream,  Neufchatel,  And  Low  Fat  (Imitation)  Validated  Jan  8t . 

C-C-1103A  (1) 

•GL 

02  Sep 

75 

GL 

SA 

50 

8910 

Cheese.  Grated . . . . 

C-C-2858  (1) 

•GL 

31  Jon 

77 

8910 

Cheese,  Mozzarella  And  Provolone,  Natural  Validated  Fob  84  REV-MD  MS  MC 

SS 

Cheese.  Pasteurized  Process  Swiss  And  Pasteurized  Process  Swiss  And  Cheddor 

MIL-C-35088C 

GL 

29  Sep 

78 

GL 

SA 

50 

8910 

C-C-305E 

•GL 

16  Jun 

77 

GL 

SA 

50 

Or  Americon  REV-MO  MC  MS  SS 

8910 

Cheese,  Pizza  Blend  Validated  Feb  87  REV-MD  MC  MS  SS  .  .  . . 

MILC-44040 

NOTICE  1 

GL 

27  Feb 

87 

GL 

SA 

50 

8910 

Cheese,  Swiss,  Natural  Validated  Jon  76  . 

C-C-302C 

INT  AMD  2  (GL) 

•GL 

08  Feb 

71 

GL 

SA 

50 

8910 

Cream,  Sour,  (Cultured  Or  Acidified)  Validated  Feb  84  REV-MD  MS  MC  SS  .... 

C-C-A78D 

•GL 

21  Nov 

77 

GL 

SA 

50 

8910 

Egg  And  Egg  Products,  Frozen  REV-MD  MS  MC  03  SS . 

C-E-230E 

•GL 

28  Sep 

77 

GL 

SA 

50 

8910 

Egg  Mix,  Dehydrated  REV-MO  TS  MC  SS  . 

MII-E-43377D 

GL 

12  Jon 

88 

GL 

SA 

50 

8910 

Eggnog  Mix,  Dry  REV-MO  TS  MC  MS  SS  . 

A-A-20045 

•GL 

27  Dec 

82 

GL 

SA 

50 

8910 

Eggnog,  Liquid,  Canned  REV-MO  TS  MC  MS  SS  . 

A-A.20147 

/GL 

07  Nov 

86 

GL 

SA 

50 

8910 

Egg*.  Sh«ll  USER-MC  REV-MD  MS  SS . 

C-E-271J  (1) 

•GL 

02  Mor 

79 

GL 

SA 

50 

8910 

Flavored  Dairy  Drink,  Dry,  Chocoiate'Coffee  Flovored  Validated  Feb  84  REV-MO 

MII-F-35100B 

GL 

09  Nov 

71 

GL 

SA 

50 

MC  MS  SS 

8910 

Ice  Cream  Mixes,  Regulor  And  Imitation,  Dehydroted  Validated  Mar  83 

EE-l-1699  (2) 

/GL 

08  Aug 

77 

GL 

SA 

50 

REV-MD  MC  MS  SS 

8910 

Ice  Cream,  Ice  Milk  &  Sherbert,  Regular  &  Mellonne  Or  Meltonne  Types,  Ices  & 

EE-I-116E 

•GL 

28  Jul 

72 

GL 

SA 

45 

Novelties 

INT  AMD  3  (GL) 

8910 

Ice  Milk,  Milk  Shake  And  Yogurt  Mixes  Validated  Jan  85  REV-MO  MS  MC  SS.. 

Mil  l  43717C  (1) 

GL 

04  Moy 

79 

GL 

NU 

50 

8910 

Molted  Milk  Validated  Jan  80  REV-MD  MC  SS  . 

C-M-50A 

INT  AMD  1  (GL) 

•GL 

09  Mor 

66 

GL 

SA 

50 

8910 

Milk  &  Milk  Products,  Fluid,  Fresh,  Ultra  Posteurized  &  Aseptic  Processed  & 

C  M-1730B 

•GL 

08  Apr 

80 

GL 

SA 

50 

Packaged  (Commercial  Sterility)  REV-MO  MS  MC  SS 

8910 

Milk  (Plain  Or  Chocolate  Flavored),  Cream,  Half  And  Holf,  Filled  And  Cheese, 

Mll-M-350e2B  (2) 

GL 

10  Dec 

74 

GL 

SA 

50 

Cottoge,  Creomed,  And  Filled  Validated  Jan  81  REV-MC  MS  SS 

8910 

Milk  And  Milk  Products  REV-MO  TS  MC  MS  SS  . 

A-A-20113 

* 

22  Jun 

84 

GL 

SA 

50 

8910 

Milk  And  Milk  Products,  Fresh,  Fluid,  Concentroted,  And  Frozen  REV-MD  MC 

C-M-1678C 

•GL 

03  Oct 

77 

GL 

SA 

45 

MS  SS 

8910 

Milk  Fot  (For  Recombined  Milk  And  Other  Manufactured  Dairy  Products) 

M1LM-1036F 

GL 

30  Mar 

76 

GL 

SA 

50 

Validated  Jan  82  REV-MD  MS  MC  SS 

8910 

Milk  Fot,  Anhydrous  Validated  Mar  83  REV  MO  MS  MC  SS  . 

MII-M-3233D  (1) 

GL 

20  Jon 

77 

GL 

SA 

50 

8910 

Milk,  Dry,  Nonfot;  And  Milk,  Dry,  Nonfot,  Instand  (  Spray  Process)  REV-MD  TS 

A-A-20085A 

/DP 

20  Mor 

87 

GL 

SA 

50 

MC  MS  SS 

8910 

Milk,  Dry,  Substitute,  Lowfot  REV-MO  TS  MC  SS . 

Mll-M-44312 

GL 

09  Dec 

87 

GL 

SA 

50 

8910 

Milk,  Evoporoted  Validated  Jan  81  REV-MO  MC  SS  . 

C-M-371G 

•GL 

15  Jol 

75 

gl 

SA 

50 

8910 

Milk,  Evoporoted  REV-MD  TS  MC  MS  50  SS . . . .  .... ...........  . . 

A-A.20072A 

/GL 

01  Nov 

84 

GL 

SA 

50 

8910 

Milk,  Filled,  Dry,  Ploin  Or  Chocolate,  Fortified  Validated  Feb  84  REV-MD  MC 

SS 

Miik,  Nonfat,  Dry  REV-MD  MS  MC  SS . 

MIL'M-4324)A 

GL 

29  Dec 

71 

GL 

SA 

50 

8910 

C-M-350C  (1) 

•GL 

18  Aug 

80 

GL 

SA 

50 

8910 

Sonitory  Stondords  For  Butter  (And  Related  Products)  Plants  REV-MD  MS.... . . 

MIL-STD-1482C 

GL 

01  Nov 

86 

GL 

SA 

50 

flOIA 

Onr  rUmme^m  Aeej  ^'CdvC*!  5*  M5 

Gl 

ni  Nav 

RA 

Gl 

$4 

50 

8910 

Sonitory  Stondords  For  Frozen  Desserts  Plonis  REV-MD  MS  MC  SS  . 

MIL  STD-1 155C 
NOTICE  1 

GL 

18  Moy 

82 

GL 

SA 

50 

8910 

Sanitary  Stondords  For  Shell  Egg  Plonts  REV-MD  MS . 

MIL-STD-667C 

GL 

01  Nov 

86 

GL 

SA 

50 

8910 

Sonitory  Standards  For  Milk  Evoporoting  And  Drying  Plants  Validated  Nor  87 

MIL-STD-471C 

GL 

06  Nov 

87 

GL 

SA 

50 

REV-MD  MC  MS  50 

NOTICE  1 

8910 

Sonitory  Stondords  For  The  Equipment  *  Methods  For  The  Handling  Of  Milk 

MIL-STD-175E 

GL 

06  Nov 

87 

GL 

SA 

50 

And  Milk  Products  In  Bulk  Milk  Dispensing  Operotions  Validated  Nov  87 

REV-MD  TS  MS  MC  SS 

NOTICE  1 

8915 

Applesauce,  Instont  Validated  Jon  85  REV-MD  MC  MS  SS  . 

MIL-A-35045C 

GL 

13  Dec 

78 

GL 

SA 

50 

8915 

Applesauce,  Troy  Pock . 

2-F-002130 

/GL 

30  Jun 

82 

8915 

Bananas,  Fresh  Validated  Jon  80  REV-MD  MC  SS . . 

Y-B-91D  (2) 

•GL 

26  Moy 

66 

GL 

SA 

50 

8915 

Bean  Sprouts,  Conned  REV-MD  MC  MS  SS . 

A-A-2(X>42 

•GL 

18  Sep 

81 

898 


FSC  USTING 


DOCUMENT 

FSC  TITLE  NUMBER  DATE  CUSTODIAN 


•8915 

Been,  Dried,  Conned  (In  Tomoto  Sauce  Or  Brine,  With  Or  Without  Meat  Or 

A-A-20134 

/GL 

03  Jul 

86 

Gl 

SA 

50 

MmI  Producl)  REV-MD  TS  MC  MS  SS 

8915 

Bean,  Green,  Thermostobilized,  Troy  Pock . . . . . 

HHH-B  002166 

/GL 

31  Mar 

83 

8915 

Beans  In  fomoto  Souce, flavored  With  Bocon,,  Thermostobilized,  Troy  Pock 

MIL-B-44242A 

GL 

25  Mar 

88 

GL 

SA 

50 

REV-MD  TS  MC  SS 

8915 

Beans  With  Pork,  Thermostoblized,  Troy  Pock . 

HHH-V.002140 

/GL 

26  Jul 

82 

Gl 

8915 

Beans,  Green,  Dehydroted,  Compressed  REV-MD  TS  MC  MS  SS  . . 

MIL-B-43930B 

GL 

30  Jun 

87 

GL 

SA 

50 

8915 

Beons,  Green,  Dehydrated  REV-MD  MC  MS  SS  . . 

Mll.B-350t1E 

GL 

30  Jun 

87 

Gl 

SA 

50 

8915 

Beans,  Green,  Thermostobilized,  Troy  Pock  REV-MO  T$  MC  SS  .  . 

MIL'B-44345A 

GL 

25  Mor 

88 

GL 

SA 

50 

8915 

Beans,  Lima,  Thermostobilized,  Troy  Pock .  . 

HHH-B.002179 

/GL 

23  Jun 

83 

GL 

8915 

Broccoli,  Dehydrated,  Compressed  REV-MD  TS  MC  MS  SS  . . 

MIL-B-44129 

GL 

20  Jun 

84 

Gl 

SA 

50 

8915 

Cobboge,  Dehydrated  Validated  Feb  88  USER-MC  REV-MD  SS . 

MIL-C.826C  (1) 
NOTICE  1 

GL 

12  Feb 

88 

GL 

SA 

50 

8915 

Cobboge,  Dehydroted,  Compressed  REV-MO  TS  MC  MS  SS . 

MIL-C-44122 

GL 

27  Mor 

64 

GL 

SA 

50 

8915 

Cabbage,  Fresh,  Shredded  REV-MD  TS  MC  MS  SS .  .  . . 

A-A-20152 

• 

'26  Mar 

87 

GL 

SA 

50 

8915 

Cobboge,  Fresh,  Shredded  Validated  Jon  80  REV-MD  MC  MS  SS  . . . 

HHH-V.1867/1 

•GL 

10  Jul 

74 

gl 

SA 

50 

8915 

Corrot,  Dehydrated,  Compressed.  Diced  Or  Shredded  REV-MD  TS  MC  MS  SS  .. 

MII-C44116 

GL 

12  Dec 

83 

GL 

SA 

50 

8915 

Carrots,  Fresh,  Reody-to-use  Validated  Jan  60  REV-MD  MS  MC  SS  ... ...  . 

HHH.V.1867/2 

•GL 

10  Jul 

74 

Gl 

SA 

50 

8915 

Corrots,  Sliced,  Thermostobilized,  Troy  Pock  REV-MD  TS  MC  SS . 

MIL-C-44262A 

GL 

05  Jon 

89 

gl 

SA 

50 

8915 

Carrots,  Sliced,  Thermostobilized,  Troy  Pock . 

JJJ-V002173A 

/GL 

08  Jul 

85 

Gl 

8915 

Celery  Dehydroted  REV-TS  MD . 

Mll-C.44088 

NOTICE  1 

GL 

12  Feb 

88 

Gl 

8915 

Cherries,  Frozen  Validated  Jan  81  REV-MD  MC  MS  SS . 

2-F.1743/3B 

*Gl 

18  Nov 

74 

GL  SA 

50 

8915 

Cherries.  Moroschino,  Pitied,  Red  REV-MD  MC  MS  SS  . 

YC-2083 

•GL 

16  Nov 

78 

GL  SA 

50 

8915 

Cherry,  Maraschino,  Pitted,  Red  REV-MO  TS  MC  MS  SS . 

A-A.20131 

* 

16  Aug 

85 

GL  SA 

50 

8915 

Corn,  Sweet,  Cream  Style,  Thermostobilized,  Troy  Pock  REV-MD  TS  SS  . 

MIL-C-44339 

GL 

17  Jon 

88 

gl 

SA 

50 

8915 

Corn,  Sweet,  Cream  Style,  Thermostobilized,  Troy  Pock . 

HHHC002167A 

GL 

06  Aug 

85 

Gl 

8915 

Corn,  Whole  Kernel,  Thermostobilized,  Troy  Pack  REV-MD  TS  SS  . 

Mll-C-44338 

GL 

17  Jun 

88 

Gl  SA 

50 

8915 

Corn,  Whole  Kernel,  Thermostobilized,  Troy  Pock . 

JJJ-V.002174A 

GL 

27  Jun 

85 

8915 

Com,  Yellow,  Dehydroted,  Compressed  REV-MD  TS  MC  MS  SS  . 

MIL-C-44118 

GL 

28  Dec 

83 

GL  SA 

50 

8915 

Crobopples,  Spiced,  Canned  REV-MD  TS  MC  MS  SS . 

AA-20157 

* 

18  Jun 

87 

Gl 

SA 

50 

8915 

Crobopples,  Spiced,  Conned  Validated  Jon  80  REV-MD  MC  MS  SS  . . . 

Z-C-1845 

•GL 

12  Mor 

74 

Gl 

SA 

50 

8915 

Cranberry  Juice  Cocktail  Validated  Jan  81  REV-MD  MC  45  SS  . . 

ZC-1651  (1) 

•GL 

10  Ocl 

74 

GL  SA 

50 

8915 

Figs,  Conned . . . . . 

Z-F00174/28 

/GL 

12  Jon 

72 

GL 

SA 

50 

8915 

Fresh  Fruit  And  Vegetable  Pockoging,  Packing  And  Marking  Of  Validated  Jon 

PPF  F^SB  (3) 

•GL 

12  Apr 

73 

Gl 

SA 

50 

79  REV-SM 

8915 

Fruit  Cocktail,  Thermostobilized,  Tray  Pack . . . 

Z'F-002164 

/GL 

14  Mor 

83 

8915 

Fruit  Soup,  Artificially  Flavored  (Operational  Ration  Component) . 

MII-F-442B2 

GL 

25  Jun 

87 

gl 

8915 

Fruit,  Freeze  Dehydrated,  For  Meol,  Ready  To  Eot  REV-TS  MD  MS  MC  SS . 

MII-F.44070B  (1) 

GL 

13  Apr 

87 

Gl 

SA 

50 

8915 

Fruits,  Thermostobilized,  For  Meol,  Reody-to-eot  REV-MO  TS  MC  MS  SS . 

MII-F.44067C 

GL 

02  Apr 

87 

GL  SA 

50 

8915 

Grapefruit  And  Oronge  Sections,  Chilled  REV  MD  SS  . 

YG-1948 

•GL 

08  Jul 

77 

GL 

50 

8915 

Juice-drink,  Pineoppte  And  Pink  Gropefruit,  Conned . 

A-A-20115 

t 

26  Jul 

84 

8915 

Juice,  Grope,  Instant,  Sweetened  REV  MD  TS  MS  MC  SS . . .  . . 

MIIJ.43904A 

GL 

04  Sep 

85 

Gl  SA 

50 

8915 

Juice,  Grapefruit,  Instant  REV-MD  MC  SS  . . . 

MII-J-35050C 

GL 

10  Sep 

85 

GL 

SA 

50 

8915 

Juice,  lemon,  Frozen,  Concentrated  REV-MO  TS  MC  MS  SS  . 

A-A.20102 

/GL 

11  Jul 

83 

GL 

SA 

50 

8915 

Juice,  lemon.  Reconstituted,  Packet,  Individual  Validated  Jan  80  REV-MD  MS 

Z-J-1843 

•GL 

10  Apr 

74 

GL 

SA 

50 

MC  SS 

INT  AMD  1  (Gl) 

8915 

Juice,  Lemon,  Reconstituted,  Pocket,  Individuol  REV-MD  TS  MC  MS  SS . 

AA-20144 

/GL 

29  Aug 

86 

GL 

SA 

50 

8915 

Juice,  lime.  Frozen,  &  Frozen  Concentrate  For  limeade  REV-MO  TS  MC  MS  SS 

A.A-20122 

* 

16  Jan 

85 

GL 

SA 

50 

8915 

Juice.  Orange,  instant  REV-MD  TS  MC...  . .  . . . 

MII-J-35049E 

GL 

02  Mar 

87 

Gl 

SA 

50 

8915 

Juice,  Prune.  Canned  . . . . . . 

AA-20117 

X 

26  Jul 

84 

8915 

Juice,  Vegetable,  Canned  USER-SM  REV-MD  MS  MC  SS . 

JJJ  J-850A  (1) 

•GL 

26  Mor 

79 

GL 

SA 

50 

8915 

Juice,  Vegetable,  Canned  REV-MO  TS  MC  MS  SS . 

A  A -20 156 

/ 

06  Moy  87 

GL 

SA 

50 

8915 

lettuce.  Fresh,  Reody  to  use  Validated  Jan  81  REV-MO  MC  MS  SS . 

HHH.V-1867/3A 

•GL 

10  Jon 

75 

Gl 

SA 

50 

8915 

Nectars,  Fruit,  Canned  (Apricot,  Pear,  &  Peach  REV-MO  TS  MC  ATS  SS . 

A.A-20n8 

* 

2?  Jon 

85 

Gl 

SA 

50 

8915 

Onions,  Dehydrated,  Compressed  REV-MD  MS  MC  SS  . 

M1L-O.43901A 

GL 

31  Dec 

86 

GL 

SA 

50 

8915 

Onions,  Dry,  Reody-to  use  Validated  Jan  80  REV-MO  MS  MC  SS . 

HHH.V.1867/4 

•GL 

10  Jul 

74 

GL 

SA 

50 

8915 

Onions,  Green,  Fresh,  Reody-to-use  Validated  Jan  80  REV-MD  MS  mC  SS . 

HHH.V-1867/5 

•GL 

10  Jul 

74 

Gl  SA 

50 

8915 

Oronges,  Conned  (Mandarin)  . . 

A-A-20119 

t 

26  Jul 

84 

8915 

Pea,  Thermostobilized,  Troy  Pock .  . . . . 

HHH.V.002131 

/GL 

20  Sep 

82 

GL 

8915 

Peoch,  Semi-solid,  Therostobtlized  Tube  Pock  REV-MO  TS  MC  5A  50  SS . 

Mll-P.44318 

GL 

19  Feb 

88 

GL 

8915 

^eoches.  Sliced,  Thermostobilized,  Troy  Pock .  . 

Y.F002137 

/GL 

30  Jun 

82 

8915 

Peor,  Semi  solid,  Thermostobilized  Tube  Pack  REV-MD  TS  MC  SA  ^  SS  . 

MIL-P.44319 

GL 

19  Feb 

88 

Gl 

8915 

Peors,  Sliced,  Thermostobilized,  Troy  Pock  .  . 

Y-F.002138 

/GL 

30  Sep 

82 

GL 

8915 

Peos  &  Mushrooms,  Thermostobilized,  Troy  Pock  REV-MD  TS  MC  SS  . 

MIL-P-44260A 

GL 

08  Feb 

89 

GL  SA 

50 

8915 

Peos  And  Mushrooms,  Thermostobilized,  Troy  Pock . 

HHH.V.002133 

GL 

05  Ocl 

83 

8915 

Peos,  &  Carrots,  Thermostobilized.  Troy  Pock  REV-MD  TS  MC  MS  SS . 

MIL-P-44287 

GL 

30  Jun 

87 

GL 

SA 

50 

8915 

Peos,  And  Corrots,  Thermostobilized,  Troy  Pock  . 

HHH.V.002132 

GL 

28  Jun 

83 

8915 

Peas,  Dehydroted.  Compressed  REV-MD  MC  MS  SS  . 

MIL-P.43873A 

GL 

30  Jun 

86 

GL 

SA 

50 

8915 

Peas,  Dry,  Split  REV-MD  MS  MC  SS .  . 

JJJ  P-156C 

•GL 

04  Jon 

77 

Gl 

SA 

50 

^eppe'«.  e»A^  BPv-Mn  TS  MC  MS  SS 

MIL  P.35003E 

GL 

30  Jun 

87 

GL 

SA 

50 

8915 

Peppers,  Green,  Dehydrated  REV-MD  TS  MC  MS  SS  . . 

A.A-20070 

•GL 

23  Nov 

82 

GL 

SA 

50 

8915 

Pineopple,  Diced,  Thermostobilized,  Troy  Pock  . 

Y.P002194 

/GL 

12  Dec 

83 

GL 

8915 

Pototo  Mix,  Dehydrotedffor  French  fried  Typepotatoes)  REV-MD  TS  MC  SS 

A-A-20i65 

GL 

29  Jon 

88 

GL 

SA 

50 

8915 

Pototo  Potties,  Precooked,  Dehydroted,  For  Meal,  Ready  To  Eot  REV-TS  MD 

MIL-P.4  ■  A 

GL 

30  Sep 

83 

Gl 

SA 

50 

MC  MS  SS 

8915 

Potato  Products,  Preformed,  Precooked,  Frozen  REV-Gl  MD  TS  MC  MS . 

A  A  20038A 

/GL 

29  Aug 

86 

GL 

SA 

50 

8915 

Pototoes,  White.  Dehydrated  REV-MO  MC  MS  SS  . . .  . . . . 

JJJ-P-630C 

•Gl 

16  Apr 

79 

GL 

SA 

8915 

Potoioes,  White,  Dehydrated  REV-MD  TS  MC  MS  SS . . . 

A-A-200326 

•GL 

14  Moy  87 

GL 

SA 

50 

8915 

Pototoes,  White,  (Peeled) . . .  .  . 

A-A-20039 

•GL 

17  Aug 

81 

8915 

Radishes,  Fresh,  Reody-to  use  Validated  Jan  80  REV-MD  MC  MS  SS . 

HHH.V-1867/7 

•GL 

10  Jul 

74 

Gl 

SA 

50 

8915 

Spinoch.  Dehydroted,  Compressed  Validated  Dec  87  REV  MD  MC  MS  SS . . 

MIL-S-43877 

NOTICE  3 

GL 

31  Dec 

87 

GL 

SA 

50 

699 


FSC  LISTING 


DOCUMENT 

fSC  TITLE  NUMBER  CUSTODIAN 


8915 

Tomotoes,  Stewed,  Thermostobilized,  Tray  Pock . . . .  . 

JJJ-T-002208 

GL 

28  Dec 

84 

GL 

8915 

Vegetable.  Mixed,  Dehydroled,  Compresied  REV-MD  T5  MC  MS  SS . 

MIL-V-44U5 

GL 

24  Sep 

84 

GL  SA 

50 

8915 

VegetoUe,  Mixed,  Thermottabillzed,  Troy  Pock . 

HHH-V-002178 

/GL 

31  Mar 

83 

Gl 

8915 

Vegetoblet,  Fresh,  Toble  Ready  (Reody-tO'USe)  (Genera)  Specificotion) 

HHH-V-1867  (1) 

•GL 

24  Ocl 

74 

Gl  SA 

50 

Validated  Jan  Bl  REV-MD  MC  MS  SS 

8915 

Vegetobles,  Mixed,  Thermostobilized,  Troy  Pack  REV*MD  TS  MC  SS . 

Mil-V-d4261A 

Gl 

02  May 

88 

Gl  SA 

50 

8915 

Vegetoblet,  Mixed,  Conned . . . . . . . 

A-A-20120 

t 

26  Jul 

84 

8920 

Bokery  Mixes,  Prepared  USER-MC  REV<MD  TS  MS  SS  . 

N-B-35K  (1) 

/GL 

12  Dec 

84 

Gl  SA 

50 

8920 

Breod  Pudding,  Imitation  Mopie  Flavored,  With,  Thermostablized,  Tray  Pock 

MIL-fi-44249A 

GL 

17  Jul 

88 

Gl  SA 

50 

REV-MD  TS  MC  MS  SS 

8920 

Breod,  Fresh  Or  Frozen  REV-MD  MC  MS  SS . 

A-A-20052 

•GL 

21  Sep 

81 

8920 

Bread,  Shelf  Stable,  For  Meal,  Reody-to-eot  REV-MD  TS  MC  SS . 

MiL-B-443i0 

GL 

17  Feb 

89 

GL  SA 

50 

8920 

Breokfost  Bake.  Thermostobilized,  Troy  Pock . 

C-B  002185 

/GL 

31  Mar 

83 

8920 

Breokfost  Bake,  Thermostobilized,  Troy  Pock  REV>MD  TS  MC  MS  SS  . 

MiL-B-44225 

GL 

23  Jun 

86 

GL  SA 

50 

8920 

Buns,  Homburger,  Shelf  Stoble  REV-MD  TS  MC  SS  . 

MiL-B-44359 

GL 

17  Feb 

89 

GL  SA 

50 

8920 

Coke  Roll,  Fresh  Or  Chilled,  Jelly  Or  Creom*filled  REV-MD  TS  MC  MS  SS  ...  . 

A  A-20106 

/GL 

n  Oct 

83 

GL  SA 

50 

8920 

Coke,  Coffee,  Apple,  Troy  Pack... . 

EE-C-002143 

GL 

27  Jun 

83 

8920 

Coke,  Fresh  Or  Frozen,  Individually  Pockaged  REV*MD  TS  MC  SS . 

A-A-20055A 

•GL 

20  Sep 

88 

GL  SA 

50 

8920 

Coke,  Frozen,  Individually  Pockoged  REV*MD  MS  MC  SS  . 

A-A-20056 

-GL 

21  Sep 

81 

8920 

Coke,  Thermostobilized,  For  Meal,  Ready  To  Eot  REV-MD  TS  MS  MC  SS . 

Mil-C-44071C 

Gl 

21  Mar 

88 

GL  SA 

50 

8920 

Cokes,  Canned,  Thermostobilized,  Troy  Pock . 

EE  C-002141 

/GL 

30  Jun 

82 

8920 

Cokes,  Conned,  Thermohydrostabilized,  Troy  Pack  REV-MD  TS  MC  MS  SS . 

Mil-C-44235A 

GL 

08  Jon 

88 

GL  SA 

50 

8920 

Canned  Boked,  Canned  Steomed,  And  Conned  Steamed  And  Retorted 

PPP-C-26B  (1) 

/GL 

29  Dec 

77 

GL  SA 

50 

Subsistence  Items,  Pockoging  And  Pocking  Of  Validated  Feb  84  REV*SM  MD 

MC  SS 

8920 

Cereal  Bar,  Survival  Type  REV-MD  TS  MC  MS  SS . . 

Mil-C-35074G 

Gl 

17  Apr 

87 

GL  SA 

50 

8920 

Cereal,  Prepared,  Ready  To  Eot  REV-MD  TS  MC  50  SS . 

A-A-20000A 

•Gl 

30  Dec 

88 

GL  SA 

50 

8920 

Cereal,  Wheat,  Forino  And  Whole  Wheat  Meal  REV*MD  TS  MC  MS  SS . 

A-A-20108 

/GL 

03  Aug 

84 

GL  SA 

50 

8920 

Ctrtol,,  Rollfd  Ooli  REV-MD  TS  MC  MS  SS . 

A-A-20090A 

/GL 

26  Mar 

86 

GL  SA 

50 

8920 

Cheesecoke,  Frozen  REV-MD  TS  MC  MS  SS  . . . . . 

A-A-20093 

/GL 

28  Mar 

83 

GL  SA 

50 

8920 

Cookie  Mix,  Dry  REV-MD  TS  MC  MS  SS . 

MiL-C-43205F 

GL 

30  Dec 

80 

GL  SA 

50 

8920 

Cookie,  Ootmeal,  &  Brownie$,  Chocolote  Covered  For  Meol,  Ready  To  Eat 

MiL-C-440728 

GL 

09  Dec 

87 

GL  SA 

50 

REV-MD  TS  MS  MC  SS 

8920 

Cooktei,  Ootmeol  With  Chocolate  Chipi  And  Sondwich  Canned  Validated  Jon 

MII-C-1029E 

GL 

28  Sep 

73 

GL  SA 

50 

84  REV-MD  MC  MS  SS 

8920 

Com  Meal  (Regulor  And  Degermed)  Validated  Jan  82  USER-MC . 

N-C-521E 

/Gl 

03  Mar 

70 

GL  SA 

50 

8920 

Cornmeal,  Enriched  (Yellow  Or  White)  REV*MD  TS  MC  SS . 

A  A-20056 

/GL 

29  Jul 

88 

GL  SA 

50 

8920 

Cracker,  For  Meol,  Reody  To  Eat  REV-MD  TS  MC  MS  SS . . . 

MiL-C-44112B 

GL 

16  Dec 

87 

Gl  SA 

50 

*8920 

Crockers  &  Cookies . . . 

A-A-20160 

t 

01  Dec 

87 

8920 

Crackers  And  Cookies  Validated  Oct  84  REV-MD  MC  SS  . 

eE-C-651.1 
iNT  AMD  3  (Gl) 

/Gl 

01  Mor 

73 

GL  SA 

50 

8920 

Doughnuts,  Fresh,  Ploin,  Cooled  Or  Filled  REV-MD  MC  MS  SS . 

A-A-20054 

/GL 

21  Sep 

81 

8920 

Flour,  Rye  Validated  Jan  82  REV-MD  MC . 

N-F-471C 

/Gl 

31  Jul 

69 

GL  SA 

50 

8920 

Fiour,  VVheot  Validated  Oet  84  REV-MO  MC  MS  SS . 

N-F-481M  (2) 

/Gl 

25  Jun 

81 

GL  SA 

50 

8920 

Flour,  Wheat,  Enriched  &  Flour,  Whole  Wheat  REV*MD  TS  MC  MS  SS . 

A-A-20125A 

GL 

15  Jul 

87 

GL  SA 

50 

8920 

Fruit  Bors  (Operotionol  Ration  Components)  REV-MD  TS  SA  MC  MS  50  SS . 

MiL-F-44279 

GL 

06  Aug 

87 

GL 

8920 

Hominy  GriH  Validated  Jan  86  REV-MO  MC  MS  SS . 

N-H-516E 

/Gl 

21  Apr 

80 

GL  SA 

50 

8920 

Hominy  Grits,  Enriched  REV-MD  TS  MC  MS  SS . .  . 

A-A-20035 

GL 

14  Jul 

83 

GL  SA 

50 

8920 

Instant  Cereol  For  Bobies . . . .  . 

A-A-20022 

X 

30  Sep 

80 

8920 

Mocoroni  &  Cheese,  Thermostobilized,  Troy  Pock . 

EE-M-002142A 

/GL 

30  Apr 

86 

8920 

Mocoroni,  Spaghetti,  Vermicelli,  And  Lasogno  Validated  Jan  82 . 

N-M-51G  (1) 

/Gl 

02  Apr 

76 

GL  SA 

50 

8920 

Noodles,  Chow  Mein  Validated  Mar  83  REV-MD  MC  MS  SS . . . 

MiL-N-43158B 

GL 

04  Feb 

77 

GL  SA 

50 

8920 

Noodles,  Egg,  Enriched  REV-MD  TS  MC  SS . . . . . . . 

A-A-20063 

/GL 

05  Jun 

84 

GL  SA 

50 

8920 

Ootmeol  Cookie  &  Gronolo  Bars-  (Operotionol  Rotion  Component)  REV-MD  TS 

MiL-0-44136B 

GL 

07  Dec 

88 

GL  SA 

50 

MC  SS 

8920 

Ootmeol,  Instont  (Operotionol  Ration  Component) . . 

MiL-0-44278 

GL 

07  Aug 

87 

GL 

8920 

Omelet  With  Bocon  Pieces,  Smoke  Flavoring  Added,  Artificially  Colored, 

Mll-O-44250 

Gl 

01  Dec 

86 

Gl  SA 

50 

Thermoitoblized,  Troy  Pock  REV-MD  TS  MC  MS  SS 

8920 

Pie  Crust  Mix,  Prepored  Validated  Jan  8$ . 

N-P-361C 

/GL 

25  May  73 

GL  SA 

50 

8920 

Pie  Crust,  Preformed,  Grohom  Cracker  REV-MD  MC  MS  SS  . 

N-P-1844 

NOTICE  1 

/GL 

31  Dec 

87 

GL  SA 

50 

8920 

Pie,  Fresh,  Fruit  Fliiid,  Ready  To  Eat  REV-MD  TS  MC  MS  SS . 

A-A-20074A 

/GL 

31  Jan 

83 

GL  SA 

50 

8920 

Pies,  Fresh  Or  Chilled,  Soft-filled,  Reody-to-eat  REV-MD  TS  MC  MS  SS  . . 

A-A-20107 

/GL 

11  Jul 

83 

GL  SA 

50 

8920 

Pies,  Frozen,  Boked  And  Unboked,  8,  9,  Or  10  Inch  Diometer  REV-MD  MC . 

A-A-20073 

/GL 

16  Nov 

81 

GL  SA 

50 

8920 

Rice,  Instont,  Enriched  Validated  Feb  84  REV-MD  MC  SS . 

MiL-R-35084A 

GL 

16  Jun 

66 

GL  SA 

50 

8920 

Rice,  Milled  Validated  Feb  84  REV-MD  MC  MS  SS . 

N-R-351H  (1) 

/GL 

19  Dec 

77 

GL  SA 

50 

8920 

Rice,  White,  Thermostobilized,  Tray  Pock  . 

MIL-R-44274 

Gl 

01  May  87 

GL  SA 

50 

8920 

Rice,  While,  Thermostobilized,  Troy  Pock  . 

N-R-002189 

GL 

06  Oct 

83 

8920 

Roll,  Brown  And  Serve,  Fresh  REV-MD  MS  MC  SS . . . 

A  A-20071 

/Gl 

21  Sep 

81 

8920 

Rolls,  Breod,  Fresh  Or  Frozen  REV-MD  MS  MC  SS  . .  . 

A-A-20053 

•GL 

21  Sep 

81 

8920 

Sonitory  Stondords  For  Bokerles  REV-MD  MS . . . . 

MIL  STD-1 105D 

GL 

16  Sep 

85 

Gl  SA 

50 

8920 

Starches,  Edible  Validated  Feb  64  REV-MD  MC  MS  SS . 

NC-541F  (1) 

/Gl 

29  Mor 

77 

Gl  SA 

45 

8920 

SlorchM,  Edibit  REV-MD  TS  MC  MS  SS  . 

A-A-2006X 

GL 

09  Dec 

86 

Gl  SA 

50 

8920 

Tapioca  Validated  Feb  84  REV-MD  MC  SS . 

N-T-101E 

INT  AMD  1(&SA) 

/Gl 

20  Jun 

67 

GL  SA 

50 

8920 

Tortillos,  Toco  Shells,  And  Cholupa  Shells  REV-MD  TS  MC  MS  SS . . . 

A-A-20143 

Gl 

30  Apr 

87 

GL  SA 

50 

8920 

Wheat  Bose  Validated  Jan  82  REV-MD  MC  SS  . . . 

MIL-W-3705C 

GL 

04  Sep 

69 

GL  SA 

50 

8925 

Candy  And  Chocolate  Confections  (Use  Z'C-2104}  REV-MD  MC  MS  SS  . 

MU  C  ’''".JE  (4) 

Gl 

15  Jun 

79 

GL  SA 

50 

8925 

Chewing  Gum  Validated  Oct  67  REV-MD  MC  MS  SS . . . 

•  ,  i.  I0022D  (1) 

Gl 

01  Ocl 

87 

Gl  SA 

50 

NOTICE  1 

8925 

Chocolate  Flavored  Sirup,  Beveroge,  And  Topping  (Cold)  Validated  Oct  67 

MIL-C-350416 

GL 

01  Oct 

87 

Gl  SA 

50 

REV-MD  MS  MC  03  SS 

NOTICE  1 

900 


FSC  LISTING 


DOCUMENT 


FSC 

TITLE 

NUMBER 

PREP 

DATE 

CUSTODIAN 

8925 

Chocolate,  Cooking  And  Chocolote  Chipt  Validated  Oct  87  REV>MD  MC  MS 

JJJ-C-271F 

/GL 

01  Oct 

87 

GL 

SA 

50 

ss 

NOTICE  1 

8925 

Coconut,  Dried,  Prcpored  Validated  Oct  87  REV*MD  MS  MC  SS  . 

Z-C-571H 

NOTICE  2 

/GL 

01  Oct 

87 

GL 

SA 

50 

8925 

Fruit,  Condied  Validated  Mar  83  REV'MO  MC  SS  . . 

MIL-F-35054B  (1) 

GL 

21  Oct 

76 

GL 

SA 

50 

8925 

Moloisei,  Sugorcone  Validated  Mar  83  USER-MC  REV-SS . 

JJJ.M-574E  (1) 

/GL 

18  Moy 

77 

Gl 

SA 

50 

8925 

Nut  Roisin  Mix  (Operotionol  Ration  Component . . . . 

MIL-N-44280 

GL 

10  Aug 

87 

GL 

8925 

Nutt  (Unthelled)  Assorted  Or  Mixed  Validated  Jan  86  USER-MC  REV  SS  . . 

Y-N.7nF 

/GL 

21  Dec 

76 

GL 

SA 

50 

8925 

Nutt,  Shelled,  Roaited  REV-MO  TS  MC  MS  SS . 

A-A  20164 

GL 

30  Oct 

87 

GL 

SA 

50 

8925 

Nuts,  Shelled,  Roasted,  Salted  REV  MD  MC  SS . 

Y-N-725E 

*GL 

18  May 

77 

GL 

SA 

50 

8925 

Pecans,  Shelled,  Fresh  Validated  Mar  83  REV  MD  MS  MC  03  SS  . . 

Y  P-t90C 

/GL 

14  Oct 

76 

Gl 

SA 

50 

8925 

Sugor,  Refined  &  Sugar,  Brown  REV*MD  TS  MC  MS  SS . 

A-A-20135 

/GL 

l4  Nov 

86 

GL 

SA 

50 

8925 

Syrup  Validated  Jan  82  REV'MD  MS  MC  SS . 

JJJ-S-351H 

•Gl 

20  Oct 

81 

GL 

SA 

50 

8925 

Syrup,  Corn  (High  fructose}... . . . . . . 

A-A-20124 

t 

06  Sep 

84 

8925 

Wolnuls,  English,  Shelled,  Fresh  Validated  Feb  86  USER-MC  REV-MD  MS  SS  .... 

Y-W-50C 

INT  AMD  1  (Gl) 

/Gl 

12  Jul 

74 

Gl 

SA 

50 

8930 

Cheese  Spreod,  Cheddar,  Peanut  Butter,  &  Jelly.  For  Meol,  Reody  To  Eot 

MIL-C-44068B 

Gl 

14  Oct 

88 

GL 

SA 

50 

REV-TS  MD  MC  SS 

8930 

Jams  (Preserves),  Fruit  Validated  Jan  85  USER-MC  REV-SS . . 

Z-J-96D 

/GL 

30  Jon 

79 

GL 

SA 

50 

8930 

Jelhei,  fruil  REV-MD  MC  MS  SS . 

Z-J.191D 

•Gl 

26  Oct 

78 

GL 

SA 

50 

8930 

Jelly,  r-uit  REV-MD  MS  MC  SS  . . 

A.A-20078 

* 

16  Apr 

84 

Gl 

SA 

50 

8930 

Preserves  (O'  Jams),  Fruit  REV-MO  MS  MC  SS  . . 

A-A-20079 

• 

16  Apr 

84 

Gl 

SA 

50 

8935 

Bouillon  (Soup  And  Gravy  Boses)  Validated  Jan  86  REV-MD  MC  MS  SS . 

EEB-57SD 

/GL 

07  Apr 

80 

GL 

SA 

50 

8935 

Clam  Chowder.  Manhattan  Style,  Semi  solid.  Tube  Pock . 

Mll-C-44350 

GL 

19  Sep 

88 

Gl 

•8935 

Soup  Mixes,  low  Sodium,  Beef-  And  Chicken-  Flovored  REV-MD  TS  MC  MS  SS 

A-A-20088 

/GL 

25  Feb 

83 

Gl 

SA 

50 

•8935 

Soup,  Cooled  REV-MD  TS  MC  SS . 

A-A-20145 

/GL 

29  Jul 

88 

GL 

SH 

50 

8935 

Soup,  Dehydrated,  Beef  Flavored,  With  Noodles  And  Vegetobtes  Validated  Oct 

MIL-S-43931  (2) 

GL 

01  Oct 

87 

GL 

SA 

50 

87  REV-MO  MS  MC  SS 

NOTICE  1 

8935 

Soup,  Dehydroted,  Onion  Validated  Oct  67  REV-MD  MC  SA  SS..... . 

MIL-S-35046C 
NOTICE  1 

GL 

01  Oct 

87 

Gl 

SA 

45 

8935 

Soup,  Dehydroted,  Chicken-flovored,  With  Noodles  REV-MD  TS  MC  MS  SS . .. 

MIL-S-1049H 

GL 

20  Jun 

84 

GL 

SA 

50 

8935 

Soup,  Dehydroted,  Tomoto-vegetoble  With  Noodles  Validated  Oct  67  REV-MD 

MIL-S-350S)C  (4) 

GL 

01  Oct 

87 

GL 

SA 

03 

MC  MS  SS 

NOTICE  1 

8935 

Soup,  Dehydrated,  Green  Pea,  Simmer  Type  REV-MD  TS  MC  MS  SS . 

MIL  S-3059E 

GL 

31  Mar 

86 

GL 

SA 

50 

8935 

Soup,  Instant,  Creom  Of  Potato  And  Creom  Of  Onion  Validated  Jon  8i 

MIL-S-35056B 

Gl 

18  Feb 

69 

Gl 

SA 

50 

USER-MC  REV-MO  MC  SS 

8935 

Soup,  Instant,  Reducedsodium,  Chicken  Naodle . . . 

MIL-S-44283 

Gl 

21  Sep 

87 

GL 

8935 

Soups,  Conned  Validated  Jan  80  REV-MD  MC  SS . 

JJJ-S-581C 

INT  AMD  1  (Gl) 

/Gl 

14  Dec 

65 

Gl 

SA 

50 

8940 

Apple  Dessert,  Tray  Pock  REV-MD  TS  MC  SS  . 

MII-A-44255A 

GL 

10  Jun 

88 

Gl 

SA 

50 

8940 

Apple  Dessert,  Troy  Pock . . . 

EE-P-002152A 

/Gl 

29  Moy 

85 

8940 

Apple  Pie,  Semi  solid,  Thermostobilued  Tube  Pock . 

Mll-A-44322 

Gl 

19  Feb 

88 

GL 

8940 

Applesauce,  Semi-solid,  Thermostobilized  Tube  Po  k  REV-MD  TS  MC  SA  50  SS 

Mll-A-44321 

Gl 

19  Feb 

88 

GL 

8940 

Bocon  Bits,  Imitotion  REV-MD  TS  MC  MS  SS . 

A.A-20)01 

/GL 

17  Jul 

84 

GL 

SA 

50 

8940 

Beons  With  Frankfurter  Chunks  In  Tomoto  Sauce,  Conned  Validated  Feb  84 

MII-8-1065F  (3) 

GL 

30  Mor 

78 

Gl 

SA 

50 

REV-MD  MC  MS  SS 

8940 

Beons  With  Tomato  Souce,  Thermostobilized,  For  Meol,  Reody  To  Eol  REV-TS 

MIL-B-44066A 

GL 

30  Sep 

83 

GL 

SA 

50 

MD  MS  MC  SS 

8940 

Beef  Grovy,  Powder  (For  Oral  Liquid  Feeding)  REV-MD  TS  SS . 

MIL  8-44169 

GL 

30  Jun 

85 

8940 

Beef  In  Barbecue  Souce.  Thermostobilized,  Troy  Pock  REV-MD  TS  MC  MS  SS.... 

MILB-44224A 

GL 

02  Jun 

88 

GL 

SA 

50 

8940 

Beef  In  Borbeque  Sauce,  Thermostobilized,  Troy  Pock . 

PP-B-002212 

GL 

27  Sep 

84 

GL 

8940 

Beef  Pot  Roost,  With  Grovy,  Thermostobilized,  Troy  Pock  REV-MD  TS  MC  MS 

SS 

Beef  Pot  Roost,  With  Grovy,  Thermostobilized,  Troy  Pock  . 

MIL-6'44229 

Gl 

30  Jun 

86 

GL 

SA 

50 

8940 

PP-B-002214 

/GL 

26  Sep 

84 

8940 

Beef  Slices  With  Barbecue  Souce  &  Meet  Balls  With  Borbecue  Souce, 

MIIB-44057A  (1) 

Gl 

27  Sep 

84 

CL 

SA 

50 

Thermostobilized,  For  Meal,  Ready  To  Eat  REV-MD  TS  MC  MS  SS 

8940 

Beef  Stew,  Cooked,  Dehydrated  (Operotionol  Ration  Component)  REV-MD  TS 

SS 

Beef  Stew,  Thermostobilized,  Troy  Pock  . 

MIL-B-44140 

Gl 

28  Mar 

85 

GL 

8940 

PP-B-(X)2215 

GL 

27  Sep 

84 

Gl 

8940 

Beef  Stew,  Thermostobilized,  For  Mvol,  Ready  To  Eol  REV-TS  MO  MS  MC  SS.. 

MII-B-44059C 

GL 

05  Oct 

88 

GL 

SA 

50 

8940 

Beef  Slew,  Thermostobilized,  Troy  Pock  REV-MD  TS  MC  MS  SS . 

MIL'B'44294 

Gl 

30  Jun 

87 

GL 

SA 

50 

8940 

Beef  Strips  With  Green  Peppers  &  Grovy.  Thermostobilized,  Troy  Pock . 

PP-B  002213 

/GL 

28  Sep 

64 

8940 

Beef  Strips  With  Green  Peppers  &  Gravy,  Thermostobilized,  Troy  Pock  - 

MIL-B-44228A 

GL 

02  Jun 

88 

Gl 

SA 

50 

REV-MD  TS  MC  MS  SS 

8940 

Beef  Swiss  Steak,  With  Gravy,  Thermostobilized,  Troy  Pock . 

EE-B-002157 

/GL 

31  Mor 

83 

Gl 

8940 

Beef  Swiss  Stcok,  With  Gravy,  Thermostobilized,  Troy  Pock  REV-MD  TS  MC 

MIL-8-44227A 

GL 

02  Jun 

88 

GL 

SA 

50 

MS  SS 

8940 

Beef  Tips  With  Gravy,  Thermostobilized,  Troy  Pock  . . 

PP  8  002203 

/Gl 

03  Aug 

84 

Gl 

8940 

Beef  Tips  With  Gravy,  Thermostobilized,  Troypock  REV  MD  TS  MC  MS  SS  . 

MIL-B-44230A 

GL 

02  Jun 

88 

Gl 

SA 

50 

WUK  tl,rm  9FV  MD  MS  MC  SS 

MIL  B  43750G 

GL 

29  Jun 

84 

GL 

SA 

50 

8940 

Beef,  Diced,  With  Gravy,  Therostobilized  For  Meol,  Ready  To  Eot  REV-TS  MD 

MIL  B-44055A 

Gl 

30  Sep 

83 

GL 

SA 

50 

MS  MC  SS 

8940 

Beef,  Ground,  Creomed,  Thermostobilized,  Troy  Pock . . . 

PP-B-2176 

GL 

28  Jun 

83 

8940 

Beef,  Ground,  Creomed,  Arlifiolly  Whitened,  Thermostobilized,  Troy  Pock 

Mll-B-44337 

GL 

22  Aug 

88 

GL 

SA 

50 

REV-MO  TS  MC  SS 

8940 

Beef,  Ground,  Creomed,  Thermostobilized,  Troy  Pock . . . . . 

PP-B  002176A 

Gl 

10  Jun 

85 

8940 

Beef,  Grouno,  With  Spiced  Souce,  Thermostobilized,  For  Meol,  Ready  To  Eot 

Mll-B  44056A  (1) 

GL 

26  Sep 

84 

GL 

SA 

50 

REV-TS  MD  MS  MC  SS 

8940 

Beef,  Roost,  Chunked  &  Formed  With  Mushroom  Gravy,  Thermostobilized,  Troy 

MIL  8-44286 

GL 

29  Jun 

87 

Gl 

SA 

50 

Pock  REV-MD  TS  MC  MS  SS 

8940 

Beef,  Roost,  With  Mushroom  Grovy,  Thermostobilized,  Troy  Pock  . 

EE  B-002I8IA 

/GL 

30  Dec 

85 

•8940 

Beveroge.  Nonolcoholic,  Carbonated  (Ginger  Ale  REV-MD  TS  MC  MS  SS . 

A-A-20068A 

t 

23  Dec 

83 

8940 

Blueberry  Dessert,  Tray  Pock  REV-MD  TS  MC  SS . 

MIL-B-^-Hjob 

GL 

02  Dec 

88 

Gl 

SA 

50 

901 
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8940 

Blueberry  Dessert,  Troy  Pock  . 

EE-P-002150A 

/Gl 

06  Aug 

85 

8940 

Bread  Pudding.  Imitation  Maple  Flavored,  With  Smoked  Sausage, 

MIL-B-44351 

GL 

30  Sep 

88 

GL 

SA 

50 

Thermoilabillzed,  Troy  Pack  REV-MD  TS  MC  SS 

8940 

Corrots,  Glozed,  Thermostobilized,  Tray  Pock . 

HHHC-002)34A 

GL 

26  Sep 

85 

8940 

Corrots,  Olozed,  Thermostobilized,  Troy  Pock  REV>M0  TS  MC  SS . 

MII-C-44268A 

GL 

10  Jon 

89 

GL 

SA 

50 

L 

8940 

Carrots,  Glazed,  Powder  (For  Orol  Liquid  Feeding)  REV*MD  TS  SS . 

MIL-C-44171 

GL 

30  Jun 

85 

1 

8940 

Cauliflower  Au  Grotin,  Powder  (For  Orol  Liquid  Feeding)  REV-MD  TS  SS . 

MIL-C-44172 

GL 

30  Jun 

85 

8940 

Cereal,  Corn  Meol,  Thermostobilized,  Troy  Pock  REV-MD  TS  MC  SS . 

MIL-C-44252 

GL 

01  Dec 

86 

GL 

SA 

50 

L 

8940 

Cereal,  Wheot,  Forino,  Powder  (For  Orol  Liquid  Feeding)  REV*MD  TS  SS  . 

Mll-C-44173 

GL 

30  Jun 

85 

8940 

Cheese  Spread,  Cheddar  Vahdafed  Feb  84  REV-MD  Ml  MC  MS  03  SS . 

MII-C-S950  (4) 

GL 

08  Jul 

77 

GL 

SA 

50 

8940 

Cherry  Dessert,  Troy  Pack  REV-MD  TS  MC  SS . . . . 

MIL.C-44269A 

GL 

10  Jun 

88 

GL 

SA 

50 

8940 

Cherry  Dessert,  Troy  Pack . . . . . 

EE-P-002151A 

/GL 

14  May 

85 

8940 

Chicken  &  Noodles,  Thermostobilized,  Troy  Pock . . . . . 

PP.C-(X)2200 

/GL 

28  Jun 

84 

8940 

Chicken  &  Rice,  Thermostobilized,  For  Meal,  Reody  To  Eot  REV-MD  TS  MC  SS 

MIL-C-44210  (1) 

GL 

01  Dec 

87 

GL 

SA 

50 

L 

8940 

Chicken  &  Rice,  Cooked,  Dehydroied  •  (Operationol  Ration  Component) 

Mll-C-44138 

GL 

29  Mof 

85 

GL 

REV-MD  TS  SS 

8940 

Chicken  A  LA  King,  Thermostobilized,  Troy  Pock . 

MIL-C-44289A 

GL 

14  Ocl 

88 

Gl 

SA 

50 

8940 

Chicken  A  Lo  King,  Thermostobilized,  Troy  Pock . 

PP-C-002192A 

/GL 

28  Jun 

85 

Gl 

1 

8940 

Chicken  A  Lo  King,  Cooked,  Dehydrated  •  fOperotionol  Rotion  Component) 

MIL-C-44137 

GL 

29  Mor 

85 

Gl 

REV  MD  TS  SS 

8940 

Chicken  A  Lo  King,  Thermostobilized,  For  Meol  Ready  To  Eot  REV-TS  MD  MC 

MIL-C-44060K  (1) 

GL 

01  Dec 

87 

Gl 

SA 

50 

1 

8940 

Chicken  Breasts  In  Grovy,  Thermostobilized,  Troy  Pock . 

PP.C-2198 

GL 

22  Jun 

84 

GL 

L 

8940 

Chicken  Breosts  In  Gravy,  Thermostobilized,  Troy  Pock . 

PP-C-(X)2198 

/GL 

22  Jun 

84 

GL 

8940 

Chicken  Cocciotore,  Thermostobilized,  Troy  Pock  REV-MD  TS  MC  SS  . . . 

MIL-C-44328 

GL 

29  Mor 

88 

GL 

SA 

50 

8940 

Chicken  Cocciotore,  Thermostobilized,  Troy  Pock . . . . . 

PP-C-002199 

/GL 

17  Dec 

84 

8940 

Chicken  Slices  In  Gravy,  Thermostobilized  Troy  Pock  . 

PP-C-002186A 

/GL 

28  Jun 

85 

L 

8940 

Chicken  Stew,  Cooked,  Dehydrated  •  (Operationol  Ration  Component)  REV-MD 

MIL-C-44M8 

GL 

29  Mor 

85 

GL 

TS  SS 

L 

8940 

Chicken  Stew,  Thermostobilized,  Troy  Pock . 

PP*C-(X)2202 

GL 

29  Jun 

84 

GL 

8940 

Chicken  Stew,  Thermostobilized,  For  Meol,  Reody  To  Eot  REV-MD  TS  MC  SS.... 

MIL-C-44209  (1) 

GL 

01  Dec 

87 

GL 

SA 

50 

8940 

Chicken  Stew,  Thermostobilized,  Troy  Pock  REV-MD  TS  MC  MS  SS  . 

MIL-C-44288A 

GL 

14  Oct 

88 

GL 

SA 

50 

8940 

Chicken  With  Rice,  Dehydrated,  Cooked  Validated  Jan  86  REV-MD  MC  MS  SS 

MIL-C-43289E 

GL 

CL 

• 

l/> 

W 

o 

80 

GL 

SA 

50 

8940 

Chill  Con  Come,  With  Or  Without  Beons,  Canned  Validated  Jan  82  REV-MD 

EE-C-28IA  (2) 

/GL 

16  Sep 

76 

Gl 

SA 

50 

MS  MC  SS 

8940 

Chili  Con  Come,  Cooked,  Dehydrated  REV-MD  MC  MS  SS . 

MII.-C-43287G 

GL 

23  Sep 

85 

GL 

SA 

50 

L 

8940 

Chill  Con  Come,  Thermostobilized,  Troy  Pock . 

EE-C-002147 

GL 

26  Jul 

82 

8940 

Chili  Con  Come,  Thermostobilized,  Troy  Pock  REV-MD  TS  MC  SS . 

MIL-C-44244A 

GL 

14  Jul 

88 

Gl 

SA 

50 

L 

8940 

Chili  Con  Come,  Powder  (For  Orol  Liquid  Feeding)  REV-MO  TS  SS . 

MIL-C-44174 

GL 

30  Jun 

85 

L 

8940 

Condiments,  Plastic  Celloptible  Tube  Pock . 

MIL-C-443S2 

Gl 

30  Sep 

88 

GL 

L 

8940 

Com,  Powder  (For  Orol  liquid  Feeding)  REV  MD  TS  SS  . 

MIL-C-4417S 

GL 

30  Jun 

85 

8940 

Corned  Beef  Hash,,  Thermostobilized,  For  Meol  Reody  To  Eat  REV-MD  TS  MC 

MIL-C-44204A 

GL 

14  Oct 

88 

GL 

SA 

50 

8940 

Corned  Beef  Hash,  Thermostobilized,  Troy  Pock  REV-MD  TS  MC  MS  SS . 

MIL-C-44253A 

GL 

14  Oct 

88 

Gl 

SA 

50 

8940 

Creom  Substitute,  Dry,  Non  Doiry  Validated  Jon  66  REV-MD  MC  MS  03  SS  .. . 

MIL-C-43338E 

GL 

19  Dec 

79 

GL 

SA 

50 

8940 

Creomer,  Non-dniry,  For  Reconstitution  REV-MD  TS  MC  MS  SS  . . 

A.A-20049A 

•Gl 

22  Jun 

84 

Gl 

SA 

50 

8940 

Creamer,  Non-doiry,  Dry  REV-TS  MD  MS  MC  SS  . . 

A-A-20043 

/GL 

16  Aug 

82 

Gl 

SA 

50 

8940 

Custard  Mix,  Egg,  Dry,  No-boke  REV-MD  TS  MC  MS  SS  . 

A-A-20045 

•GL 

27  Dec 

82 

Gl 

SA 

50 

8940 

Dessert  Powder  And  Gelatin,  Ploin,  Edible  Validated  Feb  84  REV-MD  MC  MS 

C-D-221G 

/GL 

29  Feb 

72 

GL 

SA 

50 

8940 

Dessert  Powder,  Imototion  Gelotin,  Artificiolly  Colored,  Nonchiii  Set . 

A-A-20IS1 

GL 

28  Jul 

87 

Gl 

SA 

50 

8940 

Dessert  Powder,  Instant,  Storch  Validated  Feb  84  REV-MD  MC  MS  SS . 

MIL-D-35033D 

GL 

06  Dec 

77 

GL 

SA 

50 

•8940 

Dining  Packets  (Dietetic  Or  Nondietetic,  Troy  Service)  REV-MD  MC  MS  SS . 

EE-C-1827A 

/GL 

31  Dec 

84 

GL 

SA 

45 

8940 

Egg  Loaf  With  Cheddor  Cheese,  Thermostobilized,  Troy  Pock . 

C-E-002193 

GL 

06  Oct 

83 

8940 

Egg  loaf  With  Mushrooms,  Thermostobilized,  Troy  Pock . 

C-E-002197 

/GL 

16  Dec 

83 

GL 

8940 

Egg,  Scrombled  With  Horn,  Thermostobilized,  Troy  Pock . . .  . . 

C-E-002187A 

/GL 

26  Sep 

85 

8940 

Escolloped  Potatoes,  Thermostobilized,  Troy  Pock  REV-MD  TS  MC  SS . 

MII-E-44231A 

GL 

14  Mor 

88 

GL 

SA 

50 

8940 

E'colioped  Potatoes,  Thermostobilized,  Troy  Pock  ..  . . 

HHH-V-002136A 

/Gl 

26  Sep 

85 

8940 

Escolloped  Potatoes  With  Pork,  Dehydrated,  Cooked  REV-MD  TS  MC  MS  SS.... 

MII-E-43749F 

Gl 

25  Mor 

85 

GL 

SA 

50 

8940 

Escolloped  Pototoes  With  Horn,  Thermostobilized,  For  Meol,  Reody-to-eot 

MIL-E-44200A 

Gl 

26  Oct 

88 

GL 

SA 

50 

REV-MD  TS  MC  MS  SS 

L 

8940 

Escolloped  Pototoes  With  Pork,  Cooked,  Dehydrated  (Operotionol  Rotion 

MIL-E-44141 

GL 

o 

eo 

85 

GL 

Component)  REV-MO  TS  SS 

8940 

Formulas,  Infant  (  Milk-  Bosed)  . . . . 

A-A-20128A 

t 

30  Jon 

87 

8940 

Frankfurter  In  Brine,  Thermostobilized,  Troy  Pock  . 

PP-F-002154A 

/Gl 

07  Apr 

86 

Gl 

8940 

Hash,  Beef,  Dehydroied,  Cooked  REV-MD  MS  MC  SS . 

MIL-H-43224G 

Gl 

18  Dec 

81 

Gl 

SA 

50 

8940 

Hash,  Corned  Beef,  Conned  REV-MC  MS  SS  . 

A-A-20I3S 

t 

25  Jul 

86 

GL 

SA 

50 

8940 

Hosh,  Comed&beef,  Conned  USER-MC . 

PP.H-91C 

4 

2  Sep 

58 

8940 

Hominy  Grits,  In  Butter  Souce,  Thermostobilized,  Troy  Pock  REV-MD  TS  MC 

Mll-H-44240 

GL 

11  Sep 

86 

GL 

AS 

50 

MS  SS 

L 

8940 

Hominy  Grits,  Powder  (For  Orol  Liquid  Feeding)  REV-MD  TS  SS  . . . 

MIL-H-44176 

GL 

30  Jun 

85 

8940 

Hominy  Grits,  With  Bacon  &  Cheese  Souce,  Smoke  Flavoring  Added, 

MIL-H-44257A 

GL 

07  Dec 

88 

Gl 

SA 

50 

Thermostobilized,  Troy  Pock  REV-MD  TS  MC  SS 

8940 

Itolion  Pork  Sousogt  With  Tomato  Souce,  Thermostobilized,  Troy  Pock  . 

EE-S-002156 

/Gl 

21  Ocl 

82 

GL 

8940 

Losogno,  With  Meot  Souce,  Thermostobilized,  Troy  Pock  REV-MD  TS  MC  SS  .... 

MIL-1-44333 

GL 

18  May 

88 

GL 

5A 

50 

8940 

Losogno,  With  Meot  Sauce,  Theitnostobilized,  Troy  Pock . 

PP-L-002216 

/GL 

26  Sep 

84 

Gl 

8940 

Mocoroni  &  Cheese,  Artificiolly  Colored,  Thermostobilized,  Troy  P  Ack  REV-MD 

Mll-M-44342 

GL 

29  Dec 

88 

GL 

SA 

50 

TS  MC  SS 

8940 

Mocoroni  Solod,  Thermostobilized,  Troy  Pock . . . 

EE-M-002206 

/GL 

28  Sep 

84 

8940 

Mocoroni  Solod,  Thermostobilized,  Troy  Pock  REV-MD  TS  MC  SS . . 

Mll-M-44335 

GL 

29  Apr 

88 

GL 

SA 

50 

L 

8940 

Mocoroni  With  Beef  And  Sauce,  Thermostobilized,  Troy  Pock.... . 

PP-M-002204 

/Gl 

03  Aug 

84 

GL 

8940 

Mocoroni  With  Beef  &  Souce,  Thermostobilized,  Troy  Pock  REV-MD  TS  MC  SS 

MII-M-44331 

Gl 

15  Apr 

88 

Gl 

SA 

50 

L 

8940 

Mocoroni  With  Cheese,  Powder  (For  Orol  Liquid  Feeding)  REV-MD  TS  SS . 

Mtl-M-44)77 

GL 

30  Jun 

85 

902 
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8940 

Meat  Pureei,  With  Mtol  Broths  {Canntd)  REV-MD  MC  MS  SS . 

A-A-20047B 

• 

06  Dec 

84 

8940 

Mtot  With  Mushroom  Gro  . . 

EE-M-002161A 

/GL 

28  Jun 

85 

8940 

Mtotbolls  With  Rice  In  Tomato  Souce  &  Cobboge,  Thermostobilixed,  Troy  Pock 

MIL-M-443I0 

GL 

23  Dec 

87 

GL  SA 

50 

REV-MD  TS  MC  SS 

8940 

Mtotbolls  With  Rice  In  Tomoto  Souce  And  Cobboge,  Thermostobihxed,  Troy 

Pock 

Mtotbolls,  Beef  And  Rice,  in  Spicy  Tomoto  Sauce,  Smoke  flovorlng  Added, 

PP-M-002205 

GL 

31  Dec 

84 

GL 

8940 

MIL-M-44203A 

GL 

30  Dec 

88 

GL  SA 

50 

Thermostobitixed,  For  Meol,  Reody-to-eot  REV*M0  TS  MC  SS 

L 

8940 

Mtotbolls,  Swedish,  With  Brown  Gravy,  Thermostobilixed,  Troy  Pock . 

PP-M-002210 

GL 

27  Sep 

84 

GL 

8940 

Meotbolis,  Swedish,  With  Brown  Grovy,  Thermostobilixed,  Troy  Pock  REV-MD 

MIL-M-44316 

GL 

31  Dec 

87 

GL  SA 

50 

TS  MC  SS 

8940 

MeoHoof  With  Mushroom  Grovy,  Thermostobilixed,  Troy  Pock  . 

MII-M-4434S 

GL 

15  Jul 

88 

GL 

8940 

Mincemeot,  Conned  REV-MD  MC  SS  . . . 

PP-M-35)F 

NOTICE  1 

/GL 

01  Oct 

87 

GL  SA 

50 

8940 

Noodles,  Buttered,  Thermostobilizcd,tray  Po  Ck  REV-MD  TS  MC  SS . 

Ma-N-44334 

GL 

22  Apr 

88 

GL  SA 

50 

1 

8940 

Noodles,  Buttered,  Thermostobilixed,  Troy  Pock  . . 

N-N-002182 

/GL 

23  Jun 

83 

L 

8940 

Noodles,  Pormeson  And  Romano,  Powder  (For  Oral  liquid  Feeding)  REV-MD 

MIL  N-44178 

GL 

30  Jun 

85 

TS  SS 

8940 

Omelet  With  Bocon  &  Cheese,  Artificially  Colored,  Thermostobilixed,  Troy  Pock 

MIL-0-44248A 

GL 

25  Nov 

88 

GL  SA 

50 

REV-MD  TS  GL  MC  SO  SS 

8940 

Omelet  With  Horn.  Thermostobilixed,  For  Meal,  Ready-to-eot  REV-MD  TS  MC 

SS 

Omelet,  Cheese,  Powder  (For  Oral  Liquid  Feeding)  REV-MD  TS  SS . 

MIL-O-44202A 

GL 

14  Oct 

88 

GL  SA 

50 

L 

8940 

MIL-O-44179 

GL 

30  Jun 

85 

8940 

Omelet.  Western-style,  Thermostabilixed,  Troy  Pock  REV-MD  TS  MC  MS  SS . 

MIL-O-44254 

GL 

01  Dec 

86 

GL 

8940 

Omelet,  With  Sousoge  And  Potatoes,  Thermostobilixed,  Troy  Pock  REV-MD  TS 

MIL-0-44238A 

GL 

14  Oct 

88 

GL  SA 

.50 

MC  MS  SS 

8940 

Pockoging  &  Processing  Of  Foods  In  Collapsible  Containers  (Tubes)  REV-MD  TS 

MIL-P-44320 

GL 

24  Mor 

88 

GL  SA 

50 

MC  SS 

L 

8940 

Packaging  And  Meol  Assembly  Of  Powder  (For  Oral  Liquid  Feeding),  Generol 

MIL-P-44151 

GL 

30  Jun 

85 

Specificotion  For  REV-MD  TS  SS 

1 

8940 

Peos  And  Carrots,  Powder  (For  Oral  Liquid  Feeding)  REV-MD  TS  SS  . 

MIL-P-44180 

GL 

30  Jun 

85 

GL 

L 

8940 

Peppers,  Green,  Stuffed  With  Beef  &  Rice,  Thermostobilixed,  Troy  Pock  . 

EE-P-0021S3A 

GL 

10  Jun 

85 

8940 

Pie  Filling  Mix,  Lemon  REV-MO  MC  MS  SS  . 

MIL-P-44019A 

GL 

21  Dec 

84 

GL  SA 

50 

8940 

Pie  Filling,  Prepored,  Lemon,  Conned  Validafed  Jan  82  REV-MD  MC  MS  SS ... .. 

MIL-P-43950 

GL 

30  Jun 

76 

GL  SA 

50 

8940 

Pie  Filling,  Prepared,  Apple,  Dehydrated,  Compressed  REV-MD  TS  MC  MS  SS .. 

MII-P-44120A 

GL 

10  Mor 

88 

GL  SA 

50 

8940 

Pie  Fillings,  Fruit,  Prepared  REV-MD  TS  MC  MS  SS . . 

A-A-20161 

GL 

22  Dec 

87 

CL  SA 

50 

L 

8940 

Pie,  Apple,  Powder  (For  Oral  Liquid  Feeding)  REV-MD  TS  $$ . 

MIL-P-441B1 

GL 

30  Jun 

85 

GL 

8940 

Popcorn,  Unpopped  Validated  Oct  87  REV-MD  MC  SS . 

M1L-P-35069B 
NOTICE  1 

GL 

01  Oct 

87 

GL  SA 

45 

8940 

Pork  In  Barbecue  Souce,  Thermostobilixed,  Troy  Pock . . . . 

MIL-P-44326 

GL 

10  Mor 

88 

GL  SA 

50 

8940 

Pork  In  Borbecue  Sauce,  Thermostobilixed,  Troy  Pock . . . 

EE-P-002)63 
NOTICE  1 

/GL 

30  Sep 

82 

GL 

8940 

Pork  Slices,  With  Gravy,  Thermostobilixed,  Troy  Pock  REV-MD  TS  MC  MS  SS .. 

MIL-P-44233A 

GL 

12  Jon 

88 

GL  SA 

50 

L 

8940 

Pork  Slices,  With  Gravy,  Thermostobilixed,  Troy  Pock . 

PP-P-002211 

GL 

27  Sep 

84 

GL 

8940 

Pork  With  Rice  In  Borbeque  Souce  •  Smoke  Flovoring  Added,  Themostobilized, 

MIL-P-44201A 

GL 

31  Oct 

88 

GL  SA 

50 

For  Meal,  Ready-to-eot  REV-MD  TS  MC  SS 

8940 

Potato  Soiod,  Thermostobilixed,  Troy  Pock . 

JJJ-P-002195A 

/GL 

06  Aug 

85 

CL 

8940 

Pototo  Soiod,  Thermostobilixed,  Troy  Pock  REV-MD  TS  MC  SS . . . 

MIL-P'44367A 

GL 

11  Jon 

89 

CL  SA 

50 

8940 

Potatoes  Au  Gratin,  Thermostabilixed  For  Meol,  Reody-to-eot  REV-MD  TS  MC 

SS 

Pototoes  In  Chicken  Sauce,  Thermostabilixed,  Troy  Pock  . . . 

MIL-P-442068 

GL 

13  Oct 

88 

GL  SA 

50 

8940 

JJJ-P-002207 

GL 

18  Dec 

84 

8940 

Pototoes  With  Bacon  Pieces  In  Souce,  Thermostabilixed,  Troy  Poc  REV-MD  MS 

MC 

Pototoes  With  Smoked  Sousoges  In  Creom  Grovy,  Thermostabilixed,  Troy  Pock 

MIL-P-44239A  - 

GL 

29  Sep 

88 

GL  SA 

50 

8940 

MIL-P-44363 

GL 

30  Mor 

89 

GL  SA 

50 

REV-MD  TS  MC  SS 

8940 

Potatoes,  Diced  In  Butter  Souce,  Thermostobilixed,  Troy  Pock . 

JJJ-V-002169A 

GL 

08  Aug 

85 

GL 

8940 

Potatoes,  Diced  In  Butter  Souce  Thermostobilixed,  Troy  Pock  REV-MD  TS  MC 

MILP-44234 

GL 

30  Jun 

86 

GL  SA 

50 

MS  SS 

L 

8940 

Pototoes,  Moshed,  Powder  (For  Oral  liquid  Feeding)  REV-MD  TS  SS . 

MllP-44182 

GL 

30  Jun 

85 

GL 

L 

8940 

Potatoes,  Sweet,  Glaxed,  Thermostobilixed  Troy  Pock  . 

JJJ-V-002180A 

GL 

08  Aug 

85 

8940 

Pototoes,  Sweet,  Glazed,  Thermostobilixed,  Troy  Pock  REV-MD  TS  MC  SS . 

MIL-P-44241A 

GL 

14  Oct 

88 

GL  SA 

50 

L 

8940 

Pudding  Bor  (Operational  Ration  Component)  REV-MO  TS  SS  . 

Mll-P-44147 

GL 

28  Mor 

85 

GL 

8940 

Pudding,  Choclate,  Thermostobilixed,  Troy  Pock  REV-MD  TS  MC  SS . 

MIL-P-4436S 

GL 

31  Mor 

89 

GL  SA 

50 

8940 

Pudding,  Chocolate,  Thermostabilixed,  Troy  Pock  . . . 

EE-P-002191A 

/GL 

26  Dec 

85 

8940 

Pudding.,  Cann«d  REV-MD  TS  MC  MS  SS . 

A-A-20051A 

•GL 

01  Mor 

84 

GL  SA 

50 

L 

8940 

Puddings,  Chocolate,  Chocolot  Peppermint,  And  Vonillo,  Powder  (For  Orol 

MIL-P-44183 

GL 

30  Jun 

85 

Liquid  Feeding)  REV-MD  TS  SS 

8940 

Ravioli,  Meet,  In  Scuce,  Canned  REV-MD  TS  MC  MS  SS . . . 

A-A-20048 

*0P 

31  Jon 

83 

GL  SA 

50 

8940 

Rice,  Sponish,  Thermostabilixed,  Troy  Pock  REV-MD  TS  MC  SS  . 

MIL-R-44226A 

GL 

29  Mor 

88 

GL  SA 

50 

89'10 

P’Ce,  SpO'**!^,  Trny  Pnrlr  . . . 

N-R-002146 

/GL 

24  Sep 

82 

GL 

8940 

Solt  Substitute,  (Individual  Packet)  REV-MD  TS  MC  MS  SS . 

A-A-20049 

•DP 

31  Jon 

83 

GL  SA 

50 

8940 

Sauce  &  Gravy  Mixes,  Dry,  Canned  REV-MD  TS  MC  MS  SS . 

MIL-S-43919C 

GL 

29  Jun 

87 

GL  SA 

50 

8940 

Sauce,  Spaghetti,  Meotless  REV-MD  TS  MC  MS  SS . - . . 

A-A-20133 

« 

14  Mor 

86 

GL  SA 

50 

L 

8940 

Spoghetti  Sauce  With  Beef,  Powder  (For  Oral  liquid  Feeding)  REV-MD  TS  SS., 

MIL-S-44170 

GL 

30  Jun 

85 

8940 

Spoghetti  With  Meotbolis,  Thermostobilixed,  Troy  Pock  . . . 

EE-S-00214B 

/GL 

26  Jul 

82 

GL 

8940 

Spaghetti  With  Meot  Sojee,  Thermostobilixed  For  Meol,  Reody-to-eot  REV-MD 

MIL-S-44205A 

GL 

30  Dec 

88 

GL  SA 

50 

TS  MC  SS 

8940 

Spoghetti  With  Meotbols  In  Souce,  Thermostobilixed,  Tray  Pock  REV-TS  MC  SS 

MtL-S-4434) 

GL 

15  Jul 

88 

GL  SA 

50 

8940 

Spoghetti  With  Meat  Sauce,  Dehydroted,  Cooked  REV-MD  TS  MC  MS  SS . 

MIL-S-43275G 

GL 

31  Dec 

84 

GL  SA 

50 

L 

8940 

Sweetpototoes,  Candied,  Powder  (For  Orol  Liquid  Feeding)  REV-MD  TS  SS  . 

Mll-S-44186 

GL 

30  Jun 

85 

L 

8940 

Toast,  French,  Powder  (For  Orol  Liquid  Feeding)  REV-MD  TS  SS . 

MtL-T-44t84 

GL 

30  Jun 

85 

8940 

Topping,  Dessert  And  Bokery  Products,  Frozen  Or  Dehydrated  Voiidated  Feb  84 

MII-T-43856A 

GL 

23  Moy 

78 

GL  SA 

50 

REV-MD  MS  MC  SS 
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8940 

Tuna  Wdh  Noodles,  Thermostobilized,  For  Meol,  Reody>iocoi  REV>MD  TS  MC 

SS 

Turke)^  Grov/,  Powder  (For  Oral  liquid  Feeding)  REV  MO  TS  SS  . 

MtL-T-44208A 

Gl 

13  Oct 

88 

GL  SA 

50 

8940 

MIL-T-44185 

GL 

30  Jun 

85 

8940 

Turkey  Slices  With  Gravy,  Thermostobilized,  Troy  Pack  . 

PP.T.(X)2149A 

/GL 

1C  Jun 

83 

GL 

8940 

Turkey,  Diced,  With  Gravy,  Thermostabilized,  For  Meal.  Ready  To  Eot  REV-MD 

MIL  T-44064A  (1) 

GL 

07  Dec 

64 

GL  SA 

50 

TS  MC  MS  SS 

8940 

Vegetoble  Purees,  Conned  REV-SS  . 

A-A  20050A 

J 

03  Apr 

85 

8940 

Vermicelli  With  Meal  &  Sauce,  Cooked,  Dehydrated  (Operotionol  Rotlon 

Mll-V-44139 

Gl 

27  Mor 

85 

GL 

Component)  REV-MD  TS  SS 

8945 

Fct,  Hydrogenated,  Vegetoble  REV-MD  TS  MC  MS . 

Ma-F-3S081E 

GL 

31  Dee 

84 

GL  SA 

50 

8945 

Morgorine,  Conned  Volldoted  Jan  82  REV  MO  MC . 

MIL  M'10958F 

GL 

29  Jul 

76 

GL  SA 

50 

8945 

Solod  Oils,  Vegetoble)  REV-MD  TS  MC  MS  SS . 

A-A-20091 

/GL 

22  Mor 

83 

GL  SA 

50 

8945 

Shortening  Compounds  REV  MD  TS  MC  MS  SS . . . 

A  A-20100 

/GL 

28  Oct 

83 

GL  SA 

50 

8950 

Soking  Powder  Validated  Oc*  84  REV-MD  MS  MC  SS . 

EE-B-25D 

/Gl 

18  Nov 

77 

GL  SA 

50 

8950 

&oking  Powder  REV-MO  TS  MC  MS  SS  . 

A-A-2(X)94A 

/GL 

04  Dec 

87 

GL  SA 

50 

8950 

Boking  Soda  (Sodium  Bicarbonate)  REV  MD  TS  MS  MC  SS  . 

A-A  20086 

/GL 

02  Dec 

82 

GL  SA 

50 

8950 

Catsup,  Tomato,  Dehydrated,  For  Meol,  Ready  To  Eot  REV-TS  MD  MS  MC  SS 

MIL  C-44075A 

GL 

30  Sep 

83 

GL  SA 

50 

8950 

ExIroclJ  &  Flovori  REV-MO  TS  MC  SS  . 

A-A-20167 

/Gl 

29  Jul 

88 

GL  SA 

50 

8950 

Extracts,  Flavoring  Arid  Ftovors  Validated  Jan  81  USER-MC  REV-MD  MS  SS . 

EE-E-9nG  (1) 

'Gl 

18  Dec 

74 

GL  SA 

50 

8950 

Flovoring.  lemon  Crystols  Validated  Feb  84  REV-MO  MS  MC  SS . 

Mll-f-43974 

GL 

23  Feb 

78 

GL  SA 

50 

8950 

Horseradish.  Dehydroted,  Ground  Validated  Feb  84  REV-MD  MC  MS  SS  . 

MIL  H  350778  (1) 

GL 

12  Apr 

78 

GL  SA 

50 

8950 

Horseradish,  Prepared,  Chilled  Validated  Oct  87  REV-MO  MC  SS . 

MIL  H-350448 
NOTICE  1 

GL 

01  Oct 

87 

GL  SA 

45 

8950 

Hot  Souce  REV-MD  TS  MC  MS  SS  . 

A-A-20097A 

/GL 

24  Mor 

87 

GL  SA 

50 

8950 

Inhibitor,  Mold  And  Rope,  Bokery  Products  Validated  Oet  87  REV-MD  MC  SS 

MIL-I-350978 

NOTICE  1 

GL 

01  Oct 

87 

GL  SA 

45 

8950 

Moyonnaise  And  Solod  Dressing . . . 

A-A-20140 

GL 

10  Aug 

87 

GL  SA 

50 

8950 

Mayonnoise  And  Solod  Dressings  Validated  Jan  65  REV-MD  MC  MS  SS  .  . 

EE-M-T3IG 

/GL 

24  Jul 

79 

GL  SA 

50 

8950 

Monosodium  Glutomote  Validated  Mar  83  REV-MD  MS  MC  SS . 

EE-M-59K  (1) 

/GL 

15  Nov 

76 

GL  SA 

50 

8950 

Mustord,  Prepored  REV-MO  TS  MC  MS  SS  . . 

A-A-20036A 

GL 

08  Feb 

88 

GL  SA 

50 

8950 

Mustard,  Prepared  Validated  Feb  84  REV-MO  MS  MC  SS . 

EE-M-821H  (2! 

/GL 

21  Nev 

77 

GL  SA 

50 

8950 

Peppers,  Pickled,  Cherry  &  Jnlapeno  REV-MD  TS  MC  MS  SS  . 

A-A-20141 

Gl 

17  Jun 

87 

GL  SA 

50 

8950 

Peppers.  Pickled,  Cherry  And  Jolapeno  Validated  Jan  82  REV-MD  MS  SS  . 

JJJ-P-1865  (2) 

/GL 

09  Apr 

76 

GL  SA 

50 

8950 

Solod  Dressing  Mixes  REV-MD  MC  MS  SS . . . 

A-A-20030 

/GL 

18  Sep 

81 

8950 

Solod  Dressings,  Dry  Blend  REV-MD  TS  SS . . . 

MIL-S  44149 

GL 

25  Sep 

84 

GL 

8950 

Salod  Dressings,  Pouroble  REV-MD  TS  MC  SS . . . . . . . . 

A  A-20162 

/GL 

24  Jun 

88 

GL  SA 

50 

8950 

Soil,  Table,  lodited  REV-MO  TS  MC  SS . 

A-A-2004IA 

/GL 

08  Feb 

89 

Gl  SA 

50 

8950 

Soy  Sauce  REV-MD  TS  MC  MS  SS  ......  . . 

A.A.20087A 

/GL 

26  Mar 

87 

GL  SA 

50 

8950 

Spices,  Ground  And  Whole,  And  Spice  Blends  Validated  Oct  84  REV-MD  MC 

EE-S-631J 

/GL 

11  Sep 

81 

GL  SA 

50 

MS  SS 

NOTICE  (1) 

8950 

Steak  Souce  REV-MO  TS  MC  MS  SS . 

A-A.20092 

/GL 

18  Feb 

83 

GL  SA 

50 

8950 

Viaegor  VolldalKl  Ocl  B7  REV-MD  MC  MS  SS  . 

Z-V-401G  (1) 
NOTICE  1 

•GL 

01  Oct 

87 

Gl  SA 

50 

8950 

Vinegor.  Dry,  Synthetic  REV  MO  TS  MC  MS  SS . . . 

MIL  V-35017F 

GL 

10  Dec 

84 

GL  SA 

50 

8950 

Worcestershire  Souce  REV-MO  TS  MC  MS  SS . 

A-A-20099A 

/GL 

10  Aug 

88 

Gl  SA 

50 

8950 

Yeost  Food,  Mineral  Validated  Feb  84  REV-MD  MC  SS  . . 

MIL-Y-3388B  (1) 

GL 

20  Dec 

66 

GL  SA 

50 

8950 

Yeail,  Baker’.  (Active  Dry)  REV-MO  TS  MC  MS  SS . 

A-A -20089 

/GL 

09  Feb 

83 

GL  SA 

50 

8955 

Cacao  REV-MD  TS  MC  MS  SS . 

A-A-20034 

GL 

06  Apr 

83 

GL  SA 

50 

8955 

CaHee  REV-MD  MC  MS  SS  . 

HHH  C-57)f 

/GL 

23  Sep 

85 

GL  SA 

50 

8955 

CoHee,  Instant  REV-MD  TS  MC  SS. ......  . 

HHH-C-575D  (1) 

/GL 

10  Aug 

88 

Gl  SA 

50 

8955 

CoKee,  Roasted  (Ground,  High  Extraction) . 

A-A-20n6 

} 

26  Jul 

84 

8955 

Teo  Mix,  Instont,  Sweetened,  lereon  Flovored  •  (Operotionol  Rotion 

MIL-T-44284 

GL 

28  Sep 

87 

Component) 

8955 

Tea,  Block  (Bags  Or  loose  REV-MD  TS  MC  MS  SS . 

A-A  20033A 

GL 

10  Jan 

86 

Gl  SA 

50 

8955 

Teo,  Instant  Validated  Oct  87  REV-MD  MC  MS  SS . 

MIL-T  3527D  (1) 
NOTICE  1 

GL 

01  Oct 

87 

Gl  SA 

50 

8960 

Beverage  Bose,  Orange,  Compressed  (Operational  Ration  Component)  REV-MD 

MIL-B-44I35A 

GL 

31  Aug 

88 

GL 

TS  MC  MS  SS 

8960 

Beveroge  Bose,  Powdered  •  (Operotionol  Rations  Component)  REV-MD  TS  MC 

SS 

Beverage  Bose,  Power,  Apple  Cider,  NaturoS  &  Artificial  Flovored  (Operotionol 

MIL-B-35023H 

GL 

06  Sep 

88 

G’  'A 

50 

8960 

MIL-B'44281 

GL 

06  Aug 

87 

Ol 

Ration  Component)  REV-MD  TS  SA  MC  MS  50  SS 

8960 

Beveroge  Boses  (Powdered)  REV-MD  TS  MC  MS  SS . 

A-A-20098 

/GL 

06  Apr 

83 

Gl  SA 

50 

8960 

Cocoa  Beverage  Powder  REV-MD  TS  MC  MS  SS . . . 

MIL-C-303)J  (1) 

GL 

01  Dec 

87 

Gl  SA 

50 

8960 

Flavorings,  Fruit,  Iodine  Compatible  REV-MD  TS  MC  MS  SS  . . 

MIL  F-44272 

Gl 

01  Moy 

87 

Gl  SA 

50 

8960 

Sanitary  Standords  For  Soft  Drink  Plonts  Validated  Oct  87  REV-MD  MS  SS  . ... 

MIL-STD-1156C 
NOTICE  1 

GL 

01  Oct 

87 

GL  SA 

50 

8960 

Water,  Drinking,  Emergency,  Flexibly  Packaged  REV-MD  MC  MS  11  SS  . 

MIL.W'44176A 

GL 

30  Dec 

88 

Gl  SA 

50 

8960 

Woter,  Drinking,  Canned,  Emergency  USER  MC  REV-MD  MI  MC  YD  SS  ..  .  . 

MIL  W-15117F 

GL 

18  Dec 

87 

GL  SA 

50 

8960 

Woter,  Drinking,  Nonmagnetic  Canned,  Emergency  Validated  Auo  82  . .. 

MII.W.71714A 

SH 

m  It.n 

AA 

89/0 

Food  Pocket,  Assault,  Assembly  Of  REV-MD  TS  SS  . . . 

MIL-F  44143 

GL 

19  Mar 

85 

GL 

8970 

Food  Packet,  long  Ronge  Petrol  Validated  Jan  82  REV-MD  MC  M$  $S  . 

MIL-F  43846B  (1) 

GL 

22  Mar 

76 

Gl  SA 

50 

8970 

Food  Pocket,  Supplementol,  For  Meol,  Ready-to-eat,  Individual,  Assembly  Of 

MIL-F-44367 

GL 

27  Apr 

89 

Gl  SA 

50 

REV-MD  TS  MC  SS 

8970 

Food  Pocket,  Survivol,  Aircroft  Life  Raft  REV-MD  MC  MS  SS . 

MIL-F-1538)F 

GL 

31  Dec 

85 

GL  SA 

50 

8970 

Food  Pocket,  Survivol,  Generol  Purpose  REV-MD  TS  MC  MS  SS . . . 

MIL  F-43231C 

GL 

30  Sep 

85 

Gl  SA 

50 

8970 

Food  Packet,  Survivol,  Abandon  Ship  REV-MD  MC  MS  SS  . 

M1L-F.1689SF  (1) 

GL 

15  Sep 

88 

Gl  SA 

50 

8970 

Meat  Module,  Troy  Pock,  36  Soldier  Assembly  Of  REV-MD  TS  MC  SA  50  SS.... 

MIL-M-44343 

Gl 

29  Jun 

88 

8970 

Meal,  Precooked,  Frozen  REV-MD  TS  MC  SA  SS . . . .  .  . 

A-A-20037A 

* 

26  Aug 

88 

Gl 

50 

8970 

Meol,  Reody  To  Eat,  Individuol,  Astemby  Of  REV  MO  TS  MS  MC  SS . 

MIL-M'44074B  (1) 

GL 

13  Feb 

87 

Gl  SA 

50 

8970 

Ration  Supplement,  Aid  Station  Validated  Feb  84  REV-MD  MC  SS  . 

MIL  R-10410 

GL 

03  Mar 

67 

Gl  SA 

50 

8970 

Rotion  Supplemment,  Beveroge  Pock  (Use  11-8  35023)  Validated  Dec  87 

MIL-R-43650  (1) 

Gl 

31  Dec 

87 

GL  SA 

50 

R6V  MD  MC  SS 

NOTICE  3 

3 
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8970 

Ration,  Cold  Weothtr,  Asttmbly . . . . . 

MIL-R-44277 

GL 

30  Sep 

87 

9/GP 

PotroWum  Products,  Soponification  Number  Of  •  29  Aug  80  REV>AS  OS  68 . 

ASTM  D94-80E1 

ME 

13  Aug 

85 

ME  SH 

20 

9IGP 

Boll  Beoring  Greotes,  low  Temperature  Torque  Of,  Standard  Test  Method  For  • 

29  Aug  1960  USER-OS  REV-AS  68 

ASTM  D1478-80E2 

ME 

17  Jun 

85 

ME  SH 

20 

91GP 

Chlorine  In  New  &  Used  Petroleum  Products  (Bomb  Method  •  28  Aug  81 

REV-6a 

ASTM  D808-81 

ME 

21  Jul 

82 

ME  SH 

20 

91GP 

Fuel  Aviotion  Turbine  By  Ullroviolet  Spectrophotometry,  Noptholene 

Hydrocorbons  In  -  28  Aug  81  REV-SH 

ASTM  01840-8) 

ME 

21  Jul 

82 

Mt  AS 

20 

91GP 

Fuel  Oil,  U.s.  Novy  Special,  Thermol  Stability  Of  -  31  Aug  64  REV-68 . 

ASTM  01661-64 

SH 

20  Jun 

68 

SH 

91GP 

Fuel  Oils  By  The  Centrifuge  Method  (Laboratory  Procedure),  Water  &  Sediment 

In  •  25  Mar  83  REV-OS 

ASTM  01796-83 

ME 

13  Jun 

85 

ME  SH 

11 

91GP 

Fuel,  Distillote,  By  Centrifuge,  Woter  &  Sediment  In  •  27  Aug  82  REV-OS . 

ASTM  02709-82 

ME 

13  Jun 

85 

ME  SH 

11 

91GP 

Fuels  By  Jet  Evoporotion,  Existent  Gum  In  -  29  Aug  80  REV-OS . 

ASTM  0381-80E1 

ME 

13  Aug 

85 

ME  SH 

20 

91GP 

Fuels,  Aviation  Turbine,  Porticulate  Contominont  In  -  28  Nov  83 . . . 

ASTM  02276-83 

ME 

24  Apr 

84 

ME  SH 

11 

91GP 

Fuels,  Aviation  Turbine,  Thermal  Stability  Of  •  29  Aug  72  (Reopproved  1982) 
Validated  Jan  85 

ASTM  01660-72 

ME 

20  Ok 

74 

ME  SH 

11 

91GP 

Fuels,  Aviotion,  Estimation  Of  Net  Heot  Of  Combustion  Of  -  31  Aug  64 
(Reopproved  82)  Validated  Jan  85 

ASTM  D140S-64 

ME 

20  Jun 

68 

ME  SH 

11 

91GP 

Fuels,  Aviotion.  Knock  Charocteristics  Of,  By  The  Superchorge  Method  •  15  Nov 

67 

Fuels,  Aviation,  Oxidotion  Stability  Of  (Potentiol  Residue  Method)  •  29  Aug 

1980  USER-OS 

ASTM  0909-67 

ME 

20  Jun 

68 

ME  SH 

11 

91GP 

ASTM  0873-80 

ME 

12  Aug 

85 

ME  SH 

20 

91GP 

Fuels,  Aviotion,  Freezing  Point  Of  -  8  Sep  67  (Reopproved  1977)  Validated  Jan 

85  REV-AR  AS  68 

ASTM  02386  67 

ME 

20  Jun 

68 

ME  SH 

11 

91GP 

Fuels,  Diesel,  Ignition  Quality  The  Cetane  Method  •  31  Aug  65  REV-AR  AS  68 .. 

ASTM  D613-6S 

ME 

20  Jun 

68 

ME  SH 

11 

91GP 

Gasoline  (Induction  Period  Method)  Oxidotion  Stability  Of  -  29  Aug  1980 
USER-OS  REV-68 

ASTM  0525-80 

ME 

15  Aug 

85 

ME  SH 

20 

91GP 

Gasoline,  Kerosine,  Aviation  Turbine,  And  Distillote  Fuels  (Potentiometric 

Method),  Mercoptan  Sulfur  In  •  28  Dct  83  USER-SH  OS  REV-68 

ASTM  03227-83 

ME 

13  Jun 

85 

ME  AS 

11 

91GP 

Gasoline,  Trace  Amounts  Of  Leod  In  •  27  Aug  82  REV-OS  . 

ASTM  03)16-82 

ME 

13  Jun 

85 

ME  SH 

11 

91GP 

Gasoline,  Vopor  Liquid  Ratio  Of  •  27  Aug  82  REV-AR  AS  68 . 

ASTM  02533-82 

ME 

06  Apr 

83 

ME  SH 

11 

91GP 

Gasolines,  Olefin  Free,  By  Siiico  Gel  Absorption,  Aromatic  Hydrocarbons  •  28 

Oct  83  REV-AR  AS  68 

ASTM  0936-83 

ME 

24  Apr 

84 

ME  SH 

11 

91GP 

Greose,  Automotive  Wheel  Beoring,  Leokoye  Tendencies  Of  •  18  Sep  61 
(Reopproved  1981)  Validated  Jan  85  REV-AR  AS  68 

ASTM  01263-61 

ME 

20  Jun 

68 

ME  SH 

11 

91GP 

Grease,  Effect  Of,  On  Copper  -  12  Sep  55  (Reopproved  77)  Validated  Jon  85 
REV-AS  68 

ASTM  01261.55 

ME 

20  Jun 

68 

ME  SH 

11 

91GP 

Greose,  Lubricating,  Weor  Preventive  Choracteristics  Of  (Four  Boll  Method)  •  8 

Sep  67  (Reopproved  81)  Validated  Jan  85 

ASTM  02266-67 

ME 

20  Jun 

68 

ME  SH 

11 

91GP 

Grease,  Lubricating.  Anolysis  Of  -  26  Jan  83  REV-AR  AS  YD  68 . 

ASTM  0128-83 

ME 

24  Apr 

84 

ME  SH 

11 

91GP 

Greose,  Lubricating,  Cone  Penetrotion  Of  •  27  Aug  82 . 

ASTM  0217-82 

ME 

06  Apr 

83 

ME  AS 

11 

91GP 

Greoses  And  Oils,  Lubricoting,  Evoporotion  Loss  Of  •  10  Sept  1956 
(Reopproved  1981  Validated  Jan  85 

ASTM  0972-56 

ME 

20  Jun 

68 

ME  SH 

11 

9)GP 

Greoses,  Lubricating,  Water  Woshout  Characteristics  Of  •  27  Aug  73 
(Reopproved  82}  Validated  Jan  85 

ASTM  01264-73 

ME 

20  Dec 

74 

ME  SH 

11 

91GP 

Greoses,  Lubricoting,  Rust  Preventive  Properties  Of  -  27  Aug  73  (Reopproved 

1981)  Validated  Jan  85 

ASTM  01743-73 

ME 

20  0,c 

74 

ME  SH 

11 

91GP 

Hydrocarbons,  By  Thermoelectric  Muosurement  Of  Vapor  Pressure,  Test  For 
Molecular  Weight  (Relotive  Molecular  Mass)  Of  -  27  ^ug  1982  REV-AV  AM 

SH  16 

ASTM  02503-82 

AS 

24  Mar 

86 

ME  AS 

20 

91GP 

Identification  Methods  For  Bulk  Petroleum  Products  Systems  Including 

Hydrocarbon  Missile  Fuels  USER-YD  11  REV-GS 

MIL-STD-161F 
NOTICE  2 

68 

01  Aug 

85 

Ml  SA 

68 

91GP 

Kerosine,  Burning  Quolity  Of  -  27  Aug  82  REV-AR  AS  68 . . . 

ASTM  0187-82 

ME 

06  Apr 

83 

ME  SH 

11 

91GP 

Liquids  By  Lipkin  Bicopillory  Pycnometer,  Density  &  Relative  Density  (Specific 
Gravity)  Of  -  28  Nov  83  REV-AR  AS  68 

ASTM  0941-83 

ME 

24  Apr 

84 

me  SH 

11 

91GP 

lubricont,  Automotive  Fluid,  Meosured  By  Brookfield  Viscometer,  Low 

Temperature  Viscosity  Of  ■  29  Aug  80  REV-OS 

ASTM  02983-80 

ME 

13  Jun 

85 

ME  SH 

11 

91GP 

Lubricont,  Liquid  Fuel  &  Related  Products,  Methods  Of  Testing . 

EED-STD  791C 

/ME 

30  Sep 

86 

ME  SH 

11 

91GP 

Lubriconts,  Aircroft  Turbine,  Viscosity  &  Viscosity  Change  After  Stonding  At 

Low  Temperature  Of  •  27  Aug  82 

ASTM  02532-82 

ME 

06  Apr 

83 

ME  SH 

n 

9\GP 

Lubriconts,  Solid  Film,  Adhesion  Of  •  25  Mar  1983  REV-OS . 

ASTM  02510-83 

ME 

13  Aug 

85 

me  SH 

20 

01GP 

Lubriconts,  Solid  Film,  Thermol  Shock  Sensitivity  Of  •  25  Mor  1983  REV-OS . 

ASTM  02511-83 

ME 

13  Aug 

85 

ME  SH 

20 

91GP 

Lubricoting  Oil  Trace  Sediment  In  •  28  Aug  81 . 

ASTM  02273-81 

ME 

21  Jul 

82 

ME  SH 

20 

91GP 

Lubricoting  Oil  Precipitation  Number  Of  •  26  Aug  81  REV-AR  AS  68  . 

ASTM  091-81 

ME 

21  Jul 

82 

ME  SH 

20 

91GP 

Neutrolizotion  Number  By  Potentiometric  Titration  •  28  Aug  81  REV-AR  AS  68.. 

ASTM  0664-81 

ME 

21  Jul 

82 

ME  SH 

20 

OIGP 

Number,  Neutrolizotion,  By  Color-indicotor  Titrotion  •  29  Aug  1980  REV-AR  AS 

OS  68 

ASTM  0974-80E1 

ME 

13  Aug 

85 

me  SH 

20 

91GP 

Oil  &  Additives  Phosphorus  in  Lubricating . 

ASTM  D1091-81 

Mt 

2l  Jul 

82 

ME  SH 

20 

91GP 

Oil  Against  Water  By  The  Ring  Method,  Interfocio)  Tension  Of  •  27  Aug  1982 
REV-AR  AS  OS  68 

ASTM  0971-82 

ME 

06  Jun 

85 

ME  SH 

91GP 

Oil  Seporotion  From  lubricoting  Greose  During  Storage  •  26  Oct  83  REV-AR 

AS  68 

ASTM  01742-83 

ME 

24  Apr 

84 

ME  SH 

11 

91GP 

Oil,  Ciectricol  Insulating,  Corrosive  Sulfur  In  •  24  Moy  67  (Reopproved  1981) 
Validated  Dec  85  REV-AR  AS  68 

ASTM  01275-67 

ME 

20  Jun 

68 

ME  SH 

11 

91GP 

Oil,  Lubricoting,  Chemicol  Analysis  For  Metals  In  New  &  Used  •  27  Aug  82 . . 

ASTM  0811-82 

ME 

06  Apr 

83 

ME  SH 

11 

91GP 

Oil,  Minerol  Tronsformer,  Sludge  Formotion  In,  By  Pressure  Oxidotion  Bomb  • 

Sep  54  (Reopproved  81)  Validated  Jan  85  REV-AR  AS  68 

ASTM  01313  54 

ME 

20  Jun 

68 

ME  SH 

11 

91GP 

91GP 

Oil,  Minerol,,  White,  (liquid  Petr),  Corbonizoble  Substonccs  In  15  Sep  45 
(Reopproved  79)  Validated  Jon  85  REV  AR  AS  68 

Oils,  Crude,  &  Fuel  Oils,  Sediment  In,  By  The  Extraction  Method . 

ASTM  0565-45 

ASTM  0473-8) 

ME 

20  Jun 

13  Aug 

68 

85 

ME  SH 

11 

91GP 

Oils,  Insuloting,  Inorgonic  Chloe  Sulfotes  In  (Reopproved  81)  Validated  Dec  85 
REV-AR  AS  68 

ASTM  0878-65 

ME 

20  Jun 

68 

ME  SH 

11 
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91GP 

Oils,  Lubncoting.  Fooming  Charotics  Of  •  30  Aug  74  (Reopproved  84) 

Validated  Jan  85  REV-AR  AS  68 

ASTM  D892-74 

ME 

20  Dec 

74 

ME  SH 

n 

91GP 

Organic  Moterials,  Total  Nitrogen  In  By  Modified  Kjeldoh)  Method  8  Sep 
67(REAPPROVEO  82  Validated  Dec  85 

ASTM  E258-47R72 

ME 

22  Mar 

74 

ME  SH 

11 

91GP 

PetroleuiO  &  Petroleum  Products,  Goging  •  Aug  65  (Reopproved  84)  Validated 

Dec  85  REV-AR  AS  68 

ASTM  D1085-65 

ME 

20  Jun 

68 

ME  SH 

11 

91GP 

Petroleum  &  Petroleum  Products,  API  Grovity  Of  Crude  (Hydrometer  Method)  ■ 

27  Aug  82  REV-AR  AS  OS  68 

ASTM  0287-82 

ME 

13  Aug 

85 

ME  SH 

20 

91GP 

Petroleum  &  Petroleum  Products,  Measuring  The  Temperature  Of  •  Aug  64 
(Reopproved  82)  Validated  Jan  85  REV-AR  AS  68 

ASTM  D1086-64 

ME 

20  Jun 

68 

ME  SH 

11 

91GP 

Petroleum  laboratory  Calibration  System  REV-MI  ME  NM . 

MII-STD-978 

NOTICE  1 

01  OCT  1979 

PS 

01  Oct 

79 

ME  SA 

68 

91GP 

Petroleum  Measurement  Tobies,  Stondard  (Volume  1)  •  Aug  60 . 

ASTM  D 1250- 1-80 

PS 

01  Jun 

82 

ME  SH 

11 

9tGP 

Petroleum  Meosurement  Tables,  Stondard  (Volume  2)  •  Aug  80 . 

ASTM  D1250-2  80 

PS 

01  Jun 

82 

MF  SH 

11 

91GP 

Petroleum  Meosurement  Tables,  Stondord  (Volume  4)  ■  Aug  80 . 

ASTM  D 1250-4-80 

PS 

01  Jun 

82 

ME  SH 

11 

91GP 

Petroleum  Meosurement  Tobies,  Stondard  (Volume  5)  •  Aug  80 . 

ASTM  D1250-5-80 

PS 

01  Jun 

82 

ME  SH 

11 

91GP 

Petroleum  Meosurement  Tobies,  Stondord  (Volume  7)  •  Aug  80 . 

ASTM  01250-7-80 

PS 

01  Jun 

82 

ME  SH 

11 

91GP 

Petroleum  Measurement  Tobies,  Stondord  (Volume  8)  -  Aug  80 . 

ASTM  D 1250-8-80 

PS 

01  Jun 

82 

MF  SH 

11 

91GP 

Petroleum  Measurement  Tobies,  Stondord  (Volume  11&12)  -  Aug  80 . 

ASTM  01250-11&12-80 
NOTICE  1 

PS 

01  Jun 

82 

ME  SH 

11 

91GP 

Petroleum  Oil  Cloud  Point  Of  •  28  Aug  81  REV -68 . 

ASTM  D2500-81 

ME 

21  Jul 

82 

ME  SH 

20 

91GP 

Petroleum  Products,  Sulfur  In  (Lamp  Method)  -  29  Aug  1980  REV-OS . 

ASTM  D1266-80E1 

ME 

13  Jun 

85 

ME  SH 

11 

91GP 

Petroleum  Products,  Vapor  Pressure  Of  (Reid  Method)  •  27  Aug  82 . 

ASTM  D323-82 

ME 

06  Apr 

83 

ME  SH 

11 

91GP 

Petroleum  Products,  Ash  From  -  29  Aug  1980  REV-AR  AS  OS  68 . 

ASTM  D482-80 

ME 

13  Aug 

85 

ME  SH 

20 

9)GP 

Petroleum  Products,  Liquid,  Water  In,  By  Korl  Fischer  Reagent  •  28  Nov  83 

REV-AR  as  68 

ASTM  D1744-83 

ME 

24  Apr 

84 

ME  SH 

11 

91GP 

Petroleum  Products  (ASTM  Color  Scale)  ASTM  Color  Of,  Stondord  Test 

Method  For  ■  27  Aug  1982  REV-OS 

ASTM  D1500-82 

ME 

13  Jun 

85 

ME  SH 

11 

91GP 

Petroleum  Products  (High  Temperature  Method),  Sulfur  In  •  Nov  83  REV-AR  AS 

68 

Petroleum  Products,  Distillation  Of  •  27  Aug  82  . . . 

ASTM  D1552-83 

ME 

24  Apr 

84 

ME  SH 

11 

91GP 

ASTM  D86-82 

ME 

06  Apr 

83 

ME  AS 

68 

91GP 

Petroleum  Products  &  Bituminous  Muteriois  By  Distillotion,  Water  In  •  25  Mar 

83  REV-OS  YD 

ASTM  D95-83 

ME 

13  Aug 

85 

ME  SH 

20 

91GP 

Petroleum  Products  By  The  Bcmb  Method.  Sulfur  In  -  31  Aug  64  (Reopproved 

78)  Validated  Dee  85  REV-AR  AS  68 

ASTM  D129-44 

ME 

20  Jun 

68 

ME  SH 

11 

91GP 

Petroleum  Products,  Saybolt  Color  Of  (Soybolt  Chromometer  Method)  •  27  Aug 

82  REV-AS  68 

ASTM  0156-82 

ME 

06  Apr 

83 

ME  SH 

20 

91GP 

Petroleum  Wox,  tnclud  ing  Petrolatum  Drop  Meting  Point  Of  •  30  Sep  63 
(Reopproved  60)  Validated  Jan  85  REV-AR  AS  66 

ASTM  0127-63 

ME 

20  Jun 

68 

ME  SH 

11 

91GP 

Petroleum  Woxes,  Oil  Content  Of  (Reopproved  982}  Validated  Apr  83  REV-AS 

68 

Pov^er  Point  •  20  Sep  66  (Reopproved  78)  Validated  Jan  85  REV-AR  AS  68 . 

ASTM  0721-68 

ME 

03  Jun 

74 

ME  SH 

11 

91GP 

ASTM  097  66 

ME 

20  Jun 

68 

ME  SH 

11 

91GP 

Quolity  Surveillance  Hondbook  For  Fuels,  Lubneonts,  And  Related  Products  ( 
Request  For  Issue  Other  Then  DOD  Must  Be  Sent  Via  Defense  Fuel  Supply 
Center,  ATTN.  DFSC-Q,  Comeron  Station,  Alexandria,  Va  22304-6160 

REV-68 

MIL-HDBK  200G 

PS 

01  Jul 

87 

GL  SA 

23 

91GP 

Rust  Protection  By  Metol  Preservatives  In  The  Humidity  Cabinet,  Stondord  Test 
Method  For  -  29  July  1983  REV-OS 

ASTM  01748-83 

ME 

13  Jun 

85 

ME  SH 

11 

91GP 

Rust-preventing  Chorocteristics  Of  Inhibited  Mineral  Oil  In  The  Pr  Esence  Of 

Water  -  13  Sept  1982  REV-AS  OS  68 

ASTM  0665-83 

ME 

13  Jun 

85 

ME  SH 

91GP 

Vanodium  In  Navy  Special  Fuel  Oil  •  26  Nov  83  REV>AR  AS  68 . 

ASTM  D1548-83 

ME 

24  Apr 

84 

ME  SH 

11 

91GP 

Viscosity,  Soybolt  Universol  Or  To  Saybolt  Furol  Viscosity,  Conversion  Of 

Kinematic  Viscosity  Of  •  27  Aug  82 

ASTM  02161-82 

ME 

06  Apr 

83 

ME  SH 

11 

91GP 

Woter  &  Sediment  In  Crude  Oils  -  73  (Reopproved  64)  Validated  Dec  85 

REV-MR 

ASTM  D96.73 

ME 

20  Dec 

74 

ME  SH 

11 

91GP 

9110 

9110 

Wox,  Poroffin,  Carbonizoble  Subs  In  ■  15  Sep  45  (Reopproved  63)  Validated 

Jan  85  REV-AR  AS  68 

Chorcool,  Wood  Validated  Apr  75  REV-DS . 

Coke  (Cool)  Validated  Apr  75 . 

ASTM  0612-45 

IU-C-251A 

Q  C-571C 

ME 

t 

t 

20  Jun 

26  Aug 
12  Aug 

68 

69 

69 

ME  SH 

11 

9110 

Fuel,  Compressed,  Trioxane,  Rotion  Heating  Validated  Jan  82  USER-YD  MC 

REV-PS  GS 

MIL-F-10805D  (1) 

GL 

11  Mor 

76 

GL 

68 

9130 

Chromotogrophy,  Capillory,  Analysis  Of  High  Pu  ity  N-heplone  &  Isooctone  By  • 

28  Aug  81 

ASTM  D2268-81 

ME 

21  Jul 

82 

ME  SH 

68 

•9130 

Conversion  Factors  And  logistics  Data  For  Petroleum  Planning  Validated  Dec  83 

MIL-HDBK  210A 

YD 

16  Apr 

79 

ME  YD 

68 

9130 

Fuel,  Expendoble  Turbine  Engine  Validated  Mar  83 . 

MIL-F-81912  (3) 

AS 

28  Jun 

77 

AS 

9130 

Fuels,  Aviotion  Turbine,  (JFTOT  Procedure), thermol  Oxidation  Stability  Of, 
Stondard  Test  Method  For  •  27  Aug  82 

ASTM  03241-82 

AS 

21  May  84 

AS 

68 

9130 

Gosohol,  Automotive,  Leoded  Or  Unleaded  USER-AT  REV-MD  SH  MC  5A  PS.... 

MII.-G-53006  (2) 

ME 

01  Dec 

83 

ME  YD 

68 

9130 

Gasoline  Automotive  •  28  Oct  83 . . . 

ASTM  0439-83 

ME 

24  Apr 

84 

ME  YD 

68 

9130 

Gosotine,  Automotive,  Combot,  Referee  Grade  USER-TE  REV  AT  CE  PS  . 

MIL-G-460I5B 

ME 

28  Mar 

83 

ME 

9130 

Goioline,  Automotive,  Combot  USER-MC  YD  REV-ME  MD  SA  11  PS  . 

MIL-G-30540  (2) 

ME 

05  Jul 

79 

ME  SH 

68 

9130 

Gasoline,  Automotive,  Leoded  Or  Unleaded  USER-AT  AR  MC  REV-ME  MD  SA 

AS  PS 

VV-G-1690C 

/ME 

13  Jan 

82 

ME  YO 

68 

9130 

Gasoline,  Aviotion,  Grades  80/87,  1(X)/130,  115/145  Validated  Feb  86 

USER-YD  REV-AV  ME  Ml  68  PS 

MIL-G-5572F  (1) 
NOTICE  1 

11 

13  Mar 

78 

ME  AS 

11 

9130 

Gosolines,  Aviotion  •  25  Mor  83  REV-PS  . 

ASTM  D910-83 

AS 

20  Mor 

85 

MR  AS 

20 

9130 

Into-plone  Delivery  Of  Fuel  And  Oil  At  Commerciol  Airports  . 

MIL-STO-1548B 

68 

23  May  86 

AV 

68 

•9130 

Mobility  Fuels  User  Hondbook  USER-AR  AV  AS  MC  REV-AT  YD . 

MIL-HDBK  114 

ME 

16  Jon 

84 

ME  SH 

68 

•9130 

Petroleum  Liquids,  Procedure  For  Determining  Normal  Loss  Expectoncies  For 
USER-CE  MC  YD  AS  REV-AM  NM  PS 

MIL-ST0-140B  (1) 
NOTICE  1 

ME 

22  Jul 

82 

ME  SH 

68 

9130 

Propellont,  Kerosene  USER-ME  REV-MI  EA  14  19  STPS  . 

MII-P-25576C  (2) 

20 

15  Jun 

82 

ME  AS 

20 

9130 

Propellant,  Uns-dimenthylhydrozine  •  Jet  Fuel  Validated  Nov  82 . . . 

MIL-P-26694B  (2) 

12 

01  Dee 

70 

12 

906 
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DATE 

CUSTODIAN 

9130 

Storage,  Hondling,  And  Servuing  Of  Aviotion  Fuels,  Lubncolin  G  Oils  And 

MIL-STD-1S18B 

68 

03  Mar 

80 

AR  AS 

68 

H/droulic  Fluids  At  Controctor  Focililies  REV-AV  YD 

L 

9130 

Turbine  Fuel,  Aviation,  Thermolly  Stable  REV>68  PS . 

MII-T-25524C  (3) 

11 

07  Nov 

86 

n 

9130 

Turbine  Fuel,  Aviotion,  Kerosene  Type,  Grade  JP-8  REV*AV  56 . 

MIL-T-83133C 

11 

10  Feb 

89 

ME  AS 

n 

9130 

Turbine  Fuel,  Aviation,  Grodes  JP-4  And  JP-S  REV-Mt  AV  68  . . 

MIL-T-5624N 

11 

10  Feb 

89 

ME  AS 

11  PS 

L 

9130 

Turbine  Fuel,  Low  Volatility,  JP>7  REV-68  . . . . 

Mll-T-382198  (1) 

11 

30  Nov 

87 

11 

9135 

Color  Code  For  Contoiners  Of  liquid  Propellants  Validated  Apr  86  REV-MC  68 

MIL-STD-172C 

Ml 

06  Apr 

88 

Ml  AS 

12 

19  11 

NOTICE  1 

L 

9135 

Otto  Fuel  li . 

MIL-0-82672A 

os 

06  Aug 

86 

OS 

9135 

Process  For  Cleoning  Hydrazine  Systems  &  Components  Validated  Avg  68 

MIL-STD-1774 

68 

22  Aug 

88 

Ml  AS 

68 

R./-12 

NOTICE  1 

L 

9135 

Propellont  Pressurizing  Agent,  Helium  USER-SH  REV-19  12 . . . 

MIL-P-27407A  (1) 

68 

17  Jun 

88 

68 

9135 

Propellont  Pressurizing  Agent,  Nitrogen  Validated  Aug  88  USER-OS  REV-19  12 

MIL-P-27401C 

NOTICE  1 

68 

22  Aug 

88 

Ml  AS 

68 

9135 

Propellant,  Deuterium  Validated  Oct  88  REV-12  .  . 

MIL-P-87897 

NOTICE  1 

68 

22  Aug 

88 

Ml  AS 

68 

9135 

Propellant,  Fluorine  Validated  Aug  88  REV-23  19  12  . 

Mll-P-27405  (2) 
NOTICE  1 

68 

22  Aug 

88 

Ml  AS 

68 

L 

9135 

Propellant,  High  Density  Synthetic  Hydrocorbon  Type,  Grade  JP-9  And  JP-10 

MIL-P-87107C 

11 

21  Feb 

89 

11 

REV.68 

NOTICE  1 

9135 

Propellant,  Hydrozine  Uns-dimelhylhydrozine  (50  Percent  N2H4  •  50  Percent 

MIL-P-27402B 

68 

22  Aug 

88 

Ml  AS 

68 

Udmh)  Validated  Aug  8B  REV-OS  14  19  12 

NOTICE  1 

L 

9135 

PropellonS  Hydrozine  Water  (70  Per  Cent  Hydrazine  -30  Per  Cent  Woter) 

MIL-P-87930 

68 

25  Ocl 

77 

68 

Validated  Dee  85  REV-19  12 

L 

9135 

Propellont,  Hydrozine  Uns  Dimethylhydrozine  50/50  Blend  Validated  Aug  88 

Mll-STD-'775 

68 

22  Aug 

88 

63 

REV.68 

NOTICE  1 

9135 

Propellant,  Hydrozine  REV-OS  19  12  . 

MII-P-26536D 

68 

27  Jul 

87 

68 

9135 

Propellont,  Hydrogen  Validated  Aug  88  REV-19  12 . 

MIL-P-27201B 

NOTICE  1 

68 

22  Aug 

88 

Ml  AS 

68 

L 

9135 

Propellont,  Isopropyl  Alcohol  Validated  Dee  85  REV-19  12 . . . 

MIL.P.87931 

68 

16  Dec 

77 

68 

L 

9135 

Propellont,  Liquid  Neon  Validated  Dee  65 . 

Mll-P-87932 

68 

11  Jul 

78 

68 

913j 

Propellont,  Mixed  Oxides  Of  Nitrogen  Validated  Dee  85  REV-19  99  12  . 

MIL-P-27408A 

68 

15  Oci 

71 

Ml  AS 

68 

L 

9135 

Propellont,  Mixed  Hydrozine  Fuel,  MHF-6 . . . 

MlL-P-81726 

AS 

23  May 

69 

1 

9135 

Propellont,  Mixed  Hydrazine  Fuel,  MHF-5  . 

MIL-P-81507 

AS 

14  Nov 

66 

1 

9135 

Propellont,  Mixed  Hydrozine  Fuel,  MHF-S  . 

MIL-P-81342 

AS 

10  Dec 

65 

9135 

Propellant,  Monomethylhydrozine  Validated  Dee  85  REV-19  12  . 

Mll-P-274048 

68 

22  May 

79 

Ml  AS 

68 

9135 

Propellant,  Nitrogen  Tnfluonde  REV-MI  AS  12  . 

MIL-P-87896  (1) 

68 

23  Oct 

87 

Ml  AS 

68 

9135 

Propellant,  Nitrogen  Tetroxide  Validated  Apr  62  REV-MI  MR  OS  19  12  . 

MII-P-26539C  (2) 

68 

05  Apr 

76 

Ml  AS 

68 

9135 

Propellont,  Nitrio  Acid  Validated  Dec  85  REV-TE  EA  OS  19  12 . 

MIL-P.7254F  (2) 

68 

18  Jon 

72 

Ml  AS 

68 

9135 

Propellent,  Oxygen  Validated  Aug  88  REV-19  66 . 

MII-P-25508E  (3) 
NOTICE  1 

68 

22  Aug 

88 

Ml  AS 

68 

k 

9135 

Propellart,  Pressurizing  Agent,  Argon  Validated  Aug  68  REV-12... . . 

MIL-P-27415 

NOTICE  1 

68 

22  Aug 

88 

68 

L 

9135 

Propellont,  Priming  Fluid,  ALCM  Engine.  Grode  PF-1  Validated  Sep  88  REV.68  .. 

MIL-P-87173 

NOTICE  1 

11 

30  Sep 

88 

11 

9135 

Propellont,  Uns-dimethylhydrozine  Validated  Dee  85  USER-SH  REV-MI  AS  OS 

MII-P-25604D  |1) 

68 

10  Apr 

78 

Ml  AS 

68 

19  12 

9135 

Propellonis,  Nitrogen  Tetroxide  •  Nov  82  USER-14  19 . 

NAS  3620-82 

REV  1 

68 

01  Jul 

84 

Ml  AS 

68 

1 

9135 

Propylene  Glycol  OInitrote  Validated  Mar  85  . . . . . 

OOD-P-8267) 

OS 

19  Jon 

79 

OS 

L 

9135 

Quolity  Control  Procedures  For  High  Density  Fules,  Grades  JP-9,  JP-IO,  PF-I  & 

MII-STD  1770A 

68 

23  Jan 

87 

68 

RJ-4  At  Contractor  Foolit.es 

9135 

Quality  Control  Of  Liquid  Missile  Propellants  At  Control  Storage  Points 

MIL-ST0-1597A 

68 

16  Feb 

87 

68 

USER-AS  REV-12 

9135 

Trichlorotrlfiuoroethone,  Chloride  In.  Tentotive  Method  Of  Test  For  -  1979 

ASTM  D3443-79 

68 

01  Feb 

79 

68 

Validated  Feb  85 

9135 

Trichlorotrifluoroeth,,ne,  Woter  Content  Of,  With  Karl  Fischer  Reogent, 

ASTM  D3446-79 

68 

01  Feb 

79 

68 

Tentotive  Method  Of  Test  For  •  1979  Validated  Feb  85 

9140 

Frequency  For  Inspection  And  Cleoning  Of  Petroleum  Fuel  Operoting  And 

MIL-STO-457B 

PS 

20  Mor 

89 

me  SA 

04 

Storage  Tonks  REV-CE  68 

L 

9140 

Fuel  Oil  Recloimed . 

MII-F-249S1 

SA 

01  Feb 

83 

SA 

9U0 

Fuel  Oil,  Oi.j.l  USER-AR  Ml  MC  REV-AT  GL  Ml  YD  11  . 

VV-F-800D  (2) 

/ME 

29  Jul 

88 

ME  SH 

68 

L 

9140 

Fuel  Product,  Cool  Oilmixture  (COM),  Indus  Triol  Type  Combustor  Boilers 

Mll-F-53053 

ME 

17  Jul 

85 

ME 

USER-68  REV-CE  SM  PS 

L 

9140 

Fuel,  Diesel,  Referee  Grade  USER-CE  TE  REV-AT  ME  PS  ..  . 

MII-F-46162C 

ME 

12  Nov 

85 

ME 

9140 

Fuel,  Engine  Design,  Referee  Grade,  Type  1  And  Type  li  (Metric)  USER-TE 

Mll-F-53080 

ME 

28  Jan 

88 

ME  AS 

68 

REV-AT  CE  PS 

9140 

Fuel,  Navol  Ois.illote  USER-MC  CG  REV-YO  SA  PS  . 

MIL  F-16884H  (2) 

SH 

04  Dec 

85 

ME  SH 

68 

4 STM  03699.78 

ME 

30  Nov 

79 

MR  SH 

68 

9140 

Oil,  Fuel . 

ASTM  D396-86 

14  Oct 

88 

9150 

Ash,  Sulfoted,  From  Lubneoting  Ods  &  Additives  •  27  Aug  82  . 

ASTM  D874-82 

ME 

06  Apr 

83 

me  SH 

11 

Q 

9150 

Brake  Fluid,  Automotive  USER  OS  MC  REV-ME  AT  Ml  SA  PS  GS . 

VVB-680C 

/ME 

16  Apr 

86 

ME  YD 

68 

9150 

Broke  Fluid,  Silicone.outomotive,  All  Weather,  Operationoi  And  Preservative, 

MtL-B.46176A  (1) 

ME 

14  Jul 

87 

ME  YD 

68 

M.tfic  USER-AS  OS  REV-AR  Ml 

9150 

Colculoting  Viscosity  Index  From  Kmemolic  Viscosity  At  40  And  100  Deg.  C  • 

ASTM  02270-79E2 

ME 

17  Jun 

85 

me  SH 

11 

31  Aug  1979  REV-OS 

9150 

Castor  Oil,  Technicol  Validated  Jan  89  USER  Ml  MC  YD  AS  REV-EA  OS  GS  .... 

JJJ-C  86A 

NOTICE  1 

/68 

20  Joii 

89 

ME  SH 

68 

9150 

Composs  Aircraft,  Fluid  ■  1  Jul  83  REV  GS . 

AMS  3151-83 

AS 

28  Sep 

84 

AS 

20 

9150 

Cooiont,  Guided  Boring,  Sulfurized  Fotly  And  Mirzrol  Oil  Validated  Feb  85 

Mll-C-63277  (1) 

AR 

05  Sep 

78 

ME  OS 

68 

USER-SH  REV-AR  68  GS 

9150 

Copper  Corrosion  From  Petroleum  Products  By  The  Copper  Strip  Tomiih  Test, 

ASTM  0130  83 

ME 

24  Apr 

84 

ME  SH 

11 

Dttecfion  Of  ■  28  Oci  83 
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91i0 

Cutting  Fluid,  Emuliifioble  Oili  Validated  Mar  81  USER<Mt  SH  REV*AR  SA  PS 

VV-C-846A  (1) 

/AR 

18  Stp 

68 

AR  AS 

68 

GS 

NOTICE  (1) 

91S0 

Cutting  Fluid,  Sulfur  ond  Chtorine>addittve  Validated  Apr  83  REV-GS . 

MIL-C-46149 

AR 

04  Sep 

70 

AR  YD 

68 

9150 

Cutting  Fluidt,  Sulfuriztd  Fatty  And  Mlnero)  OiU  Validated  Apr  81  USER*CE 

VV-C-850A  (1) 

/AR 

26  Sep 

68 

AR  SH 

68 

rev-mi  AR  PS  GS 

1 

9150 

Cuitingdiuid  Concentrates,  Transparent  Validated  Jon  79  REV'MO  PS  GS . 

MIL-C-46I13B 

AR 

09  Feb 

73 

AR 

9150 

Damping  ‘luld,  Silicone  Bose  (Dimethyl  Polyslloxont)  USER^SH  REV>MI  EA  AR 

VV-D-1078B 

/AS 

09  Dec 

83 

ME  AS 

20 

MC  OS  68  DS 

9150 

Dl*esler  (Polyol)  Resistant  Matenoi,  Reference  Fluid  For  Testing  •  16  Jul  79 . 

AMS  3021-79 

AS 

02  Mar 

81 

ME  AS 

11 

9150 

Emulsion  Charocteristecs  Of  Petroleum  Oils  &  Synthetic  Fluids  •  15  Nov  67 

ASTM  DU01-67R7E 

SH 

31  Aug 

84 

ME  SH 

68 

(Reopproved  77)  REV-AS  GS 

L 

9150 

Fotty  Oil  (For  Metol  Working  lubrlconts)  Validated  Apr  85  REV-AV  Ml  AR  GS 

MIL-F  46148 

AR 

24  Aug 

70 

AR 

9150 

Film  Lubricants,  Solid,  (Folex  Method)  Endurance  (Weor)  Life  And  load*corrying 

ASTM  D2625-83 

AS 

22  Oel 

84 

ME  AS 

68 

Capacity  0<  -  25  Mar  1983  USER-20 

9150 

Fire  Resistont  Phosphate  Ester  Hydroulic  Fluid  For  Aircroft  •  1  Mor  83 . 

AS  1241A-83 

20 

01  Sep 

83 

MR  AS 

20 

9150 

Flosh  And  Fire  Points  By  Cleveland  Open  Cup  •  25  Aug  78  Validated  Jan  85 

ASTM  D92-78 

ME 

28  Dec 

78 

ME  SH 

11 

REV-YD 

L 

9150 

Fluid,  Hydrwulic,  Petroleu’r.  Base,  Intermediote  Viscosity  . 

MIL-F-47174A  (1) 

Ml 

07  Dec 

84 

Ml 

Q  1 

9150 

Fluirt,  Power  Transmission  USER-Al  REV>G$ . . 

MII-F-17111B 

os 

11  Ocl 

83 

os 

9150 

Fog  Oil  USER-MC  REV-EA  ME  SA  OS  68  GS . 

MIL-F-12070C  (2) 

ME 

02  Apr 

86 

ME  SH 

9150 

Fuel,  Aviation  Turbine,  Smoke  Point  Of  -  29  Aug  1975  (Reopproved  1980) 

ASTM  D1322  75 

ME 

28  Dec 

78 

ME  SH 

11 

Validated  Jan  65 

9150 

Fuels,  Aviotion  Turbine,  Water  Separation  Chorocteristlcs  Of  •  27  Aug  76 

ASTM  D2550-76 

ME 

28  Dec 

78 

ME  SH 

11 

(Reopproved  1985 

9150 

Fuels,  Aviation  Turbine,  Luminometer  Numbersof  •  29  Aug  75  (Reopproved  80) 

ASTM  D1740-75 

ME 

28  Dec 

78 

ME  SH 

11 

Validated  Jan  85 

9150 

Fuels,  Hydrocarbon,  Heot  Of  Combustion  Of,  By  Bomb  Calorimeter  High 

ASTM  D2382-83 

ME 

24  Apr 

84 

ME  SH 

11 

Precision  Method  •  28  Nov  83 

9150 

Fules,  liquid  Hydrocorbon,  Heot  Of  Combustion  Of  By  Bomb  Colorimeter  27 

ASTM  D240-76 

ME 

28  Dec 

78 

ME  SH 

11 

Aug  76  (Reopproved  80)  Validated  Jan  85 

L 

9150 

Gas  Chromatography  Method  For  Determinotion  Of  Trace  Chlorinated  Solvents 

Mll-STD-1844 

68 

30  Mar 

84 

68 

In  Hydroulic  Fluid  REV-GS 

L 

9150 

Greose,  Aircraft,  Extreme  Pressure,  Anti-weor  REV-68  GS . 

MII-G-B3261  (4) 

20 

27  Apr 

83 

20 

0 

9150 

Grease,  Aircraft  And  Instrument,  Geor  And  Actuator  Screw  USER-AV  ME  OS 

MIL  G-23827B  (1) 

AS 

07  Apr 

88 

ME  AS 

20 

REV-EA  PS  DS  GS 

Q 

9150 

Greose,  Aircraft,  Generol  Purpose,  Wide  Temperature  Ronge,  NATO  Code 

MIL-G-81322D 

AS 

02  Aug 

82 

ME  AS 

20 

Numbar  G'395  REV-AV  Ml  EA  AR  OS  SH  68  PS 

01 

9150 

Grease,  Aircroft,  High  Load  Copocity,  Wide  Temperature  Ronge  REV*GS . 

Mll-G-8ie27A 

AS 

24  Jan 

83 

AS 

0 

9150 

Greoie,  Aircroft,  Botl&  Roller  Bearing,  NATO  Code  Number  G*372,  Metric 

MII-G-25013E 

AS 

20  Jun 

83 

ME  AS 

20 

USER-OS  REV-ME  SH  68  PS  GS 

Q 

9150 

Greose,  Aircroft  And  Instrument,  Fuel  And  Oxidizer  Resistont  USER'SM  Ml 

MIL-G-27617D 

20 

14  Nov 

84 

ME  AS 

20 

REV-AR 

Q 

9150 

Greose,  Aircroft,  Helicopter  Oscillating  Beoring,  NATO  Code  Number  G-366, 

MH-G-25537C  (1) 

AS 

06  Apr 

88 

ME  AS 

20 

Mtiric  REV-AV  68  PS  GS 

0 

9150 

Great,,  Automollve  And  Arlillery  USER-AT  REV-MI  SM  AR  EA  SA  20  PS  GS  .. 

MIL-G-10924E 

ME 

02  Sep 

88 

ME  YD 

68 

9150 

Greose,  Food  Grade,  Food  Processing  Equipment  (Metric)  REV*GS . 

DOD-G-24650 

SH 

18  Jon 

85 

ME  SH 

68 

Q 

9150 

Grease,  Generol  Purpose  USER-OS  REV-SH  PS  GS . 

MII-G-23549C 

AS 

31  Mar 

81 

AS 

20 

9150 

Greote,  Grophitc  Volidattd  Ftb  84  USER-YD  AS  OS  REV-AV  AR  SA  SH  11 

VV-G-671E 

/ME 

22  Jun 

78 

ME  SH 

68 

PS  GS 

L 

9150 

Greose,  Gunmount,  Aircraft  Validated  Jon  69  REV-GS  . 

MIL-G-83414  (1) 

11 

20  Jan 

89 

11 

9150 

Greose,  High  Performonce,  Multi-purpose  (Mertic)  REV-AS  . 

DOD-G-2450eA  (3) 

SH 

12  Mar 

87 

SH 

9150 

Greose,  High  Temperoture,  Cotopult  System . 

DOD-G-85733 

AS 

25  Apr 

86 

AS 

9150 

Grease,  Industriol,  General  e'urpose  Validated  Jan  82  USER-AT  MC  YD  OS  SA 

VV-G-632A  (1) 

/ME 

26  Sep 

68 

ME  SH 

68 

REV-MI  AR  PS  GS 

Q 

9150 

Grease,  Instrument,  Ultra  Clean,  Metric  USER-OS  REV-AR  SM  AV  SH  99  PS 

GS 

Greose,  Lubricating,  Roll  Slobility  •  31  Aug  64  USER-AS . . . 

MII-G-81937A 

AS 

27  Dec 

84 

ME  AS 

11 

9150 

ASTM  D1831-64R78E1 

ME 

07  Dec 

83 

ME 

68 

9150 

Greose,  Lubrication,  Dropping  Point  Of  •  27  Aug  76  (Reopproved  82) 

ASTM  DS66-76 

ME 

28  Dec 

78 

ME  SH 

11 

Validated  Dee  85 

Q 

9150 

Grease,  Molybdenum  Disulfide,  For  Low  And  High  Temperotures,  Nat  0  Code 

MIL-G71164D 

AS 

08  Dec 

81 

ME  AS 

20 

Number  G-353  USER-ME  OS  REV-MI  AR  PS  GS  DS 

Q  L 

9150 

Grease,  Multipurpose,  Water  Resistont  REV-PS  GS . 

M11-G-24139A  (3) 

SH 

12  Mor 

87 

SH 

Q 

9150 

Greose,  Plug  Votve,  Gosoline  &  Oil  Resistont,  NATO  Code  Number  G-363, 

MII-G-6032D  (1) 

AS 

08  Apr 

88 

ME  AS 

68 

Metr-c  USER-AT  REV-MI  AR  ME  SH  PS  GS 

Q 

9150 

Greose,  Pneumotic  Systems  Validated  Jal  84  REV-MI  AT  AV  EA  OS  DS  GS . 

MIL-G-4343C 

AS 

28  Jul 

78 

ME  AS 

20 

9150 

Greose,  Railwoy . 

VV-G-679A 

t 

16  Apr 

62 

Ol 

9150 

Greote,  Rifle  Validated  Feb  83  USER-AR  REV-ME  AR  MC  GS  PS . 

AMI-G-46003A 

AR 

31  Dec 

76 

AR 

L 

9150 

Greose,  silicone  REV-GS . 

M'L  G  468S6A 

INT  AMD  1  (OS) 

«! 

20  ^ct 

32 

M!  OS 

9150 

MtLG-83363B 

20 

20  Jon 

89 

ME  AS 

NOTICE  1 

Ol 

9150 

Greose,  Wire  Rope-exposed  Gear . 

MIL-G-'8458B  (4) 

SH 

28  Jul 

87 

SH 

9150 

Greoses,  In  Smoll  Bearings  Evoluotion  Of  Standord  Test  Method  For  •  30  Aug 

74 

Greoses,  Lubricoting,  Oxygen  Stobiiity  Of,  By  The  Oxygen  Bomb  Method  -  25 

ASTM  D3337-74R80EI 

AS 

22  Oct 

84 

ME  AS 

68 

9150 

ASTM  D942-78 

ME 

28  Dec 

78 

ME  SH 

11 

Aug  78  (Reopproved  1984)  Validated  Dee  65 

9150 

Greoses,  lubricoting,  Apporent  Viscosity  -  27  Aug  76  (Reopproved  61) 

ASTM  D1092-76 

ME 

28  Dec 

78 

ME  SH 

11 

Validated  Dee  85 

L 

9150 

Guide  For  Selection  Of  Lubricants  &  Hydraulic  Fluids  For  Use  In  Shipboord 

Mtl-HDBK  267 

SH 

02  Mor 

81 

SH 

Equipment 

9150 

Hydroulic  Fluid,  ^ire  Resistant,  Synthetic  Hydrocorbon  Bose,  Aircroft,  Metric, 

MIL-H  83282C 

AS 

25  Mar 

86 

ME  AS 

20 

NATO  Codt  Numbtr  H-537  REV-MI  AV  AR  SH  68 


906 


FSC  LISTING 


DOCUMENT 

FSC  TITLE  number  CUSTODIAN 


Q 

9150 

Hydraulic  Fluid,  Peltoleum  Bose,  For  Machine  Tooli  USER-MC  REV-AV  AR  SM 

MIL-H-46001C  (2) 

ME 

05  Aug 

87 

ME  SA 

68 

AL  OS  PS  GS 

Q 

9150 

Hydraulic  Fluid,  Petroleum,  Inhibited  USER-AT  ME  REV-A5  PS  GS . 

MILH-17672D  (2) 

SH 

16  Mor 

87 

GL  SH 

68 

Q 

9150 

Hydroulic  Fluid,  Rust  Inhibited,  Fire  resistant.  Synthetic  Hydrocorbon  Base 

MIL  H-46170B  (1) 

ME 

24  Mor 

86 

ME  AS 

68 

USER-AL  OS  REV-MD  AT  AR  SH  MC  SA  GS  PS 

Q 

9150 

Hydraulic  Fluid,  Petroleum  Base,  Ultra*low  Temperature  REV-99  PS  GS . 

MIL.H-810190 

AS 

30  Mor 

84 

Ml  AS 

20 

Q  L 

9150 

Hydraulic  Fluid,  Catopult,  NATO  Code  Number  H  579  REV-SH  GS  . 

MIL-H  22072C 

AS 

05  Mor 

84 

AS 

Q 

9150 

Hydroulic  Fluid,  Petroleum  Bose,  Aircroft,  Missile,  And  Ordnonce  Validated  Jan 

MIL-H-5606E  (1) 

20 

12  Jon 

89 

ME  AS 

B9  USER-MC  OS  REV-MI  AV  EA  AR  SH  68  11  PS 

NOTICE  1 

L 

9150 

Hydraulic  Fluid,  Arresting  Geor  Validated  Oct  83  REV-MI  AR  11  GS . 

MIL-H-5559A  (2) 

AS 

08  Jun 

76 

AS 

9150 

Hydroulic  Fluid,  Petroleum  Bose,  For  Preservation  &  Operotion  USER-OS 

MIL-H-6083E  (1) 

ME 

28  Me* 

88 

ME  AS 

20 

REV-AT  MD  SM  AV  Ml  SA  SH  MC  68  PS  GS 

Ql 

9150 

Hydraulic  Fluid,  Fire  Resistant,  Non  Neorotoxlc  REV-GS...  . 

MILH-19457C  (1) 

SH 

08  Nov 

8: 

SH 

20 

Q  L 

9150 

Hydroulic  Fluid,  Petroleum  Bose,  High  Temperolure,  Flight  Vehicle  Validated  Jon 

MIL  H-27601A  (1) 

11 

20  Jon 

89 

11 

89  REV  GS 

NOTICE  1 

9150 

Hydraulic  Fluids  By  Grovimetnc  Anolysts,  Stondord  Test  Methid  For  (soluble 

ASTM  F313-78R3E1 

SH 

31  Aug 

84 

ME  SH 

68 

Contamination  Of  -  25  Aug  78  (Reopproved  1983)  REV>AS  GS 

9150 

Hydrocorbon  Types  In  Liquid  Petroleum  Products  8/  Fluorescent  Indicotor 

ASTM  D13'9-83 

ME 

24  Apr 

84 

ME  SH 

11 

Adsorption  •  28  Nov  83 

•9150 

Liquid,  Compass,  Aircraft  Validated  Jan  69  REV-PS  GS  . 

MIL-1-5020B 

NOTICE  1 

20 

12  Jon 

89 

AV  AS 

11 

9150 

Liquids,  Electricol  Insulating,  AC  Loss  Characteristics  &  Reiotive  Permittivity 

A-STm  0924  82B 

AS 

21  May 

84 

ME  AS 

(Dielectric  Constant)  Of,  Stondord  Test  Method  For  USER-OS  REV-AR 

9150 

Liquids,  Insulating,  Using  Disk  Electrodes,  Dielectric  Breokdown  Voltoge  Of  •  24 

ASTM  D877-84 

ME 

19  Jul 

84 

ME  SH 

11 

Feb  84  REV.YD 

9150 

Lubricont  Fluid  Meosuring  Wear  Ppopertie  Of  (Folex  Pm  &  Vee  Slock  Method)  • 

ASTM  D2670-81 

AR 

12  Jul 

82 

AR  AS 

68 

28  Aug  81  REV-AT  ME  OS  GS 

9150 

Lubricant  Molybdenum  Disulfide,  Silicone  REV-MI  AR  PS  OS . 

DOO-L-25681D 

NOTICE  1 

11 

25  Apr 

86 

ME  AS 

68 

9150 

Lubricant,  All  Weather  (Automatic  Weapons)  REV>AR  ....  . 

DOD-1-85336A 

AS 

05  Mor 

85 

ME  AS 

68 

Q  t 

9150 

Lubricont,  All-weother,  Semi-fluid,  For  Aircraft  Ordnance  REV-PS  GS . 

MILL-19701B 

AS 

08  Nov 

83 

AS 

9150 

Lubricant,  Cetyl  Alcohol,  1  Hexadeconol,  Applicotion  To  Fosteners  USER-SH 

MIL-L-87132  (1) 

20 

11  Feb 

81 

ME  AS 

20  GS 

REV  AR  ME  AV  68 

Q  L 

9150 

lubricont,  Cleoner  &  Preservative  For  Weapons  &  Weapons  System  REV-SM 

MtL  L-63460D  (3) 

AR 

01  Jul 

87 

AR 

ME  MD  68  OS 

9150 

Lubricont,  Colloidol  Graphite  In  Oil  . .  . 

MIL  L-3572A 

os 

06  Oct 

83 

ME  OS 

68 

0  1 

9150 

Lubricont,  Colloidal  Graphite  In  150PROPANOL  Validated  Apr  82  REV-PS  GS 

MIL-L-24131B 

SH 

23  Mar 

73 

SH 

9150 

Lubricont,  Dry  Thin  Film,  Molecular  Bonded  USER*AR  REV-SM  GS . 

DOD-L-85645A 

AS 

15  Oct 

88 

ME  AS 

n 

9150 

lubricant.  Encloseo-geor.  Nonextreme  pressure  Validated  Jun  73 . 

VV-L-765A  (1) 

t 

27  Sep 

68 

L 

9150 

Lubricont,  Fluorocarbon  Telomer  Dispersion  (For  Use  With  Ammunition) 

MIL-L-60326  (1) 

OS 

30  Apr 

65 

AR  OS 

Vahdalfd  Jon  B3  USER-MI  REV-EA  GS 

9150 

Lubricant,  Instrument  Beoring,  Petroleum  Bose  Validated  May  83  REV-GS . 

MIL-L  83176 

20 

23  Sep 

69 

ME  AS 

20 

9''0 

Lubricont,  Instrument  Bearing,  Petroleum  Bose,  Viscosity  35  •  1  Jul  83  REV-GS  .. 

AMS  3056-83 

AS 

28  Sep 

84 

AS 

20 

9150 

Lubricant,  Instrument  Beonng,  Petroleum  Bose,  Viscosity  15  •  1  July  1983 

AMS  3055  83 

AS 

28  Sep 

84 

AS 

20 

REV  GS 

i 

9150 

Lubricont,  Molybdenum  Disulfide  In  Isoproponol  REV  GS  . . . 

MIL-L-244788 

SH 

26  Aug 

81 

SH 

L 

9150 

Lubricont,  Red  Lead  And  Graphite  In  Mmerol  Oil  REV  GS  •  . 

MIL.1.24479& 

SH 

26  Aug 

81 

SH 

0 

9150 

Lubricont,  Semi-fluid  (Automatic  Weopons)  USER-SA  OS  PS  REV-MD  AR  GS... 

MIL  L  46000C 

AR 

25  feb 

87 

AR  AS 

68 

9150 

lubricant.  Solid  Film,  Extreme  Environment,  Noto  Code  Number  S-1737,  Metric 

MIL  L-81329C 

AS 

08  Aug 

84 

AS 

20 

REV-AV  ME  OS  68  GS 

L 

9150 

Lubricant,  Solid  Film,  Heat  Cured  (Temperature  Ronge  125  Deg.  To  250  (51  8 

MIL  L-45983 

AR 

31  Aug 

76 

AR 

Deg.  To  121  Deg.  C)(  Corrosion  Inhibiting  Validated  Feb  83  REV-AT  Ml  ME 

AV  GS  PS 

9150 

Lubricont,  Solid  Film,  Corrosion  Characteristics  Of,  otondord  Test  Method  For  • 

ASTM  02649-83 

AS 

16  May 

85 

ME  AS 

20 

25  Mor  (3  REV-GS 

Q 

9150 

Lubricont,  Solid  Film,  Heot  Cured,  Corrosion  Inhibiting  REV-MI  AV  SM  AR  AT 

MU  L-4601CB  (1) 

ME 

04  Mor 

88 

ME  AS 

20 

SH  68  PS  GS 

0 

9150 

Lubricant,  Solid  Film,  t-  ot  Cured,  Corrosion  Inhibiting,  NATO  Code  Number 

MII.L.8937D 

AS 

29  Mor 

82 

ME  AS 

20 

S-1738  (S/s  8y  MIL  L-46010B  USER-ME  OS  REV-MI  EA  AV  68  GS 

o 

9150 

lubricont.  Solid  Film,  Air  Drying,  Corrosion  Inhibiting,  NATO  Code  Number 

MIL-1-23398D 

AS 

20  Nov 

85 

ME  AS 

20 

S-749  USER-AT  SH  REV-MI  AV  AR  DS 

o 

9150 

Lubricont,  Weopons,  Semi-fluid  (High  Lood  corrying  Copacity)  USER-MC 

MIL  L-46150  (1) 

AR 

22  Sep 

86 

AR  YD 

68 

REV  AV  MO  SA  AS  11  GS 

9150 

Lubriconts,  Power  Tronsmission  Fluids,  Corrosion  Preventolives  For  Use  In 

MIL-HDBK  113B 

ME 

28  Feb 

85 

ME  YD 

68 

Ground  Equipment  Systems,  Guide  Fof  The  Selection  Of 

0  L 

9150 

Lubricoting  Fluid  For  Low  Mod  High  Pressure  Oxidizing  Gos  Mixtures  . 

DOD-L-24574  (2) 

SH 

12  Mar 

87 

SH 

Q 

9150 

Lubricoting  Greose  (High  temperature,  Electric  Motor,  Boll  And  Roller  Bearings) 

MIL  L-15719A  (3) 

SH 

21  Feb 

61 

ME  SH 

20 

Validated  Apr  S?  USER  AT  MC  AS  REV-MI  EA  SA  PS  GS 

9150 

Lubricoting  Greose,  Dropping  Point  Of.  Over  Wide  Temperolure  Ronge  25 

ASTM  02265  78 

AS 

01  Moy 

81 

ME  AS 

68 

Auq  78 

9150 

Lubricating  Greose,  Using  One  •  Ouorler  &  One  -  Holf  Scole  Cone  Equipment, 

ASTM  DU03  83 

Ab 

n  UO 

tSA 

Mt  A$ 

68 

Cone  Penetrotion  Of  •  28  Oct  83  REV  20 

9150 

lubricoting  Greose,  Measurement  Of  Extreme  Pressure  Properties  Of  (Four  Boil 

ASTM  02596  69R0E 

AS 

01  May 

81 

ME  AS 

68 

Method)  -  1969 

0 

9150 

Lubricoting  Oil,  Internol  Combustion  Engin,  Andmimst  otion  Servic,  Metric 

MIL-L-46152D 

ME 

01  Aug 

88 

ME  SH 

68 

USER  AR  AT  AV  SM  OS  REV-YO  AS  SA  MC  11  GS 

9150 

Lubricating  Oil,  Instrument,  Boll  Beonng,  High  Flash  Point  USER-AR  REV  El  CR 

MIL-L  818468 

AS 

03  Sep 

86 

ME  AS 

20 

os  Sh  99  GS 

9150 

Lubricoting  Oil,  Spindle  Validated  May  88  REV  AR  GS  . 

MIL-L-460i4 

NOTICE  1 

AR 

05  Moy 

88 

AR 

68 

1 

9150 

Lubricating  Oil,  Compou  .ded .  .  . .  .... 

MIL-L-00150190 

SH 

13  Mor 

81 

SH 

L 

9150 

Lubricoting  Oil,  Mochm^  Tool  Slidewoys  Validated  May  86  REV-M6  AR  GS  .  . 

MIL  L  46017  (1) 

AR 

05  May 

88 

AR 

NOTICE  I 


909 


FSC  LISTING 
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fSC 

TITLE 

NUMBER 

PREP 

OATE 

CUSTODIAN 

9150 

lubncoting  Oil,  Helicopter  Tronsmisston  System,  Synthetic  Base . 

DOD  L-85734  (1) 

AS 

22  0«c 

86 

AS 

68 

9150 

lubricating  Oil,  Internol  Combustion  Engine,  Arctic  USER*MC  AS  REV>AT  AV 

MIL  L-46167B 

ME 

29  Jul 

88 

ME  SH 

68 

AR  YD  SA  PS  GS 

9150 

Lubricating  Oil,  Vacuum  Pump,  Mechonicai  Validated  Jan  89  L'SER*SH  REV-AV 

MIL  L-B3767B  (1) 

68 

20  Jon 

89 

ME 

68 

AT  11  PS  GS 

NOTICE  1 

Q  1 

9150 

Lubncoting  Oil,  Shipboard  Internol  Combustion  Engine,  High  Output  Diesel . 

MIL-L-9000H 

SH 

16  Sep 

87 

SH 

L 

9150 

lubricoting  Oil,  Aircraft  Turbine  Engmne,  Polyphenyl  Ether  Bose  Validated  Sep 

MIL-l-87100 

11 

30  Sep 

88 

11 

as  REV  68  GS 

NOTICE  1 

Q 

9150 

Lubricoting  Oil,  Instrument,  Aircroft,  low  Volotiiity  Validated  Jan  69  REV*Mf 

Mil  160858  (1) 

20 

12  Jon 

89 

ME  AS 

SM  AR  SA  OS  SH  68  GS 

NOTICE  1 

0 

9150 

Lubncoting  Oil,  Geor,  Petroleum  Bose  Validated  May  64  USER*AT  REV*Mi  AV 

SA 

Lubricating  Oil,  Jet  Engine  Validated  Sep  88  USER  OS  REV«MI  PS  GS . 

MIL-L-6086C 

20 

01  Nov 

77 

ME  AS 

20 

Q 

9150 

MIL-L-6081C  (2) 
NOTICE  1 

11 

30  Sep 

88 

AS 

11 

o 

9150 

Lubricoting  Oil,  Airc'ofi  Reciprocating  Enfine  (Piston)  Validated  Oct  63 

MIL  1-60620 

AS 

21  Ocl 

69 

ME  AS 

11 

USER-ME  OS  REV-AV  Ml  PS  GS 

Q 

9150 

Lubricoting  Oil,  Internol  Combustion  Engine,  Tocticol  Service  USER-OS  REV  AR 

MIL-L>2104E 

ME 

01  Aug 

88 

ME  SH 

68 

SM  AS  VD  SA  11  PS  GS 

9150 

Lubricating  Oil,  Aircraft  Turbine  Engine.  Ester  Bose  REV-AV  Ml  68  GS . 

MIL-L-27502  (1) 

11 

26  Feb 

88 

ME  AS 

11 

Q 

9150 

Lubricoting  Oil,  Gear,  Multipurpose  (Metric)  USER-AT  MC  OS  99  REV-MI  MD 

MILL'2105D 

ME 

07  Aug 

87 

ME  SH 

68 

AV  AR  YO  SA  11  PS  GS 

Q 

9150 

lubricating  Oil,  Internal  Combustion  Engine,  Preservative  And  8reok-in  USER-AT 

MIL  t-2l260D 

ME 

29  Apr 

88 

ME  SH 

68 

OS  99  REV  Mt  SM  AR  SA  AS  YD  MC  1 1  PS  GS 

9150 

lubricating  Oil,  Choin,  Wire  Rope,  And  Exposed  Geor  USER-AV  AT  MC 

VV-1-751D 

/ME 

30  Ocl 

81 

ME  YD 

68 

REV-SM  Ml  MD  SA  PS  GS 

Q 

9150 

Lubricating  Oil,  Aircraft  Turbme  Engmt  Synthetic  Base,  N  ato  Code  Number 

MIL  1-78081 

11 

26  Feb 

88 

ME  AS 

11 

0  U8  Validated  Feb  88  USER-SH  REV  Ml  AV  68 

NOTICE  1 

Q 

9150 

lubricoting  Oil,  General  Purpose,  low  Temperature  Validated  Mar  88  USER-AT 

MIL  L-7870A 

11 

04  Mar 

88 

ME  AS 

11 

MC  YD  REV  Ml  SA  OS  PS  GS 

NOTICE  1 

9150 

Lubricating  Oil,  Breech  Block  (For  Navol  Ordnonce)  (See  Notice  3)  Validated 

MIL-L-16785A 

os 

18  Oct 

52 

ME  OS 

Aug  as  REV-SA  PS  GS 

Q 

9150 

Lubricating  Oil,  General  Purpose,  Preservotive,  (Woter-displacing,  Low 

VV  L.800C  (1) 

/ME 

15  Sep 

86 

ME  AS 

20 

T«inp«ralurc)  USER-OS  MC  REV-MI  MD  SM  AR  AT  OS  YD  SA  68  PS  GS 

Q  1 

9150 

Lubricating  Oil,  Steam  Turbine  And  Geor,  Moderate  Service  USER-ME  OS . 

MIL-L-17331H  (1) 

SH 

19  Nov 

85 

SH 

Q 

9150 

Lubricating  Oil,  Preservotive,  Medium  USER-MC  YO  REV  Ml  MD  $M  AR  AL  SA 

MII-1-3150C  (2) 

ME 

07  Mor 

86 

ME  OS 

20 

SH  AS  68  PS  GS 

O 

9150 

Lubricating  Oil,  Refrigerant  Compressor  USER-ME  YD  REV-Mf  PS  GS  . 

VV  L-825B 

/SH 

10  Nov 

87 

MR  SH 

68 

a 

9150 

Lubricating  Oil,  Weapons,  Low  Temperature  Validated  May  67  USER-AT  ME 

MII-I.U107C 

AR 

28  Moy 

87 

AR  OS 

20 

REV-WV  AV  PS  GS 

INT  AMD  2  (AR) 

9150 

lubricating  Oil,  Synthetic  (For  Mechonicol  Time  Fuzes)  Validated  Jan  79 

MII-1.11734C 

AR 

31  Dec 

69 

AR  OS 

68 

USER-MI  ME  REV-MO  AR  PS  GS 

9150 

Lubricoting  Oil,  Reciprocotmg  Compressor,  Ground  Support  Validated  Jon  69 

MIL  1-260878  (1) 

68 

20  Jon 

89 

MR  AS 

68 

REV-AT  EA  AR  PS  GS 

NOTICE  1 

9150 

Lubricating  Oil,  Instrument,  Jewel  Beonng  Validated  Mar  66  USER-MI  ME  SH 

MII-1.3918A 

AR 

10  Mor 

86 

AR  AS 

20 

REV-AV  AR  SA  OS  68  PS  GS 

notice  1 

9150 

lubricating  Oil,  Food  Grade,  Food  Processing  Equipment  (Metric)  REV-GS . 

DOD-l-24651 

SH 

18  Jon 

85 

ME  SH 

68 

O 

9150 

Lubricating  Oil,  Aircraft  Turbine  Engines,  Synthetic  Bose  USER-AR  ME  REV-AV 

MII-1-23699C  (1) 

AS 

02  Jun 

81 

ME  AS 

11 

SH  68  PS 

O 

9150 

lubricoting  Oif,  Aircraft  Piston  Engine,  (Ashless  Dispersant)  Validated  Avg  85 

MIL-L-228S1C  (2) 

AS 

23  Jul 

79 

ME  AS 

11 

USER-MC  REV-ME  AV  OS  68  PS 

9150 

Lubrication  Grease  By  The  Copp<*r  Strip  Tarnish  Test,  Detection  Of  Copper 

ASTM  D4048-81 

ME 

07  Dec 

83 

ME 

68 

Corrosion  From  •  28  Aug  81  USER-AS 

9150 

lubrication  Grcose,  Evaporation  Loss  Of,  Over  Wide  Temperoture  Ronge  •  11 

A5TM  D2595-70R80 

AS 

01  Moy 

81 

ME  AS 

69 

Sep  70 

9150 

Lubrication  Of  Militory  Equipmen  REV-AR  AV  AT  ME  Ml  SH  OS  68  GS . 

MtL-STD-838C 

20 

30  Dec 

83 

ME  AS 

20 

9150 

Mochinery,  Construction  &  Industrial,  Lubricotion  Chart,  SAE  Recommended 

SAE  J753  82 

AT 

04  Moy 

87 

AT 

Proctice  ■  Dec  1958  (Rev.  6/82) 

1 

9150 

Oil  Systems,  Aircroft,  Instollation  And  Test  Of  Validated  Jal  84  REV-AV  GS . 

MIL-0-19838  (1) 

AS 

04  Apr 

57 

AS 

9150 

Oil,  Lord  . . . 

C-0-376A 

(GSA-FSS) 

t 

17  Jon 

46 

9150 

Oil,  Lubricating,  low  Temperature  For  -55  Deg  C  (-65  Deg.  F)  Service  -  1  July 

AMS  3054-83 

AS 

28  Sep 

84 

AS 

20 

1983  REV-GS 

L 

9150 

Oil,  Quenching  Validated  May  88  REV-AV  AR  OS . . 

MlLO-46016 

NOTICE  1 

AR 

05  Moy 

88 

AR 

9150 

Oils,  Lubricoting,  Insolubles  In  Used  •  29  Aug  1980  REV-OS . . . 

ASTM  D893  80 

ME 

13  Aug 

85 

ME  SH 

20 

9150 

Oxidotion  Stobility  Of  Steam  Turbine  Oils  By  Rooioting  Bomb,  Slondrd  Test 

ASTM  D2272-67R3E1 

SH 

31  Aug 

84 

ME  SH 

68 

Method  For  -  8  Sep  67  REV-AS  GS 

9150 

Penetroting  Oil  (For  loosening  Frozen  Metallic  Ports)  USER-Gl  MC  REV-AV  AR 

VV-P-216C 

/YO 

16  Dec 

82 

ME  YO 

68 

SA  SH  MS  PS  GS 

9150 

Petrolatum,  Cone  Penetration  Of  •  26  Aug  77  (Reapproved  82)  Validated  Dec 

85 

Petrolatum,  Technicol  USER-YO  REV-MI  SC  AR  AT  OS  SA  SH  GS  PS . 

ASTM  D9.37.77 

MP 

2A  n*r 

7A 

MP  5M 

M 

9150 

VV-P.236A  (2) 

/AS 

02  Jun 

81 

ME  AS 

20 

9150 

Petroleum  &  Petroleum  Products,  Monuoi  Sompling  Of  28  Aug  81 . 

ASTM  D4057-81 

AS 

22  Oct 

84 

ME  AS 

68 

9150 

Petroleum  &  Petroleum  Products,  Automotic  Sompling  Of  05  Oct  82 . 

ASTM  D4177-82E1 

AS 

22  Oct 

84 

ME  AS 

68 

9150 

Petroleum  Distillotes  &  Commerciol  Aliphotic  Olefins  By  Electrometric  Tilrotion, 

ASTM  D1159  84E1 

ME 

06  Jon 

86 

ME  SH 

11 

Bromine  Number  Of  -  26  Oct  Q4  REV-OS 

9150 

Petroleum  Oil  &  Synthetic  Fluid  Geor  Lubricants,  Load  Carrying  Copocity  Of  • 

ASTM  01947-83 

ME 

24  Apr 

84 

ME  SH 

11 

28  Nov  83 

9150 

Petroleum  Products,  Sulfur  In  (X-roy  Spectrogrophic  Method)  27  Aug  82 . . . 

ASTM  D2622-82 

ME 

06  Apr 

83 

ME  SH 

11 

9150 

Petroleum  Products.  Romsbottom  Corbon  Residue  Of  •  28  Aug  81 . - . 

ASTM  D524-81 

ME 

2)  Jul 

82 

ME  SH 

20 

9150 

Petroleum  Products,  Liquid,  Viscosity  •  Temperature  Charts  For  •  26  Aug  77 

ASTM  0341-77 

ME 

28  Dec 

78 

ME  SH 

11 

(Reopproved  82)  Validated  Jon  85 

9150 

Petroleum  Products,  Conrodson  Corbon  Residue  Of  *  28  Aug  81  . 

ASTM  0189  81 

ME 

21  Jut 

82 

ME  SH 

20 

910 


FSC  USTING 


DOCCMENT 


FSC 

TITLE 

NUMBER 

PREP 

DATE 

CUSTODIAN 

L 

9150 

Preservative  Oil,  Contoct  And  Volotile  Corrosion<inhibited  U$ER*AT  R£V>MD  AR 

GS 

Silicone  Fluid,  Chlorinoted  Phenyl  Methyl  Polytiloxone.  Noto  Code  Number 

MII-P-46002B  (3) 

ME 

20  Feb 

86 

ME  OS 

Q 

9150 

MIL-S-81087C  (1) 

AS 

29  Jun 

84 

ME  AS 

20 

H-536  USER-AR  MC  REV-AV  AT  ER  Ml  68  PS 

9150 

Solvents,  Hydrocarbon,  Aniline  Point  And  Mixed  AniFne  Point  Of  Petroleum 

ASTM  Doi1-82 

ME 

Aug 

85 

ME  SH 

20 

Product,  And  •  27  Au^  1982  USER-OS  REV-68 

9150 

SpectroR>etric  Oil  Standards  (Metric)  REV^AM  AV  20  . 

OOD-S-85694 

AS 

20  Ocl 

86 

ME  AS 

68 

9150 

Standord  Test  Fluids,  Hydrocorbon  USER-AT  Ml  AV  ME  REV-EA  OS  6d  PS  GS 

T1-S-735A 

INT  AMD  1  (SH) 

/ME 

31  Aug 

88 

ME  SH 

20 

9150 

Stondord  Test  Method  For  Evoluotion  Of  Greose  In  Smoil  Beo'ings  •  30  Aug  74 

ASTM  D3374  74R0E1 

AS 

22  Oct 

84 

ME  AS 

68 

9150 

Tester,  Closed,  Flosh  Point  By  Pensky^mortens  >  29  Aug  1980  REV-OS . 

ASTM  D93-80E1 

ME 

13  Aug 

85 

ME  SH 

20 

9150 

Tester,  Closed,  Flash  Point  By  Tag  •  27  Aug  1982  REV-OS  . 

ASTM  D56-82 

ME 

13  Aug 

85 

ME  SH 

20 

9150 

Tronlducer  Fluid,  Sonar  USER-SC  REV-OS  PS  GS . 

MIL-T-17128C  (1) 

SH 

17  Mor 

86 

ME  SH 

9150 

Vehicles,  Monne,  Hydraulic  Fluids  For  -  May  72  (Revised  Apr  79)  USER-MC 

SAE  HIR1149A-72 

SH 

17  Jon 

85 

ME  SH 

68 

REV-SA  OS 

9150 

Vehicles,  Submersible.  Hydraulic  Systems  For,  Design  Guide  For  •  Sep  65 

SAEH  IR141SA-85 

SH 

24  Jun 

86 

ME  SH 

USER-OS  REV  GS 

9150 

Vehicles,  Submersible,  Design  Guide  For  Hydroulic  Systems  For  -  Sept  1985 

SAEHIR  UISA-85 

ME 

24  Jun 

86 

ME  SH 

USER-OS  REV-GS 

9150 

Viscous  V.oterials,  Refractive  Index  Of,  Stondord  Test  Method  For  -28  Sep  62 

ASTM  D1747-62R78 

AS 

21  May 

84 

AS 

USER-MC 

9150 

Water  Using  Karl  Fischer  Reagent  *  25  Apr  75  (Reapproved  81)  Validated  Jon 

85 

Coolont  Fluid,  Dielectric  REV-68  GS . 

ASTM  E203  75 

ME 

28  Oec 

78 

ME  SH 

11 

L 

9160 

MIL  C-47220B 

20 

14  Moy 

85 

Ml  AS 

20 

L 

9160 

Coolont  Fluid,  Hydrolyticolly  Stable,  Dielectric  REV-68 . 

MII-C-872S2 

11 

02  Nov 

88 

11 

9160 

Electrical  Insulating  Liquids,  Sompling  •  31  Jul  81  USER-AS  REV-EC  GS., . 

ASTM  D923-81 

SH 

16  Mar 

83 

SH 

68 

9160 

Insulating  Fluid,  Electrical,  Silicone  Validated  Apr  85  USER-CE  REV-MR  MS . 

VV-I.2n7 

/AR 

24  Jul 

79 

AR 

68 

9160 

Insulating  Oil  Electrical  Validated  Mar  84  USER-EL  CE  REV-MR  MD  Ml  OS  PS 

GS 

Mineral  Insuloting  Oil  Used  In  Electrical  Apparatus  •  13  Jon  82 . 

VVI.530A 

/AR 

20  Mar 

67 

AR  SH 

68 

9160 

ASTM  03487-82 

AR 

05  Moy 

82 

AR  SH 

11 

9160 

Oils  Of  Petroleum  Origin,  Standord  Method  Of  Testing  And  Specificotions  For 

ASTM  0117-81 

YD 

27  Dec 

84 

GL  YO 

Electrical  Insulating  -  8  Jan  81  USER-SH  REV  GS 

9160 

Pine  Oil  Validated  Jan  70  USER-GL  . 

Lll  P-400A 

% 

31  Mor 

61 

9160 

Tallow,  inedible .  . . . . . . 

C-T  91C 

t 

18  Nov 

68 

1 

9160 

Wo,  (Condelillo)  Validated  Apr  32  REV-GS . 

JAN  W  1&1A 

OS 

18  Aug 

75 

OS 

Q  L 

9160 

Wax.  Desensitixing  REV-GS  . 

MII-W-205530  (1) 

AR 

03  Sep 

87 

AR 

L 

9160 

Wox,  Oasket'Sealing  Validated  Jan  81  REV-GS . 

MIL-W-18418B 

os 

02  Aug 

74 

os 

L 

9160 

Wax,  Hydrocarbon  (For  Ordnance  Use)  Validated  Feb  84  USER  OS  SH  MC 

MII-W-13945D 

GL 

14  Dec 

77 

GL 

REV  MO  AR  GS 

9160 

Wax,  Impregnating,  Waterproofing,  For  Lominoted  Poper  Tubes  For  Smoil  Arms 

MII-W-10885B  (1) 

AR 

22  Jan 

62 

AR  OS 

Ammunition  Validated  Mar  80  REV-EA  PS  GS 

9160 

Wax,  Mochine  Stitching  ^^ohdated  Feb  88  USER  SM  REV-MD  PS  GS . 

MIL-W-43061B 

NOTICE  1 

GL 

12  Feb 

88 

Gl 

68 

9160 

Wax,  Mochine  Siilchmg  USER-SM  REV-TS  ME  GS . 

A-A  50178 

GL 

23  Sep 

88 

GL  SH 

68 

1 

9160 

Wax,  Microcrystalllne  (Metric)  Validated  Mar  69  REV-PS  GS  . 

MIL  W-10842A 

EA 

09  Mor 

89 

EA 

9160 

Wox,  Microcrystolling,  Electrical,  Insulating  Validated  Apr  81  USER-ME  MC 

MII-W-12465C  (2) 

GL 

11  Jun 

75 

GL 

68 

REV-MO  Ml  AR  PS  GS 

L 

9160 

Wax,  Microcrystolline.  Impregnoting  Validated  Feb  80  REV  GS  . . 

Mll-W-12598  (1) 

AR 

03  Oct 

61 

AR 

9160 

Wax,  Poroflm,  Technical  USER-Gl  MC  AS  REV-MI  MO  EA  OS  SH  GS  PS . 

VV-W.95B 

/YD 

10  Jon 

84 

EA  YD 

L 

9160 

Wax,  Petroleum  (Metric)  REV-PS  GS  . 

MIL-W.12062A 

EA 

20  Jun 

85 

EA 

93GP 

Rubber  Products,  Recommended  Shelf  Life  USER-OS  YO  REV-WC  Ml  Gl  AR  CR 

MIL  HDBK  695C 

MR 

27  Mar 

85 

MR 

99 

AS  11  GS 

1. 

93GP 

Vibration  Damping  Moteriols,  Procedures  For  InstoHotion,  Momtenonce,  And 

MIL-5TD-2l4e 

SH 

12  Aug 

83 

Repoirs 

93GP 

Visual  Inspection  Guide  For  Rubber  Molded  Items  Validated  Apr  82  REV-MI  EA 

CR 

Visuol  Inspection  Guide  For  Celiulor  Rubber  Items  Validated  Jan  88.  .  .  .. 

MIL-STD-407 

SH 

15  Feb 

57 

SH 

20 

*93GP 

MIL-STD  293 

NOTICE  1 

SH 

16  Jun 

88 

SH 

20 

93GP 

Visuol  Inspection  Guide  For  Rubber  Extruded  Goods  Validated  Apr  82  USER-AT 

MIL  STD-298 

SH 

17  Jan 

57 

SH 

20 

REV  EA  CR 

9310 

Book  Cover  Boord  USER-GL  . . . . . . . . 

UU-B-623B 

V. 

20  Sep 

72 

1 

9310 

Boxboord  (For  Use  In  Ammunition)  Validated  Apr  87  USER-Gl  REV-EA . 

MIL-B  20467A 

NOTICE  1 

AR 

27  Apr 

87 

AR 

9310 

Cordboard  And  Poper.  Embossing,  Top  Validated  Jon  82  USER-ME  MC  .. . 

MIL.C-43397B 

GL 

24  Aug 

76 

Gl  SA 

99 

9310 

Coidboord  And  Railrood  Board  (Monilo  And  Wood)  USER  Gl . 

UU-C-201G 

•4 

30  Nov 

72 

9310 

Cardboord,  Bristol  (Drafting)  USER-ME  MC  CG  REV  EA . 

UU-C-190B  (1) 

•GL 

21  Mor 

79 

Gl  SA 

99 

9310 

Poper  &  Paperboard,  Fiber  Anolysis  -  28  Moy  76  REV-AR  Mf  MR  Gl  ME  SA 

ASTM  01030-76 

AS 

01  May 

81 

SM  AS 

69 

OS  SH  YO  99  IS 

0220 

\fml'Je.tmJ  ttrm.  0OIICCO  **1^  DCt/^C  tkC 

P  ^33?^ A  * " 

O' 

eo 

GL  SA 

99 

NOTICE  1 

9310 

Paper,  Book  USER  EC  PE  REV-ME  EA  NS . 

UU  P-465G 

•Gl 

14  Jul 

71 

Gl  SA 

99 

9310 

Poper,  Book,  Woter  Resistont  (Text)  Validated  Mar  84 . 

MIL  P-433278 

GL 

18  Mar 

77 

GL 

99 

9310 

Poper,  Bursting  Strength  Of  •  8  Sep  67  USER-SH  OS  REV-MR  MI  GL  ME  AR 

ASTM  0774  67R71 

AS 

30  Sep 

81 

SM  AS 

69 

SA  YO  99 

9310 

Paper,  Chort,  Mop  And  Book.  Lithogrophic  Finish,  Cooted  And  Uncooted 

Mll-P-430270  (1) 

GL 

01  Jul 

77 

GL 

99 

Validated  Mar  83  USER-ME  MC  SA  REV  GS 

9310 

Poper,  Cover  USER  GL  . 

UU  P-196D 

% 

18  Jon 

74 

9310 

Poper.  Crepe.  Disp'oy  . .  . 

A-A-1781 

t 

07  Jul 

82 

9310 

Poper.  Creped.  Disploy .  .  . 

UU-P-2008 

t 

15  Oct 

76 

9310 

Poper,  Index  USER  ME  .  . . 

UUP-258K 

•GL 

15  Mar 

73 

Gl  SA 

99 

9310 

Poper,  Internol  Teonng  Resistonce  Of  5  Jen  79  REV  ME  Ml  Gl  AR  MR  YO 

ASTM  0689  79 

AS 

27  Apr 

81 

SM  AS 

69 

OS  SA  SH  99  IS 


911 


FSC  LISTING 


DOCUMENT 


FSC 

TITLE 

NUMBER 

PREP 

DATE 

CUSTODIAN 

9310 

Poper,  Montio  Validated  Oc*  87  USER  MC  REV  ME  . . .  .... 

M1L-P-43331A  (1) 
NOTICE  1 

Gl 

01  Oct 

87 

Gl  SA 

84 

9310 

Poper.  Mop,  (Except  Otozo  sensitized)  Packaging  And  Pocking  Of  Validated 

MII-P-3447D  (1) 

GL 

25  Jun 

76 

Gl  SA 

99 

Jan  82  USER-MC  REV  ME  SM 

9310 

Poper,  Newsprint  Validated  Moi  74  ...  . 

UU  P-405C 

•GL 

09  Dec 

65 

GL 

99 

9310 

Paper,  Surfoce  Wettobility  Of  (#  ngle  of-contoct  Method)  15  Sep  45 . 

ASTM  D724  45R71 

AS 

27  Apr 

81 

SM  AS 

69 

9310 

Poper,  Torget  Validated  Apr  84  OSER-GL . 

MIL-P-10831B 

INT  AMD  2  (WC) 

AR 

04  Sep 

64 

AR  MC 

9310 

Paper,  Templote  Validated  Mar  83  USER-CG  SA  . 

MIL-P-2880D 

Gl 

18  Nov 

76 

GL 

99 

9310 

Poperbocrd,  Corrugoted,  Stotic  Sending  Test  for  -  1961  REV-AR  GL  ME  MR 

ASTM  D1098  6IR73 

AS 

27  Apr 

61 

SM  AS 

69 

Ml  YD  SH  OS  SA  99  tS 

9310 

Paperboard,  Drawing  (Drafting  Bristol  Boord)  USER  ME  MC  CG  REV  AR  ME 

EA 

Paperboord,  Drowing  (Drafting  Bristol  Boord)  USER-MC  CG  REV*ME  EA  AR 

A-A  1735 

•GL 

29  Apr 

81 

Gl  SA 

99 

9310 

A-A  1736 

•Gl 

29  Apr 

81 

GL  SA 

99 

9310 

Pressboard,  Colored  Validated  feb  75  REV  EA . . . .  . . 

UU  P-70U 

•Gl 

31  Jon 

69 

GL  SA 

99 

9310 

Rosin  In  Paper  &  Poperbocrd  30  Aug  74  REV-AR  Mi  Gl  ME  MR  SA  YO  SH 

ASTM  0549  74 

AS 

01  Moy 

81 

SM  AS 

69 

OS  99  IS 

9310 

Stencilboord  . . . .  . . .  . . . . . 

A  A-1733 

•GL 

13  May 

82 

9310 

Stencilboard  Validated  Jul  72  USER-ME  SA  REV  £A  . 

UU  S  625A 

INT  AMD  1 

•GL 

19  Apr 

65 

GL 

99 

9310 

Tog  Board,  Jute  And  Manila  USER-GL . 

UU-T-1366 

•4 

20  Sep 

72 

9310 

Water  Resistance  Of  Poper,  Poperbocrd,  &  Other  Sheet  Matertols  By  The  Dry 
Indicator  Method  •  27  Aug  73  USER  AR  SH  OS  REV-MR  Ml  GL  ME  YD  SA 

99 

A  Guide  To  The  Specificotions  For  Flexible  Rubber  Products  USER  Ml  GL 

ASTM  0779  73 

AS 

30  Sep 

81 

SM  AS 

69 

9320 

MIL  HDBK  699B 

MR 

28  Feb 

89 

MR 

REV-AR  GS 

9320 

Acrylonitrile  Butodiene  (NBR)  Rubber,  Aromatic  Fuel  ResIstonI,  65  75  1  Jan  85 

AMS  3215K-85 

AS 

03  Jul 

85 

MR  AS 

20 

REVGS 

9320 

Acrylonitrile  Butadiene  (NBR)  Rubber,  Hot  Oil  &  Coolant  Reststont,  Low  Swell, 

AMS  3227F  83 

AS 

07  Oct 

83 

MR  AS 

20 

55  65  -  1  Apr  83  REV  GS 

9320 

Acrylonitrile  Butadiene  (NBR)  Rubber,  Hot  Oil  &  Coolont  Reststont,  Low  Swell, 

AMS  3228F  83 

AS 

07  Oct 

83 

MR  AS 

20 

65  75  -  1  Apr  83  REV  GS 

9320 

Acrylonitrile  Sutodiene  (NBR)  Rubber,  Hot  Oil  Resistant,  Low  Swell,  75  85  •  1 

AMS  3229F-83 

AS 

07  Ocl 

83 

MR  AS 

20 

Apr  83  REV  GS 

9320 

Acrylonitrile  Butodiene  (NBR)  Rubber,  Hot  Oil  &  Coolant  Resistont,  Low  Swell, 

AMS  3226F-83 

AS 

07  Ocl 

83 

MR  AS 

20 

45  55  •  1  Apr  83  REV-GS 

9320 

Acrylonitrile  Butodiene  (NBR)  Rubber,  Aromotic  Fuel  Resistont,  5565  •  1  Jon  85 

AMS  3212M-8$ 

AS 

03  Jul 

85 

MR  AS 

20 

REV-GS 

9320 

Asbestos  &  Synthetic  Rubber  Sheet,  Hot  Oil  Resistant  -  15  Jon  77  REV  GS  . .. 

AMS  3232K-77 

AS 

15  Jul 

82 

MR  AS 

20 

9320 

Bottery  Contoiners  Mode  From  Herd  Rubber  Or  Equivolent  Moteriols  Validated 

ASTM  0639  81885 

MR 

07  Mor 

88 

MR  SH 

11 

Mar  88  USER-YO  AS  OS  REV-ME  AV  Gl  GS 

9320 

Butyl  (lir)  Rubber.  Phosphote  Ester  Resistont  3K-45  •  1  Jon  64.,, . 

AMS  3237D  84 

AS 

31  Aug 

88 

MR  AS 

11 

9320 

Butyl  (lir)  Rubber,  Phosphate  Ester  Resistant,  65-75  1  Jon  84  . 

AMS  3238D  84 

AS 

31  Aug 

88 

MR  AS 

11 

9320 

Butyl  (lir)  Rubber,  Phosphote  Ester  Resistant  85-95  -  1  Jon  84 . 

AMS  32390-84 

AS 

31  Aug 

88 

MR  AS 

11 

9320 

Butyl  Rubber  Pl  osphote  Ester  Resistont  35  45  •  15  Dec  74  Validated  Apr  81  .. 

AMS  3238C  74 

AS 

12  Sep 

75 

MR  AS 

20 

9320 

Cellular  Elastomeric  Moteriols,  Molded  Or  Fobneated  Ports  USER-AT  REV-Gl 

MII-C-3133C 

MR 

17  Moy 

84 

MR  SH 

99 

SM  EA  AR  GS 

9320 

Cellular  Matenols,  Flexible-slob.  Bonded,  &moMed  Urethane  Fooms  •  27  Mor  86 

ASTM  D3574  86 

MR 

23  Apr 

86 

MR 

20 

USER-ME  REV-MI  Gl  AV  AS  GS 

9320 

Chloroprene  Rubber,  Weotner  Resistant,  65-75  •  1  Oct  81 . 

AMS  3209G-81 

AS 

15  Jul 

82 

MR  AS 

20 

9320 

Chloroprene  Rubber,  Weother  Resistont,  25-35  •  1  Oct  81 . 

AMS  3207H-81 

AS 

15  Jul 

82 

MR  AS 

20 

9320 

Chloroprene  Rubber  Sheet,  Colton  Fobric  Reinforced,  Weather  Resistont . 

AMS  3270H  82 

AS 

06  Sep 

82 

MR  AS 

9320 

Chloroprene  Rubber.  Weather  Resistant.  35-45  •  1  Oct  81  REV-GS . 

AMS  3240G-81 

AS 

15  Jul 

82 

MR  AS 

20 

9320 

Chloroprene  Rubber,  Weother  Resistont,  55  65  1  Oct  81  REV-GS . 

AMS  3241F-81 

AS 

15  Jul 

82 

MR  AS 

20 

9320 

Classification  System  And  Tests  For  Cellulor  Elastomeric  Materials  (inactive  For 

MIL-STD  670B 

MR 

14  Apr 

86 

MR  AS 

20 

New  Oeiign)  REV  Gl  MO  Ml  AR  GS 

NOTICE  1 

9320 

Classificolion  System  And  Tests  For  Solid  Elastomeric  Moteriols  (tnoctive  For 

M1L-STD.4)7A 

MR 

06  Ocl 

87 

MR 

New  Design)  Validated  Oct  87  USER  C5  REV-MI  GL  AT  EA  OS  GS 

NOTICE  3 

9320 

Cooted  Fabrics  -  26  Oct  79  Validated  Jon  86  REV  YO . 

ASTM  D751  79 

MR 

28  Feb 

80 

MR  SH 

99 

9320 

Compotib.lity  Of  Vulcanized  Elastomeric  Seals  In  Service  Medio  •  29  Mor  75 

ASTM  D2934  75R03 

MR 

13  Mor 

88 

MR 

11 

USER-MC  AS  REV-AV  Gl  Al  GS 

9320 

Compounding  Moteriols  Flome  Atomic  Absorption  Technique  Oeferminotion  Of 

ASTM  D4075  81 

MR 

10  Mor 

83 

MR 

Metols  -  27  Nov  81 

9320 

Elevoted  Temperoture  Aging  Using  A  Tublar  Oven  12  Jon  68  Validated  Mor 

ASTM  D1870-68R83 

MR 

07  Mar 

88 

MR 

11 

88  REV-AV  ME  MD  Gl  AR  GS 

NOTICE  2 

9320 

Fobrics  Cooted  low  Temperoture  Bend  Test  Stondord  Method  Of  Testing  .  .  . 

ASTM  D2136  84 

YD 

20  Jul 

88 

MR  YD 

99 

9320 

Fiber  Content  Of  Resin  motrix  Composites  By  Motnl  Digestion  •  15  October 

ASTM  D3171-76R82 

MR 

04  Mor 

88 

MR 

1976  Validated  Apr  88 

0390 

Floxihl^  r#»llutar  MnterInU  •  lirethnne  For  Furniture  A  Automotive  Cushionino 

ASTM  03453-80 

MR 

17  Moy 

84 

MR 

99 

Bedding,  &  Similo'*  Applicolions  ■  31  Oct  80  USER  AT  SM  OS  REV-GL  AR 

AS  n  GS 

9320 

Flexible  Cellulor  Moteriols  •  Vinyl  Chloride  Polymers  &  Copolymers  (Open  Ceil 

ASTM  01565  8 1R86 

MR 

03  Mor 

88 

MR  SH 

Foom)  -  27  Nov  81 

NOTICE  2 

9320 

Goskets,  Rubber-sheet,  Stondord  Specificotion  For  -  26  Apr  85 . 

ASTM  01330  85 

YO 

20  Nov 

87 

MR  YD 

99 

9320 

Hose,  Rubber,  Stondord  Methods  Of  Testing  -  27  Sept  1985  USER  AT  ME  OS 

ASTM  D380  85 

MR 

30  Ocl 

85 

MR  YO 

20 

SH  REV-AV  Gl  82  GS 

9320 

Hospiiol  Sheeting,  Rubber-cooled  Cloth  •  28  Sept  1984  REV-ME  EA  MO  GS  .... 

ASTM  03738  84 

MR 

02  Ocl 

85 

MR 

9320 

Identificotion  &  Pockoging  Elostomeric  Products  *  1  Oct  1962  . 

AMS  2810E  82 

AS 

15  Apr 

87 

MR  AS 

20 

9320 

Identificotion  Morkmg  Of  Rubber  Products  Validated  Apr  83  USER-ME  OS  MC 

M1L-STD-190C 

MR 

17  Oct 

77 

MR  SH 

99 

REV-Gl  AV  AR  AS  YD 

9320 

latex  Foom,  Flexible  Cellulor  Moteriols  •  27  Sept  1985  UoeR-OS  Y"'  REV-ME 

ASTM  01055  85 

MR 

02  Moy  86 

MR  SH 

20 

GL  AV  AT  AR  AS  62  GS 
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9320 

Mtlol  Content  By  Flome  Atomic  Absorption,  Rubber  Determination  Of, 

Stondord  Test  Methods  For  ■  29  Oct  82  USER-AS  MC  OS  REV-AT  Gl  ME 

AV  GS 

ASTM  D4004-82 

MR 

02  Jul 

85 

MR 

9320 

Molding  And  PotMng  Compound,  Chemicolly  Cured,  Polyurethane  Vobdoted  Dee 

8S  USER-AV  AT  CG  AS  REV-AR  Ml  EC  AS  GS 

MIL-M-24041C 

SH 

20  Dec 

88 

MR  SH 

20 

9320 

Nitrile  Rubber.  Petroleum  Bose  Hydraulic  Fluid  Resiitont,  55>65  (NSR  Type)  •  1 

Apr  83  REV-GS 

AMS  3200F-83 

AS 

07  Oct 

83 

MR  AS 

20 

9320 

Nitrile  Rubber,  Dry  Heat  Resistant,  35-45  {Nbr  Type)  •  1  Apr  83  REV-GS . 

AMS  3201H-S3 

AS 

07  Oct 

83 

MR  AS 

20 

9320 

Nitrile  Rubber,  Dry  Heat  Resistant,  55-65  (NBR  Type)  •  1  Apr  83 . 

AMS  3202H-83 

AS 

07  Oct 

83 

MR  AS 

20  GS 

9320 

Ports,  Synthetic  Rubber,  For  Use  With  Botteries  Or  In  Bottery  Comportments  OF 
Submorines  (Metric)  Validated  Apr  82  REV-MR 

DOD-P-15817D 

SH 

18  Aug 

76 

SH 

9320 

Repoir  Motenol,  For  Self-sealing  Fuel  Tonks  Validated  Apr  63  REV-MR  99  GS  .. 

MIL-R-9208B 

AS 

07  Jul 

68 

AS 

9320 

Resin,  Polyether  Urethone  (EU)  Casting  Flexible,  Solid,  Unfilled  -  1  Jul  84 

REV-GS 

AMS  3S71A-84 

AS 

25  Jun 

86 

MR  AS 

20 

9320 

Resin,  Polyether  Urethone  (EU)  Casting,  Flexible,  Solid,  Unfilled,  45  Durometer 

A  •  1  July  1984  REV-GS 

AMS  3S71/1A-84 

AS 

12  Jon 

87 

AS 

20 

9320 

Robber  REV-AR  11  GS . 

MIL-HOBK  1498 
NOTICE  1 

MR 

24  Jul 

87 

MR  SH 

99 

9320 

Rubber  &  Rubber  Coated  Fabrics  *  Brittleness  Temperoture  By  Impoct  -  29  Apr 

83  USER-MC  OS  AS  REV-AL  AR  AV  ER  GL  GS 

ASTM  D2 137-83 

MR 

03  Moy 

84 

MR 

82 

9320 

Rubber  •  Deterioration  By  Heating  In  Air  (Test  Tube  Enclosure)  -  27  Mor  81 
USER-AT  YD  REV-ME  AV  GL  AS  GS 

ASTM  D6S5-81R87 

MR 

06  Mar 

88 

MR  SH 

11 

9320 

Rubber  •  Identification  By  Pyrolysis  •  Gos  Chrdmatograhpy  •  28  Arp  78 

USER-TE  REV-AV  EA  MD  ME  GS 

ASTM  D3452-78RB7 

MR 

03  Mor 

88 

MR 

9320 

Rubber  -  Properties  Intension  REV-$H  82  . 

ASTM  D4 12-87 

MR 

16  Oct 

87 

MR 

99 

9320 

Rubber  •  Stondord  Temperatures  For  Testing  USER-ME  MC  REV-AR  EA  AL  Ml 

GS 

Rubber  Cellular  Sheet,  Molded  And  Hand  Built  Shapes,  Lotex  Foom  Validated 

Apr  81  USER-ME  OS  EC  REV-MI  AR  EA  MC  99  GS 

ASTM  D 1349-87 

MR 

16  Oct 

87 

MR 

20 

9320 

MIL-R-SOOIA  (4) 

AS 

19  Sep 

74 

MR  AS 

20 

9320 

Rubber  Chemicals,  Determination  Of  infrored  Absorption  Chorocteristics  Of  -  13 
Sep  68R74  Validated  Mar  85  USER-ME  MC  SH  REV-MI 

ASTM  D2702-68R74 

AT 

30  Moy 

80 

AT 

9320 

Rubber  Conditioning  For  Low-temperature  Testing  -  27  Morch  1987  . 

ASTM  DS32-87 

MR 

16  Oct 

87 

MR  SH 

99 

9320 

Rubber  Deterioration-crack  Growth  27  Nov  87  USER-YD  OS  82  REV-AR  ER 

MO  GL  ME  SH  11  GS 

ASTM  D813-87 

MR 

06  Jon 

89 

MR  AS 

99 

9320 

Rubber  Oeterioratlon-dynomic  Fatigue.  Standard  Test  Methods  For  •  Mor  73 
REV-GS 

ASTM  D430-73E1 

82 

10  Sep 

84 

MR 

99 

9320 

Rubtxr  Deterioration-crock  Growth  USER-YD  OS  82  REV-AR  ER  MO  Gl  ME 

AS  20  GS 

ASTM  D813-S9R6E3 

MR 

26  Mor 

86 

MR  SH 

99 

9320 

Rubber  Deterioration  In  Corbon-orc  Weothering  Apporotus  -  26  Apr  1985 

USER-ME  AT  YD  REV-AV  GL  AS 

ASTM  D750-85 

MR 

13  Nov 

85 

MR  SH 

82 

9320 

Rubber  For  Mountings  (Unbonded-spool  And  Compression  Types)  Validated  Mor 

83  USER-AR  EL  MC  REV-MI  GS 

Z2-R-768A 

/SH 

25  Nov 

66 

MR  SH 

9320 

Rubber  From  Noturol  Or  Synthetic  Sources-viscosity  &  Vulcomtotion 

Chorocteristics  (Mooney  Viscumeter)  Mar  80  Validated  Mar  85  USER-ME  MC 

SH  REV-MI 

ASTM  D1646-80 

AT 

30  Mojf 

80 

at 

9320 

Rubber  From  Synthetic  Sources  -  Chemicol  •  Anolysis  •  25  Mor  83 . 

ASTM  D1416-83 

MR 

20  Apr 

84 

MR 

9320 

Rubber  Hose  For  Automotive  Air  &  Vacuum  Broke  System  •  27  Mor  81 

USER-OS  AS  REV-MI  AT  ME  GL  GS 

ASTM  D622-B1 

MR 

15  Apr 

82 

MR  SH 

99 

9320 

Rubber  Hot  Oil  Resistont,  Synthetic,  High  Swell  45-55  •  1  Apr  83  REV-MI . 

AMS  3222F-83 

AS 

28  Jun 

85 

AS 

9320 

Rubber  Identificolion  By  Infrored  Spectrophotometry  •  25  Mor  83  USER-TE 

REV-AV  EA  MD  ME  GS 

ASTM  D3677-83 

MR 

20  Apr 

84 

MR 

9320 

Rubber  Or  Plastic  Sheets  &  Assembled  &  Molded  Shopes,  Synthetic,  Foom  Or 
Sponge,  Open  Cell  USER-ME  EC  REV-MI  EA  AR  MC  99  GS 

MIL-R-200921  (1) 

SH 

25  Feb 

88 

MR  SH 

9320 

Rubber  Product  Chemicol  Anolysis  ■  27  Mar  8l  Validated  Mar  88  USER-YO  . 

ASTM  D297-81 
NOTICE  2 

MR 

04  Mar 

88 

MR  SH 

99 

9320 

Rubber  Products  In  Automotive  Applicotions  -  28  Nov  1986  USER-AT  AV  GL 

AS  MC  OS  YD  REV-AR  ER  GS 

ASTM  D2000-86 

MR 

13  Apr 

88 

MR  SH 

99 

9320 

Rubber  Products,  Terms  For  Visible  Defects  Of  Validated  May  88  USER-AT  MC 
REV-AR  GL  EA  AS  YD  GS 

MIL-STD-177A 
NOTICE  1 

SH 

31  May 

88 

MR  SH 

20 

9320 

Rubber  Products,  Hord.testing  •  27  Mar  81  REV-GS . . 

ASTM  0530-81 

MR 

23  Jul 

81 

MR  SH 

99 

9320 

Rubber  Products,  Preporotion  Of  Pieces  For  Test  Purposes  From  •  30  Mar  84 
USER-GL  AL  YD  AS  REV-ME  AV  ER  OS 

ASTM  03183-84 

MR 

25  Oct 

85 

MR  SH 

82 

9320 

Rubber  Properties  In  Tension  •  26  Aug  83  REV-$H  82  . . 

ASTM  0412-83 

MR 

28  Aug 

84 

MR 

99 

9320 

Rubber  Properties  In  Compression  Or  Sheer  (Mechonical  Oscillogroph)  -  26  Oct 

79  Validated  Jon  86 

ASTM  0945-79 

MR 

28  Feb 

80 

MR  SH 

11 

9320 

Rubber  Property  •  Volume  Resistivity  Of  ElectncoHy  Conductive  &  Antistatic 
Products  -  14  Jun  85  USER  AR  OS  YD  REV-AV  GL  ME  AT  AS 

ASTM  D991-85 

MR 

19  Aug 

85 

MR  SH 

20 

9320 

Rubber  Property  •  Plasticity  &  Recovery  (Parollel  Plote  Method)  -  28  Oct  83 
REV-AV  EA  MD  ME  GS 

ASTM  0926-83 

MR 

20  Apr 

84 

MR 

9320 

Rubber  Property  •  Pusey  &  Jones  Indentation  -  20  Jun  65  USER-OS  SH 

REV-ME  GL  AV  AT  82  GS 

ASTM  0531-85 

MR 

20  Aug 

85 

MR 

99 

9320 

Rubber  Property  Stiffening  At  Low  Temperotures,  Flexible  Polymers  &  Cooted 
Fobrics  -  29  Mor  85  USER-YD  OS  AS  REV-GL  AV  AR  ER  AT  82  GS 

ASTM  01053-85 

MR 

16  Sep 

85 

MR  SH 

99 

9320 

Rubber  Property  -  Compression  Set  At  Low  Temperoturs  •  26  Oct  79  Validated 
Jon  66 

ASTM  01229-79 

MR 

28  Feb 

80 

MR  SH 

99 

9320 

Rubber  Property  •  Young  $  Modulus  At  Normol  &  Subnormol  Temperotures  -  29 
Jon  82  Validated  Apr  88 

ASTM  0797-82 
NOTICE  1 

YD 

20  Apr 

88 

MR  YD 

99 

9320 

Rubber  Property  •  Hydrolytic  Stobility  -  27  Mar  86  Validated  Mar  88  USER  AT 

AV  ME  YD  AS  OS  REV-GL  GS 

ASTM  03137-81R87 
NOTICE  2 

MR 

07  Mor 

88 

MR  SH 

11 

9320 

Rubber  Property  -  Vulconiiotion  Chorocteristics  Using  Oscilioting  Disk  Cure 

Meter  ■  27  Mor  81  Validated  Oet  83  REV-82 

ASTM  D2084-81E1 

AT 

07  Dec 

82 

AT  SH 

99 

9320 

Rubber  Property  Internotionol  Hordness  •  7  Sep  83  USER-MI  A$  YD  REV-AV 

MD  SM  at  MC  OS  GS 

ASTM  01415-83 

MR 

06  Aug 

84 

MR  SH 

20 

9T3 
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9320 

Rubber  Properly  Abroiion  Resistance  (NBS  A8RADER)  -  29  Jut  83  USER-ME 

ASTM  D1630-83 

MR 

28  Aug 

84 

MR 

99 

REV-AV  GL  at  82  GS 

9320 

Rubber  Property-durometer  Hardness  •  21  Apr  85  USER<AT  YO  MC  OS  REV*ME 

ASTM  D2240-85 

MR 

04  Jun 

85 

MR  SH 

20 

AV  Gl  AS  99  GS 

9320 

Rubber  Property>compession  Set  At  Low  Temperatures  •  27  Morch  1987  . 

ASTM  D1229-87 

MR 

16  Oct 

87 

MR  SH 

99 

9320 

Rubber  Property*resiiience  By  Vertical  Rebound  <  26  Oct  1979  USER*$M  YO 

ASTM  D2632-79R81E1 

MR 

26  Mor 

86 

MR  SH 

99 

os  82  REV-AR  ER  MD  GL  AS  20  GS 

9320 

Rubber  Property-teor  Resistance  ■  27  Mor  86  REV*AR  AV  GL  ME  AS  YD  GS  ... 

ASTM  D624-86 

MR 

23  Apr 

86 

MR  SH 

99 

9320 

Rubber  Property-elongolion  At  Specific  Stress  16  Oct  87  USER-AT  YO  REV-ER 

ASTM  D1456-86 

MR 

16  Oct 

87 

MR  SH 

20 

AV  GL  GS 

9320 

Rubber  Property*compression  Set  •  27  Sep  85  USER^ME  Ml  AS  MC  OS 

ASTM  0395-85 

MR 

30  Oct 

85 

MR 

20 

REV-GL  AR  YD  SH  82  99  GS 

9320 

Rubber  Property*adhesion  To  Flexible  Substrate  Voltdoled  Jun  88  REV*YO . 

ASTM  D413-S2R88 
NOTICE  2 

MR 

01  Jun 

88 

MR  SH 

99 

9320 

Rubber  Property«elongation  At  Specific-stress  -  16  Oct  1967  USER-AT  YO 

ASTM  D 1456-86 

MR 

16  Oct 

87 

MR  SH 

20 

REV-ER  AV  GL  GS 

9320 

Rubber  Properly,  Adhesion  To  Rigslrotes  •  27  Nov  81  Validated  Mor  88 

ASTM  0429  81 

MR 

07  Mar 

88 

MR  SH 

11 

USER-AT  OS  AS  REV-ME  GL  ER  AV  YD  99  GS 

NOTICE  2 

9320 

Rubber  Property,  Effect  Of  Liquids  •  30  Mor  79  Validated  Jan  86  USER-ME  AV 

ASTM  D471-79 

MR 

27  Nov 

79 

MR  SH 

11 

AT  YD  REV-TE  GS 

9320 

Rubber  Property,  Shrinkoge  Of  Raw  &  Compounded  Styrene  Butadiene  Rubber 

ASTM  D1917-84 

MR 

02  Apr 

85 

MR 

(SBR),  Standard  Test  Methods  For  •  24  Feb  84 

9320 

Rubber  Sects  Used  In  Flat-plate  Solar  Collectors  •  29  Mor  1985  . 

ASTM  D3667-85 

YD 

> 

o 

Z 

85 

ME  YD 

99 

9320 

Rubber  Sheet,  Chloroprene  Nylon  Fobric  Reinforced  Woter  Resistont  •  1  Jul  76 

AMS  3273C-76 

AS 

02  Feb 

77 

MR  AS 

20 

Validated  Mar  83 

9320 

Rubber  Sheet,  Silicone  Gloss  Fabric  Reinforced  -  15  Jun  75  Validated  Mar  8)  .. 

AMS  3315D-75 

AS 

12  Sep 

75 

MR  AS 

20 

L 

9320 

Rubber  Sheets  &  Assembled  &  Molded  Shopes,  Cellular,  Synthetic,  Open  Cell 

MtLR-0020092J 

SH 

22  Apr 

81 

SH 

(Foamed  Latex)  Validated  Apr  82 

L 

9320 

Rubber  Sheets,  Cellular  REV-MR  AR  ER  GS  . . 

MIL-R-46089B  (1) 

Ml 

08  Sep 

87 

Ml 

9320 

Rubber  Synthetic  Low  Temperature  Resistant  25-35  •  15  Jul  77  Validated  Sep 

85 

Rubber  Tile,  Rubber-oir-lead-type  (Rol)  Validated  Apr  82  REV-GS . 

AMS  3204G-77 

AS 

06  Nov 

78 

MR  AS 

20 

L 

9320 

MIL-R-230748 

SH 

27  No. 

64 

SH 

9320 

Rubber-deteriorotion  By  Heat  &  Air  Pressure  USER-AT  YO  REV-ME  GL  GS . 

ASTM  D454-86 

MR 

27  Moy 

88 

MR  SH 

99 

9320 

Rubber-deterioration  By  Heat  &  Oxygen  USER-AT  YO  REV-ME  AV  Cl  GS . 

ASTM  D572-88 

MR 

27  Moy 

88 

MR  SH 

99 

9320 

Rubber-deterioration  In  An  Air  Oven  USER-AT  YO  REV-ME  AV  GL  OS . . 

ASTM  D573-88 

MR 

27  Moy 

88 

MR  SH 

99 

9320 

Rubber-deterioration  By  Heating  In  Air  (Test  Tube  Enclosure)  USER-AT  YD 

ASTM  DS65-88 

MR 

27  Moy 

88 

MR  SH 

11 

REV-ME  AV  GL  AS  GS 

9320 

Rubber-molerials,  Equipment,  &  Procedures  For  Mixing  Standord  Compounds  & 

ASTM  D3182-87 

MR 

16  Oct 

87 

MR  SH 

20 

Preporing  Standard  Vulcanized  Sheets 

9320 

Rubber,  Butyl  Phosphate  Ester  Resistant  85  -  95  •  15  Dec  74  Validated  Apr  8K. 

AMS  3239C-74 

AS 

12  Sep 

75 

MR  AS 

20 

9320 

Rubber,  Cellular.  Chemically  Blawn  USER-MC  REV-AR  MR  Ml  EA  OS  99  GS 

DS 

Rubber,  Chloroprene,  Elame  ResUtant,  S5-6S  •  15  Jul  77  Validottd  Aug  85 

MIL'R-6130C 

AS 

18  Jul 

80 

Gl  AS 

20 

9320 

AMS  3243C-77 

AS 

06  Nov 

78 

MR  AS 

20 

REV-GS 

9320 

Rubber,  Chloroprene,  Flome-resistont,  65-75  •  15  Jul  77  Validated  Sep  85 

AMS  3244C-77 

AS 

06  No. 

78 

MR  AS 

20 

REV-GS 

L 

9320 

Rubber,  Chlorosulfonoted  Polyethylene  Elastomer,  Sheet  And  Molded  Shapes, 

MIL-R-81828  (1) 

AS 

22  Dec 

77 

AS 

Ozone  Resistant  Validated  Jvl  84  REV-GS 

L 

9320 

Rubber,  Electrically  Conductive,  Fuel  Resistant  REV-MI  MR  GS . . . 

MILR-81090 

os 

19  May 

83 

OS 

9320 

Rubber,  Fobricoted  Product  USER-MC  AS  YD  OS  SH  REV-GL  Ml  AR  ER  82  GS 

CS 

Rubber,  Hord  {Ebonite),  Natural  Or  Synthetic,  Sheet,  Strip,  Rod,  Tubino,  And 

MIL  R-3065E  (1) 

MR 

20  Feb 

85 

MR 

99 

L 

9320 

MIL-R-450360  (1) 

MR 

20  May 

88 

MR 

Molder  Porti,  Validaltd  May  88  REV-ME  AT  Ml  AV  GS 

NOTICE  1 

9320 

Rubber,  Hard,  Testing  In  Tension  -  14  Jun  85  USER-MC  AS  REV-AT  Gl  ME  ER 

ASTM  D2707-85 

MR 

19  Aug 

85 

MR 

20 

AV  AS  GS 

9320 

Rubber,  Measurement  Of  Dimensions  •  28  Sept  84  USER-ME  AS  MC  OS  YD 

ASTM  D3767-84 

MR 

04  Jan 

85 

MR  SH 

99 

REV-AT  AV  ER  GL  82  GS 

9320 

Rubber,  Sampling  And  Testing  Validated  Jon  86  USER-AV  ME  AT  REV-MI  TE 

FED-STD-601 

/MR 

17  Aug 

76 

MR  SH 

20 

YD  GS 

NOTICE  7 

17  AUG  1976 

9320 

Rubber,  Silicone;  Nonmetollic  Special  Shapedsection  REV-GS . . . 

ZZR-765/42 

/MR 

21  Feb 

86 

MR  AS 

20 

9320 

Rubber,  Silicone  USER-YD  OS  REV-MI  MD  AR  CR  ER  82  99  GS  DS . 

ZZ-R-765C  (1) 

/MR 

07  No. 

86 

MR  AS 

20 

9320 

Rubber,  Silicone,  Channel,  Nonmetollic  REV-GS  . . . 

ZZ-R-765/1 

/MR 

21  Feb 

86 

MR  AS 

20 

9320 

Rubber,  Silicone,  Chonnel,  Nonmetollic  REV-GS  . . . 

ZZ-R-765/2 

/MR 

21  Feb 

86 

MR  AS 

20 

9320 

Rubber,  Silicone,  Chonnel,  Nonmetollic  REV-GS  . . . 

ZZ-R -765/3 

/MR 

21  Feb 

86 

MR  AS 

20 

9320 

Rubber,  Silicone  Extreme  Low  Temperature  Resistont  15-30  •  15  Jon  76 

AMS  33328-76 

AS 

12  Aug 

76 

MR  AS 

20 

Validated  Mar  82  REV-MI  GS 

9320 

Rubber,  Silicone,  Channel,  Nonmetollic  REV-GS  . . . . . 

ZZ.R.765/4 

/MR 

21  Feb 

86 

MR  AS 

20 

9320 

Rubber,  Silicone,  Generot  Pur  Pose  PP-o5 . 

AMo  33u3G-/  .j 

A  ^ 

12  Oct 

■»« 

MR  AS 

1  1 

9320 

Rubber,  Silicone;  Nonmetollic  Speciol  Shapedsection  REV-GS . 

ZZ-R-765/43 

/MR 

21  Feb 

86 

MR  AS 

20 

9320 

Rubber,  Silicone;  Nonmetollic  Speciol  Shapedsection  REV-GS . 

ZZ-R-765/44 

/MR 

21  Feb 

86 

MR  AS 

20 

9320 

Rubber,  Silicone;  Nonmetollic  Speciol  Shopedsection  REV  GS . 

ZZ-R-765/45 

/MR 

21  Feb 

86 

MR  AS 

20 

9320 

Rubber,  Silicone;  Nonmetollic  Speciol  Shopedsection  REV-GS . . 

ZZ-R-765/46 

/MR 

21  Feb 

86 

MR  AS 

20 

9320 

Rubber,  Silicone;  Nonmetollic  Special  Shapedsection  REV-GS . 

ZZ-R-765/47 

/MR 

21  Feb 

86 

MR  AS 

20 

9320 

Rubber,  Silicone,  Nonmetollic  Speciol  Shoped  Section  REV-GS  . . . 

ZZ-R-765/48 

/MR 

21  Feb 

86 

MR  AS 

20 

9320 

Rubber,  Silicone,  Nonmetollic  Speciol  Shoped  Section  REV-GS  . . . . 

ZZ-R-765/49 

/MR 

21  Feb 

86 

MR  AS 

20 

9320 

Rubber,  Silicone,  lubricoting  Oimpression  Set  Resistont,  Electricol  Grode  55-65 

AMS  3356C-78 

AS 

20  Feb 

79 

MR  AS 

20 

•  16  Oct  78  Validated  Sep  85  REV-GS 

9320 

Rubber,  Silicone,  Nonmetollic  Speciol  Shoped  Section  REV-GS  . . 

ZZ-R -765/50 

/MR 

21  Feb 

86 

MR  AS 

20 

9320 

Rubber,  Silicone,  Nonmetollic  Special  Shoped  Section  REV-GS  . 

ZZ-R-765/51 

/MR 

21  Feb 

86 

MR  AS 

20 

9320 

Rubber,  Silicone,  Nonmetollic  Special  Shoped  Section  REV-GS  . 

ZZ-R-765/52 

/MR 

21  Feb 

86 

MR  AS 

20 

9320 

Rubber,  Silicone,  Nonmetollic  Speciol  Shoped  Section  REV-GS  . 

Z2-R-765/53 

/MR 

21  Feb 

86 

MR  AS 

20 

9320 

Rubber,  Silicone,  Nonmetollic  Speciol  Shoped  Section  REV-GS  . 

ZZ-R-765/54 

/MR 

21  Feb 

86 

MR  AS 

20 

914 
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9320 

Rubber,  Silicone,  Nonmetolllc  Special  Shaped  Section  REV*GS  . 

ZZ-R765/55 

/MR 

21  Feb 

86 

MR  AS 

20 

9320 

Rubber,  Stiicone,  Nonmetaihe  Special  Shoped  Section  REV-GS  . 

ZZ-R765/56 

/MR 

2)  Feb 

86 

MR  AS 

20 

9320 

Rubber,  Silirone,  Nonmetaliic  Speciol  Shaped  Section  REV  GS  . 

ZZR765/57 

/MR 

21  Feb 

86 

MR  AS 

20 

9320 

Rubber,  Silicone,  Channel,  Nonmetollic  REV-GS  . . . 

ZZR765/5 

/MR 

21  Feb 

86 

MR  AS 

20 

9320 

Rubber,  Silicone;  Nonmetollic  Speciol  Shaped  Section  REV*G$  . 

ZZR765/20 

/MR 

21  Feb 

86 

MR  AS 

20 

9320 

Rubber,  Silicone,  Channel,  Nonmetollic  REV-GS  . 

ZZ-R-765/6 

/MR 

21  Feb 

86 

MR  AS 

20 

9320 

Rubber,  Silicone;  Nonmetollic  Speciol  Shaped  Section  REV-GS  . 

ZZR765/2t 

/MR 

21  Feb 

86 

MR  AS 

20 

9320 

Rubber,  Silicone;  Nonmetollic  Special  Shaped  Section  REV  GS  . 

ZZ-R  765/22 

/MR 

21  Feb 

86 

MR  AS 

20 

9320 

Rubber,  Silicone;  Nonmetollic  Speciol  Shopediection  REV-GS.... . 

ZZR765/23 

/MR 

21  Feb 

86 

MR  AS 

20 

9320 

Rubber,  Silicone;  Nonmetaliic  Speciol  Shaped  Section  REV-GS  . . . 

ZZ-R765/24 

/MR 

21  Feb 

86 

MR  AS 

20 

9320 

Rubber,  Silicone;  Nonmetollic  Speciol  Shaped  Section  REV«GS  . .  . 

ZZ-R765/25 

/MR 

21  Feb 

86 

MR  AS 

20 

9320 

Rubber,  Silicone;  Nonmetollic  Speciol  Shaped  Section  REV  GS  . . . 

ZZR765/26 

/MR 

21  Feb 

86 

MR  AS 

20 

9320 

Rubber,  Silicone;  Nonmetollic  Special  Shaped  Section  REV-GS  . 

ZZR765/27 

/MR 

2)  Feb 

86 

MR  AS 

20 

9320 

Rubber,  Silicone;  Nonmetollic  Special  Shaped  Section  REV-GS  . 

ZZ  R 765/28 

/MR 

21  Feb 

86 

MR  AS 

20 

9320 

Rubber,  Silicone;  Nonmetollic  Special  Shaped  Section  REV-GS  . 

ZZ  R765/29 

/MR 

21  Feb 

86 

MR  AS 

20 

9320 

Rubber,  Silicone;  Nonmetollic  Speciol  Shoped  Section  USER-GS  . 

ZZR765/30 

/MR 

2)  Feb 

86 

MR  AS 

20 

9320 

Rubber,  Silicone;  Nonmetollic  Special  Shoped  Section  REV-GS  . 

ZZ-R765/31 

/MR 

2)  Feb 

86 

MR  AS 

20 

9320 

Rubber,  Silicone;  Nonmetollic  Special  Shoped  Section  REV-GS  . .  ... 

ZZ-R765/32 

/MR 

21  Feb 

86 

MR  AS 

20 

9320 

Rubber,  Silicone;  Nonmeioitic  Special  Shaped  Section  REV-GS  . . . 

ZZ-R765/33 

/MR 

21  Feb 

86 

MR  AS 

20 

9320 

Rubber,  Silicone;  Nonmetollic  Special  Shoped  Section  REV  GS  . . . 

ZZR765/34 

/MR 

2)  Feb 

86 

MR  AS 

20 

9320 

Rubber,  Silicone.  Nonmetollic  Special  Shopediection  REV-GS . . . 

ZZR765/35 

/MR 

21  Feb 

86 

MR  AS 

20 

9320 

Rubber,  Silicone,  Nonmetollic  Special  Shopedsection  REV-GS . 

ZZR765/36 

/MR 

2)  Feb 

86 

MR  AS 

20 

9320 

Rubber,  Silicone;  Nonmetollic  Special  Shopedsection  REV-GS . 

ZZ-a765/37 

/MR 

21  Feb 

86 

MR  AS 

20 

9320 

Rubber,  Silicone;  Nonmetollic  Speciol  Shopedsection  REV-GS . 

Tl'-R765/38 

/MR 

21  Feb 

86 

MR  AS 

20 

9320 

Rubber,  Silicone;  Nonmetollic  Special  Shopedsection  REV-GS . 

Z7R7f.-./39 

/MR 

21  Feb 

86 

MR  AS 

20 

9320 

Rubber,  Silicone;  Nonmetollic  Speciol  Shopedsection  REV-GS . 

ZZI;7c.5/4? 

/MR 

21  Feb 

86 

MR  AS 

20 

9320 

Rubber,  Silicone;  Nonmetollic  Speciol  Shopedsection  REV-GS . 

ZZ-R-7ft"  41 

/MR 

21  Feb 

86 

MR  AS 

20 

9320 

Rubber,  Silicone,  Channel,  Nonmetollic  REV-GS  . . . 

ZZR765^- 

/MR 

21  Feb 

86 

MR  AS 

20 

9320 

Rubber,  Silicone,  Channel,  Nonmetollic  REV-GS  . 

ZZ-R765/8 

/MR 

21  Feb 

86 

MR  AS 

20 

9320 

Rubber,  Silicone,  Tubing,  Nonmetollic,  Round,  Flexible  REV-GS  . . . .  .. 

ZZR765/9 

/MR 

21  Feb 

86 

MR  AS 

20 

9320 

Rubber,  Silicone,  Round  Section  REV-GS  .  . . . . 

ZZR765/10 

/MR 

21  Feb 

86 

MR  AS 

20 

9320 

Rubber,  Silicone,  Pocking  Materiel  REV-GS . 

ZZ-R765/11 

/MR 

21  Feb 

86 

MR  AS 

20 

9320 

Rubber.  Silicone.  Pocking  Material  REV-GS . 

ZZR765/12 

/MR 

21  Feb 

86 

MR  AS 

20 

9320 

Rubber.  Silicone,  Gasket  REV-GS  . . . . .  .  . .. 

ZZR765/13 

/MR 

21  Feb 

86 

MR  AS 

20 

9320 

Rubber,  Silicone,  Gosket  REV-GS . . . . . 

ZZR765/14 

/MR 

21  Feb 

86 

MR  AS 

20 

9320 

Rubber,  Silicone,  Rubber  Sheet  Solid  REV-GS . . . 

ZZ-R  765/ )5C 

/MR 

03  No, 

88 

MR  AS 

20 

9320 

Rubber,  Silicone,  Rubber  Strip  REV-GS  . . . . . . . 

ZZR765/16 

/MR 

21  Feb 

86 

MR  AS 

20 

9320 

Rubber,  Silicone,  Rubber  Strip  REV-GS . . . 

ZZR765/17 

/MR 

21  Feb 

86 

MR  AS 

20 

9320 

Rubber,  Silicone,  Rubber  Strip  REV-GS . . . 

ZZR765/)8a 

/MR 

10  No, 

87 

MR  AS 

20 

9320 

Rubber,  Silicone,  Nonmetollic  Special  Shoped  Section  REV-GS  . . . 

ZZ-R-765/)9 

/MR 

21  Feb 

86 

MR  AS 

20 

•9320 

Rubber,  Synthetic,  Sheets,  Strips,  Molded  Or  Extruded  Shopes  REV-AT  AV  EA 

AR  OS  SH  99  GS  IS  DS 

MIL-R-685SD 

SURE  1 

AS 

16  Feb 

87 

MR  AS 

20 

9320 

Rubber,  Synthetic,  And  Cork  Composition,  General  Purpose,  Soft  •  01  Jon  1986 

AMS  3250F-86 

AS 

30  Sep 

86 

MR  AS 

20 

9320 

Rubber,  Synthetic  Phosphate  Ester  Resistant,  Butyl  Type  35  •  45  •  15  Dec  74 
Validated  Apr  81  REV-Mt  GS 

AMS  3237C-74 

AS 

12  Sep 

75 

MR  AS 

20 

9320 

Rubber,  Testing  0-rings  Validated  Jan  86  REV-AR . 

ASTM  D)4)4-72 

MR 

02  Tun 

78 

MR  SH 

99 

9320 

Sheeting,  Vulcanized  Rubber,  For  Pond,  Conal,  &  Reservoir  lining  •  24  Apr  81 
Validated  Mar  86  REV-MR 

ASTM  D3253-81 

YD 

24  Aug 

81 

CE  YD 

99 

9320 

Silicon  Dioxide,  Microfine  REV-GS . 

Ma-S-47129A 

Ml 

16  Dec 

88 

Ml 

9320 

Silicone  Rubber  Sheet,  Gloss  Cloth  Reinforced,  Heat  And  Weother  Resistont 

60  80-1  Oct  84  REV-64 

AMS  3320F-84 

AS 

22  Apr 

85 

MR  AS 

20 

9320 

Silicone  Rubber  Sponge,  Closed  Cell,  Medium,  Extreme  tow  Temperature  •  1 

Jon  85  REV-GS 

AMS  31938  85 

AS 

03  Jul 

85 

MR  AS 

20 

9320 

Silicone  Rubber  Sponge.  Closed  Ceil,  Firm.  Extreme  low  Temperoture  -  1  Jon 

85  REV-GS 

AMS  3194B  85 

AS 

03  Jul 

85 

MR  AS 

20 

9320 

Silicone  Rubber  Sponge,  Closed  Cell,  Medium  REV-GS . . . 

AMS  3195D85 

AS 

03  Jul 

85 

MR  AS 

20 

9320 

Silicone  Rubber  Sponge.  Closed  Cell,  Firm  -  1  Jon  85  REV-GS . . 

AMS  3196D-85 

AS 

o:  Jul 

85 

MR  AS 

20 

9320 

Silicone  Rubber,  Generol  Purpose,  65-75  -  15  Jun  75  REV  GS . 

AMS  3304E  75 

AS 

15  Jul 

82 

MR  AS 

20 

9320 

Silicone  Rubber,  Generol  Purpose,  75-85  •  15  Jun  75  REV-GS . 

AMS  3305F-75 

AS 

15  Jul 

«9 

MR  AS 

20 

9320 

Silicone  Rubber,  General  Purpose,  45  55  •  15  Jun  75  REV-GS . 

AMS  3302E  75 

AS 

15  Jul 

82 

MR  AS 

20 

9320 

Silicone  Rubber,  1000  PSI  (6  9  Mpo)  Tensile  Strength  45-55  •  Jul  76  REV-GS... 

AMS  3345C  76 

AS 

15  Jul 

82 

MR  AS 

20 

9320 

Silicone  Rubber,  ICXX)  PSI  (6.9  Mpo),  Tensile  Strength  55-65  -  Jul  76  REV-GS  .. 

AMS  3346C-76 

AS 

15  Jul 

82 

MR  AS 

20 

9320 

Silicone,  Rubber,  Generol  Purpose,  35  45  -  15  Jun  75  REV-GS  . 

AMS  3301E-75 

AS 

15  Jul 

82 

MR  AS 

20 

9320 

Sponge  Or  Expanded  Rubber,  Flexible  Cellular  Materials  -  27  Sep  85  USER-AV 

AS  OS  YD  MC  REV-Gl  AT  ME  Ml  82  GS 

ASTM  0)056-85 

MR 

31  Jon 

86 

MR  SH 

99 

9320 

Sponge.  Chloroprene  Rubber,  Soft  -  1  Dec  73  REV-GS  . 

AMS  3197H.73 

AS 

15  Jul 

82 

MR  AS 

20 

9320 

Sponge,  Chloroprene  Rubber,  Medium  -  1  Dec  73  REV-GS  . 

AMS  3198H-73 

AS 

15  Jul 

82 

MR  AS 

20 

9320 

Sponge,  Chloroprene  Rubber,  Firm  -  1  Dec  73  REV-GS  . 

AMS  3199H  73 

AS 

15  Jut 

82 

MR  AS 

20 

9320 

e  II  .  !•  .j.  f*  n.  •  *"  1  •-  »•  ♦»-» 

-.Ml. Ml  It.  ivtuy 

Validated  Mar  88  USER-SH  OS  REV-MI  AV  AR  EA  MD  MC  GS 

our\o..> 

NOTICE  2 

Mr 

C7  Moi 

oo 

MR 

n 

9320 

Synthetic  Rubber  Compound,  Acid  &  Oil  Resistant . 

MIL-S.2912F 

SH 

26  Jul 

88 

SH 

9320 

Synthetic  Rubber  &  Cork  Composition,  Geneol  Purpose,  Soft  -  1  Jon  1986 

REV.20 

AMS  3250-86 

AS 

30  Sep 

86 

MR  AS 

20 

9320 

Synthetic  Rubber  Compound,  Butodiene-styrene  Type,  Ozone  Resistant,  For  Low 
Temperoture  Service  Validated  Jul  83  REV-MR  GS 

Mll-S  21923 

NOTICE  2  (AS) 

OS 

4  Feb 

59 

OS 

9320 

Synthetic  Rubber,  Generol  Purpose,  Fluid  Resistont,  55-65  •  Jul  76  REV-GS . 

AMS  3220D  76 

AS 

01  Ocl 

82 

MR  AS 

20 

9320 

Synthetic  Rubber  &  Cork  Composition,  Generol  Purpose  -  15  Jon  77 . 

AMS  3250E-77 

AS 

15  Jul 

82 

MR  AS 

20 

9320 

Tope  And  Sheet,  Adhesive,  Rubber  And  Cork  Composition  USER-ME  CS 

REV-MI  GS  DS 

MIL-T  6841C  (I) 
NOTICE  1 

20 

30  Jul 

87 

MR  AS 

20 

9320 

Tope,  Adhesive,  Rubber  (Metric)  Validated  Jul  88  USER-OS  MC  GS  REV-SM.... 

DOD  T-46151A  (2) 
NOTICE  1 

MR 

06  Jul 

88 

MR  SH 

99 

9320 

Tope,  Gloss-setting,  Rubber.  Uncured  (For  Seoling  Gloss  Windows)  Validated 

Jul  88  USER-AT  REV  MD  GS 

MIL-T  461 14B  (1) 
NOTICE  1 

MR 

06  Jul 

88 

MR  YD 

99 

9)5 
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9320 

Testing  Hord  Rubber  Products  •  26  Mar  82  REV>GS . 

ASTM  DS30  82R85 

MR 

03  Mor 

88 

MR  SH 

99 

L 

9320 

Tile,  Rubber,  Underwoter  Acoustic  Decoupler  . 

MIL-T-24180A 

SH 

15  Sep 

88 

SH 

L 

9320 

Title,  Rubber  Vibration  'damping.  Type  Mirl  No.  3  Vohdoted  Apr  82  REV  GS  . . 

MIL-T-24487 

SH 

30  Oct 

73 

SH 

9320 

Vinyl  Chloride  Polymers  i.  Copolymers  {  Closed*  Celt  Foom),  Flexible  Cellular 

ASTM  01667-76R86E1 

YO 

23  Mor 

87 

CE  YD 

99 

Materials  •  24  Sept  1976 

9320 

Visual  inspection  Guide  For  Rubber  Sheet  Materiel  Validated  Jul  66  REV'AR  EA 

MIL  STD-289A 

SH 

08  Jul 

88 

MR  SH 

20 

99  GS 

NOTICE  ) 

9330 

Aciddied  Synthetic  Seo  Water  (Fog)  Testing  •  25  Ju)  75 . 

ASTM  G43-75R80 

MR 

24  Jun 

82 

MR 

20 

Q  1 

9330 

Baffle  And  Inerting  Motcrio),  Aircroft  Fuel  Tank  REV-MR  AV  99 . 

MIL  8-830548  (2) 

84 

07  Mar 

84 

99 

9330 

Biaxiolly  Oriented  Styrene  Plastics  Sheet  •  26  Jun  81 . 

ASTM  D1463-81 

ER 

13  Jon 

83 

ER  SH 

L 

9330 

Boron  Filament  Reinforcement,  Continuous,  Epoxy  Resin  Impregnoted  REV>99 

MIL-B-83369 

20 

04  Mar 

88 

20 

GS 

NOTICE  1 

L 

9330 

Boron  Monofilament,  Continuous,  Vopor  Deposited  REV>99  GS  . 

MIL-B  83353 

NOTICE  1 

20 

04  Mar 

88 

20 

9330 

Corbon  (Grophite)  Fiber  Tope  &  Sheet,  Epoxy  Resm  Impregnated,  G  210,000 

AMS  3894/10  83 

AS 

02  Nov 

83 

MR  AS 

20 

(1750)  Tensile,  20,000,000  (138)  Modulus,  175  (350)  -  1  Apr  83  REV  GS 

9330 

Corbon  (Grophite)  Fiber  Tope  &  Sheet,  Epoxy  Resm  Impregnated,  G  200,000 

AMS  3894/11-83 

AS 

02  Nov 

83 

MR  AS 

20 

(1380)  Tensile,  18,000,000  (124)  Modulus,  80  (180)  -  1  Apr  83  REV  GS 

9330 

Carbon  (Grophite)  Fiber  Tope  &  Sheet,  Epoxy  Resm  Impregnated  •  1  Apr  83 

AMS  3894C  83 

AS 

02  Nov 

83 

MR  AS 

20 

REV-GS 

9330 

Corbon  Fiber,  Epoxy  Pr  Validated  May  63  USER-AT  OS  AS  REV-ME  AR  AT  ER 

99 

Carbon  Fiber,  Epoxy  Prepreg,  Volotiles  Content  Of  -  27  Aug  76  Validated  May 

ASTM  D3529-76 

MR 

09  Nov 

79 

MR  SH 

11 

9330 

ASTM  D3530-76 

MR 

09  Nov 

79 

MR  SH 

11 

83  USER-AT  Ml  OS  AS  GS  REV-ME  ER  AR  99 

9330 

Corbon  Fiber,  Epoxy  Prepreg  Resin  Flow  Of  ■  27  Aug  76  Validated  May  83 

ASTM  D3531  76 

MR 

09  Nov 

79 

MR  SH 

11 

USER-MI  GL  AT  OS  AS  REV-ME  ER  99  GS 

9330 

Carbon  Fiber,  Epoxy  Prepreg,  Gel  Time  Of  •  27  Aug  76  Validated  Jun  84 

ASTM  D3532-76 

MR 

09  Nov 

79 

MR  SH 

11 

USER-GL  AT  AS  OS  REV-ER  AR  ME  99 

L 

9330 

Cost  Polymethyi  Methacrylote  For  Sheet  Slock,  Custom  Castings,  And  Finished 

MII-C-24449A 

SH 

20  Dec 

88 

SH 

Windows  REV-MR  GS 

9330 

Cellular  Plastics,  Rigid,  Stondard  Test  Method  For  Open  Cell  Control  By  The  Air 

ASTM  D2856-87 

YD 

23  Nov 

87 

ME  YD 

Pycnometer  27  Feb  87 

9330 

Cellulose  Acetote  Butyrote  Film  Sheeting  For  Fabricating  &  Forming  -  26  Jun 

ASTM  D2411-81 

MR 

30  Mar 

88 

MR  SH 

11 

81  VaUdafd  Mar  88  REV-MD  SM  GS 

NOTICE  2 

9330 

Cellulose  Acetate  Sheet  (For  Inhibitors)  Validated  Jul  84  REV>MI  GS . . 

MILC-17S76B 

os 

10  Sep 

71 

AR  OS 

9330 

Cellulose  Propionate  Molding  &  Extrusion  Compounds  •  30  Ju)  82 . 

ASTM  D1562-82 
NOTICE  2 

MR 

19  Oct 

88 

MR 

11  GS 

9330 

Cloth,  Quortz,  ,b,  Stoge  Polyimide  Resin  Impregnated.  Style  581  Fabric,  315 

AMS  3847A-S3 

AS 

07  Oct 

83 

MR  AS 

20 

Ocg.  C  (600  Deg  F)  -  1  Apr  83  Volidoltd  Nav  84  REV-GS 

1 

9330 

Coating,  Conformal,  Resin  Validated  Apr  82  REV*GS . 

MIL-C-22627  (1) 

OS 

19  Nov 

64 

OS 

9330 

Coating,  Pipe,  Thermoplastic  Resin . 

L-C-530C 

/YD 

17  Feb 

87 

ME  YD 

99 

L 

9330 

Coating,  Polyvinyl  Chloride  REV'MR  GS . 

MIL-C-4713S 

NOTICE  1 

Ml 

16  Apr 

86 

Ml 

9330 

Composites,  Fiber  Resin,  Compressive  Properties  Of  Unidirectional  Or  Crossply, 

ASTM  D3410-75R82 

MR 

26  Apr 

84 

MR 

20 

Stondord  Tell  Method  For  -  27  Jun  75  USER-CE  ME  AS  SH  REV-GL  AV  GS 

9330 

Con;  osites.  Fiber  Resin,  Tensile  Properties  Of  •  27  Aug  76  USER-CE  ME  SH 

ASTM  D3039-76R82E1 

MR 

26  Apr 

84 

MR 

20 

os  AS  REV  GL  AV  GS 

L 

9330 

Compound.  Epoxy,  Filament  Winding  REV-MR  GS . 

MII-C-47257B 

Ml 

20  Nov 

87 

Ml 

9330 

Compound,  Molding  &  Extrusion,  Cellulose  Acetate  BUTYRATE-27  Jul  84 

ASTM  0707-84 

MR 

08  Nov 

84 

MR  AS 

20 

USER-OS  REV-MI  AV  ER  EA  MD  AS  GS 

L 

9330 

Compound,  Molding,  Epoxy  Resin,  Silicon  Dioxide  And  Asbestos  Fiber  Filled..  . 

MIL-C-47221A 

Ml 

23  Apr 

82 

Ml 

9330 

Compound,  Molding,  Transfer,  Epoxy  Resin,  Single  Component  REV-GS  . 

MIL-C-47224A  (1) 

Ml 

14  Dec 

87 

Ml 

L 

9330 

Compound,  Polyurethone,  For  Conformol  Cooling  Of  Electronic  Circuitiy 

MIL  C-47175A  (1) 

Ml 

31  Aug 

87 

Ml 

REV-GS 

9330 

Compounds,  Celhilose  Acetote  Molding  &  Extrusion  -  30  Ju)  1982  USER-AR  AS 

ASTM  D706  82 

MR 

14  Oct 

88 

MR 

REV-ME  GL  SM  GS 

NOTICE  2 

9330 

Compounds,  Epoxy  Molding  •  26  Jun  81  USER-GL  AS  EC  REV-AV  MD  SM  GS 

ASTM  D3013  81 

MR 

08  Nov 

84 

MR 

20 

L 

9330 

Core  Material,  Cellulor  Cellulose  Acetate  Validated  Sep  88  REV-MR  SH  GS  . . 

MIL-C-18345A 

NOTICE  1 

AR 

13  Sep 

88 

AR 

20 

9330 

Core  Material,  Foomed-in-ploce,  Urethone  Type  Validated  Apr  80  REV-MI  99 

GS 

Determinotion  Of  Weight  &  Shope  Chonges  Of  Plostics  Under  Accelerated 

MIL-C-8087C 

AS 

24  Apr 

68 

AS 

20 

9330 

ASTM  D756-78 

MR 

04  Dec 

81 

MR  SH 

11 

Service  Conditions  •  28  Jul  78  (Reopproved  1983)  Validated  Sep  83 

USER-AV  YD  OS  AS  REV-AT  GL  Ml  ER  GS 

L 

9330 

Disc,  Plostic,  Polyethylene  Terephthalote,  Pressure  Sensitive,  Adhesive  Cooted 

Mll-0-47225 

AR 

12  Jul 

74 

AR 

Vohdolad  Mar  83  USER-AR  REV-MR  GS 

9330 

E-cut  Flouoroplastic  Molding,  Extrusion  &  Cootmg  Motenols  USER-SH  REV-GS .. 

ASTM  03275  81 

MR 

22  Sep 

88 

MR  AS 

11 

9330 

Enclosures,  Aerospuce  Ttuiopoieiil,  lloll  Miipoct  Res.sta.'.cc  Cf,stc.‘:dcrd  Tost 

MR 

23  Dec 

85 

MR 

Method  For  ■  25  Aug  78  USER-MI  REV-20 

9330 

Enclosures,  Aerospace  Transparent,  Bird  Impact  Testing  Of,  Stondard  Method 

ASTM  F330-79 

MR 

17  Dec 

85 

MR 

For  -  25  May  79  REV-AV  SH 

9330 

Environmental  Stress  Crocking  Of  Ethylene  Plostics  -  22  Jon  70  (Reopproved 

ASTM  D1593-70R75 

MR 

18  Sep 

79 

MR  SH 

11 

1980)  Volidaltd  Apr  83  USER-AS  YD  REV-GL  ME  EA  AR  AT  GS 

9330 

Epoxy  Refins  And  Reloted  Components,  Viscosity  Of  -  25  July  86 . 

ASTM  02393-86 

MR 

07  Aug 

87 

MR  AS 

20 

9330 

Ethyl  Cellulose  Molding  &  Extrusion  Compounds  •  26  Jun  1981  (Reopproved 

ASTM  D787'81R88 

MR 

08  Feb 

89 

MR  SH 

11 

1988)  Volidoltd  Feb  89  REV-AR  EA  CR  ER  MD  GS 

9330 

Extruded  Acrylic  Plastic  Sheet  -  26  Jun  81  Validated  Mar  89 . 

ASTM  D1547-81 
NOTICE  1 

YO 

20  Mor 

89 

MR  YO 

9330 

FEP  *  Fluorocorbon  Molding  &  Extrusion  Moterials  •  26  Jun  81  USER-MC  YD 

ASTM  D2116  81 

ER 

13  Jon 

83 

ER  SH 

REV-AR  MR 

9330 

Fiber  Composites  Porollel  By  Short  Beam  Method,  Stondord  Test  Method  For 

ASTM  02344  84 

MR 

15  Aug 

84 

MR  SH 

11 

Apportnl  Inltriominar  Shtor  Strength  Of  ■  25  Moy  84  USER-AT  AS  REV'ER 
AV  Ml  GL  SH  99  20  GS 
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9330 

Fiber  Content  Of  Unidirectional  Fiber  Resin  Composites  By  Eiectncol  Resistivity, 
Standard  Test  Method  For  -  25  Oct  74  USER-MI  EC  REV-SM  AV  GL  AS  GS 

ASTM  D3355-74E 

MR 

16  Oct 

84 

MR 

9330 

Fiber  Sheet,  Vulcanized  Validated  Feb  84  REV-MR  MD  EA  Ml  GS  . . . 

MIL-F-10316E 

GL 

14  Dec 

77 

GL 

20 

9330 

Fiber,  Gloss  Non  Woven  Fiber  Tope  And  Flat  Sheet  Epoxy  Resin  impregnoted 

For  Hand  And  Mochine  Layup,  GL-lll-33  200  (93)  -  15  Jun  75 

AMS  '  V7-75 

AS 

27  Oec 

77 

MR  AS 

11 

9330 

Fiber,  Graphite  For  Structurol  Composites  Gy  470  (70  000  (XX))  Tensile 

Modulus  •  1  Jun  74  Validated  Jul  84 

AA 

AS 

13  Oec 

77 

MR  AS 

20 

9330 

Fiber,  Oriented,  Resin  Matrix  Composites,  Tension-tension  Fotigue  Of  -  26  Mor 
1976  (Reopproved  1982)  Validated  Sep  83  USER-Mt  AT  AS  OS  REV-ER  ME 

AR  99  GS 

MR 

09  Nov 

79 

MR  SH 

11 

9330 

Fibers,  Corbon,,  Thermol  Oxidotive  Resistance  Of  USER-MI  EC  REV-SM  AV  GL 

AS  GS 

ASTM  04102-82 

MR 

16  Oct 

84 

MR 

9330 

Fibers,  Graphite  Tow  And  Yarn  -  For  Structural  Composites  -  15  Nov  72 

Validated  Jul  84  REV-GS 

AMS  3892-72 

AS 

12  Oec 

77 

MR  AS 

20 

9330 

Fibers,  Graphite  For  Structural  Composites,  Gf  1517  Mpa  Ts  483  Gpo  Tens, 

Mod  -  15  May  73  Validated  Jul  84 

AMS  3892/5-73 

AS 

13  Oec 

77 

MR  AS 

20 

9330 

Fibers,  High  Modulus,  Reporting  Test  Methods  &  Results  On  Stondard  Guide 

For  .  29  Oct  76  USER-AS  REV-AV  GL  GS 

ASTM  D3544-75R82 

MR 

28  Mar 

84 

MR 

9330 

Fibers,  Standard  Test  Method  For  Density  Of  High  Modulus  >  29  Moy  79 

USER-ME  MC  REV-GL 

ASTM  01800-79 

MR 

07  Mar 

84 

MR 

9330 

Fibers,  Tow  Grophite  For  Structurol  Composites  Gt  2413  Mpo  Tensile  Strength, 
207,000  Mpa  Tensile  Modulus  •  15  Nov  72  Validated  Jul  84  REV-GS 

AMS  3892/1-7'' 

AS 

12  Oec 

77 

MR  AS 

20 

9330 

Fibers,  Tow  Graphite  For  Structural  Composites,  Ct  2413  Mpo  Ts  262,OOOMRA 
Tens  Mod  -  15  Nov  72  Validated  Jul  84  REV-GS 

AMS  3892/3-72 

AS 

12  Dec 

77 

MR  AS 

20 

9330 

Film  &  Sheeting  Initial  Tear  Resistonce  Of  -31  Mar  1966  (Reopprov  Ed  1961).... 

ASTM  01004-66-88 

MR 

07  Feb 

89 

MR  SH 

11 

9330 

^ilm  &  Sheeting  Initial  Tear  Resistance  Of  •  31  Mar  66  Validated  Feb  89  . 

ASTM  D1004-66R88 
NOTICE  1 

MR 

08  Feb 

89 

MR  SH 

11 

9330 

Film  And  Sheeting.  Polyethylene,  Stcndord  Specificotion  For  -  26  Jun  61 

USER-MI  SH  AS  OS  GS  REV-GL  MR  SM 

ASTM  02103-86 

YO 

07  Aug 

87 

ME  YD 

20 

9330 

Film,  Elastomeric,  Fluorescent,  For  Weapons  System  (ASG)  REV-MR  69  GS . 

MIL-F-22735C 

AS 

03  Nov 

80 

AS 

20 

9330 

Film,  Inhibiting,  Ethyl  Cellulose  Validated  Mar  89  REV-MI  MR  .  .  „„ 

MIL-F-63463  (1) 
NOTICE  1 

AR 

15  Mor 

89 

AR 

9330 

Film,  PTFE  -  Fluorocarbon  Resin  Cast  -  26  Jun  81  Validated  Ma'^  88  REV  ER  EA 

AT  AR  ME  MC  GS 

ASTM  03369-81 
NOTICE  2 

MR 

30  Mar 

88 

MR  SH 

11 

9330 

Film,  Plastic,  Blocking  Of  •  11  Mar  67  (Reapproved  1978)  Validated  Apr  83 

ASTM  01893-67R78 

MR 

05  Mor 

75 

MR  SH 

11 

9330 

Film,  Polyester  . . 

MIL-F.82700 

os 

28  Sep 

83 

OS 

9330 

Film,  Polyester  Copper  Clod  •  1  Oct  61  REV-GS . 

AMS  3613A-B1 

AS 

14  Jun 

82 

MR  AS 

20 

9330 

Film,  Polytetrofluoroethyiene  Non-cnticol  Grode  •  15  Mar  66  Validated  Mor  82 
REV-MI  GS 

AMS  3652A-66 

AS 

29  Jon 

71 

MR  AS 

11 

9330 

Foam  Polyether  Urethone  (EU)  Elastomer,  Shock  Absorbing,  5  Ib/cu  Ft  (72 
KG/M3)  Density  •  1  Jul  83  REV-GS 

AMS  3568/1-83 

AS 

28  Sep 

84 

MR  AS 

20 

9330 

Foam  Polyether  Urethone  (EU)  Elastomer.  Shock  Absorbing  15  Lb/cu  Ft  (240 
KG/M3)  Density  -  1  Jul  83  REV  GS 

AMS  3568/2-83 

AS 

26  Sep 

84 

MR  AS 

20 

9330 

Foam  Polyether  Urethane  (EU)  Elastomer  Shock  Absorbing  20  lb/cu  Ft  (320 
KG/M3)  Density  1  Jul  83  REV  GS 

AMS  3568/3-83 

AS 

28  Sep 

84 

MR  AS 

20 

9330 

Foom  Sheet,  Polyether  Urethone  (EU)  Elostomer  Shock  Absorbing  •  1  Jut  83 
REV-GS 

AMS  3568-83 

AS 

28  Sep 

84 

MR  AS 

20 

9330 

Foum,  Combustion  Retardont,  For  Cushioning  Supply  Item^  Aboord  Novy  Ships 
REV-SA 

Mll-F-87090 

SA 

05  Nov 

81 

SA 

9330 

Foom,  Polyurethane,  Open  Cell,  Medium  Flexibility . 

MIL-f-47254  (1) 

Ml 

19  Apr 

82 

Ml 

9330 

Foom,  Polyurethane,  Rigid  REV-GS . 

MIL-F-47222 

Ml 

12  Jul 

85 

Ml 

9330 

Gloss  Fiber  Non  Woven  Tope  &  Flat  Sheet,  Epoxy  Resin  impregnated.  For 

Hand  &  Mochine  Loyup  Validated  Jul  84 

AMS  3906 

AS 

15  Dec 

77 

MR  AS 

20 

9330 

Glass  Fiber  Non  Woven  Tape  &  Flot  Sheet,  Epoxy  Resin  Impregnoted,  For 

Hand  &  Machine  Layup,  GL-i-36-250  (121)  Validated  Jut  84 

AMS  3906/1 

AS 

22  Dec 

77 

MR  AS 

20 

9330 

Glass  Fiber  Non  Woven  Tope  &  Flat  Sheet,  Epoxy  Resin  Impregnoted,  For 

Hond  &  Machine  Loyup,  GL-III  36-250  (121)  -  15  Jun  75  Validated  Jul  84 
REV-GS 

AMS  3906/2  75 

AS 

22  Dec 

77 

MR  AS 

20 

9330 

Gloss  Fiber  Non  Woven  Tope  &  Fiat  Sheet  Epoxy  Resin  Impregnoted,  For  Hond 
&  Mochine  Loyup  GL-t-26  -  300  (149)  -  15  Jun  75  Validated  Jul  84 

AMS  3906/3-75 

AS 

21  Dec 

77 

MR  AS 

11 

9330 

Gloss  Fiber  Non  Woven  Tope  &  Flat  Sheet,  Epoxy  Resin  Impregnoted,  For 

Hand  &  Machine  Layup,  GL-III  26-300  (149)  Validated  Jul  84 

AMS  3906/4 

AS 

23  Dec 

77 

MR  AS 

20 

9330 

Glass  Fiber  Non  Woven  Tape  &  Flat  Sheet  Epoxy  Resm  Impregnated,  For  Hond 
&  Machine  Loyup  GL-1-36  -  300  (149)  -  15  Jun  75  Validated  Jul  84 

AMS  3906/5-75 

AS 

23  Dec 

77 

MR  AS 

11 

9330 

Gloss  Fiber  Non  Woven  Tape  &  Flat  Sheet,  Epoxy  Resm  Impregnoted,  For 

Hond  &  Mochine  Layup,  GL'l-36-200  (93)  -  15  Jun  75  Validated  Jut  84 

AMS  3906/6-75 

AS 

27  Oec 

71 

MR  AS 

20 

9330 

Gloss  Roving,  Type  S  Gloss,  Epoxy  Resin  impregnoted  •  16  Jut  1979  REV-GS  . 

AMS  3B32A-79 

AS 

21  Jul 

80 

MR  AS 

20 

9330 

Gloii,  Speculor  •  27  Sep  85  USER  GL  YO  REV  ER  AT  ME  AS  99  GS 

aSTM  D523-85 

MR 

04  Feb 

86 

MR  SH 

20 

9330 

Goniophotometry  Of  Obiects  &  Moterials  -  24  Jun  77  (Reoooroved  1982) 
'Validated  Apr  83  USER  AS  REV-ER  AR  ME  AT  AV  YO  99  GS 

ASTM  E 167-77 

MR 

04 

A1 

MR  SH 

1 1 

9330 

Grophite  Fiber  Resm  impregnated  Tope  And  Sheet,  For  Hand  Layup  Validated 

Nov  88  REV  GS 

MIL-G-G3410 

NOTICE  1 

11 

25  Nov 

88 

11 

9330 

In  Plane  Sheer  Strength  Of  Reinforced  Plostics  *  26  Oct  79  REV-SM  AV  MC  . 

ASTM  D3846  79 

MR 

02  Jun 

82 

MR 

20 

9330 

Inhibitor,  Cellulose  Acetate,  Extruded  Validated  Jul  83  REV  Ml  EA  GS 

MIL  I-17276A 

os 

30  Oct 

71 

os 

9330 

Inhibitor,,  Web  And  End  (Plastic)  Vo/fdoted  Apr  82  REV  GS  . 

MIL  l•3166A 

os 

05  Jon 

76 

OS 

9330 

Iniectton  Molding  Test  Specimens  Of  Thermoplostic  Moldmg  &  Extrusion 

Molenols  •  27  Moy  77  Validated  May  83  USER-AT  MC  AS  OS  REV-GL  EA 

ME  Ml  GS 

ASTM  01897-77 

MR 

17  Mor 

83 

MR 

9330 

Insulating  Moteriols,  Solid  Electrical,  A.c  Loss  Chorocteristics  &  Permittivity 
(Dielectric  Consfont)  -  27  Feb  81  Validated  Mar  88  USER  Gl  YD  REV-AT  MI 

ER  ME  AS  99  20  11  GS 

ASTM  D150  81E1 
NOTICE  2 

MR 

30  Mor 

88 

MR  SH 

11 

9330 

Insulating  Moteriols,  Plostic  Eiectncol,  Standard  Test  Methods  Fur  Impoct 

Resistonce  Of  •  27  Jul  84  USER  AR  YD  OS  REV-AT  AV  Ml  GL  AS  GS 

ASTM  0256-84 

MR 

'18  Nov 

84 

MR  SH 

11 
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9330 

Intulating  MoteriaU,  Cond'tioning  &  Electrical,  For  Testing  •  18  Sep  61 
(Reopproved  1981)  Validated  Apr  83  USER-AR  Ml  OS  YD  SH  REV-AV  AT 

AS  GS 

ASTM  Du1S-61 

MR 

26  Apr 

74 

MR  AS 

99 

9330 

Insulating  Moteriols,  Moldtd  Electricol,  Tensile  Strength  Of  ■  28  Dec  1964 

USER-OS  YD  AS  MC  REV-ER  AT  AR  MD 

ASTM  D6S1-S4 

MR 

20  Aug 

85 

MR  SH 

9330 

Insulotion,  Solid  Electrical,  High  Voltoge,  Low  Current,  Dry  Arc  Resistonce  Of  • 

28  Sep  84  USER-5H  OS  YD  REV-AV  ER  ME  AR  AS  GS 

ASTM  D49S-S4 

MR 

02  Ocl 

85 

MR  SH 

20 

9330 

Laminate,  Vinyl  Film-oluminum,  Decorative  Validated  Jun  81  REV-GS . 

MIL-l-24518 

SH 

12  Mor 

75 

SH 

9330 

Laminate:  Aromid-fabric-reinforced,  Plastic  REV-MR.,.. . 

MII.'L-624748 

AT 

25  Jun 

84 

AT 

9330 

Lominates,  Composite,  Testing  Inplane  Sheor  Properties  Of,  Stondord  Guide  For 
-  27  May  83 

ASTM  D4255  83 

MR 

16  Oct 

84 

MR 

9330 

Lominates,  High-pressure  Decorative  ■  14  NOV1985  REV-SH  84  GS  . 

NEMAl  D3-85 

YD 

31  Dec 

86 

MR  YD 

99 

9330 

Materiel,  Plastic,  Apparent  Density,  Bulk  Factor,  And  Pourobility  Of  -  14  Nov 

1969  Validated  May  83  USER-YD  OS  REV-GL  ME  EA  AR  AT  AS  GS 

ASTM  D1895-69R75 

MR 

20  Sep 

79 

MR  SH 

11 

9330 

Moteriols  (PA)  Nylon  Injection  &  Extrusion,  Standard  Specification  For  •  26  Jul 

85  USER-AS  MC  OS  YD  REV-AV  AR  EA  MD  SM  SH  11  20  GS 

ASTM  D4066-85 

MR 

10  Feb 

86 

MR  AS 

99 

9330 

Materials  From  Outgassing  In  A  Vacuum  Environment,  Total  Mass  Loss  And 
Collected  Volatile  Condensoble,  Stondord  Test  Method  For  -  26  Oct  1984 
USER-AS  REV-GL 

ASTM  ES9S-84 

MR 

24  Sep 

85 

MR 

9330 

Materials  Using  A  Rodiont  Heat  Energy  Source,  Surface  Flammability  Of  •  28 

Oct  83  USER-AS  OS  YD  REV-AR  ER  GL  Ml  GS 

ASTM  E 162-83 

MR 

02  Oct 

85 

MR  SH 

9330 

Moteriols,  Acetal  (POM)  Molding  And  Extrusion  •  25  Jul  86  . .  . 

ASTM  04181-86 

MR 

07  Aug 

87 

MR  AS 

20 

9330 

Moteriols,  Insuloting,  D  c  Resistance  Or  Conduetonce  Of  •  28  Jul  78  Validated 

Oct  88  USER-YD  OS  SH  REV-ME  ER  AV  AS  99  20  GS 

ASTM  D257.78E 
NOTICE  2 

MR 

06  Oct 

88 

MR 

11 

9330 

Moteriols,  Nonmetollic,  Operating  Light  Exposure  Apporotus  (Carbon  Arc  Type) 
r*  1  &  Without  Woter  For  Exposure  Of  •  26  Mar  81  Validated  Mar  88 

REV-ER  ME  SH  99  GS 

ASTM  G23-81 

NOTICE  2 

MR 

30  Mar 

88 

MR  SH 

11 

9330 

Materials,  Polycarbonate  (PC)  Unfilled  &  Reinforced  •  1  Aug  80  USER-EA  AR 

GL  AS  OS  REV-ME  MC  99  GS 

ASTM  D3935-80 

MR 

04  May 

81 

MR  SH 

9330 

Moteriols,  Propylene  Plastic  Injection  And  Extrusion  •  23  Mar  82  USER-AS  EC 

17  REV-AV  ME  AR  Ml  GL  84  99  GS 

ASTM  D4101-82 

MR 

01  Feb 

84 

MR 

20 

9330 

Moteriols,  Ptfe  Molding  &  Extrusion  -  29  JUL83  USER-ME  GL  AR  AS  MC  OS 

SH  REV-MD  AV  EC  GS 

ASTM  D1457-83 

MR 

24  Jul 

84 

MR 

20 

9330 

Melomine  Formaldehyde  Molding  Compounds  •  30  Jul  82  USER-SH  MC 

REV-SM  GL  AL  AR  EA  GS 

ASTM  D704-82 

MR 

24  Feb 

84 

MR 

9330 

Molding  &  Extrusion  Compounds,  Nonrigid  Viryl  Chloride  Polymer  &  Copolymer 
-  26  Jun  81  USER-SH  REV-ME  84  GS 

ASTM  D2287-81 

YD 

29  Mar 

84 

MR  YD 

99 

9330 

Molding  &  Extrusion  Materials,  Reinforced  8>  Filled  Polyphenylene  Sulfide  (PP$) 
Injection  -  27  Jul  84  REV-AR  MO  AT  GL  ME 

ASTM  04067-84 

MR 

08  Nov 

84 

MR 

20 

9330 

Molding  &  Extrusion  Moteriols,  Modified  ETFE  Fluorepolymer  -  28  Nov  83 
USER-ME  OS  AS  REV-AV 

ASTM  03159-83 

MR 

18  Apr 

85 

MR  AS 

20 

9330 

Molding  &  Extrusion  Moteriols,  Reinforced  Thermoplostic  Polyester  •  26  Jun  81 
REV-ME  Ml  SM  GL  GS 

ASTM  D3220-81E1 

MR 

10  Mar 

83 

MR 

9330 

Molding  &  Extrusion  Moteriols,  Thermoplastic  Poiyterephthalote  -  26  Jun  81 
Validated  Mar  88  USER-GL  REV-ME  MD  AR  GS 

ASTM  03221-81 
NOTICE  2 

MR 

30  Mar 

88 

MR  SH 

11 

9330 

Molding  Compound,  Phenolic  Resin,  Asbestos  Reinforced  Validated  Jul  86 

REV-MR  GS 

MIL-M-46891A 

Ml 

07  Jul 

86 

Ml 

9330 

Molding  Compounds  (For  Plostic  Inhibitors)  Validated  Apr  82  REV-GS . 

MII-M-3165A 

os 

05  Jan 

76 

AR  OS 

9330 

Molding  Compound,  Plostic,  Novolac  Epoxy  Resin,  Short  Glass  Fiber 

Reinforced,  Structure]  -  15  Oct  80 

AMS  3671-80 

AS 

08  Nov 

82 

AS 

20 

9330 

Molding  Moteriol,  Glass  Mat,  Epoxy  Coated  REV-MR  GS . 

MIL-M-46861A  (1) 

Ml 

10  Jul 

86 

Ml 

9330 

Molding  Moteriol,  Polypropylene,  Modified  Mechonicol  Use  Only  Validated  Jul 

87  REV-GS 

MlL-M-87176 

NOTICE  1 

20 

30  Jul 

87 

20 

9330 

Molding  Moteriol,  Gloss,  Epoxy  Impregnoted  REV-GS  . . . 

MIL-M-46862A 

Ml 

14  Sep 

84 

Ml 

9330 

Molding  Material  Plostic,  Epoxy  Compounds  Thermosetting  Validated  Dec  88 
REV-MR  GS 

MIL-M-2432S  (2) 

SH 

20  Dec 

88 

SH 

9330 

Molding  Materials,  Th  Ermoplostic,  Measurin  G  The  Flow  Properties  Of  •  30  Jul 

82  USER-GL  AS  YD  REV-ER  AV  ME  GS  99 

ASTM  D569-82 
NOTICE  2 

MR 

14  Oct 

88 

MR  SH 

11 

9330 

Molding  Plastic,  Gloss/epoxy  Pre-n-x  Validated  Apr  82  REV-MI  GS . 

Mll-M-46069  (2) 
NOTICE  2  (MU) 

os 

29  Jul 

65 

Ml  OS 

20 

9330 

Molding  Plostics  And  Molded  Plastic  Ports,  Thermosetting.  Validated  Dec  84 
USER-YD  AS  EC  REV-MR  EL  Ml  AR  EA  OS  GS 

MIL-M-14G 

SH 

13  Oct 

72 

ME  SH 

20 

9330 

9330 

Molding,  Polytetrofluoroethelene  Gloss  Fiber  Filled  75-PTFE  Resin,  25  Gloss,  AS 
Sintered  -  1  Oct  1983  REV  GS 

Non-metollic  Seal  Moteriols  (Issue  Controlled  Further  Disseminotion  Only  As 
Directed  By  Navel  Seasyscom  (Sea  09B2) 

AMS  3756-83 

MIL-STD-2190 

AS 

SH 

28  Sep 

15  Sep 

84 

87 

MR  AS 

20 

9330 

Nonrigid  Vinyl  Chloride  Polymer  Tubing  -  30  Nov  1984  USER-SM  YD  OS  82 
REV-ER  MD  GL  ME  AS  20  84  GS 

ASTM  0922-84 

MR 

26  Mar 

86 

MR  SH 

99 

Operating  light  Exposure  Acooratus  (Xenon  Arc  Type)  With  &  Without  Woter 

For  Exposure  Of  Nonmetollic  Materials  -  28  Oct  77 

ASTM  G26-77 

AS 

25  Sep 

81 

MR  AS 

99 

9330 

Operating  Light  -  And  Woter-exposure  Apporotus  (Fluorescent 
UV-CONDENSATlON  Type)  For  Exposure  Of  Nonmetollic  Moteriols  -  31  Aug 

84  USER-MI  ME  AS  EC  REV-GS 

ASTM  G53-84 

MR 

09  Jon 

85 

MR 

20 

9330 

Optical  Angulor  Deviotion  Of  Tronsporent  Parts,  Stondord  Method  For 

Measuring  -  23  Feb  83  USER-MI  ME  EC  REV-AV  AS  GS 

ASTM  F801-83 

MR 

30  Moy 

84 

MR 

20 

9330 

Opticol  Ports  Such  As  Lenses  &  Reflectors  Of  Motor  Vehicle  Lighting  Devices, 
Plastic  Materials  For  Use  In  -  Jun  81  Validated  Oct  83 

SAE  J576-81 

AT 

11  Feb 

83 

AT 

9330 

PTFF  Tubing  -  26  Jun  81  USER-SH . 

ASTM  03295-81 A 
NOTICE  2 

MR 

24  Jun 

82 

MR 

20 

9330 

Panel,  Polyester  Plostic,  Gloss  Fiber  Reinforced  -  25  Mor  1988  USER-ER  CR  Ml 
REV-GS 

ASTM  03841-88 

YD 

27  Sep 

88 

MR  YD 

9330 

Pone),  Reinforced  Plastics,  Diffuse  Light  Transmission  Factor  Of  -  19  Sep  60 
Validated  Oct  88  USER-AR  MC  EC  AS  YD  OS  REV-AV  GL  MD 

ASTM  D1494-60R80E1 
NOTICE  2 

MR 

18  Oct 

88 

MR  SH 

99 

918 
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9330 

PontU,  Gtass*fibtr>rtinforc»d  Polyester,  Stondonl  Specification  For  •  29  August 

86  USER-ER  CR  Ml  REV-GS 

ASTM  D3841-86 

YD 

17  Aug 

87 

MR  YD 

9330 

Pfo'ftuorocorbon  Molding  &  Extrusion  Materials  USER<AS  REV-GL  ME  AT  AV 

GS 

Phenolic  Molded  Or  Lomlnoted  Products,  Acetone  Extroction  Of  *  16  Sep  46 
Validated  Apr  83  REV-GS 

Pipe  And  Fittings,  Thermoplastic,  Standord  Method  Of  Determining  Dimensions 

Of  •  26  July  1985  USER-MC  REV-YD  GS 

ASTM  D3307-8i 

MR 

26  Sep 

88 

MR 

11 

9330 

9330 

ASTM  D494-46R72 

ASTM  02122-85 

MR 

MR 

29  Sep 

30  Oct 

78 

85 

MR  SH 

MR 

11 

9330 

Pipe,  Plastic,  Tubing,  And  Fittings,  Short-time  Hydroutic  Foilure  Pressure  Of  •  28 

Feb  1986  USER-AS  REV-AT  AR  ME  Gl  ER  YD  GS 

ASTM  DI599  86 

MR 

05  May 

86 

MR  SH 

20 

L 

•9330 

Plastic  Embedding  Compound,  Epoxy  Resin  System  Validated  Jon  86  USER-MD 

AT  ME  REV-Ml  GS 

MIL-P-460878 

MR 

09  Feb 

77 

MR 

9330 

Plastic  Extrusions  &  Moldings,  Polycarbonate,  Generol  Purpose  •  1  Apr  1985 

AMS  3628C-8S 

AS 

23  Oct 

87 

MR  AS 

20 

L 

9330 

Plastic  Filler  Compound,  Epoxy,  For  Honeycomb  Ponels  REV-GS . 

MIL-P-46094  (1) 

AR 

22  Jun 

77 

AR 

9330 

Plastic  Film,  Flexible,  Polyamide  And  Polyethylene  REV-MR . 

MIL-P-44305 

MD 

13  Jun 

88 

MD  SH 

99 

1 

9330 

Plostic  Film,  Nonrigid,  Tronsporent  Validated  Jun  85  USER-AT  AR  REV-ME  GS.. 

MIL-P-14591D 

MR 

01  Dec 

76 

MR 

Q  1 

9330 

Plostic  Film,  Polyethylene,  For  Solloon  Use  Validated  Jan  80  REV-MR  69  GS . 

MIL-P-4840A  (3) 

13 

01  Oct 

65 

13 

1 

9330 

Plastic  Foam,  Polyurethane  (For  Use  In  Aircraft)  Validated  Aug  83  USER  ER 

REV-AV  GS 

MIL-P-46inC 

MR 

28  Sep 

78 

MR 

L 

9330 

Plastic  Lominotes.  Fibrous  Gloss  Reinforced,  Morine  Structurol  REV>MR . 

MIL  P-17549D 

SH 

31  Aug 

81 

SH 

L 

9330 

Plastic  Lominotes,  Glass  Reinforced  (For  Use  In  Armor  Composites)  REV-GS  ...... 

MtL-P-46166  (2) 
NOTICE  1 

MR 

08  Sep 

88 

MR 

9330 

Plostic  Laminate  And  Sandwich  Construction  Parts,  Aircraft  Structurol,  Process 
Specificotion  Requirements  Validated  May  83  USER-ME  REV-EA  AV  GS 

MIL-P-9400B 

AS 

26  Apr 

77 

AS 

20 

L 

9330 

.Elastic  Materia),  Pressure  Sensitive  Adhesive,  For  Aerospoce  Identificotion  And 
Marking  REV-EA  OS  GS 

MIL-P-38477A 
NOTICE  1 

20 

30  Jul 

87 

20 

L 

9330 

Plastic  Materio),  Cellulor  Polyurethane,  Foam-in-place,  Rigid  (3  Pounds  Per  Cubic 
Foot  Density)  REV-MR  GS 

MILP-83379A 
NOTICE  1 

20 

30  Jul 

87 

20 

L 

9330 

Plastic  Material,  Foamed  Polyurethane  For  Encopsuloting  Electronic  Components 
USER-ME  REV-MR  SM  ER  GS 

MII.P-46847B 

Ml 

21  Nov 

84 

Ml 

9330 

Plastic  Moteriol,  Cellular,  Polystyrene  (For  Buoyancy  Applicotions)  Validated 
REV-MR  SM  EA  OS  99  GS 

MIL-P-40619A 

Ml 

09  Dec 

68 

ER 

20 

L 

9330 

Plastic  Moteriol,  Polyester  Resin,  Gloss  Fiber  Base,  Filoment  Woursd  Tube 

Validated  Apr  82  REV-MR  GS 

MIL-P-82540  (1) 

os 

03  Sep 

70 

os 

Q 

9330 

Plostic  Materiel,  Laminated  Phenolic,  For  Beonngs  (Woter  Or  Greose 

Lubricolion)  Validated  Apr  82  USER-MD  ME  ER  AS  OS  REV-GS 

MIL-P-18324D  (2) 

Sh 

14  Jun 

68 

MR  SH 

20 

9330 

Plostic  Moteriols,  To  Abrasion  Resistonce  Of  USER-AS  OS  REV-AV  ER  GL  Ml 

GS 

Plastic  Materiel,  Laminated  Thermosetting  Sheets,  Nylon  Fobric  8ose,  Phenolic 

Resin  Validated  Apr  82  USER-ME  MC  REV-MI  MR  EA  EC  OS 

Plastic  Material  For  Use  In  Housings  Of  Motor  Vehicle  Lighting  Devices  •  Jon 

72  Validated  Oo  83  REV-GS 

ASTM  01242-87 

MR 

20  Sep 

88 

MR 

11 

9330 

9330 

Mil  P-1S047C 

SAE  -129-72 

SH 

AT 

11  Jun 

19  Nov 

71 

82 

ER  SH 

AT 

20 

9330 

Plastic  Materials,  Identification  Of  •  23  Mar  82  USER-OS  SH  REV-GL  MD  ME 

AR  MC  GS 

ASTM  04000-82 

MR 

18  Aug 

82 

MR 

20 

Q  L 

9330 

Plastic  Material,  Cellu'ar  Polyurethane,  Rigid,  Void  Filler,  Pour-m-ploce,  Lorge 

Scale  And  Installation  Of  Validated  Apr  82  REV-MR  GS 

MIL-P-24249  (1) 

SH 

06  Nov 

67 

SH 

9330 

9330 

Plastic  Material,  Molding,  Rigid  Thermoplastic,  Polydichlorostyrene,  For  Use  In 
Electronic,  Communicotions,  &  Allied  Electrical  Equipment  USER-AT  REV-MR 

ER  SH  AS  11 

Plostic  Material,  Cellular,  Urethane  (Flexible) . . . 

Mll-P-3409  (2) 

1-P-386C 

ER 

t 

07  Jul 

26  Aug 

87 

77 

ER  SH 

20 

9330 

Plastic  Moteriol,  Cellulor  Polyurethone,  Foam-in-place,  Rigid  2  And  4  Pounds  Per 
Cubic  Foot  Validated  Jun  81  USER-AT  REV-GL  AV  Ml  AS  YD  OS  GS 

MIL  P-21929B  (1) 

SH 

22  Jun 

70 

SM  SH 

99 

9330 

9330 

Plastic  Moteriol,  Polyester  Resin,  Gloss  Fiber  Bose,  Low  Pre<*ure  Lominoted 
Validated  Aug  85  USER-AR  ME  Ml  OS  SH  17  REV-EA  GS 

Plastic  Moteriol,  Cellulor,  Elastomeric  Validated  Jan  82  USER-MC  EC  REV-MD 

MR  AR  ER  AS  YD  GS 

LP-383  (1) 

MII-P.12420C  (1) 

/AS 

GL 

10  Jon 

1 1  Mor 

73 

76 

MR  AS 

GL  OS 

20 

9330 

Plastic  Moteriol,  Phenolic  Resin,  Gloss  fiber  Base,  Lominoted  Validated  May  82 
REV-MI  AV  99  GS 

MIL  P-255 15C 

AS 

04  Dec 

68 

MR  AS 

20 

9330 

Plostic  Moteriols,  Silicone  Resin,  Glass  Fiber  Base,  Low  Pressure  Lominoted 
USER-MC  SH  OS  REV-MI  AV  99  GS 

MII-P.25J18B 

AS 

29  Sep 

81 

MR  AS 

20 

9330 

Plostic  Moteriols,  Asbestos  Bose,  Phenolic  Resin,  Low  Or  High  Pressure 

Lominotes  (Asg)  Validated  Mar  83  REV-MR  GS 

MIL-P-2S770A 

Ml 

27  Nov 

61 

Ml 

20 

9330 

Plostic  Moteriol,  Heot  Resistont,  Low  Pressure  Laminated  Gloss  Fiber  Bose, 
Polyester  Resm  REV-GS 

MIL-P-25395B 

AS 

25  Mor 

86 

AS 

20 

9330 

Plostic  Moteriol,  Gloss  Fiber  Base  epoxy  Resin,  Low  Pressure  Lominoted 

Validated  Aug  84  USER-EC  SH  17  REV-MR  Ml  EA  ER  OS  99  GS 

MIL-P-25421B 

AS 

18  Jon 

71 

AV  AS 

20 

L 

9330 

Plostic  Molding  Moteriol,  Epoxy,  Gloss  Fiber  REV-MR  GS . 

MII-P-46892A 

Ml 

21  Jul 

80 

Ml 

L 

9330 

Plostic  Molding  Material,  Gloss  Phenolic  Validated  Aug  85  REV-AS  . 

MIL  P-82650  (1) 

OS 

30  Oct 

78 

os 

L 

9330 

Plastic  Molding  And  Extrusion  Moteriol,  Polyamide  Imide  REV-AV  Al  AT  AS  SH 

2U  GS 

MIL.P.46179A 

MR 

15  Jon 

86 

MR 

L 

9330 

Plostic  Molding  Moteriol  And  Plostir  E>’'rusion  Moteriol,  Potyvmylidene  Fluoride 
Polymer  And  Copolymer  Vatido.i  nr  88  USER-AV  AT  Ml  REV  GL  GS 

MtL.P-46122B 
NOTICE  1 

MR 

30  Mor 

88 

MR 

L 

9330 

Plostic  Molding  Moteriol,  Asbestos  f .  ollc  Validated  Apr  82 . . . . . 

MII-P.81255A 

os 

18  Feb 

76 

Ml  OS 

L 

9330 

Plastic  Molding  And  Extrusion  Material,  lonomer  Resins  Validated  Jan  86 

USER-AT  ME  REV-GL  Ml  GS 

MIL-P-46124B 

MR 

19  Dec 

78 

MR 

9330 

Plostic  Molding  Moteriol  (Polystyrene  Foam,  Expanded  Bead)  Validated  Apr  82 
USER-ME  AS  REV-MI  SM  AR  EA  99  GS 

MIL-P-19644C 

os 

10  Jul 

70 

MR  OS 

20 

9330 

Plastic  Molding  And  Extrusion  Moteriol,  Polyphenylene  Oxide,  Modified,  Gloss 
Fiber  Reinforced  Validated  Mar  88  USER  ME  Ml  AT  OS  REV-MI  aS  GS 

MtLP-46131B 
NOTICE  1 

MR 

30  Mor 

88 

MR  AS 

20 

9330 

Plostic  Molding  &  Extrusvon  Motenol,  Polyetheretherketone  (PEEK)  USER-SH 
REV-GL  MD  ME  AT  AV  15 

MIL  P-46183 

MR 

20  Jun 

84 

MR 

20 

9330 

Plastic  Molding  Material,  Methacrylate  Validated  feb  85  USER-ME  AS  17 

REV-MD  Ml  EA  SH  EC  OS  99  GS 

L-P.380C 

/MR 

24  Aug 

73 

MR 

11 
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L 

9330 

Plgitic  Molding  &  Extrusion  Material,  Polyetherimide  (PEI  VoHdot&d  Mor  88 

REV-AV  GL  ME  AL  SM  18 

MIL-P-46184 

NOTICE  1 

MR 

30  Mor 

88 

MR 

9330 

Plastic  Molding  Motenol,  Polycorbonote,  Iniection  And  Extrusion  Validated  Feb 

85  USER-MC  YO  REV-MR  Ml  ME  AR  FA  AS  GS 

1-P-393A  (2) 

/MR 

22  Jun 

70 

MR  SH 

20 

9330 

9330 

Plastic  Molding  &  Extrusiors  Materiols,  Polyethersulfone  Validated  Feb  89 

USER  OS  MC  REV-MD  Gl  SM  GS  15  23 

Plastic  Molding  Moteno!  (Propylene  Plostics,  Intection  &  Extrusion)  Validated 

Ai/g  84 

MIL-P-4618S 

L-P  394B 

MR 

X 

06  Feb 

24  Jun 

89 

68 

MR  EC 

20 

L 

9330 

Plostic  Molding  And  Extrusion  Moterial,  Ethyl  Cellulose,  For  Rocket  Grom 

Inhibiting  Moter»ols  Validated  Jan  66  REV-MI  MR 

MIL-P-63462 

AR 

10  Sep 

79 

AR 

L 

9330 

Plostic  Molding  And  Extrusion  Material,  Polysulfone  USER  AT  REV-EA  MO  ME 

AV  GS 

MIL-P-46I20S 

MR 

11  Jut 

83 

MR 

9330 

Plostic  Molding  Motenol,  Cellulose  Acetate  Validated  Jan  66  REV-AR  EA  SM 

Ml  17  99  GS 

L  P  397C 

/MR 

16  Dec 

77 

MR  SH 

20 

L 

9330 

9330 

Plostic  Moldi^'g  Motenol,  PolyterepKtholote  Thermoplastic,  Gloss  Fiber 

Reinforced  Validated  Mar  88  USER-AT  ME  REV-GL  ER  GS 

Plastic  Molding  Motenol,  Styrene-butodiene  Validated  Feb  80  . 

MIL  P  46161A 
NOTICE  1 

L-P-398B 

MR 

X 

30  Mof 

30  Moy 

88 

73 

MR 

20 

1 

9330 

9330 

Plostic  Molding  Motenol.  Pre  mix.  Polyester,  Gloss  Fiber  Reinforced  Validated 

Jan  86  REV-AR  ER  GS 

Plostic  Molding  And  Extrusion  Moteriol  Styrene  acrylonitrile  Copolymers  (  Use 

Astm  D4203FOR  Future  Procurements)  Validated  Mar  81 

MU  P  43043C 

L-P-399B 

MR 

t 

19  Dec 

17  Nov 

78 

75 

MR 

L 

9330 

Plostic  Molding  Motenol  (Plotting  And  Impregnating),  Polyethylene,  low 

Molecular  Weight  Validated  Jan  86  USER-MO  AT  REV-ME  ER  GS 

MII-P-43081B 

MR 

02  Nov 

73 

MR 

9330 

Plastic  Molding  And  Extrusion  Motenol,  Cellulose  Acetote  Butyrole  Validated 

Aug  82  USER-SH  REV-ME  Ml  EA  ER  OS  GS 

L-P-349C 

/MR 

20  Jon 

71 

MR  AS 

20 

L 

9330 

Plastic  Molding  And  Extrusion  Materiel,  Polyphenylene  Oxide  Validated  Mor  83 
USER-GL  ME  REV  ER  GS 

MIL-P-46n58 

MR 

12  Sep 

77 

MR 

9330 

Plastic  Molding  And  Extrusion  Materiel,  Polyphenylene  Oxide,  Modified 

Validated  Mar  88  USER-AT  REV-EL  ME  F*.  GS 

MIIP-46129A 
NOTICE  1 

MR 

30  Mor 

88 

MR 

99 

9330 

Plastic  Molding  And  Extrusion  Moteriol,  nnylidene  Chloride  Vtny)  Chloride 
Copolymer  Validated  Feb  87  USER-C  j  AS  REV-GL  ME  Ml  ER  EC  17  GS 

LP-1041A 

NOTICE  1 

/MR 

10  Feb 

87 

MR 

20 

L 

9330 

9330 

Plostic  Molding  And  Extrusion  Material,  Poly(oryt  Sulfone  Ether)  Resin. 

Thermoplastic  Validated  Mor  86  USER  AV  REV  AT  ME  Ml  GS 

Plostic  Molding  A\oterioI,  Acrylonitrile  Butodiene  Styrene  (ABS)  Rigid . 

MIL-P-46133A 
NOTICE  1 

L-P-1tB3B 

MR 

X 

30  Mor 

13  Jon 

88 

77 

MR 

1 

9330 

Plastic  Molding  Moteriol,  Asphalt,  Asbestos  Filled  Validated  Mar  88  REV-AR 

MD  GS 

MIL  P-43090B 
NOTICE  1 

MR 

30  Mor 

88 

MR 

L 

9330 

Plostic  Molding  And  Ex'rusion  Moteriol,  Polyethylene  Butene  1  Copolymer,  High 
Density 

MIL-P-S1431A 

EA 

19  Jul 

88 

EA 

1 

9330 

Plastic  Molding  Moteriol,  Polyester,  low  Pressure  Lominoting,  High  Ter'.peroture 
Resistant  Validated  Jan  86  USER-CE  REV-MD  AR  99  OS 

MIL-P-4303BB 

MR 

03  Oct 

73 

MR 

1 

9330 

Plostic  Potting  And  Impregnating  Moterial,  Polybutene  Validated  Jon  V6  REV-MI 

AR  ER  GS 

MIL-P-43045B 

MR 

22  Feb 

74 

MR 

9330 

Plostic  Rigid  Acrylonitrile  Butadiene  Styrene  (ABS)  •  26  Jun  81  Validated  Mor 

88  REV-SM  MO  AR  11  GS 

astm  D178B81 
NOTICE  2 

MR 

30  Mor 

88 

MR  SH 

It 

9330 

Plastic  Rod  And  Tube,  Thermosetting,  lomlnoted  Validated  Mar  84  USER-ME 

YD  AS  REV-MR  Ml  AR  EC  OS  CS  GS 

MIL  P-79C  (2) 

( 

SH 

10  Sep 

64 

ER  SH 

20 

•9330 

Plostic  Rod  Solid,  Plostic  Tubes  And  Tubing.  Heavy  Wolled,  Polyvinyl  Chloride, 
Rigid  Validated  Feb  87  USER-AR  SH  REV-ME  GL  EA  99  GS 

L-P-1036A 

NOTICE  1 

/MR 

10  Feb 

87 

MR 

20 

•9330 

Plastic  Rods  And  Tubes,  Polyethylene  Validated  Mar  88  USER-YD  REV-MI  Gl 

AR  EA  GS 

MIL-P-21922B  (1) 
NOTICE  1 

MR 

30  Mor 

88 

MR  AS 

20 

L 

9330 

9330 

Plastic  Sheet  &  Strip,  Polyimide  Validated  Jan  86  USER-AV  REV-ER  Ml  GS . 

Plostic  Sheet  &  Insulotion  Sheet,  Electricol  dominated,  Thermosetting,  Poper 

Base.  Phenolic  Resin)  Validated  Jul  87  USER-ME  MC  REV-EA  Ml  MR  EC  AS 

GS 

Plostic  Sheet  &  Film  ,vinyl  Copolymers,  Unplosticized  •  1  Apr  1984  REV-MI  84  .. 

MIL-P-461 128 

L  P-513C 

NOTICE  1 

MR 

/ER 

22  Nov 
07  Jul 

77 

87 

MR 

20 

9330 

AMS  3529-84 

AS 

15  Nov 

88 

AV  AS 

99 

9330 

Plastic  Sheet  &  Plostic  Rod,  Thermosetting,  Cost  Validated  Jut  87  USER-MC 

REV-MI  EC  17  CS  GS 

LP-516A 

NOTICE  1 

/ER 

21  Mor 

67 

ER 

n 

9330 

Plostic  Sheet  (And  Film)  Polytetrofluoroethylene  (Tfe-fluorocorbon  Resin) 

Validated  Feb  87  REV-MI  EL  ME  GL  EA  EC  OS  GS  DS 

MIL-P-222418 
NOTICE  1 

MR 

10  Feb 

87 

MR  SH 

20 

9330 

Plastic  Sheet  (Sheeting),  Pressure  Sensitive.  Adhesive  Cooted,  Cellulose  Acetote, 
Tronsporent  Validated  Jan  86  USER-ME  Ml  MS  MC  REV-Gl  SM  GS 

MILP-46140B 

MR 

09  Nov 

76 

MR 

20 

9330 

Plostic  Sheet  (Sheeting),  Plostic  Strip,  Vinyl  Chloride  Polymer  And  Vinyl 

Chloride  Vinyl  Acetote  Copolymer,  Rigid  Validated  Jan  86  USER-ME  AS  YD 
REV-MI  EA  SM  99  GS 

L-P-535E 

/MR 

27  Apr 

79 

MR  SH 

20 

9330 

Plastic  Sheet  (Sheeting),  Polyethylene  Validated  Jan  86  USER-MC  SH  YD 

REV-AR  SM  Gl  Ml  OS  GS 

L-P-512C 

/MR 

19  Apr 

77 

MR  AS 

20 

1 

9330 

Plostic  Sheet  And  Coating  Material,  Pora-xylytene  Polymers  Validated  Jan  86 
USER-AV  AT  REV-M!  ER  GS 

MIL  P-46121B 

MR 

12  Sep 

77 

MR 

93W 

Plostic  Sheet  And  tiim,  Leliulose  Acetote  R£v-m£  £A  Gt  G3 . 

1  P  5C4D 

'AS 

OS 

SO 

uo 

20 

9330 

Plastic  Sheet  And  Film,  Fep-fluorocorbon,  Extruded  Validated  Jon  86  USER-MC 
RFV-MD  Ml  ER  AS  99  GS 

L-P-523D 

/MR 

23  Aug 

79 

MR  SH 

20 

9330 

Plostic  Sheet  And  Plote,  Cotton  Fabric  Reinforced  Phenol  Formaldehyde  •  1  Jul 

87 

Plastic  Sheet,  Acrylo-nitrile  Butodiene  Styrene  Copolymer,  Rigid  Validated  Jun 

81  USER-ME  REV-MI  EA  MR  GS 

AMS  3607E-S7 

MR 

31  Aug 

88 

AS 

11 

L 

9330 

MIL-P-19904A 

SH 

02  0.  t 

67 

SH 

Q 

9330 

Ploilic  Sheet,  Acrylic,  Modified  USER-ME  MC  SH  REV-MR  Ml  AV  EC  GS . 

MIL-P-8184C 

AS 

30  Nov 

82 

ER  AS 

20 

L 

9330 

Plastic  Sheet,  Acrylic,  Modified . . . 

MIL-P-CI08184D 

AS 

01  Apr 

85 

AS 

Q 

9330 

Plostic  Sheet,  Acrylic,  Modified,  Laminated  REV-GS . . . 

MIL-P-25374B 

AS 

20  Nov 

85 

MR  AS 

20 

1 

9330 

Plostic  Sheet,  Cost,  Acrylic,  Shipboord  Applicotion  (Illumination  And  Signal 
Lighting)  REV-GS 

M1L-P-24191C 
NOTICE  1 

SH 

29  Aug 

88 

SH 

9330 

Plostic  Sheet,  Filled  Phenolic,  Uncured  Validated  Jul  87  U5ER-AS  REV-MR  GS  .. 

MIL-P-13436A  (1) 
NOTICE  1 

ER 

07  Jul 

87 

ER  SH 

20 
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Q 

9330 

Plostic  Sheet,  lominoted,  Gloss  Clcth  Poiyletrafluoroethylene  Resin  Volidated 

MIL-P-19161A  (1) 

oH 

07  Feb 

61 

MR  SH 

20 

Apr  82  USER-ME  REV-MI  EC  GS 

9330 

Plostic  Sheet,  Laminated,  Decorative,  And  Nondecora**''*  Validated  Jan  86 

L-P-508H 

/MR 

19  Apr 

77 

MR 

REV-Gl  Ml  YD  GS 

L 

9330 

Plastic  Sheet,  Lominoted,  Thermosetting,  Electrical  insulating  Sheet,  Gloss  Mot 

MIL-P-24364  (2) 

SH 

16  Apr 

84 

SH 

REV-GS 

9330 

Plastic  Sheet,  Lominoted,  Thermosetting  (Fordesignotion  Plates)  Validated  Feb 

L-P-387A  (1) 

/ER 

04  Jun 

68 

GL 

20 

85  USER-YO 

INT  AMD  2  (SH) 

9330 

Plostic  Sheet,  Laminated,  Therrriosetting,  Cotton  Fabric  Bose,  Phenohe  Resin 

MIL-P-15035C  (4) 

SH 

01  Moy 

84 

ER  SH 

20 

USER-ME  YD  OS  REV-MR  GL  Ml  EA  AS  EC  99  84  85  GS 

L 

9330 

Plastic  Sheet,  Lominoted,  Thermosetting  Electrical  insulating  Sheet,  Polyester 

MIL-P-24364/ 1  (3) 

SH 

16  Apr 

84 

SH 

Gloss-met  Grode  Gpo  N-1  (Classes  130,  155,  And  180)  REV-GS 

9330 

Plastic  Sheet,  Laminated,  Thermosetting,  Cotton  Fabric  Bose,  Phenolic  resin.  Post 

L-P-511  (1) 

/AS 

30Ocl 

67 

MR  AS 

20 

Forming  Validated  Apr  60  REV-MI  ER  GS 

L 

9330 

PI  1*  *  Sheet,  Lominoted,  Thermosetting  Electricol-msuloting  Sheet,  Polyester 

MIL  P-24364/2  (3) 

SH 

16  Apr 

84 

SH 

s->ios$*mot  Grade  GPO  N2  (Closs  130)  REV  GS 

L 

9330 

Plostic  Sheet,  Lominoted  Thermosetting,  Eiectricol  Insulating  Sheet,  Polyester 

MIL-P-24364.  o  i-l) 

SH 

16  Apr 

84 

SH 

G!ass*mat  Grode  GPO-N3  REV-GS 

Q 

9330 

Plastic  Sheet,  Lominoted,  Thermosetting,  Gloss  Fiber  Bose,  Epoxy-resin 

MIL.P-18177C  (2) 

SH 

17  Sep 

86 

ER  SH 

20 

USER-ME  REV-MI  EA  EC  GS 

L 

9330 

Plastic  Sheet,  Polycorbonole  U5ER-YD  REV-MI  ER  OS  GS . .  . . . 

MIL-P.46144C 

MR 

03  Jun 

86 

MR 

1 

SJ30 

Plastic  Sheet,  Polycorbonote,  Transparent  Validated  May  63  REV-99  GS . 

MIL-P-83310 

20 

27  Jon 

71 

20 

L 

9330 

Plastic  Sheet,  Polyethlene  Copolymer  . 

MIL.P-51432A 

EA 

31  Mar 

88 

EA 

9330 

Plostic  Sheet,  Pressure  Sensitive  Adhesive  Cooted,  Paper  Bocked . 

L.P.528B 

t 

10  Aug 

76 

L 

9330 

Plastic  Sheet,  Polypropylene  Polyethylene  Lominate  Film  Valida**d  Sep  88 

MIL-P-51402 

EA 

09  Sep 

88 

EA 

REV-GS 

NOTICE  1 

9330 

Plastic  Sheet,  Polyvinyl  Chloride.  Plasticized,  Elostomenc  USER-SA  CG  SH 

MIL-P.3584A 

WP 

21  Jon 

63 

MR  WP 

11 

REV-EL  MR  69 

9330 

Plostic  Sheet,  Polyethylene  Terephtholote  Valida*ed  May  70  USER  GL  ER  CG 

MIL-P.55010A 

Ml 

16  Feb 

65 

Ml  YD 

99 

MC  REV-MD  MR  GS 

9330 

Plastic  Sheet,  Rod  And  Tube,  Laminated,  Thermosetting  Validated  Sep  72 

L  P-509A  (1) 

•GL 

17  Ocl 

67 

GL 

99 

US.-R-MC  AS  REV-MR  ME  AR  EA  OS  CS  GS 

L 

•9330 

Plostic  Sheet,  Rods,  Tubes  And  Discs,  Polychlorotnfluoroethylene  Validated  Jon 

MIL-P.46036B 

MR 

23  Feb 

73 

MR 

86  USER-ME  RE  /-Ml  GL  ER  GS 

9330 

Plastic  Sheet,  Scnbe-cooled  Validated  Apr  60  USER-OS  REV-AR  68  GS . 

L-P-517C  (1) 

/AS 

09  Jul 

74 

EL  AS 

20 

9330 

Plok'ic  Sheet,  Styrene-bulodiene  Validated  Feb  87  USER-SH  OS  REV-GL  Ml  ER 

L-P-527B 

/MR 

10  Feb 

87 

MR  AS 

20 

99  GS 

NOTICE  1 

9330 

Plostic  Sheet,  Trocing,  Glazed  Ano  rootle  Finish . 

L-P-519C 

t 

07  Jul 

77 

20 

L 

9330 

Ploslk  Sheet,  Vinyl,  Flexible  REV-GS  . 

MIL-P-S1403 

NOTICE  1 

EA 

03  Mar 

87 

EA 

L 

9330 

Plastic  Sheet,  Vinyl,  Flexible,  Tronsporent,  Optical  Quolity  Volidated  Jun  81 

MIL-P-IBOeOA  (1) 

SH 

10  Jan 

67 

SH 

USER-ME  REV-MR  CS 

L 

9330 

Plostic  Sheet,  Vibrotion  Domping  (Type  ML-02)  Validated  Apr  82  REV-GS . 

MII.P.22561B  (1) 

SH 

18  May 

64 

SH 

9330 

Plostic  Sheeting,  Flexible  Thin,  Rote  01  Burning  And/or  Extent  &  Time  Of 

ASTM  D1433-77 

MR 

23  Mar 

78 

MR  SH 

11 

jrning.  Supported  On  A  45  Deg.  Incline  •  1  Jut  77  Validated  Jon  86 
‘-9-AS  REV-AR  Ml  AV  GL  ER  99  GS 

93 

heeting,  Thin,  Tensile  Properties  Of,  Standard  Te't  Method:  For  •  29 

ASTM  DSe2-83 

MR 

02  Jul 

85 

MR 

20 

USER-AS  OS  SH  EC  REV-ER  GL  AR  ME  AV  70  99  GS 

9330 

Plostic  Sheeting,  Tro  ,  orency  Of  •  22  Jon  70  Validated  Jan  86  USER-YD 

ASTM  DI746-70R78 

MR 

20  Sep 

79 

MR  SH 

11 

REV-ER  GL  ME  AR  AT  AS  GS 

9330 

Plostic  Sheets  And  Strips  (Polyvinyl  Fluoride)  Validated  Jon  86  USER'ME 

L-P-1040B 

/MR 

22  Jul 

77 

MR 

REV-GL  ER  YD  GS 

1 

9330 

Plastic  Sheets,  V'nyl  Chloride  Polymer  And  Copolymer,  Flexible  REV-GS  . 

MIL.P-51406*  (1) 

EA 

12  Jon 

87 

EA 

*9330 

Plastic  Sheets,  Rods  And  Tubing,  Rigid  Cost,  Methocrylote  (Miilnpplico'ion) 

L-P-391D 

/MR 

10  Feb 

87 

MR  SH 

11 

Volidaltd  Feb  87  USER  '  YD  OS  REV-MI  AR  ME  AS  SH  OS 

NOTICE  1 

9330 

Plastic  Sheets,  Polyether  Ui  •<  .ne,  flexible  ..  . 

MIL-P-51514 

EA 

16  Sep 

86 

EA 

Q  L 

9330 

Plostic  T'les,  Vibrotion  Damping  Validated  Jun  81  REV-GS .  . . 

MIL-P-23653C 

SH 

21  Sep 

72 

SH 

9330 

Plast'C  To  Chemical  Reogents,  Resistoice  Of  -  4  Apr  84  USER-AS  YD  REV-.*R 

ASTM  D543.84 

MR 

02  Ocl 

35 

MR  SH 

20 

GL  AR  AV  Ml  GS 

L 

9330 

Plostic  Tube,  Polyth-  Lene  Copolymer  . 

MIL-P-51433A 

EA 

31  Aug 

88 

EA 

9330 

plastic  Tubes  And  Tubing,  Polytotrofluoroethylene,  (Tfefluorocarbon  Resin), 

MIL-P-222968 

MR 

10  Feb 

87 

MR 

20 

Heovy  Wolled  Validated  Fea  87  USER-ME  17  REV  Ml  GL  EA  GS 

NOTICE  1 

L 

9330 

P'  ic  Tubing  (Flexible,  Polyurethone  Film)  Validated  Apr  81  USER-AV  REV-MD 

MIL  P-43604A 

GL 

22  Sep 

71 

GL 

MR  CS 

9330 

Plastic  Unidirectionol  Reinforced  Inptone  Shear  Stress  Strom  Response  Of 

ASTM  D3518-76 

MR 

09  Nov 

79 

MR  SH 

11 

Validated  May  S3  USER-MI  AT  OS  AS  REV-ME  AR  ER  GS  99  GS 

9330 

Plostic,  Coefficient  Of  lineor  Thermal  Exponsion  Of  -  4  May  1979  (Reopproved 

ASTM  D696-79R88 

MR 

08  Feb 

89 

MR  SH 

11 

1988)  Validated  Feb  89  REV-AR  CR  ER  MI  AV  AS  SH  GS 

9330 

Plostic,  Deflection  Temperoture  Of,  Under  Flexurol  Load  -  30  Jul  82  USER-AT 

ASTM  D648-82 

MR 

18  Oct 

88 

MR  SH 

11 

GL  YD  rev-mi  ER  me  AS  £  •(  11  GS 

NOTICE  2 

L 

7330 

PiwStic,  Lominote,  Derorot've,  High  Pressure  Validated  Dec  82  USER-ME  REV-MI 
GS 

Plostic,  Methods  Of  Testing  USER-ME  YD  MS  MC  AS  OS  REV-El  Ml  EA  AV 

MIL-P-17171D 

SH 

13  Dec 

77 

£H 

9330 

FED-STD.406A 

/MR 

04  Jan 

82 

MR  SH 

11 

18  ES  GS 

9330 

Plastic,  Molding  Moteno),  ^o!v''orbo.iaie.  Gloss  F'^^er  Reinforces  Validated  Aug 

MIL.P-81390 

AS 

15  Aug 

66 

MR  AS 

8A  REV-MI  ER  GS 

9330 

Plostic,  Molding  And  Extrusion  Moterir  Polyethylene  And  Copolymers  (lew. 

1 P-390C  (2) 

/ER 

07  Jul 

87 

ER 

23 

Medium,  And  High  Density)  Validated  Jut  87  USER  MC  VD  AS  17  REV-MI 

AV  at  MR  EA  OS  99  GS 

NOTICE  1 

9330 

Plostic,  Orgonic,  Transparent  Index  Of  Refraction  Of  30  Sep  50  (Reoproved 

ASTM  D542-50R88 

MR 

08  Feb 

89 

MR  SH 

11 

1977)  Validated  Feb  89  REV-GS 

1 

9330 

Plastic,  Phenolic,  Gropnited,  Sheets.  Rods,,  Tubes  And  Shopes  Validou  d  Apr  60 

MIL-P-5431A  (1) 

AS 

29  Feb 

68 

AS 

USER  ME  RfcV.W.  0 


921 


FSC  LISTING 


DOCUMENT 


ESC 

TITLE 

NUMBER 

PREP 

DATE 

CUSTODIAN 

9330 

Plostic,  Polyomid«  (Nylon)  Rigid,  Rods,  Tubes,  Plots,  Molded  &  Cost  Ports 
Validated  Apr  80  USER-MC  REV  Ml  ME  SH  EC  OS 

LP-4)0A  (3) 

/AS 

21 

Moy 

74 

MR 

n 

9330 

P'ostic,  Polychorotrlfluoroethylene  (PCTFE)  ■  26  Jun  81  Validated  Mar  88 

USER  MC  AS  YO  OS  REV  MO  GL  ER  AR  GS 

ASTM  D1430S1 
NOTICE  2 

MR 

30 

Mar 

88 

MR  SH 

11 

1 

9330 

Plostlc.  Processing  Of  Validated  Feb  83  REV  GS  .  . . . 

MIIHDBR  139 

AR 

30 

Jen 

67 

AR 

L 

9330 

Plastic,  Sheet  Molding  Compound,  Polyester,  Gloss  Fiber  Reinforced  (For 

Generol  Purpose  Applications)  Validated  Jan  86  REV-AR  AT  Gl  AV  ME  OS 

MIL-P-46169A 

MR 

10 

Nov 

76 

MR 

Q 

9330 

Plastic,  Sheet,  Acrylic,  Heot  Resistont  USER-SH  REV-AV  EA  ME  OS  GS  DS . 

MIIP-542SD 

AS 

28 

Sep 

79 

MR  AS 

20 

9330 

Plastic,  Sheet,  Colored,  Instrument  Flying  Training  Validated  Jul  87  REV*99  GS.. 

MIL-P-8587A 

NOTICE  1 

20 

30 

Jul 

87 

AS 

20 

Q 

9330 

Plostic,  Sheets  And  Ports,  Modified  Acrylic  Bose,  Monolithic,  Crock  Propogotion 
Resistont  REV-AV  GS 

MII.P.25690A  (4) 

AS 

16 

Sep 

86 

ME  AS 

20 

9330 

Plastic,  Tronsporent.  Hoze  &  Luminous  Tronsmittonce  Of  18  Sep  1961 
(Reopproved  1977)  Validated  Feb  89  REV  AT  AV  ER  ME  AR  AS  GS 

ASTM  DI003'61R88 

MR 

08 

Feb 

89 

MR  SH 

11 

9330 

Plostic,  Water  Absorption  Of  •  30  Oct  81  Validated  Mar  88  REV-AR  ER  GL 

ME  Ml  SH  99  GS 

ASTM  D570-81 
NOTICE  2 

MR 

30 

Mar 

88 

MR  SH 

11 

9330 

Plostic,  Working  And  Instollrtion  Of  Tronsporent  Sheet,  General  Specificotion 

Tor  (Asg)  Validated  Nov  82  USER-MI 

MILP-6997B  (1) 
NOTICE  2 

Ml 

il 

Feb 

58 

AS 

11 

L 

9330 

Plastics  Validated  Apr  81  REV-GS  . 

MIL-HDBK  700A 

MR 

17 

Mor 

75 

MR 

9330 

Plostics  &  Elastomers,  Brittleness  Temperoture  Of,  By  Impoct  •  26  Jan  79 

Validated  Mar  88  REV-AT  AV  ER  ME  Ml  AS  SH  YD 

ASTM  0746  79 
NOTICE  2 

MR 

30 

Mar 

88 

MR  SH 

11 

9330 

Plastics  &  Electricol  tnsuloting  Motenols,  Rockwell  Hordness  Of  •  28  Feb  1986. .. 

ASTM  D78S'86 

MR 

07 

Aug 

87 

MR  SH 

20 

9330 

Plastics  By  Coulometry,  Moisture  In  ■  26  Jun  81  USER-MC  AS  REV-AL  GL  AV 

AR  GS 

ASTM  D4019.81 

MR 

13 

Sep 

83 

MR 

20 

9330 

Plostics  By  Displocement,  Spec.fic  Grovity  (Relative  Density)  &  Density  Of  •  30 
May  1986 

ASTM  0792-86 

MR 

07 

Aug 

87 

MR  SH 

20 

9330 

Plostics  By  Punch  Tool,  Shear  Strength  Of,  Standard  Test  Method  For  •  26  Jul 

85  USER  AS  REV-ER  AV  Ml  GL  AR  SH  GS 

ASTM  0732-85 

MR 

04 

Feb 

86 

MR  SH 

20 

9330 

Plostics  By  Use  Of  Microtensile  Specimens,  Tensile  Properties  Of,  Standard  Test 
Method  For  •  27  Jul  84  USER-MI  AR  SH  YD  OS  REV-AT  AV  ME  AS  GS 

ASTM  D1708-84 

MR 

08 

Nov 

84 

MR  AS 

99 

9330 

Plostics  Polyethylene  Molding  &  Extrusion  Motenols  Stondord  Specification  For 
REV-SH  84  wS 

ASTM  01248-64 

YO 

14 

Jul 

88 

MR  YD 

99 

9330 

Plosiics  Tronsporent,  Stondord  Test  Method  For  Stress  Crozing  Of  ■  27  Jun  75 
USER-SH  OS  MC  REV-GL  AV  AR  EA  ME  GS 

ASTM  F791-82 

MR 

26 

Apr 

84 

MR 

20 

9330 

Plostics  Under  load,  Deformotion  Of  •  31  AUG64  (Reopproved  1976)  Validated 
Apr  83  USER-YD  REV-AR  AV  ME  Ml  ER  AS  GS 

ASTM  0621-64 

MR 

06 

Mor 

75 

MR  SH 

11 

9330 

Plostics,  Acrylic,  In  Contoct  With  Liquid  Or  Semi  Liquid  Compounds,  Stress 

Crazing  Of,  Stondord  Test  Method  For  -  30  Sep  83  USER-MI  SH  OS  REV-AT 

AV  GL  ME  AS  GS 

ASTM  F4S4-83 

MR 

02 

Aug 

84 

MR 

20 

9330 

Plastics,  Bearing  Strength  Of.  Stondord  Test  Method  For  •  27  Jul  8  4  USER-AT 

AS  EC  REV-AR  AV  ER  GL  SH  99  GS 

ASTM  D9S3-84A 

MR 

08 

Nov 

84 

MR  SH 

20 

9330 

Plostics,  Coefficient  01  Linear  Thermal  Exponsion  Of  *  A  Moy  79  Validated  Jan 

86  USER-GL  YD  REV-CR  AR  AV  Ml  SH  AS  GS 

ASTM  D696  79 

MR 

01 

Nev 

79 

MR  SH 

11 

9330 

9330 

Plastics,  Density  Of,  By  The  Density-grodient  Technique  •  29  Nov  85  USER-OS 

YD  REV-AV  ME  AS  GS 

Plostics,  Determining  &  Reporting  Dynamic  Mechonicol  Properties  Of  *  28  Apr 

82  USER-MC  AS  EC  REV-AT  Al  AR  GL  ME  GS 

ASTM  D1505-85 

ASTM  D4065-82 

MR 

MR 

05 

14 

May 

Sep 

86 

83 

MR  SH 

MR 

20 

9330 

Plostics,  Flexible,  Flammobility  Validated  Jan  86  USER-GL  OS  YO  AS  REV-AT 

ME  AR  ER  SH  99  GS 

ASTM  0568-74 

MR 

27 

Feb 

75 

MR  SH 

11 

9330 

Plostics,  Flexurol  Fatigue  Of,  By  Constant  Amplitude  Of  Force  •  29  Oct  71 
Validated  Feb  87  USER-AR  YD  EC  AS  MC  OS  REV-MD  Gl  AV 

ASTM  D671-71R8E 

MR 

10 

Feb 

87 

MR  SH 

99 

9330 

Plastics,  Ignition  Properties  Of  •  1  Jul  77  Validated  Jan  86  USER-AT  AV  AS  99 
REV-MI  ME  ER  YO  OS  SH  GS 

ASTM  D1929-77 

MR 

26 

Sep 

77 

MR  SH 

11 

9330 

Plastics,  Indentotion  Hardness  Of,  By  Meons  Of  A  Borcol  Impressor  ■  28  Feb  81 
USER-AT  AS  REV-AV  Ml  AR  GL  GS 

ASTM  02583-81 

MR 

02 

Nov 

82 

MR  SH 

11 

9330 

Plostics,  Loss  From  (Activoted  Corbon  Methods)  28  Februory . 

ASTM  D1203-86 

MR 

07 

Aug 

87 

MR  AS 

20 

9330 

Plostics,  loss  Of  Plosticizer  From,  (Activoted  Carbon  Methods)  -  1 1  Apr  67 
(ReopprOiied  1981)  Validated  Feb  83 

ASTM  01203-67R74 

MR 

21 

Sep 

76 

MR  SH 

11 

9330 

Plostics,  Mor  Resistonce  Of  ■  2  Oct  70  (Reopproved  1982)  Validated  Apr  83 
USER-GL  YD  REV-ME  AV  AR  ER  AS  GS 

aSTM  D673-70 

MR 

06 

Mor 

75 

MR  SH 

11 

9330 

Plostics,  Meosuring  The  Minimum  Oxygen  Concentrotion  To  Support  Condle-hke 
Combustion  Of  -  27  Mor  1987  USER-GL  AT  AS  YD  OS  REV-ER  Ml  ME  99 

GS 

Plostics,  Meosuring  The  Density  Of  Smoke  From  The  Burning  Or  Decomposition 

Of  -  1  Jul  77  Validated  Feb  83  USER-AT  AV  OS  AS  YD  REV  ME  Ml  ER  SH 

99  GS 

ASTM  02863-87 

MR 

05 

Oct 

88 

MR  SH 

11 

9330 

ASTM  02843-77 

MR 

26 

Sep 

77 

MR  SH 

ll 

9330 

9330 

Plastics,  Operoting  Light  &  Water  Exposure  Apparatus  (Carbon  Arc  Type)  For 
Exposure  Of  -  4  Apr  84  USER-AR  YD  AS  REV  Gl  GS 

Plostics,  Outdoor  Weolhenng  Of  ■  29  Nov  1985  REV-AT  ER  Gl  MD  ME  ..  .  . 

ASTM  D1499-84 

ASTM  D1435  85 

MR 

MR 

16 

o; 

Oct 

Moy 

84 

86 

MR 

MR 

20 

9330 

P!s;*cs.  Rc*c  0*  a A  T.m»  Ot  Bitrntnn  Of  Self-suooortino 

Plastics  In  A  Horizontol  Position  30  Jsn  8‘  Vcidated  Mar  88  REV-ER  Gl 

AR  Ml  ME  99  GS 

Plostics,  Reinforced,  Void  Content  Of,  Stondord  Test  Methods  For  -  24  Dec  70 
USER-MI  AS  MC  SH  OS  REV-GL  AT  AV  20  GS 

ASTM  0635-81 
NOTICE  2 

ASTM  D2734-70R80 

MR 

MR 

30 

30 

Mor 

Moy 

88 

84 

MR  SH 

MR 

11 

9330 

Plostics,  Reinforced.  In  Plane  Sheer  Strength  Of  •  26  Oct  197R  (Reopproved 

1985)  Validated  Mar  88  USER-TE  OS  YO  SH 

ASTM  D3846-79R85 
NOTICE  2 

MR 

30 

Mor 

88 

MR  SH 

20 

9330 

Plostics,  Resistonce  Of,  To  Cherr'cal  Reogents  USER-AS  YD  REV-ER  GL  AR  AV 

Ml  GS 

ASTM  0543-84 

MR 

02 

Oct 

85 

MR  SH 

20 

9330 

Plostics,  Rigid  Cellulor,  Flome  Height,  Timeof  Burning,  And  Loss  Of  Weight  Of, 

In  A  Verticol  Position  •  28  Februory  1986 

ASTM  D3014  86 

MR 

07 

Aug 

87 

MR  SH 

20 

9330 

Plostics,  Rigid  Cellular,  Compressive  Properties  Of  -  29  Jon  73  (Reopp'oved 

ASTM  01621-73 

Mm 

18 

Sep 

79 

MR  SH 

11 

1979)  Volidaled  Apr  83  USER-OS  AS  YD  REV-ER  Gl  AT  ME  AR  GS 
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9330 

Plostics,  Rigid  Cellulor,  Apporeni  Density  Of,  Stondord  Test  Method  For  •  29 

Jut  83  USER-YO  OS  SH  EC  AS  REV-CL  AT  AR  ER  AV  GS 

ASTM  D1622-83 

MR 

27  Jul 

84 

MR 

20 

9330 

Piostics,  Rigid,  Compressive  Properties  Of  •  26  Jul  85  USER>YD  OS  REV-CR  AT 

ME  Gl  AV  AS  GS 

ASTM  D695-85 

MR 

04  Feb 

86 

MR  SH 

20 

9330 

Piostics,  Rigid,  In  A  Horizontolion,  Incondescence  Resistonce  Of  <  1  Ju!  77 

Validated  Feb  87  USER-AS  REV-AV  AR  GL  Ml  ER  99  GS 

ASTM  D7J7-77 

NOTICE  1 

MR 

10  Feb 

87 

MR  SH 

11 

9330 

Plastics,  Ring  Or  Tubulor,  &  Reinforced  Piostics  By  Split  Disk  Method,  Apporent 
Tensile  Strength  Of  •  27  Mar  1987  USER-SH  REV-AR  AV  GL  GS 

ASTM  D2290-87 

MR 

28  Sep 

88 

MR  AS 

11 

9330 

Piostics,  Ring  Or  Tub  Ulor,  &  Reinforced  Piostics  By  Split  Disk  Method, 

Apparent  Tensice  Strenght  Of  ■  27  Mor  1987  USER*SH  REV>AR  AV  GL  GS 

ASTM  2290-87 

MR 

28  Sep 

88 

MR  AS 

11 

9330 

Piostics,  Sampling  Of  •  10  Jon  68  Validated  Jan  66  USER-AT  GL  SH  OS  AS 
REV-ME  Ml  AR  GS 

ASTM  01898-68R9E 

MR 

25  Mor 

80 

MR  SH 

9330 

Plastics,  Standard  Abbreviations  Of,  Terms  Relating  To  -  31  Oct  1986  REV>ME 

Ml  GL  MO  AR 

ASTM  D1600-86A 

MR 

20  Sep 

88 

MR  YD 

11 

9330 

Plastics,  Stondord  Definitions  Of  Terms  Relating  To  •>  31  Oct  1986  . 

ASTM  D883-86B 

MR 

07  Aug 

87 

MR  AS 

20 

9330 

Plastics,  Standard  Definitions  &  Descriptions  Of  Terms  Reloting  To  Oynomic 
Mechonical  Measurements  ■  11/12  83  USER'SH  OS  EC  AS  MC  REV-ME  AL 

AT  AV  AR  GS 

ASTM  D4092-83A 

MR 

27  Jul 

84 

MR 

20 

9330 

Plastics,  Tensice  Properties  Of  •  27  Feb  1987 . 

ASTM  D638  87 

MR 

07  Aug 

87 

MR  SH 

20 

9330 

Plastics,  Tensile  Properties  Of  (Metric)-  27FEBRUARY  1987  ..  . 

ASTM  D63SM-87 

MR 

07  Aug 

87 

MR  SH 

20 

9330 

Plasties,  Tensile  &  Compressive  Creep  &  Creep-rupture  Of  -  3  Nov  77 
(Reopproved  1983)  Vahdaltd  Apr  83  USER-YO  AS  REV-ME  ER  Ml  Gl  AR 

SH  n  GS 

ASTM  D2990-77 

MR 

29  Sep 

76 

MR  SH 

11 

9330 

Plastics,  Tensile  Properties  Of  (Metric)  -  30  Oct  1987  USER-SH  RFV-AV  EA  GS 

ASTM  0638M-87A 

MR 

28  Sep 

88 

MR  AS 

11 

9330 

Plastics,  Tronsporent,  Resistonce  Of,  To  Surface  Abrasion  •  30  July  1985 

USER  AT  Ml  AS  YD  OS  REV-ER  GL  ME  99  GS 

ASTM  D1044-85 

MR 

13  Nov 

85 

MR  SH 

20 

9330 

Plastics,  Unreinforced  &  Reinforced,  &  Electrical  Insulating  Moteriols,  Fiexurol 
Properties  Of  •  25  July  1986 

ASTM  D790-86 

MR 

07  Aug 

87 

MR  SH 

20 

9330 

Plastics.  Vicot  Softening  Temperature  Of  -  26  Nov  82  USER-AT  AS  YD  OS 

REV  ER  GL  AR  Ml  SM  GS  20 

ASTM  D1525-82 

MR 

06  Moy  83 

MR  SH 

n 

9330 

Pot'  butadiene  •  Polyethylene  Copolymer  Sheets,  Virgin  And  Boroted  (Issue 
Controlled,  Requests  By  Other  Than  Dod  Activities  Must  Be  Submitted  Vio 

The  Preparing  Activity  Of  The  Spec)  REV-MR 

MIL-P-24468A 

SH 

18  Apr 

86 

SH 

9330 

Polychlorotrifluoroethylene  Sheet.  Molded,  Unplostlcized  •  15  Jut  77  Validated 

Aug  85  USER-SH  REV-GS 

AMS  3646A-77 

AS 

06  Nov 

78 

MR  AS 

20 

9330 

Polychlorotrifluoroethylene  Tubing,  Unplostlcized  •  15  Jut  77  Validated  Aug  85 
REV-GS 

AMS  3648A-77 

AS 

06  Nov 

78 

MR  AS 

20 

9330 

Poiychlorotriflur.  ^ethylene  Film,  Unplostlcized  •  15  Jul  77  Validated  Aug  85 
USER-SH  RcV-GS 

AMS  36498-77 

AS 

06  Nov 

78 

MR  AS 

20 

9330 

Polychlorotrifluoroethylene  (Pctfe),  Unplostlcized  -  1  Jut  85 . 

AMS  3650-85 

AS 

31  Aug 

88 

MR  AS 

11 

9330 

Polyethylene  Bogs,  Sheet,  &  Tubing,  Green  (Issued  Controlled,  Requests  By 

Other  Then  OOO  Act  Must  Be  Submitted  Via  The  Preponng  Act  Of  The 

Spec)  Validated  Jun  81  REV-MR  GS 

Mll-P-24466 

SH 

14  Jul 

72 

SH 

9330 

Polyethylene  Plostic  Sheets,  Virgin  And  Boroted  (issue  Controlled  requests  By 

Other  Thon  Dod  Actys  Must  Be  Submitted  Vio  Ttie  Preparing  Acty  Of  The 

Spec)  Validated  Jun  81  USER-ME  PEV-MI  GS 

MII-P-23536A 

SH 

15  Ocl 

68 

SH 

9330 

Polyethylene  Sheeting  For  Construction,  Industrial,  &  Agricuiturol  Applicolions 
Stondord  Specification  For  USER-SH  REV-MR  84  GS 

ASTM  D4397-84 

YD 

14  Jul 

88 

YD 

99 

9330 

Polyfluoroet^-ylenepropy'ene  Film  &  Sheet  •  1  Oct  1985  REV-GS . 

AMS  36478  85 

AS 

30  Sep 

86 

MR  AS 

20 

9330 

Polymer  Matrix  Composites  USER-SM  Ml  79  REV-ME  AT  AV  70  84  99 . 

MIL-STD-1944 

MR 

10  Jun 

85 

MR 

20 

9330 

Polymeric  Moteriols  To  High  Energy  Radiation,  Exposure  Of  •  20  Sep  66 

USER  AS  SH  REV  GL  Ml  AT  MD  ME  GS 

ASTM  D1672-66R71 

MR 

17  Mor 

83 

MR 

9330 

Polymeric  Moteriols,  Synthetic,  Recommended  Practice  For  Determining 

Resistance  Of,  To  Fungi  -  13  Apr  70  (Reopproved  1980)  Validated  Apr  83 
USER-AS  OS  YD  REV-ER  ME  Ml  AT  GL  GS 

ASTM  021-70 

MR 

21  Sep 

76 

MR  SH 

11 

9330 

Polymeric  Materials  -  Shon  Term  Property  Evoluations  29-  Sept  19  87  (Second 
Edition) 

Ul  746A-87 

MR 

03  Nov 

88 

MR  AS 

11 

9330 

Polymeric  Moteriols  -  Long  Term  Propery  Evaluations  •  19  Sept  1987  (Second 
Edition) 

UL  7468-86 

MR 

03  Nov 

88 

MR  AS 

11 

9330 

Polymeric  Materials  •  Use  In  Electncol  Equipment  Evoluations  •  20  Sept  1987 
(Second  Edition 

UL  746C.87 

MR 

03  Nov 

88 

MR  AS 

11 

9330 

Polymeric  Moteriols  -  Fobneated  Ports  -  12  May  1983  (Fourth  Edition . 

UL  7460-87 

MR 

03  Nov 

88 

MR  AS 

11 

9330 

Polymeric  Moteriols  -  Industrial  Lominotes,  Filoment  Wound  Tubing.  Vukonized 
Fiber,  &  Materials  Used  In  Printed  Wiring  Boards  18  Nov  1985  (First  Ed ) 

Ul  746E-87 

MR 

03  Nov 

88 

MR  AS 

11 

9330 

Polymers  &  Copolymers,  Vinyl  Chloride,  Total  Chlorine  in  -  12  Sep  55 

ASTM  D1303-55R79E 

MR 

30  Mar 

82 

MR 

11 

9330 

Polymers  By  Thermal  Analysis,  Stondord  Test  Method  For  Heats  Of  Fusion  & 
Crystolizatlon  Of  •  26  Nov  83  USER-AS  OS  REV  GL  MO  ME  AV  MC  15 

ASTM  03417-83 

MR 

16  Aug 

84 

MR 

20 

9330 

Polymers,  Tronsition  Temperatures  Of,  By  Thermal  Anofysis  -  29  Jon  82 

Validated  Mar  88  REV  MD  ME  GL  MC  1 1  99  GS 

AS'iM  D3418  82 
NOTICE  2 

MR 

30  Mor 

88 

MR  SH 

20 

9330 

Polystyrene  Moldmg  &  Extrusion  Moteriols  -  26  Jun  81 . 

ASTM  0703  81 

MR 

24  Jun 

82 

MR  SH 

20 

9330 

Polytetrofluoroethylene  (PTFE)  Validated  Apr  86  REV  MR  GS  . .  . 

MIL-P  48296 

AR 

08  Apr 

86 

AR 

9330 

Polytetrofluoroethyler.e  Extrusions,  Normal  Strength,  As  Sintered, 

Rodiogrophicolly  Inspected  1  Oct  84  REV-GS 

AMS  36560-84 

AS 

20  Mor 

85 

MR  AS 

20 

9330 

Polytetrofluoroethylene  (PTFE)  Sheet,  Gloss  Cloth  Reinforced  •  1  Oct  85 

REV-GS 

AMS  3666C  85 

AS 

30  Sep 

86 

MR  AS 

20 

9330 

Polytrifluorochloroethylcne  Unplosticizerf  1  Jul  57  Validated  Mar  81  REV  Ml 

GS 

Prepreg,  Carbon  And  Grophite,  By  Solvent  Extroction,  Resm  Content  Of  -12 

Dec  67  Validated  Mar  88  USER  aR  OS  YD  AS  EC  REV  AV  MO  Gl 

AMS  3650A-57 

AS 

29  Jon 

71 

MR  AS 

11 

9330 

ASTM  C6I3-67R85 
NOTICE  2 

MR 

30  Mar 

88 

MR  SH 

99 

9330 

Reslm.  Polyimide,  Hot  Pressed  Or  Pressed  &  Sintered  . 

MrL.R.46198 

MR 

07  Jon 

88 

MR  AS 

20  GS 

9330 

Resin  Compound,  Thermosetting,  Room  Temperoture  Curing,  For  Metal  Cooling 
REV  MR  OS 

MIL-R-23461A 

SH 

26  Jun 

87 

SH 
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9330 

Resin  Solut'on,  Silicone,  Low*  Pressure  Lominoting  REV-MI  AV  AR  99  GS . 

MIL  R-25506C  (1) 

AS 

13  Mar 

84 

MR  AS 

20 

9330 

Resin  Solutions,  Nonvolatile  Content  Of,  Stonord  Test  Method  For  •  29  Nov 

1985  REV  Ml  AV  GS 

ASTM  01259-85 

AS 

10  Jul 

87 

MR  AS 

20 

9330 

Resin,  Costing,  Fire  Retardant,  Epoxy  Bose  Validated  Jun  85  REV*G$ . 

Mll-R.47025 

Ml 

19  Apr 

74 

Ml 

99 

9330 

Resin,  Costing,  Epoxy,  Aluminum  Filled  Validated  Apr  82  REV-GS . 

MIL-R-23628 

os 

10  Mar 

64 

os 

9330 

Resm,  Epoxy  Volldoled  M  83  USER-ME  REV-MI  EA  GS  . 

MILR-21931A 

OS 

05  Jon 

77 

OS 

9330 

Resin,  Epoxy,  Low-pressure  Lominoting  Validated  Apr  80  USER-ME  SH  REV-EL 

Ml  EA  ER  17  GS 

MIL-R-9300B 

AS 

15  Jon 

68 

MR  AS 

20 

9330 

Resin,  Phenolic,  Lominoting  Validated  Apr  81  USER  OS  REV-MI  ME  99  GS  . 

MILR-9299C 

AS 

03  Dec 

68 

MR  AS 

20 

9330 

Resin,  Piostisol  Grade,  Polyvinyl  Chloride  Validated  Jul  84  REV-MI  GS  . 

MILR-23444A 

OS 

01  Ort 

68 

os 

9330 

Resin,  Polyester,  Bisphenol  -  A  Type  Validated  Feb  80  REV  EA  MR  GS . 

MIL-R-46068 

AR 

24  Nov 

64 

AR 

9330 

Resin,  Polyester,  Low  Pressure  Laminating,  Fire-retordont  Validated  Apr  82 

REV-GS 

MIL  R-21607D 

SH 

05  Aug 

76 

SH 

9330 

Resin,  Polyester,  Low-pressure  Lominoting  Validated  Apr  83  USER'ME  REV-MI 

EA  SH  OS  GS 

MIL  R-7575C  (2) 

AS 

28  Apr 

77 

ER  AS 

20 

9330 

Resin,  Polyester,  High  Temperature  Resistant,  Low  Pressure  Lominoting. 

Validated  Apr  80  USER-AT  ME  AV  REV-OS  17  GS 

MIL  R-25042B 

AS 

12  Sep 

67 

MR  AS 

20 

9330 

Resin,  Potyimide,  Sealing,  High  Temperoture  Resistant,  315  Oeg.  C  (600  Deg. 

F),  Unfilled  -  1  Apr  83  REV-GS 

AMS  3684A  83 

AS 

07  Oct 

83 

MR  AS 

20 

9330 

Resin,  Polyimide,  Lominoting  &  Molding,  High  Temperature  Resistont,  370  Deg.c 
(700  Deg.f),  Unfilled,  Addition  Polymer  •  1  Oct  85  REV-GS 

AMS  3616A  85 

AS 

30  Dec 

85 

MR  AS 

20 

9330 

Resin,  Polyimide,  Lominoting,  High  Temperature  Resistont,  315  Deg.  C  {600 

Deg.  F)  -  23  Oct  1987)  REV-GS 

AMS  3619-87 

AS 

28  Jun 

88 

MR  AS 

11 

9330 

Resin,  Polyurethone  Casting.  Flexible  Solid  Polyether  Type,  Durometer  Hardness 

55  ,d,  -  1  Jul  76  Validated  Jul  84  REV-GS 

AMS  3571/7-76 

AS 

21  Dec 

77 

AS 

20 

9330 

Resin,  Polyurethane  Costing,  Flexible  Solid  Polyether  Type,  Durometer  Hordnets 

65  ,d,  •  Jul  76  Validated  Jul  84 

AMS  3571/8-76 

AS 

22  Dec 

77 

AS 

20 

9330 

Resin,  Polyurethane  Costing,  Flexible  Solid  Polyether  Type,  Durometer  Hardness 

55  ,0,  -  1  Jul  76  Validated  Jul  84  REV-GS 

AMS  3571/2-76 

AS 

21  Dec 

77 

AS 

20 

9330 

Resin,  Polyurethone  Costing,  Flexible  Solid  Polyether  Type,  Durometer  Hordness 

65  ,0,  -  1  Jul  76  Validated  Jul  84  REV-GS 

AMS  3571/3-76 

AS 

22  Dec 

77 

AS 

20 

9330 

Resin,  Polyurethone  Costing,  Flexible  Solid  Polyether  Type,  Durometer  Hordness 

75  .o,  -  1  Jul  76  Validated  Jul  84  REV-GS 

AMS  3571/4-76 

AS 

21  Dec 

77 

AS 

20 

9330 

Resin,  Polyurethane  Costing,  Flexible  Solid  Polyether  Type,  Durometer  Hardness 

85  .0,  •  1  J-i|  76  Validated  Jul  84  REV-GS 

AMS  3571/5-76 

AS 

22  Dec 

77 

AS 

9330 

Resin,  Polyuref'one  Costing,  Flexible  Solid  Polyether  Type  Durometer  Hoidneis 

95  ,0.  •  Jul  76  Validated  Jul  84  REV-MR  GS 

AMS  3571/6-76 

AS 

06  Dec 

77 

AS 

20 

9330 

Resin,  Polyurethane  Costing,  Flexible  Solid  Polyether  Type,  Durometer  Hordness 

45  .0,  Validated  Sep  85 

AMS  3571/1 

AS 

21  Dec 

77 

AS 

20 

9330 

Resin,  Polyurethane  Costing  Flexible  Solid  Polyether  Type  Durometer  Hordness 

75  ,d.  ■  1  Jul  76  Validated  Jul  84  REV-GS 

AMS  3571/9-76 

AS 

27  Dec 

77 

AS 

20 

9330 

Resins,  Cured  Reinforced.  Ignition  Loss  Of  -(reopproved  1979)  Validated  Apr  83 
USER-YD  AS  REV-ME  AR  GL  Ml  ER 

ASTM  D2584-68R72 

MR 

29  Sep 

78 

MR  SH 

11 

9330 

Response  Of  Rigid  Cellular  Plastics  To  Thermol  &  Humid  Aging  USER-YD  AS 

OS  REV-AT  AR  me  GL  ER  GS 

ASTM  D2126-87 

MR 

26  Sep 

88 

MR  SH 

11 

9330 

Rigid  Poly(vinyl  Chloride)  (Pvc)  Compounds  &  Chlorirrated  Poly(vinyl  Chlorine) 
(Cpvc)  Compounds  •  26  Jun  81  Validated  Jun  87  USER  OS  SH  AS  REV-MD 

ME  GS 

ASTM  D1784-81 
NOTICE  1 

YD 

05  Jun 

87 

MR  VD 

9330 

Rod.  Ftuorocorbon,  TFE  ■  36  Jun  81  USER-AR  REV-AV  Ml  ME  MC  GS . 

ASTM  D1710  81 

MR 

06  Moy 

83 

MR  AS 

9330 

Rods,  Pultrvded,  Grophite  Fibe  Reinforced,  Processing  Of  Validated  Jul  87 
REV-MR 

MIL-R-67120A  (1) 
NOTICE  1 

20 

30  Jul 

87 

20 

9330 

Sondwich  Construction,  Plostic  Resin,  Gloss  Fobric  Bose,  Lommoted  Focings  And 
Polyurethane  Foamed  in-place  Core,  For  Aircraft  Structurol  Applicotions 

Validated  Apr  80  REV-99  GS 

MIL-S-25392B 

AS 

08  Moy  68 

AS 

20 

9330 

Sheet  &  Film,  FEP  Fluorocarbon  Resin  ■  26  June  1981  USER-MC  REV-ER  Ml 

MD  SM  GL  GS 

ASTM  D3368  81 

MR 

13  Jul 

83 

MR  AS 

20 

9330 

Sheet  Molding  Compound:  Low  Shrinkoge  . 

MIL-S-62S02 

AT 

15  Dec 

87 

AT 

9330 

Sheet  Plastic  Pol/corbcnote  •  1  Moy  69  Validated  Mar  8! . 

AMS  36116-69 

AS 

29  Jon 

71 

MR  AS 

11 

9330 

ShMl,  PTFE  Resin  Mold-d  -  26  Jun  81  Validated  Mar  88  USER-NA  REV-MO 

AR  GS 

ASTM  03293-81 
NOTICE  2 

MR 

30  Mar 

88 

MR  SH 

11 

9330 

Sheet,  Plostic  And  Plote  Cotton  Fabric  Remforced  Phenol-formaldehyde  •  31  Jon 

64  Validated  Mar  81 

AMS  3607C  64 

AS 

29  Jon 

71 

MR  AS 

11 

9330 

Sheet,  Plostic,  Copper  Foced,  Gloss  Cloth  Reinforced  Polytetrofluoroethylene  •  1 

Jon  86  REV-GS 

AMS  3598C-86 

AS 

30  Sep 

86 

MR  AS 

20 

9330 

Sheet,  Mostic,  Polycorbonote,  Generol  Purpose  •  1  Jon  86  REV-GS . 

AMS  3911C-86 

AS 

21  Ocl 

86 

MR  AS 

20 

9330 

Sheet,  Rigid  &  Plote  Moieriols  Use  For  Electricol  Insulotion  •  25  July  1986  . 

ASTM  0229-86 

MR 

07  Aug 

87 

MR  SH 

9330 

Sheeting,  Nonrigid  Thermoplostic,  Or  Film  At  Elevated  Temperoture,  lineor 
Dimensional  Chonges  Of  •  27  Jon  84  USER'TE  REV-AV  SM 

ASTM  01204  84 

MR 

02  Ocl 

85 

MR  SH 

20 

9330 

Sheeting,  Rigid  Plostic  Or  Ports  By  Means  Of  A  Tup  (Foiling  Weight).  Stondord 
v**ked*  ^0'  '"'pac*  -  27  ImI  fie  vd  &FV.Aff  Mi 

ER  GL  ME  GS 

ASTM  D3029-84 

MR 

08  Nov 

84 

MR  5H 

11 

9330 

Sheeting,  Styrene  Butadiene  •  28  Jon  1993  REV-GL  GS . . . 

ASTM  04225-83 

MR 

20  Oct 

88 

MR  AS 

11 

9330 

Sheets,  Flat  Tronsporent.  Surface  Irregulorities  Of  -  28  Feb  1986 . 

ASTM  0637-86 

MR 

07  Aug 

87 

MR  SH 

20 

9330 

Sheets,  Phenolic  Lominottd,  Punch'ng  Quollty  Of  •  30  Nov  1984  USER-OS  YD 

AS  MC  REV-ER  AT  AR  MO  GS 

ASTM  0617-84 

MR 

02  Ocl 

85 

MR  SH 

20 

9330 

Shims,  Filled  Resin  Compound  •  1  Oct  1983  REV-GS . 

AMS  3726-83 

AS 

26  Sep 

84 

MR  AS 

20 

9330 

Shims,  Filled  Resin  Compound  Liquid  -  Oct  63  REV-GS  . 

AMS  3726/1-83 

AS 

28  Sep 

84 

MR  AS 

20 

9330 

Shims,  Filled  Resin  Compound,  Precotolyxed  Sheet  •  1  Oct  83  REV-GS . 

AMS  3726/2-83 

AS 

28  Sep 

84 

MR  AS 

20 

9330 

Shims,  Filled  Resin  Compound,  Liquid  Precotolyzed  •  1  Oct  83  REV-GS . 

AMS  3726/3-83 

AS 

26  Sep 

84 

MR  AS 

20 

9330 

Shims,  Molded,  Filled  Resin  Compound  And  Sheet  Prepreg  Validated  Moy  83 
REV-GS 

MIL'S-83474 

20 

27  Feb 

76 

20 

924 
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9330 

Smoke,  Specific  Opticol  Density  Of,  Generated  By  Solid  Materials  For 

ASTM  F814  84B 

MR 

14  Nov 

85 

MR 

Aerospoce  Appiicotions,  Stondord  Test  Method  For  ■  28  Dec  1984  USER*Mt 

ME  EC  AS  SH  OS  REV  AV  GS 

9330 

Sorbent,  Flooftng  (For  Oil  Spill  Removol)  REV-GS . 

MIL-S-28600A  (1) 

YD 

17  Moy 

85 

YD 

9330 

Sorbent,  Cil  (Enclosed)  . 

A  A  1282C 

/YD 

03  Sep 

80 

YO 

9330 

Sorbent,  C  1  (Porticulote) 

AA-1281 

/YD 

03  Sep 

80 

9330 

Sorbent,  Oil  (Roll,  Sweep,  Pod)  . 

A-A-1280 

/YD‘ 

03  Sep 

80 

9330 

Stotic  &  Kinetic  Coefficients  Of  Friction  Of  Plostic  Film  &  Sheeting  ■  Dec  68 

ASTM  D1894  68R78 

AT 

22  Jon 

ei 

AT 

99 

Reopproved  20  Mor  78  Vohdated  Oct  83  REV  MR  GS 

9330 

Styrene  Acrylonitrile  (SAN)  Iniection  &  Extrusion  Moterials  -  29  Oct  82 

ASTM  D4203-82 

MR 

30  Nov 

83 

MR 

20 

USER-AT  AS  MC  SH  EC  REV-MD  AV  ER  GL  GS 

9330 

Styrene  Butadiene  Molding  &  Extrusion  Moterlols  -  26  Jun  81  USER  Gl  ME  MC 

ASTM  D1892-81 

MR 

23  Feb 

82 

MR 

REV-SM  Ml  MD  GS 

9330 

Syntactic  Buoyoncy  Moterlol  For  High  Hydrostotic  Pressures  Validated  Jun  8t 

Mil  S-24154  (1) 

SH 

28  Mor 

87 

SH 

REV-GS 

9330 

Syntoctic  Moteriol,  Rigid,  Pour  in  place,  Structural  Void  Filling  Validated  Apr  82 

Mil  S-24167A 

SH 

06  Dec 

72 

SH 

USER  ME  REV-MR  GS 

9330 

Tape,  PTFE  Pesin  Skived  -  26  Jun  81  Validated  Mar  88  REV  MD  ER  AT  AR  AL 

ASTM  D3308  81 

MR 

30  Mor 

88 

MR  SH 

11 

SH  GS 

NOTICE  2 

9330 

Tensile  &  Tensile  Adhesion  Propentes  Of  Rigid  Cellular  Plastics  •  26  Moy  78 

ASTM  01623  78 

YD 

14  Aug 

81 

CE  YO 

99 

Validated  Mar  86  REV  MR 

9330 

Test  Sheets  &  Test  Somples,  Compression  Molded  Polyethylene,  Preporotlon  Of 

ASTM  D1928-80 

MR 

30  Mar 

88 

MR  SH 

11 

■  31  Oct  80  Validated  Mar  88  REV  AT  AR  EA  ME  Gl  GS 

NOTICE  2 

9330 

Tests  For  Flommobilityof  Plostic  Motenols  For  Ports  In  Devices  And  Applionces  • 

Ul  94  85 

MR 

16  Jun 

88 

MR  AS 

3  Mar  88 

9330 

Thermoplostics  By  Extrusion  Piostometer  >  310CTOBER  86  . . . 

ASTM  01238  86 

MR 

07  Aug 

87 

MR  AS 

20 

9330 

Tiles,  Syntoctic  Foom  -  15  Oct  79  REV-MR  GS . 

AMS  3709A-79 

AS 

19  Feb 

80 

MR  AS 

20 

9330 

Tube,  Spiral  Wrap.  Polytetrofluoroethylene  And  Polyamide  USER-AR  REV-MR 

GS 

Tubing,  Plostic  Glass  Fobric  Bose,  low  Pressure  laminated  Validated  Sep  80 

MII-T-47287A 

AR 

25  Sep 

80 

AR 

9330 

MII-T.I0652A 

ER 

08  Aug 

67 

ER 

REV-ME  MR  GS 

9330 

Tubing,  Plastic,  Cotton  Fabric  Reinforced  Phewol  formoldehyde  -  1  Jon  84 

AMS  3615D-84 

AS 

20  Sep 

85 

MR  AS 

20 

REV  GS 

9330 

Tubing,  Polytetrofluoroethylene,  Stondord  Method  Of  Testing  -  29  Mor  1985 

ASTM  D1675  85 

MR 

19  Aug 

85 

MR 

USER-AS  MC  REV-AT  Ml  ME  MD  Gl  GS 

9330 

Ultro  High  Molecular  Weight  Polyethylene  Molding  &  Extrusion  Materials  •  26 

ASTM  04020-81 

MR 

10  Mor 

83 

MR 

Jun  81  USER  Ml  REV-SM  Gl  GS 

9330 

Urethane  Foam  Isocyonote  Row  Moterials  -  27  Jun  74  Validated  Jon  86 

ASTM  01638-74 

MR 

18  Sep 

79 

MR  SH 

n 

USER  OS  YD  REV-AR  AT  ER  Gl  ME  AS  GS 

9330 

Vinylidene  Chloride  Molding  Compounds  •  28  Nov  83  USER*SH  REV-AR  ME 

ASTM  0729-83 

MR 

18  Sep 

84 

MR 

SM  MD  ER  GS 

9330 

Window,  Observation,  Acrylic  Bose,  Antietectrostotic,  Tronsporent  (For 

Mll-W  80C 

SH 

01  Dec 

66 

MR  SH 

20 

Indicating  Instrument)  Validated  Jun  61  U5£R*ME  YO  OS  AS  REV*MI  ER  GS 

9330 

Yarn.  Grophite  Non  Structural  -  2  Ply  720  nloments  *  1  Moy  70  Validated  Jut 

AMS  3890-70 

AS 

14  Dec 

77 

MR  AS 

20 

84  REV-GS 

9330 

Yorns,  Stronds,  Rovings  &  Tows,  Stondord  Test  Methods  For  Tensile  Properties 

ASTM  04018-81 

MR 

07  Mor 

84 

MR 

Of  Continuous  Filoment  Corbon  &  Graphite  -  26  Jun  81  USER  ME  MC 

REV-Gl  AV  GS 

* 

9340 

Armor,  Tronsporent,  Gloss,  Glass^plostic,  Plostic  Lominotes  (General 

Mll-A  461088 

MR 

08  Aug 

83 

MR  AS 

20 

Spccificolion)  USER-AT  SH  REV  Gl  TE  AV  MC 

9340 

Armor,  Woven  Gloss  Roving  Fabrics  Validated  Aug  83  USER-Gl  AT  REV-AR 

Mll-A-46t65 

MR 

06  Dec 

73 

MR 

ME  GS 

9340 

Ceromic,  Crystollized  Gloss  ■  1  Oct  84  REV  GS  .  . 

AMS  3880B  84 

AS 

20  Mor 

85 

MR  AS 

20 

9340 

Cover  Gloss,  Aircraft  Instrument  Dio!  Validated  Feb  61  REV-99  GS . . 

MS-28I05C 

AS 

17  Nov 

72 

Gl  AS 

11 

9340 

Finish  Content  Woven  Gloss  Fabric,  Cleoned  &after  Finished  With  Chrome 

ASTM  02410  82 

MR 

10  Nov 

83 

MR 

Complexes,  For  Plostic  lominotes  •  30  Jul  82  USER-AT  SH  OS  REV-MI  ME 

AR  GS 

9340 

Gloss  Validated  Aug  83  REV  GS . 

Mll-HDBK  722 

MR 

01  Aug 

69 

MR 

9340 

Gloss  Fobncs,  Greige  Woven  -  25  Feb  1983  .  . 

ASTM  0579  83 

MR 

07  Aug 

87 

MR 

9340 

Gloss  Tubing,  Round  USER-CE  YO  REV-84  GS . 

ODGSIIE 

/SH 

15  Sep 

83 

ME  SH 

99 

9340 

Gloss,  Aircroft  Instrument,  lighting  Wedge  And  Cover  Validated  May  81 

MII-G  81704 

AS 

2'*  Mor 

69 

Gl  AS 

20 

REV-AV  MD  GS 

9340 

Gloss,  Bonum,  Sodo,  Potosh  Validated  Jun  85  REV  GS  . .  . 

MII-G  47035 

Ml 

19  Apr 

74 

Ml 

99 

9340 

Gloss,  Borosilicoie  USER  AR  REV  GS  ....  ,  .  ...  . 

MIIG-47033A 

Ml 

05  Aug 

88 

Mt 

9340 

Gloss,  Filter,  Colored  USER-MI  REV-84  GS .  . 

Mll-G  47034A 

AT 

22  Apr 

87 

AT  AS 

99 

9340 

Gloss,  lominoted,  Aircroft  Glozing  REV  GS . . . 

Mil  G-25371B  (1) 

20 

30  Dec 

85 

SH 

20 

9340 

Gloss,  lominoted,  Flof,  Bullet  resistant  Validated  Oct  84  USER-OS  REV  AV  GS 

Mil  G-5485C 

AS 

23  Apr 

71 

MR  AS 

99 

9340 

Gloss,  lominoted,  Flot,  (Except  Aircraft)  Validated  Jon  83  USER  ME  AV  MC 

Mil  G  3787G 

MR 

20  Sep 

76 

MR  AS 

99 

YO  REV  AT  MP  GS 

O'XACi 

;  A  r^i-.  ««  9?  GS  . 

MIL  0  2500/0  11) 
NOTICE  1 

1  i 

20  Jon 

89 

MR  AS 

11 

9340 

Gloss,  Potosh  Sodo  Borium,  leod-free  Compression  Seoling  Validated  Jun  85 

MU  G-47032  (1) 

Ml 

01  Jul 

77 

Ml 

RFV  GS 

9340 

Instollotion,  Aircroft  Armor  Validated  Mor  63  REV  GS  . . 

Mil  t-8675 

notice  1 

AS 

31  Ocl 

53 

AV  AS 

9340 

Mot,  Reinforcing  Gloss  Fiber  Validated  Mar  88  USER-AS  YO  REV-Ml  AR  99 

MU  M  43248C 

/^R 

30  Mor 

88 

MR 

20 

GS 

NOTICE  1 

9340 

Microsphere.  Hollow  Gloss  15  Oct  1979  REV  GS  . 

AMS  375IA  79 

AS 

19  Feb 

80 

MR  AS 

11 

9340 

Windows,  Cpticol  Sensor  .  .  . 

MU  W-1366F 

NOTICE  1 

n 

26  Feb 

88 

AS 

11 

9350 

Brick  Refractory  &  Shopes,  Cold  Crushing  Strength  &  Modulus  Of  Rupture  Of 

ASTM  CI33  82A 

SH 

01  Jun 

84 

ME  SH 

31  Occ  82  REV  MC  GS 

9350 

Brick,  Injolatirg.  High  Temperature,  Fire  Cloy  Validated  Sep  78  REV-GS 

MU  8  I  6008C  (2) 

SH 

22  Jun 

70 

ME  SH 

99 

925 
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TITLE 
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CUSTODIAN 

9350 

Brick,  Relroctory,  Reheot  Chonge  0(  ■  28  Nov  74  USER-MC  REV-GS  . 

ASTM  Cl  13-74 

SH 

01  Jun 

84 

ME  SH 

Q 

9350 

Bricke  Relroctory,  Insuluting  Vaiidated  Sep  76  USER-MR  REV-GS  . 

MIL-B-15305B 

SH 

08  Apr 

64 

SH 

99 

9350 

Brick.  Refractory.  Panel  Spoiling  Testing  -  5  Nov  79  REV>MC  GS  . 

ASTM  C38-79 

SH 

01  Jun 

84 

ME  SH 

Q 

9350 

Brick.  Refractory.  &  Burner  Tile.  Novel  Boiler  Furnace  Lining  Quolity  USER-MC 

MIL-B.1S606H 

SH 

30  Jun 

83 

SH 

99 

REV-GS 

9350 

Brick.  Refractory.  Fire  'tloy  Validated  May  82  REV-GS . 

HH.B-671F  (1) 

t 

16  Oct 

67 

9350 

Brick.  Refractory,  Silica . 

HH  B-681B  (1) 

t 

10  Mar 

66 

o 

9350 

Costoble  Mix.  Rofroctor)*,  High-temperature  Hydraulic  Setting  USER-MR  . 

MIL-C-717F 

SH 

12  Nov 

87 

ME  SH 

99 

L 

9350 

Costable  Mix,  Refractory,  Thermol  tnsuloling  Validated  Sep  78  REV-GS . 

MIL-C-19794B 

SH 

11  Dec 

62 

SH 

9350 

Chemical  Anolysis  Of  Firecliy  And  High-olumino  Refroctories  -  28  Dec  81 

ASTM  C573-81 

SH 

01  Jon 

84 

ME  SH 

USER  CE  REV-MC 

9350 

Oom  Compound.  Bobbitt  Pouring  Validated  Feb  67  REV-GS . 

MIL.D-11568C 
NOTICE  1 

ME 

13  Feb 

87 

ME  SH 

99 

Q 

9350 

Mortor.  Refractory  (High  Temperature,  Air  Setting)  Validated  Sep  78  USER-MR 

MIL  M-15842B 

SH 

24  Aug 

64 

SH 

99 

REV-GS 

9350 

Mortor,  Refractory,  Heot  Settlmj,  Ponding  (Wet  &  Dry  Types)  Validated  Mar 

HH  M-622D 

/AR 

18  May 

77 

84  USER-MC  REV-OS 

L 

9350 

Mortor,  Sodium  Silicate.  Heat  ^esistantmortar.  Sodium  Silicote,  Heot 

Mll.M-47084 

Ml 

10  Moy 

74 

Ml 

RESISTANT100574  Validolec'  Jun  85  REV  GS 

9350 

Ponel  Spoiling  Testing  Super  Du^  Fireclay  Brick  •  27  Feb  76  USER-CE  MC 

ASTM  C122-76 

SH 

01  Jun 

84 

ME  SH 

Q 

9350 

Plostic  Mix,  Refractory,  Fire  Clav,  Super  Duty  Validated  Apr  82  USER  AS 

MIL.P.157310  (1) 

SH 

04  Aug 

75 

SH 

99 

REV-GS 

9350 

Refiactories,  Corbon  &  Cor'oon  Ceramic,  Chemicol  Anolysis  Of  ■  28  Dec  81 

ASTM  C571.81 

SH 

23  Sep 

85 

ME  SH 

USER-MR  CG 

9350 

Refroctory  Brick  &  Shop's,  Apporent  Porosity,  Woter  Absorption,  Apporent 

ASTM  C20-83 

SH 

23  Sep 

85 

ME  SH 

Specific  Grovity.  &  Buik  Density  Of  Burned,  By  Boiling  Water  -  20  Jut  83 
USER-MR  CG  REV-GS 

9350 

Refroctory  Moteriols,  Pyrometric  Cone  Equivalent  (PCE)  Of  -  30  Nov  79 

ASTM  C24.79 

SH 

01  Jun 

84 

ME  SH 

REV-MC  GS 

9350 

Tile  Refroctory,  Silicon  Carbide  USER-MR  CG  REV-GS . 

MII-T-20215C 

SH 

03  Dec 

85 

ME  SH 

9390 

Armor,  Lightweight,  Ceromic-faced  Composite,  Procedure  Requirements 

MII-A-46103C 

MR 

23  Jul 

81 

MR  AS 

20 

USER-ME  MC  OS  REV-AV  Gl  AT  Al  GS 

9390 

Cork  Sheet,  Bulletin  Board  Validated  Jun  81  USER-MR  REV-GS . . 

MII-C-1S116C 

SH 

10  Sep 

64 

Gl  SH 

99 

9390 

Diotomoceous  Eorth  Validated  Jon  85  USER-AS  REV-OS  GS . 

MII-D-20550B 

EA 

08  Aug 

68 

ME 

99 

L 

9390 

Filter  Aids,  Water  Purificotion  Vohdat*d  Feb  84  (tSER-CE  REV-MD  GS  . . 

MII-F-S2637A 

ME 

22  Jun 

78 

ME 

L 

9390 

Flexural  Strength  Of  High  Performonce  Ceromics  At  Ambient  Temperoture 

MIL.STO-1942 

MR 

21  Nov 

S3 

MR 

20 

REV-99 

L 

9390 

Graphite,  Molded.  For  High  Temperature  Applicotions . 

MII-G.47316  (1) 

Ml 

23  Sep 

88 

Ml 

E 

9390 

Grommet.  Plostic,  Split  •  Feb  68  W/dod  Exceptions  Validated  Apr  82  REV-ME 

NAS  557-68 

AS 

14  Jun 

74 

AV  AS 

11 

ER  Ml  10 

9390 

luminescent  Material  And  Equipment,  (Nonradiooctive)  Validated  Feb  87 

MIL-1-3891B 

ME 

16  Dec 

74 

ME  OS 

99 

USER-SA  SH  REV-MI  EA  AV  IS  GS 

NOTICE  1 

9390 

Pad  -  Tank  Strop  Validated  Jul  82  REV  OS  . 

MS-27833 

84 

05  Dec 

69 

AS 

99 

L 

9390 

Preform  Denslfication  High  Pressure  Rigidized  Grophite  Fiber,  3-D  Fine  Weove 

MII-P.87119A  (1) 

20 

30  Jul 

87 

20 

Orthogonal,  Processing  Of  (Issue  Controlled-requests  By  Other  Then  Ood 
Agencies  Must  Be  Submitted  Vio  The  Preponng  Activity  O^  Spec) 

NOTICE  1 

* 

Validated  Jul  87 

L 

9390 

Preform,  Grophite,  Fiber,  3D  Orthogonol,  2-2-3,  Finv  *  (Noforn  Subj  To 

MII.P.87116A 

20 

30  Jul 

87 

20 

Speciol  Export  Controls,  Trans  To  Foreign  Govts/nationols  W/prior  Approval 

Of  Af  Mo.i  'ob,  Wpafb,  Oh)  Validated  Jul  87 

NOTICE  1 

L 

9390 

Preform,  Rigidized,  Graphite  Fiber,  3D  Orthogonol,  2-2-3  Fineweave,  Cvd 

MII-P-87117A 

20 

27  Jul 

79 

20 

Infiltrated  (issue  Controlled-  Requests  By  Other  Than  Dod  Activities  Must  Be 
Submitted  V.’o  The  Preporing  Activities  Of  The  Spec  )  Validated  May  85 

1 

9390 

Preform,  Rigidized  Of  Graphite  Fiber,  3D  Fine  weove  P-erced  Fobric,  Processing 

MIL-P-87122A  (1) 

20 

30  Jul 

87 

20 

Of  (Issue  Controlled-requests  By  Other  Thon  Dod  Activities  Must  Be 

Submitted  Via  The  Preponng  Activities  Of  The  Spec.)  Validated  Jul  87 

NOTICE  1 

1 

9390 

Preform,  Rigidized,  Graphite  Fiber  3D,  •  meweove  Pierced  Fobric  Validated  Jul 

MII-P-87I23A 

20 

30  Jul 

87 

20 

87  REV  GS 

NOTICE  I 

L 

9390 

Preform,  Rigidizotion  O  ,  Grophite  Fiber,  3D  Orthogonol,  2-2  3,  Fmeweove, 

Cvd  Processing  Of  (Issue  Controlied  requests  By  Other  Than  Dod  Activities 

Must  Be  Submitted  Via  The  Preponng  Activities  Of  The  Spec.)  Validated  Jul 

87 

Sheeting  And  Tope,  Reflective,  Nonexposed  Lens  USER-AT  ME  MC  REV-MI  MD 

CG 

Sheeting  And  Tope,  Reflective,  Open  Type  Secured  Lens,  Adhesive  Bocking, 

MIL  P-871 18A  (1) 
NOTICE  1 

20 

30  Jul 

87 

20 

9390 

l-S  300C 

* 

20  Mor 

79 

L 

9390 

MIL-S-83946 

84 

09  Sep 

69 

99 

Pressure  Sensitive  Validated  Jul  82  REV-G$ 

9390 

Tape  Retroreflective,  &  Sheeting  Retoreflective  (Povemeni  Line,  Word  &  Symbol 

A-A'251 

t 

30  Apr 

81 

Morkings) 

9390 

Treotment,  Fungus  Resistont,  Poronltrophenol,  For  Cork  Products.  Validated  Apr 

MIL-T-12664B 

OS 

27  Aug 

65 

ME 

99 

uocn-Ai  f\c'*  Ml  AK 

9420 

Composites,  Metol  Motrix,  Fiber  Reinforced.  Tensile  Properties  Of  -  24  Feb  77 

ASTM  03552-77 

MR 

17  Mar 

80 

MR  SA 

Validated  Jun  84 

9420 

Composites,  Reinforced  Metol  Matrix,  Fiber  Content  By  Digestion  OF31  Dec  76 

ASTM  03553-76 

MR 

17  Mar 

80 

MR  SA 

Validated  Jan  66 

L 

9420 

Fiber,  Red  (Sheet),  For  Smoll  Arms  Buffer  Disks  USER-45  REV-AR . 

MII.F.135268 

MR 

17  Moy 

84 

MR 

9420 

Single  Filament  Moteriols,  High  Modulus,  Tensile  Strength  &  Young  S  Modulus 

ASTM  03379.75E 

MR 

30  Nov 

79 

MR 

99 

For  -  28  Feb  75  (Reopproved  1982)  Validated  Jan  86  USER-AT  Gl  REV-AR 

ER  ME 

9420 

Synthetic  Filament  For  Brushes,  General  Specificotion  For  USER-45  CS . 

H.S-951D 

-Gl 

12  Aug 

76 

Gl 

99 

95GP 

Alloy  Billets  &  Preforms  Corrosion  &  Heat  Resistant  59  5NI  •  12CR  -  lOCO  -  3 

AMS  5856A-81 

20 

01  Oct 

82 

MR  AS 

20 

OMO  ■  60W  .  30TI  •  1.5TA  ■  45A1  -00158  ■  0  10ZR  (0.30  -  0350, 
Power  Metallurgy  Product  ■  1  Oct  81 


9;'6 


FSC  USTING 


DOCUMENT 


rpr- 

TITLE 

NUMBER 

PREP 

DATE 

CUSTODIAN 

95GP 

Alloy  Otiignotion  System  For  Wrought  And  Cost  Copper  And  Copper  Alloys 
Validated  Feb  83  USER-AT  MC  OS  RtV-MI  AV  YD  AS  99  IS 

MIL-STO-455B 

MR 

24  Dec 

75 

MR  SH 

20 

95GP 

Alloys,  Aluminum  &  Aluminum  8ose,  Chemicol  Anolysis  Of,  Stondord  Test 

Methods  For  •  26  Oct  84  USER-CE  05  SH  REV-EA  IS 

ASTM  E34-84A 

YD 

03  Oct 

85 

MR  YD 

95GP 

Alloys,  Aluminum,  Fracture  Toughness  Testing  Of  •  29  Sep  78  <Reopproved 

1984  Validated  Nov  84 

ASTM  B646-78 

YD 

27  Oct 

80 

MR  YD 

99 

95GP 

Alloys,  Chemicol  Checkonalysis  limits  Wrought  Nickel  Alloys  And  Cobolt  -  1  Jul 

88 

Alloys,  Chemical  Checkonolysis  Limits  Wrought  Corrosion  And  Heot  Resistant 

Steels  And  Alloys,  Moroging  And  Other  Highly>alloyed  Steels,  And  Iron 

AMS  22S9D-88 

MR 

25  Aug 

88 

MR  AS 

11 

95GP 

AMS  2248C-88 

MR 

25  Aug 

88 

MR  AS 

11 

95GP 

Aluminum  &  Alum  mum ‘oiloy  Rivets  &  Cold-heoding  Wire  &  Rodg,  Sheor  Testing 

Of,  Stondord  Method  For  -  30  Oct  1987 

ASTM  BS65  87 

YO 

29  Jan 

88 

MR  YD 

99 

95GP 

Aluminum  Alloy  Impacts  Validated  Feb  83  REV-AR  Ml  EA  . . 

MIL  A-t2S45C 

MR 

08  Dec 

72 

MR 

95GP 

Aluminum  Alloy  Ports,  Hordness  &  Conductivity  Inspection  Of  Heot^treoted  •  15 

Ar  80  Validated  Mar  88 

AMS  2658-80 
NOTICE  2 

MR 

30  Mar 

88 

MR  AS 

11 

95GP 

Aluminum  Alloy  Products,  High  Strength,  Determining  Susceptibility  To  Stress 
Corrosion  Crocking  Of  •  31  Aug  79  REV-IS 

ASTM  G47-79 

AS 

25  Jul 

80 

MR  AS 

11 

95GP 

Aluminum  Alloy  Ports,  Heot  Treotment  Of  Wrought  *  1  Jul  82  REV*AV  NA . 

AMS  277OD-80 

AS 

10  Jon 

83 

MR  AS 

20 

95GP 

Aluminum  Alloy  Ports  Wrought,  Heat  Treotment  Of  •  1  Jul  82  R£V*AV  NA . 

AMS  27700-82 

AS 

10  Jon 

83 

MR  AS 

20 

95GP 

Aluminum  Alloys,  Fracture  Toughness  Testing  Of,  Stondord  Practice  For  •  27 

Feb  1987 

ASTM  B646-87 

YO 

01  Jun 

87 

MR  YD 

99 

95GP 

Aluminum  Mill  Products,  Dimensional  Tolerances  For  •  22  Oct  1985  USER^OS 

YD  REV-AL  SH  84  99  IS 

ANSI  H3S.2-8S 

AS 

15  Mor 

88 

MR  AS 

11 

95GP 

Aluminum  Mill  Products,  Dimensional  Toleronces  For  *  22  Oct  1985  (Metric 
USER-OS  YD  REV-AL  AV  SH  84  99  IS 

ANSI  H35.2M-8S 

AS 

15  Mor 

88 

MR  AS 

11 

95GP 

Aluminum  Mill  Products,  Dimensional  Tolerances  For  •  22  Oct  1985  USER-OS 

YD  REV-AL  SH  84  99  IS 

ANSI  H3S  2-85 

AS 

15  Mor 

88 

MR  AS 

11 

95GP 

Aluminum  Mill  Products,  Dimensiono)  Tolerances  For  (Metric)  -  22  Oct  1985 
USER-OS  YD  REV-AL  AV  SH  84  99  IS 

ANSI  H3S.2M-B5 

AS 

15  Mor 

88 

MR  AS 

11 

9SGP 

Aluminum  Products,  Identification  Morking  Of  •  03  Mor  80  REV-MI  SA  AS  99 

It  IS 

Aluminum  Products  (Metric)  Identificolion  Morking  Of  -  25  Jon  85  REV-Mt  SH  . 

ASTM  8666-80 

YD 

os  Dec 

80 

MR  YD 

16 

95GP 

ASTM  B666M-8S 

YD 

18  Jul 

85 

MR  YD 

16 

95GP 

Aluminum,  Alloy  &  Temper  Designation  Systems  For,  Americon  Notionoi 

Stondord  -  22  Oct  1985  USER  OS  YD  SH  REV-AL  SH  64  99  IS 

ANSI  H3S.1-85 

AS 

15  Mor 

88 

MR  AS 

11 

95GP 

Aluminum,  Alloy  &  Temper  Designotion  Systems  For,  Americon  Notional 

Standard  -  22  Oct  1985  USER-OS  YD  REV-AL  SH  84  99  IS 

ANSI  H35.1M-85 

AS 

15  Mor 

88 

MR  AS 

11 

95GP 

Aluminum,  American  Notionoi  Stondord  Alloy  &  Temper  Designation  Systems 

For  -  22  Oct  1985  USER-OS  YD  SH  REV-AL  SH  84  99  IS 

ANSI  H3S.1-85 

AS 

15  Mor 

88 

MR  AS 

n 

95GP 

Armor  Test  Doto  Reporting  REV-AR  AT  TE . 

Mil  STO-367 

NOTICE  1 

MR 

10  Apr 

87 

MR 

95GP 

Beoms  &  G-'ders  For  Building  Construction,  Flexurol  Tests  On  23  Sep  83 

USER-CE 

ASTM  E529-83 

YD 

13  Feb 

85 

YD 

99 

95GP 

Chemicol  Check  Anolysis  limits  Wrought  Corrosion  And  Heot  Resistont  Steels 

And  Alloys,  Moroging  And  Other  Highly-alloyed  Steels,  Andiron  Alloys  •  1  Jul 

88 

Chord  Method  Of  Evoluoting  Surface  Microstructurol  Chorocteristics  1  Oct  84., . 

AMS  2248D-88 

MR 

25  Aug 

88 

MR  AS 

11 

95GP 

ARP  1820-84 

n 

17  Mor 

89 

MR  AS 

11 

95GP 

Chromium  Plating,  Porous  Channel  Type,  Aircraft  Engine  Cylinders,  Oenerol 
Specifications  For  Validated  Jul  83 

MII-C-7460A 

82 

04  Feb 

71 

99 

95GP 

Compression  Testing  Of  Metallic  Mater.ils  At  Room  Temperature  •  25  Sep 

1981  USER-OS  REV-AR  YD  AS  IS 

ASTM  E9-81 

MR 

02  Nov 

82 

MR  SH 

95GP 

Concrete,  Steel,  &  Bituminous  Materials,  Standard  Recommended  Practice  For 
Inspection  8  Testing  Agencies  For,  As  Used  In  Construction  •  29  Sep  72 
(Reopproved  1983)  Validated  Mar  89 

ASTM  6329-77 
NOTICE  1 

YD 

27  Mor 

89 

ME  YD 

99 

95GP 

Conductor  Moteriols,  Electncol.  Resistivity  Of  •  28  Aug  87 . 

ASTM  8193-87 

MR 

05  Feb 

88 

MR  AS 

11 

95GP 

Continuous  identification  Marking  Of  Nickel  And  Nickel-bose  Alloys  Validated 

Dec  84  USER-YO  OS  SH  23  REV-AR  Ml  M  99  13  IS 

FED-STD-182B 

/16 

15  Jun 

79 

MR  AS 

16 

95GP 

Control  Of  Hea'  Treotment  (This  Document  Subject  To  Speclol  Export  Control 
Release  To  Foreign  Govts/notionols  Need  Prior  Approve!  Of  The  Novol  Seo 

Sys  Comd) 

MIL-STD-16e4A 
NOTICE  1 

SH 

01  Nov 

8S 

SH 

95GP 

Copper  &  Copper  Alloys,  Mercurous  Nitrate  Test  For  •  31  July  1987  REV-11  IS 

ASTM  B154-87 

MR 

21 

88 

MR  AS 

99 

95GP 

Copper  Alloys,  Determining  Offset  Yield  Strength  tn  Tension  For  •  27  Jun  86 
REV-IS 

ASTM  8598-86 

MR 

25  p 

86 

MR  AS 

95GP 

Copper  And  Copper  Alloys  Validated  Jun  85  REV-IS . . . 

Mll-HDBK  698A 

MR 

01  Jun 

71 

MR  AS 

99 

95GP 

Copper-alloy  Spring  Materials,  Bending  Fatigue  Testing  For  •  25  Jon  1985  . 

ASTM  BS93-8S 

MR 

1 1  Mor 

86 

MR  AS 

95GP 

Copper,  Hydrogen  Embrittlement  Of,  Stondord  Test  Methods  For  •  25  Jun  82 
REV.84  IS 

ASTM  8577-82 

AS 

25  Jun 

86 

AS 

99 

95GP 

Exfoliotion  Corrosion  Susceptibility  In  2XXX  And  7XXX  Series  Aluminum  Alloys 
(Exco  Test;  .  27  Apr  79  USER-MI  SH  REV-IS 

ASTM  G34-79 

AS 

11  Dec 

79 

MR  AS 

11 

95GP 

Ferrite  Content  Free,  Determinotion  Of  -  15  Apr  80  Validated  Jan  87 . 

AMS  2315A 

NOTICE  1 

MR 

14  Jon 

87 

MR  AS 

20 

95GP 

Foil  &  Film,  Thickness  Of  Thin,  By  Weighing,  Stondord  Test  Method  For  -  31 

Aug  84  REV-IS 

ASTM  E252  84 

AS 

16  Mov 

85 

MR  AS 

20 

95GP 

Foil,  Metollic,  Tension  Testing  Of,  Stondord  Methods  Of  -27  Mor  81  REV-lS . 

ASTM  E34S-8I 

AS 

16  May  85 

MR  AS 

11 

95GP 

Gasket  Moteriols,  Non  metollic,  Flexibility  Of  14  Oct  87  USER-ME  YD  A$ 

REV-AT  AV  CR  OS  IS 

ASTM  f)47-87 

MR 

14  Oct 

87 

MP  SH 

99 

9JGP 

Groin  Lorgest  Observed  In  A  Metollogrophic  Section  (ALA  Groin  Size), 

Estimating  The  ■  25  Mor  63  REV-AS  SH  IS 

ASTM  E930-83 

MR 

09  Mor  SA 

MR  SH 

95GP 

Groin  Size,  Determining  Averoge  -26  Aug  88 . 

ASTM  E)  12-88 

MR 

09  Nov 

88 

MR  AS 

99 

93GP 

Heot  Treotment  Of  Titonium  And  Titonium  Alloys  REV  Ml  AV . 

MII.H-81200A  (1) 

AS 

24  Mar 

69 

MR  AS 

20 

o^GP 

H,0I  Tr,otm,ni  0(  Steel,  ProceJt  for  USER  AT  REV-MI  AR  AV  EA  OS  99  84 

MII-H-6875H 

AS 

01  Mor 

89 

MR  AS 

20 

95GP 

Heoi  Treatment  Of  Aluminum  Alloys  •  25  April  1986  USER-AR  Gl  ME  REV-AT 

ASTM  8597-86 

MR 

06  Apr 

87 

MR 

AV 
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95GP 

Heal  Treotmenl  01  Alummum  Alloys  USER  ME  OS  REV  AV  AR  SH  99  NA  IS 

MILH  6088F  (1) 

AS 

30  Dec 

82 

MR  AS 

20 

95GP 

identification  Morkmg  Of  Aluminum^  Magneiium,  &  Titonium  Vohdoted  Drc  84 
US6R.ME  REV.AR  Mt  AS  SH  OS  YD  13  99  23 

FED  STD  184B 

/16 

20  Nov 

80 

MR  AS 

16 

95GP 

Identificotion  Morkmg  Of  Copper  And  Copper  8ase  Alio/  Mill  Products 

USER  ME  REV  AR  Ml  YD  SH  OS  AS  99  13  23 

FED-STD  185A 

^6 

20  Nov 

80 

MR  AS 

16 

95GP 

Liquids,  Tronsporent  &  Opaque,  (&  The  Calculation  Of  0/nomic  Viscosity), 
Kinemotic  Viscosity  Of  28  Oct  83 

ASTM  D445-83 

ME 

24  Apr 

84 

ME  SH 

11 

95GP 

Mognesium  And  Magnesium  Alloy  Validated  Apr  88  REV*IS . 

MIL-HDBK  693A 

NOTICE  1 

MR 

19  Apr 

88 

MR  AS 

99 

95GP 

Moking  &  Using  The  C  ring  StresS'Corroslon  Crocking  Test  Specimer*  -  27  Sep 

73  Validated  Aug  85  REV-lS 

ASTM  G38-73R79 

AS 

10  Aug 

79 

MR  AS 

99 

95GP 

Materials,  Metollic,  Semi-guided  Bend  Test  For  Ductility  Of  -  27  Mor  1987 . 

ASTM  E290  87 

*MR 

03  Jun 

87 

MR  AS 

20 

95GP 

Moteriols,  Metollic,  (Metric)  Tension  Testing  Of  •  29  Aug  1986  USER-GL  AT 

ME  REV  SH 

ASTM  E8M  86A 

*MR 

05  Nov 

87 

MR  AS 

99 

95GP 

Motoriols,  Metollic,  Notched  Bor  Impact  Testing  Of  -  28  Feb  1986  USER-GL  AR 
REV  AT  IS 

ASTM  c23  86 

MR 

05  Moy 

86 

MR  SH 

20 

95GP 

Motenols,  Metollic  (Metric)  Tension  Testingof  •  28  Aug  1987  USER-GL  AT  ME 
REV-SH 

ASTM  E8M-87 

MR 

02  Dec 

87 

MR  AS 

99 

95GP 

Metol  Products,  Plot,  Preferred  Metric  Sizes  For  •  19  Apr  77  {W/supl  Ansi 

B32  3A.78)  USER-AL  ME  AR  GL  REV  EC  SH  99 

ANSI  B32  3-77 

IS 

28  Sep 

79 

MR  AS 

11 

95GP 

Metol  Products,  Preferred  Metric  Sizes  For  Round,  Squore,  Rectongle  & 

Hexagon  ■  1980  USER  AL  ME  REV  EC  SH  99 

ANSI  B32.4M  80 

IS 

28  Dec 

83 

MR  AS 

n 

95GP 

Metol  Products,  Tubular,  Other  Then  Pipe,  Preferred  Metric  Sizes  For  •  7  Sep 

77  USER.AL  AR  REV  SH  EC  99 

ANSI  B32  5-77 

IS 

28  Sep 

79 

MR  AS 

n 

95GP 

95GP 

Metol  Products,  Tubular,  Preferred  Metric  Equivolents  Of  inch  Sizes  For,  Other 

Than  Pipe  -  12  Aug  77  USER  AL  AR  GL  ME  REV-EC  SH  99 

Metal.  Test  Methods  Validated  Mar  81  REV  AR  AV  At  Mt  CR  SA  vo  AS  OS 

SH  69  11  23 

ANSI  B32  6-77 

FED-STD  151B 

NOTICE  2 

1  OCT  1971 

IS 

t 

28  Sep 

24  Nov 

79 

67 

MR  AS 

11 

95GP 

Metallic  Motenols,  M  Agnetic  Permeobility  &  Electrical  Conduct!  V;ty, 

Characteristics  Of  (Metric) 

DOD-HDBK  270 

SH 

01  Jun 

83 

SH 

95GP 

Metollic  Materials,  Plone  Stroin  Frorture  Toughness  Of  *  24  Apr  83  Validated 

Mar  88 

ASTM  E399  83 

NOTICE  2 

MR 

17  Mar 

88 

MR  AS 

99 

95GP 

Metallic  Motenols.  Dynamic  Tear  testing  Of  •  25  Mor  83  USER*MC  OS  REV4$ 

ASTM  E604'83 

SH 

25  Jon 

8S 

MR  SH 

95GP 

Metallic  Molcrials,  Tension  Testing  Of  29  Nov  85  USER-GL  AT  ME  REV-SH 

99 

Metollic  Motenols,  Bnnell  Hardness  Of  27  Apr  84  . 

Metollic  Matenols,  At  Room  Temperoture  Compression  Testing  Of  2  Dec  87 

USER  OS  REV-AR  AS  VQ  IS 

ASTM  E8-85B 

MR 

20  Dec 

85 

MR  AS 

99 

95GP 

95GP 

ASTM  E 10-84 

ASTM  £9-87 

MR 

15  Jun 
02  Dec 

84 

87 

MR  AS 

20 

95GP 

Metollic  Moteriols,  At  Room  Temperature  Compression  Tesimg  Of  2  Dec  1987 
USER  OS  REV  AR  AS  YD  IS 

ASTM  £9-87 

MR 

02  Dec 

87 

MR  SH 

95GP 

Metrsilic  Moteriols,  Superficiol  Hardness,  Tests  For  Rockwell  •  27  Apr  8r* 

USER-ME  REV-AT 

ASTM  £18-84 

MR 

14  Sep 

84 

MR  AS 

95GP 

Metollic  Moteriols  Rockwell  Hordness  &  Rockwell  Superficiol  Hardness  Of  •  30 

Sep  1988  USER-ME  REV-AT 

ASTM  E 18-88 

MR 

27  Jon 

89 

MR  AS 

95GP 

Metallic  Motenols,  Vicker  Hardness  OF-30  jut  1982  \alidated  Mor  88  REV  AT 

IS 

ASTM  £92  82R87 
NOTICE  2 

MR 

30  Mor 

88 

MR 

11 

95GP 

Metollogrophic  Specimens,  Preparation  Of  (To  Be  Used  In  Conjunction  With 

ASTM  E340)  -  31  Oct  80  Validated  Mar  88  USER-SH  REV-AR  AS  YD  IS 

ASTM  £3-80 

MR 

17  Mor 

88 

MR 

95GP 

Metollogrophy  Terms  Relating  To  Standard  Definition  Of  2  Dec  1987  REV-IS  .  . 

ASTM  E7-87 

MR 

02  Dec 

87 

MR  AS 

20 

95GP 

Melollogrophy  Terms  Relating  To  Stondord  Definitions  Of  2  Dec  87  REV-IS  . 

ASTM  E7-87 

MR 

02  Dec 

87 

MR  AS 

20 

95GP 

Metollogrophy,  Terms  Relating  To,  Standard  Definitions  Of  •  26  Aug  88  . 

ASTM  £7-88 

MR 

26  Oct 

88 

MR  AS 

11 

95GP 

Metols  &  Alloys  In  The  Unified  Numbering  System  •  Apr  1986  (SAE  HS 

J 1086  86  ■  ASTM  0S56C  «  A  Joir.t  Publicotion)  USER-AR  OS  REV-SH  84  IS 

SAEH5  J1086-86 

MR 

16  Jul 

87 

MR 

99 

95GP 

Metals  &  Alloys,  Cost  &  Wrought,  Codification  Of  Certain  Nonferrous  •  27  Feb 

76  Validated  Jul  83  USER-GL  ME  REV-AV  Ml  AT 

ASTM  8275-76 

MR 

21  Sep 

76 

MR  SH 

11 

1  95GP 

Metols  And  Alloys,  Ropid  On  Site  Identificotion  Of  (Recommended  Procedure 

For  Chemicol  Spot  Testing  And  Associated  Physicol  Tests  To  Verify  Metol 

Alloy  Closstficallon)  (Metric) 

DOD  HDBK  249A 

SH 

26  Dec 

84 

SH 

95GP 

Metals,  Stondord  Hardness  Conversion  Tables  For  (30  Sept  88)  USER-GL  AR 
REV.MR  AT  IS 

ASTM  E140  88 

MR 

09  Nov 

88 

MR 

99 

95GP 

Methods  Of  Mechanical  Testing  •  2?  Aug  1986  USER-SH  REV-AS  20 . 

ASTM  E6-86 

MR 

13  Feb 

87 

MR  AS 

95GP 

Microetching,  Metols  &  Alloys  (To  Be  Used  !ncon|unction  With  ASTM  E3)  27 

Feb  68  (Reoppfoved  1980)  Validated  Mar  88  REV  AR  YO  AS  IS 

ASTM  E340-68R74 

MR 

17  Mor 

88 

MR  SA 

95GP 

Microscopy,  Stondord  Definitions  Of  Terms  Relating  To  -  3  Mor  1962  Validated 
Mar  88 

ASTM  E175  82 

NOTICE  2 

MR 

17  Mar 

88 

MR  AS 

11 

95GP 

Pockoging,  Morketing,  &  looding  Methods  For  Steel  Products  For  Domestic 
Shipment  •  31  Jul  81  Validated  Mar  68  REV-AS  OS  SH  YO  84  IS 

ASTM  A700-81 

MR 

18  Mor 

88 

MR  SA 

1  95GP 

Ploting,  Copper,  Electroless  (For  Non  conducting  Material  U$ER>AR .  . . 

MIL  P-47226 

Ml 

30  Aug 

85 

Ml 

95GP 

Shorp  notch  Tension  Testing  With  Cyiindricol  Specimens  Validated  Mor  66 
USER-SH 

ASTM  E602  81R86 
NOTICE  2 

MR 

07  Mor 

88 

MR  AS 

95GP 

Short  bar,  fracture  Toughness  Of  Metollic  Materials,  Determinotion-  Of  1  July 

81 

Spray  Solt  (Fog)  Testing,  Stondord  Method  26  Apr  85  REV-IS  . 

ARP  17C4  81 

11 

17  Mor 

89 

MR  AS 

M 

95GP 

ASTM  Bn 7-85 

MR 

14  Aug 

8S 

MR  AS 

20 

95GP 

Stondord  Test  Method  For  Locating  The  Thinnest  Spot  In  A  Zme  (Gotvonized) 
Cooling  On  Iron  Or  Steel  Articles  By  The  Preece  Test  (Copper  Suffote  Dip)  • 

29  Oct  73  Validated  Jon  85  REV-IS 

ASTM  A239-73E78 

YD 

04  Jon 

79 

MR  YO 

99 

9JGP 

Steel  And  Iron  Wrought  Products  Validated  Feb  63  USER  MC  OS  YD  AS 

REV-IS 

MIL  HDBK  723A 

MR 

30  Nov 

70 

MR 

99 

95GP 

Steel  Costings  For  Voivts,  Flonges  &  Fittings  &  Other  Piping  Components 
(Visuol  Method)  Quolity  Stondord  For  1985 

MSS  SPSS  8S 

MR 

02  Jun 

87 

MR 

95GP 

Steel  Plotes  For  Spectol  Applications,  Through-thickness  Tension  Testmg  Of  •  28 
Feb  84  REV-IS 

ASTM  A770  A770M  86 

1  MR 

08  Apr 

86 

MR 

99 
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95GP 

SImI  Products,  Stondord  Tttt  Mtthodi  &  Dtfinitioni  ^or  Mtchantco)  Testing  Of 
•  29  Jan  1988  USER-GL  REV-AT  Ml  IS 

ASTM  A370-88 

MR 

08  Mar 

88 

MR  AS 

11 

95GP 

Steel  Specimens,  Estimoting  The  Depth  Of  Decarburization  Of  •  27  Sept  85 

USER  OS  SH  REV-AT  AV  GL  20  IS 

ASTM  E 1077-85 

MR 

11  Apr 

86 

MR 

9JGP 

Steel,  Chemicol  Composition  And  Hardenobitity  Volidottd  Jan  $6  USER-AT  AR 

ME  SA  REV-MI  EA  AS  YD  IS 

FED.STD-56D 

/MR 

08  Mor 

79 

MR  SH 

20 

95GP 

Steel,  Corrosion  And  Heot  Resistant,  Tolerances,  Metric.  Iron  ARoy,  Titonium, 

And  Titanium  Alloy  Sheet,  Strip,  And  Plote 

MAM  2242A-87 

MR 

11  Jun 

87 

MR  AS 

20 

95GP 

Steel,  Determining  The  Inclusion  Content  Of  28  Aug  1987  . . 

ASTM  E45-87 

MR 

02  Dtc 

87 

MR  AS 

99 

9SGP 

Steel,  Hardenability,  Method  Of  End  Quench  Test  Of  -  1964  Notice  1  . 

ASTM  A255-67 

MR 

24  Nov 

67 

MR  AS 

11 

95GP 

Steels  Transverse  Tensile  Properties,  Quolification  Sompling  Of  -  15  Apr  76 
Votidatad  Mar  08 

AMS  2310C 

NOTICE  2 

MR 

30  Mor 

88 

MR  AS 

20 

95GP 

Steels,  Austenitic  Stainless,  Detecting  Susceptibility  To  Intergranubr  Attock  In  - 
29  Aug  86  REV'SH 

ASTM  A262-86 

MR 

12  Nov 

86 

MR  AS 

20 

9SGP 

Steels,  Chemicol  Checkonolysis  Limits  Wrought  low-alloyed  And  Corbon  1  Oct 

87 

Steels,  Wrought  Products  Except  Forgings  And  Forging  Stock,  Quolity 

Assuronce  Sompling  Of  1  Apr  1985 

AMS  22598-88 

MR 

25  Aug 

88 

MR  AS 

11 

9JGP 

AMS  2370D-85 

MR 

01  Jun 

85 

MR  AS 

20 

9JGP 

Tension  Testing  Wrought  &  Cost  Aluminum  &  Mognesium  Alloy  Products  •  24 

Feb  84  REV-YO  IS 

ASTM  8557-84 

MR 

31  Jul 

84 

MR  YD 

99 

9SGP 

Tension  Testing  Wrought  &  Cost  Aluminum  8t  Mognesium  Alloy  Products 
(Metric)  -  24  Feb  84  REV  IS 

ASTM  8SS7M-S4 

MR 

03  Aug 

84 

MR  YD 

95GP 

Terms  Relating  To  Metollogrophy,  Stondord  Definitions  Of  •  26  Aug  88  . 

ASTM  E7-88 

MR 

26  Ocl 

88 

MR  AS 

11 

95GP 

Testing  Mochines,  Lood  Verificotion  Of  •  29  Jul  83  Validatad  Mar  88  REV-AR 

IS 

Testing,  Mechanical,  Definitions  Of  Terms  Relating  To  Methods  Of  •  25  Mor  85 
USER-SH  REV-AS  20 

ASTM  E4-83A 

MR 

17  Mar 

88 

MR 

95GP 

ASTM  E6-85 

MR 

23  Aug 

85 

MR  AS 

95GP 

Tin  Coating  Weights  For  Hot-dipped  &  Electrolytic  Tin  Plote,  Determinotion  Of  • 

31  July  1987  REV-GL  AS  IS 

ASTM  A630-87 

MR 

21  Mor 

88 

MR  SH 

99 

95GP 

Tin  Mill  Products,  Electrolytic  Tin  Plote,  Double  Reduced  (Metric)-  31  Ju)  87 
USER-AS  REV-GL  SH  84 

ASTM  A626M-87 

MR 

12  Aug 

88 

MR  SH 

99 

9iGP 

Titonium  A  Titanium  Alloys,  Chemicol  Check  Analysis  Limits  -  1  Oct  85 . . 

AMS  2249C-85 

MR 

01  Nov 

85 

MR  AS 

20 

9iGP 

Titanium  And  Titanium  Alloys  Volldatad  Jun  85  USER-OS  REV-GL  AR  Ml  IS 

MIL-HDBK  697A 

MR 

01  Jun 

74 

MR  AS 

99 

9iGP 

Toleronce  For  Aluminum  Alloy  And  Mognesium  Alloy  Wrought  Products  REV-AR 

Ml  AV  Al  SH  99  IS 

FEDSTD-245E 

/AS 

26  Ocl 

85 

MR  AS 

11 

9iGP 

Toleronce  For  Copper  And  Copper  Rose  Alloy  Mill  Products  Validaltd  Jon  89 
USER-AV  MD  AT  YD  REV-AS  IS 

FED-STD-146A 

/MR 

25  Jon 

89 

MR  SH 

9iGP 

Toleronce,  Corrosion  &  Heat  Resistant  Steel, iron  Allay,  Titonium  Alloy,  Titonium, 

&  Titonium  Alloy  Sheet  Sheet,  Strip,  &  Plate  •  1  Jon  1987 

AMS  2242E-87 

MR 

11  Jun 

87 

MR  AS 

20 

9SGP 

95GP 

Toleronces  >  8ors  A  Wire,  Corrosion  A  Heat  Resistont  Steel,  Iron  Alloy, 

Titanium,  A  Titonium  Alloy-  1  Jon  198  3 

Tolerances  For  Steel  Wrought  Products.  And  For  Centrifugolly  Cost  $^l 

Vahdottd  Mat  83  USER-OS 

AMS  224U-83 

FED-ST0-48B 

MR 

% 

26  Jul 

31  Dec 

84 

70 

MR  AS 

20 

95GP 

Unified  Numbering  System,  Metals  A  Alloys  In  The-third  Edition  -83  USER-AR 

OS  REV-SH  84  IS 

SAE  HSJ1086-83 

MR 

28  Nov 

83 

MR 

99 

9505 

Alloy  Wire,  Corrosion  And  Heot  Resistont,  72NI-15.5CR-0.95(C8ATA)  •  2.5Tt  • 
070A1  •  7.  Ofe  No.  1  Temper  1  JUL83 

AMS  5598D-83 

11 

17  Mor 

89 

MR  AS 

11 

9505 

Alloy  Wire,  Corrosion  A  Heat  Resistant,  72NI'15.5CR-2.5TI-0.95 
(CBooTA}-0.70A1  •  7.0FE  Spring  Temper  1  Jan  87 

AMS  5699D-87 

11 

17  Mor 

89 

MR  AS 

11 

9505 

Chromium-mckel  Stainless  A  Heat-resisting  Steel  Spring  Wire  •  28  Aug  1987 
REV-AR  ER  IS 

ASTM  A313-87 

MR 

02  Dec 

87 

MR  AS 

99 

9505 

iron  Nickel  Alloys  For  Seolmg  To  Glosses  And  Ceramics  \  oHdoftd  Mor  80 
USER-MI  AV  AT  OS  17  REV-ME  99 

MIL-l-230nC 

AS 

29  Mor 

74 

MR  AS 

20 

9505 

Moterials  For  Fiv*d  Systems  Of  Morine  Vt  cles  •  30  Dec  82  USER-ME  MC 

REV-IS 

SAE  HIR 1694-82 

SH 

09  Feb 

84 

MR  SH 

9505 

Rods,  Wire,  A  Coorse  Round  Wire,  Carbon  Steel,  General  Requirements  For  - 
30  Jul  82  Volidattd  Mar  88 

ASTM  A510-82 

NOTICE  2 

MR 

21  Mor 

88 

MR  SH 

9505 

Rope  Wire,  Stainless  A  Heat  Resisting  Steel  -  30  Jul  82  Validated  Jun  80 . 

ASTM  A492-82 

NOTICE  1 

YD 

12  Jun 

87 

MR  yd 

99 

9505 

Springs,  Mechomcol,  Steel  Wire,  Cold  Drown  For  •  29  Jul  63  Vahdoted  Mar  88 
USER-OS  REV-AV  AR  IS 

ASTM  /  227/A227M-83 
NOTICE  2 

MR 

28  Dec 

83 

MR  OS 

99 

9505 

Steel  Wire,  Alloy,  Cold  Heading  Quolity,  For  Hexagon  Htod  8oits  -  30  Jul  82 
Validated  Mar  88 

ASTM  A547-82 

NOTICE  2 

MR 

21  Mor 

88 

MR  SH 

9505 

Steel  Wire,  Corbon,  Cold  Heeding  Quality,  For  Topping  Or  Sheet  Metol  Screws 
•  30  Jul  82  Validated  Mar  88 

ASTM  A548-82 

NOTICE  2 

MR 

21  Mar 

88 

MR  SH 

9505 

Steel  Wire.  Corbon,  Colding  Heoding  Ouolity,  For  Wood  Screws  •  30  Jul  82  . .. 

ASTM  A549-82 

NOTICE  2 

MR 

21  Mor 

88 

MR  SH 

9505 

Steel  Wire,  Corbon,  For  Generol  Use  •  21  Dec  85 . 

ASTM  A853-85 

YD 

20  Jul 

88 

MR  YO 

99 

9505 

Steel  Wire,  Corrosion  A  Heot  Resistont  17CR  -  12NI  •  25MO  (Soe  3(^  16), 
Sslvt-on  Hsor  Tieoted  •  >  Ju*  82 

AMS  5690H-S2 

20 

01  Ocl 

82 

MR  AS 

20 

9505 

Steel  Wire,  Corrosion  A  Heot  Resistant  17CR-12NI-2.5MO  (Soe  30316) 

Solution  Heot  Treated  1  Jonuory  88 

AMS  5690J-88 

11 

17  Mor 

89 

MR  AS 

11 

9505 

Steel  Wire,  Corrosion  Resistont  17CR  •  7.1NI  -  1.1A1  Precipifotioo  Hordenobie, 
Spring  Temper  -  1  Oct  81 

AMS  S678A-81 

20 

01  Sep 

83 

MR  AS 

20 

9505 

Steel  Wire,  Corrosion  Resistont  17CR-7.INI  •  1.1A1  Precipitotion  -  Hordenobie, 
Spring  Temper  1  Oct  87 

AMS  5678B-87 

11 

17  Mor 

89 

MR  AS 

11 

9505 

Steel  Wire,  Corrosion  Resistont  18CR-9.0NI  (Soe  30302)  Cryogenicoffy 

Produced,  High  Tensile  Strength  1  APRtL86 

AMS  5693A-88 

11 

17  Mar 

89 

MR  AS 

11 

9505 

Steel  Wire,  Corrosion  Resistont,  11.6CR  -  8.5NI  -  0.30(C8ATA)  •  1.1TI  •  2.0CU, 
Precipitotion  Hordenobie,  Spring  Temper  •  1  Jul  81  Validated  Mar  88 

AMS  S672A-81 

NOTICE  1 

11 

04  Mor 

88 

MR  AS 

11 

9505 

Steel  Wire,  Corrosion  Resistant  11.8CR-8.5NI  -  030(C8'X)TA)-I.1TI.2.0CU 
Precipitotion  Hordenobie,  Spring  Temper  1  Oct  87 

AMS  56728-87 

11 

17  Mar 

89 

MR  AS 

11 

929 


FSC  LISTING 


DOCUMENT 

FSC  iiiu  number  date  custodian 


9505 

Steel  Wife,  Corroilon  Resistont  18CR>9  0NI  (Soe  30302)  Cryogenicolly 

Produced,  High  Tenile  Strength  1  Apr  88 

AMS  5693A-88 

11 

10  Mor 

89 

MR  AS 

11 

9505 

Steel  Wire,  Free  Mochining  Stainless  And  Heat  Resistant  ■  26  Sep  80  Validated 
Jan  87  USER-Al  SH  REV-AR  IS 

ASTM  A581-80 

NOTICE  1 

MR 

14  Jon 

87 

MR  SH 

20 

•9505 

Wire  •  Steel,  Corrosion  And  Heat  Resistant,  Sofety,  1800  Deg.  F  (Asg) 

Validated  Apr  84  USER-ME  REV-MI  1 1  IS 

MS-9225A 

AS 

10  Aug 

61 

AS 

11 

9505 

Wire  And  Wire  Rods,  Stomless  And  Heot-resistmg  Steel,  Genera!  Requirements 

For  •  28  Aug  87 

ASTM  A555/A555M-87 

MR 

05  Feb 

88 

MR  SH 

20 

9505 

Wire  Rods  &  Coorse  Round  Wire,  Carbon  Steel  (Metric),  Generol  Requirements 

For  -  30  Jul  82  Validated  Mar  88  REV-IS 

ASTM  A510M.82 
NOTICE  2 

MR 

21  Mar 

88 

MR  SH 

11 

9505 

Wire  Steel,  Corrosion  Resistant  18CR  •  9.0NI  Cryogenically  Produced,  High 

Tensile  Strength  (SAE  30302)  •  1  Jul  82 

AMS  5693-82 

20 

01  Sep 

83 

MR  AS 

20 

9505 

Wire,  Alloy.  Corrosion  &  Heat  Resistant  73NI  •  1S.5CR  •  8  0FE  Annealed  -  1 

Apr  83  Validated  May  84 

AMS  5687H-83 

20 

01  Sep 

83 

MR  AS 

20 

9505 

Wire,  Armoture  Bonding  Validated  Apr  81  USER-ME  REV-IS . 

MIL-W-30508 

SH 

14  Nov 

63 

MR  SH 

99 

9505 

Wire,  Corbon  Steel,  Zinc  Coated  (Golvonized)  -  27  Aug  82  USER-ME  AR  MC 
REV-MI  AT  84  IS 

ASTM  A641-82E1 

YD 

03  Aug 

84 

MR  YD 

99 

9505 

Wire,  Carbon  Steel,  Aluminum  Coated  (Aluminized)  •  25  Mor  83  USER  ME  MC 
REV.M1  AT  AR  1$ 

ASTM  A809-83 

YD 

03  Aug 

84 

MR  YD 

99 

9505 

Wire,  Carbon  Steel  0.60  -  0.75  VoWe  Spring  Quolity  •  15  Jon  77  Validated 

Apr  83 

AMS  5115E-77 

20 

25  Mor 

77 

MR  AS 

20 

9505 

Wire,  Cold  Drown,  Age*hardenabte  Nickel-chromium-iron  Alloy  (Req  For  Issue 

Must  Be  Sent  Vio  The  Preponng  Act.vity,  Novol  Seo  Sys  Comd.  Seo  55Z3 

MIL-W-24493B 

SH 

1 1  Mor 

86 

SH 

9505 

Wire,  Copper,  And  Wire,  Steel,  Copperctod  W-154  And  WS-24/U  Validated 

Sep  80  USER-OS  REV  IS 

MIL-W.3318A 

ER 

22  Feb 

71 

ER  YD 

99 

9505 

Wire,  Flol,  Nonelectrical,  Tool  Steel,  Type  01  REV-AR  6A  Ml  84  IS... . . 

MS -52051 

MR 

31  Jul 

85 

MR 

99 

9505 

Wire,  Hexagon,  Nonelectrical,  Tool  Steel,  Type  W1  REV-AR  EA  Ml  84  IS . 

MS-52056 

MR 

31  Jul 

85 

MR 

99 

9505 

Wire,  Metol,  Round,  Nonelectric,  Tool  Steel,  Type  T1 . 

ms-500123 

MR 

23  Jun 

87 

MR  SH 

11 

9505 

Wire,  Nonelectrical,  Hexagon,  Corrosion  Resistont  Steel,  Type  303  . 

MS-500118 

MR 

21  Apr 

87 

20 

9505 

Wire,  Nonelectricol,  Squore,  Corrosion  Resistant  Steel,  Type  303 . 

ms-500119 

MR 

21  Apr 

87 

20 

9505 

Wire,  Nonelectrical,  Round,  Corrosion  Resistant  Steel,  Type  303  SE  . 

MS-500120 

MR 

21  Apr 

87 

20 

9505 

Wire,  Nonelectricol,  Round,  Alloy  Steel  £4340  REV  EA  ER  Ml  IS .  . . . 

MS-14526 

AS 

31  Dec 

87 

MR  AS 

99 

9505 

Wire,  Nonelectricol,  Round,  Alloy  Steel  4130  Chrome  Molybdenum  (Aircroft 
Quality)  USER-MC  OS  REV-84  IS 

MS.14291 

AS 

09  Ocl 

84 

MR  AS 

99 

9505 

Wire,  Nonelectrical,  Round,  Corrosion  Resistant  Steel,  Type  416 . 

ms-500121 

MR 

21  Apr 

87 

20 

9505 

Wire,  Nonelectrical,  Round,  Corrosion  Resistant,  Type  430  REV-84  IS . 

MS-14-405 

AS 

28  Feb 

85 

MR  AS 

99 

9505 

Wire.  Nonelectrical,  Round,  Corrosion  Resistant,  Type  440C  REV-84  IS . 

ms-14406 

AS 

28  Feb 

85 

MR  AS 

99 

9505 

Wire.  Nonelectricol,  Hexogon,  Corrosion  Resistant,  Type  347  REV-84  IS . 

MS-14407 

AS 

28  Feb 

85 

MR  AS 

99 

9505 

Wire,  Nonelectricol.  Hexagon,  Corros  nn  Resistant,  Type  410  REV-84  IS . 

MS- 14408 

AS 

28  Feb 

85 

MR  AS 

99 

9505 

Wire.  Nonelectric,  Squore,  Corrosion  Resistant,  Type  316  REV-84  IS  . 

MS-14409 

AS 

28  Feb 

85 

MR  AS 

99 

9505 

Wire.  Nonelectricol,  Round,  Corrosion  Resistant  Steel,  Type  430  F . 

ms-500122 

MR 

21  Apr 

87 

20 

9505 

Wire.  Nonelectricol,  Squore,  Alloy  Steel  4130  Chrome  Molybdenum  (Aircroft 
Quality)  USER  MC  OS  REV-84  IS 

MS-14292 

AS 

09  Ocl 

84 

MR  AS 

9505 

Wire.  Nonelectric,  Hexagon,  Alloy  Steel  4130  Chrome  Molybdenum  (Aircraft 
Quolity)  USER  MC  OS  REV  84  IS 

MS-14293 

AS 

09  Ocl 

84 

MR  AS 

99 

9505 

Wire.  Nonelectrical,  Round,  Corrosion  Resistant,  Type  302  REV-84  IS . 

MS- 14396 

AS 

28  Feb 

85 

MR  AS 

99 

9505 

Wire,  Nonelectricol,  Round,  Corrosion  Resistont,  Type  304  REV  84  IS . 

ms-14397 

AS 

28  Feb 

85 

MR  AS 

99 

9505 

Wire,  Nonelectricol,  Round,  Corrosion  Resistant,  Type  310  REV-84  IS . 

MS-14398 

AS 

28  Feb 

85 

MR  AS 

99 

9505 

Wire.  Nonelectrical,  Round,  Corrosion  Resistont,  Type  316  REV-84  1$ . 

MS-14399 

AS 

28  Feb 

85 

MR  AS 

99 

9505 

Wire,  Nonelectricol,  Round,  Corrosion  Resistant,  Type  321  REV-84  IS . 

MS-14400 

AS 

28  Feb 

85 

MR  AS 

99 

9505 

Wire,  Nonelectrical,  Round,  Corrosion  Resistont,  Type  347  REV  84  IS . 

MS-14401 

AS 

28  Feb 

85 

MR  AS 

99 

9505 

Wire,  Nonelectricol,  Round,  Corrosion  Resistant,  Type  410  REV-84  IS . 

MS-14402 

AS 

28  Feb 

85 

MR  AS 

99 

9505 

Wire,  Nonelectricol,  Round,  Corrosion  Resistant,  Type  416  REV  84  IS  . ...  . . 

MS-14403 

AS 

28  Feb 

85 

MR  AS 

99 

9505 

Wire,  Nonelectricol,  Round,  Corrosion  Resistont,  Type  420  REV-84  IS . 

MS-14404 

AS 

25  Jan 

85 

MR  AS 

99 

9505 

Wire,  Nonelectrical,  Round,  Corrosion  Resistont,  Type  301  REV-84  IS . 

ms-14395 

AS 

28  Feb 

85 

MR  AS 

99 

9505 

Wire,  Octagon,  Non  Electncol,  Tool  Steel,  Type  W1  REV-AR  ER  Ml  84  IS  . 

MS-52057 

MR 

31  Jul 

85 

MR 

99 

9505 

Wire,  Round,  Nonelectrical,  Tool  Steel,  Type  A2  REV-AR  EA  Ml  84  IS  . 

ms-52045 

MR 

31  Jul 

85 

MR 

99 

9505 

Wire,  Round,  Nonelectricol  Tool  Steel,  Type  H21  REV-AR  EA  Ml  84  IS  . . . 

ms-52046 

MR 

31  Jul 

85 

MR 

99 

9505 

Wire,  Round,  Nonelectricol,  Tool  Steel,  Type  01  REV-AR  EA  Ml  84  IS  . 

ms-52047 

MR 

31  Jul 

85 

MR 

99 

9505 

Wire,  Round,  Nonelectricol.  Tool  Steel,  Type  02  REV-AR  EA  MI  84  IS . 

MS -52048 

MR 

31  Jul 

85 

MR 

99 

9505 

Wire,  Round,  Nonelectrical,  Tool  Steel,  Type  S5  REV-AR  EA  Ml  84  IS . 

MS -52049 

MR 

31  Jul 

85 

MR 

99 

9505 

Wire,  Round,  Nonelectrical,  Tool  Steel,  Type  W1  REV-AR  EA  Ml  84  IS . 

MS-52052 

MR 

31  Jul 

85 

MR 

99 

9505 

Wire,  Round,  Nonelectrical  Tool  Steel,  Type  W2  REV-AR  EA  Ml  84  IS  . 

MS-52053 

MR 

31  Jul 

85 

MR 

99 

9505 

Wire,  Solely  Or  lock  Validated  Jan  Bl  USER-ME  REV-OS  11  DS  . 

MS-20995E 

84 

17  Sep 

74 

AR  AS 

99 

9505 

Wire,  Squore,  Nonelectricol,  Tool  Steel,  Type  W1  REV-AR  EA  Ml  84  IS . 

ms-52054 

MR 

31  Jul 

85 

MR 

99 

9505 

Wire,  Squore,  Nonelectrical,  Tool  Steel,  Type  W2  REV-AR  EA  Ml  84  IS  ..  ...... .. 

MS -52055 

MR 

31  Jul 

85 

MR 

99 

9505 

Wir-*,  Square,  Nonelectrical,  Tool  Steel,  Type  S5  REV-AR  EA  Ml  84  IS . 

MS-52050 

MR 

31  Jul 

85 

MR 

99 

9505 

Wire,  Steel  Oil  Tempered  For  Mechonicol  Spr-ngs  •  29  Jol  83  Validated  Mor  88 
USER-OS  REV-AV  AR  IS 

ASTM  A229/A229M  83 
NOTICE  2 

MR 

28  Dec 

83 

MR  OS 

99 

9505 

9505 

Wire,  Steel  Welding,  Corrosion  &  Moderate  Heat  Resistant  15 SCR  -  45  Ni  - 
2.9MO  -  0.10N  Annealed  -  1  Jan  86 

Wire,  Steel,  Corbon . 

AMS  5;BUB-8<> 

A.A-1007 

40 

t 

0  1  Aug 

17  Sep 

o6 

80 

MR  Ao 

9505 

Wirt,  Steel,  Carbon  High  Strength  REV-IS  . . . 

MIL-W.8957A 

AR 

13  Moy 

66 

AR 

20 

9505 

Wire,  Steel,  Carbon,  Cold  Heoding  Quolity,  For  Mochine  Screws  -  30  Jul  82 
Validated  Mar  88 

ASTM  A545  82 

NOTICE  2 

MR 

21  Mor 

88 

MR  SH 

9505 

9505 

9505 

9505 

Wirt,  Steel,  Corbon,  Bookbinder  Validated  Feb  85  REV-EA  IS  . 

Wire,  Steel,  Carbon,  Round,  Bore  And  Coated  Validated  Jul  64  USER-ME  MC  . 
Wire,  Steel,  Corbon  (High  Corbon,  Round,  For  Mechonicol  Springs,  General 
Purpose  Validated  Nav  83  USER-MI  AV  REV-aS  84  IS 

Wirt,  Steel.  Corbon  (High  Curbon,  Round,  For  Mechanical  Springs,  Generol 
Purpose) 

QQ-W-414B 

QO-W  461H 
QQ-W-428B 

QQ-N  00438A 

/AR 

t 

t 

t 

09  Jun 
27  Nov 
01  Ocl 

16  Sep 

67 

78 

71 

70 

AR 

99 

9505 

Wirt,  Steel,  Corrosion  r'-sistont,  High  Strength  (AM  355)  Validated  May  85 

REV-IS 

MIL-W-8958 

20 

15  May 

67 

AS 

20 

930 
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9505 

Wire,  Steel,  Corrosion  Resistont  17CR  -  7.1NI  •  I.IA)  Precipitotton  Hordenoble, 
Spring  Temper  -  1  Jul  82 

AMS  5673D-82 

20 

01  Oct 

82 

MR  AS 

20 

9505 

Wire,  Steel,  High  Corbon,  Squore,  Uncooted,  For  Mechonicol  Springs  (General 
Purpose)  ValidafedApr  82  USER-AR  WV  REV-MI  GL 

MIL-W.21425B 

OS 

30  May  75 

MR  OS 

99 

9505 

Wire,  Steel,  Medium  High  Corbon,  Cold  Heeding  Quality  For  Hexagon  Heod 

Bolls  ■  30  Jul  62  Validated  Mar  88 

ASTM  A546-82 

NOTICE  2 

MR 

21  Mar 

88 

MR  SH 

9505 

Wire,  Steel,  Music  Spring  Quolity  •  29  Jul  83  Validated  Mar  88  USER  AT 

REV-EA  ME  OS  IS 

ASTM  A228/A228M-83 
NOTICE  2 

MR 

28  Dec 

83 

MR 

99 

9505 

Wire,  Steel,  Stainless  &  Heat  Resisting  •  29  Jul  83  USER-AT  DS  REV-AR  Ml  SH 

IS 

Alloy  Bor,  Forgings  &  Rings,  Corrosion  &  Heat  Resistont,  62NI  -  21. SCR  • 

9.0MO  •  3.65(CB  &  To)  ■  15  Jan  81 

ASTM  A580  83 

MR 

23  Nov 

83 

YD 

99 

9510 

AMS  5665B-81 

20 

30  Oct 

81 

MR  AS 

20 

9510 

Alloy  Bor,  Forgings,  &  Rings,  Corrosion  &  Heat  Resistont  54NI  •  19CR  *  10CO  • 
10MO  •  2.6TI  •  l.OAl  •  0.006B  Vacuum  Melted,  Solution  &  Precipitolion 

Treoled  *  15  Jul  77  Validated  Mar  88 

AMS  57578-77 

NOTICE  1 

20 

15  Mar 

88 

MR  AS 

20 

9510 

Alloy  Bar,  Forgings  &  Rings,  Corrosion  &  Heat  Resistant  47.5Nt  •  22CR  • 

1.5CO  -  9.0MO  0  60W  •  10  5FE  ■  15  Jul  77 

AMS  5754G-77 

20 

27  Feb 

81 

MR  AS 

20 

9510 

Alloy  Bors  &  Forgings,  Corrosion  &  Heat  Resistont  42.5NI  •  12. SCR  •  6.0MO  ■ 

2.7TI  •  34FECONSUMABLE  Electrode  Or  Vacuum  Induction  Melted  Solution, 
Stabilization,  &  Precipitotio «  Heot  Treoted  •  1  Apr  88 

AMS  5660G-88 

n 

17  Mor 

89 

MR  AS 

11 

9510 

Alloy  Bars  &  Forgings,  Low  Exponsion  Gloss  Seoling  53FE  •  29Ni  •  17CO  •  1 

Jul  88 

AMS  77278-88 

11 

17  Mor 

89 

MR  AS 

11 

9510 

Alloy  Bors  &  Forgings,  Corrosion  &  Heat  Resistant  42.5NI  •  12.5CR  -  60MO  • 

2.7TI  ■  34FE  Consumable  Electrode  Or  Vacuum  Induction  Melted  Solution, 
Stabilization,  &  Precipitotion  Heot  Treoted  •  1  Jul  81  Validated  Mar  68 

AMS  5660F-81 

11 

04  Mor 

88 

MR  AS 

n 

9510 

Alloy  Bors  &  Forgings,  Corrosion  &  Heot  Resistant  58NI  •  19.5CR  -  13.5CO  • 
4.3MO  •  3.0TI  1.4A1  ■  0  05ZR  -  0.006B  Consumoble  Electrode  Or  Vacuum 
Induction  Melted  1975  Deg  F  (V079  Deg  C)  Solution,  Stobilizotion  & 

Precipation  Heat  Treated  •  1  Jul  88 

AMS  5709E-88 

11 

17  Mar 

89 

MR  AS 

11 

9510 

Alloy  Bars  &  Forging,  Corrosion  &  Heat  Resistant  15CR  •  45NI  -  4.1MO  4  IW 
•  3.0TI  •  10AL  •  31FE  Consumoble  Electrode  Vocuum  Melted  Solution  & 
Precipitotion  Heot  Treated  •  1  Jul  87 

AMS  5746D  87 

n 

17  Mar 

89 

MR  AS 

11 

9510 

Alloy  Bars  And  Forgings,  Corrosion  And  Heat  Resistont  21CR  -  32.5NI  •  0.38Tt 
•  0.83A1  •  45FE  Solution  Heat  Treated  •  1  Jon  86 

AMS  57558-88 

11 

17  Mar 

89 

MR  AS 

11 

9510 

Alloy  Bors,  Forgings,  &  Rings,  Corrosion  &  Heat  Resistont  64NI  >  5  OCR  • 

24.5MO  -  5.5FE  Solution  Heot  Treoted  ■  1  Jon  88 

A  AS  57550-88 

11 

17  Mor 

89 

MR  AS 

11 

9510 

Alloy  Bors,  Forgings,  &  Rings, corrosion  &  Heot  Resistant  4S.5NI  *  25.5CR  • 

3  2CO  '  3  2MO  .  3  2W  .  18.5FE.  Solution  Heat  Treated  .  1  Jon  82 

Validated  May  63 

AMS  5717E-82 

20 

01  Oct 

82 

MR  AS 

20 

9510 

Alloy  Bars,  Forgings,  &  Rings,  Corrosion  &  Heat  Resistant  21CR  ■  20NI  •  20CO 
•  3.0MO  •  2.5W  •  1.0{CB  oo  To)  •  0.15N  •  31FE  Solution  &  Precipitation 

Heat  Treated  1  July  88 

AMS  S758H-88 

n 

17  Mar 

89 

MR  AS 

11 

9510 

Alloy  Bars,  Forgings,  &  Rings,  Corrosion  &  Heat  Resistont  21CR  20NI  •  20CO 
•  3  0MO  -  2.5W  •  1  0(CB  oota)  ■  0  15N  -  32FE  Solution  Heot  Treoted  1  Oct 

87 

Alloy  Bors,  Forgings,  &  Forgings,  &  Rings,  Corrosion  &  Heat  Resistont  57NI  • 
19.5CR  •  13.5CO  -  4.3MO  -  3.0TI  -  I.4A1  -  0  006B  -  0.05ZR,  Consumoble 
Electrode  Or  Vacuum  Induction  Melted  995  Deg  •  1040  Deg  C  Solution  Heot 
Treoted  ■  1  Oct  87 

AMS  5759D-87 

n 

17  Mar 

89 

MR  AS 

11 

9510 

MAM  5705  3'7 

11 

17  Mor 

89 

MR  AS 

11 

9510 

Alloy  Bars,  Forgings  &  Rings,  Corrosion  And  Heat  Resistant,  72NI  •  15.5CR  • 

7  OFE  ■  2.5TI  .  l.O(CBATA)  -  07  0A1,  2100  Deg.  F  (1095  Deg  C)  Solution  & 
Precipitates  Heat  Treated  ■  15  JAN81  Validated  Mar  88 

AMS  5558^-81 

NOTICE  1 

11 

04  Mcr 

88 

MR  AS 

11 

9510 

Alloy  Bors,  Forgings  &  Rings,  Corrosion  &  Heot  Resistant  72NI  •  15.5CR  •  7.0FE 
-  2.5TI  -  1.0(CB  &  To)  •  070A1  2100  Deg  F  (1095  Deg  C)  Solution  & 
Precipitation  Heat  Treated  ■  1  Oct  87 

AMS  5558G  87 

11 

17  Mar 

89 

MR  AS 

11 

9510 

Alloy  Bors,  Forgings,  &  Rings,  Corrosion  &  Heot  Resistant  52  5NI  •  19CR  ■ 

3.0MO  ■  5  1  (Cbooto)  •  0  90T1  0.50A1  •  18FE  Consumable  Electrode  Or 
Vocuum  Induction  Melted  1775  Oeg.  F  (950  Deg.  C)  Solution  Heat  Treoted  • 

1  Oct  1985 

AMS  5552E-85 

20 

01  Aug 

85 

MR  AS 

20 

9510 

Alloy  Strip  49rE  -  5  3R  *  42NI  -  2  5TI  *0  55A1  Solution  Heat  Treated,  Cold 

Rolled,  10  Per  Cent  Reduction  -  1  Oct  88 

AMS  5223D  Si 

11 

V  Mor 

89 

MR  AS 

11 

9510 

Alloy-steel  And  Stolnless  Steel  Bolting  Moteriols  For  High-temperoture  Service  • 

27  Februory  1987  USER-CE  REV-lS 

ASTM  A193A/A193M-87yD 

01  Jun 

87 

AR  YD 

9510 

Aliy  Bars,  Forgings  &  Rings,  Corrosion  &  Heat  Resistont  57NI  ■  19.5CR  * 

13.5CO  ■  4  3MO  •  3.0TI  -  1.4A1  -  0  005B  ■  0.05ZR  Consumoble  Electrode  Or 
Vacuum  Induction  .Melted  1825  Oeg  •  1900  Oeg  F  Solution  Heat  Treoted  •  1 

Oct  87 

AMS  5705G  87 

11 

17  Mor 

89 

MR  AS 

11 

9510 

Bor  &  Forging,  Steel,  Corburizing  1.8NI  -  0,25MO  (0.11  0.17C)  (SaE  4615}  .. 

AMS  5290E-79 

20 

01  Sep 

83 

MR  AS 

20 

9510 

Bar  &  Forgings,  Sieel,  Corburizing  1,8NI  •  0.25MO  (0.15  0.20C)  (SAE  4617) 

-  15  Oct  80) 

AMS  5292E-80 

20 

01  Sep 

83 

MR  AS 

20 

9510 

Bor  &  Forgings,  Alloy,  low  Expansion,  Glass  Seoling,  53FE  •  29NI  •  17CO  15 
Jan  81  Validated  Mar  88 

AMS  7727A-81 

NOTICE  1 

20 

15  Mor 

88 

MR  aS 

20 

9510 

Bor  &  Forgings,  Alloy,  Corrosion  &  Heat  Resistont  53NI  •  15CR  •  18.5CO  ■ 

5  0MO  •  3.2TI  •  4.2A1  -  0  03B  Double  Vocuum  Melted  Solution, 

Stobilizotion,  &  Precipitotion  Heot  Treoted  -  1  Apr  83 

AMS  5845-83 

20 

01  Sep 

83 

MR  AS 

20 

9510 

Bor  &  Forgings,  Steel,  Corrosion  Resistont,  12CR  ■  8.SNI  •  2.()CU  -  1.1TI, 

Vocuum  Induction  Plus  Vocuum  Consumable  Electrode  Melted  Solution  Heat 
Treated  ■  1  Apr  81  Validated  Mar  86 

VMS  5517E  81 

NOTICE  1 

11 

04  Mar 

88 

MR  AS 

11 

9510 

Bar  &  Forgings.  Steel,  Corrosion  8  Moderate  Heot  Resistant,  15  SCR  •  4  5NI  • 
2.9MO  ■  O.ION,  Heot  Treoted,.  170,000  Psi  (n72MPA)  Tensile  Strength  ■  1 

Apr  81  Validated  Mar  88 

AMS  57448  81 

NOTICE  1 

11 

04  Mor 

88 

MR  AS 

11 

9510 

Bor  &  Shapes,  Stainless  &  Heot  Resisting  Steel  29  Jon  1988  USER  CE  REV-SH 

84  IS 

ASTM  A275-88 

YD 

19  Feb 

89 

MR  YD 

99 

931 
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9510 

Bor  Alloy,  Forgings  &  Rings,  Heal  Resistant  44FE  •  18.5CR  -  35.5Nt  •  1  1SI 

Solution  Heat  Treated  •  1  Jon  82  Validated  May  83 

AMS  5716C-82 

20 

01  Oct 

82 

MR  AS 

20 

9510 

Bor  Alloy,  Forging,  &  Ring,  Corriion  &  Heot  Resistont,  52.5NM9CR‘3.0MO«5  1 
(Co  Plus  To)  •  0.90TI>0.50A1  •  19FE,  Consumoble  Electrode  Or  Vacuum 

Induction  Melted  1950  Deg  F  (1065  Deg.c)solution  Treated  •  15  Oct  80 

Validated  Mar  88 

AMS  56548-80 
NOTICE  1 

20 

04  Mar 

88 

MR  AS 

20 

9510 

Bor  Square,  Tool  Steel,  Type  W1  REV-AR  EA  Ml  84  IS . 

MS-52083 

MR 

31  Jul 

85 

MR 

99 

9510 

Bor,  Alloy  Steel,  Subject  To  End  Quench  Hardenobility  Requirements  Validated 

Apr  88  REV-AL  ME  YD  99 

ASTM  A304-79R85 

MR 

03  Mor 

88 

MR  SH 

n 

9510 

Bor,  Alloy,  &  Forgings,  Corrosion  &  Heot  Resistont  55NI  •  17.5CR 
■16.5CO-4.0MO  -  2.9TI  -2.9A1  ■  0  006B  Vacuum  Melted,  Solution  Heot 

Treated  •  1  Oct  82  Validated  May  84 

AMS  57538  82 

20 

01  Sep 

83 

MR  AS 

20 

9510 

Bor,  Alloy,  Forgings,  &  Rings,  Corrosion  &  Heot  Resistant  52CO  •  20CR  •  10NI 
15VY  ■  15  Jon  80 

AMS  5759F.80 

20 

27  Feb 

81 

MR  AS 

20 

9510 

Bor.  Alloy,  Forging,  &  4ing,  Corrosion  &  Heot  Resistont,  52.5N1  • 

19CR-3  0MO-K9UCB  Plus  TA)0.90TI-050AM9FE  Consumoble  Elecl'ode  Or 

Voc.  Induction  Melted  1750  Deg  F  (955  Deg.c)  oc'ution  &  Prec.  Heot 

TREAT.-15  Oct  80 

AMS  5663D-80 

20 

30  Oct 

81 

MR  AS 

20 

9510 

Bor,  Alloy,  Forgings,  And  Rings,  Corrosion  And  Heot  Resistant  52.5NI  -  19CR  • 
3.0MO  •  5.1  (Cb  &  To)  •  0.90TI  -  0  50A1  •  18FE  Consumoble  Electrode  Or 
Vacuum  induction  Melted  1775  DEG.F(970  Deg.c)  Sol  Heot  Treoted  -16  Jul 

79 

Bor,  Alloy,  Forgings,  And  Rings,  Corrosion  And  Heot  Resistont  72Ni  •  15.5CR  • 
0.95  (Cb  -  To)  -  2.5TI  •  0.70A1  •  7.0FE  -  16  Jul  1979  Validated  Mar  88 

AMS  5662D-79 

20 

31  Mar 

80 

MR  AS 

20 

9510 

AMS  5667H-79 
NOTICE  1 

11 

04  Mor 

88 

MR  AS 

It 

9510 

Bor,  Alloy,  Forgings,  &  Rings,  Corrosion  &  Heot  Resistont  54  Ni  •  19CR  -  lOCO 
■  lOMO  •  2.6TI  •  1  OAl  ■  0.006B  Vocuum  Melted,  Solution  Treated  •  15  Jul 

77 

Bor,  Alloy,  Forgings  &  Rings,  Corrosion  &  Heot  Resistont,  64NI  -  5.0CR  • 

24.5MO  -  5.SFE  Solution  Heot  Treated  -  1  Apr  81  Validated  Mar  88 

AMS  57568-77 

20 

27  Feb 

81 

MR  AS 

20 

9510 

AMS  57S5C-81 
NOTICE  1 

20 

15  Mor 

88 

MR  AS 

20 

9510 

Bor,  Flat,  Steel,  Carbon,  Medium  USER-AS  REV-AT  Ml  84  IS . 

MS-90501 

YD 

29  Jon 

85 

MR  YD 

99 

9510 

Bor,  Flol,  Tool  Steel,  Type  W1  REV-AR  EA  Ml  84  IS . 

MS-52081 

MR 

T’  Jul 

85 

MR 

99 

9510 

Bor,  Flat,  Tool  Steel,  Type  W2  REV-AR  EA  M'  84  IS . 

MS-52082 

MR 

31  Jul 

85 

MR 

99 

9510 

Bor,  Forgings,  &  Rings,  Steel,  Corrosion  &  Moderate  Heot  Resistant,  14.5CR  • 
6.5NI'0.72T1  Solution  Heot  Treated  &  Moroged,  155,000  Psi  (1069MPA) 

Tensile  Strength  •  1  Apr  81 

AMS  57408-81 

20 

30  Oct 

81 

MR  AS 

20 

9510 

Bor,  Half  Round,  Steel,  Carbon,  Medium  USER'AS  REV-AT  Ml  84  IS  . . 

MS-90500 

YD 

29  Jon 

85 

MR  YD 

99 

9510 

Bor,  Hexagon,  Steel,  Carbon,  Medium  USER'AS  REV-AT  Ml  84  1$ . 

MS-90503 

YD 

29  Jott 

85 

MR  YD 

99 

9510 

Bor,  Hexagon,  Tool  Steel,  Type  01  REV-aR  EA  Ml  84  IS . 

MS-52072 

MR 

31  Jul 

85 

MR 

99 

9510 

Bor,  Hexagon,  Tool  Steel,  Type  02  REV-AR  EA  Ml  84  IS . 

MS-52073 

MR 

31  Jul 

85 

MR 

99 

9510 

Bor.  Hexogon,  Tool  Steel,  Type  Si  REV-AR  EA  Ml  84  IS . 

MS-52074 

MR 

31  Jul 

85 

MR 

99 

9510 

Bor,  Hexagon,  Tool  Steel,  Typo  SS  REV-aR  EA  Ml  84  IS . 

MS-52075 

MR 

31  Jul 

85 

MR 

99 

9510 

Bor,  Hexogon,  Tool  Steel,  Type  W1  REV-AR  EA  Ml  84  IS . 

MS-52085 

MR 

31  Jul 

85 

MR 

99 

9510 

Bor,  Mochined  Flat  &  Squore  T^  ^1  Steel  -  27  Jul  84  USER-OS  SH  REV-MI  ME 

IS 

Bor,  Metol  And  Blanks,steel  (Under  2  Inches  In  Diameter)  For  Barrels  Of  Smoll 
Arms  Weoponi  REV-AR  IS 

ASTM  A68S-84 

MR 

01  Apr 

85 

MR 

9510 

MIL-B-11595E 

MR 

07  Jun 

88 

MR 

9510 

Bor.  Metol  And  Wire  (Nonelectricol).  Corbon  And  Alloy  Steel.  Cold  Drown  For 

Ap  Bullet  Cores  And  Shot  REV-WV  AR  IS 

MIL-B-12504E 

MR 

10  Feb 

87 

MR 

9510 

Bor.  Metol,  Flat.  Alloy  Steel  4130  Chrome  •  Molybdenum  (Aircroft  Quoiity) 
U5ER-MC  OS  REV-84  IS 

MS-14296 

AS 

09  Oct 

84 

MR  AS 

99 

9510 

Bor,  Metol,  Flot,  Corrosion  Resistant,  Type  302  *  '  34  IS . . . . 

MS-14424 

AS 

28  Feb 

85 

MR  AS 

99 

9510 

Bor,  Metol,  Flot,  Corrosion  Resistant,  Typ«  31  •  84  IS . . . 

MS-14427 

AS 

28  Feb 

85 

MR  AS 

99 

9510 

8or,  Mttol,  Fiot,  St„l,  Corbon,  '035  USER-M  -V-AR  AT  99  IS . 

MS-500104 

MR 

05  Mor 

87 

MR  AS 

9510 

Bor,  Metol,  Flat,  Corrosion  Resistont,  Type  3'  RF  34  tS . . . 

ms-14425 

AS 

28  Feb 

85 

MR  AS 

99 

9510 

Bor,  Metol,  Flot,  Corrosion  Resistant,  Type  3i6  REV-84  IS . 

M5-14426 

AS 

28  Feb 

85 

MR  AS 

99 

9510 

Bor,  Metol,  Flot,  Cor«‘osion  Resistont,  Type  321  REV-84  IS . . . . 

ms-14428 

AS 

28  Feb 

85 

MR  AS 

99 

9510 

Bor,  Metol,  Flot,  Corrosion  Resistont,  Type  347  REV-84  IS . 

MS- 14429 

AS 

28  Feb 

85 

MR  AS 

99 

9510 

Bor,  Metol,  Flat,  Corrosion  Resistont,  Type  410  REV-84  IS . 

ms-14430 

AS 

28  Feb 

85 

MR  AS 

99 

9510 

Bor,  Metol,  Flat,  Corrosion  Resistont,  Typf  44QC  REV-84  IS . 

MS-14431 

AS 

28  Feb 

85 

MR  AS 

99 

9510 

Bor,  M.lol,  Flot,  Steel,  Corbon  1045  USER-ME  Ml  REV-AR  AT  99  IS . 

MS-50010S 

MR 

05  Mor 

87 

MR  AS 

9510 

8ar,  Metol,  Flot,  Corrosion  Resistant  Steel, type  303 . 

MS-5C0133 

MR 

21  Ap' 

87 

20 

9510 

Bor,  Metol,  Flat,  Corrosion  Resistont  Steel,  Type  303  SE . 

MS-S00134 

MR 

21  Apr 

87 

20 

9510 

Bor,  Metol,  Flot,  Corrosion  Resistant  Steel,  Type  416...  . . . . 

MS-500135 

MR 

21  Apr 

87 

20 

9510 

Bor,  Metol,  Hexogon,  Corrosion  Resistant  Steel,  Type  303 . 

MS-500128 

MR 

21  Apr 

87 

20 

9510 

Bor,  Metol,  Hexogon,  Steel,  Corbon  1018  USER-ME  Ml  REV-AR  AT  99  IS  . 

MS-500111 

MR 

05  Mor 

87 

MR  AS 

9510 

Bor,  Metol,  Hexogon,  Corrosion  Resistant,  Type  302  REV-84  IS . 

ms-14432 

AS 

28  Feb 

85 

MR  AS 

99 

9510 

Bor.  Metol,  Hexogon,  Corrosion  Resistant  Steel,  Type  416 . 

MS-500129 

MR 

21  Apr 

87 

20 

9510 

Bor,  Metol,  Hexogon,  Corrosion  Resistont  Steel,  Type  303  SE . 

MS-500130 

MR 

21  Apr 

87 

20 

9510 

Bor,  Metol,  Hexogonol,olloy  Steel  E4340  REV-EA  ER  Ml  IS  . 

MS-14S29 

AS 

21  Dec 

87 

MR  AS 

99 

9510 

Bor,  Metol,  Hexogon,  bteel,  Corbon,  IU2U  UbtK-ME  Ml  R£v-Ak  aT  yy  >S . 

M6  jwl  i2 

MR 

C5  M.Cf 

87 

eV.ff  AS 

9510 

Bor,  Metol,  Hexogon,  Corrosion  Resistont,  Type  304  REV-d4  IS . 

MS-14433 

AS 

28  Feb 

85 

MR  AS 

99 

9510 

Bor,  Metol,  Hexogon,  Corrosion  Resistant,  Type  316  REV-84  IS . 

MS-14434 

AS 

28  Feb 

85 

MR  AS 

99 

9510 

lor,  Metol,  Hexogon,  Alloy  Steel  4130  Chrome  Molybdenum  (Aircraft  Quolity) 
USER-MC  OS  REV.84  IS 

MS-14297 

AS 

09  Oct 

84 

MR  AS 

99 

9510 

Bor,  Metol,  Hexogon.  Corrosion  Resistant,  Type  321  . . . . . . . . 

MS-1443S 

AS 

28  Feb 

85 

MR  AS 

99 

9510 

Bor,  Metol,  Hexogon.  Corrcticr  fjcsiilont  Type  347 . 

MS-14436 

AS 

28  Feb 

85 

MR  AS 

99 

9510 

Bor,  Metol,  Hexogon,  Corrosion  Resistant,  Type  403  . 

MS-14437 

AS 

28  Feb 

85 

MR  AS 

99 

9510 

Bor,  Metol,  Hexogon,  Corrosion  Resistont,  Type  410  . 

MS-14438 

AS 

28  Feb 

85 

MR  AS 

99 

9510 

Bor  Metol,  Hexogon,  Corrosion  Resistant,  Type  420  REV-84  iS . 

MS- 14439 

AS 

28  Feb 

85 

MR  AS 

99 

9510 

Bor,  Metol.  Rectongulor,  Alloy  Steel  E4340  REV-EA  ER  Ml  IS . 

MS-14527 

AS 

21  Dec 

87 

MR  AS 

99 

9510 

Bor,  Metol,  Rectongulor,  Tool  Steel,  Type  M2 . . . . . . . 

MS-500136 

MR 

23  Jun 

87 

MR  SH 

11 

9510 

lor,  Metol,  Rectongulor,  Tool  Steel,  Type  T1  . . . . . 

MS-500137 

MR 

23  Jun 

87 

MR  SH 

11 

9510 

Bor,  Metol,  Round,  Tool  Steel,  Type  Me . 

MS-500138 

MR 

23  Jun 

87 

MR  SH 

11 

932 


FSC  LISTING 


FSL 

TITLE 

DOCUMENT 

NUMBER 

PREP 

DATE 

CUSTODIAN 

9510 

Bor,  Mttol,  Round,  Tool  Sfotl.  Typ#  T1 . . . 

MS-500139 

MR 

23  Jun 

87 

MR  SH 

11 

9510 

Bar.  M«lal.  Round.  Alloy  SImI  EA340  REV-FA  FR  Ml  I!!. . 

MS-14528 

AS 

21  Dec 

87 

MR  AS 

99 

9510 

Bor,  Me(ol,  Round,  Corrosion  Resistant  Steel,  Type  303 . . . 

MS-500124 

MR 

21  Apr 

87 

20 

9510 

Bor,  Metol,  Round,  Corrosion  Resistant  Steel.  Type  303  SF  . 

MS-500125 

MR 

21  Apr 

87 

20 

9510 

Bor,  Metol,  Round.  Corrosion  Resistant  Steel,  Type  41&..  . 

MS-500126 

MR 

21  Apr 

87 

20 

9510 

Bor,  Metol.  Round.  Corrosion  Resistant  Steel,  Type  1.30  P  . 

MS-500127 

MR 

21  Apr 

87 

20 

9510 

Bor,  Mtlol.  Round,  Corrojion  Rtiitlont,  Typo  302  REV-84  IS . 

MS-14410 

AS 

28  Feb 

85 

MR 

99 

9510 

Bor,  Metol,  Round.  Corrosion  Resistant.  Type  301  RSV-fil  IS . 

MS-14411 

AS 

28  Feb 

85 

MR  AS 

99 

9510 

Bor,  Metol,  Round,  Corrosion  Reslstoni.  Type  304t  REV-Rl  IS  . 

MS-14412 

AS 

28  Feb 

85 

MR  AS 

99 

9510 

Bor,  Mttol,  Round,  Corrolion  Rttiilonl,  Typo  309  REV-84  IS . 

MS-14413 

AS 

28  Feb 

85 

MR  AS 

99 

9510 

Bor,  Metol,  Round,  Corrosion  Resistant.  Type  310  REV-fil  IS . 

MS-14414 

AS 

28  Feb 

85 

MR  AS 

99 

9510 

Bor,  Metol,  Round,  Corrosion  Resistant,  Type  316  REV4I4  IS . . . 

MS-14415 

AS 

28  Feb 

85 

MR  AS 

99 

9510 

Bor,  Metol,  Round,  Alloy  Steel  4130  Chrome  Molybdenum  (Alr<roft  Quality) 

MS-14294 

AS 

09  Oct 

84 

MR  AS 

99 

USER-MC  OS  REV-84  IS 

9510 

Bor,  Metol,  Round,  Corrosion  Resistant.  Type  3‘.6L  REV«&4  IS . . . 

MS-14416 

AS 

28  Feb 

85 

MR  AS 

99 

9510 

Bor,  Metol,  Round,  Corrosion  Resistant.  Typ*  321  REV>84  IS., . . 

MS-14417 

AS 

28  Feb 

85 

MR  AS 

99 

9510 

Bor,  Metol,  Round.  Corrosion  Resi'.lont.  Type  347  REV*ft4  IS . . . 

MS-14418 

AS 

28  Feb 

85 

MR  AS 

99 

9510 

Bor.  Metol,  Round.  Corrosion  Resistant,  TYPE403  RFV.R4  IS  . 

MS-U419 

AS 

28  Feb 

85 

MR  AS 

99 

9510 

Bor.  Metol.  Round.  Corrosion  Resistant,  Type  41ft  RFV,A4  IS . 

MS-14420 

AS 

28  Feb 

85 

MR  AS 

99 

9510 

Bor.  Metol.  Round.  Corrosion  Resistant,  Type  420  REV.ft4  IS . 

MS-14421 

AS 

28  Feb 

85 

MR  AS 

99 

9'10 

Bor,  Metol,  Round.  Corrosion  Resistant.  Type  430  REV-fi4  IS  . . 

MS-14422 

AS 

28  Feb 

85 

MR  AS 

99 

9510 

Bor,  Metol,  Round,  Corrosion  Resistant.  Type  440C  REV-84  IS . 

MS-14423 

AS 

28  Feb 

85 

MR  AS 

99 

9510 

Bor,  Mttol,  Round,  Sl,,l,  Carbon  1018  USER-ME  Ml  REV-AR  AT  99  IS . 

MS-500106 

MR 

05  Mar 

87 

MR  AS 

9510 

Bor,  Motol,  Round.  SImI.  Carbon.  1020  USER-ME  Ml  REV-AR  AT  99  IS . 

MS-500107 

MR 

05  Mor 

87 

MR  AS 

9510 

Bor.  Motol.  Round,  Stool.  Carbon.  1035  USER-ME  Ml  REV-AR  AT  99  IS . 

MS-500108 

MR 

05  Mor 

87 

MR  AS 

95 '.0 

Bor,  Motol,  Round,  Stool.  Corbon.  1045  USER-ME  Ml  REV-AR  AT  09  IS . 

MS-500109 

MR 

05  Mar 

87 

MR  AS 

9510 

Bor,  Motol.  Round.  Stoul.  Corbon.  1141  USER-ME  Ml  RFV-AR  AT  99  IS . 

MS-500110 

MR 

05  Mor 

87 

MR  AS 

9510 

Bor,  Motol.  Souoro.  Stool.  Carbon.  1018  USER-ME  Ml  REV-AR  AT  99  is  . 

MS-500113 

MR 

05  Mar 

87 

MR  AS 

9510 

Bor,  Metol,  Squore,  Alloy  Steel  4130  Chrome  Molybdenum  (Aircroft  Quolity 

MS-14295 

AS 

09  Oct 

84 

MR  AS 

99 

USER-MC  OS  REV-84  IS 

9510 

Bor,  Molol,  Squoro,  Stool.  Carbon,  1020  USER-ME  Ml  REV-AR  AT  99  IS  . 

ms-500114 

MR 

87 

MR  AS 

9510 

Bor,  Metol,  Square,  Tool  Steel.  Type  M2 . . . 

MS-500140 

MR 

23  Jun 

87 

MR  SH 

n 

9510 

“  Metol,  Squore.  Tool  Steel.  Type  T1 . . . . . . 

MS  500141 

MR 

23  Jun 

87 

MR  SH 

11 

9510 

Bor,  Molol,  Souare.  Stool.  Carbon.  1035  USER.MF  Ml  REV-AR  AT  99  IS  . 

MS-500115 

MR 

87 

MR  AS 

9510 

Bor.  Motol.  Souoro.  Alloy  Sloo'  E4340  SJV-EA  ER  Ml  IS .  . 

MS-14530 

AS 

21  Dec 

87 

MR  AS 

99 

9510 

Bor,  Metol.  Square.  Corrosion  Resiitont.  Type  302  RPV.84  I.*;  . 

M5-14440 

AS 

28  Feb 

85 

MR  AS 

99 

9510 

Bor,  Metol,  Squore,  Corrosion  Resistont,  Type  304  REV-84  IS . . . 

MS-14441 

AS 

28  Feb 

05 

MR  AS 

99 

9510 

Bor,  Metol,  Squore,  Corrosion  Resistant,  Type  316  REV'84  IS . 

MS-14442 

AS 

28  Feb 

85 

MR  AS 

99 

9510 

Bor,  Molol,  Square,  Corrolion  Roiillont,  Typo  321  REV-84  IS  . 

MS-14443 

AS 

28  Feb 

85 

MR  AS 

99 

9510 

Bor,  Metol,  Square,  Corrosion  Resistant,  Type  410  R6V-84  IS . 

MS-14444 

AS 

28  Feb 

85 

MR  AS 

99 

9510 

Bor,  Motol,  Squoro.  Stool.  Corbon.  1045  USER-ME  Ml  REV-AR  AT  99  IS  . 

MS-500116 

MR 

05  Mor 

87 

MR  AS 

9510 

Bor,  Metol,  Square,  Corrosion  Resistant  Steel,  Type  303  . . . 

MS-500131 

MR 

21  Apr 

87 

20 

9510 

Bor,,  Motol,  Square,  Corrolion  Roiillont  Stool,  Type  303  SE . 

M5-500132 

MR 

21  Apr 

87 

20 

9510 

Bor,  Oelogon,  Tool  Stool,  Type  01  REV-AR  EA  Ml  84  IS . 

MS-52076 

MR 

31  Jul 

85 

MR 

99 

9510 

Bor,  Octagon,  Tool  Steel,  Typo  SI  REV-AR  EA  Ml  84  IS . 

MS-52077 

MR 

31  Jul 

85 

MR 

99 

9510 

Bor,,  Octagon,  Tool  Stool,  Typo  S5  REV-AR  EA  Ml  84  IS . 

MS-52078 

MR 

31  Jul 

85 

MR 

99 

9510 

Bor,  Octagon,  Tool  Stool,  Typo  W1  REV-AR  EA  Ml  84  IS . 

MS-52086 

MR 

31  Jul 

85 

MR 

99 

9510 

Bor,  Roctonoulor  Tool  Steel.  Typo  01  REV-AR  EA  Ml  84  IS  . 

MS-52065 

MR 

31  Jul 

85 

MR 

99 

9510 

Bor.  Roctonoulor.  Tool  Stool.  Type  02  REV-AR  EA  Ml  84  IS . . 

MS-52066 

MR 

31  Jul 

85 

MR 

99 

9510 

Bor.  Reclonoulor.  Toolilool.  Type  D  3  REV-AR  EA  Ml  84  IS . . . 

MS-52067 

MR 

31  Jul 

85 

MR 

99 

9510 

Bor,  Rectangular,  Tool  Stool,  Typo  SI  REV-AR  EA  Ml  84  IS . 

MS-52068 

MR 

31  Jul 

85 

MR 

99 

9510 

Bar,  Round  Tool  Steel,  Type  06  REV-AR  EA  MI  84  IS  . 

MS-52064 

MR 

31  Jul 

85 

MR 

99 

9510 

Bor,  Round  Tool  Steel,  Type  A2  REV-AR  EA  MI  84  IS . 

MS-52058 

MR 

31  Jul 

85 

MR 

99 

9510 

Bor,  Round  Tool  Steel,  Type  01  REV-AR  EA  Ml  84  IS  . 

MS-52060 

MR 

31  Jul 

85 

MR 

99 

9510 

Bor,  Round  Tool  Stool,  Type  02  REV-AR  EA  Ml  84  IS  . 

MS-52061 

MR 

31  Jul 

85 

MR 

99 

9510 

Bor,  Round  Tool  Sleel,  Typo  S5  REV-AR  EA  Ml  84  IS  . 

MS-52062 

MR 

31  Jul 

85 

MR 

99 

9510 

Bor,  Round  Tool  Stool,  Typo  02  REV-AR  EA  Ml  84  IS . 

MS-52063 

MR 

31  Jul 

85 

MR 

99 

9510 

Bor,  Round.  Sleel,  Corbon.  Medium  USER-AS  REV-AT  Ml  84  IS..  . 

MS-90499 

YD 

29  Jan 

85 

MR  YD 

9P 

9510 

Bor.  Round.  Tool  Stool.  Type  H21  REV-AR  EA  Ml  84  IS . 

MS-52059 

MR 

31  Jul 

85 

MR 

99 

9510 

Bor.  Round.  Tool  Steel.  Type  W1  REV-AR  EA  Ml  R4  IS 

MS-52079 

MR 

31  Jul 

85 

MR 

99 

9510 

Bor.  Round.  Tool  Stool.  Typo  W2  REV-AR  EA  Ml  84  IS .  . 

MS-52080 

MR 

31  Jul 

85 

MR 

99 

9510 

Bor.  Square.  Stool.  Carbon.  Medium  USER-AS  REV-AT  Ml  84  IS  . 

MS-90502 

YD 

29  Jon 

85 

MR  YD 

99 

9510 

Bor,  Square,  Tool  Sleel,  Type  W2  REV-AR  EA  Ml  84  IS  . 

M5-52084 

MR 

31  Jul 

85 

MR 

99 

9510 

Bor,  Squore,  Tool  Sleel,  Type  01  REV-AR  EA  Ml  84  IS  . 

MS-52069 

MR 

31  Jul 

85 

MR 

99 

9510 

Bor,  Squore,  Tool  Steel,  Type  02  REV-AR  EA  Ml  84  IS  . 

MS-52070 

MR 

31  Jul 

85 

MR 

99 

9510 

Bor,  Souare.  Tool  Steel.  Type  S5  REV-AR  EA  Ml  fll  tS  -  ,  , 

MS-52071 

MR 

31  Jul 

85 

MR 

99 

9510 

Bor,  Steel  Forgings  &  Rings,  Corrosion  Resistant  9  OMN  -  20CR  •  6.5NI  -  0.27N 

AMS  56S6A-78 

n 

88 

MR  AS 

11 

•  15  Apr  78  Vatidafed  Mar  88 

NOTICE  1 

9510 

Bor,  Sleel,  And  Eorgingl,  Corr  lion  And  Moderate  Hoot  Reiiitonl  13CR  (0  30  - 

AMS  5620C-76 

20 

31  Mar 

80 

MR  AS 

20 

0  40C)  (Soe  51420F)  Free-m  .hlninq  -  1  Jul  1976 

9510 

Bor,  Sleel,  Forgingi  &  Tubing  0  80CR  -  0  85  Ni  -  0.20MO  -  0  04V  -  0,003B 

AMS  6422E-79 

20 

15  Mar 

88 

MR  AS 

20 

(0.38  -  0.43C)  (Modified  98BV40)  -  15  Oct  79  Validated  Mar  86 

NOTICE  2 

9510 

Bor,  Stool,  Forging,  t,  Tubing  0.88CR  -  1.8F'I  -  0.42MO  -  008V  (0.28  •  0.33C) 

AMS  6427F-79 

20 

27  Fob 

81 

MR  AS 

20 

15  Ocl  79 

9510 

Bor,  Slool,  Forgingi,  Tubing,  8,  Ringi  0.78CR  -  1  BNI  -  0.35MO  -  0.20V  (0.32  • 

AMS  6430C-80 

20 

15  Mor 

88 

MR  AS 

20 

0.38C)  Speciol  Grode  •  15  Jon  80  Validated  Mar  88 

NOTICE  1 

9510 

Bor,  Sleel,  1.0CR  •  0.20MO  -  0.015TE  (0.39  -  0.48C)  Die  Drown,  130,000  Pii 

AMS  6378C-83 

20 

01  Sep 

83 

MR  AS 

20 

(895MPA)  Yield  Strength  Free  Machining  (4U2H  Modified)  -  1  Apr  83 

9510 

Bon  8,  Forgingi  Sleel  5.0CR  -  1.3MO  -  0.50V  (0.38  -  0.43C)  Premium  Quality, 

AMS  6487E-77 

20 

08  Jul 

71 

MR  AS 

20 

Consumoble  Electrode  Vocuum  Melted  •  15  Jon  77  Validated  May  84 

9510 

Bon  8.  Forgingi  Sleel  5  OCR  -  1.3MO  -  0.50V  (0  38  -  0.43C)  -  15  Jon  77 

AMS  6485D  77 

20 

08  Jul 

77 

Ml’  AS 

20 

Validated  May  64 
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PREP 
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CUSTODIAN 

9510 

Ion  &  Forgingi  SImI,  4.0  Cr  •  4.25MO  -  1.0V  {0.77  ■  0.85C)  Pr»mlum  tMring 
Quality,  Coniumablt  Eloclrodt  Vacuum  Maittd  -  15  Doc  74  Validaltd  Apt  St 

AMS  6490C-74 

20 

12  Stp 

75 

MR  AS 

20 

9510 

Bart  &  Fargirtgi,  Sttal,  Carratlon  ftttitlanl  17CR  •  7NI  .  1A1  ■  30  Jan  74 
Validaltd  Mar  88  REV-MI 

AMS  5644C-74 

NOTICE  1 

11 

04  Mor 

88 

MR  AS 

11 

9510 

ftori  Alloy  &  Forgings.  Corrosion  &  Hoot  Rtsistonr  Nickol  6as«  •  12.5CR  • 

5.8MO  •  2.9TI  ■  34FE  Consumoblt  Eltctrodt  Or  Vocuum  Induction  Mclttd 

1750F  (954.4C)  Solution  •  30  Jun  74  Votidattd  Apr  81 

AMS  5661B-74 

20 

15  Ju' 

75 

MR  AS 

20 

9510 

Sors  Alloy.  Forgings,  &  Rings.  Corrosion  &  Hoot  Rosistant  Nicktl  Boso  •  IS^CR 
-  16MO  -  4W  -  6FE  Solution  Trootod  •  Validated  Mar  $S 

AMS  5750B-74 

NOTICE  1 

20 

15  Mor 

88 

MR  AS 

20 

9510 

Bars  And  Shopts,  Stoinloss  And  Hoat-rosisting  Stool.  For  Uso  In  ftoifort  And 

Othor  Prossure  Vossois  -  26  Aug  87 

ASTM  A479/A479M-87B  YD 

20  Nov 

87 

MR  YD 

9510 

Bars  Forgings  &  Tubing  •  4.1CR  4.2MO  l.OV  (0.80-0.85C)  Pfomium  flooring 
Quolity.  Doubto  Vocuum  Moltod  •  15  Jon  76  Validated  May  83 

AMS  6491-76 

20 

01  Apr 

77 

MR  AS 

20 

9510 

Bars  Stool  &  Forgings.  Corrosion  &  Hoot  Rosistant  13.5CR  •  26Nt  •  3MO  • 

1.8T)  •  15  Mor  66  Volidatad  Mar  88 

AMS  5733D-66 

NOTICE  1 

11 

01  Mar 

86 

MR  AS 

11 

9510 

Bart  St«l  And  Forgingt,  Corratian  &  Modtrat.  Htat  R.titlont  12.5CR  ■  0.75NI 
.  1.0MO  .  1.0W  .  0.24V  .  15  Jan  77  Validatad  May  S3 

AMS  56S5A-77 

20 

08  Jul 

77 

MR  AS 

11 

9510 

Bart  StMl,  Fargingt,  Tubing,  8,  Ringt,  Carrotian  R.titlant  1 1.8CR  -  2.5NI  - 
1.8MO  -  0.33V  (0.08  ■  0.15C)  •  1  Nov  70  Validaltd  Apr  81 

AMS  5718-70 

20 

15  Nov 

74 

MR  AS 

20 

9510 

Bars  Stool,  Forgings.  Tubing,  fli  Rings.  Corrosion  Rosistant  11.8CR  •  2.5NI  • 

1.8MO  •  0.33V  (0.08  •  0.15)  Prornlum  Quality,  Vacuum  Consumoblo  Eloctrodo 
Moltod  •  1  Nov  70  Validatad  Apr  8 1 

AMS  5719-70 

20 

15  Nov 

74 

MR  AS 

20 

9510 

Bors  Stool.  Forgings.  &  Tubing  1.05  Cr  •  0.35NI  •  1.0MO  •  0.111  (0.43  • 

0.49C)  •  15  May  73  Validatad  Apr  61 

AMS  6432A-73 

NOTICE  2 

20 

15  Jul 

75 

MR  AS 

20 

9510 

Bart  StMl,  Forgingt.  8,  Tubing  0.50CR  -  1.8NI  -  0.2SMO  (0.17  -  0.23C)  (Sot 
4320H)  ■  15  Otc  74  Validaltd  Apr  81 

AMS  6299B-74 

20 

12  Stp 

75 

MR  AS 

20 

9510 

Sort.  Billots  fli  Forgings.  Stoinloss  &  Hoot  Rosistlng,  Gonorol  Roquiromonts  For  > 

29  Jan  1988  USER-AR  AS  SH  REV-MI  OS  99  IS 

ASTM  A484/A484M-88 

MR 

08  Mar 

88 

MR  YD 

11 

9510 

Bars,  Billots  &  Forgings.  Stoinloss  &  Hoot-roslstlng,  Gonorol  Roqulremonts  For  • 

27  Mar  1987  USER-AR  AS  SH  REV-MI  OS  99  IS 

ASTM  A484/A4S47-87 

•MR 

03  Jun 

87 

MR  YD 

20 

9510 

Bart,  Forging,  &  Ringt,  15CR  5NI  4CU  •  1  Jul  76  Validaltd  May  83 . 

AMS  5658-76 

20 

35  Mar 

77 

MR  AS 

20 

9510 

Bort,  Forgingt  8,  Ringt,  15CR  Ni  0.33(CB  Plut  To)  4CU,  Con.  EUct.  Mellsd  1 

Jul  76 

AMS  5659C-76 

20 

25  Mor 

77 

MR  AS 

20 

9510 

Bors.  Forgings  &  Tubing.  Witriding  •  l.tCR  3.5NI  0.25MO  1.25A1  (0.21-O.36C) 

•  15  Jun  75  Validatad  May  84 

AMS  6475D-75 

20 

25  Mor 

77 

MR  AS 

20 

9510 

Bors.  Forgings.  &  Tubing  Stool  1.45CR  (0.95  -  1  IOC)  (Soo  52100)  P'omium 

Quolity  -  15  Nov  72  Validatad  Apr  81 

AMS  6447B-72 

20 

15  Jul 

75 

MR  AS 

20 

9510 

Bart,  Forgingt,  Mtch.  Tubing  ■  0.43CR  -  0.30NI  •  0.12MO  •  0.003  (0.38  - 
0.43C)  81B40  -  1  Jun  74  Validaltd  Apr  81 

AMS  6321B-74 

20 

15  Jul 

75 

MR  AS 

20 

9510 

Bart,  Fargingt,  Mtch.  Tubing  0.88CR  1.8NI  0.42MO  0.08V  (0.28  •  0.33C), 

Prtmium  Quolity,  Con.  CItct.  Mtittd  •  15  Jon  76  Validaltd  May  84 

AMS  641  IB-76 

20 

25  Mor 

77 

MR  AS 

20 

9510 

Bors.  Forgings.  Extrusions.  &  Rings  -  22CR  12.5NI  5MN  2.2MO  0.20CB  0.3ON 
0.20V  -  15  Jon  76  Validatad  May  84 

AMS  5764A-76 

20 

25  Mor 

77 

MR  AS 

20 

9510 

Forgings.  &  Tubing  1.6SI  0.82CR  1.8NI  0.40MO  O.OBV  (0.40  -  0.45C). 
Promium.  Con.  Eloct.  Moltod  «  15  Jon  76  Validatad  May  84 

AMS  64198-76 

20 

35  Mor 

77 

MR  AS 

20 

9510 

Bars,  Stool.  &  Shopos.  Corbon  Rollod  From  (T)  Roils,  Standard  Spocificotion  For 
•  31  Jul  81  USER-ME  REV-lS 

ASTM  A499-81 

YD 

16  Aug 

85 

MR  YD 

9510 

Bors.  Stool.  Carbon  flt  Alloy,  Hot  Wrought  fli  Cold  Finishod,  Gonorol 

Roquiremonts  For  •  27  Doc  85 

ASTM  A29/A29M-85B 

MR 

01  Apr 

86 

MR 

20 

9510 

Bors,  Stool.  Carbon.  Morchont  Quolity,  Mochonlcol  Proportios  •  29  Mor  1985 
REV-IS 

ASTM  A663-65 

MR 

14  Jon 

86 

MR 

20 

9510 

Bars,  Stool,  Corbon,  Hot  Wrought,  Spociol  Quality,  Mochonlcol  Proportios  •  29 

Mor  1985  REV-IS 

ASTM  A675-85 

MR 

14  Jon 

86 

MR 

20 

9510 

Bart,  StMl,  Fargingt,  8,  Ringt  0.50  Cr  •  0.5SNI  -  0  20MO  (0.28  ■  0.33C)  ($AE 
8630)  -  16  Oct  78 

AMS  62B0G-78 

20 

01  Oct 

82 

MR  AS 

20 

9510 

FrM  Machining  Stainitti  &  Htat  Rttitting  Stttl  Bart,  Hat  Rolltd  Or  Cold 

Finithtd  -  26  Stp  80  Validaltd  Jan  87  USER-AR  REV-MI  OS  IS 

ASTM  A582-80 

NOTICE  1 

MR 

14  Jon 

87 

MR  SH 

20 

9510 

Iron  Boso  Sintorod  Motol  Bors  (Oil  Imprognotod)  Validatad  Fab  85  USER*MI  ME 
REV-MR 

Mll-l-50711 

AR 

15  Dec 

70 

AR 

99 

9510 

Iron.  Commorciolly  Puro  Hot  Rollod.  Annooled  •  30  Jun  74  Validatad  Mor  88 
REV-MI 

AMS  7706A-74 

NOTICE  1 

11 

15  Ma.’ 

88 

MR  AS 

11 

9510 

Iron,  Cammtrcialiy  Purt  Hot  Rolltd,  Unonntoltd  -  15  Sep  57  Validaltd  Mar  88 

AMS  7707-57 

NOTICE  1 

11 

15  Mor 

88 

MR  AS 

11 

9510 

Iron,  Commorciolly  Puro  Hot  Rollod.  Unonnoolod  •  1  Jul  87 . 

AMS  7707A-87 

11 

17  Mar 

89 

MR  AS 

n 

9510 

Low  Corbon  Chromium  Stool  Bars,  Rods  fli  Forgings  (Issuo  Controllod  Roquosfs 

By  Othor  Thon  Ood  Activitios  Must  Bo  Submittod  Via  Tho  Proporing  Activity 

Of  The  Spec.) 

MIL-L-24128C 

SH 

26  Dec 

84 

SH 

9510 

Shod,  StMl,  SAE  5140,  5145,  8,  5150  Htot  Trtatmtnt  Of . 

Mll-STD-1867 

AT 

13  Jon 

83 

AT 

9510 

Sttt  8or  Wirt,  Shopt  8.  Forging,  Corrotion  Rttitting  USER-MC  REV-AT  Ml  ME 

AR  OS  YD  IS 

QO-S-763E 

NOTICE  1  (SH) 

/AS 

31  Jui 

86 

MR  AS 

20 

9510 

Sitoi  &  HY-TCC)  8uf»,  Al'o/  RCV-SS  . 

A*.!t  S  21952D 

S“ 

in 

AO 

SH 

9510 

StMl  Alloy  Corburizing,  Bart  And  Billtit,  Stttl  Nicbtl-chromium  (3310,  3316 

And  9310),  Aircraft  Quality  Validaltd  Mar  88  USER-/.R  REV-MR  Ml  99 

MII-S-7393C 

NOTICE  1 

11 

04  Mor 

88 

AV  AS 

11 

9510 

Stool  Alloy,  Corburiting,  Bors  And  Forgings,  Stool.  Nlckol-chron^um  (3310, 

3316,  And  9310),  Promium  Quolity  Validatad  May  85  REV-AV  Ml  99 

MIL-S-83030A 

20 

28  Aug 

68 

MR  AS 

20 

9510 

StMl  Bor  8i  Forging  Corrotion  8i  M^trolt  Htat  Reiltlont  16.5CR  2.9MOOION 
Equoliztd  &  Ovtf  Ttirptrtd  1  Apr  81 

AMS  57458-81 

20 

30  Oct 

81 

20 

9510 

Stool  Bor  (Low  Exponsion,  Froo  Cutting,  36  Porcont  Nickol).  REV-MR  Mt  AS  99 

84 

MIL-S-16598B  (1) 

OS 

24  Sep 

86 

ME  OS 

20 

9510 

9510 

Stool  Bor  For  Profoctil*  Stock  Validatad  jan  81 .  . 

Stool  Bor  For  Projoctito  Slock  Validatad  Apr  80 . . . . 

MIL-S-46070  (2) 
MII-S-43A  (2) 

AR 

AS 

17  Jon 
30  Aug 

75 

52 

AR 

AS 

9510 

Stool  Bor,  And  Wire.  (455)  Corrosion  Rosistant.  Procipitotion  Hordoning 

Validatad  Jul  87 

MII.-S-83311 

NOTICE  1 

20 

11  Ftb 

71 

20 

934 


FSC  USTING 


DOCUMENT 


FSC 

TITIE 

NUM8ER 

PREP 

DATE 

CUSTODWN 

9S10 

StttI  ftor,  Corbon,  Cold  Finlihtd,  Standard  Quoilty  •  31  Jul  81 . . 

ASTM  A10S-81 

MR 

28  Apr 

82 

MR  SH 

11 

9S10 

StMl  Bor,  Forgingi,  &  Tubing  0  80CR  -  1.8NI  -  0.35MO  -  0.20V  (0.33  -  0.38C) 

■  15  Apr  80 

AMS  6428C-80 

20 

27  Ftb 

81 

MR  AS 

20 

9510 

Stool  Bar,  Forgingi,  Tubing,  &  RIngi,  Corroiion  &  Hoot  Roiiitont  17CR  •  12NI  • 
2.5MO,  Solution  Hoot  Troatod  (SAE  30316L)  >  1  Oct  62  Volifiat^d  May  84 

AMS  56538-82 

20 

01  Stp 

83 

MR  AS 

20 

9510 

Stool  Bor,  Forgingi,  Tubing,  &  Rings,  Corroiion  &  Modoroto  Hoot  Roitstont 

12CR,  Forrito  Controllod,  Annoalod  (SAE  51410)  Annoolod  >  1  Oct  82 

Validot^d  May  84 

AMS  5612C-82 

20 

01  S*p 

83 

MR  AS 

20 

9510 

Stool  Bor.  Forgingi,  &  Tubing  1.05CR  •  0.55NI  •  1.0MO  •  0.11  (0.45  -0.500 
Promium  Quolity,  Coniumoblo  Eloctrodo  Vacuum  Moltod  •  15  Jon  80 

AMS  6431F-80 

20 

27  Fab 

81 

MR  A3 

20 

9510 

Stool  Bor,  Forgingi,  8i  Tubing  0.80CR  1.8NI  •  0,25MO  (0.49  *  0.S5C)  •  15 

Jon  80 

AMS  6424A-80 

20 

27  Ftb 

81 

MR  AS 

20 

9510 

Stool  Bor,  Roforging  Stock,  And  Mochonicol  Tubing,  4340M,  High  Ouolity 

Vatldaftd  May  80 

MIL-S-83135 

20 

30  Apr 

68 

20 

9510 

Stool  Bor,  Roforging  Stock,  And  Mochonicol  Tubing,  Low  Alloy,  Promium 

Quality  REV-MI 

MIL-S-S844D 

AS 

30  Jun 

87 

Ml  AS 

30 

9510 

Stool  Bor,  Rod  &  Forging,  Auitonitic,  Corroiion  Roititont,  Procipitotton 

Hordoning  (Sub]  Spoc  Export  Control  8  Eo  Troni  To  Forolgi^  Govt/notionoli 
Modo  Only  W/prior  Approvol  Of  Novioo  Syi  Comd) 

MIL-S-245S08 

SH 

21  Dec 

84 

SH 

9510 

Stool  Bor,  Wiro,  Forging  Stock,  Forgingi,  Mochonicol  Tubing,  (431)  Promium 
Quolity  Vo/fdbMd  Apr  SO  REV-IS 

MIL-S-8967 

AS 

01  Mar 

68 

AS 

20 

9510 

Stool  Bon  &  Fo'gingi,  Corroiion  &  Modoroto  Hoot  Roiiitont  12.CR  >  low 

Corbon  (Soo  51416,  51416F)  Froo  Mochining  •  1  Jul  82 

AMS  5610K-82 

11 

17  Mor 

89 

MR  AS 

11 

9510 

Stool  Bon  &  Forgingi  NickoUhromium-molybdonum  •  liiuo  Controllod  (Roquoiti 

By  Othor  Thon  Ood  Activitioi  Must  Bo  Submittod  Vio  Novol  Soo  Syi  Com. 

Soo  09B2) 

MIL-S-2453S8  (2) 

SH 

05  Mor 

87 

SH 

9510 

Stool  Bon  &  Forgingi,  Moroging  2.0CR  •  10NI  -  8.0CO  •  1.0MO  (0.10  • 

0.14C)  Ooublo  Vocuum  Moltod,  Solution  Hoot  Trootod  •  1  JAN1^6 

AMS  6S43A-86 

20 

01  Aug 

86 

MR  AS 

20 

9510 

Stool  Eon  &  Forgingi,  Corroiion  Roiiitont  12CR  •  6.5NI  •  1.2TI  •  2.0CU 

Vocuum  Induction  Plus  Vocuum  Coniunvoblo  Eloctrodo  Moltod  Solution  Hoot 
Troatod,  Procipitotion  Hordonoblo  -  1  Jut  88 

AMS  5617F-88 

11 

17  Mor 

89 

MR  AS 

11 

9510 

Stool  Bon  &  Forgingi,  Corroiion  Roiiitont  17CR  -  0.52MO  (0.95  •  1.20C)  (Soo 
51440C)  1  Jul  87 

AMS  S630F-87 

11 

17  Mor 

89 

MR  AS 

11 

9510 

Stod  Bon  &  Forgings,  Corrosicn  8  Modoroto  Hoot  Trootod,  170,000  Pii  (1170 
Mpo)  Toniilo  Strongth  -  1  Jul  87 

AMS  S744C-87 

11 

17  Mor 

89 

MR  AS 

11 

9510 

Stool  Bon  8  Forgingi,  Corroiion  8  Modoroto  Hoot  Roiiitont,  1K.5CR  -  4.5NI  • 
2.9MO  •  0.10N  Solution  Hoot  Trootod,  Sub  Zoro  Coelod,  Equolitod,  8  Ovor 
Tompor  •  1  Apr  81 

AMS  5743E-8I 

20 

30  Oct 

81 

MR  AS 

20 

9510 

SimI  Ban  &  Forging.,  Corroiion  Roiiilonl  18CR  •  9NI  (303FB)  Froo  Machining 
•  15  Jan  81 

AMS  56358-81 

20 

30  Oct 

81 

MR  AS 

20 

9510 

Stool  Bon  8  Forgingi  0.25MO  (0.35  •  0.40C  (SAE  4037)  -  15  Oct  79 

Vali</atirtl  Mar  88 

AMS  63008-79 
NOTICE  1 

20 

15  Mor 

88 

MR  AS 

20 

9510 

Stool  Bon  And  Forgingi  Corroiion  Roiiitont  (iiiuo  ControUod-roqiti  By  Othor 

Than  Ood  Activitioi  Muit  Bo  Submittod  Vio  Tho  Proporing  Activity  Of  Tho 

Spoc.)  REV-IS 

MIL-S-23195D  (1) 

SH 

13  Apr 

84 

SH 

9510 

Stool  Bon  And  Forgingi,  Carburizing  1.8NI  •  0.25MO  (0.17  •  0.32C)  (SAE 

4620  •  1  Oct  1985 

AMS  6294F-85 

20 

01  Aug 

86 

MR  AS 

20 

9510 

Stool  Con  And  Forging  Stock  (4330)  Vonodium  Modiftod,  Aircroft  Quolity 
Vahdatad  Aug  85  REV-IS 

MII-5-8699A 

AS 

22  Jul 

57 

MR  AS 

20 

9510 

Stool  Bon  And  Forgingi,  Moroging  2.0CR  •  10NI  -  8.0CO  •  1.0MO  (0.10  - 
O.UC)  Ooublo  Vocuum  Moltod,  Solution  Hoot  Trootod 

AMS  6Si3A-85 

20 

01  Aug 

86 

MR  AS 

20 

9510 

Stool  Bon  And  Forgingi,  Corriiion  Roiiitont  17CR  -  0.05MO  (0.95  •  1.20C) 

(Soo  51440F)  Froo  Machining  •  1  Jul  1976 

AMS  5632D-76 

30 

31  Mar 

SO 

MR  AS 

20 

9510 

Stool  Bon  And  Forgingi,  lo'v  Alloy,  Hoot  Roiiitont  0.63St  *  1.25CR  -  0.50MO  • 
0.B5V  (0.25  -  0.30C)  -  16  Jul  79 

AMS  6303C-79 

20 

31  mor 

60 

MR  AS 

30 

9510 

Stool  Bon  And  Forgings,  Corroiion  Roiiitont  18  Cr  •  9.5NI  •  0.50MO  -  0.60A1 
Froo  Mochining,  Swaging  Or  Upiotting  •  16  Jul  \979 

AMS  S638A-79 

20 

31  Mar 

80 

MR  AS 

20 

9510 

Stool  Bon  And  Forgings,  Corroiion  Roiiitont  16CR  •  9.0NI  (Soo  30303, 

30303SE.  30303MO0}  Froo  Mochining  •  16  Jul  1979 

AMS  5640M-79 

11 

31  Mar 

80 

MR  AS 

11 

9510 

Stool  Bon  And  Forgings  5.0CR  •  1.3MO  •  0.50V  (0.38  -  0.43C)  Promium 
Aircroft-quolity  •  1  Jon  1985 

AMS  6488D-85 

20 

01  Aug 

86 

MR  AS 

20 

9510 

Stool  Bon  Corrosion  Roiiitont  18CR  •  9.0NI  (Soo  30302}  Cold  Drown,  100,000 

Pii  (690  Mpo)  Toniilo  Strongth  •  1  Oct  81 

AMS  5636C-81 

20 

01  Oct 

82 

MR  AS 

20 

9510 

Stool  Bon  Toioroncoi  Low-olloy  •  1  Jan  1983 . 

AMS  2251F-83 

MR 

36  Jul 

84 

MR  AS 

21. 

9510 

Sinl  Bor.  0.90  ■  1.30C  -  1  Oct  81  ValidrUd  Aor  83 . 

AMS  S132F-81 

20 

01  Oct 

82 

MR  AS 

20 

9510 

Stool  Bon  0.95CR  •  0.20MO  (0.38  -  0.43C)  (Soo  4140}  Spoctol  Aiixnrft  Quolty 
Cloonlinoii  Normolizod  •  1  Apr  87 

AMS  6529-87 

11 

17  .Mor 

89 

MR  AS 

11 

9310 

Stool  Son,  Allojr,  ChtOtiiiwoi,  High  Cocbon  C5210C  (Aucroft  QwoMjr)  V'j/idbMd 

Jan  89  REV-MI  IS 

Mll-S-74208 

NOTICE  1 

20 

20  ;.w 

89 

MB  AS 

9510 

StMl  Bor.,  Alloy,  Cold-  Fini.h,d  -  37  F,b  1987  REV-AR  ME  99  IS . 

ASTM  A331-87 

MR 

15  May 

87 

MR  SH 

20 

9510 

Stool  Bon,  Alloy,  Stondord  Gordoi  •  29  Jon  1986  REV-IS . 

ASTM  A332-88 

MR 

13  Apr 

88 

MR  SH 

9510 

Stool  Son,  Silloti,  Forgingi,  Tubing,  (431)  Spocici  Quality  Volidatad  Apr  80 
REV-MI  WV  EA  IS 

MIL-S-187320 

AS 

01  Mor 

68 

MR  AS 

20 

9510 

Stool  Son,  Carbon  8  Alloy,  Hot-wrought  8  Cold-finiihod,  Gonorol  R*''uiromonts 
For  29  JUL88  USER-OS  SH  REV-IS 

ASTM  A29M-88 

MR 

06  Jon 

89 

MR 

11 

9510 

Stool  Bon,  Corbon,  Aiii  (1095),  Aircroft  Quolity  REV-MI  IS. . . . 

MIL-S-8559A  (1) 

AS 

06  Fab 

81 

AS 

•0 

9510 

Stool  Son,  Corbon,  Cold-finiihod,  Stondord  Quolity  •  31  July  1981  Validotad 

Mar  88  REV-AR  ME  OS  99  IS 

ASTM  A108-81RSS 
NOTICE  2 

MR 

21  Mar 

88 

,MR  SH 

11 

9510 

StMl  Son,  Carbon,  Hot  Rollod,  For  Cold  Shaping,  Including  Cold  Enlrution 
Volidottd  Jan  82  USER-OS  REV-MR  Ml 

MIL-S-11310E 

AR 

37  Fab 

76 

AR 

99 

9510 

Stool  Bon,  Carbon,  Morchont  Quality,  M-  Grodoi  •  29  Aug  1986  REV-AR  Ml 

991$ 

ASTM  A575-86A 

MR 

13  Fab 

87 

MR  SH 

30 

935 


FSC  LISTING 


DOCUMENT 


ESC 

TITLE 

NUMBER 

PREP 

DATE 

CUSTODIAN 

9S10 

Stwl  Bars.  Carbon.  Hot*  Wrought.  Speciol  Quolity  •  27  Fob  1987  REV>AR  Ml 

AS  OS  99  IS 

ASTM  A576.87 

MR 

16  May 

87 

MR  SH 

20 

9510 

Sttt)  Bors.  Co^n.  Hot'Wrought.  Special  Quolity  •  31  July  1987  REV>AR  Ml 

AS  OS  99  IS 

ASTM  A57647A 

MR 

17  Mar 

88 

MR  SH 

11 

9510 

Steel  Bars.  Carbon  &  Alloy.  KoNwrought  &  Cold  Finished.  General 

Requirements  For  •  31  July  1987  USER-OS  SH  REV-IS 

ASTM  A29/A29.87B 

•MR 

02  0*c 

87 

MR 

20 

9510 

Steel  Bars.  Chrome-vanadium  (6150)  (AtrcroFt  Quolity)  (Asg)  REV-MI  IS  ............ 

MIL  S  85038  (1) 

AS 

06  Jun 

83 

MR  AS 

20 

9510 

Steel  Bars.  Corrosion  Resistont  18CR  -  9.0Ni  (Soe  30302)  Solution  Heot 

Treated  &  Cold  Drown  100.000  Pst  (690  Mpa)  Tensile  Strenth  •  1  Oct  87 

AMS  5636D87 

n 

17  Mar 

89 

MR  AS 

n 

9510 

Steel  Bors.  Forgings.  Tubing.  And  Rings.  Corrosion  And  Moderote  Heot 

Resistant  12CR  -  0.12CB  (Soe  51410  Modifier".  Ferrite  Controlled  •  16  Jul 

1979 

AMS  5609A.79 

20 

31  Mar 

80 

MR  AS 

20 

9510 

Steel  Bors.  Forgings.  &  Tubing  1.0CR  (0.98  -  1.10C)  (Soe  511(X))  For  Beoring 
Applieotions  1  Oct  88 

AMS  5449C88 

11 

17  Mar 

89 

MR  AS 

11 

9510 

Steel  Bors.  Forgings.  Tubing  &  Rings.  Corrosion  &  Moderote  Heot  Resistont 

13CR  -  2.0NI  -  30W,  Annealed  -  1  Jul  82  Vandattd  May  83 

AMS  5616G.82 

20 

01  Ocl 

82 

MR  AS 

20 

9510 

Steel  Bors.  Forgings.  Tubing.  And  Rings.  Maroging  19NI  •  3.0MO  •  1.4TI  • 

0.10A1  Double  Vacuum  Melted.  Annealed  •  1  Jan  1985 

AMS  5519-85 

20 

01  Aug 

85 

MR  AS 

20 

9510 

Steel  Bars.  Forgings.  Tubing.  &  Rings.  (.OCR  -  7.5NI  •  4.5CO  •  1.0MO  •  0.09V 
•  (0.29  0.34C).  Premium  Aircroft  Quality.  Consumoble  Electror'e  Vocuum 

Mel  d.  Annealed  -  1  Jul  81 

AMS  5525881 

20 

30  Oct 

81 

MR  AS 

20 

9510 

Steel  bor».  Forgings.  Rings.  &  Extrusions.  Corrosiion  Resistont  13CR  •  8.0NI  • 
22MO  •  1.1A1  Vocuum  Induction  Plus  Vocuum  Consumoble  Electrode  Melted 
Solution  Heot  Treoted.  Precipitation  Hordenoble  •  1  Jon  1985 

AMS  5529C85 

20 

01  Aug 

85 

MR  AS 

20 

•9510 

Steel  Bors.  Forgings  &  Tubing.  Low  Alloy.  Heot  Resistant.  0.95CR  *  0.55MO  • 
0.30V  (0.40  •  0.50C)  -  1  Jan  88 

MAM  530488 

11 

17  Mar 

89 

MR  AS 

11 

9510 

Steel  Bors.  Forgings.  Tubing.  &  Rings,  Corrosion  Resistant  19CR  •  9.5NI  (Soe 

304L).  Solution  Heat  Treated  -  1  Jul  82 

AMS  5547E82 

20 

01  Oct 

82 

MR  AS 

20 

9510 

Steel  Bars.  Forgings.  &  Tubing,  0.50CR  •  0.12MO  (0.89  •  1.01C)  For  Bearing 
Applieotions  1  April  88 

AMS  647588 

11 

17  Mar 

89 

MR  AS 

11 

9510 

Ste^  Bars.  Forgings.  &  Tubing.  0.75SI-1.0CR-0.58MO{0.80-0.90C).  Vocuum 
Consumoble  Melted  -  15  Jon  78  Vattdatad  Jul  84 

AMS  54258-78 

20 

31  Aug 

78 

MR  AS 

20 

9510 

Steel  Bars.  Forgings.  &  Tubing.  060CR  (0.90  •  1.03C)  For  Beoring  Applieotions 

1  Apr  88 

AMS  547788 

11 

17  Mar 

89 

MR  AS 

11 

9510 

Steel  Bors.  Forgings.  &  Tubing  0.80CR  •  1.8NI  •  0.25MO  (0.38  •  0.43C  (SAE 

4340)  Vocuum  Consunsoble  Electrode  Remelted  •  1  Apr  1985 

AMS  6414E-85 

20 

22  Aug 

86 

MR  AS 

20 

9510 

SiMl  (on,  Forgingi,  &  Ttbing,  1.6SI  •  0.82CR  •  1.8NI  •  0.40MO  •  0.07V 
(0.414.44C)  Valldcttd  Mar  88 

AMS  6415881 
NOTICE  1 

20 

15  Mor 

88 

MR  AS 

20 

9510 

Steel  Bors.  Forgings.  And  Tubing  1.6SI  -  0.82CR  •  l.dNI  .  0.40MO  •  0.08V 
(0.38  •  043C)  Consumoble  Electrode  Remelted  •  1  Apr  1985) 

AMS  6417C85 

20 

01  Aug 

85 

MR  AS 

20 

9510 

Steel  Bors.  Forgings.  Tubing.  And  Rings  0.78CR  •  1.8NI  -  0.35MO  -  0.20V 
(0.33  >  0.38C)  Vocuum  Consumable  Electrode  Melted  •  1  Apr  1983 

AMS  6429C85 

20 

01  Aug 

85 

MR  AS 

20 

9510 

Steel  Bors.  Forgings.  8  Tubing  1.0CR  (0.98  -  1.10C)  (Soe  51100)  Consumoble 
Electrode  Vocuum  Melted  1  Oct  88 

AMS  6443E8e 

11 

17  Mor 

89 

Mk  AS 

11 

9510 

Steel  Bars,  Forgings,  &  Tubing  1  45CR  (0.98  •  I.IOC)  (Soe  52100)  For  Beoring 
Applications  1  Oct  88 

AMS  5440J-88 

11 

17  Mar 

89 

MR  AS 

11 

9510 

Steel  Bars.  Forgings.  And  Tubing  1,45CR  (0.98  -  I.IOC)  (SAE  52100)  Premium 
Airsroft<quolity,  Consumable  Electrode  Vocuum  Melted  •  1  July  1985 

AMS  54440-85 

20 

01  Aug 

85 

MR  AS 

20 

9510 

Steel  Bars.  Forgings,  And  Tubing  1.05CR  >  1.1MN  (0.92  •  1.02C}  (Modified 

51100}  Premtwm  Quolity.  Consumoble  Electrode  Vocuum  M^ted  •  15  Jon  79 
Valtdaftd  Mar  86 

AMS  64450-79 
NOTICE  2 

20 

15  Mor 

88 

MR  AS 

20 

9510 

Steel  Bors,  Forgings,  &  Tubing  1.0CR  (0.98  •  I.IOC)  (Soe  51100)  Electrodog 
Remelted  1  Oct  88 

AMS  6445C-86 

11 

17  Mor 

89 

MR  AS 

11 

9510 

Steel  Bors.  Forgings.  &  Tubing,  Corrosion  Resistant  14.5CR  -  4.0MO  •  1.2V  • 
(1.10-I.20C)  Premimum  Quality  For  Bearing  Applications,  Double  Vocuum 

Melted  •  1  Apr  81 

AMS  5749A.81 

20 

30  Oct 

81 

MR  AS 

20 

9510 

Steel  Bors.  Forgings.  &  Tubing.  Low-olloy.  Heot  Resistont  0.95CR  -  0.55MO  • 
0.30V  (0.40  -  0.50C)  1  Oct  88 

AMS  5304G88 

11 

17  Mor 

89 

MR  AS 

11 

9510 

Steel  Bors.  Forgings.  8  Tubing.  Corrosion  Resistont  14CR  -  2.1MO  -  0.30C8  • 
1.0V(U9/K'1.15C).  Premium  Aircroft  Quolity  For  Beoring  Applieotions,  Double 
Vocuum  Meltert  -  1  Jul  81  Volidotad  Mar  M 

AMS  S90081 

NOTICE  1 

20 

15  Mar 

88 

MR  AS 

20 

9510 

Steel  Bors.  Forgings,  8  Tubing.  Corburixing  1.2CR  •  3.2Ni  -  0.12MO  (0.07  • 

0.13C)  (SAE  9310)  -  1  Oct  1985 

AMS  5260K-6S 

20 

01  Aug 

85 

MR  AS 

20 

9510 

SImI  (on,  Forgingi,  &  Tubing  1.2CR  •  3.25NI  ■  0.12MO  (007  ■  0.13C)  (So* 
9310),  Prtmium  Aircraft  Quality,  Vacuum  Cantumabl*  Eltctrod*  lltnwlttd  ■  1 

Jul  82 

AMS  5255F82 

20 

01  Oct 

82 

MR  AS 

20 

9510 

St-«l  Sm,  fergings.  &  Tab'rtg  1  2CR  3.25N!  012MO{007  0.13C)  Sos 

9310  1  Jul  88 

AMS  5257C  98 

1? 

10  -Mar 

89 

MR  AS 

11 

9510 

Sl*d  (on,  F&rgingt,  And  Tubing  0.50CR  •  0.55NI  ■  0.20MO  (0.18  •  0.23C) 

(So*  »A20)  ■  15  Jan  79 

AMS  6274J-79 

20 

31  Mar 

80 

MR  AS 

20 

9510 

SKs.  R>s  '^orgings,  8  Tubing  0.50CR  -  0.55NI  •  0.20MO  (0.18-0.33C)  (Soe 
i  ;)  Consr.  \  ble  Electrode  Vocuum  Melted  1  >  ily  88 

AMS  6276F-88 

n 

17  Mor 

89 

MR  AS 

n 

9510 

SM  Ion,  Fot.;rgi,  8i  Tubing  0.50CR  ■  0.55NI  ■  0.20MO  (0.18  •  0-33C)  (So* 
8520)  Vocuum  Arc  Or  EI«ctroilog  R*m*ll*d  1  July  88 

AMS  6277D88 

11 

17  Mor 

89 

MR  AS 

n 

9510 

SMd  Ion,  Forgings,  &  Tubing  4.1CR  -  3.4NI  •  4.2MO  ■  1.2V  (0.11  •  0.15C) 
Rmnlum  Aircroft^quality  For  8«aring  Applieotions  OoubI*  Vacuum  M«lt*d  ■  1 

Oct  1985 

AMS  6278-85 

20 

01  Aug 

85 

MR  AS 

9510 

Steel  Bors.  Forgings.  8  Tubing.  Low-oltoy.  Heot-resistont  0.65SI  *  1.25CR  • 

0.50MO  •  0.25V  (0.28  -  0.33C)  1  April  88 

AMS  5302E88 

11 

17  Mor 

89 

MR  AS 

11 

9510 

$t**l  lors.  Forgings  And  Tubing  0.50CR  •  1.8NI  ■  0.25MO  (0.17  -  0.23C)  (SAE 
4320H)  ■  1  July  1985 

AMS  5299C-85 

20 

01  Aug 

86 

MR  AS 

20 

936 
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DAfE 
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9310 

$ttt)  ftors,  Forgingi,  &  Tubing,  Corroiien  &  H*ot  Ktiiilent  15CR  •  25.5NI  • 

1.2MO  •  2.1TI-  0.006B  .  0.30V  Coniumabtt  E!*ctro<l«  Mtittd  1630  D«g.  F 
(900  D*g.  C)  Solution  &  PrtcipitoHon  Htof  Trootod  •  1  Apr  1985 

AMS  3737K-8S 

20 

01  Aug 

86 

MR  AS 

20 

9310 

Stool  6ort,  Forgings,  &  Rings,  Corrosion  &  Modoroto  hoot  Rosistont,  14.5C  • 

6.5NI  •  0.72TI  Solution  Hoot  Trootod  &  Morogod,  180, (XX)  PSI  (1241  Mpo) 
Tonsilo  Strongth  •  1  Apr  81 

AMS  37398-81 

20 

30  Oct 

81 

MR  AS 

11 

9310 

Stool  8ors,  Forgings,  And  Tubing,  Low^oiloy,  Hoot>rosistont  0.95CR  •  0.55MO  > 

0  30V  (0.40  •  0.50C)  Vocuum  Arc  Romoltod  -  1  Oct  1985 

AMS  6303A-83 

20 

01  Aug 

86 

MR  AS 

20 

9310 

SimI  San,  Forgingi,  &  Ring  0.93CR  •  0.2OMO  (0.28  -  0.33C)  (So#  4130)  ■  1 
Jul76 

AMS  6370H-76 

20 

01  Oct 

82 

MR  AS 

20 

9310 

Stool  Son,  Forgings,  &  Rings,  Corrosion  Rosistont  15CR  -  20CO  •  2.8MO 

Solution  Hoot  Trootod  •  1  Apr  81 

AMS  3761A-81 

NOTICE  1 

20 

15  Mor 

88 

MR  AS 

20 

9310 

Stool  8ors,  Forgings,  &  Tubing,  8i  Rings,  Corrosion  Rosistont  15CR  *  6.5NI  • 
0.75MO  •  0.50  (Cb  oo  To)  •  1.5CU  Solution  Hoot  Trootod  1  Oct  87 

AMS  37638-87 

11 

17  Mor 

89 

MR  AS 

11 

9310 

Stool  Bors,  Hoot  Trootod  (For  20MM  And  30MM  Aircraft  Gun  Bmt^s) 

Validotfd  Apr  82 

MIL-S-21136A 

OS 

07  Jul 

73 

OS 

9310 

Stool  Bors,  Rods,  A  Forgings,  High  Corbon,  Mortonsitic,  Corrosion  Roslsting 
(Issuo  Control  To  Othor  Than  DOD  Roq  Prior  Appr  Of  NAVSEASYSCOMD) 

MIL-S-24338A 

SH 

23  Nov 

83 

SH 

9310 

Stool  Bors,  0.95CR  •  0.20MO  (0.28  •  0.33C)  (Soo  4130)  Spociol  Aircraft 

Quoity  Cloonlinoss  Normolizod  •  1  Apr  87 

AMS  632847 

11 

17  Mor 

89 

MR  AS 

11 

9310 

Stool  For  Cold  Hooding  &  Cold  Forging  Wiro,  Stoinloss  &  Hoot  Roststlng  •  27 

Fob  1987  USER-SH  REV-AR  IS 

ASTM  A493-87 

MR 

15  Moy 

87 

MR 

9310 

Stool  0.95CR  •  0.2MO  (0.40  •  0.53C)  (Soo  4140  Modtfiod)  Dio  Drown  & 
Tomporod,  165,000  Psi  Yiotd  •  30  Jun  74  Vdidattd  Mor  $8 

AMS  6379A-74 

NOTICE  1 

20 

15  Mor 

88 

MR  AS 

20 

9310 

Stool,  Alloy  (Mogonoso*siticon«nickol),  8ors  And  Forging  Stock  (Aircroft  Quolity) 
(Asg)  VatidatH/  Aug  8S  REV-IS 

MIL-S-7I08A  (1) 

AS 

30  Aug 

36 

AS 

20 

9310 

Stool,  Alloy,  Bors  (V^modifiod  4330)  For  Crittcol  Applicotion  VMoftd  Doc  82 .. 

MIL-S-4612S8  (1) 
NOTICE 

MR 

07  Doc 

87 

MR 

9310 

9310 

Stool,  Bars  And  Blonks  (1>3/4  Inchos  And  Ovor  In  Oiomotor)  For  Borrols  Of 

Smoll  Arms  Woopons  REV*WV  IS 

Stool,  Corbon,  Structural  Shopos,  Ploto,  &  Bor.  USER-AT  C£  MC  REV-CE  MR 

Ml  84 

MIL-S-46047E 

QQ-S-741D 

MR 

T 

21  Sop 

02  Doc 

88 

68 

MR 

9310 

Stool,  Chromo  Nick^  Mol)^>donum,  8620,  Bors,  Forging,  8  Tt^ing,  Soaring 

Quolity,  Vocuum  Oogossod 

MIL-S-62470 

AT 

05  Aug 

83 

AT 

9310 

Stool,  Chromo-mickol'inolybdonum,  8620.  Bors,  Aircroft  Quolity  VoMottd  Jut  84 
USER-OS  REV-MI  AV  GL  AT  AR  99 

MIL-S-86908 

AS 

01  Fob 

78 

MR 

20 

9310 

Stool,  Chromo-molybdonum-aluminum,  Bor,  Rod,  Billot  And  Forging  Stock  (For 
Nitriding)  (Aircroft  Quolity)  VoMat^  Jan  89  USER-AT  Ml  ME  REV-99  IS 

MIL-S4709A  (2) 
NOTICE  1 

20 

12  Jon 

89 

MR  AS 

9310 

Sloal,  Chrama^nolyfadanum  (4130)  Ban  And  Roforging  Slock  (Aircraft  Quolity) 
ValidKUd  Aug  85  USER-AT  ME  REV-MI  EA  OS  IS 

MIL-S-6738A  (3) 

AS 

OSFsb 

73 

MR  AS 

20 

9310 

S  •  *  '"no-fflolybdonum  (4140)  Bors,  Rods,  And  Forging  Stock  (For  Aircroft 

'  Validatad  A’^  85  REV-MI  AV  WV  5A  99 

MIL-S-3626C  (1) 

AS 

07  Jul 

72 

MR  AS 

20 

9310 

F  kol-molybdonum  (8735)  Bors  And  Roforging  Stock  (Aircroft 

j/od  May  85  USER-AV  AT  WV  OS  REV-IS 

MIL-S-6098A 

20 

12  Jon 

67 

MR  AS 

20 

9310 

St4«  :Hol-fnolybdonum  (8740)  Bors,  Rods,  And  Forging  Stock  (For 

/  0*-  -hfd  M  y  85  USER-AT  OS  REV-MI  AV  WV  99 

MIL-S-6049A  (1) 

20 

23  Jut) 

70 

MR  AS 

20 

9310 

Stt^,  -ni'  '  '34^0)  Bars  And  Roforging  Stock  (Aircroft 

Quality)  jiEk-  '  M'  AR  99  IS 

MIL-S-60S0A  (2) 
NOTICE  1 

20 

12  Jon 

89 

MR  AS 

9310 

Stool,  Chromo-nickol-mo(ybo«<  .VO)  Bors  And  Roforging  Sto^  USER-AT 

REV-MI  EA  E"  99  IS 

MIL-S-3000E 

AS 

12  Nov 

82 

MR  AS 

20 

9310 

Stool,  Chromium  Mofybdonum  Vonodium  Bors  (Subj  Sptc  Export  Control  8  Eo 
Trons  To  Foroign  Govt/notlonols  Modo  Ordy  W/prior  Appro^  Of  Novsoo 

Sys  Comd) 

MIL-S-24y/28  (1) 

SH 

19  Aug 

87 

SH 

9310 

Stool,  Chromium  Alloy,  Bors  (For  Torpodo  Gyroscopo  Boorings)  Vo/rdbtod  Apr 

82  REV-IS 

MIL-S-9808 

OS 

01  Jul 

65 

MR  OS 

9310 

Stool,  Corrosion  \  Modoroto  Hoot  Rosistont  15CR  •  7.1NI  •  2.5MO  •  1.1A1  - 
30  Jun  60  yoh'dotad  Mor  88  REV-MI 

AMS  3657-60 

NOTICE  1 

11 

04  Mor 

88 

MR  AS 

11 

9310 

Stool,  Corrosion, rosistont  (18-8)  Bors,  Wiro  And  Forging  Stock  (Air&oft 

Quolity)  VaHthfad  Apr  80  USER-ME  SH  REV-MI  EA  85  99 

MIL-S-7730A  (2) 

AS 

26  Jul 

74 

MR  AS 

20 

9310 

Stool,  Stoinloss,  Procipitotion  Hordoning  (AM  355  (UNS  S355CX)}) ....... _ ......... 

MIL-S-62471 

AT 

09  Fob 

84 

AT 

9310 

Stool,  Stoinloss  And  Alloy  Stool  Bolting  Motoriols  For  High-tomporatvro  Sorvico 
•  28  SopI  1984  USER-CE  99  REV-IS 

ASTM  A193-84A 

YD 

21  Doc 

84 

AR  YD 

9310 

Stool,  Stoinloss  A  0  Alloy  Stool  Bolting  Motoriols  For  High  Tomporoturo  Sorvico 

29  APR88  USER-CE  REV4S 

ASTM  A193/A193M-88 

YD 

07  Sop 

88 

ar  yd 

9310 

Toloroncos,  Motric  Low-oMey  Stool  Bors  1  Jon  83  . . . 

MAM  2231-88 

MR 

24  Aug 

88 

MR  AS 

11 

9310 

Tool  Stool  Bors,  Mocrootch  Tosting  Of  •  25  Oct  71  Roopprevod  1985  Vtdidatad 
Mor  88  REV-AR  OS  11  IS 

ASTM  A361-71R85 
NOTICE  1 

MR 

21  Mor 

88 

MR  SH 

84 

9310 

Tool  Stool,  Alloy  Validcltd  Fub  S3  USER-Gl  .MC  OS  REV  MI  WV  EA  SH  11  IS 

QQ-T-570C 

/MR 

26  Apr 

77 

MR  YD 

99 

9310 

Tool  Stool,  Corbon  •  26  Jul  83  USER-SH  OS  REV-AR  20  84  IS . 

ASTM  A68645 

MR 

09  Moy 

86 

MR 

99 

9310 

Too!  Steel,  Kijh  Speed  REV-AU  OS  99  IS  . 

ASTM  A60047 

MR 

22  Feb 

89 

MR  SH 

n 

9310 

Tool  Stoob,  AHoy  -  27  Fob  1987  USER-GL  ME  OS  SH  REV-AR  Ml  83  IS . 

ASTM  A68I-87 

MR 

20  Moy  87 

MR  YD 

20 

9310 

Tool  Stooli,  AHoy  -28AUG  87 . 

ASTM  A681-87A 

MR 

03  Fob 

88 

MR  YD 

20 

9310 

Tungston  Alloy  Shopos,  Sintorod,  High  Oonsity  -  1  Jul  87 . . . 

AMS  77238-87 

11 

17  Mor 

89 

MR  AS 

11 

9313 

AHoy  Shoot  8  Strip,  Corrosion  3  Hoot  Rosistont  70NI  •  15.5CR  •  0.62Tt  - 
3.2SA1  •  1  Apr  81  Volidofd  Mor  88 

AMS  3330r-S1 

NOTICE  1 

11 

04  Mor 

88 

MR  AS 

11 

9513 

AHoy  Shoot  8  Strip,  Corrosion  8  Hoot  Rosistont  55NI  -  19CR  •  10CO  •  10MO 
•  2.5TI  •  1.0A1  •  0.0068  Consumoblo  Eloctrodo  Or  Vocuum  Induction  Moltod 
Solution  Hoot  Trootod  •  15  Oct  79  Validated  Mar  88 

AMS  5331A-60 

NOTICE  1 

11 

04  Mor 

88 

MR  AS 

11 

9315 

AHoy  Shcot  And  Strip,corrosion  And  Hoot  Rosistont  BONI  -  15.5CR  -0.62TI  - 
3.25A1  Annoolod  •  1  Jon  88 

AMS  33300-88 

11 

17  Mor 

89 

MR  AS 

11 

9313 

AHoy  Shot!  Strip,  &  Ploto,  Corrosion  t  Hoot  Rtsiitont  Nickol  tow  •  19CR  - 

AMS  P397A-67 

11 

29  Jon 

71 

MR  AS 

11 

3.1MO  •  3.1  (Cb  I.  Ta)  ■  0.90TI  ■  0.50A1  Conuimobl*  Elntrod*  Or  Vacuum 
Induclion  Mtltod  1930  F  (1033.6  C)  Sokilion  TrtoW  ■  1  Nov  67 
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9S1S 

AHoy  ShttI,  Corrosion  &  Htot  Rtsittont  52CO  •  20CR  •  101NI  *  15W  >  15  Oct 

79  Votidat^d  Mar  86 

AMS  5537D-79 
NOTICE  1 

11 

04  Mor 

88 

MR  AS 

11 

9515 

Alloy  Shttt,  Corroiionond  Htot  Rtiiitont  52CO  •  20CR  •  10NI  <  15W  Solution 
Hoot  Trtotod  •  1  Jul  88 

AMS  5537E 

11 

17  Mor 

89 

MR  AS 

11 

9515 

Alloy  SKttt,  Strip,  &  Plato,  Corrosion  &  Hoot  Rosistont  57NI  •  19.5CR  • 

13.5CO  •  4.2MO  •  3.0TI  •  1.4A1  •  0.05ZR  •  0.0068  Consumoblo  Eloctrodo  Or 
Vocuum  Induction  Meltod,  Annooiod  •  31  Aur  78 

AMS  5544E-78 

20 

27  Fob 

81 

MR  AS 

20 

9515 

Alloy  Shoot,  Strip,  &  Platt,  Corrosion  8k  Hoot  Rosistont  54NI  •  19CR  -  11CO  • 
9.8MO  •  3.2TI  •  1.5A1  •  0.0068  Vocuum  Induction  8i  Consumoblo  Eloctrodo 
Moltod,  Solution  Hoot  Trootod  •  15  J.'  78 

AMS  5545k-7S 

20 

27  Fob 

81 

MR  AS 

20 

9515 

Alloy  Shoot,  Strip,  And  Ploto,  Corrosion  Andhoot  Rosistont  54Nt  ‘IICO  • 

9.8MO  -  3.2TI  •  1.5A1  •  0.0068  Vccjum  Induction  And  Consumoblo  Eloctrodo 
Moltod,  Solution  Hoot  Trootod  Procipitotion  Hoot  Trootoblo  Adoptod  1  Jon 

85 

Alby  Shoot,  Strip,  8k  Plato,  Corrosion  8k  Hoot  Rosistont,  56NI,  15.5CR  16  Mo, 
3.8W,  5.3PE  •  01  Apr  81  Validate  Mar  88 

AMS  5545a-85 

2C 

01  Aug 

86 

MR  AS 

20 

9515 

AMS  5530E-81 
NOTICE  1 

20 

04  Mar 

88 

MR  AS 

20 

9515 

Alby  Shoot,  Strip,  &  Pbto,  Corrosion  8k  Hoot  Rosistont  52.3NI  •  19CR  •  3.0MO 
•  5.1(C8  8.  To)  •  0.90TI  •  0.30A1  •  18FE  Consumoblo  Eloctrodo  Or  Vocuum 
Induction  Moltod  175C  Dog.f  (955  Oog.c)  Solution  Hoot  Trootod*  1  Apr  81 

AMS  5596D-61 

20 

30  Oct 

81 

MR  AS 

20 

9515 

Alby  Shoot,  Strip,  And  Plato,  Corrosion  Andhoot  Rosistont  52.5NI  •  19CR  * 

3.0MO  -  5.1  (Cb  And  To)  •  0.90TI  •  0.50A1  •  18FE  Consumobb  Ebcfrodo 

Or  Voccuminduction  Moltod  1950  Dog.f  (1067  Dog  C)  Solution  Hoot  Trootod 
•  1JUL88 

AMS  5597C-88 

11 

17  Mar 

89 

MR  AS 

11 

9515 

Alby  Shoot.  Strip,  &  Pbto,  Corrosion  8k  Hoot  Rosistont  72NI  •  15.5CR  •  0.95 
(Cb  oo  To)  •  2.5TI  •  0.70A1  •  7.0FE  Consumoblo  Eloctrodo  Or  Vocuum 

Induction  Moltod  Solution  Hoot  Trootod  •  1  Oct  81 

AMS  5598A-ai 

20 

01  Oct 

82 

MR  AS 

20 

9515 

Alby  Shoot,  Strip,  8i  Ploto,  Low  Exponsion  Gbss  Sooling,  53FE  •  29NI  *  17CO 
-  15  Jon  81 

AMS  7728D-61 

20 

30  Oct 

81 

MR  AS 

11 

9515 

Alloy  Shoot,  Strip,  And  Ploto.  Low  Exponsion.  Gbss  Sooling  53FE  *29NI  * 

17CO  Annooiod  >1  Apr  88 

AMS  7738E-88 

11 

17  Mor 

89 

MR  AS 

11 

9515 

Alby  Shoot,  Strip,  And  Pbto.  Corrosion  Andhoot  Rosistont  58N(  *  15.5CR  • 

16MO  •  3.8W  •5.5FE  Solution  Hoot  Trootod  *  1  Jon  88 

AMS  5530F,88 

11 

17  Mor 

89 

MR  AS 

11 

9515 

Alby  Shoot.  Strip,  8k  Plato.  Corrosion  8>  Hoot  Rosistont  3()FE  •  21CR  •  20NI  ■ 
20CO  •  3.0MO  •  2.5W  •  1.0(C8  Plus  To)  •  O.tSN  *  15  Jul  77 

AMS  5532C-77 

20 

27  Fob 

81 

MR  AS 

20 

9515 

Alby  Shoot,  Strip,  &  Plato,  Corrosion  &  Hoot  Rosistont,  47.5NI  •  22CR  •  1.5CO 
•9.0MO  •  0.60W  .  ie.5FR  -  1  Apr  81 

AMS  5535H-81 

20 

30  Oct 

81 

MR  AS 

20 

9515 

Alloy  Shoot,  Strip,  And  Pbto,  Corrosion  Andhoot  Rosistont  47.5NI  •  22CR  • 

1,5CO  •  9.0MO-  0.60W  .  18.5FC  Solution  Hoot  Trootod  *  1  Oct  87 

AMS  S534K-87 

11 

17  Mar 

89 

MR  AS 

11 

9515 

Alby  Shoot,  Strip,  And  Pbto,  Corrosion  Andhoot  Rosistont  73NI  >  15.  Cr  - 
0.95(C8  And  To)  <  2.5TI  •  0.70A1  •  7.0FE  Annoobd  <  1  OCT88 

AMS  55421-88 

11 

17  Mor 

89 

MR  AS 

11 

9515 

Alby  Shoot,  Strip,  &  Pbto,  Corrosion  8i  Hoot  Rosistont,  72NI  •  15.5CR< 
0.95(C8TTA)  •  2.5TI  <  0.70A1  *  7.0FE  •  01  Apr  81  Validafad  Fab  $3 

AMS  5542J-81 

20 

30  Oct 

81 

MR  AS 

20 

9515 

Alby  Shoot,  Strip,  And  Pbto,  Corrosion  Andhoot  Rosistont,  72Nt  -IS.SCR  * 
0.95(C8  And  To)  •  2.5TI  -  070A1  •  7.0FE,  Consumoblo  Eloctrodo  Or  Vocuum 
Induction  Moltod  Solution  Hoot  Trootod.  Procipitotion  Hordoncbb  •  1  Oct  87 

MAM  5598-87 

11 

17  Mor 

89 

MR  AS 

11 

9515 

Alby  Shoot,  Strip,  And  Ploto,  Corrosion  Andhoot  Rosistont,  62NI  •21.5CR  • 

9.0MO  •  3.7(C8  And  To)  Annoobd  •  10CT  67 

MAM  5599-87 

11 

17  Mor 

89 

MR  AS 

11 

9515 

Alby  Shoot,  Strip,  And  Pbto,  Corrosion  Andhoot  Rosistont  72NI  •  15.5CR  • 
0.95(C8  And  To)  •  2.5TI  •  0.70A1  •  70FE  Consumoblo  Eloctrodo  Or  Vacuum 
Induction  Moltod  Solution  Hoottrootod,  Procipitationhordonoblo  •  1  Oct  87 

AMS  55988-87 

11 

17  Mor 

89 

MR  AS 

11 

9515 

Alby  Sh*  't,  Strip,  8i  Pbto,  Corrosion  8i  Hoot  Rosistont  46f  E  -  20.5CR  •  32NI  • 
1.1TI  Annoobd  >  1  Jon  82  Valk’atad  May  83 

AMS  5552C-82 

20 

01  Oct 

82 

MR  AS 

20 

9515 

Aiby  Shoot.  Strip,  And  Pbto,  Corrosion  Andhoot  Rosistont  46FE  •  203CR  • 

32NI  •  I.ITI  •  1  Jui  86 

AMS  5552D-88 

11 

17  Mor 

89 

MR  AS 

n 

9515 

Alby  Shoot,  Strip,  8i  Pbto,  Corrosbn  8i  Hoot  Rosistont, 
62NI-21.5CR'9.0MO-3.7(C88.TA)  •  15  Jon  78 

AMS  55998-78 

20 

31  Aug 

78 

MR  AS 

20 

9515 

Alloy  Shoot,  Strip,  And  Pbto,  Corrosion  Andhoot  Rosistont  62NI  •  21.5CW  • 
9.0MO  •  3.7(C8  And  To)  Annoobd  •  10CT  87 

AMS  55990-87 

11 

17  Mor 

89 

MR  AS 

11 

9515 

Alby  Shoot,  Strip,  8i  Pbto,  Corrosion  8i  Hoot  Rosistont  21CR  •  32.5NI  •  038Tt 
-  C.38A1  -dSFE  •  01  Jul  81  Volidatad  Mar  88 

AMS  5e71A-81 
NOTICE  1 

11 

15  Mor 

88 

MR  AS 

11 

9515 

Alby  Shoot,  Strip,  And  Pbto,  Corrosion  Andhoot  Rosistont  21CR  •  32.5Nt  • 

0.38T!  •  0.36A1  •  45FE  Solution  Hoot  Trootod  •  1  Jon  86 

AMS  58718 

11 

17  Mor 

89 

MR  AS 

11 

9515 

Alby  Shoot,  Strip,  &  Pbto,  Corrosion  &  Hoot  Rosistont  65NI  •  15.8CR  • 

15.2MO  •  0.30A1  •  0.05LA,  ConsumoUo  Ebctrodo  Moltod  •  1  Oct  81 

AMS  <”■”4.81 

20 

01  Oct 

82 

MR  AS 

20 

9515 

Alby  Shoot,  Strip,  And  Pbto,  Corrosion  Andhoot  Rosistont  65NI  •  15.8CR  - 
15.2MO  •  0.30A1  •  0.5LA  Consumobb  Eloctrodo  Moltod,  Solution  Hoot 

Trootod  '  1  Jon  88 

AMS  58738-88 

11 

17  Mor 

89 

MR  AS 

11 

9515 

Alby  Shoot,  Strip,  8k  Plato,  Corrosion  8i  Hoot  Rosistont  4()CD  •  22Ci<  •  22NI  • 
14.5W  -  0.071A  •  15  Oct  79  Volidatad  Mar  88 

AMS  5«OeA-79 
NOTICE  1 

11 

04  Mor 

88 

MR  AS 

11 

9515 

Alby  Shoot,  Strip,  And  Pbto,  Corrosion  Andhoot  Rosistont  40CO  *  22CR  * 

22NI  •  14.5W  •  0.77LA  Solution  Hoot  Trootod  •  1  Apr  88 

AMS  54088-88 

11 

17  Mor 

89 

MR  AS 

11 

9515 

AHoy  Strip  •  49FE  •  5.3CR  •  42NI  •  2.5TI  •  0.55A1  Solution  Hoot  Trootod,  Cold 
Rolbd,  10  Porcont  Roduction  •  1  Apr  82 

AMS  5273C-S2 

20 

01  Oct 

82 

MR  AS 

20 

9515 

Alby  Strip,  49FE  •  5.3CR  •  42  Ni  •  2.5TI  •  0.55A1,  Solution  Hoot  Trootod,  Cold 
RoHod,  50  Porcont  Roduction  •  1  Apr  82 

AMS  522SC-82 

20 

01  Oct 

82 

MR  AS 

20 

9515 

Armor  Platt,  Control  RoHod,  Stool,  Wraushl,high  Sirongth,  High  Quolity - 

MIL-A-46193 

MR 

31  Aug 

88 

MR 

9515 

Armor  Pbto,  Stool,  Wrought,  Higt*  Strongth,  High  Quality . . 

MIL-A-46184 

MR 

11  Jun 

84 

MR 

9515 

Armor  Pbto,  Stool,  Roll*bondod,  Onot  Hordnoss  (0.187  Inchot  To  0.700  Inchos 
Indusivo  USER'AT  AV  REV-AS  20  84  IS 

MIL-A-44099C 

MR 

14  Sfp 

87 

MR 

99 

9515 

Armor  Pbto,  Stool,  Wrought,  High4Kirdnoss  REV<AT  TE  AR  IS  . . 

MIL-A-44100D 

MR 

t6  Moy  88 

MR 

9515 

Armor,  Stool  Pbto  A  Shoot,  Wrought,  Homogonoous  (1/8  To  Loss  Then  1/4 

Inch  Thick)  REV-TE  AT 

MII-A-44177A  (1) 

MR 

15  Nov 

84 

rttn 

936 


FSC  LISTING 
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TSC  TITLE  NUMBER  CUSTODIAN 


9S1S 

Armor,  Stttl,  Plate,  Wrought,  (Etr)  (3/16  Through  3  Lints,  inclusive)  VoUdottd 

Fah  86  USER-MI  REV-AT 

MIL-A-46173 

MR 

03  F.b 

76 

MR 

9S15 

Armor,  Steel,  Sheet,  Strip  And  Fobricoted  Forms,  Roiled,  Non-mognetlc,  For 

Helmets  And  Personnel  Armor  Requirements  VoHdattd  F»b  83  REV-AT  IS 

MIL-A-13259B 

MR 

06  May 

66 

MR 

9S1S 

Armour  Plote,  Steel,  Wrought,  Homogeneous  (For  Use  In  Combot  V^idei  A 

For  Ammunition  Testing)  REV-AT  AV  TE  AR 

MIL-A-12550G  (2) 

MR 

18  Apr 

88 

MR 

9515 

Carbon  Steel  Sheet  &  Strip,  Hot  Rolled  Orowing  Quality  •  26  Mor  82  VoUdatud 
Mar  88  USER-SH  REV-AR  SA  99  IS 

ASTM  A621/A621M-82 
NOTICE  2 

MR 

18  Mor 

88 

MR 

11 

9515 

Corbon  Steel,  Sheet  &  Strip  Hot  Rolled,  Drowing  Quality,  Special  Killed  •  26 

Mar  82  Votidatad  Mar  88  REV-AR  Ml  99  IS 

ASTM  A622/A622M-82 

MR 

18  Mor 

88 

MR  SH 

11 

9515 

Casting,  Automative  Gray  Cast  Iron  •  29  Jul  1983  (Reoproved  1988)  REV-MR 

AR 

Chromium  &  Chronmium-nickel  Stolnless  Steel,  Heat-resisting  Plate,  Sheet,  & 

Strip  For  Pressure  -  29  Jon  1988  USER-CE  ME  OS  REV-AR  Ml  GL  SH  99  IS 

ASTM  A159-83R88 

MR 

23  Jon 

89 

MR  YO 

9515 

ASTM  A240-88 

MR 

08  Mor 

88 

MR  YD 

9515 

Chromium  Steel  Plote,  Sheet,  &  Strip,  Stointess  &  Heot-resisting  Chromium  -  27 

Jun  1986  USER-CE  ME  OS  REV-ER  GL  AR  SH  99  IS 

ASTM  A 176-86 

MR 

13  Ftb 

87 

MR  YD 

9515 

Chromium-nickel  Steel  Plate,  Sheet,  &  Strip,  Stainless  &  Heot  -resting  -  27  Feb 

1987  USER-CE  ME  OS  REV-AR  ER  GL  SH  IS 

ASTM  A167-87 

MR 

15  Moy 

87 

MR  YD 

20 

9515 

Copper  Clod  Stainless  Steel  Sheet  &  Strip  For  Building  Construction  •  27  Feb 

81  USER-99  REV-AR  IS 

ASTM  8506-81 

YD 

04  Jun 

82 

MR  YO 

9515 

Culverts  &  Underdrolni,  Steel  Sheet,  Zinc  Coated  (Golvanized)  By  The  Hot  Dip 
Process  For  -  6  Feb  86  USER-MC  REV-SH  IS 

ASTM  A444/A444M-86 

YO 

27  Jun 

86 

MR  YO 

99 

9515 

Fiber  Metal,  Sheet,  NICKEL  Bose,  Unbocked  . . . . . 

MILF-62453 

AT 

08  Jul 

83 

AT 

9515 

Floor  Plote,  Stoinlesssteel,  Rolled,  Standard  Specificotion  For  U$ER-MC  REV-ME 

IS 

Foil,  Metal,  Corrosion  Resistant,  Type  301  USER-MB  REV-IS . . . 

ASTM  A793-S5 

SH 

07  Apr 

87 

MR  SH 

9515 

MS-14501 

AS 

12  Oct 

87 

AR  AS 

99 

9515 

Foil,  Mttol,  Corroilon  Roilitonl,  Typo  302  USER-ME  REV-IS  . 

MS-14502 

MS 

12  0cl 

87 

AR  AS 

99 

9515 

General  Requirements  For  Flat  Rolled  Stainless  &  Heat  Resisting  Steel  Plote, 

Sheet  &  Strip  •  26  Aug  1988 

ASTM  A480/A480M-88 

MR 

26  Sep 

88 

MR  YD 

11 

9515 

General  Requirements  For  Steel  Plotes  For  Pressure  Vessels  •  29  Jul  83  REV-AT 

YD  IS 

Plote  -  2.0CR  1CNI  8.0CO  1.0MO  (0.10  -  O.UC),  Premium  Quoiity,  Voc.  •  15 

Sep  75  Validand  May  83 

ASTM  A20/A2OM-83 

MR 

OS  Jul 

84 

MR  SH 

9515 

AMS  6544-75 

20 

25  Jul 

77 

MR  AS 

20 

9515 

Plate,  Alloy  Steel,  High-yield-strength,  Quenched  And  Tempered,  Suited  For 
Welding  -  27  Feb  1987  REV-SH  IS 

ASTM  A514/A514M-87 

YD 

30  Jul 

87 

MR  YD 

99 

9515 

Plate,  High-yield-strength,  Quenched  A  Tempered  Alloy  Steel,  Suitable  For 

Welding  •  16  Mar  1988 

ASTM  A514/A514M-3S 

YD 

07  S*p 

88 

MR  YD 

99 

9515 

Plate,  Metal,  Corrosion  Resistant,  Type  301  . 

MS-14503 

AS 

12  Oct 

87 

AR  AS 

99 

9515 

Plate,  Metal,  Corrocion  Resistant,  Type  304  USER-ME  REV-IS . 

MS-14505 

AS 

12  Oct 

87 

AR  AS 

99 

9515 

Plate,  Metol,  Corrosion  Resistont,  Type  302  REV-84  IS . 

MS-14445 

AS 

38F*b 

85 

MR  AS 

99 

9515 

Plote,  Metol,  Corrosion  Resistant,  Type  304  REV-84  IS . 

MS-14446 

AS 

28  Ftb 

85 

MR  AS 

99 

9515 

Plate,  Metal,  Corrosion  Resistant,  Type  316  REV-84  IS . 

MS-14449 

AS 

28F*b 

85 

MR  AS 

99 

9515 

Plate,  Metol,  Corrosion  Resistant,  Type  3161  REV-84  IS . 

MS-14450 

AS 

28F«b 

85 

MR  AS 

99 

9515 

Plate,  Metal,  Corrosion  Resistant,  Type  321  REV-84  IS . 

MS-14451 

AS 

28FM> 

85 

MR  AS 

99 

9515 

Plate,  Metal,  Corrosion  Resistont,  Type  347  REV-84  IS . . . . . 

MS-14452 

AS 

28Frb 

85 

MR  AS 

99 

9515 

Plote,  Metal,  Corrosion  Resistant,  Type  304L  REV-84  IS . . . 

MS-14447 

AS 

28  Ftb 

85 

MR  AS 

99 

9515 

Plate,  Metol,  Corrosion  Resistant,  Type  310  REV-84  IS . 

ms-14448 

AS 

28  Ftb 

85 

MR  AS 

99 

9515 

Plate,  Metol,  Corrosion  Rciistant,  Type  410  REV-84  IS . . 

MS-14453 

AS 

28  Ftb 

85 

MR  AS 

99 

9515 

Plate,  Metol,  Corrision  Resistant,  Type  430  REV-84  IS . . . 

M5-14454 

AS 

28  Ftb 

85 

MR  AS 

99 

9515 

Plate,  Metal.  Steel  Alloy;  Heat  Treated,  High  Strength;  For  Welded  Structures 
REV-AR  IS 

MIL-F-13326D 

MR 

25  Aug 

87 

MR 

9515 

Plote,  Sheet,  8  Strip,  Precipitation  Hordening  Stainless  &  Heat  Resisting  Steel  - 
28  Dec  84 

ASTM  A693-84A 

MR 

21  Mor 

85 

MR 

9515 

Plol#,  SfMl,  Cofbon,  M«li«m  USER-AS  REV-AT  Ml  SA  IS  . 

MS-70504 

YD 

29  Jon 

85 

MR  YD 

99 

9515 

Plate,  Steel,  Corrosion  &  Moderote  Heat  Resistant  15.5CR  -  4.5NI  -2.9  MO  - 
0.10N  Solution  Heot  Treoted  •  Apr  81 

AMS  5549D-81 

20 

30  Oct 

81 

MR  AS 

20 

9515 

Plote,  Steel,  2.0CR  •  lOK'I  -  14CO  ■  l.OMO  Prewium  Quoiity,  Vocuum  Melted  • 

01  Apr  81  Validatod  Mar  88 

AMS  6522-81 

NOTICE  1 

11 

15  Mar 

88 

MR  AS 

11 

9515 

Plot.,  Tool  Etf.1,  Typo  01  REV-AR  EA  Ml  84  IS . 

MS-52088 

MR 

31  Jul 

85 

MR 

99 

9515 

Plates,  Alloy  Stael,  Structurol  Quoiity,  Standard  Specificotion  For  •  23  Oct  84  . 

ASTM  A829-84A 

MR 

27  Nov 

85 

MR  OS 

20 

9515 

Plates,  Alby  Steel,  Pressure  Vessel,  Quenched  &  'tempered,  Mongonese 
Molybdenum  &  Mongonese  Molybdenum  Nickel  •  30  Jut  82  USER-MC  REV-IS 

ASTM  AS33A/533M-82 

SH 

25  Jen 

85 

MR  SH 

9515 

Pbtes,  Carbon  Steel,  For  Forging  And  Similar  Applications  •  27  Dec  1985  . 

ASTM  A827-8S 

MR 

05  May 

86 

MR  OS 

20 

9515 

Plolti,  Floor  Rolhd  SImI  -  31  Jul  81  USER-AT  ME  REV-MI  EA  YD  IS . 

ASTM  A78641 

SH 

24Scp 

S4 

MR  SH 

9515 

Plotes,  Pressure  Vessel,  Alloy  Steel,  High  Strength,  Quenched  8  Tempered  -  31 

Aug  1987  REV-AL  AR  AT  EA  ME  SH  20  IS 

ASTM  A517/A517M-87A  MR 

02  Dtc 

87 

MR  YO 

99 

9515 

Plotes,  Rolled  Steel,  Shopes,  Sheet  Piling,  8  Bars  For  Structurol  Use,  Generol 
Requirements  For  •  27  Mor  1987  USER-AT  GL  REV-AR  YO  99  IS 

ASTM  A6/A6M-87A 

MR 

10  Jun 

87 

MR  SH 

9515 

Plates,  Steel  For  Pressure  Vessels,  Generolrequirements  For  •  27  Mor  87 

rev-at  yd  is 

ASTM  A20/A20M-87 

MR 

15  Jul 

87 

MR  SH 

9515 

Porceloin  Enameling,  Steel  Sheet  For  -  1  Aug  80  Validated  Jvn  87  REV-IS  . . 

ASTM  A424-80 

YO 

12  Jun 

87 

MR  YO 

99 

9515 

Pressure  Vessel  Pbtes,  Corbon  Steel,  low  8  Intermediate  TensHe  Strerigth  -  30 

Jul  82  REV-SH  IS 

ASTM  A2S5/A2S5M-82 

YD 

03  Jon 

83 

MR  YD 

99 

9515 

Pressure  Vessel  Pbtes,  Carbon  Steel,  For  Intermediote  8  Higher  Temperoture 
Service  -  30  Jul  82  Validattd  Mor  88 

ASTM  A515/A515M-82R8nR 
NOTICE  2 

18  Mor 

88 

MR  SH 

9515 

Pressure  Vessel  Pbtes,  Corbon  Steel,  For  Moderoic  -  And  Lower  -  Temperoture 
Service  -  29  Aug  1986 

ASTM  A516/A516M-86 

MR 

13  Ftb 

87 

MR  SH 

9515 

Pressure  Vessel  Pbtes,  Alloy  Steel,  Mongonese-molybdenum  8 
Mongonese-moiybdenum  Nickel  *  30  Jul  82  Vali^tao  Mar  88 

ASTM  A302/A307M-82R8nR 

18  Mar 

88 

MR  SH 

9515 

Pressure  Vessel  Plates,  Alloy  Steel,  Molybdenum  •  31  Aug  84 . . . 

ASTM  A204/204M-84 

MR 

24  Oct 

8. 

MR  SH 

9515 

Roofing  8  Siding  Steel  Sheet,  Zinc  Coated  (GoSvonized)  By  The  Hot  Dip 

Process  For  ■  24  Sep  76  (Reopproved  1981)  V^ldatad  Fab  84  USER-MC  IS 

ASTM  A361-76 

YD 

16  Oct 

81 

MR  YD 

99 

939 
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951S 

ShMt  &  Strip,  StM),  High  StrtAQth,  Lew  Alloy,  Hot  Rollod  &  Cold  RoHod,  With 
Improvod  Atmotphoric  Corrotion  Rtiiitonco  >  29  Mer  85  REV‘8A  AR  $H  YD 

IS 

Shoot  And  Strip,  Alloy  Corrotion  And  Hoot  RotUtont  15CR  -  45N)  •  4W  •  4MO 
•  3TI  ■  1  A1  Contumoblo  Eloctrodovocuum  Moltod  >  15  Jon  60  Vo//dtotod  Mot 

B8 

Shoot  Stool  &  fHoto  Low  Alloy,  Hoot  Trootod  90,000  Pit  (631  Mpo)  &  100.000 

Pt!  (690  Mpo)  Yield  Strength  -  15  Doc  74 

ASTM  A60643 

MR 

18  Jun 

83 

MR  AS 

9S15 

AMS  3309-60 

NOTICE  1 

20 

04  Mar 

88 

MR  AS 

20 

9313 

AMS  6386B-74 

NOTICE  1 

20 

13  Mor 

88 

MR  AS 

20 

9313 

Shoot  Stool,  Strip,  &  Ploto,  Corrotion  Roiltlont  22CR  •  13NI  •  5.0MN  • 

3.25MO  •  15  Nov  72  Validafd  Mar  88 

AMS  3861-72 

NOTICE  1 

11 

13  Mor 

88 

MR  AS 

11 

9313 

ShMl  SiMl,  Strip,  And  Plot*  LOCK  -  7.3NI  -  4.3CO  ■  1.0MO  ■  0.09V  (0.29  • 

0.29  ■  7  29  •  0.34C)  Vacuum  Ceniumobl*  Eloclred*  Mollad,  Aniwolod 
(A0OPTED1  Apr  83) 

AMS  6324B-83 

30 

01  Aug 

86 

MR  AS 

20 

9313 

ShMt  StMl,  Strip  And  PIcK  Moraging  t9NI  -  30.MO  -  1  471  •  0.10A1  Doubl* 
Vocuum  Moltad,  Solutien  HmI  Tmlod  (Ao'aptod  1  Jon  86) 

AMS  6318-86 

MR 

01  Aug 

86 

AS 

20 

9313 

ShMt,  Matol,  Corrotion  Rtilitont,  Typo  304  USER-ME  REV-IS. . 

MS-1430e 

AS 

12  Oct 

87 

AR  AS 

99 

9313 

Shoot,  Motol  CoiToiIon  RotUtont,  Typo  301  REV*84  IS . 

MS-14433 

AS 

28  FM) 

83 

MR  AS 

99 

9313 

Shoot,  Motol  Corrotion  RotUtont,  Typo  302  KEV>84  IS . . . 

MS-14436 

AS 

28  Fob 

83 

MR  AS 

99 

9313 

Shoot,  Motol  Corrotion  RotUtont,  Typo  304  REV*84  IS . . 

MS-14437 

AS 

38  Fob 

83 

MR  AS 

99 

9313 

Shoot,  Motol  Corrotion  RotUtont,  Typo  321  REV*84  IS . . . 

MS-14462 

AS 

28  Fob 

83 

MR  AS 

99 

9313 

ShMt,  Motol  Corrotion  Rotlttont,  Typo  347  REV-84  IS . 

MS-14463 

AS 

38  Fob 

83 

MR  AS 

99 

9313 

Shoot,  Motol  Corrotion  RotUtont,  Typo  410  REV^84  IS . 

MS-14464 

AS 

38  Fob 

83 

MR  AS 

99 

9313 

Shoot,  Motol  Corrotion  RotUtont,  Typo  430  REV*84  IS........................................ 

MS-1446S 

AS 

28  Fob 

83 

MR  AS 

99 

9313 

^Mot,  Motol,  Corrotion  RotUtont,  Typo  309  REV*84  IS . 

MS-14438 

AS 

28  Fob 

83 

MR  AS 

9313 

ShMt,  Mttol,  Corrotion  R.tlitont,  Typo  31 A  USER-ME  REV-IS _ 

MS-14309 

AS 

12  Oct 

87 

AR  AS 

99 

9313 

ShMt,  Motol,  Corrotion  Rotlttont,  Typo  310  REV-84  IS  ... _ _ _ .... _ _ 

MS-14439 

AS 

28  Fob 

83 

MR  AS 

99 

9313 

ShMt,  Motol,  Corrotion  Rotlttont,  Typo  301  USER-ME  REV-IS . 

MS-14306 

AS 

12  Oct 

87 

AR  AS 

99 

9313 

ShMt,  Motol,  Corrotion  Rotlttont,  Typo  316  REV-84  IS . 

MS-14460 

AS 

38  Fob 

83 

MR  AS 

99 

9313 

Shoot,  Motol,  Corrotion  RotUtont,  Typo  316L  REV*84  IS  . . . 

MS-14461 

AS 

38  Fob 

83 

MR  AS 

99 

9313 

ShMt,  Motol,  Corrotion  Rotlttont,  Typo  302  USER-ME  RP  .S . 

MS-14307 

AS 

12  Oct 

87 

AR  AS 

99 

9313 

ShMt,  Motol,  Low  Carbon  SImI  (1010)  Cold  And  Hot  ReHod  REV-84 . 

MS-33043 

MR 

38  Nov 

84 

MR  AS 

99 

9313 

ShMt,  Motol,  Low  Carbon  SImI  (1013)  Cold  And  Hot  Rollod  REV-S4  . . 

MS-32043 

MR 

38  Nov 

84 

MR  SH 

99 

9313 

ShMt,  Motol,  Low  Carbon  Stool  (1018)  Cold  t  Hot  Rollod  REV-84 . 

MS-32044 

MR 

38  Oct 

84 

MR  AS 

99 

9313 

Shoot,  Porferotod,  Motol,  Strolght,  Corrotion  RMlttont,  Typo  304  USER>ME 

REV‘IS 

MS-14314 

AS 

13  Oct 

87 

AR  AS 

99 

9315 

ShMt,  Porlerotod,  Motol,  Stoggorod  60  Dog.,  Corrotion  Rotlttont,  Typo  30) 
USER-ME  REV-IS 

MS-14513 

AS 

13  Oct 

87 

AR  AS 

99 

9313 

ShMt,  Proloratod,  Motol  ValidaUd  Nar  74  USER-MI  MR  REV-OS  AS . 

MIL-S-13873B 

EA 

04  Mor 

69 

EA  SH 

9313 

ShMt,  StMl,  Carbon,  Modlum  USER-AS  REV-AT  Ml  84  IS . 

MS-90303 

YD 

39  Jon 

83 

MR  YD 

99 

9313 

ShMt,  Stool,  Strip,  8  Plato,  Corrotion  &  Medoroto  Hoot  Rot. 

13CR-83NI-0.30(C8  8  To)  •  1.1TI-3.0CU  Contumoblo  Eloctrodo  Or  Vacuum 
Induction  Moltod  1523  Dog.  F  (830  Dog.  C)  Solution  Hoot  Trootod  •  13  Jon 

79 

ShMt,  Stool,  Strip,  8  Ploto,  0.80CR  •  1.8NI  -  0.23MO  (0.38  •  0.43C)  (SAP 

4340)  -  13  Jul  80 

AMS  3860A-79 

30 

31  Mor 

80 

MR  AS 

30 

9313 

AMS  63390-80 

30 

27  Fob 

8 

MR  AS 

30 

9313 

Shoot,  Stool,  Strip,  1  Platt  O.eOCR  •  I.SNI  •  0.35MO  •  0.20V  (0.33  •  0.36C) 
Spoclol  Orodo  -  15  Apr  80  Vo/Ma/otf  Mar  88 

AMS6433C-80 

NOTICE  1 

11 

15  Mor 

88 

MR  AS 

11 

95’3 

ShMt,  Stool,  Strip,  8  Ploto  1.6SI  -  2.1CR  •  0.38MO  ■  0.03V  (0.41  -  0.46C)  • 

»  Jm  to  ValkhIttI  Mar  $$ 

AM$6406C-80 
rioTia  1 

11 

15  Mer 

88 

MR  AS 

11 

9315 

ShMt,  Stool,  Zinc  Cootod  (Ooliranliod)  By  Tho  Hot  Dip  Procoit,  Commorclol 
Oudity  -  22  Fob  83  REV-IS 

ASTM  A326/A336M-83 

YD 

17  Jun 

83 

'.E  YD 

99 

9313 

ShMt,  Stool,  Zinc  Cootod  (Gohronliod)  By  Tho  Hot  Dip  Procou,  Lock  Forming 
(Suolity  -  22  Fob  83  REV-SH  IS 

ASTM  A337/A327.M-83 

YD 

14  Jun 

83 

MR  YD 

99 

9313 

Shoot,  Stool,  Zinc  Cootod  (Gohranlcod)  By  Tho  Hot  Dip  Proroii,  Drawing 

Quolily,  Spoclol  KiRod  -  22  Fob  83  USER-MC  REV-SH  IS 

ASTM  A642/A642M-S3 

YD 

13  Ji--. 

83 

MR  YD 

99 

9315 

Shoot,  Stool,  £nc  Cootod  (Gdvonliod)  8y  Tho  Hot  Dip  ProcoM,  Drowlng 

Qudity  •  22  Fob  85  USER  MC  REV-SH  IS 

ASTM  A338/A328M-83 

YD 

13  Jun 

83 

MR  YD 

99 

9313 

Shoot,  Stool,  Zinc  Cootod  (Gohmlsod)  ly  Tho  Hot  Dip  Procoto  8  CoM  Cootod 

For  Roofing  8  SId'ng,  Gonorol  Roqulromontt  •  30  Sop  83  USER-ME  CE  MC 

OS  REV-AR  IS 

ASTM  A733-83 

YD 

34  Jun 

83 

MR  YD 

9313 

ShMt,  Strip  8  Ploto  •  1.23CR  0.63SI  0.30MO  0.23V  (0.27  -  0.33C)  -  1  Jul  74 
VelldaMd  May  84 

AMS  6383C-76 

20 

23  Mor 

77 

MR  AS 

30 

9313 

ShMt,  Strip,  8  Plot#,  Stool,  0.93CR  -  0.20  Mo  (0.38  -  0.43C)  (SAP  4140) . 

AMS  6393C-83 

30 

01  Aug 

86 

MR  AS 

20 

9313 

ShMt,  Strip,  8  Ploto,  AUoy,  Corrotion  8  Hoot  Rothlont, 
32.3NI-19CR-3.0MO-3.1(CB  Plui  TA)-O.90TI-OJOAM8FE,  Contumoblo 

Eloctrodo  Or  Vocuum  Induction  Moltod  1930  Dog  F  (1063  Dog.  C)  Sdutioo 

Hoot  Trootod  ■  1  Jul  81 

AMS  33978-81 

20 

30  Oct 

81 

MR  AS 

20 

9313 

Shoot,  Strip,  8  Ploto,  Stool,  1.8NI  -  0.aOCR  -  0.35MO  (0.38  -  0.43C)  (SAE 

4340)  Proffliuffl  Alrcroft-quollty,  ConiuRMiblo  Eloctrodo  Moltod  - 1  Jul  85 

AMS  6434/1-83 

20 

01  Aug 

86 

MR  AS 

20 

9313 

Shoot,  Strip,  %  Ploto  -  14.8CR  4.5NI  3.5CU  (Cb  Phn  To)  Cons.  Eloc.  Vec.  Arc 
RomoHod  -  15  Jon  76  VaUdetad  May  84 

AMS  3B62A-76 

20 

23  Mor 

77 

MR  AS 

20 

9313 

Standard  Longthr  And  WIdtht,  Mstol  ShMtt  And  Stript  (Suportodot 

AND10115,  AND10116,  AND10117,  AND101t8>ND10120  And 

AN010121)  REV-IS 

MS.33S64 

20 

04  Mor 

U 

11  PS 

9313 

Stool  Sort,  Ptatot,  ShMtt,  BiBott,  And  Roferging  Stock  Typo  D4AC  Valldaltd 

Mar  88  REV-MI  IS 

MIL-S-8949 

NOTICE  1 

11 

15  Mer 

88 

AS 

11 

9313 

Stool  Hoot  Trootod  Hoodt,  AHoy  Structure),  High  Yield  Strength  (HY-80  And 
HY-IOO) 

Mll-S-24431 

SH 

18  Jun 

71 

SH 

9313 

Stool  Plolo,  ANoy  (Structural  Quolily)  VaMaltd  Jan  87  USER-AT  REV-EA  WV 

Ml  AR  IS 

QO-S-626C 

NOTICE  1 

/MR 

14  Jon 

87 

MR  OS 

9513 

Star'  'Lio,  ARoy,  Structural,  High  Yinid  StrongIh  (HY-130)  VoUdaMd  Apr  81 .... 

MIL-$-34371  (1) 

SH 

16  Oct 

75 

SH 

9313 

Stool  PIcta,  AHoy,  Structuol,  High  Yl...  StrongIh  (HY-80  And  KY-lOO)  REV-IS.... 

MIL-S-16216K 

SH 

19  Jun 

87 

SH 

940 
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ysis 

SImI  Plait,  Corbon  Validattd  Jon  87  USER-MI  AT  REV-EA  WV  IS . 

QQ-S-535B 

NOTICE  1 

/MR 

14  Jan 

87 

MR 

70 

931S 

StttI  Ploft,  Corbon  &  Low  Alloy  (liiut  Controllod  Furthor  OiiMmlnotion  Only 

At  Oirtcttd  fty  Novo)  Seo  Syttomi  Commond  (Sm  0982)  REV*IS 

Mll-S-2423eD 

SH 

03  Stp 

87 

SH 

9S15 

StttI  Platt,  Corroilon  &  Modtrott  Htot  Rttiitont  15.3CR  •  4.5NI  •  2.9MO  • 

O.IN  Equolixtd  &  Ovtrttmptrtd  •  31  JAN  64  ViiHdattd  Mar  88 

AMS  594-44 

NOTICE  1 

11 

04  Mar 

88 

MR  AS 

11 

9515 

Sttt)  Piatt,  Shoptt  And  Sort,  Wtidobit  Ordinary  Strtnth  And  Hlghtr  Strtngthi 
Strucrurol  REV*IS 

MIL-S-22698C  (1) 

SH 

19  Dec 

88 

SH 

9515 

StttI  Plot  Shttt,  &  Strip,  Plot*  Rolltd  StoInItit  &  Htot  RtiUtlno,  Gtntrcl 
RtquirtmtnH  For  •  1  Ftb  1987 

ASTM  A4S0/480M-87 

MR 

19  -May 

87 

MR  SH 

20 

9515 

StttI  Pbtt,  Shttt  And  Strip,  Corroiion  Rtiiifont  (Itsut  Controlitd>rtqtU  8y 

Othtr  Thon  Dod  Actyi  Must  Bt  Submtd  Via  Tht  Prtporing  Acty  Of  Tht 

Sptc)  REV-IS 

MIL-S-23194C  (1) 

SH 

13  Apr 

84 

SH 

9515 

StttI  Ploft,  Shttt,  And  Strip,  17*7  Ph,  Corrosion  Rttiitont,  Procipitotion 

Hordtnlno  Volidatad  Jut  84  REV-Mi  EA  11  IS 

MII-S-25043C 

AS 

05  Nov 

45 

MR  AS 

20 

9515 

StttI  Platt,  Shttt,  Or  Coil,  AQt*hordtning  Alloy,  Structural,  Hlg*.  YltM  Strtngth 
(HSLA^) 

MIL-S-24445 

SH 

04  Sep 

84 

SH 

9515 

SiMl  Plait,  Shttl,  And  Strip,  Alloy,  S530,  Aircraft  Quality  USER-AR  REV-MI 

AT  IS 

MIL-S-18728D 

AS 

28  Oct 

83 

MR  AS 

20 

9515 

StttI  Platt,  Shttt,  And  Strip,  Alloy,  4130,  Aircraft  Quality  Vatidatad  Apr  80 
USER.ME  REV-MI  EA  OS  IS 

MIL-S-18729C  (1) 

AS 

28  Apr 

44 

MR  AS 

20 

9515 

StttI  Platt.  Wrought.  Homogtntous  Eltctroslog  Rtmtlt  (ESR)  (4340  Alloy 

REV-AR  AV  ME  AT  T£  IS 

Mll-S-44188 

MR 

14  May  85 

MR 

9515 

StttI  Platts  For  Prtssurt  Vtsstls,  Gtntrol  Rtquirtmtnts  For  •  5  Ftb  85  REV-AT 

YD  IS 

ASTM  A20/A20M-85 

MR 

13  Sep 

85 

MR  SH 

9515 

StttI  Shttt  8t  Strip,  Alloy,  Hot  Rolltd  8i  Cold  Rolltd,  Drawing  Qvolity  -  39 

Mar  73  (Rtopprovtd  1980)  Validatad  Sap  83  REV-MI  OS  IS 

ASTM  AS07-7: 

MR 

23  Jon 

74 

MR  SH 

11 

9515 

StttI  Shttt  8i  Strip,  Corrosion  &  Modtrott  Htot  Rtsistont  16.5CR  •  4.^1  - 
2.9MO  •  0.10  High  Tnmptroturt  Anntaltd  •  15  Oct  79  Validatad  Fab  83 

AMS  S548F-79 

20 

27  Feb 

81 

MR  AS 

20 

9515 

StttI  Shttt  &  Strip,  Corrosion  &  Modtrott  Htot  Rtsistont,  15.5CR  -  4.5NI  - 
2.9MO  -  OAGN  Solution  Htot  Trtottd  •  1  Apr  81 

AMS  5547D-S1 

20 

30  Oct 

81 

MR  AS 

20 

9515 

StttI  Shttt  &  Strip,  Htovy-  Thkkntss  Coils,  Corbon  Hot-  Rolltd  •  29  Ftb  1987 
REV-AR  Ml  99  IS 

ASTM  A635-87 

MR 

18  May  87 

MR  SH 

9515 

StttI  Shttt  &  Strip,  Plot  Rolltd,  Eltctricol,  Nonorltnttd,  2.65(Sl8dL1),  Aisi  Typt 
M-36,  Stmiproctsstd  •  15  Jon  78  Validatad  Mar  88 

AMS  7711A-78 

NOTICE  1 

11 

15  Mor 

88 

MR  AS 

11 

9515 

SittI  Shttt  &  Strip,  Flot-rolUd,  Eltctricol,  Nonorltnttd,  3.0{SllkAl),  Aiii  Typt 
M-27,  Stmiproctsstd  •  15  Jon  78  Vafidatad  Mar  88 

AMS  7712A-78 

NOTICE  1 

11 

15  Mor 

88 

MR  AS 

11 

9515 

SImI  ShMt  And  Strip,  Correiion-rttitlant,  Procipitalion  Hordtninp  (AM350  And 

A  M355),  Pf»mium  Quality  Volidaffl  Jiil  84  REV-IS 

MIL-S-8840B  (1) 

AS 

29  Sep 

78 

MR  AS 

20 

9515 

Sttt!  Shttl  And  Sirip,  Mtdtui*'  A'  -  H'gh  Corbon  Velidolad  Oct  8S  USER-AT 

ME  YD  REV-MI  MR  AR  Is 

aQ-S-700D 

/AR 

08  Dec 

77 

AR 

9515 

StttI  Shttt  And  Strip,  Corrosion  And  Modtrott  Htot  Rtsistont  16^  O  •  4.SNI 
•  2.9MO  -  0.10N  Cold  Rolltd,  Ttmptrtd  •  16  Jul  1979 

AMS  5544A-79 

20 

31  Mor 

80 

MR  AS 

20 

9515 

StttI  Shttt  And  Strip,corrosion  And  Modtrotthtot  Rtsistont  16^R-  4^NI  - 
2.9MO  •  O.10N  Cold  Rolltd,  Ttmptrtd  Adopted  1  Oct  85 

AMS  55448-85 

20 

01  Aug 

84 

MR  AS 

20 

9515 

SImI  Sheet  And  alrip,corro>ien  And  Moderatehaal  Reiitlant  16JCR-  4.5NI  - 
2.9MO  -  O.10N  1850  Deflrte  -  19750EGREE  F  (1010  Degm  -  1080  Dtgrw 

C)  Adopted  1  Jul  85 

AMS  S548H-85 

20 

01  Aug 

84 

MR  AS 

20 

9515 

StttI  Shttt  And  Strip,  Corrosion  And  Modtrott  Htot  Rtsutont, 
14.5CR-8.2NI-2.5MO-1.1A1,  Solution  Htat  Trtottd  -  15  Jon  78  Validatad 

Mar  88 

AMS  54018-78 

NOTICE  1 

11 

04  Mar 

88 

MR  AS 

11 

9515 

StttI  Shttt  And  Strip,  Corrosion  And  Modtrott  Htot  Rtsistont, 
15CR-8.4NI-2.3MO-1.1Al,  Vocuum  Induction  Mtittd,  Solution  Htot  Trtottd  • 

15  Jon  78 

AMS  54038-78 

20 

31  Aug 

78 

MR  AS 

20 

9515 

StttI  Shttt  Strip  &  Plott  Corrosion  Rtsistont,  16.5CR  4.0NI  4.0CU  0.30  (Cb 

Plus  To)  Solution  Htot  Trtottd  •  15  Oct  80  (W/notlct  2  10/1/82)  Validatad 
Mar  88 

AMS  54048-80 

NOTICE  1 

11 

04  Mar 

88 

,MR  AS 

11 

9515 

StttI  Shttt,  Carbon  Cold  Rolltd,  Drowing  Quolity  -  26  Mor  82  Vafidatad  Mar 

88  USER-SH  REV-AR  SA  99  IS 

ASTM  A419/A419M-82 

MR 

18  Mar 

88 

MR 

11 

9515 

StttI  Shttt,  Cold-rolltd,  Aluminum-coottd  Typt  ^  &  Typt  3,  Slondord 

Sptcificotion  For  30  Stp  88  REV-SH  84  IS 

ASTM  A443-88 

YD 

28  Feb 

89 

MR  YD 

99 

9515 

StttI  Shttt,  Hot  Dip,  Zinc  Coottd  (Golvoniztd),  Minimiztd  Spongit,  For 
Automotivt  VthicIt  Body  Ust  Validatad  May  85  REV-AT 

MIL-S-48403 

AR 

11  May  73 

AR 

99 

9515 

Sttt!  Shtet,  Strip,  And  Plolt,  Corrosion  Rtsistont  16.5CR  •  4.0NI  •  4.0CU  - 
0.30  (Cb  Andto)  1  Oct  88 

AMS  5404C-88 

11 

17  Mor 

89 

MR  AS 

11 

9515 

StttI  Shttt,  Strip  And  Platt,  Corrosion  Rtsistont,  9.0MN-20CR-6.5Ni-<M  -  15 

Jon  78 

AMS  55958-78 

20 

31  Aug 

78 

MR  AS 

20 

9515 

StttI  Shttt,  Strip  &  Platt,  Corrosion  Rtsistont,  Solution  Htot  Trtottd  •  1  Apr 
dt 

AMS  5863A-81 

NOTICE  1 

11 

15  Mar 

88 

MR  AS 

11 

9515 

StttI  Shttt,  Strip  &  Platt  0.78CR  -  1.8NI  -  0.35MO  •  0.30V  (0.33  •  0.38C}  - 
15  Jan  77  Validatad  May  84 

AMS  44348-77 

20 

08  Jul 

77 

MR  AS 

20 

9515 

StttI  Shttt,  Strip,  &  Plott  0.78CR  -  1.8NI  -  0.35MO  -  0.30V  (0.33  -  O.rtODE 
MtIttd,  Anneottd  •  15  Jon  77  Validatad  May  84 

AMS  44358-77 

20 

08  Jul 

77 

MR  AS 

20 

9515 

Steel  Sheet,  Strip,  8.  Plott  O.dOCR  -  I.BNt  -  0.25MO  (0.49  •  0.55C)  -  15  Jon 

80  Validatad  Mar  88 

AMS  4394A-80 

NOTICE  1 

11 

15  Mar 

88 

MR  AS 

11 

9515 

Steel  Sheet,  Strip  &  Plott,  Low  Alloy  Htot  Rtsistont  0.65SI  •  1.25CR  •0.5MO  - 
0,85V  (0.20  -  0.25C)  •  1  Moy  69  Validatad  Mar  88 

AMS  4434A-49 

NOTICE  1 

11 

15  Mor 

88 

MR  AS 

11 

951i 

Steel  Sheet,  Strip,  8.  Plott  0,75CR  -  9.0NI  -  4.5CO  -  1.0MO  •  0.09V  (0.17  - 
0.23C)  Prumium  Quol'ly,  Coi.sumoblt  Electrode  Melted,  Anntoltd  -  15  Oct  79 
\a'idotid  Mar  88 

AMS  45238 

NOTICE  1 

11 

15  Mor 

88 

MR  AS 

11 

9515 

steel  Sheet,  Strip,  And  Ftote  0.75CR  -  9.0NI-  4.5  O  -  1.0MO  -  009V  (0.17  - 
0.23C)  Vacuum  Coniumoble  Electrodemelted,  Annealed  - 1  Oct  88 

AMS  4523C-88 

11 

17  Mar 

89 

MR  AS 

11 

841 
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9515 

SImI  SIvMt,  Strip,  And  Plait  0.80CR  -  1.8NI-  0.25MO  (0.49  •  0.55C)  Anntaltd 
•  Uul  87 

AMS  6396B47 

11 

17  Mor 

89 

MR  AS 

11 

9515 

StMl  ShMt  Strip,  &  Platt  0.95CR  .  0.20  Mo  (0.28  •  0.33C)  (SAE  4130} 
Sphtroidittd  •  1  Oct  85 

AMS  6351D45 

20 

01  Aug 

86 

MR  AS 

20 

9315 

Stttl  Shttl,  Strip,  &  Plott  0.95Clt  ■  0.20MO  (0.33  -  0.38)  (SAE  4135)  -  16  Jul 

79 

Slttl  Shttt,  Strip,  And  Plolt  0.75SI  ■  0.62CR  •  0.20MO  -  0.10ZR  (0.10  - 
0.17C)  -  16  Jul  79 

AMS  63520  79 

20 

01  Oct 

82 

MR  AS 

20 

9515 

AMS  63548-79 

20 

31  Mor 

80 

MR  AS 

30 

9515 

Stttl  Shttt,  Strip,  &  Plott,  Cerroiton  &  Htot  Rtiiitant  18CR  •  10.5NI  •  0.40Tt 
•  Solution  Htat  Trtottd  (SAE  30321)  -  1  Apr  63 

AMS  5510M.S3 

20 

01  Sop 

83 

MR  AS 

20 

9515 

Stttl  Shttt,  Strip,  &  Plott,  Corrosion  Rtsistont,  19CR*9.5NI  (304L)  •  15  Jon  76 
V^idai9d  May  8S 

AMS  5511D-7S 

30 

31  Aug 

78 

MR  AS 

20 

9515 

Stttl  Shttt,  Strip  &  Plott  Corrosion  &  Htot  Rtsistont  18CR‘10.5NI'  (Cbooto) 

(SAE  30347)  •  15  Jon  78 

AMS  5512F.78 

20 

01  Oct 

83 

MR  AS 

20 

9515 

Stttl  Shttt,  Strip,  And  Plott,  Corrosion  Rtsistont  19CR  •  9.2NI  (Sot  30304} 
Solution  Htot  Trtottd  Adopttd  1  Jon  65 

AMS  55130-85 

20 

01  Aug 

86 

MR  AS 

20 

9515 

Stttl  Shttt,  Strip,  And  Plott,  Corrosion  Rtsistont  16CR  •  11.5N1(SAE  30305) 
Solution  Htot  Trtottd  Adopttd  1  Apr  85 

AMS  5514045 

30 

01  Aug 

86 

MR  AS 

20 

9515 

Stttl  Shttt,  Strip,  And  Plott,  Corrosion  Rtsistont  16CR  -  9.0N1  (Sot  30302} 
S^tion  Htot  Trtottd  Aoopttd  1  Apr  85 

AMS  5516J45 

30 

01  Aug 

86 

MR  AS 

20 

9515 

Stttl  Shttt,  Strip,  &  Plott,  Corrosion  &  Modtrott  Htot  Rtsistont  15CR  -  7.tNI 
•  2.5MO  •  1.1A1  -  15  Apr  80  Vatidottd  Mot  8$ 

AMS  5520840 

NOTICE  1 

20 

04  Mor 

88 

MR  AS 

30 

9515 

Stttl  Shttt,  Strip,  And  Plott,  Corrosion  Andmodtrott  Htot  Rtsistont  15CR  • 

7.1NI  •  2.5MO*  I.IAI  Solution  Htot  Trtottd,  Prtclpitotionhordtnofalt  ‘  1  Jul 

87 

Stttl  Shttt,  Strip  &  Plott  Corrosion  &  Htot  Rtsistont  25CR'ZONI  Dttp 

Orowino  8  Spinning  Solution  Htot  Trtottd  •  1  Jon  82 

AMS  5520C47 

11 

17  Mor 

89 

MR  AS 

11 

9515 

AMS  552IE42 

30 

01  Oct 

83 

MR  AS 

20 

9515 

Stttl  Shttt,  Strip,  And  Plott,  Corrosion  Andhtot  Rtsistont  25CR  •  20NI  (Sot 
30310$)  Dtt^rowing  And  Spinning,  Solution  Htot  Trtottd  1  Oct  8, 

AMS  5521F48 

11 

17  Mor 

89 

MR  AS 

11 

9515 

Stotl  Shttt,  Strip,  And  Plott,  Corrosion  Andmodtrott  Htot  Rtsistont  12^R 
(Sot  51410)  Anntoltd  Adopttd  1  JUL85 

AMS  5504H45 

30 

01  Aug 

86 

MR  AS 

20 

9515 

Stool  Shttt,  Strip,  And  Plott,  Corrosion  And  Modtrott  Hoot  Rtsistont  12CR 
(Sot  51410  Modifltd)  Ftrritt  Controltd  <  16  Jul  79  Vatidatod  Mar  8B 

AMS  55058-79 

NOTICE  1 

11 

04A4ar 

88 

MR  AS 

11 

9515 

Stool  Shttt,  Strip,  And  Modtrott  Htot  Rtsistont  12CR  (Sot  51410  Modifitd) 
Ftrritt  Control,  Anntoltd  •  1  OCT87 

AMS  5505C47 

11 

17  Mor 

89 

MR  AS 

11 

9515 

Stttl  Shttt,  Strip,  And  Plott,  Corrosion  Andmodtrott  Htot  Rtsistont  13CR 
(0.30  ■  0.40C}(SAE  51420)  Adopttd  1  Jul  85 

AMS  5506045 

20 

01  Aug 

6 

MR  AS 

20 

9515 

‘  Stttl  Shttt,  Strip,  And  Pbtt,  Corrosion  And  Htot  Rtsistont,  17 

CR03NI.2.5M0  (Sot  303161)  •  1.5  Jon  1978  Vaddotod  May  $5 

AMS  5507C-78 

20 

31  Aug 

78 

MR  AS 

20 

9515 

Stttl  Shttt,  Strip  8  Plott  Corrosion  8  Modtrott  Htot  Rtsistont,  13CR  •  2.0NI 
<  3,0W  .  15  Jon  81 

AMS  5508C41 

20 

30  Oct 

81 

MR  AS 

20 

9515 

StMl  ShMt.  Strip  t  Plot,  0.50a  0J5NI  -  0.25MO  (0.38  -  0.43C)  (SEA  tUD) 

-  1  Oct  81 

AMS  6358E41 

20 

01  Oct 

82 

MR  AS 

20 

9515 

Stttl  Shttt,  Strip,  And  Plott  Low-oUoy,  Toltroncts  •  1  Jon  1983 ...................... 

AMS  3352C43 

MR 

26  Jul 

84 

MR  AS 

20 

9515 

Stttl  Shttt,  Strip,  And  Plott  0.95CR  •  0.30MO  (0.28  •  3,33C)  (Sot  4130) 
Sphtroidixtd  (Adopttd  1  Oct  85) 

A  6351045 

30 

01  Aug 

86 

MR  AS 

20 

9515 

StMl  ShMt,  Strip,  And  Plot*  1.8NI  ■  0.80CR  -  0.25MO  (0.38  •  0.43C)  (Sm 

4340)  PrMilum  Alrcrafrc|uality,  Centumabi,  EI«trod,  Mdttd  (Adeptwt  1  Jul 

85) 

StMl  ShMt,  Strip,  8.  Plat*,  I.OSCR  -  0.55NI  ■  1.0MO  -  0.12V  ■  (0.454).50C), 
Pmn’um  Aircr^  Quality,  Ceniutnobl,  ElKtro'!*  Mtitwl  •  01  Jul  81  VaUdattd 
MorSB 

A  6454A45 

20 

01  Aug 

86 

MR  AS 

30 

9515 

AMS  643eC41 

NOTICE  1 

11 

15  Mor 

88 

MR  AS 

11 

9515 

Stttl  Shttt,  Strip,  And  Plott,  Corrosion  Andhtot  Rtsistont  23CR  •  13,5Ni  (Sot 
30309S)  Solution  Htot  Trtottd  •  1  Oct  86 

AMS  5523048 

11 

17  Mor 

89 

MR  AS 

11 

9515 

StMl  ShMt,  Strip,  And  Plot*  0.95CR  •  0.22V  (0.48  ■  0.53C)  (Sm  6150)  •  1APR 

82 

StMl  ShMt,  Strip,  8  Plat*,  Corroiion  &  HMt  Rtiiitant  15CR  ■  25.5NI  -  1.2MO 
-  2.1Tt  -  0.0068  -  0.30V  •  15  Oct  79 

AMS  6455E42 

20 

01  Oct 

82 

MR  AS 

20 

9515 

AMS  55250-79 

20 

27  Fob 

81 

MR  AS 

11 

9515 

StMl  ShMt,  Strip,  And  Plat,  0.95  Cr  •  0.33V  (0.48  -  0.53C)  (Sm  6150)  -  1  Jul 

AMS  6455F48 

11 

17  Mor 

89 

MR  AS 

n 

9515 

Stool  Shttt,  Strip,  And  Plott,  Corrosion  Andhtot  Rtsistont  15CR  •25.5NI  • 

UMO  •  2.1TI  -  0.0068  •  0.30V  1800  Otgrtt  F  (980  Dtgrtt  C)  Solution 

Htot  Trtottd  Adopttd  1  Jon  85 

AMS  5525E45 

20 

01  Aug 

86 

MR  AS 

30 

9515 

Stttl  Shttt,  Strip,  8  Plott,  Corrosion  Rtsistont,  17CR*7.1NI0.1A1  •  15  Jon  78 
Votidofod  Mar  $8 

AMS  55280-78 

NOTICE  1 

11 

04  Mor 

88 

MR  AS 

11 

9515 

Stttl  Shttt,  Strip,  And  Plott,  Corrosion  Rtsistont  17CR  -  7.1N  -  1.1A1  Solution 
Htot  Trtottd  •  1  Oct  8, 

AMS  5528E48 

11 

17  Mor 

89 

MR  AS 

11 

9515 

Stttl  Shttt,  Strip,  And  Plott,  Corrosion  And  Htot  Rtsistont  13.5CR  •  36NI  • 
1.75MO  •  3.0TI  >  0.078  Vocuum  Mtittd,  Solution  Htot  Trtottd  •  16  Jul  1979 
Vafidafod  Mar  88 

AMS  6S43A79 

NOTICE  1 

11 

04  Mor 

88 

MR  AS 

u 

9515 

Stttl  Shttt,  Zinc*coottd  (Gokoniztd)  By  Tht  Net  Dip  Proctss,  Structurol 
(Physkol)  Quolity  .  27  Ftb  1987  REV-SH  IS 

ASTM  A446/A446M47 

VO 

13  Jul 

87 

MR  YD 

99 

9515 

Stttl  Shttt,  Zlnc«coottd  (Oolvonistd)  By  Ththof  Dip  Proctss,  Gtntrel 
RtquirtmtnH  For  •  27  Ftb  1987  REV-SH  IS 

ASTM  ,453S47 

YD 

16  Jul 

87 

MR  YD 

99 

9515 

Stool  Shoot,  Zinc-  CMttd  (Goivonlnd)  8y  Tho  Hot  Dip  Proctu  (Matric  -  27 

Fob  1917 

ASTM  A525M47 

YD 

20  Jul 

87 

MR  YD 

99 

9515 

Stool  ShMtt,  Carbon,  Zinc  Cootod  (Gohroniud)  ty  Th*  Hot  Dip  Proctu 

VaHdoM  Apt  t2  USER-CE  AS  MC  REV-WV  ME  YO 

QQ-S-775E 

INT  AMD  1  (SH) 

/SH 

10  Ftb 

76 

MR  SH 

84 

9515 

Stttl  Shtth,  Corrugottd,  2-1/24NCH  Nomlnol  Cerrwgotions,  Pointtd  Or 
Unpointtd  REV>IS  NS 

Mll-S-1 12070  (1) 

ME 

26  Jon 

82 

ME 

99 

9515 

Stool  Strip  (0.90  •  1.04C)  (Sm  1095)  Hard  Tompor  (Adopttd  1  Jon  85) . 

ASTM  5122F45 

MR 

01  Aug 

86 

AS 

20 

9515 

Stool  Strip  (0.90  •  1.04C)  (SAE  109S)  Hard  Tompor  •  1  Jon  tS . . 

AMS  3132F45 

30 

01  Aug 

86 

MR  AS 

30 

942 


FSC  USTING 


DOCUMENT 


FSC 

TITLE 

NUMBER 

DATE 

CUSTODIAN 

9315 

SImI  Strip,  Corbett,  Spring,  For  MKhonIcol  Tim#  Fuu  Compononti  Velidaltd 

MIL-S-II713C 

MR 

26  May 

88 

MR  OS 

9315 

May  88  USER-WV  REV-MI  IS 

StttI  Strip,  Cdd-rtductd  Carbon.  With  A  Carbon  Contont  Ovor  0.2S  %-1986 

NOTICE  1 

ISO  4960-86 

MR 

06  Aug 

88 

MR  SH 

99 

9313 

REV-AR  GL  AS  YD  n  84 

Stool  Strip.  Cold  ftoducod  Corbon.  With  A  Maximum  Corbon  ConfMt  OFO.25% 

ISO  6932-86 

MR 

09  Aug 

88 

MR  SH 

99 

9313 

-  1986  REV-AR  GL  AS  YD  11  84 

Stool,  tor.  Billot  li  Forgingi  Cobolt-froo  Moroginfi . . . . . 

MIL-S-47319 

EA 

08  Jul 

87 

EA 

9313 

Stool.  Bor.  Ploto.  Sho*t,  Strip.  Forgings.  And  Extrusions.  18  Por^nt  N^ol 

MIL-S-46830C 

Ml 

30  Sep 

36 

Ml  AS 

9315 

Alloy,  Moroging,  200  Kii,  230  Ktl,  And  300  Kii,  High  Quolily  USER-OS 

REV-MR  AR  IS 

SImI,  Corbon  (0.16  Moxium  To  0.23  Moxiuni  Pwc.nl)  Hol-rell.d  ShMl  And 

INT  AMD  1  (Ml) 

ASTM  A639/A639M-83 

MR 

19  Aug 

83 

MR 

20 

9315 

Strip.  Commorciol  Quolity  •  29  Mor  198S  REV-IS 

Stool.  Corbon  (0.15  Moxium  Poreont).  Hot  Rollod  Shoot  8  Strip.  Cormnorciol 

ASTM  A369/A369M-83 

MR 

20  Aug 

83 

MR  SH 

9515 

Quolity  -  29  Mor  83  REV-MI  YD  IS 

Stool.  Carbon  8  High  Strongth  Low  AHoy  Hot  Rollod  Shoot  8  Cold  ftottod  Shoot 

ASTM  A568M-87 

MR 

18  Moy 

87 

MRSH 

9513 

(  Metric)  G.n*rel  Rw|uirwn.nH  Foe  •  27  Frit  1987  USER-OS  REV-YD  SH  99 

IS 

SimI,  Corbon  &  High  Slrwiglh  Low  Alley  Hot  Retied  Sheet  8,  Cold  Rolled  Sheet 

ASTM  A568M-83A 

MR 

23  Aug 

83 

MRSH 

9515 

(MotHc).  Gonorot  Roquiromonts  For  •  26  Jul  85  USER-OS  REV-YD  SH  99  IS 
Stool.  Corbon.  Strip.  C^-roHod  Spring  Quolity,  Gonorot  Roquiromonts  •  26 

ASTM  A682-77R83 

MR 

18  Mar 

88 

MR  SH 

11 

9313 

Aug  77  REV-GL  ME  Mt  AR  YO  99  IS 

Stool,  Cold  Roducod-corbon,  Shoot  Of  Commorciol  And  Drawing  Qucdtitioi  - 

ISO  3374-86 

MR 

09  Aug 

88 

MR  SH 

99 

9315 

1986  REV-AR  Gl  AS  YD  11  84 

Stool,  Corroiion*roilitin(t  (Extra  Low  Corbon  Typo  304),  Ploto.  Shoot.  And  Strip 

MIL-S-40438 

20 

30  Jul 

87 

AS 

20 

•9313 

(Aig)  USER-ME  REV-Ml  EA  99  IS 

Stool.  Corrotion-rotlitant  (18-8).  Plato,  Shoot  And  Strip  (Aig)  USER-ME 

NOTICE  1 

MIL-S-3039D  (2) 

AS 

29Nev 

83 

AR  AS 

20 

9313 

REV-MI  EA  OS  99  IS  CS 

Stool.  Flot  RoHod  Eloctricol  4.25SI  Aisi  Typo  M-15,  Somiprocotiod  -  15  Sop  57 

AMS  7715-57 

11 

15  Mar 

88 

MR  AS 

11 

9313 

Vo/Zdototf  Mor  88 

Stool,  High  Carbon.  Strip,  Cold-roHod  Spring  Quolity,  Gonorot  Roquiromontt 

NOTICE  1 

ASTM  A682M-77R83 

MR 

18  Mer 

88 

MR  SH 

11 

9313 

(Motric)  25  Jon  78  Roopprovod  1983  Validatad  Mar  88 

Stool,  High  Corbon.  Strip,  Cold  Rollod  Soft,  Untomporod  Quality  -  25  Sop  81..., 

NOTICE  1 

ASTM  A684/A684M-81 

MR 

28  Apr 

82 

MR  SH 

11 

9513 

Stool,  Hot-roHod  Corbon,  Shoot  Of  Commorciol  And  Drowing  Quolitio*  -  1986 

ISO  3573-86 

MR 

09  Aug 

88 

MR  SH 

99 

9313 

Socond  Edition  REV-AR  GL  AS  YD  11  84 

Stool.  Plato  And  Oitk,  Corbon,  Forging  Quality  REV-AR  EA  IS . . . . . 

MIL-S-32898 

MR 

23  Sep 

84 

MR  OS 

9313 

Stool,  Ruttonitie  Stolnlou,  Shoot,  Strip,  Ploto.  8  Flat  Bor  For  Structurol 

ASTM  A666-87 

MR 

18  May 

87 

MR  YO 

20 

9313 

Appllcotleni  -  27  Feb  1987  USER-CE  ME  REV-AR  ER  OL  SH  99  IS 

Steel,  Sheet  6  Strip,  Carbon,  Hot-rolled,  Structurol  Ouolity  -  29  Jon  1988 

ASTM  A370/A370M-88 

MR 

08  Mor 

88 

MR  SH 

9313 

REV-MI  YO  IS 

Steel,  Sheet  t  Strip,  High  Strength,  Low  AHoy,  Columbium  OrVonodlum,  Or 

ASTM  ACV*4A, 

YD 

tf  Nov 

84 

MR  YD 

99 

9313 

Soth,  Hot  Rolled  4.  Cold  Rolled  •  28  Sep  84  REV-SH  IS 

Steel,  Sheet  t  Strip,  Alley,  Hot-rolled  &  Cold-rolled,  General  Requiremento  For 

ASTM  A303-87 

MR 

17  Mor 

88 

MR  SH 

11 

9513 

•  31  JuH  1987  REV-99  IS 

Stool,  Shoot  And  Strip  (1095)  Aircraft  Quolity  Validatad  Jan  89  USER-ME 

MIL-S-7947A 

11 

20  Jon 

89 

AS 

11 

9515 

REV-MR  Ml  EA  IS 

Steel,  Sheet  And  Strip,  AHoy,  Hot-rolled  And  Cold-rolled,  Reguiorquolily  And 

NOTICE  1 

ASTM  A30647 

MR 

12  Aug 

88 

MR  SH 

9313 

Structurolquollly  •  28  Aug  87 

Steal,  Sheet  And  Strip,  Unceoted,  Corbon  (1020  And  1023)  (Aircraft  Quolily) 

MIL-S-7932A  (1) 

11 

20  Jon 

89 

AS 

11 

9313 

(Aig)  Vati^afd  Jan  89  USER-MI  ME  REV-OS  IS 

Stool.  Shoot  And  Strip.  AHoy,  Hot-roUod  And  Cold  Rollod,  Drowing  Qudity  •  28 

NOTICE  1 

ASTM  A307-87 

MR 

26  Oct 

88 

MRSH 

11 

9313 

Aug  87  USER-OS  REV-MI  IS 

Steel,  Sheet  And  Strip,  Low  Carbon  REV-MI  ME  OS  YO  IS _ _ 

QQ-S-698  (3) 

/MR 

20  Oct 

70 

MR  YO 

11 

9313 

Stool,  Shoot.  Oirbon,  Cold  RoHod,  Structurol  Quolity  •  29  Mor  85  USER-5H 

ASTM  A611-83 

MR 

18  Jun 

83 

MR  YO 

20 

9515 

REV-MI  84  99  IS 

Steel,  Sheet,  Carbon,  Cnld-roHed,  Cenunerciol  Quality  -  29  Mor  1985 - 

ASTM  A366/A366M-85 

MR 

18  Sep 

83 

MR  SH 

20 

9515 

Stool.  Shoot.  Corbon.  Drawing  Quolity,  Spocid  KiHod,  Cold  RoHod-  27  Jul  84 

ASTM  A620/A620M-84 

MR 

10  Dec 

84 

MR 

9515 

USER-ME  SH  REV-AR  99  IS 

Stool.  Shoot.  Corbon,  8  High  Strongth,  Lew-  AHoy.  Hot  RoHod  8  Cold  RoHod, 

ASTM  A36847 

MR 

19  May 

87 

MR  SH 

9315 

9313 

Gonorot  RoquiromonH  For  -  27  Fob  1987  USER-OS  REV-YD  SH  99  IS 

Stool.  Shoot.  Cold-rotlod.  Long  Torm  Cootod  USER-YD  REV-YD  IS . 

Steel,  Strep,  High  Carbon,  Spheroldiied  Annealed  (For  Ammunition  Corr-idge 

ASTM  A308-88 
MIL-S-3039C 

MR 

MR 

21  Sop 
26  Jon 

88 

88 

MR 

9313 

aipi)  REV-AR  IS 

Stool.  Strip.  Carbon.  Cold-rollod  Standard  Spocificotion  -  29  Jul  88  USER-SH 

ASTM  A109-88 

MR 

21  Sep 

88 

11 

9513 

os  REV-MI  99  IS 

Steel,  Strip,  Corbon,  Cold-relied  (Metric)  -30  Aug  1983  USER-SH  OS  REV-MI 

99  IS 

Steel,  Strip,  Carbon  And  High-etrenght,  Low-olloy,  Hot-rolled  Generoi  Regmb 

ASTM  A109M-83 

MR 

18  Sep 

83 

MR 

20 

9515 

ASTM  A749-88 

MR 

01  Apr 

88 

MR  SH 

9515 

For  (Motric  USER-OS  ReV-GL  AR  Ml  99  IS 

Stool.  Strip.  Corbon  And  High-itrongth.  Low-oHoy,  Hot  RoHod  Gonoroi 

NOTICE  1 

ASTM  A749M-88 

MR 

05  Moy  88 

MR  SH 

9515 

Roeiuiromentt  For  Cmotric)  •  29  Jon  88 

Stool,  Strip,  High  Corbon.  Cdd-  Rollod  Soft.  Untomporod  Spring  Quality  -  29 

ASTM  A684/A684M-86 

MR 

13  Feb 

87 

MR  Stt 

20 

9313 

Aug  1986  REV-AR  GL  ME  Ml  YD  99  IS 

Strip  -  49FE  3.3CR  42NI  2.3TI  0.S0A1  Solution  Treoted  -  1  Jul  76  VaKdeHd 

AMS  32218-76 

20 

25  Mor 

77 

MR  AS 

20 

9315 

Jan  88 

Strip  Motel,  Corbon  Stool,  Cold  Rollod,  Drowing  Ouotiry,  Spociot  KiHod  (For 

MIL-S-645C 

MR 

23  Jon 

87 

MR 

9313 

Ammunition  Componontf)  REV-WV  IS 

Strip,  Motol.  Corbon  Stool.  Cold  Rollod,  Herdonod  And  Tomportd  Spring 

MIL-£-46a'9C 

MR 

06  Feb 

87 

MR 

9313 

Quolily  USER-AT  SH  OS  REV-AV  Ml  EA  WV  IS 

Strip,  Metal,  Corrotioa  Retiilonl,  Type  301  USER-ME  REV-IS . 

MS-14310 

AS 

12  Oct 

87 

AR  AS 

99 

9313 

Strip,  Motol,  Corroiion  Roriitont.  Typo  302  USER-ME  REV-tS . 

MS  14311 

AS 

12  Oct 

87 

AR  AS 

99 

9313 

Strip.  Motol,  Corroiion  Roilitont,  Typo  304  USER-ME  REV  IS  . 

MS-14312 

AS 

12  Oct 

87 

AR  AS 

99 

9313 

Strip.  Motol.  Corroiion  Roilitont.  T}^  302  REV-84  IS . . . 

MS-14446 

AS 

28  Feb 

83 

MR  AS 

99 

9515 

Strip.  Motol.  Corioilon  Roilitont,  Typo  304  REV-84  IS . 

MS-14467 

AS 

28  Feb 

83 

Mb  AS 

99 

943 


FSC  LISTING 


DOCUMENT 


FSC 

TITLE 

NUMBER  P^EP 

-aTE 

custodian 

9S15 

Strip,  Mftoi,  Corrosion  Rtsistont  REV-84  IS . . . 

MS-14458 

AS 

3P  Fob 

85 

MR  AS 

99 

9515 

Strip,  Mttoi,  Corrosion  Rosistont,  Typo  316  USER*ME  REV-IS  . . . . 

MS-14513 

AS 

12  Ott 

87 

AR  AS 

99 

9515 

trip,  Motol,  Low  Carbon  Stool  (1010)  Cold  Rollod  REV-84 . . 

MS-53038 

MR 

28  Nov 

84 

MR  AS 

99 

9515 

itrip,  Motol,  Low  Carbon  Stool  (1015)  Cold  &  Hot  Rollod  REV -84 . 

MS-53039 

MR 

28  Nov 

84 

MR  AS 

99 

9515 

Strip,  Motol,  Low  Carbon  Stool  (1018)  Cold  Rollod  REV-64 . 

MS-53040 

MR 

28  Nov 

84 

MR  AS 

99 

9515 

Strip,  Motol,  Low  Carbon  Stool  (1020)  Cold  Rollod  REV-84 . 

M3-52041 

MR 

38  Nov 

84 

MR  AS 

99 

9515 

Strip,  Tool  Stool,  Typo  W3  REV-AR  EA  Ml  84  IS . 

MS-53090 

MR 

31  Jul 

85 

MR 

99 

9515 

Strip,  Tool  Stool,  Typo  01  REV-AR  EA  Ml  84  IS . 

MS-53087 

MR 

31  Jul 

85 

MR 

99 

9515 

Tomoploto,  For  Roofing  And  Roofing  Products  REV-IS  . . . 

QQ-T-301F 

/MR 

12  Nov 

85 

MR  YD 

99 

9515 

Tin  Mill  Products,  Genorol  Roquiremonts  For  USER-SH  REV-99  20  IS  . . 

ASTM  A633.85 

MR 

11  Apr 

85 

MR  SA 

9515 

Tin  Mill  Products,  Gonorol  Roquiremonts  (Metric)  •  28  Fob  1986  USER-SH 

REV-SH  99  IS 

ASTM  A633M-86 

MR 

08  Apr 

85 

MR  SH 

9515 

Tin  Mill  Products,  Electrolytic  Tin  PCoto,  Single  Reduced  •  28  Feb  1986  USER-A$ 
REV-GL  AR  IS 

ASTM  A634^ 

MR 

08  Apr 

85 

MR  SH 

99 

9515 

Tin  Mill  Products,  Electrolytic  Tin  Plate,  Single  Reduced  (Metric)  -  28  Feb  1986. 

ASTM  A634M-85 

MR 

05  May 

86 

MR  SH 

99 

9515 

Tin  Mill  Products,  Electrolytic  Tin  Plate  Double  Reduced  •  28  Feb  86  USER-AS 
REV-AR  GL 

ASTM  A535-86 

MR 

11  Apr 

85 

MR  SH 

99 

9515 

Tinfriote  (Electrolytic)  Volidattd  Feb  86  REV-AT  GL  AR  OS  IS . 

QQ-T-4358  (1) 

/MR 

21  Ocl 

75 

MR  AS 

99 

9515 

Toloronces,  Metric  Low*olloy  Steel  Sheet.  Strip  And  Plote  -  1  Jon  83 . . 

MAM  3353-88 

MR 

24  Aug 

88 

MR  AS 

11 

9530 

Anglo  •  Bulb  Section  Extruded  Volidoted  Feb  89... . . . 

AND10135 

REV  3 

84 

35  Fob 

89 

84 

9530 

Angle  •  Equal  Leg  Extruded  Validated  Feb  89  REV-MI  . 

AND10133 

REV  2 

84 

25  Fob 

89 

84 

9530 

Angle  •  Unequal  Leg  Extruded  Validated  Feb  89  REV-MI . . . 

AND10134 

REV  3 

84 

25  Fob 

89 

84 

9530 

Anglo,  Structural,  Corrosion  Rosistont,  TYPE316  REV-84  IS . 

MS-14471 

AS 

28  Fob 

85 

MR  AS 

99 

9530 

Angle,  Structural,  Corrosion  Rosistont,  Type  302  REV-84  IS . . . 

MS- 14459 

AS 

38  Fob 

85 

MR  AS 

99 

9530 

Angle,  Structural  Corrosion  Rosistont,  Type  304  REV-84  IS . 

MS-14470 

AS 

28  Fob 

85 

MR  AS 

99 

9530 

C  Shopes  (Channel),  Structural  Steel,  Carbon,  Medium  USER-AS  REV-AT  Ml  84 

IS 

Ownnol  •  Extruded  Validated  Feb  89  REV-MI . 

MS-90510 

YD 

39  Jon 

85 

MR  YD 

99 

9530 

AND10137 

REV  3 

84 

25  Fob 

89 

84 

9530 

Electric  Lomps  -  lew  Pressure  Sodium  Lamps  -23  Dec  86  USER-SH  REV-82  GS .. 

ANSI  aS.41-87 

YD 

21  Sop 

88 

YD 

99 

9530 

H-piles  &  Sheet  Piling,  High  Strength  Low  Alloy  Steel  For  Use  In  Morine 
Environments  •  25  Jul  1988 

ASTM  A590/A590M-88 

YD 

19  Fob 

89 

MR  YD 

99 

9530 

H-pilos  8t  Shoot  Piling  For  Use  In  Marine  Environments,  High  Strength  Low-oHoy 
Stool,  Standard  Specification  For  -  26  Jul  85  REV-IS 

ASTM  A  A690/A590M-85Y0 

23  Jon 

85 

MR  YD 

99 

9530 

L  Shop..  (Angiti),  Equal  Ltqi,  Structural  SImI,  Corbon,  Modium  USER-AS 

REV-AT  Ml  84  IS 

MS-90505 

YD 

29  Jon 

85 

MR  YD 

99 

9530 

L  Shepes  (Anglos),  Unequal  Logs,  Structurol  Stool,  Corbon,  Medium  USER-AS 
REV-AT  Ml  84  IS 

MS-90507 

YD 

29  Jon 

85 

MR  YD 

99 

9530 

Pipe,  Pipo-orchos  8i  Arches,  Stool,  Golvonixod,  Cerrvgotod  Stnictural  Plotes  8 
Fasteners  For  •  30  Sop  1988  USER-CE  REV.82  CS 

ASTM  A751A/761M-88 

YD 

38  Jon 

89 

ME  YD 

99 

9530 

Plotes,  Pressure  Vessel,  Hoot  Treated,  Carison-mongonoso-silicon  Steel  -  4  Oct 

1984  USER-CE  OS  REV-SH  84 

ASTM  AS37/A537M-84 

YD 

17  Jon 

85 

MR  YD 

99 

9530 

S  Shapes  (1  Beam),  Structural  Steel,  Carbon,  Medium  USER-AS  REV-AT  Ml  84 

IS 

Steel  Bor  Compositions  According  To  Section,  Selectio  i  Of  -  14  Nov  1969 
Validated  Mar  88  USER-AV  GL  YD  REV-AT  ME  Ml  OS  IS 

MS-90509 

YD 

29  Jon 

85 

MR  YD 

99 

9530 

ASTM  A400-59R88 
NOTICE  3 

MR 

21  Mor 

88 

MR  SH 

11 

9530 

Steel  Corrugated,  Structural  Plote,  Zinc  Cooted,  For  Field  Bolted  Pipe,  Pipe 

Arches  &  Arches  •  30  Sep  1988  USER-CE  REV-82  CS 

ASTM  A751/A751M-(I8 

YD 

38  Jon 

89 

ME  YD 

99 

9530 

Steel  Plotes,  Shopes  And  Bors,  Low  And  Intermodiote  Tensile  Strength  •  16  Mor 

88  USER-SH  05  REV-IS 

ASTM  A383A383M-88 

YD 

07  Sop 

88 

ME  YD 

99 

9530 

StM<  Sh«l  Piling  -  38  S.pt  1984  REV-IS . 

ASTM  A338-84 

ME 

17  Jun 

85 

ME  YD 

9530 

Sla«t  WiHi  50  Kii  (345MPA)  Minimum  YitM  Point  To  4  In.  (1CI  Mm)  Thick, 
High-strongth  Low-otloy  Structural,  Stnndord  Spocificotion  For  -31  July  87 
USER-SH  OS  REV-IS 

ASTM  A588/A588M-87 

YD 

34  Mor 

88 

MR  YD 

99 

•9530 

Steel,  Carbon,  Alloy,  And  High  Strength  low  Alloy  For  A^elded  Strugtures 
(Stress  Relieved)  Validated  Jan  86  USER-AV  AT  REV-MI  WV  IS 

MIL-S-13381E 

MR 

20  Sop 

85 

MR 

9530 

Steel,  Corrosion  &  Heat  Resistant,  Honeycomb  Core,  Resistonce  Welded, 

Square  •  15  Jul  60 

AMS  5B50A-80 

20 

27  Fob 

81 

MR  AS 

20 

9530 

Steel,  High  Strength  Low  Alloy,  H-piles  &  Sheet  Piling  For  Use  In  Morine 
Environments  •  25  Jul  1988  USER-SH  REV-IS 

ASTM  A590/A690M-8S 

YD 

19  Fob 

89 

MR  YD 

99 

9530 

9530 

Steel,  High-strength  Low-alloy  Structural  Mongonse  Vonodium  •  26  July  1985 
REV-Al  AR  Ea  SH  IS 

Steel,  Structural  High  Strength  Low  Alloy  •  16  Mor  1988  USER-OS  SH  REV-IS .. 

ASTM  A441/A441M-85 

ASTM  A343/A343M-88 

MR 

23  Aug 

14  Ocl 

85 

88 

MR  YD 

9570 

Steel,  Stnicturol  Shopes  Alloy,  High  Yield  Strength  (HY-80  &  HY-IOO)  (Metric).. 

MIL-S-335548 

SH 

15  Mor 

88 

SH 

9530 

Steel,  Structurol,  Stondord  Specificotion  For  >  30  Dec  88  USER-OS  REV-AT  M- 
SH  IS 

ASTM  A35A35M-880 

YD 

31  Mor 

89 

MR  YD 

99 

9530 

Ste«l,  Stiv^luiul,  Wllh  42  Ksi  7290  Mpo;  Minimum  Yield  Point  (1/2  In.  (13 

Mm)  Moximum  Thickness  (16  Mor  88) 

ASTM  A539/A52yM-SB 

YD 

06  Nov 

68 

MR  YD 

9530 

Steel,  Structural  With  42  Ksi  (290  Mpo)  Minimum  Yield  Point  (1/2  In.  (13  Mm) 
Moximum  Thickness)  Stondord  Specificotion  For  •  16  Mor  66  REV-IS 

ASTM  A539/A539M-88 

YD 

05  Nov 

88 

MR  YD 

9530 

Steel,  Structural,  Sampling  Procedure  For  Impact  Testing  Of,  Stondord 
Specification  For  >  30  Jul  82  REV-SH  IS 

ASTM  A573-83E1 

YD 

20  Apr 

84 

MR  YD 

99 

9530 

Steel,  Structural,  Sompling  Procedure  For  Impact  Testing  Of  •  25  Mor  1988 
REV-SH  IS 

ASTM  A673/A573M-S8 

YD 

07  Sop 

88 

MR  YD 

99 

•9530 

Steel,  Wrought,  Mongontse  •  Nickel,  Austenitic  (lew  Mognetic  Permeobilii, 
Validated  Avg  $2 

MIL-S-21945A 

OS 

18  Jul 

72 

os 

9530 

Steels  Of  Structurol  Quolity,  High-strength  Low-oiloy  Columbium-vanodium  •  26 
July  1985  REV-AR  iS 

ASTM  A572/A572M-85 

MR 

23  Aug 

85 

MR  YD 

9530 

SMels  Of  Structural  Quolity,  High-strength  Lew  Alloy  Columbium-vanodium  •  26 
Aug  1988  REV-AR  IS 

ASTM  A572/A572M-88LMR 

14  Nov 

88 

■MR  YD 

944 
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9520 

Sirwhira!  Shipbuilding  Dntailt  Uting  Tm  Stifltnnn . 

MIL-HDIK  283 

SH 

15  Jul 

85 

9520 

SlriKlural  SimI  •  27  Ftb  19S7  USEE-OS  EEV-AT  Ml  SH  IS . 

ASTM  A34/A34M-87E1 

YD 

14  Jul 

87 

MR  YD 

99 

9520 

Tm  •  lulb  Stcllen  ExIrudnd  VolldoHd  hb  89  EEV-MI . 

AND10141 

REV  4 

84 

24  Feb 

89 

84 

Tm  -  Extruikd  Volldot*d  ftb  89  EEV-MI . 

AND10134 

REV  3 

84 

24  Feb 

89 

AV 

84 

0520 

M  Shopni  (H  iMin),  Structural  StMl,  Corben,  Mudlum  USEE-AS  EEV-AT  Ml 

84  IS 

Zm  •  Equal  Ltg  ExIrudtd  Volidoltd  ftb  89  EEV-MI . . 

MS-90508 

YD 

29  Jon 

85 

MR  YD 

99 

9520 

AN010138 

REV  2 

84 

24  Feb 

89 

AV 

84 

9520 

Zm  -  UiMquol  Im  ExtrucM  Volidoltd  ftb  89  EEV-MI _ 

AND10139 

REV  3 

84 

24  Feb 

89 

84 

•9525 

Aluminum  t  Aluminum  Alloy  Bor,  Eed,  WIra,  Or  Spoclol  Shopni.  EsHnd,  Drawn, 

Or  Cold  Flnlthod,  Gtnoral  SpKlflcotloni  For  USEE-MC  EC  SH  REV-EA  AE 

CE  YD  99  I.: 

QQ-A-325F/F 

/AS 

27  Nov 

84 

MR 

20 

•9525 

Alurr.tnum  Altey  lor,  Rod,  And  V  Irt*  Rolltd,  Drawn«  Or  Cold  Ftnlihod,  1100 
USER-MC  REV-EL  AR  Ml  EA  SH  OS  IS 

QQ-A-325/1D  (1) 

/AS 

11  Apr 

83 

MR  AS 

20 

•9525 

Aluminum  Alto/  Borg  Rod.  And  WliOg  Rolltdg  Drown,  Or  Cold  Etnlihod,  3003 
WdtoMd  Ocf  B4  USER-MC  OS  EC  SH  REV-MI  MR  EA  AS  $5  99  IS 

QQ-A-225/3D 

/AS 

09  Jun 

71 

MR  AS 

11 

•9525 

Aluminum  AHoy  Sor,  Rod,  WIra,  And  SpKlol  Shop*!,  Rolkd,  Drawn,  Or  Cold 
FInIdMd,  7075  USEE-ME  MC  YD  SH  EC  REV-AR  EA  CR  OS  85  99  IS 

QQ-A-235/9E 

/AS 

lOMoy 

82 

MR 

11 

•9525 

Aluminum  Alloy  Bor,  Rod,  And  Wirt,  RoUtd,  Drown,  Or  Cold  Elnlthtd,  6762 
REV-EA  AR  IS 

QQ-A-235/10t 

/AS 

15  Jim 

83 

MR  AS 

20 

•9525 

Aluminum  Alloy  Bor,  Rod,  ShofMi,  And  Wirt,  ExIrudtd,  717B-T76,  (IMPROVED 
Exfotlotlon  Rtslttonl)  REV-SH  99 

QQ-A-200/14B 

/AS 

27  Dk 

84 

MR  AS 

11 

•9525 

Aluminum  Alloy  8ar,  Rod,  /  nd  WIra,  Rolind,  Drawn,  Or  Cold  FInlihod,  2024 
USER-MC  SH  YD  REV-AR  EA  CR  IS 

QQ-A-235/4E  (1) 

/AS 

29  Mar 

85 

MR  AS 

n 

•9525 

Aluminum  Alloy  Bor,  Rod,  And  Wirt,  Rolltd,  Drown,  Or  Cold  Ftntfthed,  5052 
USER-OS  MC  SH  REV-EL  AR  Ml  99 

QQ-A-225/7D 

/AS 

30  Jun 

S3 

MR  AS 

20 

•9525 

Aluminum  Alloy  Bor,  Rod,  And  Shopti,  ExIrudtd,  7075<T76  (Improvtd 

Exfollotton  Rtslilont)  USER-EL  EC  REV-AV  SH  99 

QQ-A-200/158 

/AS 

30  Nov 

83 

MR  AS 

20 

•9525 

Aluminum  Alloy  Sor,  Red,  WIra,  And  SpKlol  Shopos,  Railed,  Drown,  Or  Cold 
Flnithwl,  2014  USER-EL  MC  OS  EC  SH  REV-MI  AR  EA  SH  99  IS 

QQ-A-235/4E 

/AS 

15  Nov 

82 

MR  AS 

20 

9525 

Aluminum  Alloy  Extruiionc  4.2  ZN-2.3  CU.2.2  MG-0.I2ZR  (7050-T74511)  -  IS 

Jul  80  REV-IS 

AMS  4340A80 

AS 

13  Aug 

82 

MR  AS 

20 

9525 

Aluminum  Alloy  Extruiloni,  7.7ZN  -  2.4MG  -  1.4CU  -  0.14CR  {7049-T73511) 
Solution  HMt  TrMtad,  StrMi  Rnlirrad,  8  PrKipllotien  HMt  TrMted  - 1  July 
1982  REV-IS 

AMS  4157A-S3 

AS 

15  Jul 

87 

MR  AS 

20 

9525 

Aluminum  Alley  Extruiloni  7.7  ZN-2.4  MG-1.4  CU-0.14CE  (7149-T73511)  -  15 

Jon  80  REV-IS 

AMS  4343-80 

AS 

13  Aug 

82 

MR  AS 

20 

•9525 

Aluminum  Alloy  Red  And  WIra,  For  RIvtH  And  Cold  Htodlng  REV-MR  AR  AV 

Ml  EA  99  IS 

QQ-A-430C 

/AS 

14  Dk 

84 

ME  AS 

11 

•9525 

Aluminum  Alloy  2017,  Bor,  Rod  And  Wlraj  Rolled  Drawn  Or  Cold  Finlihed 

USER-EL  MC  OS  SH  REV-AR  EA  CE  99  IS 

QQ-A-323/5E  (2) 

/AS 

31  Jon 

84 

MR 

20 

•9525 

Aluminum  Alloy  4041,  Sor,  Rod,  Wire  8  Special  Shopei,  Retied,  Drawn  Or 

Cold  Flniihed  USER-ME  MC  SH  OS  REV-MI  AR  EL  EA  OS  AS  99  85 

OQ-A-225/8E 

/AS 

28  Moy 

82 

MR  AS 

20 

•9525 

•9525 

Brail,  Navol,  Red,  Wirt,  Shapti,  Forgingt,  And  Flot  Products  With  Finiihtd 

Edgti  (Bor,  Flat  Wirt,  And  Strip)  USER-AS  OS  REV-MI  MR  SH  IS 

Brenxt  Mangantit,  Red,  Shopti,  Ferglngi,  And  Plot  Products  (Flat  Wirt,  Strip, 
Shttt,  Bor,  And  Platt)  Volfdattd  Apr  81 

QQ-8-437A 

QQ-B-72S 

/MR 

t 

17  Jon 

06  0tc 

84 

41 

MR  SH 

49 

•9525 

•9525 

Branu,  Phoiphor,  Bor,  Plele,  Red,  ShMt,  Strip,  Flot  WIra,  And  Structural  And 
SpKlol  Shoped  Sectlonf  Volidoltd  Apr  81  REV-MR  SH  YD  49 

Copper  Aluminum  Alleyt  <Aluminum  Bronie)  (Copper  Alloy  Numbert  404, 414, 

430,  433M,  And  442),  Rod,  Flot  Produett  With  FInl  hod  Edget  (Flat  Wire, 

Strip,  And  Bor),  Shopei,  And  Forgingi) 

QQ-B-750  (2) 

QQ-C-004458  (1) 

• 

/SH 

28  Dk 

30  Nov 

44 

83 

49 

9525 

9525 

Copper-  Nickel-xinc  Alloy  (  Nlchel  SIKrar)  Wire  8  Copper-  Nickel  AHoy  WIra  - 
28  Nov  1984  USEE-AV  EA  GL  ME  EEV-EE  IS 

Copper-  Silken  Alley  Wire  For  Generol  Purpoiei  (Metric)  -  28  Nov  1984 

USEE-EA  GL  ME  OS  SA  SH  REV-EE  MC 

AETM  I204-84A 

ASTM  B99M-84A 

MR 

MR 

06  Mar 

27  Ftb 

87 

87 

MR  SH 

•9525 

Copper-aluminum  AHoyi  (Aluminum  Bronie)  (Copper  Alloy  Number,  404,  414, 

4W,  And  442),  Rod,  Flol  Product,  With  Flnldt^  Edge,  (Flat  Wire,  Strip,  And 
Bor),  Shape,,  And  Forging,  Volidoltd  Apr  83  USER-ME  OS  REV-MI  MR  SH 

AS  IS 

QQ-C-445A 

t 

08  Mor 

74 

MR  AS 

11 

9525 

CoppK-beryllium  Alloy  WIra  (Metric)  -  24  July  1985  USbR-EA  GL  ME  REV-AR 

ER 

Cepper-nicliel  Alloy,  Shoot,  Plate,  Strip,  Sor,  Rod  8  Wire  USER-ME  REV-MI  MC 

IS 

Copper-nicliel-tinc  Alloy  (Nickel  SilvK)  WIra  8  Copper-nickel  Alloy  Wire  Metric 
-  Cl  Jul  87  USER-AV  EA  GL  ME  OS  REV-ER  MC  SA  IS 

ASTM  8197M-85 

MR 

05  Feb 

84 

MR  SH 

9525 

MIL-C-15724F 

SH 

25  Oct 

88 

SH 

9525 

ASTM  B204M-87 

MR 

16  Stp 

87 

MR  SH 

9525 

6xtruiioni,  Aluminum  Alloy  6.2ZN  •  2.3CU  •  2.2MG  •  0.12ZR  (7050-1/3611)  - 
15  Apr  78  Validate  Aug  85  REV-IS 

AMS  4341-78 

AS 

15  Jon 

79 

MR  AS 

20 

9525 

Extruclom,  Aluminum  Alley  4.2ZN  .  3.3CU  -  2.2MG  -  0.12ZR  (70S0-T734511)  - 
15  Apr  78  Volidoltd  Aug  85  REV-IS 

AMS  4342-78 

AS 

15  Jon 

79 

MR  AS 

20 

9525 

Extru,ien,,  Aluminum  Alley,  7.7ZN  -  2.45MG  -  1.5SCU  -  1.4CR  (7049-T74511)  - 
15  Dk  74  Volidoltd  Stp  85  REV-IS 

AMS  4159-74 

AS 

15  Jon 

79 

MR  AS 

20 

9525 

Extruclon,,  Aluminum  AHoy,  7.7ZN  -  3.45MC  -  1.55CU  -  0.14CR  (7049-T73S11) 

-  15  Dk  74  Volidoltd  Stp  85  REV-IS 

AMS  4157-74 

AS 

15  Jon 

79 

MR  AS 

20 

•9525 

Nickel  Sor,  Flat  WIra  (RIbbm)  And  Strip  (For  ElKtronic  Um)  Volidoltd  Aug  84 
USER-MI  AT  ME  REV-AR  IS 

MIL-N-440258 

MR 

18  Sep 

72 

MR 

•9525 

Nickel  Red  And  Wire  (Round)  (For  ElKtronic  Uw)  Volidoltd  Aug  84  USEE-AT 
EEV-AE  Ml  EA  IS 

MIL-N-44024A 

MR 

13  Jul 

45 

MR 

9525 

Wirt  li  Rodi,  Aluminum  &  Aluminum  AHoy  Rivtt  &  Cold  Htoding  (MtMc)  •  26 

Apr  85  USER-AT  ME  AR  SH  REV-AS  20 

ASTM  8314M-B5 

MR 

01  Nov 

85 

MR  OS 

99 

945 
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9S2S 

Wirt  And  Rods,  Aluminum  And  Aluminum-olloy  Rivtt  And  Ctld  Htadino  •  26 

ASTM  8316-85 

MR 

16  Stp 

85 

MR  OS 

99 

Apr  1985  USER  AT  ME  AR  SH  REV-AS  20 

9S25 

Wirt  5.0MG  -  0.12MN  -  0.12CR  (505641)  Anntoltd,  Aluminum  AHoy  •  1  Jul  81 

AMS  4182-81 

AS 

30  Jun 

85 

Ml  AS 

9S2S 

Wirtp  Aluminum  Alloy,  5.0  Mq  •  0.12  Mn  •  0.12  Cr  (5056*0)  Anntoltd  •  16 

AMS  4182C-81 

AS 

30  Jun 

85 

Ml  AS 

July  1981 

9S2S 

Wirt,  Brou,  •  17  Aug  88  USER-MI  AV  REV-AR  ER  EA  IS  . 

ASTM  813488 

MR 

17  Aug 

88 

MR  SH 

9525 

Wirt,  Copptr  Alloy  Validol^  Jan  86  USER-AR  ME  SH  REV-MI  AV  EA  OS  IS 

DS 

Wirt,  Copptr  Stryllium  Alloy  -  28  Nov  83  USER-EA  GL  ME  REV-AR  ER . 

QQ-W-321D 

/MR 

10  May 

67 

MR  AS 

99 

9525 

ASTM  8197838 

MR 

23  Jul 

84 

MR  SH 

9525 

Wirt,  Copptr  Silicon  Alloy,  For  Gtntrol  Purpoitt  •  31  Jon  86  USER*EA  GL  ME 

ASTM  89986 

MR 

29Msy 

86 

MR  SH 

REV-ER 

9525 

Wirt,  Copptr>ntcktl*tllicon  Alloy  >  28  Ftb  86  USER>EA  GL  ME  REV‘ER  IS... . 

ASTM  841286 

MR 

29  May 

86 

MR  SH 

9525 

Wirt,  Copptr‘Silicon  Alloy  For  Gtntrol  Purpott  •  28  Novtmbtr  1986  USER^EA 

ASTM  B9986A 

MR 

27  Ftb 

87 

MR  SH 

GL  ME  REV-ER 

9525 

Wirt,  Htxogonol,  Nontltctricol  Aluminum  Alloy  6061  USER^Oo  SH  REV*84  IS  .. 

MS-14279 

AS 

29  Ftb 

84 

MR  AS 

99 

9525 

Wirt,  Htxoooi>ol,  Nontltctricol  Aluminum  Alloy  2024  USER^OS  SH  REV*84  IS  .. 

MS-14278 

AS 

29  Ftb 

84 

MR  AS 

99 

9525 

Wirt,  HtxoQonol,  Nontlcfricol  Aluminum  Alloy  7075  USER*OS  SH  REV*84  IS  .... 

MS-14280 

AS 

29  Ftb 

84 

MR  AS 

99 

9525 

Wirt,  Molybdenum,  Platinum  Clod  Volidof^  May  83 . 

MIL-W-47087 

Ml 

10  May 

74 

Ml 

9525 

Wirt,  Nlcktl  Bow  Alloy,  Agt  Hordtnoblt  Vatidattd  Apr  82  REV*IS.... . 

MIL-W-19487A 

os 

24  Jun 

75 

os 

9525 

Wirt,  Niclcftl-chromium*iron  Alloy  VatiSafd  Aug  84  USER>AR  REV*EL  Ml  ME 

SA  IS 

Wirt,  Non*tttctricol,  Htxogon,  Copptr  Bom  Alloy  464  USER*ER  AS  OS 

QQ-W-390C 

/MR 

25  Ftb 

70 

MR  AS 

20 

9525 

MS-500143 

MR 

27  Oct 

87 

MR  SH 

69 

REV-AR  Ml  IS 

9525 

Wirt,  Non<tltctrical,  Squort,  Copptr  Bait  Alloy  464  USER*ER  AS  OS  REV*AR 

Ml  IS 

Wirt,  Nen-tltctricol,  HoK  Ovol,  Copptr  Bolt  Alloy  464  USER^ER  AS  OS 

MS-500144 

MR 

27  Oct 

87 

MR  SH 

69 

9525 

MS-500145 

MR 

27  Oct 

87 

MR  SH 

69 

REV-AR  Ml  IS 

9525 

Wirt,  Nontltctricol,  Squort,  Copptr  Bait  Alloy  360  REV>84  IS . 

MS-52001 

MR 

25  Oct 

84 

MR  SH 

9* 

9525 

Wirt,  Nontltctricol,  Flot,  Copptr  Bolt  Alloy  3M  REV>84  IS  . 

MS-52002 

MR 

24  Oct 

84 

MR  SH 

99 

9525 

Wirt,  Nontltctricol,  Htxogon,  Copptr  Boit  Alloy  360  REV*84  IS  . 

MS-52003 

MR 

24  Oct 

84 

MR  SH 

99 

9525 

Wirt,  Nontltctricol,  Round,  Copptr  Boit  Alloy  268  REV44  IS  . 

MS-52004 

MR 

24  Oct 

84 

MR  SH 

99 

9525 

Wirt,  Nontitctric,  Round,  Copptr  Bow  Alloy  360  REV*84  IS . 

MS-52005 

MR 

25  Oct 

84 

MR  SH 

99 

9525 

Wirt,  Nontltctricol,  Squort,  Copptr  Bait  Alloy  260  REV*84  IS .......................... 

MS-52006 

MR 

25  Oct 

84 

MR  SH 

99 

9525 

Wirt,  Nontltctrical,  Flot,  Copptr  Bom  Alloy  260  REV*84  IS  . . . 

MS-52007 

MR 

25  Oct 

84 

MR  SH 

99 

9525 

Wirt,  Photphor  Bronxt  •  31  Jon  86 . . 

ASTM  815986 

MR 

07  Moy 

86 

MR  SH 

9525 

Win,  Ftiosphor  Wir.  (M.lric)  -  28  Nov  1987  USER-MI  EA  GL  OS  REV-ER  AR 

ASTM  8159M86A 

MR 

24  Jul 

87 

MR  SH 

MC  SA  IS 

9525 

Wirt,  Round,  Nantl«lricol  Aluminum  AHoy  7075  USER-OS  SH  REV-84  IS . 

MS-14275 

AS 

29  Ftb 

84 

MR  AS 

99 

9525 

Wirt,  Round,  NonolMtricol  Aluminum  Alloy  2024  USER-OS  SH  REV -84  IS . 

MS-14276 

AS 

29  Ftb 

84 

MR  AS 

99 

9525 

Wirt,  Round,  Nontltotricol  Aluminum  Alloy  6061  USER-OS  REV-SH  84  IS . 

MS-14277 

AS 

29  Ftb 

84 

MR  AS 

99 

9525 

W  .t,  Squort,  Nontitciricol  Aluminum  All^  6061  USER-OS  SH  REV-84  IS  — — ~ 

MS-14281 

AS 

29  Ftb 

84 

MR  AS 

99 

9525 

Wirt,  Squort,  Nontitciricol  Aluminum  Alloy  7075  USER-OS  SH  REV-84  IS _ 

MS-14282 

AS 

29  Ftb 

84 

MR  AS 

99 

9525 

Wirt,  Squort,  Nontltctricol  Aluminum  Alloy  2024  USER-OS  SH  REV-84  IS _ 

MS-14283 

AS 

29  Ftb 

84 

MR  AS 

99 

9525 

Wirt,  Wtiding,  Aluminum  Alloy  •  15  Oct  79  REV-lS . 

AMS  4188-79 

AS 

13  Aug 

82 

MR  AS 

20 

9525 

Wirt,  Wrought  Copptr-olloy  (Mttric)  Gtntrol  Rtquirtmtnti  For  •  27  Ftb  1987 

ASTM  8250-87 

•MR 

02  Jun 

87 

MR  SH 

20 

USER-OS 

9530 

(But  Conductor)  Bor,  Rod,  Tubt,  Pipt,  &  Structurol  Shopti,  Alumlnum-otloy 

ASTM  831786 

MR 

11  Dtc 

88 

MR  OS 

99 

Exttndtd  For  Eltc^icol  PurpoMti  1 1  Dtc  87 

9530 

Alloy  (Nicktl  Sihrtr)  Copptr  NIcktl  Zinc  8i  Copptr  Nicktl  Rod  &  Bor  >  29  Jul 

ASTM  B15183A 

MR 

03  Aug 

84 

MR  SH 

83  USER-EA  GL  ME  Ml  REV-ER  IS 

9530 

AKoy  Bor,  Forgingi.  8  Ringi,  Corroiion  &  Htot  Rtiiifont  40C0  •  22CRNI  • 

AMS  5772A80 

20 

15  Mar 

88 

MR  AS 

20 

14.5W  -  0.071A  -  15  Jul  80  Validatad  Mar  88 

NOTICE  1 

9530 

AHoy  Bon,  Forgingi  &  Ringi,  Corroiion  li  Htot  Rtiiitont  74NI  •  15.5CR  •  8.(^E 

AMS  5665J81 

20 

01  Oct 

32 

MR  AS 

20 

-  1  Apr  81 

9530 

Alloy  Bon,  High  Strtngth,  Corroiion  Rtiiitont  20CR  >  35NI  •  35CO  •  10MO  • 

AMS  5845A-79 

20 

31  Mar 

80 

MR  AS 

20 

Solution  Htot  Trtottd,  Cold  Drown,  And  Agtd  •  16  Jul  79 

9530 

Alloy  Bon,  Work  Strtngthtntd,  Corroiion  Rtiiitont  20CR  •  35NI  -  35CO  • 

AMS  5844A-79 

20 

31  Mar 

80 

MR  AS 

20 

10MO  •  Solution  Htot  Trtottd  And  Cold  Drown  •  16  Jut  79 

9530 

Alloy,  Aluminum,  Bor,  Rod  &  Wirt  •  27  Stp  1988  USER-MC  OS  SH  REV-AT  AL 

IS 

Aluminum  &  Aluminum  Alloy  Enlrudtd  8or$,  Rodi,  Shopt,  &  Tubti  -  29APR  88 

ASTM  8211-88 

YD 

27  Stp 

88 

MR  YD 

99 

9530 

ASTM  8221-88 

YD 

05  Stp 

88 

MR  YD 

99 

REV-IS 

9530 

Aluminum  8  Aluminum  Alloy  Extrudtd  Bon,  Rodi,  Wirt,  Shopti,  &  Tubti 

ASTM  8221M88 

YD 

27  Stp 

88 

MR  YD 

99 

(Mtiric)  -  27  Stp  1988  REV-IS 

9530 

Aluminum  Alloy  Bor,  Rod,  Shopti,  And  Tubt,  Extrudtd,  6070  VoUdaftd  Jon  89 

MIL-A-46104 

MR 

25  Jan 

89 

MR 

REV-MI  IS 

9530 

Aluminum  Alloy  Bor,  Rod,  Shopti,  Tubt,  And  Wirt,  Extrudtd,  7178  USER*CR 

QQ-A-200/13C 

/AS 

23  Aug 

83 

MR  AS 

20 

MC  VD  REV-MI  IS 

9530 

Aluminum  Alloy  Bor.  Rod.  And  Wirt.  Rolltd.  Drown,  Or  Cold  Flniihtd,  2011 

OQ-A-225/3D 

/AS 

09  Jun 

71 

MR  AS 

11 

Validatad  Apr  80  USER-MC  OS  EC  REV-MI  MR  AS  SH  85 

•9530 

Aluminum  Alloy  Bor,  Rod,  Shopti,  Tubt,  And  Wirt,  Extrudtd,  6063  USER'ME 

QQ-A-200/9D 

/AS 

23  Aug 

83 

MR  AS 

20 

MC  SH  REV-MI  AR  EA  YO  EC 

•9530 

Ah;mlnum  AHoy  Bor,  Rod,  Shopti,  Tubt,  And  Wirt,  Extrudtd,  2014  USER>MC 

QQ-A-200/2F 

/AS 

09  Stp 

83 

MR  AS 

20 

YO  SH  REV-AR  Ml  EA  IS 

•9530 

Aluminum  Alloy  Bor,  Rod,  Shopti,  Tubt,  And  Wirt  Extrudtd,  5454  USER-MC 

QQ-A-200/6E  (1) 

/AS 

08  Stp 

83 

MR  AS 

20 

SH  REV-MI 

•9530 

Aluminum  Alloy  Bor,  Rod,  Shopti,  Tubt,  And  Wirt,  Extrudtd  5456  USER*MC 

QO-A-200/7E  (1) 

/AS 

15  Jun 

83 

MR  AS 

11 

SH  REV-MI  AR  GL  IS 

9530 

Atufflinum  Alloy  Structurol  Shopti,  Extrudtd,  6061  Vdidatod  Apr  80  U5ER*AR 

OQ-A-200/16A 

/AS 

09  Jan 

74 

MR  AS 

20 

ME  Ml  EC  MC  REV-GL  EA  SH  99 

•9530 

Aluminum  Alloy  ^)03,  Bor,  Rod,  Shopti,  Tubt  And  Wiit,  Extrudtd  USER*El  ME 

QQ-A-200/1D 

/AS 

23  Jun 

83 

MR  AS 

20 

MC  SH  EC  REV-AR  Ml  99  IS 
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•9530 

Atuminum  Alley  5063,  ftor,  Rod,  Shopti,  Structural  Shopes,  Tube  And  Wire, 

QQ-A-200/4D  (1) 

/AS 

09  Sep 

83 

MR  AS 

20 

Extruded  USER-MC  SH  REV-MI  EA  99  IS 

•9530 

Aluminum  Alloy  5066,  Bor,  Rod.  Shopei,  Tube  And  Wire,  Extruded  USEft'MC 

QQ-A-200/5D 

/AS 

12  Apr 

84 

MR  AS 

20 

SH  REV-AR  Ml  EA 

•9530 

Aluminum  Alley  6061,  Bor,  Rod,  Shopet,  Tube  And  Wire,  Extruded  USER'ME 

QQ-A-200/8F 

/AS 

08  Nov 

83 

MR  AS 

20 

MC  EC  SH  REV-AR  Ml  EA  99  IS 

•9530 

Aluminum  Alloy  6066,  Bor,  Rod,  Shopet,  Tube  And  Wire,  Extruded  USER>CR 

QQ-A-200/10E 

/AS 

28  S.p 

83 

MR  AS 

20 

MC  REV-AR  Ml  EA  SH  IS 

9530 

Aluminum  Alley  6162,  Bor,  Rod,  Shopei,  Tube  And  Wire.  Extruded  R£V*AR  99 

IS 

Aluminum  Alley  7475,  Rod  . . . . . . . 

aQ-A-200/17A 

/AS 

14  Jul 

83 

MR  AS 

20 

9530 

MIL-A-63547  (1) 

AR 

14  Sep 

84 

AR 

•9530 

Aluminum  Alloy  7075,  Bor,  Rod,  Shopei,  Tube  And  Wire,  Extruded  USER'MC 

QQ-A-200/11E 

/AS 

03  Nov 

83 

MR  AS 

20 

SH  REV-AR  Ml  EA  IS 

9530 

tor.  Alloy,  Corrodon  Retitlonl  30CR  ■  35NI  -  35CO  -  10  Mo  Solution  Heot 

AMS  5758B-79 

20 

31  Mor 

80 

MR  AS 

20 

Treoted  For  Work  Strengthening  •  16  Jul  1979 

9530 

Bor,  Aluminum,  For  Electricol  Purpoiei  (Bui  Bon)  •  26  Jon  63  REV^ME . 

ASTM  B236-83 

MR 

08  Jul 

85 

MR  OS 

9530 

Bor,  Copper,  Silver  Bearing  (For  Commutotori)  Validattd  Apr  82  REV^IS  . 

MIL-B-19231A 

os 

07  S.p 

72 

OS 

9530 

Bor,  Flat  Aluminum  Alloy  5086  USER-SH  REV-84  IS . 

-14350 

AS 

30  Apr 

84 

MR  AS 

99 

9530 

Bor,  Hexogonol,  Aluminum  Alloy  2014  REV-IS . . . 

MS-14246 

AS 

14  Sep 

83 

MR  AS 

99 

9530 

Bor,  Hexogonol,  Aluminum  Alloy  2024  REV<IS . . . . . . . 

MS-14247 

AS 

14  Sep 

83 

MR  AS 

99 

9530 

Bor,  Hexogonol,  Aluminum  Alloy  6061  REV-IS..... . . . 

MS-14248 

AS 

14  Sep 

83 

MR  AS 

99 

9530 

Bor,  Hexogonol,  Alumium,  Alloy  7075  REV*lS . 

MS-14249 

AS 

14  Sep 

83 

MR  AS 

99 

9530 

Bor,  Hexogonol,  Aluminum,  Alloy  2017  REV*IS . . . . 

MS-14250 

AS 

14  Sep 

83 

MR  AS 

99 

9530 

Bor,  Metol,  Flot,  Copper  Boie  Alloy  260  REV-64  IS . 

MS-S2009 

MR 

25  Oct 

84 

MR  SH 

99 

9530 

Bor,  Metol,  Flat,  Copper  Bate  Alloy  266  REV-84  ■$ . 

MS-52010 

MR 

25  Oct 

84 

MR  SH 

99 

9530 

Bor,  M*lal,  Flot,  Copp*r  Bom  Alloy  341  REV-84  IS . 

MS-52011 

MR 

25  Oct 

84 

MR  SH 

99 

9530 

Bor,  Mitol,  HMogon,  Coppor  Bom  Alloy  268  REV-84  IS . 

MS-52013 

MR 

25  Oct 

84 

MR  SH 

99 

9530 

Bor,  Motol,  Htxogon,  Coppor  Bom  AHay  342  REV-84  IS . 

MS-52014 

MR 

25  Oct 

84 

MR  SH 

99 

9530 

Bor,  Metol,  Hexogon,  Copper  Bate  Alloy  360  REV-84  IS . . . 

MS-52015 

MR 

25  Oct 

O 

MR  SH 

99 

9530 

Bor,  Metol,  Oval,  Copper  Boie  Alloy  2M  REV-&4  IS  . . . 

MS-52018 

MR 

25  Oct 

84 

MR  SH 

99 

9530 

Bor,  Metol,  Round,  Copper  Bate  Alloy  268  REV-84  IS . 

MS-52016 

MR 

25  Oct 

84 

MR  SH 

99 

9530 

Bor,  Metol,  Round,  Copper  Bote  ARoy  360  REV-64  IS  . . . . 

MS-52017 

MR 

25  Oct 

84 

MR  SH 

99 

9530 

Bor,  Metol,  Squore,  Copper  Bnie  Alloy  260  REV-84  IS . 

MS-52019 

MR 

25  Oct 

84 

MR  SH 

99 

9530 

Bor,  Metol,  Square,  Copper  Bote  Alloy  266  REV-84  IS . 

MS-52020 

MR 

25  Oct 

84 

MR  SH 

99 

9530 

Bor,  Metol,  Square,  Copper  Bate  Alloy  360  REV-84  IS . 

MS-52021 

MR 

25  Oct 

84 

MR  SH 

99 

9530 

Bor,  Octogonol,  Aluminum  Alloy  2024  REV-IS . . . 

-14245 

AS 

14  Sep 

83 

MR  AS 

99 

9530 

Bor.  Rectangular,  Squore  CorrMn,  Aluminum  AHoy  2024  REV-84  IS . . . 

MS-14251A 

AS 

30  Mor 

84 

MR  AS 

99 

9530 

Bor,  Rectongulor,  Squore  Cornen,  Aluminum  Alby  6061  REV-IS.......................... 

MS-14252 

AS 

14  Sep 

83 

MR  AS 

99 

9:30 

Bor,  Rectongulor,  Square  Cornen,  Aluminum  Alloy  6063  REV-IS  84 . 

MS-14253A 

AS 

30  Mor 

84 

MR  AS 

99 

9530 

Bor,  RKtongulor,  Sguor.  Comort,  Aluminum  Alloy  7075  REV-IS . 

M$-14254 

AS 

14  S.p 

83 

MR  AS 

99 

9530 

tor,  Roctongulor,  Squor.  Comort,  Aluminum  Alloy  2014  REV-IS . 

MS-14255 

AS 

14  Sep 

83 

MR  AS 

99 

9530 

tor,  RMtongulor,  Squor.  Comort,  Aluminum  Alloy  5052  REV-IS . 

MS-14256 

AS 

14S.P 

83 

MR  AS 

99 

9530 

Bor,  Rod  E  Wiro,  Aluminum  Alloy  (Motric)  -  29  Apr  88  USER-AS  MC  SH 

ASTM  B211M-8a 

YD 

05  S.p 

88 

MR  YD 

99 

REV-IS 

9530 

Bor,  Rod,  8  Wire,  Aluminum  Alloy,  (Metric)  27  May  63  USER-OS  MC  SH 

ASTM  B211M-83 

YD 

08  Aug 

83 

MR  YD 

99 

REV-IS 

9530 

Bor,  Rod,  Bi  Wiro,  Aluminum  Alloy  -  27  May  83  USER-MC  OS  SH  REV-AT  Al 

IS 

Bor,  Squor.  Aluminum  Alloy  5086  USER-MC  OS  SH  REV-84  IS . 

ASTM  B211-83 

YD 

08  Aug 

83 

MR  YD 

99 

9530 

MS-14351 

AS 

30  Apr 

84 

MR  AS 

99 

9530 

Bor,  Square,  Aluminum  Alloy  2014  REV-IS  84 . 

MS-14265 

AS 

14  Sep 

83 

MR  AS 

99 

9530 

Bor,  Squore,  Aluminum  Alloy  2024  REV-IS  84 . . . 

MS-14266 

AS 

14  Sep 

83 

MR  AS 

99 

9530 

Bor,  Squore,  Aluminum  Alloy  6061  REV-IS  84.. . . . 

MS-14267 

AS 

14  Sep 

83 

MR  AS 

99 

9530 

Bor,  Squore,  Aluminum  Alloy  7075  REV-IS  84 . 

MS-14268 

AS 

14  Sep 

83 

MR  AS 

99 

95:'0 

Bor,forging  &  Ringi,  Alloy,  Corroiion  &  Heot  Reiiitont, 

AMS  5701A-81 

11 

04  Mor 

88 

MR  AS 

11 

41.5NI-16CR-37FE-2.9CB-1.8TI  Coniumoble  Electrode  Or  Vac.  Ind.  Melted 

NOTICE  1 

1800  Deg.  F  (980  Deg.  C)  Solution  Heot  Treoted  •  01  Apr  61  Volidatfd  Mor 

9530 

Bon  &  Rodi,  Aluminum  Alloy,  Rolled,  Drawn  Or  Cold  Finiihed 

AMS  4186-74 

AS 

13  Aug 

82 

MR  AS 

20 

5.6ZN-2.5MG-1.6CU-0.26CR  (707S-F)  -  1  Jun  74  REV-tS 

9530 

Bon  &  Rodi,  Copper  Beryllium  Alloy,  98  CU-1.9  Be  (Cdo  172),  Hon)  Temper  • 

AMS  4651A-78 

AS 

06  Nov 

78 

MR  AS 

20 

15  Apr  78  Validaltd  Aug  85  REV-IS 

9530 

Bon,  Alloy  Forgingi,  &  Ringi,  Corroiion  8  Heot  Reiiitont  74NI  -  7.0CR  • 

AMS  57718-82 

20 

01  Oct 

82 

MR  AS 

20 

16.5MO,  Solution  Heot  Treoted  •  1  Jon  82 

9530 

Bon,  Aluminum,  For  Electricol  Purpoiet  (Bui  Bon)  (Metric)-  28  Jon  83 

ASTM  B236M-83 

MR 

19  Apr 

85 

MR  OS 

USER-AR  ME 

9530 

Bon,  Rodi,  Wire,  Shopei,  8  Tubei,  Aluminum  8  Aluminum  JMloy  Extruded, 

ASTM  B221M-85 

YD 

07  Oct 

85 

MR  YD 

99 

(M.lric)  25  Jon  85  REV-IS 

9530 

Bon,  Titonium  Alloy,  Forgingi,  8  Ringi,  6.0  A1-4.0  V,  Solution  8  Precipitotion 

AMS  4965E-85 

AS 

30  Dk 

85 

MR  AS 

20 

Heot  Treated  •  1  Apr  85 

9530 

Bon,  Titanium  Alloy,  Forgingi,  8  Rings  6AL‘4V  Annealed,  120,000  PSI(825 

AMS  4928K-84 

AS 

30  Jun 

85 

MR  AS 

20 

Mpo)  Yield  Strength  •  1  Oct  84 

9530 

Bart,  Titanium,  Forgingt,  And  Ringt,  AnnwM,  70,000  PSI  (485MPA)  Yidd 

AMS  4921F-8S 

AS 

30  Dk 

85 

MR  AS 

20 

Strength  -  1  July  1985 

•9530 

Broil,  Leoded  8  Nonleoded  Rod,  Shopei,  Forgings  8  Fwt  Product  TH  Finiihed 

QQ-B-626D 

/MR 

25  Jon 

89 

MR  SH 

99 

Edgot  (Bor  &  Strip)  Valldattd  Jon  89  REV-MR  Ml  ME  SH  AS  OS 

•9530 

Broil,  leoded  And  Nonleoded,  Flat  Products  (Plote,  Bor,  Sheet  And  Stnp) 

QQ-B-613D 

/MR 

17  Jon 

86 

MR  SH 

84 

USER-ME  MC  YD  REV-MI  MR  SH  AS  IS 

•9530 

Broil,  Novol,  Flot  Products  (Pbte,  Bor,  Sheet,  And  Strip)  Vo/zdoMd  Jon  86 

QQ-B-639B 

/MR 

18  Oct 

73 

MR  SH 

84 

USER-ME  AT  MC  YD  REV-MI  MR  AS  OS  SH  IS 

•9530 

Bronte,  Aluminum,  Forgingi,  Heot  Treoted  Volidatod  Apr  82  REV-IS . 

MIL-B-16166B 

OS 

01  S.p 

72 

OS 

9530 

Chromium-nickel  Alloy  Steel  Bon,  Rods,  8  Forgingi,  Corroiion-reilitont 

MII-C-24527A 

SH 

28  F.b 

85 

SH 

(PrKipifation  Hordtning)  (Ittu*  Controlltd-rtqMstt  Ry  Ortwr  Then  Dod 
AcliviliM  Mini  t*  Submilltd  Via  Th«  Preporing  Aclieily  Of  The  Spec) 
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l 

9530 

Chromium'flicktl  Alloy  Stool  Sort,  Kodi  And  Forglngt,  Corroiion  Rosiitont, 
(Procipitotion  Hordening)  (Istuo  Controllod^roquoiti  By  Othor  Thon  Ood 

Activitiot  Mult  Bo  Submittod  Via  Tho  Proporing  Activity  Of  Tho  Spoe.) 

Vatidaf9d  Jan  83  REV-MI  15 

MIL-C-241118 

Sh 

24  Aug 

77 

1 

9530 

CoboltKhromium-tungiton^nickol  &  Cobalt-chromlum-tungiton  Alloy  Bon  & 

Forgingi  (Roq  For  Ittuo  Mutt  Bo  Sont  Vio  Tho  Proporing  Activity,  Novol  Sto 

Syi  Comd.  Soo  55Z3) 

MIL-C-242523 

SH 

14  Oct 

85 

9530 

Coopor-xinc-looi  (Loodod  Rod  Broil  Or  Hordworo  Bronzo)  Rod,  Bon,  A  Shopot 
-  26  July  1985  REV-IS 

ASTM  8140-85 

AS 

31  Jvl 

87 

9530 

Coppor  &  Coppor  Alloy  Forging  Rod,  Bor,  &  Shopoi  •  26  Nov  1966  USER-GL 

ME  Ml  OS  REV-AR  EA  MC  SA 

ASTM  8124-e6A 

MR 

06  Mar 

87 

9530 

Coppor  Boto  Sintorod  Bort  {Oil  Imprognotod)  Validotad  Fo6  65  USER-MI  ME 
REV-MR 

MIL-C-50709 

AR 

03  Feb 

71 

L 

9530 

Copper  Chromium  Alloy  Forgingi,  Wrought  Rod,  Bor,  And  Strip  (Coppor  AUoy 
Number!  182,  184,  And  185)  Vaiidatad  Apr  82 

MIL-C-19311B 

os 

16  Mar 

73 

•9530 

Copper  Flat  Products  With  Slit,  Slit  And  Edge-rolled,  Shoored,  Sowed  Or 

Mochinod  Edges,  (Plato,  Bor,  Shoot,  And  Strip)  Vahdafad  Apr  82  USER-YO 
REV-MI  OS 

QO-C-576B  (1) 

/SH 

06  Nov 

64 

L 

9530 

Coppor  Nickel  Mongonoto  Alloy  Bon,  Plotot,  And  Shoots,  Low  Mognotic  Effect 
(For  Spociol  Purpose  Tools  And  Equipment)  Volidofad  Apr  62 

MIL-C-22226A 

OS 

22  Feb 

73 

9530 

Coppor  Zinc  Lood  Alloy  (Loodod  Brass)  Rod  >  29  Jul  1988  USER-GL  ME  OS 
REV-AR  EA  ER  MC  SA 

ASTM  8453-88 

MR 

17  Aug 

88 

•9530 

Copp«r-alum!num  Alloy  (Aluminum  Sronn)  Plol*,  Shool,  Strip,  And  Bor  (Coppor 
Alley  Numbtrt  606,  610,  613,  614,  And  630)  Volidattd  Jon  86  REV-AR  Ml 

AS  IS 

QQ-C-450A 

INT  AMD  1  (SH) 

•MR 

17  Sep 

74 

L 

9530 

Coppor-boryllium  AKoy,  Low  Mognotic  Effect  (For  Spociol  Purpose  Tools  And 
Equipment)  Volidat^  Aug  82  REV-IS 

MIL-C-21657A 

OS 

25  Apr 

72 

•9530 

Coppor-boryllium  AHoy  Bor,  Rod,  And  Wire  (Coppor  Alloy  Numbon  172  And 

173)  Validated  Aug  80 

QQ-C-S30C 

INT  AMD  1  (SH) 

i 

22  Nov 

71 

9530 

Coppor-zinc-lood  Alloy  (Loodod  Brasi)  Rod  Metric  USER-GL  ME  OS  REV-AR  EA 

ER  MC  SA 

ASTM  84S3H-88 

MR 

17  Aug 

88 

9530 

Coppor-zinc-lood  (Loodod  Rod  Brosi  Or  Hordworo  Bronzn)  Rod,  Bor,  8i  Shopoi 
(Metric)  •  26  July  1985  REV-IS 

ASTM  8140M-85 

AS 

31  Jul 

87 

9530 

Coppor,  Wrought,  &  Coppor-olloy  Ploto,  Shoot,  Strip,  And  Rolled  Bor,  Genera) 
Roquiromonti  For  2  Oct  87  USER-OS  REV-IS 

ASTM  8248-87 

MR 

02  Oct 

87 

9530 

Coppor,  Wrought,  &  Coppor  Alloy  Ploto,  Shool,  Strip  A  RoHod  Bor  (Metric) 
Gonorol  Roquiromonts  •  28  Nov  1986  USER-OS 

ASTM  8248M-S6 

MR 

03  Sep 

87 

1 

9530 

Forging,  Titanium  Alloys,  For  Alrcroft  And  Aorospoco  Applicotions  Volidalad 

Mar  88  REV-99 

MIL-F83142A 
NOTICE  1 

20 

04  Mar 

88 

1 

•9530 

Mogneslum  AHoy  Bor,  Rod  And  Special  Shaped  Sections,  Extruded  (ZK21A) 
REV-AR  •$ 

MIL-M-460398 

MR 

23  Jon 

87 

•9530 

Mognotium  Alloy  Bor,  Rod.  And  Spociol  Shaped  Sections,  Extruded  (HM31A45 
REV-IS 

MIL-M-8916A 
NOTICE  1 

20 

30  Jul 

87 

9530 

Mongonuti-  Sront  Red,  Bor,  &  Shapes  •  27  July  1984  USER-EA  GL  ME  REV-AR 

ER 

Mongon«M  Broni*  Rod,  Bor,  t  Shopm  (  Metric)  -  27  July  1984  USER-ER  Gl 

ME  REV-AR  ER 

ASTM  8138-84 

MR 

08  Apr 

87 

9530 

ASTM  813BM-84 

MR 

08  Apr 

87 

9530 

Nickel  Alloy,  Bon,  And  Forgingi,  1,200  Dog.  To  1,500  Dog.  F  Operating 
Tomporaturei  Valldatad  Juf  84  REV-MI  IS 

MIL-N-8550  (2) 

AS 

14  Dec 

54 

L 

9530 

Nickel  Coppor  Alloy  Bon,  Rods,  And  Forgings  (Issue  Controlled-roqvosts  By 

Othor  Thon  Ood  Activities  Must  Bo  Submittod  Vio  Tho  Prvporing  Activity  Of 

Tho  Spec.)  REV-IS 

MIL-N-24106B  (2) 

SH 

13  Apr 

84 

1 

9530 

Nkkol-chromium-iron  Ago-hordonoblo  Alloy  Bon,  Rods,  &  Forgings  (Isso 

ControBod  Further  Diisominotion  Only  As  Directed  By  Novsooiyscom  {Soo 

0962} 

MIL-N-24114D 

SH 

28  Aug 

87 

L 

9530 

Nickol-coppor-olufflinuffl  AHoy,  Age  Hordonoblo,  Bors  And  Rods  (Issue 
Cc‘*tro^-roquests  By  Other  Thon  Ood  Activities  Must  Be  Submittod  Via  Tho 
Proporing  Activity  Of  Tho  Spec.) 

MIL-N-24S47A 

SH 

16  Dec 

83 

L 

•9530 

Nickol-titonium  Alloys,  Low  Mognotic  Effects,  Bon,  Plotei,  Sheets,  Strips,  And 
Shopes  (For  Spociol  Purpose  Tools  And  Equipment)  Validatad  Apr  82  REV-AR 

MIL-N-8119IA 

05 

11  Jan 

72 

L 

9530 

Nickle<hromium-iron-columbium  Ago-hordonoblo  Alloy  Bon,  Reforging  Stock,  & 
Forgings  (AHoy  718)  (NOFORM  Rol  To  Other  Thon  DOD  Act  Roq  Pr  Appr 

Of  Nov  $00  Sys  Com) 

MIL-N.24492A 

SH 

09  Nov 

84 

9530 

Plato  Shoot  Strip  And  Rolled  Bor,  Wrought  Coppor  And  Copper-olioy,  Gonorol 
Roquiromonts  For  >  28  Nov  1983  USER-OS  REV-SH 

ASTM  B-AS-SSEI 

MR 

19  Apr 

85 

9530 

Red  &  Bor,  Copper  Nickel  Silicoe  Alloy  •  22  Feb  S5  USER-EA  GL  ME  REV-ER  .. 

ASTM  8411-85 

MR 

e3  Sep 

85 

9530 

Rod  A  Bor,  Coppor-beryNium  Alloy  (Metric)  •  26  Jul  85  USER-MI  EA  GL 

REV-ER  AR 

ASTM  8196M-8S 

MR 

21  Feb 

86 

9530 

Rod  Ahiminufn  Atlny  2017  RpV  1$ 

MS.14763 

AS 

14  Sep 

83 

9530 

Red  Aluminum  AHoy  5086  USER-MC  OS  REV-SH  84  IS . 

MS-14352 

AS 

30  Apr 

84 

9530 

Rod  And  Bor,  Copper  BeryMium  Alloy  -  24  Fob  84  USER-EA  GL  ME  Ml  REV-ER 

ASTM  8196-84 

MR 

09  Jul 

84 

9530 

Rod  And  Bor,  Copiwf-ceball-beryllium  (UNS  No.  C17500)  And 
Copper-nkkel-fa^Hium  (UNS  No.  C17510)  -  28  Nov  1983  USER-Al  AT  ER 
REV-MI  IS 

ASTM  B441-83A 

MR 

040 

*5 

9530 

Rod  And  Bor,  Copper-nickol-zinc  AHoy  (Nickel  Silver)  .Lnd  Copper-nickel 
(Metric)  -  39  Jul  1983 

ASTM  B151M83A 

MR 

19  Apr 

85 

9530 

Rod,  Aluminum  Alloy  5052  REV-IS  84 . . . . . 

MS-14264 

AS 

14  Sep 

83 

9530 

Rod,  Aluminum  AHoy  2014  REV-IS . . 

MS-14257 

AS 

14  Sep 

83 

9530 

Red,  Aluminum  AHoy  2024  REV-IS . 

M5-14258 

AS 

14  Sep 

63 

9530 

Red,  Atufflinuffl  AHoy  6061  REV-IS . . . . . 

ms-14259 

AS 

14  Sep 

83 

9530 

Red,  Akiffllnum  Alloy  7075  REV4S . . . 

MS-14260A 

AS 

02  May  88 

9530 

Red,  Aluminum  AHoy  1100  RfiV-IS... . . . . . 

MS-14261 

AS 

14  Sep 

83 

CUSTODIAN 

Ih 


SH 


MR  AS  20 
MR  SH 
AR  99 


OS 


MR  OS  99 


OS 
MR  SH 
MR  SH  20 


OS 


MR  SH 
MR  AS  20 

SH  20 
MR  SH 

20 

MR 

AS  20 
MR  SH 
MR  SH 
MR  AS  20 

SH 

SH 

SH 


OS 


SH 


MR  SH  20 

MR  SH 
MR  SH 

MR  AS  99 
MR  AS  99 
MR  SH 
MR  AS 


MR  AS  20 

MR  AS 
MR  AS 
MR  AS 
MR  AS 
MR  AS 
MR  AS 
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9530 

ltod«  Aluminum  Alloy  3003  KEV-IS . . . . . 

MS-14262 

AS 

14  Sep 

83 

MR  AS 

99 

9530 

Xed,  Bor.  &  Shop«s,  Photpher  Bronx*  •  25  FEBB3  Volidattd  Oet  88  USER-EA 

GL  ME  OS  REV-AR  ER  MC  SA  IS 

ASTM  B139-83 
NOTICE  2 

MR 

11  Oet 

88 

MR  SH 

9530 

Rod,  Bor,  tk  Shop«t,  Copp«f  Silicon  AHojr  (M*tric)  37  Jul  84  USER-EA  Gl  ME 

OS 

Rod,  Bor,  8i  Shop*!,  Copptr  Silicon  Alloy  -  37  Jul  84  USER-EA  GL  ME  OS 

REV-ER  MC 

ASTM  B98M-84 

MR 

06  Dec 

85 

MR  SH 

9530 

ASTM  B98-84 

MR 

06  Dec 

85 

MR  SH 

9530 

Rod,  Bor,  8i  Shop*s,  Copp*r  -  36  Jul  85  USER-EA  GL  ME  OS  REV-AR  ER  MC 

SA  IS 

ASTM  8133-85 

MR 

21  Feb 

86 

MR  SH 

9530 

Rod,  Bor,  &  Shopoi,  Copp«r  (Metric)  -  38  Nov  83  USER-EA  GL  ME  OS 

REV-AR  CR  MC  SA  84  IS 

ASTM  B133M83A 

MR 

18  Apr 

86 

MR  SH 

99 

9530 

Rod,  Bor,  &  Wir*,  Nlcic*l-chromium-lron  Alloyt  (UNS  N06600  t  N06690) 

Slondord  Sp«ci<icallon  For  -  28  F*b  86  USER-AT  SH  REV-EA  IS 

ASTM  B16686 

YD 

15  Mor 

86 

MR  YD 

9530 

Rod,  ftor,  And  Shoptt  For  Um  In  Sertw  Mo<hin«i,  Fr««  Cutting  Brois*  22  Fob 

1905  USER-GL  ME  Ml  REV-AR  EA  IS 

ASTM  B16-85 

MR 

13  Sep 

85 

MR  SH 

9530 

Rod,  Oor,  And  Shopoi  For  Uto  In  Scrow  Mochlnot,  (Froo  Cutting  Broit  <Motric) 

•  22  Fob  1985  USER-GL  ME  Ml  REV-AR  EA  IS 

ASTM  BISM-'-S 

MR 

13  Sep 

85 

MR  SH 

9530 

Rod,  Bor,  And  Shopot,  Wrought  Coppor  And  Coppor-olloy,  Gonorol 

Roguiromonti  For  •  27  July  1984  REV-SH  OS  99  IS 

ASTM  B249«« 

MR 

08  Nov 

85 

MR  AS 

20 

9530 

Rod,  Bor,  And  Shopot,  Wrought  Coppor  And  Coppor-olloy,  Gon^ol 

Roqulromonti  For  (Motric)  -  27  July  1984  REV-OS  SH  99  IS 

ASTM  B249M84 

MR 

08  Nov 

85 

MR  AS 

20 

9530 

Rod,  B  r.  And  Wir*,  Nickl*  Copper  Alloy  -  31  Aug  1984  REV-MI  EA  SH  IS . 

ASTM  B16484 

YD 

07  Dec 

84 

MR  YD 

9530 

Rod,  Novol  Brou,  Bor,  &  ShopM  -  28  Nov  83  USER-AV  EA  GL  ME  REV-ER . 

ASTM  B21-83B 

MR 

26  Jul 

84 

MR  SH 

9530 

Rod,  Novol  Brotft,  Bor,  And  Shopot  (Motric)  -28  Nov  83  USER-AV  EA  GL  ME 
REV-ER 

ASTM  B21M83B 

MR 

08  Feb 

85 

MR  SH 

9530 

Rod,  Phesphor  Bronzo,  Bor,  And  Shopoi  (Motric)  -  25  Fob  1983  USER-EA  GL 

ME  Ml  OS  REV-AR  SA  MC  IS 

ASTM  8139M-83 

MR 

01  No* 

85 

MR  SH 

9530 

Titonium  Alloy  Wiro,  44.5Cfi  -  1  Jon  1986 . . 

AMS  4983A-86 

AS 

35  Jun 

87 

MR  AS 

20 

9530 

Titonlum  And  Titonium  Alloy  Sort  (Rollod  Or  Forgod)  And  Roforging  Stock, 

Aircioft  Quolity  USER-AV  REV-MI  AR  99  IS 

MIL-T.9047G  (2) 

30 

30  Sep 

86 

MR  AS 

20 

9535 

Aluminum  Alloy  Aided  2014,  Ploto  And  Shoot  Validate  Oct  84  USER-ME  MC 

OS  REV-MI  EA  AR  YO  IS 

QO-A-250/3F 

/AS 

21  Sep 

78 

MR  AS 

20 

9535 

Aluminum  Alloy  Armor,  2219,  Rollod  Plato  And  Dio  Forgod  Shopot  REV-ME  TE 

IS 

Aluminum  Alloy  Akiod  7075,  Plato  And  Shoot  Va//datod  Apr  80  USER-ME  MC 

OS  REV-MI  AR  EC  IS 

MIL-A-46118C 

MR 

19  Dec 

83 

MR 

9535 

QQA-250/13E  ’) 

/AS 

38  Dec 

73 

MR  AS 

20 

9535 

Aluminum  AHuy  Armor  Rollod  Ploto  (1/4  To  4  Inchot  Thick),  Wotdobto  (Alloy 

2519)  REV-AT  AR  ME  TE  IS 

MILA-46192A 

MR 

09  Sep 

8i' 

MR 

9535 

Aluminum  Alloy  Alclod  7075,  Plato  And  Shoot  (Improvod  Exfoliotlon  Rotlttont) 
Vafi<hf90  Apr  80 

QQA.250/25A 

/AS 

25  Jun 

74 

MR  AS 

11 

9535 

Aluminum  Alloy  Akiod  7178,  Plato  And  Shoot  Va//dbtod  Oct  84  USER-ME  MC 

OS  rev-mi  AR  EC  YD  IS 

OQ-A.350/15E 

/AS 

29  Jon 

71 

MR  AS 

11 

9535 

Aluminum  Alloy  Akiod  2024,  Plot*  And  Sheet  USER-MC  REV-MI  AR  EA  EC  SH 

OS  99  IS 

QQ-A.250/5F  (1) 

INT  AMD  2 

/AS 

07  Jun 

83 

MR  AS 

30 

9535 

Aluminum  Alloy  Aldod  Ono  Side  7075,  Plato  And  Shoot  Validated  Jtd  84 

USER-ME  MC  OS  EC  REV-MI  AR  SH  IS 

QQ-A-250/ieF 

/AS 

31  Sep 

78 

MR  AS 

11 

9535 

A'uminum  Alloy  Duct  Shoot  Validated  Avg  84  UScR-GL  AT  YD  11  REV-AR  IS..** 

MIL-A-52174B 

MR 

21  Mor 

72 

MR 

99 

9535 

Aluminum  Alloy  Foil  1.0MG-0.6SI-0.30CL'-0.20CR  -  1  Mor  74 . . 

AMS  4009-74 

AS 

13  Aug 

82 

MR  AS 

20 

9535 

Aluminum  Alloy  Plato  6.3ZN-1.8CU-2.4MG-0.13ZR  (7010-T7351)  Solution  Hoot 
Trootod,  Strost  Roliovod  &  Proci^tattion  Hoot  Trootod  •  1  Jul  82 

AMS  4203-82 

AS 

01  Jun 

83 

MR  AS 

30 

9535 

Aluminum  Alloy  Plot*  5.7ZN-2.2MG-1.6CU-0.22CR  -  16  Oet  78 _ 

AMS  40e9A-78 

AS 

13  Aug 

82 

MR  AS 

20 

9535 

Aluminum  Alloy  Plot*  5.7ZN-2.2MG-1.6CU-0.22CR  -  16  Oct  78 _ 

AMS  4090A-7B 

AS 

13  Aug 

82 

MR  AS 

20 

9535 

Aluminum  Alloy  Plal*  6.2ZN-1.8CU-3.4MG-0.13ZR  (7010-T765I  REV-IS _ 

AMS  430482 

AS 

01  Jun 

83 

MR  AS 

20 

9535 

Aluminum  Alloy  Plot*  6.2ZN-1.8CU-2.4MG-0.13ZR  (7010-T73651)  Solution  Heot 
Treoted,  Streii  Relieved  &  Heot  Treoted  -  1  Jul  82  USER-IS  REV-MR  AS 

AMS  420582 

AS 

01  Jun 

83 

MR  AS 

20 

9535 

Aluminum  AHoy  Shoot,  8280  Validated  Jan  89  REV-AT  AR . . . 

MIL-A-11267C 

MR 

17  Sep 

70 

MR 

9535 

Aluminum  Alloy  Shoot.  Akiod  5.7ZN-2.2MG-1.6CU-0.32CR  (7457-761)  Solution 
&  Procipitation  Hoot  Trootod  •  1  Jul  82  REV-IS 

AMS  420782 

AS 

01  Jun 

83 

MR  AS 

20 

9535 

Aluminum  Alloy  Strip,  Sfoinlott  Stool  God  Volidatad  Avg  C4 . . 

MIL-A-46158 

MR 

13  Mar 

72 

MR 

9535 

Aluminum  Alloy  Sheet  Akold  5.7ZN-2.2MG-1.6CU-0.32CR  -  16  Jut  79  REV-IS  .. 

AMS  4100-79 

AS 

13  Aug 

82 

MR  AS 

20 

9535 

Aluminum  Al'oy  Shoot  And  Ploto  Akiod,  1.0  MG-0.60  SI-0.28  CU.-0.20  Cr. 

Oklod  6061,-T4  SHEET, -7451  Plato)  -  15  Jan  77  VolidatadAug  85  REV-IS 

AMS  4022E-77 

AS 

03  Jul 

79 

MR  AS 

20 

9535 

Aluminum  Alloy  Sheet  &  Plot*,  Alclod,  1.0  MO-0.60  SI0.28  CU.-0.30  Cr. 

(Alclod  6061, -T6  SHEET,-T651  PkUe)  -  15  Jon  77  VolidaM  Avg  8S  REV-IS 

AMS  4023E.77 

AS 

02  Jul 

79 

MR  AS 

20 

9535 

Aluminum  Alloy  Shoot  8i  Plato,  Alclod  1.0  MG.0.60SI  -  0.28  Cv  •  0.^  Cr 
(Alclod  6061-0)  -  15  Jon  77 

AMS  4021D-77 

AS 

14  Jul 

81 

MR  AS 

11 

9535 

Aluminum  AHoy  Top*  USER-GL  MC  YD  REV-AS  IS . 

MIL-A-2877C 

SH 

16  Jul 

85 

MR  SH 

9535 

Aluminum  Alloy  2124,  Plot*  Vplidattd  Jul  84  USER-ME  OS  REV-MI  AR  GL  99 

IS 

Aluminum  Alloy  3219,  Plot*  And  Sheet  USER-MC  SH  REV-MI  SH  99  84  IS _ 

QQ-A-250/29A 

/AS 

18  Nov 

77 

MR  AS 

11 

9535 

QQ  A-250/30A  (1) 

/AS 

20  Nov 

84 

MR  AS 

30 

9535 

Aluminum  Alloy  2024,  Plot*  And  Sheet  USER-ME  MC  SH  EC  REV-MI  EA  AR  CR 
OS  99  IS 

QQ-A-250/4E  (1) 

INT  AMD  2 

/AS 

22  Oct 

74 

MR  AS 

11 

9535 

Aluminum  Alloy  3003,  Plal*  And  Sheet  USER-ME  REV-MI  EA  YO  OS  . 

QQ-A-350/2E 

/AS 

08  Jul 

83 

MR  AS 

20 

9535 

Aluminum  AHoy  5456,  Pbtt  And  Shoot  Vatidatad  Oct  84  USER-ME  MC  YD 

REV-MI  AR  AS  IS 

QQA-250/9F 

/AS 

18  Jon 

71 

MR  AS 

11 

9535 

Aluminum  AHoy  5454,  Pbto  And  Shoot  Volidatad  Juf  84  USER-El  ME  OS  MC 
•:C  REV-MI  AR  SH  IS 

QQ-A-250/10E 

/AS 

21  Sep 

78 

MR  AS 

11 

9535 

Aluminum  Alloy  5083,  Plato  And  Shout  VoUdatad  Jvi  84  USER-ME  MC  YD  OS 

EC  REV-MI  EA  AR  SH  85  IS 

QO-A-250/6G 

/AS 

21  Sep 

78 

MR  AS 

11 

9535 

Aluminum  Alloy  5086,  Ploto  And  Shoot  Volidotad  Oct  84  USER-MO  MC  OS 
REV-MI  MR  SH  EC 

QOA-250/7E 

/AS 

23  Nov 

-0 

MR  AS 

11 

9535 

Aluminum  AHoy  6061,  Plat*  And  Sheet  USER-ME  MC  REV-MI  AR  ER  YD  EC 

OS  IS 

QQA-250/)lF 

/AS 

03  Aug 

83 

MR  AS 

20 
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9535 

Aluminum  Alloy  7075,  Plan  And  Shttl  USER-Mc  MC  OS  REV-MI  AR  MR  YO 

aQ-A-350/13F 

/AS 

15  Nov 

83 

MR  AS 

30 

9535 

EC  AS  85  IS 

Aluminum  AUoy  7178*T76,  Ptott  And  Sh««t,  Aklod  (Improvtd  ExfoliotioA 

QO-A-350/33A 

/AS 

37  Jun 

74 

MR  AS 

30 

9535 

Riiitlont)  VatahUd  Apt  80  USER-OS  SH  REV-ME  AR  GL  99  IS 

Aluminum  Alloy  7178,  Platt  And  Shoot  Volidaltd  Oel  84  USER-ME  MC  OS 

QQ-A-3S0/14E 

/AS 

38  Jan 

71 

MR  AS 

11 

9535 

REV-MI  MR  EC  YD  SH  85  IS 

Aluminum  AKoy,  7011  Alctod  7075,  Plot*  And  Shtut  Vatidat^  Apr  80  USER>SH 

QQ-A-350/36A 

/AS 

14  Sep 

73 

MR  AS 

84 

9535 

REV-MR  AS  IS 

Aluminum  Alloy,  7011  Aklod  7178,  Plot*  And  Shoot  Validated  Apr  80  . . . 

QQ-A-3Sn/38A 

/AS 

14  Sep 

73 

MR  AS 

30 

9535 

Aluminum  Alloy,  7075,  Ploto  And  Shoot  (Improvod  Exfoliotion  Roiiitont) 

QQ-A-3S0/34B 

/AS 

36  Jun 

74 

MR  AS 

11 

9535 

VolidafdApr  80  USER-OS  SH  REV-AR  ME  99  IS 

Aluminum  Alloy,  5052,  Ploto  And  Shoot  Vafidattd  Jul  84  USER*M£  MC  OS 

QQ-A-350/8F 

/AS 

31  Sop 

78 

MR  AS 

30 

9535 

REV-MI  EA  AR  SH  IS 

Aluminum  Alloy,  7176-T76,  Plato  And  Shoot,  (Improvod  Exfoliation  Roslitont) 

QQ-A-3S0/31B 

/AS 

30  Mar 

84 

MR  AS 

30 

9535 

USER-OS  SH  REV-ME  AR  99  IS 

Aluminum  And  Aluminum  Alloy  Plato  And  Shoot,  Gonorol  Spoclfkation  For 

QQ-A-350F 

/AS 

25  Sep 

78 

MR  AS 

11 

9535 

Validafd  Jut  84  USER-ME  EC  MC  OS  REV-AR  Ml  SH  YO  IS 

Aluminum  And  Aluminum-olloy  Shoot  And  Plot*  (Motrk)  -  31  Jon  1986 

ASTM  B309M-S6 

YD 

14  Mor 

86 

MR  YD 

99 

9535 

USER-MC  OS  REV-AT  SH  IS 

Aluminum  And  Aluminum-alloy  Shoot  And  Plato  -  31  Jon  1986  USER-AR  SH  OS 

ASTM  B309-86 

YD 

33  Moy 

86 

MR  YD 

99 

9535 

MC  REV-AT  IS 

Aluminum  Bronzo  Ploto,  Shoot,  Strip  And  Rollod  Bor  -  26  July  1985  USER-EA 

ASTM  B169-8SA 

MR 

30  Fob 

86 

MR  SH 

9535 

9535 

Gl  ME  OS  REV-ER  MC  SA  IS 

Aluminum  Foil . . . . . 

Aluminum  Foil  For  Sandwich  Conitruction  USER-OS  SH  REV-AV  Ml  . 

A-A-100e 

MIL-A-81S96A 

t 

AS 

15  Apr 
30  Jun 

85 

85 

MR  AS 

30 

9535 

Aluminum  1100,  Ptalo  And  Shoot  USER-ME  OS  MC  REV-MI  MR  AS  SH  85... . 

OQ-A-3S0/1F 

/AS 

30  Jun 

83 

MR  AS 

30 

9535 

Aluminum,  Stondord  Mothod  For  Moasuromont  Of  Stoir  Rotlitonco  Of  Anodic 

ASTM  B136-84 

YD 

30  Aug 

84 

MR  YD 

9535 

Cootingo  Of  -  37  Apr  84  USER-CE  OS  SH  REV-IS 

Armor  Plato,  Aluminum  Allay,  7039  USER-SH  REV-AT  AV  TE  AR  AS . 

MIL-A-46063F 

MR 

06  Doc 

85 

MR 

30 

9535 

Armor  Ploto,  Aluminum  Alloy,  Woldoblo  5083  And  5456  USER-AT  REV-AV  AR 

MIL-A-46037G  (1) 

MR 

03  Oct 

85 

MR 

9535 

WV  IS 

Armor  Plat*,  Tltonium  Alloy,  Woldoblo  Validated  Jun  83  REV-AT  TE  AV  AS  IS .. 

MIL-A-46077D 

MR 

38  Apr 

78 

MR  OS 

30 

9535 

Armort  Aluminum-oromid,  Lominoto-compoiito . . . 

MIL-A-63473A 

AT 

30  Mor 

84 

AT 

9535 

lort.  Tubing,  8  Forgingi,  Mognotk  Alloy,  50NI  •  50FE  •  1  Jon  82.... . . 

AMS  77188-83 

30 

01  Oct 

83 

MR  AS 

30 

9535 

Boryllium  Shoot,  And  Plato,  Gonord  Roqniromonti  Fof  Validate  Apr  81  REV-99 

MIL-88964 

AS 

17  Jon 

69 

AS 

30 

9535 

Brau  Plato,  Shoot,  Strip,  And  Rollod  Bor  •  20  Oct  87  . 

ASTM  B3687 

MR 

30  Oct 

87 

MR  SH 

•9535 

Brazing  Shoot,  Aluminum  Alby  REV-ME  AR  AV  EA  . . 

MIL-B-30148D 

AS 

30  Mor 

87 

MR  AS 

30 

9535 

Bronzo,  Phosphor,  Costings  VaUdottd  Apr  82  REV-CS . 

MIL-6-165408 

os 

36  Mor 

69 

OS 

30 

9535 

Copocitor,  Aluminum  Foil  For  •  27  Aug  82  Vatidottd  Apr  88  REV-MD . 

ASTM  B37383 

MR 

13  Apr 

88 

MR 

99 

9535 

Cortrido  Brass  Shoot,  Strip,  Pbto,  Bor,  Atiddiiks  (Bbnlii}  •  31  Jan  1986 

NOTICE  1 

ASTM  81986 

MR 

07  May 

86 

MR  $H 

9535 

USER  EA  Gl  ME  REV-AR  ER 

Coppor  Alby  Numbors  210  (Gilding,  95%)  And  220  (Commorciol  Bronzo, 

MIL-C-31768A 

MR 

31  Jun 

71 

MR  SH 

99 

9535 

90%)  Shoot  And  Strip  Valtdafd  Aug  84  USER-AR  REV-MI  EA  IS 

Coppor  Alby,  Numbor  260  Cortridgo  Brass,  70  Porcont,  Shoot  Strip,  Pbto  Bor, 

MIL-C-500 

MR 

36  Aug 

71 

MR  OS 

99 

9535 

And  DiKS  Validafud  Aug  84  USER-OS  REV-AR  Al  EA  IS 

Coppor  Fbt  Products  With  Finishod  (Rollod  Or  Drawn)  Edgos  (Fbt  Wirt  And 

ASTM  837383 

MR 

37  Jul 

84 

MR  SH 

9535 

Strip)  29  July  19f  J  USER-EA  GL  ME  REV-AR  ER 

Coppor  Shoot,  Strip,  Pbto.  &  RoHod  Bor  -  18  Nov  1986  USER-GL  ME  Ml 

ASTM  815386A 

MR 

08  Apr 

87 

MR  SH 

9535 

REV-AR  EA  YD 

Coppor-oHoy  Strip  ForfloxiUo  Motol  Hoso  Standard  Spocificotion  For  •  31 

ASTM  850686 

AR 

27  Mor 

87 

AR  AS 

99 

9535 

Jonuory  1986  REV-MR  OS  SH  IS 

Coppor-oluminum-silicon-cd)o(t  Alby,  Coppor-nickol-oluminum-silicon  Alby,  8 

ASTM  B43386S 

MR 

25  Sep 

86 

MR 

9535 

C^por-nickol-oluminum-mognosium  Alby,  Shoot  8  Strip  •  25  July  1986 

USER-GL  ME  REV-ER  MC  SA  IS 

Coppor-borylliuffl  Alby  (Coppor  Alloy  Numbers  C17500  And  C17510),  Strip 

MIL-C-81031A 

AS 

36  Oct 

85 

MR  AS 

30 

9535 

9535 

USER-ME  SH  REV-IS 

Coppor4)oryliium  Alby  Strip  (Coppor  Alloy  Numbers  170  And  172)  Validated 

Mor  79  USER-YD 

Coppor-nickol-tin  Spinodol  Alby  Strip  REV-84  IS . 

QQ-C-533B 

ASTM  B740-87 

t 

MR 

20  Mar 

31  Mar 

73 

88 

MR 

99 

•9535 

Copptr-nickb-zinc-oNoy  Pbto,  Shoot,  Strip  And  Bor  (Coppor  Alby  Numbors 

QQ-C-585B 

/MR 

15  Nov 

74 

MR  SH 

99 

9535 

735,  745,  753,  763,  766  And  770  Volidaltd  Jan  86  USER-GL  AT  ME  SA 

REV-MI  AS  IS 

Coppw-iinc-tin  Alloy tplolt,  Sh«,l,  Strip,  And  RalM  Bar  -  31  Jon  rary  1986 

ASTM  859186 

AR 

25  Mor 

87 

AR  AS 

99 

9535 

REV-MR  OS  SH  iS 

Floor  Pbto,  Roitod  Pottom,  Mognosium  Alby,  (A231B),  Rolled  Validate  J  Aug 

MIL-F-46048A 

MR 

15  Aug 

66 

MR 

9535 

84  USER-MI  ME  REV-IS 

Foil,  Al.imlnuffl  Alloy  13  MN4).13  Cu  (3003-H1S1  ■  15  Jan  77  Volidaltd  Avo  83 

AMS  4010A-77 

AS 

03  Jul 

79 

MR  AS 

30 

9535 

Foil,  Motol,  Flat,  Coppor  Bom  Alloy  360  REV-84  IS . 

MS-53033 

MR 

35  Oct 

84 

MR  SH 

99 

•9535 

Hoot  Trootmont  Of  Wrouf^t  Coppor-boryHium  Alb'’;,  Process  For  (Coppor 

MIL-H-7199A  (3) 

AS 

26  Sep 

85 

MR  AS 

30 

9535 

AHoys,  Numbors  170,  172  And  175)  Yolidotad  Sap  85  REV-MI  AV  EA  AR  ER 
Jobt,  Binwtdlic  Bonded,  Aluminum  To  Stool  Volidatad  Jon  83 . . . 

MIL-J-34445A 

SH 

35  Jul 

77 

SH 

9535 

Lominotf,  Aluminum  Foil  •  Pdyothybno  Torophthobto  VoUdatad  May  85 . 

MIL-L-47088 

Ml 

10  Moy 

74 

Ml 

9535 

Load  Cootod  Coppor  Shoott  -  Doc  1983  REV-IS . 

ASTM  810183 

YD 

21  Moy 

84 

MR  YD 

99 

9535 

Load  Shoot  VoMaltd  Jon  83  USER-AT  REV-ME  MR  YD  OS  . 

QQ-L-301F  (3) 

/SH 

17  Nov 

70 

MR  SH 

84 

9535 

9535 

Mognotiuffl  Alojr  Floto  And  Shoot  (AZ318)  Volldoltd  May  78 . 

Mognosium  Alloy  Shoot  And  Pbto  (HM21A-T8)  (Asg)  Votidotad  Mar  88 . 

QO-M-448 

MIL-M8917A 

t 

11 

34  Aug 
04  Mor 

64 

88 

AS 

11 

9535 

Mognotlum  Alloy  Fkito  3.0AI  -  1.0ZN  (AZ3IB-H36)  -  15  Jul  78  REV-IS . 

NOTICE  1 

AMS  43760-78 

AS 

16  Moy 

83 

AS 

30 

•9535 

Mognosium  Uthium  ANoy  Pbto,  Shoot  And  Forgings  (LAMIA,  LS14IA  And 

MIL-M-46130 

MR 

38  Apr 

73 

MR  AS 

30 

9535 

12145A)  VoMaltd  Aug  84 

Movioilum-olloy  Shoot  t  Plato  -  37  Fob  1987  USER-AT  ME  REV-ER  IS . 

ASTM  89087 

•MR 

02  Jun 

87 

MR  AS 

950 
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9535 

Mogntl  MottrioU,  Ptrmontnt  Volidahd  S«p  88 . . . . . . 

MIL-M-46888  (1) 
NOTICE  3 

Ml 

06 

Stp 

88 

Ml 

9535 

MogiMtie  Alloy  Bore  &  Forgings  Nickol  •  Iron  Alloy  •  15  Jon  77 . 

AMS  7705A-77 

20 

01 

Sep 

83 

MR  AS 

20 

9535 

Mognotic  Alloy  Shoot  And  Strip  Nickol*Iron  Alloy  Annoolod  •  16  Oct  78 
yolithttd  Mar  88 

AMS  7701A-78 
NOTICE  1 

11 

15 

Mor 

88 

MR  AS 

11 

9535 

Mognotic  Alloy  Shoot  And  Strip  Nickohiron  Alloy  1/2  Hard  Validatt8  Mar  88  .. 

AMS  7702A-78 
NOTICE  1 

11 

13 

Mor 

88 

MR  AS 

11 

9535 

Mognotic  Alloy  Shoot  &  Strip  Nickol  Iron  Alloy  Stompirg  Ouolity  •  15  Jon  61 
Validafd  Mar  88  REV-MI 

AMS  7719-61 
NOTICE  1 

11 

15 

Mor 

88 

MR  AS 

11 

9535 

Motol  Sool  Strip  (Toor  Bond)  Validated  Jun  81  . . . 

MS-27798A 

84 

02 

Dk 

74 

AS 

99 

9535 

Motol,  Expondod,  Aluntinum  Vafidatad  Aug  84  USEft-AT  ME  REV-EA  IS  . 

MIL-M-17999C 

MR 

01 

Dm 

72 

MR 

9535 

Nickol  -  Qtromium  -iron  Allow  Abore  &  Forgins  <lsiuo  ControRod  (Roquosts  By 

OHtor  Thon  DOD  Act.  Mutt  Bo  Submittod  Vio  Novol  Soo  Systoms  Com.  SEA 
09B2)  REV-IS 

MIL-N-23229C 

SH 

12 

Jun 

86 

SH 

9535 

Nickol  Alloy,  High  Pormoobility,  Shiolding  Grodo  (Inoctivo)  Vatidatad  Aug  80 

MIL-N-47037 

NOTICE  1 

Ml 

19 

Apr 

74 

Mi 

99 

9535 

Nickol  Chromium  Iron  Alloy  Ploto,  Shoot  &  Strip  (Rol  To  Othor  Than  DOD  Roq 
Prior  Appr  Of  NAVSEASYSCOMO)  REV-lS 

MIL-N-23228C 

SH 

23 

Dm 

83 

SH 

9535 

Nickol  Chromium  Alloy,  Shoot  And  Strip.  Ago  Hordonoblo  Anno<^  Validated 

Jan  89  USER-MI  AT  REV-AR  99 

MIL-N-7786C  (2) 
NOTICE  1 

11 

20 

Jon 

89 

MR  AS 

11 

•9535 

Nickol  Iron  Alloy,  High  Mognotic  Pormoobility  Shoot,  Strip,  Rod,  Bor,  And  Wiro 
VoUdafad  Jan  89  REV-MI  AR  IS 

MIL-N-14411C 

MR 

23 

Nov 

77 

MR 

9535 

Nidcol  Molybdonum  Chromium  Iron  Shoot  &  Low  Corbon,  Low  Silicon 
Nicholmolybdonum  Chromium  Iron  Mofo  (lituo  Contrld  Othor  Thon  Dod 

Submit  Roquostsvlo  Proporing  Activity) 

Mtl-N-24390S  (1) 

SH 

07 

Oct 

85 

SH 

9535 

Nickol-coppur  Alloy  Bor,  Rod,  Plato,  Shoot,  Strip,  Wiro,  Forgings,  And 

Structurol  And  Spociol  Shopod  Soctions  USER-ME  OS  REV-MI  AR  AS  YD  85 

99  8415 

QQ-N-2S1D  (2) 

/SH 

33 

Oct 

85 

MR  SH 

11 

•9535 

Nick*l<op|Mr-alum!nunt  Alloy,  Wrought  (UNS  N05500)  USER-ME  GL  REV-AR 

ER  OS  99  84  IS 

QQ-N-2S6E 

INT  AMD  1  (SH) 

/SH 

02 

Aug 

85 

MR  SH 

20 

9535 

Plato  Coppor  BorylliumoHoy,  Shoot,  Strip,  8t  Rollod  Bor  •  26  Fob  88  REV-EA  GL 

ME  Ml  OS 

ASTM  8194-88 

MR 

16 

Aug 

88 

MR  SH 

9535 

Mott,  Aluminum  Alloy  7075  USER-MC  OS  SH  REV-84  IS . 

MS-14353 

AS 

22 

Moy 

84 

MR  AS 

99 

9535 

Ploto,  Aluminum  Alloy  Rollod  Trood,  Stondord  Spocificotion  For  -  31  Aug  84 
USER-AR 

ASTM  8632-84 

SH 

24 

Jul 

85 

MR  SH 

30 

9535 

Platt,  Aluminum  Alloy  1100  USER-MC  OS  SH  REV-84  IS . 

MS-14354 

AS 

22 

Moy 

84 

MR  AS 

99 

9535 

Platt,  Aluminum  Alloy,  7.7ZN-2.4MG-1.6CU-0.15CR  (7049-T7351)  -  15  Jon  78 
REV-IS 

AMS  4200-78 

AS 

13 

Aug 

82 

MR  AS 

20 

9535 

Plott,  Aluminum  Alloy  2024  USER-MC  OS  SH  REV-84  IS . 

MS-14355 

AS 

23 

May 

84 

MR  AS 

99 

9535 

Plolt,  Aluminum  Irentt,  Shttt,  Strip  And  Rolltd  Bor  -  22  Ptb  1985  USER-EA 

GL  ME  OS  REV  cR  MC  SA  IS 

ASTM  D169-85 

MR 

13 

Nov 

85 

MR  SH 

9535 

Plott,  Aluminum  Alloy  4061  USER-MC  OS  SH  REV-84  IS . 

MS-14356 

AS 

33 

Moy 

84 

MR  AS 

99 

9535 

Plolt,  Aluminum  Alloy,  6.2ZN  -  2.3CU  -  2.2MG  -  0.12ZR  (7050-T7651)  -  15  Jon 

80  REV-IS 

AMS  4201-80 

AS 

06 

Stp 

82 

MR  AS 

20 

9535 

Plott,  Aluminum  Alloy,  5.7ZN  -  2.2MG  -  1.6CU  -  0.22CR  (7475-T7351)  •  1  Jul 

81  REV-IS 

AMS  4202A-81 

AS 

06 

Sup 

82 

MR  AS 

20 

9535 

Plolt,  Aluminum  Alloy  6.2ZN  -  2  .3CU  -  2.2MG  -  0.12ZR  -  (7050-T73451)  ■  15 

Jul  77  REV-IS 

AMS  4050A-77 

AS 

13 

Jon 

79 

MR  AS 

20 

•9535 

Ploto,  Coppor-$ilicon  Alloy,  Shoot,  Strip,  8i  Rollod  Bor  For  Gononri  Purpotoft 

And  Prosiuro  VoimIs  07  Mot  84  USER-MC  OS  REV-AR  IS 

ASTM  896-84 

SH 

11 

Mor 

85 

MR  SH 

9535 

Plato,  Uodod  Bran,  Shoot,  Strip,  &  ReBod  Bor  -  31  Jon  86  USER-MI  Gl  OS 
REV-AR  ER  EA  MC  SA 

ASTM  8121-86 

MR 

29 

Moy 

86 

MR  SH 

9535 

Plott,  Mtlol,  Aluminum  Alloy  5456  USER-MC  OS  SH  REV-AR  AT  IS _ 

MS-90514 

YD 

04 

Moy 

87 

MR 

99 

9535 

Plolt,  Mttol,  Aluminumollay  5086  USER-MC  OS  SH  REV-AR  AT  IS . 

MS-90515 

YD 

04 

Moy 

87 

MR 

99 

9535 

Plott,  Mtlol,  Copptf  SoM  Alloy  230  REV-84  IS . 

MS-52032 

MR 

35 

Oct 

84 

MR  SH 

99 

9535 

Plato,  Motol,  Coppor  Bom  Alloy  260  REV-84  IS . . . . 

M$-52033 

MR 

25 

Oct 

84 

MR  SH 

99 

9535 

Ploto,  Motol,  Coppor  Bait  Alloy  268  REV-84  IS . 

MS-53034 

MR 

25 

Oct 

84 

MR  SH 

99 

9535 

Plolt,  Mttol,  Copptf  Bom  Alloy  353  REV-84  IS . 

MS-52035 

MR 

25 

Oct 

84 

MR  SH 

99 

9535 

Plato,  Nickol-coppor  Alloy  (UNS  N04400}  Shoot,  And  Strip  •  Aug  1985  REV-AR 

SH  OS 

ASTM  8127-85 

YD 

23 

Jon 

86 

MR  YD 

99 

9535 

Plolt,  Nicktl,  Shttt  And  Strip  -  25  Jon  80  USER-MC  OS  REV-AR  IS . 

ASTM  8162-80 

SH 

25 

Jon 

84 

MR  SH 

9535 

Plato,  Shoot,  &  Strip,  Nickol-chromium-iron  Alloys  (UNS  N06600  &  N06690) 
Stondord  Spocificotion  For  -  28  Fob  86  USER-AT  SH  REV*EA  IS 

ASTM  8168-86 

YD 

24 

Moy 

86 

MR  YD 

9535 

Ploto,  Shoot,  Strip.  &  Rollod  Bor.  Aluminum  Bronxo  (Motric)  -  26  J^  85 

USER  EA  GL  ME  OS  REV-AR  ER  MC  SA  IS 

ASTM  B169M-85 

MR 

20 

Ftb 

86 

MR  SH 

99 

9535 

Ploto,  Shoot,  Strip.  &  Rollor  Bor,  Coppor  Nickol  Tin  Alloy,  Coppor  Nickol  Zinc 

Alloy  (Nickol  Silvor),  And  Coppor  Nickol  Alloy  -  27  Juno  19^  USER-EA  GL 

ME  Ml  OS  REV-ER  MC  SA 

ASTM  8122-36 

MR 

06 

Aug 

86 

MR  SH 

9535 

Plalt,mtlol,litonium  ,  CP-1  USER-GL  Ml  ER  REV-AR  AV  OS  SH  84  IS.. . 

MS-14523 

AS 

09 

Nov 

87 

MR  AS 

99 

9535 

Propoiiont,  Jot  Engine,  T-h  Dimer,  Grade  Rj-4  REv-tt . . . . . . . . 

M1L-P-82622B  (1) 

AS 

14 

Nov 

86 

AS 

68 

9535 

Shttt  t  Entruiiont  -  Ltod  Alloy,  93P8  -  6J3B  -  0.50SN  -  15  Oct  79 . 

AMS  7721A-79 

20 

30 

Oct 

81 

MR  AS 

20 

9535 

Shoot  8  Ploto,  Aluminum  &  Aluminum  Alloy  (Motric)  •  25  Mor  83  USER-0$  MC 
REV-AT  SH  IS 

ASTM  6309M-83 

YD 

08 

Aug 

83 

MR  YD 

99 

9535 

Shttt  1.  Plott,  MognMium-aRoy  (Mttric)  -  25  Jon  85  USER-AT  ME  REV-ER  IS  .. 

ASTM  B90M-85 

MR 

31 

Jon 

86 

MR  AS 

9535 

Shttt  8.  Plott,  Mogntu'um  AHoy,  3.0A1  ■  1.0ZN  (AZ318-0)  •  15  Jul  78  REV-IS.. 

AMS  4375G-78 

AS 

16 

Moy 

83 

AS 

20 

9535 

Shttt  8  Plott,  Mognttium  AHoy,  3.0A1-1.0ZN  (AZ31S-H24)  ■  15  Jul  78  REV-IS 

AMS  4377E-70 

AS 

16 

May 

83 

AS 

30 

9535 

Shttt  8  Plott,  Mognttium  Alloy  14U  -  1.25A1  (lo  I41A  •  •/)  -  1  Moy  68 
VatidaUd  Apr  81 

AMS  4386A-68 

AS 

29 

Jon 

71 

MR  AS 

11 

9335 

Shoot  8  Strip  -  Mogrtotic  Alley,  50NI  •  50FE,  Forming  Grodo  -  15  Oct  79 . 

AMS  7717A-79 

20 

30 

Oct 

81 

MR  AS 

30 

9535 

Shoot  8  Strip,  Coppor,  For  Building  Construction,  Stondord  Spocificotion  For  • 

30  Nov  84  REV-IS 

ASTM  8370-S4A 

YD 

04 

Oct 

85 

MR  YD 

99 

9535 

Shoot  And  Pbto,  Aluminum  Alloy  3.5MG  •  025CR  (5154-0)  •  1  May  69 
yattdatad  Mar  82 

AMS  40188-69 

AS 

29 

hn 

71 

MR  AS 

11 

951 
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9535 

ShMt  And  PloN,  Aluminum  Alloy,  4.5CU  -  0.85SI  -  0.80MN  ■  0.50MG  (2014; 

-T6  ShHt,  T651  Plalo)  -  16  July  1979 

AMS  4029F-79 

AS 

30  Jun  85 

MR  AS 

20 

9535 

ShMt  And  iHatt,  Aluminum  (1060^0)  •  1  Jul  76  Validattd  Apr  83 . 

AMS  4000E-76 

AS 

26  Jon  77 

MR  AS 

20 

9535 

ShMl,  Aluminum  Alloy  1100  USER-MC  OS  SH  REV,84  IS . 

MS-143S7 

AS 

22  Moy  84 

MR  AS 

99 

9535 

ShMt  Aluminum  Alloy,  5.7ZN-2.2MG-1.6CU-0.22CR  (747S-T61)  Solution  & 
Prtcipitotlon  Hoot  Trtotod  •  1  Oct  85  REV>tS 

AMS  40848-85 

AS 

15  Sop  86 

MR  AS 

20 

9535 

Shoot,  Aluminum  Alloy  7075  USER-MC  OS  SH  REV44  IS . 

MS-14360 

AS 

22  May  84 

MR  AS 

99 

9535 

Shoot,  Aluminum  Alloy,  5.77N  ■  2.2MG  -  1.6CU  -  0.22CR  (7475-T761)  ■  16  Oct 

7S  V'o/ldatoc/ Aug  85  REV-IS 

AMS  4085A-78 

AS 

20  Fob  79 

MR  AS 

20 

9535 

Shoot,  Aluminum  Alloy  Alclod  2024  USER-MC  OS  SH  REV-84  IS . 

MS-14358 

AS 

22  May  84 

MR  AS 

99 

9535 

Shoot,  Aluminum  Alloy  2024  USER-MC  OS  SH  REV-84  IS . 

MS-14361 

AS 

22  Moy  84 

MR  AS 

99 

9535 

Shoot,  Aluminum  Alloy  6061  USER-MC  OS  SH  REV-84  IS . 

MS-14362 

AS 

22  May  84 

MR  AS 

99 

9535 

ShMt,  Clod  Two  Sidot,  Aluminum  Alloy,  1.25  Mn  •  0.12  Cu  No.  12*0  Brottng 
ShMt)  •  16  July  1979 

AMS  4064A-79 

AS 

30  Jun  85 

MR  AS 

9535 

ShMt,  Mttol  Copptr  Bos*  Alloy  342  REV-84  IS . . . 

MS-52031 

MR 

25  Oct  84 

MR  SH 

99 

9535 

Shoot,  Motol,  Aluminum  Alloy  5086  USER-MC  OS  SH  REV-AR  AT  IS  . 

MS-93511 

YD 

04  May  87 

MR 

99 

9535 

Sh«*t,  Mttol,  Aluminum  Alloy  5456  USER-MC  OS  SH  REV-AR  AT  IS  . 

MS-9a512 

YD 

04  May  87 

MR 

99 

9535 

ShMt,  Mttol,  Aluminum  Aloy  6061 . . . . . . 

MS-90513 

YD 

04  May  87 

MR  YD 

99 

•9535 

Shttt,  Mttol,  Coated  (Cltor  Or  Pigmtnt)  Validate  May  64  USER-GL  SA 

REV-MR  OS  IS 

MIL-S-101048 

EA 

25  Jun  59 

EA  YD 

9535 

ShMt,  Mttol,  Copper  Bos*  Alloy  240  REV-84  IS  . 

MS-5202S 

MR 

25  Oct  84 

MR  SH 

99 

9535 

ShMt,  Metal,  Copptr  Bos*  Alloy  260  REV-S4  IS  . . . 

MS-S2029 

MR 

25  Oct  84 

MR  SH 

99 

9535 

ShMt,  Mttol,  Copptr  Bast  Alloy  268  REV -84  IS  . 

MS-52030 

MR 

25  Oct  84 

MR  SH 

99 

9535 

Shoot,  Motol,titonium  ,  CP-2  USER-GL  Ml  ER  REV-AR  AV  OS  SH  84  IS . 

MS-14520 

AS 

09  Nov  87 

MR  AS 

99 

9535 

Sheet,  Strip  &  Reeled  Bor  Copper-beryllium  Alloy  Pfote . . 

ASTM  819487 

MR 

16  Oct  87 

MR  SH 

9535 

ShMt,  Strip,  8i  Platt,  Alloy,  Corrosion  &  Heat  Resistant  74NI  -  15.5CR  -  8.0PE 
-  15  Oct  80 

AMS  5540J80 

20 

01  Oct  82 

MR  AS 

20 

9535 

ShMt.olumlnum,  Laminated,  Edge  Bonded  -  16  July  1979  REV-lS . . 

AMS  4012D-79 

AS 

29  Jul  80 

MR  AS 

20 

9535 

Shoot,motal,lilanium  Alloy  6AL4V-2SN  (A  8-3)  USER-ER  G'.  Mi  REV-AR  AV 

OS  SH  84  IS 

MS-14516 

AS 

09  Nov  87 

MR  AS 

99 

9535 

Shoot,molal,litanium  Alloy  6AL-4V  (AB-I  )  USER-ER  GL  Ml  REV-AR  AV  OS  SH 

84  IS 

Shim  Stock,  Lominotod  USER-AT  ME  MC  REV-AR  Ml  EA  AS  SH  IS  CS . 

MS-14517 

AS 

09  Nov  87 

MR  AS 

99 

•9535 

MIL-S-224998  (2) 

AS 

24  Mar  83 

MR  AS 

9535 

Silver  -  Copptr  •  Codium  •  Nickel  Alloy  Validated  Mar  80 . . 

MIL-S-32215A 

AS 

17  May  68 

AS 

9'!35 

StMl,  Spring,  Chromium  Nickel  Alloy  . . . . . . 

MIL-S-46889A 

Ml 

03  Aug  85 

Ml 

9535 

Strip,  Mttol,  Copper  Bose  Alloy  230  REV-84  IS . . . . 

MS-52023 

MR 

25  Oct  84 

MR  SH 

99 

9535 

Strip,  Metal,  Copptr  Bast  Alloy  260  REV-84  IS . . . 

MS-52024 

MR 

25  Oct  84 

MR  SH 

99 

9535 

Strip,  Metal,  Copper  Bose  Alloy  268  REV-Sd  IS . 

MS-52025 

MR 

25  Oct  84 

MR  SH 

99 

9535 

Strip,  Metal,  Copper  Bast  Alloy  342  REV-84  IS . 

M$-52026 

MR 

25  Oct  84 

MR  SH 

99 

9535 

Strip,  Mttol,  Copptr  Bose  Alloy  360  REV-84  IS . . . 

MS-52027 

MR 

25  Oct  84 

MR  SH 

99 

9535 

Tin  Foil  Dental  Vah'dafad  Fab  82 . 

QQ-T-C027(A 

/DM 

19  Mar  70 

MDMS 

03 

9535 

Tin,  Strip  And  ShMt  Vafidatad  May  84  REV-IS . 

MIL-T-12076A 

EA 

19  Jon  53 

EA 

99 

9535 

Titonluffl  And  Titanium  Alloy,  ShMt,  Strip  And  Platt  USER-GL  REV-MI  AR  AV 

OS  SH  99  IS  NS 

MIL-T-9046J 

AS 

11  Jon  83 

MR  AS 

20 

9535 

Zinc  Aluminum  Superpbstic  Alloys  For  Thermo  Forming,  Dmp  Orowing  & 

Stretch  Forming  Vafidatad  Jon  86  REV-AT  MR  IS 

MIL-Z-63472 

AR 

26  Sop  80 

AR  AS 

9535 

Zinc,  Rolhd  •  31  Mur  66  Validaltd  Jan  87  U$ER-AT  REV-GL  EA  AR  IS . 

ASTM  B69-66R79 
NOTICE  1 

MR 

14  Jan  87 

MR  YD 

20 

9540 

Aktminum-oiloy  6061-T6STAN0ARD  Structural  Shapes,  Rolled  Or  Extruded  •  29 
Apr  88  USER-AR  ME  SH  REV-AR  11  84  IS 

ASTM  830888 

MR 

13  Jun  88 

MR  OS 

99 

9540 

Aluminum-olloy  606I-T6  Standard  Structural  Shopes,rolled  Or  Extrudes  (Metric) 

•  24  Feb  1984  USER-ME  SH  REV-AR  84 

ASTM  8308M-84 

MR 

18  Aug  86 

MR  OS 

99 

9540 

Angle,  Shop*  Style  1  Aluminum  Alloy  2024  USER-OS  SH  REV-84 . 

MS-14284 

AS 

29  Fob  84 

MR  AS 

99 

9540 

Angle,  Shape  Style  li  Aluminum  Alloy  2024  USER-OS  SH  REV-84  IS . 

MS-14285 

AS 

29  Fob  84 

MR  AS 

99 

9540 

An^,  Shope  Style  In  Aluminum  Alloy  2024  USER-OS  SH  REV-84  IS.. . 

MS-14286 

AS 

29  Fob  84 

MR  AS 

99 

9540 

Angl*,  Shop,  Stylt  1  Aluminum  Alloy  7075  USER-OS  SH  REV-84  IS  . 

MS-14287 

AS 

29  Fob  84 

MR  AS 

99 

9540 

Anglo,  Shopo  Stylo  li  Aluminum  Alloy  7075  USER-OS  SH  REV-84  IS . 

MS-14288 

AS 

29  Fob  94 

MR  AS 

99 

9540 

Brost,  Sintered,  Structurol  Parts  Validatad  Juf  83  USER-ME  REV-MI  EA _ ..... 

MIL-B-13128C 

MR 

13  Aug  65 

MR 

9540 

Chonnel,  Shape  Style  Iv  Aluminum  Alloy  2024  USER-MC  OS  SH  REV-84  IS........ 

MS-1436A 

AS 

30  Apr  84 

MR  AS 

99 

9540 

ChoniMl,  Stylo  1  Aluminum  Alloy  7075  USER-MC  OS  SH  REV-84  IS . 

MS-14367 

AS 

30  Apr  84 

MR  AS 

99 

9540 

Channel,  St^  li  Aluminum  Alloy  7075  USER-MC  OS  SH  REV-84  IS  . 

-14368 

AS 

30  Apr  84 

MR  AS 

99 

9540 

Chonnel,  Stylt  lit  Aluminum  Alloy  7075  USER-MC  OS  SH  REV-84  IS . 

MS-14369 

AS 

30  Apr  84 

MR  AS 

99 

9540 

Chonnol,  St^  1  Aluminum  Alloy  2024  USER-MC  OS  SH  REV-84  IS . 

MS-14363 

AS 

30Aor  84 

MR  AS 

99 

9540 

Chonnol,  St^  li  Aluminum  Alloy  2024  USER-MC  OS  SH  REV-84  IS  . 

MS-14364 

AS 

30  Apr  84 

MR  AS 

99 

9540 

Chonnol,  S^  lii  Aluminum  Alh^  2024  USER-MC  SH  OS  REV-84  IS . 

MS-14365 

AS 

30  Apr  84 

MR  AS 

99 

•9540 

Copper  Rodi  And  Shopes,  And  Flat  ProducH  Widi  Finished  Edges  (Flot  Wire, 
Strips  And  Bora)  Volidatod  Apr  81  USER-AT  REV-MI  ME  EA  OS  IS 

QQ-C-502C  (1) 

/SH 

10  Sop  64 

MR  SH 

99 

•9540 

Copper  Silicon,  Copper  Zinc  Silicon,  And  Copper  Nickel  Silicon  Alloys,  Rod, 

Wire,  Shopes,  Forgings,  And  Flat  Products  (Fbt  Wire,  Strip,  Sheet,  Bor,  And 
Plate  Vaiidatad  Jon  86  USER-ME  SA  SH  REV-MI  GS  IS 

QQC-591E 

/MR 

18  Apr  72 

MR  AS 

99 

•K-O 

Cupper -nkkti'cinc  AHo;,  Rod,  Shopts,  Tlot  ProdwCti  V/lth  finished  Edges  (flat 
Wire,  Strip,  And  Bor)  Volidotad  Jon  86  USER-AT  AV  ME  OS  REV-MI  AS  IS 

QQ  C  586C 

/MR 

13  Oct  72 

MR  SH 

99 

9540 

Extrusions  And  Flosh  Welded  .Rings  6A1  •  4V  Anneoled  •  15  Jun  75  Validatad 

Apr  81 

AMS  4935C-75 

AS 

12  Sop  75 

MR  AS 

20 

9540 

Extrusions  3.0TH-1.5MN  (HM31A-F),  As  Extruded,  Mognesivm  Attoy  •  1  Jul  83.. 

AMS  4388C83 

AS 

OSMor  85 

MR  AS 

20 

9540 

Extrusions,  Aluminum  AHoy,  6.3CU  -  0.30MN  -  0.18ZR  -  0.10V  •  0.06TI 
(2219-T8511),  Solut'on  Treated,  Stress  Relief  Stretched,  Precipototion  Heot 
Treoted  -  15  Jon  77  Vatidafad  Avp  85 

AMS  4163A-77 

AS 

02  Jul  79 

MR  AS 

20 

9540 

Extrusions,  Aluminum  Alloy  6.3  Cu  •  0.30  MN-0.18  ZR-0.10V-0.06  Ti 
{2219-T3511),  Solution  Heot  Treoted  8  Stress  Relieved  By  Stretching  -  15 

Jon  77  Volidafad  Aug  $5 

AMS  4163A-77 

AS 

02  Jul  79 

MR  AS 

20 

9540 

H  iMm,  Wid*  Flong*,  Aluminum  AHoy  6061  USER-MC  OS  SH  REV-84  IS _ 

MS-14379 

AS 

30  Apr  84 

MR  AS 

99 

9540 

H,  8«am  Aluminum  AHoy  2024  USER-MC  OS  SH  REV-84  IS  . 

MS-143S0 

AS 

30  Apr  84 

MR  AS 

99 

952 
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9540 

H,  Stom,  Slyl*  1  Aluminum  Alloy  7075  USER-MC  OS  SH  REV-SA  IS . 

MS-14381 

AS 

30  Apr 

84 

MR  AS 

99 

9540 

H,  Btom,  Stylt  li  Aluminum  Alloy  7075  USER*MC  OS  SH  REV44  IS . 

MS-14383 

AS 

30  Apr 

84 

MR  AS 

99 

95«0 

1,  Swm,  Aluminum  Alloy  7075  USER-MC  OS  SH  REV-84  IS . 

MS-14385 

AS 

30  Apr 

84 

MS  AS 

99 

9540 

1,  SMm.  Aluminum  Alloy  7178  USER-MC  OS  SH  REV-84  IS . 

ms-14386 

AS 

30  Apr 

b4 

Ml'  AS 

99 

9540 

1,  Smim.  Stylo  1  Aluminum  Alloy  2024  USER-MC  OS  SH  RE  >•  IS . 

MS-14383 

AS 

30  Apr 

84 

Ml*  AS 

99 

9540 

1,  Boom.  Stylo  II  Alumlnim  Alloy  2024  USER-MC  OS  SH  REV-84  IS . 

-14384 

AS 

30  Apr 

84 

MR  AS 

99 

•9540 

Imprtfinotion  Of  Porout  Nonforroui  Motol  Cottingt  Validattd  Apr  61  USER-AT 

MIL-STO-376 

SH 

2  Fob 

56 

MR  SH 

20 

AS  REV-MI  OS  IS 

•9540 

Mogn^tlum  Ailoy«  Soft,  Rodi,  And  Spoctol  Shopod  Soctiont,  Extrudoo  VoUdot^d 

QQ-M-318  (1) 

/AS 

38  Mar 

68 

MR  AS 

11 

Apr  80  USER-AT  SA  REV-MI  AR  EA  IS 

•9540 

Nici(ti*copptr  Alloyo  Wrought,  (5S^60  Porcont  Nickol)  Low  Ptmtoobliity 

MIL-N-17163A 

SH 

3  Apr 

59 

SH 

Validated  Apr  81  REV-MI  IS 

MR  AS 

9540 

Shoot,  Aluminum  Alloy  Alclod  7075  USER-MC  OS  SH  REV-84  IS . 

MS-143S9 

AS 

22  May 

84 

99 

9540 

Sintored  Shopts  •  Tungsttn  Alloy,  High  Oeniity  •  15  Jon  76  Validottd  Moy  83.. 

AMS  772SA-76 

20 

25  Mar 

77 

MR  AS 

20 

9540 

Strurturo)  Anglo,  Copptr  Aote  Alloy  360  REV*84  IS . 

MS-S2036 

MR 

25  Oct 

84 

MR  SH 

99 

9540 

Structure!  Chonnol,  Coppor  Soso  Alloy  360  REV*d4  IS . . . 

MS-52037 

MR 

25  Oct 

84 

MR  SH 

99 

9540 

Te«,  Stylo  t  Aluminum  Alloy  2024  USER*MC  OS  SH  REV-84  IS . 

MS-1437S 

AS 

22  May 

84 

MR  AS 

99 

9540 

Too,  Stylo  1  Aluminum  Alloy  7178  USER-MC  OS  SH  REV-84  IS . 

MS-14378 

AS 

33  May 

84 

MR  AS 

99 

9540 

Tt«,  Stylo  1,  Exfoliotod  Aluminum  Alloy  7075  USER-MC  OS  SH  REV-84  IS . 

MS-14370 

AS 

22  May 

84 

MR  AS 

99 

9540 

Too,  Stylo  li  Aluminum  Alloy  7075  USER-MC  OS  SH  RFV-84  IS . 

MS-14371 

AS 

22  May 

84 

MR  AS 

99 

9540 

Too,  Stylo  II  Aluminum  Alloy  2024  USER-MC  OS  SH  REV-S4  IS . 

MS-14376 

AS 

23  May 

84 

MR  AS 

99 

9540 

•oo.  Stylo  III  Aluminum  Alloy  2024  USER-MC  OS  SH  REV-84  IS . 

MS-14377 

AS 

22  May 

84 

MR  AS 

99 

9540 

Too,  Stylo  Hi,  Aluminum  Alloy  7075  USER-MC  OS  SH  REV-84  IS _ 

MS-14372 

AS 

22  May 

84 

MR  AS 

99 

9540 

Too,  St^  Iv  Aluminum  Alloy  7075  USER-MC  OS  SH  REV-84  IS  . . 

MS-14373 

AS 

33  May 

84 

MR  AS 

99 

9540 

Too,  Stylo  V  Aluminum  Alloy  7075  USER-MC  OS  SH  REV-84  IS  . 

MS-14374 

AS 

33  May 

84 

MR  AS 

99 

9540 

Titonium  A  Titonlum  Atloyt,  Extruded  8ors  &  Shapes,  Aircroft  Quolity  USER-OS 

MII-T-81556A 

AS 

31  Jon 

83 

MR  AS 

20 

SH  REV-MI  AR  99 

9540 

Tungsttn  Bust,  High  Density  Metd  (Sintered  Or  Hot  Pressed)  (ASG)  REV-IS  .... 

Mll-T-210140 

AS 

32  Aug 

86 

Ml  AS 

9540 

Zoo  Aluminum  Alloy  7178  USER-MC  OS  SH  REV-84  IS . 

MS-14393 

AS 

22  May 

84 

MR  AS 

99 

9540 

Zoo,  Stylo  1  Aluminum  Alloy  2024  USER-MC  OS  SH  REV-84  IS . 

MS-14387 

AS 

23  May 

84 

MR  AS 

99 

9540 

Zoo,  Stylo  1  Aluminum  Alloy  7075  USER-MC  OS  SH  REV-84  IS . 

MS-14390 

AS 

22  May 

84 

MR  AS 

99 

9540 

Zoo,  St^  li  Aiuminum  Aiioy  7075  USER-MC  OS  SH  REV-84  IS . 

MS-14391 

AS 

22  May 

84 

MR  AS 

99 

9540 

Zoo,  Stylo  li  Aluminum  Alloy  2024  USER-MC  OS  SH  REV-84  IS . 

MS-14388 

AS 

33  May 

84 

MR  AS 

99 

9540 

Zoo,  Stylo  Hi  Aluminum  Alloy  2024  USER-MC  OS  SH  REV-84  IS . 

MS-14389 

AS 

22  May 

84 

MR  AS 

99 

9540 

Zoo,  Stylo  Hi  Aluminum  Alloy  7075  USER-MC  OS  SH  REV-84  IS . 

MS-14393 

AS 

32  May 

84 

MR  AS 

99 

9545 

Silvof  And  Silvor  Alloy  Validated  Jan  86  USER-ME  11  REV-MI  AR  EA . 

MIL-S-133S28 

MR 

13  Jul 

73 

MR  AS 

99 

9545 

Wire,  Platinum  Allay  (Platinum  Ruthenium,  Platinum  Iridium  REV-MD  MS  03  IS ,. 

Mll-W-36628 

MB 

21  Jul 

86 

MDMS 

03 

9545 

Wifo,  Plotinum  Alloy  (Plotinum  •  Ruthonuim,  Plotinum  •  Uruduim)  Validated  Jun 

81 

Wire,  Sihrof-olloy  Validated  Apr  83 . 

MII-W-003662A 

DM 

31  Mar 

68 

MDMS  03 

9545 

Mll-W-81335  (3) 

OS 

16  Nov 

66 

OS 

96GP 

Alloy  Nomoncloluro  And  Tompor  Doiignotion  Sytlom  For  Mognoiium  Bow 

MII.STD-409A 

30 

05  Dk 

66 

MR  AS 

30 

Alloys  Validated  May  85  USER-MI  AV  AT  REV-AR  SH 

9620 

Aspholtum  (GiUonite)  Validated  Apr  82  REV-EA . 

MIL-A-356A 

OS 

35  Sop 

73 

MR  OS 

9620 

Graphite  Billett,  Extruded  (For  High  Temperature  Application)  V'cJridoMd  Jvl  85 

MIL-G-82682 

OS 

30  Oct 

78 

OS 

9620 

Grophito,  Dry  (lubricating)  Validated  Jun  83  USER-MI  ME  Ms  FO  REV-AV  SA 

OS 

Chomicol  Compositions  Of  Soo  Alloy  Stools  -  Nov  t.  Validaled  Oet  83 

SS-G^9A 

/84 

01  Mar 

67 

MR  OS 

99 

9630 

SAE  J404J-77 

AT 

15  No. 

80 

AT  OS 

99 

REV-MR 

9630 

Copper  Alloy  Addition  .‘.enti  -  29  July  1988  REV-OS  IS  . . . 

ASTM  8644-88 

YD 

05  Sop 

88 

MR  YD 

9630 

Cuppct  '<hLet  Alloy  '•‘^j*.  Validated  Aug  80  USER-MC  REV-SK . 

QQ-C-557B 

• 

20  Sop 

74 

9630 

(lopp»^,  Ph?<  j*  'Al'oyi  -g  Additiye/  Volidot9d  Avg  80  USER*CH  REV-AR  ........ 

QQ-C-571B 

t 

27  Ai|g 

74 

9630 

Coppir  Silicon  (Atlo'i.ig  A.ldirive)  Voli^ttd  Aug  80. . 

QQ-C-581A 

t 

04  Apr 

67 

9630 

Attoying  Additiv'e  (O'  For  Remelting)  Validaftd  Jun  83 . 

QQ-N-301C 

•84 

10  Nov 

72 

99 

9W0 

Nickk  B(»e  AHoy,  Sheet,  Corrosion  8  Heot  Resistant . 

MIL-N-62623 

AT 

30  Mar 

88 

AT 

9630 

SilircriT.  luM,*-  (Foundry) . 

QQ-S-3S1B 

% 

13  Jon 

75 

9630 

Turgsti*n  Corbtde  (Crystalline)  Validated  May  85 . 

Mll-T-13366 

AR 

5  Apr 

54 

AR 

v;3o 

Tungsten  Powder  VoHdattd  Apr  80  USER-MR . . . . . 

Mll-T-13827 

AR 

7  Doc 

54 

AR 

9630 

Zirconium-  Nickel  Alloy,  Powdered  Vohdatad  Mar  88  USER-MI  REV-MR  MD . 

MIL-Z-1 14108 
NOTICE  1 

AR 

22  Mar 

88 

AR  OS 

99 

9640 

Boll  And  Roller  Storing,  Steel,  High-carbon  USER-AR  ME  SH  YD  REV-AT . 

ASTM  A29S-84 

MR 

13  Mar 

85 

MR  OS 

9640 

Beoring  Steels,  High  Horderubility  13  Oct  87  USER-AT  MC  SH  REV-ME  GL . 

ASTM  A48S-87 

MR 

13  Oct 

87 

MR  OS 

9640 

Searings,  Anti-friction,  Corburizing  Ste«.  ^OR-8  Jon  87  USER-AR  ME  SH  YD 

ASTM  AS34-87 

MR 

13  Aug 

88 

MR  OS 

99 

REV-AT  84 

9640 

Mocrogroph  Stondords  For  Steel  Bors,  oULETS,  And  Blooms  For  Ammunition 

MIL-STD-14S9A 

AR 

01  Apr 

86 

AR 

Components  Volidatad  Apr  86  REV-99 

NOTICE  1 

9640 

Rating  Microetched  Steel  -  23  Feb  79  Validated  Jan  86  REV-Al  AR  AT  YD  SA 

ASTM  E381-79 

MR 

11  Apr 

79 

MR  SH 

11 

os  99 

9640 

Steel  Allny  A  Ccbo"  A  S*eb!  3?  Jd  81  Vslidsted 

ASTM  A711-81 

MR 

22  Fob 

88 

MR  OS 

99 

F(b8S  USER-AS  REV-AR  SH 

NOTICE  2 

9640 

Steel  Billet,  Corrosion  Resistont,  Anneoled,  Premium  Quality  Validated  Apr  82 

MIL-S-27419 

82 

24  Jon 

68 

99 

REV-11  19 

9640 

Steel,  Ball  &  Roller  Beoring,  Speciol-quo!ity  •  27  Dec  85  USER-AR  ME  SH 

ASTM  AS35-85 

MR 

20  May  86 

O 

ec 

99 

REV-AT 

9640 

Steel,  Corbon,  Hot-rolled  Or  Forged  (  Blooms,  BlUets,  &  Slabs  For  Reforging)  { 

MIL-S-16788A 

OS 

29  Mar 

71 

MR  OS 

99 

Inoctive  For  New  Designl  yolidaled  Nov  76  USER*WV 

9650 

Aluminum  Alloy  Ingot  (For  Remelting)  U5ER-YD  REV-AR  Ml . . 

QQ-A-371F 

/MR 

17  Jo. 

86 

MR  SH 

84 

9650 

Aiuminum  Alloys  In  Ingot  Form  For  Send  Costings,  Permanent  Mold  Costings,  Bi 

ASTM  8179-86 

MR 

24  Sop 

86 

MR 

DI*  Costing.  -  25  Apr  1986  USER-AR  OS  SH 

9650 

BrciS,  Powder  (For  Sinterings)  Validated  Jut  83  USER-GS  REV-El  ER  CR  IS  ...... 

MIL-B-1tSS26 

MR 

13  Aug 

65 

MR 

9650 

Bronze,  Aiuminum,  Ingots  Validated  Jun  83  USER-YD . 

QQ-8-6758 

/MR 

06  Nov 

74 

MR  OS 

84 

9650 

Copper  AKoy  Ingots,  Bross  (Yellow,  High  Strength)  Mongonese  And  Manganese 

QO-C-S23A 

/84 

23  Jun 

72 

MR  SH 

99 

Aluminum  trenu  (For  Rtmulling)  Validated  Jun  83 
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9650 

Copp«r  Alloy  lngot««  Loodod  And  Nonltodtd  Tin  Biontt,  Rtd  Broti,  And 

QQ-C-5258 

/SH 

11  Apr 

62 

MR  SH 

99 

Stmi'rtd  Brats(  Yalldafd  Apr  $1 

9650 

Copptr  Ingot  Volidof<f  Apr  $1 . 

QQC-521D 

/SH 

02  Aug 

62 

MR  SH 

99 

9650 

Copp«r*boM  Alloyi  in  ingot  Form»  Stondord  Specification  For  •  29  July  1988 

ASTM  B30-88A 

YD 

05  Sep 

88 

MR  YD 

REV-SH  99 

9650 

Coppar,  Oxygin  Fni  Eltctrolytic,  Rtfinery  Shopai  -  26  Feb  82  REV-84 . 

ASTM  B  170*2 

AS 

10  Dec 

82 

AR  AS 

99 

♦9650 

Fuiiblt  Alloy,  Ingot  And  Bor  Validated  Oct  85  REV<AS  99 . 

QQ.F438B 

•MR 

25  Jon 

72 

MR  SH 

11 

L 

9650 

Ingot,  Biiiruth  Tin  Alloy,  Eutectic  Validattd  Jul  85 . . . 

MIL.1.82681 

OS 

30  Oct 

78 

OS 

9650 

ingot,  Mognesium,  And  Stick  For  Rtmtlting  (Metric)  •  28  Jan  1983  USER*AL  .... 

ASTM  B92M*3 

MR 

30  Ocl 

85 

MR  SH 

20 

L 

9650 

Leod  Ant*‘mony  Alloy,  Pig  Vahdottd  Jul  64 . . . . . . . 

MIL-L-18331A 

NOTICE  2  (AS) 

AS 

27  Apr 

78 

9650 

Lead  Pig  Volidot*d  Mar  8S  USER-MI  REV-EA  IS . 

QO-L-171E 

NOTICE  1 

/SH 

01  Mar 

88 

MR  SH 

99 

L 

9650 

Leod*ontimony  (For  Use  In  Ammunition)  Validottd  Feb  83  . . 

MIL.L-I3283B 

MR 

19  Aug 

70 

MR 

9650 

Mogneiium  Alloys  In  Ingot  Form  For  Sond  Casttngs,  Permanent  Mold  Costing*, 

ASTM  B93-87 

MR 

13  Ocl 

87 

MR 

20 

A  Die  Catlingt  13  Oct  87  REV-IS 

9650 

Mognesium  Alloys  In  Ingot  Form  For  Sand  Costings.  Permon^t  Mold  Costings, 

ASTM  B93M*8 

MB 

04  Jul 

88 

MR 

11 

And  Die  Catting.  (Metric)  -  26  Feb  88  USER-AL  PEV-IS 

NOTICE  1 

9650 

Pig  Tin  -  28  Feb  86  REV-MI  ME  84 . 

ASTM  B339*6 

MR 

11  Sep 

86 

MR  YD 

99 

9650 

Remelting,  Mognesium  Ingot  &  Stick  •  3  A'or  80  USER>AL . . . 

ASTM  B92*0 

MR 

03  Jun 

81 

MR  SH 

11 

9650 

Tin  AMoy  Ingots  And  Castings  And  Leod  Alloy  Ingots  And  Costings  (Antifroction 

QC-T.390A 

/MR 

17  Apr 

72 

MR 

84 

Metol)  For  Bearing  Applications  Validated  Oct  85  REV>MI  EA 

INT  AMD  1  (SH) 

9650 

Tin,  Phosphor . . . . . . . 

QQ-T.3S1C 

t 

03  Oct 

74 

9650 

Tin  Pig  Validated  Feb  83  REV<Y0 . . . 

QQ-T471C 

t 

08  Feb 

71 

9650 

Zinc  (Slab  Zinc)  -  10  Nev  77  USER-ME  05  REV-YD  84 . 

ASTM  B6-77R83E1 

SH 

01  Jun 

84 

MR  SH 

99 

9650 

Zinc  Alloy  Ingots  (For  Sheet  Metoi  Forming  Dies) . 

MIL-Z-7068A 

AS 

15  Dec 

88 

AS 

99 

9905 

Bond  Morker,  Blank.  Two>prong  Crimp  Style  Bond  Validated  Feb  68 . 

MIL.B43436/2 
NOTICE  1 

GL 

12leb 

88 

GL  YD 

84 

9905 

Bond  Morker,  Blonk,  Three  Prong  Crimp  Style  Bond  Validated  Feb  88  USER-ME 

MIL-B~43436/3 

GL 

12  Feb 

88 

GL  YD 

84 

AR  MC  OS  REV-AV  AT 

NOTICE  1 

9905 

Bond  Marker,  Blank.  Single  Belt  Style  Bond  Validated  Feb  68  USER*ME  AR  OS 

MIL.B.43436/4 

GL 

12  Feb 

88 

GL  YD 

84 

MC  REV-AV  AT 

NOTICE  1 

9905 

Bond  Marker,  Bkink,  Double  Belt  Style  Bond  Validated  Feb  86  USER-ME  AR  OS 

MIL-B-43436/5 

GL 

12  Feb 

88 

GL  YD 

84 

MC  REV-AT  AV 

NOTICE  1 

9905 

Bor>d  Marker,  Blonk,  Single  Crimp  Style  Bond  Validated  Feb  88  USER*ME  AR 

MIL-B-43436/1 

GL 

12  Feb 

88 

GL  YD 

84 

os  MC  REV-AV  at 

NOTICE  1 

9905 

Sand,  Marker,  8lank  Valldattd  Fob  88  USER-MC  OS  REV-ME  AV  AT  Ml  AR  .... 

MIL-B43436C 

NOTICE  1 

GL 

12  Feb 

88 

GL  YD 

99 

L 

9905 

Electronics  Type  Designotions,  Identification  Plotes  And  Morkirgs,  Requirements 

MIL.E-21981B 

EC 

> 

C 

40 

86 

EC 

For  REV-MC 

9905 

Holder,  Cord  8  lobel  Validated  Jan  82  U$ER*YD  MC  . 

MIL-H.1404D 

GL 

06  Feb 

70 

GL 

99 

9905 

A-A'4n 

t 

BO 

9905 

Holder,  Cord-lobel,  Post  Office  Moilbog  Rock . 

RR-H-450B 

t 

21  Apr 

80 

9905 

Haider,  Card-lobel,  (Plaitic)  USER-MD  SM  GL  MC  REV-YD _ 

LH-490A 

INT  AMD  1 

•GL 

11  Jon 

65 

GL  YD 

69 

9905 

Haider,  Label  Volkhtad  Fab  84  USER-MC  REV-MD . 

MIL-H43280  (1) 

GL 

28  Dec 

77 

GL  YD 

99 

9905 

Identication  And  Modification  (For  Aircrofr)  Instollotion  Of  Validated  Mar  82,.., 

MIL-I8651B  (1) 

AS 

22  Jon 

73 

AV  AS 

99 

9905 

Insert,  Cord*lobel  Holder,  Plastic . 

A-A-470 

t 

01  Jul 

80 

9905 

Morker,  SeK'luminous  Validated  Sep  84  USER-YD  REV-MD . 

MIL-,A-3935C  (1) 
NOTICE  2 

AV 

11  Jon 

72 

AV 

99 

9905 

Marker,  Traffic  USER-CE  MC  YD  REV-84 . 

MIL-M-17321F 

GL 

30  Sep 

85 

GL 

99 

L 

9905 

Nomeptote,  Ordolt  Plotes  &  Information  Plates  USER-GL  REV-EC.................. — 

MIL-N.15024/10A 

OS 

(JT  Mor 

86 

OS 

9905 

Ploque,  Air  Force  Chaptoins  USER-45  REV-82  99  CT . 

Mll-P-14636/9 

IH 

16  Dec 

86 

IH 

11 

9905 

Ploque,  Display,  Notionol  Ouord  Burtou,  Army  And  Air  Force  REV-99 . 

MIL-P-14636/8A 

IH 

26  Jon 

84 

IH 

11 

L 

9905 

Ploque,  Disploy,  Department  Of  The  Army  Validated  Jul  82 . 

MIL-P-14436/1A 

IH 

06  Oct 

7.'. 

IH 

i 

9905 

Plaque,  Display,  JROTC,  Army  Validated  Jul  82 . . . 

MIL-P.14636/4 

IH 

06  Ocl 

•5 

IH 

L 

9905 

Ploque,  Disploy,  SROTC,  Army  Validated  Jul  82  USER-SM . . . 

MIL-P-14636/5 

IH 

06  0.1 

75 

IH 

L 

9905 

Plaque,  Woll,  Adjutont  Generot  S  Copps  Validated  Jul  84 . . . 

MIL-P.14636/6 

IH 

10  May 

78 

IH 

9905 

Plaque,  Well,  Air  Force  VaKdolvl  Jul  81  REV-GL  1 1  99  DP . 

MIL-P-14636B 

SUPP  1 

IH 

06  Ocl 

75 

IH 

9905 

Plaque,  Wall,  Air  Force  Validated  Jul  64. . . . 

MILP-14636/2B 

IH 

10  May 

78 

IH 

99 

9905 

Ploque,  Woll,  Air  Force  Recruiting  Service  Validated  Jul  84 . 

MIL.P.14636/3B 

IH 

10  May 

78 

IH 

99 

9905 

Ploque,  Wall,  The  AG  Center/reserve  Components  Personnel  &  Administrotion 

MIL-P-14636/7 

iH 

10  May 

78 

IH 

Center  Validated  Nov  84 

L 

9905 

Pbte  Identification,  Modification  Validated  Jun  84  USER-GL . 

MIL-P.15024/4 

AS 

19  May 

71 

AS 

L 

9905 

Pbte,  Contoiner  Ident . . . 

MS-I8016B 

OS 

12  No* 

85 

OS 

9905 

Plate,  Identificotion  Set  Or  Group  USER-GL  11  REV-EC... . . . 

MIL-P-15024/1A  (1) 

AS 

15  May 

86 

AS 

99 

L 

9905 

Plate,  Identification,  End-Item  Attochments  Validated  Sep  87  USER-AT  GL 

MIL-P-15024/11 

ME 

25  Sep 

67 

ME 

REV-MI 

NOTICE  1 

9905 

Plate,  IdentHlcation  VaSdated  Apr  62  REV-AV . 

MS.27253B 

84 

02  Sep 

71 

GL  AS 

99 

9905 

Pbte,  IdentiRcotion,  Engine  Overhoul  Doto  V^idated  Sep  87  USER-AT  GL  MC 

MIL-P-13024/12 

ME 

24  Sep 

87 

ME  YD 

99 

GS  REV-MI 

NOTICE  1 

1 

9905 

Pbte,  Identification,  Modification  Applied  Validated  Fet  83  USER-MC  GS 

MS-63203B 

ME 

24  Jul 

67 

ME 

REV-MI  CR 

1 

9905 

Mote,  Identification  Validated  Jan  84  USER-GL  REV-EC . 

MIL-P-15024/5 

SH 

11  Jun 

71 

SH 

9905 

Pbte,  Identificotion.  Ei  'ergency  And  Service  Automotive  Air  Brake  Validated 

MS.53007D 

AT 

15  Ocl 

87 

AT 

99 

Ocl  87  USER-ME  GL  MC  YD  REV-MI 

NOTICE  1 

L 

9905 

Plate,  IdenlHicef-n  Vo/rdbled  Ftb  85  USER-GL  ME . 

MIL-P-I5074/6A 

ER 

19  Dec 

77 

ER 

9905 

Pbte,  Identification, it  Or  Plug-in  Assembly  Volidnted  Jun  84  USER-GL  11  ... 

MIL-P-1 5024/2 

AS 

19  May 

71 

AS 

99 

9905 

Pbte,  IdentHlcation,  Instruction  And  Marking,  Blank  Validated  Sep  79  USER-CE 

MIL-P.514D  (2) 

AR 

07  Jul 

71 

AR 

MC  REV-AT  AR 

9905 

Plate,  Ideniificatiafl,  Aircraft  VaUdalud  Jul  83  USER-ME  GL  CC  MC  REV-MI..  .. 

MIL.P-6906B 

84 

24  Feb 

69 

EL  AS 

99 

NOTICE  2  (99) 
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Q 

9905 

Plott,  ld«nlilical!on,  Mttal  Foil,  Adhoiivt  Boclitd  USER-MI  GL  AR  SH  MC  IT 

MIL-P-19834B  (2) 

EC 

13  Jul 

83 

ME  EC 

99 

REV-EA  CR  AS  SA  OS  ES 

L 

9905 

Plot#.  Informotion,  Strvtct  VoVuht^d  5cp  57 . 

MIL-P.1S024/13 

ME 

24  Sep 

87 

ME 

NOTICE  1 

1 

9905 

Platt«  InformoMon  Ports  Validated  $0fj  37 . 

MIL-P-15024/14 

ME 

24Stp 

87 

ME 

NOTICE  1 

L 

9905 

Plot*,  Togs  And  Bonds,  Bond,  Idtntifico^ion,  CobU  Assombty,  Typt  K1, 

MIL-P-15024/7 

ER 

25  Jun 

86 

ER 

Aluminum  Jun  5d  USER'GL 

NOTICE  1 

L 

9905 

Plot*,  Togs  And  Bonds,  Bond  Idtniifkotion,  CobI*  Assembly,  Typ*  K2  Htot 

MIL-P-15024/8 

ER 

25  Jun 

86 

ER 

Shrinkobl*  Tubing  Vofidattd  Jun  86  USER*GL 

NOTICE  1 

9905 

Piatt,  Togs  And  Bonds,  Bond  Idtntificotion,  Coblt  Volidct§d  Jun  64  USER>GL 

MIL-P-15024/3 

AS 

19  May 

71 

AS 

99 

II  RF.V-MI 

9905 

Plot*,  '.ogs  And  Bonds  For  Idontificotion  Of  Equipmtnt  USER'MI  CG  MC 

MIL-P-15024D  (3) 

AS 

18  Jul 

86 

GL  AS 

99 

RE’  ’ .  lE  AV  Ml  EA  EC  OS  YD  16  84  GS 

SUPP  lA 

1 

9905 

Plate,  Togs  And  Bonds,  Aircraft  looding  Ootoplate  Validatud  Jun  86  USER-Gl .. 

MIL-P- 15024/9 

ER 

25  Jun 

86 

ER 

NOTICE  1 

L 

9905 

Plott,  Togs,  Host  Assembly  Idtntificotion  Volidatud  Jen  89 . . . 

MIL-P-15024/15 

SH 

25  Jon 

89 

NOTICE  1 

9905 

Rtfitctor  Set,  Highway  Warning,  Triongutor . . . . 

A-A-2128 

♦GL 

04  Mor 

83 

GL  YD 

99 

9905 

Rtfitctor,  Indicoting,  Cltoronct  USER'ME  YD  R£V*GL . . . 

MIL-R-12144F  (1) 

AT 

16S.P 

87 

AT 

99 

9905 

Rtfitctor,  Indicating,  Cltoronct  USER*GL  SH  REV*85 . . . . . 

A-A-2129 

AT 

21  F.b 

84 

AT 

84 

9905 

RtflKlor,  Indkoting,  CiMratK*  Validoltd  Mar  81  USER-ME  REV-Gl  Ml . 

MS-35387B 

AT 

20  Jun 

61 

AT  YD 

99 

9905 

Ribbon,  Flogging,  Surveyor  S,  Plastic  . . . . . 

L-R-00335A  (2) 

t 

16S.P 

71 

NOTICP  1 

9905 

Ribbon,  Flogging,  Surveyor  (Plostic,  Plain  Color . 

AA-1822 

t 

07  Aug 

81 

9905 

Ribbon,  Flagging,  Surveyors  (Ptostic,  Fluorescent  Colors) . . 

A-A-1S23 

t 

07  Aug 

81 

9905 

Ribbons,  Flogging,  Surveyors  (Ptostic,  Striped) . 

A-A-1S24 

t 

07  Aug 

81 

9905 

Sign  (Electrically  Powered,  Exit) . . . . . 

A-A-20S4 

t 

06  Jun 

S3 

9905 

Sign  (Non«powtred,  Exit) . . . . . . . 

A-A-20e3 

t 

06  Jun 

83 

9905 

Sign  (SeK'illtminoting,  Exit) . 

A-A-30e5 

t 

06  Jun 

S3 

9905 

Sign  And  Matter,  Aluminum,  Mined  Areo  Modcing  USER*Gi.  REV*MI  $4  GS ...... 

MIL-S-20633C 

ME 

16  Frit 

89 

ME 

99 

9905 

Sign  Box,  Interior  INuminoted,  Electric  (4  inch  By  15  Inch  Messoge)  VtdidofHl 

MIL-S-2609D 

GL 

28  Oct 

68 

GL 

99 

Apr  81  USER-AT  MC  REV-GS 

L 

9905 

Sign  Kit,  Vthicl.  Oou  USER-AT  MC  YD  RGV-ME  MD  GS . 

MIL-S-40626C  (1) 

GL 

07  Nov 

80 

GL 

L 

9905 

Sign  Making  Kit,  Portable . . . . . . . 

MIL-S-44355 

GL 

28  Oct 

88 

CL 

1 

9905 

Signboard,  Blonk  (For  Temporory  Outdoor  Signs)  Validated  Feb  66  USER'MC 

MIL-S-2580E 

ME 

05  Oct 

79 

ME 

99 

REV-GL 

9905 

Tag  And  Hold.r,  K.y . 

FF-T-77C 

t 

24  Mor 

80 

9905 

Tog,  tlank,  Cobk  ld*nlificolion,  Coblt  Morktn  MX-892/G,  MX-893/G, 

MIL-T-12755C  (1) 

GL 

11  Sop 

74 

01  YD 

99 

MX-894/G  And  MX-895/G  VolidaM  Apr  81  USER-AT  MC  SH  REV-ER  SA 

9905 

Woming  Dtritt,  Hlghwo/,  Ttongulor,  RtSttlivt  USER-ME  AT  REV-MC . 

RR-W-1817A 

♦GL 

30  Jul 

75 

01  YD 

99 

1 

9910 

Trophy,  Notional  Guord,  Eiitnhowtr  Award  Validoltd  Jut  84  USER-Gl  REV-GS 

MIL-T-40113  (1) 

IH 

24  Aug 

71 

IH 

9920 

Alh  Receiver,  Tobocco . . . . . . . . . 

A-A-2118 

t 

06  Jon 

83 

9920 

Ash  Receivt  ^obocco  (Woll  Mounted,  Parobolcidol  Shope,  2  Quort  Copocity) 

RR-A-1255C 

• 

16  Moy 

77 

USER-YD 

9920 

Ash  Receiver,  Tobocco,  (Cigorette)  USER*Gl  . 

AA-A-700C 

•A 

09  Fob 

73 

9920 

Ash  Receiver,  Tobacco,  (Desk  Type)  USER*GL  MC . 

AAA-710C 

% 

08  Fob 

73 

9920 

Matches,  bofety  And  Matches,  Nonsofety  (Strike  Anywhere)  USER*MC  REV>MD 

EE-M-IOIJ  {!) 

/GL 

12  Fob 

88 

GL 

99 

ss 

NOTICE  1 

9925 

Altor,  Lectern  And  Pulpit  Hongings  (Ecclesiasticol)  Validated  Apr  81  R£V«GS . 

MIL-A-615E 

GL 

13  Jun 

74 

GL  PE 

28 

9925 

Alter,  Portobl.  REV-GS . 

MII-A-43326A 

GL 

05  Doc 

83 

GL  PE 

28 

9925 

Boll,  Sonctoi  REV-GS  . 

MIL-B-43395A 

GL 

12  Fob 

88 

GL  PE 

28 

NOTICE  1 

9925 

Bowl,  Boptismoi  REV*GS . . 

MIL-B-43401  (2) 

GL 

12  Fob 

88 

GL  PE 

28 

NOTICE  1 

9925 

Condelobfo,  Chapel . . . . . 

A-A-50159 

GL 

22  Mor 

88 

GL  PE 

28 

9925 

Candle  Burner  REV-PE  28  . . . . . 

A-A-50173 

GL 

05  Oct 

88 

GL  PE 

28 

9925 

Condit  Burner,  And  CondleHohter  And  Snuffer  REV«GS  . . 

MIL-C-43467  (2) 

GL 

12  Fob 

88 

GL  PE 

28 

NOTICE  1 

9925 

Candle,  Eccleiiosticol  (And  Toper,  Candlelighter)  Validated  Jen  81  REV'GS.... ... 

MIL-C-40638D 

GL 

30  Apr 

73 

GL  PE 

28 

9925 

Condlelighter  &  Snuffer . . . . . . . 

A-A-50174 

GL 

05  Oct 

88 

GL  PE 

28 

9925 

Condlelighter,  Toper  RBV*GS . .  . . . . . . . 

A-A-50191 

GL 

10  Fob 

89 

GL  PE 

28 

9925 

Candles,  Altor  USER*GS . . . 

A-A-50192 

GL 

17  Fob 

89 

GL  PE 

28 

9925 

Condlestick,  Altor,  Condelobro,  Chapel,  Ard  Menoroh  Validated  Feb  88 

MIL-C-43499  (1) 

GL 

12  Fch 

88 

GL  PE 

28 

REV-GS 

NOTICE  1 

9925 

Condlestick,  Altor . . . . . 

A-A-50158 

GL 

22  Mor 

33 

GL  PE 

28 

9925 

Choir,  Folding,  Wood,  With  Knttitr  Validoltd  Jan  82  REV-GS  . 

MIL-C-43222B 

GL 

27  Ai<g 

81 

GL  PE 

28 

9925 

Choploin  S  Kit,  Jewish  Faith  Validated  Oct  87  REV-GS . . . . . 

MIL-C-43476A  (1) 

GL 

27  Oct 

87 

GL  PE 

28 

NOTICE  1 

9925 

Choploin  S  Kit,  Cotholic  And  Protesfont,  Lightweight,  For  Active  Combat 

MIL-C-43558A  (3) 

GL 

17  Jon 

86 

GL  PE 

Application  REV-GS 

9925 

Choploins  Kits,  Catholic  And  Protestant  Validated  Feb  84  REV-GS . . 

MIL-C-43469B  (2) 

GL 

29  Apr 

77 

GL  PE 

28 

9925 

Chest,  Hymn  Book  Validated  May  81  REV-GS . 

MIL-C-12999B 

GL 

14  Doc 

67 

GL  PE 

28 

9925 

Coll«tion  Plot.  REV-PE  28 . 

A-A-50172 

GL 

03  Oct 

88 

GL  PE 

28 

9925 

Collection  Plate  Validated  Feb  88  REV-GS . . . . . 

MIL-C-43474  (1) 

GL 

12  Fob 

88 

GL  PE 

28 

NOTICE  1 

9925 

Communion  Set,  Chopel,  individual  Cup  Type  Validated  Jan  82  REV-GS ............ 

MIL-C'43437  (1) 

GL 

26  Nov 

69 

GL  PE 

28 

9925 

Communion  Set,  Chop*!,  Chulice  Type  Validated  Oct  87  REV-PE  28 . 

MIL-C43434  (1) 

GL 

23  Oct 

87 

GL  PE 

28 

NOTICE  1 

9925 

Cross<rucifix,  Metol  Validated  Feb  88  REV-GS  . . . 

MIL-C-43516A 

GL 

12  Fob 

88 

GL  PE 

28 

NOTICE  1 

9925 

Cop,  Communion,  Ptostic . . . 

A-A-50175 

GL 

05  Oct 

88 

GL  PE 

28 

9925 

Cup,  Communion,  Plottic  Validoltd  Apr  81  REV-GS . 

MIL-C  43382 

GL 

12  Nov 

65 

GL  PE 

28 

«55 
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TITLE 


DOCUMENT 
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CUCTODIAN 


9925  Folt  Lliwn,  Allot  REV-Gb . 

9925  Foir  llnon,  Alter  Volidottd  Apr  St  REV-GS . 

9925  Flogon,  Cruot  And  Cruel  Troy  Volidattd  Jan  81  REV-GT . 

9925  Glott,  Votiv#  REV-GS . 

9925  Hymnody  Sol,  Topo  Validolad  Jon  81  REV-GS . 

9925  'ddorh  Cup  REV-GS . 

9925  Poinlof,  Torah  VaVidelvl  CM  87  REV-PE  28  GS . 

9925  Prioditu  Validolad  Jon  81  REV-GS  . 

9925  Sanctuary  Lomp,  Vollvt  Glou  Holder,  And  Votive  Glou  Validolad  Od  S7 
REV-GS 

9925  Sonctuory  Lompt,  Condle  Type,  Electric  Type  REV-GS . 

9925  Scorf,  Choplolni  Validolad  Apr  SI  REV-GS  _ _ 

9925  Stond,  Bible  &  Misiel  REV-GS  . 

9925  Stond,  Bible  And  Miitol  Validolad  Fab  87  REV-GS . 


9925  Troy,  Cruet,  Communion . 

9925  Vote,  Chopel,  Altar  REV-GS . 

9925  Vote,  Ecdeilotllcol  Velidolad  Jan  81  REV-GS . 

9930  Beg,  Plotlic,  Mortuory  REV-OM  GS  . . 

9930  Cote,  Tiontfer,  Human  Remoint  USER-MS  REV-GS . 

9930  Embobnlng  Fluid,  Covily  USER-SM  REV-MD  GS . 

9930  Embolming  Fluid,  Cavity  VeMotad  Jun  87  USER-SM  26  REV-GL  MD  MS  34  GS 

9930  Embalming  Fluid,  Arterial  Validolad  Jun  87  USER-SM  26  REV-GL  MD  MS  34 
GS 

9930  Mortuory  Wrop  (Poper)  USER-34  89  REV-GS . 

9930  Pouch,  Human  Remoint  REV-MO  GS . 

9930  ToUe,  Embolming,  Mortuary  Valldalad  Fab  88  REV-GS . . . 

L  9999  Center,  Mettoge  AN/GSQ-S0()  Validolad  Tug  S3  REV-GS . 

9999  Fiber  Oplkt  Tetl  Methodi  And  Inttrumenlolion  Validalad  OtI  84  REV-11 

L  9999  Honeycomb  Core,  Non  Metallic,  Shelter  Ponelt  Valtdalad  Mar  S3 . 

9999  Streomer,  Woming  Validalad  Apr  81  REV-ME  GS . 


A-A-50152 

GL 

19  Jon 

88 

GL  PE 

28 

MIL-F-43583 

GL 

29  May 

68 

GL  PE 

28 

MIL-F-43381 

GL 

12  Nov 

65 

GL  PE 

28 

A-A-50148 

GL 

21  Jon 

88 

GL  PE 

28 

MIL-H-43414  (1) 

GL 

04  Nov 

69 

GL  PE 

28 

MIL-K-433S7  (1) 
NOTICE  1 

GL 

27  Feb 

87 

GL  PE 

28 

MIL-P-43406  (1) 
NOTICE  1 

GL 

23  Oct 

87 

GL  PE 

28 

MIL-P-43475A 

GL 

25  Aug 

69 

GL  PE 

28 

MIL-S-43486A 
NOTICE  1 

GL 

23  Oct 

87 

GL  PE 

28 

A-S-50150 

GL 

21  Jon 

88 

GL  PE 

28 

MIL-S-423B  (1) 

GL 

25  Jon 

67 

GL  PE 

28 

A-A-50151 

GL 

21  Jon 

88 

GL  PE 

28 

MIL-S-43538 

NOTICE  1 

GL 

27  Feb 

87 

GL  PE 

28 

A-A-50157 

GL 

22  Mor 

88 

GL  PE 

28 

A-A-S0149 

GL 

21  Jon 

88 

GL  PE 

28 

MIL-V-43535  (1) 

GL 

04  Jun 

70 

GL  PE 

28 

MIL-B-43861A 

CL 

09  Jul 

86 

GL  MS 

MIL-C-43179B  (2) 

GL 

07  Jun 

84 

GL 

34 

A-A-50170 

/GL 

26  Jul 

88 

GL 

50 

MIL-E-1439D  (1) 
NOTICE  1 

GL 

25  Jun 

87 

GL  MS 

34 

MIL-E-1006D  (1) 
NOTICE  1 

GL 

25  Jun 

87 

GL  MS 

34 

UU-M-1288A 

•GL 

30  Nov 

72 

GL  MS 

MIL-P-10608F  (1) 

GL 

03  Dec 

87 

GL  MS 

34 

MIL-T-43641 

NOTICE  1 

GL 

12  Feb 

88 

GL  MS 

34 

MIL-C-55412  (1) 

CR 

19  Jon 

67 

CR 

MIL-STD-1678 
NOTICE  1 

AS 

30  Nov 

77 

EL  AS 

85 

MIL-H-43964 

GL 

31  Mor 

77 

GL 

MS-51700A 

Ml 

18  Jun 

76 

Ml  AS 

99 
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